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New  York 
Safety  Reserve  Fund 

SYRACUSE,  N.  Y. 

The  only  large  New  York  State  insurance 
company  issuing  a  policy  combining  Health  and 
Accident  indemnities  together  with  accidental 
and  Natural  Death  provisions. 


ASSETS  OVER  $225,000.00 


28  YEARS   OF  SUCCESSFUL    OPERATION 
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A.  D.  BAKER  &  CO. 

Fire  and  AutomobOe  Insurance 

LANSING,  MICH. 

Managers  Western  Department 

EMBRACING 

OHIO.     INDIANA.     MICHIGAN,     WISCONSIN.     MINNESOTA 
ILLINOIS.    MISSOURI,    KANSAS.    NEBRASKA 
NORTH  and  SOUTH  DAKOTA  and  KENTUCKY 


Old  Colony  Ins.  Co. 

BOSTON,  MASS. 

Capital  .     -     -     .  $400,000 

AsaeU    ....     881,612 

Surplus  to  Policy, 
holder*    .     -     .     488,045 


Boston  Ins.  Co. 

BOSTON.  MASS. 

Capital     .     .  $1,000,000 

Asseto      .     •    6,261,009 

Surplus  to 
Policyholders  4,058,575 


Michigan  Commercial  Ins.  Co< 

LANSING,  MICH. 

Capital         ....        $400,000 
Asteto  ....       1,308,757 

Surphis  to  Policyholders  460,082 


OFFICERS 

F.  A  HOOKER,  Pres.         ROBERT  HENKEL,  Vice-Prcs. 
B.  L  HEWETT.  Assi.  Sec.     RALPH  RAWLINGS.  Asst  Sec. 

A.  D.  BAKEIR,  Secretary  and  Treasurer 
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A  REFERENCE  BOOK  FOR  ALL  WHO  REQUIRE  FIRE,  CASUALTY  OR  HUSCELIAHEOUS  INSURANCE 

REPORTS  OF  FIRE  INSURANCE  COMPANIES 

Every  merchant,  manufacturer  or  property  owner  carrying  fire,  casualty, 
fidelity,  liability  or  other  insurance  (other  than  life),  particularly^  those  requiring 
lar^e  lines,  who  are  frequently  obliged  to  accept  policies  of  unlicensed  or  light- 
weight fire  insurance  companies,  or  else  have  their  property  under-insured,  should 
have  at  hand  a  copy  of  "Reports  of  Fnts  Insukance  Companies,"  by  which  to 
judge  of  the  quality  of  the  policies  offered  by  agents  and  brokers.  This  book 
presents  the  latest  statements  of  about  goo  fire  and  marine  insurance  companies, 
m  detail,  with  lists  of  their  investments,  etc.,  and  also  comparative  statements  of 
about  200  casualty  and  miscellaneous  insurance  companies  for  a  series  of  years. 

The  information  concerning  each  company  is  segregated,  so  that  all  desired 
data  relating  to  a  single  company  ma3r  be  found  by  one  reference,  the  companies 
being  arranged  in  alphabetical  order  in  their  respective  groups.  The  book  also 
contains  a  complete  index. 

This  publication  is  a  compendium  of  the  various  State  insurance  department 
reports  upon  fire  insurance  and  is  more  than  the  equivalent  of  a  library  of  such 
reports,  for  it  contains  the  statements  of  many  companies  which  are  not  given 
in  any  State  reports,  but  which  companies  are  soliciting  business  in  the  United 
States. 

The  work  embraces  the  following-named  classes  of  institutions:  American 
Stock  Fire  and  Marine  Insurance  Companies  (licensed) ;  Foreign  Fire  and 
Marine  Insurance  Companies  (licensed  in  the  United  States)  ;  American  Mutual 
Fire  and  Marine  Insurance  Companies;  Underwriters  Agencies;  Lloyds  and 
Reciprocal  Underwriters'  Associations;  Unlicensed  American  Fire  Insurance 
Companies ;  Unlicensed  Foreign  Fire  Insurance  Companies ;  Casualty  and  Miscel- 
laneous Insurance  Companies. 

Some  of  the  information  which  is  presented  for  the  individual  fire  and 
marine  companies  is  briefly  described  below : 

LIABILITIES,  DECEMBER  81.  1909. 

Net    losses    unpaid    (stating    amount    re- 
sisted). 

Unearned  premiums  (except  perpetuals). 

Amount  reclaimable  on  perpetual  policies. 

Other  liabilities. 

Total  liabilities,  except  capital  and  snrplus. 


ASSETS,   DECEMBER  81.  1909. 
Real  estate  owned  (book  and  market  value). 
Mortgage  loans  on  real  estate. 
Bonds  and  stocks  owned  (market  value). 
Collateral  loans. 
Cash  in  office  and  bank. 
Agents'  balances,  not  over  three  months 

due. 

Interest  and  rents  accrued. 
Other  assets. 

Total  admitted  assets. 


Capital  paid  up. 

Surplus  over  sil  liabilities. 


Total. 


In  elaboration  of  the  above-specified  items  of  assets,  the  companies'  real 
estate  holdings  and  mortgage  loans  are  described,  in  sufficient  detail  to  assist  in 
the  formation  of  an  opinion  as  to  their  value;  detailed  lists  of  securities  for 
collateral  loans,  and  bonds  and  stocks  owned,  with  values,  etc.,  are  given ;  tabula- 
tions showing  the  standing  and  business  of  the  companies  for  a  series  of  years 
are  presented;  and  names  of  ofiicers,  directors,  general  and  special  agents  are 
included,  with  other  interesting  and  helpful  information. 

The  San  Francisco  conflagration  losses  of  the  respective  companies,  with 
information  concerning  their  consequent  surplus  contributions,  remittances  of 
foreign  companies,  etc.,  are  also  presented  in  tnis  book. 

The  data  contained  in  "Reports  of  Fire  Insurance  Companies"  are  such 
as  to  render  this  publication  of  the  utmost  usefulness  to  all  who  buv  or  sell  fire, 
marine,  casualty  or  other  kinds  of  insurance  (except  life).  It  enables  the  pos- 
sessor to  discover  at  once  the  character,  importance  and  degree  of  reliabilitsr  of 
any  company  whose  agency  or  policy  he  is  likely  to  be  offered ;  and  gives  sufficient 
detail  to  enable  him  to  form  a  just  opinion  upon  such  a  company. 

"Reports  of  Fire  Insurance  Companies"  comprise  over  430  pages,  and  is 
substantially  and  handsomely  bound  in  red  cloth  and  gold.  Price  per  copy,  $5.00, 
sent  prepaid  to  any  address  in  the  United  States,  or  any  country  in  the  Postal 
Union,  on  receipt  of  price. 

The  information  embraced  in  this  book  is  kept  up  to  date  by  means  of  eleven 
Monthly  Supplements,  which  will  be  furnished  to  subscribers  to  the  book  at 
$2.00  per  annum,  or  $7.00  with  the  Annual  Book.  An  excellent  binder  for  the 
Supplements  may  be  obtained  for  $1.00. 
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RDELITY  . 
UABIUTY  .  . 
ACCIOeHT  .  . 
HEALTH  .  . 
STEAM  BOILER 
ELEVATOR .  . 
PUTE  GLASS  . 
BURGLARY .  . 
FLY  WHEEL      . 

PHYSICIANS'  & 
DRUGGISTS' 
UABILnr     .   . 


This  Compftny  has  been  cnfagcd  in  the  several  MINOR  MISCELUNEOUS 
LINES  of  insurance  for  thirty- four  years,  and  has  buUt  up  gradually  and 
pradcniJy  A  VERY  URGE  CASUALTY  INSURANCE  BUSINESS.  Its  annual 
income  from  premiums  b  over  SIX  MILLION  SIX  HUNDRED  THOUSAND 
DOLURS.  Rs  business  is  protected  by  assets  of  over  NINE  MILLION  SIX 
HUNDRED  THOUSAND  DOLURS,  including  an  unearned  premium  reserve 
of  over  THREE  AND  THREEQUARTER  MILLION  DOLLARS,  and  a  special 
reserve  against  contingent  claims  of  over  ONE  MILLION  SEVEN  HUNDRED 
THOUSAND  DOLURS.  It  has  paid  over  THIRTY-TWO  MILLIONS  to  ib 
policy-holders  FOR  LOSSES.  Its  constant  effort  is  to  give  its  clients  not 
only  INSURANCE  indemnity,  but  prompt  and  effective  INSPECTION  and 
ADJUSTING  SERVICES. 

INSURANCE    THAT    INSURES 


Capital,  $1,000,000.00  Surplus,  $2,564,229.90 

DIRECTORS: 
WM.  P.  MXOM,  W.  Q.  LOW,  WM.  J.  MATHESON,  WM.  N.  PORTER, 

MJKB  W.  MOYT,  FRANK  LYUAN,  ALEXANDER  E.  ORR,  ANTON  A.  RAVEN, 

tf  0.  E.  IK,  W.  EMLEN  ROOSEVELT,         HENRY  E.  PIERREPONT,  JOHN  J.  RIKER, 

J.  G.  MeCULLOUOM,  REO.  P.  SEWARD. 

Principal  Offices  i  92-94  Liberty  St  and  97-S03  Cedar  Su  New  York 

A  cents  in  all  eonsldcrabl*  towns 


^  PROVIDENT 

Life  and  Trust  Company 

Of  Philadelphia,  Pa. 

As%  S.  Wingt  President  T.  Wistar  Brown.  Vice-President 

Joseph    Ashbrook.    Vlce*Presldent   and    Manager    Insurance    Dept. 
DnTftd  G.  Alsop,  Actuary  J.  Thomas  Moore*  Supt.  of  Agencies 


lAsorance  in  Force         ...  $214,509,255.00 

Asseto 70,514,350.45 

Continent  Heserre  \       .        .       o  907  976  ss 

lBcI«<ta<  Catfltel  SfOi,  fl,Me,«M  J  y ,*w«  ,* « w.»w 


New  Policies— Low  Premiums— Large  Dividends 

TBI  LOWEST  MOKTALITT  IN  AMIIICA  FOR  4$  TIARS 

UNSURPASSED  IN  ECONOMY  OF  MANAGEMENT 
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"The  Company  ol  the  South" 

^  The  public  confidence  in  the  Empire  Life  is  due 
to  the  past  accomplishments  oi  the  Company — its 
(air  treatment  of  poHcyholders — and  its  able,  con- 
servative management. 

Q  The  Ejnpire  Life's  increase  in  new  business  in 
Georgia  alone  for  the  past  twelve  months  was 
$3,264,6 1 5 — and  easily  lead  all  other  life  companies. 


4  The  attractive  policies  issued  by  the  Empire  sell 
readily.     All  Empire  agents  are  making  money. 

Q  Hustling  managers  and  field  men  wanted.  Write  us. 


Empire  Life  Insurance  Co. 

OLD  UNE,  MUTUAL.  LEGAL  RESERVE 
Home  Offices       :-:       :-:       ATLANTA,  GA. 
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Maryland  Motor  Car  Insurance 
Company 

Principal  Office:  BALTIMORE,  MD. 

J.  PURVIANCE  BONSAL,  PrMiiUiit  PETER  P.  BLANCHARD,  S^'r-Trau. 

INSURES  MOTOR  CARS  EXCLUSIVELY  AGAINST 
LOSS  BY  FIRE  FROM  ANY  CAUSE.  LOSS  OR 
DAMAGE  IN  TRANSPORTATION  AND  THEFT 
UBERAL  POUCY.  LOW  RATES.   PROMPT  SETTLEMENTS 

DIRECTORS 

].  PURVIANCE  BONSAL.  Promlanl 

JOHN  R.  BLAND.  PrakleBl  U.  S.  BdeElj  and  CiunntT  Co. 

JACOB  A.  ULMAN.  \^ce>-Pr«i<leQ(  Wilson  DiatOliiig  Co. 
W.  IRVINE  KEYSER,  Captalin 

CHARLES  E.  RIEMAN.  Praai<kni  Weatem  Natl  Bank.  BaltJnioTo 
MILES  WHITE.  Jr..  Capitaliat 

JAMES  A.  RICHARDSON,  Insurance  Underwritar 
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ORGANIZED  AND  INCORPORATED  UNDER  THE  LAWS  OP 

PENNSYLVANIA 


AMERICAN  UNION  FIRE 

INSURANCE  COMPANY 


PHILADELPHIA 


JAMES  F.  STONE,  President 

331-337  WALNUT  STREET 


LEON  R,  LEVY  FOXHALL  A.  PARKER 

President  Secretaiy 


Empire 
Life  Insurance  Company 


BEAUMONT 

TEXAS 


W  e  desire  to  employ  a  number  of  additional  agents  in 

Texas  and  Louisiana.    Our  contracts  are  liberal 

and  you  deal  direct  with  the  Company 
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Capital        -  -        S300,000 


Seranton  Life  Insurance 


Company 


JAS.  S.  McANULTY  President 


Spotless  Past 
The  Company  with  a  Prosperous  Present 

and  an 

Auspicious  Future 


CMcial  Examination  of  the  Company  on  March  3,  1910,  by  the 

PENNSYLVANIA   INSURANCE  DEPARTMENT 

Showed 

Net  Asiets         -        -        .        -    $584,482.62 

Net  Liabilities,  including  Capital     -       220, 1 08.23 
Surplus  and  Capital      -         -        -      364,374.37 


Its  policies  are   the   acme  of   liberality;  unusual  benefits  for 
usual  rates. 

Good  territory  and  generous  contracts  to  reliable  salesmen. 


HOME   OFFICE:    SCRAIVXOIV,      PA. 
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Continental  Casualty  Co. 

CHICAGO 
H.  G.  B.  ALEXANDER,  President 

The  LARGEST  and  GREATEST  HEALTH  and 

ACCIDENT 

Insurance    Company    in    the    World. 


Premiums  1909       -       $3,116,000. 

The  ONLY  Health  and  Accident  Company  operating  in  EVERY 

State  and  Territory. 

The  ONLY  one  paying  more  than  250  claims  daily. 

^^ Every  time  the  clock  ticks  every  vforking  hoar,  IT  PAYS  a  dime  to 
somebody,  somewhere,  who  is  SICK  or  HURT/^ 

Nearly  $10,000,000  PAID  TO  about  400,000  Policyholders. 


Most  Liberal  Policies— Prompt  Pay.  Most  Liberal  Contracts  to  Agents. 

**  Often  Copied ;   Never  Equalled." 


The  Williamsburgh   City 

Fire  Insurance  Company  of  Brooklyn,  n,  t. 

Weeiem  Zkpttriment,  Presort,  UL 

^seventh  Annual  Statement,  January  1st,  1910 


ASSETS 

Real  Estate       ...  $90,000.00 

Bonds  and  Mortgages  -  402,100.00 
Stocks  and  Bonds  -  -  1,607,775.00 
Cash  in  Banks  and  Offices  -  361,702.71 
Premiums  in  course  of 

CoUection  -  -  -  -305,437.91 
Interest  Accrued  ...  15,871.50 
Due  from  Other  Companies  -     4,179.06 

Total  Assets      -      -     $2,787,066.18 


UABUJITES 

Due  for  Unpaid  Losses  -  $177,029.70 
Reserved  for  Re-Insurance  1,538, 564. 1 1 
All  other  Claims       -      -      -   30,950,32 

Total  Liabilities      -     $1,746,544.13 
Capital  Stock  -  $250,000.00 
NET  SURPLUS  790,522.05 

Surplus  to  Policyholders   -  $1,040,522.05 

$2,787,066.18 


Oifiees,  No.  59  John  Street,  New  York 

MARSHALL  S.  DRIGOS,  PM.  FREDERICK  H.  WAY,  Secy.  F.  H.  DOUGLASS.  G«l  Afcnt 


FRED.  JVI.  QUND*  Mgr.,  Western  Dept,  Freeport,  lU. 

UUnoii,  Iowa.  Wlmniln,  MhrnMols.  South  DiOcoCa,  KaoMS.  Mimii,  Nebn^  Indiuia  tad  liicfalBaa 


PoldMiMwd  widtr  provliloBSof  tbs  SsMy  Pnod  Uwofths  Stats  of  Now  Yoik 


Publishers'  Announcement. 


For  thirty-seven  years  The  Insurance  Year  Book  has  appeared  annually, 
expanding  year  by  year  with  the  growth  of  the  insurance  business,  and  adding 
new  features  to  its  mass  of  information  as  the  conditions  demanded.  The 
publishers  therefore  take  pride  in  presenting  the  thirty-eighth  annual  edition, 
and  in  acknowledging  the  widespread  recognition  that  has  been  accorded  this 
publication,  both  in  this  country  and  abroad.  Its  present  development  is  the 
result  of  a  series  of  evolutions,  similar  to  those  through  which  the  insurance 
business  itself  has  passed. 

The  1910  edition  of  the  Year  Book  is  issued  in  two  volumes  as  heretofore, 
one  being  devoted  to  Life,  Casualty  and  Miscellaneous  Insurance,  and  the 
other  to  Fire  and  Marine  Insurance.  Each  volume  contains  the  standard 
statistics  regarding  companies  and  their  transactions  that  are  necessary  to  per- 
fect their  history  from  year  to  year.  These  statistics  are  brought  forward  to 
include  their  transactions  to  December  31,  1909,  The  statistical  tables  are 
compiled  from  official  data,  the  annual  reports  to  the  New  York  Insurance 
Department  being  used  for  those  companies  doing  business  in  that  State;  for 
other  companies  the  official  data  have  been  secured  from  the  department  reports 
of  the  States  wherein  they  do  business,  or  from  other  official  sources.  The 
utmost  care  has  been  taken  to  make  these  compilations  complete  and  accurate. 

An  innovation  which  was  introduced  in  the  Fire  and  Marine  Volume  four 
years  ago,  whereby  all  the  essential  information  concerning  the  standing,  busi- 
ness, officers,  directors,  field  men,  etc.,  of  each  company  is  grouped  together,  is 
continued  this  year.  The  great  amount  of  detailed  information  in  this  depart- 
ment caused  an  increase  of  about  300  pages  in  the  size  of  the  book,  as  compared 
with  previous  years. 

The  department  relating  to  "Fire  Departments  and  Water  Supply,"  com- 
prising over  500  pages,  is  more  complete  than  ever  before.  It  contains  sta- 
tistics showing  the  water  supply  and  means  for  fire  protection  in  fifty-eight  hun- 
dred cities  and  villages,  the  data  having  been  brought  down  to  date.  These  sta- 
tistics are  the  result  of  over  thirty  years'  experience  in  obtaining  information 
and  compiling  the  same,  and  form  the  fullest  and  most  complete  statement 
regarding  the  fire  protective  equipment  of  the  numerous  places  that  has  ever 
been  compiled. 

Attention  is  invited  to  the  list  of  prominent  agents,  which  contains  the 
names  of  over  40,000  persons  representing  insurance  interests  in  various  parts 
of  the  country.  The  abbreviations  following  the  name  in  each  case  indicate  the 
branches  of  insurance  prosecuted  by  the  agent.  This  is  the  most  complete 
list  of  agents  ever  published,  and  will  be  found  to  be  of  great  value  to  managers 
of  companies. 

Our  thanks  are  due  to  the  heads  of  Insurance  Departments  of  the  various 
States  and  to  officers  of  companies  for  their  courtesy  and  promptness  in  fur- 
nbhing  us  with  desired  information. 

THE  SPECTATOR  COMPANY. 

New  York,  June  18, 1910. 
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G  E 

FIRE 

Cash  Capital 

R  IVI  A.  IM  I  iA 

INSURANCE  CX)MPANY 
NEW  YORK 

ORGANIZED    18119 

..............    ....    ......    ....    ..91  tvUUpUOO.VO 

3,008,419.02 

Corner  ^ 

HEAD  OFFICE: 

William  and  Cedar  Streets 

!"£  EMPLOYERS' 
LIABILITY 

ASSURANCE   CORPORATION 

(Limited)  of  London,  England 


UNITED  STATES  BRANCH 
SAMUEL  APPLETON,  United  States  Manage?,  33  Btoad  Street,  Boston. 

T/iOSTE£S  ADVISOHY  BOARD  EXECUTIVE  COMMITTEE 

FRANK  G.  WEBSTER,  Bw).  WU.  AIXEN  BUTLER.  Jr..  Bw).  HBNRV  H.  B 


JOHN  LOWELL.  Ew|.  GEN.  FRANCIS  V.  GREENE      JOHN  B,  THOUAS,  E^. 

WILLIAM"    ".-"-'-'     .^-^       n.......  n    .,.,„.,.■>-    ^„      .......  ,^...^.«  .^...^ 


Ointml  SulMcribed tS.OOO.OC 

Cmuital  Paid  Up  in  Cuh l.OOO.OC 

SurpiuJ  to   PoUcyholden    cxclu^ve    of 

Eiuruitesl  capita] 3.8S3.1; 

Total  ATnitabli  Hmnircta 12,507. 2( 


Em.     WILLIAM  D.  BALDWIN'.  En.    CHAS.  FRANCIS  ADAUS.  2Dd,Bw). 

CHARLES  F.  EDOAR,  Eaq. 

UNITED  STATES  BRANCH 

Si'mmarji  of  StaUmtnt  Dictmbtr  31,  reOS 
Deporited  with  Innuiuict  Depti.  New 
Yock,    Uan.,    Ohio.    Vlisbite    and 

Tnutet* (4,434,172.12 


plus  to  Folicybolden 1,BII,9S1  69 

UABIUTY,  STEAM  BOILER,  ACCIDENT,  HEALTH,  FIDELITV  AND  BUROLARV  INSURANCE 

The  Ptoaecraf  LtiMHty  luuiance  fa  the  world  and  >  leidet  In  OCCIDENT  laiuiancc  la  Ametica 


THE   INSURANCE    YEAR    BOOK.  XIX 

Others'  Efforts  Have  Won  Success 


In  the  Sale  of  Life  Insurance. 

You  can  do  it  too,  if  you  represent  the 

right  company. 

The  prosperity  and  success  of  solicitors 

working  for 

THE  STATE  MUTUAL  LIFE  INSURANCE  COMPANY 

of  ROME,  GEORGIA 

Is  evidenced  by  the  wonderful  growth  of 
the  company  during  the  past  four  years : 

1905  1910 

Income $262,172.91      $2,020,056,26 

Paid  Policyholders 

and  Beneficiaries     .        31,333,09  580,346.73 

Jan.  1,  1906  Jan.  1,  1910 

Admitted  Assets    .     .      296,381.91        2,773,747.35 
Insurance  in  Force     •  3,795,500.00      38,644,627.00 

State  Mutual  Agency  Contracts 

arc  liberal  and  there  is  always  a  good  place 
for  the  reliable  and  progressive  producer. 


WRHTE  TO  THE 


STATE  MUTUAL  LIFE  INSURANCE  CO. 


C.  R.  PCHITER,  President 

Head  Office,  ROME,  GA. 
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1894 


1910 


THE  STATE 

UFE  INSURANCE  COMPANY 

INDIANAPOLIS 

UNEQUALLED  IN  SOLID  ACHIEVEMENT 

AmsU,  D«c.  31,  1909,  $8,580,830.58  Sorpliu,  1909,  $1,174,606.34 

GROWTH  UNPARALLELED 

GAIN  IN  ADMnTED  ASSETS  GAIN  IN  SURPLUS 

1907      •      -      $1,001,409.00  $27,775.00 


1908 
1909 


1.023,700.00  153,161.00 

1,201,977.14  314,044.74 

EIGHT  MILUON  DOLLARS  IN  SECURITIES  DEPOSITED  WTTH 

THE  STATE  OF  INDIANA 

This  ii  $848,861  More  Than  ii  Requind  by  Law 

MOST   ATTRACTIVE   AGENCY   CONTRACTS 

Our  Own  klea 

Every  Contract  Dired  with  tke  Company 

Scores  of  Good  Men  Have  Joined  the  Stale  Ue  Field  Force  Since  Januaiy  I,  1910 

On  AD  Agency  Matten  Addrew 

CHAS.  P.  COPPIN,   2im1  Vic«-PMa.  1231  Stnto  Life  Bldg 


A    FEDERAL   INSTITUTION 


or  OUR 

SBcunmr    .^ 


rjcvuivpoijcvij 


The  Masonic 
Mataal  Life 
Association 

of  the 

District  ^f  Colifflbia 


CHARTERED  BY  A  SPECIAL  ACT 
OF  CONGRESS,  March  3,  1869. 

Combines  legal  reserve  safety  with  fraternal 

economy. 
Required  by  its  Chaner  to  maintain  the  legal 

reserve  on  every  policy  it  issues. 
It  has  paid  in  full  every  claim  against  it. 

MODERN,  UP-TO-DATE 
POLICIES 

Exclusive  Territory  to  Good  Agents 

WM.  MONTGOMERY,  &rrtfftfry,Wuhiogtoa,D.C. 


ORGANIZED   1865 


Virginia  State 
Insurance  Co. 

RICHMOND,    VA 

Cash  Capital  -  -  $200,000.0 
Losses  Paid,  over  -  4,700,000.0 
Surplus  to  Policyholders  245,888.0 

GEORGE  L.  CHRISTIAN,  PrMidei 

ROB'T  LECKY,  Jr.,  Vice-Pres.  and  Sec 
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A  Valuable  Asset  for 
Any  Insurance  Agent 

The  agmt  who  represents  The  Travelers  possesses  the  advantage  of  a 
most  comproiensive  field  for  his  activities. 

LIFE  INSURANCE— Guaranteed  low  cost  policies,  Monthly  Incomes, 
Piemium  Reduction,  and  20-payment  Life  Policies,  with  Guaranteed  Endow- 
ment Additions,  and  in  connection  wi  h  these  policies,  a  Disabili^  Clause  of 
great  value. 

ACCIDENT  INSURANCE— Accumulative  Accident  PoUcies  con- 
taining the  most  comprehensive  benefits. 

LIABILITY  INSURANCE— in  aU  its  forms. 

Every  man  is  a  prosf)ect  for  more  than  one  line  of  insurance.  The  agent 
who  can  supply  these  several  needs  possesses  the  valuable  asset  of  the  broadest 
field  for  bis  efforts. 

The  Travelers  Insurance  Co. 

OF  HARTFORD 

S.    C.    DUNHAM,    President 


The  Successful  Western  Company 


The  Middle-West  is  the  most  prosperous  section  of  America  and 
the  best  field  for  life  insurance  salesmen.  Get  details  of  our 
agency  proposition — Uberal  commissions  and  continuous  renewals. 
During  1909,  the  Kansas  City  Life  was  conspicuous  among  the 
moderate  sized  companies  for  its  large  volume  of  new  business. 

FRED  W.  FLEMING,  Sec'y  J.  B.  REYNOLDS,  Pres. 


THE   INSUSANCE   YEAS   BOOK. 


UNITED  STATES  FIDELnY  AND  GUARANTY  CO. 
bal,tin«ore:.  n4d. 


RuidMICM  M 

MercantU* 


BURGLARY 


Ptayiidaiu,  DcntiNi  m 
DronlrtrLuHlllr 


Offers   to    M«rchants    the    Best    Possible    Protection 
Through   Its   Departtuent  of    Guaranteed   Attorneys 

JOHN  R.  BLAND,  PtuMhH  QEO.  R.  CALUS,  VIwPtu.  *iiiI  Sec'r^TrM*. 


UNION  LIFE  INSURANCE  CO. 


=OF    CHICAGO= 


fit- 1 


'  began  at  a  poiat  reached  by  older  companies 
after  generations  of  experience.  It  is  moving 
ONWARD  unhampered  by  a  history,  or  weighted 
with  abandoned  plans,  policies  or  purposes,  ft 
offers  the  best  of  everyihinic  in  Life  Insurance, 
profiting  by  the  experience  of  Its  elders,  and 
making  figures  to  buyers  and  sellers  of  Life  In- 
surance that  are  only  possible  to  new,  clean  and  strong  companies. 
For  the  best  connection  open  to  agents  in  the  Life  Insurance  field, 
communicate  at  once  with 

UNION   LIFE    INSURANCE   CO. 

Fifth  Floor,  Chicago  Savinos  Bank  Building  CHICAGO 
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Home  Life  losorance  Company 


OF  NEW  YORK 
GEORGE  E.  IDE,  Prewlait 


Assets 


$23,626,018.63 


Liabilities        -        $21,873,691.52 

(Indoding  DIvideod-EndowiMot  Fund) 


Dividend  Endowment  Fund  (Deferred  Dividends),  $2,119,044.00 

Net  Smplas 1,752,327.11 

Insurance  In  Force  ....         92,532,583.00 


The  FMeg  Ckmtraet  U  Idmal 
The  Premium  Raiee  are  Low 


The  GuanuUee  Vaiuee  are  High 
The  Security  ie  the  Beet 


W.  H.  STEVENS,  President  JOHN  Q.  ADAMS,  Secietary 

CHARTERED  1853 

U\UA 

INSURES  AGAINST 

Fire,  Lightning  and  Tornado 

FIFTY-SEVENTH  AN^fUAL  STATEMENT,  JANUARY  I,  1910 

Capital $500,000.00 

A»ets  (to  protect  PoUcyholdera) 3,470,509.00 

Net  Surptut  to  Poiicyholdere 1,549,673.00 

Net  Sorplae  to  Stockholders 1,049,672.00 

TOTAL  LOSSES  PAID  SINCE  ORGANIZATION,  $18,739,024 


znv 
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The  Bankers'  Life  Asscx:iation 


OF  DES  MOINES.  IOWA 


ERhEST  E.  CLARK.     ::     ::    Pteadent 


A  Purely  Mutual  Association  of  Preferred  Risks 


Exceptional  record  during  twenty-nine  years,  for 


Low  Rate  of  Mortality 


Economy  of  Management 


Prompt  Pa]rment  of  Claims       Security  of  Its  Funds 

and  Satisfactory  Results  for  Its  Policyholders. 


ASSETS   OVER   « 15,500,000.00 


ORIENT 

Insurance   Company 

HARTFORD     CONN. 


Capital  .    .    $5ll,aN.II 

Assets    .    .   2,990,283.43 
NetSarplBS.   1,011,784.89 


A.  G.  McILWAINE,  JIt»  President 
HENRY  W.  GRAY,  JR.,  Secretary 


ORGANIZED   tSBS 

HAWKEYE 

Insuraoce  Company 

of  Des  Moines,  Iowa 


Cash  Capital,  $100,000.00 

Losses  Paid  Since  Organizatiod 
$3,711,165.20 

Surplus  to  Policyholders 
$351,274.81 


H.  R.  HOWELL,  Prestdent        I 
W.  D.  SKINNER,  Secretary 
GEO.  A.  HOWELL,  Treasure^ 
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TELEPHONE    CONNECTION 


General  Printing 
of    All    Kinds 


Ro  5^  Press 


INSURANCE 
PRINTING 

TRADE   PAPERS 
AND  BOOK  WORK 

Pamphlet  Binding 


NEW  YORK 


-'^^^H  I  S  Establishment  is  especially  equipped  to 
^ii^  handle  large  lines  of  Insurance  Printing.  ::  Many 
companies  throughout  the  country  order  all  their  sup- 
plies from  us.  ::  Managers  and  Agents  are  respectfully 
requested  to  send  for  estimates.  The  numerous  publi- 
cations  of  The  Spectator   Company  are    printed   here. 
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J.  W.  FRY,  President 

JULIAN  PRICE,  Secretan' 

C.  W.  JACKSON,  Acluan- 

Greensboro 

Life  Insurance 

Company 


GREENSBORO,  N.C. 


Large  Surplus  to  Policyholders 
Policy  contracts  as  good 


The  Adjuster's  IHaaaal 


A  Standard  Work 

on  the  Adjustment  of  Accident  and 

Health  Claims 


Clai 


s  for 


port  at  ion  companies  will  find  this  book  of 
grea.1  assistance  in  settling  with  clainiantE. 
It  helps  in  diagnosing  symptoms,  and  in- 
dicates probable  length  of  disability,  and 
is  used  and  endorsed  by  the  claim  depart- 
ments of  alt  leading  casuallv  companies  In 
the  United  States. 

Prict,  In  llanlbU  taalhar  binding,  SZ.OO  par  copii. 
Llbtral  dtacounl  «n  ordart  ol  100  or  mora  copla*. 

Address  all  orders  lo 

THE  SPECTATOR  COMPANY 

Bole  BelllDB  Aienti 

CHiCAOO  OFFICE:         i3S  William  Street 
119  L«SMt  StTHt  NEW  YORK 


NORFOLK  FIRE 
INSURANCE 
CORPORATION 


NORFOLK,  VA. 

VIRGINIA,  WEST  VIRGINIA 
MARYLAND,  NEW  JERSEY 
NORTH   CAROLINA 

AGENTS    WANTED    IN 
ABOVE    STATES 


METROPOLITAN 
CASUALTY 

INSURANCE  CO.  OF  NEW  VORK 

fFORHIIILV  :  THK  MCTHOPOUTAN  PLATC\ 
Vai»B    «    CABUALTV    INSURANCK    CO./ 

Homa  ONiee  -    47  CEDAR  STREET 


CHARTERED  t8T4 


PLATE  GLASS  „^,  .niro 

PERSONAL  ACCIDENT      PUL  UlEo 
AND   HEALTH 

or  THE  MOST  APPROVE D  FORMS  | 


EUaENE  H.  WINSLOW,  Preddent 

DANIEL  D.  WniTNeY,  V 
S.  wn.  BURTON,  ! 

ALXINZO  0.  BROOKS   A«- 


•>-tS«a^t«nj 


HELIULE  AND  EHUWIIC  UIMTt  WAHTEO 
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RATE"" 
BOOKS 

Bound 


—In- 
Leather, 
Cloth  and 
Other 
Materials 


BY 


George  MclQbbin  &  Son 


Book  Manufacturers 


Flexible   Work  a  Specialty 


78-80   WALKER    STREET 

Near  Broadway 

NEW    YORK 


THE  HANDY  GUIDE, 
ACCIDENT  INSURANCE  MANUAL, 
THE  INSURANCE  YEAR  BOOK,  and  other 
cloth  and  flexible  covered  books  issued  by  THE 
SPECTATOR    COMPANY   are   bound   by  us. 
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THE  FIDELITY 

Mutual  Life 
Insurance  Company 

PHILADELPHIA 

L.    G.    FOUSE,    President 

GAINS  IN  TEN  YEARS 
1900  1910 

In  Assets,               .  575% 

In  Yearly  Income,  182% 
In  Yearly  Payments 

to  Policyholders,  117% 
In  Outstanding 

Insurance,    .       .  62% 


Insurance  in  Force,  $125,000^000 

Paid  to  and  held  in 
trust  for  Policy- 
holders, over    .    $40,000,000 


BEST  EQUIPPEB 

^    COMMERCIAL 

DESIGNING 

PHOTOENGRAVING  I 

ELECTROTVPING 

PHOTOGRAPHING 

sJIUUSTRATING 

PUNTintheWORID 


I 


FARINGLERCo 

21-23  BARCLAY  ST. TO 
26-28  PARK  PLACE 

NEW  YORK 


NEW  AMSTERDAM 
CASUALTY  CO. 


1  Liberty  Street, 


New  York 


W.  F.  MOORE,  Pres'T 


GEO.  E.  TAYIOR,  Sec  Y 


CAPITAL,  I3IM00 
ASSETS,  11,094,644 

Liability        Burglary 
Accident  and  Health    Plate  Glass 

Automobile 


ATTRACTIVE    GOHTRACTS    TO 
LIVE    AGENTS 

F.  A.  FLINN 

PAPER 


32  BEEKMAN  STREET 

NEW        YORK 


Have  you  tried 

1776  BOND 

for  your  policiet?     NONE   BETTER 


Sole  Agents  in  United  States 

IMPROVED  INDIA 
BIBLE  PAPER 

A  Very  Detirable   Paper   for    Rate  Booki 


THE  IHSCRANCE   YBAK    BOOK. 


loodoi)  ^flaraotee  apd  /Vccident  (o. 


205    LA    SALLE    STREET 
CHICAGO,  ILL 

F.  W.  LAW9CW.  Gwnl  M«m« 


UABOJTY,  ACODErn'.  HEALTH.  BURGLARY.  CREDIT  AND  STEAM  BOILER  INSURANCE 


Bankers  Life  Insurance  Company 

of  the  City  of  New  York 
WILLIAM    HANHART,    Preiident 

HOME  OFPtCS 

No.  100  Broadway,  New  York 
STATEMENT,   DECEMBER   31,    1909 

(Aa  pfr  Report  to  N*w  Yorli  ToMirtoGe  DtpartnwnO 
ASSETS  LIABIUTtES 

Stacm  CO  all  OnUtanding  Poiicls.  ..tl, 102.089. ;:« 
(CcctiGcataol  New  Yoifc  loi.  D^K.) 

Dfsih  CkbBi  Rcpocttd 12.S0O.0O 

All  Otlis  Uibilitla. 1S,0T1.;S 

Sviphu  to  PolicTboMcn,  Includlns 
•100,000  CapiuL 2S2.578.28 


UtttlicMd  and  Drfand  Pnmiumt  .. 


2,122. 
»,II2I 
liSiS. 


Ordinary  Ltfe,  Limited  Paymeiit  and  Endowment  Policies  $1,000  to 
Thrift  Policies  $250  to  $900,  also  Monthly  Premium  Policlu,  all  of 
benefit  with  full  Surrender  Values,  Paid  Up  and  Extended  Insurance. 

QEO.  W.  MASON,  Superintendent  of  Agencies 


XZVl 
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H.  K.  SHOCKLEY.  Pnmiad  JOHN  PITMAN.  In  Vic«*Pie«ient 

THOMAS  P.  STEIAOC.  2d  Vioe-Pnnleat  umI  Treuurer 
CARROLL  BROOKHELD.  Geoenl  Manager  and  Secretary       WILLIAM  UTTLEFORD.  General  Coond 


American  Liability  Company 

Ezecotire  OfBcet ; 

CINCINNATI,   OHIO 

W.  R.  SANDERS,  General  Manager  Insurance  Department 

Personal  Accident  and  Health,  both  Commercial 
and  Industrial  Departments  opened 

June  1,  1910 

EXCELLENT  OPPORTUNITY  FOR  UVE  AGENTS 

$100,000.00  deposited  widi  Insurance  Department  State  of  Indiana 


^Ut(tP  Cleiielanli. 

Companp    ^ 

General   Surety  and 
Bonding  Business 

Careful  and  Conservative  Management 


OFFICERS 


P.  W.  HARVEY,      - 
WM.  WIENER  WHITE. 
GEO.  H.  OLMSTED,     - 
M.  A.  CRAIG,  -       - 


President 

Vice-Pres. 

Vke-Pres. 

Sec'y-'IYcas. 


DIRECTORS 


HARVEY  D.  GOXJLDER,  Chairman  of  Board 
CHAS.  BABCOCK         GEO.  H.  OLMSTED 
R.  E.  BURDICK  CHARLES  A.  OTIS 

FRANK  P.  DOLAN      WILFORD  C.  SAEGER 
MAX  P.  GOODMAN    CHRISTIAN  SCHUELE 
P.  W.  HARVEY  ANDREW  S^UPSON 

JOHN  MITCHELL      W.  W.  WHTTE 
L  NEWSHULER  E.  H.  ZURHORST 


Insurance  Company 

of  New  York 

ORGANIZED        185G 


Strength 


Security 


Stabilitj 


Lowest  participating  rates  consistent  with  safety 

Extremely  liberal  cash,  loan,  paid-up  and  ex 
tended  insurance. 

Do  you  want  a  direct  contract  with  exclusiv 
territory;  if  so,  communicate  with 

W.  B.  LANE,  Vice-President 


No.  66  Broadway 


New  Yorlc  Cit 
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The  Ger mania  Life  Insur- 
ance Company  of  New  York 

INCORPORATED  IN  IMO 
UNDER  THE  LAWS  OP  THE  CTATE  OF  NEW  YORK 


Assets,  Jannary  1,  1910  ....       $43,621,266.26 

DIvldendandSurplusFund  (3}%and 3% Standard)  6,290,7 18.94 
Paid-for  Insurance  in  force  ....  118,860,288.00 
Payments  to  Policyholders  since  Organization     74,459.378.44 


Vfith  its  long  record  of  clean  and  conservative  management 
and  of  fair  dealings  with  its  policyholders,  as  shown  at  dif- 
ferent times  by  official  examinations;  with  a  steadily  increased 
scale  of  dividends  for  the  last  sixteen  years;  with  Policies 
embod3ring  all  the  attractive  features  and  Standard  Provisions 
\        prescribed  by  the  laws  of  various  States;  with  its  unexcelled 
'        financial  standing,  the  GERMANIA  offers  to  capable  men, 
^     desiring  to  represent  it  in  the  field,  excellent  opportunities 
f      as  Supervisors  or  Agents. 

For  particulars  apply  to  the  Home  Office,  20  Nassau  Street, 
New  York. 

CORNELIUS  DORBMUS.  Freaident 

HUBBRT  CILLIS.  Vioe-Preddent 

MAX  A.  WKSBNDONOC  Sd  Vice-Freildeiit 
JOHN  PUHRER.  Actuary  CARL  HBYB.  Secretary 

NORWICH  UNION 

FIRE   INSURANCE  SOQETY 


NORWICH,  ENGLANDi 


EsUMuhed.  A.  D^  1797 


FIRE  AND  TORNADO  INSURANCE 


UNITED  STATES  TRUSTEES 

A.  W.  HARD,  Esq.,  Of  Messrs.  Hard  &  Rand 

W.  EM L£N  ROOSEVELT,  Esq.,  Of  Messrs.  Roosevelt  &  Son 

JAMES  A.  SCRYMSER,  President  Central  and  South  American  Tel.  Co. 


Head  Office  for  the  United  States,  59  Jelm  St,  New  Xork 


J.  MONTGOMERY  HARE,  Resident  Manager      J.  F.  VAN  RIPER,  Branch  Secy. 
WILLIAM  HARE,  Asst.  Manager  T.  H.  BURGER,  Supt.  Agendes 
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Notes  on  Life  Insurance 

The  Theory  of  Life  Insurance  Practically  Explained 

An  Elementary  Treatise  on  the  Principles  Qoverning  Life  Insurance  and 

tlieir  teclinlcal  application 

Designed  Especially  for  the  use  of  Colleges,  Students  and  all  persons 

interested  in  the  subject. 

By  EDWARD  B.  FACKLER,  A.B.,  LL.B. 

Bellow  of  the  ActnoriAl  Society  at  America. 

In  this  work  the  anther  haa  attemfyted  to  describe  clearly,  and  at  length,  the  general  pnndplca 
underlying  life  insurance,  and  then  to  indicate  to  some  extent  their  practical  aralication  in  the 
businesa.  The  treatment  of  the  subiect  is  in  general  the  same  as  in  Oustaims  W.  Smith's  "  Notes  on 
Life  Insurance, "  now  out  of  print,  the  first  edition  of  which  was  printed  in  1870,  and  which  became 
a  standard  life  insurance  text-book. 

A  knowledge  of  arithmetic  and  only  the  most  elementary  algebra  will  be  found  suflSdent  to  the 
life  underwriter  or  agent  student  for  an  understanding  of  all  the  explanations  and  formulas  in  this 
book. 

Notes  on  Life  Insurance  is  printed  from  new  type,  best  quality  paper,  and  handsomely  bound 
in  cloth. 

Pric^»  $3.00  per  copy 

THE  SPECTATOR  COMPANY 

Chicago  Office:  >^5  William  Street 

159  U  Sane  Street  NEW    YORK 


The  best  canvassing  work  ever  issued  for  life  insurance  agents.  It  contains 
the  names  of  about  5,500  prominent  bankers,  lawyers,  clergymen,  merchants, 
manufacturers — ^in  fact,  of  all  classes  of  men  who  carry  insurance  upon  .their 
lives  from  $50,000  to  $4,000,000. 

Also  Over  Five  Hundred  Autograph  Letters 

from  men  approving  of  life  insttrance,  and  giving  their  reasons  for  so  doing. 
This  is  the  most  complete  list  of  large  insurers  ever  compiled.  The  names 
and  letters  are  arranged  in  geographical  divisions  by  States,  cities  and  towns, 
thus  giving  agents  the  names  of  large  insurers  in  their  immediate  localities. 

This  work  is  now  ready  for  delivery.  Printed  on  fine  paper  and  handsomely 
bound  in  cloth  and  flexible  leather  covers;  pocket  size,  for  convenient  use. 

PRICES 

Cloth  Covers,  $1.00  per  copy  Flexible  Leather  Binding,  $1.25  per  copy 

Send  10  cents  for  sample  copy  of  Leaflet  written  concerning 
this  book  entitled  The  Force  of  a  Good  Example. 

The  Spectator  Co.,  135  Wimam  St,  New  York 
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PROVIDENT  SAVINGS 
life:  assurance  society 


9f  NBW  TORK 


Om!aJWMlV^X>   1*75 

1. 1,  mmsimoou 


^P" 


as  NASSAU  STUIT 
HIW  TOU 


TOTAL  PAYMENTS  TO  POLICY  HOLDERS  AND 

NOW   HELD   FOR  THEIR    BENEFIT.   OVER 

$43,000,000.00 


Rochester 
Qerman  Insurance  Co, 

OF  ROCHESTER,  N.  Y. 


Statement,  January  I,  1910 

Cash  Assets,  -        -        -  $2,563,127.74 

Surplus  to  Policyholders,     -  1,120,200.41 

Losses  paid  since  organization,      10,797,942.24 


AUtBCHT  VOGT.  PraUcnt. 
H,  F.  ATWOOD.  Via-PnMait.  J.  F.  CA:-IF,  AaslsUnl  Secntiin'' 

KDITARD  B.  PASCHAU„  SantWT  ALFRED  J.  BARRETT,  Auditor 

O.  C  KBMP.  UuMcCT  VcMcn  Dcpannwnt,  Cbkago.  HI. 

SDWIN  O.  SBIBBLS.  Hanaaer  SoaUwrn  Deputincni.  CohunbU.  5.  C. 

COCBRAN,  THOMAS  ft  CO.,  Oeneral  Acenti  SoBthmtRn  Dcpaitmail.  Dalbi,  Tex. 
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Oldest  In  A.meFlca 


Strongest    in    ttie    World 


MUTUAL 

LIFE 


Insurance  Company  of  New  York 


MUTUAL  LIFE  AGENTS  MAKE 
MOST  MONEY  BECAUSE  MUTUAL 
LIFE  POLICIES  SELL  MOST  FREELY 


For  terms  to  producing  agents  address : 
GEORGE  T.  DEXTER,  Second  Vice-President 

34  NASSAU  STREET 
NEW  YORK,  N.  Y. 
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The  Central  Union 

Hre  Insurance 

Company 

Kansas  City,  Mo. 


=^ 


OFFICERS    AND    DIRECTORS 

MORTON  WOLLMAN.  Preadent  -        -        Kansas  Gty.  Mo. 

Broker  and  Capitalut. 

JOHN  D.  SEITZ,  1st  Vke-President.  -         Kansas  Gty,  Mo. 

Capitalist. 

ANTON  WEBER.  2nd  Vice-President.     -  Kansas  City.  Mo. 

Merchant  and  Capitalist. 

THOS.  T.  KELLY,  Secretary,  -         -         -         Paola,  Kans. 

Former  State  Treasurer. 

GEORGE  H.  RUDDY.  Treasurer.  -  Kansas  Gty.  Mo. 

Caskiet  Mercantile  Bank 

H.  C  SCHWITZGEBEL.       -        -        -        -        Kansas  City,  Mo. 

Secretary  Commerce  Trust  Co. 

DAVID  J.  HANNA.       -         -         -         -         -         Salina.  Kans. 

Capilaiiil,  Fonncr  Ueutenant-Govemor. 

ARMWELL  L  COOPER.     -         -         -         -         Kansas  City,  Mo. 

Atlomej,  Ex-State  Senator 

GERSON  B.  SILVERMAN,  -        -        -        Kansas  Gty.  Mo. 

Attorney. 

JOHN  H.  AIKENS. Kansas  Gty.  Mo. 

Pmideni  Mo.  &  Kaiu.  C>K  tc  Cattle  Co. 

ANDREW  J.  SHIRK, Kansas  City,  Mo. 

Proidenl  A.  J.  Shitk  Roofin*  Co. 

R.R.  RUSSELL, Kansas  Qty,  Mo. 

RiveD  &  RukU.  Real  Eitale. 

THEODORE  C  PELTZER.         -        -        -        Kansas  Gty,  Mo. 

Real  Estate  and  Loans. 
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Fire  Insurance  Agents  should  INSURE  THEMSELVES  against  loss  of 
business  and  prestige  in  times  of  disaster,  to  say  nothing  of  embarrassment  and 
annoyance,  by  placing  their  business  nitb  Companies  which  can  not  be  weakened 
by  lerioits  conflagrations. 

An  agent's  customers  are  entitled  to  THE  BEST  in  the  market,  if  he  can 
give  it  to  them. 


THE  HOME 

INSURANCE  COMPANY 

Main  Offices,  56  Cedar  St.,  NEW  YORK 

ELBRIDGE  G.  SNOW,  President 


CASH  CAPITAL     -     -     $3,000,000 

Has  provided  prompt  indemnity  at  Portland,  Cbicago,  Boston,  Baltimore,  Toronto, 
San  Francisco,  Chelsea  and  other  large  conflagrations.  Will  be  prepared  at  all 
times  for  similar  services  in  regular  course  or  in  extreme  emergencies. 

Assets  January  1st,  1910 •27,307,672 

Liabilities  (including  Capital) 14,924,835 

By-Reserve  as  a  Conflagration  Surplus 1,200,000 

ir-Net  Surplus  over  all  LiabMities  and  Reserves..  11,182,837 

:;?-SURPLUS  AiS   regards  policyholders      15,382,837 

Losses  Paid  Since  Organization,  over 121,000,000 


Insurance  on  autohobtlbs  and  on  personal  bpfbcts  OF  tourists  anywhere  in 
United  States,  Canada  or  Mexico. 
B  Against  Loss  From  Firs,  Lightning,  Windstoru  or  Tornado  and 
Inland  Transportation  Risks. 


Indemnity  for  loss  of  rbntal  incoub,  usb  a 
COMMISSIONS  by  fire 


.NBD 


The  HOME  has  an  extensive,  well-organized  field  staff  of  competent  and 
experienced  General,  State  and  Special  Agents  resident  in  the  various  States 
of  the  United  States  and  Canads  and  Mexico,  ensuring  prompt  response  and  capa- 
ble attention  to  the  requirements  of  its  local  agents  and  the  insuring  pubhc,  and 
affording  immediate  service  for  the  adjustment  and  settlement  of  loss  claims. 


THB   INSUKANCS   YEAR    BOOK. 


F.  A.  ROTHIER,  President 


ADAM  BENUS,  Secretary 


The  Cincinnati  Underwriters 


COMPOSED  OF  THE 


Eureka  Fire  and  Marine  and  Security  Fire 
Insurance     Companies     of     Cincinnati 


121  EAST  THIRD  STREET, 


^Kr»^i 


ATI,  O. 


STATEMENT,  JANUARY  1,  1910 

Cash  Capital $250,000 

Reserve  for  Reinsurance 267,526 

Unpaid  Losses  and  Other  Liabilities 42,451 

Net  Surplus 176,019 

Total  Assets $735,996 

Losses  paid  since  organization,  $3,688,012. 


VEST  POCKET 


lAFE,  AGENTS  BRIBF 

A  Synopsis  of  Premium  Rates,  Policy  Provisions  and  Net  Cost  of  Insurance 


Premimn  Rales — Arranged  by  ages,  for  quick  comparison.  Ages  20  to  65. 
Participatingand  non-participating  rates.  Whole  life;  15and20-payment;  10, 15 
and  20-year  endowment ;  10  payment  20-year  endowment ;  10  and  20-year  term. 

Pf^Ky  Provisions.  —  Arranged  by  subjects.  Age  Limit,  Application, 
Dividends,  Grace,  Incontestability,  Loans,  Non-Forfeiture,  Occupation  Pay- 
aient  of  Claims,  Reinstatement,  Residence  and  Travel,  Suicide,  Women. 

Net  Cost  of  Insurance. — ^Arranged  by  ages.  Premiums  less  dividends 
for  the  years  1906-7-8  on  policies  issued  in  1907-6-5-4-3,  1898,  1893,  1889  and 
1S88.  Ages  25,  35,  45  and  55  on  Ordinary  Life,  20-Payment  Life  and  20-Year 
Endowment  forms. 

The  Vest  Pocket  Life  Agents  Brief,  as  its  name  implies,  is  in  shape 
for  convenient  carrying  in  the  vest  pocket,  and  is  a  most  valuable  companion 
for  the  solicitor.  It  contains  128  pages,  is  printed  on  a  fine  quality  of  im- 
ported bible  paper,  is  less  than  a  J  inch  thick,  less  than  6  inches  long  and  3i 
inches  wide,  and  is  bound  in  flexible  leather  covers. 


PRICE  PER  COPY 


$1.00 


A  discount  of  20  per  cent,  will  he  made  on  orders  of  100  copies  or  more 

—  ADDRESS  ALL  ORDERS  TO  — 

THE  SPECTATOR  COMPANY 


C^iaio  Office:  159  La  Salle  St. 


135  WILLIAM  ST.,  NEW  YORK 
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THE  OLD  LINE  LIFE 

INSURANCE  COMPANY 

OF  AMERICA 
CAPITAL,  $552,348  SURPLUS,  $183,387 

(Licenied  To  Do  BosiiiMs,  April  16,  1910) 
HOME  OFFICE,  RAILWAY  EXCHANGE  BLDO.,  MILWAUKEE,  WIS. 


This  Company  starts  with  a  larger  capita]  than  any  Life  Insurance  Company  ever  organ- 
ized in  Wisconsin,  and  with  2200  stockholders,  residents  of  Wisconsin  and  neighboring  states, 
many  of  whom»  as  the  following  list  of  Officers  and  Directors  demonstrates,  being  men  of 
more  than  local  reputation  for  high  character  and  financial  responsibility. 

OPFICER&-Riipert  P.  Pry,  Presideot;  Wm.  A.  Starke,  VIc^PrMtdent:  John  B,  ReUly,  SecreUry ;  M.  A. 
araettiD|ter,  CcsUer  Mercliaiits  ft  Manofacturers'  Bank,  Treararer ;  A.  C.  Umbralt,  Qeoeral  Connael ;  F.  B.  Qolly. 
Medical  Director;  P.  S.  WltUngton,  Conaultlnf  Actnaiy,  Dee  Moines,  Iowa. 

DIRECTORS— M.  L.  BunneU.  County  Judge.  Manaton,  Wla.;  Prank  J.  K1m».  Preikient  Northweftfra 
UthofrapUnf  Co..  Vlce-PrerfdentJohnion  Service  Co.,  Vlce-Preaident  Wadliams  Oil  Co.,,  MHwankee;  A.  J. 
Mayer,  Treasufer,  P.  Mayer  Boot  ft  Shoe  Co,  Milwankee:  P.  X.  Bodden,  Manager  Bond  Department  Marthall  ft 
IMey  Bank.  Milwaukee ;  Thoa.  H.  Rice,  Sec*y  and  Treaa.  Bay  View  Steel  Caating  Co..  MUwankee ;  Wm.  A.  Staike, 
PreSb  Lake  Michigan  Dredge  ft  Dock  Co.,  MUwankee;  Rupert  P.  Pry,  Insurance,  Milwaukee;  A.  P.  Manegold, 
Vice.Pres*t  Wauwatosa  Stone  Co.,  MUwaadcee;  M.  H.  Raymond,  Banker,  RUnelander :  W.  C.  Stone,  Vice-Pres*t 
of  Bank  at  Watertown,  Wis;  Prank  J.  Lauerman,  Prea.  Lauerman  Bros.  Dept  Store.  Marinette;  Patrick  Nond, 
Prea.  State  Lumber  Co.,  Manistee,  Mkh. ;  J.  L.  Bostwlck  off  the  J.  M.  Bostwick  ft  Sons  Dept  Stole,  JanesviUe,Wis 

This  Company  writes  only  non-participating  life  insurance.     Its  contracts  are  based  on. 
the  only  correct  principle,  that  the  life  insurance  should  be  taken  for  protection,  not  investment. 

THE  OLD  LINE  LIFE  INSURANCE  COMPANY  OF  AMERICA 

MILIITAVRKK.   IITIS. 


The  Empire  State  Surety  Company 

-       -       -       -    OF    NEW    YORK    -       -       -       - 


WM.    M.    TOMUNS,    Jr.,    President 

WALTER  J.  MOORE, 

R.  S.  KEELOR,  M.D., 

DANIEL  STEWART. 

Vice-Piesldents 

WARREL  S.  PANQBORN,  Treasurer 


{^^ 


ALPRED  J.  HODSON, 
QILBBRT  CONODON, 


Secretaries 


E.  D.  LIVINOSTON, 

W.  B.  KOCH, 

Assistant  Secretaries 


/||KHE  only  Company  writing  Surety. 
^^  PMellty  and  Court  Bonds,  and 
issuing  Manuffacturers*.  Contractors*, 
Marine,  Employers'  and  PuUic  Ua* 
bUity,  Landlords',  General  Ualtaity. 
Elevator  LkMllty,  Teams  UabUlty, 
Owners'  Contingent  Liability,  Personal 
Accident  and  Health  DisabUity,  Plate 
QIass  and  Bank,  Residence  and  Mer- 
cantile Burglary 


Surplus  and  Reserve  to  Pollcyliolderst  Sl*9SISI*08a* 


Execolive  Offices:  84  WILLIAM  STREET,  NEW  YORK  CITY 


Reports  of  Fire  Insurance  Conipanies 


INTRODUCTION 


Accompanying  the  great  industrial  progress  of  recent  years  has  come  an 
iocitasing  realization,  on  the  part  of  merchants  and  manufacturers,  of  the  de- 
peodeace  necessarily  placed  by  them  upon  the  fire  insurance  companies  for  the 
protection  of  their  expanding  business  interests,  and  also  a  clearer  understand- 
iag  of  the  importance  of  obtaining  their  insurance  from  safe  and  strong  com- 
panies.   However,  they  find  it  increasingly  difficult  to  secure  an  adequate 
Foiurae  of  good  insurance  to  cover  their  enlarged  risks.     The  great  San  Fran- 
cisco conflagration  of  April  18-21,  1906,  made  the  situation  materially  worse 
by  farcing  some  insurance  companies  to  go  out  of  business,  and  so  depleting 
the  funds  of  many  others  as  to  greatly  reduce  their  writing  power.    The  con- 
ditions which  had  existed  prior  to  the  conflagration,  not  having  been  fully  met 
l>y  the  legally  authorized  fire  insurance  companies,  had  led  to  the  formation  of 
numerous  companies  and  Lloyds  associations,  many  of  which  had  not  gone 
through  the  formality  of  securing  licenses  from  the  State  insurance  officials  of 
their  respective  States ;  and  had  also  tempted  a  considerable  number  of  foreign 
companies  to  write  "surplus  line"  risks,  without  making  any  deposit  of  cash  or 
securities  in  this  country,  or  securing  a  license  from  any  State  insurance  de- 
partment.   The  conflagration,  being  followed  by  a  greater  scarcity  of  insurance, 
has  brought  about  the  organization  of  numerous  new  companies,  and  merchants 
^d  manufacturers  requiring  considerable  lines  of  insurance  will  find  them- 
^Ives  dependent,  to  some  extent,  upon  such  companies,  many  of  which  have 
aniple  assets  to  conduct  business  along  reasonable  lines,  although  several  have 
already  gone  out  of  business. 

One  outgrowth  of  these  conditions,  in  conjunction  with  the  desire  of  most 
insurance  agents  and  business  men  to  have  at  hand  some  authority  on  the  stand- 
^  of  the  fire  insurance  companies,  both  licensed  and  unlicensed,  with  which 
they  deal  from  time  to  time,  has  been  a  realization  of  the  desirability  of  not 
^  having  all  such  information  embraced  within  a  single  volume,  instead  of 
mattered  through  niunerous  different  State  reports  and  loose  doctunents,  but 
^  having,  equally  available,  sufficient  details  as  to  assets,  liabilities,  etc.,  to 
«»aWe  those  interested  in  any  particular  company  to  judge  closely  as  to  its 
actual  standing.  To  meet  this  requirement,  this  department  of  The  Insur- 
ance Year  Book  has  been  prepared.  We  trust  that  it  will  be  found  serviceable 
ttJ  giving  subscribers  correct  information  as  to  the  standing  of  concerns  whose 
po&ies  they  may  be  offered,  and  in  saving  them  from  dealing  with  unreliable 
c^snpanies.  In  this  connection  we  suggest  that  subscribers  read  carefully  the 
^eznarks  at  the  head  of  each  of  the  respective  groups  of  organizations. 


INDEX 

TO 

Reports  of  Fire  Insurance  Companies. 
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AMben  k  Munich  Flie  Ina.  Oo^  Afac-la-CSiapeUe 196 

AmIimi  lUinsuranoe  Go.,  Aiz-4»-C!hapeIle 861 

Abeflle  Ina.  Ock,  Fuis.  Fnaoe 361 

Abtngton  Mutual  Fin  Ins.  Go..  Abiogton,  Maa 28S 

AckU*  Fin  Ins.  Co.,  Haltfaz,  N.  S 961 

Acme  Fin  Idb.  Go..  Oedw  Rapkb,  la. 334 

Addison  Farmen  Mutual  Ina.  Go.,  Addison.  II) 283 

Adirondack  Ina.  Go.,  New  YoHe 9 

£tnaInB.Go..  Hartford 10.334 

iStaa  Fin  Ina.  Go.,  Louisyille 328 

^:tiHiFlraIn8.Go.,NewQileaB8 328 

Anieultural  Ina.  Co.,  Watertown,  N.  Y 12 

Albany  Ina.  Gq^Alban^.N.Y 14 

Akron  Mutual  fin  InaijiCo.,  Akron,  0 234.  399 

Allegheny  Fin  Ina.  Go..  RUaburs.  Pft 14.  334 

Allemaania  Fin  Ina.  Co.,  FUtaburg,  Fa 15 

Allianee  Cooperative  Ina.  Co.,  TV^wka,  Kao 284 

Allianoe  Ins.  Co..  Philadelphia 16 

Alliance  Aaaunaoe  Co.,  London,  &ig 389 

Allied  Underwriten  at  N.  Y.  A  Chicago  Lbyda.  N.  Y 335 

Amaaon  Ina.  Go.,  Lima,  0 338 

American  Druggiata  Fin  Ina.  Co.,  Ctnefainati 20 

American  Home  Fin  Ina.  Co..  QnenvUte,  S.  C 21 

American  Ina.  Go.,  Newark^  K.  J 16 

American  Ina.  Co.,  Tern  Haute,  Ind 328 

American  Ina.  Co.,  Wilmington,  Del 328 

American  Central  Ina.  Co.,  8t  Louia 17 

American  Exchange  Undenrritera,  New  York 335 

American  Fin  Ina.  Co.,  Fhiladdphia,  Fa 19 

American  k  Fonim  Marine  Ina.  Cb.,  New  Yoric 19 

Amerioan  Uoyda,  New  York 337 

American  Manufaetunra  Mutual  Ina.  Co.,  Indianapolis 235 

American  Mutual  Fin  Ina.  Co.,  FroTidenoe 234 

American  National  Ina.  Co.,  Rock  Island.  HI 21 

American  RaUwav  Ina.  Co.,  OcTeland,  0 334 

American  Tniat  k  Ina.  Co.,  Chicago 328 

American  Underwriters  AgenoyTPhiladelphia,   Fa 329 

Am^can  Underwriters,  GUcago 328 

American  Union  Fin  Ins.  Go.,  Philadelphia.  Pa 334,  899 

Amaterdam-Loncton  Ins.  Co.,  Amsterdam,  Holland 362 

Anchor  Fin  Ins.  Co..  Des  Moines 22 

Anchor  Fin  k  Marine  Ins.  Co.,  Ltd.,  Calgary,  Alberta,  Can.  362,  399 

Anglo-American  Fin  Ina.  Co.,  Toronto 362 

Anglo-Scottiah  General  Gommerdal  Ins.  Co.,  Ltd.,  London,Eng  362 

Anthracite  Mutual  Fin  Ina.  Co.,  Shamokin,  Pa 235 

Arisona  Fin  Ins.  Co.,  Phoenix,  Aris 334 

Arkwright  Mutual  Fin  Ina.  Co.,  Boaton 235 

Arlington  Fin  Ina.  Co..  Waahlngton,  D.  C 22 

Ashland  Mutual  Fin  Ins.  Co.,  Ashland,  Fa 236 

AssieuraskHii  Generali  Ins.  Co.,  Trieste 362 

Associated  Raflway  Ins.  Co..  CIcTeland.  0 334 

Assurance  Company  of  America,  New  Yoik 22 

Assurance  Uoyda  of  Amerie^  New  York 337 

Aasuraneea  Goneralea,  Paria,  France 309 

Athena  Mutual  Fin  Ins.  Co..  Athena,  Qa 236 

AtlanU  Home  Ina.  Co.,  AtlanU.  Ga 23 

AtUnttc  aty  Fin  Ina.  Co.,  Atlantic  aty,  N.  J 24 

Atlantie  Fin  Ina.  Co.,  Raleigh,  N.  C 25 

AtUnttc  Mutual  (Marine)  Ina.  Co.,  New  York 236 

Atlantie  National  Pin  Ins.  Cb.,  Maeoa.  Ga 24 

Atlantic  Underwritera  Agpnoy,  Atbntte  Qty,  N.  J 329 

Atlaa  Aasurance  Co.,  London 197 

Atlas  Fin  Underwriters,  Chicago 337 

Atlaa  Ina.  Go.,  Bea  Mohiea 25 

Atlas  Ina.  Co.,  Ola,  Ark 26 

AttMMro««)i  Mutual  Fin  Ina.  Co.,  Attleborough,  Maaa....  287 

AuBtin  Fin  Ina.  Co.,  DaUaa^  Tez 26 

Austrian  Efemeatar  Ins.  Co.,  Vienna 363 

Automobile  Mutual  Ins.  Co.  of  Am^oa.  Frovklenee,  R.  I. . .  237 
Automobile  Mutual  Ins.  Go.  of  America,  Indtanapolis,  Ind. . .  384 

BadfBT  Mutual  Fin  Ins.  Co.,  Milwankee 238 

Badbche  Ina.  Co..  Mannhctan 363 

Balkaa  National  Ina.  Go.,  Sofia,  Bulgaria 868 

Baltlmon  Suitable  Society.  Baltimon 238 

Baltlmon  Fve,  Baltbaoce,  Md 334 

Balttmore-Maiyiand  Ins.  Co.,  Baltimoroi Md .' . .'        '..'..'.'.'.  334 

Baltimon  Mutual  Fin  Ins.  Co.,  Baltimon 238 

Banken  Fin  Ins.  Co.,  Phoenix,  Aris 334 

Baron  Steuben  Goopemttre  Fin  Ina  Co.,  Ithaca,  N.  Y 239 

Barnatable  County  Mutual  Fin  Ina.  Co.,  Yarmouthport, 

Mm !T.:288 

Ben  Fnnklin  Ina.  Co.,  Pittabuig.  Pa 27 

Berinhlie  Mutual  Fin  Ina.  Cb.,PlttMd,  Maaa 289 

Birmingham  Fin  Ina.  Co.,  Plttaburg 27 

Blackatone  Mutual  Fin  Ina.  Co.,  PkorkleBce 238 

Bluff  aty  Ina.  Co.,  Memphto.  Tenn 28 

BoatoB  US.  Co.,  Boaton. . .  a ^\ 28 

•  •  •  *  • 


Boaton  Maaufaotunrs  Mutual  Fin  Ina.  Co..  Boaton 
Bremen  Farmen'  Mutual  Ina.  Co.,  Bremen,  Kaa. . . 

Bnwem  Rrehange,  Kansas  City,  Mo 

Britiah  America  Aasur.  Co.,  Toronto 

British  Grows  km*-  Con>.,  Qlaagow 

BfitU  Domfcikwi  Inai  Ob-.  Ltd.,  London 

Britiah  k  Foreim  Marine  Ina.  Co.,  Ltd.  JUverpool 


Paoi 
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Britiah  General  Ina.  Co.,  Ltd..  London,  ^ 384 

British  Underwriters,  London.  Ens 304 

Brooklyn  Fin  Underwritera»  Brooklyn 338 

Brown  Oranty  Fanaen  Mutual  Ina.  Co..  Mdntf.  Kan 241 

Bucks  County  Contributionshlp  for  Insuring  Houaea  and  other 

BiddfaicibmB  Loss  by  Fin,  Monlavllle^  Pk 241 

Buffalo  Gommerdal  Ins.  Co.,  Buffafe 29 

Buffalo  Genaan  Ina.  Co.,  Buffab 30 

Bulgaria  Ina.  Co..  Roivtehouk 365 

Burilngton  County  Aasodation,  Medfoid.  N.  J 241 

Burlington  Mutual  Fin  Ina.  Co.,  Burilngton,  Vt 241 

Caledonian-American  Ina.  Go..  New  Yoric 3! 

Caledonian  Ins.  Co.,  Edinburgh 19S 

Caafomia  Ins.  Co.,  San  Frandsoo 31 

Gal«sry  Ftae  Ins.  Co.,  Gaigsry.  Gui ^ 

Calumet  Ins.  Co.,  Chicago & 

Gambrkke  Mutual  Fin  Ins.  Co.,  Cambridge.  Mass 24! 

Oamden  Fin  Ins.  Association,  Camden,  K.  J 3: 

Canada  West  Fin  Ins.  Co..  Winnipeg.  Man 36i 

Canton  Ins.  Co..  Hong  Kong 201 

Gannen  Exdiange.  Chicago.  Ill 3» 

CantweO  Mutual  Ins.  Co..  Odesaa.  Del 241 

Capital  Fin  Ins.  Co.,  Oonooid,  N.H ^ 

Capital  A  Menhants  &  Bankers  Ins.  Co.,  Dee  Momes.  la 31 

Car  k  General  Ins.  Corp.,  Ltd.,  London,  Eng 30( 

Carolina  Ins.  Go..  Wilmington,  N.  C 3i 

Central  Ins.  Co.,  Ghicaoo 321 

Central  Ins.  Go.,  Ltd..  London 301 

Central  Manufaetunrs  Mut  Fin  Ins.  Co.,  Van  Wert,  0. . . .  M 

Central  National  Fin  Ins.  Go..  Chicago 3 

Central  Unnn  Fin  Ins.  Co..  Kansas  aty.  Mo. 33 

Century  Fin  Ins.  Co..  Des  Moines 3 

Century  Ins.  Co..  Edinburgh 36 

Chesapeake  Fin  k  Marine  Ins.  Go..  Richmond,  Va 32 

OndnnaU  Equitable  Ins.  Co..  Cbdnnati 24 

Cincinnati  Fire  Ins.  Go..  Cincmnati.  0 33 

Clncinnatt  Mutual  Fin  Lm.  Go..  OncinnaU 24 

Ghidnnati  Underwriters.  OndnnaU ^ 

Qtiaena  Cooperative  Underwriten,  Chicago 33 

attaena  Fin  Ina.  Co..  Charlestown.  W.  Va 37.  32 

Qtlsens  Fin  Ins.  Co.,  Clarksirille.  Ark I 

Qtiaena  Ina.  Co.,  St  Louia 3 

atiaena  Ina.  Co..  Chicago 3! 

Citiaena  Mutual  Ins.  Co.,  Boston,  Mass. 2^ 

City  Ins.  Co..  PltUburg J 

Qty  or  New  Yorit  Ins.  Co.,  New  York 

Goal  Operaton  Mutual  Ins.  Co.  Springfield,  111 2 

Gokmial  Assurance  Co.,  New  Ton 

Gokmial  Aasuranoe  Co.,  Winnipeg  Man 3 

Oolonial  Marine  A  Fin  Ins.  Co.,  Batavia,  Java 3 

Gotonial  Fin  Underwriters,  Hartford 3 

Cologne  Reinaurance  Co..  Cologne S 

Columbia  Fin  Ina.  Co.,  Athena,  Ga 

Columbia  Fin  Ina.  Go.,  Omaha 

Columbia  Ina.  Co.,  Chioago i 

Columbia  Ina.  Co.,  Dayton,  0 

Columbia  Ina.  Co.,  Jeney  Qty j 

Columbian  Ina.  Co.,  Chtatgo \ 

Gommeroe  Ina.  Co.,  Albany. , 

Gommerdal  Ftae  Ina.  Go.,  Waahtaigton.  D.  C 

Gommerdal  Fin  Ina.  Co.,  ChieuD | 

Gommerdal  Fin  Ina.  Co.,  Dee  lulnea,  la 

Gommerdal  Ina.  Co.,  Philadelphia J 

Cbmmerdal  Ina.  Go.,  Wilmington,  Del | 

Gommerdal  Mutual  Fin  Ina.  Go.  of  Greene  County.  CatakilUi 

N.Y 

Gommerdal  Mutual  Fin  Assn.,  Mitchell,  a  D i 

Commercial  National  Fin  Ins.  Co.,  Chieago,  111 

Commereial  Underwriters,  Chicago 

Gommerdal  Underwriten,  San  Antonk>.  Tex 

Commercial  Underwriters  Ageney,  Salt  lidie  City,  Utah. 

Commercial  Union  Aaaurance  Cb~  London 

Gommerdal  Unkm  Ftae  Ina.  Co.,  New  York 

Goflunonwealth  Fin  Ina.  Co.,  Dallaa,  Tte 

Commonwealth  Ina.  Co.,  New  York ^ 

GooBonwealth  Ina.  Go«,  Chieago J 

Ooneord  Mutual  Fin  Ina.  Co.,  Coneord,  N.  H 4 

Goneoidia  Fin  Ina.  Co.,  Milwaukee 

Concordia  Town  Mutual  Fin  Ina.  Co.,  Gbneoidla,  Mo! ! 
Confiance  Fin  Ina.  Co.,  Paria 


.« 
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Oindkit  rm  Ins.  GDm  Haitfocd 47 

OmiMitH  Aav.  Oo^  Landon 387 

QMliditsdne4]fariDelD8.Go.,lliimeapolk,lfinn. i8 

GoBtaMBy  ]m.  Ob^  Munnhfrhn.  Ger 368 

CMtatal  In.  Gb.,  New  Tork 48,  334 

Cbomtin  Rn  Int.  Go.  of  Gieene.  Schoharie  A  Delawmn 

Co«UMLCWi4ia,N.Y 245 

CbpeitkiBlv.OosI'lula.Fkvice 388 

(fayrrlaGoL^DurtoB,  0 SO 

Qrana  Hie  hi.  Cb.,  WaahiBgton.  D.  C 61 

GBiidlIo>.Cb^Laidoo.Eiig 388 

OmasOta  hkCorp^GhMow 387 

Oita&BiiChiriien  Mutoid  Inee.  Go..  FhiiMiilphia 246 

Q«oiSeedOaillllef8li».BanMi,I)»nM,Tu 838 

0Kte4WeQla]^itfMtai«nliiitialIii«.Oo.,  Boeton....  M8 

Godot  SttinRn  Ins.  Go- liflmiihiB,Tenii 384 

Owtr  Ae  In.  Oo^  FhJlMielphU 61 

GMt  Own  bdmdty  Rrrhany,  Seattle.  Wadi 380 

CtttaCttyMiitiiilloiL  CcK,  Milwaukee M8 

Qm  Ffai  Ibl  Ok.  Tbnmto.  Ont 360 

(Ududl[ataainrel]iiLGo..Brid8etoa,N.J 947 

Mxof  Mated  flie  lu.  Go.,  Daoboiy.  Goon 247 

IWieIa.Gb..Vkmtt,  Aurtria 380 

MeMTitadFireIia.Oo.,Durtoii,0. 247 

IMba  Xakttl  Rie  In.  Gou.  Dedham.  Maa 247 

Mmie  hi.  Ool,  FUladdphia 62 

I)feiinRCoiBtyHakalInB.Go^  Media,  Fb 248 

Oa  Udm  Ibi.  Cb.,  Dee  Mofates 63 

Detnit  Rr  k  Mufne  Ins.  Cb..  Detroit 54 

»i(H)!Ba.Cb,8palii. 370 

%tiQs]|it«inieIitt.Cb..ofBaltiinoieGity 248 

ItodifRla.(>k.QreeBri»n>.N.C 56 

DoRiiMtv  Mttoal  Fire  Ins.  Cb..Boetoo 248 

Daiai  Ibtal  Fire  A  General  Ins.  Cbrpi,  Loedan 360 

teMihdmiihrEzBhai«B,8t.Loiiifl,Mo 330 

NKi!tolf(^aaIFbeInB.Go..LakePtestoii,8.D 240 

^Noe  rife  &  Marine  Ins.  Co.,  Dubuque 66 

D6kiMiFirelBa.CoL.Rnighkee|Mie,N.Y 67 


Kited  Fbe  Ina.  Go..  9alem.  N.  J. 


Fke  Ina.  Gou,  Uniminffton.  Del 
'B»»BdMee  Im.  Cb^  Garaden,  If.  J.. 
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^ji^AllnAni  Matwl  Fhe  bia.  Go.,  Huroo.  a  D. 
S^  ^  !>■>  Go..  Cbieaflo. 


63 
253 


aSf^I^-Co-  Cblcaco 328 

6***  1»  Cb.,  Jamr  C»y 64 

ggj  gaduwiileiB  AcBMy 330 

^tBbiFb«Isi.Go..Clii(!aeo 66 

^Mbl  !m.  Bump^ii-  9n^tlm. 37 1 


EiC}eFiRlBa.OD^ftriiLFraDee 

Eaten Rie Ina. Go., AtbatieClfy. N.J 67 

^irioa  Shoe  oCYligiida  fire  Ins.  Go.,  Keller,  Va 60 

tesRraIiM:Gb..GoQeoid.N.  H 58 

^Uedv«riten.FUbdelphiB,Fa 320 

fi^!(ifaallBa.Go.,CbieB0o 328 

EiifRGljrFlnlnLCb..  NewToriE 60 

l^^ioeriean  Unlerwiiten  Afleoeir.  Hartford 320 

letepriR  Hotoal  Fbe  Ins.  Go.,  Frovidenoe 240 

^fit»bkFlreI]it.Gb.,ChariBBton,aC 60 

^ViuUe  FlK  A  Marine  Int.  Go..  FkOTfdenee 60 

t^*iUeFMUaderwrilen.Cfaioa80,  IH 330 

^V«ibie  Ik  Go.,  IndianaiMlb 328 

|^FbeLM.Gx,KaneaaGUy,Mo 62 

^0»BferMiibailBiLGo.,Blooinfield,N.J 260 

£ks4 SdUk  Equttdde  Ion  Society,  Colchester,  Eng. ...  370 

^«b  Pfac  4  Marine  Ina.  Go.,  CineiDnatt 61 

laoee  Gb.,  Berife 370 

ha  QoL.  Ltd,  Loodoo 371 

FIr  iae.  Go.,  CUcaflo  and  La  Pbrte,  Ind 328 

Katiial  Fbe  iBiL  Cb..  FUiadelphia 250 

^«6iilfaelBi.GD.,  MeBnbfi.Tenn 62 

[•»«47MenI]M.Cb,lIobae.A]a 63 

'^OT  hto^teaaaee  AaK)eiatioo,  Kansee  City.  Mo 330 

!j  tReMwrfaetaRn  Mutual  Ina.  Cb^PbflRlTer.MasB    250 

l^QtfQamn  Motval  Fire  Ins.  Go.,  Louieville 261 

haCb..CbhrBaoM».Ia 63 

AltaBeeiB8.0ou.MeFlin8on,Ka& 261 

Rre  fan.  GbL,  Yoifc.  Fa 251 

Rrelaa.  Gb.  of  Upper  and  Lower  Saueon  Townahlpe. 

Pk  262 

A  Um^t^am  im.  Go.,  ^aifarton.  W.  Va . . .   . '.  328 
4ln^itttaIiia.Go.,1ittcola.  Neb 68 


^ ^,, 371 

J*^  hi  Cm  Dea  Mofcaee 66 

i5%FtaelM.Cb..  NewTotk 68 

S^Amz  Ffau  be.  Gb.,  N.  Y. 68 

S^  r^fawritafa.  GUean.  m 380 

5^  Uadwwritett.  TSwYofk 330 

SjA4GesenllB0.G0L,  London 371 

>tt  Mitel  Fht  Ina.  Co..  GUmnet.  Mich 258 

g  jiwiiitim  ef  FMadrirfite 87 

g  Jaiirtija  ef  IBtooiB,  Otog) 330 

'^*"  Tn  nffinttiMUiini  nnmfj  Faefnn  fa 254  I 


Pin 
Fin  Underwriten  A«Boegr  of  ttw  Natkmal  Ina.  Co.,  Ghidnnati  330 

Flremana  Fond  Ina.  Go.,  San  Frandeoo 80 

Flnmene  Fhe  Underwriters,  dkieago.  ID ofn 

Ftremena  Int.  Go.,  NewariE 71 

Flremene  Ins.  Gow.  WaafaingtoB,  D.  C n 

Flxemens  Fire  Ins.  Cb..  Chicago »! 

Firemen's  Fire  Ins.  Cb^Ral^,N.  a 72 

Flxemens  Mutual  Ina.  Co.,  Providence 254 

Firemen  A  Mechanics  Ins.  Co..  Madison.  Ind 72 

First  Bbhemiaa  Beinsuranoe  Bank,  Prsgue 371 

FIret  National  Fire  Ins.  Co..  Hanisburg,  Pa dOff 

Flist  Russian  Ins.  Co..  St  Petenburg M 

Fitchburg  Mutual  Fire  Ins.  Co.,  Fltchbuxg 255 

Fbndere  Ina.  Go.,  Paris 202 

Fondere  Ina.  Go.,  Budapest.  Austria 872 

Fondiaria  Fire  Ins.  Cb.,  Florenoe.  Italy 372 

Fbrest  aty  Ins.  Co..  Rockford,  ID ^ 

Fortuna  General  Ina.  Oo»  Beriin,  Ger 872 

Florida  Home  Ins.  Co..  Maoon.  Ga 72 

France  (La.)  Ins.  Co..  Fbris,  Fnnoe m 

Fhmkfoid  Mutual  Fire  Ins.  Go.,  Philadelphia 255 

F^ankUn  Fire  Ina.  Co.,  Phfladelphia 73.334 

F^ankUn  Fire  Ins.  Co..  Washtai^an,  D.  G 74 

FrankUn  Fire  Ins.  Co..  Wbeeltag,  W.  Va TO 

FVanldin  Mutual  Fire  Ins.  Cb^  novidenoe 256 

Freeholders  Ins.  Co..  Topeka,  Kan 75 

Garaatie  Ins.  Co..  Ptoia.  Fkaaee 373 

GarileM  Aasaraaee  FlfeUoydi.  New  YoriK ^ 

General  Fire  Ins.  Co.,  Paris,  France 300 

General  (Marine)  Ins.  Co.,  Dresden 3g 

General  Motor  Underwriting  Agency,  N.  Y mO 

General  Trust  A  bis.  GoTIthnta.  Qa ^ 

General  Fire  Aesunuioe  Corporation,  Richmond,  Va 328 

George  Wadiington  lire  Ins.  Go^Fhihdelpbia.Pb 334 

Geoc^  Fire  Ins.  G(kj  Atlanta,  Ga 76 

Ge(»gia  Home  Ins.  Go.,  CUumbus 76 

Georgia  Indemnity  Association,  Athnto ^ 

GeoTEia  Industrial  Ins.  Co.,  Atlanta,  Ga 9» 

German  Fire  Ina.  Co.,  Baltimore 77 

German  Fire  Ins.  Co..  IndtanapoUa 78 

Gennan  Ins.  Co..  LoaieviDe •- •    78 

Gennan  Fire  Inc.  Go.,  Omaha ^*  ^ 

Gennan  Fire  Ins.  Go.,  Fsoria.  HI 70 

Gennan  Fire  Ins.  Co..  Pittsburg 80 

Gennan  Fire  Ins.  Cb..  Wbedhig,  W.  Va 81 

Gennan  Alliance  Ins.  Assoriatlon.  New  York 3|0 

Gennan  Allianoe  Ins.  Co.,  New  York 81 

German-American  Ins.  (}o..  New  York 82 

German-American  Fire  Ins.  Co..  Baltimore 84 

German-American  Ins.  Co.,  PUtabuig |5 

German-American  Fire  Int.  Co..  WasUagton,  D.  C 85 

Gennan-American  Fire  Underwritera,  Chioaao 340 

Gennan  Mutual  Fire  Ins.  Co..  Chieago,  Dl 258 

German  Mutual  Ina.  Go.,  Chidnnatl 266 

Gennan  Mutual  Fire  Ins.  Co.,  Covington,  Ky 257 

German  Security  Ins.  Co.,  Louisville 86 

Gcnnaa  Underwritem  Department,  Milwaukee gO 

German  Unton  Ina.  Go.,  Wilmington,  Del 3S 

(3erman  Washington  Mutual  Fire  Im.  Co.,  Louisville ^ 

Germania  Fire  Ins.  Co.,  ChioNBO % 

Geimania  Fire  Ins.  Co.,  New  York •  • .  JS 

Germantown  Farmers  Mutual  Ins.  Go.,  So.  (3eimantown,  Wis.  257 

Ginnen  Mutual  Underwritera  Aaaodatlon,  Tyler,  Tex 840 

Ginnen  Mutual  Underwriten,  San  Angek.  Tex 340 

Girard  Fire  A  Marine  Ina.  Cb.,  Philadelphia 87 

Gladbacher  Fire  Lis.  Co.,  IL  Ghdbach 373 

Glasgow  Assurance  Corporation,  Glasgow,  Scot 373 

Glen  Cove  Mutual  Ins.  Co..  Glen  Gove,  N.Y 267 

Gkoa  FaUs  Ins.  Co.,  Ghns  Falb,  N.  Y 80 

Gk>be  Fire  Ins.  Co..  San  Antonk),  Tex 834 

Gk)be  Mutual  Fire  Ins.  Co..  Huron.  S.  D 268 

Globe  A  Rutgers  Fire  Ins.  Co.,  New  York 00 

Gtobe  Underwriters  Agency,  New  Yoric 330 

Gb>bu8  Ins.  Co.,  Hamburg 374 

Gndn  Dealen  Mutual  Fire  Ins.  Co..  Boston 268.400 

Gndn  Deahn  Nattonal  Mutual  Ins.  Co.,  Indianapolis 260 

Grata  Shippera  Mutual  Fire  Ina.  Association,  Ida  Grove,  la. .  260 

Granite  Mutual  Ina.  Co.,  Barre,  Vt 250 

Granite  State  Fire  Ina.  Co.,  Portnoonth,  N.  H 00 

Gnphle  Arts  Mutual  Fire  Ins.  Co..  PhUadelphla 266 

Great  Lakes  Fire  A  Marine  Ins.  Co.,  Chieago 328 

Great  Northern  Ina.  Co.,  CSiioagD 328 

Great  Western  Lloyda.  New  York 840 

Great  Western  Underwriters,  Chicago 328 

Greene  Cbunty  Mutual  Fire  Ina.  Co.,  Greenville.  N.  Y 260 

Greenwich  Fire  Ins.  Ca.  New  York 384 

Grocers  Cash  Deposit  Mutual  Fire  Ins.  Co^  Huntingdon.  Pa.  260 

Guardian  Int.  Corp..  Norfolk,  Va 328 

Gulf  A  Atlantk  Ins.  Co..  Columbia,  S.  C 01 

Gulf  States   Underwritera.  Memphis,  Tenn 330 

Hamburg  Ins.  Co.,  Hamburg 374 

Hamburg-Bremen  Fire  Ins.  Co.,  Hamburg 203 
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HamJItoii  Fin  Ins.  Co.,  New  York,  N.  Y 9t 

Hampahlre  Ifufcutl  Fire  Ins.  Go.*  Northampton,  Uam 280 

Hanover  Flie  Ins.  Co.,  New  Yoric 92 

Harbor  Greek  Mutual  Fire  Ins.  Go.,  Erie,  Fa 261 

Hardwaie  Dealers  Mutual  Fire  Ini.  Go..  Berlin,  Wis 261 

Hardware  Mutual  Fire  Ann,  Hunttndon.  Fa 261 

Harmonia  Mutual  Fire  Ins.  Go.,  BuBalo 261 

Hartford  Flie  Ina.  Co.,  Hartford 03 

Hartford  Ina.  Go.  of  Indian  Territory,  So.  MeAleeter.  Okla. .  328 

Hartford  Goun^  Mutual  Fire  Ina.  Co..  Hartford 262 

Hawkeye  Ina.  Go..  Dee  Moines 96 

Hearts  of  Oak  Life  &  General  Assuxanoe  Co.,  Ltd..  London  .  374 

Helvetia  Swiss  FUe  Ina.  Co.,  St  Gall 375 

Henry  Qbs  Fire  Ins.  Co..  l^^ji^gt^  Ky 97-400 

Hennan  Farmers  Mutual  Fire  Ins.  Co..  Herman,  Wis 202 

Hernando  Ina.  Go.,  Memphis,  Tenn 96 

Hlbenia  Ins.  Go..  New  Orleans 97 

Hibernian  Mutual  Ins.  Co.,  Charieston.  S.  C 262 

Hingham  Mutual  Fire  Ins.  Co.,  Hin^am.  Mass 203 

HoOand  Underwriters,  Amsterdam,  Hdland 875 

Holyoke  Mutual  Fire  Ins.  Co.,  Salem.  Mass 263 

Home  Fire  Ina.  Go.,  Fordyoe,  Ark 97 

-------  100 

100 

101 

98 

101 


Home  Fire  Ins.  Oorp.,  Hampton.  Va 

Home  Fire  Ins.  Co..  Salt  Lake  Ob 

Home  Fire  Ina.  Go ,  Wheeling  W.  Va 

Home  Ina.  Co.,  New  YoA 

Homestead  Fire  Ina.  Goiporatlon,  Franklin,  Va 

Home  Mutual  Fire  Ins*  Go.  of  Broome  County,  Bini^liamton 
N.  Y. 
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Hope  Mutual  Fire  Ins.  Co..  Provfclence 264 

Hudson  Underwriters.  N.  Y 331 

Humboldt  Fire  Ins.  Co.,  Fittabuis,  Ftu 101 

oe  Manuiaeturera  Ezehaage,  Kansas  City,  Mo 341 

'llinois  Ins.  Co.,  Ghieaso 328 

Illinois  Underwritera  Mutual  Assn..  Chicago 341 

'mperial  Ftae  Ins.  Co.,  Denver,  Colo 102 

mperial  Ins.  Co.,  Chieago 328 


leagD. 
L  £on( 


mperial  Underwriters,  London,  Eng 375 

mperial  Underwriten  of  Canada  Agency 331 

mplement  Dealen  Mutual  Ins.  Co.,  Grand  Forks.  N.  D 265 

mplement  A  Vehiele  Mfn.  Mutual  Ins.  Co..  Indianapolis. . .  265 

ndemnity  Assooiatlon,  London,  Eng 375 

ndemnity  Ezohann,  Chicago  and  New  York 341 

ndemnity  Mutual  Marine  Ins.  Co.,  London 204 

ndependenoe  Fire  Ins.  Co.,  Philadelphia. 384 

ndia  Mutual  Ins.  Co.,  Boston 266 

ndiana  Retail  Merchants  Assn.  Mutual  Fire  Ins.  Go.,  Ander^ 

son,  Ind 267 

ndiana  Lumbermens  Mutual  Ins.  Co.,  Indianapolis 265 

ndiana  Millen  Mutual  Fire  Ins.  Go.,  IndianapoUs 266 

ndiana  State  Fire  Ins.  Co.,  Indisn^wUs 267 

ndianapolis  German  Mutual  Fire  Ins.  Co.,  Indianapdlis 266 

Individual  Fire  Underwriten,  St  Louis 341 

"ndividual  Underwriters,  New  York 342 

ndustrial  Mutual  Ina.  Co^  Boston 267 

ndustiial  Underwriters,  Chicago 342 

nland  Fire  and  Marine  Ins.  Co.,  Chicago,  and  La  Fbrte,  Ind  328 

nsuranoe  Company  of  Island  of  Cuba,  Havana. 384 

nsuranoe  Co.  of  North  America,  Fhiladdphia 106,  334 

nsuranoe  Go.  of  the  State  of  IlUnois,  Ro<±foid 103,  400 

nsurance  Co.  of  the  Stote  of  Pennayhrania,  Philadelphia. . .  104 

nsuranoe  Underwriten,  New  York 331 

nsulinde  Fire  Ins.  Go.,  Batavia,  Java  (See  Holland  Und'w't's.)  375 

ntei^Insuren  Eichange,  Chicaap,  111 343 

nter-Insuren  of  America,  Wasnington,  D.  C 343 

ntemational  Fire  Ina.  Co.,  Chicago 328 

ntemational  Fire  Ins.  Co.,  Fort  Worth,  Tex 106 

ntemational  Ina.  Co.,  New  York 107 

ntemational  Ins.  Co.,  Manchester,  Eng 375 

ntemational  Fire  Ina.  Co..  St  Loins,  Ito 334 

ntematbnal  Fire  Ina.  Co..  Fhilad^hia,  Ftu 334 

ntemational  Fire  Office,  New  Yoric 343 

ntemational  Relnsuranoe  Co.,  Vienna,  Austria 375 

nter-Insuranoe  Co.,  Galveston  A  El  Psso,  Tex 343 

nterOcean  Fire  Ina.  Co.,  Concord.  N.  H 328 

ntentate  Fire  Ina.  GOm  Biraiinj^bam,  Ala. 334 

nter^toto  Ins.  Co.,  Chicago 328 

nterstete  Fire  Ina.  Co.,  Inc.,  Suffolk,  Va 107 

owa  Hardware  Mutual  Ins.  Assn.,  Mason  City,  la 268 

owa  Assessment  Mutual  Ina.  Assn.,  De  Witt  la 268 

owa  Manufaeturen  Ins.  Co.,  Waterioo,  la 108 

owa  Mercantile  Mutual  Fire  Ina.  Assn.,  Spencer,  la 269 

owa  Implement  Mutual  Ina.  Assn..  Nevada,  la 268 

owa  Stote  Ina.  Go..  Keokuk.  la 269 

sthmus  Lloyds  of  the  atyo}  New  York.  N.Y 348 

tallan  Fire  A  Marine  Ins.  Co..  Turin.  Italy 376 

taliana    Ins.  Co..  Genoa.  Italy 876 

Jakor  Ins.  Co.,  Moaoow,  Russia 204 

^ames  River  Fire  Ina.  Co.,  Richmond,  Va 389 

efferson  Fire  A  Marine  Ins.  Co..  Richmond,  Va 328 

Merson  Fbs  Ins.  Co.,  Philadelphia ^^ .' 109 


Paq 

Jefferson  Mutual  Fire  Ins.  Co..  St  Louis 2( 

Jefferson  Underwriten  Amaay,  Fhibdel^Ja 33 

Jordan  Mutual  Fire  Ins.  Co..  Allentown.  Fft 26 

Kanawha  Fire  Ina.  Co.,  Maywood.  W.  Va 11 

Kansas  Farmen  Mut  Ins.  Co.,  Upland,  Kan 2^ 

Kent  County  Mutual  Ina.  Co.,  Dover,  Del 27 

Keystone  Mutual  Fire  Ins.  Co.,  Philadelphia 27 

Keystone  Underwriters,  Pittsburg 33 

Kiog  Ins.  Go.,  London 37 

Knox  County  Mutual  Ins.  Co.,  Mt  Vernon.  0 27 

Lafayette  Fire  Ina.  Co.,  New  Orieans H 

Large  Area  Senegatton,  New  York 3j 

Law  Accklent  Insuianee  Sodetv  of  London,  Eng 31 

Law  Gar  A  General  Ins.  Corp.,  London,  Eng 37 

Law  Fidelity  A  General  Ins.  Co.,  London 37 

Law  Unkm  A  Roek  Ins.  Go^  London 20 

Lebanon  Mutual  Ins.  Co..  Lebanon,  Pa 27 

Lee  Fire  Ina.  Co.,  Alexandria,  Va g 

Legal  Ins.  Go.,  Ltd.,  London,  Ekig. 37 

Liberty  Mutual  Fire  Ins.  Co..  PhiladetohU 27 

Uneob  Ins.  A  Banking  Co.,  Hammond.  Ind 3S 

Uneob  Mutual  Fire  Ina.  Co.,  Philadelphia 27 

litchfield  Mutual  Fire  Ina.  Co ,  litchfiddTConn 22 

Liverpool-Victoria  Ina.  Con.,  Ltd.,  London  Eng 36 

live^ool  A  London  A  Qfobe  Ins.  Co..  UvemooT. f 

Uveipool  A  London  A  Gfebe  Ins.  Co.,  New  York 11 

LteydsTNew  York M 

Lloyds,  London 37 

London  Assunnoe  Gorporatkm  (Fire),  London 2C 

London  Assurance  Corporation  (Marine).  London 20 

London  Mutual  Fire  Ins.  Co.,  Toronto,  Ont 3S 

London  A  Lancashire  Fire  Ina.  Co.,  Liverpool 2Q 

Lone  Star  Ina.  Co..  DaOas,  Tex ^ 

Los  Angeles  Fire  Ins.  Co.,  Los  AngelcB,  Gal « 

Louirfana  Fire  Ina.  Co.,  Baton  Rouge,  La } 

Louisville  Ins.  Co.,  Louisville 1' 

Louisville  German  Mutual  Fire  Ins.  (3o.,  Louisville 27 

LoweO  Mutual  Fire  Ins.  Go..  Lowell,  Mass 2^ 

Lumber  Ins.  Co.,  New  York •  •  •    J] 

Lumber  Manufaeturen  Intei^Insur.  Bxehange.  New  Orleans  3J 

Lumbermens  A  Lumberworken  Alliance,  Chicago 3J 

Lumber  Mutual  Fire  Ins.  Co.,  Boston 27 

Lumber  Underwriters,  New  York 34 

Lumbermens  Mutual  Ina.  Co.,  MansBeki,  0 27 

Lumbermans  Bxdiange,  Kansas  City,  Mo 34 

Lumbermens  Indemnity  Exohangp,  Seattle,  Wash 34 

Lumbermens  Ina.  Co.,  Philadelphia IJ 

Lumbermens  Inter-Insurance  Assodatkm,  Kansas  Qty 31 

Lumbermens  Uoyds,  Eau  (Salre,  Wis 31 

Lumbermens  Marine  Ins.  Go.,  Norfolk,  Va IJ 

Lumbermens  Underwriting  Alliance,  Kansas  (Sty 31 

Luserae  Mutual  Fire  Ins.  Co.,  Haselton,  Pa «] 

I^mn  Mfrs.  A  Merchante  Mutual  Ins.  Co.,  Lynn.  Mass ** 

I^mn  Mutual  Fire  Ins.  Co.,  Lynn,  Mass •; 

Madison  Ins.  Co.,  Madison,  Ind Ij 

Magnolia  State  Ina.  Co.,  Jackson,  Miss. | 

Mama  Fire  Ins.  Co.,  Sanfocd,  Me. * 

Manufaeturen  Fire  Ins.  (>o.,  St  Louis,  Mo J 

Mannheim  Ins.  Co.,  Mannheim f 

MansfieM  Mutual  Fire  Ins.  Co.,  Msnsfield,  O I 

Manton  Mutual  Fire  Ins.  Co.,  Philadelphia { 

Manirfacturen  Alliance  for  Inter^Insurance,  Oiicago J 

Manufaeturen  Uoyds.  New  York J 

Manufaeturen  Mutual  Fire  Ins.  Go.,  Providence,  R.  I * 

Manufaoturen  A  Mercantile  Ins.  Co.,  Chicuo ■  ■  •  3 

Manufaeturen  A  Merchante  Mutual  Fire  Ina.  Co.,  Concord, 

N.H /.  -wv  ^ 

Manufaeturen  A  Merchante  Mutual  Fire  Insurance  Co..  PUla- 

ddphia I 

Maamaeturing  Lumbermens  Underwriters.  Kanaas  City...-  3 
Manufacturing  Woodworken  Unders.  Ins.  Co.,  CSiioago,  111.  •  3 

Marine  Ins.  (^,  London • 

Maritime  Ins.  Co.,  Liverpool f 

Maryland  Fire  Ins.  Co..  Easton,  Md I 

MarylandMotorGarIttS.Cb..Ba]timore.Md 3 

Maryland  Mutual  Fire  Ins.  Co.  Baltimore 2 

Maasachivette  Fire  A  Marine  Ins.  Co.,  Boston 334. 4 

Mechanics  Ina.  Co.,  Philadelphia ) 

Mechanics  A  Traden  Ins.  Co.,  New  Orleans ] 

Meehanlos  Mutual  Fire  Ins.  Co..  Providence,  R.  I 

Medway  Ins.  Go.>  Ltd.,  Norwich.  Eng \ 

Memphis  Underwriten ; 

Mennonite  Mutual  Ins.  Co.,  Newton,  Kan ^ 

Mercantile  Assurance  Co ,  Wihnington.  Del • 

Mercantile  Fire  A  Marine  Ina.  Go.,  Boaton J 

Mercantile  Fire  A  Marine  Ina.  Q>.,  Washington,  D.  C i 

Mercantile  Fire  A  Marine  Underwriters,  Chicago \ 

Mercantile  Ins.  Co.,  Indianapolis 

Mercantile  Lteydsof  New  York  Qty,  Little  Falls,  N.  Y J 

Mercantile  Mutual  Fire  Ina.  Co.,  Providence,  R.  I * 

MercaatUe  RedpiXHal  Underwriters.  Fort  Worth,  Tex * 
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MmmSb  Uidenrriten 381 

Ifarar  Gbo^y  Mntoil  Fli*  las.  Co..  FteniBgtMi,  N.  J 379 

Kocbati  »"*««flr.  Cbteigio 347 

XcvdkntB  EidMDfle  fbe  Ins.  Ck>.,  Chicago  and  Hammond. 

lad 338 

MochnfeiFin  AwdatkMi  of  Ameriea.  La  Fbrte.  Ind 3B0 

ImkaaiiFfaeAMnDeeOo..  NewYoik 110 

IcRbatB  File  Iia.  Cbw,  Dover 119 

]iErd>ailif1ralBi.Go^Ftondence.lLI 334 

Unvote  Fte  A  llariii6l7iidenniten,Chieaco 348 

Menbata  Hie  Uoydi.  New  York 348 

IMbBli  Im.  Cb^  BMMor.  lie 118 

Mnkati  laL  Col,  Oailntoa,  W.  Va 828 

HsdHBli  latar-IniuraDoe  g^o^Mtf ,  Baltimore.  Md 348 

MRbati  4  Faimere  Mutual  Fli«Ias;Oo..lfiddleburgh.N.Y.  270 

Meniaafti  Hutnal  Ria  Ian  Co.,  Praridaiee 280 

IcsibBlilfstBal  Ian  a>.,  Bedfield.  &  D 280 

Hodbnto  Katteal  Xotoallna.  Go..  Farso.  N.  D 281 

URbnli  Vadarmiten  Im.  Go.,  Foidyoe.  Ark 331 

Mstbati  Uaderwiiften  EamM  aty 348 

liMbaliUaknIv.Opu.llcridiaii.lfim 120 

Iknbute&Pairaen  Mutual  Fire  lBa.0D..Worcc8(ar.  Mam.  270 

Mndbato  k  Manuiartwien  Ina.  Oo.  Atlanta. 334 

Menkttli  A  Manufaetoren  Ins.  Cbw,  CIndnnati 110 

Kudboli  4  Maai^betufen  Ina.  Oow.  Chaifeiton,  W.  Va. . . .  828 

Mn^tf  4  Mannbetoren  Fire  Ins.  Go.,  Dover.  Del 828 

IfcBEbatiA  Minufartuwra  Mutiml  Ins.  Co.,  Mansfiefcl.  0. .. .  270 

VeniBi^  Xntnl  Flie  Ins.  Co..  Andover.  Mam 281 

MatillbaiiMtnrem  Mutual  Fire  Ins.  Co.,  Indiaaapolis.  Ind.  281 

liiMWarfcemMntnalIns.Co..Provkienee.R.1 282 

Ictapoie  Ffae  Ina.  Cb .  Fuis 382 

Metnpalttan  Fbe  laa.  Go..  CUsafo 120 

MUUpa  Commerdal  Ina.  Co..  Lansing 121 

Mtt^  Fire  A  Marine  Im.  Co..  DeCxott. 121 

Mtt^  Ifilen  Mutual  Fire  Ins.  Gb.,  Lansing 282 

Ki^pne  1m.  Cb.,  Gorimm,  Me 334 

IbtfcBaMntaalAsBuraneeGo..  MUdletown.  Conn 288 

HUirnex  Mutual  Fire  Ins.  Co.,  Concord.  Masn 283 

lUiewest  Fhe  Ina.  Ool.  Valkv  aty.  N.  D 122 

lfiiCBtmmtalFfaeI]m.Oo..K!ansasGity,Mo 334 

m«d  ha.  Co.,  Ud^  BiiminAam.  Eng 383 

WOvam  Mutual  Fire  Ina.  Cb..  Chicsffo 286 

M  OvMn  Mutual  Fire  Ins.  Co .  Dee  Mdnm 287 

'^     Msfenl  Fbe  Ina.  Co.,  Fori  Worth,  Tex 286 

Mutori  Fire  Ina.  Cb..  Harrlsburf.  Pa 284 

„       MatuslFlrelna.  AsBodatfam  of  DlfaioiB.  Alton.  lU...  284 

Ukn  KstioBal  Ina.  Go..  Ghicaeo 286 

Ifatakce  Ffae  Ina.  Cbt.  Milvankee 122 

EbvAee  Genma  Fire  Lm.  Co^  Milwaukee 124 

IwMfcm  Merhsniia  Inn  CoTlBlwankee. 123 

MwmCaFfa*  Ina.  Cb..ChatSekl.  Minn 126-334 

jfaiw jota  Fire  Ina.  Coh  Mnmeapolk.  Mmn. 334 

RetreeeflBioM  k  ReinsuiBnce  Co.,  Cologne,  Oennany  388 

Fire  Ina.  GD.,lfoster.O 287 

Val^  Fire  Im.  Gb,  Omaha.  Neb 334 

1  ARovvfile  MutnJ  Fire  Ins.  Co.,  FreUghsburg  P.  Q.  383 

Aaamafie  Cb..  Loodoo,  Eng 384 

WepUa  Ins.  Gb^  Ftttteg 126 

fateiav  Mutual  Fire  Ins.  Cb.,  Qoebea 384 

WR  Go.  Cbqpezaltve  Fire  Ins.  Co-  Rochester,  N.  Y 287 

■om  GouDtar  &  Cbu,  Monirtown.  N.  J 288 

*■»  Ftae In.  Cb.7]foooow 211 

K3BiimM:bnda  Fire  Ina.  Go^  Montreal 384 

»  Ro^  Ftre  Aararanee  Co.,  Montreal,  Can 386 

«eOou,Munkh 211 

Cb.  for  Insuring  Hoosm  from  Lorn  by  Fire, 
li^  I.I  1 1  288 

„ bdeiy.'BidmiqaidL'Val!;!;!!!!!.!!.!!!  288 

S«allbeAsBnaDeeCo..$itaf^Mam 280 

M*iaIFiRba.Cb^Siflo.MB. 204 

teil?fa«In.Go.,8traiarlfls,Mo. 208 

SiiialFfaelaa.Cb..  WMhkigton,D.C. 204 

!*BlFkelaa.Go.lnHarfoidCbunt;r.Belalr.Md 200 

■(ibiil  FhelnsL  Ob.  of  Wmhington  County,  HagerBtown.Md.  208 

Katol  FtR  Ina.  Oow  of  Albany.  Albany.  N.Y 200 

KoialPhe  Ins.  Co.  of  CbhertCbunly.  Frederick.  Md. 201 

!«t«lFlRlBSLG^ofOamB0Dmity|W«Btminster.|fd....  200 

IM  Ffae  Ins.  Cbw  of  Oecfl  Cbonty.  iaktoo.  Md 201 

ftwl  Bm  Ina.  Cb.  of  Cheater  Oonnty.  Cbatesvifle,  Pa. 201 

!«t«inRlMi.Cbwof  FredeiiekOranty.FredertdcMd 201 

V^rtml  Fbe  InsL  Cb.  of  Germantown  and  VIdnlty.  Phlladel- 
pfct .  .  292 

!^nieiaaGk'oiFKflntCbanty.Gbflstertown.Md 202 

■AalFhe  Ina.  Gou  of  Loodomi  OounW.  Wateifoid,  Va.. . . . 
■M  Urn  Ina.  Go^  of  Montgomery  County,  Sandy  Sitflng, 

Fire  iaaJ  CbL  ofBeaifing.'  Raiding.  Ft.' ! .'  .'.'!!  208 

Rtc  In.  Cbu  of  Schoharie,  OfeRgo  and  Albany  Countiea, 
V&hamh.  N  Y  280 

{«taifte.lLite  i  biiand'ins.'Co.VniiliM^         !!!.'.'.'!  204 

S««il».AIad»ti«alCo.,Gbica«>.niMADebware 328 

i«^PMi4Mtkm  laa.  Cb.,  Washington.  D.C 206 

Flnlp|.C:b..Ck|aiMt9wa.Mam 206 
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Mutual  Trwt  k  Ins.  Co..  Dover.  Del «» 

Mutuelle  de  Valence  Ins.  Co..  Fkris 384 

Namganaett  Mutual  Fire  Ins.  Co..  Ptovfalenoe. 206 

Naaaau  Fire  Ina.  Co..  Brooklyn 1^ 

National  American  Manufaeturera  Ina.  Co..  Durham.  N.  G. .  3S 

National  Aaaorance Co..  of  Delaware,  N.Y 384 

National  Aaauzmnce  Corporatkm  of  Virginia,  Rlohmond,  Va. .  328 

Nayonal  Biltiah  k  Iriah  Mlllen  Ina.  Co..  Ltd..  London 386 

Natkmal  Brewen  Lm.  Co..  Chicago. 1$ 

Natkmal  Fire  4  Marine  Ins.  Co.,  Eliaabeth.  N.  J 1» 

Natkmal  Fire  Ina.  Cow.  Hartford 126 

Natkmal  Fire  Ina.  Cb.  of  Amerioa.  Mo. 328 

Natkmal  Ftae  Underwriters,  Cbtea80.Ill 348 

Natkmal  General  Ina.  Gow,  London.  Eng. ^ 

Natkmal  Haidwara  Mutual  Fire  Ina.  Co..  Huntlngdoo.  Fb. . .  206 

Natkmal  Insuranoe  Cb.,  DaOaa,  Tex 334 

Natkmal  Intei^Inaunnce  Bureau,  Kanaaa  Qty.  Mo 348 

Natkmal  Ins.  Co.,  Flttobttri.  Pa 1$ 

Natkmal  Ina.  Co.  Dover.  M..  and  Oklahoma m 

Natkmal  Ina.  k  Invcatmcnt  Co.,  Dover,  Del 3» 

Natkuml  Ina.  Co.,  Cbdnnati 120 

Natkmal  Ina.:Co.  of  Great  Brltafai,  Glasgow ^ 

Natkmal  Ina.  Co.,  Markm.  8.  C ^ 

Nationid  Lumber  Ina.  Co.,  Buffalo 130 

Natkmal  Manufaeturen  Mutual  Ins.  Co..  Jancsville,  Wia. . . .  206 

Natkmal  Mutual  Aaaurance  Co..  Philadelphia." 290 

Natkmal  Mutual  Chureh  Ina.  Go.,  Chicago 207 

Natkmal  Underwriten  of  America,  New  Yoric 340 

Natkmal  Unkm  Fire  Ins.  Cb.,  PIttaburg 131 

Nalkmal  Unkm  Fire  Ina.  Co.,  Waahington,  D.  C 132 

Natkmale  Ina.  Cb.,  Paria 386 

Netherlaad  Uoyd  Ina.  Co.,  Amaterdam ^ 

Netherianda  Fire  4  life  Ina.  Co..  The  Hague 387 

Newark  Fire  Ina.  Co.,  Newark,  N.  J 132 

New  Amsterdam  Fire  Ins.  Co.,  N.  Y 132 

New  Brunswiok  Fire  Ins.  Cbw,  New  Brunswick,  N.  J 133 

New  Brunswick  Mutual  Fire  Ins.  Co..  New  Brunswick.  N.  J.  207 

Newbury  uurt  Mutual  Fire  Ins.  Co..  Newburyport.  Mass 297 

New  Cbstle  CounW  Mutual  Ins.  Co.,  WUmiogton,  Del 208 

New  En^and  Underwriters  Agency,  Concord.  N.  H. 332 

New  Hampahire  Fire  Ina.  Co..  Mancbeeter. ^34.  334 

New  Jersey  Aandatkm.  Creaawieka,  N.  J 208 

New  Jerrev  Fire  Ina.  Co..  Newark.  N.J 334 

New  London  Counfy  Mutual  Fire  Ina.  Co.,  Norwich.  Conn.. .  208 

Newport  Mutual  Fire  Ina.  Co..  Newport,  Ky 200 

New  State  Ftae  Ina.  Co..  So.  MoAkseter.  OUa 360 

New  York  k  Boaton  Lk>yda.  New  Yoric 840.  400 

New  York 4 New EnglandUnderwriten,  New  Yoric 360 

New  York  Central  Lkiyda.  Little  FaDa,  N.  Y 360 

New  York  Central  Mutual  Fire  Ina.  Co.,  Edmeaton.  N.  Y.. . .  200 

New  York  Commercial  Underwriters.  New  York 360 

New  Yoric  Fire  Lk)yda,  New  Yoric 35 1 

New  York  Ina.  Aaaodatkm.  New  York 35 1 

New  Yoric  Reciprocal  Underwriten  New  York. 362 

New  York  Undvwritera  Agency.  New  Yoric 332 

New  Zealand  Ina.  Co..  Auddand 212 

Niagara  Fire  Ins.  Co..  New  York 135.  334 

Northern  (Nonl)  Ina.  Co..  Parte,  France 388 

Nordlak  Reinaurance  Co..  Copenhagen.  DenmaA 387 

Norfolk  Mutual  Fire  Ina.  Co..  Dedham.  Man 290 

Norfolk  Fire  Ins.  Coiporatton.  Norfolk.  Va 136 

North  American  Fire  Ins.  Co.,  Indinaapolis,  Ind 334 

North  American  Ins.  Co..  Chicago 328 

North  American  Inter-Insurem  of  the  City  of  New  York,  New 

Yoric 362 

North  American  Mutual  Fire  Ina.  Co.,  MaosBeld,  0 300 

North  Britiah  k  Mercantile  Ina.  Co..  London 213 

North  Britiah  k  Mercanttie  Ina.  Co..  New  York 137 

North  Carottna  Home  Ina.  Co.,  Raleigh 137 

North  Coast  Fire  Ins.  Co..  Seattle.  Wash 138 

Northeastern  Ins.  Co.,  Darihigton.  Eng 388 

North  Padfic  Ins.  Co.,  Taooma,  Waah 334 

North  River  Ina.  Co.,  New  York. 130 

Northern  Fire  Assodatfon.  Chicago. 363 

Northern  Fire  Ins.  Co.,  Ghlcaoo 323 

Northern  Assurance  Co..  London. 214 

Northern  Ins.  Co.,  New  YoriL 138 

Northern  Fbe  Underwriten.  Ch  cago,  III 363 

Northwestern  Fire  Ins.  Cb.,  Cbicagp 328 

Northwestern  Fire  k  Marine  Ins.  Co..  Mfameapolis 140 

North  Weatem  Ins.  Co.,  Uverpod,  En& 388 

Northwestern  Mutual  Fire  AnodaUonVSeattle,  Waah 300 

Northwestern  Natkmal  Ins.  Co..  Milwaukee 140 

Northwestern  Underwriten  Agoaey.  Milwaukee. 882 

Northwestern  Fire  Underwriters.  Ghicago.  HI 353 

Norwich  Unkm  Fire  Ins.  Sodety,  Norwteh.  EW 215 

Nye  Daaske  Ftae  Ins.  Co..  Copenhagen 388 

Ocean  Marine  Ins.  Co..  London 216 

Ohk>  Farmen  Ins.  Co..  Le  Roy.  0 301 

Ohk>  Grain  Dealers  Mutual  Ftae  Ina.  Am'n,  Columbus.  0. . . .  302 
Qfalo  Hardware  Dealen  Mutual  Flra  Ina.  Cb.,  Coahoeton,  0. .  302 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


Paob 

Ohio  Im.  Co.,  New  Albany,  Ind 960 

Ohio  Mtllen  Mutual  Fire  Ins.  Co..  Cuiton.  0 302 

Ohio  Mutual  loa.  Co.,  Salem,  0 303 

Ohio  Retail  Grocera  Mutual  Fire  Iiw.  Co..  Springfield 303 

Oklahoma  Fire  Ins.  Co..  Oldahoma  City.  Okla. 141 

Old  Colony  Ina.  Co..  Boston 142 

Old  Dominion  Fire  Ins.  Co.,  Richmond.  Va. 328 

Olympic  Fire  k  Marine  Ins.  Co.,  Fort  Smith.  Ark 300 

Omnium  Ins.  Corp.,  Ltd.,  London,  Eng 400 

Ontario  Fire  Ins.  Co..  Toronto,  Can 399 

Oosterling  Fire  Ins.  Co.,  Batavia,  Java  (see  Holland  Under^ 

writers) 375 

Oregon  Flie  RfUef  Aasodation,  McMinnviile,  Ore 304 

Orient  Ins.  Co.,  Hartford 142 

Osage  Fire  Ins.  Co.,  Topeka,  Kan 143 

Otsego  Mutual  Fire  Ins.  Co..  Buriington  Flats,  N.  Y 304 

Ottawa  Assurance  Co.,  Toronto,  Ont 388 

Fftdfio  Coast  Fire  Ins.  Co.,  Vancouver.  B.  C 389 

Pacific  Fire  Ins.  Co.,  New  York 144 

Pacific  States  Fire  Ins.  Co..  Portland.  Ore 334 

Paint  Trade  Fire  Ins.  Exchange,  Seattle 354 

Palatine  Ins.  Co..  London 210 

Pkmlloo  Ins.  A  Banking  Co.,  Tariwro,  N.  C 144 

Pannonia  Hungarian  Reinsurance  Co.,  Budapeeth 389 

Paper  Mill  Mutual  Ins.  Co..  Boston 304 

ParkerBbuig  German  Ins.  Co..  Paricersburg.  W.  Va 328 

Patapsoo  Mutual  Fire  Ins.  Co.,  Baltimore 304 

Patemelle  Ins.  Co.,  Ftois 390 

Fkwtuoket  Mutual  Fire  Ins.  Co.,  Pawtucket.  R.  1 305 

Fdican  AsBunnce  Co..  New  York 145 

Penn  Mutual  Fire  Ins.  Co.  of  Chester  County,  West  Chester.  PtL  305 

Pennqylvania  Fire  Ins.  Co.,  Philadd^iia 145 

Pennsylvania  Lumbermen's  Mutual  Fire  Ins.  Co.,  Philadelphia  306 

Pennflylvania  Millen  Mutual  Fire  Ins.  Co..  Wilkeebarre 306 

Peoples  Go-operative  Underwriters.  Chicago.  IH 354 

Pfeoples  Anthracite  Ins.  Co.,  Scranton,  Fft. 334 

Pfeoples  Fire  Ins.  Gb.,  Frederick.  Md 147 

Peoples  Ins.  Co.,  Chicago 328 

Peoples  Ins.  Co.,  Chicago,  and  Kenosha,  Wis 328 

Peoples  Mutual  Fire  Ins.  Co^  Philadelphia 307 

PMples  Natfonal  Fire  Ins.  Go.,  Philadelphia.  Pa 147 

Peter  Cooper  Fire  Ins.  Co.,  New  York 148 

Petersburg  Savings  k  Ins.  Co.,  Petersburg,  Va 140 

Pheniz  Ins.  Co..  Brooklyn 150 

Pheniz  Ins.  Co.,  Dover.  Del 400 

Pheniz  Ins.  Co..  Paris 390 

Philadelphia  Cootributionahip  for  the  Insurance  of  Houses 

from  Loss  Inr  Fire,  Philadelphia 307 

Philadelphia  Manufacturers  Mutual  Fire  Ins.  Co.,  Philap 

delphia 308 

Philadelphia  Underwriters,  Erie,  Pa 332 

PhcBniz  Assurance  Co.,  London 217 

PhcBniz  Ina.  Co^  Pasadena,  Cal 152 

Phoenix  Ins.  Co.,  Hartford 150 

Phoenix  Fire  Ins.  Co.,  Baltimore,  Md 334 

Phoenix  Fire  A  Marine  Ins.  Co..  Memphis,  Tenn 149 

Ptedmont  Ins.  Co.,  Charlotte,  N.  C 152 

PUot  Ins.  Corp..  London 390 

Pioneer  Fire  Ins.  Co.,  Oklahoma  Qty 153,  400 

Pfseatauqua  Fire  Ins.  Co.,  Portsmouth,  N.  H 153 

Pioneer  Ins.  Co.,  Tacoma.  Wash 153 

Pittsburg  Lumbermen's  Mutual  Fire  Ins.  Co.,  Pittsburg 309 

Pittsburg  Ins.  Co.,  Pittsburg 153 

Pittsburg  Underwriters.  Pittaburg 333 

Planten  Fire  Ins.  Co..  Little  Rock,  Ark 309 

Portland  Marine  Underwriters  Portland,  Me 354 

Portsmouth  Fire  Association,  Portsmouth,  N.  H 154 

Potomac  Ins.  Co.,  WasUngton,  D.  C 154 

Prairie  State  Ina.  C6.,  Chicago 328 

Preferred  Mutual  Fire  Ins.  Co.,  New  Beriin.  N.  Y 309 

Premier  Ins.  Co..  Ltd.,  London,  Eng. 391 

Profit  Sharing  Co.,  Galveston  A  El  Paso.  Tex 354 

Provident  Mutual  Fire  Ins.  Co.,  Philadelphia.  Pa 310 

Property  Ins.  Co.,  Ltd.,  London,  Eng 391 

Protection  Mutual  Fire  Ins.  Co.,  Chicago 310 

Protective  Fire  Ins.  Go.,  Syracuse,  N.  Y 334 

Protector  Underwritere.  San  Frandsoo 333 

Providence  Mutual  Fire  Ins.  Co.,  Providence 310 

Providence  Washington  Ins.  Co.,  Providence 155 

Provincial  Fire  Ins.  Co.,  Ltd.,  Bolton.  Eng 391 

Prudential  Fire  Ina.  Co.,  Manchester,  N.  H 150 

Pnidentla  Rebsurance  Co.,  Zurich,  Switierland 391 

Prussian  National  Ins.  Co..  Stettin 218 

Queen  Ins.  Co.  of  America,  New  York 156 

Queen  (My  Fire  Ins.  Co.,  Sioux  Falls,  S.  D 157 

Queen  a^  Fire  Underwriters,  Chicago,  111 354 

Queen  of  Arkansas  Ins.  Co..  Little  Rock,  Ark 311 

Queens  A  Suffolk  Mutual  Ins.  Co..  Freeport,  N.  Y 311 

Quincy  Mutual  Fire  Ins.  Co.,  Quincy.  Mass 311 

Redproeal  Annex,  Kansas  City.  Mo 354 

Redprocal  Underwriters,  Kansas  Citji 1355 


Paob 

Redprocal  Exchange,  Kansas  City 354 

Reliance  Ins.  Co.,  RiUadelphla 158. 334 

Reliance  Marine  Ins.  Co.,  Liverpool 218 

Republic  Assurance  Co..  New  York 334 

Republio  County  Mutual  Fire  Ins.  Co..  Belleville.  Kan 312 

Republic  Underwriters,  Dallas.  Tex 333 

Reserve  Fire  A  Marine  Ins.  Co..  Chicago 328 

Retail  DruggisU  Mutual  Fire  Ins.  Co..  (Sncinnati 312 

Retail  Grocery  Underwriters,  Fak>  Alto,  Cal 355 

Retail  Hardware  Mutual  Fire  Ins.  Go.,  Minneapolis 312 

Retail  Hardware  Underwriters,  Fsk)  Alto,  Cal 355 

Retail  Implement  Dealers  Mutual  Fire  Ins.  Co.,  Mhmeapolis  313 

Retail  Lumber  Dealers  Mutual  Ins.  Co..  Milwaukee,  Wis 313 

Retail  Lumbermais  Ins.  Association,  Minneapolis 313 

Retail  Merdiants  Assodatfam  Mutual  Fire  Ins.  Co.,  Spring- 
field, ID 314 

Retail  Merchants  Mutual  Fire  Ins.  Co.,  Minneapolis 314 

Rhenish-Westphalian  Reinsurance  Co.,  M.  Gladbacfa.  Ger- 
many   392 

Rhode  Island  Ins.  Co.,  Providence 159 

Rhode  Island  Mutual  Fire  Ins.  Go..  Providence 314,  401 

Richland  County  Mutual  Ins.  Co.,  Mansfield,  0 315 

Rldimond  Ins.  Go.,  West  New  Brighton.  N.  Y 160 

Rimouskl  Fire  Ins.  Co.,  RJmouski,  Can 392 

Rio  Grande  Fire  Ins.  Co.,  San  Antonio.  Tez 334 

Rochester  German  Ins.  Co.,  Rochester,  N.  Y 100 

Rockville  Mutual  Fire  Ins.  Co..  Rockville.  Conn 315 

Roger  Williams  Fire  and  Marine  Ins.  Co.,  lYovidenoe,  R.1. 161. 334 

Rossla  Ins.  Co..  St  Petersburg 219 

Royal  Ins.  Co.,  liverpool 220 

Royal  Alliance  Underwriteia,  London 392 

Royal  Canadian  Underwriteia 392 

Royal  Exchange  AasuraDoe.  London 220 

Royal  Standaid  Underwriters.  Chicago 328 

Royal  Underwriten,  London. 992 

Rubber  Manufaeturera  Mutual  Ins.  Co.,  Boston 315 

Russian  Reinsurance  Co.,  St.  Petersbun 222 

Russian  Transport  A  General  Ins.  Co..  St  Peterri>urg 303 

St  Louis  Fire  Ins.  Co..  St  Louis 162. 334 

St  Paul  Fire  ft  Marine  Ins.  Co.,  St  Paul 162 

Safety  Mutual  Fire  Ins.  Co..  Lebanon.  Fa 316 

Sanmore  Ins.  Co.,  Sanford,  Me 334 

SaTamander  Fire  Ins.  Co-,  Washington.  D.  C 328 

Salamandra  Ins.  Co.,  St  Petersburg 222 

Salamandre  Fire  Ins.  Co.,  Havre,  France 393 

Salem  County  Mutual  Ins.  Co..  Salem,  N.  J 316 

Salem  Mutual  Fire  Ins.  Co..  Salem,  Mass 316 

San  Diego  F.  A  M.  Ins.  Co..  San  Diego,  Cal 334 

Sapulpa  Fire  Ina.  Co.,  Sapulpa.   Okla. 334 

S(£oharie  A  Otsego  Mutud  Fire  Ins.  Co..  CoUeskill.  N.  Y . . . .  317 

Scotch  Underwriteia,  San  Frandsco 333 

Scottish  Sprinkler  Fire  Ins.  Co.,  Manchester,  Eng 393 

Scottish  Union  A  National  Ins  Co^  Edlnbur^ 223 

Scranton  Fire  Ina.  Co..  Scranton,  Fa 169 

Sea  Ins.  Co.,  Iiverpoo4 224 

Seaboard  Fire  Ins.  Cb.,  Atlantic  aty,  N.  J 317, 401 

Seaboard  Fire  Ins.  Co.,  Norfolk,  Va 164 

Seaboard  Fire  A  Marine  Ins.  Co..  Galveston,  Tex 16S 

Second  Colonial  Marine  and  Fire  Ins.  Co.,  Batavia,  Java  (See 

Holland  Underwritere) 375 

Securitas  Reinsurance  Co.,  Vienna,  AusMa 304 

Seeurite  Generate  Ins*  Gas  Brussels,  Bdnum 39^ 

Security  Mutual  Fire  Ins.  Go.  of  Delaware  County.  Delhi.  N.  Y.  311 

Security  Fire  Underwriters,  Chicago 35! 

Security  Natnnal  Fire  Ins.  Co.,  Philadelphia,  Pa 33^ 

Security  Mutual  Fire  Ins.  Co.,  (Hatfield,  Minn 31') 

Security  Ina.  Co.,  Cincinnati 164 

Security  Fire  Ina.  Co.,  Davenport,  la 164 

Security  Ins.  Co.,  New  Haven,  Conn 1*J1 

Security  Fire  A  Marine  Ins.  Co.,  Washfaiston.  D.  C 32] 

SecuriU  Underwriten  PoUqy,  Fhiladdphia 33i 

Senecalns.  Co..  Buffalo.  N.  Y 33* 

Shawnee  Fire  Ins.  Co.,  Topeka,  Kan 16J 

Shrewsbury  Mutual  Fire  Ins.  Co.,  Eatontown,  N.  J 31' 

Sioux  Fire  Ins.  Co.,  Sk)ux  City,  la 10 

Skandia  Ins.  Co..  Stookhohn 22i 

Skandinavia  Reinsurance  Co.,  Copenhagen,  Denmark 30* 

Society  Anonyme  de  Reaasunuioes,  Paris 39 

Soleil  (Sun)  Fire  Ins.  Co.,  Paris 3» 

South  Carolina  Ins.  Co.,  Columbia,  S.  C 33 

South  Danven  Mutual  Fire  Ins.  Co.,  Peabody.  Mass 31 

South  Eastern  Fire  Ins.  (}o.,  Chicago  and  Riehmond.  Va 32 

Southeastern  Mutual  Fire  Ins.  Co..  Macon.  Ga 31 

South  German  Reinsurance  Co..  Munidi 39 

South  Western  Reciprocal  Underwriters  Ins.  Co 35 

Southern  Fire  Ina.  Co^  Atlanta,  Ga 32 

Southern  Lumber  Underwriters,  Kew  Orleans 35 

SouthMn  Mutual  Ins.  Co.,  Athens,  Ga 31 

Southern  National  Ins.  Co.,  AusUn,  Tex 17 

Southern  States  Mutual  Fire  Ins.  Co.,  FUIadeljphia 31 

Southern  Stock  Fire  Ins.  Co.,  Greensboro.  N.  C 17 

Southmi  Underwriters,  Greensboro.  N.  C 17 

Southern  Underwriten,  San  Antonio,  Tez 31 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


5o<ftnileniFinIa&Gou,MeBiplui,TBnn. 885 

Snocln  Ifae  Aanmaee  Go.,  Toronto.  Otn 226 

Spikf^ideD  Lib.  Oo^  Phlhdriphia 173 

^Mddnn&lbifii6ln&0o^Spriiigfield.llMi 171 

^ita&fld  Bid:  Undennlten,  Odaito 360 

SfiiBMlDi.OoL.Ami«erdam 386 

StK^BdAelaa.  Ok.  Hartford.  Coim 174 

Stebid  Rr  Ik  Qx.  Keokuk,  la 174 

atu^iidRRln.Qx,TicaUn,N.  J 174 

SuteFaflKsMiitari  foai  Oo.,  SovA  Omaha.  Neb.-. 819 

^ytednd  Hulae  Im.  Gb..  Limpool 226 

Sta«faidlfataaIRnIiia.(>)u,  IliOiid^^ 319 

Siikbt,0[L,DmUabam 175 

Stile  Fkt  la.  Gb..  litcipool 236.401 

Sue  las.  CJbL  of  Nek.  Omaha 176 

SiiieMi)tulflrelBfl.Co.,Riitiaiid.  Vt 176 

SuieDvdta«HoiMlii0.Co..OonoQrd,N.  H 175 

Stitt  Mitod  Flit  Amodalioa.  Cbnto*.  8.  D 310 

:^)iatttlIn.Gbw.Okfadu]maaty,Okla 320 

$tile]fBt«inRln.Co.,Fft>vldeDoe 320 

^anml  ba.  Cb.,  Mbblfe.  Ala 177 

Stsnwit  Ins.  Co..  New  Yoik 177 

i^trnwatUndmnf^  N.Y, 333 

»BftOnaty]fntaaiIaa.GbL.Soiithold.  N.  Y 320 

i^lBs.Ofifle,Laiidaii 227 

SiaIa.0b[rNe»OileaiiB 178 

fia  Motal  ]]■.  Cb,  n^^MnnmH •. . , .  321 

^^neftLfeLuLOo^Gothenlyaxg 229 

^KciDnniMeODi,Zaxfdi,8wttieilaiid 396 

^v^nfaad  Geaefal  Ibl  Ool,  Zorioh,  SwitMiland 229 

Tvsm  Voteal  fire  Ina.  Co..  Philadelphia 321 

Te«i)fa»e  Fie  laa.  Exdi^  CSueaflo.  ID. 356 

T«8telk  Flic  Im.  Cb.,  nuri>iiix. 179 

^(«toin  Fkc  laa.  Co..  Dayton,  0 180 

Te*ai»  Iml  Qx.  New  OHeaoe 179 

Tom  XftiMna  Ftre  Iiul  Co..  Fort  Worth.  Tex 180 

T^ttiie]initfaetincaMiitealFlnIiia.OoHprovfdeaoe 321 

lWA]leanrllaifaieIiia.Co..Iiveri»ol 230 

>MimLax,ftmtftan«e 396 

i,«lr«iter  Fbe  Ina.  Go.,  Cambrtdte.  Md 328 

T9h<bnre*llariaeIiia.0B..SaiMfiidcy.0 181 

TaaiAai  Goosty  QH»eTtttiTe  Fire  Ins.  Oo^  Ithaca.  N.  Y. .  322 
J'fiB^iMtthudmmvitn^VbtlnB.Oo^iow^MMm....  322 
;ri»4IkaMippiNataoBal  File  Ins.  Oon  Little  Rock.  Ark....  334 

iraMpertatta  Mvtaal  Ina.  Gow.  Fhlladdnhla 322 

i^  File.  Maxfne  and  T^eaasport  Ina.  Cb..  Tokio.  Japan..  401 

^■'^^tnrcibm  F^nA— y  Ghicaco 367 

C^kviien  Fire  Ina.  Gb.,  Cbneoid.  N.  H 181 

i.^>rviiles  Fhe  Ion  Co.,  Rocky  Mount.  N.  G 182 

■i^ennatag  Acnemeat,  New  York 367 

'  akmitcn  of  Gneuboro,  Greeoeboro.  N.  G 182 

I  mot  Aamnce  Socle^,  Londoa.  Eng 230 

:.«■  i%e  lai.  Go.,  Chieafio 328 

wi  FIr  Im.  Ckx«  Fkite 397.401 

^  bo.  CbL,  Baiw,  Me 183 

us  ha.  Oo^  n£delphla 184 

''«  lai.  Ool.  nttri>iBB 185 

!:^&FheBiz&aiflorin.  Go.,  Madrid 401 

-OB  IhiiK  bn.  Oou.  lirerpool 231 

>■  Ketotl  Fire  InsL  Co.,  Unoob.  Neb 323 

>■  VetBd  Fire  Iol  Co.,  MootpeUer.  Vt 323 

■»  Xst«l  Fbe  Ina.  Co.,  Providence 323 

!-*»  Uadeiwriten.  New  Yoik 357 


Pact 

Unkm  Underwiiten,  New  York 367 

United  American  Fire  Ins.  Go..  Milwaukee 185 

United  Gountaee  Ins.  Go.,  Manchester  Eag 397 

United  DniulBtB  Mutual  Fire  Ins.  Go..  Boston 324 

United  Fire  us.  Ga,  Ariiona. 334 

United  Flremens  Ins.  Go..  Philadelphia 180 

United  London  &  Scotttsh  Fire  Ins.  Go..  London,  Eng 397 

United  Mutual  Fire  Ins.  Go..  Philadelphia 324 

United  States  Fire  Ins.  Go..  New  York 187 

United  States  Fire  A  Marine  Ins.  Go..  W.  Va 328 

United  States  li^rds.  New  YoHe 356 

United  Statea  MerebanU  Mut.  FSre  Ins.  Go..  Philadelphia. .  324 

United  Statea  Underwriten.  New  York 334 

Unione  Gontinentale  Ins.  Go.,  Turin,  Italy 396 

Unkm  National  Fire  Ins.  Go..  Kansas  City,  Mo 334 

Unirerrifaf  Qcfenseitlgen.  Cleveland 324 

Urbaine  Fire  InB.  Co..  Pkris 397 

Vermont  Mutual  Fire  Ins.  Go..  Montpdier,  Vt 324 

Victoria  Ins.  Co..  Bucharest.  Roumania 398 

^^oma  Retosuranoe  Go.,  Vienna 398 

Vmage  Fire  Ins.  Assn..  Qreenvllle.  N.  Y 325 

Vii^boia  Fire  k  Marine  Ins.  Go..  Ricfamond 187 

Vlidnia  Home  Ina.  Go.,  Richmond 328 

Virginia  State  Ina.  Co..  Riciunond 188 

Wabash  Ins.  Co..  Hamibond,  Ind 328 

Washington  Fire  Ins.  Co.,  Seattle,  Wash 189 

Washington  Gounty  Mutual  Fire  Ins.  Co.,  Washington.  Pa. .  325 

Washington  Fire  Ins.  Co..  Washington,  D.  G 328 

Washington  Hardware  A  Implement  Dealers  Fire  Ins.  Asso- 
ciation, Spokane 325 

Washington  Mutual  Fire  Ins.  Co.,  St  Louis 325 

Welsh  Ins.  Cbrp.,  Gaidiff.  Wake 398.401 

West  Bend  Mutual  Fire  Ins.  Go.^  West  Bend.  Wis 325 

Westchester  Fire  Ins.  Co.,  New  York 190 

Western  Gbnada  Fire  Ins.  Co.,  Oftlc^ry,  AiberU 398 

Western  Aasuraaoe  Co.,  Toronto 231 

Western  Fire  Ins.  Go.,  lineob.  Neb 191 

Western  Fire  Ins.  Co.,  Phceniz,  Aris. .' 191 

Western  k  Atlantie  Fire  Ins.  Go.,  Nashville.  Teon 190 

Western  &  Southern  Ins.  Co.,  Shawnee.  Okla. 334 

Western  Empire  Ins.  Co.,  Spokane,  Wash 191 

Western  Fire  A  Marine  Ins.  Co..  McAlester.  Okla 360 

Western  Ins.  Go.,  Fittaburg 192 

Western  Ins.  Go.,  Urbana.  0 326 

Western  Inter-Insurers,  St  Joseph,  Mo 358 

Western  Mfflers  Mutual  Fire  Ins.  Co.,  Kansas  Qty,  Mo 326 

Weatem  National  Fire  Ins.  Co.,  Oklahoma  Ctty,  Okla 192 

Western  Reciprocal  Underwriters.  Oklahoma  Qty 358 

Western  Reserve  Ins.  Co..  Cleveland 193 

Western  Stotes  Fire  Ins.  Co.,  Kansas  City.  Mo 334 

Western  Unk)n  Fire  Underwriters,  Gfaicago,  III 358 

What  Cheer  Mutual  Fire  Ins.  Co.,  Providence 326 

Wichita  Fire  k  Marine  Ins.  Co..  Wichita.  Kan 334 

William  Penn  Fire  Ins.  Co..  Fottsville,  Pa 193 

WiUiamabur^  Qty  Fire  Ins.  Co.,  Brooklyn 194 

Winona  Fire  Ins.  Co.,  Minneapolla,  Minn 195 

Wnoonsin  Fbe  Ins.  Go.,  Wausau.  Wis 334 

Woodmen  Fire  Ins.  Co.,  Linoohi,  Neb 334 

Worcester  Manufaeturen  Mutual  Ina.  Co.,  Worcester,  Mass. .  327 

Worcester  Mutual  Fire  Ins.  Co.,  Worcester.  Mass 327 

Yang  Tise  Ins.  Association,  ShangM 232 

York  Fire  k  Marine  Ins.  Co.  York,  Pa 334 


LIST    OF    ABBREVIATIONS 

USED  IN  THE  FOLLOWING  PAGES  : 


Adl.,  additiooal. 
Ad.,  adjustment, 
Ala.,  Autbama. 
Alas.,  Alaska. 
Amer.,  Americaii. 
Arix.,  Arizona. 
Aric.,  Ailca.i«8. 
Assn.,  Aaaodation. 

Bg.,  bridge. 
Ba,,  bands. 
Bk.,  bank. 
Bkg.,  bonldng. 
Big.,  building. 

C,  coupon. 

C.  H.,  courthouse. 

Cal.   California. 

Can.,  Canada. 

Co.,  company  or  county. 

Col.,  collateral. 

Colo.,  Colorado. 

Com.,  common. 

ComL,  Connecticut. 

Cp.,  Corporate. 

Cb.,  consolidated. 

Cv.,  convertible. 

Ctf.,  certificate. 

Cur.,  currency. 

Cy.,  aty. 

D.,  debenture. 

Dd.,  Delaware. 

Dep.,  Deposit. 

D.C,  District  of  Columbia. 

Div.,  divisiosi. 

Dis.,  District 

£.,  cast  or  eastern. 
£1.   electric. 


Ex.,  Exchange. 
Eq.,  equipment 
Ext,  extended. 
Extn.,  extension. 

F.,  funding. 
Fla.,  Florraa. 

G.,  gold. 
Ga.,  Georgia. 
Gn.,  general. 
Gt,  Great 
Gr.,  guaranteed. 

Haw.,  Hawaii. 
Ht,  Heat 
Htg.,  Heating. 

Ida.,  Idaho. 
111..  Illinois. 
Illg..  illuminating. 
Imp.,  improvement 
Insp.,^  inspection. 
Inc.,  income. 
Ind.,  Indiana. 
Inv.,  investment 
la.,  Iowa. 
Int,  International. 

Jc,  junction. 

Kan.,  Kansas. 
Ky.,  Kentucky. 

La.,  Louisiana. 
Lt.  light 
Ltd.,  limited. 
Ltg.,  lighting. 
Loco.,  locomotive. 
Ln.   lien. 


Mass.,  Massadiusetts. 
Md.,  Maryland. 
Me.,  Maine. 
Mfg.,  manufacturing. 
Midi.,  Michigan. 
Minn.,  Minnesota. 
Miss.,  Mississifypi. 
Mo.,  Missouri. 
Mont,  Montana. 
Mtn.,  mountain. 
M.,  nuntgage. 

Nat,  national. 
N^.,  Nd>raska. 
NeVy  Nevada. 
N.  H.,  New  Hampahire 
N.  Jm  New  Jersey. 
N.  M.,  New  Mexico. 
N.  Y.,  New  York. 
N.  C,  North  Carolnia. 
N.  D.,  North  Dakota. 
No.,  nordi  or  northern. 
N.,  Notes. 
Nwn.,  northwestern. 

O..  Ohio. 
Okla..  Oklahoma. 
Ore.,  Oregon. 

Pa.,  Pennsylvania. 
Pac,  Pacific. 
P.  R.,  Porto  Rico. 
Pow.,  power. 
P.,  preferred. 

R.,  refunding. 
R.  E..  Real  Estate. 
Reg.,  rwistered. 
R.  L,  Rbode  Island. 


R.  R.,  railroad. 
Rs..  rii^ts. 
Ry.,  railway. 

Sav.,  savings. 

S.  C,  South  Carolina. 

S.  D.,  South  Dakota. 

Sc,  sdiool. 

ocr.,  series. 

S.  f.,  sinking  fund. 

So.,  south  or  southem. 

St,  street 

Stk..  stock. 

Sr.,  Sewer. 

X.,  jTerm. 
T1.,  tdephone. 
Tg.,  tdezraph. 
Tenn.,  Tennessee. 
Tm.,  terminal. 
Ter.,  Territory. 
Tex.,  Texas. 
Tr.,  trust 
Tc,  tractkm. 
Tun.,  tunnel. 

U.  S.,  United  States. 

Va.,  Virginia. 
Val.,  valley. 
Vt    Vermont 

W.,  west  or  western. 
Wat,  water. 
Wash.,  Washington. 
W.  Va..  West  Virginia. 
Wis.,  Wisconsfai. 
Wka.,  works. 
Wyo.,  Wyoming. 


AMERICAN   STOCK  FIRE  AND  MARINE  INSURANCE 

COMPANIES 

The  foOovliig  ptflH  ooBtelD  absteets  of  the  ofietal  •teteomite  eoveriiv  the  Tcer  1900,  of  aD  Nffdarly  lieenaed  ioint  itoek  fin 
■ad  BadM  ioaazanee  eompantee  now  domldled  aad  opeiatinc  in  the  United  Stalee,  togetiier  with  mmunailea  of  their  eoadltton  and 
borieBM  for  each  of  the  last  fi've  yean. 

Nom — ^The  Net  Fnmiiims  given  In  the  foOowing  tables  for  pnetkally  all  of  the  eompaalei,  npreeent  the  Kroei  pnmiiUM  wxitten 
leei  amoonta  paid  for  rainaiiraaee,  nbate,  abatement  and  ntnm  preffllome  in  the  mpeetive  yean.  Total  ineome  ezeludee  depoeito 
raeeffed  on  perpetual  poUdee,  pnmliune  of  prerioai  year  raeeircd,  and  other  extraneous  items.  Expenses  esdude  depodts  ntnmed. 
oa  popetaal  poUdes  aad  other  items  which  cannot  properiy  be  dasied  as  expenses. 


ACME  FIRE  INSURANCE  COMPANY,  Cedar  Rapids,  la. 

President,  J.  M.  Dinwiddie;  Secretary  aad  Manager,  Gua.  A.  Doerfler.    Orj^Iaed,  1006. 


Yeas 

Assets 

Unearned 

Net 

Surplus 

Net 

Total 
Incocne 

Loflses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1969 

$147,826 

145,370 

133,405 

66l707 

$30,367 
20.368 
25,164 
14,100 

$12,615 

7,860 

4,547 

548 

$41,414 
42,808 
41,231 
42,143 

$58,360 

*67.653 

*65.086 

52,183 

$21,306 
24,000 
16,040 
13.757 

$35,213 
31,213 
28,384 
10,700 

$56,51€ 
55,213 
50,424 
38,557 

$25,403 

1906 
1907 
1906 

$iB;666 

5.000 

15,466 
18,640 
13,767 

•lodudes  $22,546  surplus  paid  in  in  1007,  and  $7,086  surplus  and  $12,110  capital  stock  notes  in  1008. 


Assets,  DscBMBsa  31, 1000. 

Real  estate  oiwned  (booic  value) 

Mortffise  loans  on  real  estate 

Emmet  Co^  la.,  drainage  be.;  Dennr-Godey  irr. 
b»^  and  Nompa,  Ida.,  imp.  ds.  (par  and  market 
value) 

Cuh  in  office  and  tnnk 

Agents'  halancr^,  not  over  3  months  due 

Interest  and  rents  accrued 

Other 


$30,540 
57,100 


14,251 

25,220 

4,837 

1,563 

531 


Total  admitted  assets $147,826 


LiABiLiTXEs,  Decembes  31,  1000. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


$3,033 

30,367 

1,811 


Total  liabilities,  except  capital  and  surplus 

Capital  paid  up 

Surplus  over  all  liabflities 


$35,211 

100,000 

12,615 


Total  liabaities,  capital  and  surplus $147,826 


1U9R3  AND  PREMIUMS:    Ffae  risks  m  force  December  31, 
$lj06M03;  premiums  theieon,  $75,018w 

BUSINESS  SINCE  ORGANIZATION:    Piemhans  noeived 
$164,384;  loesea  paki.  $76,482;  dividends  dedarad,  cash.  $11,000. 

REAL  ESTATE  OWNED:    Comprises  mainly  the  company's 
oOee  bmhlins  at  Cbdar  RapUs.  Ik 

MORTGAGE    LOANS:      There    an    12    kMU,  chiefly    on 
iapiiwed  veal  estate,  valued  at  mon  than  douUe  the  amount 
Company  holds  $52,000  of  insuraaoe  on  the 


MISCELLANEOUS:  lUs  company  was  organised  te  1006  and 
took  over  the  business  of  the  UsbonMutual  of  Lisbon.  la.  The 
capital  was  faicreased  in  June,  1006,  to  $60,000,  and  in  1007  to 
$100,000  and  $24,706  contributed  to  surplus.  The  oompany  re- 
moved in  1006  from  Lid)on  to  Cedar  Reikis.  Operates  in  la. 
and  Wash. 

DIRECTORS:  J.  M.  DInwkfclte.  D.  &  HoweD.  ^  a  Douben- 
mier,  Robert  Pafaner,  Hon.  W.  C.  Stueksfa^er,  J.  E.  Moor^  M.  V. 
Bolton. 


^^BSME^ 


ADIRONDACK  FIRE  INSURANCE  COMPANY,  New  York. 

Preskient,  G.  A.  MitcheU;  Secretary,  R.  H.  McKdvey.    Organised,  1006. 


Ykab 

Asset 

Unearned 

Net 

Net 

Total 
Income 

Losses 
Paid 

Div- 
Mends 

Ex. 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1900 
lOOS 
1007 

$460,060 
428,385 
431,765 

$148,460 

122,673 

128,702 

66,130 

81,603 
106,135 

$274,120 
244^19 
243,180 
124.170 

$280,704 
261,854 
256,054 

•230,280 

$168,280 

176,350 

08,511 

18.758 

'    $20,666 

70,070 
34.751 

$265,457 

282,760 

177,581 

53,500 

$160,826 

187,371 

07,808 

1906 

375385 

23.228 

*  Indndes  $100,000  surpins  paM  in. 

Assets,  Dxckmbu  31, 1000. 

Bonds  ovncd  (book  value) $316,054 

CsA  in  office  and  bank 87,206 

Ag^mt^  balances,  not  over  3  months  due. 53,684 

lalereal  accnicd. 3,125 


Total  admitted  easels. 


$460,060 


LlABILmSS,  DXCEMBSS  81, 1000. 

Net  k>sses  unpud  (none  resisted) $13,380 

Unearned  premiums 148,460 

Other  liabilities 13,884 

Total  liabilitiea,  except  capital  and  surplus . .  $175,733 

Capital  paid  up 200,000 

Surplus  over  all  liabilities. 85,236 

Total  liabilities,  capital  and  surplus. $460,000 


RISiEB  AND  FREMIUM8:  PIre  risks  in  forae  December  31, 
tajUTABi  pramlBms  theieon.  $20a014. 

BODIES9  mxCE  ORGANIZATION:    Premiums  received, 
S8BM5SC  leasee  pedd.  $450^400;  dlvUends  dedand,  cadi,  $20,000. 

Pkr  Market 

BONDS  OWNED:  Value.         Value. 

bi.Tt.0o^t9m,1% $25,000  $17,000 

SlsaaMsBcnr.Gbu,lfln,6% 25»000  25,000 

La^a.8toelGDu,1023;5% 25,000  26.000 

JC  T.  (^^  1965-6, 4% 225,000  225.000 

Gy..lK0.4}% 10,000  10300 

Tstsii  (book  vahis^  $316,054) $3ia000     $302.800 

lEODS:  TUs  eonpany  una  oisanised  bv  falemts 

wilb  t&s  Lonber  Ineoesaee  Oompany  of  New  York. 

with  the  latter  company  guarantees  the  polides  ot 

Diadenrritenk    It  bcfut  busfaiMS  Msy  1,  1006»  and 

sd  ipoodvotidng  ddn  as  a  spedaJty.    Value  of 

laGa.f]O30O. 


DIRE(7rOBS:  R.  E.  Albright,  S.  M.  dement.  Winiam  G.  Frost, 
W.  H.  OratwieL_F.  a  Qratwidc,  Wm.  HamUn,  Elias  M.  Johnson, 
John  D.  Larkln.  E.  A.  Lightner,  John  J.  McKelvey.  R.  H.  McKelvey 
F.  W.  Mattocks.  G.  A.  Mitebelf,  Guy  H.  Moulthiop,  John  Mitchell. 
Robert  W.  Pomeroy,  Guy  White. 

HELD  MEN  AND  TERRITORT  COVERED:  F.  J.  Ciaulklns, 
Boston,  Mass.,  general  agent  for  Mass.:  John  McKclvev.  Sandusky. 
0.,  general  agent  for  0.;  Richard  H.  Long,  Detroit.  Mich.,  general 
agent  for  Mia.;  Charles  Anderson.  Eau  Cuin,  Wis.,  general  stent 
for  Wis.:  Eric  Anderson,  Minneapolis,  Minn.,  general  agent  for 
Mhm.;  Walter  T.  Campbell,  St  Louis,  Mo.,  genersl  scent  for  Mo.; 
Ciharies  D.  Cox,  Wilmmgton,  Del.,  for  Del.;  Leon  Irwm  A  Co., 
New  Orleans,  La.,  agents  for  the  State  of  La.;  R.  E.  Ewalt, 
New  Orleans.  La.,  branch  manager;  A.  B.  Banks  A  Co.,  Fordyce, 
Ark.,  SUte  agents  for  Ark.;  E.  A.  Strout  A  Co.,  Seattle,  Wash., 
general  agents  for  Wadi.;  F.  B.  Manh,  Atlanta,  Ga.,  general 
acent  for  Ga.  The  company  operates  in  Aik.,  Conn.,  Del.,  Ga.. 
nl..  La.,  Mass.,  MIeh.,  Minn.,  Moh  N.  Y.,  N.  O.  0^  PIu.  Tex.,  Vi. 
Wash.,  and  Wis. 


REPOKTS    OF   FIRE    INSURANCE   COMPANIES. 


JETNA  INSURANCE  COMPANY.  Hartford,  Conii.§ 

Pi^dmt.Wm.  B.  duk;  Vin-Prcsidenl.  W.  H.  Kins;  S«t«u]>.  Hout  E.  Ro;  AwMant  S«n«aria,  A.  S.  Wfflknu,  E.  J. 
SI«B,  E.  5.  AUtn,  Guy  E.  ^rdsler,  W.  F.  Whindaer.  Jr.    Orguiird,  tglO. 

Yiw 

j_» 

UDCuwd 

Sur^ui 

P«^'L. 

iSl, 

L«» 

idc^ 

Ei- 

Total  Ei- 
poditux. 

iKunei 

■!;KS! 

tA.9SB,lM 
S,?M3U 
S,20g,lM 

S:!il:ffi 

IS,ni,»30 

Si 

e,MI,044 
7.110,878 

HfiS 

8.388,039 

S:SS 

t3,fli0.422 
2,486,  m 
3,8r8,M2 

17,036,818 
S,BS«,4{II 

a:au:i3( 

t.wn.m 

9,  DiCEMBU  SI,  IKW. 

il  (book  viUuc.  1688,206). (400.000 

Bondi  uid  Rocki  owDod  (mukcl  nlue) 11.774,001 

Cih  in  office  Md  bunk 1.108.883 

Aienn'  baluico.  sot  ovd  3  mDndu  due. I,309,4it 

'- ■                       B»,W2 


ciU46.e74[D 


DC  prsnhuntMnd  t274.AM 


RISKS  AND  FREMIUHa  ^    Fin  rain  i 

titub),    DMmbD   31.    tl.03>,lS(>.t«l: 
I3.70B,688:     BiriH  lod  inlutd  riiki  in 
Dniihm  (bmnk  HMJ83^    ■IST'X^  ■> 
(kpoBt  pnniinM  than.  llOiSot. 
BDSINB88  SINCE  OKQANIEATION: 

t23t.9(<l,73t;     kwe         - 

Huh.  t31.t31.3U:  i 

REAL  ESTATE  OWNED:    ( 

oMt  tSSBJOB,  bat  k  mKM  H  »  nloif 
BOKDS  AND  STOCKS  OWNED: 


LlAiiLtiiES,  Dicuau  31,  IMW. 

N«  iDaa  utipoid  (indudiiif  •27.89S  milled). . . .  tKZ.W 

Uneanicd  preraiumi  (except  perpeliuli). . ,  - .  -  -  - ,  0.^.18' 

Arnounl  reclAloubie  oa  perprtiut  polideB. tfi.^ 

SiJuicc  hdd  foi  Munidi  ReiDmruice  Co.  under 

eontmt... S47.80: 

T«r.  ecmied l.OOC 

Otlier  liibUitta IXM 

Told  llabDide).smpEa|ilt>l  and  nirplui..  t8.3Sa,lS( 

Cmm  pud  up 4.000.00< 

Surplui  o*ti  lU  Itabiliiira. cni.ia 

Totil  liabiliiia.  ciplul  ud  lurplui. SIS,0t2.ni 


Bans  ua  Sncn  Otiiiil— C>i^ 

B..M..  -  r,„.r 
AU..  Oenl,  R.  li    I  .■.  .-    I'-UMi';.     .   . 
Bsllo.*  O.H-H.  r   I    ■   JH-,  i'-^        .     . 
BiJlo.AO.R.  <  .  ,.  I.  ui..im3) 

Buffiio.  N.  V. .■            .  ;' i"ri,'.,I91S.7';,.  TifiK 

S^L  I^  Rj.  .|       .  I'j.",!.  h' ,  

Ceii(.Pu.Ky.  :  '...u  I  m    >'..]'K».  4";  50.000 

GR.R.ii(N.J  II.  I....  l!i-;,,5<-;  1OO.OO0 
Oia.  AO.K.  <:   .l:.v  v.\    Di-.- ,  j  m. 

I»8B,  4%. M,000 

CU..B.A(|.R.R.(iUJ)lT.liii.,0Wtt%  7.000 

OiL^.  tS- 11^  Vl*-  ^h  1**^.%  ^^^"^ 

CU.AE.m.EA.|uiM^OLlMTJ%  80,000 

aiL«  ErI*  RJt  1 IL,  19S3,  ■% 117.000 

ChL.  Hub.*  W.  ILR.1  m„m7.  B%. . . .  MMIOO 

ChLJod-i  SaJLB.n«,lBea,  4% IMW 

ChL,  Hlt.A  St.F.B.CS.  A  6J)It.)  1  m^ 

1910,7% ., BftOOO 

ChL.  H.  i  St.  P.  K.  R.  (D.  Dtr.),  1  a.. 

l»30,6% ISJOO 

Chi.,  M.  A  St.  P.  R.  R.  (So.  M.  DIt.),  1  a.. 

11110,8% S0,«» 

Cbl..  R.  A  St.  P.  R.  R.  I.  m..  1089,  t%  10.000 

diL  No.  S.  Fit.  Rv.  1  m..  1311.  t% 

Chi.A  Nini.K.R.(]ilid.Ei.11  ni.,lS11.7%  —.— 

CU-k  Nini.R.IU.(.in..192g.  8% ttOOO 

CbLi  Nvn.  R.  R.  cu  t.,  1916,  7%. . . . .  10^ 

CliL4  N«n.  H.  R.  go.  m. «,  bi..lB87fl%  SOMO 

OLt  Nwn.  R.  R.  •■  [.  i-.tm,  6% Z3.C00 

CU.4  N«i.B.Rj.  [.  m..l<)]8,  i% 1.000 

ChL  Rti.  «.  m.rCUa  A],I9Z7, 4% 30.000 

CU.  Rn.i»n.,(dw  B),  1337. 4% WMO 

ChL,  R.  I.  A  P.  R.  R.  m..  1317.  6% 60,000 

ChL.Rt.4  PkJUR«i.  d.  g..1S88.  4%. .  lOOJWO 

Od.  4  W.  Ind.  R.  R  a.  m..  19B3,  *%...  lOOJWO 

ChL  A  W.  Ind.  R  R.  En.  n.,  1931. 8%..  WflM 

Clt  4  P.  St.  Rn,  ChL,  »  n.  ►.     1016.  _ 

i% »008 

On.,  D.  4  I.  R  R.  (..  1«1,  6% 10.000 

On.  F.  A  P.  W.  R.  R.  1  a.  IBIS,  i%  tOjaO 

Oo.,  H.  A  D.  R.  R.  im-  m.  f..  1942.  6%  108.000 

On..  Id.  A  W.  Rt.  1 4  r.  m.  II..  1063,  4°£  U-ino 
a..  On.,  ChL  4  St  I.  Rj.  ».  m..     IS 

a,ai,C(ii.|4iiid'.'R.*R.'iai^li--.  _ 

7% 100,000 

a,L,4W.  to- 1"-»-.  1033.8%....  76,000 

foknido  A  SouUioTi  Hy.,  1  m..  IBIS,  4%  16.000 

CoLATol.  R-R-IbllI..  ISU.  4%...  136,000 

Dv.  A  Mli^  R  R.  1  m..  1111. 6% 30JI00 

D.  4  H.  Cu.  (Pl  DIv.l,  m..  1017,  7%. .  16,000 

Dw  M.  A  F.  D.  R.  R  1  m..  1SS6.  4^. . .  lUOO 

Det.  Rf.  1  DL,  1013-U-3I-31.  S% 60000 


100,000         116.00 


aOJOOO         30M 


300,000         IMC 


REPORTS   OF  FIRE   INSURANCE  COUPANIES. 


JETHfL  INSURANCE  COMPANY,  HutfoH,  Conn.- 

Bora  in>  aroaa  Owno.— CmL 


!^a.Ualt  iMItn  B.R..  I  m.,  IMl. 


<L£l9.1.KT.aLAP.Gi.)    1   m.. 

tUlK. MMWO  tMM 

G.  t  tk.li.nl  a.  IMS,  M^ MUDO  !>);«» 

it.s.tai.a>.±,m<t.»x, smk  25,000 

<llS.UbOa,lH7. 4% U,n)0  33.TM 

hmWk.  rt,  1  ■.,  nn  1% MMNO  iOMi) 

Bat  r.  Br-  1 »,  m.  i„  IM*, «%. . . .  71«>00  7T.SB0 

K  C  K.  B.  (3».  DiT.).  1 IL,  Itsl,  11%.  100.000  ».«*> 

lt.rm.StAtc.m..tm.t% S0.000  3S.ZU 

liQiHir.  |in,HJ8.SS BO.OOO  iVJi 

SHLtD.IL  R.B.liB.t«S.S%...  BOjm  SIJOO 

Ue  an  1  lDcka<vaB^,USM%  %000  3S,7W 

L  V  Sr.  I  ■  (T.  I-  IMft  4i% ITiOOO  1SHJ7B 

LV'niLB.K.lni.iT.t.lHl.S^...  1SO.00O  171,900 

LtJ.  BtCii,liL,l»£l% (0.000  «T^ 

i. .*.  i iOL  H.  R.  {G  *I.  fir.).  1  nL, 

ItlUK. SftOOO  njOD 

■iLCniB.R.B,lVM.fiS 30.000  HJOO 

»i  V.  a.  K.  1  «u  IMl.  vS. 25.000  SS.7M 

JUJL£.iifN.  J..  liDf.,Uia,(l%...  30,000  30J00 
■oL  *  3l  L  By.  (Hi.  le)..  1  EL,  017, 

_r% iMOO  71.180 

Bu.  1  St.  I.  Rj.  (P.  Sl)  I  BL,  Ml, 


bL  n.  E.  B.  (.  EL,  1912,  0% 

•■L  [^  R..  1  n^  1«T7.  B%. 

IMi  1 E. X  R.  I  B.,  1011. 7% 

Kb*  1 E.  R.  R  1  B.  BL,  »15.  T%. . . 

^b»R.B.a.D.lMS.S%.. 

^n  H(«  4  \iittliHipia  Co.,  a.  r.  D.. 

IBllg 

<- T.  L.  £  1 W.  R.  R.  1  »(„  19X1,7% 

1  tn  s.  a  «  a  B.  R.  CT.  1.  t^^imi- 


«.»% 

'  I-  >.  H.  4  a  R.R-  d.,  19S«,  i%.  . 
i  1,:<.fLi  B.  (HuioB  Rini  i  lion 

*slirIliT.).  lau  1954,1% 

<  T.  S.  t  W.  R.  B.  1  ■.  IW,  llMl.  5% 
S.  T.  S.  4  W.  B.  R.  I  r.  m-  1«7,  »%  ■  - 
M.  4  «.R.R.(B.m- 1931,0% 

-     -    -      ■ i  Q.  BoL).  KM, 


S»«.iJBtaB.R.*i 
0-4W.  V.  R.R.1_ 

o<t  i  L  Rj.  1  iL.  toit  i% . . 

^a.I.fl«.{K.lBi,19urfl5 
Hatd  Eo.  Tr..  UIO-IL  S)%. 

rta.r.vr4CU.B.Riii.,  11 


'.t.l.R.lB.p.L.lHl.S%. 

^  F.  IL  4  K.  &  ST  »,  IL.  1933.  B% 

K  ML4  K.  R.  B.  (HiB.  Ex.)  1  m-Un 


Ir-fflLLI 

,-4acR.k.iin.g..  iKja.  0%.... 
»  *0.C  a.  R.  n*'.  DiT.)  1  m.  ]*»,£% 
!«- jL  4  B,  R».  I  m.  «..  19«.  4% . , , 

'•Ml  ■,1810.5% 

«*;R.a.l».»,  I11J9.  5%.  .        . 

•MllF.  E.R.  ■  :m   .-.  ia>  .v, 

otatinuiiH 

WT«p,ep,W(    .-.(.   .:.  ..  i'.i 


£»*W.R,.CO 

»5-*o.itci».p.... 

^atstr.Rr.ca. 

■^»-kSt.t.Kf.Oa. 
lUSwULRhij..... 


K.XO 

latuwo 

t7,000 


II0.4M 


«8:«00 

auoo 

17,500 


50;000 

7V»0 

ai,oa» 

lOMO 


_aiL.Vl917.(% 


Sl.IOO 
SliOo 


»,000         150.000 


CU.i  NirD.R.R.Co.,g 

a  CliL,  ChL  4  SL  L  R.  R  Od»  p 

a  A  FltU.  R.  R.  Cn 

Cnm.  4  Pm.  R  R  R  Cb 

Cdhd.  R.R.  R.Cb 

Du.  4  Klitu  R  R.  Ok.  p 

1)2  4  B.  BL  R  B.  Cb 

Ft  W.  4  ).  R  R  Os.,  p 

abR.R.4Bk.Co 

nKteLRROi 

Ill  So.  ll».  On,  oom 

Juliet  4  CU.  R.R  R  Co 

K»l»..  AIL  4  Q.  R  R  R  Q) 

"  4E.R.RCO 

Y.  C.4H.R.H-RC0 

T.4H.B.R.C0 

Y.L4W.RRC0 

Y.  N.  H.  4  H.  R.  R.  a> 

1,.  Y    N.  H.  4  H.  RR  Co.  rtt  {SS% 

Ot  ft  a?.  R.' Hi  oi.'., v.. :'.*.'. ■.*.■.■.'.". ■.■-■.■. 

P».B.R.Cd 

Pwita  4  B.  V.  R  R  Oo 

Fltta.  Ft  W.  ft  OU.  R  B.  Oo 

Rma.  4  9ul  RRCo 

Boms.  ff.  4  Oi.  R.  R.  Co 

8tJ^Sci.B.4Sa.R.Rai,p 

8L  J..  Bo.  &  ft  So.  R  R  Co..  ODD 

at.  CWo.  4  a  V>L  R  R.  Cn 

ViL  (K.  Y.)  H.R  Co 

AuNtl.Bk..HUil... 

Ami.  &X.  Nat.  BL,  N.  Y.  Or 

Aw.  Ktl.  Bk.,  Htfd 

Bk.  of  tte  Mu.  Cb..  K.  y.  Ct 

Bk.  or  N.  Y.  Not  Bin.  Ahl,  N.  V.  Cy. 

0«lUTr.Oi,N.Y.^ 

Oiutir  CtatNit  Bk..  Hlfd 

Q>.Bk.Htld 

Cbm.  Rlr.  Bk(.  Co.,  Htid 

FKmm  ft  HmIl  NU.  Bk.,  Htid 


rrt.Bk:N.Y.df 

M  NitBL,  N.  T,  Cy 

Hat  Bk..  HtTd 


id  TV.  Co,,  H.  y.  Cj 


.,N.y.cj.,.. 

H.Y.ci": 


lot  Bk(.  Con..  H.  ..... 

Mufal  4  Fultoo  Nat  Bk. 

Haeh.  Nit  Bk.,  N.  Y.  Cr 

Manh.  £i.  Nat  Bk.,  N.  Y.  C* 

lIenh.N>tBk.,NrY.Cr 

Helm.  Ti.  Co.,  N.  Y.  (> , 

NatBk.o(CDio.,N.YCr 

Nia.C..  BL,  N.Y.  Cr , 

Nat  1^  Bk.,  HUd 

NmBilt  N»t  Bk.N«B(ltBl«... 
N.  T.  LUa  lu.  4  Tr.  Co..  N.  V.  Or. 

Pmp.  Bk.  N.  Y.  Cl. 

FtKnti  Nat.:Bk..Ht(d 

8UlaBk.,BUd 

TUnI  Nat  BL.  N.  Y.  Cr.  (la  lH-). . 


Dadm.  SaL  Co.  ol'ciima..'. 


■L  Co.  of  N.  Y. . 
Tolab  (book  nhia.  IU.77«A4«) . . 

HIBCELLANEOUa:   Compai 


87;900 


30:000 
10,000 
50,000 

31.500 
IS.  100 

10,000 
45,000 


B5,8M 

18.437 


12.500 
51,000 


s.oDn 

19,200 
35.150 
18JM0 
09.000 
1W,«)0 


50.000 
37,500 
IftOOO 

15.000 


55,000 

10.000 
IO.O0O 


17.000 
100,500 
14.500 

88.000 

110.000 


SI  1,378  JIB  111,771001 


ICELLANE0U8:  Compuj  bapHi  burisH  with  a  opltal 
of  (150,000,  al  wUehllloOO  wia  paid  bi;  b<r  1801  tkt 
_^-J  had  bam  bunawi  to  AmOOO  ^mHU  of  tlSO.OOO 
tMh  ptfd  bi,aBd  S10U,000of  Hoik  dbridrnd.  Bio  bionm  W- 
bw  t«  mads  aTidhm:  h  UB,  to  aOUMO:  lo  I84S,  to 
^JtOO:  b  1819,  to  SaOOMO,'  la  UN.  to  tMnmO;  la  1857,  Id 
tlMO^;  tai  1350.  h)  lUODJIOa;  In  IBM,  to  ajSMOa.  In- 
stMcd  bi  I8«e  lo  tUXKUnO  br  itoA  dMdoad.  to  1B71  tli* 
eapM  wia  ndDnal  totimoOO  and  bimaMd  aiatai  to  (3^0.000 

br   Mynwit    o(     (1^100,000   bi   itoiUoUni.    ' '    '- 

(IjMOiOOO  bi  IBSl  by  lalc  d  itoek.  Condaintloii 
York,  1845,  IMUOO:  St  laiU.  1B4S.  IIKOOO;  ( 
IBSl,  1104,000;  VoDtnal.  1851,  3105,000;   "     ' 
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^TNA  INSURANCE  COMPANY,  Hartford,  Coim.'-Cofaimted. 


1170.000:  Vickiburs.  1867,  tllO.000;  Cbiean),  1871,  88.782.000; 
Bo^  1872,  ILOSIMIOO;  St  John.  N.  B..18^  8262,000:  OtUwa, 
Ohl,1M0.  8108,000;  JMk8onvlUe,FfaL,  1001. 8168,000;  Baltimon 
1004^  8727.000;  Toronto.  1904.  8181,000;  8aa  FrandMo.  1006, 
82,010,893,  net  Values  of  ipecial  deposits:  Can.,  8190,007; 
Ga..  810,450;  Va..  844,600;  Am..  815,450;  N.  M.,  811,100. 

DIKECTORS:  Austin  C.  Dunhain,  Morgan  Q.  Bulkeley,  J. 
Fierpont  Mornn,  Atwood  GoIUns,  WllUam  B.  Oark.  Ftands 
Goodwin,  Charles  E.  Gross.  James  H.  Knidit,  Charles  P.  Cooley, 
Artiiur  L.  Shipman,  Wm.  H.  King,  Cbas.  X.  Spencer,  Ijyman  B. 
Bralnerd,  Chaa.  A.  Goodwin. 

HELD  HEN  AND  TERRTTORT  COVERED:  Thos.  E. 
QaOagher,  oeneral  agent  of  the  Western  branch,  embraeing  the 
Western  and  Southwestern  States,  with  headcniaiiers  at  Chicago: 
Louis  0.  Kohts,  assistant,  Cbieago;  Wm.  H.  Wvman.  gmeral 
agent,  and  W.  P.  Harford,  aaristant  general  agent  of  Noruwestem 
brandi,  Omaha,  Neb.;  E.  C.  Morrison,  general  aoent,  A.  G. 
SaiMlerson,  assistant  general  agent,  San  Frandseo,  Cal.  Special 
agents,  Thos.  E.  Gallai^ier^s  territory:  Wm.  B.  Goodwin.  Stote 
agent,  Columbus.  0.,  and  C  R.  Loomis,  Pkinesrille,  0.,  special 
agent  for  0.;  George  A.  Armstrong,  State  agent,  Detroit,  Mich.; 
John  RowBor,  qpedal  aaent,  Grand  Rapids,  Mich.;  Louis  H. 
Wolff,  State  agent,  bid-  Indianapolis,  Ind.;  Thos.  £. 
Snyder  and  nuil  E.  Rudd,  IndiarnqMlis,  Ind.,  special 
aoents,  W.  E.  Vandeventer.  State  agent,  HL,  Chicago,  Dl., 
Watts  Rosborough,  Swingodd,  in.,  qpedal  aoent;  J.  E. 
Dairies,  State  agent.  Wis..  Racine,  Wis.;  L.  B.  Manson, 


SUte 


agent,  Ky.,  Lodavflle,  Ky.;  James  K.  Folk,  Nashville,  Tens.; 
State  agent  for  Tenn.  Spedal  agents,  FkMlfic  coast:  Lods  Mel, 
San  Francisco,  Northern  OsL,  resident  special  agent;  J.  A.  Murphy, 
Seattle,  Wash.,  for  Western  Wash.,  Western  Ore  and  Western 

B.  a;  W.  H.  Breedini^. Spokan^  Wash,  for  Eastern  Ore^  EasterD 
WasL,  Ida.,  MoniL,  Utah.,  Eastern  B.  a,  Saskatchewan  lod 
Alberta;  Q.  A.  R.  Heuer,  San  Francisco,  Cal..  for  Gal..  North  of 
Tehaohapi  and  Nev.;  H.  G.  O'Brien,  for  GbL.  South  of  Tehachapi 
and  Aril.  Special  agents  in  W.  H.  Wyman's  territory:  H. 
R.  EnsigD  and  H.  N.  Stone,  Minn.;  C.  R.  ^ns,  Neb.;  E.  S. 
Enowles.  S.  D.;  W.  J.  Tippery,  N.  D.;  W.  A.  Hand,  la.; 
a  F.  Collins,  Mo.;    K  W.  Tatman.  Kan.;    H.  C.  Upham,  Okla.; 

C.  W.  Potter,  and  B.  M.  McDonald.  Cob.,  Wyo.  and  N.  M. 
Special  iurisdietion  of  the  home  office  extends  over  the  New 
England,  Middle  and  South  Atlantic  States,  La.,  Miss.,  Ter  sod 
Dominion  of  Can.  Spedal  agents  at  home  office:  H.  L.  Hisoodc, 
Boston,  Mass.;  J.  M.  Blggert,  New  Yoric  Qty:  H.  0.  Kline.  Fitt>> 
burg.  Pa.;  H.  B.  Nugent,  Albany.  N.  T.;  J.  B.  Hughes,  Waterloo. 
Can.;  0.  H.  King.  Richmond,  Va.;  H.  B.  Smith,  ^racuse.  N.  Y.: 
W.  C.  Roach.  Rochester,  N.  Y.;  Prloleau  EUis,  Atlanta.  Ga.;  J.  S. 
MUdleton,  Atlanta.  Ga.:  a  J.  Irvin.  Fhiladdphia,  Fa.;  R.  B. 
Ives,  Hartford,  Conn.;  F.  W.  Mathews.  Boston;  F.  P.  Tucker, 
Dallas,  Tex.;  N.  J.  Heyward  Chartotto,  N.  C;  Jos.  W.  Runell, 
Dallas,  Tez.;  Geo.  W.  Mills,  Jacksonville,  Fla.;  0.  M.  Sadler. 
Jr.,  New  Orleans,  La.;  C.  L.  Ruse,  &  L.  Johnson,  AOanta,  Ga. 
Tlie  companv  opmttes  in  all  of  the  U.  S.  and  in  Canada  and  the 
Hawaiian  luands. 


AGRICULTURAL  INSURANCE  COMPANY,  Watertown,  N.  Y. 

President.  W.  H.  Stevens;  Secretary,  J.  Q.  Adams;  Assistant  Secretary,  P.  H.  WOlmott    Organized,  1853. 


YXAX 

Aasets 

Unearned 

Net 

Net 

Total 

Losses 

Divi- 

Ex- 

Total  Ex- 

LOSKS 

Surplus 

PremiQoia 

Income 

Pakl 

idends 

pfg^Uff 

penditures 

Incurred 

1900 

83,470,600 

81.736,047 

81,040,672 

81,658,437 

81.780,175 

8668,402 

862,500 

8672,912 

81,308,904 

•22'?JS 

1008 

8.063,437 

1,616,182 

786,770 

1,500,408 

1,684,411 

737,818 

60,000 

635,271 

1,423,080 

727.479 

1007 

2,717,477 

1,675,430 

511,617 

1,504,504 

1,618,583 

507,223 

50,000 

632.027 

1.270,250 

582.222 

1000 

2,621,040 

1,480,871 

877,706 

1,493,872 

1,600,611 

1,477,726 

50,000 

504,131 

2,121,857 

^»*^!'1U 

1006 

2,000,804 

1,454,080 

857,262 

1.344,820 

1,484,186 

604,041 

50,000 

544,002 

1,100,033 

617.050 

ASSKTS,  DXCEMBES  31,  1900. 

Real  estate  owned  (book  value,  858,858) 868,612 

Mortgage  loans  on  real  estate 567,738 

Bondls  and  stocks  owned  (market  value) 1,868,454 

Collateral  loans 353,701 

Cash  in  office  and  bank 280,000 

Agents'  balances,  not  over  8  months  due 282,306 

Interest  accrued. 38,210 

Other  assets 2,479 

Total  admitted  assets 83,470,509 


LzABmnxs,  Decdibxk  31,  1909. 

Net  losses  unpaid  (induding  821,924  reaiated). . . .  8126,42< 

Unearned  premiums 1,736,041 

Other  liabilities 58,36^ 

Total  liabilities,  except  capital  and  surplus . .  81,920,831 

Capital  paid  up 500,00( 

Surplus  over  all  liabilities. 1,049,672 


Total  liabrntiea,  capital  and  surplus. 83.470.50< 


RISKS  AND  PREMIUMS:  Fiie  risks  in  fores  Deoembar  31, 
8824,384,100;  premiums  thereon,  83,348.456. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
886.98023;  kisses  paid,  818,780,024;  dividends  declared,  cash 
81.792.500;  stock  84O0;00O. 

REAL  ESTATE  OWNED:  There  are  11  items  of  real 
estate,  8  of  which  sold  on  eontraot  and  carried  at  amounts  due 
thereon.    The  principal  item  is  the  company's  home  office  building, 

the  book  value  of  whi^  is  821,104,  and  which  is  carried  at  830m 
The  othw  items  are  chiefly  dwellings  m  Syracuse,  Boylston, 
Fairfield  and  Watertown.  N.  Y.,  and  Hasbrouck  Heights,  N.  J. 
and  manufacturing  plant  and  k>ts  in  Oiicago.  IlL 

MORTGAGE  LOANS:  There  are  166  k>ans.  aggrsgating 
8640.427.  whidi  are  secured  by  properties  (principally  besied  in 
Watertown  and  other  New  York  etties)  valued  at  81.124,008.  the 
company  hokilng  8504.940  of  insurance  on  the  morticed  buildings. 
Most  of  the  loans  are  small,  and  the  total  past  due  interest  on  Dee. 
81  last  was  8709.  A  few  of  the  larger  loans  are  as  foUows: 
8247^  on  propertv  in  Eastehester.  N.  Y..  valued  at  8280.000; 
839,000  on  paper  muls  at  Blaek  River,  the  oufldings  alone  being 
valued  at  880,000.  The  loans  are  carried  in  assets  at  the  valuation 
plaoed  upon  them  by  the  New  York  Insurance  Department, 
8567J38. 

COLLATERAL  LOANS  are  as  foUows: 

Maricet       Amount 
Seenrittas.  Value.       Loaned. 

R«d  estate  mortgage. 8686  8600 

Broekway  Co.,  Watertown,  N.  Y.,  stk. . .  10.000  8.000 

Deed  of  teal  estate 2.000  1,000 

Real  estate  morteage 15.000  12.750 

Union  Nat  Bk.,  SSeneetady,  N.  Y.,  stk  18.000  5,000 

W.  End  Pap.  Co.,  Carthage,  N.  Y.,  stk.  8.4501  ^  7^ 

Bannon  MaeL  Co.,  WatortTn,  N  Y..  stk.  4,500/  ^^^ 


COUAmAJL  LOAMB.— CmC 

Seeurlties.— Conl. 

Deed  of  real  estate 

Wilfoid  R^.  Go.,  Oohoes,N.Y.,  1011,0% 
BrownvIIlePa».  Oom  BrownviUe.N.Y.,stL 
St  Reg.  I^  Co.,  Deferiet,  N.  Y..  p.  stk. 
Adams  A  D.  Co.,  Chaumont  N.  Y.,  stk. . 
St  Law.  Int  EL  R.  R.  A  Land  Co.,  bds 

Real  estete  mortgage 

Real  estete  m<nigagB 

Real  estete  mortgages 

Carthage  Nat  Bk!^Carthace.  N.  Y..  stk. . 
Qr.  Nat  Bk.,  Watertown,  N.  Y.,  stk. . . . 
GarttMge  T.  Pan.  Mills,  Carthan.  N.Y^tk. 
W.  ]^  Pap.  (>>.,  Carthage,  N.  Y^  stk. . 
Jeff.  Co.  Nat  Bk.,  Watertown,  N.Y^  stL 
Watert'n  Nat  Bk.,  Waterf  n,  N.Y.,  stk. 

lat  Pl4>.  Co.,  p. 

Huntinf  Co.,  Waterfn,  N.  Y.,  p.  stL. . . 

Deed  01  real  estete. 

WatertTn  Nat  Bk..  Watert'n,  N.  Y.,  stk. 
Ont  T.  Co.,  GVneur.  N.  Y.,  1.  1911;  4, 

1912;  2, 1913;  1, 1914;  0% 

Owthage  Sul^te  Co.,  stk 

Champion  Pto.  Co.,CBrthageJ(.Y..  b.0% 
RemlM;ton>Martln  Co.,N*folk,N.Ynl928, 

Watertown  NatBk.^Watortowii,N.Y.isttL. 
Watertown  NatBk..Wateiiown.N.Y.stk. 
St  Reg.  Pi4>.  Co.,  DifMel,  N.  Y..  p.  stk. 


Markrt 

Valne. 

86,0001 
1,700/ 
48,000 
80,000 
7,500 
29,500 

100,000 
75,000 
0,8551 
1,000 
1.6S0J 

i6.( 

17,250 
25,000 
8.1601 
3.088/ 
16.000 
8,000 
1,050 


4,000 
5,000' 
1,000 

6,000 
4.200 
840 
5J00 


AmounI 
Loaned 

86.00( 

10.50( 
20.001 

ioo,ooi 
75.00 

12.201 

S.OQI 

8.501 

10.00 

4.001 

26,00 

2i50 

50 

8,00 
10,00 

8,00 

50 

aim 


Totel 8472,909      IS58,70 
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AGRICULTURAL  INSURANCE  COMPANY,  Watertown.  N.  Y.-^CotUmmd. 


BONDS  AND  STOCKS  OWNED: 
Boi 


I: 


Cy.of  AalmDe,  N.  C.  wmt  wki.  extn.  mmI 

iapL,in2,4% 

flMiorGa^icc^l9U.4% 

N.  T.  State  QhuI  Imp^  M..  1958,  S%. . 

I.T.(>^N.T~1!M0:4%. 

A^d£  N.  Y^  VilkcB  of  Ufi%,  1938. . 

.  of  Rrtiwnnd.  Vs.,  19S1. 4 
orRkhBOMi.ya^l928,4 
^.  of  Bkhmowi.  Va^  1927. 4 
lovBof  Bye.  N.  T^  pwk,  1943. 3^ 
SoifiviB  TWnriuit,  Lanniii  Co.,  S. 

r,lfJ7.5J%. 

Wlrite  FUaa.  N.Y.,V01aa  of,  1938. 4i% 

iliL.T.AaFbR7ri958.4% 

B.  4  0.  By.  Ok.  So.  W.  DW..  1  m..  1925 

JH* 

dbrabtt,  (lach6gld  ft  Ohio  Ry-  Co.,  1  m.. 

1I38L  S% 

OcBtnl  of  Gew^  By.  Eq.  Afln.4916^% 
G^Mi.  4  St.  pT^.  Co..  d^  1934. 4%. . 

^]Ryi.OB.J]L.  liD^5%.1927 

ChULL  and  FteHy-Oou,  r.«1934.  4%. . 

Ckfcbad  Ry.  0>^  Im^  1912.  5% 

lriiR.B.,i^«oL.I95L4% 

<U.a  4a  A.  Ry.  CT^  IL  4  P.  fiztn.). 

«a.iy.4Wi'GcLi'im'i%.V/.'.'.!!!; 
laicE.  R.  T.  Qx,  S  7r.CT.  c-  M%,  1911. . 


Co.,  1 


iBke.  R.  T.  Co..  45-yr.  BL.  1952. 5% . 
Kioa^nft  MidL  Ry.  Co..  2ia..  1927. 5% 
KaCB  Go.  Der.  R.R.  Co.,  Im^l940.  4% 
UL  4  Hod.  R.  E.  R.  1917. 5% . . 
MakaaJDg  4  fihwuuigo  Ry.  4  Lt 

a.  r..  1916.  5%. 

lbLB7.Cb^eB.liii.,4%.1990 

MBLStRJL,N.Y.,r.2Stt.4% 

Ifiek  Qnt  R.IL  Co..  d.TlM9,  4% 

■oL  He  R^  1917.  A% 

H.T.a4H.  R.  IL.  L.a«>U1906.Si% 
S.  Y..  Cfcj.  4  St  L.  R.R  Co..  d..  1931,  4% 
V.T^If.H.4H.  Ry.. or..  1948,6%... 

JI.T.0.4W.  Ry.Oo..l956.4% 

Nor.  4  Sow  R.R.,  1954. 5% 

X.  P.  Rj^  (SL  P.  4  D.  DiT.).  1996.  4%. 
I.P.--Ot.N.j.  Oil.  8.40.001.,  19214% 
Ouk  4  Chmkee  Cent  Ry.  Co.,  1  c-  m-. 

1913.5% 

PtviSomd  EL  Ry.  Co.,  1  eiL  g.  m.,  1932, 


i^\ 


Od..  Jennr  On.,  wL.  1961. 4%. . . 
Six  PitRR.  CJbw,  1  r..  1965.  4f 
5q.  I^  Col,  20^.  er..  1929.  4' 
TnCity  Ry.  4  LL  Co..  1923,  5< 
U.  Pae.  RROx.  fint  tteo  and  r.^ 
Can  Pte.  RR.  Ox.  aerip..... 
TaiKd  Ryt.  Ckx,  St.  Looa.  Mo.,  gn.  1  m., 

1934.4%. 

^xnaia  4  Soothweateni  Ry.  Co.,  1  et., 

Jia;5% 

Aaainn  ft  4  TL  FO;.  1929.  4% 

^swrSe  Paper  Co.,  Brownrille,  N.  Y.. 

M15.5% 

Bctte  EL  4  Pov.  Cb.,But«elfont.  1  m.5% 

list 

Cii2«BA  G^  4  EL  Corp..  onifyiDg  and 
ta.KU  1937.  5% 

(^GSBsti  Gaa  Transportation  Co..  1  m. 
1.  (.,1933,5%. 

C— pfciated  Ltc.  Go.  of  Vt.  20-yr.  1  m. 

^•-t,  1928,  5%. 

C.  W. Cd of  Utiea,  N.  Y..  1930.  IJB.  5%. 

G£X>)L.SdwBectedy.  N.  Y..eT.,1917. 5% 

Gt  Western  Pbv.  Ox.  1  m..  1946,  5%. . 

lad.  4  rvb.  EL  Co^  1  m..  1957.  5% . . . 

lAPap.Go,C8.a.f^l935.5% 

Menoa  P^.  Ox,  of  R  R..  N.  Y.,  1912. 

.   8%. 

icSeaoo  Rnr.  Co^  Biaek  Ri>'er.  N.  Y.. 

Ia^l902.6% 

IcaTrt  H  Co.,Minn.,  1.  g..5%.1934. . . . 
X.  Y.  TL  Co..  1  and  gn.  m.  g.  a.  f.,  1939, 

5.  Y.1k  W«at  L^  do..  aWi  4%.".V.'.'.; 


Pkr 
VahM. 

810,000 

10.000 

26.000 

27,000 

5,000 

laooo 

15.000 

2.000 

10,000 

7,500 
10,000 
25.000 

41,000 

15,000 
25,000 
26,000 
10,000 
25,000 
10,000 
20^ 

20,000 
26,000 
15,000 
10.000 
25,000 
25,000 
5.000 

10.000 
80.000 
20,000 
15.000 

laooo 

21X)00 

8,300 

15,000 

10.000 
10.000 
10,000 

15,000 

10.000 
20,000 
35,000 
25,000 
15,000 
25,000 


10,000 

10.000 
30,000 

23,000 

26,000 

25,000 

25.000 

15,000 
10A» 
15,000 
15.000 
15.000 
25,000 


4.000 
25.000 

25.000 
25,000 


Market 

VahM. 

89.800 

10,500 

25.750 

27,000 

5,150 

10,100 

15,150 

2.020 

9,700 

8.025 
10.600 
23.500 

36.900 

15.000 
26.000 
23,500 
10,100 
22,750 
9.700 
17.200 

21,600 
26.260 
15,600 
10,400 
24,000 
21.250 
6.100 

9.500 
20.400 

ia4oo 

13.950 

26.250 

8,100 

19.320 

1US2 

14.100 

9.400 

9.600 

9.700 

14,550 

10.100 
19,400 
33,250 
26,500 
14.700 
24,500 
188 

8.200 

9,800 
27,900 

24,150 

24.750 

23,750 

24,500 

14.700 
10.100 
22.200 
14.250 
14.850 
22,250 


30,000  30,000 


4.000 
25.000 

24.500 
19.500 


t2OJ0O0        120.000 


BoNsa  AND  SroGO  Owim.— CmL  Par  Markat 

BoMBa.— ConL  Value.  Vahit. 

Odd  FeUowa  Temple  Aan..  Little  Fklb. 

N.  Y..  1911-1930  aerial.  5% 

Pae.  TL  4  Tg.  Co.,  1  m.  eoL  tr.  a.  f.,  1987. 

5% 25,000  25.000 

Raq.  Fdy.  4  Supp.  Co..  1918.  6% 8,000  8,009 

SanDiefnOi.Qna4El.Co.,lin..l930.5%  10.000  9,800 
Unkm  El.Lt.  and  Pbw.Co.3t.LouiaJfo., 

lm.,5%,1932 10,000  10,200 

W.  E  Pap.  Co.,  Carthage,  N.Y.,  1916, 6%  4.000  4.000 

W.  E.  Pap.  Co..  Carthage.  N.Y.,  1917. 6%  4.000  4.000 

Stockb. 

Atefa.Top.48anUFeRy.. ILOOO  13.580 

Ateh..  Top.  4  SanU  Fe  Rv.  Co..  p 40.000  42,000 

•Cayoga  4  SaaqQahaona  R.  R 7.500   .      16,960 

GhLMiL4Strp.Ry 50,000  79,000 

ChL,MlL4  8tP.Ry 25,000  43.000 

Ot  Nor.  Ry.  Co.,  p 26,000  86XX)0 

^Hereford  By.  Co laOOO  9,000 

•in.  Cent  R  R,  Co.,  leaaed  line 1,400  1,372 

L4N.RRC0 26,000  89.500 

*Monto4EaKzRR 11,000  20,860 

•Morrla  4  EaKZ  Ezto.  R  R 2,000  2,668 

•NaahYiUe4DeeatiirRR 11.900  22.371 

•N.  Y.  Laok.  4  W.  Ry.  Co 10.000  12.700 

N.Y..N.H.4H.RR 25.000  39.500 

N.  Y.,  N.  H.  4  H.  R.R.  Co., 8,300  2,588 

•Oawego  4  Syraoae  R  R 6,000  14,860 

•ntlB..  Ft  Wayue  4  ChL  Ry 15.000  26.400 

•Rome.  Watertown  4  OgdeMbwg  R  R.  20,000  26,200 

Unk>n  Pae.  R  R,  p 20,000  20,800 

Union  Pacific  RR  Co 2.800  5.708 

♦WanenRR 2,000  8.510 

Carthage  Nat  Bk.,  Carthage.  N.  Y 2,000  8.800 

Jeffenon  Co.  Nat  Bk..  Watertown,  N.  Y.  2.000  6.500 

Nat  Bk.  4  Loan  Co.,  Watertown,  N.Y..  18.000  24.700 

Nat  Herk.  Co.  BJuTlittle  Falla.  N.  Y.. .  7.500  15 000 

Nat  Union  BL.  Watertown.  N.  Y 28,400  45*440 

Watertown  Nat  Bk.,  Watertown.  N.  Y. .  15,000  31*500 

Amer.  Looo.  Co..  p 20,000  28*200 

Gn.  Ad.  Bureau.  N.  Y 450  '450 

Gn.ELOo 10.000  16400 

HunffBrford-HoU>rookCo..Watert'B.N.Y.  26.300  26*300 

IatFaperCo..p SOXXX)  18*600 

LoulsTille  Property  Co 300  186 

So.  Ad.  Bbreau.  Atlanta.  Ga 100  100 

Underwiiteb' Salrage  Cow.  N.  Y 500  626 

UnderwrttenT  Salrage  Cow.  Chi 500  376 

W.  Adj.  4  Inap.  Co.,  Chleago 100  100 

Watert'n  Carriage  Co.,  Waterfn.N.Y..p  7,000  7,000 


Totab  (book  Taloe,  81.796,019). . . . 
•Guaranteed. 


81,708.650    81.868.454 


MISCELLANEOUS:  Company  begut  buitneai  aa  a  farmen' 
mutual  company;  became  a  itock  company  In  1863.  The  origfaial 
capital  waa  850,000.  and  Inereaaea  have  been  as  foUowa:  1865,  cash, 
850.000;  atock  dlvldenda,  8100,000,  hi  1863;  8100.000  fai  1880,  and 
8200,000  hi  1883.  Conflagration  kiaaea,  Baltimore,  1904.  8239,984; 
San  Frandsco,  1906.  8864,848  (net).  Values  of  ipedal  depoaite; 
Va..  827,135;  Ga.,  810.596;  N.  C.  89.763. 


DIRECTORS:  R  8,  Whitman.  G.  B.  Maaaey.  J.  C.  Knowlton. 
H.  W.  Stevens,  H.  Bamum.  D.  M.  AnderaqcL  E.  B.  Steriing,  W. 
C.  Stebbma,  S.  A.  Upham,  J.  Q.  Adama,  W.  P.  Herring.  D.  C. 
Middleton.  R  J.  Buck. 

FIELD  MEN  AND  TERRITORY  COVERED:  Paeific  depart- 
ment,  general  agents,  Edward  Brown  4  Sona,  San  Franeisco. 
special  agentii,  wT  B.  Weatlake,  for  Nev^  Central  Cal.;  L.  M.  Hale 
and  W.  H.  Hill,  for  Northern  Cal.;  Chaa.  Van  Valkenburg,  for 
Southern  (^  and  Aris.;  W.  P.  Porep.  for  Western  Ore.  and 
Western  Wash.;  CSias.  A.  Kendler,  for  Eastern  Ore.,  Eastern 
Wash.,  la.  and  Mont;  A.  L.  Pleasants.  Richmond.  Va.;  N.  T. 
Julian. C!olumbu8. 0.;  P.  P.  WippelLChieago;  Geo. Shaw, Boston, 
Mass.;  F.  F.  Buell,  Troy,  N.  Y.;  C.  H.  Laoey,  Binghamton,  N.  Y.; 
E.  J.  Farmalee.  Syracuse.  N.  Y.;  Geo.  Hope  Miller.  Philadelphia, 
Pa.;  F.  C.  Sammis.  Minneapolis,  Minn.;  Reynolds  Bamum, 
Kanaas  City,  Mo.;  E.  S.  Freeman,  Omaha.  Neb.;  H.  M.  Tanner, 
Atlanta,  Ga.;  Gus  M.  Wise,  Indianapolis.  Ind.;  K.  W.  Schuch- 
man,  Pittsburg,  Pa.;  J.  D.  Fry.  So.  Boston,  Va.:  Stuart  Morgan, 
Detroitu  Mich.;  Robt  R  Roee,  Denver,  0>lo.;  Cochran.  Thomaa 
4  Co.,  Dallas,  Tex.,  general  agents  for  Tex.  The  company  oper- 
ates in  all  the  States  and  Territories  of  the  United  States,  except 
Ark.,  N,  M.,  N.  P.,  S.  D.  and  Vt 


REPORTS   OF  FIRE  INSURANCE  COUPAMES. 


ALBANY  INSURANCE  COMPANY,  Albany,  N.  Y. 

PioidaU,  J.  E.  UcElror:  Via-Pio..  J.  T.  Ladaf.  ScoMirr,  C.  H.  Hilrn.    OifBidHl.  1811. 

Yu> 

Aiacu 

tJMutied 

Soivlui 

PRmhuu 

Total 

Lon. 

Djy-      1       £i. 
idend.     1     peu» 

TotilE>.|     LOH 
(■sdimntj  iDomd 

!3! 

•Si! 
S??:r7i 

f8.:^ 

IB  :897 

is 

Mail! 

1*7:081 

W.8SII 
lO.SIO 
M,110 

-=-= 

Re*l  (sule  omed  (bocdi  vtlut).. . 

MoTttftge  loana  on  real  otAle 

Bond)  ud  dock*  owned  (mniket  <ndne). . . 

Agenit'  bdtnco,  not  over  SmonAs  du«... 

Jniant  and  reata  uowd 

Olhtraiseti 


NelloiKa  uapaid  (indudini  11,100  niutcd).,. 

UnHimHl  prBniunu 

Other  lubUiOa 


IM.TOO 

171,321 

S.t87 


ToUl  liibilitit*.  except  caplul  ud  loridui . . 

CupiUl  paid  up 

Surplui  ovH  illljabiUlie*. 

Tola!  UabiUtlf^  caplUI  and  Hiplui. 


RISES  AMD 

K1.17B,«71;  iHHBliiiu  tbmoo.  ISl£.tOt. 

BDBIKESS  BINCE  OBQANIZATIOH:  PnnlnBu  Tteetni. 
fS.9S7,aiS:  looa  pild,  COllSM:  dlTtdoHli  dsdand,  laili, 
H<H,ltiW;  Ftodc  t5&000. 

REAL  ESTATE  OWNED:  OowMa  of  tbg  ■winany'i  bom* 
offia  buUdbit  at  U  State  it.  and  33-U  Lod«i  ■<■.  Albaiij,  N.  Y., 
a  54tcffy  briok,  itone  and  Imi  boUdlng. 

UORTOAQE  LOANS;  Then  an  SB  loaiuk  nn^ni  In  aoMHrat 
fnm  (300  to  tllhOOO,  it^DS  nmpertlca  In  Albaay  aad  aeaitn  dtlea 
wd  loinu,  ncBpt  8  Una  (tim  tMOO  Hd  l8,pD0)  on  BiUItto 
Hoiienka  and  gne  of  USJWO  oa  «  W.74ili  it;  Ne-  Tack  Otj. 
Benirina  loana  agncaatDC  t]94.T00  (will)  do  Drndua 
bitanati  an  Ivub  m3  bvPkUnp  Taload  at  lure  than  dodila  tba 

BONES  AND  BTOOKB  OWNED:                Fat  HaiM 

Ban*.  Valaa.  Valua. 

Atluta,  S.  A  No.  R.R.  1  m.,  IMS,  8%. . .  no,000  tttDOO 

CB.*  0.11.11..  1988.4%.,.                            '"" 


Pie  R.R..  1  r.,  1»M,  4% 

100,  B.  W.  A  Teiai  8.R.,  I  a., 


Dd.AL 
DeLAL 

Ibl»r.¥ft..  Col.  Tr..  195(1 
L.S.AI[lch.Sd.R.R.,d. 
L.S.41llch.Bi>,ft.R.,c. 


No.P»o.R.R.,|».flHi.A)*7,3% 

Pn.  H-IUcv.,  IBIS,  3i% 

BL  I~  A  bn  F^mn.  H.B.,  r,  IBSl.  •%-. .  ■ 
■   ■   "       L.UIE3.4)%. 

-Ti..mi.m 


™tatoay..a 
otuOwaUdy  RJ-,  1  m.,  i«ii-  vi-n 
^TRlngfidd  A  E.  Ry.,  IBS!,  S% , . . 
TetOBnl.R.,lBa,a%  .  ,    •■. 
UalonR.R.,N.Y,  IBU.  S%. . 


Vn  A  Sn.  W.  R.R..  1 


30,000 

mm 

lOMO 


tMOO         18,150 


W.  N.  Y.  4  h.  R.R.,  1B37, 5% 

Am.  Tube  t  Utmnd.  Co.,  1  m..  IMI,  5%. . 

DoIo.Fu>IAIninOo.IH3.5% , 

OonaoHi'iOM  Cb..  OiL.  1  m.,  IMS.  5%. 
D. SHlkiCp^l  lei.  eoL tr. a. L  t<nU% 
E<|uU.  Om  Jt  El.  U.  Co.,  Utka,  IMI,  8% 
King!  Co.  EL  Lt.  *  Ftnr.  ail  1107. 0%. . 
Kha  Co.  Lif.,  1 1,  m.*.,  an.  t%.... 
Ladadg  QuLt.  Oh,  BkL  r.  *  E.  DL,  WU 

S% 

Hont.  U.  Heal,  i  Pow.  Co.,  ISU,  U% . . 

N.  y.  qm.  aLLHt.  k  PD«.CD..ims% 

FMvle'i  Qai  U.  Co..  ChL.  a.  1.  IMS.  S% 

S«aat«iELCo.„1937.ff. 

Uakia  EL  U.  *  FOw.  Ok,  at  L.,  IBSl.  5% 
Ub.  El.  U.  &  Po*.  Od.,  Bait..  inM% . . 

r.8,8teellV,i.M«e3,t% 

UtHa  nae  A  El.  Oo.,  n(.  aiid  eitn.,  1IH7, 

V^i^'Coal  *  Cbke  CD:,'iM«.'t%; '. '. 
Watorton  U.  i  Pow.  Co.,  1  a..  imjK 


K6.oi»     tiaaoo 


Byok,  Ledjard  (^giwell,  tWmjamhi  W.  JoIuudii, 
uiDon  u.  Oroory,  Heuy  V.  Siie.  Piiderick  THIinidiaiit.  tularin 
B.  KeElroj,  (%ari<a  S.  Stedmao.  Benjaznm  Wilwarth  Arnold, 
Len  B.  I^ker,  RubbU  E.8anl,  Tlaiui  I.  Van  ADlwerp.  Parkri 


FIELD  MEN  AND  TERErFORY  COVERED:  Ida  «  3< 
Boaton,  Mas.,  nnen]  aceabi  t 
In  Com..  Ill,  Hai^  nT.  N. 


[.  N.  Y..  h.  and  R.  I. 


ALLEGHENY  FIRE  INSURANCE  COMPANY,  Pillsburg,  No.  Side, 

Pa. 

Y«A» 

A-l. 

UMUncd 

siS\. 

Pranhinu 

Total 
Income 

•s 

a 

E.. 

peDditoni!  Incurred 

BOB 

1 

K 

MB.02D 

11 

Hi 

IE 

1 

U'lff 

7Z.U1 

SSSi 

REPORTS  OF  FIRE  INSURANi^E   COMPANIES. 
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ALLEGHENY  FIRE  INSX7RANCE  COMPANY,  Pittsburg,  No.  Side,  Vh.-^onUnued. 


Assets,  Dbcbmbbk  81,  1900. 

Rol  estate  (rnned  (book  value) $38,510 

Mortgaie  loins  on  real  estate 183,600 

YmoKog  Brewing  Bonds,  and  Bank  of  Sccnied 

S»nnp  stodc 85.000 

Cadi  in  office  and  bank 10,078 

.\|mts' bilanoea,  not  oiver  8  months  due. 5,080 

laierat  and  rents  accraed 2,605 

Rdnmnme  dae  on  losses  pakL 2,720 

Tolil  idimtled  assets $228,186 


LiABiLinxs,  DicBMBn  81,  1909. 

Net  losMs  unpaid 

Unearned  premiums 

Taxes. 


$1»10D 

14,136 

780 


Total  liabilities,  except  capital  and  surplus . .       $16,00$ 

Capital  paid  up 200,000 

Surplus  over  all  liabiHtiea. 12,180 


Total  liabiHties,  capital  and  surphia. $228,186 


RISES  AND  PREMnmS:  Fire  rUu  in  focos  (ezeent  per- 
prtails).I>MeBber31.$1.790,Ott;  pranhnu  tiienon,  $22;568. 

BC3INEBS  SINGE  ORGANIZATION:  Fkemimns  leesfred, 
»Il,n9:  loHS  pakl,  $tt7Ai6;  dindoMh  deelared,  essk.  $15,000. 

RE.VL  ESTATE  OWNED:  Oonsiils  of  eompany's  bome  office 
boidnx,  evned  at  market  rslne. 

M0BT6 AGE  LOANS:  Tlieieaie  61  kMDsacgiecaiinff  $183,500 
C9  property  estimatfd  worth  $296,760.  Hiere  wss  OlM  interest 
pvt  tfse  on  December  31  last,  and  the  company  holds  bsuranee 
ea  iLe  baifaiinsi  amounting  to  $155,400. 


MISGELLANEOUS:  CoBBpaay  eommenoed  business  in  1903. 
with  a  surplus  of  $00,000.  It  nmsured  all  its  outstandinc  ririu 
in  May,  1908i  eontmuing  busmess.  Oosnsny  operates  only  in  I^ 
Conamtkm  lossv,  Baltimore.  1904.  tU^OOO;  Ssn  FianciNO, 
1906r».500. 

DIRECTOIUS:  Dr.  J.  B.  Keanyt  John  C.  Kaisoft  ivam  Lowris 
Dr.  R.  H.  QOliford,  Thomas  M^oiry,  8.  Newbum,  W.  J.  Parker 
M .  W.  Skmer,  A.  D.  WUsoa,  Jamss  McOaw.  H.  G.  Rese,  Geo.  A 
Ooehrane,  Jos.  M.  Spear. 


ALLEMANNIA  FIRE  INSXJRANCE  COMPANY  of  Pittsburg,  Pa. 

Wm.  StefauMiig;  SemlBry,  Chu.  P.  Kdhnnan;  Aaostant  Secretary,  Chu.  B.  Reits.    Orguixed,  18(8. 


Yut     Amels 

Unearned 

Net 

Net 

Total 

Losses 

DiT- 

Ex- 

Total Ex- 

Losses 

Snrplos 

Income 

Pnk] 

fclcnds 

penses 

penditves 

Incnmd 

;iW  1  11,465.180 

$682,357 

$486,886 

$753,829 

H!!'2F 

$340,495 

$30,000 

$310,134 

$680,629 

$353,988 

J>» 

1,317,518 

629.530 

412,496 

729,224 

790,294 

384,168 

80,000 

297,714 

661,882 

888,120 

1107 

1,179.168 

554,488 

859,983 

655,202 

708,664 

282,325 

20.000 

265.184 

567,509 

271,755 

IW'    1.061.067 

479,009 

802,499 

566,453 

610,873 

191,482 

16,000 

227,271 

434.75? 

211,728 

1905        870J14 

409.244 

213,174 

476.982 

514,673 

187,894 

16.000 

188,127 

892,021 

192,607 

AssTTS,  DzcEMBn  81.  1909. 
Rnlntate  owned  Owok  value,  $22,999) $24,000 


Slorkage  k>ana  on  real  estate 

SoQiB  and  stocks  owned  (market  Talae). 

CHlatoml  loans 

C«ih  in  office  and  bonk 

Oceans'  baiances,  not  over  8  months  due. 

B  A  receivable,  taken  for  pccminms. 

InlBvat  accnied. 


884,478 
298,090 

18,000 
129,680 

97,997 
702 

17,283 


$1,465,180 


Total  admitled 


^ftl^ES  AND  FREMIUIfS:    Fue  rkks  in  force,  Deeember  31, 
1121.640.717;  pfesuoms  thereon.  $1,307,296. 

BCSIliESS  SINCE  ORGANIZATION:  FMnuans  received, 
llli«3J23;  kases  paid.  $5,462,697;  divkiends,  dedand,  cash. 
CaiaOO;  stock  $50,000. 

_REAL  B9TATB  OWNED:    OonsiBiB  of  12  vacant  lots  in  26th 
^«ii  PitMMTg.  aequiied  by  exchange  in  1909. 

IQBTGAGE  LOANS:  Tbere  are  212  loan,  avengfaig  about 
KITS  eack,aad  only  15  sie  larger  than  $10,000.  All  are  secured 
bj  propoty  beafted  fai  Bttsburg  and  neighboring  (Fa.)  towns, 
tw  (hi  total  vaioe  of  the  mortgaged  propertfas  Is  estimated  at 
CJKASa  or  about  2}  times  the  amount  kwaed.    But  $210  of 


LiABiLinxs,  December  31,  1009. 
Net  kMses  unpaid  (including  $9,267  rensted). . . 

Unearned  premiums 

Odier  liabilities 


$82,91$ 

688,857 

18,618 


Total  liabilities,  except  capital  and  surplus. 

CaiHtsl  paid  up 

Surplus  over  au  liabilities. 


$778,296 
200.00$ 


Total  liabilities,  capital  and  surplus. $1,465,180 


OOOATERAL  LO  ANS  an  as  foDowK 


MlM9  pokey  State  Mutual  Life  A^n 

ji  Mml,  onmnder  vah» 

|kab«gI1ate01aBs(>> 

Woa«  Trust  Co 


Maiket 

Value. 

$5,900 

18.2001 

3,330/ 


Amount 


$8,000 
15,000 


Totih. 

B01IB6  AND  8TO(3E8  OWNED: 


$27,480        $18,000 


S«i>^ffle.]y,wa«^lfl82.5% 

'  eia  Blv.  (X  Coal  *  Coke  Co., 


% 


, W.  Va.)  sc.  1915, 

T<^ntB«n  ft SharonRy.'ft  light Co^ 

Bin.5% 

!^  VeyM  A  Wab.  VnL  Te.  Co.,  1984, 5% 

Sf.CbLAR.TfcCb^l9Mj5% 

«tirt,P*,se.dls,l«a7,5% 


Ftt 

Vshie. 

$80,000 

10,000 

19,000 

90,000 
20,000 
104)00 
10,000 
50,000 


Mnrket 

Value. 

$28,500 

11,300 

lOXXW 

19300 

16,400 

8.200 

9.000 

50,000 


BoHm  Owmo.— ConL 

FKtsbnrg-Buffato  Ob..  1920. 5% 

New  Brighton  se.  dte.  1925, 5% 

ML  Pleasant  Cbke  Co.,  Qreensbnrg,  Pa., 

1914,6% 

Keystone  Coal  A  Coke  (k».,  Qresnsburg, 

Pi.,1922,6% 

Stocks. 

BraddockNat^Bk 

Bessemer  Tr.  Co.,  Braddoek,  Fla 

West  Adj.  A  In«p.  Co.,  Chicago,  stk 


Value. 

$10,000 
16,000 

10,000 

80,000 

14300 

9300 

100 


llnrksl 

Vilui. 

$103$0 
16.000 

10.008 

80.060 

53.660 

11,040 

200 


Totals  (book  value,  $252.900) $280,100      $298,090 


MISCELLANEOUS: 
$62388. 


Obn&ffmtldn  losses;    Baltimore.  1904. 


DIRECTORS:  Chas.  F.  Welb,  Wm.  M.  BeU.  L.  F.  Demmler 
Peter  Kefl,  C.  P.  Kellerman.  James  R.  Sterrett.  George  Shenpaid, 
Wm.  Steinmever.  Edw.  Snodgrass,  Jr.,  F.  H.  Richard,  John  H. 
Jones,  J.  B.  Eisaman. 

HELD  MEN  AND  TERRITORY  COVERED:  F.  L.  Weaver, 
Detroit,  Mich.,  spedal  agent  for  Mich,  and  Ind.;  Thoe.  H.  Smith. 
Dayton,  0..  State  agent  for  0.;  Wm.  Feller,  Chicago.  lU..  general 
agent  for  Mo..  Minn,  and  IlL;  Geo.  Berry.  State  Agent  for  N.  Y.; 
Alex.  L.  Bariiour,  Pittsburg,  spedal  agent  for  F^,  and  N.  J. ; 
C!rum  A  Forstw,  New  Ywk  uty,  general  agents  for  Metropolitaa 
District;  Wood  Broa.  A  Comstock.  New  York  Oty,  general 
sgents  for  New  York  suburban  department;  Ide  A  SeweD,  Boston, 
Mass.,  general  agents  for  Mass.  and  Conn.;  Cashman  A  Evans, 
Denver.  Colo..  Stote  agents  for  Colo.;  Windsor  A  Co^  S*lU 
Lake  (3ty.  State  agents  for  Utah:  Lohmcyer  A  Goshorn,  Charies- 
ton.  W.  Va.,  general  agents  for  W.  Va.;  Fish  A  Sehulkamp.  Madi- 
son, Wis.,  general  sgents  for  Wis.  The  company  opeirates  in 
Col..  (3onn.,  D.  C,  IlL.  Ind..  Md.,  Mass.,  Mich..  Wnn.,  Mo. 
N.  J.,  N.  Y..  0.,  Pk.,  UtaL,  W.  Va.  and  Wis. 


RBFOBTS  OF  FTBB  INSUKANCE  COUPANIB& 


ALLIANCE  INSURANCE  COMPANY.  Philadelphia,  Pa.§ 

PnildeDt,  K  L.  EUboa)  VEcc-Pnaidcnt.  Bmjsmio  Ruifa;  S«retiiry,  Hour  W.  Fminum;  Asisluit  SonMiki,  Jobn  O. 

Yeu 

Aneu 

Unearned 

Net 

StupJiu 

n£L. 

Incoous 

Lo«. 

£5. 

E..      1  Total  El- 1    Lo^ 

WS 

[oss'oii 

,342,043 

tSO.804 
MS.SII 
238:b26 

11 

487:76* 

-|:!!! 

437,1180 

.11 
'4go;«6i 

-s 

1.29R.g£7 
S7,a41 

'Sl:ffi 

*g;d  'M  ai! 

■■■■«>;6» 

le  pranhinu  ud  1 1 37.224 


latnit  accrued.. . 


Tntil  •dniicicd  u 


ibiliUo.. 

Total  liibDitia.  except  capiUl  ud  turpliit..     t«71,fi01 

Cipit«]  piidup 500.000 

Suipliu  am  aD  llabitlliis. 4ro.2ta 

Tolal  tiaUlitiea,  capital  ud  surpliu. tl.tiftTM 


RISKS  AND  FEEiaUHS;  Rn  riiki  m 
patsali),  DeoHslier  31,  t«V,t8>.B44.'  HBniiim 
mariaa  aad  inlud  nb  in  Fane,  M,gT3,123; 
t33&014;  peniatiuiacanki,t3tt.tlOa;  liem: 

BUSINESS  SINCE  OBOANIZATIOK: 
tMJUMIU;    liMH  paid.  12fi7S.I72:    drridi 


«,!<(.,  IMl,  11%.. . 


B.  A  a  E.R.  pctor  b.,  K,nc.,lHll, 


MU%?.' 


V  Bo.  Sat 


Cba.  A  a  Sf.  sq.  n.  0..  l6l3,  4%.  . 
Om.  a  a  Bf.  eq.  o.  >.  F.  g.  c.  IBli.  4% 
OL  *  E.  UL  r.  A  Inn.  m.  c,  IDKi,  4% 
CUb.,  Bsr.  A  CWner  tt-R.,  go.  (.,  1B5&4% 
C1,C..&  481.L  Rt..  4-yf.  n..  B.,  19]  1.!,% 
CM  B.  Rf.  Ite..  nr..  C.  A  O.  Sv.,  IMS.4% 
Cb.Te.Cii.i^N.  ■  .  -1,^ 
Bri«B.B.{Brf.', 

»I8.B% 

EM  B-B.  gq.  tr.  cUl.  nr.  I,  e-o..  1914.4% 

JJtaioiiE.H.,lrtg.<i.,  1B1B,6% 

L.  8.  A  UdL  S.  Rt.  d.,  E.  e..  1928.  i% . . 

L.  I.  R.R.  Ferr/  1  (.  t,  1»I2. 4*% 

IL  A  0.  R.IL<iq.D..(T.  by  A.  Car  A  F.  Co., 

lOia,  B%^ 

N.  Y.  C  AB.  R.  R.R.,  d..  g.  c,  193L  4% 
N.r.C,AU,R.  R.B.,3Tr.  g.  o.,  &  1910,  S% 
N.  A  W.  R.R.  div.,  lit  In.  ED'  K.  c.1944.4% 
N.  A  W.  Kv.  A  lVi.C.AaCa.I|i.[.l»41, 4% 
F».  A  N.  #.  R.  R.,  (D.  e..  1930,  S% 


Pub.  Sw.  Cor.,  of  k.  J..  len.  mlc  a.  t. 

SO  77. 1,  B.,  lose,  E% 

RMdiDC  Co.,  J.  C  Mil.  tr,  I.  a.,  USL  4% 
Bld^a^  Oa.  «I.  tr,,  aw.  C  tr.  bj  I^ 

B.  R.  Co,,  et  iL,  tW,  4% 

Rto  a.  W.  Rj.  la.  IK  I.  a..  1H>,  4%. . . . 
So.  PiB.  B.ft.  1  r.  (.  fr,  nu  br  Ba.  Faa. 

Oo.,U56,4% 

Tn.  R.Oa.  ofSt.  L.  ■^jJ4,e.,lt6i,4% 
WMh.Tii.CD.J|^0;(r.  by  B.  AdCc. 

uh.AV.B63oi.Vi.ti,'ioia,Ki; 

If aaolaolaian'  Water  Os..  Ut  •  [.,  f.  c. 
B.  bj  Cambria  Sled  Co..  1939.  S% . . 


viJS, 

IftK 

•» 

tto.ooo 

9,000 

ISSS 

4S,00O 
48.000 

10,000 
26,000 

JfJSS 

ISMO 

KUBO 

iiiSS 

55,000 
14,000 

!ffl 

.    (713,780  ai 


Tolak(bookTal»a,ll,4H»0) H.43M00    11,370.410 

1II3CELIANE0D3:  Thli  nmipaiiT  la  ooij"  Um  lune  manuB- 
nnt  u  the  Injuraocs  Omtptas  ol  Nortb  Ai 
by  KoeUioldni  bi  1900.     . 

I9M,  11,032,784.    Valma  o*  a[ 

QL,19J0a. 

DIRECTORS:  WIUImi  D.  Whisot,  Oiarl™  PUtl,  Jr.,  Rndnlph 

Blila,  Hmry  W.  Blddls.  Thmdon!  AnniUong,  Biyani  Hanty. 

J.  Levering  Jon«,  G.  Anbrton  Canon,  Euioih  L.  Ellxon. 

FIELD  MEN  AND  TERRITORY  COVERED:    Edward  8. 

Atlaat*,  On.,  for  So.  StaU*:  CbiHu  E.  Faiker  A  Co.,  Hart. 

'      'lew  England  SUtci:    A.  C.  Bbaflet,  maoanr, 

Bh  i^,  lor  New  YoA  8t>tr,   Bailey  A  Johniton,  gui 

Cal.;  iar  HonL,  Utab..  Nev.,  Ida.  and  Atli,,  ipeelal 


Qiy,  A 

FhlladetDUa,  Pa..  I: 


d  John 


H.I.:  E.  W.  Origg,for  Md.; 
'      ''■     .    The  ! =- 


lre.,S,C.,8.D.,Teno.,¥t, 


ITi 


AMERICAN  INSURANCE  COMPANY,  Newark,  N.  J. 

t,  p.  L.  Hoadiey;  Vkt-PrtsidenO,  A.  E.  Larl«,  Chai.  E,  Sheldon;  SecrtUry,  C.  Weslon  Biiley.     Orginiie 




£i-       \  Total  £i- 

L««m 

Year 

Aneta 

Pinnhuni 

Paid 

peiuea 

1.375.33; 

•US 

2, 430,459 1     2.23S,9«a 

eindude*  5300,295  prsniuc 


REPORTS  OF  FIRE  INSURANCE   COMPANIES. 
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AMERICAN  INSURANCE  COMPANY,  Newark,  N.  y-'CcMmmi. 


AsssTS,  DacnazR  31. 1900. 

Red  ertile  owned  (book  value) $490,400 

Mortpce  loans  on  real  estate 1,560,061 

BoBdiand  Axks  ovned  (maxket  vahie) 6,801,526 

Ctah  in  office  and  bank 864,623 

Arab*  balaocea,  not  over  8  inontha  due. 476,263 

BiUsreoriTable,  taken  for  premiums. 207,402 

bORst  sad  rents  accrued 76,072 


Total  admitted  assets 18,536.326 


LZABIUTIKS,  DirKMBCT  81,  1000. 

Net  looaes  unpaid  (including  $16,664  resisted) ....  1267,060 

Unearned  premiums 4,881,884 

Spedal  reserve  fund. 800,000 

Other  liabiUties 240,487 

Total  liabilities,  except  capital  and  surplus. .  $6,180,271 

Capital  paid  up 1,000,000 

Surplus  over  all  liabilities. 2,355,066 

Total  liabilities,  capital  and  suiplus. $8,636,326 


RISKS  AND  FREWUKS:    Fire  risks  m  force,  December  31, 
1781^.772;  preminnM  thareon,  $8,474,083. 


BIGNESS  SINCE  ORGANIZATION:  Fiemioms  received, 
^l^l^BO;  lonea  pud,  $16,447,847;  dividends  declared,  cash, 
13.288.058;  atoek.  $800,000. 

BE.4L  EiST.\TE  OWNED:  The  eompany  owns  5  parcels  of 
al  ertile,  tvo  of  which  are  located  in  Newark.  The  largest 
ifa^  pnvo^  Is  the  oompaaVs  home  office  buiidtng  at  68^-72 
httAee^Nrnzk,  the  book  value  of  which  is  $400,000.  It  is 
t  anr  %^uafj  stone  and  steel  structure,  standing  on  a  lot  73z- 
IMzlMzlSO  feeL  The  next  most  valuable  property  Is  the 
eoapaay'i  offiee  buildJng  at  Ifain  and  Peach  sts.,  Kockford,  111. 
It  h  a  sew  %fiary  brick  stmoture,  and  is  eanied  at  $68,000. 
7l«  reaaining  property  is  at  206-210  Pint  iL,  Newark.  There 
an  BO  BciiBibrBaeea  on  any  of  the  propertiea.  The  net  income 
fiaa  real  estate  (over  expenses)  was  $14,303  in  1000. 

VOSTttAGE  LOANS:  There  are  444  mortgage  loans,  which 
■cgeaa  saioant  between  $150  and  $126,000,  few  exceeding  $6,000. 
Ka^  of  the  loans  are  upon  property  in  Newaric  or  nelghborfng 
"e>  and  towna,  and  hwns  amounting  to  $1,550,061  are  secured 
^niMlha  vahied  fai  the  aggregate  at  $3,840,042  upon  which 
eoapaoy  holds  Sl«867,115  of  fire  insunaoe.  Fast  due  interest 
■Bested  to  $2i^l  upon  25  properties. 

BOlfDS  AND  STOCKS  OWNED:  Fto  ICa^t 

BoMDB.  Value.         Value. 


% 


BOJIDS  AMD  SlOCtt  OWIOD.— Conf. 

SrooKfl.— CoiK. 

N.  Y^  N.  H.  A  H.  R.R.  Co 

No.  Pac  Ry.  Oo 

Pennaylvania  R.RCo 

Pitts..  Gin.,  Cbl  ft  St.  L.  Ry.  Go.,  p. . . . 
U.N.  J.  R.Rft  Osnal  Go.  gr.by  Pa.R.R.Gb 

American  TL  ft  Tg.  Co 

Oen.  Adj.  Bureau  of  N.  Y 

Underwriten*  Salvage  Co.  of  Chi 

Underwriters'  Salvage  Co.  of  N.  Y 

W.  Adj.  ft  In«p.  Go.  of  Chi 


% 

FO,VUV,VAV 

Pkr 

Rarkat 

Value. 

Value. 

$10,000 

$15,800 

20,000 

20,100 

22.500 

30.825 

20.000 

23,000 

200,000 

600,000 

20.000 

28,200 

400 

400 

500 

500 

500 

500 

100 

100 

»• 


rht  of  OoL.  Kg.,  1024,  8.66%. . . . 

6^a!£?&^fN.^S^'f!,'i028;^l 
Baioniic  City,  N.  J.,  hig^  scl,  1028, 5 
Bis.  of  RadboD,  N.  J.,  road,  1016, 

&>EiQwnty.N.J^B.,1047.4% 

Snsik,N.J.,ae;.1957.4%. 

3lRiiik.N.J.,temp^bul010,4% 

(IB.  a.of  N.  J.,  gn.  m.,g.,  1887. 5%. . . 

CkTe.CbL,(N.J,)l«83.5% 

£.  A  A.  R.  R,  htwf  at  moo«y,  1020, 6< 
L  YaL  ELR  tm.,  J.  CL.  1  m.  g.,  1041, 
Ml&ad  RR  Coiof  N J.,1  m.  g.,  lOia  »7o 
iBDii  ft  Asex  B.R.  1st  bl,  1014, 7%, . 
Vaok  ft  Easex  R.R.  1  CB.  gr.,  1015, 7% 
SewkPH.  By.  UicL  m.  g..  1030, 5^ 
5.  T.  ft  Qreenwood  L.R.R.  gr.g.  104&  5 
1 T.  a  ft  W.RR.(N.J.)tm.  1  m.  1043  5 
1LHad.Cb.ILB^J.)  cs.  1028.5%. 
T^FteRy.(NJ.)eB.  1  m.  g.,1028-31, 
?.  X.  J.  B.R.  ft  CUial  Co.,  gn.  1020.  4 
?.N.i.  B.E.  ft  CknaJ  Co.,  gn.  1044, 4 
Vien^ftSeaSh.  ILR.  1  m.g.l036,3|< 
V.  Jea^  ft  Sea  Sh.  R.B.  1  m.  g.1036, 4 
AaecJX  ft  bapL  Cbu  (Jeney  (^.)1021, 5 

JuLsLft  WlSfLOx(lU%nl013J% 
ne  Kenrk  Gaa  Cb.  1  m.  g.,  1044,  6% . . 


SlOCKB. 

AbAuTopL  ft  Santo  Fe  Ry.  Co.,  p 

CbL.lffl.ftSt.P.RJLCo.,p 

g-  Koi  Ry.  Gb_  p 

l^amCmtal  R.E.  Co. 

Lesvrab  ft  Na^TiDe  R.R.  Co 

K.  A  E.  R.1L  Cd- gr J»y  D.  L.ft  W.R.R.O0 


$30,000 

30,000 

50,000 

75,000 

11.000 

200,000 

101,000 

100.000 

287,000 

122.000 

216.000 

226,000 

114,000 

40,000 

220.000 

126.000 

131,000 

144,000 

126,000 

38,000 

50,000 

100,000 

15,000 

100,000 

340,000 

356,000 

106.000 

206,000 

20,000 
50.000 
20,000 
20.000 
10,000 
250,000 


$31,500 

30.000 

55.000 

82.500 

11,000 

202.000 

101,000 

100,000 

206,250 

128,100 

232,200 

268,750 

114.000 

44.400 

260.800 

135.000 

137.560 

161.280 

132.500 

40,500 

61,000 

102,000 

13,050 

102.000 

370.600 

448,560 

203,840 

274,560 

20,700 
86,000 
28.725 
20,500 
15,775 
462,500 


Totals  (book  value,  $6,415,616) $4.365.000  $5,301.525 

lfIS(?ELLANEOnS:  After  organlsatton,  the  capital  was 
gradually  increased  to  $600,000  by  dividends  from  pnmts  hi  the 
form  of  scrip.  No  assessment  has  ever  been  levied  upon  the 
stoekhoiden  but  the  latter  paid  bi  $150,000  new  rapital  and 
$300,000  surplus  m  1007.  and  ^.000  new  capital  paid  in  in  1807. 
In  1800  the  business  of  the  company  was  lareely  increased  by 
re-insurhig  the  risks  of  tiie  Rockfora  Insurance  Company  of  Rock- 
foid.  111.  The  company  has  paid  tbe  following  conflaigration  losses: 
Chicago.  1871.  $610.  Pateraon.  1002.  $00,208;  Baltimore.  1900, 
$244,263;  San  Francisco.  1006.  $1,145,621.  Values  of  special 
deponts:  Ga.,  $10,000;  Va.,  $51,500. 

DIRECTORS:  Geo.  W.  Ketcham,  Edward  A.  Campbell,  John 
0.  H.  Pitney,  Philemon  L.  Hoadley,  W.  Campbell  Clark,  J. 
William  Qark,  Samuel  S.  Dennis,  Edward  L  Dobbins,  William  T. 
Carter,  Benjamin  Atha,  Horace  T.  Brumley,  Arthur  E.  Larter. 

HELD  MEN  AND  TERRITORY  COVERED:  Eastern 
Department:  Special  agents:  Jas.  W.  Shlriey,  headquarters  at 
home  office;  R.  Lee  RiffiSf  Philadelphia,  Pa.,  spedal  agent  for 
Pa.,  Del.,  Md.  and  D.  CT;  Joseph  A.  Geyer,  Syracuse,  N.  Y.; 
special  agent  for  N.  Y.r  W.  G.  Shannon,  Eatcm,  0..  special 
agent  for  0.  New  England  department:  Ide  ft  Sewdl,  genersl 
agenta,  Boston,  ICass.,  covering  the  States  of  He.,  N.  H.,  Mass., 
and  Conn.  Southern  department*  0.  L.  Pattillo,  special  agent. 
Atlanta,  Ga.;  Gesner  Harrison,  special  agent,  Richmond,  Va. 
Western  department:  Chas.  E.  Sheldon,  manager,  Ghas.  T.  SacJcett, 
assistant  manager,  Rockford,  111.,  covering  Cok>.,  III.,  Ind.,  la., 
Kan..  Mich..  Minn.,  Mo.,  Neb.,  Okla.,  S.  D.  and  Wii.;  F.  C. 
Haupt,  Cobrado  Sprinp,  special  agent  and  adjuster  for  Colo.; 
Geor^  W.  Stuck,  Psoria,  State  agent  for  IIL;  Freeman  Wilson, 
PM>na,  special  agent;  A.  W.  Cummings,  Rockford,  HI.,  supei^ 
intendent  of  a^nts.  Illinois  farm  department,  Geo.  Aldrieh, 
Springfield,  Adjuster,  farm  dept  Chas.  N.  Goriiam,  Indian- 
apolk,  State  sgent  for  Ind.;  E.  Friedman,  Albia,  State  agent 
for  la.,  W.  C.  Kirkleck,  Delaware,  special  agent  for  la. ;  J.  S. 
Olund.  Leavenworth,  State  agent  for  Kan.  and  Okla.;  Geonse 
A.  Minakey,  Lansing,  special  agent  for  Mich.;  Walter  L.  Akeni  St 
Paul,  special  a^nt  for  Minn.;  E.  R.  Perfect  Kansas  City,  Mo., 
State  agent  for  Mo.  and  Neb.;  J.  A.  Melton,  Kansas  Citv,  Mo., 
special  agent  Mo.  farm  department;  Ed.  McEvelly,  MfaKwka,  III., 
spedal  agent  farm  department  Ind.;  H.S.  Norton,  Rockford,  111., 
special  agent  for  Wia.;  F.A.  Countryman,  Watertown,  special  agent 
for  S.  D.;  Padfic  department:  Gordon  ft  Hoadley,  managers.  San 
Francisco,  covering  Cal.,  Wash.,  Ore.,  Utah,  Mont  and  Ida.;  Alex. 
J.  Cartwright,  Saa  Francisco,  special  agent  for  Northern  Cal.; 
The  company  operates  ii^all  the  States  and  Territories  except 
Alas.,  Ark.,  Aris.,  Nev.  K.  M.,  N.  D.,  Tenn.,  Vt  and  Wyo. 

m  - 


AMERICAN  CENTRAL  INSURANCE  COMPANY,  St.  Louis,  Mo. 

PRsideBt.  E.  T.  Campbdl;  Vice-Preskient  D.  Rorick;  Secretary,  B.  G.  Chai)man,  Jr.;   Assistant  Secretaries,  F.  B.  Cram, 

Coorad  Roeder,  Louis  A.  Riemann.    Organized,  1858. 


Yzju 

Aaets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premiums 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

IM 

$5,487,960 

02,244,928 

$1,006,129 

$2,506,731 

$2,766,857 

$1,204,578 

$250,000 

•S!*'225 

$2,428,798 

$1,274,198 

ma 

5,2»,404 

24W9301 

959,018 

2,292,854 

2,517,124 

*  1,457,179 

260,000 

901.056 

2,618,285 

1,444,054 

im 

64094123 

24)35,936 

880,877 

2.367.495 

2,717,515 

1,175.265 

240.000 

856,519 

2,271,784 

1,162,969 

MM 

5.111^13 

1446,45$ 

1,026,780 

2,878,820 

c8,506,730 

2,545,884 

156,519 

864,078 

8,565,926 

2,599,821 

lOIS 

4.101,800 

1,613,871 

1,481,518 

2,022,028 

2.208,204 

990,103 

120,000 

793.021 

1,903,124 

1,014,598 

cladndea  $940,670  contributed  to  surplus  by  stockholders. 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


AMERICAN  CENTRAL  INSURANCE  COMPANY,  Sl  Louis.  Mo. 


ABsan,  Dmnin  31.  IMS. 

UorKBgc  ToaDi  uii  rral  etUte 

ItcnOB  and  atDdcs  owned  (nuilet  value) 

ColUUiil  loaoi 

Aaoiu'  tuluco,  DOlora- 1  DaDlhidue. 

Inlcnn  accrued. 


ToUl  idinitted  u 


LuaiuTiu,  Dicnau  31,  IMW. 

Net  loMB  uDptid  (isdudiiu  tlT,lW  lerittcd). . . .  K08.413 

Une«ntd  ftonJuBU 1,2«,1IM 

Other  lUtOiUe* aS,«IJ 


Total  liabDitlei.  apUti  aod  n 


RISKS  AND  FBEUmia:  Pin  rUl  m  IdRia,  Dw 
mUfiaiSl:  KemiiiBH  ttanm,  •UOS.iTl- 

SDSIHESS  SIHCB  OROANIEATION.  FnmhiiM 
M^UST:  Iowa  paid.  tll,fi8»JI73.-  dbntnda  imii 

MBTGAGE  LOANS:  A  loan  of  tn.tOO  i>  Moond 
Mi4  aad  E.  araham'i  inlKltT.  of  tha  Solpker  Sprian  tai 
8l.LoBktWuedattU.100. 

OOLLATERAL  LOANS  an  Mtoloin:         Maitat 


a.lIfi.Ca,8LLo<iK.., 


tltf.ttO 

rswcooi 
T8.ual 

_  TiMOf 

aiLfij.Eq.Ca «.(»» 

No,  AokTOl.  N.  J IDS.200< 

-Ura  Nat.  M^.  St.  Loida 39^3001 

M(ba>t».UiMe  NaLBt,  BL  Lndt. . .  a0.7<» 

Totak 


lni,8J 


Uka  Short  A  High.  So.,  d.,  IS3I,  4%     . 

llo^Ku.«  Tu.,r and  r.  aWi  <% . . . . 
■d.  Fao..  i;.  k»,  MM,  IftU.  4%..  ... 
N.  y.  Owl  Una.  eq.  It.,  1007,  Hli,  M 

N.  T.  Ont.  liwi,  N  i,..ivn.m\M 

Nor.  *  W.  DfT.,  lit  In  A  pi,  m.,  IW4, 4? 
Norfolk  *  Weriim,  et..  IlSl.  4%  . . , . . 
No.  PU.-OL  No.  Joint  (C,  B.  A  Q.  nl.), 

1M1,4% 

R.  U  Fitoeo  Tm.,  lit  m..  1837, 8% 

St.  daif ,  Had.  A  St  Cwt,  IMMS. 
St.  L.  Inn  MtB.  A  a.,  r.  A  miiri,  inH« 
St.  U  I.  Hta.  A  So..  gi>.  (*.  n.,  1S3I,  S?i 


K0,000 


BONDS  AND  STOCKS  OWNED: 

DoBaAnaOo^Territory  d  il.lLl.Mtm 

a<<  Ft  Worth.  Tei.,  [.  IMli  4% 
te  ol  Qa.,  n«.,  ISlt,  4t% 

Newberry,  B.  C.  le.  dk..  IMS,  41% , , , , 

Cj.  J  New  Yoik.  ret..  IfiH,  i% 

Cj.  of  Heiw  C*,,  Mo.,  t.,  1917.*% 

Or.  ol  FortluiC  Ora.,  I.,  ItS,  4% 

&.  cl  Siduaoad.  Va,.  Imp-  im  4%, , 

fifimi-j.JIa«<oba,«»»C4°t 

AldaTToiL  i  Saala  Fe,  10»Tr.  ad. 

lCaBped,iaU.4%..., 

B.  A  oTPitla,,  Uhe  En  A  W.  Va, 

flyilam.  r..  mi.  4% 

Boalon  «  Muie.  int.  4(% 

-----       «r.R,ia0g.Mn.4i% 


HT4.000  WOJlOD 

Par  HaAat 

Value,  Value. 

lUMWD  tlO,OI» 

tjm  8,730 

10,000  1O.10O 

10,000  I0,37fi 

no^ooo  300,000 


OaaLPaa..  fi 

rhiiaainalrn  «  u-  gn.  m.,  an.  Hn , , , 
Chwaptake  A  Okn,  to,  I- A  ■D^,  tli!lKs% 
CUm  BnrT a  QolneT.  1831,  4% 

STTSil,  i  81,  P,.  d..  IBM,  4% 

CU.  SoiA  U.  A  Fao.  1 A  r.  B,,  lOH,  4% 
Cle*..  Ob.,  CU.  A  SL  Loula.  g.  d.,  18111% 
OsltUBbla  A  St.  Louk  W  a„  lUl  4%, 
B^L.A  Sub,Co„IU..  eoL  tt..im.  5% 
IlMtda  Eart  Coaal,  n..  19ia  n"^ 
n.  Worth  A  Deont  Or.,  lit 
n.  Worth  A  Rio  Qnnds.  f  i 
HooaloD  Bdt  A  Tm.,  1  m.,  g 

a.  oiat-.tnA  ud  iViiU.' 
UL  0«t..  at.  L.  Dlv.  4  Tm., 
Kaaawhs  A  ItlHiinin.  2  m.. 
KBa.Cr-.FL  Seott  A  Hem., 


SDXOO 

to.ooo 

3UI0O 

luno 

SLOOO 

uooo 

10,000 
UOOO 


47.000 
22.7W 
thSGO 
38.440 
£0.000 
10,100 


4S.5O0 
33.«80 


Bona  urn  Stoou  Owim.— Cud. 
t._  L^  I.  JIto.  A  So.  I'l,  RmT  A  QuU, 


It-llHerc 


1814%..: 


1%-.. 


Bt  L.  A  B.  F„  m.  In.,  IKT,  i% 

Bt.  L  A  Su]  Fnu.,  eq.  e.  n..  »1S.  3' 
8L  L..  Swn..  fint  a.  n.,  IISI.  4%. 
SL  L.  A  Sobmhan.  jn.  m.,  r" 

Boatheru  E.  B.,  1810,  5% 

So-Fae.,  Mr.  nul8U.  4^. 
Tenceeaee  Onlnl,  |n.  m..  Ito 
TIdnnter  Cc.l  h.,  cr.  i.  n..  101 
DbIdb  Depot  1  ■-,  18&<l%.. 
UBk>BFae.,eT.,  1837,4%.... 
UdIM  Ryt.  QiLl  (B.  m.,  KM 
CnmoBwaaltta-Ediaoa  Co.,  Oiia«D.  i 

m,IH3,S%. 

Cumbaiud  Coal  A  Q^  Co..  Janet  Citr, 

N.J.,i>tiorlD.,  mj.B% 

Frtaeo  ABBei  Realty  Co.,  1  m..  ins.  S% 
Ktnloch  Lc  Dta.  n  Co..  let  m.,  1838. 3^ 
■     ■  ■   -     LLGo.,  Irtm^imsS.. 

.-.^.ABI^Cn.,  im^ 

LL  A  ftiwITl).,  imTwil,  «%. . 
tViBc  TL  A  Te.  Ol..  1  m.,  1837.  3%... 
Faopka'aa.  LLA  C.  O0..CU..F.  m.lH},3% 
FonUae  BJg.  Co..  let  m.,  1813, 1^ 


Uoeola  R.  E.  A  Bl 


37,000 
BO,O0D 
21.000 


73,000 

75,000 
83.000 


Wri^tBdg.Ca.,ieSl,t%... 

Pa.R.H.Co. 4i.S3t  17,03 

Dnttad  Rya.  Co..  p,,  SL  Utda OIMHO  ll,0( 

Boatmen^i  fik.,  St  Loita 10,000  13.8C 

Kaohanls-ABier,  NaLBb.SL  UiA,.,.  aJOO  ao.ll 

Nat.  Bh.  ol  Commaree,  Bt.  Loda StCOOO  SIB.H 

BL  UioU  UnloB  Tr.  Co..  SL  Loala KOOO  80.01 

Third  Nat  Bk..  SL  Unk ItJIOO  80.71 

Can.  Adj.  Biif*a«,  N.  Y 100  1( 

Buadlne-HeKltttliADiTGikCtk.SLI.  KMWO  40.01 

Lac&de  Qaa  U.  Co- p.,  SL  Loidi 3,700  S.t^ 

SLlAi*QiUieuBai..BLLouk. 300  S( 

80.  Ad,  Buntu,  Atlaata.  Oa 100  1< 

Cndwwrtlu^SriniaOi>,CU,... 300  3' 

DnlonSandAKatCo..8t.Lnili 30.000  M.O 

W.  Adj.  A  Iw.  Cck.  CU 100  H 


3>,H0,43B    t«J80,B 


Total,  (book  *»li».  14 JS4.00«...    _____^^__ 

MISCELLANEOUS:  Cadtal  Inovaed  Ib  1001  (ram  tSOO.OI 
to  31.000,000,  and  hi  ItOO  to  tt,0D0A».  StoeUulden  nbaolbi 
Its  10,000  addlUoDal  diana  hi  IBOApai  1100,  at  COO  per  aluu 
■urplua  thereby  inrreaaal  dnrhiE  IBM.  (4(8.370.  Conlanstic 
kaee:  dikwD,  1871,  1300,000;  BoMoa.  ISTi  190,000:  Bali 
man,  loot.  3171.4(»:  Sao  Fraaewo.  1003. 11.010^03.  Valu 
ol  ipecial  depoiilK  Oa,  110,300:  Man,,  tlO.OOO^  N.  M,.tl0.00 


Chae-H „ 

H.   ait   Fiein.  Edw.  T.  Campbell,    Dare  Ron*,  Ooorge 
Edwanfa.  Henry  C.  Soil 

FIELD  MEN  AND  TERRITOHY  COVERED:  Jaatea 
Bnnm,  ipeciil  afenL  SL  Logii,  Mo.;  F.  R.  Holtlodt.  State  *tx 
(or  m..  Chicago.  IIL^  R.  K.  HeHitton,  iptclal  alenl  for  Ini 
IndlanapoUi.  Ind.:  C.  O.  Redd.  8l  Looii.  Mo.,  ipeeial  ueat  I 
111.;  J.  C  Hwdale.  Stat*  aioit,  Hilwaiikee,  Wia.,  toi  Wk  k 
No.  Kkh.;  Cbe*.  G.  Batea,  StaM  tfiat,  HiuBpolii,  Kin 
for  IGbb.  Bad  N.  D.;  C.  B.  Shtmid.  Detiwt,  Hleh..  apee 
aftant.  lor  So.  Hkb.;  A.  C  Speed.  Blatt  aaaat,  CMuBbaB.  O..  I 
0.:  Wd.  J.  CfaeaL  State  afmt.  Dm  HoJas,  la.,  br  la.  and  N«l 
J.  H.  Keton.  State  annl.  HiAnUe,  Tan.,  (R  Ky.  .and  Tm 


_     annl.  NiAtiUe,  T«B.,  loe  L,.  , 

Wm.  B.  HaauBond,  State  agat,  Rarriabiiri,  h.,  [or  Eub 
Pa.,  N.  J.,  Hd..  D.  C,  and  Del.:  W.  Q  Ftny,  neeial  atnt  Pit 
bwt,  Pa.,  lor  Weaten  Pa.,  and  W.  Va.;  H.  R.  T^,  State  ace 
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AMERICAN  CENTRAL  INSURANCE  COMPANY,  St.  Louis,  Mo.^ConHnued. 

Ore.  for  GaaL  and  Wettara  On^-  L.  L.  Dibble,  Bom,  Idsho, 
for  E.  Ore.,  So.  Ida.  a&d  UUh;  W.  A.  Fnner,  Hdena,  Mont,  for 
Mont.;  R.  D.  Emery,  8aa  FnnoiM»,  Gal.,  for  Saeramento  and  San 
Joaquin  Valleys  and  Mountain  Diitricta  of  Ner.,  to  the  east. 
New  England  department'  Simoson,  Campbell  ft  Ck>., 
managers,  46-47  Kilby  st,  Boston.  MaH.;  Hu^  T.  Campbell, 
general  agmt,  Boston,  Mass.,  for  Conn.,  R.  I.,  Mass.,  Me.,  K.  H. 
and  Vt;  Wm.  Levis,  special  agent,  Boston.  Mass.,  for  Me.,  N.  H. 
and  Vt;  W.  K.  Burgess,  Boston,  Mass.,  speeial  agent  for  Mass.; 
BL  J.  Plem,  Wlnsted,  Conn.,  speeial  aoent  for  Conn.;  J.  W.  Cook, 
Piov.,  R.  I.,  speeial  agent  for  R.  I.  Tex.  department:  Grayens 
k  Osge,  managers,  Houston,  Ttaz.,  for  Tez.  and  La.;  speeial 
aosnts,  R.  S.  Daigan,  Jr.,  No.  Tax.;  Ctareodon  Ions,  N.  W.  i^, 
Hermann  Schmitt  Cent  Tex.;  C  Britton,  La.;  J.  L.  De  Treville, 
So.  E.  Tex.  Company  operates  In  all  States  of  the  United  Stotes, 
except  S.  D. 


K.  Y^  for  State  of  N.  Y.;  H.  G.  Kiealer,  FtexyviOe,  Mo., 
spedlsl  igBt  lor  So.  half  of  Mo.;  P.  F.  Peits,  Washington,  Mo., 
«e^  agent  for  Northera  half  of  Mo.;  Sam  F.  Woolard,  State 
apeat  Hcuy  L  Riemann,  apeeial  agent  Wiflhtta,  Kan.,  for  Kan., 
O)l0L,Wyo..  N.M.  aad  Olda.;  C.  H. OiOingbam.  ganeal  agent 
Sootbeaslara  dmartment  Atlanta,  Qa.,  eomprisiiiK  Ga.,  Fla.,  Va., 
X.  C  &  a.  Ala-  Mfaa..  special  annts;  WUUam  Hart  and 
LoiesT.lfmer.  Atlanta.  Ga.  J.G.Eiliaid,41Flnest,N.Y.aty. 
MetrepaUtaa  department;  Padfie  Coast  department:  Chriatensen 
asd  Goodwin,  maaa^eis,  San  F^aneisoo,  CaL,  for  Cal.,  Wash., 
On..  Am..  Utah.  Mont,  Ida.,  Nev.,  Hawaii,  Alas,  aad  B.  C; 
R.  De  I^pe.  San  F^andsoo.  CaL,  for  No.  aad  Cent  CkL;  Gea  T. 
Ony.  5aa  Fraadaeo.  Cal.;  for  Northern  CaL  and  Central  QO.  and 
Gnst  aad  Bav  eoanties;  £.  B.  Flack,  Los  Angelei,  CaL  for  Southern 
CaL  aad  Am.;  W.  F.  Zwick,  Seattie.  WasOor  W.  WaaL,  aad 
Fortlaad,  and  Weatein  B.  C;  I.  S.  Wataon,  Spokane,  Wash.,  for 
E.  WaaL,  Nol  Ida.  and  EMtem  B.  C,  H.  W.  Randall,  Portland, 


AMERICAN  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

Prakiait  Chrcnce  E.  Porter;  Secretary,  Waite  Bliren.    Organized,  1810. 


YZAX 

Anels 

Unearned 
Premiuins 

Net 
Snrplm 

Ket 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

T  oisf  1 
Incurred 

19Qt 

$843,792 
572.726 

$294,558 
280,060 

$115,977 
55,820 

$202,112 
226,099 

$316,494 
247,575 

$138,831 
53,016 

$71,309 
60,822 

$210,200 
118,858 

$158,088 

IIOS 

61.772 

1907 

1N6 

1905 

i»7l,73i 

i02i845 

'268ioi 

i.750.294 

i.8iB9.926 

'930.856 

'$90,666 

'664,269 

i.'684,i25 

'920438 

Unramcd  premioms  include  amounts  redaiznable  on  perpetual  policies. 


Assets,  Dbceiibki  31, 1909. 

Ral  estate  owned  (book  vahie,  $162,244) $150,000 

Mortgage  loans  on  real  estate 14,750 

Boads  and  stocks  owned  (market  value). 404,923 

Cub  in  office  and  bank 27,169 

i^cats*  balances,  not  over  3  months  due. 57,763 

laterest  and  rents  accrued 4,648 

Otber  assets 4,541 


Total  admitted  assets. 


$663,792 


LlABIUTIBS,  DzdXBXX  31.  1909. 

Net  losses  unpaid  (Including  $12,890  resisted). . 

Unearned  praniums  (except  perpetuals) 

Amount  redaimable  on  perpetuu  policies. 

Other  liabilities 


Total  liabflides,  except  capital  and  surplus. 


$50,919 

143,121 

151,487 

2.338 


Capital  paid  up 

Surplus  over  all  liabilities, 


$347,815 
200,000 
115,977 


Total  liabilities,  capital  and  surplus. $663,792 


RISKS  AKD  FREMIUMS:    Fire  riaka  la  foroe  (exaept  per- 
petaab),  Deeember  31,  $21484,402;  premtama  thereon,  $%1,105; 
fire    rtaka,   $0,989,650;    depodt  premiuma   thereon. 


BUSIHES8  SINC!E  ORGANIZATION:  Fremloms  reeeived, 
t«J15,S36;   loaaas  paid*  $28,345^081;  dtvkkads  deelared,  oaah, 

B£AL  ESTATE  OWNED:  Consists  of  the  property  at  308- 
319  Wafaiiut  Street,  Fhfladelphia,  occupied  by  the  company. 

MORTGAGE  LOANS:  There  are  6  loans  agKrnmtinK  $14,750, 
»teeted  by  dweOfaifi.  etc.,  fai  Philadelphia,  Vtu,  Dea  Molnea,  la^ 
aaiaea.N.J^aadlaioeapollB,  MbuLvalivd  at  $27,500.  The 
eo^aay  holds  f  17,200  of  insuranoe  on  the  bQlMinga. 

BOSBB  AND  fiTOCKB  OWNED:  Tvc  Kaiket 

Boms.  Value.  Value. 

CJAD.By.^jLAtcd(tt0D,1912,4i%  $20,000  $19,000 

ialietE.R.Ote.,  JILlcB.m.g^l918,5%  15,000  14,250 

VheeUk  Lake  Ew  RJB.Oo.j{.car  lease  war. 

li».ll,5%, 8,000  7,870 

LSLftlLaiLan.,  1910,5%, 25,000  26.000 

C^arN.T.fasL,1913-6(,3-m 200,000  188,107 

fis&irbt.B.B^tiin,lJ911,6% 11,000  11,110 

B9a.*IVrt.B.R^lBi..l911,8%, 1.000  1,010 

Chae^OklaA(irBXs.iD^19%,5%...  15.000  15.075 

Uk.?aLILR^2nL.1910.7% 20,000  20.300 

H.  S.  4  T^  a.  f.  g.,  1936^  4>% 25,000  22,750 

^^Wca.  Ry^  eq.  tr^  19tl  4% 25,000  24,750 

Leh.AWIk.Cotti.eoiia,nL.1910.4i%.  15,000  15,000 


BoKDt  Ann  Stocks  OwKW^—ConL  l*ar  Mackel 

Svocn.  Value.  Value. 

Great  Northern  Ry.,p $10,000  $14,350 

Golden  HlUBldg.  Go 25,000  25,000 

Western  Adjustment  Go 100  150 

Totab  (book  value,  $401,930) $415,100  $404,922 


MIS(^LLANEOUS:  Oanttal  Increased  hi  1827  from  $200,000 
to  $500,000;  reduced  in  1847  to  $277JiOO:  faicreaaed  in  1863  to 
$400,000;  incnassd  in  1886  to  tSOOJOfXL  Conaaoatfam  leases: 
Boston,  1872, $457^1:  Baltimorsw  1904. $a81,656TSaa Fmneiseo, 
1906.  $2,404,381.  FoUowiag  the  San  Fraadaeo  ooaflagratbn,  the 
American  Fire  reinsured  its  outstandhig  risks  (except  perpetual 
insuimnoe)  in  the  Gommerdal  Union  of  London.  Stuyvesant  and  iha 
Padfie  Fire  and  ceased  budness.  During  tiie  latter  part  of  1907, 
the  dbecton  voted  in  favor  of  resumbig  operatkms  and  acoordlnidy 
levied  an  assessment  of  62%  upon  atocknoldere  in  order  to  repair 
the  company's  capital  to  $200,000  and  the  company  r»-commenced 
budneaa  in  1908. 

DIRECTTORS:  Cbrenee  E.  Porter,  CSiarlea  8.  Whelen,  Edward 
F.  Beale,  Guatavua  Remak.  Jr.,  Alexander  Krumbhaar,  CSiarlea 
Fearon,  Q»,  Vaux,  Jr..  Ricnard  L.  Austin,  John  IL  Shrlgley. 

FIELD  MEN  AND  TERRTTORT  COVERED:  J.  S.  Freling- 
huysen,  111  William  st..  New  York  City,  general  agent.  The 
company  b  admitted  to  Pa.  and  N.  Y. 


AMERICAN  AND  FOREIGN  MARINE  INSURANCE  COMPANY,  New  York,  N.  Y.^f 

Picadent.  W.  L.  H.  Simpna;  SeaetaiT,  John  E.  Hoffman.    Oifaniied,  ISM. 


YtAs! 

Assets 

Uneaned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total  Ex- 

Losses 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incuned 

1909  , 

$707,146 

$16,510 

$482,045 

$148,216 

$174,139 

$58,554 

$14,000 

$51,078 

$124,532 

$56,391 

1M8  - 

738.528 

18,606 

346,484 

178,236 

207,116 

56,766 

14.000 

43,091 

113.857 

65,757 

i«r 

•ts.aa$ 

38.963 

343,981 

136,197 

156,951 

62,083 

14,000 

47,301 

123,384 

77,288 

1996 

tlKMl 

28,903 

310,891 

166,850 

185,040 

66,844 

14,000 

37,742 

118,586 

44,466 

1905 

M».i47 

20.610 

259.783 

170,626 

185.521 

58.847 

10,000 

46.105 

114.952 

79,142 

IT. 


aaarioe  and  inland  manne  transit  msttiancc 
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AMERICAN  AND   FOREIGN  MARINE  INSURANCE  COMPANY,  New  York,  N.  V.—Cont 


Bond4  4nd  aDocki  omied  (mufc 

Cuh  m  office  lod  bank 

AgaW  bklucH.  not  over  3  nn 


11,703 


EHvidoidB  unpaid.. . 
RdoiunDce  cnnnu 
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Cuh  in  office  uid  bank 14.164 
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Net  loKcs  unpaid  (uooe 
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BDSINESa  SINCE  ORGAN 
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(4,000  (4.11 
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UBCELLANEOrS:  TU  Nnpanr  waa  omnlieil  and  cod 
menied  burineei  In  l0O7  wltb  a  paid-up  eapflal  of  (100.000.  Ii 
cnaed  in  1008  to  (150,000  by  adi  parmenla,  and  m  lOOS  I 
1200,000  by  neb  paymeaU. 

DlREnORS:    Cbaa.  E.  Knrr.  L  0.  HetultB,  JuiM  1 

BeaL  Bam'l  C.  Davli,  Wm.  C  Andenon,  0   "   "" '     ' 

Zwii,  L        ~   -         ■    ■    -  -<■■ 


1  Hopp,  J.  A.  1 
S.  KaK  E.  B. 
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Corai. , _,    
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Simon  N.  Joca.  touvvJUe:  MwacbuMtU.  L  G.  HeinriU.  U. 

Sike;  Micfaigui,  J.  W.  Seeltv,  Detroit:  ILnneBls.  Oiaa.  ] 
uhn,  M itmeapolie:  Viiaomi.B-C.  Huiter,  St.  Louie:  .VevJerec 
Oiaa.  H.  Bulcber,  Candec;  New  York,  Dr.  Wm.  C.  Aodeno 
BnnUyn:  Obio,  A.  D-  WfIIi.  Cinmuli:  FtnutylTaoui,  Wall 
RotbwcU,  Halboro;  Hboda  laland,  EmU  R.  Bluntnhiuii,  JVo 
dmee;  Boutb  Carolina,  A-  A.  (Pieman,  Gmrnmod;  Tennrav 
Saml,  C.  Davk,  Naahrille:  Tuai,  B-  H.  HiU,  Dallaa;  Vennoi 
Wel«iD»B.Eajtinan.SLJiihn9bui>:  WatliiiiiilDn.C  R.  Rfddii 
Seattle;  Wtit  Virginia.  Q.  0,  Voung.  Buckbannon:  "' 
E.  B.  Belnutreet.  Palmyia.  Tbe  companj  opsatn 
Gi.111.,  Ind.,  Kat.,  K7riiam..Hii:b„  »nn.,  V"  N 
OlHo..  Pa.,  B- 1.,  S-  C,  Tenn..  Tea..  Vt,  Wa«h. 
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AMERICAN  HOME  FIRE  INSURANCE  COMPANY,  GreenviUe,  S. 

Proident,  Chas.  F.  Hud;  Secretaiy,  L.  B.  Hooilaii.    Orfuiied,  IWW. 


c. 


TxAii     AaelB 

Vamtd 
PxmiaiiM 

Net 
Surplus 

Net 
PxmiaiiM 

Totol 

InOOBM 

Pftid 

dcnds 

Ex- 
penses 

Total  £z- 
peofditoies 

Losses 
Incurred 

1900  •      $03;712 

113,112 

$18,949 

$30,642 

$53,804 

$2,814 

$14,667 

$17,481 

$6,773 

Dkcbcbxk  31, 1909. 

Real  cscste  owned 

MortMs  loans  on  zcsl  estate 

Gxtcnritk  Hotel  Co^  bs.  (msikcC  Tslne) 

Losas  on  bank  and  cotton  mJU  stocks 

Cash  ia  office  and  bank 

Affsa^  balances,  not  over  3  months  due 

Inienat  and  rents  accrued 

Otber 


$2»321 

61,470 

8,600 

4.400 

2,820 

6,236 

334 

41 


Total  admitted  assets $93,712 


LiABiLXTiBS,  DsdMBsa  31, 1909. 


Net  losses  unpaid 

Utieamed  premiums. 
Other  UablUties 


$3,000 

12,112 

1,884 


Total  Usbflities,  except  capital  and  surplus . .       $16,996 

Capital  paid  up 67, 767 

Surplus  over  afi  UablUties 18,949 


Total  liabaities,  capital  and  surplus $93,713 


B1SS3  AND  FREMnJIlS:    Firs  liriu  in  force  Deesmber  31, 
$U28j08S:  ncmions  Ihereon,  $18»237. 

REAL  tSTATE  OWNED:    Cboskte  of  a  lot  frontinc  46  ft, 
OB  Broad  St,  GreenTile,  S.  C 

MISCELLANEOUS:    The  eompany  was  canted  a  sharter 
B  &  a  on  March  24,  with  an  aotboriMd  eapitiirstoek  of  $300,000 
or$lS0j000.    It  started  busineM  April  s&d  eonfinei 
for  the  pRsent  to  S.  C. 


DIRECTORS:  BUkon  A.  Smyth,  Lswii  W.  Faiker.  Henrjr 
F.  MoQes,  J.  W.  Norwood,  A.  A.  Bristow,  CSus.  F.  Hard,  J.  B. 
Bruee,  J.  L  Westenrelt,  Thos.  F.  Fsrker,  Wm.  OoMsmith,  Jr., 
J.  R.  Vandivsr,  Jao.  M.  Qesr,  Frsak  E.  Turlor,  Riehaid  I.  Manning, 
Jno.  McBween,  Areh.  B.  Oslvert,  A.  N.  Wood,  Lsroy  Springs, 
Geo.  W.  Sammflr,  A.  F.  MeKiwok,  D.  D.  Davenport. 


AMERICAN  NATIONAL  INSURANCE  COMPANY,  Rock  Island,  111. 

H.  H.  Qeavehuid;  Secretary,  M.  P.  Vore.    Orssnixed,  1907. 


Yeak 

Assets 

Unearned 
Premiums 

Net 

Surplus 

Net 

Premiums 

Total 
Income 

liosies 
Paid 

Div- 
idends 

Ex. 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1989 

$465,382 
363,675 
288,542 

$149,546 

103.999 

28,996 

$80,461 
33,204 
62,046 

$244,669 

197.303 

67.139 

^$307,797 

206.874 

68.897 

$114,628 

72,847 

466 

$83,943 
77,063 
21,26(J 

$198,571 

149,900 

21,781 

$123,630 

19QS 

77,667 

1907 

7,148 

t  Indndes  $50,000  soiplns  paid  in. 

Aassxs,  DwaMBMM.  31, 1909. 

(market  vahie) $396,000 

8,069 


Caab  in  office  and  bank. 

AfentsT  ^«i^»»«^**,  not  over  3  months  due.. 


Other 


60,607 
5,606 
100 


Total  »dmitted  assets. 


$465,382 


LiABiunxs,  DimntKi.  31, 1909. 

Net  losses  unpaid  (induding  $2,949  resisted). . . 

Unearned  premiums 

Other  Uabflities 


$23,774 

149.545 

11,602 


Total  liabilities,  except  capitsl  and  surplus. 

Capital  paid  up 

Surplus  over  all  liabilities. 


$184,921 

200,000 

80,461 


Tots!  liabiUties,  capital  and  surplus. $465,382 


RISKS  ANP  PREMIUMS:    Fire  riria  in  foree,  Deoember  31, 
$23jn6h490;  ynminmi  theceon,  $366,715. 

BUSINESS  SINCE  ORGANIZATION:    Fnounms  reeeived, 

'--—   '"  $185,975. 

Market 

BONDS:  Vahw. 

of  ChieaipD,  4s. $175,000 

K.LSsfei3rDepoaiftOo..5s 16,600 

CitySy.,lstMt|e.,5s 21.656 

Raiww's  GoliaM  Note,  6iL 6,056 

's  FundinK  Nots,  6iL 10^100 

Rj.  4 Xi^tittg Co.,  IstMtge., 6f 21,750 

BoUGncCb^  1st  Mtes.,  5s. 14,925 

lalsadSlselOx.  lstMtce.,6iL 10,337 

Ca..GeacnlLiBn,4s. 7,625 

Valley  Inif.  DiitrMinie.,  9a. 23, 1 13 

I«mberCo.,lst  MtSB.,  6s. 5,000 

Pine  Lumber  Go.,  1st  Mice.,  6s. 5.000 

PfaeLanberOo.,lstMlce..6s. 5.000 

And*  Timber  Ob..  1st  Mtm.,  6s. 15,000 

Steam  Pump  Co.,  1st  MtsB.,  5s 9,700 

0Mk0iMntrInfinnai7.4s. 19,238 


Market 

BoRSS.— Cent  Value. 

West  Chicago  Park  Comis.  Im.  A  Maint,  4e $6,000 

Big  Lost  River  Irrigation  Go.,  6s. 5,000 

City  of  Chicsgo  General  Corporate,  4e 19.000 

Eden  Irrigation  A  Land  Co.,  1st  Utge.,  6e. 3.000 

Total $396,000 

MISCELLANEOUS:  Company  oommenoed  busineee  in  1907 
with  a  paid  up  capital  of  $200,000  and  an  initial  surplus  of  $50,000. 
Stockholders  paid  m  $50,000  additional  surplus  in  1900. 

DIRECTORS:  H.  H.  aeaveland,  F.  C.  Denkmann,  Phfl 
MitcheU,  W.  A.  Roeenfield,  L  S.  White.  C.  J.  Larkin,  H.  E  Casteel, 
E.  W.  Hurrt,  Otto  Hnber,  Henry  Gund.  P.  J.  Hannon.M.  P.  Vore. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  E.  Gunn, 
Chicsgo,  ni.  special  agent  for  Cook  Co.,  III.,  Ind.,  0.,  MidL,  No. 
IGnn.  and  No.  Wis.;  J.  A.  Gund.  Freeport.  IlL.  for  IlL,  la..  Mo.,  So. 
Minn,  and  Sa  Wis.;  W.  B.  Mclntyre.  Rock  Island.  111.,  for  ID.  and 
la.;  B.  0.  Selbaeh,  Denver,  Colo^  genersl  sgent  for  Cok>.  The 
oompaiur  is  lioensed  in  Col.,  HL,  Ind.,  Ia.,  MidL,  Minn.,  Mo.,  N.Y., 
0.,I^.W.Va..andWis. 
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ANCHOR  FIRE  INSURANCE  COMPANY,  Des  Moines,  la. 

Prerideat,  J.  S.  Chrk;  Swrelary.  I.  E.  EUis;  Vice-Praidait  and  Acency  Mam«cr.  G.  A.  Holland.    OrgtBind,  1889. 


Yeak 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

DM. 
deods 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
bicnzTcd 

1909 
1908 
1907 
1906 

fi|340.563 
0341,446 
*850,181 
t843.688 
iS25.881 

1262.196 
265,308 
271.874 
263,535 
251,252 

316,125 
14.932 
16.622 
46,769 
48,488 

$162,076 
176,092 
168,687 
145,531 
136,983 

SI168.023 
180.914 
171,978 
147.390 
138,016 

$83,254 
96^232 
84,660 
53,569 
59,235 

$6,000 

6,000 

25,000 

$85,371 
88.306 
81,426 
76,761 
64.386 

$174,625 
190.538 
190,986 
130,330 
123,621 

$82,485 
92.253 
83^93 
52,624 

1905 

57.439 

*Indudinc  bills  receivable,  $264,559.    t  Includes  biUs  receivable,  $277,517.      $  Including  biUs  receivable,  $290,075 
a  Includes  bills  receivable,  $243,404.    n  Indudmg  bills  receivable,  $218,075.    §  Includes  $4,000  surplus  paid  in. 


Assets,  DEcsifBxa  31. 1909. 

Real  estate  owned  (book  value) $9,300 

MortjOLge  loans  on  real  estate 64,200 

I.O.  O.  F.  bs..  $300;  Conway  Sav.  Bk.  stk..  $5,500  5,800 

Cash  in  office  and  bank 21,546 

Agents'  balances,  not  over  3  months  due 18,829 

Interest  accrued 2.813 

BiUs  receivable,  taken  for  fire  risks 318,075 


Total  admitted  assets $340,563 


LiABiLrnxs,  DscxMBKn  31, 1909. 

Net  losses  unpaid 

Unearned  premiums 

Commisuons,  etc 


$7,289 

262.196 

2,453 


Total  liabilities,  except  capital  and  surplus 

Capital  paid  up 

Surplus  over  all  liabilities 


$271,938 
52,500 
16,123 


Total  liabQities,  capital  and  surplus $340,563 


RISES  AND  FREM lUKS:  Firs  risks  in  force  December  31, 
$24,427,823;  nremiums  thereon.  $655,480. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$2,105,914;  losses  paid,  $816,786;  dividends  declared,  cash, 
$27,667:  stock.  $25,000: 

MORTQAGE  LOANS:  There  are  31  loans  agsrecating  $64,200, 
seeored  by  first  mortgages  on  Iowa  farms  viuued  at  $130,360. 
No  interest  is  past  due.  Company  holds  $12^220  of  fire  faisuianoe 
on  the  buildlngB. 


MISCELLANEOUS:  The  essh  capital  of  this  eompaoy  was  in- 
creased in  January.  1907.  from  $25,000  to  $50,000.  and  b  1909 
from  $50,000  to  $52,500  and  $4,000  additional  surplw  paid  in. 
TiM  oompaay  writes  surplus  line  business  throiigh  Whilden  & 
Hancock,  N.  Y.  M.  W.  Fugit  k  Co.,  Chicaco.  WTL.  Nelson  k 
Co.,  Memphis.  W.  T.  Osm^beD  k  Co.,  St  Louis.  W.  L  Qark 
k  Co.,  Pittsburg* 

DIRECTORS:  J.  S.  Oaik.  L.  E.  EUis,  G.  A.  HoDand.  G.  E. 
MacKinnon.  E.  A.  Read,  M.  H.  Cohen. 

HELD  MEN  AND  TERRITORY  COVERED:  W.  M.  Min- 
tonye.  N.  W.  la.;  G.  W.  MeohenhaU,  N.  E.  la.;  C.  D.  Gustin, 
S.  W.  la.;  S.  C.  La  ChapeUe,  S.  E.  la. 


ARLINGTON  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

President,  James  M.  Johnston;  Secretary.  E.  McC.  Jones.    Organixed,  1872. 


Yf.ab 

Asseto 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incarred 

1909 

$283,055 

$15,247 

$167,808 

$12,164 

$25,308 

$2,776 

$16,000 

$7,784 

$26,560 

$2,77« 

1908 

284,339 

16,006 

168.333 

13.364 

26,452 

5.753 

16,000 

8,110 

29,868 

5.76.3 

1907 

287,730 

18,801 

168,929 

15,030 

28,520 

9.639 

16,000 

8,461 

34,100 

9,630 

1906 

203,215 

19.794 

173,421 

16,007 

29,601 

795 

16.000 

8.948 

26.743 

705 

1905 

289,602 

21,343 

168,259 

16.842 

29.960 

2,429 

16.000 

8,849 

27.278 

2,429 

AsBBTS.  Dbcbmbbr  81, 1009. 

Real  estate  owned  (book  value) $92,477 

MbrtB(age  loans  on  real  estate 182,487 

Cash  m  office  and  bank 8,403 

Agents'  balan<»s,  not  over  3  months  due. 1,820 

Interest  and  rents  accrued 2,868 

Total  admitted  assets $283,055 


LXABIUTIES,  Deceubxs  31, 1909. 

Unearned  premiums 

Capital  patd  up 

Surplus  over  all  liabilities. 


$15,247 
100,000 
167,808 


Total  liabUities,  capital  and  surplus. $283,056 


RISKS  AND  PREMIUMS:  Fire  risks  hi  force  December  31, 
$4,826,361;  premiums  fliereon,  $81,205. 

BUSINESS  SINGE  ORGANIZATION:  Premiums  received. 
$600,866;  kMses  paid.  $157,321;  dividends  declared,  eash,  $580,000 

REAL  ESTATE  OWNED:  Comprises  6  parcels  of  WasUngton 
nropertv,  the  largest  belne  Uie  company's  office  building  at  1505 
Pennsylvania  ave.,  N.  W..  carried  at  $54,083.  but  valued  at 
$150,000.  The  next  largest  property  is  at  206  Seventh  St.,  S.  W.. 
eairied  at  $10,040.  aU  the  othen  having  cost  less  than  $10,000 
eaeh.  Rents  received  last  year  sggregated  $6,447.  while  tiie  real 
estate  taxes  and  expenses  amounted  to  $2,992. 


MORTGAGE  LOANS:  There  were  74  ktau,  aU  first  lien« 
on  improved  real  estate  in  the  District  of  Oolumbia,  and  there 
was  no  interest  overdue  on  December  31,  last  Tm  company 
holds  $180,000  of  insurance  cm  the  buildings 

MISCELLANEOUS:  Capital  reduced  to  1897  from  $200,000 
to  $100,000.  $100,000  betog  carried  to  surplus.  Cbmpany  does 
business  in  District  of  Oolumbia  only. 

DIRECTORS:  S.  Thomas  Brown,  Ghas.  R.  Edmonston,  Wm. 
King.  W.  Bladen  Jackson,  Robert  C.  Howard,  Hertwrt  A  Gill, 
Burr  N.  Edwards,  Alex.  B.  Legare,  James  M.  Johnston.  Saml. 
L.  Phillips,  Isaac  B.  Shoemaker. 


ASSURANCE  COMPANY  OF  AMERICA,  New  York,  N.  Y. 

President,  R.  Bleecker  Rathbone;  Secretary,  Chas.  S.  Conklin;  Organised,  1897. 


Ybax 


Assets 


$403,290 
808,664 
420,288 
836,582 

1,023.514 


Unearned 
Premiums 


$41,485 

50.235 

34,423 

845,570 

334,806 


Net 
Surplus 


$99,801 

69.675 

36,827 

100,219 

233,604 


Net 

Total 

liosses 

Premhims 

Income 

Paid 

$89,606 

$102,473 

$63,207 

77,669 

88,587 

18.923 

53,295 

72,623 

380,891 

453,400 

487,694 

474,106 

446,260 

477.098 

240.785 

Div- 
idends 


Ex- 


$21,890 

26,053 

56,204 

180,727 

171.785 


Total  Ex- 
penditures 


$85,097 

44,976 

t387,185 

654,833 

413.520 


Incurred 


$56.820 
20.6S4 
108,989 
614.002 
228.540 


t  Excluding  $211,199  paU  for  reinsurance  of  entire  liability. 
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ASSURANCE  COMPANY  OF  AMERICA,  New  York,  N.  Y,-^oniinued, 

LlABIUTIBS,  DXCEMBUI  81,  1909. 

Net  looses  unpaid  (indoding  $9,889  i«sisted). . . 

Unearned  premiums 

Bonrovred  notieT 

Other  liabilities 


DiCKian  81, 1909. 

BsBds  ovMd  (market  Tslue) $877, 475 

Cufa  ia  office  and  bank 6,154 

Afmb*  baiaacea,  not  over  8  monlfas  due. 16,420 

8,241 


Total  admitted 


$408,290 


$17,888 

41,485 

40,000 

4,676 


Total  liabilities,  except  capital  and  sozplus . . 

C^tal  paid  up 

Surplus  orer  all  liabilities. 


$103,489 

200,000 

99,801 


Total  lUbiUties,  capital  and  surplos. $408,290 


RISKS  AND  PREMnJUS:    Fiie 
S7,2»JIM;  pmuDmstiMram,  $80,661. 

BI^IIEBS  aiNCB  OROANIZATION. 
11018.906;   looM  paid.  $4,281.00$; 


in  forae,  Dtmahn  81, 


Premhnns  leeeired, 
decnnd. 


Far 

BOtmB  OWNED:  Vslue. 

K.T.Ci^bo..l925.8% $100.0dO 

.VT.Cncfaa..  1927.8(% 100,000 

N  T.  C,  zef.  faa^  1928.  M% 26,000 

$  T.C^mi.faa^lMO.31% 50.000 

X.T.C.RT.  faa.,maU% 80,000 

ChLA.4ItaBa.R.ODL,19A3% 20,000 

L^aaieibM.aR.a.Cb.,]«S.4%...  30,000 

lIet.SLBj.Oo.,2002,4% 30,000 

3itenAaka.Oo..l927,5%. 10.000 

9s.L,Llft*3.By.Gb^l939,4%. 30,000 

SdBtoT.AN.EB.B.OD.,1960,4%....  30,000 

TotOs $415,000 


Markat 

Value. 

$80,000 
94,500 
88.635 
46,350 
SQlOOO 
15.700 
19.000 
13,600 
10,000 
17,600 
19,300 


$877,475 


mSGELLANEOUS:  GMtal  taonaaed  fiom  $390,000  to 
$400,000  in  1903  and  redueed  to  $200,060  in  1906.  OonflsmtloB 
kMi,  Balttmon,  1904,  $183309;  San  ftandieD.  1906r$456,109. 
On  EBbnavy  14.  1907,  the  company  rebismd  all  of  tts  oafestend- 
Ing  risks  in  Um  Natkwal  ¥bt  ofHartford  In  1907,  and  resumed 
wiltiag  Jaauary  1,  1908. 

DHUBCTORS:  Lodus  A.  Oofe.  Charies  &  Obnklia,  John  W. 
Ifsswy,  Albert  R.  Ledonx,  Fred  H.  Fbueh,  Rabsi«  G.  Rathbone, 
W.  D.  Bees,  R.  Bleeeksr  Rathbone,  R.  C  Ratfabona.  3d,  Wm.  G. 
WQleoz. 

TBRRrrORY  COVERED:  TIm  company  oparaiss  In  Cooa., 
RL.  Mssa.  Mkh..  Mo^  N.  J..  N.  Y.,  0.  sndPlL 


ATLANTA  HOME  INSURANCE  COMPANY,  Atlanta,  Ga. 

President.  Jod  Hurt;  Secretary,  Doirden  Brown.    Organized,  1882. 


Vcjui 

Umearned 
Fkeminms 

Net 
Surplus 

Net 

Total 
Incomfe 

Losses 
Pdd 

Div- 
kiends 

Ex- 
penses 

Total  Ex- 
penditures 

liosses 
Incurred 

IM9 
1K6 
1807 

$501,700 
473,177 
44IJ12 
968.707 

$125,724 

112,128 

91,092 

65,797 

$146,736 

188,621 

188,948 

95,596 

78.516 

$182,918 

175,670 

146,846 

91,081 

88,094 

$204,720 
306,821 
160,608 
107,857 
106.043 

$109,479 
96,530 
84,710 
46,435 
85.848 

$14,000 
14,000 

$66,511 
66.665 
51,916 
87,013 
85,284 

$189,990 

177,196 

86,626 

88,487 

88,082 

$118,697 

100,920 

85,899 

49,055 

35,593 

1806 

1«6 

944,651 

61.350 

18,666 

AasBTS,  Decembsm  31,  1909. 

Uortgage  loans  on  real  estate 

Boods  and  stocks  owned  (maiket  value) 

CaA  in  office  and  bank , 

AfBii'  balancrs,  not  over  8  montihs  due. 

Istercst  accraed. 


$75,208 

859.280 

24.712 

87.540 

5,010 


Total  admitted  assets. 


$501,700 


Lkabzltiiks,  Dbcember  81, 1909. 

Net  kssses  unpaid  (including  $8,679  resisted) $18,604 

Unearned  proniums 125,724 

Other  liabilities 10.686 

Total  liabilities,  except  capital  and  surplus  . .  $154,964 

Capital  paid  up 300,000 

Surplus  over  all  liabilities. 146,736 

Total  liabilities,  capital  and  surplus. $501,700 


RX^3  AKD  FREMIUlfS:    Fire  risks  in  foroe,  Deoember  81, 
■emioma  thereon,  $239,284. 
SINCE  ORGANIZATION:    Premiums  received. 
lUntSTOt   lomm  paid,  $1384,468;    dividends  dedared,  eash, 
BTLTiT:  fltoek  $180,000. 

IttntrGAGE  LOANS:  Tbere  are  4  loans,  secregating  $75,308, 
fmatd  by  AHaals  prapertleo  vahwd  at  $190,000.  One  kiaa  of 
127^  Is  on  17-28  Kyrfiany  plaee,  valued  at  $55,000:  ono  of 
diOOO  b  on  25  Ivv  st.  ana  11-18  Rxohangn  plaecL  rained  at 
fiMOO;  oMofS9i000isonl5SaBioodst,v8luedat$75,000 
lad  OBS  of  $1,308  is  on  87  Daniel  st  valusd  at  $4,000.  No 
B^BcAvas  paat  due  on  Deoember  81,  Issft. 

WSDS  AND  STOCKS  OWNED:  Fkr  Market 

Bona.  Value.         Value. 

Cr.sfAtiMiteba^l931,3i% $77,000  $71,225 

^.  of  AtisBla  fan..  1914,0% 1,500  1,560 

($r.grAdHiiaba^]938,4% 25.000  25.000 

dMearGa.R«.fafr.l$S7,3i% 26.000  24,750 

(V.flfN.Y.ba^l066.4% 10.000  10.000 

Cy.QfGsKa8bacD.N.a.l«54,4% 10,000  9,000 

»rf  OittoM,  Qn^  IW37, 9JC. 13,500  12,500 

X7<  if  iift«lon,G«^  1911-85^  5% 25,000  24,875 

^^  h  iijmsts.  Gn..  I«^  4%. 5,000  4,950 

;^flfDefioa,Qa^  191815%. 6,000  6,045 

^afCtaaloa,Ga^l9S3-f5%.- *'<KN)  8,775 

^cf  BsMriLOn.,  1910411^ 8.000  8.000 

f^dHAni^tm^  S% laOOO  10,000 

:^>te«nfHa^l935,3i% 10.000  9,875 


Bomw  AMB  Stook»  Owaio.— Caul.  Far  Marks 

Siocta.  Value.         Value. 

Amer.  Nat.  Bk.,  Msoon $37,800  $58,590 

Atlanta  lee  ft  OoalCoMP 10.500  11,550 

BankofSodalClrde.Qa. 1,000  IJSOO 

AtlantfoOoaBtLineR.R. 10,000  13;500 

N.  P.  Ftatt  Labomtoi7,  Atlanta. 36,000  36,360 

Merc  Tr.  k  Dep.  Balto 3,750  11,260 

Citiseu  1st.  Nat  Bk..  Albany,  Ga 5.500  7.425 

So.  Trust.  HawkinsviUe,  Qa 5.000  5.000 

Totals  (book  value  $376.460) $343,550      $860,280 

MISCELLANEOUS:  Capital  Ineressed  bk  1885  from  $140,000 
to  $160,000;  inl887,to$20a000;  In  1893,  to  $500,000;  raduoedto 
$200,000  In  1902;  by  return  of  eaeh  to  stoekholdets.  Values  of 
spedal  deposits:  La.,  $9,700;  Mass.,  $9,875;  N.  C,  $9,000* 
N.  Y..  $10,000. 

DIRECTORS:  Robert  J.  Lowry.  Joel  Htirt,  Dowdell  Brown, 
C.  C.  MoQehee,  Geo.  F.  Hurt,  J.  C  HaHman. 

FIELD  MEN  AND  TERRITORY  COVERED:  Geo.  N.  Hurt 
ft  Co.,  Tampa,  Fla.,  general  agents  for  Fla.;  Cbas.  A.  Bickenteff, 
speeial  sgent  The  company  operates  in  Fla.,  Oa.,  La..  Mass. 
irY.,N.C..8.C.andW.Var 
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ATLANTIC  NATIONAL  FIRE  INSURANCE  COMPANY,  Macon,  Ga. 

Pr«ld«I.G«nEDakWidkT:  SantTTinlUuuaa.  JoliDj.McKiT.    Ois>iii«l.  1)N. 

Y«« 

A»e» 

Unnxd 
Picmiuni. 

p.^ 

Tooa 
Ice™ 

■^ 

DiT- 

idod. 

Em. 

^^ 

■Ss 

1W» 

najiit 

*u.sto 

miss 

tN,738 

t»l*0.93fl 

t4.M7 

m.m 

S*8,n7 

I1I.10I 

VoCtpVB. 

Boidiowi 

'CoUutnl 

'Cub  in  office  I 


31.  IBM. 

*db1  (book  ralue} 

(muket  ittat) 


S1.070 
TS.48J 

IB,  MS 


UnauiMd  DRiniumi UMO 

OtheiUlbEllH a^i 

Total  UcbiUtics.  extcpt  opiul  uid  unina . .  W.ltt 

Caplul  plid  sp WJOt 

Surpliu  onr  iD  UtbllUEL 18,  IM 

ToUl  liibOilia.  apiUl  ux)  bhiIiu t3t3,EIt 


u  n  f  crw.  DM^btt  31. 

REAL  ESTATE  OWNED:    OmU*  of  3«ta(T  btU  boadinc 
<ia11ii[dit.,IUMa.  ab.T^tl7isai);  mt.  tl<M)0(L 

u  lor  CUOO  m  bnSdiiig 
-ilDBditrjWO.  Tbm 
at  II.  fait.    CoBpuj 


VORTQAOE LOAN&  IteiiioHlai 
■Bd  bl  No.  10  raajth  tt,  Mmm,  Os., 
wu  te7  at  iBlost  HoiHi  01  Dw 
koUa  M,OI»  of  fin  mtmaat  n  Oh  tx 


COLLATERAL  LOANS  u 


Ctom'l  4  Sivioiti  Uli.,  UujD.  Ci-.I 
Kmhloa  CoKod  lUk  Onffin,  5  ri 
Boi4  Ki^Hi  IDlli,  OriSit.  S  d 
Ontnl^IkrQrino,  It  ihvn  . . 
O^  Bk,  BmiHinOh  I  duTH. .. . 
Bk.  of  Shut}  DiiiTG^,  3  shurn.. 


Kurr  G^  "Bnjnnrictao  ihuH.. . .'.'.'.'. 
Jftckm  Bk^  Co.,  JukjOD,  Gl.  30  duja 

Coffi'l  Nil  Bk.,  ll«on,  10  iluna. 

aij  NH.  BL.  kun,  10  ikuM. ,  

□hMmI  Secuitn  &..  30  Aim 

Fint  Nil.  Bk.,  Buiurnlki,S  •bim. . . . . 


17.S3S 

3,870 


Totik.. 


»42,its     twm 


twjdTql.  . , ! ! 

FiUtnliOL... 


CbnUoD-ai 

HovHra,  On. . 


N7,00a      tl0112Ii 


Tbii  (ompur  mi  DnubBd  m  IMS 

. iliiItlN.     It  took  onr  tka  DDBBndliK 

Plocldi  Hoiaa  tB  AIl.  Ql,  N.  C.  ud  a.  & 


ATLA^ 

mC  CITY  FIRE  INSURANCE  COMPANY, 

Pmddcnl,  Gm.  F-  Cum-;  Seowirr.  Edw.oi  E.  S«l«r-     Or»i 

Atlantic 

ni»d.  IMH 

City,  N 

J 

Y«« 

/mUM 

as 

Nel              Net       i      Totid 
Smphu    .Fremlilnu     locome 

te- 

£5. 

Ex- 
pan 

SS,SS 

.^ 

IWV 

M 

"1 

1108,711 

131,14^       m.l7Z 

11  i 

14,011 

8,D0( 

110.321 
11,79] 

333,13! 

MO 

Toul  llabilitlB,  a«pt  o 

Cnpital  paid  up 

Surpliu  o^'c^  all  liabilitiei..  . . 

Total  liibiliiin,  capiul  n 


RISKS  AND  FRElCrilB:  Fin  rUi  Id  run  DvMmtnr  SI. 
tlfiUflmjfnaham  Itenda.  Ut;D08. 

BDBIHSSe  SIHCB  ORGANHATION;  PMBhuu  nnlnif. 
t30S,43»:  liiBBiiaU.tSt.Mlfc  diTldmda  daehnd,  laali.  t3e^00a 

MOR'nUaE  LOANSl  An  an  3t  loaB,  Mft«atl°( 
•llUOai  en  bit  mntiafn  oa  loiftand  pnpartv  (hoMi  and 
mH^n),  hi  raUnW  notloa  tl  Adantla  CKr.aelna  tui  Vnt- 
■or,  nlWat  tiaUSt.  qn  lAld  Ibt  raavanr  holdi  1131^  o( 

BOHSS  OWNED:  Vain.  Vain. 

So.  AUaatl*  Qt; tlVOO        tlft.WO 


nsjMO      (78.117 


HISCELLANEOnS:     _.__ 
tUOO.    Ompaii;  opantia  oo-. 

DlRECrOE^  On.  7.  Canto,  I.  0.  Adaaa,  Jaam  T.  Bow. 
WiniaD  Uord,  Am*  BaMnan.  ff liUan  Biddb.  H.  B.  ttoodrtdl. 
Lonb  KiMbDl^  WnUam  J.  BUiik,  Joimb  noMnL  Thoniaa  G. 
Shan.  Edward  £.  Sadar.  WtitaT  J.  Boibr.  Dand  FibaiiBiHiBm. 
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ATLANTIC  FIRE  INSURANCE  COMPANY,  Raleigh,  N.  C. 

Pi«ideot,C9mlnB.  Jabuoo;  Secntuy.G.  H-DortcL    Oitanind,  IMt. 


Ybak 

A^ 

Uneuned 

Net 

Snrplua 

Net 
Pieniiiuiis 

Tolal 
Inoome 

Loaaes 
Paid 

Div- 
idenda 

Ex- 
pcnaea 

Total  £z- 
pcsditurea 

Loaaea 
Incurred 

1909 
1908 
1907 

8216,835 
218,009 
205,299 

175,848 

857.132 
54,840 
50,788 
30.412 

830.063 
27.151 
27,512 
18,523 

$75,876 
75,706 
78,856 
61,846 

883,366 
83,763 
86338 

•80.148 

849,003 
85,785 
80,884 
18,661 

« 

$24,026 
24,344 
22,714 
20,654 

$83,029 
75,079 
63,048 
84,315 

848.949 
41,256 
82,328 

1808 

16,074 

•ladodes  826,000  aorplua  pud  m. 

ASSEXS,  DSCBMBKR  81,  1900. 

_     :  loans  on  real  eatate 

X.  C.  ^  ba^  $10,000;  St.  Mar/a  Sc.,  Raleigh, 
1924.  825.000  (maiket  value) 


Caah  m  office  and  bank 

Aflcots'  hftlanrrn,  not  over  8  moatha  due. 

latcreat  and  rcnta  aocroed 

Dne  far  trfaiaurance  on  loaaea  paid 

Dee  from  leinsoring  company 


Total  admitted  aaaeta. 


868,050 

37,000 

39,500 

45,419 

28,041 

933 

2,496 

897 

$216,835 


LiABXLiRBS,  Dbcsmbxi  31,  1909. 

Net  loaaes  unpaid  (including  81.850  ceaiated) . . 

Unearned  premiums 

Other  UabiUtiea 


Total  liabilities,  except  capital  and  aurplus 


Capital  paid  up 

Surplus  over  all  liabilities 


84,252 

57,182 

388 


861,772 

125,000 

30.063 


Total  liab&ilies,  capital  and  surplus $216,835 


BWBJLSD  FEKEMIUIIB:    Fbe  liaka  hi  foiee  Deeember  81, 
anhnaa  thereon,  8108i373w 
SINCE  ORGANIZATION:    Fremiuns  raoefved. 


826L7«Uaaaea  paid.  8128,782;  divldenda  dedaied,  eaah.  $25,000. 

MORTGAGE  LOANS:  There  are  22  loans  aggiMating  $68,060, 
prateded  I17  hnnnyved  eity  real  estate  valued  at  $145,000.  The 
coaipaay  holds  875,000  of  inaurasee  on  the  mortflaged  buildings. 
Tbeie  was  $172  of  interest  psat  doe  on  Deeember  31,  laat 

USCELLAKEOOS:  TUaeompanywaaorganlaed  to  December, 
nOS,  wtth  a  aubaerfbed  eapttal  of  $125,000,  and  began  buafneaa 


February  1,  1906,  with  the  fuU  amount  of  Ita  eapitai  paid  In. 
OompaDToperatea  only  In  N.  C. 

DIRECTORS:  Chaa.  E.  Johnaoo,  J.  J.  Thomas,  T.  B.  Womaek, 
A.  B.  Andrews,  Jr.,  Alf.  A.  Thompson,  E.  a  Hillyer,  H.  W.  Jaokson, 
H.  T.  Hioka,  Joasph  G.  Brown.  J.  E.  Shepherd,  Ivan  M.  Froetor, 
N.  A.  Dunn.  C.  B.  Barbae.  J.  8.  Wynne,  a  B.  Edwards,  .^sfalev 
Home,  Joe  Roaenthal,  Geocge  Howard,  John  Blue,  Wm.  M. 
Sanders,  F.  A.  Woodard,  T.  L.  Chiahohn,  Weaoott  Robertaon, 
R.  H.  Ricks,  W.  B.  Banow. 


ATLAS  INSURANCE  COMPANY,  Des  Moines,  la. 

President,  Wm.  Wilkinson;  Secretary,  T.  H.  Nelson.    Organised,  1905. 


VSAX 

Assets 

Unearned 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losaea 
Incurred 

I96i 

$583,156 
227,764 
222.088 

$130,232 
75,061 
66,314 
55,874 
41.675 

$56,979 
38,474 
41,399 
32,685 
14,862 

$142,446 

102,465 

92,986 

52,043 

19,082 

•8192,566 

*1 28,264 

*126,136 

•92,169 

20.281 

$72,499 

52,899 

44,373 

18,650 

7,685 

$95,721 
70,666 
57.976 
43,016 
19,234 

$168,220 

123,565 

102,349 

66,665 

26.919 

$76,839 

1908 

52,118 

1807 

46,890 

1906           IUJ0O2 

18,248 

mst 

100,986 

6,341 

•  Ksdodes  $35,259  aurplus  pokl  in  m  1906,  $23,717  m  1907,  $12,439  in  1908  and  $29,798  m  1909.    X  Business  from  July 
1  lo  December  31,  1905,  only. 


Aasns,  Dscembek  31, 1909. 

Keai  estate  owned  (book  value,  8300,000) . . 

Hartgsae  knns  on  real  estate 

Baofcfa  and  stocks  owned  (market  value) 

dA  B  oflice  and  ^anfc 

AgeaEs^  bslamTs.  not  over  3  months  due 

laserest  and  rents  accrued 

BOs  receivable 


Total  admitted  assets. 


8350,000 

134.852 

45 

63,281 

28.302 

4,436 

1,240 


$582,156 


Liabilities,  December  31, 1909. 

Net  losses  unpaid  (mdudmg  $800  resisted) $15,904 

Unearned  premiums 130,232 

Interest  ani  coounissions 1,490 

Real  estate  mortgages  payable 147,490 


Total  liabilities,  except  caiMtal  and  surplus . 


Capital  paid  up 

Surplus  over  all  liabilities. 


$295,177 

230,000 

56,979 


Total  liabilities,  capital  and  surplus $582,156 


RI3KB  AND  FREIinniS:  Flie  liaks  in  force  December  31, 
n&MJSOS;  pwmtnms  thewon,  8241,386. 

BEAL  ESTATE  OWNED:    Omnsts  of  five^toty  brick  buflding 
132x  123  la  itenii  of  bosiDeai  dktriefc.  Des  Moines.    CWried  at 
These  is  a  mortgage  of  $147,ffi0  on  the  property. 


KHEfQAOE  LOANS:  There  are  mortgagea  aggregating  $134,- 
83;  en  eKy  and  fium  ptoiwrtgr  valued  at  neazly  8  times  the 
inMiiit  hwBfiil  tVnmn  Ilie  company  holds  828,460  of  Insuiance 
safteb^ldta^:  no  intsiest  past  due. 

naCXLLAKEOUB:  Thia  company  waa  orsanised  as  a  mutual 
k  vm.  od  raoisaaiaed  on  a  atoek  baala  June  26, 1905.  Fakl 
19  eavitai  fcicwaaed  during  1906  from  840.000  to  $65,000  by 
i^  ynmenta,  sod  ndditSanal  amplua  paid  In  $35,259:  capital 
iifTvaaad  te  IM7  to  8100^000  and  SSi717  additional  snrplua 


paid  in,  and  in  1909  to  $230,000  and  $29,798  additional  surplua 
paid  in.. 

DIRECTORS:  Wm.  Wilkmaon.  Walter  Elliott,  B.  C.  Bowman, 
Alezandw  Mac  Rae,  Arthur  Reynolds,  T.  H.  Nelson,  Lovell 
Swiaher,  F.  G.  Bryner,  J.  M.  Cuahman,  E.  Q.  Ragsdale,  Chas. 
T.  Rogers. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agents 
Id  la.:  K.  P  Gohlmann,  J.  M.  Cushman,  W.  H.Melntire, 
J.  W.  Knight;  W.  L.  Nelson  &  Co.,  Memphis,  Tenn., 
general  agents  for  Ark.,  Tenn.  and  Miss;  Walter  Eliott,  state 
agent  for  Okla.;  H.  W.  CHarke,  state  agent  for  Wash,  and  Ida.: 
G.  A.  Mavon,  apedal  agent  for  111.;  Geo.  H.  Henshaw,  apedal 
agent  for  S.  D.  The  oompany  operatea  in  Ark..  Ida.,  lU.,  la. 
Mua.,  Mo..  Okla.,  S.  D.,  Tenn.  and  Waah. 
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ATLAS  INSURANCE  COMPANY  OF  ARKANSAS,  Ola.,  Ark. 

Pitflident.  O.  J.  Harkey;  Secretory,  A.  L.  George.    Oxiuiized,  1906. 


Y£AB 

Assets 

Unearned 
Premiums 

Net 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Divi- 
dends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 

1909 

t$83.848 

t83,611 

t78,906 

66,843 

$3,270 

10,294 

4,688 

600 

t$23,813 

—2,094 

817 

1,843 

$6,787 

*$19,047 

$3,741 

9,413 

6,904 

200 

$3,741 
14.998 

1908 

$6,686 
1,096 

tlL4Sfi 

1907 

11,097 
1,043 

U,097 
1,046 

8,000         ^i'OM 

1906 

*  Includes  $14,160  surplus  paid  in. 

t  Besides  the  assets  listed  above  for  1907.  the  cominAy  had  a  subscribed  capital  subject  to  call  amounting  to  $95,300. 

December  31, 1908,  the  amount  of  same  was  $96,300,  and  on  December  31. 1909,  was  $46,460.        — Impairment 


ASSETS.  DECEMBER  31. 1909:  Real  estate  owned.  $47,307 
bonds  and  stockB  owned  (market  value),  $14,660;  stock  loans, 
$635;  cash  in  office  and  bank,  $11,003:  acents*  balaooes,  not 
over  three  months  due,  $352;  totd.  $83,848.  LiabilitieK  Un- 
earned premiums,  $3,270;  capital  paid  up,  $56,766. 

RISKS  AND  FREMIUlfS:  Fire  rkks  m  foroe.  December  31, 
$211,625;  immiums  thereon.  $5,787. 

REAL  ESTATE  OWNED:  Oomprises  fann  lands  m  Yell, 
Logan  and  Oaighead  Counties.  Aik. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.         Value. 

B.  0.  ft  a  R.R $200  $200 

SlOCKB. 

Logan  Go.  bL 10.000  11.000 

OlaHoteL 400  400 

Home  Fire  Insursnce  Go. 1,000  1,000 

McOarroU  Bros.  Oo 500  625 

MiBsisBipm  Vall^v  Life  Ins.  Co. 250  760 

BankenCmStocL 500  500 


BoNM  AND  Stocks  Ownbd.— Conf.  Par  Market 

Stocks.— Con*.  Value.  Value 

DaidaneU  Bridge  Co $225  $225 

Mm.  Valley  Life  Ins.  Co 150  450 

Ola  Hotel  Co 176  175 

DaideneU  Bridge  Co 150  150 

Towill  Drug  Co. 75  75 

Totals. $13.626        $14.550 

MISCELLANEOUS:  This  company  was  formed  to  suooeed 
the  Home  Fin  of  Oklahoma.  Beeaase  soma  of  the  larger  ntock- 
holderB  live  In  Ark«Dasfl.and  a  company  of  stanllar  name  is  opsrat- 
leg  in  that  State,  It  was  deoided  bv  the  stockholders  of  the  Home 
Fin  to  virtually  perpetuate  the  Home  by  oisaniilag  a  new  com- 

nat  Ola.,  Ark.,  to  be  styled  the  Atlas  Insurance  Co.  of  Ark. 
le  meantime,  the  Home  Fire  hss  suspsnded  the  writing  of 
wm  business,  but  will  continue  to  carry  the  hisuranee  on  its  books. 
DIRECTORS:    0.  J.  Harkey.  S.  R.  George,  Dr  J.  N.  George 
A.  L  George.  W.  T.  Bbunt 


AUSTIN  FIRE  INSURANCE  COMPANY,  Dallas,  Tex. 

President  Geo.  W.  Jdoolck;  Sectetey,  A.  F.  tBht    Orguiwd,  1(02. 


YXAK 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

£z- 
pcDses 

Total  Ex- 
penditures 

Losses 

1909/ 

1008 

1907 

1900 

1906 

$488,906 
484.601 
482.627 
461,769 
643,247 

$169,473 
146,183 
153,383 
146,738 
133.240 

$100,186 

102,600 

88.496 

60,630 

67,669 

$222,106 
184.716 
191,903 
213,338 
222,031 

$256,698 

•216,167 

•236.191 

247.613 

248,083 

$138,670 

126,071 

120.193 

296,862 

80.831 

$20,000 
9,837 

7,749 

$93,284 
83,728 
84,962 

106,441 
91,734 

$261,864 
21^636 
206,166 
416,M7 
180,314 

$132,310 

109,000 

122,360 

316.374 

87.088 

*  Includes  $19,668  surplus  paki  m  in  1907  and  $1,093  in  1908.        /  Statement  according  to  Texas  standard. 


Assets,  Dsckmbem  31, 1909. 

Real  estate  owned  (book  value) $14,057 

Mortgage  loans  on  real  estate 400.996 

Cashin  office  and  bank 32,009 

Agents'  balanceSk  not  over  3  months  due. 28,852 

Interest  accrued. 9.509 

Other  assets 3.483 


Total  admitted  assets $488,906 


LiABiLiTiKs.  Decembbs  31.  1909. 

Net  losses  unpaid  (including  $1,650  resisted) 

Unearned  premiums. 

Reserve  for  contingencies 

Other  liabUities 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities. 


$15,747 

159,473 

10,000 

s,5oa 

$188,720 
200.000 
100.186 


Total  liabflities,  capital  and  surplus $488,906 


RISKS  AND  PREMIUMS:  Fira  risks  in  force,  December  31. 
$18,605,395;  premiums  thereon,  $318,911. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$1,149,620;  lomes  paU.  $631313;  divxiends  declared,  cash,  $97,- 
809. 

REAL  ESTATE  OWNED:  Oonsists  of  one-half  Interest  fai 
an  offioe  bufldfaig  hi  HigUand  Park  addition.  Dallas,  owned  and 
oeeuplad  jointly  with  the  Oommonwealth  Fire  Insurance  Company, 
book  value,  $10,000,  and  an  1100-acre  ranch  in  Tex.,  book  value 
$4JM7. 

MORTGAGE  LOANS:  There  are  340  k>ans.  sggregating 
$40^996  on  improved  dty  and  farm  propvties  hi  Tez.,  valued  at 
$1,99,811.    None  of  the  hum  exoeeds  $8,000  fat  amount 

MIS(3ELLANE0US:  Capital  paid  in  was  orlgfaisUy  $100,000, 
and  was  tacnased  by  quarterly  payments.  Increased  in  1908 
from  $116,840  to  $240,154;  in  lOOTto  $258,291.  snd  fai  1906  to 


$318,075;  reduced  hi  1906  to  $200,000;  fai  1907,  $19,668  addl 
ttonal  surplus  paid  fai  and  In  1908.  $1,003.  All  payments  tamdi 
on  account  of  $46,367  stock  notes  were  transfwred  to  surplua 
Oonfla^attoB  kwes,  Balto^  1904,  $17,000;  San  I^nmcteeo,  1006 
$105,416. 

DIRECTORS:  Geo.  W.  Jalonick,  J.  B.  Adoue,C. a Slaoiditer 
Alex.  Sanger.  F.  C.  Oslller.  T.  W.  Griffiths,  J.  ETWhltesellerR.  S 
Tnmni.  Alex  Coke,  Theo.  Buhler,  A.  D.  lUlioy.  Jos.  Faust,  Q.  W 
Little6eld. 

FIELD  MEN  AND  TERRITORY  COVERED.  WhiUen  d 
Hancock,  N.  Y.  Cv..  general  agents  for  N.  Y.;  J.  E.  Anderson 
San  F^andsoo,  C$L;  R.  W.  Mayo,  adjuster  for  Tez.;  smsda 
agents  for  Tex.:  E.  Haueisen,  £.  S.  Kean.  Heniy  George,  F.  E. 
wiekes:  W.  S.  Leake  for  Ark.  The  company  operates  in  Ark. 
Gal..  lU..  Ky..  La..  Mkc  N.  Y..  N.  J..  OkfauTf^.  Tez.,  Utah  anc 
Wash. 


KEPORTS  OF  FIRS  INSURANCE  COMPANIES. 
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BEN  FRANKLIN  INSURANCE  COMPANY,  Pittsburg,  N.  S.,  Pa. 

Pioident,  Suinid  MfKnlght;  Scaeuiy,  &  J.  Cfoai.    OduiiBd,  18M. 


YsAS 

«     1         Uaeanied 

Net 

Net 

Tolal 

Loaaes 

Div- 

Ex- 

Tolal  Ex- 

Losses 

Surplus 

Income 

Paid 

idend« 

peoaee 

penditures 

Incurred 

1999 

$860,185 

$412,646 

$197,612 

$494,106 

$534,308 

$252,610 

$32,000 

$208,021 

$486,631 

$257,395 

190B 

812^77 

807.164 

175.948 

486.212 

527.499 

271.279 

33,000 

195,733 

409.012 

207.073 

1907 

785.778 

379.163 

170.880 

480.951 

535,975 

206,086 

32.000 

187.006 

425,002 

210,088 

1906 

683.258 

298,113 

157.815 

371,177 

408.557 

155,016 

83,000 

144.188 

381.199 

144.401 

1905 

600.600        250.476 

125.091 

308.375 

334.282 

122,665 

38.000 

114,129 

204.794 

140,837 

31. 1009. 

Real  estate  ovned  (book  Tslue) $84,106 

Mortoage  loans  on  real  estate 604,070 

CiAni  office  and  bank 38.279 

.Afeoti^  balances,  not  over  3  moaOis  due 62,711 

Isterest  and  rents  accrued 10,819 

CHbcraasels 200 


Tocal  admitted 


$860,185 


LlABIUTXES,  Dbcembek  31.  1909. 

Net  losses  unpaid  (none  resisted) , 

Unearned  pcrmiumn. 
Otider 


Total  liabilities,  except  capital  and  surplus . 


Capita]  paid  up 

Surphis  oTcr  all  liabilities. 


$43,556 

412,646 

6.371 

$462,573 
200.000 
197.612 


Total  UabUities,  capital  and  surplus. $860,185 


AHD  FBEIIIUIIS:  flie  risks  in  fores 
pvemhiBis  thaiean,  $7a8»805. 


31. 


BDStNESS  8INCB  OROANIZATION:  Premiiims  reeeired, 
SilOUQO:  bssea  jMld.  $1,988,076;  dlTidends  dedared.  cash. 
SI5I.301: 


$4|£oOQL 


R£4L  BBTATB  OWNED:  CbuiBts  of  two  two^tory  briek 
t^dmgf  on  Maenolia  st.  FtttsbozK*  valued  at  $4,043;  a  tivo- 
Mar  briek  and  stad  oiBoe  bidding  at  130-122  Oh»  st.  West. 
FSttrfyucs,  N.  &.  earned  at  eost.  $72,044;  a  dwdlinff  on  44tii  si., 
Tiaimg,  vaiiMd  at  $2340,  and  4  dudUaci  on  Gladstone  st' 
at$5.17L 


MOBIGAGE  LOANS:  Thece  an  237 
t664j078.  aad  seemed  bj  praparties  estimated  to  be  worth  about 
dc^de  the  aaomfis  kMuwL  TlMce  is  but  $U88  of  Inteiest  ovei^ 
dne.    TbehiSBst  loans  are  one  of  $22,400  on  800^12  Sandusky  si., 


Fttlibnf,  N.  a.  Talnad  at  8S4.001K  aad  one  of  $88,000  on  138-130 
W.  01ik>  St.,  FlMsboif  *  N.  a,  Talued  at  $00,000.  There  an  few 
kwoa  ezeeeohic  $5,000  In  amouni. 

MISCELLANEOUS:  Q^iital  iaeressed  in  1904  from  $150,000 
to  $200,000.    Conflagration  kiss.  Baltimore.  1904,  $14,137. 

DIRBCTTORS:  R.  J.  Graham.  R.  C  Tannehill.  Jr.,  Samuel 
MeKni^t.  Thomas  Kenyon.  R.  V.  Pitcaim.  John  A.  Hermann. 
Jr..  Joseph  C.  Borter.  James  W.  HalL  Thomss  C.  Piteaim.  Jas.  H. 
UeiDutoheon.  W.  D.  Henry.  Harry  B.  In^am.  Jamea  B.  Jones, 
Lewii  Irwin,  Jolm  D.  Kramer. 

HELD  MEN  AND  TERRITORY  COVERED:  J.  A.  Mo- 
LaudiUn,  general  scant  at  home  oflioe;  Wm.  T.  Betts,  speefal 

rit  for  E.  FiL  N.T.  N.  Y.  and  Md.;  ,  ^eeial  agent  for 
Pa.;  W.  W.  Williams,  special  agent  for  Mass.  and  Conn.; 
The  oompany  operates  in  CUo.,  Conn.,  D.  C,  HI.,  Ind.,  Ky.,  Md., 
Mass.,  MidhTMo.,  N.  J.,  N.  Y.,  0.,  Ru.  R.  I..  Utah  and  Wis. 


BIRMINGHAM  FIRE  INSURANCE  COMPANY,  Pittsburg,  Pa. 

Pkeaident,  Charles  Melling;  Secretary,  E.  G.  Scholse.    Organised.  1871. 


Yeas 

Assets 

Unearned 

Net 

Net 

Total 

TjQDflCl 

Div- 

Ex- 

Total Ex- 

Losses 

Premimns 

Surplus 

Pmmmma 

Income 

Pakl 

idends 

penses 

penditures 

Incurred 

1900 

$420,953 

$70,892 

$141,346 

$72,125 

$08,461 

$30,878 

$20,000 

$36,068 

$86,446 

$32,873 

1908 

411,252 

62,279 

142,780 

60,268 

80.720 

21.640 

20,000 

26.673 

68,313 

23,413 

1907 

400,015 

58,677 

141,516 

58.900 

78.276 

23,303 

20,000 

23,541 

66,844 

26,646 

1906 

J01.J06 

48,375 

140.638 

51.388 

70.624 

13,496 

18,678 

50,174 

14,915 

1105 

mjS2Si 

d6,S80 

184.257 

42,250 

61.038 

10.625 

IS^OOO 

19,139 

47.764 

12,770 

Assets,  Dzcember  31,  1909. 

B^al  estate  owned  (book  Talne) 

Hartgagt  loans  osi  real  estate 

CiA  m  office  and  bank 

hlfstt^  halanrrm,  not  over  3  months  due 

hsbofst  aad  rents  accrued 

Bib 


Total 


$24,536 

335,155 

43,295 

9,754 

7,858 

356 


$420,953 


LiABiUTiES.  Dbcehbem  31,  1909. 

Net  losses  unpaid 

Unearned  proniums 

Other  liabiUties 


Total  liabilities,  except  capital  and  surplus . 


38,612 

70,802 

103 


Capital  paid  up 

Surplus  over  all  liabilities. 


$79,607 
200,000 
141,346 


Total  liabilities,  capital  and  surpltis $420,953 


RISES  AND  PREMIUMS:    Fire  ifsks  fn  foiee,  Deeember  81, 
tIU77J98;  pferaioms  thereon,  $1344»17. 

BCSDiEaS  SIN<X  0R(3ANIZATI0N;    Premiums  reoelved, 
tUmASOi  hMespsid.  $480329;  dMdends  dedaied,  eash,  $455,- 

m, 

REAL  E9TATE  OWNED:    OomMs  of  eompany's  home  offiee 
bi^dhsg  eanfed  at  book  value. 

MORTGAGE  LOANa-    Tlftere  are  189  knns  sgsngatrag  8335,- 
1S5  OB  ptupeity  T^oed  at  eoaskierabfy  more  uan  double  the 
It  losaed.    These  was  $3,004  of  mterest  psst  due  on  De- 


eember 31  last    The  company  holds  ample  fire  insuranoe  on  the 
mortgaged  buildings 

MISCELLANEOUS:  Capital  Inereased  in  1879  from  $148,000 
to  $171,410,  and  in  1880  to  8200.000. 

DIRE(7rORS:  (Tharles  Melling,  WUllam  R«ke.  Leonhaid 
Kaufmsq,  John  Rudolph.  Charles  Sehmels,  Frederick  Buehler, 
George  Uofmeister,  William  Henning,  Fteter  J.  Keelmg,  Geo. 
Dlehl,  John  Sfe'erth.  J.  E.  Roth. 

TERRITORY  (XDVERED:    The  company  operates  only  in 
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BLUFF  CITY  INSURANCE  COMPANY,  Memphis,  Tenn.J 

Pnaident,  W.  A.  Oace ;  SecnUry,  W.  H.  Moore.    OigulBed,  187L 


Ybab 

AflBeto 

Unearned 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

0IT- 

idends 

Ex- 

pensei 

Total  Ex- 
penditnres 

Losses 
Incurred 

1909 
1908 

$125,625 
116,916 
115,401 
125,284 
121,168 

$12,092 

10,614 

110(29 

12,479 

9,959 

$7,491 

4,801 

989 

10,255 

11,209 

•$14,005 
11,672 
13,193 
16,127 
14,889 

$21,440 
17.982 
18,899 
22,677 
20,746 

$2,840 
3.684 

16,014 

825 

1,804 

$4,000 

$14,169 

10,420 

10,606 

9,786 

10,572 

$21,019 
14,104 
84,620 
18,611 
16,876 

$4,160 
8,6S4 

1907 
1906 
1905 

8,000 
8,000 
4,000 

12,071 
8,825 
1,804 

*  Indudes  $2,678  marine  premiums. 

As8KT8,  Dbcembxk  31, 1909. 

Real  estate  owned  (book  value,  $2,036) 

Bonds  and  stocks  owned  (market  value) 

Collateral  loans 

Cash  in  office  and  bank 

Interest  accrued 

Bills  receivable 


$8,087 
41,119 
33,982 
8,237 
67 
54,184 


Total  admitted  assets $125,625 


LlABILimS,  DxCEMBUt  81, 1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


$820 

12,092 

5,722 


Total  liabOitiea,  except  capital  and  surplus. 

Capital  paid  ud 

Surplus  over  all  liabilities 


$18,134 

100,000 

7,491 


Total  liabilities,  capital  and  surplus $1 25,625 


RISKB  AND  PKEMIUMB:    Fire  risks  in  fores,  Deeember  81, 
$1,268,945;  pfemhuna  tiieteon.  $28,254. 

REAL  ESTATE  OWNED:    CXnnprises  a  lot  on  Vanoe  st. 
Memphis  aad  8%  of  a  50Hiore  tiaet  cSf  suburban  property. 

(Transacts  both  fire  and  marine  insurance. 


mSCELLANEOUa-  CatML  ledoesd  from  $150,000  to  $100,000 
In  1806.    Oompaay  operates  only  In  Teon. 

DIRECrrOBS:    H.  If.  Neeiy,  Jr.,  8.  H.  Brooks,  W.  H.  Moore 
J.  N.  FaQs,  W.  A.  (iacs. 


BOSTON  INSXJRANCE  COMPANY,  Boston,  Mass.  § 

President,  R.  B.  Fuller;  Secretary,  Freeman  Nickersoa.    Organized,  1878. 


YXAE 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Totsl 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 
1906 
1905 

$5,975,054 
5,234,005 
4,804,569 
4,998,363 
4,427,651 

$1,783,854 
1.491,001 
1,407,755 
1,319,441 
1,071.866 

$2,751,553 
2.286,436 
1,964,842 
2,297,448 
2,061,125 

*$2,856,609 
2,308,286 
2,401,580 
2,227,025 
1,887,086 

$3,098,909 
2,513,358 
2,629,016 
2,241,265 
1,986,470 

*$1,320.902 

1,356,676 

1,171,644 

1,019,487 

883,638 

$300,000 
180,000 
200,000 
120,000 
120,000 

$977,492 
802,388 
776,431 
665,992 
583,427 

$2,598,394 
2,389,014 
2,148,075 
1,805,479 
1,587,065 

$1,267,883 

1.390,866 

1,193,013 

1.095,705 

•12,014 

*  Includes  $1,508,779  marine  premiums  and  $778,879  marine  losses. 


Assets.  Decxmbsk  31, 1909. 

Real  estate  owned  (book  value.  $40,129) $40,000 

Mortgage  loans  on  real  estate 720,100 

Bonds  and  stocks  owned  (market  value) 4,220,260 

Collateral  loans 64,100 

Cash  in  office  and  bank 384,680 

Agents'  balances,  not  over  3  months  due. 461,945 

Buls  receivable,  taken  for  premiums. 56,813 

Interest  accrued. 26,688 

Other  assets 1,669 

Total  admitted  assets $5,975,054 


LiABnjTixs,  December  31, 1909. 

Net  losses  unpaid  (including  $35,715  resisted). . . . 

Unearned  premiums 

Other  Uabulties 

Total  liabilities,  except  capital  and  surplus. . 


Capital  paid-up 

Surplus  over  ail  liabilities, 


$352,205 

1,783,864 

87,3^2 

$2,223,601 
l.OOO.OOO 
2,751,553 


Total  liabilities,  capital  and  surplus. $5,976,054 


RISKS  AND  PREMniMS:  Fin  risks  in  force  December  31, 
$2tt,763,378;  premiums  thereon,  $2,387,426;  marine  and  Inland 
risks  in  foroe,  ^431,873;  premiums  thereon,  $1,031,976. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived' 
$4^931.231;  kMses  paki,  $27,748,581;  dlvkleads  deolared,  essh, 
$31640,000. 

REAL  ESTATE  OWNED:  Consists  of  i«operties  at  Main  and 
CHS  sis.,  Yarmouth,  N.  S,  valued  at  $6,000;  at  Harvard  ave. 
and  N^des  road,  BrookUne,  Msss.,  valued  at  $6,000;  at  30  St. 
Pkul  St,  Brookline.  Msss.,  valued  at  $20,000;  and  at  35  Addington 
road,  BrookUne,  iCass.,  valued  at  $8,000. 

MORTGAGE  LOANS:  There  are  62  k>ans,  of  whioh  28  are 
each  for  $10,000  or  more.  Tbev  are  all  secured  j^  Mass.  property, 
dilefly  located  In  Boston  and  Its  subuHas.  Tne  total  amount 
of  loans  ($720. 100)  is  only  about  one-half  of  the  estimated  value 
of  the  seeuritles  ($1,380,400).  One  loan  of  190.000  is  uoon 
275-285  Congress  st-^Boston;  one  of  $40,000  is  upon  138  Uj 
st;  another  of  $M,000  is  upon  oroperty  at  Glendoo  and  Eagle 
sis.;  one  of  $22,000  is  upon  OlJMIlo  Atlantic  ave.,  and  one  of 
922,000  m  upon  2  and  4  Cypress  Place,  BrookUne.  There  was 
$2,585  of  interest  peat  due  on  December  81,  Isst,  but  the  due 
date  for  dl  sueh  interest  was  December  31. 


COLLATERAL  LOANS  an  ss  foUows: 

Securities. 

Bangor  A  Aroostook  R.  R.  Go 

Aroostook  Construction  Co.,  (stk.  tr.  etO 

No.Tg.Co. 

Bsngor  Inv.  Go.  (par  $1) 

Union  Ins.  Go.,  Bangor,  Me 

New  lUver  Co.,  p 

Personal  property 


Market 

Value. 

$7,0001 

62/N)0 

2,000 

2,000. 

1.105 

68,000 

5,000 


$30.00 

«o,ooi 

3,50 


Totab $147,000       $64.10 


BONDS  AND  STOCKS  OWNED: 
Bonds. 
Cy.  of  Boston,  wat  sup.  1910,  4% . . . 
Cy.  of  Boston,  wat  sup..  1920.  4% . . 
C^.  of  Boston,  park  loan,  1921, 4% . . 
Cr.  of  Boston,  Columbus  ave.,  192i, 

City  of  FUl  River,  1916, 4% 

State  of  Qa.,  1915,44% 

State  of  Qa.,  1916. 44% 

State  of  Ga..  1918,  »,*28,34%.... 


Value. 

$10,000 

50.000 

50,000 

100,000 

85,000 

2,000 

8,000 

1,000 


V»lue 

$io.oo 

51  .DC 

51.00 

102,00 

2,iC3 
3«lj 
1.0C 


S  Transacts  both  fin  and  marine  Insurance. 


SEPOKTS  OF  FIBS  INSUBAHCE   CX)UPANIES. 


BOSTON  INSURANCE 

Btna  i»  Snca  Ownn.— CtaL  Fw 

Bc«a.-<W.  VihB. 

Si»i*eiak,U30,»% |3,IX« 

»uc(Ja^lt)B,l(% IMO 

ittidTbm,  bisons  km,  lax  aaatt, 

im.H% ^ TT:  11,000 

3uK  of  KiK.  NcUepoUtu  imno 

bu,tuoaBpt,IH«.3t% ..  ii.«X> 

Uaat  *  Saq.  R.  R.  Co,  im  U%.. .  10,000 

Ati^  Tup.  tSuta  Ft  R.R.  Oi>..l*H,4%  MOOO 

4M.TB.*aPsa.R.Ckk,ad].IMS.4%  UOOO 

B-^maew.Rr-ia3S.i% NUWO 

Biiitga4AB>.KXual% SO.OOO 

Bg*B  k  ImeD  R.  B.  Co,  ISO;  1%. . .  AtOO 

BoikaAllKKJUUai.4% WDOO 

ai-BK.*(hAHrB.&CiLiftzi,4%.         looo 

RuUhi  R.  &.  Cb^  ItuTfib fOOOO 

rUiUm  R.  R.  Cdm  1S77. 4%. 10^000 

FickbBi  R.  B.  a>^  itn,  m,.. noDo 

Il.CaiL(L«^TJlbDiT.}lllU.3tfi...  3M0O 

KwE  Cntnl  B.R.  Co.,  r.  n.,  IBI4. 4*?^ . .  10,000 

]!T.U  H.B.  ILRXo.  (L  8.)  Hig,  34%  30,000 

ST-CA  HJ.  B-RXo.  CI.  B.)  ItK  »% ,  10,000 
N.  ¥..  !■.  H.  A  U.  ..^  CkL,  er.  d.,  UH8, 

S^     41,700 

V  r,  N.  H.  A  H„  w.  i,  lau  11%  . . .  rjBO 

^l^d  OiltBT  R.  B.  Co^  Un.  4% 13,000 

•  1^  fMoKj  ^R.  Co..  ira.  3i% as,ooa 

Ontn  Bkort  Um  Br.  Co,.  IVK  0%  . .  10,000 
Onn  ai*t  Um  Eb.  Od.,  (t.,  I»4S,  S%  SOO 

SiPk.  Cii,m..  MM,  4% S.00O 

&  R}.  OCL,  ISet,  4% .  1,000 

I.  L  *  au  Fna.  RJL  Co.,  (d.  Id.. 

tH7.  W  JSflOO 

«™iEodSt.Hj,13]o,l-        aoOO 

Wat  EBd9LR>. .....  ii..i:.  i% tmna 

Wf^skiRiL£  (V,..  £[(11.4'', tsm 

riK  Cat.  On.  I»4'J  1'^  11,000 

art(3aM.ihip<-..,lli31,5'-:   U0,0Q0 

i.^maJUvCo^\^-J7.^'\         10,000 

"ifliiij  fiinndili     •      i<<h.;,'i 100.1100 

KaU^MBfLST:  '-....  ]9|0.r,^ HUIOO 

anxn. 

hriiia  *  ASan  B.  R.  0) W.DOO 

B<Bt»  Elmtad  Rj.  0) 119.000 

Bi^a  A  lonli  R.  R.  Co 10,000 

Hrshn  A  MabK  R.  B.  Co  cma. 10.000 

Guadu  Pk.  Rf.  Co..  com., 34,000 

CuadaiB  Fk  Rr-  Co 

auKL^ai^  Pui  Rj.  Co.  tDCD- 40.000 

att^mL*st.¥viRi.Ca.,f... laooo 

CoBL  i  l-M.iiip^  R.  B.  Co.i>- , .  7J0a 

M.*HDd.Q> 75.MIO 

Ridtw*  R.  B.  Co.  p. 2S,0OO 

■ii  iiiiii  111 r  r.  Til 5.000 

VT.CAH.  B-R-R-Co 130,100 


COMPANY,  Boston.    Mbsi. 


N,  T.N.H.4H.a.R.Clp MM 

N.  Y..  N.  H.  4  H.  R.R.  D) IIM.OOO  l^MO 

.V  ">-rn  r^r.  Hy.  Co 10,000  14.800 

0                   !i  To     81,000  loajwo 

I'                     -.vMtBO: 1X5,000  SEM> 

>.    ■  .    ■     .   ..i:-        11,000  UiSO 

1  •     I.  I(    '■„,  r^a 10,000  10,800 

.^Llanllc  bli.,  Borion,  HlB laOOO  IS.O0O 

UruuklUw  Bk..  BiddUIu,  Hu 10,000  20.«» 

F[ni  Bk.,  BMoii,  HiH 30,000  ULMO 

KintBk..Silimllw.<lnlKi.) 10,000  1,000 

Grond  Rk.,  HwhMind.  Hi» 1.700  l.MI 

M-iranlilc  Bk.,  Sal™.  Uu>     10,000  lOJOO 

M.   ■■  .!■     ,             ■..:.  V...-^  10,000  118,000 

>'         (puUO).  6.000  8,300 

"H 10,000  17,«10 

"■« 30,000  K30a 

Siw,  II..,  u««»,  tu.  30,000  H,800 

TMKiBtBk..  BoKocMuLdnllq.) 8,000  SO 

WelHlwAAIl>iBk.,fia(oa.lbB 18,400  37.730 

Amu.Sngu.Rcl.  Co-p. 30,000  tS.000 

Amv.  TL  A  Tf.  Q> 100,000  lS8,inD 

EdlMa  EL  IPe.  Od 80.000  ni,«0O 

Oentnl  Ebctrie  Co 10.000  W.IOO 

FdUiuhCo 80,000  <U.000 

UsdowTltn/ Sdno  Co,  ol  N.  Y 800  300 

ToUla  (book  nltK,  13,835,383). . . .     38,084,400    14,110,380 

KISCEIXANEOrB;  Prioc  te  UN,  lUi  oompuj  na  umal 
the  Baton  lUrine  iDauniKe  Compony.  Cipftu  iDcnued  tana 
3300,000  to  3300,000  In  lS7t  udio timWO  Is  1S8L  Con- 
tunUon  kH.  BilUiuon.  1001,  1188,335.  Coidhm  buMcta 
both  An  *Bd  bhIh  Inniut*.  Vttm  at  depodt  la  Oi.,  310,110. 
Tkk  oomnuT  oni  3301,800  lou  Tajua)  o(  Ih*  Mock  ol  Uw  Old 
CokKU  ItTCn..  nloMJ  mt  SSkCwO,  whkh  ta  not  tadnded  imoni 
Itii  uiiiitt«d  ■■Biti.  Loan  by  Suk  Fnadato  DonBumtloii, 
IMS.  3H,280  (Dvlin  only). 

DIRECTORS:  Ridmb  B  Pulkr,  WllUun  H.  HiU,  Wm.  B. 
Uanlii.  Fruk  B.  Dok.  IdmI  E.  Dhdw,  CUrln  AsUd,  Hnbwt 
Pu  Ib,  EofiH  P.  QvTir,  Jma  W.  Dmibr.  Fnak  B.  HeQiota, 
WiUiuB  R.  Hedge,  Edwud  E.  BlodfetL 

HELD  MEK  AND  TERRTFORT  COVERED:  Edmuid  Wkn- 

Fnnk  b.  CbuiKO!i)diatHJud  W.  S.  'Qulntf rro,  PDDibkHpi4e* 
nccisi  unU  for  N.  V.  SUIC:  HiroM  Hukina.  Fil^eJphB. 
I^,  tvtati  ucnt  (01  Euttni  Fl.  H.  J.,  DcL,  tU.  ud  dTC: 
Hinld  A.  Kmir,  Fitlaburx,  Fi..  ipeeiaJ  utnt  for  WMlem  F«.: 
AiTnd  H.  mill.  BoMon.  Hul,  qwdd  Mnt  [or  No.  New  Enjilud: 
Ju.  W,  Honbiwiy,  Kf>  Bivn.  Conn.,  medal  ifenl  lor  Bo.  H«w 
Enilud.  TbecDiiiiKiuDiitnUilDiU  tbeStilniuidTenltariei 
or  Ih*  U.  S.,  except  aTil,  Alu.  Arii..  IdL.  Hh.  Ilont..  K«.. 
N,  H..  N.  C.  8.  G,  W.  Vi  ud  Wyo. 


BUFFALO  COMMERCIAL  INSXJRANCE  COMPANY,  Buffalo,  N,  Y. 

PreBdcnl,  Chiria  Grobcn;  Sccntnrr,  Geo.  H.  Hofhebu.    OrgiuiiKd,  18M. 


Viu 

A-     IJSSSl   sS'» 

Nel 
FremiunH 

SL 

"sr 

DiV-              Ei-       1  Total  Fj- 
idcDdi          peiue.     ;pei>diK«» 

i^^?^ 

1 

•Sf:SS 

M3.eiO 

Sg£1 

ii 

t  83.181 
33:3K 

383,000 
144,348 
374,783 

'iii 

81.398 
18:906 

ISIOOOI       114!4S< 

iil 

»i?gfil 

174.974 
178,348 
118,920 

I>nEaC  240  Elm  It.  Be 

BcpAtrt*iia4  (muket  r>Ji 
rwt  ■  office  iuhJ  tnnk.  . 


334,477 

ST9,S13 

10.000 

6.000 


30 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


BUFFALO  COMMJe^RCIAL  INSURANCE  COMPANY,  Buffalo,  N.  Y,—ConHnM€d. 


RISKS  AND  FREMrUlCS:  Flro  riab  in  Com  Deeembtf  31, 
$60,952,330;  premioDS  Ouraon.  $544,986. 

BUSINESS  SINCE  ORGANIZATION:  Pnmiuraa  noeiT«d 
$3,011,389;  looea  pud.  $1,584,535;  diyidndi  deoUred.  cash, 
$123,000. 

MORTGAGE  LOANS:  Tha  eoiOMiur  holds  67  mortmei, 
affireatbu  $145,215,  all  weund  by  Buffalo  propertlei.  Ooxj  4 
•zeeed  $5,000  In  amount,  the  lamat  being  for  $10,000.  The  total 
raluation  of  the  propertiea  loaned  upon  to  $399,218. 

BONDS  OWNED:  Value. 

Erie  County,  N.  Y^4%.  1929 $14,000 


City  of  BdraIo,'3i%.  lili-Z' '.".'.'.'.'.'.        mjOOO 
City  of  Buffalo,  4.  J.  A  D..  1919-39 . . . 


OUy  of  New  YorUI%.1917^ 

Atbatfe  Cbaet  Line  R.Rr  4%,  1952... 

Chie..  MIL  ASt  P.  R.R..  5%,  1021 

Wabash  RR,  1  m^  5%,  1939 

West  Shore  R.R,  1  m.,  4%.  2361 

U,P.  RR  Co..  1.  DL,  and  nf .  bds.  4%,'06. 
Del.  k  Hudson  Co.,  nf.  bds.  4%,  1943.. 


100,000 
100.000 
10,000 
10.000 
10.000 
10.000 
10,000 
10,000 


Maiint 

Value. 

$14,280 

113,800 

102,200 

93.060 

9.600 

10.900 

11,300 

10.200 

9.800 

10,000 


Totals  (book  value.  $883384) $389,000      $385,130 


MISCELLANEOUS:  At  oifanlaatton  of  eompaov.  $4(L00O  of 
BUiplw  was  paid  In.  Stoekholden  paid  in  $4M50  adStlonal 
suipl  w  In  19(Band  $760  In  1908. 

DIRECTORS:  Charies  Groben.  Ollrer  J.  Egiert.  Hennr  E.  Boiler. 
John  G.  Wiekser,  WiQiam  G.  Houek,  William  J.  Beyer,  If.  C.  Milk. 
Geoife  W.  Goeta,  Geone  W.  Sehmidt,  Edward  L.  Koons,  John 
Benstead.  George  P.  Urban.  Frank  A.  Kraft.  Louis  P.  Adolff. 
Alfred  A.  BeixlekiGharies  A.  Georiw.  Edwin B.  Eaert,  Jaeob C. 
Dold,  Ehnors  A.  WlQetti,  Geo.  H.  Hofhsms. 

FIELD  MEN  AND  TERRTTORT  COVERED:  Chas.  J. 
Herbold,  jeneral  afsnt,  Buffalo.  N.  T.;  John  &  Beer,  raedal 
agent,  Bdlab,  N.  Y.;  Heniy  M.  Miller,  vpedal  acent,  Buffalo,  N.  Y.; 
W.  CL  Thmeer.  Buffalo,  N.  Y.,  apeeU  aaent;  W.  F.  Abbev, 
Deoorah,  la.,  arnelal  afsnt  for  la.  lOnn.  and  Neb.;  Arthur  Bendi, 
spedal  aient,  St  Louto,  Mo^ior  Mb.;  H.  J.  Laabin,  Obleaco.  IIL. 
ipeelal  agent  for  lU.  and  Wto.  The  eompany  opeimtes  In  Conn., 
ni.. Ind.7la, Mass., MieL, Mtauu,  Mo.,  NebirN.  O.  Y.. 0.,  Fa., 
Ey.,  D.  a7Md.,  Gob.  and  Wto. 


BUFFALO  GERMAN  INSURANCE  COMPANY,  Buffalo,  N.  Y. 

President,  John  G.  Wiekser;  Secretary,  Chas.  A.  Georger.    Orvsnized,  1867. 


Ybak 

AsKts 

Unearned 

Net 

Surplus 

Net 

Premiums 

Total 
Income 

Paid 

DiT- 
Uends 

Ex. 
pcnses 

Total  Ex- 
penditures 

Incurred 

1900 
1908 
1907 
1900 
1905 

$2,446,555 
2,352,010 
2.339,178 
3,311,343 
2,413.100 

$590,602 
587.932 
608,904 
594.078 
505.213 

$1,567,804 

•  1,515.720 

1.500,800 

1.470,214 

1.634.627 

$601,265 
580.058 
623.891 
677.385 
540.274 

$707,002 
686,687 
714.492 
780.146 
685.253 

$260,526 
378,723 
297,189 
548.530 
226,967 

$60,000 
60.000 
60,000 
40,000 
60.000 

t$267,696 
260.146 
257,827 
293,123 
224.655 

$588,222 
698.869 
015,016 
881.653 
610.622 

$264,813 
308,190 
375.132 
572.320 
380.498 

Assets.  Dscbmbsr  31,  1909. 

Real  estate  owned  (book  value) $352,049 

Mortgage  loans  on  real  estate 376,200 

Bonos  owned  (market  value) 1,384.521 

Collateral  loans 14,000 

Cash  in  office  and  bank 231.306 

Agents'  balances,  not  over  3  months  due. 78.146 

Interest  and  rents  accrued 10.333 


Total  admitted 


$2,446,555 


LiABiunxs,  Decbmbzr  31,  1909. 

Net  losses  unpaid  (Including  $4,438  resisted). . . 

Unearned  pruniums , 

Reserve  for  contingencies 

Other  lUbiUdes 


$32,149 

596,602 

40.000 

10.000 


Total  liabilities,  except  cajrftal  and  surplus.. 

Capital  paid  un 

Surplus  over  all  liabilides. 


$678,751 

200,000 

1,567.804 


Total  liabilides,  capital  and  surplus. $2,446,555 


RISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  Deoember  31. 
$114,318,390:  premiums  thereon,  $1.158397. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$1438L595;  kmes  pud.  $7,406,158;  dividends  dedared.  cash. 
$1,665,925. 

REAL  ESTATE  OWNED:  Oonalsis  of  a  five-stoiy  iron  building 
nt  Mahi  st.  and  Broadway.  Bdfak),  N.  Y..  earried  al  book  value, 
$320,000  (estimated  wortii,  $500,000);  a  briek  buildmg  at  197- 
199  deneiee  st.  Buffalo,  earried  nt  $16,499  and  a  2|  story  frame 
dwelling  at  High  and  Miehigan  sts.  and  vaeant  k>t,  Buffalo, 
earried  at  $15,560. 

MORTGAGE  LOANS:  There  are  190  loans,  all  but  1  of  which 
are  on  Buffalo  properties,  and  only  5  of  the  whole  number  equal 
or  exceed  $10,000  in  amount  The  average  amount  Is  about 
$2,000,  and  on  tfie  enUre  number  there  was  no  overdue  Interest 
Loans  aggregating  $377,700  (including  a  k>an  of  $1,500  not  a  first 
lien,  not  admitted.)  are  secured  by  propertiee  valued  at  $1,050,545. 
The  larBBst  single  ktan  is  one  of  00.000  on  1285  Mam  st  and  1114 
aDdll20  ElUeottst  Buffafo.  valued  at  $60,000. 


COLLATERAL  LOANS  are  as  foUovs: 

Seeuxlties. 

10  shares.  Am.  Smite.  A  Ref.  Oo 

10  shares  U.  P.  R.K.,  Oo 

50  shares.  West  Union  Tel.  (}o 

1  bd.,  D.  A  H.  Co..  4%  due  June  15. 1916.. 
1  Uj.  C.  R.  I.  A  P.  R.R,  4%  due  Mayl. 

1  bd.,  foi.'Ga8  EL  Htg.'6o'.,  3%  due  Oet 

1,1935 

26  shares.  3d  Nat  Bk..  Buffalo 

10  shares,  (ier.  Am.  Bk..Buffak> 

10  bs..  a.  R.  L  A  P.  R.R..  4%  due  April  1. 

1934 :.... 

Total 


Market 

Value. 

$1.0201 
2.030 
3.660 
1.000 

810 

650 
2JS00 
2,000. 

9.100 


Amount 
Loaned. 


$6,000 

3.000 
5.000 


Pkr  Mnrket 

BONDS  OWNED:  Value.  Value. 

aty  of  Buffalo.  31%,  i%  1910-20 $919,917  $020,123 

Go.ofErie.N.Y..4%.ln6-28 42.000  42.840 

N.Y.  aty.  84%,  1916-54 378.000  340.000 

G..M.AStR(Fte.])lv.).5%.1981 35.000  27,250 

C..M.AStP.(Wl8.AMlnn.Dlv.)j5%.1981  35.000  37.250 

Lake  Shore  A  Mieh.  So.  R.R..3i%.  1997..  35.000  33.000 

Del.  A  Hudson  Co..  4%,  1943 40.000  40,000 

C.  B.  A  (^  Ry..  4%.  in7 30.000  30.000 

Westohester  Co..  (N.  Y.),  4%.  1937-8. . .  40.000  40,500 

Totals  (book  value,  $1.384,53$) $1.414,917   $1,387,063 

MISCELLANEOUS:  Oonflagratkm  kMscs.  (Jhleago^  1871. 
$5,000.  San  F^etoeo,  1900,  $275,000  net  Chdsea.  1908, 
$65,430. 

DIRECTORS:  0.  J.  Ecnrt,  Charies  Boiler,  Georn  Qoets. 
Michael  Hausauer.  Edwin  Eggert  B.  George  Urban,  Jr.,  John 
Q.  Wiekser.  Henry  P.  Houek.  Gbaries  Groben.  Edwin  Q.  S. 
Miller.  Frank  Nodi.  Firank  P.  Person.  William  J.  B«yer,  Qoorge 
W.  (}oets.  Fred  Gretawr,  L  P.  Adolff.  J.  M.  Mesmer.  AJfr«d  G. 
Hauenstein.  John  L  Kronenberg. 

HELD  MEN  AND  TERRITORY  COVERED:  Chas.  J. 
Herbold.  ffneral  agent;  Edw.  F.ICfaurke.  Henry  M.  Miller.  C.  W. 
Trunoer,  W.  F.  Abbev,  N.  J.  Lambln,  special  agents.  'fbe 
eompany  operates  In  (bio..  Conn..  D.  (X,  III..  Ind..  Ia~_Ky^  Md., 
Mass..  MleLTMlnn..  Mo..  Neb..  N.  Y..  N.  J..  0.,  Pa.,  W.  Vn. 
and  Wis. 


$22,760        $14,000 


REPOKTS  OF  FIRE  INSU&ANCE  COUPANIES. 


CALEDONIAN-AMERICAN  INSURANCE  COMPANY,  New  York,  N.  Y. 

Pw»l«.  Oiu.  H.  Pdm;  Vke-Pn.  Did  AmL  5m.,  R.  C  Cbrbtoptwr:  StattMij-  UDnrd  Pnn.    OrtuilMd.  IMS. 


I       Di.- 
I     Idadi 


1S,7M 
ll.tSt 

»,«H1 


Luaiumt,  Dicnau  31,  IWW. 

Net  loHEi  OBptid  Oadudiof  tTW  R(i>lHl) 

OAaBiiS^tTT.'.'.'.'.'.. '.'.'.'.'.'.. '.'.'.v.','.'.'.'.'.'.'. 


Total  liibDillH.  acef*  cmpilal  ud  Hcphu . . 

CapitBl  pud  up. .  ..  ^ ...  ^ .... . 

Surpliu  oviT  ili  liibEIilici. 


BlSrX  OBfl&NlUTIOK.- 


BuUt>.  Q»a  Co.  i  Sid).  B^  1  bi 

SB^ran  Rr.  1  b^  1911. 1% 

l«k  *  SM  SL  Frtt.  1  ta.. »».  S% . 
iwa.  TtL*T.  Outk. 


VllM. 

I1S7J00 


itta.,  Bmmw  *  Uk*  Etit  R3.  Co-'t 
fid.  Ok. 

Tstafa  (boot  nhia,  tW,4l«. ... 


tlT.flll 
100.000 
16.400 


tT,000 


DERHXTTORS:  Rm.  MUo  B.  Richtrdnn.  Chirlo  F.  VtOaw 
a«u,  B.  Lawnuii*,  Willrr  D.  Uriw.  BrniiiDlD  GrmbitD.  N 
HcNfll.  Oiu.  H.  rut,  R.  C.  ChrliMp&r.,  Chxi.  Buck^ry  Kubl 

TERRITORY  COVERED:   The  oomp        ■    '■  '  ■     ' 

Oslo..  Conn..  Ht.  Hut.. ' 


impuiy  IB  llceDiKd  [n  ( 


CAUFORNIA  INSURANCE  COMPANY,  San  Frandsco,  Cal. 

Pnridoit.  W.  E.  Dcu;  Sccrenrr.  C«.  W.  Brookt.     Or(u<icd,  1801.1 


170,580 
T»W«7 

nM4i 


tlCO.TM) 

>».5I1  189,410 

IIl.su  lfil.l8S 

tl8,03E  18,858 

»>.TO«  HB.OM 


1708.745      1171.803 


D  br  ilDCklioldn. 

LuBiUTiis,  DtcxKBta  31,  IMN). 

M  uapdd  (IndudiDa  llt.OOO  rsDled). . . .  t4S,4U 

cd  pRnuunu 501,084 

ibOiliH 18,018 

ToIbI  liabUtia.  cinpt  ckpitil  uid  turplui. . 

Capiud  pud  up 

Surpliu  OTS  kU  Ii4bi]itia. . . 

Tool  tiibflilin.  capiUil  ud  Biri^ii*. . . 


BKU.  ESTATS  OWNED:   Ccanm  _ _. , 

fliii         -■  ■'  "-"-I  ■-"■^- -    "      ° 

•taa.tW.  TtacTHiMJki  1907m lists udAaupHM 
■«  tUWr  ■  Mt  tKOM  g(  tU75;  irU*  la  I90S  lb«  fm 
■aM  ■»  K,B«S  ud  Ike  net  nHHK  KUHt.  ud  in  1«0*,  Um 
DK  nbil  -M  18.701.  Hid  tbi  Hi  bowN  16,151  Tka  miUI 
Ktais  njno  for  tbi  eoBpujr'i  oonipuar. 

■ORTOAOE  LOANR:    Tbtn  an  0  doKm*  Ioub  ■(?» 
pilat  tB7  JOOaRMrtcd  lutiLh  brlapnind  Ml  (ataU^hrSu 

"      """"iSK 

»  DMDbv  31.  hM. 


roLLATBEAL  LOANS  *n  i 


J«li«lIfc.Oi>.,1.00( 
PuLCin>UTCa..40i 
Pk.0uAE1.C(i..... 


P».Oii*EL,.„ 

Lm  AiXFia  Fk.  R.  R- of  CU..  6% . 
Id  AikiIh  Pk.  R.  B.  si  CiL. ' 


REPORTS  OF  FtKE   INSURANCE   COMPANIES. 


UOJOa      WU.8M 


inSCBLLANEODS:    Tbh  taafny  __  .___ 

U.  ISCe,  till  ■  ut  aril  nnpliB  oT  llNUJUii. 

"       '  iSHnlioQ  g(  IBM  uuimtRl  to 

onSurUloii  Iti  itocUiiiUin 

tliSMUOO  diiilii«  IMM.     b 


It!  bwa  Id  the  Bu  Fr_ 

il,7Ta,TM.    SubKqnml   ._ 

i^  Id  wmnta  ■on^tliu  tl.SI 
U07,  tloekbcUBt  i^fl  la  OKJOOa 
tHM.OOO  iddlUooil  lapltd. 


gU^ 


CALIFORNIA  INSURANCE  COMPANY,  San  Frandsco  Cii.—Cofitmued. 
BoKM  m  Bncn  OwnB.— Ciat  Fu 

Bona.— Cm.  Vdna. 

Oikluid  Tniull  Cl,  SK 110.000 

United  !UUnn<lio(S.y.,*% tojm 

OikludTtCo,.  STc  lOJWO 

OikludTcCa..  a.,  J% 10,000 

i^Ulumti  Santa  ltd*  Bt.i>% 1^000 

Loi  Angcln  Ry.,  5%.  X.{X» 

8.  F..  OiUind  A  Sin  J«  Br..  S% 5.000 

Cy.  of  PortlMd  W.I.,  8% 2S,000 

Propla' W.L  Co..  S% SOJMO 

Cid.  Cenlnl  a»  i  £L ,  S% 1^0 

So.  Pk.,  lit  r,.  (1,4-7,, «,000 

8.  F.  A  Ssn  J»qdD  VaL  B;,  S% IMOO 

P«.  El.  Co.,  IBli,  5% SpOOO 

PM.Ti!l.4T*LCo..l9W,Wi ^.MO 

Edi»o  Lt,  *  Fo«,  f".,  1921.1% KU"» 

SuIUtSi.  R.R.  Co.,  J918, 9% E.OOD 

Gt  w..  r™.  Qj,.  1W6,  ift nam 

W.  Pit  Ry„  1833.  5% W.000 

Boring  Val.  WiL,  ISM,  42, 2M0O 

No.  C.J.  Pow.  Co..  IBSa,  Ki. lOJMO 

Hetmiobi  Tr.*  B«TtapBk.rtk IJJOO 

Tntili  (book  niiw.  tS%7T0). 


HolbPHJi.  H.  L,  OeraUe.  A.  But.  E.  E.  KntMd. 

FIELD  MEN  AND  TGRRTTOHV  COVFRED:  Ucue  BnL. 
nttibiiii.  Ft,  imenl  ■fniti  lot  Wildia  EiMtm  d«[wtii»at; 
?.  C.  Stuftonut, TUlidtlcId*,  ?».,  muMtt,  F^Htiin  dtputmiiDt: 
HtDty  J.  WoeMHT,  CUafo.  HL.  muuu.  Wiitcni  dtiaitnail: 
■pHul  leEnlc  L.  B.  RcluDL  La  Aniefs.  Cil.,  for  So.  CbL,  uhI 
Aril.:  0.  BrhuylET,  Decvcr,  CdId..  nnuil  utnl  Bodr  Haantug 
deputasot,  Colo,  ud  Wro.;  P.  R,  Wtimmuui.  Ru  Frunm, 
Cil..  for  No.  CiL;  J.  W.  Wuui.  Bu  Piuubk.  Cd.,  [or  Ontnl 
Cil.  ud  Nsv.;  A.  N.  Lindnj,  e«atlle,  ffiiL.  lor  WhIi.  Uteb. 
Hont.  ud  IdL:  B.  A.  SlSwd.  Poitjuid.  On.,  [w  On.  Tki 
compiuiy  openlfl  id  AIil,  Ahi..  Cil..  CoLo..  Conn.,  Hftw.,  Ida., 
ill..  Ind..  Hhi.,  UM..  hW.  lb-.,  Hd..  Moot.  Hn..  N.  U., 
N.  ]..  N.  V„  0..  On.,  F*.  B.  I..  Htai.  WmIi.,  Wit  uid  Wyo. 


aor.aai 

2T0.436 


•tATO.fleo 

3S2,IG2 
•4ia.M6 


la.MD        £90,247 


t3iO.W  t437,A&5 

140-OIIT  311,384 

130.104  240,4BS 

113.138  T03,3sa 

1SB.74?  1TO.227 


UoiUifc  kuuu 
BoodJsuid  stoc 


D  ISOOi   1130.000  in 
-  tlE.OOO       Nctio 


CapilJi]  pud  up. . 

Surplui  over  aU  Uibilidn. 

Total  linbilitks.  apilil  and  nirplui. 


RISKS  AND  FRElflUIlS:  Rr  ri&i  d  font,  Dta 
•40.758,427:  pnoioDU  tbercDn.  M2M|U. 

BUSINESS  SINCE  ORGANIZATION:  Pihuiiiim 
tl.440,<»4:    loan  naiil.  tl.ll3.5B5:     diyidndi  deda 

IfORTQAGE  LOANS:  Tba  lou  «l  115X100  b  ■ 
1007  Omnirood  BoulcTard,  Eniutou.  SH,  wbldi  li 
tas.lXK).    No  Inleiat  li  Id  default. 

BONDS  AND  STOCKS  OWNED:  Par 

BoHva.  Valw. 

Tri  Cy.  Rj.  4  U.  Co.,  I  la.  a.  f.  g..  1B23, 

5%. *25.000 

Tri  Sr.  Ry.  *  U  Co..  1  ta.  a.  f.  n..  1B2J. 

5%. 25,000 

akm  amittn  Vm.  al  Oaatn.  muni-  „  ,„ 

HW.«llO-li*% '^^ 

dp3;i»ll,4f% «.000 

Lake  ShoR  i  Hidi.  So.  Rf.  Co..  f.  n..  

niD.  6% 2M00 

KaMM  Cv.  Rj.  A  LI.  Co..  1013.  i%...  25.000 

Pa.  Ry.  &..  mo.  5% 25fl00 

Clii.,  A.  I.  4  Pa=.  K.R.  Co..  t,.  1»34.  4%  60,000 

N.  y.  Cy..  rnt,  1055,  4% WS9? 

Wind|i^.Uv;iIobi.ioaf  imp.,  1023.4%  10.000 

ComnuD,  EdlKin  Co..  Im^.b..  1043,  5%  15.000 

PeoriaRy.  Co.,  Ir..  1028,5%- 3,000 

North  ShDi*  El  Co.,  1922,  S% 20,000 

Bo.  Pat  Co..  CT.  t.  IB2B,  4% lOOJWO 

Norfolk  4  VnUm  Ry.Ca..n,(.,  1032.4%  SOWO 

WMtera  Ad.  4  laip.  Co.,  l>k«o.  Ill  lOO 
Pbila.  Fin  Cndenmlm'  A™..  Fhila.  Fa.  ICO 
On.  Ad.  Boreao.  Philaddpliia.  Pa. 50 

Totali  (book  valM.  15*036) *504,760 


Value. 
t24.5O0 
24,500 


„,, _  (200.000  lo  000.000 

and  1150.000  additional  iu^iIib  paid  i".  COoaaantiDn  laaan: 
San  PmiieiKO.  1906,1030.373.  T&e  mupany  betas  biBixa  will 
aanrHiBfrf  1300,000;  Depnit  in  Has..  (10.000. 

DIRECTORS:  Dariui  Killer,  Chads  G.  Daon.  J.  H.  Haukd 
Sunuel  HcRobeH*.  Cbariea  T.  Boynton.  J.  R.  lloiKui,  Gnrae  E 
Harey.  Juna  A.  Fatten.  W.  Iniig  Oibonir.  D.  B.  Hart-ell.  Laki 
W.  ^boiD.  Ocorn  W.  BlrHom,  Silai  H.  Stmrn.  Geor**  B 
Robbini,  Peter  WlTte  ndgt.  A.  W.  Haiidit  Fred  S.  Jamea.  8.  C 
Sootlen.  K.  X.  Knapp.  Chai.  W.  Foldi.  Fred  W.  Vjkmm. 

FIELD  ¥EN  AND  TERRFTORY  COVERED:  A.  W,  Hilghl 
Ne*  Voik  City.  gecF^  agent  for  New  Cniland.  N'.  Y..  an 
N.  J.:  D.  nifle  Stone.  Niahville.  Tenn.,  general  uent  (at  Tpnn. 
J.  C.  Waii^,  Winnipeg.  Haailob!,  lenenl  anni  for  Hu 
toba,  Can;  B.  H.  Campkln,  Indlu  Head.  StiktWwnii,  rdu. 
acest  [or  Saakalcbewaii.  Cwx.;  Ediraid  H.  CraDdeU,  Cklni) 
Alberta,  imcral  aiBit  [or  Alberta.  Cko.:  J.  CkrI  Vanei.  CWk^uit 
W.  Va.,  State  icect.  W.  Va.:  C  W.  Butdilnion.  HaDomliiai 
Hlcb.,  Stale  aienl  for  MM.:  Oeorn  A.  EtUckiKy.  Oleaco.  in 
■pecial  irinl  for  IIL:  F.  0.  Davabon.  Top^a.  Kia.,  apwu 
a^nt  [or  Coki.,  Kaa.  and  OkIa:  Jolin  A.  Trent.  KanaaaCity.  Ho 
•pecial  aieal  [or  Ho..  A.  D.  Lundy  4  Son,  Wabamport.  Pm 
EBieral  agtnu  lor  Pa.,  and  Md.:  Lore.  Baikell  Co..  Oaialia.  Neb 
lentral  ageoti  [or  Neb,;  Heber  J.  Graot  4  Co.  Salt  Lake  Cif 
■eoeral  aitrnle  lot  Dlali,  Idaho  aad  Wyo.;  J.  C.  KleinDe.  Bani 
S.  D..SUteaiient[crla.andS.D.;  Walter B. Cobban.  Mmike»pDt 
State  agent  [or  Minn,  and  Wii.;  J.  F,  Main,  Hinoeapolia.  apccii 
annt^r  N.  D.  The  eomllaoy  openlta  in  Colo.,  Conn..  Ida 
lD„  Ind..  la.,  Kan..  K»„  Md..  Hiia..  Mich.,  ITmn..  Mo.,  Neb^  V,  J 
N.  Y..  N.  D.,  0.,  Okla.,  Fa..  H.  I.,  8.  D.,  Tenn..  Utah.  W,  Va 
WiaaodWyo.;  alH  in  Maoitoba,  Sukalchnran  and  Alberts 


RSPOKTS   OF  FIBE  INSURANCE  COUPANIES. 


CAMDEN  FIRE  INSURANCE  ASSOCIATION,  Camden,  N.  T. 

'  '  .;  Vke-PiHHlaiU.  J.I^Tmacot^  LHiiTCTFana«»;SKRIUTUidTraiBiRr,  JowfliK. 

As«ijl»iH  StOTQirT.  MUwood  Tnnmn.     Orjtinittd,   JMl. 


- e,IS3,*M). 

Mm^Bi^  Iguu  oa  rat  nUU 

Bradi  uid  Mtocfct-owned  (nuricet  T>]ue)- 

Cuk  ia  adn  Had  bisk ---'- - 


U7,TO0 
MS,S0O 
1,188,110 


Teal  idimned  u 


fit*  lom  unpvd  (d 


Pt  pOHluU)) 


lUl.MT 
l.(»0,TSS 

ZE.BSt 

ia,4Si 


Suipluiova-nUUibailia. 

Total  lubilitin,  cmpttil  uid  nlrpJui. .  - 


EI3E3  A\D  POEKICril^  Jm  iMa  id  lorn  <( 
irisik).  D«nl>> 

BUaxraS  SINCE  ORGANIZATION. 
Utrtjn:   loMS   pud,  n,S»,*U:   dindcndi  dtelutd.  c 


rf  tUct  IW  book  vahM  li  (E0.«I>1.  but  wUA  b  (HIM  at  tU.a(». 
HOKTOAOE  LOANS:  Tbn  ■»  181  kuK  nbttf^  In  cf 
•Udi  oHd  tUlOa  Ikn  ■!•  (Ueflr  nnrad  br  pKVtlM  >■ 
Ckaki  and  MWitntBC  OUh  iid  towK    Ona  lou  ol  tllWD 

xTTfriiHl  at  SS&mO:  OH  at  (MMB  ta  upoD  lud  (ntasd  at 
nouon  (1  FaifcAlB.  GHOdn,  ud  Ibin  an  imnl  olba  kwM 
1^  MMO  to  HdtW»  leaind  br  AUaatia  fte  prnntiia  nliwl 
Bd  U|k«r-    Tba  omdaa  tntoiat  qna  tSiMOO  of  BdrtfMU 


ll,aQD 

luno 


f-t  Tt  Co,  amden.  N  J.pitt,  IOOA™. 
CBilT[.CB^CkiDdaB,NJ-rtk.,  llOihii. 
Snarti^CiL,ChMida.  NJjlk.10  Jw. 
baBf  TrALAsda.  N J^JtU  din. . 

^'a4T^.CkL,CaiBdai.N.J..S  ihn... 
■^Tf  rii.fairim   "  f    -"-    ""-'tt 


<r  TamiAe  t 


^■BU.  C».  EL  Co.,  «%  1  m.  b,.  1RI3  . . . 

TadX.J.  RR.  ACanaJCo..  IDilui  . 
iari  Co..  1  =iBi- o..  irai.  S% 
■a,  Ir.  rtf..  1950.1^ 

a  suri  c^rp.,  an  dm.    . . . 

oi.  of  Fhia.,  SO  ihn. .  . 


KSne  ADD  STOCKS  OmtED: 

.!(.J,._j»A,l«7.4%. 

ba  O,  5.  jTboipltal,  1BI7.  H%.. 

~JeiCi,».J,  Mll.*% 

inA- Cb,  N.  J,  CH,  !»«.<%.. .  . 
"awood.  N.  J.,  at  be.  IfllO^,  4%. 
Mai  O.  Ktai,  wbL  a  It,  IMS,  S!l. 

'SnoBH  Cy.,  N.  J^  U  IRIS,  i% 

!'jM»Sdd.  <I.  J..  K.  ba.,  lM2-tt.  4(% 
lAT  O.  N.  J,,  hndcd  nL,  Ua  i% 
Jwi->  CitT.  S.  J-mwiini^  I»,l91l7% 
i™^C,..!(.J.»rtaac!HB.ril3,7%  . 
Ia<ki:.aii.  K.  J,  •■,  l«&  41%- ■  . . 
Ot«L  Ct.  .V.  J,  par.  A  fire.  (_  IKt  i% 

OwoCj,N.J..«„lKO.M% 

lBMicCT~BT-Ci>,l.aL.ISl>,S%  . 
Umt  Ct.  ^jOo^I  urn.  B,  (.,1HI  4% 


38.780 
3.1H) 

a3.'» 


D,sa 

BridntoB  ft  MnbUleTii.  Oi.,!  iD.I«XB% 
Camdni  ft  AUutK  R.  B..  ca.  IftU,  S%. . 
CaiL  *  Sub.  ay.  Co,,  M  B,.  1»M,  G%. . 
CWodeD  A  Sob.  Rj.  lai  tr.  1910-11:  «V 
Oam.  H.  R3.  Co..  am.  1  m,U12,i%.. 
Ciliwu'  3k  Ry.  Co.,  1  m.,  ItS?,  0%  . . . 

Ck  Tt  Co.,  N.  J..  (,  lUS,  t% 

Iron  ITu.  Cw  Tr.,  llll-St  S% 

L«M^  Va.  R.R.  Co.,  term..  g„  1^1. 5% 
IIId.R.R.Cb,«(N.J..  Im.,  isio.e%  . 
Namik  Hm.  Rf .  Co.,  I  nD.m.,(.I03aS% 
NJ.ftH.R.  Et.! Far)' Ca.,1  D..1»sa.4^ 
N.  T.,  laka  &n  ft  Uoilfrn   DoFki  ft 


N.;;3rH;to.6^iG.v;.:',;ri9i.'«^ 

3,000 

MM 

KiMtj£;f„'™,i'r^ 

1^ 

a?^,T!!■5.VSSJ^.^°•:: 

hIS 

'ffl 

« 

Total!  (book  Wm,  tI3M,TI») ... . 

11.049050 

ii,»8,no 

(o  t^.OQO.  In  IH^  la  1300.000  ud  la 

In  1900  Ini 

D  tl«kT30 

lOoa.'SiT'SS 


/obi  F.  Hamcd,  Wm.  C.  jDna,  J.  WUIird  Hollas,  Gdmnad  E. 
Read,  Jr.,  Benj,  C.  Rtm.  Wilbur  P.  Ron.  Frank  C  Somen, 
—      ■  '      ■■   ■     J.  LfnnTnu    ■■ 


*  Co..  JkI 


«*  lf£r 


It  lor  111..  Ky.,  Tcnn.,  Jieb.,  I»..  Utah,  Okli 
Ho.,  Colo,  and  Ark;  John  F.  Guckca.  ipHi 
annt  for  Fa.  and  .V.  J.;  A.  Y.  Fiodliy,  ipKinl  ancxt  (or  W.  F 
T%e  »ic|w>y  optnta  Ln  ill  UiE  Suta  o[  the  United  Stalea.  t 
eept  All.,  Sit..  Aril..  Ga.,  Ida.  Kaa..  Me..  Vm.,  Ner.,  N.  1 
N.  M..  N.  C,  N.  D:  On..  S.  C.  S.  D.,  Vt.,  Va..  WuL  uid  Wyo. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


CAPITAL  FIRE  INSURANCE  COMPANY  of  ConcMd,  N.  H. 

Pioident,  U  Jukman;  Vioe-Pieihlait,  C  L.  Jtckman;  Seactur,  R.  N.  QweD.    Orguted,  ISM. 


YXAK 

AflKtS 

Uattrnd 

Net 
Surphu 

Net 

Premiams 

Totel 
Income 

loaies 
Paid 

idcadt 

Ex. 
pensei 

Total  Ez- 
peoditura 

Loaaes 

1909 
1908 
1907 
1906 
1905 

1834,352 
766,855 
726,742 
687,866 
607,482 

$387,280 
860,839 
850,125 
308,998 
268,142 

8169,006 
145,902 
131.028 
125,109 
104,014 

8464,140 
441,015 
445,865 
899,365 
888,906 

8502.651 
475.984 
478,506 
426,706 
862,911 

8265,729 
275,912 
284,218 
178,482 
151,804 

87,700 
10.000 
10,000 
10,000 
8,000 

8175,652 
168.149 
164,255 
146,405 
128.402 

8448.981 
449,061 
408,468 
884,887 
288,206 

154.27 

Assets,  Decembek  31,  1909. 

Red  estate  owned  (book  value,  $89,207) $87,200 

"  "  87,533 


Morteage  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value). 

Collateral  loans 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due. 

Interest  and  rents  accrued 

Other  assets 


580,082 

15,700 

40,447 

67,177 

5,594 

619 


Total  admitted  assets $884,852 


LiABxunss,  Decembee  81, 1909. 

Net  losses  unpaid  (including  $1,075  resisted). . . 

Unearned  premiums 

Other  liabflities 


$57.30 

887,28 

20,76 


Total  liabilitiea,  except  capital  and  surplus . 

(Capital  paid  up , 

Surplus  over  all  liabilities. 


$465,34 
200.00 
169,00 


Total  liabUities,  capital  and  surplus. 8834.32 


RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31, 
$65,957,536;  premiums  thereon,  $747,186. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived. 
$4,878,743;  losns  paid,  $2,706,273;  dividends  declared,  cash, 
$167,314. 

REAL  EffTATB  OWNED:  The  prindpd  Item  Is  a  briok  bbek 
on  Sohool  St.,  CoDOord,  the  book  value  of  whidi  Is  $79,711,  and 
whkh  Is  eanied  at  $80,000.  There  are  also  8  Improred  prop- 
erty in  Nashua,  N.  H.,  valued  respecttvely  at  6.000,  $1^60 
iodKOOOL 

MORTGAGE  LOANS:  There  are  34  loans,  amounting  to 
$87,532.  and  secured  by  improved  real  estate  in  (}o&oord.  Nanus, 
Huoson,  Manohester,  Laconia,  N.  H.;  Woroesto'.  Mass.;  St  Johns- 
bury.  Vt.  and  Lawrence.  Mass.,  valued  at  $280,100.  The  com- 
pany holds  $111,160  msuranee  on  the  bnildinn.  Interest  past 
due  December  31  last,  amounted  to  $668.  Most  of  the  kmns 
are  smaU,  the  largest  bemg  one  of  $15,000  on  2,908  Centnl  st, 
Maadiester,  N.  H. 

COLLATERAL  LOANS  are  as  foUows: 

Market 

Seeurities.  Value. 

Natbnal  Bank  of  Lebanon,  N.  H $1.3001 

Iowa  Loan  A  Tmst  Co.,  Dee  Moines,  la. .  2,000/ 

PeBeBeltin«c(3o.- 6,000 

ConoQid  &  Montreal  R.R,  class  4 1,5031 

Concord  A  Montreal  R.H.,  class  1 1.968 

MaUoiy  SJ3.  Co..  1  m.,  5%.  1032. 6,370 

St  Paul  ft  Dn  Moines  RR.,  1  m.,  4}%, 

1936 1300 

Ukhart  Gas  Co.,  1  m..  5%,  1924. 1,000 

MetropoUtan  S.S.  Co.,  1  m..  5%.  1930. . .  900 


Amount 
Loaned. 

$1,700 
8.000 
3.000 


8,000 


Totals.. 


$22,841        $15,700 


BONDS  AND  STOCKS  OWNED: 
Bonds. 
Oonoord,  N.  EL,  1910.  4< 
Oonooid.  N.  H..  1914, 
(3onooni,  N.  H.,  1919, 

Dover,  N.  H..  1912,  4% 

Farmmgton,  N.  H.,  1918,  4% 

Hillsborowji  Bridve,  N.  H..  1917,  4%. 

Keene,  N.  H.,  1917,  4%, 

Keene,  N.  H.,  19 12,  3*% 

Littleton,  xV.  H..  1914, 4% 

Meredith,  N.  H.,  1910,  44% 

Merrimack  Co.,  N.  H..  1910,  4% 

Montrose  Town  of.  (3olo..  1910,  4%. . . 

Nashua,  N.  H.,  1913,  4% 

New  Rochelle.  N.  Y.,  1921, 6%. 
N.Y.(?jr.,N.Y..  1954.8i" 
N.  Y.  Cy.,  N.  Y.,  1936, 4  V 
N.  Y.  (^.,  N.  Y.,  1963, 34% 

Norfolk  Co..  Va.,  1910.  5% 

Ooeida  Co..  N.  Y.,  1911.  4%. 

Portsmouth,  N.  H.,  1916.  4% 

Riehmond,  Va.,  1944. 4% 

White  Plains,  N.  Y.,  1912,  5i% 

Atch.,  Top.  A  Santa  Fe  R.R.  &>.,  ev., 

1955,4% 

Atch.,  Top.  A  SanU  Fe  ji.R.  0>.,  cv., 

1917,5% 

O.  a  4  L^ville  R.R.,  Rec  etfs.,  1911. 6% 
Hudson  (Companies.  1911,  6% 


Par 

Value. 

$1,000 

1,500 

1,000 

2,000 

5,000 

1,000 

2,000 

1,000 

1,000 

500 

1,000 

800 

1,000 

3,000 

25,000 

40,000 

82,000 

1,000 

3,000 

600 

10,000 

6,000 

1,000 

1,000 
2,000 
8,000 


Maiket 

Value. 

$1,000 

1,500 

1,000 

2,000 

6,000 

1.000 

2,000 

1,000 

1,000 

600 

1,000 

800 

1,000 

3,060 

22,600 

40,000 

28,800 

1,000 

3,000 

600 

10.100 

5,200 

1,230 

1,230 
2,000 
8,000 


Bonds  and  Sioceb  OwNBD.~Cofi(. 

B0NDS.~<7«II(. 

No.  Pac-Qt  No.  joint  bw,  1921. 4%. . .. 
Pere  M.  R.R.  Go.  of  Ind.»Ut  m.,1943,4% 

Somerset  Ry.  Co.,  1st  m.,  1955, 4% 

So.  Ind.  Ry.  Co.,  1st  m.,  1951, 4% 

St  Louis  £San  Fran.  RR.  Co.,  1951, 4% 
St  Paul  a  Des  Moines  R.R  Cb..  1986,44% 

Wabash  R.R  Co.,  eq.,  1910,  44% 

Wabash  R.R.  Co.,  eq.,  1911,  44% 

W.  a  R.  R.  S.  4  D.  «v..l8t  m.,1986,4% 

Amer.  Loco.  (X>.,  time  n.,  Ivll,  6% 

Amer.  Loco.  Co.,  time  n.,  1913,  5% 

Amer.  Tl.  ft  Tig.  Co.,  1929, 4% 

Ont  Loan  ft  Lead  Cos  d.,  1999. 6%. . . . 
DenvwOi.(3asftELOo,  1949,5%.... 

BaBtBaii(2arCo.,1910,54% 

Elkhart  Gas  Co.,  1st  m..l»l.  5% 

Indiana  Syndicate,  coL  tr.,  1911,  5%. . . 

Keeoe  Gas  ft  El.  Co.,  1935,  5% 

Keokee  ConsoUdated  Coke  Co..  1069. 5% 
MetNooUtan  Steamship  G!o.,lst  m.,1930,5% 

Neb.  Loan  ft  T^.  Co.,  9.,  1909,  6% 

N.  Y.  ft  Penn.  Tel.  Co.,  1929,  4%.... 

Neip  Bay  Co.,  1914,  6% 

Page  Belting  Co..  demand  n..  1910,  64% 
St  Glair  Furnace  Co.,  1st  m.,  1924,  6%. 

United  Fndt  Co.,  1917, 5% 

0.  a  Steel  Cp.,  1963, 5% 

W.TLftTg,Q>..col.  tr.,1982,5% 

W.  Unkm  Tl  Co.,  1950,  44% 

Weet'h'se  EL  ft  Mfg.  Co..  time  n..l910  6% 
Wood  Wonted  WSa,  time  n..  1910. 4|%. 

Stocks. 

Atoh..  Top.  ft  Santa  Fe  R  R.  Co.,  com,. 
Ateh.,  Top.  ft  Santa  Fe  R.R  Co^  p. . . . 

Boston  ft  Mame  RR.  Co.,  com 

ChL  Jc  R.  R  ft  Union  Stic  Yd.,  p 

cad..  Mil.  ft  St.  Paul  R  R  Co.,  com. . . . 

Chi.  Nwn.  R  R.,  Co.,  c 

Concord  ft  Montreal  R  R.,  Qaas  4 

Conneoticut  R.R.  ft  Ltg.  Co.,  com 

Gt  No.  Ry.  Co.,  p 

IIL  Cent  ft.  R.  Cb 

Manhattan  EL  R  R.  Cb 

Mass.ELCoMP: 

N.Y.aftH.R.RR.OD 

Pk.R.RCo 

St  Paul  ft  Des  Moines  R.R.  Go 

First  Nat  Bk.,  Concord.  N.  H 

Mechanics'  Nat  Bk..  Concord,  N.  H. .. . 

Nat  Bk.  Lebanon,  N.  H 

Nat  Stote  Cuital  Bk.,  Concord,  N.  H.... 

Amer.  Agricultural  (^emleal  Co.,  p 

Amer.  Loco.  Co.,  p 

Amer.  Sugar  Refining  Co.,  p 

Amer.  Tl.  ft  Tg.  Cb 

Amer.  Woolen  (3o.,  p 

Amoskeag  Mfg.  Co 

Concord  Axle  Co 

Oonoord  EL  (3o.,  t 

Oonoord  EL  Co.,  p 

Concord  R.  E 

Denver  Gas  ft  El.  Co 


Pto 

Markc 

Value. 

Value 

18,000 

$7.7(1 

2.000 

^•2 

1.000 

OS 

6,000 

^ 

2,000 

^S 

10.000 

9,30 

2,000 

2'2 

3.000 

2-2 

10,000 

•a 

9.000 

••2 

10,000 

10.2 

2,080 

^•2 

1/)10 

21 

8,000 
2,500 

2;m 

8,000 

iSS 

10,000 

6.000 
8.000 

^ 

6.000 

115 

3,000 

3 

6.000 

6.0G 

15.000 

i5.a 

6,000 

5.1C 

10,000 

10.0C 

10,000 

10,« 

2,000 

^•2 

7,000 

6.7J! 

10,000 

10.0( 

10,000 

10.0C 

2,500 

8.03 

6,000 
2,500 

6,31 

8.O0O 

3,6j 

2,000 

3.1 

2.000 

3.7 

2,000 

Z^ 

2.500 

1.9C 

4.400 

6.32 

5,800 

SM 

1,000 

I'll 

2,000 

I'S 

ijno 

6.tf 

11,250 

16,4] 

2,600 

^ 

600 

^•2 

7,600 

^^ 

1.000 

U 

11,600 

27.73 

1.000 

1,0 

4,000 

^! 

3,000 

3,7; 

11,600 

16.* 

6.400 

M 

2,600 

8.tt 

800 

1,01 

1.000 

10 

1.000 

i.i; 

8,700 

6.5^ 

1,000 

IM 

REPOBTS  OF  FISE   INSURANCE   COMPANIES. 


CAPITAL  FIRE  INSURANCE  COMPANY  o(  CoDCorf.  N. 

Fu 

Vila. 


Mubl 

VllM. 

ll.TU 


hhahtMOvOi... 

irtit&. 

TkRad^E-HimlC 
7lMm*bt 


v*4ii_,a... 

MliTtS,iL... 
".rctanoi 


T.lih  QoA  t^M.  ItlLim . . . 


H88JK      U80.IS1 


('  >  -I   '".I      -<  '  "  '1  l'i»ln«a.  13K3.  with  t[,SOD  aplUL  •rUch 

th."»"S,  10 ii^ixw;  i6s».  uil^m"im'M tmMa 

<V,iul.£nil»n  !«■:  ChEln.  lIMt.  S32.g]S.   Vmlutof  dFpolil  ill  Vl., 

lilRaTORS:  Idouu  Jickiun.  Bcnn  UcFulud.  Ourla  L. 
J  lo.'Niu,.  JMiih  S^tnuld,  fnd  N.  Udd.  Wm,  F.  Fiikt.  Fnd. 
1'.  '.i.-r,  I.  ILSivigcF.  T.  Jukevi,  Ebu  M.  WiDa.  ill  ol 
(  ■"'..  Oku  FoH,  BwHiIad:  J.  B.  Tdiiiul.  Epnoi;  Bdmnl, 
(  . .  1  h,  rnuiHin;  O™.  HTTfldm,  K™r  Ghi.  E.  Homid, 
]     '   r  M-.:  R.  N.  EJnll,  Euui,  N.  H.  J.  D.  Xilla.  Summit,  h  J. 

■  ■.'  I.IiMEKAMDTEaiUTORVCOVBHKD;  anwnligegtE 
1:1^-  \.  loan  Atcacy.  Inc.  DeUnLt.  KldL.  far  HUui..  No.  A  Bo. 
Ww  ,  Mlrh.  ind  0  (suWdr  ot  (.Icvdind);  Coiulvniv  &  WUIl 
UL;»»ikn,  Wk.,  E.  Wli>.^  R.  R.  Tuttls,  BvneuH.  N.  f.,  niunl 
Ui'Nl  li>r  N.  Y.  suit  ud  Pl,  ouUlde  iJ  N'.  Y.  Clly.  fiiiffilo, 
Aiibiim.  OiKFgg.  Ftdlidiilpbli  mud  PltUbutf;;  E.  D.  Klnnr. 
fhi-ur.,  III..  mmiBW  Inr  Cunk  rn.,  jprrlsl  jsnitE  QmrgB 
1,  livuoril,  Duvn.  Mp..  Mo.^  F.  T.  Jhctra.n.  I'flrHoid,  .V.  H.,  fcr 
K    !i      i    '.i.i  ■ V  ■  .  ..         ■.■   f     ■,   II      :>  .\i  l.mitUw. 


CAPrrAL  AND  MERCHANTS  AND  BANKERS  INSURANCE  COMPANY, 
Des  Moines,  la. 

PmidaK.  J.  S.  DovdU  S«nUr>,  Chai.  F.  Cuniibtll.    Orguiind.  IMN. 


74.00S        lS£,43a 


UI,K» 


Cut  n  aOd  ind 
'iiCTIiianHd... 


«  PRSBiUI 

tkbOkia.. 


>P<til  pdd  op 

irplu  ova- ill  lii'iDilia. 

Toul  lubOide*,  cqritil  uid  tuTfliit. . . 


HBK3  iLVD  FREKIUMH:  Fin  mki  m  [Bra.  DMnnbn  3L 
"UMJU:  praiu  Uw»,  HSt.700. 

TOireae  SIBCE  organization:  FKuruDi  nceind, 
n^lMjiHl,  muTS:  dmdRKfc  dnlnd,  a^  IT.Oa 

HWnUHBIiaANS:  TbM*M*Sll>WM.*(fi«f^t>aftl7S,«> 
*  ^^vBd  fUB  pnwrtj  in  Im.  ud  vlyn,  nlocd  aX 
UUn  n«  na  K,  BtBMt  pHt  diK  Ml  DnxmbB  31,  lut. 
i^niw  bgtib  UBplc  En  HDina  «  Uk  tnildinp. 

■ScnUnODS:  la  mo*  lU.  mmpny  m  «r<BlHJ  br 
■kwiliu  Ike  O^^tel  of  Dm  Ualntt  ud  Iba  Mnrdiuta  t 


Bwikcn  Fin  mds  Iht  litlt.  CuKtl  ud  MPrehtnts  ud  Bukoi. 
BUtMa  I«  ynn  IDOS  to  IMS.  Indiuln.  ravrwBt  «»dltl«ia 
ud  bwliiM  oT  Ua  Kanliutt  k  Butm  Firs. 

DIRECTORS;  E.  fi.  OMai,  W.  B.  Swtnrt.  Wffiud  Sacw. 
F.  W.  Eranna,  J.  B.  Dnril  C.  E.  CmpbcU,  Jm.  A.  Bram, 
F.  S.  HopklB^  WB.  Chuibf  [bin. 

FIELD  MEN  AND  TERRITORT  OOVEXEDi  E.  E.  Glitoa. 
Dm  HdlBM,  iLi  E.  C.  Jdbbl  Da  Hoiogr  U  «'  "  =—  '"-■- 
II,  0. 0.  Wo<re,  WiMwTl*.,  ud  J,  F,  M 


.    Campuji  opentM 


[oodr,  Fc 


CAROLINA  INSURANCE  COMPANY,  Wilmington,  N.  C. 

Prrddent.  R.  R.  BeUnrnTi  Stcrrmrr.  M-  S.  WDbrd.    Ortinigd.  IB87. 


I12.1S7        131.712        tit. 


II,  SKI 

27.IIM 


'uiBgSccudlHIlk. 


lS.12t 
H.Sgi 


T.OIS 

134,183 

50.000 
23,075 


TotiJ  liibnitia,  o 
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REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


CAROLINA  INSURANCE  COMPANY,  MlmingtoD.     N.  C.—CanUnued. 


BISKS  AND  FREMIUVS:  Fire  risks  in  foree  Deoember  31, 
t2,8774]6;  premiums  thereon,  S51,a02. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoelyed, 
$332,831;  losses  paid,  1182.343;  dividends  dedared.  oash.  $54,203. 

REAL  ESTATE  OWNED:  The  real  estate,  which  Is  eanied  at 
$18,500,  is  estimated  to  be  worth  $25,000,  and  the  net  inoome 
'from  it  last  year  was  $1,615.    It  is  unencumbered. 

MORTGAGE  LOANS:  There  are  31  loans  on  improved  proper^ 
In  Wilmington,  N.  a    In  most  cases  the  loan  does  not  exceed  60% 
'ot  the  value  of  the  mortgaced  property,  and  in  no  case  does  it  ezoeed 
4lire&^ourths  of  the  estimated  market  value. 


BONDS  OWNED: 

N.C..4% 

New  Hanover  Oounty,  5% 

ICasonio  Temple,  6% 


Vk 

Market 

Value. 

Value. 

$11,500 

$11,500 

3.000 

3.000 

6.000 

5.000 

Totals  (book  value,  $10,097) . 


$10,500        $10,500 


MISCELLANEOUS:  C^tal  Increased  in  1800  from  $31,270 
to  $60.0001 

DIRECTORS:  R.  R.  Bellamy,  a  W.  Worth,  L  J.  Stembergsr, 
H.  h.  VoUen.  Donald  MacRae,  H.  C  MoQueen,  R.  A.  Parsley. 

FIELD  MEN  AND  TERRITORY  COVERED:  M.  8.  WlUaid. 
general  agent  and  seereta^;  H.  Q.  Foard,  spedal  agent.  T1» 
company  operates  only  In  N.  C 


CENTRAL  NATIONAL  FIRE  INSURANCE  COMPANY,  Chicago,  lU. 

President,  J.  B.  Hobbs;  Vice-Presidents,  O.  H.  Horton,  Henry  P.  Magill;  Secretary,  F.  M.  Rice.    Organized.  1000. 


Yeah 

Assets 

Unearned 
Prenuums 

Net 

Surplus 

Net 
Premiunis 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1000 

$432,318 

$66,726 

$146,051 

$200,410 

$203,610 

$54,482 

$118,168 

$172,650 

$63,607 

Assets,  Deceicbex  31,  1000. 

Mortgage  loans  on  real  estate $38,750 

Bonds  and  stocks  owned  (market  value) 247.042 

Cash  in  office  and  bank 117,686 

Agents'  balances,  not  over  3  months  due 24,710 

Interest  and  rents  accrued 3,306 

Other  asseu 725 


Total  admitted  assets $432,318 


LzABiLiTiBS,  Decembex  31,  1000. 

Net  losses  unpaid 

Unearned  premiums 

Taxes,  reinsurance  premiums,  etc 


$0,125 
65,720 
10,616 


Total  liabilities,  except  capital  and  surptus . 


Capital  paid  up 

Surplus  over  all  liabilities 


Total  liabilities,  capital  and  surplus. 


$85,367 
200,000 
146,061 

$432,318 


Chi..  Cy.  of.  «n.  CD.,  4J% 

ChL.  (^.  of,  f.  judgment,  4i% 


RISKS  AND  PREMIUMS:  Fire  risks  m  foree  Deoember  31. 
$7,261,851;  premiums  thereon,  $06,800. 

M0RTGA(3e  LOANS:  There  are  7  loans  for  $38,750  on 
property  valued  at  $80,350.  Company  holds  $15,420  of  msur- 
ance  on  the  buildings. 

Par 
BONDS  AND  STOCKS  OWNED:  Value. 

$15,000 
5,000 
3,000 
5.000 
3,000 
5,000 
2.500 

10.000 

5,000 

5.000 

500 

10,000 

10,000 
3,500 
5.400 
5.000 

10,000 
5.000 
5.000 
5.000 

10,000 
5.000 
5.000 
5.000 


Commonwealth  El.  Co..  ChL  1  m.,  5% 

Cooper  Underwear  Co..  Kenosha,  Wis..  1  m.  5i% . 

E.  St.  Louis.  Dl..  f.,  4*% 

JaeksonvUle  Gas  Co.  (Fla.)  s.  f..  5% 

Marissa.  lU..  Twp.  Hi^h  Se..  dis.  No.  45, 5% 

Milwaukee  W.  Fuel  Co.,  (Wis.),  5% 

Peoria.  111.,  Eg.  series  •'B\  4% 

Rockford.  HI.,  f.,  4% 

SUvis,  III.,  sc.  dis.  No.  34,  5% 

Stronghurst.  lU.,  ss.  dis.  No.  30, 5% 

Unwn  El.  Lt.  A  Pow.  Co.,  St  Louis,  5% 

Williamson  Co.,  lU.,  sc.  dk  No.  13, 44% 

la.  Central  Ry.  Co.,  r.  1  m..  4% 

No.  Shore  Gas  Co.  1  m.  OB.).  5% 

Commonwealth  Pow.  Co.  (Mich.)  1  m.,  5% 

Peoria  Ry.  Co..  1 A  r.  m.,  5% 

Chi..  MQ.  &  St.  Paul  Ry.  Co.  deb.,  4% 

Milwaukee  El.  Ry.  &  Lt.  Co..  r.,  4i% 

Peoples  Gas  Lt.  A  Coke  Co.,  Chi.,  r.,  5% 


Bombs  and  Siooki  Owmid.— Cmi<. 

N.  Y.  Cy.  of.  g.  exempt  ep.  stk.,  4% — 
ChL  Sanitaiy  Dis.,  4%. 


Value. 

$50,000 
89,000 


Chi.,  Cy.  of,  W.  Parte  4% 3,000 

W.  United  Gas  A  El.  Co.,  1  and  r.  m.,  5% 5,000 

Totals  (market  value.  $247,042) $239,900 


MISCELLANEOUS:  This  company  was  organised  early  in 
1000  and  was  licensed  by  the  Illinois  Insurance  Department  to 
commence  business  in  Mareh.  with  a  paid-up  c^Mtal  of  $100,000 
and  a  net  cash  surplus  of  $100,000.  Capital  mereaaed  in  1909 
to  $200,000  and  $100,000  added  to  surplus. 

DIRECrrORS:  James  B.  Hobbs,  Oliver  H.  Horton.  Edwin 
S.  Osgood.  Lewis  M.  Alexander,  William  T.  Jennings,  Robert  W. 
Campbell,  Henry  P.  Magill,  Frank  M.  Rice. 

FIELD  MEN  AND  TERRITORY  COVERED:  Whilden  « 
Hancock,  N.  Y.,  general  agents  for  N.  Y.,  N.  J.,  and  Pa.;  D. 
Cliif  Stone,  Nashville,  Tenn.,  general  agent  for  Tenn.;  Standard 
Investment  Co.,  Minneapolis,  Minn.,  (zeneral  agents  for  Minn.; 
E.  E.  Hall,  New  York,  general  agent  for  New  Endand  States 
Harvey  Lambeth.  Charlotte,  N.  C,  general  agent  for  N.  C:  EI.  H. 
Pleroe.  Salt  {.Lake  Oty.  general  agent  for  Utah;  H.  G. 
Hoffman,  Mt  Sterling,  «Ky.,  general  agent  for  Ky.  Special 
agents:  John  H.  Griffiths.  Chicago.  lU..  for  Wis.  and  part  of 
m.;  R.  W  Miller.  Chicago,  HI.,  for  Mich.,  and  part  of  III.;  O.  J. 
Graham,  Des  Moines,  la.,  for  la.  The  company  operates  in  Conn., 
111.,  Ind..  la.,  Kan..  Ky..  Mich..  Minn.,  Neb.,  N.  J..  N.  Y.,  N.  C, 
N.  D..   Pa.,  S.  D.,  Tenn.,  Utah.  Vt.  and  Wis. 


CENTURY  FIRE  INSURANCE  COMPANY,  Des  Moines,  la. 

President,  Geo.  J.  Delmege;  Secretary,  John  J.  Bynon.    Organised,  1000. 


Yeak 


1000 
1008 
1007 
1000 
1005 


Assets 


t$200.406 
1275,508 
:;264,034 
:;232,003 
:  210,422 


Unearned 
Prenuums 


$203,454 
200,064 
183,202 
100.427 
142,738 


Net 
Surplus 


$20,703 
25,144 
27,006 
26.404, 
36.288, 


Net 

Premiums 


$181,254 

127,501 

115.613 

101.189 

02.718 


Total 
Income 


$185,476 

130.004 

118.313 

102.398 

03,110 


Losses 
Paid 


$40,067 
48,675 
37.187 
20,516 
27.247 


Div- 
idends 


$13,500 
8,433 
8.400 
1,800 
1.800 


Ex- 


$64,320 
57.547 
63.973 
40,025 
43.612 


Total  Ex- 
penditures 


$117,896 

114,655 

99,560 

80,841 

72,559 


Incurr^ed 


$*0,06 
89,28 

2S,2R 


X  Includes  notes  for  premiums. 


ASSETS.  DECEMBER  31,  1900:  Mortgage  loans.  $53,850: 
cash.  $16,896;  agents'  balsnoes,  $4,155;  Interest.  $666;  bills  re- 
ceivable, $214,838;  total,  $290,406.  Liabilities:  unearned  prem- 
iums. $203,454;  other  UablllUes.  $7,150;  total,  $210,013;  capital 
paid  up,  $50,000;  net  cash  surplus,  $29,793. 

MORTGAGE  LOANS:  These  aggregate  $53,850  and  are  pro- 
tected by  Iowa  farm  lands  valued  at  more  than  double  the 
amount  loaned. 


MISCELLANEOUS:  Company  began  bnslnesss  with  avthoi 
Ixed  capital  of  $100,000.  of  which  $25,000  was  paid  in.  the  bij 
ance  being  represented  by  stockholders  notes.  In  1908  $15,00 
sddiUonal  capital  was  paid  in.  and  in  1909  $10,000,  makiiur  tlk 
paid  up  capital  $50,000.  Its  authoxised  capital  haa 
Increased  to  $105,000. 
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CmZENS  INSURANCE  COMPANY  OF  MISSOURI.  St.  Louis,  Mo.l 


Proidoit.  ChM.  E.  Chaae;  Vice-Preadenti.  R.  M.  Biaadl.  J.  H.  Carr;  Secretary,  P.  0.  Crocktr,  Anistant  Secretary,  W.  R 

Farrar.    Organiied.  1837. 

Yeas 

A-et. 

Unearned 

Net 
Surplus 

Net 

Total 
Inconie 

Paid 

Dir- 
idcDds 

Ez- 
penacs 

Total  £z- 
pcnditorea 

Losaea 
lacarred 

1909 
1908 
1907 

6863.666 

813L734 
746.790 

$417,699 
893.618 
861.213 
866.609 
864.882 

1190.026 
179,862 
148.389 
107.268 
282.182 

*$662.781 
600.847 
464,669 
467,688 
481,866 

6691,426 

629,107 

488,209 

t680,768 

0680.689 

$316,489 
277,187 
288,886 
468,796 
268.180 

$16,000 
16.000 

$220,248 
196,868 
174,626 
179.644 
184,204 

$562,787 
488,550 
418.862 
688,489 
487,884 

$818,89& 
271,033 
238,085 
469,600 
245,78a 

1906         706,686 

1906 

819.120 

*  locfaidca  $68  marine  pranhima.    t  Includes  $36,000  surplus  paid  in.    a  Includes  $26,000  surplus  paid  in. 


AssRs,  DzcKMBUt  81, 1909. 

_   loons  on  real  estate 

Boods  and  stodks  owned  (market  value). . 

Cash  in  office  and  bank 

Afrnts*  balances,  not  over  3  months  due. . 

Intemt  accrued 

Other 


$77,200 

518.008 

160,581 

97,194 

9,868 

790 


Total  admitted  assets. 


$853,586 


LzABiuTiss.  Dkcxiibss  31.  1909. 

Net  losses  unpaid  (including  $15,660  resisted) ....  $38,423 

Unearned  premiums 417.599 

Other  liabilities 71539 

Total  liabilities,  except  capital  and  surplus. .  $463,561 

Capital  paid  up 200,000 

Surplus  over  all  liabilities. 190.026 

Total  liabilities,  capital  and  surplus. $858,586 


RISKS  AND  PRElOnilS:  Fire  riria  in  foree,  Deeember  31. 
883496.471:  pramiams  themm.  $900,680. 

BG3INEB8  SINCE  ORGANIZATION:  Premiums  reeeived. 
tlUBOlTM:  loasea  paid.  $6,358,271;  dividends  deeland.  cash. 
tlin7.7»;  stock.  $106.0001 

HOirrGAOE  LOANS:  The  7  loans  amount  to  $77,200  and 
Iks  BBCBcllks  aie  vahied  at  $245.50a  No  interest  is  nut  due, 
the  snnnwnj  iMiids  $106,750  lasuxaaee  on  mortcagBd  buildlnjB. 
XLs  biser  loBM  are:  $61,500  on  mercantUs  bu^ag,  8621-36dl 
Qlfcst,  St  Lo>ak,  vahied  at  $150,000;  and  $11,000  on  meramtUe 
isddBs.  813^15  Na  4th  St  St.  St  Look,  vahied  at  $28,000. 
TW  raanaaiac  loans  laage  feom  $1,500  to  $5,500,  and  are  all  upon 
a  Lna  prapcrtM. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

BoHDB.  Valos.         Value. 

AiiM«(PM8»LiM.lau8.b8^UnL4%  $26,000  $24,000 

MtA(t  By.,  CB^.dlv.)  TtBLg.^m^  75.000  67.875 

BiMk|yaUfllMEfev.,lnu.  (.,1960^5%  50L000  51.500 

fVssMshi  ^  O.  Ey^  1  es.  m.,  1939. 6%  40,000  45,500 
Q.  oc  St  LoaisL  publis  bigs  and  puboo 

^apL  ba..  W8,  4%. 106.000  107,100 

B|la.MieCftB.Ity.9..1941.5% 25,000  28,375 

h«.AGtN«.R.R..lstBi.,1919,6%..  48.000  52.800 

!a.  Oat.  latm^  1^1938, 6% 26.000  26.626 

L,H.ftStL.B£lstm.2l^  1946^6%  86,000  38.500 

ilB.Pte2^1atca.,»bsL.192<r0% 15,000  16.576 

3a.]^yraidD.Dlv.).latm..s.,]906.6%  86.000  88.763 

StiteafGa..  19ia»% 10.000  9.900 

^•.Cbatmy,  1902,3% lOJSOO  9.766 

SlOCSB. 

waivwittei!^  Satracs  (3d.,  N.  Y.  ..... .  600  600 

G9.Ad.BwMa.N7Y 50  60 

W.Ai.4lBap.0n..GhL 100  126 

5a.id.BvEt8a,Allsnla 50  50 

l^tab  (book  value.  $524324) $499,200      $5]8»008 


llf^' 


lOSGELLANEOUS:  la  1902  and  1908.  the  stockholders  paldz 
In  $50,000  to  surplus;  fai  1904.  $26,000.  and  la  1900,$35.000.  6»n^ 
Oapation  loans:  Baltimore,  1904,  $76,531:  San  Fraadsoo.  1906. 
$^1,813.  Fhuncfad  statement  for  1909.  190&  1907.  1906  and, 
1906  aoeording  to  Oonneetient  ■taadaid.  Values  of  soeeial*. 
deposits:    Ga..  $9,900;  Va..  $9,765.  ' 

DIRECTORS:    W.  H.  nnar.  Ghas.  E.  Chase,  a  E.  Wt 
J,  H.  Osir.  T.  K  Seotbad,  C  C  Nleholls,  R.  M.  B 
Egfaston.  J.  W.  0.  GoCrsa. 

FIELD  MEN  AND  TERRITORY  OOVERED:  So.  depart- 
ment: Egleston  4  Pmeott  nneral  agents.  Atianta,  Ga..  for  Ga. 
fV  Ah.,  IfisB..  La.,  Va.,  NG.  and  STC:  meelal  agents:  J.  A. 
Perdue,  Atlsnta,  Ga..  for  Ga.,  AHu  and  N.W.  Fla.;  W.  R.  Roberts, 
Columbia.  S.  C,  for  S.  C.  and  FUl;  W.  Y.  Harper.  New  Orieaos, 
La.,  for  La.:  E.  A.  Clark.  Lynehbun.  for  Va.  and  N.  C;  P.  L.' 
DaviB.  and  CL  L.  Davis.  Vieksbrng.  Urn.,  for  Mas.;  Tbxas  depart- 
meat:  J.  B.  Hereford,  general  agent  Dallas,  Tex.;  M.  G.  Janeau. 
special  agent.  Dallas,  T^  Paa  department:  Palaohe  A  Hewitt, 
general  agents,  San  Franeiioo.  Cal;  special  agents:  J.  J.  DenaiL 
W.  0.  Iforgao.  W.  W.  Grove.  P.  H.  Griffith,  C  E.  Miller.  Geo.  £. 
Devine.  M.  E.  Spaulding,  R.  E.  Dotlard.  W.  8.  DemiiB.  Metro, 
politan  department,  N.  Y.  City,  Howard  Hampton,  manager. 
N.  Y.  department:  N.  Y.  City,  Lasher  4  Taylor,  general  agents. 
Oook  County  department,  diieago.  IlL:  Jno.  Shepherd,  manager. 
Special  agenti  reporting  to  home  office:  0.  E.  (}ook,  Springfield, 
MasB.,  Conn..  R.  I.  and  Me.:  G.  A.  Ruseell.  Fhihuielphia.  Fk.  for 
Md.,  D.  C.  E.,  P^  and  Del.;  Jos.  P.  Fisher,  Pittsburg.  Pk.  for  W. 
Pa.  and  W.  Va.;  C.  W.  Phelps,  Syracuse.  N.  Y..  for  N.  Y.  States 
A.  W.  Parsons.  Golumbus.  0..  for  0.;  W.  B.  Tobias.  Indianapolia. 
Ind..  for  Ind.;  H.  M.  Wardle.  Detroit  Mich.,  for  Mich.;  R  M, 
Greene.  Minneapolia.  Minn.,  for  Minn,  and  Wie.;  J.  E.  Knapp, 
Jacksonville.  IlL,  111.,  for  111.;  C.  T.  Beealey.  Des  Moines.  la.,  iot 
la..  Neb.  and  S.  D.;  C  B.  Foster,  Fargo.  N.  D.,  for  N.  and  S.  D.;  E, 
C.  Fox,  Topeka.  Kan.,  for  Kan..  Colo,  and  OUa.;  Eugene  Waiien. 
St  Louii.  Mo.,  for  Mo.;  J.  E.  Tenner.  St  Louis,  Mo.,  for  St  Louis; 
J.  B.  Gray,  Louisville,  Ky.,  for  Ky.  and  Tenn.  The  company 
operates  m  all  the  States  and  Territories,  except  N.  H.,  Vt  ud 
Wyo. 


I  Tkaasacts  both  fire  and  marine  insurance. 


CmZENS  FIRE  INSURANCE  COMPANY,  Charles  Town,  W.  Va.t 

R.  P.  Cbcv,  SecnIaiT,  R.  W.  Alennder.    OrRanind,  1907. 


YtAM     AmttM 

1 

Unearned 

PlCDUUDS 

Net 

Surplus 

Net 

Total 
Incoine 

Losses 
Paid 

Diy- 
klends 

Ex- 
penses 

Total  £k- 
pendituiies 

Losses 

U09       $179,683 
IMS         9»JU2 
1907         m.967 

185397 
45.gB6 
10.431 

i7aooo 

W.826 
101.646 

1160.146 
90.119 
22.677 

1166.681 

106,086 

27.810 

163.086 

27,980 

2.660 

$16,000 
2,732 

165,616 
43,836 
14,424 

1143.700 
74,647 
16,984 

$68,771 

80.887 

8.202 

31.  1909. 

loflsm  OB  real  estate 

(malt  ft  vahie) 

and  bank 

not  over  3  mondis  due 


Toti  aduuttBd 


to  W.  Va.  standard. 


$121,799 

219,060 

3,082 

26,163 

8.489 

100 


$378,683 


LiABiLiTixs,  Deceiibss  31,  1909. 

Net  losses  unpaid  (none  resisted) 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 


$9,899 

85,897 

887 


Capital  paid  up 

Surplus  over  all  lialnlities. 


$96,674 

200,000 

78,00» 


Total  liabilities,  capital  and  surplus. .... $873,688 
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CITIZENS  FIRE  INSURANCE  COMPANY,  Charles  Town,  W.  Vi 

RISKS  AND  FREKnmS:    Fin  nlu  m  lora,  Dhbd 
tl3.3«U13;  |>Riiuuiii.lli«Boa,(mM& 

;E  ORGANIZATION:    PmniuB  . 


Cj.  of  Chi 

Cy.  ot  Runoks,  Vs.,  r.,  4ii'. 

Cy.  o(  New  York,  4H- 

^.oINraVark,  «1l. 
Bi  of  Jeflenon  Co.,  W,     _ 
Carpontlnn  d(  ChiHn  Tnv 

Cj.  otCbtclcBoo,  W.  V>.,  ij., 

Cr.  amt.  Venan.  N.  Y..  5'reg.... 

§.of  amUn«lo>i,W.  Vn.,  Sh.,  ,... 
.(rfTrov.N'.Y.,f«?.4..... 

OV- Df  Buffulo,  N.  v.,  rtii.»« 

Cy.  of  Itluia,  H.  Y..  4)l 

LVDlClukibun,  W.  Va-.te. 

Cy.  o(  UUa.  N.  Y.,  ta  irg 

Gr.  ol  Onnn,  N.  Y.  Hi.th 

^.  of  Wbe3u«,  W.  Vl,  k.  ta.,  Hi. 
(>.  of  WstRtom,  N.  v.,  Rg-to..... 

rf.  Y.C...I% 

Cy.  of  Bnnmnofc,  G*..  5%. 

Cy.  of  Whfoling.  W.  \'i..t% , 

Vvk,  Vuidunen  R.  0..  1,  4i- . . . 

Ho.  Fu.  Eq.,  ta 

Tei.  Pm.  R.  R-,  M,  S<.. 

Seabowd  ALr  Line  Ry..  nl..  la 

Dtanii  RIoKtand  R.  R„eg,ia.. 


ILOOO 
10,«» 


Y.|8iwii>bu>  Jt  V.'.'S».'.'.''.'.\ 


Coil  aad  Coke,  S"?.. 

Saboanl  Air  Lba,  4% 

Sslnaid  Air  Lint,  4% 

BL  Louia  and  Baa  Fruiiaio,  44% 

C1ivtaiTowiWaletCD.,S%.. 

Haryknd  EL  Ry.  la.  f  „  b 


mSCELLANEOOa    lUa  comnu*  at 

IMTwHhaiwtariinfplaoltlOlEOM.    Valua dt ««4a) daporit 

Is  V*..  tiojoa 

DIRECTORS;  F.  W.  Hbb,  Wlffian  F.  AbxudR.  Wdlod 
HOla,  B.  B.  Cmtln,  £,  B.  Oiambir^  H.  H.  OsDirt,  C.  ?.  Wall. 
T.  T.  Vmj.  F.  W.  Bran,  K.  C  Bn^M,  Robait  L.  WRbm, 
R.  W.  Alaundei,  Wm.  G.  Baks,  Jr.,  Oiaa.  R.  Alaiudar,  R. 
7iMjn|,  Cliaa.  S.  SmileT,  H.  L.  AnxaDdar.  W.  A.  Hha  B.  D. 
Oib»ti.  R.  P.  Ohnr.  W.  0.  Monia,  W.  F.  Al««id«r,  T.flTHowliniL 

FIELDMENANDTERRITORYOOVERED:  R.aDeatrRk. 
Columbua.  0..  apedal  ^«(  lor  0.,  1.  O.  Bouwr.  CkikalowD, 
W.  Va..  N>aeii]  ainil  for  W.  Va.,  Hd.,  h  and  IT  Y.  lU  om- 
pany  operaUa  n  13..  Md,  N.  Y.,  0..  Pa..  Va.  aad  W.  Va. 


CITIZENS  FIRE  INSURANCE  COMPANY,  ClarksviUe,  Ark. 

Pi«Udent,  C.  L.  Pylc;  SecixBiy.  M.  A.  Lucu:  Ankiani  Stcrcury,  E.  L.  BuMcy.    Orjinlad,  IMJ 


<».U7 
m,40T 

M.iia 


tEl.Ml 
4S,tBT 
ST.MZ 
U,21B 


Pope  Co.,   Fflndng 


lolcroat  and  nnti  accnud,  - . 


4.108 
t93.UB 


LuBn,:nE9.  Dicehbbi  SI.  19W. 

Net  losHs  uniKid  {iiidiKliiit  UOO  Rsltlod) tZ.BI  1 

Uocamnl  pmniunu 3V.03^ 

Oiher  liabultica e9i 

Toul  IfabBiiiea,  a 
Capiul  paid  up. .  ,  --  - 
Surpliu  ova  ofi  IhbOid 


HORTOAOE  LOANS:  Tluac  affircgale  tS.UO  and  m  Kcund 
by  i»  plant.  Oaikiiille,  Ark.,  mined  at  USIOO  lod  brick  lioUI. 
Jonnboro.  ArL.  Tallied  at  tS,000.  Tbara  waa  1630  of  intunt 
paat  due  on  Deomber  31.  laat. 

COLLATERAL  LOANS: 


RISKS  AND  PBEMinHS:  Fire  riaka  Id  foree  Di 
t3,7t4,836;  preDLuu  tbeiMn.  t7fl.2>X. 

BUSINESS  SINCE  ORGANIZATION  ;  PraDluD 
I2S8.81S:  loaaa  paid.  tI6l,l72:  dlTUeodi  dedi 
110,000. 

MISCELLANEOnS:  Tbb  (DBpany  bena  bi^H 
IMS.  witb  >  paid-up  eapltal  of  ISiiollO.    Tbe  eonpa 
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CITY  INSURANCE  COMPANY,  Pittsburg,  Pa. 

Presidat,  Edward  K.dly,  Jr.;  Secretury,  Alfred  S.  Biahop.    Oisaniicd,  1870. 


YSAK 

Aasecs 

Uncanwd 
PmBJums 

Net 
Surplus 

Net 
Picmfainm 

Tolal 
Income 

LotMS 

Paid 

Div- 
jdends 

Ex. 
pcnset 

Total  Ex- 
penditares 

LoMCl 

Incurred 

im 
im 

1M7 

1935 

1184,297 
186.753 
184.139 
182.855 
184,908 

$18,698 
17,930 
18.755 
18.265 
18,847 

$62,284 
63,718 
62.665 
62,221 
68.618 

$17,178 
15.596 
17.862 
16.570 
16.766 

$28,381 
30,329 
29.808 
29.424 
81.786 

$4,644 

4.281 
6.027 
6.638 
6.191 

$10,000 
10.000 
10.000 
10,000 
10.000 

$14,174 
11.191 
13,243 
11.905 
15,344 

$28,818 
25.472 
28.270 
28.543 
30,435 

$6,529 
4,378 
5,203 
3,957 
8.239 

Assets.  Dscsmbea  31.  1909. 

Real  estate  owned  (book  value.  $27,068) 

UoctEige  loans  on  real  estate 

Loaa  on  Coinnial  Trust  stock.  Washinfton 
National  Bank  stodc  and  Southern  Traction 
Co  boDcfa  (ma^et  value  $9,075) 

CsA  in  office  anfl  bank 

Agats'  balanrrs.  not  over  8  months  due 

iDterest  due  and  auxnied 

<\ccoflnta  reoeHable 


$84,568 
124.186 


7,860 
11.401 
2,223 
2,178 
1.802 


Total  admitted  assets. 


$184,297 


LxABiUTixs.  Dbckkber  81.  1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabuities 


Total  liabilities,  except  capital  and  surplus. 


$2,405 

18,698 

960 


Capital  paid  up 

Surplus  over  all  liabilities. 


$22,063 

100.000 

62,284 


ToUl  liabilities,  capital  and  surplus $184,297 


RISKS  AND  PREIQUIIS:  fire  risks  In  foree  Deoember  31. 
SA79J81:   pMBduma  themio.  $86,535. 

SEAL  ESTATE  OWNED;  Then  are  0  pteees  of  raal  estate 
('nhiuiBlMiud),  vahied  at  $34,566.  upon  inifeh  the  rents  Isst 
yor  nooilBd  to  9824,  and  the  taaes  and  expeoses  to  $879. 

I08TGAGS LOANS:  The 48 kwns. scgnaattog$124.185. are 
s&  spoa  ABe^eny  Gbunty  real  estate,  vahiea  at  $329,182.    The 


eompaiur  holds  $132;000  insuranee  oa  ttie  bulldinp.    On  Decem- 
ber 31.  last,  the  past  due  interest  amounted  to  $475. 

DIRECTORS:  Edwaid  Kelly,  Jr.,  Alfred  S.  Bishop.  A.  V. 
D.  Wattenon.  J.  D.  Gsllery.  B.  M.  Bigeloir.  W.  H.  Eeeefa.  Richard 
Ftallaid.  Hudb  Muiphy*  Edward  Hossn.  W.  a  lfe£ldowaey. 
Charles  L.  Young.  P.  B.  Redly.  Jr. 

TERRITORY  COVERED:    Oompany  operates  only  in  Pa. 


CITY  OF  NEW  YORK  INSURANCE  COMPANY,  New  York,  N.  Y. 

President,  Major  A.  White:  Secretary.  J.  Carroll  French.    Organised.  1905. 


$1,434,223 
757.832 
643,755 
007,707 
•ll.t03 


$830,211 
279456] 
254,231 
212,062 
100.548 


Net 
Surplus 


$546,746 
213,293 
157.704 
248.090 
296,602 


Net 
Prentunis 


$389,455 
326,962 
299,482 
817.835 
r§4.583 


Total 
Income 


a$712.887 

355,016 

324.628 

846.778 

S494.724 


Paid 


$182,274 

208,800 

188,501 

86.906 

16.550 


Div- 
idends 


$16,000 


Ex- 


$164,614 

144.401 

127,371 

182.837 

72,876 


Total  Ex- 
penditures 


$861,788 

868.201 

265.872 

219,743 

88,426 


Incurred 


$163,843 

236,480 

131.226 

96,986 

25,854 


a  Indndca  $300,000  surplus  paid  in  m  1906,  and  $800,000  in  1900. 


Assets.  Dimfiiw  31, 1909. 


I  owned  (market  value) $689,476 

Cuh  in  office  and  bank 639,981 

not  over  3  months  due. 96.231 

3,146 

irance  on  losses  paid. 6.390 


laterest 
Doe  far  rd: 


Total  admttied  assets. 


$1,434,223 


LiABTLiTXBS,  Dkembek  31.  1909. 

Net  losses  unpaid  (including  $4,760  resisted). . . 

Unearned  {wemiums 

Dividends  un^jakL 

Odicr  liabilities 


Total  liabUides.  except  capital  and  surplus . 

Capital  paid-up 

Surplus  over  all  lisbilities. 


$31,974 

830.211 

5.000 

21.292 

$388,477 
500,000 
546,746 


Total  liabOides,  capital  and  surplus. $1,434,223 


RI80  AND  FREMIUIIS:  Fire  risks  k  eons,  December  81. 
$iU0JS8;  pesniums  thereon.  $621,428. 

mSDfBBB  SINCE  ORGANIZATION:  Premrams  reoeivedi 
81.191918;  kMses  psid.  $622,161;  divklends  dselarsd.  esih.  $20.- 
•66 

B0!iI8  AND  STOCKS  OWNED:               Fte  Maiket 

Bon&                                Vahie.  Value. 

^rtiarX.TJ8taXLImp.LQU,ne6l3%  $200,000  $206^000 

X.  T.  C^.,  IKI 3}%, 25.000  22;2S0 

AT.AS.F.  Ry^5%,  1909 10,000  12.900 

9aFlK.Rji4%.  im 10.000  10,500 

Bi2LAO.I^.OnL,eosn 40.000  47.200 

aL.ia.A9i.Ftel  By. Cb..  com laOOO  16^00 

MAHsteBCo laOOO  18,400 

&liBy.Cbwls*p 30.000  15,000 

Gt5b.By.O».,I» 80.000  42.900 

<k)la.Ry.,lRmOm.TempL,et& 10,000  8,100 

lMMb4NndbvfleBy.^. 20.000  81.600 

lalsttMRy.Os 10,000  18.800 

Se.Pte.Rr.Gb 604110  72.600 

h.RR. 22,600  30325 

SUBS  he:  By.  Cbi,  som 10,000  20,400 

QkGsiQi 46X100  72,000 

UABsis.ftWB.sta> 6oSioo  50,000 

I^MKhook  vifaK,  8879.463) $682,500  $680,475 


MISCELLANEOUS:  Company  eonunenoed  business  with  a 
paid  in  surplus  of  $300,000.;  cu>ital  increased  in  1909  from  $200.- 
000  to  $500;000  and  $300,000  added  to  surplus. 

DIRE(7rORS:  Edward  Ashforth.  Leopold  S.  Bache,  Daniel 
BlrdssU,  J.  Romalne  Brown.  E.  C.  Cammann.Wm.  H.  Chwsebrou^ 
Wm.  P.  Dixon.  Robert  E.  Dowling,  Chsrles  Jerome  Edwards. 
J.  Carroll  French.  Wm.  M.  V.  Hoffman.  J.  Edgar  Leaycraft. 
Alfred E. MatUngilVederiek G.  Fbtter. Leo. Schlesinger. Maior  A. 
White,  Frederi^Winsat.  A.  P.  W.  Kjnnan,  A.  H.  Wrsj.  Frederieic 
H.  Eeker.  Silas  Wodell,  Wm.  G.  Ver  Planck. 

FIELD  MEN  AND  TERRITORY  COVERED:  WiUiam  L. 
Dsmine,  Boston.  Mass..  speeial  agent  for  New  Enidsnd  States; 
HenryU.  NoUe.  special  agmt.  Gnicago,  III.,  for  Midi..  III.  and 
Ind.;  W.  R  Main.  Madison. Wis..  Statea  gentforWls.;  H.  L  Mauiy, 
special  agent  for  Ky..  W.  Va..  and  0.;  E.  £.  Blske.  Syracuse, 
N.  Y.,  speeial  sgent  for  N.  J..  N.  Y.  and  P^;  Fredk.  Rutiedge, 
AsheviUe.  N.  C.  State  agent  for  N.  C;  Q.  B.  Lamping  A  Gb., 
Seattle,  Wssh..  SUte  sgents  for  Wash,  and  Idaho;  B.  K.  Clapp, 
Columbus.  Ga..  special  agent  for  Qa.,  fla..  and  Ala.;  Gross  R. 
SemgSB  A  Co..  Iwlas,  Tex.,  managers  for  Tex.,  Ark.,  OUa.  and 
La.rJohn  h.  CSooney,  &gen<7  superintendent,  home  office.  The 
oompsny  operates  in  Ala.,  Ark..  Colo..  Conn..  D.  C.  Fla..  Ga.. 
Idaho,  ni..  Ind.,  la.,  Ky..  La..  Me..  Md.,  Msss..  Mich..  Minn..  Mb.. 
Neb.,  N.  H.,  N.  J..  N.  Y..  N.  C.  0..  Okla..  P^.  R.  I..  Tex., 
Wwh..  W.Va.andWis. 
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ttfiPO&TS  DP  PIR£  INSURANCE  COMPANIES. 


COLONIAL  ASSURANCE  COMPANY  OF  THE  CITY  OF  NEW  YORK, 

New  York,  N.  Y. 

President,  Leo  H.  Wise;  Secretery  and  Manaflrer,  E.  E.  Hall.    Organized,  1805. 


YVAR 

Assets 

Unearned 
PremiunM 

Net 

Surplus 

Net 

Total 
Incxnne 

Losses 
Paid 

Dir- 
idods 

Ex. 
penses 

Total  Ex- 
penditures 

Losses 
Incuned 

1000 
1008 
1007 
1005 
1006 

1884.966 
810.768 
765,020 
778,405 
586,470 

838,486 
41,057 
879,821 
375.098 
277,804 

194,087 
61,418 
60,603 
88,180 

180.266 

$51,150 
88,879 
580,011 
520.136 
642,129 

$73,896 
103,574 
565,682 
548,619 
660.938 

$18,627 
118,445 
406.164 
811,302 
269,211 

■   "$14,666 
14.000 
12,000 
10.000 

267,882 
247,885 
184.772 

$48,710 
*223.544 
070,485 
671,228 
463,988 

72> 
421.511 
336.17. 
256.44; 

*  Excluding  $286,499  paid  Westchester  Fire  on  reinsurance  contracL 


Assets,  Decembxr  31,  1909. 

Bonds  owned  (market  value $298,000 

Cash  in  office  and  bank 29,222 

Agents'  balances,  not  over  3  months  due. 5,157 

Interest  accrued. 1,655 


Total  admitted  assets $384,966 


Liabilities,  December  31,  1909. 

Net  losses  unpain  (inchiding  $8,810  resisted). . . . 

Unearned  praniums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 


$4,72 

33,48 

2,66 


Caintal  paid  up 

Surplus  over  all  liabilities. 


$40,85 

200,00 

94,08 


Total  liabilities,  capital  and  surplus. $334,95 


RISKS  AND  PREMIUMS:  Fbe  risks  In  forae  Dsonnber  81, 
$8,351,900:  preoilums  thereon,  $65^428. 

BUSINESS  SINCE  ORGANIZATION:  Premlnms  reosfved* 
$4,870,952;  loocs  paid,  $8,248,400;  dividends  dedarsd,  flash* 
$04,000. 

Vv  Market 

BONDS  OWNED:  Value.         Value. 

U.S.Qov.PhlI.ba.,1084,4% $126,000      $130,000 

U.S.Gov.Fhll.bs.,1086.4% 100,000        106,000 

N.Y.Glty,  eoip.Btk.,105e,4% 50,000         50,000 

Totab  (book  valuB,  $808,626) $286,000      $298,000 

MISCELLANEOUS:  Gapital  tneieaaed  from  $200,000  to 
$400,000  hi  1000.  upon  meiSBr  with  Washfaigton;  nduoed  hi  1900 


to  $200,000.  The  oompamr  refawnred  Its  ootitandhig  risb  t 
1906  hi  the  Westchester  Fire  and  eontiniMd  writing  bnsiiieflt 
oonfining  Its  operations  ezdoalveiy  to  properties  equlived  wit! 
approved  systems  of  antomatto  sprlnklen.  Conflagration  knei 
Balttanor%  1904.  $30,000;  San  FhAeisoo.  1900,  $19,148,  net 

DIRECTORS:  Leo.  H.  Wlss,  Geom  C.  Clarke,  Thomas  Di 
raond,  David  S.  Walton,  Charles  J.  FoOmer.  Peter  Rdd,  Oti 
M.  EldUts,  L.LafliB  Kellogg,  Stephen  B,  Fklaier,  Chaa.  HoSmsi 
Jr.,  Edward  H.  Wise,  Chas.  A.  Trowbridge,  John  S.  Sutphen,  Ed 
ward  E.  Han. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  B.  G 
Qalllard,  superintendent  of  ageneies.  Spesial  asents:  H.  S 
Glutia,  home  offiee  for  New  En^aad  States;  Patrick  A.  Oosgiovi 
home  ofliee,  for  Middle  States.  The  oompany  operates  la  IB 
Mhin..  Mb..  N.  J..  N.  Ym  P^  and  wis. 


COLUMBIA  FIRE  INSURANCE  COMPANY,  Athens,  Ga. 

Presklent,  J.  Y.  Carithers;  Secretary,  W.  D.  Deane.    Organized,  1900. 


Year 

Assets 

Unearned 

Net 

Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 

Incurred 

1000 

$131,872 

$8,655 

$19,794 

$13,900 

$19,112 

$723 

•$19,877 

$20,600 

$4.12 

•  Includes  $10,000  organization  expenses. 

Assets,  Dbcbicbeb  81,  1900. 

Bonds  and  stocks  owned  (market  value) $101,606 

Collateral  loons 7,260 

Cash  m  office  and  bank 14,288 

Agents'  balances,  not  over  3  months  due 6,867 

Interest  accrued 2,912 


Total  admitted  assets $131,872 


LXABILITZES,  DXCBMBEE  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabQities 


Total  liabflities,  except  capital  and  surplus . 


$3.40 

8,55 

11 


Capital  paid  up 

Surplus  over  all  liabilities 


$12,07 

100,00 

19.79 


Total  liabililies,  capital  and  surplus $131,87 


RISKS  AND  PREMmMS:    Fire  risks  m  force  December  31, 
$7,088,740;  prsmiums  therson.  $16,882. 

COLLATERAL  LOANS  are  as  follows: 
Seeurities. 

80  shares  Athens  EL  Ry.  0%  stk 

12  shares  Son  Mfff.  Co.  5%  p.  stk 

Deed  to  lot  and  80  shis.  AtheM  Hotel . . 


Totals. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


I^ons,  Ga.,  1928,  6%, 

Winder,  Ga.,  1037, 6% 

Pfcvo,Qa..  1916-21,  6%.... 
Nid»ls,Ga..  1938.6%..... 
Ashbura,  Ga.,  1920-23.  6%. 
Rutledge,  Ga.,  1928-32.  5% 

CBatoii.Ga.,  1917.6% 

Bhw  Ridge,  Ga.,  1037,5%.. 


Maricet 

Amount 

Value. 

Loaned 

$3,000 

$2,600 

1,200 

750 

7.000 

4,000 

$11,200 

$7,250 

Par 

Market 

Value. 

Value. 

$20,000 

$20,000 

3.000 

3,000 

7,000 

7,000 

10.000 

10,000 

10,000 

10.000 

10,000 

10,000 

3,500 

3,600 

fT  10,000 

10,000 

Bom»  ARD  SiooKs  Owwm.—CmL 
BoKM.—ConL 

Atlanta,  Ga.,  1911, 6% 

Sparks,  Ga..  1938,  6% 

Athens.  Ga.,  1933,  4% 

Athens,  Ga.,  19»,  4% 

Atlanta,  1083, 4<. 

OTOCKS. 

Athens  Hotel  Co.,  p.  stk 


Hr 

Maik 

Value. 

Valv 

$2,000 

$2.0i 

6.000 

5.5; 

3.000 

3.0( 

lo/xn 

tt.0l 

7,000 

7.W 

400 


Totals $100.900     $101.56 

MISCELLANEOUS:  Thii  company  was  oncanised  early 
1900  and  was  licensed  to  transact  business  in  Ga.  in  April, 
has  a  pud-up  capital  of  $100,000  and  a  cash  surplus  of  $7«M 

DIRECTORS:    J.  T.  Carithers.  W.  T.  Bryan.  A.  H.  CFaire 
Geo.  T.  HodKBon,  J.  C.  McKmney.  T.  J.  Scott.  F.  C.  Schackelfor 
Chas.  N.  Hodgson,  L  G.  Hardeman,  John  R.  Wilkinson,  W. 
Kinoaid.  J.  T.  Johnson,  J.  P.  Gholston,  J.  W.  Oglesby.  L  ' 
Benton,  D.  W.  Meadow,  J.  T.  Pittaid. 


REPORTS    OF   FIRE    INSURANCE    COMPANIES. 


'"1 

'-'  1!S!^ 

N<t 
Sniphu 

Ncl 

Toal 

Div- 

idCDdl 

— S^ 

pmdituia 

iSSi" 

MOJDfll          77.S18 

im:»« 

130,1  ao 

M.T32 

« 

tH.OOO 

KiJ 

IMi  1 

n.tii 

8B,3af 

Assets,  DicciiBit  31,  IMN. 


BONDS  OWVED: 
IMHtOB.  Cy.  if-Ei.  iL  TOT. », 

;t»7  Cr_  a.  it—Juata.  Lob,  leil, 
S  tC Cy. ot-Dud  FeRtMTm''-  H 
S.T.,(>,rf    "-'   ■-    ^    * 


S.Y.6. 


Rhoi^1» 


;3K  dOt..  IBIS.  «* 

CS.K.iilN.J..Un.S%, 

Oi  A  5.W,  ^  1987.  34% 

LAU  ViL  R.  H.,  IMA  4% 

.Vir&.H.ofIicikD,imD% 


..  iL.lBll,4%. 

un.  atat  Uoe.  r..  112ft.  1% 

^  IdtiL  li^^bi.  S.  S..  IK.  1033.  t% 

^T,  S.  H.4  H.R.R.,  1!>».4% «.™u 

la.  Dock  A  Imp.  IM.  1921.  i% 15,000 

fmr.  <d  OnL  Deb..  IKS,  31% 10,000 


10.000 
10,000 

3g.N» 

tuna 

30.000 


..— fieO,00Otat40IL0Q0.  ft*  nmoa  lUiliie  lu.  On.  of  U«*i~ 
pool,  Dwu  t30t.aOO  of  Iba  itoek  at  Ihli  comvur.  OsdHicntlm 
1<HC  BihlBuit,  UDt  tS.TM;  8u  FnniiMrUM.  17.273,  (Ml). 
Vil«otdK««kOBt.Cta.,W.«0.  " 

DlHECIOHa:  Om.  F.  Cmw.  F.  HntmuiL  On  D.  Hilod, 
Fndk.  T.  Bu*.  lanniog  Kn^od,  Wida  RoUbmd,  C.  E.  Dan. 

FIELD  1^  AND  TERRITORY  COVERED:  Oanvd  unlK 
a.  L  ft  K.  J.  Ona,  Pnrlilwa.  B.  L;  lUiJ  A  CowlaL  Baton, 
Uul;  H.aKnl^t.FhOtd«liUhFt.;  B.  P.  LauhuTOcnluiL 
O.,  Geo.  W.  Nwre,  Qibbi  A  Co..  Cineiiui«li  0.;  On  «  W»U. 
Chicwo.  Ill:  A.  0.  Huoxk.  Baltiuon.  Md.;  W.  T,  Ton, 
HouMon.  Tci.,  Gto.  W.  HoHtirmti,  Tomlo,  Cu,;  Gao.  H.  Sailli 
A  HJcti.  Naw  York  ntT ;  Woodmid  »  WUIKnwn.  Jenn  db: 
Dnmon  ScimlDr  A  &i.,  Kami  Citj.  Ho.:  Efbart  F.  Mlax, 
Ra<iiiialcr.  N.  T.  Tlic  eoBWT  oprntm  b  Ala..  Aik.,  Omn., 
Dd.,  D.  C,  Qa..  lH,  Ind.,  la..  B^..  K>..  M>.,  Kd..  Han,  RidL, 
Kkn.,  Mo.,  Mab.,  N.  H..  (j.  J.,  N,  Y.,  N.  D..  0„  Pa.,  R.  1.,  8.  D.. 


H6S.1W       tUS.SO» 


t3«4.3T3 
308.734 
130,710 
311,083 
185.106 


II  07.21 1 
113.121 
lll.SOft 

los.oie 

107  J87 


130.011 
14»,r40 
118.  38 


tl!l.OD0 
13,000 
13,000 
15,000 
13,000 


baait  md  110^3  ownfd  Cinarkd  Tahic). . . 


Teal  adnittnl  u 


(123.787 
130,000 
304,373 


Told  Uibilitica,  capital  and  lurplus. 


UBKS  USD  FHEMIUlfS.  Fm  nUa  m  lone,  DMonbtr  31, 
mjBBMl:  vnaiBBa  Amaa.  1133,182. 

BCBIKTffi  SINCE  OEQA.VIZATIOK.  PiHumua  laennd. 
COMIS:  laaa  pui,  ID74  J32:  dinkuk  decland.adiJ342.000 

KOBTGMiE  LOAKB;  Tlwe  an  <  DDrton  lane,  tflt- 
BC^  nun  «  propexij.  knifd  n  CitT  ol  Dallas.  0.,  tSiti 
>:  ivb  ■■»(  tnm  the  aoiauot  ksUHl  lEftkiii.    The  mortcHra 


DuloB,  0 

CbhunbuB,  0—-.- 

Clevalud.O. 

OnduimL],  0 

Td^o'T..",': 


t  Bk., . . 


EO/nO  Cj.Rj.,DtytB!,.0. 

30.000  D.  A  II.  R.  R.  p. . 

30,000  D.  AH.R.R.,  c. 

80,000  Llttk  Miami  R.  R. 

lO.IXK)  drre.  aod  Pltti.  R. 

50,000  CoJimibiB  X.  R.  R. 
DayloB  Gaa  lA-kC. 


REFOBTS   OF  FIKE   INSUBAKCE  COMPANIES. 


COLUMBIA  FIRE  INSURANCE  COMPANY,  Omaha,  Neb. 

Piaideal.  D.  E.  TbompKo:  Santur  uid  Titama,  C.  D.  Uullcn;  Aisitut  SKntur,  C.  O.  Tilnugc.     Or(uuBl.  1 


YlA. 

AwU 

UDapcd 

SUTPIUI 

sH 

Toal 
iDOHnc 

Lo«. 

Div- 

E.- 

t™iei- 
mdituR* 

locumd 

IM» 

E 

•l:KS 

B  10,997 

1881,880 
8»8.gai 

51B.t8T 
113,817 
3«,117 

(778, 418 

131,I0< 
lOfcTM 

1  LOW 

310,987 

as 

■JS!;S 

387,788 

lafM 

lOTlSt 

LuaaiTiEi.  DidiKii  11,  ISOO. 


Uneamed  pniDiuiiu, 
Accrutd  dpenM. 

Giber  liiblides. 


Tout.- 

Cipiul  paid 


li  dedunl,  oih. 


e: 


MORTOAOE  LOANS:  Than  m  MO 
(7H.315,  pntnled  hj  impnmd  n 
N.  D.  ud  !■.,  "ortb  Duriy  fsui  U 
n,  lU  bftinx  fint  Jieu,  ud  on  noH 


B0ND3  AND  WARRANTS  OWNED: 


^!^ 


._  Comij.  Nilk,  K.  dl 
Coiutj.  Nith,  H.  dli.,  ( 

■       CoaiilrVN«l>-  -  ' 


ValBB. 
tl.lW 
0.000 


.„ nrCDimtr.  rfBb..io.dto..HoCq(* 8,000 

Red  WUloir  Goooly,  Keb.,  nc  dl>..  No.  9,  Danburr-  3.W) 

SontU  Blufl  Oiunlv,  Nib..  >c  dl>..  No.  U 8.000 


Ltauoiii.  N«b..<nt... 


Bom  ID  WAuun*  OirKn.—CmL 


VlcUt».Kui.,t.. 

Dm  MabM,  U..  t. 
State  ofOUahoiu 


(,■7. 01  rmna,  H«6 

C^.  ol  FBdMton,  Neb. 

So.dkta.af  Neb 

Bo.  iUrt»  ol  Ku 

8e.  dMe.  ol  OUa 

So.  diet*,  ol  No.  Dtkoto 

ToUJ  (l[ufeatnliBtlM,?m... 


',.  U.  Kurpliey.  J.  T.  Bmile 
ijKflDham.  J.  H-  Uilee.  E- 1 

PIELl)liEN.\NDTERRrTORT00VEIlEl>.  E.a.Balune 
StiU  aunt  ud  idjialcr  UddoIi.  Neb.:  A.  J.  Huntah.  Meiuu 
Stale  erant,  HaeUiifi,  Neb.:  C.  E.  Connd,  ipMll]  atcnl,  HaetlKI 
Neb.;  F.  A.  Hindu,  ipeotal  uent,  HHtiop.  Neb.;  K.  B.  Nicbi 
eoD,  msctil  wtat  Ornlia.  Neb.;  C.  sTSabnt^  tpedil  a(n 
Onuba.  Neb.;  SimsOTi  Biker,  ipscoil  annt,  Htelinn,  \;b.^ 
T.  BinninK,  (pbcuJ  aiFDU  Haaao  C/..  Neb.;  Alde^Oy.  ip^i 
•eut.  HeCook.  Neb.;  Dan  Keeti.  indil  Kent.  HeLun.  Sr^ 
1.  A.  Selbr.  apecial  uenl,  HaUiDa.  Neb.;  A.  T.  S^bolt,  ipeci 
■cent.  Llnso^n,  Neb.;  J.  K.  HdWiwvtli.  epeeial  aitcnt,  Cu 
bridce.  Neb.;  W.  B.  Bull,  ipeotl  agent.  Kevney.  S'eb.;  O.  \ 
Doling,  epecial  afent.  LineolD,  Neb.;  R.  G.  Rohrke.  spEcial  it" 
Hoaking,  Keb.;  A.  H.  Bromi,  epeeiaJ  agent,  Haelinn.  .Vd 
C.  T.  Whitaimb.  isKiaJ  anit.  Hutinn.  Neb.;  Fnnk^llaiT 
Stale  ticDt  and  mdjuHer.  Himarck.  N.  D,;  0».  L.  lien.  Su 
Bfeol  ud  adJDgKr.  Sioux  Falli.  S.  D.;  II.  L  Sb>ide,  amFiil  ur< 
tlilc^Ba.  3.  D.;  D.  H.  Thomas,  special  ■jteirt,  Grolan,  .S.  ] 
C.  H.  Searle,  Stale  igenland  adjuster,  Topeki.  Kan.;  A.  A.  fiva 
■nuUTit  Hale  agent,  Tojielca.  Kan.;  Aunuet  WueUer.  anrr 
MRnl,  CMe,  Kan.;l  J.  F.  Weible,  !<lat:  aient  and  adiu-iler.  I 
Mobn,  la.;  Jno.  Lieuwen.  •peciil  aient.  Belmond  la.-  C, 
W.  Cain,  epeeial  agent.  Dss  Uoba,  la.;  J.  W.  Ellinn.  ipn 
aient,  Dei  MDmH.  !».:  H.  A,  Hondt.  ipedal  agent.  Elm 
la.;  J.  E.  Mx»l7.  n)esaJannt.EiDine(tabur|t,  la.:  J.H.  McN 
State  aient  and  adjiuler,  Oklibona  Cjr.,  Okie.;  L.  B.  Laocu 
•peoial  agent.  Oklahanu  Oy..  OUa.  The  nmnny  opent»  in 
fin..  Neb.,  N,  D..  Okla.  and  8.  D.  •■    '    •- 


Presdent,  E.  D.  JcDiw 


COMMERCE  INSURANCE  COMPANY,  Albany,  N.  Y. 

lidcDt.  Frank  Vaa  Benlhuyini',  Secreury.  A.  I.  HlnmaD:  AuiilaDI  Secrelarr.  A  V 


YlA. 

Aacu 

Une«iied  1       Net       1       Nel 

Total          Lossea 
Inrame          Pild 

id^     1     p^ 

Total  Ei- 
poditure. 

Lose; 

ItOB 

E 

m'.tao 

SIS 

'MS 

30S.S3I 
170.080 
14«.«1S 

t  80,907 

11 

t2B^44; 

»7,84:        118,0} 

1 

■s 

07,140 
8S.B7B 

1231.1 1: 

tia& 

SEPORTS    OF   FIRE    INSURANCE    COUPANIE5. 


COMMERCE  INSURANCE  COMPANY,  Albany,  N.  Y .—CouOmtad. 


Aasm.  Dnran*  H,  I«0>. 

bl  editc  oned  Qnxk  nhu) 

UlvtMe  ku(  »  n«l  otatc 

BoK^  ind  Modi  owned  (muket  Tilue). 


(70.000 
39,100 

U2,2T1 
12.HI 
t3,0M 
S,SS4 


Total  llibiUtia.  except  capital  lai  ntiiliu . . 

Cipiul  piOd  up 

Saipliu  OTS  all  liiblitle*. 


K».340 
300.000 

lS0,3tT 


UUBMi:  pnoiome  Ibmio.  tUS^SK 
BCSHES9  SINCE  ORGANIZATION. 
BJHMtE    In—a  Piil  titSS^m     " 

>SAL  BSriTB  OWNED:  Tb«  iUrf 
■d  Mi  tf  %  SB  ud  57  BM*  -  ""- 
ii  Bid  br  Ika  (ODin  ■•  M  hM 


FIELD  HEN  AtfD  TEXRITOBY  COVERED:  C.  RordM 
Wc^tboA.  NertDsnUa,  Hm.,  qiKnl  unit  for  Niw  Bs^iid. 
"— aRan,3talai|ntfarWB.:  Hana A Udlay. da. biuhm> 

z,  ^     ^ ,_,  ^,  p,^^  ,[]^  lod.,  Ii.,  Er-, 

N.  J.,  N.  Y..  0.,  P^,  R.  I.  uif 


COMMERCIAL  FIRE  INSURANCE  COMPANY,  Washington,  D.  C 

PnMmt.  W.  S.  Safe;  Secntaiy,  Paul  F.  Gcdtc    OixuIeoI,  ISW; 

w  A_„  jiSSS 

A. 

»iS„ 

Tol.1 

Lo«a 

a. 

Ex- 

':-if,'- 

iDcuned 

IMt        S1S0,17I 

11  H 

•air 

la.TOj 

liloj? 

as 

a 

si 

3£,U4 

30,ms 

IB,00( 

b!oo( 

li 

14,08J 

li 

13,380 

M.B71 

Knl  sate  oned  (book  lalsc) tSE.OOD 

UurinCE  kul  on  leal  state 1I4.V76 

Ciih^ToSce  and  tank e.774 


LuBiLiniB,  Deceuber  si,  IWt. 

Uoeained  pronLumi. ..-.-,        II4.336 

Other  liibfliiin 2(7 


SunJus  o«r  Jt  UabiUtlea. 

Total  liabUltiea,  capital  and  nirplai. 


3^E71 

1150.171 


AND  FROCIDH?;    Tin  riib  in  fone  D««iit*r  31, 

>^   mnuana  liatco.  t»,238. 

3  PAID  SINCE  OROANIZATION;    tlIS,03S;    divi- 

ifand.  CHh,  tTlOOO. 

BBTATB  OWNED;     ConqKiH  the  couiunT'i  home 

..       —  ™        ..  ^    „,.,.__._    „   (•    (utrtalat 


UORTOAOE  LOANS:  'Diere  areSSlwu  ■ggrenUiii  tllB,- 
975:  DCDteetedbTlapnndRaJ  Stale  in  the  dtj  of  WiiiSlDrbiB, 
nlued  ■!  (IXS.SiS.  Then  wu  tM  Inlereal  nait  dae  on  Dm.  31, 
tart.    Company  holdi  1100,040  oflninnnEeaD  the  btilidlDKi. 

USCEIXANBOUS:  Tlw  nrnpany  le  linwd  anl.  In  the  DIa- 
trist  tA  Colmobla.    CouaaeratlDa  Im:    BalUmore,  IMH,  13.350. 

DIRECTORS:  W.  E.  Abbott,  Job  Bimini,  J.  Behrenn,  J,  A, 
Betboricli,  Wm,  K.  mm,  Robert  .V.  Harper,  W.  S.  Ho»,  Maurice 
Otte^ack.  Leon  Tobriner.  F.  T.  Ravlugn,  F.  A.  Blundoo.  Jaiaee 
H.  HogE>,  ChulH  Janbnn,  Edmd  HaUiewi. 
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REPORTS   OF   FIRE    INSURANCE    COMPANIES. 


COMMERCIAL  FIRE  INSURANCE  COMPANY,  Des  Moines,  la. 

President,  H.  R.  Howell;  Secretary,  P.  J.  Clancy.    Organised,  1907. 


Yea« 

AaseU 

Unearned 

Net 
Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Diy- 
ideods 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incuxred 

1909 
1908 
1907 

1109,494 
93,980 
52.368 

175,576 
58,416 
23.834 

•7,906 
7.828 
2.871 

166,130 

100.148 

50.928 

170.321 

102,045 

60  606 

129,575 

20.627 

6,025 

11,500 
750 
750 

124.205 
39,699 
26,745 

855,280 
61,076 
83  520 

$27,705 
22,503 

6.68S 

Assets,  December  31.  1909. 

Mortgage  loans  oa  real  estate 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 

Premium  notes 


168.400 

10.522 

4.119 

1,568 

24,885 


Total  admitted  assets $109,494 


Liabilities,  Deczkbkr  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


S669 

75.576 

343 


Total  liabilities,  except  capital  and  surplus 

Capital  paid  up 

Surplus  over  all  liabilities , 


$76,5»S 

25.000 

7,906 


Total  liabilities,  capital  and  surplus $109,491 


RISKS  AND  PREMniMS:  Fire  risks  in  foroe  December  31. 
$0,562,405;  premiums  thereon,  $188,940. 

BUSINESS  SINCE  ORGANIZATION:  Praniums  received, 
$226,206:  losses  paid,  $56,227;  dividends  declared,  cash,  $3,000. 

MORTGAGE  LOANS:  There  are  25  loans  afcgregating  $68,400. 
secured  by  improved  la.  real  estate,  valued  at  $239,332.  There 
was  no  interest  past  due  on  December  31,  last  Company  holds 
$5J500  of  insurance  on  mortgaged  buildings. 


MISCELLANEOUS:  Hus  oompaov  completed  organiiatioi 
in  May,  1907,  and  in  the  same  month  was  licensed  to  transael 
business  in  la.,  with  a  paid-up  capital  of  $25,000.  Companj 
incressed  its  paid-up  capital  to  $50,000  February  20, 1910,  lesvinij 
$50,000  stk.  notes  certified  and  secured.  Company  operate 
only  in  la.  with  C.  J.  Noe  as  special  agent. 

DIRECTORS:  H.  R.  Howell.  W.  D.  Skinner,  Geo.  A.  Bowel] 
C.  E.  Flelsbaeb.  James  Cunningham,  W.  V.  Willcox.  R.  S.  Howell 
H.  K.  Miller,  P.  J.  Clancy. 


COMMERCIAL  UNION  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

President,  A.  H.  Wray;  Vioe-President  and  Secretary,  Chas.  J.  Holman.    Organind,  1890. 


Yeai 

Assets 

Unearned 
Premiums 

Net 
Surpliis 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incuxred 

1909 
1908 
1907 
1906 
1905 

$792,796 
674.090 
623.886 
568.253 
559.256 

$279,498 
235.515 
224.345 
197,519 
169,384 

$215,924 

150.700 

86,551 

80,879 

180,124 

$345,235 
283.880 
295.324 
288,055 
251.023 

$371,554 
304.757 
313,275 
307.847 
262.585 

$128,505 
175.173 
116.173 
186,838 
112,169 

$20,000 
14.225 
14.000 
14.000 
10,000 

$101,064 
91,532 
86,201 
81,762 
72,834 

$249,569 
280,930 
216,874 
282,600 
195.003 

$119,25 
149,97 
124.11 
223,731 
113,16 

Assets,  Dxcxsoer  31, 1909. 

Bonds  and  stocks  owned  (market  value) $680,160 

Cash  in  oflSlce  and  bank 15,679 

Agents'  balances,  not  over  3  months  due. 91,835 

Interest  accrued 5.122 


Total  admitted  assets $792,796 


IjIabilitiss,  December  31,  1909. 

Net  losses  unpaid  (including  $21,596  resisted). . 

Unearned  premiums 

Reserve  for  contingedcies. 

Other  liabilities 


Total  liabilities,  except  capital  and  surplxis. 


(Capital  paid  up 

Surplus  over  all  liabilities. 


$.S6.7S 

279,49 

30.00 

30.5S 


$376.8^ 
200,OC 
215.9:i 


Total  liabilities,  capital  and  surplus $702,7$ 


RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
$45,861,223;  premiums  thereon,  $520,939. 

BUSINESS  SINCE  ORGANIZATION:  Fremhuns  received, 
$2,757,746;  losses  paki.  $1,403,066;  divklends  dedated,  cash, 
$161,225. 

BONDS  AND  STOCKS  OWNED:  Fsr  Market 

Bonds.  Value.  Value. 

a.  8.,  reg.,  1925,  4% $20,000  $23,000 

N.  Y.  (3y.,  rev.,  reg.,  1910,  6% 25.000  25.250 

N.  Y.  Cy.  wat  loan.  res..  1915,  3i%. . . .  13,000  12.740 

N.  Y.  ^.,  reg..  1952.  3f% 100,000  90.000 

N.  Y.  Cy.,  reg.,  1953,  34% 25.000  22.500 

N.  Y.  Cy.,  reg.,  1954,  3|% 60,000  45,000 

N.  Y.Cy.,reg.,1956.4% 150.000  150.000 

A.,T.&SantaFeR.R..,reK..1995.4%..  10.000  10.000 

B.  A  0.  R.R.  Co..  1  m.(B.w!div.).1925,ai%  20.000  18.000 

Ghic.,L.8hore  &  E.Ry..  gr.lm..l969,4}%  20,000  21,400 

Interborough  R.  T.  (!k).,  1952, 5%, 25,000  26.000 

Mo.  Pso.  Ry.,  1st  col.  m..  1920,  6% 20.000  20.400 

Minn.  St  P.  ft  S.  Ste.  Marie  Ry.  (3o..  con. 

gr.,  1933.4% 20.000  19,800 

8tL.Swn.Ry.Go.,  1st  m..  1989.4%....  40,000  37.200 

So.  Ry.  Co.,  1st  cs.  m..  1994. 5% 8,000  8.G60 

Union  Pac.  R.  R.  Co.,  cv.,  1927.  4% . . . .  20.000  23.400 

Mich.  Lake  Superior  Pow.  Co..  1949.  5%*  10,000  1,300 
W.  Union  Tg.  Co.,  F.  A  R.  E.,  m.,  N.  Y., 

1950.44%. 25.000  24,250 


Bonds  and  Stocks  Owned.— Cont.  Pu  Mark 

Stocks.  Value.  Valu 

Allegheny  ft  Wist  Ry.  Co., gr $25,000  $36,51 

GhL.  MU.  ft  St.  Paul  R.  R.,  p 15.000  25.8 

Manhattan  Ry.  Co..  N.  Y..  gr 20.000  28^ 

Second  Ave.  R.  R.  Co..  N.  Y.  gr 12.700  2.0 

So.  Ry.  Co..  p 10,000  7.5 

Totals  (book  value.  $701.800) $683,700  $679.2 


MISCELLANEOUS:    This  company  Is  oontrolled  by  interei 
identified  with  the  Commercial  Union  of  London.    The  oompn! 

Jsid  $25,898  on  account  of  the  Baltimore  conflagration  In  19(! 
1.916  at  Rochester  hi  1904;  at  San  Frandsco,  1906,  $115,1] 
net 

DIRECrrORS:    A.  H.  Wray.  C.  J.  Hohnan,  Wm.  If.  Ballaj 
Geo.  S.  Bowdoln,  John  T.  Terry.  John  Claflhi,  H.  C.  Eddy.  R. 
Bolt.  Charles  Williams,  W.  Bayard  CutUng.  R.  J.  Cross,  Chai^ 
Russell,  Walter  P.  BUss. 

nELD  MEN  AND  TERRITORY  COVERED:  H.  C.  Edd 
Chicago,  111.,  manager  W.  department;  E.  T.  NlebUng,  San  ¥n 
Cisco,  general  agent  for  Pac  coast;  J.  F.  Edmonds,  general  am 
No.  W.  department,  Denver,  OJo.  The  company  operates 
Ark.,  Cal..  Colo.,  Oonn..  111..  Kan.,  Ky.,  La.,  Me..  Maaa..  Mic 
Mhin ,  Neb..  N.  H.,  N.  J.,  N.  Y.,  N.  D..  0..  Pa.,  R.  t..  Ttenn..  Te 
Utah.  Wash..  W.  Va.  and  Wis. 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 
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C0\IMONWEALTH  INSURANCE  COMPANY  OF  NEW  YORK,  New  York,  N.  Y. 

PKsidait.  E.  G.  Richards;  Vice-Presidents,  J.  F.  Hastinss,  James  F.  Joseph;  Secretary,  Cbas.  E.  Case.    Organized,  1886 


Teax     Aanta 

Uneanied 
PrcDunms 

Net 

Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

liOQ  i  $2,108,185 
1908  •    1,834,^36 
IW      1,476.920 
ISOi       1.604.959 
1105       1,442.976 

$522,293 
387.370 
283.365 
270.996 
251,457 

$1,034,611 
90M77 
668,727 
564,287 
504.977 

$672,789 
627.101 
376,618 
400,792 
376.068 

$760,32:( 
598,146 
445.652 
462,209 
449,843 

$213,433 
166,661 
176,469 
167,976 
148,836 

$50,000 
60.000 
60.000 
60,000 
46,000 

$268,984 
214,512 
163.868 
133.917 
126,100 

$522,417 
421.073 
370.327 
361,892 
319,946 

$217,138 
164.829 
161.820 
197.478 
162.640 

Assets.  Degekber  31. 1900. 

tfortgafe  loans  on  real  estate $348,200 

Bowk  and  ^ocks  onmed  (market  value) 1,633,472 

Cish  in  ofiics  and  bank 36,699 

Aeeois'  balances,  not  over  3  months  due. 87,321 

Isierest  accraed. 8,498 


Total  admitted  assets. 


$2,108,185 


IjABaiTXBS,  Dbcxmbzx  81. 1909. 

Net  losses  unpaid  (including  $4,030  resisted). . . 

Unearned  jmsniums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus , 


$40,817 

622,298 

10,564 


Capital  paid  up 

Surplus  over  all  liabilities. 


$678,674 

600.000 

1,034,511 


Total  liabilities,  capital  and  surplus $2,108,185 


JU3SS  A5D  PREMIUlfS:    Fin  risks  in  foree,  December  31, 
$108,082377;  pranioM  thefsen.  $931,806. 

BC3INBBB  SINGE  ORGANIZATION:  Pramhmis  reeeivsd. 
lUU^I;   Iflwi  paid.  $3,001,946;   divxlands  deelared.  cash. 

VQitTOAGE  LOANS:    There  an  28  kiaas,  all  on  Improved 

ISkm  Toric  Qjr.  propertv.    These  rsncie  fai  amount  bom  $8,600 

Is  liB.000  esidi,  and  au  appear  to  ha  well  seevred.  There  Is  no 
bloeBt  ovcsdoe^  and  the  proyeiUBs  seeoring  $843,200  of  losas 
aie  estfaiatod  worth  ISOOXXXK 

BONDS  AND  STOCKS  OWNED:  Fhr  Marint 

Bombs.  Value.  Value 

U.&G«ir't.waeoflfi08.e.,1918.3%..  $2,000  $2,020 

C;.  of  N.  Y.,  aqneduet.  rec,  1920.  3l%  40.000  37.200 

C7.  <tf  X.  T.,  ae.  house.  leg.,  1916.  3|% .  30^000  28.600 

PrtfN.T^nt.8apiiif.n«..  1954.31%  170.000  161.300 
UbL  i^  Bj.  Cow,  1  r.  m.,  g.  leg..  IMO, 

4% 26.000  24.250 

C  &  A  Q.  RJL  Go..  10.  Div.  (5.000  c. 

auno  lec,.  1940.  4%. 26.000  26.000 

Chi..lliLA8LP.R7.^.nc..l934.4%  26.000  28.000 

IMMaieAHiida(mCb..lAr..l943.4%  26.000  24.760 
Wimhinsn  Ry.  Co.,  m.  m.  (tax  exempt). 

je^t900L4%. 254)00  24.260 

Kq-,  Ksa.  A  Tens  Bjr.  Co.,  1  m.,  g.  e., 

ma  4% 3.000  2,940 

X  7.  a  A  H.  K.  RJL  Go..  Lake  Shore 

oDi,  g.  e,  19W|3i% 30.000  24.000 

S.  Y,  N.  H.  TTh.  R.  RJL  Co.,  cv.  d-. 

ii^l»48,fi% 10.000  13.000 

X.r:i1.Cb^lm.s..s.f^l938.4)%..  25.000  24.290 

Sa  Ftie.  Gou,  SH^.  ev.  c.  reg..  1929. 4%  60.000  61,500 
El  Fsd.  Miaaeapolis  A  Manitoba  Rjr. 

(^im,4i% 28.000  26.500 

Caaa  Pse.  KjL.  (Sol.  1  and  r.  m..  reg.. 

aOQS.  4%  25.000  24.000 

Tad«ib  Rj.  O^i  ee!  m.,  R8..  1957.  4%  26J0O0  24.260 

QtOOKB. 

AfieL.tauA8witaFe.Rj.,p 80.000  81.600 

iAt^n  A  Western  Ry.  Cb..  gr 12.600  17.500 

li£AO.R.R.,P 60,000  45,600 

lBo^Cy.R.R,Cb 10.000  19.000 

(^1CLASt.FtalBj.Oo.,p 50.000  84.000 

GbLAKva-Ry.  Cb.,eom 30,000  48.000 

CkL  A  Nva.  By.  Gb..  p 20.000  46,000 

€lL,9Lf^dKbn.AOniahaRy.Oo.,p.  10.000  16^500 

<k.  So.  Rf.,  new  p. 20,000  27.200 

Beefc.T2.^.GDL,p 60.000  45,000 

II.Cbit.R.R.Gb 20.000  28.400 

KsB.Cy.,8l.L.AChLR.R.Oo..p 5.000  6.760 

nelinhtfCMiRj.Gb..N.Y 40.000  54.400 


BoRM  ARD  Stocks  Owicsd.— Cor<.  Par  Kaikst 

Stocks.— CoR<.  Value.         Valos. 

Xhm..  St  Paul,  Sault  Ste.  Earto,  Ry.  Co., 

Jessed  lines.  (Wis.  Oant.  Ry.  Co..  p.). .  $50,000  $46,000 

Mb..  Kan.  A  Tex.  Ry..  p 20.000  14.400 

N.Y.CAH.  R.R.R.C0 40.000  48,000 

N.Y.,N.H.AH.R.R.Co 22,000  34,820 

N.  Y..  N.  H.  A  H.  R.  R.R.  Co.,  subserip- 

tion  to  new  stk.  (26%  pakl) 8.000  4.100 

ReadlnxGo..  Istp 80,000  72.800 

RomeTWatert^n  A  Ogd.  R.  R.  Co 10.000  18,000 

Unkm  Pile.  R.  R.  Co..  p 60.000  61.200 

BLof  Ameriea 1.300  7.800 

Com  Exchange  Bk IO16OO  84.125 

German  Amer.  Bk 3.760  5,250 

The  Manhattan  Co 800  2.806 

Merehaat^  Nat  Bk 2,500  4.600 

Nat  Bk.  of  Commerce 3.200  6.400 

TheNatPftikBk 2.600  11,500 

N.  Y.  Froduee  ExchaaiB  Bk 6.000  8.260 

N.Y.Tr.Oo 2.600  16,260 

Amer.  Surety  Co 8.760  18.812 

Amer.  TL  A  Osble  Co 20,000  14.000 

Amer.  TL  A  Tg.  Co 60,000  67.600 

Ok  Gss  Co..  N.  Y 50.000  75.000 

The  Pnlfanan  OOm  Chicago.  Ill 10,000  18.800 

Western  Ad.  A  insp.  Co..  Chicago,  III . .  100  100 

Totals  (book  value,  $1.664.882). . . .    $1.418.450   $1.633.472 

MISCS:LLANE0U8:  Early  fat  1007  hiterests  ldenU6ed  with  the 
North  British  A  Mercantile  of  Ixmdon^urchased  the  control  of 
this  company.  Capital  hicieased  In  1887  from  $300,000  to  $500.- 
000.  Conflagration  losses:  Baltimore.  1004,  $46,000;  San  Fran- 
dsco.  19067113.160. 

DIRECTORS:  M.  M.  Bddlng,  B.  Aymar  Sandi.  Charles  a 
Bartow.  George  H.  Macy.  Robert  E.  Dowllng.  Cfass.  F.  Hoffman. 
Brsdish  Johnson,  Robert  Godet  G.  Palen  Snow.  Benjamin 
MordeeaL  E.  G.  Richards,  J.  F.  Bastings.  Laihrop  Brown.  Wm. 
Manke.  Jss.  F.  Josej^ 

FIELD  MEN  AND  TERRITORY  COVERED:  0.  M.  Howbnd, 
special  sgent  for  Middle  States;  Arthur  H.  Bronson.  ipedal  sgeat 
for  Me.,  N.  H.,  Vt,  Msss.,  R.  I.  snd  Conn.;  John  Dreihs.  special 
sgent.  111..  la..  Mo.  and  Neb.;  H.  L.  Barnes,  specisl  agent  for  Wis. 
and  Minn.;  O.Unmack.  special  agent  for  Ore.,  Wash..  Ida.  and  Mont. 
A.  R.  ThomasHon.  special  agent  for  Ala.;  Jss.  S.  Hereford,  roecial 
agent  for  Tex.  Tne  company  operates  in  Ala.,  (}ok>.,  Conn.,  D.  C. 
Ida.,  111.,  Ind.,  la..  I^.,  La.,  Mc,  Md..  Msss.,  Mich.,  Minn.,  Mo. . 
Mont.  Neb.,  N.  H.,  N.  J.,  N.  Y..  0.,  ftu.  R.  I..  Tex..  Vt.  Wash.. 
W.  Vs.  snd  Wb. 


COMMONWEALTH  FIRE  INSURANCE  COMPANY,  Highland  Park,  DaUas,  Tex. 

President.  I.  Jalonick;  Secretary.  J.  B.  Adoue.    Organised.  1003. 


Ykax     Assets 

Unearned 

Net 

Surplus 

Net 
Pren&lums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

mm    $500,028 

IfOi         483,024 
1907         407,528 
use        m.22S 

$158,831 

160,181 

133.230 

84.857 

61.730 

$86,111 
8S.176 
83.070 
73.189 
05.773 

$217,306 
207.384 
184.308 
136.047 
104,213 

$251,346 
237,738 
207,870 
153,137 
116.412 

$124,380 

110,630 

65,684 

57,253 

25,646 

$23,000 
27,000 
18,240 
15.860 

$85,600 
84,043 
60.050 
50.389 
37,151 

$232,986 

215.373 

152,874 

123,611 

62,797 

$129,060 

113.407 

70,637 

54,429 

31,977 

iSts^emeat  aerocdmc  to  Texas  standard. 
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REPORTS  OF  FIRE   INSURANCE   COMPANIES. 


•COMMONWEALTH  FIRE  INSURANCE  COMPANY,  Highland  Park,  Dallas,  Tex,—CofUinued, 


Assets,  Decsioies  81. 1909. 

Real  estate  owned  (book  value) $10,000 

MortG[age  loans  on  real  estate 401.790 

Cash  in  office  and  bank 46,621 

Agents'  balances,  not  over  3  months  due 31,081 

Interest  accrued. 11,679 

Other  assets 7 


Total  admitted  assets $600,028 


LlABIUTIES,  Decbiibxe  81, 1909. 

Net  losses  unpaid  (including  $1,260  resisted) 

Unearned  premiums 

Other  liabOities 


$19,886 

168.8S1 

6,700 


Total  liabilities,  except  capital  and  surplus . .  $188,917 

Capital  paid  UD 230,000 

Surplus  over  all  liabilities. 86,111 

Total  liabilities,  capital  and  surplus $600,028 


RISKS  AND  PREMIUMS:  Fire  risks  m  foree,  December  31, 
$19,067,817:  jmmiums  thereon,  $318,716. 

BUSINESS  SINGE  ORGANIZATION:  Fhsmiums  received, 
$921616;  looes  paid.  $306|627;  dividends  deelarod,  cash.  $77,800. 

lUBAL  ESTATE  OWNED:  Consists  of  l-storv  brick  office 
building  and  l-stonr  frame  cottage  at  GiUon  and  Abbott  its., 
Hifljdand  Park,  DaUas,  in  which  this  company  owns  a  one-haii 
interest 

MORTGAGE  LOANS:  There  an  686  mortgage  loans,  aggre- 
gating $401,700,  on  hnproved  dty  and  farm  property,  valued  at 
91,390,960.  The  company  holds  policies  covering  the  buildlngi 
amounting  to  $lli!k600.  The  largest  loan  is  one  of  $5,117,  and  a 
large  majority  of  them  are  under  $1,000  each. 

USi^LLANEOUS:  Cash  capital  increased  $04,933  in  1906, 
byfpayment  of  capital  stock  notes  and  in  1907  to  $230,000  fully 
paid. 


DlRECrrORS:  Alex.  Sanger,  D.  M.  Chuidock.  a  a  Slaudbter. 
J.  Moroney,  J.  B.  Adoue,  F.  A.  Piper.  J.  S.  Heard,  T.  W.  Griffithi. 
H.  S.  Keating.  J.  a  Dubs,  J.  W.  Allison.  I.  Jalonlek.  W.  M. 
Alexander. 

FIELD  MEN  AND  TERRITORY  COVERED:  WhOden  k 
Hancock,  New  Toric  Cj.,  nneral  agents  for  N.  T.,  N.  J.  and  Fa.; 
H.  M.  Street,  Meridhm,  MIsl,  general  agent  for  Miss..*  J.  E. 
Andenon,  San  Fnncisco,  Gal.,  gmeral  agent  for  CaL  and  Wash.; 
H.  G.  Hoffman,  Mt  Sterling,  IC^..  genual  sgent  for  Ky.;  E. 
Hauejsin,  San  Antonio,  T^,  special  agent  for  So.  Tex.;  Wm.  L. 
Stilee,  San  Antonk),  Tex.;  W.  S.  Leake.  Fsyetteville,  Ark.,  special 
sfent  for  Ark.;  £.  S.  Kean.  Jr.,  Dallas,  Tex.;  P.  E.  Wickes. 
Houston.  Tex.,  special  amnts;  R.  W.  Mayo,  adjuster.  Tlie 
company  operates  m  Ark.,  Gal.,  Ky.,  Um.,  N.  J.,  N.  Y.,  Pku.  Tex. 
Utah  and  Wash. 


CONCORDIA  FIRE  INSURANCE  COMPANY  OF  MILWAUKEE,  AfUwaukee,  Wis. 

President,  Geo.  Brumder;  Secretary,  Frank  Damkoehler.    Organised,  1870. 


YXAS 

Assets 

Unearned 
Premiums 

Net 

Surplus 

Net 

Premiums 

Total 
Income 

Losses 
PaU 

Div- 
idends 

Ex. 
pcnses 

Total  Ex- 
penditures 

Losses^ 

1909 
1908 
1907 
1906 
1906 

$1,646,820 
1  487.621 
1,446,722 
1,808.490 
1,193,134 

$916,694 
903,460 
847.922 
770,911 
693,636 

$161,622 
124,168 
163,160 
106,066 
194,846 

$946,839 
939.726 
917,642 
846,876 
767.099 

$1,002,996 

997.690 

969,031 

C989.361 

799,843 

$479,462 
619,192 
391,078 
666,269 
860,846 

$24,000 

24,000 

24,000 

8,000 

12,000 

$429,635 
423.976 
413.909 
366.968 
841,089 

$933,007 
967.167 
829,687 
919,232 
713,936 

$487,070 
6U101 
894.139 
600.816 
364.178 

c  Includes  $60,000  premium  on  new  stock. 
Assets,  Decembzx  81, 1909. 


Real  estate  owned  (book  value) 

Mortgage  loans  on  real  estate 

Bondi  owned  (market  value) 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due.. 

Interest  accrued. 

Other  assets 


$7,000 
697,676 
629,492 

70.446 
218,639 

16,066 
7.013 


Total  admitted  assets $1,646,820 


LlABILITIXS,  Decbubbx  31, 1909. 

Net  losses  unpaid  (including  $6,426  resisted) 

Unearned  premiums 

Other  liabilities 


$78,066 

916,694 

90,538 


Total  liabilities,  except  capital  and  surplus. 

Capital  paid  up 

Surplus  over  all  liabilities. 


$1,085,298 
300.000 
161,522 


Total  liabilities,  capital  and  surplus $1,546,820 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$166(854,588:  premhioM  thereon,  $1,780,044. 

BUSINESS  SINCE  ORGANIZATION:  Piemiums  received. 
$14,106,890;  losses  pakl.  $7,627,076'  divklends  declared,  cash. 
$448667 

RiiAL  ESTATE  OWNED:  Consists  of  store  bulldfaig  at  305 
Grove  st.  Milwaukee. 

MORTGAGE  LOANS:  There  are  171  mortgage  loans,  a«ne- 
gattng  $097/^75,  the  securities  being  valued  at  $1,942,000.  The 
mortgages  are  mostly  for  small  amounts,  only  9  befaig  over 
$10,000.  The  company  holds  policies  covering  the  property- 
amount  to  $712,800.    No  mterest  was  past  due  on  Dec.  31,  last. 

Par  Market 

BONDS  OWNED:  Value.         Value. 

Chi.  HL.  riv.  hnp.,  1912,  4b $20,000        $2a000 

Cladnnatt,  0.,  skg.,  1910,  Ss 40,000         40,200 

Davidson  Co.,  Tenn.,  bdg.,  1937,  4is . . . .  10.000  10,200 

Fond  du  Uc  Wis.,  r..  1917.  4ia 30.000         30.000 

Kewanee.IU.,wat.wks..  1916-1923.  68.  13.000  13.680 

Lawrence  Co.,  lU.,  Otter  Pond  Drafaiage, 

1910-12. 68 7.500  7.700 

Mauston,  Juneau  Co.,  Wis.,  little  yellow 

drainage,  1914-17. 68 12,397         12.646 

Menomonee.Town  of.  Village  Menomonee 

Falls,  Waukesha  Co.  Wis.,  joint  school 

dlst.  No.  1. 1910-21.  68 10.600         11,186 

Milwaukee,  Wis.  School  1910-17, 6s . . .         60,000         62,170 

Milwaukee,  Wis.,  street,  1919.  8b 1.000  1.000 

N.  Y.  Cy.  cp.,  1928,  3i8 26,000  23,500 

Ogle,  Co.  of.  111..  scdlB.  No.  131, 4ia.  1920- 

1928 10.000         10.375 

Peoria  Co.,  III.,    Pekin   and   La  Marsh 

drainage  and  levee  dls..  1916-18.68..  5.000  5.440 


Far 

Bonds  Ownid.— Con<.  Value. 
Pike  and  Brown  Cos.,  Ill,  McOee  Cnek. 

levee  and  drainage.  1915-22,  6s $15,000 

Portland.  Ore.,  dry  dock,  1934,  4b 50.000 

St.  LouiB  Co.,  Minn.,  c  h..  1918. 4iB. . . .  26.000 

Sparta.  Wis..  1910.  4s 100 

Spokane.  Wash.,  wat  wka,  1911,  6s ... .  20,000 

Stark  Co.,  Ind.,  Kanke.  red.,  1911-16, 6s  16,187 

Tomah,  Wis.,  bt.,  1917-1926. 6s 10.000 

Wausau,  Wis.,  imp.,  1025,  4%, 3,000 

Wausau,  Wis.,  r.,  1924-25.  4% 7,000 

Wausau,  Wis.,  water  works  ana  fire  dept. 

1921-28.48 36.000 

Wauwatoaa  A  Greenfiela,  Towns  of,  Mil- 
waukee Co.,  Wis.,  joint  se.  dls..  No.  12, 

1910-18.58 9.000 

WhiUng,  Ind..  wat.  wks..  1910-11.  Ob.  . .  3.500 
Atchison.  Topeka  A  Santa  Fe  Ry.  Ca. 

lit  mortg..  gold.  1958,  4b 10,000 

Chicago,  Rock  Island  ft  PScific  Ry.  Co., 

mortg.,  gold,  1934.  4b 25.000 

Oregon  Short  line  Ry.  Co..  1929,  4b  . .  .  20,000 
Southern  Padfio  Ry.  Co..  Ist  refnd.  mtg. 

gold,  1955,4s 26,000 

La  Qede  Gas  Lt  Co.,  St.  Louis  Mo ,  refd. 

exctn..  mortg.,  gold  1034, 58 10,000 

Milwaukee  Gas  light  Co.,  mortg.,  gold 

1927,48 10,000 

Totals  (book  value,  $529,492) $527,285 


Market 

Value. 

$16,0H] 

50.00G 

25.75C 

100 

90,600 

15.9n 

10,60(1 

3.00(1 

7.00(1 

86.0M 


9.320 
3.573 

9.450 

22,872 
18.950 

23.71fl 

io.aofl 

9.20C 


$529.49j 


REPORTS  OF  FIRE   INSURANCE   COMPANIES. 
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CONCORDIA  FIRE  INSURANCE  COMPANY  OF  MILWAUKEE,  Milwaukee,  Wis— Cofil. 


nSCELLANBOUft    G^Md  liwnMed  in  1879  fnim  827.790  to 
8H,3aO;  IB  1880  fron  the  btter  ■mount  to  843,670;  In  1881  to 
in  1882.  to  8200.000.  and  In  1900  to  8900.000;   razplai 
tKreMed  in  1900  by  860,000.    Cbnflngmtifm  lorn  Bu 
1908,  $1^6,287.  net. 


DIRECrOBS:  Jnlioi  Andne.  a  H.  Stariw.  Wm.  A.  Sttf In* 
AduB  GeMdmu,  Geo.  Brumder,  Geo.  F.  Brumder,  Fred  T.  Qoll* 
H.  A.  Laedke^  Fred  a  FritdefF.  Fnns  WoOeefler,  QwUt  Woll- 
aecer.  Jr^  Wm.  H.  J.  Kieekhcfer.  Geo.  P.  ICayer,  Fnnk  Dam- 
koeUer,  Jda  A.  Sldper. 

FIELD  MEN  AND  TEBBTTORY  COVERED:    A.F.Hel 
Whngkm,  Wb^  State  agent  for  Wta.  and  Minn.;  Bieree  A 

Stale  acente  farlCeh.;    Mantnmery  A  Funk- 

IIL;  J.  U.  Moran,  Chicago. 


IL,  Slate  asBBt 


icenta  for  Cook  Co,  I 
for   Ind.  and  IIL; 


Madtoon   Nebon,    Kan. 


CKy.  Mo.,  Stete  agmt  for  Mo.,  Kan.  and  Okla.;  Whiton  A 
Meraea,  New  York  CiW,  general  agenti.  Metropolitan  diitriet. 
B.  0.  oelbaoh.  DcoTer.  Cok>..  general  agent  for  Colo,  Wyo.,  Ida., 
Mont  and  Utah:  A.  £.  Clark.  Dee  Moinei,  la..  State  agent  for 
la.  and  Neb.;  W.  L.  Nebon  A  Co.,  ManiAui,  Tenn.,  mana^sBra 
for  Tenn.,  Mim.  and  La.;  Dkltaon  A  Thieme,  San  Franeieoo, 
QU.,  managen  for  GaL  and  Nov.;  Codiran,  Thomas  A  Co.,  Dallai, 
Tex.,  general  agents  for  Tex.;  Ed.  C.  Gilman,  Woroeeter,  Man., 
State  agent  for  Man.,  Conn.,  R.  L  and  N.  J^'  Geo.  L.  A.  Lauer, 
Syraetae,  N.  Y..  Stete  agent  for  N.  Y.;  S.  R.  Dibert,  HoUi- 
dayabuzg.  Fku,  State  agent  for  ¥%.:  P.  E.  Norria,  Columbus,  0,. 
State  agent  for  0.;  E.  G.  Ford.  Seattle.  Wash..  Stete  agent  for 
Waah.  and  Ore.  The  company  does  business  m  Cal.,  Colo.,  Conn., 
Ida.,  lU.,  Ind.,  la.,  Kan.,  La.,  Mass.,  Midi.,  Minn.,  Miss.,  Mo., 
Mont,  Neb..  Ner.,  N.  Y.,  N.  J.^..  Okla.,  Ore.,  Fku,  R.  I..  Teon., 
TtaL,  Utah,  Wash..  Wis.  and  Wyo. 


CONNECTICUT  FIRE  INSURANCE  COMPANY,  Hartford,  Conn. 

PresideDt,  J.  D.  Browne;  Secretary,  W.  T.  Howe;  Assistaiit  Secretary,  John  A.  Coomua.    Organized,  1850. 


Ymam. 

AaseCs 

UDcamed 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Divi- 
dends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1109 
1908 
1907 
1900 

1900 

86;9a0!.51S 
ft.3aft377 
M17.423 
5,401,508 
5,813,619 

83.904,747 
3,048,002 
8,432.401 
8.174.154 
2379,238 

81.720.804 

1.390,274 

1,042.590 

859,400 

1,098,973 

83,826.800 
8.079.190 
3.700.439 
8,528,024 
8,119,810 

$4,084,429 
3,911,005 
3,981,289 

t4,775,598 
3.837,547 

81.880.054 
1.989,417 
1,785,429 
3,883.528 
1,530.258 

8120,000 
120,000 
120,000 
103,111 
120,000 

81.400,756 
1,414,038 
1.422.833 
1.838,022 
1,189.480 

83.401.410 
3.524.855 
3.278.262 
5,274.001 
2.839,688 

81,807,470 
1,897,617 
1,678,341 
3,954,928 
1,495,941 

t  Tff«-»TH*^  $500,000  premhim  on  new  stock,  and  $500,000  to  restwe  reduced  capital. 


Assets.  DEcaaoss  31.  1909. 

Real  cstmte  owned  (book  ralue) 

Mcnsase  loans  oo  real  estate 

Beeds  and  stocks  owned  (market  value) 

Loom  on  40  shares  Pullman  Co.,  Hartford  City 
Gas  li^  Co.  bonds  (market  value.  887.600) . . 

Cash  Bioftce  and  bank 

Ameata^  Wk******,  not  over  3  months  due 

B&  receirable,  taken  for  premiums 


Total  admitted  assets. 


$253,800 

915,750 

4,949.546 

29,000 

405,915 

353.442 

22.728 

39,337 

86.969,518 


LxABiLiTiss.  Decembkx  31. 1909. 

Net  losses  unpaid  (including  860.420  resisted). . . 

Unearned  premiums 

Other  liabuities 


Total  Uabilities,  except  capital  and  surplus 


Capital  paki  up 

Surplus  over  all  liabilities 


8292.710 

3,904,747 

51,197 

84.248,654 
1,000,000 
1,720,864 


Total  liabaities,  capital  and  surplus $6,969,518 


RISKS  AND  PREMIUMS:  Fixe  risks  in  foree,  December  31, 
l633j9UMnS;  premiums  thereon,  $7,278,132. 

BU31KIS8  SINCE  REORGANIZATION:  Premiums  received, 
867388,906;  losses  pak).  $83,377,638;  divklends  declared,  cash. 
S3,4i5.00QL 

REAL  ESTATE  OfTKED:  The  chief  Item  of  real  estate  is  the 
compaays  hooe  office  buildinc  51  Froq>ect  st^  Hartford,  which 
vss  aeipibcd  in  1882.  It  is  carried  at  its  book  value,  8200.000. 
The  eoapany  also  owns  a  brick  dwelling  at  15  Pronwet  st., 
Hstfocd  (book  value,  $35,000).  and  several  houses  fai  St  Paul, 
MifinfspTHff  axMl  CUeago. 

MOBTQAGE  LOANS:  There  are  111  kians,  aacregatlng$015.- 
750,  asd  the  appraised  values  d  the  properties  seeurinir  ^ew 
ioaas  anovnt  to  $2,606^685,  or  nearly  three  times  the  amount 
>*ftiii  Wltli  rdattvdy  few  exceptknis.  the  loans  are  for  less 
tl^  tUiflOO  tatA,  and  more  than  (we-half  of  them  are  upon 
Haitfionl  and  West  Hartf(»d  properties.  The  most  of  the  re- 
Basfcg  ioans  are  secured  by  (!hingo.  St.  Pbul  and  Minneapolis 
itMiiiii£«  ami  stores.  A  few  of  the  larger  loans  are  as  follows: 
la  Haxtfoid,  $40,200  on  3  4-Btoty  buriness  buihUngs,  Main  st. 
^  Oatnl  Row:  $18,000  on  46-68  TmmbuH  st.;  $25,000  on 
tfocea.  591-407  kain  st;  $50,000  on  607-613  Main  st.;  $22,000 
ea  34  Ptasneet  st.;  $20,000  on  82-90  Asylum  st.  In  CSiicago, 
tSSjOOO  on  4-^017  bnainesB  bkck,  198-204  Ktaisie  st.;  $60,M)0 
SB  ubuich  and  school  building.  Stewart  ave.;  $15,000  on  apart- 
■CBS  house.  3800-3804  EUis  aye.;  $25,000  on  stores  and  dwelTingB. 
Park  and  48th  aves.  In  Eraaston.  III.,  $25,000  on  7  brick  stores, 
lS23-16n  W.  Railroad  ave.  In  Mnmeapolis,  $40,000  on  business 
bbck,  004-806  Nicolett  ave.;  $32,500  on  122-128  Washington 
sc%.:  $90,000  on  17-21  S.  4th  st. 

B05D6  AND  STOCKS  OWNED:  Par  Market 

Boims.  Value.         Value. 

DooSidoB  of  Cba^  1913, 34% 8110,000  $110,000 

TaiitofyolAri«^1942.5%.^ 50,000  51,500 

Toniflo  of  Arisona,^^  5% 25,000  ^750 

TeirttoryirfN.M..1938.4% 10,000  10,300 

Stale  <rfGa..  1915,44% 25,000  26,750 

Stale  of  Mml.  1935.  ^% 75^000  74.250 

5ttfeofMa».l946,9% 25,000  24.750 

Cy.  of  Aatsria.  Ore^  1911.  ^ 12.000  12,240 

C^.  (tf  Astoria,  Ore..  1925. 5% 5.000  5.250 


BoMiM  AND  Stocks  Ownio.— Conf.  Par  Market 

BoNSB.— Coftf.  Value.  Value. 

Cy.  of  Baltimore,  Md.,  1980,  31% $50,000  $47,500 

^.  of  Boston,  Mass.,  1945,  3i% 50.000  47.500 

(^.  of  Bridgeport,  Gonn 40,000  41,200 

Cy.  of  C!hicagD,  in..  1926.  4% 50.000  51,000 

(?y.  of  Cincinnati,  6.,  1965,  3i% 50,000  47,500 

Cy.  of  ClcTe.,  0.,  sc  dis 50,000  51,000 

Cy.  of  Columbus.  0.,  1922. 4% 34.000  34.000 

Cy.  of  Colo.  Springs.  Colo.,  1924,  4% . . . .  25,000  25.000 

(^.  of  Dallas,  Tex.,  1920.  5% 12.000  12.720 

Cy.  of  DallaB,  Tex.,  1946,  4% 25.000  25,000 

Cy.  of  Duluth,  Minn..  1914.  ik% 10.000  10.100 

Cy.  of  Duluth,  Minn..  1932.  4% 35,000  35,000 

Cy.  of  Fargo,  N.  D.,  1911,  6% 6,000  6,120 

Cy.  of  Hartford,  Oonn.,  1954,  34% 72.000  69,120 

Cy.  of  Hartford.  Conn.,  1955,  3i% 28.000  26,880 

Cy.  of  Helena,  Mont,  1916,  5% 20,000  20.800 

Cy.  of  Kan.  Qr.,  Mo.,  1924,  4% 50.000  50.000 

Cy.  of  NasfaTifle,  Tenn.,  1927,  4% 50,000  50,000 

Cy.  of  New  Britabi,  Conn.,  1932,  31% . . .  25.000  23,750 

Cy.  of  New  Britain,  Gonn..  1936.  4% . . . .  25.000  25,250 

Cy.  of  N.  H.,  Conn 30.000  80.900 

(^.  of  New  London,  Conn 50.000  47,000 

Cy.  of  Newport,  R.  L,  1954.  3|% 44.000  41.360 

Cy.  of  N.  v.,  N.  Y.,  1953.  3j[% 50,000  45,500 

Cy.  of  N.  Y.,  N.  Y.,  1956. 4% 50,000  50,500 

Cy.  of  Norwich,  Conn 25,000  25.000 

Cy.  of  Pawtucket.  R.  I.,  1934. 4% 30.000  30,300 

Cy.  of  PhUa.,  Pk 100,000  106,000 

Cy.  of  Portland.  Ore..  1928. 5% 50,000  54,000 

Cy.  of  Prov.,  R.  1 50,000  51.750 

Cy .  of  Richmond,  Va.,  1924,  4%, 50.000  50,000 

Cy.  of  Roekyille,  Conn.,  1935,  4% 25,000  25,000 

C;y.  of  Salem,  Ore.,  1914,  6% 11.000  11.440 

Cy.  of  Salt  Lake,  Utah,  1914,  5% 40,000  41,600 

Cy.  of  Salt  Lake,  Utah,  1924,  4(% 10,000  10,400 

Cy.  of  San  Diego,  Cat.,  1938, 4i% 30,000  30,900 

(^.  of  SeatUeTWaah.,  1913.  5% 25.000  25.750 

Cy .  of  Springfield.  Mass.,  1917.  4% 50,000  51.000 

(}y.  of  Syracuse,  N.  Y..  1920,  3i% 50,000  48,500 

Cy.  of  St  Louis,  Mo 50.000  51.500 

Cy.  of  Trenton,  N.  J 50.000  51.000 


REPORTS    OF    FIRE    INSURANCE   COMPANIES. 


CONNECTICUT  FIRE  INSURANCE  COMPANY,  Hartford,  Coon. 


Bonn  urn  Siocm  Oimo.~-Cml. 
Bomb.— Cm(. 

a.  of  W.tBrtraiT,  OicD.,  1M7,  *% 

muplii  Co.,  Udd..  1S24-S.  41% M.COO 

Borotigh  of  Tan-BVloo.  Cmn.  ifia.  «% .  25.000 

E.  Hutloni.  Cbim.,  fit*  di«,  1>3I.  1%. . .  tO.DOO 

Htib  8e.  dii..  Slodilon.  CU.,  1«I7,  G%. .  10.000 

8«tU*aii.Dk.No.irWMb IB.OW 

ae.  dlL  No.  H,  lUrioB  Co..  On..  ISIO,  6%  13.000 

S«.  Dtt.  No.  SI,  BoOam  Co.  Widi SO.DOD 

Bo.  So.  Dk.,  Hvifwi),  Conn..  lUI,  3t%  19.000 
A(cliigaD.T<q»k>ASioUFF,  R.R.,  IWfi, 

i% M,0O0 

BiJllii»nAO.R.R.,  1025,  Sl% U.ODO 

B.  R.  A  S.  Boeli  St.  R.  R.,  1811.  G% . . . .  10,000 
Boston  *  Mb.  R  H  f""  ...  100,000 
Bodum  i  U.llm:  J!.i:.,  VJJH.iV:„  ...  100,000 
Chi.  Bur.  «  Quiocy,  R.  R.,  1M9, 31%. . .  WOOO 

CU.  A  Erie  R.  R.,  lesa,  S% 10,000 

Chi.,  m.  i  SI.  Fnul  R.  R..  loss,  1% . . . .  £0.000 

Chi.  Ii  tiwa.  B.  H.,  1B»,  S%  SWOO 

Chu*p.*N*n.R.R..  1920,  i% lOOJJOO 

ChLANwn.  R.It..lBS7. 31%      .      ..  10,000 

ChuaBoRii,Seri«A,.ie2;,4'-,        ...  ft.OOO 

ChicuoRy<.,Serinn.,1»'i7.4':         ...  21,000 

CliLVSLL4N,O.R.R-,195i..li'>  ---  24.000 

Chl..etP.,Mlnn.AOni.  R.  il.  Tu  ....  £0.000 

Cln.,  Himllloi  ft  DiyUn  R.K..  1912,  S%  U,0aO 

CtD.,Ipdlui[iolb*W.,R.  11.1053.4%.  NUWO 

C,  Clii.,  Chi.  A  SL  Loim  R.  R.,  1091, 1%  10,000 

Oenlud  EL  R  R.,  1013,  6% »,000 

Omlud  i  H.  ViU.  R.  R.,  ifeS,  S%....  10,000 

DutoD  A  Hleb.  R.  R.,  nil,  «% 2S,000 

DSrotl  R  R.,  102i,  57„ »W00 


J*.™..  JtJt..  IWAJ'; 2(1.000 

Uke  SluiT  t  Ifloh.  So.  R.&..  IMl.  4% .  fiCOOO 

Ukc  Sboiv  i  klch.  Bo.  R.R.,  n.,  1910,  S%  50,000 

L«hl»h  V»l.  R  R,  1040,4*% 46.000 

haul  Iilimd  R.  R.,  1949.  t% £0,000 

Uch,  Cenl.  R.  R..  19S2,  ai% a,000 

MIdii.  «  Sk  Louli  R.  R..  lOin,  4% TSJMO 

Nnr  Ecitfud  R  R..  194S.  4% 3M00 

H.Y.Ci  H.  R.  R.  R.,  I..  1«T,  S)%. .  S&OOO 
N.  Y.  C.  *  H.  R  R.R,  Ukc  Shan,  l«M, 

H% HI,OO0 

K  Y.C4H.RRR,lIieh.Ci!nt.,l»e8. 

»% JO,0OO 

N.  f.,  Uduwuuu  i  W.  RR,  1928,  t%  100,000 

H.  Y.N.  S.k  Hartford  R.R..  lSf4.  4% .  SO.OOO 

H.Y.JIMA  H.  RR,  dfc  cUl,  1947, 31%  10,000 

K.Y.,N.H.ft  H.  RR,  d.  cUi..  1947,  4% .  11,000 

K.Y.,N.H.4  H.  R  R,  cU>.  ci.IBM.  31%  30,000 

H.Y..N.H.A  H.  E.R,  stfi.  or..  194S.1%  3fi,D00 

N.V..  N.H,.  *  H.  R  R.  D.,  1910,  i%. . .  KSW 

N.  Y.,  N.  H.  A  H.,  n.,  1912,  6% 26.000 

No.  he.  A  QL  No.  R  R,  1*21,  4%. . . .  GO,000 

Fort  RMdlu  R  R,  mi,  B% 10,000 

RiUudRlL  IMl,  44% SMWO 

RnUtMl  Ctuaiu  ft.  R.,  1»4»,  i% 11,000 

SL  L  A  8u  Png.  R  R.,  1M7,  S% 2t,000 

St.  L  Bo.  RR,  1031,4% 2S.000 

So.  P».  R  R,  I96S,  4%. 26,000 

So.  Pm.  R  R  1B37,  6% SaOOO 

Toledo  A  0.  Cent.  R  R,  1036,  6% 10,000 

Toledo  «  Ohio  Ceotnl.  1939,  S% 1S,000 

Vendilii  R  R,  19M,  4% 60,000 

ChL  Edtaon  Co.,  1S28,  i% 2J.0OO 


110,000        651,000 


24.000 
100,000 
48,000 
43,000 


Bonn  um  Smcu  Owhis— CnU.               Pu  Kukel 

BoNDL-CfliL  Vilue.  Vdw. 

Nwn.  Ti.  Co.,  1S34,  41% 125,000  OUOO 

Peopiu^Ou  Lt.  A  C.  Co.,  CU.,  1S4T,  t%  39,000  25.TH 

TnderiBsIeATc.  Co.,CU..  1909,  0%.  10,000  10,000 

W.  UdIoh  Tl.  Co..  123S.  6% 29.000  29.000 

Wntem  Ooioa  TeL  Co..  1950. 4i% 2S,D00  24,250 

N.  Y.,  N.  H.  Jt  B,  R  R.  Co.,  500  ilune. .  50,000  78.900 
N.  Y.,  N.  H.  t  H.  RR.  Co.,  one  qmrtcr 

pUkl 5,926  7,408 

P.,  Ft.Wk;u«ChLRRCb.,300ihTL  30,000  92.500 

£tu  N>t  Bk.,  ButfonI,  100  lUti. . . .  10,000  ZUOO 

raurter  0*k  Nik  Bk.,  BarUord,  93  ihrft  9J0D  i2;U9 

F.  A  N.  Nat.  Bk^  Kartfonl,  129  ihlnt. .  12^00  14.000 

FInt  NM.  Bk.,  Hutford,  186  durei 18,500  99,000 

Bartloid  NU.  Bk.,  ButfonI,  3O0  ihun .  30,000  41.000 

lol^ATndef^Ntt.Bk..N.Y.  100  ihn.  10,000  97,0ni 

Nu.  Ex.  Bk..  Ewtfoni,  413  ilim 30,000  26.IM 

FbiHiliN*t.Bt.HutraTd.  IBOihucL.  19,000  18,000 

EiiplTeAB«yStBl(aTLCa.,»JiliUM,  tOMD  KOOO 

Nwn.  Tt.  Cos  «r..  600  ihua 29^00  S7J0a 

Iot«k,(bookTiliifct5JB8.30l) W,8I3.831   I4,»49,64( 

lOSCeLLANEOUS:  Cipltd  ImnHed  b  1870  bom  t500/m 
lo  llj)00.000,br  oA  ptyment,  ud  In  1900  redueed  Irem  tl.OOa- 
000  to  t500,baO  uid  Inuneillilelv  ntond  to  11,000,000  (Inlll 
mid):  11,000,000  wia  abo  added  lo  Uw  compaqi'i  Eel  aurplia, 

ITTI ,g^^  BortoD.  1S7I.  Iiaiooa;    Mtfinora.  19M 

u  FiindKO,  VKX,  12,4^111,  act.  Values  ol 
la!  C^TtUOMO;  Oa.,  110,700:  ».  U,  (10,300 
18:  TnoUtai  0.  Wbllour*.  Jofu  D.  Bnmie,  DanW 
--  -  -  ■  ffiUhO.Bnn.L  '  --  ■ 
_   -    .      _i.  J 

^ _        .  _      W.  departmeal 

Rookan  Bl^  CUnm.  UL;  &  J.  Smltli,  Dantier  Fkt  dcpaiV 
mral.  8*B  iWdaoo,  CiL    Bpedal  jurtadlctlBi  of  home  oSa 

— -- ■ NewEiii.,llliMleaiideo.8talaudCta.    S|>«til 

o__j._  *»:,_     „_      =,_   Q^  Moekolt,  PltU.,  P- 
1.  N»l,  Borioo.  V, 

-^.-^    - ,   -       ..  W.  Q.  Albright,  C 

III.,  Btilc  iceat.  III.;  R  J.  Chudpltln  and  C.  0.  Wonn,  Chlo 
Dl.,  eptdal  a«s>U  for  Cook  oounlT.  111.;  W.  F.  Smith.  Bontiec 
HI.,  ipnlil  agent,  lU.:  S.  W.  AtUnaon,  U<mn«7Kaa„  3l 
igent,  Kan,:  A.  B.  WUIIama.  I^mmn,  Kan.,  tpniti  aip 
Kin;  J.  D.  Flemlu,  Manhall,  Mo..  Blale  agent,  Mo.:  J. 
TlndaU,  Hanball.  So,,  •pedal  lEBit,  Mo.;  F.  F.  Rlriiu 
DeiiTtr,_C(il.,^^iIi«lal  aceil  lor  Colo,,  N.  H^^ind  Wyo.; 


HlnneapolH,  I 
apoHa,  Minn., 


Doe  ^oIdh,  la..  State  ■ 
"    Minn.,  Stata  agenta, 
■       il,  Wti.; 


.;   HarT<«n  i  Kerr 


RaTDoMal' 
Mm,  0.. 

State  agent. 


, W.  a.  Zlngi  ,Mlnne 

.innl,  Wli.;  i.  1.  KcDnnald.  JrTAbndera 

NTd.  ud  B.  D.;    a.  O,  Johnaon,  MInne 

u,  atmiia  agent.  Minn.,  Ow.  Lnter,  Tbornloo,  Ind. 

Odell,  EnainU^  Ind..  ncoial  ajpoli,  Ind.:  it.  L 

Mumbw.  0..  Slate  affnit,  O.;  E^  L.  anen,  C 


.f^,  Bui 


.. J  a«Hit,0., __ 

O.;  Tlomaa  ii.  But,  NaahviUe,  TeoL. 
_  .i-ientlorTnin.  and  Aik.:     S.  M.  BirrtL  HoisuOeld 

■pcdiJ  agent,  Ky.'   C.  D.  Ruahmore,  Okla.  C;..  Okll. 

-x:....     ^ o.i Detroit,   Mick. 


Okla,  Cy..  Okll 

Schmrmaiijl.     Delir"     "'-^ 

.-.-...    ..q^...,     ,   -..  -..     r.elplon.    Omaha,    Nt....    -.,,. 

igeat.  Neb.:  Qur  FnncU,  San  Fnucisai,  Cal.  for  No.  t  Cenl 
Cil.  and  Krv.;  J.  S.  Reed,  Fottlud,  On.,  for  Ore.,  Waah,  an< 
B.  C:  W.  3.  Feiili.  Salt  Uke  City,  lor  Utah,  Idaho  and  Monl, 
0».  E.  TowuBnd,  San  Fnndico. Cal..  the  Bar  Co'i  ot  Cal. 
L.  P.  Slephena,  Loa  Annlw,  Bi>.  CU.  and    ' 

onnle*  4roudic-' -- "-"-""-' '' 

lltv.,  N.  C.  and  1 


ql  the  United  SUlM  and  Can.,  < 


CONSOLIDATED  FIRE  AND  MARINE  INSURANCE  COMPANY, 
Minneapolis,  Minn. 

Preaitlenl.  F.  E.  Kenajlon;  Sccntarr,  John  H.  Griffin.    Ortianiad,  1897. 
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CONSOLIDATED  FIRE  AND  MARINE  INSURANCE  COMPANY,  Minneapolis,  Minn.-C<wrf. 


.  DscEaoEK  31, 1909. 

HangBce  loans  oo  real  estate 

Bonds  sad  stocks  owned  (market  value) 

Cash  m  office  and  bank 

AgtatSk  balances,  not  over  3  months  due 

btterest  and  rents  accrued 

J>at  from  reinnxnng  company 

BiBi  reccba.ble 


169,080 

83,200 

173,760 

21,204 

5,418 

1.030 

3,274 


Total  admitted  assets 8357,866 


LxABiLrms,  December  31, 1909. 
Net  losses  unpaid  (including  11,000  resisted) . . 

Unearned  premiums 

Onnmisuons 

Accrued  taxes 


$14,021 

123,845 

2,180 

2,711 


Total  liabQities,  except  capital  and  surplus . .  $142,237 

Opital  paki  up 200,000 

Surplus  over  afi  liabilities 15,600 

Total  liabilities,  capital  and  surplus $357,866 


RBKB  AND  FREBOUIIS:  Firs  iMu  In  fores  Deoember  81, 
mjOiJSi^  Vtaabaui  theieoD,  $228,465. 

BUSINESS  SINCX;  ORGANIZATION:  Fremiums  reeeivad, 
V74J72;  Iomm  paid,  $476,874;  divblends  dedand,  aMh,  $29,443. 

MOSTGAGE  LOANS:  There  are  39  firafc  mortgsm  loans,  aggre- 
IstiaK  $094KO.  pdndpaOy  on  farm  properties  in  Southern  Hin- 
K«itavalnedatS216300.  The  company  holds  policies  on  build- 
isgp  smosnting  to  $tt,480.  There  was  $246  of  interest  past 
dae  oo  Deceanbtf  31,  last 

B0ND8  AND  STOCKS  OWXED:  Par  Market 

BoMM.  Value.  Value. 

GouB  Imptfial $5,760  $6,000 

Vengtoo,&D 5,000  5.500 

id^obrkatkm 15.000  15,000 

09tBio,& 10,000  10,500 

Stoocb. 

PtatNaLBfc..  Flattvii]e,OUo 6.500  7^00 

Alxrt  Lea  State  Bk.,  Albert  Lea,  Minn..  6,400  9.600 

GtXo.R.ILOo^p.itk 20,000  28,800 

Totak  (book  value.  $36,093) $68,860        $S3,200 


MISCELLANEOUS:  Gapltal  reduced  in  1809  from  $121,221 
to  $100,000;  fat  1906  inereased  to  $128,780;  fai  1907  to  $128,080 
and  $100  surplus  paid  In  In  1908  inoreased  to  $168,880  and  $19,950 
additional  Bunlm  paid  in,  and  in  1909  increased  to  $200,000  and 
$15,560  added  to  surplus. 

DIRECTORS:  F.  E.  Kensston.  John  H.  Griffin,  Chas.  W. 
Higley,  F.  E.  Baniev,  John  Leuthold,  W.  A.  Morin,  C.  W.  Ransom , 
F.  C.  Bamnrs,  A.  0.  Robertson. 

nELD  MEN  AND  TERRITORY  COVERED:  Geo.  Stickney . 
special  agent,  So.  Minn.;  C.  M.  Fumelee,  special  afeent,  (3ent  Minn.: 
Alexander  (}ardle,  special  agent,  Na  Minn.;  G.  F.  Eramdiok,  qMcJal 
agent.  Wis.;  Milo  D.  Baasett,  special  agent.  S.  D.  The  company 
operates  in  Mfam.,  Wis.  and  S.  D. 


CONTINENTAL  INSURANCE  COMPANY,  New  York,  N.  Y. 

Henry  Evans;  Vke-President,  C^eo.  £.  Kline:  Second  Vice-President  and  Secretary,  J.  E.  Lqpesj  Secretaries,  Chas. 
R.  Tuttle,  Jas.  A.  Swinnerton,  Hugh  Rankin;  Auditor,  E.  W.  T.  Gray.    Organized, 


V,..        1 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Yeas 

r^^m^ 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1299 

$22.3S2.787 

n7,426,028 

$18,044,879 

10,668,803 

18,882,802 

83,074,432 

08550,035 

82,501,09(1 

$6,125,506 

$3,144,872 

1906     19.314.e9« 

♦7.211,417 

10,816,760 

6,520,799 

7,271,464 

3,312,794 

4450,310 

2,624.190 

6,387,294 

3,295,842 

1907 

16,399.452 

7.090,277 

^•*2?'SH* 

•'Zlfi'P! 

7,408,018 

2.932,935 

a440,985 

2,417,853 

5,800,723 

2,918,664 

UQO 

17,030.600 

•a.789.910 

§»!?»2* 

S'IS'fS? 

7,719,878 

4,368,186 

0450.113 

2,881,929 

7,190,168 

4,415,246 

1905 

1«,8S4.502 

tO.157,788 

M34.225 

5,993,170 

7,084,000 

2,663,444 

o360,825 

2,185.918 

5,209.687 

2,581.108 

t  Also  contmKcnt  resenre  8300,000.    o  Includes  payments  to  scripholders.    *  Also  contingent  reserve  8250.000. 


Assets,  Dzcxsiber  31,  1909 


Real  estate  owned  (book  value). 

t.  H. 
Borongb,  N.  Y 


( 


No.  230  Mt.  Hope  Place,  Bronx. 


Boa^  and  stocks  onmed  (market  value.. 

Cash  in  office  and  bank 

Afcnts'  balances,  not  over  3  months  due. 

SSls  receirable  taken  for  oremiums 

lasoest  and  reals  accrued 

Dedared  dividends  on  stocks 


Total  admitted  assets. 


81,200,000 

2,700 

.  16,190.637 

.    3,944.957 

796,276 

43,362 

28.808 

126,047 

.822,332,787 


LiABiLrriES,  Decxxbkr  31,  1909. 

Net  losses  unpaid  (including  835,970  resisted). 

Unearned  premiums 

Reserve  for  contingencies 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabflities 


8424.537 

7.426,028 

250,000 

187,343 

88,287,908 

1,000,000 

13,044,879 


Total  liabflities,  capital  and  surplus 822,332,787 


SSKB  AND  PREMIUHB:    Fire  risks  in  foree.  December  31, 
81;M9,317,530;  nfemioms  thereon,  814,247,007. 

BD^KESS  SlKC^E  ORGANIZATION:  FMniums  received, 
8l3l,4iM04;  kMscs  paid,  $72,263,187;  dhndenda  deelared,  cash, 
SI9J964JS7. 
REAL  ESTATE  OWNED:  There  are  but  four  items  of  real 
(ail  carded  at  book  value),  vis.:  The  oompaoy's  home  office 
at  *24S  Cedar  st,  a  144tory  and  basement  brick  and 
stractnre.  with  3<«toiy  addition  on  adjoining  lot 
at  fn0,000;  (eost  81,010,^);  a  4-etot7  bride  hulTding 
St  m  Bfoadvay,  Brooklyn.  B.  D.,  valued  at  810,000  (cost 
823JOB>;  a  h>t  and  buihungat  158  Montague  si.,  Brooklyn, 
vabed  at  fflOjOOO  (eost  $76,392),  and  a  5-story  and  basement 
bridk  and  waa  offiee  bnfldi^at  8.  W.  cor.  Montague  and  Court 
tk,  Bnddjn,  eaxried  at  WMKX)  (eost  8342,358).    There  are 


BOSDS  AND  SmXXS  OWNED: 

BOHBft. 


9.  T.  State, 

H.T.C^.tax 


canal  imp.,  rez.,  1957,  3% 
pL.  1927. 34% 


Fhr 

Value. 

8200.000 
125,000 


Market 
Value. 

8200,000 
112,500 


BoMiM  AND  Stocks  Ownsd.— Coat  Par  Market 

BoNoa.— Coaf.  Value.  Value. 

N.  Y.  Cv.  tax  exempt,  1940.  3|% 8250,000  8225.000 

N.  Y.  C^.,  Hall  of  Records,  tax  exempt, 

g.,  1940, 3J% 225,000  202,500 

N.  Y.  C!y.,  revenue,  tax  exempt,  Blarch 

21, 1910,  3i% 1,000,000  1,000,000 

N.  Y.  Oy.,  revenue,  tax  exempt,  March 

22, 1910. 31% 400.000  400,000 

N.  Y.  (7y>«  revenue,  tax  exempt,  March 

23, 1910.  Z\% 750,000  750,000 

N.  Y.  Cy.,  revenue,  tax  exempt,  March 

28, 1910, 3J% 750,000  750.000 

Ga.,  re?.,  1916,  ft% 10.000  10,000 

New  Mexioo,  gn.  r.,  1939.  4% 10.000  10.000 

Rich.,  Va..reg.  1920-24, 4% 50.000  50,000 

Am.(k>t.  on  (30..N.  J.,  d.,0.,  1915.41%  50,000  45,000 

Am.  Tob.  Co.,  s.  f .,  g.  c,  1944, 6% 26.000  26,000 

A.,  T.  A  S.  F.  Ry.  Co.,  cv.,  g.,  25%  paid, 

1955. 4% 12,000  3,000 
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CONTINENTAL  INSURANCE  COMPANY,  New  York.  N.  Y .-^ofUinrnd. 


Bonds 


AND  Stocks  Ownbd.— Cmi(. 
Bonds.— CofU. 
A.  C.  L.  R.R.  Co..  L.  &  N.  ooL,  c  1M2,4< 
Gen.  LeatL  Co.,  N.  J..  I  In.,  g.  e.4925. 6< 
Chi.  &  Alton  Ry.  Co.,  1  In.,  g.  c..  1060,2 
C,  R.  k  Q.  R.R.  Co.,  gn.  m.,  1958,  4^ 
ChL  R.  I.  A  P.  R.R.  Co.,  g.  c  2002, 4^ 
Oolumbia  ft  Greenvflle  R.R.  Co., 

1916,8% 

DeL  k  Hudaon  Co.,  ov.  d.,  1916.  4%. . . 

Elmira.C.*N.,D.lm..l914,6% 

Ft  W.  ft  D.  C.  Ry.  Co.,  1  m.,  g.  c,  1921 

111.  (&t.  RrI  Co.,'  ref.  in.Vg.i  1965!  4%..'  * 
Inter.  R.  T.  Co.,  ey.  ft  eoL,  g.  n.,  1911, 6^ 
L.  ft  N.,  IL  ft  M.  Ry.  lit  m.,  1946,  4|^ 
MetropoUtu  St  Ry.  Go.  gn.  m.,  1997. 5% 
Mortgage-Bond  Co.  of  N.  Y.,  m.,  g.,  1966, 

N.  ft  V.  R:^.Co!.  fre.;  1932.'  4%! ', '. .' 
N.  P.  ft  at  N.,  C.  B.  ft  Q..  ooL.  1921, 4« 
N.Y.  Qas.  El.  Lt.  H.  ft  P.  Go..  K.,19i».4^ 

Pa.  R.R  Gom  eoDs.  m.,  g.,  1948. 4% 

W.  R.R.  Co.,  1  ref.  ft  ezt,  m.g.e.,  1956, 4% 

Stooks. 

Amer.  Ex.  Nat  Bk 

Bk.  of  Amer 

Bk.ofN.Y 

Ifeehaniea  Nat  Bk 

Merohants  Nat  Bk 

Central  Tr.  Co 

AteL,  Top.  ft  Santa  FIb  R.  R.  Co.,  pref . . 

At  ft  Cfaark>tte  Air  line  Ry.  Go.,  gr. 

Atlantic  Cbaat  Line  Co.  of  Oonn 

AtlanUo  Coast  line  R  R.  Go. 

Bait  ft  Ohk>  R.  R  Q>.,  p 

Brooklyn  Qy.  R  R  Co.,  gr 

B..  R  ft  P.  Ry.  Co..  p 

B.,  R  ft  P.  Ry.  Co.,  con 

CRRirfN.J. 

GhL  ft  E.  m.  R  R  Go.,  p 

Chi.  ft  Nwn.  Ry.  Co..  p 

Chi.  ft  Nwn.  Ry.  Go.,  com 

Chi.  Qy.  Ry.,  tyn.  aub.,  95%  paid 

Chi.,  H.  ft  St  P.  Ry.  Co.,  p.,  subs.86%  pd. 
Chi.,  St  P..  Minn,  ft  Omaha  By.  Co.,  p. . 
der..  Gbin  ChL  ft  St  Louis  Ry.  Co.,  p. . . . 

Cb.  Gas  Co..  N.Y 

D.ftH.Co 

Del.,  Lackawanna  ft  W.RR.  Go 

Delaware,  Lackawanna  ft  West'n  Coal  Co. 

Gt  No.  Rv.  Co,,  p 

Hoddng  VaL  Rv.  Co.,  p. 

Lake  Shore  ft  Mich.  So.  Ry.  Co 

Lehigh  Val.  RRCto.,  com 

LooisvlUc  ft  Nashville  R.R.Q> 

Mahoning  Goal  R  R.Go.,com 

Mahoning  Inv.  Co 


a  •  •  •  •  I 


Manhattan  Ry.  Co.,  wt. 
NashviUe,  Cht  ft  St  Louis  Ry. 

Nat  Biscuit  Co.,  p. — ... 

N.  Y.  ft  Harlem  R.  R  Co..  gr. 


Par 

Value. 

S50,000 

100,000 

20,000 

75,000 

100,000 

60,000 

100,000 

50,000 

100,000 
40,000 
60,000 
60.000 
»,000 

25,000 
20.000 

250.000 
65.000 
17.000 

150,000 

25.000 

5,000 

60.000 

42,600 

17.500 

60,000 

20,000 

20,000 

60.000 

200.000 

100,000 

140,000 

70,000 

100,000 

100,000 

100,000 

260,000 

630,000 

95,000 

260,000 

100,000 

20,000 

150,000 

100,000 

163,760 

31.260 

230.000 

180,000 

264.600 

270,000 

370,000 

25.000 

30/)00 

200,000 

200,000 

100,000 

251.060 


Market 

Value. 
142.500 
95,000 
14,000 
71,250 
75.000 

60,000 

100,000 

60.000 

100,000 
38,000 
60,000 
50,000 
19.500 

21,250 
18.000 

337,600 
52.000 
17,000 

105,000 

56.280 

26,000 

150,000 

95,625 

26,250 

480.000 

20.000 

36.000 

125.000 

220,000 

90.000 

369,000 

77,000 

90,000 

250,000 

110.000 

535,000 

1,103^100 

166,360 

887,600 

155,000 

30,000 

310,000 

175.000 

900.000 

54,887 

299,000 

144,000 

798.800 

472,500 

518.000 

75.000 

18,000 

270,000 

260,000 

115,000 

753,160 


Bonds  and  Stocod  Ownid.— Coitf. 
Stocks.— CofU. 

N.  Y.C.ft  H.RRRCo 

N.  Y..  Chi.  ft  St  Louis  R  R  Co.,  1st  p. 

Norfolk  ft  Western  Ry.Go.,  com 

No.  Pae.  Ry.  Co. 

No.  SeeuritiBsCo 

Pitts..  On.,  ChL  ft  St  L.  By.  Co.,  p. .. . 
PlttsH  Ft  Wsyne  ft  Chi.  Ry.  Co..  gr. . . . 
Pitts.,  MeKeesport  ft  Y.  R  R  Co.,  gr. . . 

Readbg  Co.,  1st  p 

Reading  Co.,  com . 

DnltedN.  J.  R  R  ft  Canal  Co..  gr.....! 
0.  3.  Express  Go 


ued, 
Pta 

Market 

Value. 

Value. 

120.000 

822.000 

60.000 

50.000 

70,000 

56.000 

130,000 

175.500 

10.000 

10,000 

250.000 

250,000 

60,000 

82400 

210,000 

220.500 

25,000 

20.000 

100.000 

150.000 

200.000 

4saooo 

200.000 

160,000 

Totals  (book  value,  $16,190.637).. . .  $11.586,650  116,190.637 

MISCELLANfX)nS:  In  1872,  made  up  by  "calls  on  capital" 
impairment  of  $400,000  (40  per  cent).  At  a  special  meeting  of 
stockholders  held  March  17,  1910,  the  capital  stodc  was  mcreased 
from  $1,000,000  to  $2,000,000.  The  Continental,  together  with 
the  Fidelity-Fheniz  Fire,  guarantees  the  policies  issued  under 
the  title  of  the  Fidelity  Underwriters.  Values  <A  special  depo«t«: 
Ga..  $10,000;  Va..  $50,000;  N.  M.,  $10,000.  Gonfiagration 
losses:  Chicago,  1871,  $1,485,888;  Baltimore,  1904,  1^.519; 
San  Frandsco,  10^  $1,749,925,  net 

DIRECTORS:  William  L  Aadrsws,  George  F.  Baker.  Walter 
P.  Bliss,  (3eonra  Blumenthal,  Clarence  W.  Bowen.  John  Kerr 
Branch,  James  U.  Doolcy,  Henry  Evaos,  G.  Trowbriage  HoOister, 
(Seorge  E.  Kline.  William  G.  Low,  William  J.  Matheson,  Francis 

C.  Moore,  Charles  A.  Moore,  Alexander  E.  Grr,  WOliam  A.  Read. 
Daniel  G.  Ri^id.  J.  N.  Wallace. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agenU 
reporting  to  the  home  office,  46  Cedar  st.  New  York  (Stv,  uid 
their  territory:  J.  H.  Moauxe,  Me.:  W.  D.  Davol.  N.  d.,  Vt 
and  W.  Mass.;  H.  B.  Qy,  R  I.  and  Conn.;  Walter  Adlaid,  E. 
Mass.;  T.  F.  Sears,  Metropolitan  district'  Mass.;  J.  A.  Jordan. 
Middle  N.  Y.;  E.  Quackenbwh.  W.  N.  Y.;  H.  E.  Maxson,  No.  E. 
N.  Y.;  R  H.  Dolson,  So.  E.  N.  Y.;  C.  M.  3k)eum.  No.  N.  J.: 

D.  R  Tracy.  So.  N.  JL-  D.  Hmckley,  E.  Fa.;  E.  B.  Lucas,  Middle 
Fa.;  G.  G.  PWer,  W.  Fa.  and  Allegfaeny  (So.;  H.  D.  Rogers. 
Md..  Del.  and  D.  O:  0.  Weldon.  Va.;  E.  C.  Uud.  N.  C:  N.  H. 
darksoo.  S.  C;  W.  F.  C.  Fellers.  So.  Qa.  and  So.  Ala.;  C.  I. 
MeU,  No.  Qa.;  J.  E.  Lambeth.  Fla.:  J.  H.  Hard,  No.  .^Ua.:  J. 
S.  Walters,  So.  Miss,  and  Lau;  0.  R.  WiUiams,  No.  Mhi.  and 
Ark.;  A.  Zentpaff,  No.  Tex.;  W.  0.  Aehenbach.  Sa  Tex.  Western 
department  ^stal  Telegraph  Big..  Chicago.  Ill:  a  R.  Tuttle. 
secretary  in  charge.  Special  agents  reporting  to  the  Western 
departmont  and  their  territory:  N.  A.  Bloom,  Mich.;  A.  J. 
DiUon,  A.  B.  Hahn,  I.  D.  (Joss,  D.  D.  Qinther.  C.  J.  Richman. 
L.  D.  Mc(3onnell.  B.  Sharkey,  Ind.;  F.  T.  McAnally,  W.  L.  Titus, 
R.  A.  Hommes,  J.  E.  Davis,  R.  E.  Adams,  lU.;  G.  B.  Gr«y.  Wis.; 
T.  J.  lill^,  H.  E.  Whitchurch,  D.  MoNamara,  Minn.;  H.  Paine. 
H.  D.  Pame.  J.  D.  Burke,  la.;  A.  A.  Malon^,  A.  (X  Schmuke. 
J.  T.  Price,  Mo.:  A.  Q.  Evans,  Neb.;  T.  E.  Griffith,  Harry  Howes, 
H.  M.  Qkyver,  Kan::  A.  MTShellito.  a  J.  Fbtter,  N.  and  S.  D.; 
H.  H.  King.  C.  L.  Foster,  Ky.;  F.  M.  Bwing,  Tenn.;  L.  S.  D«y. 
Oolo.;  J.  F.  Donica,  Okla.;  F.  P.  WDsqn.  Q.  L.  Mclntire.  J.  C. 
Wickler.  Gal.:  F.  H.  Rhoada,  Wash.:  W.  A.  Williams,  general 
agent  Ore.;  J.  A.  Carlson,  Utah;  N.  Rekl,  W.  Va.;  J.  R.  Martin. 
Q.  H.  Kramer,  W.  J.  Beggs,  0.  The  company  operates  through- 
out the  United  States. 


COOPER  INSURANCE  COMPANY,  Dayton,  O. 

President  David  B.  Corwm;  Vice-President  Chas.  W.  Schenk;  Secretary,  Sam.  L.  La  Rose.    Organised,  1867. 


Ykas 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total  Ex- 

Losses    i 

Premiums 

Surplus 

Premiums 

Income 

Paid 

kleods 

peases 

penditures 

Incurred   1 

1909 

$668,529 

$188,537 

$268,479 

$183,767 

$205,092 

$53,484 

$16,000 

$90,474 

$158,958 

^?;??i 

1908 

627,098 

158.823 

266.016 

142,270 

158,169 

49,668 

10,000 

74,728 

134,396 

1907 

605.296 

162,795 

249,248 

138,572 

164,945 

43,881 

10.000 

69,875 

123.766 

!?»S!i 

1906 

490,949 

148.621 

244,089 

129.656 

151,635 

83.261 

10,000 

64,218 

107.464 

S*!!! 

1905 

455.868 

189.926 

210.835 

126,336 

144,823 

34,617 

10,000 

60,957 

105,674 

83,8381 

.\ssETS.  Deckmbes  81. 1909. 

Real  estate  owned  (book  value,  $23,211) 

Bonds  and  stocks  owned  (mariiet  value) 

Cash  in  office  and  bank , 

Agents'  balances,  not  over  3  months  due. . 

Interest  accrued. , 


$24,500 

574,760 

38,371 

22,458 

3,440 


Total  admitted  assets $663,520 


LiABiLiTiKS,  Dbckkbsr  31.  1909. 

Net  losses  unpaid  (none  resisted) 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus.. 

Capital  paid  up 

Surplus  over  aU  liabilities 


Total  liabilities,  capital  and  surplus. S663.5 
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COOPER  INSURANCE  COMPANY,  Dayton,  0.--Cantinued. 


RISKS  AND  FREMnmS:  Fire  riska  m  force,  Deoember  81. 
S3S.4il378:  pRnimu  thenon.  8350,400. 

BUSLVES9  SINCE  ORGANIZATION:  Fkemhimi  reoeWed, 
&191200;  kMH  paid,  $1,062,214;  dindendi  deeUnd,  cash, 
I414J00L 

REAL  ESTATE  OWNED:  OouMi  of  the  eompan/t  home 
~     '  "~      at  220  N<».  Main  at,  Dejton.  eanled  at  iDarket 


BONDS  AND  STOCKS  OWNED: 

BOHDt. 

r.  s.  fsa^  4% 

C<TflfDfejtaa.l081-«.4% 

Ckj  of  ClKiBBafti.  104^  3H% - 
Cit;  gf  CSerahad.  1025^  4r 
City  of  Oohiaba.  1836^,  4< 
CitrafTokdo.  102^^4%. 

Srooca. 

C?.  £y.  Ox,  DautOD,  O.,  e. . . . 

(^.I^.ODL.DajteD,0.,p 

LftUelfiaBiS.R.,0.,cr 


Value. 

$100,000 
42,000 
107,000 
10.000 
24.000 
47.000 

sa/wo 

10,000 
80.000 


Market 

Value. 

8115,000 
43,106 
108,176 
10,204 
24,877 
48,123 

57,750 
15,000 
63,600 


BoRiM  AKD  Stocks  Owiiao.— ConC 
Stocks.— Conf. 

Dajtoo  ft  Mioh.  R.  R.,  0..  p. 

Cferdaad  &  Fltteburgb.  R.  B.  0.,  gr. . . 
Goluinbui  A  XoUa  R.  R.,  0..  gr 


FUtf 
Value. 

811.750 
20.000 
11,000 


Market 
Value. 

822,325 
35.200 
22.220 


Totals  (book  value  8555.014) 8454.750      8574.760 

MISCELLANEOUS:  Gkpltsl  faicnaaed  In  1008  from  8100.000 
to  8200,000  by  cash  pajrments. 

DIRECTORS:  David  B.  Oorwin.  Ghas.  Van  Auadal.  Chaa.  W. 
Sebenk,  0.  J.  Bard.  J.  Edward  Sauer.  E.  R.  Latin,  Henry  R. 
Gummer. 

HELD  MEN  AND  TERRTTORY  COVERED:  Perey  B. 
Dutton,  Rochester,  N.  T.,  ssneral  aeent  for  N.  Y.  State  (outaide 
of  Metropolitan  and  Suburban  districta);  Pa.  Ins.  agenev,  ntta^ 
Pa.,  ceneral  agenta  for  Pa.;  apeeial  agenta:  A.  W.  Coz,  Oaoora.  0^ 
H.  A.  lingenfelaer,  Milwaukee.  Wia..  F.  R.  Leveling.  Lafavetia, 
Ind.  The  oompaay  operatea  m  IlL.  Ind..  Mieh.,  Minn..  N.  Y.,  0. 
P^,  W.  Va.  and  Wk 


CORCORAN  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

Preaident^  William  E.  Edmooston;  Secretary,  L.  R.  Peak.    Organised,  1878. 


rx«; 

^                Unearned 

Net 

Net 

Total 

Loaaes 

Div- 

Ex- 

Total Ex- 1     Losses 

Asaets 

Surplus 

Income 

Paid 

idends 

penses 

penditnresi  Incurred 

1908  ' 

8249,905 

820,802 

8128,738 

815,648 

820,045 

81,218 

•^2'S2S 

811,674 

822.887         81.284 
24.880           2,486 

19QS 

24S,755 

20,204 

123,124 

15.681 

20.038 

2,486 

10,000 

12,804 

\vn 

299,710 

10.807 

110,455 

15,885 

28,017 

8.056 

10.000 

0.026 
10,457 
10.066 

28.8821          8.956 

i»f. , 

988,348 

10,407 

116,500 

15,656 

27,601 

1,542 

10.000 

21.000           1.542 

isos ; 

981,166 

17.544 

113.204 

15,157 

26,434 

2,400 

10.000 

22.4751          2.400 

31.  1000. 


R«al 


loans  on  real  estate 

r*«>f  iQ  4iH|^Ty  and  tiank 

S^Tat^  balances,  not  over  3  months  due.. 
IniBcst  and  rcnta  accrued 


867.002 
172,601 

6,707 
062 

2,453 


Total  admitted  assets. 


8240,005 


LiABiLiTixs,  December  31,  1000. 

Net  losses  unpaid. 

Unearned  premiums 

Other  liabfliUes 


821 

20,802 

844 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities. 


821.167 
100,000 
128,738 


Total  Uabaities,  capital  and  surplus. 8240,005 


EI3BS  AKD  FREHIUMS:    J\n  risks  in  fores  Deoember  81, 
isjoejlg;  panmfoms  therson,  888,440. 

BUaXESB  SINCE  ORGANIZATION:    Fkemiuma  neelTed. 
8S0S.538lo«eapnid.  8107.000;  essh  dividends  dedared,  8268.000 

HEAL  ESTATE  OWNED:    The  real  estate  eomprises  the 
oSoe  bvdldlniE  of  the  eompany,  604  11th  si,  N.  W.,  Wssh- 
D.  C  nadOe  adjoining  buiUfaig,  606i 


MORTQAOE  LOANS:  The  mortgagee  are  all  firat  Uena  upoa 
Dlstriot  of  Oolumbla  propertiea. 

DIRECTORS:  Albert  T.  Coumbe.  Albert  F.  MaisL  Fraak 
J.  Lewia.  Louis  R.  Peak.  William  E.  Edmonaton,  Frank  Mc- 
Clelland, Robert  D.  Weaver.  Watson  F.  Qark.  Frank  P.  Reeakle. 


TERRITORY  COVERED: 
DIatilet  of  Columbia. 


Oompaay  operatee  only  In  tiie 


COUNTY  FIRE  INSURANCE  COMPANY  OF  PHILADELPHIA,  Philadelphia,  Pa. 

President,  Chas.  R.  Pe^;  Secretary.  E.  A.  Law.    Organized.  1882. 


Txaa 


\V»  81.179.080 

1808  1,117,143 
1897  14»S3,968 

U96  I4»9318 

1809  1,080,964 


Net 
Sinphis 


205,700 
161,605 
216.478 
224.254 


Net 
Praniums 


8231,210      8378,533 


356,570 
854,661 
341,665 
254,881 


Total 
Income 


8426,057 
403.530 
402,335 
887.335 
207.587 


Paid 


8167,655 
178,654 
101,884 
142,128 
108,801 


Divi- 
dends 


882,000 
32,000 
32,000 
32.000 
24.000 


Ex- 


8166,856 
157.871 
168.183 
143,145 
100.869 


Total  Ex- 
penditures 


8366.511 
368,525 
387,067 
317.278 
237,260 


Incurred 


8177,888 

176.355 

186,148 

145.304 

00,740 


inms  indode  amounts  redaimable  on  perpetual  polidea. 
XXMSBR  31,  1000. 

Rol  csiale  owned  OxMk  value,  857,054) 872,065 

MartsiCe  loaan  on  real  estate 182.700 

Konds  and  stocks  owned  (market  value) 775.700 

CoS^Boal  loan 12,000 

Caih  in  office  and  bank 61,471 

WoBtr  hnlaiuTt,  not  over  3  months  due. 68.328 

0.202 

2,614 


O 


T^tal  admitted  aaeeti. 


81,170,080 


LiABiLmzs,  DBcncBKX  31,  1909. 

Net  losses  unpaid  (including  8500  resisted) 832,702 

Unearned  premiums  (except  perpetuals) 303,722 

Amount  redaimable  (m  perpetual  policies 196,161 

Other  liabilities 15,285 


Total  liabilities,  except  capital  and  surplus . .     8547,870 

Capital  paid  up 400,000 

Surplus  over  all  liabilities. 231,210 


Total  liabilities,  capital  and  surplus. 81.179,080 
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COUNTY  FIRE  INSURANCE  COMPANY  OF  PHILADELPHIA,  Philadelphia,  F&,—C(mtinm 


RISKS  AND  PREHIUIIS:  Fire  risks  in  force  (except  peiw 
petuab).  December  31,  S533S0,467;  premiums  thereon,  $573,874; 
perpetittl  fire  risics,  $8,834448;  dnpodt  premiums  thereon, 
Sl6,246. 

BUSINESS  SINCE  ORGANIZATION:  Pramiums  received, 
$5.«37.680:  Iosks  paid,  $3,440,774;  dindends  deeUred,  cash. 
$1,004,408. 

REAL  ESTATE  OWNED:  The  nincliml  properfar  Is  the  4- 
story  stone  and  brick  bufldlng  on  Fourth  st,  139  ft.  south  of 
Chestnut  st..  FhOa.,  the  book  value  of  which  to  $30,206,  and  which 
to  carried  at  $50,000.  The  remaining  7  propertiea  comprise  6 
stores  and  dwellhia  in  Fhila.,  and  a  dwelliiiE  in  Minneapolis. 
These  are  all  carried  at  or  below  their  book  values,  which  range 
from  $2,425  to  $6,600.    There  are  no  incumbrances. 

MORTGAGE  LOANS:  There  are  54  mortgage  loans  and  ground 
rents,  secured  by  properties  in  or  near  Philadelphia.  Lrans  to 
the  amoimt  of  $168,200  are  protected  by  properties  estimated 
to  be  worth  $367,800,  and  but  $362  of  interest  %hB  overdue  on 
December  31.  last.  The  Ur^est  loans  are  one  of  $42,000  on  1716 
Chestnut  st.  (valued  at  $110,000),  one  of  $14,000  on  1021-23 
CallowhiU  St.  (valued  at  $26,000),  and  one  of  $12,000  on  S.  W. 
comer  0th  and  Oxford  sts.,  (valued  at  $22,000),  and  one  of 
$26,000  on  1935  Chestnut  st.,  (valued  at  $55,000). 

BONDS  AND  STOCKS  OWNED:  Far  Market 

Bonds.  Value.         Value. 


Allegheny  Co.,  Pa.,  loau  be.  4's 

Commonwealth  of  Mass.,  31*8. 

N.Y.Cy.,4V8 

Gy.  of  Philadelphia,  3i's 

g,  of  Trenton,  N.  J.,  4*8 
.  of  Wilmington.  Del.,  4*8. 

Ciatawissa  R.R.,  es.  1  m.,  4*8 

Chesapeake  A  Ohio  Rv.,  eq.  tr.,  4's 

Cbi.  K.  I.  ft  Pacific  Ky.,  eq.,  4i'8 

EL  A  Peoples  Tc,  4%  stk.  tr.  ctfs 

Erie  A  Western  Transportatbn  Cto.,  4's. 

Iron  Mtn.  Cw  Trust,  5*8 

Lehigh  Valley  R.R.,  2  m.,  Ts 

Lehigh  Valley  Ry.,  4i'8. 

Lehigh  Valley  R.R.,  anuuity,  6*8. 

Lehigh  Vallqr  R.R..  gn.  sc  m..  4*s 

nIYg  4  H.  R.  R.R.  Co.,  3*'b 

Newark  Passenger  Ry.  Oo.  s  1  cs.  m.,  5*8 
N.  Y.  PhiljuTNorfolk  R.R.,  stc  tr..  4*8 

Norfolk  &  Western  Ry..  eg.  tr.,  4*8 

Norfolk  Sc  Western  Ry.,  2-yr.  5%  notes 

due  1910 

Northern  Central  Ry.,  2  gn.  m.,  5^s 

Pa.Co.,3r8. 

Pa.  Co.,  4%  15-25-yT.  g.  k>an,  1906 

Pk.  R.R.,  gn.  m.,  6*8,  reg 

Pl  R.R.,  gn.  m.,  6^8,  c 

Pa.  R.R.,  3-yr.  5%  col.  g.  notes. 

Pa.  R.R..  coL  tr.  4i'8. 


$10,000 
20,000 
20,000 
10,000 

5.000 
10.000 

4,000 
10,000 
10,000 
26.000 
15,000 
10.000 

8,000 
25,000 
15,000 

5,000 
10.000 
15,000 
20,000 

5,000 

10,000 

10.000 

9.000 

25.000 

5.000 

6,000 

15/)00 

10,000 


$10,350 

19.700 

22,000 

9,700 

5,075 

10,150 

4,080 

9,800 

10,000 

22.625 

15.000 

10,000 

8,080 

26,750 

22.500 

4325 

8,100 

16.200 

19,600 

4,925 

10,000 

11,000 

8.820 

24,750 

5,050 

6,060 

15,000 

10,150 


BoNM  AMD  Stocks  Ownis.— Cm<. 
Bonds— CoRf. 

Pk  &  N.  W.  R.R.,  gn.  m.,  5  8 

Phila..  Balto.  A  Wash.  R.R.,  1  m.,  4*8. . 

Phila.  Qy.  Pusenger  Ry.,  1  m.,  5*8 

Poila.  &  Erie  R.IL,  cs.  m.,  5's 

Phila.  *  Reading  Tm..  5*8. 

Pitts.,  Cm..  GhingD  ft  St  Louis  Ry.  Co., 

OS.  m..  4i'8. 

St.  L.,  Iron  Mtn.  ft  So.  Ry.  Co.,  eq.,  5*s. 
Wladucawkas  Ry.,  4*8  gr.  by  Russian  Gtov. 
Amer.  11.  ft  Te>  Co.,  5%,  8-yr.  g.  c.  n. . 
Equitable  Illg.  Gas  It.  Co.  of  Riiia .... 

Pa.  Steel  Co.,  m.,  5*8 

Philadelpiiia  Co.,  1  m.,  6^8 

Western  Union  Tg.  (>o.,  f.  and  r.  e..  4^*8 

Stocks. 

Efanira  ft  WiUianwport  R.R. 

Frankford  ft  Southwaik  P.  C  P.  R.R.  Co. 

Qeimantown  Passenger  Ry.  (}o 

North  Pa.  R.R.  Co. 

Pk.R.R.00 

Phila.,  Germantown  ft  Norxistown  R.R. 

Co 

Phila.  Traction  Oo 

2d  and  3d  St  Passenger  Ry.  Oo 

13th  and  15th  St.  Passenger  Ry.  Go 

United  Cos.  of  N.  J 

Union  Tractkm  Co.  of  Philadd^ia. 

Bk.  of  No.  America,  Philadelphia 

Pint  Nat  Bk.  of  Philadelphia. 

Nat  Bk.  of  No.  Liberties 

General  Adjustment  Bureau. 


Par 

Msrk 

Value. 

Valo 

$10,000 

tl0,8 

6.000 

5.2 

3,000 

3.0 

10.000 

10.91 

10.000 

113 

20.000 

21.4 

10,000 

10.0 

15,000 

la 

26.000 

25.0 

14.000 

14.8 

isjaoo 

16,3 

5,000 

5,2 

25.000 

21,2 

1.000 

5 

5,000 

10.8 

90JSM 

24.8 

10,400 

1D.4 

60.000 

41.1 

26,400 

39,6 

20,000 

17,8 

10,000 

28.0 

2,000 

5,7 

15,000 

37,5 

16.400 

8.5 

2300 

8.5 

1,000 

2.1 

3*500 
100 

8,8 
I 

Totab.  (book  value.  $726,851) $686.700      $775.7 

MISCELLANEOUS:  Name  changed  In  1906  from  Fire  Ins.  C 
of  the  Cb.  of  Phila.    Oapltal  increased  In  1880  from  $100,000 
$200,000,  and  In  1883  to  $400,000.  both  by  cash  payments. 

DIRECTORS:  Alfred  F.  Moore.  Joseph  Moore.  Jr.,  Chi 
R.  Ptak.  William  W.  Fitter,  John  W.  Pbaree,  Henry  E.  Dnjtc 
(Seoige  Stevenson,  (3eorge  Fales  Baker,  M.  D.,  Antoine  Boorao 
ville,  Walter  M.  RoasmasBler,  Alex.  M.  Fox..  Jr..  Ghas.  H.  Smil 

FIELD  MEN  AND  TERRITORY  COVERED:  Thomnc 
Derr  ft  Bro.,  WUkesbarre.  general  agents  for  Pa.;  A.  J.  Woe 
worth  ft  Co.,  N.  Y.  State  managers.  Syneuse,  N.  Y.;  Goihai 
Braden  Co.,  Mfaineapdia,  general  agents  for  Nwn.  departmei 
0.  M.  Bailev,  C^dnnaU,  spedal  agent  for  Gent  W.  States;  Herix 
A.  Wiley,  Boston,  Mass.,  spedal  agent  for  New  England;  A. 
Hancock,  Baltimore,  Md..  general  agent  for  Md.,  W.  Va.,  N. 
and  Wash.,  D.  C;  Gea  F.  Murphy,  special  agent  for  N.  Y.  ti 
urban  department;  B.  0.  Selbach,  general  agent  for  Colo,  a 
Utah.  Tne  company  operates  m  Colo..  Conn.,  Del..  D.  C  i 
Ind..  Ky.,  Md..  &».,  ifieh.,  Mmn.,  Mo..  N.  J..  N.  Y..  N. 
0..  hu,  R.  I..  Utah.  W.  Va.  and  Wto. 


DELAWARE  INSURANCE  COMPANY,  Philadelphia,  Pa.f 

President.  John  S.  Bioren;  Vice-President,  Chas.  H.  Yamall;  Vice-President  and  Secretary,  J.  Parsons  Smith,  Jr.;  Assistj 

Secretary,  Joseph  C.  Bozorth.    Organized,  1835. 


Yeak 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurre 

1909 
1908 
1907 
1906 
1905 

$2,257,516 
2,037.956 
1,787,038 
1,865,347 
1,875,521 

$1,43A,676 

1,298.406 

1100,706 

972,174 

883,328 

$222,278 
171,289 
141,724 
142,829 
200,871 

$1,679,358 

1,500,841 

1,147,662 

989,540 

930.874 

$1,772,904 
1.590.648 
1.222.870 

*1,286,198 
1,001,295 

$826,495 

t786.295 

526.236 

994,079 

433,124 

$60,000 
60,000 
60,000 
24,600 
42,172 

$680,064 
570,448 
468,628 
423,699 
394.535 

$1,566,559 

1,416.743 

1,049,864 

1,442.878 

869,831 

$858^ 
(842.4 

459,1 
1,102,^ 

429.1 

Unearned  premiums  include  amount  redaimable  on  perpetual  policies.    *  Includes  $118,850  premium  on  sale  of  stock  t 
$118,850  to  partly  restore  reduced  capital,    t  Includes  $63,108  losses  by  Chelsea  conflagration. 


Assets,  Dkcembex  31,  1909. 

Real  estate  owned  (book  value) $200,000 

Mortgage  loans  on  real  estate 89,500 

Bonds  and  stocks  owned  (market  value) 1,303,363 

Cash  in  office  and  bank 228,046 

Agents'  balances,  not  over  3  months  due 418,700 

Interest  and  rents  accrued 17,807 

Other  assets 100 


Total  admitted  assets $2,257,516 


LlABILmES,  DSCEMBEX  31.  1009. 

Net  losses  unpaki  (mduding  $8,825  resisted) $146.j 

Unearned  premiums  (except  perpetuals) '•  12*1 

Amount  redaimable  on  perpetual  policies 128,} 

Other  liabilities ^ 

Total  liabilities,  except  capital  and  surplus . .  $1,635.] 

Capital  paki  up «0,( 

Surplus  over  all  liabilities 222,  < 

Total  liabilities,  capital  and  surplus $2,257,i 


t  Statement  according  to  Pennsj'lvanla  standard. 
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DELAWARE  INSURANCE  COMPANY,  Philadelphia,  VA.-^CofUinusd. 

Bonds  ard  Stocks  OwtmD,—ConL 
Bombs.— CMii. 


RISSB  AND  PREHinifS:  Fire  ibki  In  foree  (except  per* 
Mtek).  Jhoewhet  31.  1227,348.210;  pranlums  thereon,  32,- 
mjm:  periKtaal  fire  riiks.  34.033.942;  depoett  preDloms 
ttew,  3M13P. 

BCanrESB  since  organization:  FnmlunH  received, 
t4ajS4.403:  lomm  pdd.  32^004.255;  dtridends  deebrad.  eash, 
3SMBt987. 

REAL  ESTATE  OWNED:  Ooniiste  of  the  eompan/'i  heed 
oSre  IwiMng.  a  4-«to.7  brown  etone  flkmetnre  at  3d  and  Walnut 
ite,  Phiadriphta,  and  a  4-etoc7  htkk  boildlnc  at  Chancellor  and 
3d  itL,  eanfed  at  their  appcaiaed  YahM.  Neither  to  Ineomberad. 
MOBTGAGB  LOANS:  There  are  13  loans,  amounting  to 
taUOQ.  on  pnpertiee  located  m  and  near  Ihiladelphia.  The 
lusat  are  coe  of  $35^000  on  property  on  Old  Leneaeter  Road. 
XavtBuiay  Ox.  Tallied  at  306.000;  and  one  of  314.000  on  South 
&je.  ntivatar.  beC  23d  and  24th  lia.,  Philadelphia,  valued  at 
33tdOQL  No  iatereat  was  pact  due  on  December  SMMt,  and  all 
(be  iaaas  aeem  amplj  saeared. 

BONDS  AND  STOCKS  OWNED: 

BOHBS. 

AtffenitqnJ  Chcm.  Co.,  1  m.eT., 


Rjs.  Ob..  eoL  tr.,  1917, 

Rya.  GbL,  eon.  ^  1950.  41 

Ta  and  TcCb.,  1936.4%. 

Woreester  3t.Ry.,lnL,1928,4}% 

Bnok^  Rapid  Trauit  Go^  Ist  A  r.  m. 


ter^2pg2.4% 


.      L  A  Fte.  coL,  2002. 4% 

CF.cfGtanden,N.J..ai9l2.4% 

C^.  ef  DsoaesDe  Fli.,  192»-1933, 4i%. . . 

CU]rcrMcBtnBl8e.ba^l949.4% 

^.ofNewYo»k.N.Y^1957,4|% 

utj  ef  Norfolk,  Ya^  appropriation  be, 

M9.4% 

Cy.qf  Phfcdfhihta.  Pk.,  1938. 4% 

DefaaoI^Ml  (£71^1923,  5% 

>L  A  H«L  CbL.  cv.  8.  d.  10  year.  1916. 

*~ 1 SL  R7.'Cb.',iat  m.il939  5% 

EASo.fi.  TiBBflit  Co.,  1ft  m..  1936. 5% 
Evotable  Die.  G»  U.  Co.,  of  Fhila..  g. 

Pt W. AW.  VaL Tt Co^ "lit o ,1934, 5% 
Ft.  Worth  AJlio  Grande  Rjr.  Co.,  lit  m. 
s^I923. 


.1»W4* 

x'ivaOeDt. 


OLTe.Oo.,1932,5% 

Co..OoLtr.8. 


R.Co.,laadr..l961,4%. 

KiHaeQr.So.Rv.,n^l912.5% 

UkeShoc«  A  llid>«aB8a  Ry.  Co., 


c  g., 

.Ml,  4% 

l^i«hVaLRy.Co.,es.,1933,44% 

Intkt^MzTr^  Jk U.  Co.,  er.,  1913. 6% . 
M<  K.  AT.  Ry.  CDMlaadTjn.2004.  4%. 

Vr.Pie.Ry.  d)L,eq.,19l5,5% 

Xa  Pk.  Rf.  Co^  M.,  1945,  4% 

.Vat  Gw.  EL  Lt.  A  Borw.  Oow,  coL  Tr.  g.  a., 

1912.6% 

S.  T.  Cbitnl  A  Hial.  River  R.R.,  g.  d.. 


^s^ 


and  H.  R.R.  Co.,  or.  d..l956. 


Vahie. 

Kaiket 

Value. 

320.000 
40.000 
17.000 
45.000 
23.000 

320.650 
38.000 
17,500 
47.475 
22,866 

40.000 
50,000 

i.ono 

26.000 
10.000 
25.000 

&5,60O 
42,208 
1.020 
28.405 
10.250 
27.625 

20.000 
25.000 
30,000 

19,700 
26.312 
34.350 

24.000 

A,ono 

20.000 

24.520 

8.353 

20.500 

17,000 
20.000 

18,445 
17,133 

20.000 
15.000 

17.500 
13375 

20.000 
10.000 
20.000 

16.900 

7.788 

21.060 

20.000 
100,000 
25,000 
30,000 
25,000 
25.000 

19.233 
105.625 
26,125 
25,900 
25.208 
20.458 

25.000 

25,750 

25.000 

24.104 

25,000 

25.906 

N.  A  W.  Ry.,  gn.  m.,  1944  4% 

Pitts..  Shawmut  and  No.  R.  R.  Co.,  Re- 
ceiver's ctft.,  1911, 5% 

Roanoke  Tc  A  Lt.  Co.,  Ist  m.  A  eoL  tr.  8. 
P.g.,1958.5% 

So.  Fkc.  Co..  ev.  g.,  20  yesr,  1929.  4%. . 

So.  Tc  Co.  of  Pitts..  1st  col.  tr.,  1950, 5% 

State  of  Oa.,reg.  1927. 34% 

8t.L.  ITehV  Bdg.TSnn.Oo.,gr.gl929,6% 

United  Rys.of  San  Fhadseo.  g.,1927.4%! 

United  Rys..  g.  tr.  etis.,  1949.  4% 

United  Ry.  Inv.  Co.,  coL  Tr..  1926,  5% . . 

W.-Pltts.  Term.  Ry.  Co.,  1st  m..  1954, 4% 

West're  EL  A  Mfg.  Co..  1913,  •*" 


OkTcOo.ofN.J 

Frankfoid  A  Southwarfc  Peak  R.R.  Co. . 

On.  AdJ.  Bureau , 

Phila.  Bourse,  com 

Phila.  Bourre,  p 

Philadelphia  Tc.  Co., 


Second  A  Third  Stk  ky.  Co 

Southern  Adjustment  Bureau. 

Undenrritei^  Salvage  Co.  of  N.  Y. 


4, 

Market 

Value. 

Value. 

320,000 

320.060 

2^000 

25.116 

25,000 

23.645 

50,000 

53.410 

10,000 

9,825 

10.000 

9.975 

25,000 

27.812 

25,000 

19.000 

26^000 

20,250 

90,000 

78.600 

15,000 

8,300 

20,000 

19,100 

50,000 

89,000 

24,900 

99.102 

300 

150 

2,000 

80 

1500 

75 

10.000 

8.900 

7.000 

19,460 

200 

100 

500 

500 

Totals  (book  value,  31,279,544) 31,299,240  31.318,981 

MISCELLANEOUS:  Orlghiallv  Delaware  Mutual  Safetv  las. 
Co.  Reorganiaed  on  stock  basis  in  1880;  capital  3860,000:  Ib- 
ereaaed  to  3702.875  in  180O.  in  1906  decreased  from  3702,875  to 
3281,150  and  Uter  faicraased  to  3400,000;  also  3118.860  added  to 
surplus.  Conflagratton  losses:  Baltimore,  1904,  3142.469;  San 
Fhmdsco.  1906,  3634322,  net;  Chelsea,  1906,  363.100.  Stata- 
ment  for  1906  to  according  to  Pennsylvania  standard.  Values  of 
special  depoeits:    Can.7310,050;  Ga.,  39,800;  Va..  319,700. 

DIRECTORS:  John  S.  Bloren.  John  H.  Ostherwood,  Richard 
A.  Lewto.  Fnnds  B.  Reeves,  Malcohn  Uo^.  William  F.  Read. 
Daniel  BauKh.  William  R.  Castle,  Hen^  IL  Deehert, 
Charles  H.  Yamall,  John  Alburger,  John  r.  C^ua,  Charles 
D.  Norton.  Winthrcp  Smith.  Joeeph  R.  Rhoada.  WiUiam  E. 
Speakman.  Lincoln  K.  Passmore,  Joseph  Wright,  E.  CUrenee 
Miller.  Ralph  C.  Stewart,  Edward  S.  Sayres,  Webster  King, 
Wetheiill,  Harry  G.  Michener.  Jno.  D.  Mdlhenny,  Wm.  H.  Lucss. 
J.  Parsons  Smith.  Jr.,  Morris  W.  Stroud. 

HELD  MEN  AND  TERRITORY  COVERED:  Special  juria- 
dletion  of  home  office.  Md.,  Pa..  W.  Va..  N.  Y.,  Me.,  N.  H..  Mass..  R. 
I.,  Conn.,  N.  J.,  D.  C.  Western  departaient:  0.  C.  Kemp, 
manager;  G.  H.  Batchelder,  assistant  manager,  122  Monroe  si, 
Chicago.,  jurisdiction  0..  Ind.,  IIL.  Kv.,  la..  Mo..  Mich..  Wla..  Minn., 
Kan.,  Neb.,  N.  D.,  S.  D.  and  Colo.  Special  agents:  Raymond  Wal- 
dron  and  J.  Sterling  Kemp.  Chicago,  111.,  for  III.,  Ind.  and  Ky.;  W. 
W.  Waddell,  Des  Moines,  la.,  for  la.;  Chas.  Caldwell,  linoohi,  Neb., 
for  Neb.;  C.  L.  Oldham,  Kansas  Cy.,  Mo.,  for  Mo.  and  Kan.;  H.  A. 
Bartels.  Detroit.  Mich.,  for  Mich.:  C.  L.  Hecox  and  C.  W.  Morgan. 
Columbus,  0.,  for  0.:  W.  E.  McCulIougfa.  Milwaukee.  Wb..  for 
Wis :  J.  Q.  Haas.  St.  Paul.  Mhin.,  for  Minn..  N.  D  and  S.  D.;  L.  P. 
Appleman,  Denver,  Colo.,  for  Colo.  Special  agent.  New  England 
States.  James  Grover;  Middle  Stetee,  Thomas  L.  Wlkon.  The 
company  operates  in  all  the  States  of  the  United  States  except 
AIssITn.  IL.  Tenn.  and  Vt 


DES  MOINES  FIRE  INSURANCE  COMPANY,  Des  Moines,  la. 

Presidait.  Geo.  G.  Hunter;  Secretary,  C.  S.  Hunter;  Assistant  Secretary,  O.  B.  Frye.    Organized,  1^1. 


Ylab 

i909 

IMS 

1»5 


tf722.931 

t886.S54 
|«63,9«8 
t«32^3 
t575.^1 


Unearned 
Premioms 

3430.758 
419,160 
444,135 
413,913 
405,218 


Net 
Surplus 


3151,550 
147.565 
165,733 
153,778 
111.995 


Net 

Premiums 


3383,924 
355,258 
880,827 
363,619 
300,164 


Total 
Income 


3425.158 
383,581 
404.524 
371,055 

1341.135 


Losses 
Paid 


3208,496 
167,937 
198,824 
138,039 
138.682 


Div- 
idends 


36,000 

40.000 

6,000 

5,000 

128,000 


Ex- 
penses 


3172,498 
174.389 
159,645 
155.774 
129.144 


Total  Ex- 

Losses 

penditures 

Incurred 

3386,994 

3212,376 

382,326 

171.956 

864,469 

199,078 

298,813 

147.(43 

295,826 

136.918 

X  lacladrs  notes  for  premiums,    s  Includes  325,000  on  account  of  stockholders'  notes. 


Assrrs,  Decdcbxs  31, 1909. 

Eax]  estue  owned  0>ook  value,  372,787) 

Mortga^  loans  on  real  estate 

Boadi  and  stocks  owned  (book  value) 

OiQsaeral  loans  on  real  estate  and  bonds. 

Cjdb  tM  odficc  and  bank 

.%<>mts'  brslawrt,  not  over  3  months  due. .... 

Inoest  and  rests  accrued 

I>5e  from  retnsiirinff  company. 


387,387 

216,706 

147.776 

12.143 

74.791 

18.808 

4.773 

422 

160.125 


Total  adrailted  assets. 


3722,931 


LiABiLmss,  December  31,  1909. 

Net  losses  unpaid  (including  36,050  resisted) 

Unearned  premiums 

Other  liabilities 


321,692 

436,758 

12,921 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities 


3471.371 

^100,000 

151.560 


Total  Uabilities.  canitil  and  surplus. 3722,931 


REPORTS  OP  FIRE  INSURANCE  COMPANIES. 


DES  MOINES  FIRE  INSURANCE  COMPANY,  Des  Motnes,  la.— C«i(wt»«d. 


RISKS  AND  FBEWUHS:  Fm  rala  in  (oat.  DcniEber  SI, 
U0.810,1TO;  mmiDDii  UuRon.  tl,OIT.asa. 

BUSINESS  SINCE  ORGANIZATION:  Pmnimiii  «mmd. 
tI,<WT,106^  lciMspti(l,t3.S7ej»3. 

REAL  ESTATE  OWNED;  OuBpilM  eomHBr'i  hom«  offin 
tmildbcudotliDDwIloiBnpropflrty^  RBDtibRnived  m  IVOO 


KOBTQAOE   LOANS:    Thm   m    1S1   lam 
mSiTOt.  ud  tauM,  dile^  oT  fint  mortcBn  Ini 
proputlH.-  lotgtliu'  with  lint  moitniM  an  IV>  llamm  nBOEiiiiB 
IKUpgrtT.  Then  wu  I3TT  Inlutit  put  dua  on  Demnbir  31,  lait 

BONSe  AND  ffTOCKS  OWNED. 

i;.t!.si.*l  ,.  1...  :.':;    t4(U)00 

10,000 


-i.%.:. 


Miunuri,  Kuwa  A  TuH  B.R.,  pi 

Soutb«nRi.4% ii 

Chicago  Rode  btud  A  IUle,(% II 

(M>»dn(kSautbi!niRy..li% 31 

limn  ftntniJ  Rj,.  4% II 

JohnR.DnvlaLuiDljQ'XSS I 

Little  Hodnr-bt,  8%. 

Nurtbern  Pmdfic  Ry SO  9 


ricu  Smdtini  1  RiCoinf 100  Shin 

M  LumbM  Co »      ; 


Totult -.     IHT.m 


WSCELLAHEOnf:  LoabiEki  Fn 

DIRECTORS:    On.  0.  Hnstir.  C  B.  Hunter,  E. 
_       -  M.  OUeImI],  B.  B.  Hi 


0.  B.  Fiye,  Chu.  H.  Mutln.  B. 
HoDter.H.  U.  Unick. 


FIELD  MEN  AND  TEBRITOHY  COVERED;  W.  L  Nri- 
■on  A  Co..  Kosiitili.  T«UL.  nninJ  >iml>  Foe  Ark.;  E.  C.  Cooprt. 
Quthria.  Okb.,  tttte  uBmt  for  OUl;  Cutou  A  Euls.  ShUIc 
Wuh.,  gmm]  >(«•■  for  Wiih.;  (ho.  G.  Navmw.  kdiwin. 
H.  H.  I&idi,  nipsrtii(«H]*iit  of  •(«il>:  Spwitl  igecU:  E.  B. 
Htuter.  A.  A.  tFuikt.  O.  J.  Din,  F.  t.  Fat,  R.  0.  J6hm>„. 
Hh  ampna  opnti*  b  Aik.,  Idi.,  Minn..  B.  C..  It.,  Okk.. 
WwliudWa. 


DETROIT  FIRE  AND  MARINE  INSURANCE  COMPANY,   Detroit,  Mich.§ 


Pnridoit,  Edwud  H.  Butl 

V.O 

_» 

Ui»t»d 
Premlonu 

Net 

Surpln. 

PrenLn. 

iSS. 

■as- 

Ji 

Ei- 

p^turc; 

Incomd 

'■i 

11 

830,408 

ffiiS 

•|S76,TZ3 
ft*0,'771 

m',»3i 

1 

II 

*8M'S82 
MIBSS 

11 

MortgH^e  ]i 


OOtautU... '.'.'. 


LlABlUTIia.  DtCXMMXti  II,  IMt. 

IcMn  tmpdd  (indudiiw  tl8,W0  roistan... .       I82.74K 

imed  praninnu 4S0.42Si 

t07.0IB       Other  IU&Hh 


H.IOg 
77,718 
3i.<MS 


Totil  MhBitled  uwti 11.012,484 


7.*28 

ToMl  UaUliiia,  acept  cMW  ind  Muplai. .  tli(0,<08 

Caplld  pud  up 800.000 

Suiplni  OTCt  ill  liibUitio. SSLBT* 


Total  lii^ililieg,  capital  aod  ntrplui. . . 


RISKS  AND  FBEKIUHS;    Fin  tMi  in  [one.  DMmbw  *t, 
t8S,Wl,S18;   mmhuu  Uienoa.  1030,483:  miiiDB  pnmiuiBi  in 

[dim,  tm. 


81 .4t 

REAL  ESTATE  OWNED:  Tbtn  an  81  punli  of  nal  atita, 
moitly  dnlllni  md  ilon  [iropottoi.  aO  but  7  of  vhldi  an  nld 
■BcUr  DontAot  and  aro  eirrlpd  at  the  EHpHtlTe  balanna  dot. 
Tlwn  111  nlatintr  feir  oeMidlnc  KM>  i>  nlH,  and  ixkh  an 
Incgnbtnd. 

VORTQAQE  LOANS:  llian  an  abont  2»  kui,  KKn^tlu 
1707.474.  (KORd  by  DctKM  aod  otbei  Mldiltia  piopBrtlM  Talnd 
■t  t3.1«l,414.  The  DompanT  boldi  liwjniue  uunntlng  to 
(888.958.  and  en  Deomnber  31  hit,  the  pert  d»  Intemt  amonnted 
'''"^""     •^- '----,  an  moatlj  nnall,  nitOnij  tar  txeeedtng 


U.000. 

roLLATERAL  LOANS  ut  u  lolion 

SMOritlBL 

Fat  Lumliei  Qi.,  lOOihana 

Wayne  Co.  Saf .  BL,  10  ^aia      .     . . 
Dttnil.  Monroe  A  Totedo  Short  line  Ry.. 


)etio>t.'lloi>roe'  A  ToMo  Short  Li 

neRy.; 

Mnii,  Honme  ik  TcJado  Short  Li 

neRy.. 

4,000  3.2M 

0,800  »M0 

2.H0  2.700 

7.840  7.100 

134.890  127.180 


BONDS  OWNED: 

Aril.  Tar.,  I«28.80. 4% 

Aril.,  Ter.  ol,  im-O.  i% 

Aril.,  Ter.  i^.  cacitnl  bl^,  1018-48,  t% 

Arit.  Ter.  nf,  1.  t,  101ll-4«,  S% 

Detroit,  Mich.,  houL  Imp.,  IKI.4%. .... 
DaliDlt,  Uoh..  DfJny  ml,  IBIS,  4^ . . . . 
Detroit,  Mleh..  Mib.  ol  Ait,  lUS,  »[%. . 
Dativit.  Mleh.,  park  Imp.,  1031.^%, . ... 
Detroit,  Mich.,  "  "  1830,31%.... 
Detinlt,  MIcL,  psh.  Inp.,  1010, »%... . 
Detmt,  Mia.,  "  '^  IOtl.31%.... 
Detroit,  Hlth..  "  "  1BIS,M%.... 
DUnlt,  MiDh.,  pub.  lew.,  lOlS-M,  i%.. 
Detroit,  MkL,  pub.  ec,  lOiim  4%... 
Detroit,  Mleh..  Gprtn{nll  •a.,lSa£.  i% . 
Detroit,  SnrliigiKlli  Twp..  1KI3. 4%. . . . 
Detmi.  MJoh..  Woodmen  irat.  1031 31% 

Flint,  MLch.,  w^.  wkt,  1034,  4% 

Grand  Rapidi,  Itioh.,  it.  imp.  and  v., 

K12-14,il% 

Ciind  Rip^  Midi.,  engina  ud  itud- 


10,DOO  10.30C 


38,000  38J« 

31,000  rnu 

88.000  3S,3S 

30,000  3O.O0I 


HawaU  TenllofT.  MO.  t%. 

Hawaii  Tet.  id.  I01IK30. 41% 

KalAmuiw,  Mieli.,  fiif  pnteetku,  1917, 


REPORTS   OF  FIXB  INSURANCE   COMPANIES. 


DETROIT  FIRE  AND  MARINE  INSURANCE  COMPANY.  Detroit,  Mich. 


n,t% 

Kn  Haw.  Ttr.  gl,  BiBwT  nlitule, 

»ii-ai,a^ 

Sku'.  Micb..  poUie  b.  ud  «„  UIO- 
».*% 

w^w.  Mkh..  publir  v..  1«I5.  , 
n,  Hii^  pubbc  a..  ISIO-II.  . 
iw,  ITkL,  poblk  V,  IDlChlS, 
XT,  HkL.  B.  r..  ISIO-M.  4% 
w.  ICek..  aidtnlk.  mO-IK.  U% 
w,  Mkti.,  K.  mp..  ISIO-ie.  4%. . 

uunu  Lomber  Co..  191B-1&  S%  . . . 

BtoOnk  Ok  BUnffle,  Ark-igiO-iI  8% 

tkahnwh  Lnber  Co..  Dalnlt,  MIeh., 

mioSB% 

DiMt  GT.  Ga  Ca„IMnKJO(fa.iaiU% 
HouUb  'Iteba  Co..  dl  CiL.  ISIS-IT. 

Fk£  Li^ba  Co.  of  Vs..  ISll-lB.  e%! 

^'jilwn  Pdc  LaBbB-  Co,  of  Ton, 

»13-H.e% 

Yo^tt  SACD.DMnttJOclu,l<>lS-IT,  S% 

Tolik  Oook  «liK,  tSKlM) 


ViSm. 
•15,100 


4%..  no 

y  31%  3,000 

IS,  1%  7J00 


s,ooa        t.oDO 


t88MM)      tOOT.OlB 


tiGSooo. 


.. , , , VOMXXt;  In  18S7  to  tUO.DOO:  la 

•400,000:  In  1807  to  UOaOOO:  toUl  (toek  dlTtdndi  rino* 
tSWOOO.    CoabifntiaB    Iomk    Chl<xo,SI8Tl. 


&  C^  naanl  M-^iili,  HuivUin,  Tei.,  loiTci.ud  U.:  aiupHD, 
CkmpMl  A  Cu.,  icun]  >«enti.  Itailon.  Htm.  ha  Ibm.  ud 
CODD.    Till  eiunpiiir  opentH  In  Cocu..  III.,  lid..  K).,  U..  Hd, 


I..  N.  ¥,.  0.,  Fi'.'Tk.  ud  Wli. 


DIXIE  FIRE  INSURANCE  COMPANY,  Greensboro,  N.  C. 

pRiidat.  AiUcr  B<ne^  Pbit  Vlte-Pn,,  ud  Mgi.,  H.  R.  Bnriu  SecTetirT,  F.  U.  Quht.  Oitulnd,    IMM. 


Yw 

A-U 

Unoncd 

^ 

pZS^ 

-^ 

-^- 

S. 

£>- 

ToWEi- 
pmdlture. 

IdcurhI 

1.101,834 
3W.440 

'S 

11 

Hi 

•438.  e«» 

"is 

I74,B4| 
I4:4»7 

im« 

tela  t2HI.0D0  lundiu  [ud  m. 

Asms,  Dioiiux  11.  IMD. 
le  omicd  Cbook  nhic)... 


LuBturm,  Die 
Na  lama  aaptid  (isdndioc  tl 
OUio  liibES"™''.  '.'..'.'.'.'.v. 


Capllal  piid  up. . 
Supliu  OTS  tU  lii 


Toul  lUbOiiia.  oipili]  udnuplu, tl.lSO.Ol 


BISKS  AM)  PREUUIIB:     Fin  nb  ia  fcm.  Decunlxr  31, 


KEAL  ESTATE  OWNED:  OmdMi  of  &«lorT  ud  bHcmml 
li  Jilai    sad  lot.  ■>  So.  Elai  ind  Syamon  ato.,  Onotfboto. 

XOBTOAGE  LOANS:  Tbtn  IK  45  kiui.  vbidi  uXRtiilc 
tmjn  aid  *R  Kcuiid  bi  nnipBln  Tulued  >t  (722.200.  llie 
IsaM  ut:  tHOJXIO  on  V.  11.  C.  A.  buHdmc  il  Wibiiizicloc, 
VCnttiHl*IM5.a)0:  iiid  tlOAXI  oa  ■  praisrty  >t  OitaAom. 
a.  C,  nlwd  at  U^OOO.  But  1340  of  mtcrsl  wu  aicrdw  db 
T  iimI.!  T1   !■- 

0OLLATER.U.  LOANa  ut  u  laOcm: 


!bLBk.itkjrfGn(HboniJ(.C..iaihlnt  (2.200 

hn  L^Acr  Co..  BWi  PL.  N.  CTOba  70,000 
3b41ibj    >ltct  CdUu  MOli,  Sootlud 

.Vi(k.M.  C.  UOrfww 18,790) 

3Bt.KHkUi>dCD.itk.,3eotNKk,!I.a,  I 

SO  itan t.ooa 

BBkef  Hubn.  14aduRa 2IMa 

H-iTJUnN.  Bit,  Wi IJOO 

[uBd  LoBbcr  Ol.  Mutoa. 3,000j 

rnt  Sri.  Bk™  Dwfcim  AOOO 

8«k  PL  H.  P.  Co.,  13  bi I3.0OO 

Mm  I«  Co..  SO  •btia lOJXX) 

KiOiwack  Mutk  Co.,  «  •huo 2,400 

HfLta  Co,  p..  10  ^ua I>00a> 

l(d.fuC»,sn..lOiliu« Ij»0j 


LouS. 
tl.fiOO 


BlthPt.PiiaAP'iid-yQt..Wdiu«i.. 

Leon  Lumber  Co.,  lOOabina 

l>uihua  Honory  M.  Go.  4  ootrt. , . .  - . 
HcOuitvdi  Mtom  Co.,  M  ilun... . 


lU^Et 

Vtlw. 
I7.S00] 


BONDS  AND  STOCKB  OWNED: 
Hiehniond,  1041,  4% 


(180J6OBW0O 


Philjpppe  pgtt.  is 


U.  S.  PtDippuie pub.  imp,  IKM,  tf,  ... 
A.,  T.  *  a.  Fc  Ry,  Co.,  1  m..  IBiS.  4% . . . 
C  R.1.4Pic.R.R.Co..  1, 1034.4%... 

So.  Pat  R.R.  O),,  1,  I0S3.  4% , 

B.  4  a.  R.R,  1  m_  IMl-OO.  i%  

Fli. Cent.  Rt.,  1  m.,  IBlO-ll. t%. 

U.S.l»30,i% 


Norfolk  4  &uU) 
Southein  Picifip 
Peue  IniL,  Ril. 


56 


REPORTS   OF   FIRE   INSURANCE   COMPANIES. 


DIXIE  FIRE  INSURANCE  COMPANY.  Greensboro,  N.  C.-^<mtinued, 


Bonds  akd  Stocks  Ownid.— Conf. 
Stocks.— CofU. 

U.P.R.R.CO 

At.  Gout  R.  R.  Go 

W.  Ad.  sad  Iuik  Go..  No.  31B 

On,  Ad.  BuTMQ 


Fsr 
Value. 

$5,000 

10.000 

200 

aoo 


ICsrket 
Vslne. 

iio,aoo 

18.700 

aoo 

aoo 


Totsh  (book  vsliw,  $708,010) $084.500      $708.010 

,  MISCELLANEOUS:  Tliii  eomMoy  wm  oiganiied  in  1900  with 
lapud-op  espitsl  of  $500,000.  and  an  initial  suipliis  of  $350,000. 
n  1009  it  absorbed  the  North  State  Fin.  of  GKeatboio,N.G. 

DIRECTORS:  WflUam  B.  Blades,  GoL  Jno.  F.  Bmton.  Geo. 
HaekneT.  Gapt  Jas.  P.  Sawrer,  J.  P.  Ootmoil,  J.  &  Bowers,  Wniiam 
Oalder,  W.  E.  Holt,  Jr..  H.  L  Hopkins.  J.  H.  Little,  Ashley  Home. 
Jss.  B.  Blades.  SoL  Weil.  W.  0.  Elliott,  R.  F.  Dalton,  Jno.  F.  Me- 
Nair,  Dr.  L.  &  Blades,  Wm.  S.  Thomson.  Dr.  Oscar  IfoMoUen,  C 
D.  Benbow.  Dr.  R.  H.  Reeves.  A.  D.  Ward,  C.  J.  Hairis.  R.  IL 


Miller.  Jr..  Heniy  Redwood.  J.  Vernon  Blades,  C.  B.  Cheatham. 
J.  E.  Latham,  H.  R.  Bwh,  A.  L  Brooks,  Dr.  W.  L.  Grimom.  C  M. 
Vanstory,  P.  D.  Gold.  J.  W.  Stewart,  L.  C.  Blades. 


FIELD  MEN  AND  TERRITORT  CO  VERED: 
B.  E.  Hall,  SBBsral  aaent  and  a  B.  0.  OaiDaid,  supt  of  SfneieB. 
45  Cedar  st.  N.  Y.,  States  of  N.  Y.,  N.  J..  Msss..  R.  L  and  Conn.; 
American  Agency  Co.,  Baltimore,  Md..  W.  Va.,  Pa^  DeL  and 
D.  C:  Bieroe  k  Sa«.  Detroit.  Mich.,  for  Mich..  0..  Wk.:  L  W. 
RockcT.  150  La  Salle  St.,  Chican>,  III,  for  Oook  Co.;  H.  G.  Hoff- 
man, Mt.  Sterling.  Ky.,  for  Ky.:  Ins.  Agency  Co..  St  Louis, 
Mb.,  for  Mo.;  E.  H.  Pierce.  Salt  Lake  Cr.,  for  Utah;  James  F. 
Cobb.  San  Ftandseo,  CkL,  manager  for  CaL  and  WasL;  >pecial 
aoents:  Howard  C.  Johnston,  Ridunond.Va..  for  Va.  and  Tenn.; 
Matthias  Jones  for  S.  C;  E.  G.  Oox  for  N.  C;  Lewis  T.  pDwecs, 
New  Orleans.  La.,  for  La.  and  Mim.  The  company  operates  in 
Ala..  Gal..  Conn..  Del.  D.  a.  Fla..  Oa..  111..  Ky..  La..  Md.,  Mass., 
Mich.,  MiM..  Mo.,  N.  J..  N.  Y.,  N.  C.  0..  Ps.,  R.  I.,  S.  G..  Tenn.. 
Utah,  Va..  Wash..  W.  Va.  and  Wk 


DUBUQUE  FIRE  AND  MARINE  INSURANCE  COMPANY,   Dubuque,  la. 

Presklent,  John  EUwancer;  Secretary,  N.  J.  Schrup;  Assistant  Secretary,  S.  F.  Weiser.    Organised,  1883. 


Yea« 

Assets 

Unearned 

Net 

•  Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premiums 

Surplus 

Income 

Paid 

Idends 

penses 

penditures 

Incurred 

1909 

$1,176,480 

$001,318 

$825,297 

$689,538 

$696,506 

$311,467 

$40,000 

$264,793 

$616,260 

$287,568 
t304.O09 

1908 

1.093,540 

586,558 

302.025 

520.925 

572,648 

317.043 

36.000 

211.103 

564.146 

1907 

1,058,035 

552.980 

267.416 

836.200 

886.026 

324,278 

32.000 

188.054 

544.332 

347.804 

1900 

788.209 

253.587 

259,972 

388,826 

825,914 

96,967 

28.000 

114.688 

239,655 

101.966 

1905 

045.140 

196.709 

s232,671 

186,890 

219.742 

79,861 

*24.000 

73.330 

177.191 

83.828 

*Also  $100,000  stock  dividend,      t  Includes  $56,800  losses  on  German  National  risks  rdnsured  in  1906.      s  $100,000 
transferred  from  surplus  to  capital. 


ASSKTS.  DiCEMBXK  31,  1909. 
Real  estate  owned  (book  value) 


Mortgage  loans  on  real  estate. 
Boncu 


and  stocks  oimed  (market  value). . 

Collateral  loans 

Cash  in  office  and  bank 

Agents'  balances,  not  over  8  months  due.. 
Interest  accrued 


$3,000 
694,727 
303.250 
12,700 
65,561 
75,459 
21,788 


Total  admitted  assets $1,176,480 


LiABiunxs  December  31,  1009. 

Net  losses  unpaid  (none  resisted) $24,065 

Unearned  proniums 601.218 

Other  liabUities 25.000 

Total  liabilities,  except  capital  and  surplus . .  $651 . 1 83 

(>ipital  paid  up 200.000 

Surplus  over  all  liabilities. 326.297 

Total  liabilities,  capital  and  surplus. $1,176,480 


RISKS  AND  PREMIUMS:  Fire  rUcs  in  force,  December  31, 
$91,069,486;  premiums  thereon,  $1,129,333. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$4,402,729;  kisses  pakl,  $1,733,788;  divMendi  dedaied,  cash, 
$353,000;  stock,  $100^. 

REAL  ESTATE  OWNED:  Comprises  2  small  Dubuque  proper- 
ties, one  of  whldi  was  sold  under  oontraet. 

MORTGAGE  LOANS:  There  are  232  bans,  amounUng  to 
$694;727,  and  secured  by  properties  valued  at  ncwrly  three  times 
as  much.  Interest  wss  overaue  (on  19  ktans)  amountinx  to  $3,865. 
Most  of  the  morteages  are  upon  Iowa  property,  but  there  are 
also  a  number  in  111..  Mont.  8.  D.,  N.  D.,  Okla.,  and  Mmn.  The 
loans  are  mostly  for  small  amounts,  but  nine  being  ss  hxgB  as 
$10,000. 

COLLATERAL  LOANS  are  as  foDows: 

Market       Amount 
Securities.  Vslue.        Loaned. 

German  Sav.  Bk.,  Dubuque,  50  shares . . .  $6,000  $2,600 

(3erman  Sav.  Bk.,  Dubuqae,  25  shares...  3,000  2,000 

German  Sav.  Bk.,  Dubuque.  25  shares. . .  3.000  2,000 

German  SUto  Bk..  Dyersville.  la..  50  shrs.  5,000  3.500 

$3,000  ctfs.  dep..  Farmers  State  Bk 3,000  2,600 

Totals $20.000       $12.700 

BONDS  AND  STOCKS  OWNED:  Par  Mi^riTet 

Bonds.  Value.  Value. 

GhLCy.Ry..lm.g.bB.,1027,5% $50,000  $61,500 

Ca^  Qr.  Rjs.  Co.,  1927, 5% 50.000  50.500 

Cy.ofChL.spl.asBttmp..5% 15,000  15.000 

CbiroewaVal.Ry.LtftPDw.lm.b.1924.5%  5.000  4.900 

Dubuque  se^  1916,  4% 11.000  11,000 

Dub.  &  Wis.  Bg..  1  m.  bs.,  1917, 5% . .  . .  1,000  tOOO 


Bonds  and  Stocu  OwwKD.—ConL  Vu  Market 

Bonds.— Con(.  Value.  Vnlue. 

Nat  Briok  Go.,  1910-15.  5)% $16,000  $16,000 

Unton  EL  Lt&  Fbw.r.bs..  1933,  5% . . . .  20.000  10.600 

U.  a  Steel.  1963,  5% 50.000  52.600 

Denver  Reservoir  Im.  Co.,  1913, 6%  ....  8,500  8,500 

Laclede  Gas.  L.  Co.  1934,  5% 10,000  10.250 

Pac  Tel.  &  Tel.  Co.,  1937.  5% 20.000  20.000 

Stock. 

Bk.  and  Ins.  bdg.,  Dubuque,  Is 10.000  10.000 

German  Sav.  Bk..  dub.  stk 25.000  30,000 

Mason  Cy.  Loan  &  Tr.  Co.  stk 2,500  2,500 

Totals  (book  value,  $287,081; $294,000      $303,260 

MIS(XLLANEOUS:  Paid-up  eapltal  increased  in  1891  from 
$26,000  to  $100,000;  In  1905,  Increased  by  stock  dividend  to 
$200,000.  Prior  to  1895,  the  unearned  premiums  dt  this  oompany 
were  computed  on  a  40%  basis. 

DIRECrrORS:  John  Ellwanger,  N.  J.  Schrap,  Maurice  Connolly, 
John  Palen,  C  J.  Schrup.  Peter  P.  Kranss,  J.  If.  Kralovec 

FIELD  MEN  AND  TERRITORY  COVERED:  P.  0.  Vande> 
venter,  superintendent  of  sgents;  J.  R.  Balaemeyer.  State  aoent, 
0..  Ind.  and  Mich.;  W.  R.  McLeod,  special  agent  N.  Y.;  E.  I. 
Crockett  State  agent  Cob.;  J.  H.  Harbeck,  State  annt  Win.  and 
Minn.;  Geo.  N.  Schrup,  State  agent  la.  and  Neb.;  R.  R.  Stowell. 
ipecial  sgent  Penn.;  E.  J.  Weinfurth,  special  agent  Mo.,  Kaa. 
and  Okla.;  F.  H.  Westmcyer,  special  agent  0.,  Ind.  and  Ifich.; 
A.  Piiull  &  Son,  seneral  >NKeDts.  W.  Vs.;   W.  L  Pferrin  k  Sob. 

gneral  agent  N.  i .  Cy.;  (Clarence  de  Veuve,  general  agents  Cal. : 
anford  ft  de  Veuve,  general  agents.  Wash.,  Ore.,  Ida.  and  Alaa. 
The  oompany  operates  in  Alas.,  Gal.,  Colo.,  Ida.,  Ul^  Ind.,  I&.. 
Kan.,  Mass.,  Mioh.,  Minn.,  Mo.,  Nebr.,  N.  Y.,  0..  Okla.,  Ore.,  Pa.. 
Utah.  Wash.,  W.  Va.  and  Wis. 


KEPOKTS  OF  FIRE  IHSUSANCE  COMPANIES. 


DUTCHESS    FIRE  INSURANCE  COMPANY,  Poughkeepsie,  N.  Y. 

Pioidait.  I.  H.  ViS;  Sanutr,  J.  J-  Cnlnm;  Airfstut  Sccntair.  Pnd  L.  VaO.     Orfubal,  IMM. 


yu>[ 

A-i. 

!SS 

A. 

p,s„ 
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.s^ 

SS^ 

iDCTnrf 

a04.MS 

M01,(»7 

la 

as,Mi 

tIM.OM 

HCCEM 

CiA  ia  eScr  *iid  bi 


ttcooo 
u,iog 

TB.0T4 
2.1  TI 


(44.18T 
2tt.08l 


Total  lUbOitla,  <a{i<til  ud  wqdiH. M81,0gB 


UaKS  AITD  FSKMIUKB:  Fm  riiki  a  Ions,  DnsBber  31, 
BMB.ant  pnniiaoi  Uxncrn,  UTl.ttl. 

BDSnresa  since  OSOANlZAnON:  Pnmhimi  nccinil- 
aAm.gn;  Icas  psid,  WTUTI. 

E£U.  ESTATE  OWNED:  Tlw  obIt  ml  aiMt  vwaei  la  tha 
■nar'i  k«*  oaScK  bsBdfaif  St  3>  lUiiat  •(.,  Fiiii^ik«ii*. 
>UA  ol  *U.OI)0. 

KIBTGAOE  LOANS;  Tin*  in  I]  kwa  ■onotbo  (111.300. 
■^•■d  br  wt"'^  umI  dwdtlnn  !■  PRxhkHpde.  BarrTtowi. 
B«i  HbmI  ud  FW)Ull4itl^3n.  Tahad  X  mMX 

BONtS  A}a>  STOCKS  OWNED:  Fu  HiAit 


s.yo-^ 

Ji.YSvjtf^mi  bond  tgW.E..  1022^1' 
I.Y.ty    ^    ■'"'-  — '■"  '"■  "" 


doek,  rcJd.  IM3, 3%     . 

..(old.l»Z7.  3(% 

iiHAiHa.g..l9?8;>l% 

DH.If  iMom.g. .  T9».  3)% 
iloirupplr.ll..  1957.4(% 


DSnil  A  Flint  Rr-.  1  a-  D-.  1«t,  S% 
hOM  U.  Br.  W  ta.  BL.  c.  1II3Z.  U% 
Ii,  Cm.  Rit.  Co..  W  DL.  r.  l«a&  £%. . 
ISht  k  W.S.B.  Ci>.jKJ£uc,-IH1.5% 
&  L.  Ina  MdL  A  aooSmi  Ig.  Ok.  M. 
p.  a.  I},  ud  End  (lut.  t.  1<BI.  1% 
St^  he.  Ox  (CL  Pk.  itk.  cX  »,  IMS.  1% 
Toa.  (X  L  *  B.B.  Ok.  (u.  D,  C.1U1.S% 
twr.  WittlBc  Papar  Co..  W  bl  a  f.  i., 

Ufa  uTOa  CiL'i  «^.'t.','lBU.'t%!l' 
Oi.  Om  Lt. «  C  Co.,  lit  o,  L.  ira?.  5% 

lit  A  «t^£^  CO).,  (a.  m.  |giD.«% 
Fk  U  A  Fow.  Co..  1  m..  (^  l»U.  S%. 
Pn^Ua^  EL  LA  A IW.  Ca.1914.  fi% 
Crind  Fnit  Cku,  a  U  i.  d..  1M3. 4t%  . 
T.  U.  T.  Qi.  I.  A  I.  c  BL.  t.  two.  »% 


B.000 

is.no 


U60 

S.&SO 
17,830 


-vnnldi  Adriuoi,  FIot  K.  Jiduutoa.  Joha 
'i'rhiBL  J.  Wlkm  FoikIir.  Lnrii  H.  Vail. 
.  .m  W.  Smith.  Stffluri  H.  Moon,  Piaak 
laaa.  J.  Edward  Btgat.  In  D.  StniM. 

"REtrroSY  COVERE&,  M.  A.  Kunj 
'  ini]  A  Ketcham,  tm«ml  aiuta  [or  Lcrai 
.<  y  1  Co.,  Banford.  OmuL.  (eognl  anal; 

Uunay,  Cbeiniiali.  0..  lor  0.,  aad  lad.; 
..'  C)j  ttaenl  aient  [oi  Dtafa  aad  Ida.. 
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ISS 
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Pmniunu 

ToBd 
iDcona 

Paid 

Ji'i 

Ei- 

Total  Ei- 

li^^ 

gSSi 

'KS! 

1224.114 
ITl.Dl) 
181.BI12 

1220.18; 

tiat.2ii 
m.03i 

!l:!iS 

»32£,39| 
I1S.7SI 

IM 

OK 

112,000 

tiS 

REPORTS  OF  FIRE  INSURANCE   COMPANIES. 


EASTERN  FIRE   INStmANCE  COMPANY,  Atlantic  City,  N.  J, 


Mor1u£e  louii  on  ml  eMaic- 

Bonu  anted  (mufcn  vihir) 

Colklcnl  louu 

Cufa  ia  office  ud  bank 

Aleua'  tuluca.  oal  over  B  moDIhs  doc . . 


kJup 

Total  UabUidea,  capital  and  auiiliu. 


RISKS  AND  FREHIUIIB:  Fin  lUi  k  (onu.  Demnber  il, 
(KSMUBrjnmimiM  Uwroii.  tmiu. 

BO^NEaS^  SINCE  OROANIZAIION:  Pnmnmu  mmnd, 
II.430,3W);    kwa  [wd.  Uaj32:    dividMidi  dKland.  tab. 

■fORTOAOE  LOANS:  Then  an  U  Icul  naclu  rrao  MOO 
to  MhOOO  tadi,  »  maU  mu  («  HOO  lonW«di  b^M  oa 


iJpn    \   1    Cy  of  1912.11 
ci(a    N  J    tM   111924  1% 
i*  n  Co    N  J  tg    l»  IBM,  *% 
ev'y    N  J,C»  HJIba.lBl»S°(. 
f    I/>  E)wrt,NJ  bdwk  inp-lIISa  t\ 
ujnl  ilfp  V  J    H  Im.  101!  *% 


tiiE.«»     tiit^i 


C3Cf7,O07.  It  jpaiul 
Anaay.  CoDflajrTatii 
PniicH»,inel<»,l 


UtSCELLANEOUS:  TUi  aompaiiT  baiaii  blriBM  wllb  a  ii 
da  </  WOajXa.    Caoltal  taawMd  b  UN  Inm  flOOJOO 

c .       .      J  iioojoo  fniB  iuiplw,  aod  in  IKR 

■  tbe  poliaa  of  tba  AUaatio  Usdtnrrib 
loaa:  Baltiman,  im.  16.150:  S 
,MT. 

DIRECTOBS:  A.  H.  FhilUpa,  D.  a  WbiU.  J.  Haim  Lbp 
ODtt,  David  FilaabaDooa.  Wallo  H.  upfiiicolt,  D.  W.  MyE 
W.fe.  Edic  V.  F.  Wabt.  W.  I.  Binby.  L.  BT^oa.  Jobs  F.  sSi 

nELD  HEN  AND  TERRITORY  OOVERED:  Wikeit 
Voritj  t  Co..  Hartford,  mat!  wnU  tot  Coon.,  Me..  Han.  ■ 
R.I.:  Li«ueBin.tC(i.,FittAilix.aannlageala(orWerieraF 
C.H.  Ward.  San  FruoKCimeTJaceDt  tor  Cal.  and  Waah.  Co 
paoT  openta  In  CaL,  Coaii..  Hi.,  lie.,  Kbil.  Ho..  K.  J.,  N.  Y.. 
P^R.  L,  and  WMh. 


EASTERN  FIRE  INSURANCE  COMPANY,  Concord 

Pnwlent  CWla  L  J.ckmui;  S«nluy.  Frtd  W,  Chtory.     Organiial.  IW 

N.  H. 

VZAM 

««m 

UMncd 

Sur^ua 

TOBJ 

■s? 

a. 

El- 

To.dE.- 
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«s 

'!:S 

H.T48 

!:% 

1,111 

■as 

i:« 

'1 

•S8 

500 

soo 

•ffl 

U,B08 

!:S 

tot 

•1:: 

Total  admitled  u 


LuBiunu, 
Vneaiiied  prcmiuinB. . . .  - . 
Other  UabiUlin 


Total  UabOiliea, 

Cat^talpaidur 
Suipli- ' 


^'ikbdiiia.:!:: 

Total  liabaitiea,  capiBl  ac 


RISKS  AND  FREHtUHS:    Rn  ikki  la  lone  Deeembei  31, 
IIlB.7KI;_pnadnnH  tbenon.  tr.lU. 

BDSIN^  SINCE  OROANIEATION:    PnuLuna  neelied, 
tie,(W3;  Ian  paid.  t3,a2B;  dMdeiida  deeland.  eaah.  HMO- 

COIXATEEAL  L0AV8  an  aa  folki™      j|„tet       Amount 
Securilin.  Valiv.  Valur 

MahanFweBdtlDJCo. 

4  llura  UoJervrilere  FijT 

3  ibane  Conoord  KL  Co 

iihata  PaEB  BeltkK  Co 

1  ihan  Amer.  Loco,  p 

I  iban  A.,  T.  *  3.  F.  R.  B. 

E  ihana  W.  TL  &  Tj..  p 

lS<han*W.Tl.ATt..cMii 

Tolali 


■d  Fniit  Co..  S%  . , 
u.o.  Steel  Cp..fi%.  .. 
WotbigboH  i  El.  Co., 


ID  Stocu  OwmD.— C«iiI, 


im          I. 

Sl'iSK^"^;:;::::;::::: 

iSS      1: 

SlSiESife.-,- ».■.:::::;: 

too             L 

Totalj(boc.k»aluf.»lS,(»5),. 

II7.8M         tX 

HISCELLANEODSr    Tbta  eomMnr  bi  nndnr  Ibe  lanH  mu 
mffil  la  the  Capital  FIra  of  OiDutd  and  tbe  New  Eudaod  Un 

"^m^^rORS:     LymanJaaman.CbariBiLJadanan.F™ 
Chenev,  Fieeniu  T.  Jaekman.  A.  0.  Hairii.  J.  E.  Feiuld.  I 

REPORTS  OF  FIRE  INSURANCE   COMPANIES. 


59 


EASTERN  SHORE  OF  VIRGINIA  FIRE  INSURANCE  COMPANY,  KeUer,  Va. 

Pioideot,  E.  T.  Powell;  Seactur,  L.  C.  Mean.    Oiganiied,  IWM. 


YCAt 

ASKtS 

Uncamnl 

Net 
Surplus 

Net 

Total 
Income 

LOSMS 

P&ld 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1900 

$90,207 
i5»481 
90.808 
20,866 

$20,518 

18,707 

16,201 

8,438 

$18,144 

4,605 

848 

—2,067 

$25,788 
18,065 
16,792 
12,047 

$28,345 
20,620 
17,810 
12,827 

$4,703 
5,886 

8,116 
652 

$8,912 
4,871 
4,868 
4.032 

$13,020 

10,757 

7,968 

4.584 

$5,258 

1906 

4,980 

1907 

4,349 

1906 

562 

AsssTS,  DBcniBU  31, 1909. 

Scsl  estate  owned  (book  ralue) 

ICartiafe  loans  on  real  estate 

Newport  News   City  bonds    owned,  par  value 

$10,000,  maxjcet  value 

Casii  in  office  and  bank 

Affcati'  balances,  not  over  3  months  due. 


$1,500 
82,600 

10,201 

4,870 

10.086 


Total  admitted 


$69,207 


LzABiLiTiss,  DxcmaKs  31, 1900. 

Net  losses  unpaid 

Unearned  premiums 


$550 
20,513 


Total  liabilities,  except  capital  and  surpltis. 


Capital  paid  up 

Surplus  over  aU  liabilities. 


$26,063 
20,000 
13,144 


Total  liabilities,  capital  and  suiplus. $59,207 


RISKS  AND  FREMnmS:  Tire  risics  in  fofte,  Deeember  31, 
thenon,  $51J25L 

BDSINtSg  SINCE  ORGANIZATION:  Fremiams  xeeeived, 
173.484;  Imbs  nul,  $14,261. 

REAL  E9TATE  OWNED:  GonsiBts  of  tot  and  offiee  buHding 
earned  at  book  value. 

HOBTOAGE  LOANS:  Tbera  are  kwns  for  $32,600.  orotected 
by  pioiwtjr  aitualed  in  Aeeomao  and  Northampton  Cos..  Va., 
Tslaed  at  $74,6501  There  was  no  mterest  past  due  on  December 
31,  last    The  eompaaj  holds  $6,250  of  iosoxaaoe  on  the  bufldiag. 


MISCELLANEOUS:  This  eompsay  was  Ineorpoiated  fai  Feb- 
ruanN_  1906,  with  an  authorised  eapital  of  $100,000.  of  whleh 
$20,000  Is  pakl  in.    dmipany  transacts  buslnesi  only  In  Va. 

DIRECTORS:  S.  W.  Ames,  Frank  S.  Smith,  J.  &  BuU.  Dr.  J. 
W.  Bowdoln.  J.  W.  Banea,  J.  H.  Hopkins,  W.  L  Noek,  8.  T. 
Johnaon.  J.  W.  Chandler.  Dr.  J.  T.  Wllkins.  Otho  F.  Mean,  W. 
M.  Upihur.  L  J.  Whitehead,  R.  L.  Ailworth.  F.  B.  Bell,  S.  D. 
Rukm,  Frank  Ftusons,  Jr.,  L.  F.  Node,  H.  T.  White,  T.  W. 
BhMkstone,  E.  T.  PoweD. 


EMPIRE  CITY  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Pteaklent,  D.  J.  Burtis:  Vke-President  and  Secretary,  Ernest  L.  AUen.    Organised,  1850. 


Yeai|     Assets 

Unearned 
Pieminms 

Net 

Net 

Total 

Losses 
Paid 

Div- 
kiends 

Ex- 
penaes 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 
1996 
1905 

$707,202 
003.175 
66A.779 
571,873 
475.030 

$288  829 
240,840 
S20.979 
191,727 
146.602 

$908,420 

160.763 

116,931 

111,154 

88,345 

$525,682 
470,002 
446,007 
431,788 
820.687 

$649,100 
404,856 
462,618 
446,628 
389,841 

$249,622 
241,770 
246,120 
215,446 
180,121 

$16,000 
15,000 
14,000 
12,000 

$185,962 
172,095 
166,737 
116,860 
103,207 

$451,584 
428.865 
424,857 
844,290 
233,328 

$262,003 
270,184 
242,042 
222,028 
137,058 

31, 1009. 

loans  on  real  estate $144,000 

and  stocks  owned  (maxket  value) 426,133 

CoUatend  loaos 6,000 

Caah  in  office  and  bank 101 ,406 

Afenis' balances,  not  over  3  monflis  due. 86,993 

iMcrcst  accrued. 3,670 


Total  mAmtttd 


$767,202 


Liabilities,  Dvcembek  31,  1909. 

Net  losses  unpaid  (including  $1,500  resisted) 

Unearned  premiums 

Other  Uabmties 


$67,953 

288,329 

7,500 


Total  liabilities,  except  capital  and  suij^us . 

Capital  paid  up 

Sttn>lus  over  all  liabilities. 


$363,782 
200,000 
203,420 


Total  liabilities,  capital  and  surplus. $767,202 


RISKS  AND  PBEMIUM8:  Fire  risks  in  foree,  December  31, 
$Bja$j917;  pferainms  thereon,  $556.4n. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
!U82,204;  kssea  paid,  $3,207,937;  dividends  declared,  cash, 
l99liXI6L 

MOSTQAGB  LOANSc  Than  an  two  bans  of  $88,000^  eaeh 
by  the  bride  and  stone  apartment  dwdttags 
at2IOaadil2W.  i40th  it,  N.  Y.,  valued  at  $60,000  eaeh;  one  of 
M5g900  on  376-8  E.  8th.  St,  vahied  at  $74,000,  and  one  of  $28,000 
aa  110  Lewis  St,  Tabled  at  $36,000. 

COLLATERAL  LOANS  an  ss  foUowK  n^k^l  Amount 

Seearitles.  Vslue.  Loaned. 

TobMOO  Gon  p.  stk $4,8501  mmq 

Oo..PLitk 6,200j  *^'"" 

Totals $11,050         $5.000 

BONDS  AND  STOCKS  OWNED:               ftr  Maiket 

Bona.  Vahw.  Value. 

N.T.  Qr.  pack.  Ill  it  ft  E.  river,19403}%  $60,000  $45,600 

N.  Y.Cv.  WW E.  river bc^  1928,3}%,..  50.000  47.000 

Akh,foD.A8aataFeRy..l906,4%..  10.000  10,000 

Ckm.  AO.  Ry^  mZ.  ii% 10,000  10,300 

EKfe^.a>.(I>^eoL),  1961.4% laOOO  8.600 

Baadi^a>.ftP.ftR.aftLCD..10074%  10.000  10.000 

SaPacRy.  Ca,oanT^1029.4% 20.000  21.200 

Aa.Tob.Go.riM4,fi% 25,000  26,750 

JoBnALai^finSteel.1939.5%. 20,000  20.400 

XrCmftELLtH.*  P.,  1948.5%...  26.000  25.750 

i^Td.4cTeL.l037,6% 10.000  10,000 


Bonds  and  Stood  Ownio.— Cent  Far  Market 

Stooks.— Coat  Value.         Value. 

Del.  ft  Hudson  Oo $10,000  $18,600 

Manhattan  EI.  Ry.Cb. 20,000  28,200 

PkR.  R 37,050  37,058 

Amer.  Ex.  Nat  Bk 5,000  12,600 

Cons.  Gas  Go. 6,000  8,000 

UnderwritenT  Salvace  Go 500  626 

WilUamst  offioea  (a  corp.) 25.000  25,000 

UmonPacc 10.000  20.600 

Nat  Bk.  Commeree.  N.  Y 5,000  10.250 

Hanover  Nat  Bk.,  N.  Y. 2.400  15.000 

Am.  Tel.  4  Tel.  Co 10.000  14,300 

Totals  (book  value.  $429340) $359.950      $426.133 

MISCELLANEOUS:  Conflagratton  kMses:  Baltimore,  1904, 
$17,181;  San  Frandsoo,  1906,  $63,000. 

DIRECTORS:  Charles  H.  Lowerre,  Davkl  J.  Burtis.  Areunsh 
M.  Burtis.  Thomas  B.  Pedc.  William  E.  Hutehins,  Bnest  L. 
Allen,  John  A.  Forster,  S.  V.  Hoflfman,  Isaac  L.  AUen,  R.  0. 
Hanbold,  A.  S.  HuteUns,  V.  T.  Mulford  and  J.  L.  Farmns. 

FIELD  MEN  AND  TERRITORY  COVERED:  Cnim  ft 
Forster,  fteneral  agents.  The  company  operates  In  Cal..  Colo. 
10..  La..  Mass.,  Minn..  N.  J..  N.  Y..  N.  C.  0..  Ore.,  Pa..Tenn.,  Utah 
and  Wash. 


REPOKTS   OF  FIKE   INSUBAMCE  COMPANIES. 


MS,]ia     (12B.g» 


140,382 
Ii3.a8ft 

m.B8« 


Uneviied  premhiD 
Other  iHbSido.. 

Totil  liibilitii 
r«pl(iJ  paid  up. . . 
Sumlui  onttUlia 


(103.  lis 
1SS,M0 


0,(186,501; 

BDBINE8S  SINCE  OROANIZATIOH:  Pnmlnmi  n 
|Uli,Hl;    iimm  ptid.  (5S8,71B:    dlvldoidi  dtdutd 

REAL  E^ATE  OVHED!  Cbaprin  i  ^lor;  brie: 
billdlllt,  ■  Mek  (hnOIni  ud  *  »4torT  brick  wmhoua 
itnti  ImTHmctngitad  tl.3S3  ud  tbe  tuo  ud  upeu 

HORTOAGE  LOANS;  There  nt  G  luiu  >iKitKitiii« 
Kcimd  by  £nt  lieni  on  CluulaliHi  ud  Summerrille  r 
pmnrUcL  Tie  morUuHl  pnmii™  bhi  vsluoj  il  I 
ud  Uw  mnpu/  lio]i&ll7,«00  of  iniuann  on  thi  bi: 
Thtt*  wu  no  blemt  put  dun  or  Deemilwi  31,  Int. 

BONM  AND  STOCK9  OWNED:  Pu 


S.  C,;  B^„  .'. 


Ion.  a  C,  i%. 

--  e.o..m 

8  C^st 


6.000 

s.ooo 

RtJMO 


CK 


!££'X,'5&.; 


8,M0 
A.O0O 
S.000 

lO.MO 


Bomw.— ChiI. 

MontjoiDWT,  Alt,  4t% 

Neirbeiry,  a.  C„  *i 

IIeirOriau.U.,  41 

N™Y«kai7,4% 

Norfolk,  Vt,  ife 

Korfolt  V».,4% 

Roma.  Oa,.  4% 

SpirUiibiv|,aa,  4%.... 
=--•-,8.5,4?" 


WUmhvloBi  V'.  G.!  • 
San43oth(  OdUob 


0.000 
1.000 
1.000 


li.7% ... 


ToUb  (book  Ti 


B,  tia&Tg!) sas,S3a     tu2Xi 


at   opitil.    CudUl 

, , ,  jilSBTIoH17,S00;ta 

18BS,  1117,800:  in  IHM  nplttl  Inenaied  freim  1117,800  to  (liO.KD: 
in  leoe,  apiUI  inenued  to  (Isa.SOO.  Coaaigntion  loun: 
Ballinmn,  1904,  I3J.512. 

DIRECTORS:  F.  Q,  O'NeUl,  PUlip  H.  QKbdm,  B.  I.  Sin- 
DonL  Sui'!  Uphua,  W.  P.  CurioeloB,  A.  B.  Huray.  Fnndi  I- 
PtLwr,  J,  H,  C.  Wulbm,  C.  H. Trtnji.  D.  Bo(mnbi  J-  He" 

FIELD  HEN  AND  TERRITORY  COVERED:  T.  J.  bicna, 
Knenl  aFmt  lor  Vs..  [^ebburt.Vi.:  T.  H.  de  Graffenirid.  9|i«i>' 
mi^nt  for  N'.  and  S.  C.    The  (ompuy  opentei  in  Ala..  Ga..  S.  C, 


Yea«      A»eU 

fesS" 

Net              Nel 
Surplus      Premiunu 

Total 

fS" 

£i 

E«- 

pi^llun^ 

li^ 

1»09     tl.371.781 
IBOS       1.280.834 

038.101 

(132,925     •(840,218 
97.m         92S472 
84,4371       842.127 
»,448        786.SSR 
ISS.EBl,       821,055 

tM7.12£ 

ii 

•K 

lill.Ml 
123  S!« 

44S.SW 

Real 

■med 
'"and 

W  value).. 

a  31,  IHN. 

A«™u'  b=l=. 

mctrutd 

thadoe. 

NfI  Iomm  unpaid 
Uaeajued  pronii 
OlkerlUbmiio. 

Tolal  liabOilia, 
Capital  paid  up. 
Surplu)  am  •II : 


id  madiw  iuimnea. 


REPORTS    OF   FIRE    INSURANCE    COMPANIES. 


FQUITABLE  FIRE  AND  MARINE  INSURANCE  COMPANY,  Providence,  R.  I.— 


RISES  A.ND  PRE1IIU1I3:  Fin  nkj  id  tone.  Dewnbtr  31. 
niUHUlS;  Muniinw  Ibcnan.  tl.US,l)14;  mmim  wd  bJud 
Mt»tm.mUaS;  pRmhiu tbemn. tUJU. 

B0SINE88  8INC8  OROANUATtON:  Pmnhm  nrn-rri. 
tHMBMt:   ki^  luL  t8.Ul,17S;   dniduik  iltdutii,  cuh. 

aXALBBTATE OWNED;    llHiiilidiKilkmlitbeHiBHiiy'i 
■-      '     '   "■■■«»tW(ybii™liiiidCuiloDiHoo«rtt,PniVl- 
'- —  ■ —  '—It  buUdloi.  vdurd  it  tU.OOO, 
be  muiiiwr  r   ' 


ftrOHktt.  B.  U  Cj.  (J.  1913.  4.%,. . . 
Vj.  cl  PnrtdBHF,  B.  I..  IKS.  31%  . 

B.AO.  B.R.Cil(B>7i.  dlT.).1^3(„         

BttteBst  Ts.  Od.,  I«3,  E% i/X» 

c  a,  toi  N.  1.  om  e»,  1911. 4% vum 


iL  b*.  Ca„  IM7.  *%      

L.  bri.  A  Qutaiy  B.  R..  IHg,  34%. . 
[^•i..  CCA  BV  L.  R.  R.  n..  Iflil.  5% 


Oa.Rj.*E1.0o^  U31,t% 

Ui^  TaL  Tb.  OCL,  IMl.  £% 

JOik.Ctot.RR.  Co- ■L.imil% 

IBndH  D.  Rr-Tu.  Ol,  im,  S%  . 

■l  Ph.  Ea.  .tan..  1813, 5% 

■  V.  ■:  JTh.  b-  h.  h..  iswt.  34%. . 

».  T,  M.  B.  *  H-  a.  R.  Co.,  d«b.  mm., 
1. ?!%.  £  k  Hi  R  R.'  '<k>^  Jeb.'  coil, 

Es. p.t!at.  Kill rIrI oi'. dl b1  k a 

MnlMI.  4% 

h.RR.CD_I«ftS%. 

L  L  i  3«b.  Rt.  Ok,  tin.  4% 

Cta^Ta.  *  EL  Ob..  Fnr.  *  Ibt  IMM. 


BOHM.— IW. 

DUa  1  Hohnk  ViL  St.  R.R  Co..  194 

da.  EdlnEL  Q)_  ■ieiT.B%!  1111111 

Dtlndt  Edln  Co.,  1033.  S% 

Oiud  B^diQuLt.  Co..  lBlt,5%... 

K.  Y.  TLCo..  I«3S,  41% 

-     ■    ■   ■  ELCo.,l»lM% .,,. 

Co..l9B3.S% 

LL  i  Fair.  Cd.  oI  BtltlBOV 


Vi]». 
U.000 


Huket 

Value. 

M.MO 


Qoltod  El  Lt.  _  ... 

in>,ii% 


tt.O(» 
tMO 
aMoo 

9.300 


jlPniT.. 


ol  PioridBBw.. , .  tSMO 

On.  -•  aj.  Uunau  of  M.  Y X)0 

Hunfiuctt  El.  Ltf.  Co..  FrovldaBa  . ,  ULOM 

NamEUKU  EL  Ltf.  Co..  d J.fiOO 

Fnitlctsa  flu  Go HJiOO 

ProTidaoe  Gu  Cn..  d.  119  paid 3,«I0 

FiOTldwa  n.  Co 10,000 

Boutbmi  AdjiBtoKiit  Bonag H) 

DlMkmtlM*[  Baltafa  Co.  of  New  Totk..  — 


100 


t8T3.3» 


p&L.oiaj.... 

W.  Adj.  A  lup.  Co.  ol  Clil 

Totab  (boiA  nine.  t77E.3TS). . . 


HSCELUN£0D8:    Capital  to 

to  1900,000,  and  la  ins  [nm  UOO^pOO  to 

lUMC    BortoB.  1871.  taoSXnO;  Baltlmuic,  .«/.,  .!...»<.,  o» 

FnadoB.  1900,1301.760. 

DIRECnOBS:    Fnd.  W.  Arnold.  John  S.  Ptliaar,  2d,  JoHah  W. 
Qmkat,  C.  B.  Arnold.  NelnD  W.  Aldricb.  Orludo  H,  Daiesinrt. 
'  ■  _.......  iou_   ifn,   c.  Pel™,  H.  MuHb 

au^a.  Hon.  Fredsie  A.  Chan, 


to  1400,000     CodBi 


Jalliia  Wmt,  H(i— .  .. 

Bnnni.  Crnia  H.  Van  Slrct.  SaiDU 
Wai.  H.  Buflom.  GeoiD  K.  Smitti. 

Fi;  ■  '    'I-  . 


n 


..-..■>:■  -  -i.r..  III.,.  .  Cook  Co..  lU.. 
W.E  Fi...;[.  LI.  iriivjdcnce,  R  1.,  iwnEraliigonU.rEailanidejiart- 
^L'  rt  „Ki  r'r.  it^Tnuladelphlfc  ?•..".>/ K',  lld°.  K.  fSd 
DeL:  ^^  II.  A  Uurma.SvncuKL  NrY.,Ior.N.  V.  JamtaHuUh- 
iBb.  (■-.-  N....'  ¥vr^m^.:  A.  Prkvan..  Cduml....  0.,lDrO.,  K,, 
ud  \i  \...l  J  Hi)-™.  L-hioico,  for  Micb.  !>■.  and  RiDB.: 
RobI  I  .1    ,■  ,  I     io.;  SamnelT. 

Qonl  .       V      .   .  >  ■■o.indKuCJ. 

Tlx   .  ,     .  mUMi™  of  l£» 


EUREKA  FIRE  AND  MARINE  INSURANCE  COMPANY,  Cindnnat 

PnridHit,  f.  A.  Roihkr,  SetretuT.  Adam  Boiua.     OrRaniied.  1S«. 

,  o. 

Yau 

Aacu 

noeamad 
Pmnnma 

^ 

PrJJiU 

Total 
Income 

■S-  1  £2. 

El- 

t^tM^ 

Incumd 

ii 

IMS 

•171.17; 

1II.0>] 

litis 

109,013 

•iSS 

130.5S4 

1112,277 
131,073 
123.310 
13S.38i 

i2a.74e 

lais 

I38.00S 

HO.KSi         18.  WM 
E7.34S           S.OOO 

IS  s 

103,751 
H.10I 

t  30,91  £ 
24.E1D 
30,241 

•K! 

S9.90g 

as 

S'dcLi  owned 


Aamt.  Dicxma  31,  1900. 

rned  fbDok  nliu,  tS,lU) 

(market  value).-.  - ., 


tbecliabSidcs.. 


LusiLims.  Decuibeb  31.  1000. 


Surplui  oitr  all  liabilidc 


landwtplus 1371.172 
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REPORTS  OF   FIRE   INSURANCE   COMPANIES. 


EUREKA  FIRE  AND  MARINE  INSURANCE  COMPANY,  Cincinnati,  O.— C<wtf»ii««<. 


^  RISKS  AND  PREMIUIIS:  Fire  ritks  In  forae  December  31. 
$24,532,887;  premlumi  thereon,  $268,467. 

BUSINESS  SINGE  ORGANIZATION:   Premiums    raoelTed. 
H^M18;    loflM  paid.  $2,271,546:    dividends  declared,  cash. 

_REAL  ESTATE  OWNED:    Consists  of  the  Produce  Alley 
Fhiit  House,  book  value  UMh  oanfed  at  $5,000. 

COLLATERAL  LOANS  are  as  follom: 


Seenritta. 

4  shares  Ol  Boat  Store  Co.'s  stk. 

5  shares  Pint  Nat.  Bk.  stk 

10  shares  Security  Ins.  Co.'s  stk. 


Maiket 

Value. 

$1,000 
1,300 
1.200 


Amount 

Loaned 

$500 

1.140 
1.000 


Totals. 


$3,500         $2,040 


Par  Market 

STOCKS  OWNED:  Value.  Value. 

Second  Nat.  Bank  stk $1,600  $4,400 

First  Nat  Bk.  stk 15.000  39,000 

Oolumbus  A  Xenla  R.  R.  stk 2.850  4,747 

Cinn.  Inter-Term.  R.R.Oo's  guar  1st  pref  8,000  7.520 

Qndnnatt  St.  Ry.  stk 25,600  84,048 

aeveland  A  Pittsburg  R.  R.  Oo.*s  stk. . .  15.000  26.250 

Cincinnati  Gas  A  El.  Co.  stk 44.300  40339 

Fifth-Third  Nat.  Bk.  stk 10,000  25,000 

CttlseniT  Nat.  Bk.  stk 7,000  16.800 

German  Nat  Bk.  stk 5,000  16i250 


Stocu  OwwaD.— Coii<. 

Security  Ins.  Co.*s  stk 

Atlas  Nat  Bk.  stk 

little  Iflami  R.  R.  a».'s  stk 

The  GbuL  Tobacco  Warehouse  Go. stk.. . 
Farmen  k  Shlppen'  Leaf  Tob.  Ware- 

houseOo.'s  1st  pfd  stk 

Odd  Fellow  Temple  Oo.'s  stk 

First  Nat  Bk.,  Cb.'s  Norwood,  0..  stk... 

Merchants  Nat  Bk.  stk 

W.  Adj.  A  Insp.  Oo.'s  stk 

Fourth  Nat  Bank  stk 

TheSctoto  VaLTc.  Co.'s  Ip 

dn.,  Newport  k  Cot.  L.  A  T.  Co.s 

Common  stk 

Glrard  Nat.  Bank  stk.,  PhUa..  Pa 

Nat.  Bank  of  Commerce,  N.  Y . . 

Clnn.  Chamber  of  Oommeree,  ctf 


Par 

Market 

Value. 

Value. 

$28,500 

$34.aoo 

1,000 

3300 

2,500 

5,300 

2.600 

1.430 

2.500 

2.075 

1.000 

1.000 

2.300 

4.050 

8.000 

6.150 

100 

aoo 

4.000 

11.200 

2.500 

2.681 

8.500 

3.4g3 

4,200 

12.084 

3»0 

7.420 

200 

50 

Totals  (book  value,  $245388) $195350      $311.083 

DIRECTORS:  Geo.  Sllmer,  W.  B.  Carpenter.  Matthew  Ryan, 
Michael  Ryan,  F.  A.  Rothier.  Adam  Benus,  C.  C.  Rothier. 

FIELD  MEN  .AND  TERRITORY  COVERED:  H.  G  Kloek- 
siem.  SUte  scent,  Lansing.  Mich.,  for  Mich.;  Rollln  B.  Heatoa, 
Salem,  0.,  and  Chas.  Benus,  CIndnnati.  0.,  special  agents  for  O. 
The  company  operates  hi  IIL.  Mich,  and  O. 


EQUITY  FIRE  INSURANCE  COMPANY,  Kansas  City,  Mo. 

President,  E.  G.  Rowley;   Secretary,  C.  T.  HInkle;   Manager,  Bruce  DodsoD.    Oisanized,  1909. 


Year 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idmds 

Ex- 
penaes 

Total  FsX- 
penditures 

Losses 
Incurred 

1909 

$138,164 

$14,245 

$20,389 

$31,805 

$35,718 

$1,717 

$6,724 

$8,441 

$2,««7 

Assets,  Degxmbei  31,  1900. 

Mortgage  loans  on  real  estate $30,000 

Kansas  City,  school  bonds,  par  value,  $50,000; 
St.  Louis,  Mo.,  bonds,  par  value  $10,000;  Cass 
Ca,  Mo.,  bonds,  par    value  $10,000,  market 

,  value 70,000 

Loan  on  collateral,  fully  protected 11,000 

Cash  in  office  and  bank 21,144 

Agents'  balances,  not  over  3  months  due. 5,133 

Interest  accrued 887 


Total  admitted  assets $138,164 


LiABiLrnxs,  Dbcxmbxi  81, 1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabSiaes 


$1,260 

14.245 

2.280 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities. 


$17,775 

lOO.OOO 

20,389 


Total  liabilities,  capital  and  surplus. $138. 194 


RISKS  AND  PREMIUMS:  Fire  ibks  in  foree,  December  31, 
$1,529,624;  premiums  thereon.  $28,157. 

MISCELLANEOUS:  This  company  was  orBuiwd  and  com- 
menced busmess  early  in  1909,  with  a  paid  up  capital  of  $100,000 
and  a  net  cash  surplus  of  $10,000.    It  operates  only  m  Mo. 


DIRECTORS:  Bruce  Dodson,  E.  R.  Rankin,  E.  G.  Bruge- 
numn.  E.  Smelair.  M.  Barton.  J.  W.  Oaienoe,  A.  L.  Dodson,  E.  G. 
Rowley.  C.  T.  Hinkle. 


FACTORS  FIRE  INSURANCE  COMPANY,  Memphis.  Tenn. 

President,  N.  Fontaine;  Secretary,  Jas.  E.  Beasley.    Organised,  1882. 


Yeah 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Pakl 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurved 

1900 
1908 

$114,127 
108,117 
107,701 
114,802 
117.702 

$7,237 
6,033 
7,225 
7,941 
5.950 

$4,505 

1.084 

476 

6,156 

7,852 

$8,407 
7,078 
7,420 
9,506 
7,507 

$18,274 
15.659 
16,887 
20,241 
17,754 

$2,689 
5.369 
8,186 
3,286 
1,121 

$123 

$8,989 
8,836 
9,477 
9,420 

10,314 

$11,801 
14,205 
23,663 
18,706 
14,485 

$4,073 

a,so» 

1907 
1906 
1905 

6,000 
6,000 
8.000 

8.186 
1.121 

Assets,  December  31, 1909. 

Bonds  and  stocks  owned  (market  value) 

Collateral  loans 

Cash  in  office  and  bank 

Agents  balances,  not  over  3  months  due 

Interes  accrued 

Other  assets 


$80,820 

10.825 

5,296 

15,971 

215 

1,000 


Total  admitted  assets $114,127 


Liabilities,  December  31,  1909. 

Net  losses  unpaid  (including  $2,000  resisted). . . 
Unearned  premiums 


$2,385 
7,237 


Total  liabilitie!,  except  capital  and  surplus 

Capital  paid  up 

Surplus  over  all  liabilities 


$0,622 

100,000 

4.505 


Total  liabilities,  capiuil  and  surplus $114,127 


MISCELLANEOUS:  Paid-up  capital  inczeased  from  $50,000 
to  $80,000  In  1893;  to  $90,000  in  1894,  and  to  $100,000  In  1895,bv 
stoek  dividends.  Loss  by  San  Frsndsoo  conflagration,  1006, 
$2,313.    The  company  transacts  surplus  line  bustnesi  throwch 


Charles  E.  Rinx  &  Co.,  New  York  City,    b  licensed  only  in  Tenn. 
DIRECTORS:  Noland  Fontaine.  W.  B.  MaUory,  W.  F.  Ti^r. 
J.  W.  DiUard,  R.E.Semmes,  E.  Lowenstdn.  W.  A.  Gags.  J.  E 
Wynne.  W.  A  Heln,  J.  M.  Doekery. 
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FACTORS  AND  TRADERS  INSURANCE  COMPANY,  Mobfle,  Ala. 

President.  Ferd.  Fordidiner;  Secretary,  Jack  F.  Ross;  Aadstant  Secretary.  Jos.  F.  Bullock.    Organiied,  1870. 

Capital,  $150,000. 


T£At 

AsKts 

Unearned 

Net 

Net 

Total 

JjO&BCS 

Div- 

Ez- 

Total  £z- 

Losses 

Sorphis 

Income 

Paid 

kieods 

penaes 

Incurred 

1109 

$380,051 

$7,833 

$132,217 

$18,127 

$35,056 

$12,813 

$15,000 

$9,465 

$37,278 

$12,813 

190S 

295.485 

7,045 

133,440 

24,555 

37.726 

2,268 

15,000 

9,745 

27,014 

2.269 

i9(r7 

321,174 

8,048 

121,626 

25.726 

38.471 

1,591 

15,000 

7,175 

23,766 

1,591 

I9Q5 

291.084,           7,374 

118,710 

24,674 

86,034 

1,145 

15,000 

8,836 

34,981 

1,145 

1905 

365.6261           7,223 

108.403 

26.396 

39,239 

4,392 

15.000 

8,70S 

28,100 

4.392 

REAL  ESTATE   OWNED:    Gomists  of    oompany'a    home 
oCoe  buDdJBg,  Ka  7  St  Miefaael   at..  Mobile,  market  value, 

smooo. 

MOBTGAGE     LOANS:       There    were    kums    affiiegatin£ 
fUTS.  protected  by  Mobile  and  suburban  real  estate,  valued 


at    $10,300.      Oompany   held    $7,250  of    inauranoe    on    the 
mortg^^  bufldinck 

DIRECTORS:  Ferd.  Foreheimer.  J.  C  Bush,  J.  McFhiUips,  J. 
FbUocL  A.  P.  Bush,  R.  A.  Smith.  P.  J.  I^oos.  J.  A.  Watters, 
M.  P.  Levy. 


FARMERS  INSURANCE  COMPANY,  Cedar  Rapids,  la. 

Presklent,  J.  H.  Smith;  Secretary,  Ed.  H.  Smith.    Organised.  1860. 


Yem 

Assets     ! 

Unearned 

T^  w^p*Tns 

Net 
Surplus 

Net 

Total 
Incmne 

Losses 
Pakl 

Div- 
klcnds 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

1907 

im 

1903 

!  m67,832 

1682,865 

1669,972 

[633,006 

1633,005 

U35.599 
457^3 
449.065 
426.312 
436.705 

$110,575 

106,609 

103.815 

98,188 

95,628 

$277,116 
275,008 
298.646 
253.013 
250,343 

$366,112 
309,754 
328,887 
278,936 
276.915 

$181,436 

128,028 

125,139 

89,457 

136,386 

$15,000 
15.000 
15,000 
15.000 
15,000 

$134,098 
153.848 
159.873 
132,633 
183,119 

$281,134 
296.871 
290.512 
237,090 
384,505 

$153,166 

139.025 

135.769 

93,550 

139.369 

tladHks  notes  for  pfcmtums. 

Assets,  Dscembes  31, 1909. 

Ral  estate  owned  0>ook  value) 

Uortpge  loans  on  real  estate 

Icsi  SdMxd  bonds  owned  (market  value) . . . 

Caih  m  office  and  bank 

■^sHs*  '^K'****!  not  over  3  months  due. 


$42,152 

600.288 

2,000 

50,221 

7,019 

66.152 


Total  admitted  assets. 


$767,832 


LlABILITrES.  DSCUCBER  31.  1909. 

Net  losses  unpaid  (including  $2,450  resisted) 

Unearned  premiums , 

Other  liabuities 


Total  liabilities,  except  capital  and  surplus. 


$14,010 

435,509 

7,648 


(Capital  paid  up 

Sun^us  over  all  liabilities 


$457,256 
200,000 
110.575 


Total  liabilitiea,  capital  and  surplus $767,832 


S£KS  AND  FRSaaUMS:  Fire  risks  in  foree  Deeember  31, 
tSUmjSM;  pccmtaBM  theceon.  $U)88,996. 

3(^ISEa8  SINCE  ORGANIZATION:  Premiums  reseived. 
V43i2il;  kases  nid,  $3,380,993:  dhridends  dedared,  eash, 
eu,aO:  stock,  SITS^OOOL 

RSAL  ESTATE  OWNED:  Oonpany's  home  offise  buflding, 
ad  8&er  seal  estate  cairlsd  at  its  book  value.  $42,153;  market 
n^ne  ia  sxeess  ol  tbmX  amoaat.  Net  revenue  to  the  eompany. 
RtSL 

MOSnSAGE  LOANS:  There  are  183  otortgage  Umiis,  aggrs- 
pss<  18001288;  oa  fint  loortgages  on  la.  farm  and  Cedar  Rapids 


real  estate  property  worth  over  three  times  the  smount  loaned 
thereon.  There  is  no  faiterest  past  due,  and  the  oompany  holds 
policies  on  the  buildings  smounting  to  $157,301. 

MLSCELLANEOUS:  Company  dedared  a  $75,000  stock 
dividend  m  1880,  and  in  19(W  transferred  $100,000  from  surplus 
to  capital  account 

DIRECTORS:  J.  H.  Smith,  Ed.  H.  Smith,  John  B.  Hendeison 
Isaae  B.  Smith,  Norman  E  SmItL 

FIELD  MEN  AND  TERRITORY  COVERED:  SpedalacenU 
at  headquarten:  C.  W.  Hook,  D.  H.  Oiley.  F.  S.  Snyder.  D.  M. 
Kelley.  adjuster.    The  oompany  operates  m  la.  only. 


FARMERS  AND  MERCHANTS  INSURANCE  COMPANY,  Lincoln,  Neb. 

President,  G.  \V.  Montgomery;  Secretary,  S.  A.  Barday.    Organized,  1885. 


Ycjix 

AsMta 

Unearned 
T^rcuiiuius 

Net 

Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 

ItOl      Ag1t_ilS0 

$2<I3.516 

331,039 
310,937 

$133,837 

80,017 

107,563 

117,063 

107,149 

dH10,203 
4329,738 
4347,814 
4310,841 
4290,063 

•4  $515,427 
4847,534 
4366,388 
4330,567 
4313.221 

$223,106 
229,631 
173.058 
172,220 
148.007 

$205,016 
156,765 
159,603 
187,641 
128,261 

$428,121 
386,396 
342.561 
314,861 
371.268 

$228,344 

110$ 

itos 

M8,257 
4548,042 
Mi0,757 
d4J74WO 

'$10,666 
5.000 

219,911 
181,856 
171.096 
144,986 

*lBd»les  $50,000  premium  on  new  stock.    4  Includes  notes  for  premiums. 


ASSKTS,  DXCSMBBB  31, 1909. 
Kol  eaaie  owned  (book  value,  $142,390) $143,550 


^fangage  loans  on  real  estate. 

B<ak  aod  sSodcs  ovned  (market  Talue). . 

Caab  ia  o&oe  and  bank 

AfEsts*  halsBces,  not  over  3  months  due. 

t^meft  and  rents  accrued 

^Caoia  vaoant.. 

B%  rRcivaMe,  taken  for  &re  riiks 

"^  {ran  other  companies 


86,808 

224,630 

34,229 

183,947 

4,490 

420 

16,284 

18.621 


Tocil  admitted 


IS $612,929 


LiABiLrnEs,  Decxmber  31,  1909. 

Net  losses  unpaki  (including  $3,636  resisted). . . 

Unearned  premiums 

Other  liabilities 


$20,976 

262,516 

5,600 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabQities 


$289,092 
200,000 
123,837 


Total  liabilities,  capital  and  surplus $612,929 


J 
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FARMERS  AND  MERCHANTS  INSURANCE  COMPANY,  Lmcoln,  Neb.— Cimlwinerf. 


RISKS  AND  PREMIUlfS:  Fire  rtaki  ia  forw  December  31, 
868.159.963:  premlume  thereon.  $656,290 

BUSINESS  SINCE  ORGANIZATION:  Piemiiinie  leodTed. 
$4,629,462;  loHee  paid.  $2,00:.250;  diTidenda  deeland,  eMh. 
$15,000:  itoek,  $50,000. 

REAL  ESTATE  OWNED:  GoniMi  of  the  oompviy'e  home 
oflloe  bulldtng  at  1501 0  st,  Unooln,  earried  at  iti  book  value. 
$97,500;  office  buOding  in  Omaha,  carried  at  book  ralue,  $30,000, 
and  seven  small  properties  in  Lincoln.  Beatrice,  and  other  parte 
of  Neb.  and  Webster,  Kan.,  varying  in  value  from  $100  to  $6^500. 

MORTGAGE  L0A1«S:  There  are  27  loane,  aggregating  $36,808, 
none  ezeeeding  $4,000,  mostly  upon  propertlea  In  iJneob, 
Omaha,  and  farming  dlitriots  of  Neb.,  with  a  few  on  Kan.  real 
estate.  The  valuationa  of  the  mortgaged  properties  were  in  all 
caaes  mueh  in  ezoeaa  of  the  loana  thereon.  The  company  hokls 
$16,000  of  fire  inaaraaee  on  the  buildinga. 

BONDS  AND  STOCKS  OWNED: 
Boiroa. 

Gy.  of  Holdrege,  Neb.,  5%.  1911 

Lincoln  Gaa  Co.,  6%.  1911 

Fremont  Gaa  &  El.  It.  Co..  6%,  1927 . . . 

Neb.  Land  A  Feeding  Co..  6%.  1915 o.uuu 

Neb.  Inv.  ft  Imp.  Co.,  4%,  1911 51,000 

Overton  Co.  R.  K.  Co.,  6%,  1945 

Red  Uke  Co..  Mmn..  5i%.  1913 

Hann9)al  Lt  A  Fuel  Co.,  5%,  1921 

Town  of  Livingstone,  Tenn.,  6%.  1926.... 
Cy.  of  Dublm,  Tex..  5%,  1038 

§f.  E.  ChL,  Ind.,  6%,  1917 
each  Drainage  ft  Levee  Die.,  6%,  1917. 

Ida.  Irrigatun  Co.,  6%,  1919 

Cy.  of  Creston,  la.,  6%,  1910 

Choctaw  Ry.  ft  Ltg.  Go.,  5%.  1938 


Par 

Market 

Value. 

Value. 

$7,000 

$7,000 

10.000 

10,000 

11,000 

11,000 

5,000 

5,000 

51,000 

51,000 

10.000 

10,000 

1,000 

1.000 

10.000 

9.500 

6,000 

5,250 

3,000 

3,150 

6,000 

5,150 

5.000 

5,400 

15,000 

15.000 

500 

500 

7,000 

7.000 

Bonds  and  Siocu  Ownbd. — Ccni. 
Stockb. 

Lincoln  Gas  ft  El.  Lt  Co.. 

Farmers  ft  Merchanta  Bk 

Neb.  TLCo 

Linccrin  Overall  ft  Shirt  Co 

Omaha  ft  Co.  B  Ry.  ft  Bg.  Co.,  p 

Oongreas  Hotel  Co.,  Chi 


Far 

Marki 

Value. 

Vain 

$2,500 

»3( 

30.600 

32,1! 

2.000 

2.0( 

3,500 

.3.5( 

5,000 

5,0Q 

23,700 

35,55 

Totals  (book  value,  $204,304) $212.800      $224.63 

MISCELLANEOUS:  Fakl-up  capital  mcreased  in  1895.  froi 
$50,000  to  $100,000.  by  stock  dividend.  In  1909  capital  w> 
increaaed  to  $200,000.  the  additbnal  $100,000  of  stock  beio 
aold  at  150%.  Conflagratbn  lonea:  Baltimore,  1904,  $6.50( 
San  Franoiaco,  1906,  $855.  The  eompany  tnnaaets  a  surplt 
line  business  through  Starkweather  ft  Shepley,  New  Yurk  an 
Frovidenoe. 

DIRECTORS:  Geo.  W.  Montgomery,  M.  L.  C.  Fankhou». 
L.  E.  Wettling,  S.  A.  Barelay.  A.  L.  Oiaae,  J.  H.  MeCortney,  C 
B.  Obermeyer. 

FIELD  MEN  AND  TERRITORT  COVERED:  Montromer 
ft  Funkhouser,  Chieaco.  III.,  branch  office  for  Eastern  Stata 
M.  F.  Funkhouser.  Omaha..  Neb.,  for  Omaha  and  So.  Omahi 
Merrill  ft  Braatff,  general  agenta  for  Okla.:  Haaford  ft  de  Venvt 
general  agenta  for  Wash.,  Ida.  and  Utah;  Frank  Damkoehle 
Wis..  State  agent  Speeial  agenta  for  Neb.:  Thos.  a  Lawlei 
J.  L.  Thorburn.  llie  company  does  burineai  in  III.,  La.,  Midi 
Minn.,  Mo.,  Neb.,  0.,  Okfiu,  Pa.,  R  I..  S.  D.,  Tex.,  Wash 
W.  Va.  and  Wk 


FEDERAL  INSURANCE  COMPANY,  Jersey  City,  N.  J.  K 

President,  Percy  Chubb;  Secretary,  M.  Grundner.    Organized,  1901. 


Year 

Aaseta 

Unearned 
Premiums 

Net 

Surplua 

Net 
Premiuma 

Total 
Income 

Losses 
Paid 

Div- 
idenda 

Ez- 
penaea 

Total  £z- 
penditurea 

Losses 

1909 
1908 
1907 
1900 
1906 

$2,441,017 
2,305,838 
2,092,811 
2,621,625 
2.199,681 

$663,30'/ 
374.212 
•265,185 
t500,754 
t349,160 

$340,489 
492,324 
832,889 
262,992 

856,185 

$944,353 

989,266 

701,775 

1,317,850 

1,141,473 

$1,034,484 

1,067,259 

785,882 

tl.506,927 
1,206,957 

$372,255 
492,661 
683,859 

1.118.818 
619.803 

$80,000 

ooiooo 

50,000 
50,000 

$370,768 
368,555 
838,450 
462.728 
375,855 

$828,023 

921,216 

1,077,319 

1.631,546 

1,045,658 

$39A.0e 
454,5S 
609,3fi 

1.404,30 
639,94 

*  Alao  contingent  reserve,  $121,154.    t  Alao  contingent  reserve.  $176,000.    X  Indudea  $100,000  preoiium  oa  new  stock 


Assets.  Decembee  31. 1909. 

Mortgage  loana  on  real  estate $30,000 

Bonds  and  stocks  owned  (market  value) 1.606.840 


Cash  in  office  and  bank 

Agents*  balances,  not  over  3  months  due 

Buls  receivable,  taken  for  premiums.. .  . . 

Interest  accrued. 

Other  aaoeta 


496.550 

251,898 

1,600 

20.962 

34.267 


Total  admitted  assets $2,441,017 


LiABzums*  Dbcxmbbe  31, 1909. 

Net  losses  unpaid  (none  resisted). 

Unearned  premiums 

Dividends  unpaid 

Other  liabUitST. 


Total  liabilitirs.  except  capital  and  surplus. 


Capital  paid  up 

Surplus  over  all  liabilities.. 


$294.01 

663,3< 

40.0( 

103.U 

$1,100,51 

1,000.0( 

340.4^ 


Total  Itabmtles,  capital  and  surplus. $2,441,01 


RISKS  AND  PREMIUMS:  Marine  and  inland  raka  in  force. 
December  31.  $45,497,343;  premiuma  thereon.  $614,586. 

BUSINESS  SINCE  ORGANIZATION:  Premiuma  received, 
$8,189,991;  loases  paid,  $4,649,678;  divkiends  declared,  cash, 
$490.00a 

MORTGAGE  LOANS:  The  mortgage  of  $80,000  la  aecuied  bv 
7  St  Marica  plaee.  Borough  of  Manhattan.  N.  T..  valued  at  $45,000. 
Principal  and  interest  guaranteed  by  LawTcrs  Mtg.  Co. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.         Value. 

E.Orange,N.J..wat..l933,4% $15,000  $15,000 

Elisabe9i,N.J..ad.,1922,4%, 50,000  50,000 

Englewood.N.J..8e..l935,4% 26,000  26,000 

Essex  Co.,  N.  J.,  bg.be.,  1924, 4% 26,000  26.250 

Qa..  State  of.  tec..  1927. 3i% 10,000  0,900 

HudsonCo.,N.J.,bg.be.,lfl^,4% 50,000  50,000 

Jei8e3rCy..N.J..wat.,1916.5% 55,000  58.300 

JeneyQy..N.J..wat..l922.5% 12.000  13.820 

Jeisev  Cy..  N.  J.,  wat.  1923, 5% 11,000  12,320 

New  York,  N.  T.,  rapid  trans.,  1948  3i%.  200,000  180.000 

NewYork.N.Y..cp.BtL,1956,4% 50,000  50,000 

PaBsaicCo..N.J..bg.bs.,1922.4%. 26.000  26.500 

Bait  ft  O.R.R..pitorfai.,  1926.3}%..  26.000  23.250 
Bergen  Co.    R.R.    Co,,    1st   m.    ezt. 

Mil,  6%, 6.000  6,120 

Canada  So.  Ry.  Co.,  lat  m..  1913.  6%. . .  20,000  20,800 

t  Transacts  nuirine  insurance  only. 


Bonds  and  Siocks  Owned.— Conf.  Par  Marki 

Bonds.— Cmi<.  Value.  Valw 

GR.R.ofN.J..ieg..  1987,5% $10,000  tl2JBi 

ChL  ft  Alton  Ry.  Co..  1040.  3% 26.000  18.7.' 

■       -'  -          •      ^ 10.000  7^ 

10.000  9,4( 

10.000  11.0( 

CtTcCo.ofN.J.,1933,5%.........:  26.000  26.S( 

E.T.,Va.ftGa.R.R.Co.,ca.m.,1956.5%  10,000  11.3( 

Easton  ft  Ambqy  R.  R.  Co.,  reg.,1920, 5%  80.000  32,7t 

Elgin.JoIietftE.^.Co.,latm..l9415%  10.000  11.3( 
EUsabeth.  Plalnfieki  ft  Cent.  Jersey  Ry. 

Co.,  1960,5%, 26,000  24,01 

Flint  ft  Pen  M.R.R.  Co..  lat  DL.  1920^%  10.000  ItK 

111.  Cent  R.  R.  Co..  lat  ol.  1951. 3}% . .  16.000  13.8( 

Kan.  Cy.  So.  Ry.  Co.,  lat  m..  1960.  8%  10.000  7.3( 

Ky.  Cent  Ry.  Co.,  lat  m..  1987.  4% . . . .  10.000  0.7( 

L.aftM.8/R.R.Ce..lBtm.,1907,8i%.  26.000  23.0< 

Lehigh  VaL  Tm.  Ry..  lat  m..  1941. 6%.  15.000  17.8 

Manhattan  Ry. Co..  ca.m.,  1990. 4%,...  25.000  2I.6< 

Midland  R.R.  Co.  of  N.  J..  1910,6%...  26,000  2541 

MobileftO.  R.R.  Co.,  lat  m.,  1027.6%  laOOO  12»1< 

NewarkP.Ry.Co..  lea. m..  1930.^..  26,000  27.91 

N. Y.aft  H.R.R.R.Co.xJm1997.  8}%. . .  16,000  I3,6j 

N.Y.,aftStL.R.R.Co.,lstm.l9374%  20.000  KM 

N.Y..L.E.ftW.R.R.Gb..d.lml913.6%  26,000  2M 

N.Y..P.ftN.R.R.Co..latm..l980,4%  10.000  W 
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FEDERAL  INSURANCE  COMPANY,  Jency  City,  N.  J.-^Continrnd. 


fiom  AID  Siocn  OvnD.— CmI. 


X.T^&*W.R3.Ga^UtiB.,  1987,5^ 
.Va  JW.  ^7.  Ox.  (B.  In.  d  kL  gL2047.  ~ 

KxJcaqrStuBy.  Go.,  1948.4% 

a  4  C  B.  Rf  A  Br.  Co..  1st  Mw  m., 

FUnoB  Ext!  R.R.  Gb!.  lit  m..  mOi  6% 

Pi.R.B.Cb..«.eT!r3lX8*% 

i^orii  A  R  St.  Ox.  lit  ca.  DL,  1940. 4% 
EWtBodiwRy.  Gd.,  lat  m..  1941.  sC 
IM  AreTsJL  Go.,  1 «.  oa..  2000.  4% 
ToL  AO.a  R.  R.  Gd..  Ut  ID.,  1986»  5( 
Amt.  Dock  A  lapw  On.,  lit  m.,  1921. 5 
Cm  PhxL  Re6iili«  Gou.  si.,s..  1931. 5^, 
Edim  H.  lEg.  On..  1  a^  ev.,  1910.  M. 
Uma.  EL  ns.  Oix.  1  M.  m..  1906,  6%, 
Ga  4  EL  QiL  of  Bc»B  GbL  N  J.,  1949^% 
KaaOx  EL  LL  A  Foiw.  Gd.,  pur.  nMMMy, 

ii»ci)o?dDLj'a^'BL'.'i93s.'6%!!!'.!!! 

SewJeaer&DeGb..  Utm..  1928^  4%. 

Ke«ut(k6MCb.,lM8.5% 

IT.  G«  A  H.  Lt..  Ht  A  Fow.  Gb.,  ooL 

fe,»li.4% 

NTA  NJ.TI  Co.xn.ni..  1920. 5% 

Xa^Aa.a»..CbL^AG.N..  im5% 
FicCbutOoL,  lit  m^e..  1946.6%.... 
dL  JoKpk  Rj.  U  H.  A  P.  Go.,  1937. 6% 
SnL  AStBd  Gbu,  gn.  m.,  1918. 4}%. . 


Fkr 

Value. 

$60,000 
40.000 
10,000 

laooo 

81,000 
26.000 
20.000 
11.000 
20,000 
10.000 
20.000 
10.000 
15.000 

laooo 

26,000 

20.000 
20.000 
10.000 
26,000 

10.000 
26,000 
10.000 
20.000 
10.000 
5.000 


Ihiket 

Value. 

853.000 

29.600 

8,000 

9.900 
81310 
26,250 
18,600 
12,100 
18,800 
11.000 
21,800 

9300 
15.000 
11,000 
26b600 

22300 

26300 

9,800 

96.750 

8.400 
26320 
10300 
21300 
10.100 

4360 


Boma  AMD  8iocn  Owim.—CMit.  Pv  Raiket 

BoNoa.— Cfia.  Value.  Value. 

Svraeiaw  Ltg.  Co.,  lat  m..  1951,  5%. . . .  $10,000  OlOiOOO 

IVentoD  Gee  A  EL  Go..  1949. 5% 50.000  52300 

W.Wat.Fbw.Go.,0B.in.AeoLtr.l9296%  10,000  10300 

W.  UntonTL  Go.,  eoLkr..  1988.5%....  10.000  10.000 

W.  UnloaTL  Go.,  f..  1950,44% 10.000  9.700 

0VOCSB. 

(k  Te.  Cb.  of  K.  J.. 10.000  7300 

American  TeL  A  Tele.  Go. 5a000  71.500 

Uiidenrriterr8alTanGo.orN.Y.. 1.000  1.250 

PM.Ooait8alTaasA«B 1,000  1300 


Totala  (book  value,  $1,659,180). . . .    $1.599,000  $1,606,810 

lOSCELLANISOUS:  Oi^  fneraaied  fa  1906  from  $500,000. 
to  $1,000,000  and  $1003w)  added  to  iniptQi.  Gompaiiy  reln- 
iond  all  of  ita  ootataadlBs  fire  boriaeai  eariy  fa  1907  In  tbe 
Nattonal  Fire  of  Hartford.  Gonfiaoatlon  loans:  Baltimore, 
1904,  $41,172;  8aa  FraaeiMO,  190071787.000.  Value  of  deposit 
in  Ga..  $0,900. 

DIRECTORS:  Ferev  drabb,  Alexander  E.  Orr.  Geo.  R. 
Oleott.  Alexander  Laiid,  Wm.  SehaU.  Jr.,  Charles  Ryen.  Henry 
8.  Redmond,  Horace  M.  Kilbum,  Hendon  Chubb. 

TERRITORT  COVERED:  The  company  operate!  in  Cal., 
Colo.,  Conn..  D.  C.  Qa..  DL,  Ind.,  la..  Ky..  Re..  lU..  Rasi.,  Mich., 
Minn.,  Mo.,  Neb.,  N.  J..  N.  Y.,  0.,  Ore.,  R.  L,  Fa..  Tenn..  Tex., 
Utah,  Waah.  and  Wk 


FEDERAL  UNION  FIRE  INSURANCE  COMPANY,  Chicago,  III. 

Presklent.  V.  F.  Miahek;  Secretary  and  Manager,  F.  H.  Oabom.    Organized,  1908. 


f£Aa     Assets 

Uaearaed 
Pnmicnns 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Faid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

im      $20ai35 

$49,773 
20,348 

$19,624 
81.899 

$140,233 
48,889 

$146,063 
•102.188 

$58,192 
24,987 

$48,122 
19,551 

$106,314 
44.538 

$78,591 

im  1       160.106 

28,817 

•iBdaden  949.998  sarplns  paid  in. 

Assets,  DxcxicBEn  31, 1909. 

^^*^9^W^  loans  oo  teal  estate 

B^ndft  owned  (market  Tahie) 

OBh  in  office  and  bank 

Affms'  babnces.  not  over  8  months  due 

Iiicest  and  rents  accrued 

•'•'*»  aarts 


Total  admitted  aasets. 


$34,000 

100,644 

29,473 

33,870 

1,158 

990 


$200,135 


LiABiUTXEs,  December  81.  1909. 

Net  losses  unpaid 

Unearned  premiums 

Taxes  due  and  accrued 

Reinsurance  premiums 


Total  liabilitiea,  except  capital  and  surplus 

Capital  paid  up 

Surplus  over  all  liabilities 


$27,147 

49.778 

1,000 

2.501 

$80,511 

100.000 

19,624 


Total  liabQities,  capital  and  surplus $200,135 


£iSK3  kSD  PREMIUMS:  Fin  risks  in  foree,  December  81. 
tilSllSS:  preraiomB  theieon.  $56,406;  marine  and  inland  risks 
3  fsret:.  $Uw4,788:  pramnmis  thneon,  $37,242. 

r^XESS  SINCE  ORGANIZATION:  Premiums  received, 
I»jl73;  loMS  paid.  $83,179. 

H0B1T3AGE  LOANS:  Tliere  are  5  kMuis  protected  by  briek 
^  ii  QantfK  Tahwd  st  $02,500.  There  wss  no  mterest  psst 
4»  oa  Deeosber  31.  last    Oompany  holds  WJXO  of  insnrsnoe 

^^                                                   P*r  Market 

BONDS  OWNED:  Value.  Value. 

^:fChca9>.4%ba. $12,000  $12,046 

C«k(2rSr4%l» 10,000  10.087 

'^Lao.  So^  ftrk.  4%  bsL 20.000  20.142 


Far  Market 

Bomia  OwmiD.— Coii<.                    Value.  Value. 

Chicago.  West  Park.  4%  be $15,000  $15,237 

Chicago,  Lincoln  Park.  4%  be 18,000  18,183 

Chicago,  Sanitary  Dk,  4%  be 25.000  25.000 

Totala  (book  value,  $100.000) $100.000      $100,644 

DIRECTORS:  Capt  0.  W.  Bbdgett,  W.  R.  Greer.  J.  W.  Em- 
bree,  A.  W.  Ellenbeiger,  W.  0.  King,  C  E.  Kremer,  A.  0.  Kuehm- 
sted.  Geo.  W.  Keehn.  Chas.  Krupka.  V.  F.  Mashek,  F.  H.  Osbora, 
M.  F.  Rlttenhouae.  W.  H.  Teare.  Geo.  C  Wllee.  Wm.  H.  Wood. 

HELD  MEN  AND  TERRITORT  OOVEI^D:  The  company 
operates  m  111.,  Mich.,  Mo.,  0..  Tenn.  and  Wis. 


Yui 


iioe< 
im 


FIDELITY  INSURANCE  COMPANY,  Des  Moines,  la. 

Freaideftt,  M.  Carr;  SecreUry,  A.  A.  dark.    Organised,  1898. 


tnnjou 

V»M7 
62,080 


Pteuuujns 


S67417 
56.745 
46,384 

M.502 
80.688 


Net 
Surplus 


$10,600 

10,409 

10.278 

10406 

5.4n 


Net 
Premiums 


$66,153 
56.602 
63,983 
45,420 
86,179 


Total 
Income 


$68,083 
61,813 
57,201 
49,828 
88.801 


Losses 
Paid 


$19,516 
24.726 
19,840 
16,144 
22,146 


Div- 
idends 


$500 
500 
500 


Ex- 


$25,729 
25,992 
26,455 
10,389 
17,475 


Total  Ex- 
penditures 


$45,745 
51,218 
46,795 
85,533 
39,621 


Losses 
Incurred 


$21,708 
29,8$5 
20,156 
17,857 
26,020 


I 
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REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


FIDELITY  INSURANCE  COMPANY,  Des  Moines,  la.— Cim^wiierf. 


Assets,  Dbcdibib  31,  1909. 

Real  estate  owned  (book  value,  $18,771) 

Mortgage  loons  on  real  estate 

Collateral  loans 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 

Bills  receivable 


$21,326 

70.731 

300 

6,880 

4,860 

971 

27,658 


Total  admitted 


$132,024 


LlABIXJTIBS,  DXCEMBKB   31,   1909. 

Net  losses  unpaid 

Unearned  premiums 

Taxes,  mmmiiwions,  etc , 


$2,193 

87,117 

2,114 


Total  liabilities,  except  c^tal  and  surplus , 


Capital  paid  up 

Surplus  over  all  liabilities. 


$71,424 
60.000 
10,000 


Total  liabilities,  capital  and  surplus. $132,024 


RISKS  AND  FREMIUlfS:    Fire  iliki  la  forte  DMember  31 
$8,066,547;  premiums  thereoB,  $167,704. 

REAL  B3TATE  OWNED:  GonslstB  of  the  company's  hom« 
office  building,  eor.  East  6th  and  Walnut  Sta.,  Des  MoiMs. 

MORTGAQE  LOANS:  There  are  loans  aggregating  $70,731. 
proteeted  by  improved  real  estate  in  la.,  valued  muoh  In  exesas 
of  the  amount  kaned  thereon.  No  interest  past  due  on  December 
81,  but 


MISCELLANEOUS:  In  January,  1903,  stoekholdeis  ▼o]i» 
tarily  contributed  $90,000  to  surplus. 

DIRECTORS:  M.  Oarr,  J.  &  Clark,  A.  A.  Qark,  D.  J.  O'Doa- 
nell,  Thos.  Gorley,  S.  J.  OldSeld,  G.  L.  TuIUs. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  M.  Cbir, 
Des  Moines,  la^  Thoe.  Cowley.  Des  Moines,  la.;  spedsl 
agents  for  la.    The  company  operates  In  la.  only. 


FIDELITY  FIRE  INSURANCE  COMPANY  OF  NEW  YORK,  New  York,  N.  Y.  § 

President.  Henry  Evans;    Vice-President,  Geo.  E.  Kline;  LSecond  Vice-President  and  Secretary,  J.  E.  Lopes;    Secretary 

Hugh  Rankin.    Organized.  1906. 


Ykak 

Assets 

Unearned 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 

Losses 
Incurred 

1909 
1908 
1907 
1906 

$4,108,142 
8,452.282 
2.629,465 
2.759.867 

$967,008 
802.994 
649.461 
278.616 

$2,020,554 

1.679.670 

801,702 

1.000.000 

$1,042,779 
906.762 
900,146 
446.566 

$1,453,431 
1.031.388 
1,016.771 

*1.500.924 

$440,975 

460,743 

304,404 

23.590 

$80,000 
30.000 

$407,948 
848,536 
327,774 
160.670 

$928,922 
839.36C 
633,178 
184,160 

$480.1  U 

442.81) 

335,083 

52.72( 

*  Includes  $1,000,000  surj^us  paid  in.    (  Amalgamated  with  Phenix  of  Brooklyn  in  1910. 


Assets,  December  31. 1009. 

Bonds  and  stocks  owned  (book  value) $3,607,390 

Cash  in  office  and  bank 409.079 

Agents'  balances,  not  over  3  months  due 169.910 

InUrrest  accrued. 21,863 


Total  admitted  assets $4,108,142 


LxABirjnss,  Decembbb  31, 1909. 

Net  losses  unpaid  (including  $750  resisted) 

Unearned  premiums 

Other  liabmties 


$90,021 

967,00j 

30,55' 


Total  liabilities,  except  capital  and  surplus..  $1,087,58 

Capital  paid  up 1 ,000,001 

Surplus  over  all  liabilities. 2.020,55' 

Total  liabih'ties.  capital  and  surplus. $4,108,14 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$166,349,315;  premiums  thereon,  $1,753,172. 

BUSINESS  SINCE  ORGANIZATION:  Fremhmis  received. 
$3,295,243;  hMses  paid,  $1,215,776;  divkiends  declared,  cash. 
$110,000. 

BONDS  AND  STOCKS  OWNED:    See  Fklelity-Fhenix  Fire. 

MISCELLANEOUS:  This  comnany  is  under  the  same  manage- 
ment as  the  Continental  of  New  York.  Before  beginniiig  business 
the  stockholders  paid  hi  an  hiltial  suiplui  of  $1,000,000.  and  also 


a  special  unearned  premium  reserve  fund  of  $500,000.  Early  i 
1910  the  company  amalnmated  with  the  Phenix  of  BrooUjri 
under  the  title  of  Fidelity-Fheniz  Fire.  Values  oi  nwcial  depositi 
Ga..  $9300;  Va..  $48,760. 

DIRECTORS:  Charles  Altaehul,  E.  a  Oonveiae,  Henry  Evan 
Francis  L.  Hlne.  (3eorgB  E.  Kline,  Donald  Jbekay  Eugene  Meye 
Jr.,  William  H.  Moore,  Henry  K.  romroy.  John  J.  Riker,  Henry  ( 
Tinker,  Frederic  W.  Scott,  Samuel  A.  Walsh. 

FIELD  MEN  AND  TERRITORY  COVERED:  (See  Fidelit; 
Phenix  Fire). 


FIDELITY-PHENIX  FIRE  INSURANCE  COMPANY,  NEW  YORK. 

President,  Henry  Evans;  Vice-Presidents.  George  E.  Kline,  Henry  £.  Hess;  Second  Vice-Presklent  and  Secretary.  J.  E.  Lope 
Second  Vice-President  and  Counsel,  David  Rumsey;  Secretaries,  James  A.  Swinnerton,  Charles  R.  Tuttle,  Hugh  Ranki 
Auditor.  E.  W.  T.  Gray. 

LlABILITXES.   MaSCH   1,   1910. 

♦Net  losses  unpaid $634,0' 

♦Unearned  premiums 7,547,0( 

Resen-e  for  contested  liabilities  (not  losses) 640,0* 

Other  liabOities 287,7 

Total  liabilities,  except  capital  and  surplus.. .  $9,068.8 

Capital  paid  up 2.600.0 

Sun^us  over  aO  liabQities 2,109,1 

Total  liabilities,  capital  and  surplus $13,757,9 


Assets,  Makcb  1.  1910. 

Real  estate  owned  (book  value) $67,600 

Mortgage  loans  on  real  estate 529.600 

Bonds  and  stocks  owned  (market  value) 10,468.899 

Cash  in  office  and  bank 1.467,630 

♦Agents'  balance,  not  over  3  months  due 1,004,802 

Interest  and  rents  accrued 29,639 

Other  assets 100,000 


Total  admitted  assets $13,757,970 


♦  Estimated. 


REAL  ESTATE  OWNED:  Comprves  lot  25  z  100  feet  with 
3-story  brick  buUding.  situated  114  Broadway.  Brooklyn,  N.  Y.; 
lot  25  X  100  feet  with  4-story  brown  stone  front  building,  situated 
160  Montaipie  st.,  Brooklyn.  N.  Y..  and  plot  of  land  with  3  and 
4-story  buildings,  situated  113-115-117  Broadway.  Brooklyn, 
N.  Y.,  all  carried  at  book  value. 

MORTGAGE  LOANS:  There  were  11  loans  aggregating 
$644,500,  all  first  liens  ranging  in  amount  from  $1,000  to^76,000. 


One  loan  for  $136,000  on  198  Montague  st.  Brooklyn.  K. 
is  carried  in  assets  at  $120,000,  the  latter  amount  being  f 
appraised  value  of  the  property.  The  loan  for  $375,000  is  p 
tected  by  09  X  125-foot  lot  situated  12-14  Court  sL,  Bxookli 
with  7-story  brick  office  building  thereon.  The  company  hoi 
fire  insurance  policies  on  the  mortgaged  buildinp  amouotinx 
$245,000.    Value  of  buildings.  $161^;  value^oTland.  $465,7' 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 
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FIDELITY-PHENIX  FIRE  INSURANCE  COMPANY,  NEW  YORK.— C<m<»«fi«i. 


AITD  STOCKS  OWNED 


I)fi.orOalaDriih»fni3.65% 

Gk,  »17. 34%,  lef 

Tter.rfN.lL.e,*9.4% 

V»,lB8.g,reg 

N.  T.  Cf^  cfk.  A.  (Bapid  Tniuit),  g., 

tezeBB|A,]938,4% 
JL  T.  Cy.  cs.  dock.  tt».  8< 
K.  T.  Or.  OL  do^  lfl8S.     . 
N.  Y\  Qr^  rereooe,  la  esempfc,  1910, 


V«^  1926.4%,  zes 

Va^  1927.  4%,  ru 

Toraolo.  €^.  of.  OuL.  £11,500  at  1888, 

Taraato,  V  of.  6iiL,'i»ii'8i%: '. ! ! ! ! '. 

Tmio.  <S.  of.  Ou..  £6.000  at  i.888, 
1944.  %k 

A^LAS.^.  Rv.  Co.,  er.  g.  c,  1966, 4< 
C  B.  A  Q.  ILR.  Oc»^  gn.  m..  c,  1968, 4% 
Ddsvaze  4  Hidson  Cd^  er.  d.,  g.,  e., 

1916,4% 

GbL  A  Bb£.  Ctel  ft  Iroa  Oo^  1966, 6%. . 
Osmdk  BL  Qsr.  WaLWki.  Oo..  1948,  5% 
Dover Gwm£  EL  09-1949, 6%. 
Lebawa  Gm  ft  Fbd  Co..  1956. 6< 
Ib«ia  Gai  ft  EL  Lt  Co..  1941. 


Erie  ft  Pitta.  H.  R.  Od^  (by  Ftan  R.  R.) 
MwhuttM   Rj.  Go.  (fay  iaterborooi^ 

ftapwl  Tzaont  Co.) 

SbltiBkOffe  ft  Obk>  RJL  Cb 

BAk>  ft  Sosquebanna  E.  R.  Go 

C^i^SCP^  IfiiiB.  ft  Omaha  Ry.  Co.,  oom 

Gl  !fo.  Ry.  Oou,  p 

Hoekkg  VaDnr  Ry.  (3o 

Bfttdag  Gd.  (lit  preferred) 

AlastieOMMt  Lkb  R.R.  Go 

Gffllaal  R.R.  of  N.  J 

daiCD  ft  Nortfavestem  Ry.  Co 

CbiosOkSt.  Paul.  Minn,  ft  Omaha  Ry.  Co. 

Deiavan  ft  HadKm  Co. 

D^  LMkswaiioa  ft  Western  R.R.  Co. . 


Boekas  VaSley  Ry.  Cb. 
.MiVaDeT  R.R.  Co. 


U«BTaeftNaafarileRR.Go 

MkbvHB  Otttial  R.R  (3o. 

SkMbrfle.  Gbattaaooga  ft  8t  Lome  Ry.Cb. 

5«theiB  Fadfie  Ry.  (b 

RfiiabBK  ft  Lake  ttk  RR.  Co 

rsioQ  Fadfie. 

Cwti^Tr.Gou,N.Y. 

fte  NaL  Bfc.,  N.  Y 

.Vai.  Bk.  of  Gbmmaee,  N.  T 

XflL  Parte  Bk..  N.  T 


Fbr 

llaiket 

Value. 

Value. 

$176,000 

$182;000 

10,000 

9,900 

10,000 

lOJOO 

63,000 

47,700 

100,000 

91.000 

200,000 

200,000 

100,000 

91.000 

166,000 

146,200 

900,000 

900,000 

30,000 

30,000 

1,000 

1,000 

56,090 

61,483 

60,000 

48,500 

34.833 

31,900 

12,000 

13,930 

30,000 

30,700 

36,000 

26,000 

16.000 

7,600 

110,000 

■  ■   ■  •   •  • 

86,000 

33,600 

38,000 

22,800 

136,000 

106,800 

25,000 

37,600 

100,000 

136,000 

1004)00 

92,000 

100,000 

26,000 

100,000 

165,000 

320.000 

438.400 

60,000 

46,000 

60,000 

46,000 

30.000 

39,000 

290.000 

866,600 

698,760 

1,090,050 

120.000 

192.000 

140,000 

246,000 

287,600 

1.726.000 

30,000 

34.600 

286,000 

666,600 

60.000 

76.962 

30.000 

48,000 

.50.000 

67.600 

230.000 

310,600 

7,000 

28.000 

500,000 

935.000 

6.000 

01.600 

30.000 

270,000 

31.700 

61,816 

30.000 

141,000 

BoRSi  AMD  Biocia  OWKID.— <7mi<. 
Stocxb.— <?MI<. 


Brooklyn  Bk..  Brooklyn.  N.  Y.. . . 
Nat  (^.  Bk.,  Brooklyn,  N.  Y. . . . 

Amor.  Lt  ft  Te.  Co.,  eom 

Amer.  Lt.  ft  Tc.  Co.,  p 

Conaolidated  Qaa  Co.JN.  Y 

Del,  Uokawanna  ft  W.  R  R.  Go. 
New  York  Mutual  Qaa  Light  Go. 


Par 
Value. 

$10,000 
30.000 
76.000 
37.600 

100.000 
62,500 
50,000 


Raiket 

Value. 

$10,000 
88,600 

316,600 
39,480 

145.000 

126.000 
76,000 


Totab  (book  ralue,  $0,935.766) $6,201.342  $10,468,899 

MISCELLANEOnS:  Thia  oompany  k  an  amalnmation  of 
the  Fidelity  Fire  of  New  York  and  theJPheniz  of  Brooklyn,  which 
took  place  early  in  1910.  The  financial  exhibit  represents  the 
eompany's  coaoitkn  as  of  March  1,  1910. 

DIR£(m)RS:  Chaiiea  Altachul,  E.  G  Converse,  Heniy 
Evans,  Benedict  J.  Greeohut,  Frands  L.  Bine,  Doimld  Mackay. 
Eugene  Meyer,  Jr.,  William  H.  Moore,  Heniy  K.  Pbmroy,  Norman 
B.  Ream,  John  J.  Riker,  Flederie  W.  Scott,  Heniy  C.  Tinker, 
Samuel  A.  Walsh,  Albert  H.  Wiodn. 

HELD  MEN  AND  TERRITORY  COVERED:  A.  N.Stewart. 
general  agent.  New  York,  N.  Y;  J.  T.  Ryan,  aaaistant  general 
agent.  New  York.  N.  Y.;  J.  F.  Barley,  special  agent  for  Mass.. 
R.  I.  and  Conn..  Boaton.  Maas.;  Lester  B.  Howard,  special  agent 
for  Me.,  N.  H.  and  Vt,  Ausuata,  Me.;  H.  C.  Letson,  special  agent 
for  E.  N.  Y,  New  York,  N.  Y;  Fred  W.  Kentner,  spedal  agent 
for  W.  N.  Y.,  Rochester,  N.  Y.:  Charlea  R  Folaom,  special  agent 
for  Middle  N.  Y.,  Svraeuae,  N.  Y.:  C.  G.  Baxter,  special  agent  for 
N.  J..  MerchantTilie,  N.  J.;  R  0.  Leypoldt,  special  agent  for 
W.  Fa.,  FitUburg,  Fa.;  Ruasell  QOpm,  speciaJ  agent  for  E.  Fft., 
FhiladeJ^hia,  Pa.;  Ownfls  Bariey,  special  agent  for  E.  Ckuiada 
and  mantnne  Pro viiiees.  Toronto,  Ont.;  J.  M.  Lenehan,  Western 
general  assnt,  Ghlcaoo,  III.;  J.  W.  Bailey,  special  agent  for  Colo., 
Wya,N.M  and  Utah,  Denver,  Colo.;  H.O.  Benedict.  SUte  agent. 
Detroit,  Mich.;  H.  W.  Birch.  State  agent,  Winnipeg.  Man.; 
A.  A.  Cbrk.  State  agent  and  adjuster.  Dea  Moines,  la.;  W.  H. 
Clemonda,  State  M»nt  and  adjuster,  Cincinnati.  0.;  W.  B.  Heniy, 
adjuster  for  Mo..  Kan  and  Neb.,  Kansas  CStv,  Mo.;  F.  W.  Koeck- 
ert,  aasiataat  special  agent  for  Ind.,  Indianapolis.  Ind.;  A.  F.  Lanfl»» 
State  tmt  and  adjuster  for  Wash..  Ore..  Mont..  Ida.  and  B.  C.» 
Fbrtland.  Ore.;  J.  C.  Lucas,  speoal  agent  for  Ky.  and  Tenn.» 
Nashville,  Tenn.;  E.  J.  Muraoek,  mspeetor,  Chicago,  111.;  R.  8. 
Odell,  State  agent  for  UL,  Chicago.  111.;  A.  C.  Robcrtoon,  State 
agent  for  Okla.,  Oklahoma  City,  Okla.;  D.  D.  Thomas,  assistant 
special  agent  for  Mo.,  Kansas  City,  Mo.;  F.  W.  ToUm,  adjuster 
for  Wis.,  Milwaukee,  Wik;  C.  F.  Thomas,  State  agent  for  Tex. 
and  Arlc,  Dallas,  Tex^  W.  J.  Wood,  adjuster  for  Ind..  Indian- 
apolis, Ind.;  Major  Chas.  F.  Hard.  Southern  peneial  agent, 
Atianta,  Ga.;  J.  M.  Raleigh,  special  agent,  Richmond,  v a.; 
L.  H.  Piatt,  special  agent,  Asheville,  N.  C;  J.  M.  Lawrence* 
special  agent,  Columbia.  S.  C;  Wharton  Mitchell,  special  a^t, 
AUanta,  Ga.;  J.  G.  Gardiner,  special  agent,  Jadcsonville,  Fla.; 
F.  C.  Stockhell,  State  agent.  New  Orleans.  U.:  J.  F.  Campbell^ 
special  agent.  New  Orleans,  La.;  B.  R.  Franklin,  special  agent* 
New  Orleans,  Ia.;  R.  A.  Redding,  adjuster  for  all  Souuern 
States,  Atlanta,  Ga. 


FIRE  ASSOCIATION  OF  PHILADELPHIA,  Philacielphia,  Pa. 

Pteadc&t,  E.  C  Irvin;  Vice-PresideDt  Theo.  H.  C^mderman;  2d  Vice-President,  John  B.  Morton;  Secretary,  M.  G.  Garriguea 

Assistant  Secretary,  R.  N.  Kelly,  Jr.    Organized,  1817. 


Yeas 

Aaaets 

Unearned 

Net 
Sorplos 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

£x- 
penaea 

Total  Ex- 
penditures 

Losses 

TnnirrMi 

im 

19tt 
1107 
19« 
1905 

$8,529,744 
8,097.410 
7340,075 
7,290.732 
7,000,262 

$5,130,547 
4,995,496 
4,936,066 
4,797,890 
4.ni,377 

$2,287,737 
2,003,330 
1,786,788 
1,431,468 
1,513,199 

$4,143,457 
4,038,703 
4,185,783 
3,981,281 
3,762,406 

$4,544,617 
4,378,568 
4,526,082 

15,495,216 
4.047.930 

$2,137,197 
2,360,430 
1,951,650 
3,595,206 
1,914,580 

$300,000 
300,000 
250,000 

•213,032 
200.000 

$1,576,143 
1,540,643 
1,568,224 
1,516,166 
1,455,579 

$4,013,340 
4,201,073 
3,769,874 
5,324,404 
3,570,159 

$2,105,507 
2,301,059 
2,004,394 
3,639.381 
1,897,230 

Uneamed  premiunts  inchide  amounts  redaimable  oo  perpetual  policies.     *  Includes  interest  to  scripholders,  $13,032. 
X  lacfades  $1,250,000  premium  on  sale  o£  new  stock. 


Assets,  Decembxi  31, 1909. 

Real  estate  osnied  (book  value,  $309,773) $304,025 

ltaBa«B  loans  on  real  estate 2,066,905 

Boofto  and  stocks  owned  (market  value) 4,852,118 

CoQatefal  loans 147,716 

Cash  in  aflke  and  bank 402,500 

Agesls' balances,  not  over  3  months  due. 669.996 

iBttitst  and  rents  accrued 82,398 

Otiier  assets 4,086 

Total  admitted  assets $8,629,744 


LiABiUTiES,  Decembex  31,  1909. 

Net  losses  unpaid  (including  $43,155  resisted) $322,875 

Unearned  premiums  (except  perpetuals) 3,473.019 

Amount  redaimable  on  perpetual  policies. 1,663,528 

Other  liabUities 32,585 

Total  liabUities,  except  capital  and  surplus . .  $5,492,007 

Capital  paid  up 750,000 

Surplus  over  all  liabilities 2,287,737 

Total  liabilities,  capital  and  surplus $8,529,744 
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FIRE  ASSOCIATION  OF  PHILADELPHIA.  Philadelphia,  VtL.-^imtinued. 


RISKS  AND  PREinUMS:    Fire  mks  m  fone  (ezoept   per- 

Stuab),  December  31.  $594,844,026:  premiumi  thereon.  $6,642,- 
5:  peraetual  fire  riBks.  $80,257,967,'  deposit  premhuaa  thereon, 

BUSINESS  SINCE  ORQANIZATION:  Premiunu  recetved, 
$87,186,890;  loeBes  paid,  $50,225,055;  dividends  declared,  cash, 
$8,029,762. 

REAL  ESTATE  OWNED:  The  prlndpal  Item  Is  the  eompan/s 
home  office  building,  a  4-four  stoiy  briek  and  stone  stnioture.  at 
407-409  Wahiut  st.,  PhUadelphia  (book  value.  $120,545;  carried 
at  $125,000).  The  only  other  propertfes  carried  at  over  $5,000 
are  the  following:  142-144  South  4th  st.,  carried  at  book  value, 
$45,000;  4155-4163  Frankford  ave..  mill  property,  stores  and 
dwellings,  valued  at  $25,000;  4109-4017  Frankfoid  ave.,  stores 
and  dwellinm.  value  1  at  $16,000;  201  Federal  st,  Camden.  N.  J.,  a 
3-8tory  brick  office  building,  valued  at  $13,000. 

MORTG.AQE  LOANS:  There  are  mortrage  loans,  aggregatmg 
$2,066,905,  the  majority  of  which  are  small:  a  few  being  for  $10,- 
000  or  over.  There  is  one  loan  of  $50,000  on  property  in  F»oria, 
111.;  one  of  $40,000  on  property  in  Richmond,  Va.,  and  one  for 
$40,000  on  property  located  at  Indianapolis,  Ind.,  all  the  othen 
being  for  smaller  amounts.  The  mortgaged  property  is  valued  at 
more  than  double  the  amount  kNmed,  and  the  company  holds 
ample  insurance  on  the  mortgsged  buildings. 


COLLATERAL  LOANS  are  as  foUowK 

Securities. 

$3,000  m.  on  premises,  215-19  Beeeher 

Syracuse,  N.  Y 

Merehants'  Nat.  Bk.  stk..  2S9  shares. . . . 

United  N.  J.  R  R  AGanal Co.,  75s 

Harrisburg  Lt.,  Ht  ft  P.  Co.,  1  m.  g.  b.5% 

Pullman  Palace  Oar  Co.,  100  diaies 

Holmesburg  T.  A  F.  El.  Ry8.0o.,g.b.,  5% 

Syracuse  Ry.  T.  Co.,  p.,  167  shares 

Indus.  T.  T.  ft  S.  Co..  200  shares 

Merchants  Natirmal  Bank,  40  shares.. . . . 
Syracuse  Rapid  Transit  Co.,  150  shares 


►fSc', 


I  Association  of  Fhiladdphia,  3  diares 

Oirard  National  Bank,  67  shares. 

GhathamNat  Bank.  N.  T..  350  shares. . . 
id.  Syndicate.  $20,000. 


Participation  in  Unc 


Maricet 
Value. 

$3,000 

4ai45\ 

18,750; 

4,700 
15,0001 

4,500/ 
17,536 
24.000 

6,300 

15,750 
1,020 
18,425 
26,250] 
10,000] 


•  Not  aUowed  by  N.  Y.  Ins.  Dept. 

BONDS  AND  STOCKS  OWNED: 
Bonos. 

Iron  ICountam  Car  Trust,  ser.M.,  1910,5 
Iron  Mountain  Car  Trust,  ser  J(.,1910,5Vo 
Ind.  Tc.  ft  Tm.  Co.,  1st  m.,  g.,  1933,  5% 
Kinei  County  Elevated  RR  Co.,  1st  m. 

g.  bs.,  194rf,  4% 

Lehigh  Coal  ft  Nav.Co..  cs.  m.,  1911,  7% 

Lehigh  VaL  R  R,  reg.,  1923,  6% 

Lehigh  Val.  R  R  Co.,  reg.,  1923,  4i%. . 
Lehigh  Val.  R.  R.  Co..  c.t.g..  1921,  4% 

L.  ft  N.  R  R,  gn.  m.,  1930, 6% 

Lvnn  ft  B.  R  R  Co.,  1st  m.,  g.,  1924, 5% 
Met  Cross-Town  Ry.Oo.,1  m.,  1920,  5% 
M.,  K.  ft  0.  R  R,  1st  m.,  g.,  1942, 5%. 

Mo.  Pac  Ry.  Co.,  tr.  g.,  1917, 5% 

M.  P.  Ry.  Go.  eq.  tr.,  ser.  I,  1916,  5%. . 
Mutual  Tenninal  Cq^  of  Buffalo,  1st  m., 

s.  f.  g.  bs.,  1924, 4% 

Newark  P.  Ry.  Co.,  1  es.  m.,  e..  1930, 5% 
N.  Y.  C.  ft  H.  R  RR,  g.  d.,  19k  5?i. . . . 

N.  Y.  C.  Lines,  eq.  tr.;  1913,  5% 

N.  Y.  C.  Lines,  eq.  tr.,  1913, 5% 

No.  Pac.  R  R,  prior  In.,  1997.  4% 

0.  River  R  R  6>.,  1st  m..  1936.  5%. . .. 
O.  ft  C.  B.  St.  Ry.  Go.,  1st  cs.  m.,gl9^% 
The  PM>ples'  R  R  Co.  of  Syracuse,  1st 

m.,  1921.5% 

PMrla  Ry.  Co.  1  ft  r.  m.,  g..  1917.  5%. . 
Fhfladelphia,  Baltimore  and  Washington 

RRCo..  serial  g.  loan,  Scries  B.,  1916 

4% 

Philaddphia,  Baltimore  and  Washington 

RR  Co.,  serial  g.  loan,  Seriec  C.  1917. 

4% 

Philadelphia,  Baltimore  and  Washnigton 

RR  Co.,  serial  g.  loan.  Series  D,  1918. 

4% 

Phila.  Co.,  Ol,  m.  ft  col.  tr.  g..  1951.  5% 
Phila.  Go.  1st  m.  ft  eoL  tr.,  g..  1949, 5% . 
Phila.  ft  W.  Chester  To.  Co.,  1954,  4%. . 


laooo 


25.000 


15.000 
25.000 
30.000 
35.000 


Amount 
Loaned. 

$2,450 
46.000 

4,016 

16,000 

12.500 

10.000 

4,000 

11,000 

500 

16.750 

25,000 


Totals $206,275   $148,216 


Ftf 

Maricet 

Value. 

Value. 

$13,000 

$13,000 

12,000 

12.000 

25,000 

24.750 

36,000 

30,600 

100;000 

104,000 

100.000 

119,000 

75.000 

79.500 

25.000 

24.500 

45.000 

52.200 

50,000 

63,000 

25.000 

20,000 

50,000 

53.500 

25,000 

25,250 

25,000 

26,250 

5aooo 

47,500 

22,000 

23.980 

25,000 

24.000 

50,000 

51.000 

45.000 

47.700 

34.000 

86,020 

35.000 

28,250 

50.000 

40,500 

13.000 

13,520 

25.000 

24.500 

laooo 


25,000 


15,000 
24,500 
31.200 
22.250 


con. 


m.  g. 


BoRDs  AND  Stocks  Ownbd.— Conf. 
BoiioB.—ConL 

PitlBbnxg  and  Oiarieroi  St.  Ry.  Oo.,  1  m. 

g.,19fe,5% 

Pittsburg,  McKeesport  and  ConnellsviUe 

Ry.  Co.,  1  eon.  m,.  g.,  1931.  5% 

P.,  McKeesport  ft  Greensb  g  RR  Cou, 

1st  m^  g.,  1931,  6% 

Pitts.  Ry.  Co.,  g.,  cs.  tr.,  1915,  5% 
Reading  Go.,  m.  m.,  g.,  1997,  4^ 
Rk)  Grande  W.  Ry.  Co.,  1 

series  A,  1949. 4% 

Seaboard  Air  Line  Ky.,  r.  col.,  tr.1911,5% 
Seaboard  ft  R  R  R  Co.,  1st  m.,1926»  5% 
Southern  Pte.  Rxu  Co.,  1  ref.  m.  g.,  1955, 

St  j;  R  U  ft  Ht.' A  P.'  (i,*  im.i.'i937.i5* ' 
St  L.  ft  S.  F.  R  R,  g..eqjijer.fi.l912,4 
Syracuse  R  T.  Ry.  Co.,  Ist  m.,  g.,1946,5', 
Tm.  RR.  Assn.,  St  L.  1st  cs.  m.g.1944.5^ 
Toledo  El.StRy.,lst  m..c.,  1913,  5%. . . 
T.  ft  0.  C.  Rv.  Co.  (St  lUiy's  DIv.),  1st 

m.,  g.,  1951. 4% 

Tienton  St  Ry.  Go.,  cs.  m.,  1988, 5%. . . 

United  Rys..  g..  tr.  etis.,  1918,  4% 

United  Tc.  Co.  of  Pitts.,  gn.  m.,8.1997,5% 
Wabash  RR  Oo.  (Omaha  DIv.),  1st  m., 

g..  1941,  34% 

Wash.  Tm.  Co..  1st  m..  1945, 34% 

West  N.  Y.  ft  P.  RR,  i  m.,  193t,  5%. . . . 
Wheeling  Ry.  Co.,  1st  m.,  g.,  1922,  6%  . 
W.  ft  L.  £.  R.R  Co.,  1st  b.  g.  oar  tr.  obIL 

gation,  ser.  A,  1910,  44% 

W.  ft  Lw  E.  RR  Co.,  1st  cs.  m.,  ff.1949^% 
Wheeling  Tc.  Co.     ob.  m.,  g.,  1931, 5% . . 
WU.  ft  Chester  Tc.  Co.,  ooL  tr.,  g.,1918i5% 
W.  ft  E.  Pitts.  St  Ry.  Gb.,  1st  m.,  1929.5% 
Chi.  Edison  Go..  1st  m.,  g.,  1926, 5%. . . . 
ChL  Sub.  Wat  ft  Lt  Co.,  1st  m.,  glM9,6% 
Decatur  G.  ft  El.  Co..  1  m.,  g.,  1939. 5r 
Edison  El.  Lt  Co.,  stk.  tr.  etfe.,  1945, 5^ 
Harris'bff  L.,  H.  ft  P.  Co.,  1st  m4E.19245^ 
liaelede  0.  Lt  Co.,  r.  ft  eztaJn4E.1934,6^ 
Lehigh  VaL  Goal  Ck).,  1  m..  g.,  1933,  5< 
Passaic  Steel  Co..  1st  m..  1963.  5%. . , 
SUte  of  Ga.,  1911-1915.44% 


SUte  of  Ga.,  1911-1915.  44% 

AUantle  Cy.,  N.  J.,  ty.  wat  wfa.  1935,5% 
Cy.  of  Birmingham,  Ala.,  ey.  pub.  imp., 

g.,191ir6% 

Cy.  oi  Birmingham,  Ala.,  ey.  pub.  imp., 

g..l9ll,6%r^ 

C^.  of  Birm'ham,  A.,  p.  imp.,  g.,  1933, 6% 
C^.  of  Birm'ham,  A.,  saa.  r.,  1930, 5%. . 

C^.  of  Butte.,  Mont,  f.,  1935. 44% 

Cy.  of  Dallas.  Tex.,  wat.  1947. 4% 

C^.  of  Duluth,  wat  ft  It.  1926, 5% 

Cy.  of  Houston,  Tex.  St  Paving,  1938^5% 
Cy.  of  Ithaca,  N.  Y..  wat  Ser.  D.,1927,5% 

Cy.  of  Mobile,  Ala.,  r..  1937,  44% 

Cy.  of  N.  Y.,  c.  1957,  44% 

Cy.  of  Petersburg.  Va.,  1929, 5% 

^.of  Pbrtland,Ore.New  C.H.,g.j933. 5% 

C^.  of  Richmond,  ctfs.,  1930, 4% 

Cy.  of  Richmond,  ctfs.,  1924,  6% 

Cy.  of  Richmond,  ctfs.,  1929,  4% 

Cy.  of  Richmond,  ctfs..  1910.  6% 

Cy.  of  Richmond,  ctfs..  1912,  6%. 
C^.  of  Taooma,  wat  ft  It,  1913,  5j 
Port  of  Pbrtland,  Ore.,  g.,  1922.  6°j 
r nship  of  Mao..  Go.  of  FBSsalc,N.J.,  wat, 

1931-35,5% 

A.,  T.  ft  Santa  Fe  RR.Co.,1  m.g.,1928  4% 
Alabama  Great  S.  RR  Co..  1  m.,  1927. 

5% 

Baltimore  El.  Co.  1  con.  m..  1947. 5% . . . 
Baltimore  ft  Ohio  RR  Co..  (a  W.  Div.) 

1  m.  g.,  1925.  34% 

Bangor  ft  Aroostook  RR  Co.,  Car  Trust 

Series  D..  1916, 5% 

Bangor  ft  Aroostook  RR  Co..  Car  Trust 

Series  D.,  1917.  5% 

Belt  RR  ft  stk.  yds.,  1  m.,  1911,  6%. . 
Boston  ft  W.  St  Ry.  Co.,  1st  m.gl93344% 
B'klyn  Union  El.  R.RGo.,1  ra.g.1950.5% 
Buffalo  and  Susquehanna  Ry.  Co.,  Cu 

Tr..  1915.5% 

Buffalo  and  Susquehanna  Ry.  Co..  Car 

Tr.,  1916,  5% 

Camden  ft  Atlantic  R  R  reg..  1911,  5% 


Par 

Value. 


Market 
Vftlue. 


$35,000   136,050 
30.000    30.900 


25.000 
35.000 
50.000 

5.000 
35.000 
50.000 

35.000 
60.000 
35,000 
34.000 
75.000 
50,000 

50.000 
30.000 
30.000 
50,000 

35,000 
50,000 
20,000 
20,000 

25,000 
85,000 
50,000 
50,000 
60,000 
60.000 
35.000 
30,000 
13,000 
35,000 
35,000 
35.000 
50.000 
30.000 
5,000 
36.000 

3.000 

14,600 
30.000 
30.000 
36,000 
10.000 
100.000 
25,000 
25,000 
60,000 
35.000 
60,000 
16,000 
11,900 

3.700 
60.000 

3,400 

300 

60,000 

89,000 

35.000 
50.000 

35.000 
35.000 

50,000 

saooo 

20.000 
60.000 
50.000 
60,000 

5,000 

15,000 
30.000 


22.750 
24.750 
50.000 

4,200 
25.000 
58.500 

23.750 
50.500 
24.500 
35.380 
87.000 
49.000 

46,500 
20.200 
26.100 
53.500 

19.250 
46,000 
23.400 
20,800 

25,000 
21,750 
47.0C0 
46.500 
52,000 
50.000 
23.500 
20.000 
13,910 
32,500 
35,250 
27,250 

7.500 
20,200 

5,250 
27.500 

2.040 

14.790 
22.600 
34.060 
25,250 

9,300 
109.000 
27.500 
25.500 
50.500 
27,750 
55.000 
16.200 
12,019 

3.737 
60;500 

3.434 

315 

61,800 

42,120 

27,750 
48.500 

26.500 
25.000 

45,000 

aaooQ 

20.004 
51.00C 
48,504 
613X 

4.90( 

14.5M 
S0,00( 
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FIRE  ASSOCIATTON  OF  PHILADELPHIA.  Philaddphia,  V2L.--<:<mtinued. 


6<uai  UD  Stocxb  Owhb».— Cmf. 
BcwDB.— Conf. 

Ge3tofGi.B7.0ik»IUlM5k5% 

C  of  Qa.  JtfJQu.  (ChaLDiyOparchaae 

BBB^,  B..^  1951.  4% 

a  Fmi.  By.  Gb.  o(  ntti^  hit  in..l934, 6% 


C  R.  L  4  Pie.  R.  R.  GiK«ii.m^lOS8.4% 

Ustted  a  4  £L  Gb.  of  N.  J..  1  iD..g..l92i 

5% 

CE4D.R.B.0D..RS.  go.  ni.Kl942^% 
a.aftLR.R.Go..lsim..&,  1941.5% 
Oct.  EL  By.  Oou,  bl  DL,  g.,  1013,  5%. . 
C  L  *  W.  R.R.  Ox,  1  m..  a.  S..1933, 5% 
OjIq.  apiiBa  EL  Co..  Ist  m.  g..  1920, 5% 
Om.  Hj.  Je  Ufc  Ool,  r.  m..  ^.,  1951, 4f  % 
QaTik  ud  Uzbana  aad  Champucn 

R.ll0^,fr,1923.5%.. 
D»tvB7.¥UGa,l* 
5% 


eom.  nu,  IMS, 


D.ILR.  A  UkeO.  Ky^  1st  m.,  1920,5% 
D.  k  N'.  W.  Ry..  1  m^  gr.  g..  1921.  4J% 
EaitSlieTaetkn  Cb.,  1  nu.  g.,  1929, 5%. 
Qs»  W^  L  A  R.  R.  Co..  p.  m.  m., 

eoU  bood«.  1949.  5  % 

E.a&Na  a.  R.  Gbu,  iBt  m..  1914,  5% 

E«  R.R.  Co.,  g.l*b.,  1996. 4% 

E  ^  T.  E  ItR  Co.,  1st  go.  m.,  1942,  ^ 
L-ie R.IL  Co.,  eq.  tr..  ter.  IL,  1916.  5%. 
FtkaeatPukTniia.Oo.,1  m.^l912;5% 

rinttTe.Oo.,lj(tm..  1935,^ 

33dra  Cb.*!..  *.,  1911. 6% 

Bka  IVak  HydnKEL  Oo.,  lit  m.a.f., 

TicG«TEa.  Gd..'  i'm.,'g!,'i949, 5%! .' 

lain  Leigueof  Fhilwldpfaa,  1  m.  i^  t.  g. 

1^  1K9  4  4% 

Csii  G.  A  a  C6!«i  N  j'..i  m4.,192ai« ' 
WestR  a  A MTfl^  Go,  g..  d.  e&,1913,5^ 
•  Ooter  Ltg.  Got.  Irt  m.,  g..  1950. 5^ 

Stocks. 

9MtaotH!nR.R.Cb 

E.5iuay.Cb 

h.R.R 

SB^Geiaaafa  *  NorMTii  R.  R.  Go. 

is^atiXaLBk 

D^.*iaLBt 

5s.  A4i.  Bweaa. 


■^^ithen  AdLBvcan... 
^i^de^)UsB<»ne.eom. 

^^^idd|ibUBoiine,p.... 
tideraiitK^advsn  Cb. . 


Pw 

Hwket 

Value. 

Value. 

$50,000 

•58,000 

50,000 

44,500 

25.000 

29,000 

60,000 

49.000 

81,000 

83.430 

50,000 

43.000 

25.000 

24.750 

50.000 

45,500 

2,500 

2,450 

20.000 

21.400 

25.000 

27.000 

60.000 

58.200 

50.000 

66.500 

50.000 

48.000 

50.000 

51.500 

25,000 

23,500 

50.000 

50,000 

50.000 

50.000 

30.000 

28,500 

5aooo 

52.000 

25.000 

25,250 

36,000 

86,360 

50.000 

88.500 

60,000 

51.000 

25.000 

25,250 

50.000 

42JM)0 

50,000 

53.500 

25.000 

25,000 

25,000 

17.500 

40.000 

42,000 

50,000 

50.000 

2.500 

2,400 

24.000 

23.520 

20.000 

20.600 

3,500 

4,200 

30,600 

•  •  •  •  • 

62.500 

85.625 

16,550 

49.650 

21.700 

83,635 

15,000 

38.250 

100 

100 

100 

100 

1.000 

100 

375 

127 

500 

625 

TMabONHikTalae.  $4,830,613) $4,787,225   $4,852,118 


MISCELLANB0U3:  This  company.  toKether  with  the  loaur- 
aooe  Company  of  North  America,  guaranteee  the  polidee  of  the 
Philadelphia  UnderwriterB.  Capital  increased  In  1906  from 
$500,000  to  $750,000.  and  $1,250,000  teallxed  on  sale  of  new  stock 
toued.  Conflagration  losses:  Baltimore,  1904.  $389,000;  San 
Frandsoo.  1906.  $1^.930.  net.  Values  of  special  deposits:  V*., 
$37,500;  Ga..  $10,050:  N.  H..  $21,000. 

DIRECTORS:  Elihu  C.  Inrin.  Theo.  H.  Conderman.  James 
Bvtterworth.  John  McKinney.  William  L.  Boswell.  Joseph  Nevil. 
Jr..  David  C.  Nimlet,  Robert  Whitaker.  Charles  B.  AdamsoD. 
William  T.  Tilden,  H.  T.  Pbtts,  R  Campion.  Dimner  Beeber. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  W.  Robert- 
son, manager.  Chieago.  IIL;  E.  L.  Colbum.  assistant  manager, 
Western  and  Pacific  Coast  department,  Chieago,  III.;  Fred  H. 
Burke.  State  agent;  Frank  J.  HoCabe.  Chas.  V.  Wilson.  Ghiouo. 
111.;  and  W.  H.  Mesenkop.  Princeton.  111.,  speeial  agents  for  u.; 
L.  D.  Griffin,  State  agent,  Dee  Moines,  la.,  for  la.,  and  Mo.: 
W.  J.  Haggerty.  State  agent.  Minneapolis.  Mmn.  for  Minn,  and 
N.  D;  A.  P.  Powrie.  State  agent,  Detroit,  Mich.,  for  kieh.;  Percy 
B.  Churchill.  State  agent  .Denver.  Colo.,  for  Colo..  Mont.  Wyo.  and 
Utah;  F.  J.  Alex.  Maver,  State  agent,  Portland.  Ore.,  and  W.  N. 
Boots,  special  agent.  Monmouth,  Ore.,  for  Ore..  Wssh.  and  Ida.; 
E.  W.  De  Crof,  State  agent.  Omaha,  Neb.,  for  Kan.,  Neb.  and  S.  P.; 
Frank  M.  Avery,  San  Francisco.  Cal..  manager  Pacific  Coast  de- 
partment; W.  E.  Chapin,  Atlanta.  Ga..  manager.  R.  A.  Palmer,  as- 
sistant manager,  Southern  department,  including  Va.,  N.  C,  S.  C. 
Ga.,  Ala.,  Miss.,  Fla.,  Ky..  Term,  and  New  Orleans.  Special  agents. 
W.  W.  Graves,  Montgomery.  Ala..  Ala.  and  Upper  Min.;  Frank  B. 
Qarke.Vicksburg.MisB..  Lower  Mis8.and  Orleans  Parish  only  in  La.; 
Marlon  Knowles,  Atlanta,  Ga..  Fla.  and  S.  C;  R  BTBarnett, 
Atlanta.  Ga.,  Ga.;  G.  M.  Benjamin.  LoulsviUe,  Ky„  Ky.  and 
Tenn.;  B.  A.  Hamlin.  Danville,  Va..  N.  C.  and  Va.;  Home  office 
jurifldlctk)n:  John  B.  Morton,  second  vice-president,  for  the  general 
departments,  and  for  0.  and  Ind.;  speeialagentB,  J.  A.  Weinland, 
OolumbuB.  0.,  for  0.;  8.  E.  Fnber.  Indianapolis,  Ind.,  for  Ind.; 
Tresevant  k  Cochran,  Dallas,  Tex.,  general  agents  for  Tex.,  La., 
Ark.,  Okla.  and  N.  M.  Special  agents:  J.  L.  Prioe.  J.  G.  Smith 
S.  T.  Maxwell,  W.  K.  Withers,  Sam  Bucklew,  Dallas.  Tex.;  h! 
0.  Hill,  Waco,  Tex.;  H.  L.  Houseman,  Palestine,  Tex.;  A.  0. 
Blaokloek,  San  Antonio,  Tex.;  J.  B.  Hines.  Bryan.  Tex.;  R.  L. 
Pollard.  Austin.  Tex.;  F.  C.  Hatfield.  Little  Rock.  Ark.;  T.  W. 
Bum^  Fort  Smith.  Ark.;  E.  E.  Wright.  New  Orleans.  La.;  J.  K. 
Shepherd.  Shreveport.  La.;  S.  R  Bruce  and  S.  M.  Powell,  Okla- 
homa City,  Okla.;  T.  H.  Lindsley.  general  agent  for  New  England 
and  New  York  department  Special  agents:  Wm.  H.  HeUyar. 
Boston,  Mass.;  Chas.  E.  North,  Boston.  Mass.;  G.  E.  Congdon,  Jack- 
sonville, N.Y.;  A.  T.  Lovett  Albany,  N.  Y.;  J.Woods  Brown, 
seneral  agent  for  Middle  department  and  W.  Va.;  special  agents. 
Lloyd  Bailey,  Philadelphia,  Pa.:  T.  J.  Trout,  Altoona,  Pa.;  John  E. 
Thomson,  Philadelphia,  Pa.-  Wm.  Y.  Young.  Wheeling,  W.  Va. 
The  company  does  business  throughout  the  entire  United  States 
(except  Alas.). 


FIREMANS  FUND  INSURANCE  COMPANY,  San  Francisco,  Cal.  §   1[ 

^"^eakat.  Williain  J.  Duttua:  Vice-Presxient,  Bemazd  Faymonville;  Second  Vice-President  and  Marine  Secretary,  T.  B.  Levison; 
SeattUT,  Louis  Wrinmann;  Assistant  Secretary,  H.  P.  Blanchard;  Treasurer,  Thos.  M.  Gardiner.    Organized,  1863. 


V, 


uti    Asseu 


$7,4n.402 
6,452,212 
$.938,099 

ajno,574 

7;»4,436 


Unearned 
PremiuiDs 


$3,180,066 
2,941.902 
2,870,787 


2,981.730 


Net 

Surplus 


12,014,857 

1,209,689 

806,922 

612,781 

2,690,028 


Net 
Premiums 


n4.646,112 

4,217,267 

05,756,266 

1,359,322 

3,921,480 


Total 
Income 


14,948,49? 
4,464,08o 
6,272,012 

t6,935,833 
4,179,786 


Paid 


*$2,207,73S 
2,368,160 
2,136,860 
6,915,704 
2,113.865 


Div- 
idends 


1155,000 
160,000 


40,000 
120.000 


Ex- 
penses 


$1,730,184 

1,536,335 

.  2,146,112 

13,120,141 

1,281,914 


Total  Ex- 
penditures 


14,092.919 
4,064,485 
4,282,972 

10,084.845 
3,515.779 


Incurred 


$2,172,278 
2,338.414 
2.119.707 
6,980,464 
2,153.512 


*  Indudcs  $1,876,360  marine  premhims  and  $697,470  marine  losses,  t  Includes  $3,404,997  premium  on  new  stock,  and 
^i54J25  assessment  on  stockhoklers.  %  Includes  $2,481,730  paki  Firemen's  Fund  Insurance  Corporation  for  reinsurance  of 
w  oataaading  riAs.    a  Includes  $2,500,000  reinsurance  premiums  received  from  Firemen's  Fund  Insurance  Corporation. 

Assets,  December  81, 1909. 

Restate  owned  (book  value) $557,442 

f  ^I'^e  loans  on  real  estate 472,130 

S^ads  ud  stocks  owned  (market  value) 4,559,618 


CaOabnlkians 

Cs^  a  office  snd  l>aiiik 

9^^*^  hahaces,  not  over  3  months  due. 

am  recarsble,  taken  for  premiums 

^Jww  accrued. 

Utt  B  hands  vi  London  correspcmdents 

Total  admitted  assets 


283.450 

565,876 

866,364 

25,853 

66.081 

84,588 


$7,431,402 


Liabilities.  December  31.  1909. 

Net  losses  unpaid  (including  $45,330  resisted). . . .  $383,020 

Unearned  premiums 3,180,066 

Earned  dividends  to  December  31,  1909 75,000 

Other  liabilities 278,450 


Total  liabilities,  except  capital  and  surplus. .  $3,916,545 

Capital  paid  up 1,500,000 

Surplus  over  all  liabilities. 2,014,S57 


Total  liabilities,  capital  and  surplu? $7,431,402 


I  Tiaancis  both  fire  aad  marine  insurance. 


%  Statements  according  to  California  standard. 
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REPORTS   OF   FIRE   INSURANCE   COMPANIES. 


FIREMANS  FUND  INSURANCE  COMPANY,  San  Francisco,  CaX.'-ConUnued. 


BISKS  AND  PREMnnCB:  Fire  Mm  in  force.  Deeember  81. 
8434,204.302;  premiuma  thereon.  $6,341,124;  marine  and  inland 
risks  in  foroe.  ^.092,184;  premiunu  thereon.  $835,600. 

BUSINESS  SINCE  ORGANIZATION:  Premtuma  received, 
$70,393^27;  ioeiea  paid,  $42,027,470;  divldenda  deelared,  eadi, 
$4,101,000. 

REAL  ESTATE  OWNED:  The  prindpal  property  is  that  at 
S.  W.  eor.  Sansome  and  Oslifomla  tts.,  San  F»noiBeo,  and  adjoin- 
big  lot  on  Gallfomia  st.,  with  2«tor7  and  iMuemont  bflek  buUd- 
Inc  Tallied  at  $560,000. 

MORTQAQE  LOANS:  These  agnegate  $472,130,  and  are 
secured  by  propvties  valued  at  $1,468,466.  The  oompany  holds 
$llrt,475  insurance  on  buildinas.  The  6  nrindpal  loaas  are  as 
follows:  $40,000  on  cor.  Waaniagton  sod  Front  sts.,  also  lot 
2,  block  79,  Fbrtland,  Ore.,  valued  at  $842,000;  $60,000  on  S.  £. 
eor.  6th  and  Bluzome  sts.,  San  Frandsoo,  valued  at  $186,000; 
$60,000  on  4,070  acras  In  Contra  Coeta  Co.,  ObI..  valued  at  $126,- 
000;  $60,000  on  property  N.  E.  eor.  IContfomery  and  Sacramento 
sts.,  San  Francisco,  valued  at  $126,000;  $102,000  on  ao.  w..  cor. 
Cal.  and  Batteiy  sts.,  San  Francisco,  valued  at  $226,000.  Ovexdue 
interest  amounted  on  December  31  last  to  $264. 

COLLATERAL  LOANS  are  aa  foUowR 


Seeurltiea. 

Olaa  Sugar  Co.,  5600  aharea 

Hllo  Ry.  00.(1260  shares 

Wataonville  Wat.  *  Lt  Co.,  2487  shares. 
So.  Pm.  Coast  Ry.  Co.,  2  ba 


No.  El.  Ry.  Oo..  1947. 

Spring  Val.  Wat  Co.,  1928. 

United  R.  R.  4b,  1927,  San  Fraadseo,  5  ba. 


F^  Coast  Borax  Co.,  260  diarea. 
Oakland  Traction  Co.,  p..  250  shares — 
United  R.  R.  4a.  1927,  San  Frandaco.  4ba. 
Newmark  Qrain  Co.,  60  shares  and  note. 

Contia  Coeta  Wat.  1916.  6% 

Am.  Nat  Bk.,  160  shares 

No.  EL  Ry..  1947,6% 

Union  Tr.  SanU  Grui,  1986 

W.,  Fac.  Ry.,  1933 

No.  El.  Ry.,  1947 

Val.  Cos.,  F.,  1930.  6% 

S.  F.  Gaa  A  El.,  19».  44% 

So.  PacR.R.,  1955.4% 

Yos.  Val.  R.R.,  1936. 5  % 


Market 

Amount 

Value. 

Loaned. 

$88,6001 
16.825 
62,17  i 

$86,000 

26,000 

1.800 

1,500 

19.426 

15,000 

28,560 

25,000 

3,700^ 

2,200 

38,600\ 
72JSI00] 

26,000 

2,960 

1,750 

7,500^ 

5,000 

9,200) 
19,500; 

20,000 

31,460 

25.000 

18,600 

10.000 

11,730 

5,000 

18.500 

13,000 

15.0751 
4.625 
9,475 
1.000] 


BONDS  AND  STOCKS  OWNED: 
BoNoa. 

U.  S.  reg;^  1925.,  4% 

Cy.  and  Co.  of  San  JnraneiBoo,  fire  protee. 

Baker  Cy.,  Ore.,  sc,  1913,  6% 

Dalles  Cy.,  Ore.,  wat,  1910,  6% 

Oal.  Nwn.  Ry.  Co..  1928, 5% 

California  st  Cable  R.R.Co.j3an  Fran. . 

Hilo  R.  R.  Co.,  1921, 6% 

Los  Angeles  Ry.  Co.,  1938, 5% 

L.  A.  Fac  R.  R.  Co.,  Ist  cs.,  1931, 5%. . 

Lw  A.  Pkc  R.  R.  Co.,  r.,  1943, 5% 

Los  Angeles  Fac,  cs.,  1946,5% 

Market  St  Cable  Ry.  Co.,  1913, 6 
Market  St  Cable  Ry.  Co..  1924, 5 
No.  Fac  Coast  R.  R.,  1912, 5%. . 
No.  Ry.  Go.  of  OaL,  1938. 5%. . . . 

Oakland  Tc  Co.,  1933. 5% 

Oakland  Tranait  Oo..  191&  6%. . . 
Oakland  Tran.  Co.,  1  cs..  1931. 5% 
Ocean  Shore  R.  R.  Co.,  1936, 5 
Omnibus  Cable  Ry.  Co.,  1918, 

Fac  El.  Co.,  1942,  5% 

Fark  dc  Cliff  House  R.  R.  Com  1913.  6%. 
Fetaluma  k  Santa  Roaa  Ry.  Co.,  1924,5% 
Freeidk)  dc  Ferries  Ry.  Co.,  1912. 5%. . . . 
a  Fran.,  Oak.  A  San  Jose  Ry.  Co.U 
San  Joae  ft  Alum  Rock  Ry^  1913,  6% 
S.  Jose  k  S.  Clara  Co.  R.R.Go..l946. 4i 
S.  Jose  A  S.  Clara  C0.R.R.  Co.,1913, 
So.  Fac  Branch  Ry.  of  Cal.,  1937.  6' 
So.  Fac  R.  R.  Co..  1st  r.,  1955,  4 
So.  Fac  Coast  R.  R.  Oo.,  1937, 4< 


Sutter  St  Ry.  Co.,  1918, 5%. . . 
Unton  Tc  Co..  Santa  Crui.Gal..l935.  5^ 
Bay  Co.'BFow.Co.jSanFranelsco,1930,5^ 

Cal.  Osnt  Gaa  k  iSL,  Co.,  1931, 5% 

Gal.  Gaa  *  El.  Cp.,  1933, 5% 

Gontra  CoaU  Wat  Co.,  1915, 5% 


Edison  El.  Co.,  1922, 5%- 

Edison  Lt  *  Fow.Oo..San  Fran.,  1921  6% 


Far 
Value. 
$150,000 

150,000 
5.000 
10,000 
33.000 
16,000 
50,000 

125.000 
34,000 

100,000 
50.000 
50.000 

160,000 
63,000 
20.000 
90,000 
30,000 
7,000 
30,000 

143,000 

95.000 

5.000 

38,000 

09.000 

165.000 
8,000 

100.000 

9.500 

16,000 

300,000 

220,000 
54.000 
25,000 
25,000 
26.000 
75,000 
44,000 
76.000 
7,000 


26.000 


Totals. $38]J»0      $233,460 


Market 

Value 
$172,500 

171.103 
6.160 
10.000 
34.660 
16.160 
45.000 

134.687 
35.785 

101,500 
45.000 
51.625 

152,250 
63,000 
22,700 
86.500 
32,325 
7.430 
22,600 

153.367 

99.987 

5.000 

34.200 

69.000 

174,487 

8.000 

90,000 

0.500 

20.080 

189.500 

198.000 
54,000 
23.125 
25,312 
26,375 
71,260 
4i000 
76,000 
7.490 


BoRDB  AMD  Stood  Owmo.— Cml. 
BoNna.— Conf. 

Keswick  El.  Co..  1924,5% 

Loa  Angdea  Ltg.  Co.,  1924,5% 

Nev.  Co.  EL  Fbw.  Co.,  1928,  6% 

No.  CW.  Fow.  Co.,  1932, 5%, 

No.  El.  Co.,  of  CaL,  1955.5% 

Oakland  Oaa.  Lt  ft  Ht  Co.,  1916. 5%... 

Fm.  Gaa  Imp.  Go.,  1930,  4% 

F*cTl.ATlCo.,  1W7,5% 

Riadon  Iron  ft  Loco.  Wka.,  1917, 5%. . . 
Sacramento  EL,  0.  ft  Ry.  Co.,  1927,  6^ 
San  Frandaco  Diy  Dock  Co.,  1931,  5^ 
San  Frandsoo  Gas  ft  EL  Co.,  1938,  ' 
San  Bernardino  sc,  1922-27, 5%. . . . 
San  Buenaventura  imp..  1930-3, 5% . 

Los  Angdes  sc,  1913-14,  4% 

Rose  sc,  1914-20,6%. 

FowellStRy.,1912,8% 

S.  F.  ft  No.  Fac.  1919, 6% 

S.F.ftft&  Joaquin  v..  1940,5%  . 

W.  FW.  Ry..  im  5% 

Blue  Lakes  wat.  1938,  6%. 

Farm  Land  Nev.,  1919, 6% 

No.  CaL  Fbw.  Cons.,  1948, 5% 

Fkc  G.  ft  El.  1936, 5% 

So.  Tuba  Wat,  1923.0%^. 
Union  Iron  W.  D.  D..  1109. 
Siskiyou  EL  Fow.,  1928, 

Spring  Val.  Wat  Wkc.  1923.  4% 

Stan£rd  EL  Co.,  1930, 5% 

Sunset  Tl.  ft  Tg.  Co.,  1913, 6% 

Sunaet  TL  ft  Tg.  Go.,  1929. 5% 

United  EL  Gaa  ft  Fbw.  Co.,  1920. 5%. . . 

United  Gaa  ft  El.  Co.,  1932, 5% 

VaL  Countiea  Fbw.  Co..  1980. 5% 

Sfocxa. 

Amer.  Nat  Bk.  of  San  Fhkndaco 

Anglo  ft  London  Fnris  Nat  Bk.,  San 

Firancisco 

Bk.  of  Od.,  San  Fhkndsto 

Bankers  Tr.  Go.  of  Oakland 

Bk.  of  San  Frandaco 

First  Nat  Bk.  of  Loa  Angdea 

MeraantUe  Bk.  ft  Tr.  Oo 

MerohantaBk.ftTr.Co 

NatBLof  D.O.Milla  ft  Co.,  Sacrameato 

San  Frandsoo  Nat  Bk 

Security  Sav.  Bk.,  San  Frandsoo 

Seaboard  Bk.,  San  Frandsco 

Unton  Tr.  Co.  of  San  Frandaco 

Mission  Rock  Co.,  San  Frandaco 

Fac  Statea  Td.ft  Tg.  Co.,  p 

FacStatea  Td.ft  Tg.Oo.,com 

Spring  Val.WatCo.JSan  Frandaco 


.«% 


Far 

Value. 

$20,000 

10,000 

28,000 

80.000 

76.000 

106,000 

60,000 

100.000 

78,000 

8.000 
26.000 
80,000 
20,000 
14,200 
10,000 

2,800 

6,000 
10,000 
26,000 
100,000 
15.000 
10,000 
45.000 
50.000 
16.000 
43.000 
11.000 
150.000 
26,000 
11,000 
140,000 
20,000 

1000 
60.000 

5,000 

30,000 

60300 

5,000 

5,000 

1,100 

20,000 

5,000 

14,000 

68.600 

25.000 

800 

10,000 

13,120 

74,300 

50.000 

90.000 


Market 

Value. 

$20,000 
10,125 
28,000 
36,000 
67,500 

106.787 
43,750 

100,250 

00,350 

8,120 

25,600 

74.000 

21,560 

16,029 

10.000 

3.102 

6.000 

10.500 

28.437 

97.750 

16.200 

9.900 

40,950 

48,750 

17.280 

40.86(1 

11,000 

133.876 
23.125 
li;276 

145.60(] 

ao,ooQ 

3.980 
50.250 

6.50C 

43,60( 

25232fl 

5,00c 

4,50(1 

4,84C 
44.00( 

3,74C 
46.50( 
79.11( 
33.00( 
80( 
25.00( 

3.28( 
72.071 
22,50 
40,O5< 


Totala  (book  value,  $4,526,510) ....    $4.336,220   $4.560.61< 

MISCELLANEOUS:  Original  capital,  $200,000;  increased  ii 
1865  to  $500,000;  stockholden  aaaeased  $260,000  in  1871;  capita 
reduced  in  1873  to  $300,000;  faiereased  in  1880  to  $760,000;  ii 
1886  to  $1,000,000;  in  1907  to  $1,600,000;  ConBanration  \oaaa 
Ghicago.  1871,  $529,365.  Boston.  1872,  $158,000;  Va.  Cy.,  Nev. 
187M126.402;  Balto.,  1904,  $351,613;  San  Fnncisoo.  1W6,  $11, 
100,000  gross,  induding  loases  of  Home  Fire  and  Marine  and  thi 
Fac  Underwriten.  A  new  company  styled  Firemen's  Fund  In 
suranoe  Corporation  was  organised  with  $800,000  capital  ant 
$800,000  of  subscribed  surplus,  and  assumed,  Mav  22,  1906,  by 
reinsurance,  all  policies  of  old  oompany  not  involved  in  loss  claims 
On  November  7. 1906,  an  assessment  of  $300  per  share  was  levied 
and  $3,404,997  premium  on  new  stock  was  received.  On  Mard 
1, 1907,  the  old  Fireman's  Fund  resumed  control  with  a  capital  o 
$1,600,000  which  was  reduced  in  1909  to  $1,500,000.  and  receive* 
licenses  from  all  the  States  and  Territories  in  which  it  former]; 
transacted  business.  Values  of  special  deposits:  Va..  $45,950 
Ga..  $11,487;  N.  M..  $20,000. 

DIRECTORS:  Wm.  J.  Dutton,  J.  C  Ooleman.  John  Benning 
ham,  Chac  R.  Blahop,  Bernard  Faymonvllle,  W.  H.  Brown,  Arthu 
A.  Smith.  J.  B.  Levlaon.  Geo.  A.  Newhall.  Ghariea  Page,  Henr: 
Roaenfdd. 

FIELD  MEN  AND  TERRITORY  COVERED:  Eastern  de 
partment  A.  K.  Simpson,  Boston,  Mass.,  manager;  J.  W.  Littl< 
assistant  manaser;  C.  E.  Dosser.  State  agent  and  L.  Leste 
Webster,  special  agent  for  N.  Y.;  A.  M.  Wood,  general  agent,  an* 
Henderson  ^llogg,  Bpccial  agent  for  New  En^and;  J.  Y.  Sheehj 
M.  J.  Mullin.  Special  agents  for  Del.,  D.  C,  Md.,  N.  J.,  Pa.  am 
W.  Va..  Central  department:  John  Manhall.  Jr.,  and  F.  H.  Mc 
Elhone,  managers,  171  La  Salle  st.  Chicago,  ill.,  special  acentB;J 
0.  Stauffer,  State  agent  «od  Paul  G.  Krueger,  special  agent  for  II 


KBPOSTS  OF  FIBS  IKSUBANCE  C01IPAN1B& 


nREMANS  FUND  INSURANCE  COMPANY,  San  Frandaco.  Ca.\.—Cimtnmtd. 


Hd  L  Ms.  W.  H.  Filb 
l«  V^  aw.  Andici 
Lou  L  Iav.  kcckI  I . 
N.  _d  S.  D.     Juw   >' 
liirIu.uilW.lL).;    U. 
IWi.:  BolHdIl«d.f|k'r.A> 
■■C  titt  8.  miBn    M. 
!<.CS.CAk..  lA,  Fl;..  I 


uJKu.:  J. 


Ku.:  J.  W.  Hun>.  (. 


.,  ud  Vi.;  E.  t.  Ouitn,  midegt 
U.  WiXa.  for  Vi,  md  N',  C; 
.ud  S.  C;  Ptul  3.  Ftlder.  for  La. 
j-UidFU,    "      ■  • 


n,  .1^«'  wX«.. 


er:  Rabect  D 
Ira  .0  Frtneb.  I 
Wath.,  E.  al 


Idiho;  Ju.  R.  Quick,  hr  On.  ud  WhIl,  &.  of  CtmOm  ud 
Idftbo:  W.  U,  biota,  muirar:  A.  E.  Webber,  maeal  ifeot, 
HtoiDDbik  ikputoKnt.  W.  D.  wttaUni  tad  CJurier  L  Bwit,  [oc 
So.  Cal.  ud  An.:  F.  B.  WlulL  (iBcnl  inat  lor  Rd^  kta., 
da.:  W.  P.  Ooffgy,  meiil  a(ut  (or  N-  iT  asd  Colo.;  H.  B. 
Tieknar,  neiiil  ikbI  lot  Oteh.  Hoat.  aad  Wn.:  A.  C.  Tbontoa, 
lu  Cut.  ai:  McKm  Shmard,  for  OnL  CU.  CoaK  Joha  J. 
HuamiBd,HortbenOaLi  J.  V.  Bpu.  DaBu.  Tu,  Stall  uul. 
J.  T.  Dmaa,  it.,  aad  iwat  C  BlaptiM  uarial  xtaM  lor^n.; 
FiaakO.  Tarlor.funl  iiut  VBW  ibsaiteiBt,  Pao.  Coub 
Orwfna  Duttoo,  maaanr  gitr  dnartwoL  FonlfB  cnfal 
ifulc  Biibop  *  Co.,  HomUb.  Baa.  T.:  Oiiaa  ud  Japu 
Tndioi  Co.,  Ltd.,  Skaathal,  CUaa;  Outh  Bn*..  WoU  k  Soo, 
Uuila;  F.  Bbewu  Tonw  *  Oa.,  Bra^oaf,  Cbiaa:  Joaapli 
Badlej,  icnL  EantiMa  Hiriat  Aautj.  Ltodoa. 


FIREMENS  INSURANCE  COMPANY,  Newirk,  N.  T. 

Pfwkm.  D.  H.  DoDhaml  Vla-Prwlcnl.  Ourio  Colicr  S«nt«T.  A.  H.  HuriDfer.    Orfulad,  ISU. 

Tiu 

"-     |g=fi 

&uph« 

pi™ 

ToBl 

■sr 

DlT- 

idendi 

E.. 

sa^ 

■SS, 

is 

St 

'8 

i.i4g.aTi 

•Kffi 

JIM.4M 

■SSi 

ass 

11 

'S;!88 

''w:m 

OtMl 

Elai£u(! 


oned  (book  Taliu). ISII.ZU 

.,.  .MH  on  real  eUnle J.481.S2S 

ud  nodi  omed  (maiksl  Tilna). 3,621,818 


JMM 

pt  caiilUl  and  raniliu..  tl,>7S,SM 

Totel  liabaiUea,  capital  u 


Total  ._ 
Capital  paid 
Suipli 


aiSKS  AKD  PIUainniBi  Fn  nki  n  torn.  DMaber  31, 
Knxnjm:  ^nmiami  VunoD,  13,338.112. 

BtSINEaa  8INCB  ORamZATION:  PnminDii  neeind. 
nunm:   loaM  n^,  M^1T3,13>;   dirideodi  deeland.  ad^ 

tiuajnh  atu^s^ooo. 

REAL  BSTATE  OWNED:  CompriKa  the  eoaipaay'i  hone 
<da  baldaK.  in  eoone  ct  oDBrinHtkn  at  TSiTSraad  it., 
Xemk.  (aninl  at  aetnal  cnt 

HORTQAGB  LOANS:  Itea  in  M  loaai,  annotlai 
e«L31^ aUiA an eeinnd br pnpirtte HttaaatKl  Mba iraRh 
SJlUtl  and  th«  «0(uaa]i  kalib  aj)aO,lU  o(  tanraaoe  00  Uie 
■arlpced  baOdla^  Iba  an  U  loau  bgiet  tku  tlO.OOO.  aad 
•■lroaaMlHata*nO.OOO.  TbaloauanntinlrgpoaiinHiirtlea 
baUit  la  Mewaifc  aod  Ita  nbvrba.  olth  nlaUnljlnr  la  aeartiT 

BOin»  AND  STOCKS  OWNED:  Pu  Xaiket 

Bo™.  ?Joe.  Viloe. 

0,000        tl  1,000 


iSofOfuec ...... — 

Si*  o(  (3»_  IBlfi.  «% 

Cy,  o(  EUnbMh,  S.  I.,  1022,  *% 

CaL  R.  B.  irf  I..  J_  liST.  B% 

i>Tt,Oj..WSS.6% 

i^LniviLiTio.  Rj.Co.VlMi.'S?^.'. 
Knn  *  Embk  l*t  ca.  (T..  1015,  7% . . . . 

^mit  Fh.  &!.  Co..  1930.  S% 

.•i.J.*H.T.E.RCo,lBIO,ife 

X.  T.  Sk  A  V.  R.  R.  Co.,  ll»7.  S%. . 
-'<'-TJtGna<n»dUkaR.R.C(>.,IMji% 
K  T.  J.KA  W&JLDock  A  l.Co.  1813,6% 

^aafanQkRj.Oii.,  in8.S% 

Ko.  HadoB  Co.  Rj.  Co..  1014,  6% 

fo  Hadn  Ql  Ri.  On.,  DXts.,  ie4,j% 

Ti«loo  P»»  Ry.  dm  1031,  8% 

!».  DMfc  A  lap.  Co.,  1031.  j% 

Attaukb.  Wat.  Co..  1011,8% 

(fmonJ  HL,  U.  A  Pn>.  Ok,  193B,  8% 

TT,ih  I    lfl»    n.     lava    j^  ^ 


it.  Qui 


a.  4^... 


Bidn  Co.  Ou  CO.  UM>,  S% 40,000 

Kewk  Qaa  Gaa  Cd.,  IMS.  il% lOOMO 

^«™kOaiQ«,l«KB% 80,000 

Pii«e  Wu.  Co..  l«S7,  S% 20.0(0 

rmn  Ou  O.  A  Wat.  Cd.,  IMO.  8%. .  lOWl 

C>Uida.Cb.<<IN.J.,  1MB.  4%..  100,000 

Cu.  Ko.  Rj.  Wto.  Thul.  1839.  4)7,.  lAOOO 


i.  R.  Od.,  1.380  iliani 


No.  R.  E.  a(  N.  J,  73  ihan 

h.  R.  R.  Co.,  800  ihano 

R^  Tnoilt  Rir.  Co.,  ISO  ahvii 

Doited  N.  J.  R.  a.  *  Ouil  Co..380  ihn. 


wk'Co^u  Ca.  400  d^.'.'. 
'n  Co..  1  ihate... 


VJue. 

Vdoe. 

»ta,ODa 

130.400 

'^^, 

«•!«• 

W.  Adi.  i  lupeoUi 
MIL  Bdi.  Ahl.  IW 
ABi.Ter4Tel..  84 


tl,S9«.TSa   t3.S24.SI8 


Ondn.  9»Jy.>.  V.,  10  iharea.' '.'.'.'.'.'.'. 

Totali  (booli  nlue  tl.IM.TSO) . . . 

MISCELLANEOUS:  Capllil  IgeruHd  In  1880  from  1400.000 
to  tSaCDOO;  In  1888.  to  iflOO.OOO:  in  1898  to  (1.000,000.  lo 
Anrtl.  lOOS,  It  took  oni  the  outetudlng  rliki  of  the  Amerleu 

DlREXn\)RS:  Edwud  H.  WtlilK,  Edfu  E.  Bond,  J.  Wud 
WoodniB.  Dulel  H.  Dunhun,  (Sariea  Coij^r,  Fred'li  Frellii(- 
1iii7«i,  Milthlu  Plum,  Edni  B.  Ward,  Oea.  A.  HubbeU,  Wilbur 
Doremui.  E.  Lulber  Joy,  (fior  B.  Kookiidfe,  FhlUp  N.  JackKO, 
Edward  T.  Ward.  Ja*.  P.  Dumbenr.  Chu.  Holihaoer.  Ferer 
Jaokxn,  John  C  Elrtiud,  Suiwl  W.  Bsldwto,  Edinnl  KanouK 
Thomu  W.  Damoa,  O«ot«e  R.  Qraj.  WHUam  B.  Elnaey.  WlUlaia 
A.  /ube,  Edtar  Feror  Ward. 

FIELD  MEN  AND  TERRITORY  COVERED:  Ned  Buiett. 
CkieigD,  HI.,  general  lacnt  for  Ark..  Colo.,  Ky.,  Mo.,  Ohio..  Ut&b. 
III.,  la,  Mict.,  Mont..  Okla..  Wi>.,  Ind.,  Km..  Minu.,  Neb.,  Tcnn.: 
Ciaveni  A  Can.  Unintoo,  Tei.,  geneni  agenU  for  Ter  and  La.; 
C.  H,  Wed,  Sas  Frueian.  Cal..  lor  CiL.  Ore.,  Utah  aod  Wash. 
The  eompauy  oiwntei  b  all  the  SUM  aad  Temtoria  o(  the 
Ooiled  Stala,  uoept  Alu..  Aiii.,  Del.,  Ha»„  Ida..  Kia.,  Ncv. 
N.  M.,  N.  D..  S.  D.  and  Va. 
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REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


FIREMENS  INSURANCE  COMPANY,  Washington,  D.  C. 

President,  E.  G.  Davis;  Secretary,  W.  M.  Hoffman.    Otgfouatd,  1887. 


Yeak 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Dtv- 

Ex- 

Total Ex- 

Losses 

Surplus 

Income 

Paid 

fdcnds 

penses 

penditures 

Incuned 

1909 

$300,996 

$34,964 

$61,032 

$27,812 

$43,896 

$4,326 

$12,000 

$17,766 

$34,090 

$4,826 

1908 

287.680 

86.668 

62.017 

28,696 

42,997 

8.731 

12,000 

17.663 

38.384i          8,873 

1907 

288.607 

36,696 

46.911 

29,960 

41.408 

6,774 

12.000 

17,198 

34.967!          6,774 

1900 

287,686 

88.747 

38,889 

32,661 

44,710 

4.273 

14,000 

19.449 

37,7221 

4,273 

1906 

270.284 

87.880 

32.404 

84,047 

47.937 

7.064 

16,000 

20.924 

43,97^ 

7,054 

Assets,  Decxmbex  81,  1909. 
Real  estate  owned 


Morteage  loans  on  real  estate. 
Bonds 


and  itodks  owned  (market  value). 

Collateral  loans 

Cash  in  office  and  bank 

Interest  and  rents  accrued 

Other  assets 


$76,000 
209,436 
6,687 
3,600 
3,766 
3,370 
328 


Total  admitted  assets $300,996 


LlABUJTIES,  DlCEMBBK  81,  1909. 

Unearned  premiums 

Borrowed  money 


Total  liabilities,  except  capital  and  surplus . 


$34,964 
5,000 


Capital  paid  up 

Surplus  over  all  liabilities. . 


$39,964 

200.000 

61,032 


Total  liabilities,  capital  and  surplus. $300,906 


REAL  ESTATE  OWNED:  Oomprises  home  office  buildinc 
Rents  reeelved  last  year,  $3,742;  taxes  and  expenses.  $1,838. 

MORTGAQE  LOANS:  Theie  are  kwas  sfEKreg^ting  $209,436 
protoeted  by  improved  real  estate  in  the  District  of  Columbia, 
valued  at  $491,735.  Then  was  $1,000  mterest  past  due  on 
Deeember  31,  last  Company  holds  $161,100  of  msuranee  on 
tiw  buildinBi. 


DIRECTORS:  Eldred  Q.  Davis,  F.  C.  Amsworth,  Geo.  W. 
MosB,  Edward  Derrick,  M.  J.  Adler,  R  A.  Casileor,  John  QuinD, 
Edwin  D.  Jones,  Samuel  S.  Luts,  Allen  E.  Walker,  Roger  T. 
Mitehell.  L  W.  Qroomes,  Geo.  C.  Gertman. 


FIREMENS  FIRE  INSURANCE  COMPANY,  Raleigh,  N.  C. 

President,  J.  D.  McNeOl;  Secretary,  £.  L.  Clark. 


This  eompany  perfeeted  organisation  in  May,  1910,  and  expected 
to  start  bttsinesB  in  the  near  future.  The  direeton  are  J.  D. 
MeNeill,  Fsyetteville;   E.  L.  daik,  Greensboro;  Joe  F.  Taylor, 


Waihincton;  T.  V.  Mosley.  Kmston:  C.  A.  Moeer.  Hiekoiy: 
James  A.  Tanner,  Louisburg;  R.  C.  Tkyk>r,  Wmstoa  and  S.  Q. 
Bernard,  Asheville. 


FIREMEN  AND  MECHANICS  INSURANCE  COMPANY,  Madison,  Ind. 

President,  N.  Horuff;  Secretary,  W.  O.  McLelland.    Organized,  1860. 


Year 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Dlv 

Ex- 

Total Ex- 

Losses 

Premiums 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

$147,226 

$16,184 

$26,687 

$42,431 

$60,903 

$26,271 

$8,000 

$13,408 

$46,674 

$2S,01< 

1908 

142.846 

18,786 

26,636 

40,789 

48,886 

19,746 

7,000 

11,276 

88,022 

2I.32{ 

1907 

133,973 

11,071 

21,060 

84,802 

41,764 

23,794 

.7,000 

10.621 

41,416 

19,32^ 

1906 

138,006 

11,976 

16,669 

88,220 

48,410 

26,274 

7,000 

11.133 

43,407 

29.74^ 

1906 

132,767 

11,893 

19,087 

88,819 

89.218 

17.660 

7,000 

9,644 

84,194 

17,66( 

ASSETS,  DECEMBER  31,  1900:  Real  estate  owned,  $7,000; 
mortgage  loans,  $44,242;  bonds  and  stocks  owned  (market 
value),  $71,204:  ooUateial  loans,  $3,760;  eash  in  office  and  bank, 
$0,316;  BmaW  balanoes.  $4,629;  accounts  receivable,  $8,034; 
total.  $147,226.  liabUities:  Unpaid  losses,  $2,742;  unearned 
premium%  $27,184;  capital  paid  up^  $100,00a 


MISCELLANEOUS:  This  oompanv  transacts  a  surplus  Un 
business  outside  of  Indiana  throu^  Rehm  k  Olln,  Indianapolis 
Ind.  Conflacratk>n  loises:  Baltimore,  1904,  $9,600;  San  Fran 
Cisco.  19067%^. 

DIRECTORS:  W.  W.  Burke,  W.  0.  Ford,  John  T.  SchofieU 
C.  R.  McLelland,  N.  Horuif,  H.  S.  Moffett,  Davkl  Johnson. 


FLORIDA  HOME  INSURANCE  COMPANY,  Macon,  Ga. 

President,  John  H.  Carter;  Secretary  and  Treasurer,  H.  P.  Mulkey.    Organized,  1906.    Capital,  $184,600. 


Year 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Premnflns 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incnrxed 

1909^ 

908f 

1907* 

$271,699 
199,121 

$78,866 
66,628 

$26,067 
16.348 

$167,766 
112.474 

$208,661 
tl27.831 

$93,444 
16,891 

$7,200 

$66,866 
48,431 

$166,499 
04,822 

$101,66 
24,13 

*  Capital,  $120,000.     f  Capital,  $134,600,     X  Includes  $10,600  paid  in  by  stockholders.    1  Statement  for  1909  had  no 
been  reoeived  when  this  page  went  to  press. 


REAL  ESTATE  OWNED:  December  31.  190S.  Comprised 
eompany's  home  offioe  building  at  Marianna,  Fbu 

MISCELLANEOUS:  This  eompany  was  chartered  under 
the  laws  of  Florida,  January  2,  1007,  and  commenced  businesi 
February  1  with  a  paid-up  capital  of  $100,000  and  a  surplus  of 
$10,000.  with  head  offices  at  Marianna,  Fla.    In  1909,  it  rein- 


sured part  of  its  outstanding  business  except  in  Florida  in  ti 
Peoples  XaUonal  of  Fhiladelpaia.  the  Western  Empire,  Rochest* 
German,  and  the  AtlanUe  National  Fire  of  Macon,  Ga^  In  1901 

DIRECTORS:  M.  L  Dekle,  Jno.  H.  Carter,  E.  N.  Dekte.  W.  H 
Milton,  Judge  B.  S.  Uddon,  Wm.  B.  FWley,  Hon.  Mofes  Quytoi 
Edward  G.  Warner,  William,  Fisher. 


REPORTS   OF   PISE   INSURANCE   COUFANIES. 


FOREST  CITY  INSURANCE  COMPANY,  Rockford,  ni. 

ProUal.  W.  F.  B«om;  S«i««r  ind  Uuupr.  A.  H.  Slamtt.    OrBimwd,  IB74. 

'i«-  !»_™ 

Sucpiu, 

Pr^iL. 

lo^ 

PiOd 

Ei- 

p^lilurc; 

.iSS 

M 1    Tit^l     irtiS 

1  ST.SIT 

1M.704 

la 

iM.aoi 

W,(XN 

M.ITS 

tlBI.IB 
k  189.67 

ifii 

ni,s6i 

1 

Uolpic  lam!  <a  real 

BlB^sdnKlKmH 

taa  «  11  ihwn  Skandii 

[mtinhK  0,300). 
Cot  a  ificE  ud  buA . 


ontd  (rajirket  Txhi«). . . 


^  proiuuiitt, , . 
■bOlda 


MSNBCS 

10,B2e 


Total  liibiUde*,  a 

Capita]  paid  up 

Surphu  <mr  all  Uibaill 


>t  oipitil  and  nrphu , . 


VZSrsUe  since  ORGAHIUTION;  Prenihoaa  iMgtnd, 
^.m-.  lOKi  paid,  tl.171.TU;  dJfUnxk  dedand.  cadi, 
EST.  I  ID:  itat.  tlfoMD. 

HOETGAGE  LOANS:  Hue  amntate  l«M.tl7^  pntattod 
Irt^rmd  far&  pRvctlj  nhied  it  mon  tliamknible  tbg  amoaut 


HISCELLANEOnH:  Canltai 
to  KOO.OOa  by  tloek  dlrldmb. 

DIRECTORa:  W.  F.  Raw 
B.  J.  Oaaej.  Wm,  T,  Brown.  A. 
SbunU,  E.  H.  Xuih. 

FIELD  MEN  AND  TERRITORY  WVEREDi  L  E.  FUrn^ 
SprlogAald..  tU.,  adjnto'.    Tba  amiijwi}  ap«rat«  In  IIL  oolji. 


FRANKLIN  FIRE  INSURANCE  COMPANY  OF  PHILADELPHIA,  Philadclphui,  Pfe. 

PraldaiL  Alfred  E.  Duncan;  Sccncaiy.  E.  T.  Ctowb,     Oisanlicd,  1830. 


n  papelnal  poll 
,  and  1300,000  b 


iai  aait  imi«I  (book  raliM^  tlU.SW) tISO.OOO 

urer  loam  CO  real  dtaK 41,U£ 

^udHn±i(mial(maftcITaliie). 2,47T^MS 


Vsdund  afilUi. 
Luinmis,  Dnanoxi  11,  IWM. 

Net  lean  unpaid  (induding  13.190  laaM} 

Uneanud  prnniuDU  (ciccpt  ptrpetuali) 

AtnODBE  rccTaimablr  on  poptnul  policKt.- 

Othtr  llabililia 

Total  liabUltia.  eiccpt  tapllal  and  nrphu.. 

Capita]  paid  up 

Surplus  ovtr  all  liabmiiM. 

Total  liabiliUfa.  capital  and  wnJui. 


•BraAKD  FREUUHS:  .. 
grti.  DmdH  31.  )l«M41,TTe 
SiS'tai  in  li^M.  mSKM 

i 

Uum. 

UAL  EgTATE  OWHEIk  IIm  sort  Inportaat  ibi^  pand 
l''^  ■*  vntd  b  Ike  maiinT'i  boma  oOa  bolUlx  M  Ul 
^us  *.  Ha  book  vrio*  cTAa  b  IBMtS.  and  wUdi  k 
■fi>d  It  tUUOO.  lU  «aa  aandnd  In  1871.  TIm  oOwt  tO 
^W^MtlatAm]  ilaae  dvdilnff  to  FhBMMpbb,  moatsf 
*«  n  cnM  biiair  Ibtk  boiA  lalwa.  Tbe  sampaiij  doea  BOt 
^  BT  •Doaaaia  aa  nt  b*  Iti  owa  Me<nH«  of  Ita  bmi* 
™tS^  taB  and  npnas  Ucnon  amotmt  to  Inm  tLTOO 
J^jnWnrh.  OntMi*  Ibm  tarn  and  qpniH,  the  a- 
^m™  to  BM  nmafaibnE  pnii»(lei  la  lbs  bit  Hum  nan 
■n  innntad  lUH.  aad  tba  laaou  tbenfnni  tUa. 
JWCAQE  lOAI^    Tbtn  an  S  bani.  all  lor  rclatlniT 

"■ ■■    ■        ■  ■   ■  TluT  an  aU  upoa 

tlOTMO.  Hd  biit 


"25  Cr,  IK  at.  «.  E,  IBJl  J% 

"Jar  Ca,  Pi,  ™d  tap,  I9ai.  4i!^ 

^^^-r  c*.  h,  mad  kap,  laaa,  4% . 


Boinie  urn  Sidco  Okhbi.— CnL         Par  MaAat 

Boinia.-C<ml.  Value.  Viloa. 

BraddMl:,Pa..l.&>t.lii>p.,IBlS-lB3I4%         110,000        tlllW 


^S?;'>r'S,mi,is-- 

issrA:S#fes,ir,;;i 

loZ 

fcft.ll's.trAi.ii 

ssi;.°a"d.v&'i.f;.-. 

16,000 

14360 

C  R.  f.  4  P»e.  iii..  I.,  «.  P.  1918,  i% 

REPOK.TS  OF  FIRE  INSURANCE  COMPANIES. 


FRANKLIN  FIRE  INSURANCE  COJdPANY  OF  PHILADELPHIA,  Philsddphia,  V^.—CoiU. 
Mwk*t 

VllM. 

tl8.W0 

11.000 

46.000 


C,  R.  1. 4  P«.  &.,  W  r„  1B»4,  *%- . . 
B.  *  WHUiovcH  B.  B.  Ok,  ISai,  1% . 
biB  B.  B.  Co..  eq.  tr.,  Ht.  1, 1*10-  itit, 

BitaR.R.I>..< 


EikA 


«q.tr.»r.  N,  IBIi-lfi,  S% 
{i,.,a);r,l3».fll. 


v.  Tbm. 

HuUMdon  A  Bnud  Ti 

eiL,  IBM,  4% 

iimlltn.R.W.«Hr^K« 
UUgh  Vil.  H.  R.  eq.  tr. 
LshU^  Vd.  n.  B., 

M.Y.&4  H^RlifR.!  ar'shjiiitiil 
N.  y.  P.  4  N.  a.  R..  Ill  n,  t~ 
"  ■     -  *  N.  R.  R.  «■ 


U.OU 

HJWO 

00,000 


N.  y.,  p.  *  » 

Ncifdk  t  W. 


"iKiTsfc "."..'.  "."^r" '.'"■',. , .' 

St.  LooB.  Imn  im. «  Ba  Rj.  Co.,  Su.  I., 
l»M,a% 

ffluDoliiii,  anntnuT  i  Inriiburi  B-  R..  1 
HI    1SI2,  If 

8«iltlieni 


1(1.000 
30.000 

is.ooa 


, ™.  Tf.,  101*.  «%. . . .  S0.000 

WJoBer  A  Seuh.  R.  E.,c(.,E..l»3S,3t%  lOO.OOO 

W.J«n»*9MibonR.R..«..EUaa4%  36.000 

WSmbrioii  A  No.  B.  R.,  itk.  Ir.  t.^^%  OIUIOO 

WlLAVaMai  B.  R.  n-,  (,,  inM%,. .  10,000 


TB  RInr  JUir  Co.,  f.,  IMl, . 
EHUDu  BL  Lt-Co..  I.  Ir.  ttft  nc,  W 
Olnid  Mai  SloncB  Cb.,  i«  IHD, 
InbBbT  BattaUoo.  Steto  Fudblei, 


u.«oo 

3MU 

mm 


20.400 
tT.«0 
10,100 
ai.l50 

isjao 


IhiM  at.  Eb.  Ph.  R.W.  Oil,  iOH,  (< 
N*wwit  A  G  Be  Co.,  HL,  I.  IMt,  4M 
PliILQk.PltlL.FL,litiB.^tr.,  lH«i< 

nulnUphn  B«pU  TiHUit,  loL  Ir.,  i 

«iT,S%; 

8pukMMricu  IiCB  On.,  lit  n,  1.1 


Co.,  1(11.8%^^ 

Viduochn  Td.  Co,  1 1 

Qlnnl  Nik  Bk..  Phlk.  itoek. . . 
Totili  (buk  nlna,  ttUS, 


t2H^; 


v^;;. 

v^». 

M 

'1 

26.0W 

2S.7M 

lam 

nooc 

G«o. 


DIRECTORS:    Jii.  W.McAlltatar.  (PRddcnt  Eneriti:-.  _„ 
A.  HcrL  Ow.  Ma  Bakn,  N.D,  J^  8tll«T.  Jomih  Koon.  Ji 

SinradY.  He*»r.  Andrew  "  *^-  ■-■-—--•---   

Hoon,  P.  H.  KIrbj,  Ou.  F. 

HELD  MEN  AND  TBRRITORY  COVERED: 
muuer,  Pu.  nit  dnutmen^  8*b  Fiudw 
■on   Den  i  Bra..  Willa*-Bwn.  Tm.,    Stale 


Lax.  PUbd*(pU«,  h.,  lorn 


!.  FL.ru  Ft.:  Wn.     p. 

in..  1..  Y.  N.  J.,  Dd.,  Hd.  ud 
ii,IOTMh,N.H..Vt.,ll>»..R.  I. 

E.  NorbMkTKinDe- 


^^ .-..^-^.  -_, N.  Y.  K.  J.,  1 

,..  C;  Clinjwe  H.  W  - 

mud  Conn.:  L  C.  n 

■polki  (or  Wk  iiuf  Hkii.:' Ganld  L SoIiutIr.  DcoTH.lorOiki': 
A.  H.  L  Whbii.  GindaHti.  bt  0~  I.  W.  McSnoi,  LouanrillF. 
Ky,.  tor  Kt.  ud  IVoD.;  DuM  A.  Far  Ue,  WkUta.  Kim-,  tor 
Ku.  ud  Qkh.:  R.  G.  lltCiillDi«h,  Indiaaapolk  fM  Ind.  ud 
lU.  TlHauDBaziydoalniaiBiBiBCaL,Colo.,OoniL,Dal..D.  C. 
IdL.  IIL.  IihT.  Il,  Kuu,  Kr.,  Vs.,  kd.,  Kh,  llkfa..  Umo.. 
Mo..  Mont.  Neb.,  N.  H..  N.ZN.  Y.,  0..  oETOre..  Fa.,  R,  1^ 
Tern.,  Utah,  VI.,  Va.,  WmIl.  W.  Vit.  and  Wb. 


FRANKLIN   [FIRE] 
Pretldait.  Jum 


INSURANCE   COMPANY,   Washington,  D.  C. 

Seoetary,  Wm.  P.  Yaaog.    Orjaniad.  1818. 


Vui 

AaMa 

?=s; 

Sur^ 

Net       1      Total 

Paid 

Dir- 
Idotd. 

Ei- 
peuM 

Total  Ei- 
podlmn. 

■iss, 

ii 

IKH 

834478 

If-S 

ISO.OOO 

•Its 

11,80! 

fi4,332 

S 

3 

tUMX 

'BSi 

S,U4 

122.42; 

la 

Bonda  asd  ilocki  owned  (ntadiel  nine). . . 

Caih  in  officR  uui  bank 

Acenta'  balancn.  nol  oret  3  raoatht  due.. . 


Llwiuttks,  Dccmaii  SI.  IMS. 


Total  liabilitia.  eicept  capila]  and  Hilihu . . 

Capital  paid  up 

Ssrplot  OTS  all  liabilities. 


Tout  Uabiliiica,  catriial  and  tuiplua. laSI.Ml 


SEAL  ESTATE  OWNED:  Tlia  prladpal  Itemi 
pstlM  at  «ll  ISth  •(.,«.  W„  and  at  41»  UHh  mL. 
niOBTOAQB  LOWre    ~     ' 


tSctl 


an  all  Hnnd  b*  Waib- 
Tatned  at  om  m  dk* 
Ike  loana  raap  f  nun  tSOO  to 


DIRBCTOBS:  Jamea  L  Nonik  Ouiflei  S.  Bndlnr.  W.  Tu. 
bu  Bitih,  Beajamin  W.  Out,  Jama  P.  Ontar.  Oeorla  RtsmL  J^ 
0«>ise  Writht,  Jolm  A.  KtSir.  Tboa.  A.  Dofcr,  8«tl  K.  WtOm. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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FRANEUN  FIRE  INSURANCE  COMPANY,  Wheding.  W.  Va. 

TnMat,  J.  N.  Vance;  Vke-Praidcnts.  James  Nichols.  H.  A  Smith;  Secretary.  Alfred  PaidL    Oiytnized,  1881 

Reorganiwl.  1888. 


YlAI 

Aflotts 

Unemed 

Net 

Sorphifl 

Net 

Premiums 

Totil 
Income 

Paid 

DW- 
hUnds 

E.. 

Total  £k- 
paidituies 

iBCurrcu 

1909 

1481.475 
421.018 
488.118 
M1.728 
n.834 

8100.281 
88560 
9t027 
88,009 
87.741 

8187.878 

128,808 

90.485 

84,527 

85,851 

8180.940 

105.558 

181,150 

120.498 

75.428 

8152.418 
120.098 
140.578 
188.248 
111.811 

852,528 
70.061 
50,250 
88.557 
55,052 

841.247 
87.778 
45.004 
41.451 
29.976 

898.776 

107.857 

95,280 

80.008 

89.028 

857.207 

IKB 

87.688 

m 

50309 

1108 

insi 

'     '84*666 

48.648 
41.890 

31.1909. 

Mortgage  losss  on  zeal  estate 

Booh  aad  slocks  onrned  (mraket  value). . 

Cash  IB  office  and  bank 

Afats*  hilancrs.  not  orer  8  months  due.. 


881,000 

430.810 

6.212 

18,453 


Totd  admitted 


8481.475 


LiABiunxs,  DiCKMBxa  81. 1909. 

Net  losses  unpaid. 

Unearned  premiums 

Taxes  accrued 


813.368 

100.281 

500 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  orer  all  liabilities. 


8114.099 
200.000 
167.876 


Total  liabflidcs.  c^tal  and  wrplus. 8481.475 


BBSS  AND  PREMmilS:  FSre  raks  in  force,  December  31. 
tU3B.142:  preaumae  thenon,  8198.487. 

BISSLXESS  SINCE  OROAMIZATION:  Frenuums  received. 
12^ UBS;  k«es  paid,  81.027,220;  dindends  declared,  cash. 
tUHLflOIL 

iDiniAGE  LOANS:  Tlere  an  8  k»ns.sgKresatlnc  831.000, 
va  brick  aad  stone  dvcOfaiii  in  CSdesco,  OL,  valued  at  855.000. 
led  fan  mopei^  Id  Wsfeoowan  Qp.^  MtoL,  land  and  bafUfais, 
«Qrtk  I13JNDL  The  company  hoUs  839,000  of  Inforanee  on  the 
tnidhsa  The  kmm  are  first  Hens  and  no  interest  was  past  doe 
«  Deeeaber  81,  hat 

BOHDS  AND  ffTOCKS  OWNED:  Fkr  Market 

Bombs.  Value.         Yahie. 

Qr.oCW.Va. 88A»         88.000 

^       .Ot.So.lULCo.,eq 25.000         24.750 

idsBla  nd  Krmmsham  Qm.  Gou,  At- 

hale.  Biraiiagham  and  Atlantie  RJL 

^Ci»,leoLtr. 14.000  11,900 

CatoalVenDoatR7.Co.,eq 15.000  14.550 

CBtaIVen&antRy.Co.,eq 10.000  9,400 

GatralVenMBiR7.Co.,lm 2S.00O  21.500 

^sttaeooo  Station  Cb^lm 17.000  15.470 

Qwiaa.  Rock  Island  diFsiafie  By.  Go..eq        20.000         204)00 

aiBciiiKMQBlOoKpant»af.n 20.000         20.000 

Gan9aRy.aadELCbw,le8 17.000  17.170 

Mv^aeB  CSaknc  Foed) 

lfmarapoiaaadSLLoa»By.Cou,lcs..  20.000  21,400 


Boma  AMD  Sfocn  Ow>MDb--CMiL  Fv  Maifcat 

BoNoa.— ^onL  Valoe.  Valoe. 

Nashville,  Ghattanoon  A  St  Louis  By.Oo  845.000  849.500 

New  London,  No.  O.  Co..  Im 84.000  84.000 

New  London.  Northern  R.R.  Co.,  1  m. . .  11.000  11.000 

NewlleAiooRy.andCoalCo..lm 40.000  80.600 

Pitteburg  Terminal  R.R.  A  Coal  Co..  1  u.  65.000  56.100 

Southern  Fae.  R.R.  Co..  1  r 50.000  47.500 

St.  Louis  and  Sao  Frandsoo  R.R.Oo..sn.  1  10.000  8.000 

Toledo  and  Ohio  Omtial  By.  Co..  SB.  m..  20.000  20.400 

Toledo  and  Ohk>  GentnJ  By.  Co.,  w.  div .  3.000  3300 

WheeUns  By.  Cb. 1.000  1.040 

Stoceb. 

WheeUng  and  Behnont  Brkife  Go. 5.126  5.330 

Totab  (book  value.  8435.582) 8435.125      8430.810 

lOSCELLANEOUS:  Capital  Inereased  in  1003  from  8100.000 
to  8200,00a    Gottflacratlon  loaies:    Baltlmora.  1904.  816.257. 

DIRECTORS:  J.  N.  Vance,  Geo.  E.  Stifel,  M.  L.  Ott.  H.  K. 
Vance,  Geo.  Hook,  Jamee  Nichols,  H.  A.  Smith.  W.  A.  Wilson. 

HELD  MEN  AND  TERRITORY  COVERED:  National  Fixe. 
Hartford.  Oomk.  general  agents  for  Haas.:  Bmeiy  A  Norton.  New 
OricauL  La.,  general  agents  for  La.;  A.  0.  Hyeis.  aaalstaat  secre- 
tary. Wheeling.  W.  Va..  special  sgent  for  W.  Va.  The  company 
doae  burincss  In  La^  Haas,  and  W.  Va. 


FREEHOLDERS  INSURANCE  COMPANY,  Topeka,  Kan. 

Fieaident,  Thomas  Page;  Secretary.  G.  A.  Bailey.    Organised,  1904. 


TiAl 

ISH 
1M6 


$353,994 
334,681 
259.403 
203,619 
144,224 


Unearned 
Plemhtms 


897.261 

70.097 

30.104 

16.078 

6.114 


Net 
Sorplns 


$10,611 
40.962 
22,087 
21.816 
20.729 


Net 
Preminms 


8168,664 

134.630 

66.141 

34.054 

15.467 


Total 
Inoome 


8187.000 

1173.082 

78.340 

46,103 

148,652 


Paul 


888,113 

34.077 

10  485 

6,556 

2.784 


Divw 
idends 


Ex- 


877.895 
64,221 
42.259 
28,158 
18.568 


Total  Ex- 
penditure! 


8166.008 
98,298 
61.743 
34.714 
21.852 


Incurred 


$96,368 

41,788 

23.151 

6.643 

4.034 


:iadadcs  $30,000  sorplns  pakl  in  in  1905  and  825.000  hi  1908. 

Assxra,  DzrxafBZR  31, 1909. 

Hwtgage  bens  on  real  estate 8314.212 

lAai  on  Western  States  Portland  Cement  stodcs,\  ,  uui 

^pnf  nhied  at  81*200.  and  com.  at  $750 /  *'"~ 

Cash  ia  oSce  and  bank 0,066 

•Aieati'  halsnns,  not  over  8  months  due. 22,666 

Isteat  aazoedL 5.650 


Total  admitted  assets. 


8358.994 


LlABIUnXS.  DZCBMBSB  31. 1009. 

Net  losses  unpaid  (including  $2,650  resisted). . . 

Unearned  premiums 

Other  liabilities 


Total  liabflities.  except  capital  and  surplus . 


Capital  paid  up 

Surplus  over  all  liabilities. 


$28,762 

07.261 

8.360 

8134,383 

200.000 

19,611 


Total  liabilities,  capital  and  surplus. 8353.994 


^MSKB  AND  FREHIUHS:    Fiie  risks  m  force.  December  31. 
tM4i(.ISB;  pNBunms  thereon,  8180.126. 


n^NEaS  SINCE  OBOANIZATION:    Pmnunms  neeiTed. 
Hnaa*  Iosm  paid.  8150.370. 

JKHnOAQE  LOANS:  There  am  211  loans,  aggvMattng 
gH2U.  leaaed  en  first  nwrtgagM,  aaosOy  on  hnpeoved  farm 
gJBrtynertt  BBoee  than  three  thnes  the  amount  kwned  thereon; 
^T^Jf^t*^  M  pn^erty  in  Kan.  and  $111,562  eorer  on  prop- 
«^n  Okb,  there  boBf  one  loan  of  82.000  on  Oolo.,  property, 
te  B  ^  Bteest  past  doe,  the  eecnrities  are  rained  m  the  aggre- 
V^Jl  $lJOI.98ei  aad  the  company  holda  fiie  polieim  on  the 
teteeslaBtol81524n6r^  ^^ 


HISGELLANEOUS:  The  ci4)<tal  and  surplus  an  $200,000  and 
830.000  respecttvely.  sll  fully  paid  hi  la  caah,  in  1908.  $25,000 
additional  surplus  was  paid  In  by  voluntary  contributton. 


J._H.  HcNair,  E.  A.  Austm.  David  0.  Fane, 

^wfi. 


DIRECTORS: 
John  F.  Norton,  E.  H.  Anderwn.  Wlllard  N.  Hall,  David  Boi 
Luther  a  Bailey.  Thomas  Page,  E.  W  Poiadexter.  W.  W.  HOls^ 
Dr.  A.  S.  Andrews,  Geo.  A.  Bailey,  F.  M.  Boaebiake,  H.  L.  Aldea. 

FIELD  HEN  AND  TERRITORY  COVERED:  Qeaeral  agenia: 
John  Nagfaten  A  Co..  Chicago,  UL,  for  IlL;  I.  Jabalck,  Dallas, 
Tex.,  for  Tex.:  B.  0.  Selbaeh,  Denver,  Colo.,  for  Cob.;  speeal 
agents;  John  Batterdiill  and  J.  B.  Brinamaid.  Topda,  Kan.,  for 
Kan.;  Hany  E.  Beason.  Okbhoma  Qv..  Okb.,  for  Okla.  The 
company  opemtes  m  Colo..  111^  Kan.,  Oim.  andTsz. 
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THE  GEORGIA  FIRE  INSURANCE  COMPANY,  Atlanta,  Ga. 

President,  Win.  J.  Harris;  Secretary,  L.  S.  Ledbetter.    Organised,  1007. 


YeAV 

Aasets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Total 

Losses 
Paid 

Div- 
idends 

Ex. 
penses 

Total  Ex- 
penditures 

Ittcuired 

1900 

$163,007 
148.008 
116.881 

138,214 

27.864 

7.016 

$17,261 
7,080 
6.416 

$47,682 
41,727 
12.470 

$67,440 

•68.676 

14,140 

$27,733 
10,268 

$17,061 

16.401 

8.626 

$44,784 

26,769 

8,626 

$20,01 

1008 

18,3: 

1007 

*  Includes  $10  000  surplus  paid  in. 

AssxTs,  Deckmbxr  31, 1000. 

Mortgage  loans  on  real  estate 

Stocks  owned  (market  value) 

Cash  in  office  and  bank 

Agents*  balances,  not  over  3  months  due 

Interest  and  rents  accrued 

Other  assets 


$100,676 

22,110 

22.110 

14.084 

1.829 

2,838 


Total  admitted  assets $163,097 


Liabilities,  Decembbk  81, 1900. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


$1,81 

88.21 

6.31 


Total  liabilitjes,  except  capital  and  surplus. .  $45,8^ 

Capital  paki  up lOO.OC 

Surplus  over  all  liabilities 17.2J 

Total  liabilities,  capital  and  surplus $163,01 


RISKS  AND  FREldUllS:  Fire  risks  in  force  Deeember  31, 
$3,361,716;  premiums  thereon,  $66,640. 

MORTQAQR  LOANS:  There  an  33  bans  aggregating  $100,676 
woteeted  by  real  esUte  in  Qa.  and  Tenn.,  valued  at  $206,025. 
The  oompanv  hokls  $30,000  of  insurance  on  the  mortgtgod 
binldings.    lliere  was  no  interest  past  due  on  December  31,  last. 

Fkr  ICarket 

STOCKS  OWNED:  Value.         Value. 

FanneiB  A  Mecfa.  Bk..  Oedartown $7,000  $7,000 

Oommerdal  Bk..  Oedactown. 2,900  6,800 

Bk.  of  Oidartown 3.200  6,400 

So.  Trat  Co.  of  Hawkinsville 1.000  1.000 

CitiaeDs  Nat.  Bk.  of  Rockmart 200  210 

Crawford  Co.  Bk.  of  Roberto 300  300 

Farmen  Stote  Bk..  Unkm  City 600  500 


Stocu  Ownd.— Conf. 
Farmeis  BL  of  Byron 

Totals. 


Fkr 
Valos. 

Mark 

Vain 

$200 

$2( 

$16,300        $22.11 


MISCELLANEOUS:  This  company  was  orsanlaed  in  19( 
and  commenced  busineas  with  a  pud  up  capital  of  $100,000.  1 
1908  $10,000  additkwal  stunlns  was  paid  In.  Thaoharter of  tt 
company  watt  amended  in  /aauary,  1900,  to  iaerease  the  capit 
stock  to  $300,000,  the  new  stock  to  be  aoki  at  125.  Oompan 
operates  in  Oa.,  Ala.  and  S.  C 

DIRECTORS:  L.  &  Ledbetter,  S.  T.  Blakx^  W.  a  Bum 
W.  S.  Coleman,  John  D.  Walker.  E.  B.  Russell.  Philip  Lanie 
Robt.  W.'Graves,  W.  J.  Harris.  John  T.  Norris,  T.  W.  Ventulet 
H.  C.  Fisher,  Ike  Smart,  J.  A.  Davenport.  M.  Reynolds  Floumo; 


GEORGIA  HOME  INSURANCE  COMPANY,  Columbus,  Ga. 

Pctaideiit,  Rhodes  Browne;  Seoretary,  IK^Diam  C  Coart.    Organiaed,  1809. 


^F_._             A »« 

Unearned 

Net 

Net 

Total 

loaaes 

Div- 

Ex. 

Total  Ex- 

Loaaes 

ntms%m 

aiarpnia 

Inoome 

Paid 

Mcnda 

penses 

pcoditmcs 

1909 

$1,201,016 

<SiM!? 

$166,486 

^IS»S8 

♦S2]i»8?H 

«12?'S5 

*IS»298 

•SJ'MJ 

^isia^ 

$448.8^ 

1908 

1,191,263 

606.461 

168.166 

687,256 

729.718 

881,998 

80.000 

801,286 

718,228 

402.1( 

1907 

1.161,968 

689,974 

206,406 

786.706 

786,866 

817.181 

80,000 

808.880 

666.461 

i^js 

1906 

1,111,116 

467,186 

264,646 

668,127 

611,629 

280,164 

80,000 

2?»i?* 

618J88 
44S17I 

332,6; 

1906 

1,027,606 

888.768 

261,663 

476,001 

616,050 

126.926 

18.000 

201,246 

227.4] 

Assets,  Dxcembxr  31,  1909. 

Real  estate  owned  (book  value) $122,600 

Mortgage  loans  on  real  estote 140.293 

B<»as  and  stodu  owned  (book  value) 676,669 

Collateral  loana 44,600 

Cash  in  office  and  bank 63,074 

Agents'  balances,  not  over  8  months  due. 161,808 

Interest  accrued. 2,884 

Otheraasets 762 


Total  admitted  assets $1,201,016 


LiABiunxa,  Dicxiazs  81,  1909. 

Net  kMsei  unpaid  (including  $2,604  resisted). . . 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  suiplot. 


$01.8 

042.6i 

10.11 


Capital  paid  up 

Surplus  over  all  liabilitiea. 


$744,6 
800,01 
166.« 


To»al  liabilities,  capital  and  surplus. 91.201,0 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$92,125,036;  premiums  thereon.  $1,248,885. 

REAL  ESTATE  OWNED:  The  principal  item  is  the  company's 
home  office  buOdinx,  1046  Broad  st,  Cblumbns.  carried  at  book 
value,  $50,000.  The  company  also  owns  store  bulldlnsi  at 
1128-4i  Broad  at,  valued  at  $24,500.  aad  at  1128-30  Broad  at., 
valued  at  $36,000.  and  at  1128-^  Broad  at,  vahied  at  $37,600. 
There  are  no  incumbrances. 

MORTQAQE  LOANS:  There  are  33  loans,  all  first  liens, 
and  all  are  on  Columbus  property.  The  loans  rsnn  from  $475 
to  $9,000.  except  one  of  $25,000  on  lot  246,  valued  at  $70,000  (com- 
pany hdds  $50,000  insurance  on  buildings)  aad  one  of  $21,600  on 
lotBl83-186.  valued  at  $25,000.  The  aggregate  of  the  bans.  $140,- 
293  ■  protected  by  properties  valued  in  all  at  $539,850. 

COLLATERAL  LOANS  are  as  follows: 

Market       Amount 
Securities.  Value.      Loaned. 

Swift  Mfg.  Co.,  Columbus,  Ga..  150  shrs.        $48,750       $22,600 


CoLLAnsAL  Loans.— Conf.  Market 

SecuriUea.— Cont  Value. 

Nat  Bk.  of  Columbua,  Qa..  81  shares. . . .  $41,1761 

Home  Sav.  Bk.  Stock.  Columbus,  Qa.,  16  } 

■hrs. 2,160l 

Flantcn  k  IfchU  Bk.,  Osark.  AhL,6  ahis.  076 
Of.  of  Columbua,  Qa.,1927,  1,000  ahis., 

„4*% 1,000 

Perkins  Hosiery  MUla,  10  sharea 1,001 

Home  Savings  Bank,  (Solumbua,  Qa.,  6  I 

shares 676 1 

Swift  Spinninx  Mills,  15  sharea 1,600J 

National  Bank  of  CUumbus,  Columbus, 

Qa..  21  shares 8,676 

Nat  Bk.  of  Columbus.  Qa.,  8  shares 1.400 

Swift  Mfg.  Co..  Columbus.  Qa..  10  shares  8.260 

Totals $78,260 


Amou] 
Loanei 

$14,5< 
1.01 


ZJOi 
9( 

n 


$44.6C 


:^ 


SEPOKTS  OF  FIBE  INSURANCE   CX)HFAM1SS. 


GEORGIA   HOME   INSURANCE   COMPANY,   Columbus,  G^.—  C/mHnued. 

KUEfi  jUID  fflOCKS  OWNED:  Fv 

Bum.  VdM. 

D.3.Btlia.J% (90,000 

oi«P  ai^ttu,  4% tu»a 

1i.SMi,aO,1% IMW) 

I*-9IU.1*1L1< lOJOO 

»-.3Wb»«,»% 10.000 

ik.  SUtt.  I9n  4%. MBO 

»|-^.lJO.»*% 10,000 

sjo.nstilC. 1.000 

a»ifod.iiii,i«o.« lojxN) 

*i«hiii>,»i8.4«. laooo 

HiHta^  Wh.  UlS-Sl,  4% 10.000 

*^*i«f».  Ah..  KM, «% 7^00 

^^19(4,*%...^ tOOO 

atahaOi.IBM.ts"* 3,000 

^^hiCf^anvs. MOO 

*i»£.st.tori»io,45t. tojm 

ajw,G*Bn8,i%....." una 

Hiaan.OaM.,  im,  B% 1(1000 

btELolCiihBl»,a» S&TOO 

Si^3tr.Bk.<iaimabm,at OJOa 

n»i.<i<h.AiiHM,oa tjua 

n«!i^BL,m«w.Ot IT^...  tlooo 

Ml  Mff.On.  CUmbv,  Qi «l,«aO 


17J9] 

(.too 

4,100 


lliBi»«aiai.Ci>.,Ct>lDmb«.Oi UUOO  tlMN 

Coli^£«  Hfi,  Co.,  ColumbiM,  0.. 31.800  ll|M 

Empln  Mdla  Ok.  Oolimibn,  0> 17.000  1I,M 

Hvnburm  Hlf.  Cb.,  CMumbui.  Qi 10.300  11.^ 

Cy.  Hllk  Cd„  Columbia.  (H SMO  Xtm 

Qtdada  Smutn  Tab.  Oo.,  QuIdct.  FI>.  7Joa  7i00 

Cotambi-ImAOildStont'aLTODL.at.  3,000  1,070 

Umlannitai^  SdruB  Qhih.  N.  y 500  MO 

Qhl  Adi.  BoRHh  ITT 430  160 

T»L  rii  Ml.  Co,  il.  TilliliiMii  All..  066  OW 

TolJiniook™hie,IB7B,BM) WSfOi      1078,618 

USCELLANEOOS:  Coaencntloa  kMc  B^Umon,  IKH. 
1107,000.  V>iiMiif>P«UdiwiilU:  AlL.tia,4«0;  Kr..llO,tOO; 
l!l.,  tlO,OOOi  Mi,  110.000;  U,  110,000;  V...  S16.T00:  N.  Y.. 
I031S,'  luL  tI0.32fi:  HistL.  tlO.000;  Ho.,  tlO.OOO;  WiK. 
tlD/WOr  N.C.  110,000:  Okk..  tl  1.000. 

DIRECTORS:  Dsoa  BlKkniu,  Rhode*  Bnma,  L.  H.  Cki|ip4 
E.  J.  Rukia.  H.  L  WiOknu.  J.  0.  UoNnltr,  H.  H.  Bwif  L 

FIELD  MEN  AND  TERRirORY  OOVERED:  3.  D.  Andrm 
CUcui.  UU  luinl  H«>t  tor  IlL.  Inij..  Md..  Mleh..  0..  Wta.  ud 
Kt.;  Ow.  F.  Snrdv,  R.  L.  Di  BUrt,  A.  H.  Grape,  iphbI  mbM, 
WaMm  ilnsTtmnt;  LocuaBn*.  ft  Co.,  Fitubun.  Ph..  imcnl 
■featilorltCucBplPlifiwJelplite);  Join  A.  K>llr  i  OL  imn) 
■anta.  N.  Y.  8bt*;  Jabn  W.  OtAt,  for  No,  ud  So.  C.;  J.  A. 
FuTkh.  Alk  Mh.  niid  Ia.;  Willui  Kab,  lor  T>x..ff .  L  Fortar. 
tix  Atk..  ud  OUl:  J.  H.  Youni,  D.  oTlld..  Vi.  ud  W.  V».;  J. 
CCnd.  far  Ol  ud  Fli.  Tht  sonpui:  ourUei  ■iAk..Aik., 
Fb.,  D.  C,  Ol,  ni,  Ind..  Kt.,  U..  Nd?Mii£r,  HIm.,  Mo..  N.  Y., 
N.  d,  0.,  OU*.,  F»..ac.,  ftt,  V«.  W.V».,ud  Wk 


GERMAN  FIRE  INSURANCE  COMPANY,  Baltimore,  Md. 

PreridBd,  Chu.  H.  Koppetaun:  SMnUry,  Jofaa  F.  Liu 


Tui     Ami 

ssss 

*. 

j^N«^ 

To«l 

■a? 

DiY- 

Idtndi 

Ex- 

ToutEi-       Low. 

SSI  ^ 

IM7.M» 

til  0,378. 
314,011 

I10.B8S 

1173.046 
I7£>D1 
178,031 
183,388 
171,001 

*Jll™ 
333.5il 

122.333 
107,403 

•a*!! 

II 

mIoi; 
11^ 

a  perpetiul  polkk*. 


81,  IMW. 

Nel  loua  anjiM 

Vneuned  premLurDi  (oiapt  perwduib).  ■ .  - 

Amount  icdiimbk  oa  papMuu  policK* 

Tool  iKbaida.  eicept  apiDil  ud  wrplui . . 

Cupltil  jHid  up 

Sutidui  OTCT  aU  InbOitla 

Totil  liib[liliei,  npitil  lod  nuplui 


4,811 
tllS,l» 


USB  ASD  FREUnniB:    Pn  rU> 
•»W.  DOBber  >1, 161467.318,- 
M^inal  fit  nkt.  ■160.035:  itpoi 
JCSStX  SINCE  OBOAXISATION: 
H%I]£    li»Ei  laid,  n.lO!;003;    dinmai  OKUnn,  eua. 

■uajno;  <t«^  tMoiooa. 
WETGAaE  LOANS:  Hkk  WRCita  111.810  ud  M<  pn>- 
"  '     ■    - "  -  -    ud  HHnitT  Tifmd 


<Un«ai,  1^  Ifen.  d.  bi 0,000 

h(k  J^  Gort.  i»,  *i%, BJOO 

*.  bnrlb  !■»  ta..  ^ 3.1)00 

lkao.BrR.Qi,e.bi 6,000 

'■Alfa  ci.Wi,kB.R..f.hi 10,000 

Qn.TB.4Til.K.B.C(>.,I>(m.bi...  U,0OO 

7-  K.  L 1 W.  B.  R.  Ok,  W  m.  ta.,  1%  1S.U0 

MwjA.I.RT.Ci>..litm.bin4%..  34^100 

Si**  t  Oh.  Rj.  0>.  f.  bi 10,000 

S:rii— <lAl.UDeAtLAnr.DI*.(.b*..  10,000 


RJohmoBd  ft  Fftonbwio  oo.  «l  be 

WUmtnEfam  ft  Wd,  1  m..  b«  4% 

Rlehmoiid.  Prad.  ft  FoL.  m.  la 

WHt  Bhork  bi..  1% 

Oi.  So.  ft  FUb,  1  n 

a  <tf  Ck.  Rj.  O).  bi..  1 D.,  a.A  N«l>.4% 
CU- BiuUbeM  ft  CMtaty,  DL  DIt.,4%  bi 

SoTRt.  (St.  LoiA  DlT.).  1  m.  (.  ba 

ftoi.  Tefinlii»L  1  m.,  g.  bi 

durialon  ft  ff .  CiroUiii  Kr.,  5%  bi. . . 
N.  Y.  CehL  ft  H.  a  R.  CaM%.  bi. . . . 
Tomlnil  R.  R.  Ahl  of  St.  L.,  M%  bi. 

Pk.  H.  H.  ri  Mo..  1  m.  1%  h. 

m.  Cent.  R.  a.  Co.  r,  m..  1%  bi. 

FUIl,  B.  ft  Wiib.  R.  R.  Co..  1  m.  1%. . 
FUli.  B.  ft  Wub.  R.  R. Cb..  wU  %.... 

N.  Y..  N.  H.  4  H.  R.  R.  Co.,  d.  la 

N.Y..N.H  *H,R.R  Co..  oom.  3t%  hi 
Tht  Tlda  Wit.  Rv.C<j.,l  ln.,8%  ^  bi. . . . 
CoJumbuaftTal.  K.  R.  Co  ,  Iitm.4%bi. 


30.000 
11.000 
10,000 
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REPORTS   OF  FIRE  INSURANCE  COMPANIES. 


GERMAN  FIRE  INSURANCE  COMPANY,  Baltimore,  Md— CmIjihmJ. 


Bonds  ajid  Sfocn  Ownid.— ConC. 
Boms.— Cone. 

Can.  Nor.  Ry.  Co.,  Winnipeg  term  g,  bs. 
Kan.  4b  Kieh.  Ry.  Co.,  2d  m.  6%  g.  be. 
Bait  Co.,  W.  4b  E.  Co.,  1st  m.  g.  be.,  6% 

Va.  EL  Ry.  k  Develop.  Co 

Va.  Ry.  k  Power  Co..  let  m.  6%  g.  be . . 
Omaha  k  C.  B.  Ry.  k  Br.  Co.,  5%  g.  be. 
AnacolUa  k  Pot  tUv.  R.  R.  Co.  be.,  6% 

B.,  S.  P.  k  C.  Ry.  Co.  g.  be.,  4*% 

Cy.  k  Sub.  Ry.  Co.,  1  m.,  6%  be 

N.  News,  Old  Pt  Ry.  4b  El.  Cb.  g.  be.,  6% 
Norfolk  Ry.  4b  L.  Co..  Ut  m.  g.  be.,  6% . . 
Norfolk  4b  Fortsmoath  Te.  Co.,  1  m.,  6%  b 

Md.  EL  Rys.,  g.  be 

F.  Wayne  4b  W.  VaL  Te.  Oo»  let  m.  g.b6% 
St  Joeeph  Ry.,  Lt,  Ht  k  Fow.  Co.,  g.  be. 

Cb.  Gas  Co.  bs.,  6% 

Oa  Gas  Co.  gn.  m.  g.  be.,  4|% 

Stocks. 

Baltimore  Cy.  stk.  loan.  1940,  dk%. 

Baltimore  Cy.  stk.  Wat  loan,  1910, 6%. 
Baltimore  Cj.  stk.  f.  loan.  1910, 6% . . . . 

Ry.  of  Richmond,  Va.  stk.,  4% 

State  of  Md.  stk.  ezt.  loan.  3% 

Safe  Deposit  4b  TV.  Co.  of  Baito 

No.  Gen  t  R.  R.  Co.,  stk 

N.  Y.,  N.  H.  4b  H.  R.  R.  stk 

MehU  4b  Mlnei^  Trans.  Co.  stk 

Md.  Life  Ins.  Co.  stk 

Merchants  4b  Mechanics  Perm.Loan  Co. . 

MerdianU  Nat  Bk.  stk 

FarmeiB  4b  Merchants^  Nat  Bk.  stk 


Fkr 

Book 

Yahie. 

Value. 

$10,000 

19.900 

10.000 

9.000 

10,000 

0,600 

6.000 

4.760 

10.000 

0,800 

10,000 

10.000 

10,000 

9,000 

6,000 

4.260 

6,000 

6,800 

6,000 

4.600 

laooo 

9.000 

6.000 

4,200 

10.000 

9,600 

6.000 

4.600 

10.000 

10.000 

16,000 

16,760 

12.000 

11,100 

100.000 

97.000 

8,700 

9.048 

1,800 

1,872 

20,500 

27,600 

2,000 

2.000 

2.000 

8.600 

10,900 

10.066 

2.094 

2.094 

25,000 

18,760 

2.000 

2,600 

3,600 

3,150 

20,000 

88.000 

0.000 

0.760 

Bonds  and  Stocks  Owiikd.— Coii(. 
Stocks.— Cent. 

Genua  Amet.  Bk.  elk 

Nat  Mechanics'  Bk.  stk 

Nat  Union  Bk.  stk 

Gecmaa  Bk.  stk 

acfsens*  Nat  Bk.,  s«k 

Nat  Ex.  Bk.  stk 

Nat  Marine  Bk.  s«k 

Drovers  k  Meehanlc^  Nat  Bk.  s«k 

Seeond  Nat  Bk.  stk 

W.NatBtstk 

nntNatBk.stk 

Commercial  4b  Farmers*  Nat  Bk.  stk. . . 

Amer.  Bonding  Co.  stk 

U.  S.  Fidelity  ft  Guarantee  Go.  stk 

FideUty  4b  Deposit  Go.  stk 

MereantUe  Tr.  k  Deposit  Go.  stk 

BalUmore  Tr.  4b  Gr.  Co.  stk 

Md.  Tr.  Co.,  com.  stk 

Md.  Tr.  Co..  0%  eum.  p.  stk 

IntTr.  Co.  stk 

FideUty  Tr.  Co.  stk 


Fto 

Book 

YaltM. 

Value 

830.000 

$30,00 

0,470 

1632 

9.400 

1031 

79,000 

82,10 

7.600 

24.76 

0,700 

10,65 

4.600 

5,70 

4,000 

9.00 

8,300 

15,77 

14,220 

24.88 

1,600 

1,96 

0,000 

5,941 

6,000 

5.00 

0,300 

7,24 

20,000 

28.00 

16,000 

18.00 

8.000 

24.00 

4,200 

231* 

1,600 

135 

10.000 

13.00 

3.000 

4.00 

Totals  (market  valae  $1,071,144). 


$992;084    $1,071.14' 


MISCELLANEOUS:  The  capital  has  been  Increased  from  tlm* 
to  time  from  $76,000  to  $600,000  all  out  of  accumulated  surplui 
Tlie  company  operates  in  Md.  and  Va.  Conflagration  losses 
BaltimoreVlMM.  $024,407. 

DIRECTORS:  H.  R  Hoenemann,  W.  G.  Atkinson.  J.  G 
Hulshoff,  Jacob  Beck.  C.  H.  Koppelman,  George  Bunned^e 
August  Wehr,  John  P.  Lauber,  Louis  J.  WOlinger,  .\nton  H 
Petting,  August  Weber. 


GERMAN  FIRE  INSURANCE  COMPANY  OF  INDIANA,  Indianapolis,  Ind. 

President,  Theodore  Stein;  Secretary,  Lorenz  Schmidt.    Organiaed,  1864. 


Ykai 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
pcDdituics 

Losses 
Incurred 

1909 
1908 
1907 
1900 
1905 

$018,183 
010,638 
001,933 
600,984 
617.860 

$847,109 
858,799 
888,448 
810,900 
284.478 

$148,139 
127.604 
148.064 
137,003 
119,720 

$319,309 
362,980 
343,926 
829,366 
819.899 

$351,009 
388,161 
808,806 
866.202 
340,680 

$102,446 
177,389 
140,093 
182369 
163,067 

$9,600 
9.600 
9,600 
9,600 
9,600 

$170,420 
180.001 
178,841 
101.440 
160,480 

$842,806 
878,660 
386,034 
303,799 
818.087 

$102.0» 
177,83! 
140,40( 
142,63i 
148.37: 

AssKTS,  Decembek  31,  1909. 

Real  estate  owned  (book  value) , 

Mortgaffe  loans  on  real  estate , 

City  of  Indianapolis,  imp.  bonds  (maikct  value) 

Deposits  bearing  interest 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 


$91,902 
339,170 
12,337 
90,000 
33,392 
46,803 
6,613 


Total  admitted  assets $018,183 


Liabilities,  December  31,  1909. 

Net  losses  unpaid  (including  $1,600  resisted). . . 

Unearned  preroiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus. 


$19,02: 

347, 16( 

3,86] 


Capital  paid  up 

Surplus  over  all  liabUitics. 


$370,04^ 
100,00( 
148,13^ 


Total  liabilities,  capital  and  surplus. $61 8. 1 SJ 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$00,004,120;  premiums  thereon,  $078,127. 

BUSINESS  SINCE  ORGANIZATION:  Ptsmiums  reedved. 
$3,0914»1:  kmes  paid.  $1,400,388;  dividends  dedarsd.  cash, 
$108,737. 

REAL  ESTATE  OWNED:  Comprises  eompsn^s  boms  office 
building  and  smsll  properties,  jprtaelpsUy  dwdllngs  located  in 


Indisnapolls.    Rents  received 
$4,106. 


during 


.273;    taxes  and 


MORTGAGE  LOANS:  There  are  167  first  mortmge  loans  on 
dwelling  properties  in  Indianapolis,  aggnrnting  ^w,170,  and 
worth  more  than  double  the  amount  loaned  thereon.  There  was 
$642  of  interest  past  due  on  Deeember  31  Isst  Company  holds 
$388,696  of  fire  Insuranoe  on  the  mortgaged  buildings. 


DIRECTTORS:  Wm.  F.  Kuhn,  Ferdinand  A.  Mueller,  Theodon 
Reyer.  Lorens  Schmidt,  Frederick  Sohrader,  Theodore  Stein,  Osca 
Schmidt. 

FIELD  MEN  AND  TERRITORY  COVERED:  OraH.Rody 
Indianapolis,  and  D.  C  Boland.  Anderson,  speeisl  sgtnts  foi 
Ind.;  T.  M.  Vauchan.  Detroit,  spedal  annt  for  Mich.:  Chas 
Boloourt,  Peoria.  111.,  special  agent  for  111.:  F.  E.  Wright.  Oshkosh 
Wis.,  special  agent  for  Wis.  and  Minn.:  James  B.  Campbell,  Niles 
0..  special  agent  for  0.  and  W.  Va.;  A.  R.  Bowers.  Topeka 
special  agent  tor  Kan.  Tlie  company  operates  in  IIL,  Ind.,  Kan. 
Mich.,  Minn.,  0.,  Ps,,  W.  Va.  andWIs. 


GERMAN  INSURANCE  COMPANY,  LouisviUe,  Ky. 

President  W.  H.  Edinger:  Secretary,  Henry  C.  Walbeck.    Organised.  1864. 


YSAK 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Divi- 

Ex- 

Total  Ex- 

Losses 

Surplus 

Premiums 

Income 

Paid 

idend«( 

penses 

penditures 

Incuxred, 

1909 

$440,562 

$22,510 

$217,750 

$14,791 

$30,271 

$3,940 

$12,000 

$12,645 

$28,491 

$4.Mj 

1908 

432.296 

21.805 

210.490 

12  696 

33,490 

4,480 

12,000 

11.000 

28.140 

4,49 

1907 

427,307 

23.344 

203,604 

16.151 

36,071 

6,038 

12.000 

11.447 

28.486 

5.4S 

1900 

420,420 

22.071 

198.349 

14.812 

80,429 

8,821 

12,000 

12.619 

$8,840 

4.M 

1906 

417.474 

22,910 

187.001 

16.028 

80.374 

2.204 

12.000 

10.920 

81.184 

9.7i 
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GERMAN  INSURANCE  COMPANY,  LonirriUe,  Xy.—ConHnmd, 


Assets,  Dxcembkr  31, 1909. 

Sol  estiie  ovned  (book  v«lue) 

Mortgice  lotns  on  real  estate 

Ctf  d  Louisville  bonds  (market  value) 

Kal  esutt  knas 

Cssh  it  office  and  bank 

kierest  asd  rmis  accrued 


$21,495 
76.825 

5.000 
205.792 
129,691 

2.259 


Total  admiited  assets $440,562 


LUBILRISS,  DlOEafBEB  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 


$296 
22,516 


Total  liabflities,  except  capital  and  surplus . .  $22,812 

Capital  pakl  up 200,000 

SunJus  over  aU  liabilities 217.760 

Total  liabilities,  capital  and  surplus $440,662 


&ISK3  iJlD  PREMIUMS:  Fire  risks  in  force.  December  31, 
ttmm:  nmuuDS  thereon.  $45,870. 

BGSDiESS  SDiCE  JANUARY  1.  1873:  Premhiiiw  received. 
CS4tf;  kws  paid,  $247,050;  divkleads  de<daied.  cash, 
»S,000;  rtodk,  $100.00a 

BEU.  ESTATE  OWNED:  Comprises  fots,  busineBS  buildings 
ttd  dweOiogB  in  LoniiviDe.    Total  rents  received  last  year, 


and 


$91. 


MORTGAGE  LOANS:  A^^gnRkte  $76,325  and  are  aU  mainly 
secured  by  properties  looated  m  Jefferson  Go..  Ky.,  prmcipally  in 
Louisville.  They  are  vahied  at  $262,930.  The  company  hokis 
$07,068  of  insurance  on  the  morteaeed  buildmgik  There  was 
$750  of  interest  past  due  on  December  31,  last 

MISC;ELLAN£0US:  Hie  company  operates  only  in  Louis- 
ville. 

DIRECTORS:  W.  H.  Edinfer,  H.  Kraft,  Geo.  Kopmeier. 
Alfred  Struck.  A.  P.  Winkfer.  H.  C.  Walbeck.  Oias.  Sehdts,  Jr. 


GERMAN   FIRE   INSURANCE    COMPANY, .  Omaha,   Neb. 

Preskient,  J.  E.  White;  Secretary.  C.  W.  Hkks.    Organized,  1896. 


TZAB 

Assets 

Unearned 

Net 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paki 

Div- 

Ez- 
penaes 

Total  Ex- 
penditures 

Losses 
Inciirred 

19K» 

S22S,043 

$112,534 

■*V20.288 
101.158 

$12,509 

3,520 

18,631 

14,027 

$160,899 
104,894 
137,098 
138,041 

$163,361 
'1*37,847 

$72,297 
67,893 
45,987 
40.240 

$78,001 
65.604 
67.583 
56.337 

$150,298 
133.497 

$69,797 

im 

111,592 
138,914 
115.185 

70,394 

m 

m 

'"    $8  345 

113.5701 
99.922 

45.987 
40,240 

ASSfnrS,  DECEMBER  31.  1909:  Mortgage  loans  on  real 
otate,  t«2,887:  vamnts.  $505:  deposits  at  mtereat.  $11,750: 
cab  iQ  office  and  bank,  $38,412;  scents'  balanees,  not  over  3 
■BBtb  doe,  16.202;  interest  accrued.  $1,068;  biib  receivable, 
IUiM9:  total  admitted  assets.  $225,043.  LiabiJitaes:  Un- 
mtd  prefflione,  $112,534;   capital  paid  up,  $100,000. 

^  RSE8  AXD  PREMIUMS:    Fne  risks  in  force.  December  31. 
iBMlKm;  pRminnu  thereon.  $337,143. 

^BCSDCESS  SLVCE  ORGANIZATION:    Premiums  receivedi 
S14U,7S3.  kMH  paid.  $462,380. 


MORTGAGE  LOANS:  There  were  20  loans  a^reAting 
$42,867,  protected  by  improved  property  valued  at  $127,660. 
There  was  no  mterest  past  due  on  DeoemSer  31,  hut.  Company 
holds  $4,600  of  fire  insurance  on  the  buiUrngs. 

MISCELLANEOUS:  This  company  was  formerly  the  German 
Mutual  Fire,  and  was  reorganised  as  a  stock  company,  with  a 
amltal  of  $100,000.  January  1, 1900.  The  statistics  for  1906  and 
19o7  are  thoee  of  the  mutual  company. 


GERMAN  FIRE  INSURANCE  COMPANY,  Peoria,  Dl. 

President,  Bernard  Oemer;  Secretary,  (Charles  Cremer.    Organised,  1876. 


Tbai 

Assets 

Unearned 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 

penses 

Total  Ex- 
penditures 

Losses 

m 

$797,668 
909.096 
886,577 
831,303 
888.888 

$426,570        188.362 

$461,906 
557.508 
582.454 
524.245 
610.288 

$480,848 
595.569 
614.260 

t662.837 
660,601 

$347,246 
366,802 
314.224 
737,228 
237,091 

$170,867 
209,445 
226,580 
217,399 
223,461 

$527,113 
576,247 
540,804 
972,627 
478,552 

$337,200 

m 

484.050 
602.013 
458.349 
621,682 

65,854 

94.386 

64,492 

126.444 

350,000 

m 

1904 

N05 

"*  $18,666 
18.000 

270,000 
737.227 
257.000 

tlndodes  $100,000  sorplus  paid  in. 

AiisETS,  Dkczmbzb  31,  1909. 

Jol  estate  owned  (book  value) 

JJv^age  loans  on  real  estate 

Saedi  and  stedis  owned  (market  value) 

CoBateral  loans 

^^^  oftoe  and  bank 

•^Vots*  balances,  not  over  3  months  due. 

«teta  accrued- 


$190,000 

203,825 

294,875 

4.569 

40,363 

58,585 

5,451 


Tool  admitted 


ts $797,668 


LiABiLmzs,  DzcDOXK  31.  1909. 

Net  losses  unpaid  (including  $4,300  resisted). . . 

Unearned  premiums 

Other  Uabuities 


$41,034 

426,570 

41,702 


Total  liabilities,  except  capital  and  surplus. .      $509,306 

Capital  paid  up 200,000 

all 


Surplus  over  aU  liabilities. 


88,362 


Total  liabilities,  capital  and  surplus. $797,668 


HgmND  PREMIUMS:    Fire  risks  in  force.  December  31, 
<K,283,fi37:  pRmhuna  thereon,  $869,394. 


SINCE  ORGANIZATION:    Premiums  received, 
paid,  $3390.068;    dividends  dechued.  cash. 


_BCSDiE88 

tsmT 

R£AL  ESTATE  OWNED:  The  only  property  is  at  Main  and 
«»■  ibceti,  Peoria.  Ill,  the  actual  cost  of  wbidi  is  $250,000. 
^rtto  a  morteieB  of  $60,000.    This  property  Is  valued  at 

HOKIQAGE  LOANS:  There  are  24  loans,  of  whieh  the  bigesl 
»«i  oftHMUO  on  the  Northweet  corner  Main  and  Madison 
jSsIS^  nL,  whichjMopertj  Is  valued  at  $60,000,  and  one 
«_niiM  at  aOS-614  Wot  12tb  street  and  Southeast  corner 
nSona  sad  SonA  Olnton  streets,  Ghieago.  valued  at  $60^100. 


Of  the  remahider,  the  more  bnportant  ones  are  upon  properttai 
in  and  near  Peoria,  and  Chicago,  while  othets  are  upon  farm  prop- 
•rtlee  in  other  norUuis  of  uL  There  was  no  Interest  overdue, 
on  Deeember  31  last  and  the  total  valuation  of  the  properties  secure 
bg  $203,826  of  loans  is  $675  100. 

COLLATERAL  LOANS  are  as  follows: 

Market       Amount 

Sbcqutiib.  Value.        Loaned. 

Com.  Germ.  Nat  Bk.  stk $2,500         $1,750 

Com.  Germ.  Nat  Bk.  stk 1,7501 

DimeSav.  4bTr.Co.,stk 2.000f         2.819 

Nat  Hotel  Co.,  stk 2,500j 

Totab $8,750         $4,569 


so 
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GERMAN  FIRE  INSURANCE  COMPANY,  Peoria,  HI.— C<m«wi«rf. 


Fkr  Ifaiktl 

BONDS  AND  STOCKS  OWNED:  Value.  Vahw. 

C.  4b  A.  R-R,  bs..  1025.  3i% 110.000  18.500 

Nftt  BL  of  Commerae.  N.  Y..  ftk 10.000  23.500 

Merah.  Nat  Bk.,  Bdtlmon  >tk 10.000  90AX) 

fState  Bk.  of  Chieaeo.  8tk 7.500  aU75 

OantnlTr.Co.  C!hioaco.atk 5.000  9.000 

HomeSaT.  ft  SUteBk..  Peoria,  ftk 1Z500  25.000 

Ooml.  Qenn.  Nat  Bk.,  >tk 70.200  175.500 

Peoria  Drill  ft  Seeder  Go.,  stk 5,000  5,000 

Standard  Loans  Aeeo.  Denver,  stk 5.000  5.000 

Totab  (book  TaliM.  t221.000) $135,200  1204.875 


mSCELLANEOUS:  Capital  tauiwied  In  1882  from  1100,000 
to  1200.000,  and  In  1884  from  1200,000  to  $300,000;  capital  le- 
duoed  In  1802  from  1300,000  to  |20a000.  In  1006.  the  sto(^- 
holden  paid  In  $100,000  to  rarploi.  Gbnflacratloik  Vmmk  Balti- 
more. 1004.  $102,007;  San  FraneiMo.  1006.  $470,10& 

DIRECTORS:  Bernard  Qremer.  Chaa.  Gremer,  F.  Welte,  H.  B. 
Sieberna.  Frank  Glehl.  Mloh.  Heifer,  M.  S.  Cramer,  Adolph  Cramer. 
H.  Simoneau. 

FIELD  MEN  AND  TERRTTORY  COVERED :  Brammell 
Bros,  for  Cook  Co..  Sam  Rlefamond.  for  HI.:  John  Q.Haa8  ft 
Co..  State  agents  for  ICinn.;  IClUer  ft  Oollman,  State  anDte  for  U.; 
Lohmeyer  ft  Goahora,  State  aflenta  for  W.  Va.;  W.  L.  NelsoD  ft  Co., 
Memphis,  Tenn.,  for  Tenn.  and  La.  The  eompaiur  opentee 
In  Gal..  Gob..  D.  C.  lU.,  Ind..  la..  Kjr..  UJHm^  Mleh. 
Minn..  Mm..  Mo.,  N.  Y.,  Fk..  Tenn..  Tex.,  UtakTw.  Va.  and  Wk. 


G  ERMAN   FIRE  INSURANCE  COMPANY  OF  THE  CITY  OF    PITTSBURG, 

Pittsburg,  Pa. 

President,  A.  E.  Sucoop;  Secretary,  A.  H.  Eckert    Oigamzed,  1862. 


Ybar 

AMts    gpgypgd 

"■■"      Premiums 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Surplua 

Income 

Paid 

idends 

penses 

penditures 

1000 

$1,110,154 

$506,172 

$136,057 

$714,050 

$760,610 

$376,211 

$36,000 

$326,223 

$788,434 

$365,425 

1008 

1,080  478 

551,578 

152.763 

r  733.286 

787,005 

432,071 

36,000 

833,600 

802,571 

447.400 

1007 

1,118,803 

537,083 

225,288 

704.232 

t803,077 

311.603 

83.000 

313,500 

658.283 

800,068 

1006 

875,360 

406,661 

127,456 

600.007 

648,471 

272,188 

24.000 

280,001 

577.170 

271.28S 

1006 

805,02& 

440.705 

113,233 

568.638 

604,506 

250,028 

20,000 

264,435 

543,463 

263,110 

t  Includes  $50,000  premium  on  new  stock. 

Assets,  Dxcxmbbs  31, 1000. 

Real  estate  owned  (book  value.  $124.084) 

Mortgage  loans  on  real  estate 

Bondi  and  stocks  owned  (maxicet  value) 

Collateral  loans 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due. 

Interest  and  rents  accrued 

Other  aswts 


$150,000 

517.152 

114,732 

121,664 

60,578 

125,228 

11,700 

100 


Total  admitted  assets $1,110,154 


LiABiLims,  Dacnmis.  31,  1000. 

Net  losses  unpaid  (Including  $8,046  resisted). . . 

Unearned  memiums 

Other  liabilides 


Total  liabilities,  except  a^jital  and  surplus. 

Capital  paid  up 

Surplus  over  aU  liabilides. 


$6«.188 

606.172 

11,787 

$674,007 
300.000 
186.067 


Total  lisbilides,  capital  and  surplus. $1,110,164 


RISKS  AND  PREMIUMS:  Fiie  risks  In  force,  December  31, 
$1062360,206:  premiums  thereon,  $1,005,068. 

BUSINESS  SINCE  ORQANIZATION:  Premiums  received, 
$10,005,672;  losees  paid.  $5,323,421;  dividends  deolared,  oaah, 
$067,000;  stoolLjlSaOOO. 

REAL  ESTATE  OWNED:  Oooslsts  of  the  oompaay's  home 
office  building,  a  4-itoiy  brick  structure  at  21&-218  Fourth  ave., 
FittsbuK.  the  book  value  of  which  is  $124,064. 

MORTOAQE  LOANS:  There  are  101  Umos,  amountins  to 
$617,152.  which  are  secured  by  properties  bested  in  Fittsbunf 
and  nei0Ux>rlng  towns,  valued  at  $1,213,500.  the  Insurance  held 

gthe  oompany  on   buildings   being   $5M300.     There  was 
,628  of  interest  oast  due  on  December  31.  last.    The  hugest 
k)an  is  one  of  $15,000. 


COLLATERAL  LOANS  are  as  follows: 

Maifcst 

Seourities.  Value. 

Westlnghouse  Air  Brake  Oo..  10  shares. .  $1,450 

German  Nat  Bk.  of  Flttsbuigh.  7  shn . . .  1.506 
German  Nat.  Bk.  of  Pittsburg,  Pa.,  12 

shares 2,580 

E.  E.  Tr.  Oo.,  50  shares 8,750 

Safe  Deposit  4b  Tr.  0>.,  5  shares 1.575 

West  End  Bk.  4b  Tr.  Go.,  20  shares 3,100 

Pittsburgh  Oa  and  Gas  Go.,  20  shares. . .  140 

Manufacturen  L  4b  H.  (}o..  200  shares. . .  4,400 

C.  S.  Glass  Co..  8..  208  shares 0,360 

Diamond  Nat.  Bk.,  stk.,  14  shares 5,320 

Superior  4b  Pittsbug  Copper  Oo.,  200  s.  3,260 
Westlnghouse  Electric  Mfg.  Co..  com..  40 

shares 1,660 

Amer.  Window  G.  &  McL  (3o..  p.  50  sh . .  200 

A.Wlndow  G.  4b  Mch.  Co..  p..  60  sh. .  . .  100 

Safe  Denodt  &  Tr.  Co..  20  shares 6.300 

<k  Ice  Co..  stk.,  25  shares 275 

Westlnghouse  Air  Brake  Co.,  62  shares. .  8,000 

Kttoburx  Plate  Glass  Co.,  10  shsras 1.200  J 

Manufucturer^  Li  A  Ht  Co..  700  shares  15,400^ 

Safe  Deposit  4b  Tr.  Co..  stk.,  75  shares.. .  23,625 

MeKees  Rocks  Tr.  Co.,  stk.,  10  shares. . .  1,250, 

Oblonal  Tr.  Co..  100  shares 18,500 

U.  S.  Steel  CorpontioD,  pref ..  10  shares . .  1.250 

Manufacturen'^U.  ft  Ht  Co..  146  shares.  3.8121 

Superior  k  Pittsburg  Cbpper  Co..  50  shrs .  816 J 
40F1ntM.Bs.of  $500  each,  Paiketsburg 

IfonAStedCo 80.000 


Amount 

Loaned. 

$1,000 

1,000 

2,500 
15.000 


34.708 


34.500 

14,575 
480 

1,000 

16,000 


BONDS  AND  STOCKS  OWNED:  Pkr  Market 

BoMDB.  Vslus.  Value. 
MiUvale,  Aetna  ft  Sharpsburg.  St  Ry.l023 

5% $11,500  $12,075 

Pittsburg  4b  Birmingham  Te.Oo.,1020.5%  8,000  8.40D 

Stocks. 

Bank  of  PittsbuK,  of  Pittsburg,  Pfc 2.180  6.875 

Exchange  Nat  Bk.  of  Pittsburg,  Pa. . . .  5.000  0,200 

First  National  Bank.  Allegheny  Qty,  Ph.  7.500  11,250 

Fifth  Avenue  Bk.,  Pittsburg.  Fti 500  85C 

German  Nat  Bk.,  Pittsburg.  Pa 10.000  21,500 

MetropoUtan  Nat  Bk..  Pittsburg.  Fk. . . .  600  000 

Milwaukee  Underw.  Big.  Aasn 160  VK 

Second  National  Bank,  Allegheny  <3ity. 

Pa 0,000  32,4CN 

Third  Nat  BL  of  Pittsburg.  Pa 10,000  12,50C 

Allegheny  Nat  Bk..  Pittsburg.  Fa 5.000 

Totab  (book  value.  $100.687) $80,410      $114.7a 

MISCELLANEOUS:  In  1877  company  paid  stoek  dividend  c 
$150,000.  In  1007,  capital  teereased  from  $300,000  to  $300.00 
by  payment  of  $150,000;  of  which  $100,000  went  to  capital  sua 
$60,MO  to  surplus.    Oonflagrstkm  kw    Chelsea.  1006^J05,OO< 

DIRECTORS:  Aug.  E.  Suocop,  (3eo.  Wettengel,  (ko.  Wamhol 
Sr.,  a  L.  Walther,  A.  H.  Eckert,  John  A  E^ert,  J.  McF.  Cw 
penter,  Charies  A  Muehlbronner,  August  Daub,  A  R  Nleman} 
Dr.  W.  J.  Lanfcfitt,  GusUv  Wehrstedt 

nELD  MEN  AND  TERRITORY  COVERED:  Speelal  jnrl 
dictton  of  home  office,  Allegheny  Co.,  Fa.;  Fred  G.  Pueasei,  Ji 
State  agent  for  IlL  and  Mo.;  General  agents  for  Middle  I^ 
Theii  Broe.,  Wilkes-Barre,  Pa.;  W.  R.  Adama,  special  acent  f 
Western  Pa.;  W.  B.  Bieroe,  general  agent  for  ifich.  and  W  h 
(3eo.  S.  Roeencranti,  general  agent  fw  Mass..  R.  I.  and  Coxai 
W.  A.  Hommes.  State  agent  for  New  Yoric  State;  Ward  &  Cm. 
ford,  managen  Metropolitan  district  New  York  C^..  and  geaej 
sgents  for  N.  J.;  Geo.  T.Wilson.  State  agent  for  0.  and.Ind.;  El. 
Irord,  State  agent  for  Wash,  and  Ore.;  Kopmlman  4k  LaalD 
general  agents  for  Md.;  Lohmeyer  ft  Goshom.  Cbarietton.W.  V 
general  agents  for  W.  Va.;  Cashman  4b  Evans,  general  asents 
Golo.;  Windsor  4b  (}o.,  general  agents  for  Utah,  Ida.  and  N'c 
Dickson  4b  Thieme,  San  Franosoo,  Gal.,  general  aflsnta  for  Gi 
G. .  G.  Coz,Wilmington,  Del.,  general  agent  for  Del  The  comue 
opentes  in  Cal.,  Colo.,  Conn.,  Del.,  Ida.,  lU.,  Ind.,  la.,  Kjr..  Ihi 
Maaa.,  Mich.,  Minn.,  Mo.,  Nev.,  N.  J.,  N.  Y..  0.,  Ore..  Pa.,  ^ 
Utah,  Wash..  W.  Va.  and  Wis. 


REPORTS   OF  FIRE   INSURANCE   COMPANIES, 


« 


GERMAN  FIRE  INSURANCE  COMPANY,  Wheeling,  W.  Va. 


Pkcddeut,  yffm.  F.  Sdfiel;  Secretary,  F.  Riater. 


1807. 


VlABj 


1S08 
INI 


It70,7«0 
WfiiZ 
KfJM 


Unearned 


«aOS.8S7 


177.988 
U5,S68 

M9,3aO 


Net 
SuTphis 


IS41.M8 


186,887        28D,ei9 


Sl^lS 
231,9e» 
201,866 


Net 
Premniina 


1347,661 
219.706 
220,277 
101,681 
160.668 


Total 
Income 


8274.887 
246.468 
240,666 
218,197 
-  1.140 


Paid 


897,980 
96,280 
94,190 
02,660 
61,487 


DiT- 
idcnds 


828,000 
20,000 
20,000 
18,000 
11,000 


Ex. 


8116,678 
100.048 


88,129 
64.960 


TotaJRx- 
pcndHiBM 


8242,668 
221,828 


97,008        211,202 


168,786 
127,887 


iiii^ 


8108,460 
98,621 
94,700 
68,M6 
46,000 


AasBTS,  DxctMBn  31, 1909. 

KolcstafieovDcd  (book  yaluc,  865,636) 876,000 

jurttage  loans  on  real  estate 100,260 

Bmaad  stocks  owned  (market  value) 430.070 

Cash  m  office  and  bank 21,127 

■Afatt' balancca,  zhot  over  3  months  due. 28,306 

omt  and  rents  accrued 9,008 

Otter  assets 1,000 


Total  admitted  aaseCs. 


8070,760 


LiABUJTixs,  DEcnoaft  81, 1900. 

Net  losses  unpaid  (including  84,003  resisted) 822,768r 

Unearned  premiums 203.837 

Other  Uabflities 3,167 

Total  liabilities,  except  capital  and  surplus . .  8229,267 

Capital  paid  UD 200,000 

Surplus  over  all  liabilities 241,603 

Total  liabilities,  capital  and  surplos. 8670,760 


SgBS  A)«D  PasaUllS:    File  rirics  m  foree,  Deeember  31. 
tHjmJM;  pRmioDM  thereon,  8885,789. 

J^^S^  SINCE  ORGANIZATION:  Premiums  received, 
£g7J8^  kMM  pakl,  81,367.415;  dividends  declared,  cash, 
CTSADritoflk.  180,000. 

J£AL  ESTATE  OWNED:  OonslBis  of  2  ^stor  brick  office 
l^^dvg^  with  k»(  66x  ISO  ft  on  ChapUne  at.  WheeliiK.  book 
*MR  165.636. 

JtOSIIQAGE  LOANS:  There  an  20  kwns.  aaresating  8106.260 
i^'Ti^  ^  Pnmty  valued  at  8245.00(F  The  lanest  is  a 
JjB^  00.000  on  a  brick  bufldhig  at  1219  Market  st.  W^eeUng. 
^M  ai  660.0001  There  was  no  mterest  overdue  on  Deoember 
ILhiL 

^OSl&  AND  STOCKS  OWNED:  Par  Market 

Boms.  Value.         Value. 

B^MM%.. 860.000       867,750 

^•^'5?^^ W.O0O         60.750 

<!SntBg,191fi,6%, 20,600         21.730 

iJJ*fcmL4% UX»  1.000 

oj  Wkefag,  r.,  BM»-16, 4% 82.000         82.000 

&V?'^"#*"^'1*W,*^ 70,000  70,000 

CL  (^.  Va.,  IWl,  4*%,  6-30 2.000  2.000 

{pftw^  W.  Va.,  se.  bs..  1026. 6%. . .  6.500  6.630 

g«*fc  W.  Va,  as.  be..  1931,  4*%. . . .  30,000  30,900 

tS*,'^  Cbi,  lOBljMfe 46,000  48,650 

{<^IraBWoAitlMrO% 14,000  14.560 

VMlBc  A  Ehn  Qrow  R.B.Oa^l931,5%  42,000  42,000 


Bonds  amd  Bvoou  Owmo.— Cone.  Pkr  Market 

dioao.  Value.         Value. 

lBdfaAapoUs4eNo.W.Te.Oi>.,1923,6%  816,000  814,210 

Wheeling  Bd.  of  Trade  Big.  Co.,  bs.im  ^^ 

5% 6^000  6,600 

WheelfaigBteBlAIr(mOo.,1910,6%....  10,000  10400 

WheeUng  ft  Behnont  Bdge.  Co 86^100  85,100 

Totab  (book  value,  8419,360) 8420,100      8480,070 

MISCELLANEOUS:  Capital  hiereaied  bk  1808  from  810,000 
paid  UP  to  815,000  Dsid  up  bv  stook  dlvklend  of  85,000:  fai  1800 
to  828,000;  hi  1871to  moOO;  hi  1872  to  860,000;  in  1873  to 
860.000:  in  1874  to  870,000:  in  1876  to  8100,6bO;  all  by  steek 
dlvMends.  In  1905  capital  was  hiereased  from  8100jD6O  to 
8200,000  by  cash  payments. 

DIRECTORS:  Wm.  F.  Stifd.  August  Rolf,  Henry  Bfebeison, 
F.  G.  H.  SchwertfeBer,  Anton  Reymann,  Loufa  F.  SttfeS,  F.  Riester, 
F.  a  Driehoist,  A.  H.  Wledebusch. 

FIELD  MEN  AND  TERRITORY:  Herriek  k  Aueri>aah. 
Chieago,  111.,  general  agents  for  HI..  Colo.,  Minn.,  Mich..  Wis.  and 
Mo.:  Moore.  Case.  Lyman  ft  Hubbard,  Chicago,  III.,  managers,. 
Cook  Co..  III.;  S.  W.  Rioe.  superintendent  of  ageacies;  Dana  E 
Latimer,  epe^  'S^^  ^^^  ^'  *^  ^^'  ^'  0*  WoUager,  special 
agent  for  Pa.  and  W.  Va.;  Chas.  S.  Leavitt,  special  agent.  N.  Y.. 
A.  G.  HaneoiA:,  general  ajpient  for  Md.  and  D.  C;  J.  G.  Billiard; 
managnr  Metropolitan  dntrict.  New  York  Cy.  The  company- 
operates  m  Olio.,  D.  (X,  Ilk,  lad.,  Md.,  Mich.,  Minn.,  Mo..  N.  Y.,. 
0..  Pa..  W.  Va.  and  Wis. 


GERMAN  ALLIANCE  INSURANCE  COMPANY,  New  York,  N.  Y. 

President,  Wm.  N.  Kiemer,  Secretary,  Cai«ries  G.  Smith.    Organised,  1807. 


Yui} 

A^- 

UncafBed 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ez- 

Losses 

riwnwiiiw 

Surplus 

Premiums 

Income 

Pakl 

kiends 

penses 

pcDditurea 

incurred 

an 

11,191,607 

8429,412 

8630.831 

8668,174 

8608.996 

8265,868 

848,000 

8167,417 

8481,275 

1262,419 

M7Q.202 

426.865 

616.983 

668,109 

606,616 

324,610 

48.000 

171.843 

644,863 

812,060 

1187 

1,308.188 

482.840 

844,691 

689.919 

648,241 

809,067 

48.000 

182,236 

539,303 

307.672 

IM 

1,»1709 

400,817 

469,417 

660,440 

661,643 

479,371 

^S'SSS 

164,817 

602.188 

600,800 

SL 

1,«6,286 

360,89(M 

629,182 

493,097 

672,023 

269,072 

40.000 

149,735 

458,808 

256.40r 

31. 1900. 

JMnge  kisBs  on  real  estate 868,000 

"^.nd  stocks  owned  (market  vahie) 1,360.226 

Urn  office  and  bank 30,281 

Matf  balances,  not  over  3  months  due. 146.267 

Www  accrued. 6,893 


Total  adsatled  assets. 


81,691,667 


LlABILTTIXS.  DxcBmxR  31,  1909. 

Net  losses  unpaid  (inchidhig  822,860  resuted). . 

Unearned  premiums 

Other  liabilities 


Total  liabilides.  except  capital  and  surplus . 


878,087 

429,412 

63.337 


Capital  paid  up 

Surplus  over  all  liabilities. . 


8560.886 
400.000 
630,881 


Total  liabUities,  capital  and  surplus 81,501.667 


ISL^  nUCMlUMBK    Tite  riiks  hi  foree.  Deeember  31, 


^JMtOP;  wemlmna  theraea.  2882.403. 

JB^UBfsDfCR  oroaniSati 


wLsn 

Mm  MA 


ON:     Premiums  xeeelved, 
paM,  88,066,203;    divklendi  declared,  cash. 


MORTGAGE  LOANS:  Of  the  two  bMas,  one  of  884,000,  Is 
secured  by  the  brfek  store  and  dwelUng  at  304  East  lOSrd  sk. 
New  Yoik,  valued  at  855,000.  and  the  other,  824,000  is  upon  the 
brick  store  and  dwelling  at  1363  Fifth  ave..  New  York,  valued 
at  836,000. 


REPORTS   OF  FIKE   INSURANCE  COMPANIES. 


GERMAN  ALLIANCE  INSURANCE  COMPANY,  New  York.  N.  Y.— CimWiMwrf. 

BONDS  AND  8T00BB  OWNED:                ft  Hirtat 

Bona.                              VihM.  Vtlm 

C.8.»g..Iltn,l^,  lUaOOO  lltMOD 

"  "  —    ■"-'"  "'                                           10,000  I0.0OO 

Ifl^OOO  lS.3iO 

1,000  sw 

7fi,0OO  W,000 


m 


iTl»fi{.'*% 

1,.  n,  11,  <ii  >  .1 , ,  1  :iL,  a.iatn.i%.. 

r  p.   T!  ..r  '.    I  ,         u.ni..im.H 

>■■-..-  i.,fii.,  ini.ii% 

LiL  i Jl  IL.  Irt  t  1B31.  *% 

CtL,  iiid.*3o.H.S-.  ISSe,  *%,,. 

Bde  R.  R.,  Di.,  IBSa,  <% 

Hmlaiii  Vil.  S.J..  1  a.,  tm.  4t% 

Mo.  Ku.  i  To.  Bj,  Irt,  im,  4%.. . . 
"--•'"  '"--■mnRr.Cto.illT.  —    -' 

Ni  P»oI,  dt  Nd\ 


VLn..  1«M,  4% 

"-  ""   "*  No.B.E.joiiitlMl,4%.. 


So.  Rj.  Co..  Ut,  1W4. 5%. 


ia.« 


i»r.  Tt.  1  Td.  Co.,  r 

Hr.Tab.Co..  lrt,lSE1.4%.. 

Mn  EL  lU.,  Co.,  lit  IMS.  5% 

tun  1  B.  C  A.  a  Go..lrt  ISSt,I% 
iwy«k11.Co..  l«3l>,4t%.. 
-  ~     —  ■  1.1.}..  IM 


iLjrtlSSl 


25.000 
2,000 
3MI0O 


10,000 


18,000 
1,400 

».7D0 

a,Tso 


1S.0O0 
10,000 
WJBO 


U.  B.  SIhI  Corpontloii.  1. 1..  1SS3,  S% . 
W.  UbIod  Tri.  Od.,  ooL.  t,.,  IMS,  i%. . 

Bdk*O.R.K.p 

BdL  *  0.  B.  R.,  ana 

ChL  ft  NwB.  R.  B.,  p 

OL  A  Nn.  B.  B.  oom H,wu 

Dd.  ft  BudBD  Co 10.000 

EiliIl.R.Oo.,lttp WDOO 

BogUni  ViL  R.  R.,  p. MUOO 

HuilutM  ElgnMd  B.  R.  Co 10,000 

PlB-R. U1300 

Bat  ft  Suitod  R.  R..  IT 10,000 

B<>.R]>..p 100,000 

nsloB  Ph.  R.  R„  p «a,DOD 

ailHuCnl.NU.fik »I«1 

HU.  Bk.  o(  ComiBHn 

Amor.  Bvnr  F^<"t  Co.,  p. ..... . 

Am* .  IWTft  Tg.  Co 

O-QhCd 

"  '       -    •  "  ■    (■  O).  of  N.  T. 


13.000 
30.000 


12JW0 


iB.ODO 
00,000 
58300 


Totab  (book  nha,  tI,4il.I0t). . 

mSCELLANRODS;    Tbb  wnpu: 

am  of  tlOO/nO  ud  ta  ISOa  tlQOiJ 
la.    Capital  iunuad  ta  18U  fi 


ii,»T.ioo  *iMo.m 


0  towo,oe 


naataciaMna  lowc    BalUmon  1004,  tSS,47t;    a*B  Fn 

Directors: 

Cottar.  LoDli  F. 
Knoar,  Woodbi 
Hmry  C.  Ward. 


J(^  aiHo.  Ralph  L 

, _  Hopkloi.  WUlbia  N. 

Lwgdoa,  LowritjAcda.  Qea.  W.  ftikiBi, 


aary  C.  Ward.  Loa^Wndmallar,  Otto  L.  DoiuwU 
ntXD  HEN  AND  TERRITOBY  COVERED:  1 
jnihD.  Hartlord,  Cuw.,  ipoiU  itaat  for  Coim.;  Wn.  K.  AM, 
Ldu^ha.  Fa.,  ipBoal  acnt  te  Pa.:  lua  B.  Akaaoder,  Oaiki- 
l>iiri,W.Vi..ipamla(atforW.Va.;  nua.  Barkir,  Jr..  Wintoi- 
BalOB.  H.  C,  unial  B^nt  for  Va^  1.  R.  Daoidl,  Uontaoiun, 
Ala.,  aptcMl  ••Mt  tor  Ala.;  Wm.  Dm^  Ckarfaitaa,  3.  O. 
apBdalainlfw&C.andJ1a.:  Kitbr  8.  Ducopet,  Boitoii,  Haa. 
HMdal  iftat  tot  HaK.,-  Walter,  C  Hon,  Albaar,  K.  Y„  R.  G. 
Potior  ud  F.  P.  Staddird,  Sjraone,  N.  Y.,  udlohD  D.  Tilln, 
BnioklrD,N.Y.,wei^arala  Cor  Nn  York  Stata;  Wm.  Ba«3- 
tBo.  N«w  Todt  (Str.  •ponl  umt  tot  N.  ;.;  Chat.  Reraoldi. 
FatanOD.  N.  J.,  ipBDial  avntlm  N.  B.  N.  J.;  Wa.  8.  Uuir, 
Baltimon,  Hd..  (pwdal  •tut  (or  IM„  D.  C.  and  ltd.:  Thai.  E. 
Hoaot,  No  Orieu  La.,  nial  acnt  (or  U.  ud  tlm.;  Qua. 
H.  nibrick,  horiilnw,  &.  U  ipwal  aioit  tor  R.  L;  E.  F. 
Soolt.  LoubtIIb,  Kj.,  ipHnl  aitnt  for  Kr.  and  Tea..;  5.  Y. 
Tnpnar.  Jr.,  AUaata.  Ga.,  ipooiil  amt  lor  Qt^  Philip  P.  Tunw. 
PorOaod.  He.,  apKdal  afut  lot  lit.  ud  K.  H..-  Jwe  E.  WhiU, 
DaDai,  Tu.,  SIMa  iiRit  Eor  T^:  Atuaodcr,  Wtbb,  Raloich, 
N.  C;  cnwd  afOotlor  N.  Cj^  W.  H.  San  maBicn,  John  a 
iBgniD,  iMiitaot  maoa^.  Wm.  L.  LercJi,  (aand  aantaat 
■uanr  Wiilera  deputmnt,  aiasi,  DL;  J.  O.  Dya, 
ColOEDboi,  0.,  9tt(«  UDol  lor  0.;  E.  0.  HoCray  ud 
Joa.  E.  IbbIi.  Colnmbna,  0.,  qiedal  uinti  for  0.:  B.  J.  GlllI]ar^ 
IndlaBVolb,  Ind.,  tpodal  annt  for  lod.;  Oea.  A.  Houtt.  Hlu- 
moUi,  MlflB.,  8lM*  ant  Tor  Miiin,  C  A.  Alio,  Mlnacapok 
Klnii.,  ipodal  amt  rorWaB,  W.  C.  Foirlv,  CUcato,  IlL,  efeS 
nut  lor  HUk:  B.  0.  Bam.  lUiraakoa,  WKTstata  unt 
tor  Wla.:  Goo.  Q.  WrUt,  MUwaiikBi^  WIl.  mdal  unt  tor  WkL; 
W.I.DnaD,TopA^Eaa.,nodtlagealtbrKu.;  aj.Aknndv 
Uaoib,  Nib.,ipida]iBiittDr)l(hn'  P.  H.  KalfUoo,  HannibiL 

Sehiaibir,  Enutoe.  U,  •podil  iMt  For  ID.;  Albart  S.  R«d. 
Aberdeen,  3.  D..  ipacial  annt  for  Moat.  N.  and  8.  D.;  Roger 
SvLTB,  Iowa  Or.,  lb,  neeial  acmt  lor  II:  A.  L  Jamp,  DeoTrr, 

"-' -' "irlkiiw:  OnyMaiUatoihipeeiJaceBttar 

--  ' "■  Okla.  Cr.,  Okla-,  a     '  ' 


0..  ineial  ucBl 
>.,  nTiI.  ami  W 


. tFolnr, 

B.  Hfl]  (Bd  E.  F.  Hwitt,  Su 

qiNU  a(Mta  lor  CaL  Md  NoT^  W.  Hamr  W3k,  P» 
«*dal  ant  lot  Die.;  T.  H.  WHIIuio,  Loe  '-^~  ' 


J.B. 


J  ant  btr  Die.;  T.  B.  WOUuM,  Loe  AicAit  Cd..  qHdat 
ueat  ud  (dlHler  tor  Sontben  CU.  aid  Arli.:  VTb.  UeDoiRU. 
WariL  and  Ida..-  P.  J.  ferr,  tor  WadL;  F.  W.  Jaaanit,  tm 
Utah,  Ida.  and  HonL:  E.  P.  ariSa.  8u  Joae.  CU.,  nwul  ifnt 
tor  ^M  Ctaia  VaL  Thii  eomiiaD)'  oparaiM  b  111  the  Stain 
ud  TerriluiB,  un«ptiB(  K.  H.  aad  V(. 


GERMAN-AMERICAN  INSURANCE  COMPANY,  New  York,  N.  Y. 

Preddeat,  Wm.  N.  Kreaer.  Srcrctarr,  Chailca  C.  Smith;  Aadrtaol  Setntariea,  C  H.  CoOd  Bad  Edwin  H.  Craalo. 


YlAl 

"" 

Premiums 

S«r^ 

Total           Lonei 
lB«™           Pud 

Di.. 
Ideoda 

E., 

SS,S; 

&s 

MW 

z 

tm 

4.0£2;G2) 

H,BIU.32Z 

•Si 

fi,»S.884 

S.441,075 

tB,S8a,102 
0,830,791 

m 

P.513,S1S   t3,Wl,m 
7,372.473     3.S11.2SS 

a.360.ewl   2.B73.2ni 

HM.OOO 

!K 

450,000 
450,000 

sis 

t3.405.8tS 

JSSJS 

5.000,854 
2,M2.g3i 

Real  esWe  own«)  (bocit 
Uorlgace  tDini  oo  real  e 
Bonda  aod  stocks  t ' 


Cub  ia  office  and  bank. . 
Afenti'  bnlancee,  d 
Intereat  accrued. , . 


cT  JnoaliBduo... . 


Net  lasses  unpaid  (including  178.027  re 

listed).... 

_     Totdli»bUilie.,eKeptaNtaluc 

lunJu... 

Surplus  over  aflllabililiaL 

tT08,S«8 
6.005,121 
SI  7, 703 


il  liabilities,  capital  and  sujplui 


RISKS  AND  PREUnHS:    Fir*  rtski  In  loree.  Daeoabs  II,    I 
»l^,(«a^;  pnmhjmi  Ibenon.  tlS,4»,4». 

B^tN^  SiHCB  ORGANIZATION:  Fnmlumi  reedfed. 
tl07,385.He:  low  vM  UT.761710:  dlTtden^  dedared,  eaih. 
•8.415,000.  I 


HT  office  bldg. 
it..  Nnr  YA, 


REPORTS   or   FIRE   INSURANCE   COMPANIES. 


GERMAN-AMERICAN  INSURANCE  COMPANY,  New  York,  N.  Y. 


I.  T.*  WUnO,  St3-3U  W.  nth  it..  N.  V 
L  IIM  It.  N.  V,;  HS.O«).  aM-]fiK  As 
ikn  ■  (In  >  loa  at  tCOOO  «  prointjr  i 


BONDS  AND  BIOCSS  OWNED: 

5- a.™, 


KwfaL 

Mxamm.  •una.  Vil». 

■ts.1% tv».axi  tiujdo 

A.  H.  r.  imd.  «% 10.a»  10.000 

Bm%><r.B.bt,nc.l>M,ItK....  lOO.OOO  88,000 

». J.  ^,  nr.  n«,  MBT,  il%.^. 1U.000  171200 

F.YCt,iraL  tlm.btt-  m.,  MS.  11%  10,000  MJOO 

;-J.&.£in«,lMT.S%^ 80.000  44.S00 

l.tAjliKbiDdl«riian^l<llSii%.  JICOOO  M,UO 

imn.laB'klTn.n^in.aifi..  U.DOO  MJHX) 

i-YJH  tw.Md  rtM  bj«lj»lML»t%  2G,0n)  11.000 

TMgn(i.CkL,lM^lmp.llllH%....  110.000  101.300 

IWuUB.  CW,  ■».  SUM,  mLA%....  MSm  U,SM 

A,i.*s.F«ar"~»i7VBS aooo  ».ZSO 

l.T.l&FBRr.a(L.  1906,1% tCOOO  H,MO 

l.T.*S.F(RT.T.At.Liiu.  WMTo  W,oao  1S.D00 

A,T.AS.F*B7-(E.0kl«.)imi%..  U.aOO  51,18) 

UdL.  T.  4  Suta  It  Kt.,  ct,  IBU.  1%  iSM  l.BOO 

L,T.  AS.  F.  Kt.  rT.(nb.tD  MJOO  »% 

li«)lMl.«t MOO  ICT 

Uhui  Cd^  i£w.  iM,  isai  4% 31,000  njao 

UC  L  B.  R,  ool.  (I.  A  N.).  idsi,  1%  100,000  SIJIOO 

fcilAO.E.S.,  Ht.IO«^»% 100,000  SMOO 

B.AO.  H-a.  (Flttaborc  L,  Erie  A  W.  Vi.) 

Wl,«% SOMO  U,O0O 

aAaH.R.Qi.(8wii.^    ,MlB2S.3i%  HMMO  U,DO0 

B.AN.T.  AirlimR                :(w,4<7  50,000  47J100 

CLS.E.a(.V.J_cii...  MMnO  «O,0OO 

tlE.a.<ilM.  J_iiL,  r..  .  ii-r.  ,i;,  1S,000  18.000 

aa.AO.b.OD..(D  .  I'.'".'  4;";  100.000  101,000 

QiAiUK«iB.R.t,  lai'^,  ;■:-  SMKIO  17.S00 

C^  A  UhH  B.  R.  1  'I  .1  .  i:m.  :n-  [  ILOOa  17,WI 

ai*K.iii.R.B,,  ti  c!.  ii-.t.  I. :  a,ooo  30,000 

ai.kSwm.&T„t.Kf>--J  ■'■.-  SO.OOO  10,(100 

atAKwtR^.tf,  lyj-i  t  SUMO  37.800 

QL  A  NwL  b.  c  t..  d  .  l'J-..l.  .V,i.  U.00a  SS.itO 

aij»iAaii.H-a-Ctui5i.iei* M.ooo  4s.ooo 

L  K  A  SL  p.  R.R.,  (Ml.  ISH  1%  .  (0.000  U.OOO 

CK.A3t.  P.  B.  K.(L»CnmiimtJi%  00,000  01.400 

a,]LAB».P.  B.R.(C.AF.W.J,  lttl.S%  30,000  31J00 

Ot.  R.  L  A  PM.  E.  B«  lA  NI7.  8%  SOJm  H.OOO 

C  C  CA  bd.  Rj.  On.  n. ».  I«34.0%  10,000  11.000 

CaiA8Ll.RJL0t.lJDlTOl.nm4%  30,000  43,000 

Cil.AMAn.R.&.I*tim,t%....  U.OOO  13,000 

D.tB.C^tT..IVlS,«% 130.000  130.000 

B  Pn  B.  L  Br-  CiJlWl,  t% lAOOO  W.€00 

Elk  R.B,  1(1  <L  1^.7% UMJXn  17S.S00 

EritB.L(pL«l.),  1001,4^ 173,000  WJM 

Ed>  Br,  D.  Ik  IBMt.  » 100,000  73.000 

Ew  B.  K.,  n.  1BB3,  «% 7,000  4.000 

B-Uni  V*L  St..  lit  (ombL  lOOt.  4%  MOJXW  lOD.OMI 

^bft-lbia.,  ml.  to,  1M8.  US..  100,000  SIMO 

LlAILS.ST,CcL.iL.ini,4%    ...  10D.OOO  B3.0OO 

Uki  tktit  A  K.  a  Rjr.  Co.   lon,  t%  100,000  03,000 

la.  t..A  P»aDl*  FaiTT  R7. 1.  imM  Ig/lOa  10.000 

[.A!l.nd)LAILR.a.iolnUM3.41S  100,000  101.0DO 

I'ffl'  A  N-tOIc  RJL.  DDlfiwt,  INO,  i%  10.000  48,300 

L'iOtAy'TaeR.E.  (So.).  19314%..  100,000  90,000 

■nnii^iua  at.  R«  Do.  1007,  i^ 8£,00O  38,150 

KiuLA3t.UR.R.,  Irir..  1949,  4%. .  10.000  8,000 

Bid,  L  A  M.  St.  R*.  lOU.  3% aS/MO  15.000 

IL.Et.P.ABBiUStelIuieST.,1938.4%  t>,000  23,750 

Ik  Pk  B7,  IM  BiL  IMO,  H 31.000  31, ISO 

It  Pk.  Hj,  1917.  5% 10,000  S,tOO 

140.1.  B.Co.OI<Hil0)aiMy)l.IO47J>%  lOMO  54.500 

l>iM.t>M.B.B..IM,ia37,e% 53.000  88.750 

^.  aiL  A  St  u  Rf..  i»t  i9Am,  . . .  is,ooo  38,250 

^JX.  A  5l  I.  R.  R..  !•(,  1937,  4%..  15.000  12.750 

V  V.  A  J.  B.  B.  W  D..  ton.  t<, 30,000  29,100 

Xt.LAW.  RR.,  Ut.  1911,  8%....  100,000  116.000 

^.^.N'.H.AH.RR.,0%.eir.^H8  35.000  32.100 

-1.  r.  Sh.  A  «.  S.  R.  Id  im,  6%.  15,000  15,000 

1.T.JKAV.B3.,  tK.Utl91S.3%..  33.000  37,150 

X.  A  wTIT.  dr>.  lit  1b.  A  sn.  n.l»U,l%  U0,000  135,000 

^AW,Br.(Fashoa(H>lit,19CL4%  100,000  87,000 

-WFKai..\D.B.R.iaiBt.l9tI,4%..  300,000  188,000 

0s.StatU».'.,19S.  4% 200,000  180,000 

h.  Cft.  n^.  19J1,  4i% 37,000  87.000 

Pl  Ql.  t- 1191,  4% 13,000  43,000 

BaQii«l(.W.ky.,  tr.  lA  1931,  4%..  18,000  18,500 

S>  he  Cd..  (Oat.  Pm.  coL),  191B.  4%  25^)00  21,000 

^  he  £.  a.  Co..  lit  r..  tasS,  1% 30,000  4<.000 

1  Pk  R.  B.  Cd.  e*..  1109.  4% 10.000  50,000 

^Sr-Cri..Dn.AiB.B..  19M,t%....  88JM)  U,«10 

^  ftj.  Oi,  lit  Hool.,  19»1,  5% 150.000  131,000 

91.  U  <a.  OlBfAte  DtT-X  Ut,  [9915%  75JXI0  79.500 


Lake  Erie  A  W.  R.  R  K. ,. 

Umimlla  A  NuhirUla  RR.,... 

'     ■    ""  'Wirtr  Co 

ElmtodB/.Co 

MlUMmoUi  A  St.  Lm*  B.  K.  iDd  B.. . . 
HlmHuplli.  St.  Pinl  A  a.  SuH.  R,  p. . 

IL,etP.  A  S.  Ste  H.  Bj.,  ooa . . 

■„  E.  A  Tn.  R  B.,  p 

I A  Blimlwfaim  R  R 

A  Ewf  R.  B~ 

N.T.AHuluaRE 

N.  Y„  Uckiwuu  A  W.  R  R 

N.Y.,N.H.A  H.R.R.(nib,  U  lOOihi  25% 
pud  indudiiii  oai  of  rtfil*  pirnhiinift 

Norfolk  4  WTH...  p 

No.PM.Rr.Co 

No.  SuurJUH  Co.,  (aiiir  Hock) 

PtRR 

FlUibluc  Cln.  A  at.  Leulik  p. 

Pitta.,  Ft  WnieACIiLRR 

RouMbu  A  SuMom  B.  R 

St.  L,  A  &  F,  R  R.  Ce 

9«1iid  Avtnoa  R.  R  Co 


131.AS0        381,78 


130,000        183,00 


N.y.Tr.oo ;::":;;;;; 

Title  Gi.  A  Tr.  Co,,  of  N.  Y.  Or 

Aeihf.  3ucv  RofiniDfl  Co.,  p. .....--... . 

Aiaer.  TL  A  Tg.  Co 

C«.OmCd. 

PuUzua  Co 

BuJ^  AiMdmla 

8.  Ad.  Buiuu  (nib.  U 1  ibi.  50%  paid). , 

JUndmd  Oil  Co 

Jndeniillen'  SiJvift  Co.  of  H.  Y 

Totdi  (book  value.  (11,000.901).. 


300.000        tSlOOO 
80.000  8.000 

SIOJXO        288,300 


75jn0        I06.7SO 


(0.000        307J)0O 


tlOmm  tl3J57.140 
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REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


GERMAN-AMERICAN  INSURANCE  COMPANY,  New  York,  N,  Y. 

MISCELLANEOnS:  CSapltal  incraMed  In  1903  from  $1,000,000 
lo  $1,600,000  and  $013,680  new  sunilai  wan  paid  in.  Conflagration 
loaer  DalUmore,  1904,  9640.736;  »ui  Fiancbco.  1906,  $2.- 
97,830.  Values  of  special  doDOfllte:  Oa..  $11,000:  Va..  $49,600. 
N.  Mm  $10,000:  Can..  $127.9961  Oompany  al«o  owns  996,200  (par 
value)  stock  of  N.  C  Home  Ins.  Go.  wliiek  oost  $37,174,  estimated 
worth  par.    Inoome  therefrom.  1000,  $5,772. 

DIRECTORS:  Charles  F.  Aokermann,  loserii  H.  Gboate.  John 
daflin.  Ralph  L  Cutter.  Louis  F.  Dommerieh,  William  N.  Kremer, 
Woodbury  LanRdra,  Lowdl  Linoob,  George  W.  Peridna,  Henxy 
C.  Ward,  Louis  Wmdmuller,  WiUtam  Wood.  Joliw  A.  StorsberK. 

nELD  MEN  AND  TERRTTORY  COVERED:  Eucene  8. 
Areher.  Hartford.  Conn.,  speeial  agent  for  Oomi.;  Lane  B.  Alez- 
aadsr,  aarksbuxg,  W.  Va.,  speeial  agent  for  W.  Va.;  F.  H.  Briop. 
Jr.,  Riebmond.  Va.,  speeial  agent  for  Va.;  Thoe.  Barber,  Tt., 
Wineton-Salem,  N.  C.  speeial  agent  for  N.  C;  0.  A.  Curry. 
Hanodsburg,  Kr..  State  agent  for  Kv.  and  Tenn.;  J.  R.  Daniol. 
Montaomery.  Ala.,  specoal  agent  for  Ala.:  Wm.  Doui^as,  Charles- 
too,  8.  C.,  special  agent  for  S.  C.  and  Fla.;  Kirby  S.  Dueayet. 
Boston.  Mass.,  special  agent  for  Mass.;  Walter  C.  Howe,  Albany, 
N.  Y.,  R.  G.  Potter  and  F.  P.  Stoddard.  Syracuse.  N.  Y..  and 
John  D.  Tall^.  Brooklyn,  N.  Y.,  snecial  agents  for  New  York 
Stote;  Wm.  Haseltine,  New  York  City,  special  agent  for  N.  J.; 
Ghss.  Reynold  Peterson.  N.  J.,  special  agent  for  N.  E.  N.  J.; 
Wm.  8.  Muir,  Balthnore,  Md..  special  agent  for  Del..  D.  C.  and 
Md.;  Thos.  C.  Moore,  Toronto,  Canada,  superintendent  of  agencies 
eastern  part  of  Canada;    Thos.  E.  Mount,  New  Orleans.  La., 

rual  agent  for  La.  and  Miss.;  Chas.  H.  Hiilbriok.  Providence, 
L,  special  agent  for  R.  I.;  8.  Y.  Tupper,  Jr..  Atlanta,  Qa., 
speeial  agent  for  Qa.;  Philip  F.  Tomer,  Portland,  Me.,  speeial 
agent  for  Me.  and  N.  H.;  Jesse  E.  White,  Dallas,  Ttoz.,  State 
agent;   R.  W.  Johnson,  speeial  agent,  Tez.;   J.   M.  Woodroffe, 


Philadelphia,  Pa.,  speeial  agent  for  Pa.;  W.  H.  Sage,  manager 
John  C.  Ingram,  assistant  manager,  Wm.  I^  Lsnh,  aecoM 
assistant  manager.  Western  department,  Chieagq,  ID.;  J 
0.  Dye,  Columbus,  0.,  State  agent  for  0.;  a  0.  McCraj 
and  Jaa.  E.  Innis.  Columbus,  0.,  speeial  upents  for  O. 
B.  J.  Qihnore,  Indianapolii,  speeial  agent  for  Ind.;  Geo.  A 
Mowry,  MlnneapolJs,  Minn.,  State  annt  for  Minn.;  C.  A.  Allen 
Mtnneapolls,  Minn .  q)ecial  apent  for  Minn.;W.  a  Fowler.ChJcago 
Dl.  spedal  agent  for  Mich.:  E.  0.  Basse.  Milwaukee.  Wis..  Stati 
agent  for  Wis.;  Geo.  G.  Wright,  Milwaukee.  Wis.,  spedal  ageni 
for  Wis.;  S.  J.  Alexander,  L^ooln,  Neb.,  State  acent  for  Neb., 
P.  H.  Knighton,  Stote  agent,  HannlbaL  Mo.;G.E  Dixon.  Spring 
fidd.  Mo.,  special  agent  for  Mo.;  Walter  E.  Miller.  Chicago 
HI..  Stote  agent  for  HI.;  Thor  Schieiber,  Evanston.  111. 
spedal  agent  for  Cooke  Co.  and  No.  111.:  W.  I.  Drum.  Topeka 
Kan.,  special  agent  for  Kan.;  Albert  S.  Reed.  Aberdeen,  8M>. 
qiedal  agent  for  Mont.,  N.  and  S.  D.;  Roger  Swire,  la.  Gy^  Ift. 
spedal  agent  for  la.;  A.  L.  Jessiqi,  E^ver,  Colo.,  specia 
agent  for  Denver;  Guy  Mackintoah.  special  agent  for  Colo. 
N.  M..  and  Wyo.;  J.  M.  Miller,  Muskogee,  Okla.,  spedal  agent  foi 
E.  Okla.;  James  Brundrit,  Okla.  Cy..  Okla..  special  a«ent  foi 
W.  Okla.;  Geo.  H.  Tyson,  San  Fnndsco,  OaL.  general  agent  foi 
Pae.  department  Herbert  Folger,  assistont  general  agent;  J.  B. 
Hatcher.  Chas.  B.  Hill  and  E.  F.  Hewitt.  Sao  Francisco 
Cal..  special  agents  for  Cat.  and  Nct.;  W.  Hanrey  Wells,  Portland 
Ore.,  special  agent  for  Ore.;  T.  H.  Williams,  Los  Angelea.  Cal., 
spedal  agent  and  adjuster  for  So.  Od.  and  Arte.;  V.  B.  McDowell 
for  Wash,  and  Ida.;  P.  J.  Perry,  for  Wash.;  J.  W.  Jenninn 
for  Utah,  Ida.  and  Moat;  E.  F.  QrifBn,  San  Joae,  Cal.,  si>ecia 
sgent  for  Santo  Clara  Valley.  Hie  company  does  businees  in  al 
Stotes,  mduding  the  Dominion  of  Canada,  except  N.  M.  and  Vt 


GERMAN-AMERICAN  FIRE  INSURANCE  COMPANY,  Baltimore,  Md. 

Prcident,  Martin  Meyodirck;  Seoetaiy,  T.  H.  Maiuon.    Oigaiiized,  1880. 


YSAS 

Asseto 

Unearned 

Net 
Surplus 

Net 

Totol 
Income 

Losses 
Paid 

DiT- 
idends 

Ex. 
penacs 

Total  £s- 
pcnditurea 

LOIBM 

Incuired 

1909 
1908 
1907 
1906 
1906 

625',066 
669,630 
514.297 
447,222 

$200,018 
191,158 
180,867 
166,981 
120.951 

$246,726 
198.088 
164.123 
136,001 
106,663 

$207,600 
202,610 
208.836 
190.861 
144.114 

$238,808 
231.527 
233,261 
211,107 
163,013 

$91,533 
90,804 
88,954 
56,826 
44,358 

$16,000 
12.000 
12,577 
12,140 
11,813 

$78,469 
77,094 
76.832 
67.127 
64,642 

$186,002 
179.898 
171,863 
136.093 
110.808 

$91,964 
87.181 
92,0M 
6&.31C 
60,79( 

Unearned  premiums  indude  amoont  reclaimable  on  perpetual  policies. 


iSK  31.  1909. 


Assets,  Di 

Real  estote  owned  (book  value) 

M(»tgage  loans  on  real  estote 

Bonda  and  stodcs  owned  (market  value). . 

Collateral  loans 

Cash  in  office  and  bank 

Agento'  balances,  not  over  3  montha  due. . 

Interest  and  rents  accrued 

Other  asseto 


$64,248 

282,776 

263,400 

2,186 

27,371 

50,236 

6,683 

200 


Total  admitted 


$687,094 


LlABIUTIXS,  DSCEIIBSK  31,  1900. 

Net  losses  unpaid  (induding  $7,812  resisted) 

Unearned  pr«niunu  (excq>t  perpetuals) 

Amount  reclaimable  on  perpetual  polidea. 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 


$17,53^ 

109,392 

6» 

22.811 


Capital  paid  up 

burplus  over  all  Itobilitiea. 


$240.36£ 
20tf,OOC 
246.72C 


Total  liabilities,  capital  and  surplus. $687,004 


EI8KS  AND  PREMIUMS:  Fire  risks  to  force  (except  per^ 
petaals),  December  31,  $48,647,997;  premiums  thereon,  $380,689; 
perpetual  fire  risks,  $22,276;  deposit  premiums  thereon.  $623. 

BUSINESS  ^CE  ORGANIZATION:  Premiums  received, 
$2,262,978;  losses  paid.  $1,213,302;  dividends  dedared,  cash, 
$341,080. 

lUBAL  ESTATE  OWNED:  Comprises  411  E.  Bait  st.  (occu- 
pied by  the  oompany).  carried  at  $45,000  (valued  at  $50,000), 
and  28  small  woperties  andground  rento  to  Bali. 

MORTGAGE  LOANS:  There  are  181  kians.  ranging  to  amount 
from  $100  to  $10,000  and  aggregating  $282,775  They  are  all 
upon  property  to  or  near  Baltimore  and  are  to  few  instances  for  as 
moeh  as  oO  per  cent,  of  the  estlmatsd  valus  of  the  security.  There 
was  no  inteaest  overdue  on  December  81,  last. 

COLLATERAL  LOANS  aie  as  follows: 

Marint       Amount 
SeouriUes.  Value.       Loaned. 

Daily  Record  Co.,  stk $1,800         $1,000 

Dd.Tble,Co.,bs 500  86 

Balto.  Co.,  W.  4b  K  Co..  bs. 2,730  1.100 


Totals.. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Baltimore  ey.  ref..  1940,  3i% 

Bdi.  County  Wat  A  El.  Co..  1046,  6%. 
Bait  qr.  imp.,  loan,  etc.,  1928^  ^%. 
Bdtlmora  ey.,  W.  Md.  R.  R.,  1926,  4%. 

BalttoMre  er-i  wat  kMm.  1916,  6% 

BattiBora«ynf.loan,1916,6% 


$5,030         $2,186 


Par 

Value. 

$10,000 

1,000 

106,300 

1,600 

4,800 

2,800 


Market 

Value. 

$9300 

990 

105.237 

1,676 

5.088 

2,968 


BoHse  AND  Stocks  OwinD.— Cent 
Stocks. 

(ki.  Adjustment  Bureau 

Merchanto  k  Miners  Transportation  (3o.. 

N.Y..N.H.4H.R.R 

"  "  "  ••  paytonaect.. 
Farmen  k  Mec^bants  Nat  Bk.  of  Bait. . 
Merchanto  National  Bk.  of  Baltimore.... 
Nattonal  Mechanics  Bk.  of  Baltimore... . 

National  Ex.  Bk.  of  Baltimore 

W.  National  Bk.  of  Baltimore 

Second  National  Bk.  of  Baltimore 

(Stisens  National  Bk.  of  Baltimore 

U.  S.  Fidelity  A  Guar.  Co.  of  Baltbaom. 


Value. 

$160 

81.300 

15,000 

926 

9,000 

10,000 

600 

18.300 

2.000 

2300 

1320 

12300 


Market 
Value 

$15( 

i9,m 

23.701 
1,461 

11,021 

17.IK 
1,451 

21344 
3.701 
6.46C 
63« 

17301 


Totals  (book  value.  $258,400). 


$215,196    $253,408 


MISCELLANEOUS:  Capital  redoosd  to  1881  from  $205,350 
to  $200,000.  After  Bait  eonflagratton  capital  reduced  to  $60,000 
and  immediately  tocreaaed  to  $200,000i  OooJagration  losess: 
Baltimore,  1904,  $380,562. 

DIRECTORS:  Martin  Meyerdlrck,  F.  Mudler,  George  A. 
Hax,  Germanus  France,  Arthur  Wallenhorst  L.  C  Schnddoelth, 
John  C.  Distler.  Jr..  H.  8.  Rlppel.  Gboise  J.  Thaler,  Henry  G. 
Von  Heine.  Rudolph  Sommerwerek. 

FIELD  MEN  AND  TERRITORY  OOVERED:  Frank  S. 
Lake,  speeial  agent.  Fall  River.  Mass.;  Seoor  Cunningham.  ChicacD, 
111.,  general  agent  for  III.;  Montgomery  dc  Funkhouser,  Chieago.  UL. 
Stoto  agent  form.  The  company  operates  mD.C..IlL,Md..Ms8i., 
N.Y.,0.andftL 
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GERMAN-AMERICAN  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

Pmident,  Herman  Gajch;  Secretary,  H.  H.  Bersnuum.    Oigamaed,  1873. 


Tub 

A^ita 

(Jocanied 

Net 

Net 

Totel 

Loeses 

DtW- 

Ex. 

Totel  £z- 

LoflBes 

* 

Surplus 

Income 

Paid 

idcnda 

penaea 

Incurred 

1«9 

t»S.800 

llft.978 

3218,762 

318.648 

334.222 

34.038 

315.000 

30,010 

328,852 

32,005 

Utt 

833,415 

10,428 

213,801 

17.388 

34,187 

2.815 

15,000 

0.708 

27.028 

'•**? 

1N7 

?«»2K 

18,800 

207.404 

18.680 

33.101 

1.057 

12.000 

0.808 

28.783 

2,010 

1M6 

318,572 

18,358 

107,055 

17,178 

33.801 

1.800 

12,000 

0.431 

23.830 

2.180 

IttS 

300.885 

17,837 

180.003 

18.094 

82.870 

850 

12.000 

0.508 

22.457 

850 

AsssTB,  Pecbubes  31, 1000. 

Beal  crtate  owned  (book  Tsluc) 331,275 

Mortaife  loans  on  real  estate 207.700 

Cad moffice  and  bank 8.265 

Ageatt' balances,  not  over  3  montha  due 208 

Inaaest  and  rents  accrued 3,282 


Total  admitted  aaseta $888,800 


LlABILIXIEB,  DXCKIfBEt  81,  1000. 

Net  loasca  unpud 

Unearned  premiums 


380 
10,078 


Total  tiabflities.  except  capital  and  tarphis 

Capital  paid  up 

Surplus  over  all  liabilities 


320.038 
100.000 
218,782 


Total  Uabilitiea,  capital  and  snrphis $388,800 


RISKS  AND  PREMIUlfS:  Fin  rkks  b  foree,  December  81, 
3lMi7e7jnreniiam8  thereon,  338,467. 

SEAL  ESTATE  OWNED:  OaasiatB  of  company's  home  office 
MMIB&   RenlB  leeetved  in  1000,  $1,080;  expenses.  3322. 

MOSTQAGE  LOAliB:  These  aggngate  $207,700  and  are 
FDteeftBd  by  imnOTed  leal  eitate  in  tbe  XHstriet  of  Oohmibia. 
Tslaed  at  more  Umn  double  the  amouni  loaned  thereon. 


Oon- 


mSCELLAXEOUS:    Oompany  operates  only  in  D.  C. 
fispation  loseer.    Baltimore,  1004.  $iaOOO. 

TRUSTEES:  Herman  Qaseh,  F.  Q.  Sehafer,  Julius  A.  Maedel 
0.  L.  Wolfsteiner.  Chas.  Sohafer,  Chas.  B.  Fearson,  E.  L.  Sehmklt, 
P.  A.  Blundoo,  W.  E.  Edmonaton. 


GERMAN-AMERICAN  INSURANCE  COMPANY,  Pittsburg,  Pa. 

Fnsident,  J.  H.  Aofderbeide;  Secretary.  W.  J.  Patterson.    Organised,  1^8. 


YSAI 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total  Ex- 

Losses 

" 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

Wi5»S2 

3133,848 

*2Sg.lOO 

3186,408 

{3238.556 

377.670 

312.000 

364,870 

3154,558 

$82,201 

190S 

427,722 

134,488 

188.056 

160.021 

182.740 

01.701 

10.000 

82,846 

164,547 

80.363 

1007 

413,710 

121,057 

176.107 

100,753 

180.588 

60.777 

10,000 

61,450 

141,227 

75,080 

1906 

385,190 

100,633 

153,650 

183,880 

151.001 

82.075 

10,000 

47,178 

110,248 

83,408 

tilOO 

330,607 

89,077 

131.377 

126,002 

140,608 

45.464 

7.000 

48,046 

06.410 

40,851 

t  Includes  $60,000  prcmiumron  new  stock. 


Asavis.  Dbcxmber  31. 1000. 

ReJ  estate  owned $7,200 

Mcrtgace  loans  on  real  estate 470.436 

Bcods  and  stocks  owned  (par  value.  $12,860), 

oazket  value 10,005 

Loons   M&    approved    security    (market    value. 

337.325) 24.700 

Cash  in  office  and  bank 58,142 

Aemis'  balances,  not  over  3  months  due 23,625 

lotercst  and  rents  accrued 0,805 

Bis  Rceifabfe 2,210 


Total  admitted 


t5 3615,212 


LiABiLims.  DKCBUBn  31, 1000. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


317,544 

133,848 

3,421 


Total  liabilities,  except  capital  and  surplus 


C^pitel  paid  up 

Sun^ius  over  aft  liabilities 


3154,812 
200.000 
260,400 


Total  liabQities,  capital  and  surplus 3615,212 


RISKS  AND  FREMIUMB:  Fhe  riaks  in  force,  December  31, 
ttUat55ft   vcmiums  thereon,  3257,714. 

mt^W  aiNCS  OBO.iNIZATION:  Premhnns  received, 
tOSkmi   kmm  paid.  $1,185,617;    dividends  deislared,  cash, 


tMilOO. 

ISAL  ESTATE  OWNED:  OmMrts  of  lot  with  dwelling  there- 
m.  Masted  on  Charles  st.  No.  ride,  FKtsbvin.  and  a  lot  with 
^vd&UE.  ritoated  on  WoodviDe  ave.,  Pitteburg;  and  a  k)t  with 
^aaBng  tikcieon  sitoate  Sharaden,  Pittsburg,  Pa.,  combined 
•aristvahie,  $7,200. 

XQSTtlAGE  LOANS:  There  are  104  loans,  aggregattng 
3170.435.  OB  pmnerty  worth  more  than  double  tiie  amount 
iotaed  tiMnoB.  "nwre  was  $1,200  of  interest  psst  due  on  Decem- 
ber 31.  IwL    The  compsay  holds  $512^800  of  insurance  on  the 


MISCELLANEOUS:  C:apital  mcreased  in  1000  from  $100,000 
to  $200,000  and  $50,000  rcMlixed  as  premium  on  the  new  stock 
sold  added  to  surplus.  Conflagration  kMses:  Bait,  1904,  $70,- 
138;  San  Frandsoo,  1006,  38,148. 

DIREC?rORS:  P.  C.  Schoeneck.  John  Aufderhaide,  Wm.  H. 
Barker.  George  Heaps,  John  R.  Voskamp.  Sr..  C.  W.  Helmold, 
Wm.  F.  Meyer,  PhiUp  Qettman,  W.  J.  Patterson,  John  A,  Bies- 
meyer,  J.  B.  Kaercher,  Chas.  H.  (Sellfuss. 

TERRITORY  COVERED:  Theis  Bros.,  Wllkesbarre,  Pa. 
general  agents  for  Central  Pa.  The  oompany  operates  in  Del.. 
111.,  Md.,  N.  Y..  0..  Pa..  Tex.  and  W.  Va. 


GERMAN  SECURITY  INSURANCE  COMPAl^,  LouisviUe,  Ky. 

President.  Jaa.  S.  Barrett;  Secretary,  B.  Ftese.    Organized,  1872. 


Yiu 

Assets 

Uneaxned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

3186,294 

318.422 

$68,856 

310,363 

$16,018 

34,358 

$5,000 

$6,676 

$16,033 

33,440 

1M6 

if^'Sa 

17.004 

68.442 

11.300 

18,304 

4,152 

5,000 

6,400 

15,651 

5,077 

ltM7 

184,07« 

17.808 

67.080 

11.024 

20,000 

3,104 

5,000 

6,041 

15,135 

3,105 

IM 

181,4ie 

17,860 

63.556 

13,613 

18,727 

616 

5,000 

7,016 

12,631 

604 

im 

174.000 

16,570 

57.411 

12.306 

23.206 

1,260 

4,000 

0,457 

14,717 

1,271 

86 


REPORTS   OF  FIRE   INSURANCE   COMPANIES, 


GERMAN  SECURITY  INSURANCE  COMPANY,  LouisviUe,  K^y.^CofiiifMud, 


AsssTS,  Decembzb  31,  1909. 

Mortgage  loans  on  real  estate $24,946 

Bonds  and  stocks  owned  (market  value) 98,667 

Loan  on  73  shares  German  Security  Bank  stodk, 

(market  value,  $13,300) 7.422 

Cash  in  office  and  bank 52.457 

Outstanding  premiums 1,565 

Interest  and  rents  accrued 287 

Total  admitted  assets .'  $185,294 


LiABiLXTiKs,  Dbckmbbr  81,  1909. 

Net  losses  unpaid 

Unearned  pcemixuu 


$16 
16,422 


Total  liabilities,  except  capital  and  surplus . 


Capiud  paid  up 
Surplus  over  all  Ikbiiities 


$16,438 

100,000 

68,866 


Total  liabQities,  capital  and  surplus $185,294 


RISKS  AND  FREIIIUIAS:  Fire  risks  in  foroe,  December  31, 
$1,801,597;  premiums  thereon,  $38,021. 

BUSINESS  SINCIE  ORGANIZATION:  Premiums  raoeived. 
$461,930;  loeeea  pakl.  $135,492;  divklends  declared,  cash, 
$158,60a 

VORTGAGE  LOANS:  There  are  15  lowu  upon  Jeffenon 
Oo.,  Ky.,  properties,  most  of  whkh  are  located  In  Louisville. 
The  total  amount  loaned,  $94,946,  Is  eeeured  by  real  eetate  valued 
at  more  than  double  the  amount  loaned.  "Die  oompany  holds 
$29,615  of  Insurance  on  the  mortgaged  bidldln^.  Then  was  no 
interest  past  due  on  December  31,  last 

BONDS  AND  STOCTKS  OWNED:  Par  llarkst 

Boms.  Value.         Value. 

Qy.  of  Louisville,  4% $11,000       $11,800 

Louisville  Qy.  Ry.,  5% 5,000  5.350 

Qy.  of  UulsviDe,  4% 26,000         96,780 


Bonne  AMD  Srocn  OinnD.--CM/.  Tut 

Bonds.— Cent.  Value. 

Qy.  of  Hendeiflon,  Ey.,  4% $5,000 

Southern  Ry^  4% 10,000 

Garrolton  4b  Frestonville  Bg.,  5%. 5,000 

American  Joe  4b  Gold  Storage,  6%. 10,000 

HendereoD  To.  Co.,  5%. 2,800 

Stooss. 

German  Security  Bank 22,446 

Hendenon  TraetioD  Co 2^500 

Totab. $09,746 


Market 

Value. 

$5,000 

8,800 
5,000 

10,000 
2.80O 


23,012 
625 


$98,667 


mSGELLANEOUS:    Company  operates  only  in  Ky. 
DIBECTORS:    J.  S.  Barrett^  Geo.  QutJg.  W.  &  Monte,  J.  R. 
Schafer.  a  H.  Bohmer. 


GERMANIA  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Presklent,  Hugo  Schuman;  Vke-Presklents,  F.  von  Bemuth,  Geo.  B.  Edwards;  Secretary,  Gfustav  Kehr.    Organized,  1 859. 


YXAE 

Assets 

Unearned 

Net 
Surplus 

Net 

Total 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1007 
1906 
1905 

$6,562,329 
5,874.016 
5.185.650 
5.178,071 
6,835,785 

$3,266,289 
3.155,428 
8.048,009 
2,969,912 
2,784,340 

$2,008,419 

1,476,984 

949,261 

1,094,933 

2,889.661 

$2,907,416 
2,813,109 
2.723.472 
2,762,006 
2.568,528 

$3,109,112 
3,012,369 
2,914.387 
2.984,990 
2,778,800 

$l,2l>8,487 
1,502,703 
1,071,224 
8,269,948 
1,190,651 

$150,000 
120,000 
120,000 
150,000 
200,000 

$1,192,554 

1,178,192 

1,159,302 

1,098,474 

930,574 

$2,601,041 
2,800,895 
2,350,526 
4,518,422 
2,321,225 

$1,301,818 
1,512,039 
1,159,336 
3,198,450 
1,163.248 

Assets,  Dxcxmbes  31, 1909. 

Real  estate  owned  (book  value) $750,000 

Mortgage  loans  on  real  estate 370,500 

Bonds  and  stocks  owned  (market  value) 4,347,315 

Cash  in  office  and  bank 588,404 

Agents'  balances,  not  over  3  months  due 477,895 

Interest  and  roits  accrued 28,215 


Total  admitted  assets $6,562,829 


LxABIUnXS.  DXCKMBER  31, 1909. 

Net  losses  unpaid  (including  $18,092  resisted). . 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus. 

Capital  paid  up 

Surplus  over  ail  liabilities 


$220,762 

3,266,289 

66,869 

$3,553,910 

1,000,000 
2,008,419 


Total  liabilities,  capital  and  surplus. $6,562,320 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$646,329,037;  premhmts  thereon,  $6,358,126. 

BUSINESS  SINCE  ORGANIZATION:  Prenuums  received. 
$57,238,986;  losses  paki,  $29,730,136;  dividends  declared,  cash, 
$4,751,000. 

REAL  ESTATE  OWNED:  Consists  of  the  ^stoiy  stone  and 
iron  bulkllng  at  62-64  William  st..  New  York,  occupted  as  offices 
and  as  the  main  office  of  the  company,  carried  at  $700,000  (actual 
cost,  $628,162),  and  the  4-story  brick  store  and  dwelling  at  5 
(3ooper  sq..  New  York  (carried  at  book  value,  $50,000). 

MORTGAGE  LOANS:  All  but  5  of  the  29  kwns  are  upon 
dwellingB  In  New  York  (^.,  the  remaining  5  bebig  secured  by  a 
brick  apartment  hotel  and  4  brick  buildinn.  The  largest  mortgage 
b  for  $40,000.  on  40  West  09th  st,  NewYork,  which  is  valued  at 
$85,000.  There  is  1  for  $30,000  on  40  West  37th  st,  1  for  $25,000 
on  56  East  56th  st.  1  for  $25,000  on  354  Willis  ave..  1  for  $25,000 
on  a  brick  dwelling  on  Suburban  pi.,  near  Boston  rd.,  1  for  $33,000 
on  Home  st  nr.  Prospect  av.,  1  for  $25,000  on  368  E.  149th  st  and 
several  for  $10,000  to  $18,000  each.  There  is  no  past  due  interest, 
and  the  total  valuation  of  the  mortgaged  premises  b  $812,300, 
while  the  amoxmt  loaned  is  but  $370,500. 

BONDS  AND  STOCKS  OWNED:  Fkr  Market 

Bonds.  Value.  Value. 

Ga.  State  res.,  1918, 3i% $10,000  $10,000 

Flovince  of  Ontario,  d.,  1930, 4% 10,000  10,400 

Territory  of  N.  M.,  r.,  1923,  6% 5,000  5.350 

Territory  of  N.M.,0Lr.,193i  4% 5,000  5,150 

Cp.  stk.  of  the  Cy.  ofN.Y.,  ng.,  1968,3)%  250,000  225,000 

Cp.  stk.  of  the  (3y.  of  N.  Y.  R!8..1940.8}%  250,000  2270100 

Richmond  Qy.,  ng.,  1928-9, 4% 52.100  52.621 


Bonds  and  Stookb  Ownbd.— Cols'. 
Bonds.— Csnt 

Broadway  k  7th  Ave.  R.R.  Co.,  1  con.  m. 

g..N.Y.City.l943,5% 

Brooklyn  Unk>n  Elevated  itR.  Co.,  1  m. 

g.,N.Y.Ci^.l«60.5% 

aiOJt7.0o..R.ftA.Div.l  ei.m^l989,4% 
a  k  0.  Ry.  Co.,  m.  m.,  s.,1991 4i%. . . 
ChL,  a  ft  Q.  R.  R.  Oo.ideb.,  19183%. . 
G.,M.ftdtPiRy.Co.3.M.Div.l.m.l910,6% 

C.  k  Nwn.  Ry.Co.  skg..deb.reg..l933,5% 
C..R.  l.k  Pao.  Ry.Co.,  1st  r.  g.,  i^ii,i*r 
a^tLft  N.O.  R.R.  Gou,  kMA,  g.,1951,5< 

D.  ft  Rio  G.  R.R.  Co.,lst  cs.m.g.,1936.  i\ 

E.  ftTerre  Haute  R.R.Gb.,lst  m.gl921,6j 

F.  ft  Pen  M.  R.R.  Co.,  1st  esjn.g.1939,5^ 
Kansas  (^ty  Southern  Ry.,  1  m.  g.,  1( 

L.  &  ft  w.'RlR.a)'.,V.m.^g.i  iiis?,'  5< 

L.  S.  ft  Mleh.SoJLy.Co..25  yr.g.,l(K»,  4j 
LehighVal.Ry.Co.,of  N.Y.I  m.gl940,4[ 
Long  Island  R.R.Oo.,gn.m.,g.,  1938, 4^ 
L.LR.R.Co»  1st  cs.  m.,  g.,  1931, 5%. . . . 
M.  K.  ft  T.  Ry.Co.,  1st  m..  ezt  g.1944,5% 
Mo.Pae.Ry.Cb.,1  es.  m.,  g^  1020, 6%. . . . 
N.,  Chat  ft  St  L.  Ry.  Cb.,  Istos.  m.,g. 

19M.5% 

N.  ft  W.  Ry.  Co»  es.  10-25  yr4E..1032, 4^ 
N.Pao.GtN.,a,B.ft  Q.col.gjoint  1021,4< 
N.Y.,B.ftM.B.Ry.CD.,lst  es.m.g.,1935,5J 
N.Y.,0.ft  W.Ry.  Oo.,r.  m.,  g.,  1992,  4^ 


w 

v,wva.,w«>B 

Vwc 

Markai 

Value. 

Value. 

$25,000 

$25.2S( 

16.000 

15.45( 

30,000 

29,701 

50,000 

51^ 

50,000 

51,00 

2^000 

25.O0I 

40,000 

44.40 

25,000 

22.75 

25,000 

29.25 

86,000 

83,25 

^9S 

28,7fi 

26,000 

26,50 

50,000 

S6,S] 

50,000 

67.0C 

26,000 

24,0C 

25,000 

26,7i 

25,000 

24,2a 

15,000 

10^ 

25.000 

28,2! 

25.000 

27.7^ 

25,000 

27.5< 

10.000 

10,21 

100,000 

97,0 

2£ooo 

26,51 

25;o66 

24,2i 

REPORTS  OF  FIKS  INSUKANCB  COMPANIES. 


GERMANIA  FIRE  INSURANCE  COMPANY,  New  YoA,  N.  Y. 
Pu  Mutat 

TllH.  VlhM. 


Sm     SSi 


«.L.*8taft«t8R-rt...r.ni.,oI(J51,n 
H.  *  a  C  Bt.  Cb.l«  m..e..  It):j5,  i'-j 
Wilwk R.  ILDik.  Ijl  re,  I..  !»3B.  i'r, 

WJ(.T^P»AaCo.,litii>..e..l93;.,n  „ .  - 

Ab«.  a  a  L  Ot^  in  m..  1021.  S"!  KMO  »,«0 

bhn  a  D-Qi..  ti  ^.  m..  e  ,  lUlD,  5<r„  IMOO  ItmO 

Hvtpi^BsBd  Ok  l1  .S.  v..  LO-W  y-ar  _ 

(.■,1M4% moo  XJ.SSO 

■.I^I^IMT.Sft HflW  W.7110 

C.  S.  sod  Cknnlin,  IMO  jw  •.  t. 

ci„l»«sC- .^7.....  KMOI  sum 

AMl,  Tdv.  ft  Snte  h  Rr.  On.,  teD., . .  moOO  :4<.in> 

uik,Tgi>.*aauniBT.O[>^p 100.000  i().iin 

uttaM  ft  o.  K.  B.  o»,  p 100,000  nm 

Bdbki  ft  Soiq.  R.  B.  Om  p lOUjOO  £.^400 

OUO.  ft^IP.  Bf . Oil. MB 30000  'T  400 

Odnn  ft  HoteB  Co 80.000  Sl.^ 

DaMrftHtoOiBd«H.R.a>..p UOtOOO  VH.4» 

iMtorlb ft  KhM£h.  R.  Cd lOCUBO  Wfi.tOO 

1LYjatA8LL.B~S.O^Ittv U0.O0O  yi?:m 

Stw  Tcfk,  Her  Bna  ft  Btftfocd  KA 

Cd »W>00  Tl'lJO 

BaWk  ft  W.  Br- Ox,  adj.,  P 00.000  44.1X1 

KB.R.C<..,T:......T7... lOftOOO  1!7.(00 

Barllil  Ql.  kt  p SO^OOD  HkHXI 

81PK.0.,. SOOWI  2;4'O0 

sclKj.  ciL,p iDojno  7.'>,(i)o 

OataTPM.  R.  B.  Od,  cm laWW  i>4T.a» 

UeIib  ^  B.  R.  Ox,  p 100.000  104,0X1 

Oi«>Jl>Nr.Bk....   •,3TS  lUlO 

KilkHl  fWk  Bok,  N.  T.  Ci4 7.S0D  :<  4  "TG 

Ai-t.a,«BBcftiii«a>.v 4Moa  t^.m 

(k.  Om  Qi.  of  N,  Y. SOJOO  i:;s,iO0 

iMMjtnMortB^Co^H.Y.ata 10.0DO  :l^40D 

PafaBuClk.IllT......' lOOflOO  IWMflO 

Smdiid  Oil  Ok.  (rf  N.  J. lOjnO  13)100 

DidrmHH^  Sdnff  0>.  d  N.  T IfiOq  LJO 

T<itah  (bsok  nhM.  tl.ne.lS0).. .  ■  li.<»SJ7S  tl34T.31S 


aOnr«it):«i 
OooBmiMIdb  Id 


IB  isn  Buk  w  br  "aOi  «  M^"  1 

t) :  mtel  bonwd  k  1»  In- __^^- . 

'mm.  nOMM^  FnaSn^t,  CuSUsT  N<t 

nlat  rf  meW  dvaritc  Qi.,  110.000:  Va.  tSU21.-  N.  K. 
tltUOO;  Ihaitoba,  110.400. 

DIReCIOBS:  Fr.  Toa  Bnntli.  0.  Ranqntw,  Hind  S<1i» 
Bann.  EraM  Ball,  Mtnm  L.  Waid,  Ciri  VM«,  Btdtm  Unk- 
rnnBB,  C  A.  Zobkb,  A.  Sosdan,  Cha.  RDjUam,  Oeo.  B. 
Edwuk  Alfnd  Rodtkar.  CUdIiTk,  OMtf)  Oadnilll.  OlirtaT 

i:"'      '1  :■  ■[Ti>KY  COVERED:    E.  0.  Hillf. 

.  --:inlmuu»WHUinde»ubD«>ti 
'  '..  ,.  '     I  .  I..  ..  .  jiTiend  t^at,  KMlm  dcpartiDBat; 

J.,ui:  ii.,1.,™.,  .^oi,— li  .-~i.ihiTn  dcpirtidMil.  -V.  v.;  J,  H. 
ru»i41,  ci'nenJ  xlj^ifiiT :  C.  R  Klbi.  ndjuiUr.  Srvoal 
uucnlK  [Wins  drnrtsimt.  E.  H.  Hombolcl.  Clot.  Bui, 
a.  B.  Kihi,  F.  C.  Wlelind,  Jdm  0.  Rolkiir,  L  J.  t>  Mu- 
r!iu.  WMtcni  diparticmt.  H.  W.  Cl»loa.  Slali  uEnt  tor  O.: 
II,  H,  Bnnhx.  AJcOi  Kealet  uid  R.  D.  Unlw,  nMbl  iftnla 
tar  0,:  H.  L.  Spin,  SUU  aftDl  fu  HULr  H.  1-  BdiDlbe, 
suie  unit  [«  llL:  C  C.  Nlcbokijo.  ipacU  Htot  lot  10.: 
IniDk  Fl.  Halle,  Suto  u«t  tor  W]a.rR.  It.  Sdlomcl,  mccU 
uniUDtlllnB.,llDnt.aD3N.  D.:  L«  E.  Bdrldv.  Slala  a|wl  tv 
Id.:  OnT.  Fna.lnHo.,  Kao-wdOUa.!  Joks  R.  a«k.  SUte 
icroKorlTid.:  AUE.H.ChriASUI(iiaitl«KaiL,Okla.aBdllo. 
r.eo.  E,  Stnuchon,  iprriil  ■mt,  [orKin.  aid  OUa.:  Ctaa.  B. 
CouUa,  ipccU  («EDl  lot  Colo.,  AM>„  N.  H.,  Wyo.  (Id  UUL;  R. 
C}.  Cmnll.  iptdal  kcbiI  lor  &3-  ud  W.  Va.;  Wm.  A.  Qnhioi , 
k>|piKlit  atnutlor  Neh,  and  3,  Q.:  Fred  S.  FnfiEld,  mnwIateiideBt 
ol  UEneta  for  Wtib.,  Oir.  ud  Ida..  F«  Lh  WelU,  qwkal  agest 
Ft>F  OiT.,  Waati.  aod  Ida,:  R.  B.  S^mmortda,  nwitel  umt  forTeBa.; 
M.  A.  Clark,  adlintiir.  Sogthtrn  dtsattzuot:  Similal  annW, 
nt'Lrn  Buwlon.  Adaata.  for  Ga.  and  S,  C:  R.  C.  PattoraoD. 
I  ii)uiiibui.  Ga..  for  Ak.  and  Urn.;  P.  R.  CUMn.  RKhncmd,  Va. 
(iir  Vs.,  and  N.  C:  C  B.  CampficU  Dallae.  Tia..  lot  N'o.  Tea.; 
C.  II.  Eattwell,  Humliin,  Tti.,  (or  So,  Tci.  Tbe  oomiiany 
I'Prrala  m  all  the  Sum  and  Tcrnloiia  of  the  UnlUd  Slaica, 
,:ia-pi  Aki..  Ark..  Cal..  Fla.,  U.  ud  Set. 


GIRARD   FIRE   AND   MARINE 

Pmident.  Hatty  «■  Grata;  VLcfrPreaident,  C«.  W 

INSURANCE   COMPANY,    Philadelphia,   Pa. 

-  Watt:  SccTrtarr  and  Traaulir,  E.  J.  Tloniasoii.    Organi™!,  ISSt. 

T«.|    A.n.    I^S^SSI  S^'u. 

Nat 

Pttmlmii. 

TbI.1 

Loaaaa 

id>^ 

Ei- 

I««a 
iDcumd 

1MB     «2.44fl.lM|  t  ,S04.4H      IS»0,  M 
■W       !>«£  I»      ,4S2,82B'       WS.TOS 

M7,7M 

?So^i?i 

tM3.fll2 
Se8.S8£ 

t37e.002 
370,977 

<io,4s: 

'1 

Si 

t8S3,S2; 

■ii 

■Mi 

It  ledalmable 


..^..    , uuma  ndudc 

PDJitin  not  incnded  b  iDcomc  aod   dlibuiv 
Asmn,  Didiiua  31.  IWM. 

Ktal  stale  ovned  (book  nlue.  t219,3M) tl74,lS0 

U(™»«e  kans  oo  real  (Slate 

Etoui  mad  alodlB  onad  (maiket  rahu). 

CnlUunl  loaiB . .  , 

Cuh  in  flOceand  bulk , lu.eoo 

Acenla' balanca.  DM  over  S  moolks  dne. 119,491 

0±a  imca. ...'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.-'.'.'.'.'." '.'.'.'.'.'.  907 

Total  adtwltcd  aiHU •2.44S,]eB 


:  OD  petpetual  polidea.    Depqaita  fk^vhI  and  rptun 
:  iHrludca  t4OO,0O0  FRmhim  on  kIf  of  new  itock. 
LuBiLim.'.  Dicnan  31 


203,300 
714,S4S 
28,740 


[Including  tS.EK  Rsiiled).. . 

11  (aicept  perpctuala) 

le  on  pnpclual  polidcs. 


t4g.50> 
878.207 
ItSt.ZBO 


pt  apital  and  rarplu . . 


Taitl  llabllitlfs,  capital  and  mplut. . . 


tbaroB.  fi.aa,- 

,700.eM:  dcpoait  pnmkmi  Uuitoii, 


RISKS  AKD   PREHICHS:     Fin  ridia 

Ktnab).  Decmber  31,  tl- 

SO:  Mpgtual  fin  rskii  I 

BC^XESB  StXCE  ORQANIZATIOff:  Fmnkma  nocirHJ. 
eo.HijaO;'  k»  paML  I8MS.0BI:  dividudi  dtdarfd,  caili. 
tLTM.*!. 

R£AL  E9FATC  OWNED;  Tbg  two  prfadpal  nal  tatale  Hema 
an  Ifaf  t4toi7  bikk  ud  Iroa  bdldlBi  at  Chatant  Mid  7tli  M., 
PWaddpUm,  Ibe  book  nhis  ol  irUofa  la  I130.0IZ,  and  •rUofa  la 
anttd  atnoO.ODO:  and  tha  botal  bofldtac  at  20-31  8inith  7th 

- ■[  Tain,  tai,87S).    ITia 

-  ^      D.  a,  damdto. 


a,  PmHifhto   carrM  at  t50.000  (book  ti 

.t .  J.  AMocna,  Fn..  and  FliiU&iilua. Doatlj  I 


KORTQAQE  LOANS:    Then  an  37  loana.  oI  vblisfa  bit  B 

Sual  or  (icatd  tI0,0OD  b>  arnount.  FdUovIdb  an  (he  aiaonBli 
tlie  lareer  loana.  tkelr  ie«urltlea  and  the  valuatiooa  of  tka 
IMer.  MftOOO.  N.  W.  cor.  Broad  and  Norrli  id.,  FUladelphla. 
171.000:  tXJXX),  320  Sootli  21it  iC.  FblladelplUa.  tIT.ODO; 
110,000.  brick  modo  haH  AlCoona,  Pa.,  tU.OOO:  tl3.000,  bilek 
bslUlnE,  Z13  Pederal  at,  Allnibenr,  Ft..  163,000;  (10,000,  IN 
Eaat  4ftb  It,  ChlouD,  III.,  120,000:  moOO,  bdck  oSta  biiadloc 
and  two  rtunt  dveUlna,  14-10  Soolh  Tomewi!  an,,  Atlantie 
Cy.,  N.  J.,  t3S,000.  Tbe  maaliilnii  loaoi  an  prtadmUlT  wan 
dwelllDp  and  lann  propHty  In  Fa.,  H  J,.  Ia_  D.  G.  aad  10,  The 
(2023X1 U  kauw  an  amgnd  bj  piDiicrtin  atlmaled  lo  be  nottb 


EXPORTS  OF   FIJt£   INSURANCE   COMPANIES. 


GIRARD   FIRE  AND   MARINE   INSURANCE   COJIPANY,  Phil»delphia,  Pu.—CimHnutd. 

OOUATSUL  LOANS  m  ■•  l< 

_  SenirltttK 

Thn  1  m..  piMilM  iL  ud  ■.  ilih  III 

it.t841inid,FhIk... 
Rn  1  IS..  «o  Hmbu  1 


An  1  IS..  «o  praalKs,  ImwI  A 

Klikita..35£wMd,^UlL 


Mm,  in-dM  NoJiaiCutiM  in. 

PUU.    Or.  bf  Emdtabi*  Ti.  Od 

—- im«  »7Ui  (lid  AMu  Sta,, 


tM.800        tl8,7« 


BONDS  AND  STOCKS  OWMED: 

AiUttM,  ot,.  uaa.  11% 

AUnBticCily  NgwJen^,  1X1.1}%... 


iM.  N.  r. ; 


Norfolk,  v».,i»»,4%.:: 

nUadEf^lL  Fl,  ISI),  S% 

BuHle.  Wuk..  lillO-13.  S% 


N.  T,  6r..  N.  v.. 

NorfoU   •■     

miadi 

-    He,  , 

iT.  Rp.  Oom  1917,  STc 

ilie  &.  Et  "     ■' — 

»B.CiiMlL.H,I ,„ ,.„ 

Briemore  A  Ooio  n.ii.  C,  PUtaborf, 

Ukr  ErrliW  V.i.  sy^toni  UMI.  17. 

B  AO.R.H.Co..S.W,Dlv.,lBl(l,Ji%... 

BlgSjndxIl.  IV.Co.GtjH.liraSO., 

Bidalo  A  BuHMhiiiii  b!  IL  C^.  i  SL 

r.f.,IB6ir«i 

aerelMid,  Ionia  A  Whgdni  R.  W.  Co.. 

Cenl  Fi^  RfTOo.,  ThrouXfiiort'UBa, 
liii.,lBM.l% 

ChL,  R  I.  4  pii.  R.  wVi.'i 
Cb|..  R,I.*P»c.a  W.  Ir 


M 


i..ejiBffl.i%,. 

>.,1DGI.1(%.... 


OininimTtMlioDOo.,  IS. 
D,LRX  1032,11%...  . 
Del.  A  BudKo,  1  u  J  r.  a .  I 
DetniU.Unll«l  Rr.a)..a>l.i 
E.lleKBiaponSt.Rj.a,„li 
Elmi™,  COrtlMd  A  .\o.  U. 


Fort  Pill  Tt,  Co.,  Plttahurg.  IftJS,  5'i 
QtortM  A  Alibuu  Ey.  Oo,,  IMS,  57, 
IxUvuipoUt  8l.Rr.li..iB.m.,i943jl%. 
Irm  Hta.  ou  tr.  otfi..  cr.,  mil.  S%. . . 

JiiBi!ni)nR.R.Co.,  19l8.B%.,   

Kin.  Cv,  3n.  Ry..  1950,  3% 

Uke  flfmi  A  Hirt  ft>.  It.  W.  25-vr.  p 


11. 1%. . . 


t-S::: 


Lddidi  V»l.  R,  R  Co.;  ii 
L«U«1i  Vtl.  R,  R,  n.  a 

Lehigh  Vd.  R.R*ii.(B.iL.  .,.,„, 

Uhlgh  V^.  R.  K.,  «1.  1917-11,  1%. 
UUch  ViL  Tnndt  Co.,  IS3S,  4% . . . . 
loDElriudR  R.FtinaCD.,imi)° 
Ijnn  A  Boitsn  R.  R.,  tm.  S% 


---_.._..„ to,  k  Y.,  1921. 1< 

Kewufc  Fmi.  ^.Ci>.,Irt  cub..  1930,  S^ 


N;Y.c.sn4S5;;j-jrtStl"ifeil?% 

Ik  A  W.  Rj.. «.,  Tr..  1911. 1%. . . 
lkAW.lfy.a..DlV„irAl,o. 


Norfolk  A  w;  R»;,  «;  te.',  i 

[Rl.ALLCo,.U«.s.Bi.,19ft,8% 

id.  Co.  B.R  Co..  Imp.  hl.  1921.  i% 


1.1%.., 

.,  1H9,E' 

,p.iiL.  1921.6', 

r.,  1917,1%.. 


21,000 
U,SOD 
15,300 
37,370 

3a.«as 


21,000 
19,000 

10,000  H,B% 

1,000  1.800 

10.000        «.m 


10.100 
9.300 
0.110 

20.000 


f*.  Btwl  (q..  trvlw  etb.,  g..  IBIS,  Sl% 

PhU^WphtaCo.,  190I,S^,,  ,.   „ 

PUIa.  Sapid  TVuill  Cd.'i  odL  tr.,  1997,0% 
FhllKSe1phla.W.A  B.  R.R,tr.i:Ui  1911,1% 


20,000 
10,000 


2^000 

20,000 
10.000 

10.D0O 


U.00O 
204)00 

io,an 
loxat 

MMMO 


B.M10 
lOJOO 

8,100 
10.200 

isoo 

9,900 
»Mi 
l.SOO 

M^no 

9.700 
9W) 

i9,m 

%m 

10.100 


FUbMpUhW.AE .-,— _ 

FUk,  A  BoMltai  R.  R.  Co.,  Tn.,Utl 
FhlU.  A  W.  CkstM  It.  ODm  UH.  « 
ntM.  Ob..  CU.  A  St.  L  B.  B..  ISA '. 
ntWwn.  MaK.  A  C  K.  B.  Co,  USl. . 
Pnrridoaaa  BaovUIn  Co.,  f-,  11S7, 
FWn  Ibmttti  Oddl  1901,  A.... 
RwHbc  Co.  J.  cTol  I,  ^,  lAsi. 
BtaiirTtamh*IB.K.OD."~  " 
S«eoitdAn.R.R.Cik4>ti 


St.  L..  I.  III11.A  8o.Itj„U  m.  X,  II 
Bo.  Phs.  By.  Co..  Irt  r.  EH.,  ltU.1; 

StbmrlUD^il.  To.  Co.,  1»«.  i%. : . . . , 
Soalim  R,.  Co,  St.  Lnia  Dn.,  1961, 

St.  ^iiii  30.  WHton'  Ry.  QL.'iKi.'i% ! 
ToL  A  0.  Oat  Rj.  Co.,  lit  n.Jt..l9Gl,l% 
ToL  8l  U  A  WTR.  R.  Co.,  IMS.  3(4. . 
VDmnko  H.  W.  Co.,  B).  a.,  1913. 0% ... . 
Vabwh  Htt>biut  Tenaiuil  R.  W.  Co., 

1  B.  1954. 1% 
iritat^P.tia.B;W.'Co!.'Uia.,'lwii% 
WllUailnira  A  £.  ntt«ARy.OD.19M.0% 
Amu.  Qh  Co,  g.  In,  1111,  S% 


11,100 

13,500 
10A» 


»AIO 
S,0OD 

BmA  OraakcTA  CrCD.',lit  iB«r.l9HE%  10,000 


Amu.  QhCo,  g.  In,  1011,  S%.  . . . 
Amei.  TL  A  TL  Co..  ooL  *.,  IIKS,  1' 
"  ~     -^  1931.0%... 

..tCo.,1911,01,, 
BmA  Oraak  a  A  a  Co.,lit  ■141.1911.0% 
(k  Oh  Co.  of  FUtabvK  Fi..  1918,  S% . 
eiDln  WiL,  Lt.  A  R.  B.  Co..  1919,  S% 
FiMiclcr  VluuB  Bik.Co..  1911.  S%. . . 
QkM  mk  Ob  A  EL  U.  Cto,  1919,  5% 
Htaillloa  R  E.  Co.,  PUU..  IM7,  0% . .  „ 
Hnl  RInr  Oh  A  B.  Co..  I92»,  G%, . . . 
-     ■"       ~      U.APow.Co..l«S,l% 


Ficria  Ou  A  EhcUio  Co..  1923,  5% . . . . 
Roskfonl  Om  Lt.  A  Cnfa  Co.  ItOO.  0% 
Wuuuket.  Joha.  »(.  (.  la..  1913,  0% 
Wuuniker,  Joliii,ni(.  b,  gr- 1913,1)  %. 


n*.  E.,F-,  1013.41%- 
iagV  if9S0,^".. 


lAOOO 

8,100 


llitnil»IUuH.B;.C 

PUlidelpUiA'Duby'FHHi|H*ity.'Ca;  '^^ 

FUlnMlAi*  Tt  Co .....  uSO 

Contliirald  Titk  A  Tr.  Co..  PhUi 0,000 

Od.  AdintoKnt  Bumn.  N.  y uo 

h.  Sdt  IluultctiitlBC  Co.,  FhUidBlpUt  20.000 


UallcdlS 


Ism.  Co.,  fUJidilph^'. . '. 
iilUli«|B  Co.,  N.  y 


M,oac 
siow 

10.  IOC 

wan 

15,00( 
20.00c 

6MIC 
10.371 


17.711 
tOT 
n.00 


19,« 


Taiik  (book  nliu  ll,71BJ)W. . . .    11.711.800    tl.714.8i 

HISCELLANBODSi  Capital  IncKHtd  la  ItOt  tram  1300  n 
to  tOOtUOO  md  1080.000  tMtlnd  la  «uh  oa  aeaooilttlr  u 
MplUL  taXMXn  Moc  lo  iwcMd  and  tUMOO  to  tarpliM.    Cu 

tKOOO:   Saa  FMadno,  ItOI,  l7a,7S8.nUw  rfa^al   d 

DIRECTOK?:    Jno.  J.  R.  Crana,  Atfnd  i.  Suiatt,  Hoai 


diilird 


FnnI 


John  a  Umj,  WUUim  R.  Nlohobon,  WUUai 
'.  B.  Snillh.  Of.  F.  Tunu.  H.D.,  Ednrd  J. 

-"  Polta.Owr«aW.  =■-"  "  "*" ' 

~--    -)TEBB1 

Western  SUt«.  Clmago,  : 


p!^i 


DTEBBlTORyOOVEBED:    Wm.  E.  Ro 


Relropaiitui  dinrict.  N.  Y.:    A.  O.  HuoHt.  Wtimon 

Snenl  ugnt  for  Md.,  H.  W.  Saundoi,  tmnl  anot  h 
aVi  A  Mihuiu.  gEKcnJ  icnla  foe  Tctr  Edwd.  KPotl. 


H.  a  Bin  A  Co.,  JuAsHiTijIe,  Ha., 
Frederick  ButlKlin  A  "-    -      -' 


..  ...uenl  KenB  tot  S.  C:  Q.  L.  Mcy 

, , Tenn.  ml  Art;   J.  fl.  Cbam^.  sw 

leentfocWatNt  Pa.  and  W.Vl,  John  D.  Boaiftm.  Beaton.  Bbi 
•pedal  ii(nl  [or  New  EncUnd  aad  H.I.;  J.  Rua  TsBide,  ■pe> 
ageol  Fm  N.  Y.  Stale:  Joho  GiUiun  FhiUdrlpbis,  nh.  apn 

^  Ihe  SUls.  .ad  T.mlori«  of  the  Ilnitod  StaC.  ..dept  A 
Alieki,  Kan..  Ky.,  U..  He.,  Mm..  Ner.,  N.  H..  N.  11.,  N. 
0kla.,0ie.,3,D„Vt.a.rfWy«.  '       ■"■'"■ 


REPOSTS  OF  FIBB  INSURANCE  COMPANI8S. 


S9 


GLENS  FALLS  INS17RANCX  COMPANY,  Gkns  Falk,  N.  Y. 

PnUcnC  J.  L,  ConiiVkun;  Vko-ffMmt,  R.  A.  Lttde;  SeoMnr,  S^btn  W.  Wot    OnMliad.  IStOi 


Yus 

Aim 

unmBBd 

Net 

NM 

Total 

Losses 

Di«w 

Ex- 

TotslEK- 

Losses 

AORIB 

PravMUBS 

PnaQinuM 

Inoomt 

PAid 

idoids 

penses 

peaditiiics 

Tiunrred 

19» 

li.0»74M 

•8,114.779 

ti.4M,77d  «.971.8S0|  t2.MS.M9 

^^»5^ 

•286,000 

•SMS 

•!»^«!5? 

9908.898 

MS 

174S410 

1.982,073 

2.M7.774 

1.817,480 

2.061,756 

981.908 

90,000 

7S6»990 

1.717,892        818.748 

tm 

i.aa7^i 

•  •^^^•■^P^PW 

2.09D.89S 

1,819,174 

8,018.010 

786.485 

!9>SS 

W7J99 

1.518,W   .!5»US 

iff 

l,MMS7 

i.ns.W2 

1.886.0M 

1,808.980 

1,904,410 

1,607,501 

180,000 

677.970 

8,466,889    1.669,678 

iw 

MUbMl 

i.<08»aof 

2,594,096 

1,488,779^ 

l.«88»880 

684.889 

70.000 

591.688 

1,886.5881      605,084 

Red 


smJ 
Gishia 


81.  1909. 

ovned  (book  vshie) 986,488 

Mns  OD  fcal  estate 1,674,886 

stodES  owned  (nutfket  value) 2,609,670 

and  bank 719,607 

aoc  over  3  moDdis  due. 329^79 

rents  accraed 87,808 


Total  admitted 


95.007.266 


LxABOLxms,  DiaofBEi  81, 1909. 

Net  tosses  unpaid  (induding  95,800  resisted). . . 

unearned  pnmions ■ 

Unpakl  dividends. 

Other  liabflaties 


Total  Uabittties.  esoept  capital  and  sorphis. 


Capital  paid  up 

Surplus  over  all  liabilities. . 


9180,211 

8,114.779 

1R0,000 

47,500 

98.462,490 

800,000 

2.484.776 


Total  liabOitirs,  capital  and  surplus. 85,007.266 


JUSSS  AND  FREaanMS:    f%e  rides  in  teas,  Dsesmbv  81. 
IPlg'BO.IOS:  pienaums  thereon,  94.038499. 

nraOfESS  SINGE  OROANIZATION: 
1131818.186;  losses  paid,  917.468.253;  divideads  dedaied.  essh. 

B£AL  E8TATB  OWKED:  Then  Is  b«t  ona  llsm  of  nal 
■Ms  esnfeil  at  flMca  thaa  910.000,  vis.;  the  eompany's  horns 
fliee  si  Gisos  FbOs.  esrrled  at  825.000.  The  xsmsInlDff  psrosb 
Mt  BMia^  dweffiap  m  Roefaeiter,  Tnqr.  Pittsburg,  etc.  rsacng 
■  value  from  8200  to  94,001^  and  most  of  whiA  are  soU  by 
aata^  The  aMiket  valus  oi  the  home  offiee  properly  ii  plaoed 
dSSfMMOl 

KOICroAGE  LOANS:  There  are  IH  loans,  of  which  48  are 
m  SIOjOOO  or  mom.  The  larger  loans  eomprire  the  foUowing: 
ll8MoBGlBveland.O.,propCTtrappni8edat|00A)0;  910,000 
ea  Tnj  property,  valued  at  tSOJOOO:  935.475  on  York,  Fa.  prop- 
trtr.vafaied  it  9100.009;  915.000  on  Gleos  FsUs  propertar.  eetimated 
worth,  nOtOOO;  S11.000  on  Glens  Falls  property.v Jued  at  920.000; 
tlijm  on  Cfevelami  property,  msured^for  mOOO;  917.060  on 
BnnUya  pronertr,  vshied  at  9139,600;  917.000  on  Glens  Falls 
pBper^r  worth  SSSjOOO;  920.000  on  BrooUjm  property  valued  at 
812.900:  890.000  on  Gkns  Fslls  property  valued  at  930.000;  911.- 
090  eaGkas  Falls  real  estate  worth  920.000:  910.000  on  BiooUya 
praper^  vabad  ai  S80.000;  923,500  on  Brooklyn  proper^  worth 
MCoOO:  loans  of  915/Nn,  918.000  sad  828.675  on  Brooklyn 
vatasd  at  930,000,  930^  and  950.000;  910^  on 
_  N.  T.  psoporty  worth  920.000.  Also  loans  of  124.000. 
ttiOeO,  OlipOO  wSUJJSOO  on  BraoUvn  properties:  9260,000 
OB  naper  mOl  moperty  at  Dexter,  N.  T^  valued  at  91.250,000; 
ad  vnioos  oiker  feaas  rsagfag  as  hi^  ss  9C0.500,  which  seem 
to  be  siapiy  aeeond  by  properties  seatterBd  through  the  States 
3fNtvYorfc.Fa.,0.  aadilL  Interest  was  past  due  to  the  amount 
QflUS9aD4kMaa. 

llarkat 

Vahie. 

924,500 
50,000 
90.000 
77.000 
11.000 
5.000 
06.000 
54,720 
28,750 
25,000 

loaooo 

14,100 

8,000 

22^500 

504100 

47.000 

342,000 

320.000 
300,000 
236.000 

164.000 

48.500 

62,700 

16.000 

8.000 


BONDS  AND  STOCKS  OWNED:  Par 

BosiBt.  VafaK. 

Ok  Slate.  19tt.S|% 825,000 

ft^&jtaaQt.Oia-lM9.5% 50,000 

K.  T.  &^  dSs.  »l% 100.000 

S.Y.Cy^l057.4}% 70.000 

yn..lS28,4% 11,000 

N.  Y^19ft5% 5,000 

.      Jr.  AUhaa.  Ry^  Istm^  UKZ3, 5%  100,000 

a.(kntT^0bu,]atm..l93S,5%, 57,000 

Ok]a.G^.By.Cb^latnul904.M(....  85.000 

QAuWal.Fbsr.*Bj..lstBL.im6%  36,000 

3eBoP.,Lt.Wai.Go..]atm.,1944.6%.  100,000 

Sc»abBaPad&eR.R.Cou,lr..l9S5.4%.  15,000 
Bnathwa  PKiSe  Co.,  oonvertiUe,  1  m, 

1939  4%  SgOOO 

SnTe.%UmUk».^']irt&,ii^^  26.000 

V.3hG»By..l8tm..2361,4% 50.000 

W.  IWRy.,  1st  m..  1985,5%: 50,000 

GoddPhperGou,latni.  1906-17, 6%....  386,000 
Hal  Rfftr  Pi^  A  Pkper  Co^   1st  ol, 

Mn-18,6% 320,000 

bi  Ftar  Qi..  1st  m.,  1918.  6% 300,000 

{:  A  J.  B«s  Go.  luL.  1909-17,0% 235,000 

Sevtoa  FaBs  Paper  Os.,   aerisl.  1  m., 

,1914-25,  6% 164,000 

TvaFsfiB  Now  Side  land  A  Water  Gb.,  1 

&,1916-n.  6% 50.000 

aLGtW.R.B^p 110.000 

9tAllwa.a.B 10,000 

Chklo^ATeBCk8tB.E 10.000 


Boms  AMD  SioOD  Owmn.— Con(.  Pv  Msrkst 

9ftocEB.-^CaiU.  Valus.  Yalus. 

Qt.No.R.R 910,000  918.300 

nttnoisOBatmlR.R 11.500  16,100 

LehlghVaLR.R 80,000  40,600 

MmihiittaaBy.Oo 40,000  54.000 

N.Y.aAH.R.R.R 10,000  UOOO 

No.Pte.RR 10,000  13,500 

Seeend  Ave.  R.  R 5,000  750 

ThlnlAv«.RR 10,000  1,500 

TwentywtUrd  St  R  R 6.700  13.400 

QkvelandTr.Gb.,Clevslaad.0 15.000  80.000 

Fhst  Nat  Bk.,  Glens  F^ls,  N.  Y 10/XN)  40.000 

Ht  KlMO  Nat  BL,  Mt  Kiseo 5,000  18,500 

Nat  Bkn  Glens  Fslls 10.000  30^100 

Amer.  Type  Founden  On.,  p 85,000  38,250 

On.  Adjustment  Bureau 400  400 

Underwiiten  Salvage  Oo 500  500 

W.  Union  Tl.  Co 10.000  7,000 

LouisvfUe  Property  Oo 200  200 

Totals  (book  value,  82,488,111) 88,456,300   82,599.670 

HISCELLANEOUS:  This  eompaav  oommeaeed  busfaMes  in 
1860  as  a  mutual;  changing  to  a  stock  bans  and  present  title  in 
1864.  In  1867,  capital  was  faicressed  from  9100,000  to  8200.000 
by  cash  payments.  OonOagratlon  knees:  Chicago,  1871,  97,500; 
K)ston,  187%  961,000;  Jacksonvliie.  Fla.,  1901.  965.000;  Balti- 
more.  1904,  9197,500;  Rochester.  1904.  912,500;  San  Francisco. 
1906.  9997,330.  Vslues  of  spedal  deposits,  Ga..  924,500;  Va.. 
911.000;  Ore..  925,000. 

DIRECTORS:  Thomas  S.  CooUdge,  John  L.  Cunningham, 
Meredith  B.  little,  Glens  FaOs;  Joseph  E.  King.  Fort  E(hraid, 
N.  Y.;  RuBseQ  A.  tittle,  Louis  M.  Brown,  Byron  Lapham.  Glens 
Falls;  Mark  L.  Sheldon,  Salem.  N.  Y.;  a  J.  De  Long.  Egbert  W. 
West,  Geo.  Chahoon,  Jr.,  Geo.  B.  Gresnslet  Maurice  Hoopes,  Glens 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  L.  Whitlock, 
msnaaer.  Western  department,  160  Ia  Salic  st.,  Ghieaco,  teni- 
tory  W.  of  0.  and  fi.  of  Bocky  Mtas.;  Including  111.,  Ind.,  la., 
Kan..  Ky.,  Mich.,  Minn.,  Mo..  Neb.,  Okla.,  Wis..  Colo.,  Utah, 
N.  D.,  S.  D.  and  Tenn.  Special  sgents:  F.  W.  Little,  Jr.^  Omaha, 
Neb.;  Lsfon  Riktf ,  Louisville,  j^.;  J.  L.  Windsor.  Indianapolis, 
Ind.;  S.  F.  Campbell,  Cbicsgo,  111.;  J.  A.  Mavon.  Chiosgo,  UL, 
Edwin  G.  Seibds,  mansger  So.  department.  Columbia.  S.  C; 
for  AhU{  Fla.,  Ga.,  N.  C.  and  S.  C.  John  J.  Seibele,  general  agent. 
Columbia,  S.  C:  C.  J.  Bruce,  superintendent  of  sgencies.  Columbia, 
S.  C.;  special  agents:  Geo.  B.  Beeves  and  D.  D.  Taber,  Columbia, 
S.  C,  for  S.  C:  Chss.  M.  Hilliard  and  J.  Walter  Billiard,  Palatka. 
Fla.,  for  Fla.;  R.  S.  Busbee,  Chariotte,  N.  C.  for  N.  C;  A.Wilkin- 
son. Biimin^iam,  Als.,  for  Ala.;  A.  L.  Brooks  and  T.  H.  Brooks, 
Atlanta,  Ga..  for  Ga.;  E.  E  .Potter,  San  Frandsco.  general  agent; 
W.  W.  Potter,  assistant,  for  Pacific  Coast  states.  Arii..  Cal.,  Ida. 
Mont.  Ore.  and  Wssh.;  E.  G.  Potter,  superintendent  of  agents.; 
Special  sgentR  H.  C.  Davii,  San  Francisco,  Osl..  A.  G.  Davis, 
Oakland,  Csl..  Sol  Pbsnanski.  Helena.  Mont,  for  Mont;  C.  H. 
Oatehell,  Los  Angeles,  Csl.;  L.  G.  HoIk>way.  SDokane,  Wash.; 
Tresevant  A  Cochran,  Dallas,  Tez.,  general  agents  for  Tex.:  E.  W.. 
Reynolds,  Cohunbus,  O.,  for  0.;  F.  M.  SmsUey.  Syracuse,  N.  Y.. 
for  Western  N.  Y.;  George  B.  Greenslet  general  agent;  N.  R. 
Gourlcy  and  H.  W.  Knight  Glen  Falls,  N.  Y..  for  N.  Y.;  H  .N.. 
Dickinson,  308  Wabut  st.  Philadelphia,  Pa.,  for  Pa.;  Chas.  H. 
Hozie,  18  Central  st,  Boeton.  Mass.,  for  New  Eaglaod;  R  E. 
Michaels,  507  American  BIdg.,  Baltimore,  Md.,  for  DeT.  Md..  W.Va. 
and  Va.  The  company  operates  in  all  the  States  ezoepiing  Alss., 
Ark..  La..  Mnk.  N.¥m  Ncv.  and  Vt 
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REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


GLOBE  AND  RUTGERS  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Presidcne,  E.  C.  Jameson:  Vice-Presidaita,  Lyman  Candee  and  H.  S.  TbompMo;  Secretaika  W.  H.  Pavltaon,  J.  T.  Gordon. 

Organized,  1899. 


Year 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Total 
Income 

Paid 

Diy. 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 
1900 
1905 

$5,177,134 
4,029,718 
4.103,183 
4,101,960 
8,932,447 

$1,830,003 
1,648,078 
2,180,281 
1,801,194 
1,753,038 

$2,398,322 
1,878,452 
1,098,732 
1.258,530 
1,350,140 

$2,810,705 
2,084.539 
8,493.402 
3,009,100 
2,037.855 

$2,978,580 
2.225,291 
8,009,510 
8,229,820 
2,702,049 

$1,011,885 
1,707,260 
2,005,870 
2,271,878 
1.148,125 

$100,000 

180.000 

120,000 

04.000 

04,000 

$755,047 
575,088 
834,080 
724,475 
003.499 

$2,527,832 
2,522,848 
2,959,402 
8.000,853 
1,810.624 

$1,544,580 
1.829,283 
1,945.391 
2,257,106 
1,288,887 

Assets.  DxcsiiBBa  81, 1909. 

Real  estate  owned  (book  value) $72,945 

Mortgage  loans  on  real  estate 98,200 

Bonds  and  stocks  owned  (market  value) 4,201,888 


Cash  in  oflSce  and  bank. 

Agents'  balances,  not  over  3  months  due.. 

Interest  accrued. 

Due  for  reinsurance  on  losses  paid 


210,232 

504.920 

14,581 

14,867 


Total  admitted  assets $5,177,134 


LXABIIJTIES.  DscEMBBa  31, 1909. 

Net  losses  unpaid  (including  $17,050  resisted). . 

(Jneamed  pnmiums 

Borrowed  money 

Other  liabUities 


$298,573 

1,830,003 

215,000 

34.636 


Total  liabilities,  except  capital  and  surplus. .  $2,878,812 

Capital  paid  up 400,000 

Surplus  over  all  liabmties. 2,398,322 

Total  liabilities,  capital  and  surplus $5,177,134 


RISKS  AND  FREMIUlfS:  Fire  risks  in  force,  Deoember  31, 
$2^021,406;  pramiums  thereon,  $3,822,018. 

BUSINESS  SINCE  ORQANIZATION:  PrBmiums  veoeived, 
$20,001,062;  kMses  paid,  $11,719,390;  divklenos  deelarsd,  eash. 
$712,000. 

UsAL  ESTATE  OWNED:  Oonsists  of  the  property  at  200 
Park  Row,  1  and  3  Mott  si.,  and  201-205  Worth  st,  N.  Y.,  book 
value.  $72,945.  There  are  no  ineumbraaoes  thereon,  and  it  has 
yleldod  a  yeariy  net  income  of  $3,878  to  $4,174  hi  the  last  three 
years. 

MORTGAGE  LOANS:  In  the  aggregate,  properties  securing 
$08,200  of  kMuis  are  valued  at  OlOifiOO.  snd  the  company  hoMs 
$73^500  of  Insuraaee  on  the  bwUdliigs.  No  interest  u  overdue, 
llie  kMias  are  as  foOows:  $9,000,  Broadway,  throudi  to  John  st, 
Ttetytown,  N.  Y.;  $5,000,  75  St  James  pL,  Bro^lyn:  $1,700, 
8(H  Stuyveeaat  ave.,  Brooklyn;  $1,500,  91  Stuyvessat  ave., 
Brooklyn;  $18,500, 35  W.  71st  st.  N.  Y.;  $14,000,  Valentine  and 
Tiebout  ave.,  N.  Y.:  $3,500,  E.  S.  Valentine  ave.  N.  of  184th  St., 
N.  Y.;  $45,000, 15  W.  70th  st,  N.  Y. 

BONDS  AND  STOCKS  OWNED: 
Boms. 

Imp.  Jap.,  1st  4^%,  1925 

Philipptne  Land  Purehase,  1984. 4%. . . . 
(leorpB^Dawson  Water  Works,  1917-23. 

New Vork  (jity  Doisk*  Bondi  'l9i7.'8% .' ! 

New  York  City  May  1.  1954Ji% 

New  York  City.  Januar}-,  1937.  3}%. . . . 

Virdnia,  Cy.  of  Norfolk.  1922, 5% 

At<±..  Top.  ft  S.  Fe  Ry.  4%.  Convtl955 
Albany  k  Susq.  Ry.  Co..  1910.  3}%. . . . 

B'klyn RapidTran.  2002,4% 

DeLftHud.Co..  1910.4% 

M.,K.  T. .  ft  8.  L  Div.,  iOOl,  4% 

Met  St  Ry.  Co.,  2002,4% 

St  L  ft  a  W.  R.  R.  Co.,  1982.  4%.  .. 

W.  Pao.  Ry.  (3o.,  1933,  5% 

Western  Maryland,  1st  4%.  1952 

Western  Maryland,  ov.  4%  c.  1952 

Cambria  Fuel  Co.,  1925.6% 

New  York  Air  Brake  Co.,  19^,  6 

New  York  ft  Westchester  Lightmg  Co.. 

NewYork  ft  Westchester  Ligh'tiag  Co.*. 

2004,4% 

Somemt  Coal  Co..  1032, 5% 

Stocks. 
Atehison,  Topeka  ft  Santa  Fe  Ry.  Co., 

(Com.) 

Baltimore  ft  0.  R.  R.  Co. 

Buffak)  ft  Susq.  R.  R.  Co.,  p 

C;hi.  ft  Nwn.  Ry.  Cb.,  com 


Par 

Market 

Value. 

Value. 

$48,880 

$42,525 

50.000 

50,750 

10,000 

10300 

150,000 

138.000 

210,000 

187,050 

50,000 

45,500 

20,000 

21,400 

2.000 

2.460 

80,000 

30.150 

40.000 

34.000 

44.000 

44,220 

14,000 

12,180 

25,000 

12.500 

35,000 

27325 

20,000 

19.400 

40,000 

34.400 

50.000 

30,500 

10,000 

10,000 

40,300 

46.143 

60,000 

51360 

12,000 

9,600 

50.000 

47300 

10,000 

12,400 

190.000 

225.150 

50.000 

31,000 

70,000 

127.400 

Bonos  AXD  SlOOES  OwilID.-^Mt. 

Stocu.— Cea<. 

Ctetral  R.R.  of  N.  J 

ChL,  Mil  ft  St  P.  Ry.  Co..  com 

(3hL,  MU.  ft  St  Hxd  Rv.  Com  P 

Denver  ft  Rio  Grande  R.R.  COn  P 

Delaware  ft  Hudson  Co , 

Brie  R.  R.  Co.,  1st  p 

Gt  No.  Ry.  Co.lP 

Hocking  Valley  By.  Co..  p 

Kan.  Gy.,  Ft.  Scott  ft  Mem.  Ry.  Oom  p. 

Louisviule  ft  NasbvUle  R.  R.  Co 

Manhattan  Ry.  Go 

Now  Pae.  R.  R.  Cb.  com 

Southern  Paeifie  Co.  (Com.) 

Union  Pac  R.  R.  Co.,  com 

United  Ry.  Inv.  Co.  of  S.  F.,  p 

Western  Maryland  R.R.  Co.  eom. 

Chatham  Nat  Bk 

American  Smelting  ft  Refining  Co.,  p. . . 

Amalnunatad  Comer  Co 

Brooklyn  Union  Gas  Co 

Consolidated  Gas  Co 

General  Adjustment  Bureau 

Golden  HIU  Bldg.  Co 

No.  American  Co 

N.  Y.  Air  Brake  Co 

Peoples^  Gas  Lt  ft  Coke  Co 

Samuel  Chans  Co 

United  Ry.  Inv.  Co.  of  S.  F.,  dlv.  etfs. . 

U.  S.  Steel  (>p.,  p 

Underwritenr  Salvage  Co 

Unkm  Utilities  Cb. 


Par 
Value. 

$140,000 

12(L00n 
61300 
20,000 

140300 
00.000 
90.000 
20300 
60,000 
60.000 
50.000 

110,000 
80.000 
10.000 
80,000 
20.000 
10.200 
30.000 
60.000 
00,000 

240.000 
450 

100,000 
55,000 
71,200 

100.000 
2300 
2,450 

140.000 

1.000 

17300 


Market 

Value. 

$420,000 

189.600 

106,780 

16.900 

259.000 

30.300 

120.150 

18.400 

47.70Q 

943011 

1OO.O0C 

110.40Q 

20.40( 

21.0« 

8,f 
31.< 

374,40 
481 

100.00( 
46,301 

67.99 

185,00 

230 

2.03 

175.00 

1.00 

15,75 


Totals  (book  value,  $3,935313) $8337,030    $4,20138 

MISCELLANEOUS:  Company  formed  in  1899  by  oonsoUdatSo 
of  Globe  Fire  and  Rutgers  Fire  Insurance  Compsnies.  (}aplt 
Increased  from  $200,000  to  $400,000.  ConOagratton  loae 
Baltimore,  1904,  $90,000,  net;  San  Frandsco.  lOOOl  $875,561  ne 
Values  of  special  depouts:  Qa.,  $10300;  Ore..  $30,450;  Vi 
$21,400. 

DIRECTORS:  H.  R.  Chamben,  J.  S.  FreUndmyaen,  E.  • 
JamesontjC.  M.  Jameson,  R.  K.  Prentice,  J.  Y.  Watkins,  W.  ] 
KeUner,  William  Hills,  Chas.  E.  W.  Chambers.  Wm.  H.  W.  Morri 
Edward  C.  Gre^ry.  John  N.  Steams,  Jr.,  Henry  6.  Thompsc 
Lyman  Candee.  Howard  K.  Brown. 

INSPECTTORS  AND  TERRITORY  COVERED:  Inspeetoi 
Louis  Mink,  and  E.  M.  Knowles.  The  company  is  Uoenoi 
in  all  theStates  of  the  United  States,  except  Ark.,  FU.,  I 
Kan.,  Ky.,  Me..  Mo..  Mont.  Neb.,  N.  H.,  N.  M..  N.  D..  S.  ] 
Vt  and  Wyo. 


GRANITE  STATE  FIRE  INSURANCE  COMPANY,  Portsmouth,  N.  H.* 

President,  Calvin  Page;  Secretary,  A.  F.  Howard.    Organised,  1885. 


Yba 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
IncuTxei 

1909 
1908 
1907 
1900 
1905 

$1,109,313 

1,027,704 

031,315 

886.122 

779,308 

$517,058 
504.103 
442,095 
879,857 
888,244 

$309,205 
208,531 
285,041 
204,890 
200,390 

$508,472 
580,772 
550,484 
498.855 
405.509 

$007,885 
018,300 
591.035 
529.552 
480.440 

$297,483 
320.453 
278.999 
220.130 
217.099 

$20,000 
20.000 
10,000 
10.000 
12.000 

$210,743 
220.925 
208.941 
178.408 
150.757 

$534,220 
501.378 
498.940 
414.598 
880.4501 

$326,4 
327,2 
282,1 
227,2 
216  Q 

«  Statement  according  to  Massachusetts  standard. 


REPORTS  OF  FIRE  INSURANCE  COMPAKIES. 


GRANITE  STATE  FIRE  INSURANCE  COMPANY,  PortMuouth,  N.  H.— OwlwweA 

Amrs,  DidHan  31,  IIKN. 

u  oncd  OxBk  nlu,  MS.SBt) fU.000 

■ ■ ...!.... 10.100 

Hnhie). W1,W1 


OthiT 
Tata] 

RISES  AXD  PREMIUMS;    Fin  nb  b  Is 
Weuit;  mBiiBB  IbHtoi.  (1,000.117. 

BlSmESS  SINCE  OHQAmZATION:     1 

MUSI:    loMi  pud,  tMB3.Z»;    dbridHidi  i 

REAL EBTATE OWNED:  rniMMiif  i  I  ilm i  liilit 
■  Ornvtm  iL,  FortBnirth.  N.  H,  nlud  it  05,00 
1^  WdlWMhii  ^  fU  ud  Poitor  •!■,.  tte 

MCQTOAOE  LOAK%    Tina  koH.  Mfiuthif  11 
KtXUn    Nb  kitBHt  b  |Ht  di». 
BOMXS  AND  STOCEB  OWNBD: 

tlliMT.  K.  f..  IBIS.*?1  ,.         .... 

SSSiSrSi.'KI'-...;-.;:: 

r^^Mll.  O^  186^  M%. 

CWMtfc  Ok  WidL,  lOli^M.  li%.. . . .  

CtetadndCkx,lb.,ini,1ll% IftOOO 

npihM  fc.  Q,  mo.  ^ iftooo 

iii«aCw-fc.,»as.s% 

iMoria,  S.  B-.  I9IM7. 1% 
t«  Aa«rfB,  CU.  ion.  4t%, 
lUikLKM-UlO.  (%■... 
■m.  SMaot.  iSli^.  M% 
Un^M.  Wta-  IMl,  H^. 
lb-9rfB.  VL.  iHO,  i%.... 
lb<u  Vnmri,  ?1.  Y.  1B3S.  £ 
ItMkH.  N.  H..  U13-U,  «%. 
XiAriBc  Ttao,  1028.  i%.. 
](lB.StBt»af.  1012%  3(' 
IHIB.  M.....  US5.  4% 

*■  Tba,  n.  t„  taat.  *%... 

SfJak.  K.  T^  HMM4, 1)^, 
1^  T«fc.  N.  Y..  MS.  4%.     . 
rMato%  K.  H„  1911-12.  4%. 
f  I  Nj  H.  B,  UIX  4%. 
FBtlud.llL,ia21.31%.. 
ly»uA»-  B..  IB14-10, 1% 

SSl^I^b..  K.  B.,  »]8.'4%: 
Rohsd.  Vt,  1924.  4^ 


Uenl.  B- R..  19S2.  Si% 

Y.  C.  *H,  R.R,  R.,  (»T,  31% 

Ph.  R.  R.  A  at.  No.R.lUl-.  1021,4% 


BortoDtlbaB 

OoiHocd  A  Montavl  B.  R. . . . 
CDDOOcdtMnHndR-B... 


TOO 
l,M» 


1,1U 
B34» 

„OmLB.R. lOOOO  14300 

F..11.R 41.080  87.081 

Wmvta,  Nuhm  A  BAcluMet  R  R. . ,  5,100  T.40T 

Ga  Adj.  Bursu. 400  400 

Nuhu  Cud,  OuDuaed  A  Coktad  Pw  

Co.,  Nuhiu,  H.  H.,  p UOO  S.0OO 

■       ■   iTWtiuo  Co.  of  H.  Y MD  028 


tST0,2S 


WOIJOI 


ToUk  (book  nloa,  1000,088] . . . 

DIRBcrORa:  Calrtn  Pum,  Albert  Wallite^AiTi  W.  Sullomy, 
"  -  d  H.  Wud,  PKkw  W.  WllltiokirB,  lamA 


Owns  H.  SUnitD.  Fr 
O.  HobbL  WUltta  0 
Homrd,  JahB  W.  Ei 


,  Md.;  MiU 


Midi.;  Alberto.  E 


BKk.  nomluDit,  BdtbliOR,  Md.;  Mitlier  t  Co.,  (biuiI  ugnt*, 
FblJ^phli,  h.:  E.  D.  KtamoT,  Chtcuo,  lU..  nuuger;  F.  a 
WhJtldson,  St.  Lonla.  Mo.,  muutr;  MT  3,  Moon,  Tern  Hiute, 
Ind.,  ipediJ  ifent.  Geo.  E.  Muoinbcr.  ipediil  uest,  Avcwti,  toi 
Me.:  R.  fiinton.  Borion,  Miie^  for  Rue..  R.  I.  ud  QlBB.) 
W.  a.  EvtieU,  Huebsler,  N.  H.,  tor  N.  H.  ud  Vt.  Jofao  A, 
WfailJey  i  Co..  3e>l(le,  Wmh.  Tbe  oDnipuy  dos  bunHB  Id 
Cdod..  Del.,  D.  C,  IlL.  Ind..  Kj..  Me.,  MdTHiK,  Mieh..  Mo., 
.\.  H,.  N.  J.,  N.  Y..  O..  Ft..  R.  L,  Vt.  W.  Ve..  Wuh.  ud  Wii. 


GULF  AND  ATLANTIC  INSURANCE  COMPANY,  Columbia,  S.  C. 

Pretideni  ud  Sccniuy.  A.  W.  Jons.    Orguiiial,  1000. 


V-  Jooee.  fonurty  (^ptroUer 


Genenl  ud  Ei-OScki  luDisDce  Commiaaioiier  of  Boutti  Cuolml. 
The  umftnft  Rat«iiwDt  u  o[  October  I,  ISOe,  ihowed  umU  at 
tZ7.44a:  apitd  ptid  in,  123382,  ud  net  nirplui,  12,020. 


HAMILTON  FIRE   INSURANCE   COMPANY,  New   York,  N. 

PnsidcDl.  E.  C.  Jud«*od;  S«retar>,  .^rlhur  Lrnssen.  Jr.    Organbtd.  1S52. 


Yum 

A«.. 

Ui»n>cd 

Su^u 

P„SS™ 

ll'^e 

"^ 

Div.       1   Ex-         To<il  E»- 

ir-. 

88,44! 

28M 

tlg.41( 

2E.801 

II 

t  Z.£4< 

1  s[l4E 
t2  1.729 
1  T.flfli 

»2.7fl. 

78,844 
S«,75? 

1      S2,17«l       118.936 

77.187 

.   1  EiixM  of  itluonuiNi 
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REPORTS  OF  FIRE  INSURANCE   COMPANIES. 


HAMILTON  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y.—CanHnued. 


Assets,  DscaofBER  31,  1000. 

Mortgage  loans  atx  70  Madison  ave..  New  York 

(value,  805,000) $50,000 

Bonds  and  stocks  owned  (market  value) 158,400 

Cash  in  office  and  bank 10,020 

Agents'  balances,  not  over  3  months  due 6,152 

Interest  accrued 1,208 


Total  admitted  assets 8225,884 


LxABiuTXEs,  Deceiibbs  31, 1000. 

Net  losses  unpaid  (resisted) 

Unearned  premiums 

Other  liabilities 


•1.282 
4.621 
1,587 


Total  liabflitics,  except  capital  and  surphis . .  17,470 

Capital  paid  up 200,004 

Surplus  over  all  liabilities. ^18,410 

Total  liabUities,  capital  and  surplus. $225,884 


*  An  examination  by  the  New  York  Insurance  Department  fixed  the  surplus  at  $10,070. 


RISKS  AND  PREHIUMS:  Fire  risks  in  foiw,  Deoanber  31. 
$411,431;  premiums  thereon.  $6,102. 

BUSINESS  SIN(X  ORGANIZATION:  Praminms  reeeived. 
$4JMI1,600;  losses  paid,  $2,767,860;  dtvklends  dedared.  eash, 
$677,250. 

Par  Ifarket 

BONDS  AND  STOCKS  OWNED:             Value.  Value. 

N.  Y.  (^.,  4%  bs..  1055 $53,000  $53,066 

N.  Y.  (^..  34%  be.,  1054 25.000  22344 

N.  y.  Cy.,  3%b8.,  1021 20.000  17,675 

N.  Y.  C;y..  34%  bs.,  1014 35,000  34.243 

Am.  Smelt  A  Bef.,  300  shares. 30,000  31,162 

Totals  (book  value.  $160,282) $163,000  $158,400 


MISCELLANEOnS:  Gompviy  reinswed  in  Hsrifocd  Fire 
F^ruaiy  18.  1004;  made  assessment  on  its  stodc  ol  $70,549  sad 
raaumaa  business  June  0, 1004;  rnnsured  in  Delaware,  Fhila^l906.- 
resuuied  business  Deeember  1000.  Capital  increased  in  1006  from 
$150,000  to  $200,004.  and  $50,001  surolus  paid  in.  (}oaiiafin(>OB 
Baltimore.  1004  $05,704;  San  fVaneiseo.  1006.  $2,445. 


DIRECTOBS:  Jos.  S.  Stout.  E.  C.  Jamsson.  i.  S.  Frahog- 
hoysen,  Artiiur  Lenssen,  Jr..  S.  £.  Outerbridge.  Archibald  Doug- 
las. C  IL  Jameson.  N.  F.  Lenssen.  a  8.  Campbell.  H.  R.  Ghsm- 
bere,  A.  A.  Forrest,  H.  W.  Hajrward,  T.  L.  Bailey. 


HANOVER  FIRE  INSURANCE  COMPANY.  New  York,  N.  Y. 

President.  R.  Emory  Warfidd;  Vice-President  and  Secretary,  Joseph  McCord.    Oisanked,  18S2. 


Ykar 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premhims 

Surplus 

Income 

Paid 

kiends 

penses 

penditures 

1^»00 

$4  765.101 

$2,184,566 

$1,252,504 

$2,361,520 

$2,567,678 

$1,202,236 

$100,000 

$006,536  $2,208,772 

.81.166.551 

1008 

4,805,626 

2,061.602 

1.063.044 

2  201,164 

2,447.600 

1.453.756 

100.000 

887,019    2,440.760 

1.341,45fl 

1007 

4.114.164 

2,000,828 

854,001 

2.220.452 

2,403,161 

1.232.621 

100.000 

860.706     2.202.827 

l,10O,90J 

1006 

4,228.427 

2.023,87a       802,200 
2.143,2151       025,516 

2.402.154 

*3.378,814 

2.562.320 

40.000 

032.115     3.534,444 

2,587.471 

1005 

4.350.604 

2,645.140 

2,874,153 

1,430.686 

80,000 

1,045,624     2.565.810 

1,412,10] 

*  Includes  $250,000  premium  on  sale  of  netr 

ASJBTS.  DBCKMBSn  31. 1000. 
Real  estate  owned  (book  value,  $006,581) 


Morteage  loans  on  real  estate, 
onds  and  stocks  owned  (market  value). 


B 

Cash  in  office  and  bank . 

Agents'  balances,  not  over  3  months  due.. 

Interest  and  rents  accrued 

Other  assets 


stock  and  $500,000  to  restore  reduced  capital. 

LZABIUnSS,  DXCKMBKI  31, 1000. 

Net  losses  unpaid  (mcludiag  $32,028  reaiated) ....  8236.42] 

Unearned  premiums 2,184.5(M 

Other  liabilities 01.511 


81,120,478 

3.500 

8,100.452 

128.483 

866.826 

28,568 

7.804 


Total  admitted  assets $4,765,101 


Total  liabilities,  except  capital  and  surplus..  $2,512,60! 

Capital  paid  up 1.00O.00I 

Surplus  over  all  liabilities. 1,252,5» 

Total  liabiUties.  capital  and  suiplos. $4,765.10 


RISKS  AND  PRBMIUIIS :  Fire  risks  m  foroe.  Deeemher  31. 
$307,362,828;  premiums  thereon.  $4,214,758. 

BUSINESS  SINCE  ORGANIZATION:  Prenuums  reeeived. 
$58,040,702;  losses  paki.  $34,060,640;  dividends  declared,  eash. 
$4,600,500;  stock,  $100,000. 

REAL  ESTATE  OWNED:  Consists  of  the  13-«(ofy  offlee 
building  at  34-36  Pine  st.  New  Yoik,  oeeupled  In  part  by  the 
eompany's  head  office;  no  Incumbranse,  book  value.  $006,681. 
sarried  at  $1,120  473.  ^^ 

MORTGAGE  LOANS:  A  km  of  $3,500  is  seennd  by  a  Brook- 
lyn  proper^.  413  Union  at.  valued  at  $7,500. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

Dis.  of  Col.  f.  bs.  1024. 3.65% $50,000  $53,500 

State  of  Ga..  1010,  4f% 5,000  5,000 

State  of  Ga..  1011.  Wo 10.000  10.100 

Commonwealth  of  Mass..reg..l040. 3|%.  40.000  38.800 

Commonwealth  of  Mass..  c  1042.  3i%. .  60.000  57.600 

State  of  N.  Y.,  Cftnal  Imp.  bs..  10j».  3%  50.000  51.500 

State  of  New  York,  eanal  imp.  1050.3%.  50.000  51,500 

Cy.  of  N.  Y..  dock.  1021.  3%. 75,000  68.250 

Cy.  of  Richmond.  Va..  1022. 5% 50,000  55.000 

Atl.C.LlneR.R.Co^lstos.mJiOy.gl052.4%  25.000  24.000 

A.T.ft  S.Fe  R.ROo.jer.  d.Ber.L1014,4%  25.000  24.500 
B'klyn  (7y.(N.Y.)R.R.Co..lit  m.ft  es.m., 

1«1,5% 25.000  25.750 

Brooklyn  Union  Elevated  RR.  Co.,  1  m., 

g..  1060.  5% 25.000  26.750 

a  Pao.  R.ROo.lst  r.  m.  e..  1040. 4% . . .  50,000  48,500 


Bohm  AMD  Siocn  Owrid.— Conf. 
BoRU.— Cmi. 

a,  M.  ft  StP.  Ry.  tm.  m.  80  yr.  gl014,5% 
a,M.  ft  St.P.Ry.Co..(W.ft  ILDiv.)  1st  m., 

1021.5%. 

a,  R.  I.  ft  p.  Ry.  Co..  gn.  m.  g.,  1088. 4% 
OiKSgo,  Rock  Island  ft  Pse.  Ry.  Co..  1 

and  r.  m.  g..  1034. 4%. 

a.C..  C.  ft  St.  L  Rv.  Co.,  gD.m.g.1003,4% 
GoL  ft  Nbith  Ave.(N.Y.)R.R.Oo.,lst  ULg.. 

Ooilondo  ftSo.,  nird  snd  ext.  m..  g..  lOiaiiB. 

44% 

Delaware  ft  Hudson  Co..  10  year  eonv.  d. 

1016.4% 

Erie  R  R.  Co.,  prior  b.  g.  e.,  1006. 4%. . 
Interborougfa  K^id  Transit  Co..  45  year 

g.m..  1053,5% 

Kmg's  Co.  Elevated  R.R  Co.,  1  m.  g.. 

IWO,  4% 

L  L  r!  R  Coi.r.m.g.,  1040. 4%. ..'.'.'." 

Man.  Ry.Co..  cs.  m.,  g..  1000.  4% 

Michigan  Central  R.  R  Co.,  d.  20  year.  g.. 

1020,4% 

Mo.,Kan.ftTex.R.R.Co.,l  m.bs.0. 1000,4% 
Mo.,Fae.Ry.Co.,l  a  m.  bs..  1020,  5%. . . 
No.Pae.ft  Qt.No.jtbs..C.B.ft  Q.c.e..l021 

4% 

No.Pae.RRCo..prior  hi.R.Rft  L  g.,  g.,e.. 

1007,4% 


Bar 

Value. 

Markfl 
Value 

$30,000 

$31.20 

10.000 
16.000 

10.W 
14.89 

20.000 
25.000 

18.2(1 
24,54 

10.000 

».4( 

26.000 

24.5( 

25,000 
50,000 

25.71 
43^ 

50.000 

52.0( 

35.000 
50.000 
25,000 

29.71 
40^ 
24.a 

25X100 
50.000 
75.000 

23.2 
49.S 

76.51 

00.000 

87.9 

60,000 

5L5 

KEFOKTS  OF  PIBE  INSURAhcE  COltPANifetf. 


HANOVER  FIRE  INSURANCE  COMPANY.  New  Ywt.  N.  Y. 


DdMo.  Topcka  *  SnU  Fe,  p. . . 

BriOwin  *  a  R.  B.  Oh.  p 

ttl,  Ot.  W.  Bj.  Os,  d. 


17.200 

io«.au 

ra.100 


BOKM  UID  8nca  Owns.— CM.  Far 

Stocu,— Cml.  ViJut. 

UtitfiQMlANiTdiittrinDD t24JD0 


TsUli  (\rat  nJ», 


12,734.!  00    I3.10AUI 


am.'-lCi;  InunKd  b  1S7S  tn  tSOOXW.  by  olucli  dlvldRu!: 
inrnwdialWttottAn.OOO;  ndwwl  1b  iMt  In  SWIM>  ud 
]ui!r  Ld  tbt  HiDe  rev  latnHl  lo  HMO-inO:  BWOOO  nt 
r'diiediiDnniluiiiaii  (b*  two  atMk  taotd.  OioUcnUbn  haiiB 
l..n!.Dd,  &.,  IS«6.  nT,D74;  PUUddnlilL  Pi..  VM.  WJOi: 
<'l.ir^o,  UL,  1S71.  KeO.Sii;  BaMin.  Uw^  l>n.  ta>3.772; 
I'.-iUiQ  Mm..  ISTS.  lU.lSS:  Hivutilll.  Xim..  1«82,  tl3.8r«.' 
■:.irilii4i»,  N.  T,.  188*.  MLBM:  Lynn,  Mm..  ISSB.  tW.Ml; 
)^',.MD,  Mn.,  im  (28,423;  Stneiw.  N.  V..  ISBI,  tnM3: 
>■ :  lljiubt,  X.  J.,  1S«1.  tl0.a2S;  JukHinviUp  FIl.  ItoJ.  t87.«7; 
'.^  ,1.  rbury,  C«iui..  1902.  222,1(2-  PiUwii,  N.  J.,  HOi,  tSS.IBX; 
l:.,. beater,  N.  Y,  IS04.  tD.SOT  Baltlmon,  Md..  tDD4.  t3«3.3»; 
Hi'l  Uptintt.  aA..  1005.  tlO,MO.'  Su  Fnaww.  Csl.,  IMS, 
tl.l7Q.U7:  Dhabu,  Mul.  ISOg.  t231.«S.  Valun  o(  •p«diJ 
il'iuxIMt   Oi..  tie.llO,    Vl.  tU.OOO. 

|iIR)':(nY)H8:  it.  FJnDn  W'ni&cJd.  Anrim  P.  Dwr.  J«tph 
T  U».  WlUlui  Allen  Butlei,  Jc,  Stuart  G.  Nulno,  Fnnk  >. 
I  irprntcr.  A.  D.  Strtoi.  Gmnn  W.  Stickle,  IincI  P.  PardM,  Wm. 
11.  Zjeidrr.Cliu  A.  Sha*.  Liiuii  F.  Domnwhcli,  Oarenic  D.  Ncicrll, 
^..niuJ  J.  ramkl,  Jim«  R.  UaiHinn.  Joseph  KrCcrd,  Geotie 
ri.,ii,wpll.  Brnjunb  WalwotUi  AmDld,  Artbur  t^.  WilulL,  Hiary 
«  Irimson,  J.  C.  Hemin  Trent  John  P.  Dcrr,  Edwird  H.  Wil«. 
II, nn'   0.   SmtarJ.  jQIni'i   E.  CI  tit,   Pivi.l    P    .\^i,if,    EJ.iri 

Alf^dE.'n',r';,r,;  [-,..  .  ■!  H.,;'  II. .r,,..  (  I  '■■  i,  .  .  "'l-iiirV 
Wmrfteld. 

FIELD  MEN  AND  TERIUTORY  COVBtED:  Cbvtai  D. 
FikHi.  New  Ewduid'  E.  Stuler  Jeirln.  C.  T.  Monk  and  F.  If. 
CrilMideD.  N.  v.;  Tbamriaim,  Dcrr  i  En..  leiHral  icenti,  Fa.; 
W.  E.  MaeQiMten,  for  Ncnr  Jon?;  1.  Reulujdt  t  Bern, 
niK«l  aiDiU,  To.,  A.  B.  Banki  k  Co..  Fonlvu.  Aik.. 
gmeial  Ksati  for  Aik.:  H.  ¥.  Chalterij.  far  S.  C,  Del.,  Kd., 
Va.  and  W.  Vt.  J.  C.  Uoyd,  Jr.  (or  U.  and  Hi<iL:  P.  A. 
MeCvToU,  lor  Ala.,  Fli.,  Qa.:  Fnak  M.  Drake.  K».  and  Teu.: 
Webb  i  SkiBDir,  (eaeral  Ncnt>  'or  N.  ud  3.  C;  Cku.  W. 
HitUj,  nnenl  agefit,  Weeleiii  Bute*:  F.  A.  Hubbard,  aiaiiUBt 
inural  igeut.'  Wa-U.  Higley,  Hinn.;  CUs.  8.  Whfttlcnv,  N. 
and  8.  D.;  ThnL  F.  Barrett,  Jr.,  aHJatanl  wadal  agent  Isr  6.  V.: 
ImW.  BarLO.;  J.  W.  Ooebal.  antut  inat !«  O.r  W.K.Mu- 
MlL  lU.;  W.  8.  Norms,  Mo.  and  Kaa.:  G^IL  Chrter.  01k:  F. 
E.  Hathon,  la.:  B.M.  Pomr.CDokOo- QL;  H.  O.  FUDJEa,  lad.; 
H.  H.  Thitclnr,  Miol..;  F.  F.  Ridunb,  Cols,  awl  WTo.:_aH.  W. 
BeDdilikxM.  (a  Nit.:  Hoatepmeri  Clark.  WIl;  WboB  C 
Mmi*.aHMaatlsrIU.:  J.  W.  QoeM.  O.:  Bertbau-WMwa  Cs. 
Shi  FiiiHtego,  Cal..  taatl  aimla  lor  OiL;  WllUaiB  Deaa^ 
Slate  *(>Dt,  Bobarl  P.  NooDaa,  aauitaBt;  Ida..  Mcnt.,  On.. 
Utah  and  Waib.  Tbo  eompUT  doe*  biuiiMa  ta  all  the  SUM 
and  TCrriloiiH  encpting  AlaaTTArii..  N«.,  N.  M.  and  Vt 


HARTFORD  FIRE  INSURANCE  COMPANY,  Hartford,  Coim.t 

hat.  E.  Chase;  Via-Prcudmt  and  Underwriiiiig  Manager,  R.  U.  BiraeU:  Vice-President.  J.  W.  G.  Cofrani  Scire- 
Ory,  ;  Aniilaiit  Secnlariea.  Frcdtritk  Somson,  S.  E.  Loctt,     Organi»d,  IfilO. 


ins  12^434  81 


12.0tl,t7<l 
lljiaa;417 
IMTSJU 
ll>.iaM78 


M,  130.400  114,880,010  110.227,705 


1UM2M1 
I,1BB,000 
2.TB3,2M 
5,1M.8»0 


4,4»,8S8 
S.B81,23« 
2.010.118 


ifi,os«,Goa 

•17.E7B,SB2 
18,454,814 


l7,fl70,47B 
7,807,608 
S.S7I.1S0 

ia.fi8S.SM 

8,3«l.842 


•  ladndca  (2,000.000  {raBram 

Anns,  DnxKBU  11, 10 
Kal  aaac  <mrd  (boiA  value.  1801,004). 

UarlnKr  loaai  on  real  ealale 

B^,£  and  stocb  i^med  tmnr^^t  vahvi 

CoOalcral  Inula   , 

C»h  ia  (Aoc  and  bank 

^fcn*'  bataafea,  bM  orer  1  moDIbl  due- 


Total  a^iucd  u 


b  the  New  York  Uuh 


Total  liabililiea.  occpt  capital  and  surplu) 

Capital  paid  up 

Sundui  over  all  liabUitio. 

Total  Itatdlltio,  capital  and  surplu*. 


94 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


HARTFORD  FIRE  INSURANCE  COMPANY.  Hartford.  Conn.— C<mlwfi«f. 

Bont  AMD  Btocd  Owmd.— CmL 
Boms.— CMt. 
a.  Ind.,  8t  LA  GhL  RJL.  esjn-ino^  6% 
a  ft  L  W.  R.  R.,  lit  m..  s^  1062. 5% . . 
a.  R.  ft  M.  R.  R.,  1ft  m..  fr.  IINML  6%. . 
CCCft  8t.L.R.R.<GoLft  Sp'fi^DlT.). 

1st  in..|.,  1940,4% 

a,a.C.ft  StL.R.R..l  m.,ctr.(St.LDiT.). 

g..l»90.4% 

Gevebuul,  Lorain  ft  Wheeling  Ry.  Oo.  1 

m.  OB.,  im  5% 

a,  O,  a  ft  Ind.  R.  R..  OB.,  1914. 7% . . . . 
Dayton  ft  Mich.  R  R.  gr.,  1911, 5%.... 
D.,  0.  R.  ft  W.  RR,  1ft  M.  m.,  1944)^  4% 
Detroit  ft  Maek.  Ry.  Go.,  1  bi.,  1996. 4%. 
EMton  ft  Afflbqy  RJLl  m.gr.be.,  1920.5% 
EJginlft  EJl.R.1  m.  be..  1941.  5%. . . . 
E..C.ft  N.  R  R  1  m.  ST.  g.  be..  1914. 6% 
EL.  C.  ft  N.  R  R  1  m.  p.  g.  be..  1914. 6% 
Erie  R.  R  luior  In.  g.  be.,  1996,  4% 
Erie  Ry.Oo.,OB.  m.  bel.  1920, 7% 


RISKS  AND  FREMmMS:  Fire  rida  in  foree.  Deeember  31. 
$2,002,966,406;  premhnns  thereon,  S2i608.210;  inland  risks  in 
force,  t7.640,065. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
1226.781,482;  losses  paid,  $132,992,588;  divklends  declared. 
cash.|14.420i3»:  stoeiri050,000. 

REAL  EffTATE  OWNED:  The  principal  item  is  the  brick 
and  granite  building  at  Pearl  and  Trumbull  sts..  Hartford,  of 
which  the  actual  cost  was  9832,496,  and  which  is  carried  at  S700,- 
000.  The  remaining  propertiee  are  9  brick  buildings  in  various 
parts  of  Chicago,  valued  at  from  18,000  to  897.000  each. 

MORTGAOE  LOANS:  lliere  are  88  k}ans.a^egatlng  8448,000 
and  ranging  in  amount  from  82.500  to  880,000.  The  larnst  is 
one  of  880,000  on  briek  departaient  stores  at  701-705  Nicollet 
ave.,  Hfameapolis.  Mtam..  i^ued  at  8215.000.  The  others  are 
upon  properties  in  Chicago.  Portland  (Ore.),  New  York,  Hartford. 
AlbuquBrque,  Minneapolis  and  West  Hartford.  The  total  valua- 
tion of  the  mortgagea  properties  is  81.029,650.  and  the  company 
holds  8355,300  ol  insurance  on  the  buildings  There  was  no 
interest  past  due  on  December  31,  Isst 


COLLATERAL  LOANS  are  as  foUows: 

Securities. 

Billings  ft  Spencer  Co 

Brighton  Qer.  Bk..  Cincinnati,  0 

Bourbon  Stk.  Yards.  Louisville.  Ey 

Cleveiand  UnfonStk.  Yards 

Cincinnati  Union  Stock  Yards 

Cincinnati  Rubber  Iff ^  Co 

Cincinnati  Reduction  Oo 

Krell  Piano  Co..  Cindnnatt,  0 

Philip Osiey Mfg. Oo.  p., Cincinnati, 0... 


Totals. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


United  States.  1925. 4% 

U.  S.  of  Mex.,  external,  g.,  1944. 5%. 


Los  Angeles.  Oal.,  wat.  wks.  bs..l941.4l% 

Montreal  Cpn.bs..  1926, 4% 

Portiand,  Ore.,  cy.  hall,  1020.  5% 

Fbrtland.  Ore.,  ey.  hall.  1920.  5% 

Richmond,  Va..  or.,  1921. 4% 

Qr.of  Toronto,  gn.  cs.  L.  d..  1929. 3i%. . 

Qr.  of  Toronto,  d.,  1930,  8i% 

Cy.  of  Toronto,  deb..  1944.  3*% 

Qr.  of  Toronto,  d.,  1945,  3i% 

Winnipeg.  Man..scdis.d.bs..l941,  4%. . . 
Winnipeg.  Man.,  wat  wks..  1941. 3|%. 
A.7l^ft  Santo  Fe  RR,  gn.  m..  g.1995. 4% 
Ati.  Coast  Line,  L  ft  N.  col.  tr..  1952. 4% 
Balthnore  ft  0.  R  R,  1st  m.,  1948, 4%. 
B.ftO.RRCo.,lst  m.jg..swa.divl925.3t% 
B.  ft  0.  R  R  Co.(KL.E.ft  W.Vajys.) 
r.  m.  bs.,  1941,4% 

B.  ft  0.  R  R  Co.prior  h.  g.  bs.,1925.3i% 

Belt  RRft  Stk.  Yds..Ind..  1911.6% 

Boston  ft  Al.  RR  deb..  1933. 4% 

Boston  ft  M.  R  R,  20-year  df.l929,  4i% 
B'klyn  Union  El.RR.Ut  m..  1960.  5% 
Canadian  Northern  Ry.  Co.  Winnipeg 

Tm.  g.  1939,4% 

Cent,  of  Ga.  Ry..  os.  m.,  g.,  1945, 5%. . . 

Cent  Pac  Ry.,  1st  r.  g.,  1949, 4% 

CRRof  N.  J.,  gn.  m..  g.,  1987. 5%. . . . 

C.  ft  0.  R  R,  gn.  m.,  g.,  1992. 44%. . . . 
a  ft  0.  R  R..  1st  es.  m.,  g..  19aB.  5%. . 
Chicago  ft  Alton  RR  Co.,  r.  m.  5(>-year 

g.,  1949,  3% 

C.  ft  W.  I.  R  R,  gn.  m..  g.,  1932.  6%. . 
Cft  W.L  RR.  Co..  OS.  m..  50yr.gl052, 4% 

ChL  ft  Nwn.  R.  R.  s.  f.,  1928,  6% 

CM.  St  Nwn.  R  R,  s  f.,  1929,  5% 

ChLft  Nwn.Ry.Co.30-yr.d.bs..l921,  5%. 
Chi..Buri.  ft  Q,  R  R,  d..  1913.  5% . . . . 
Ghi.,B.ft  Q.RRCo.(Ill.dlv.)  m.  bs.1949. 


ChLft  Gt  W.RR,lst  m.ter  g.,1936, 6% . . 
Chi.  ft  Erie  R  R,  1st  m..  g..  1982. 5%. . 
a  ft  a  R  R.  Ist  m.,  50 jrr.,  g.,  1952, 5% 
Cli|^tP..M.ft  Om.Ry.a»..os.m.bs..l930, 

ChL,St.L.ft  N.'6.RRoi!m.b8.V  1961.' 5%* 
Ghoetow  ft  Mem.RR.  1st  m.,g..l949. 5% 
a.  D.  ft  ChL  R  R.  1st  m..  1942, 4% . . . . 


Market 

Valoa. 

82.880 

e.000 

760 

8.120 

2,860 

2,500 

500 

960 

1,070 


Par 

Value. 

810,000 

99,910 

15.000 

50.000 

108,000 

55.000 

25,000 

62.500 

9.000 

15,000 

52.500 

68,138 

39.907 

126.533 

73.000 

50.000 

50.000 

25.000 

200,000 

100,000 

200.000 

50.000 

100.000 

92,000 

5aooo 

200,000 
100,000 

150,000 
200,000 
250,000 
291.000 
150.000 
335.000 

150.000 
338.000 
100.000 
147,000 
245,000 
100,000 
50.000 

150.000 
60.000 

122.000 
24.000 

123,000 
54,000 
50,000 
50.000 


Amount 
Loaned. 

81.000 


12.000 


120.630        818,000 


Market 

Value. 

811.475 
97.911 
14.850 
49.375 

103.680 
56.925 
26.781 
82.500 
9.698 
16.350 
52.762 
63.534 
87.113 

114,829 
66.248 
48.875 
44.500 
25.000 

191.000 
99.500 

181.000 

46.375 
92.875 
92,920 
50.260 
208.500 
103,000 

150,000 
217,500 
242.188 
365,205 
154.500 
380.225 

114,750 
369,630 

93,000 
164.640 
267,663 
108,000 

50,750 

134.250 
61.360 

130.690 
23.400 

156.210 
63.720 
55.000 
40,000 


lm.g..  1951,34%. 
Itttft  Gt  No.  R.  R.  P.  M.  1  m.  g.  bs.,1919. 

6% 

Int  B.  T.  Co..  8-yr.  ev.6%eoLtr.g.  n..l9ll 

6% 

Interborou^  R%pid  Trsnsit  Co..  45-year 

g.m..l9M,5% 

la.  CentRy.l  m.  g.  be..  1938.  5% 

la.  Fls.ft  Stouz  CylR.R.1  m.  bs.,i917. 7% 

Jeff.  RRl  m.  gr.  g.  bs.,  1909. 5% 

L.  E.  ft  W.  R  R 1  m.50^yr.  g.  bsi987.5% 
L.  E.  ft  W.  R  R.  2d.  m.  g.  bs..l941. 5%. 
L.  Sh.  ft  M.  S.  Ry.25-yr.d.g.bs..l931, 4% 
L  S.  ft  M.  S.  Ry.  25-yr.  d.  g.  bs..l928. 4% 
LeL  Val.RRlm.tmx.  bs.J941.  5%. . . 

Lah.VaLRRes.bs..li^  6% 

Lah.  Val.  R  R  ^.Y.l  m.g.bs..l940-44 
L  L  R  R  unified  m.g.  bs..  1049, 4%. . . 
Louisville  ft  Jeff.  Bg.  a>.,  g.  m..  1946, 4% 

L.ftN.RRgn.m.  1930,6% 

L.  ft  N.  RRjvansville  H.ft  N.Div.,lst 

m..  1919.  6% 

L.  ft  N.  R  R.  unified  g.,  1940, 4% 

Louaville  ft  NashriUe  RR  (Mueah  ft 

Memjphis  Div.)  1  m..  1946.  4% 

Louisvule,  Henderson  ft  St  Louis  Ry.  Co. 

1  m.  g.,  194<«,  5% 

Manitowoc  Green  Bay  ft  Northwestern 

Ry.  Co.,  1  m.,  1941, 34% 

L.ja.  ft  St  Louis  Ry.Co..l8tm.g.l94e.  5% 
M.,  L  S.  ft  W.  RR.Ez.ft  imp.  si.g.bs., 

1929,5% 

MmneaooliB,  St  Paul  ft  Sault  Ste  Marie 

Ry.  Co.,  es.  m.,  1938, 4% 

Minn.ft  St  L.  RRCo.,Utcs.m.gl93i  5% 


g.,  1924,  4% 


IS.,  AVA1,  «7o 

N.,C.  ft  St  L.  RR.  CB.  1st  m..  g.,1928,5^ 
N.  E.  R.  R  Co.,  cs.  m.,  50  yr.  g.,  1945,  V. 
N.Y.CftH.RRR  L.Sh.ooLtr.,1998. 34% 
N.  Y.Cft  H.RRR  JI.C.ool.tr.,gl9983.4% 
N.  Y.  C.  ft  H.  R  R  R  30-yr.dx.bl9344 
N.Y.  ft  Erie  RR,  4  m.x.bs..  1920, 5%.. 
N.Y..Ontft  W.Ry.Co..gn.m.,g.,1956,  4% 
N.  Y.,N.H.ft  H.R.Rcv.d.,  1956,  3|%. . . 
N.Y.,N.H.ft  H.RRCV.  d.,  1948,  6%. . 
No.FaCtQtNo.RR,C.B.ft  Q..  1921,  4 
.Vo.Pac.RRprior  hi.,L.G.g.bs.,1997,  4 
No.Pae.RR.8tP.ftD.Div.,P.M.,1996.i 
No.  Pac.Tm.Co.of  Ore..l  m«.bs.,  1933,6* 
Ore.  Short  L.Ry.Co.1  m.bs.,1922,  6% 
Ore.  Short  LRy.Co.os.1  m.bs.,1946, 5 
Phlla.  ft  Reading  R  R,  tm.  g..  1941  5 
Port  Reading  R  R,  1st  m.,  g.,  1941,  5 
Reading  Co.,  gn.  m.,  s.  f.,  g.,  1997, 4% . . 
StP.ft  No.  Pac.RR.,gn.m..g.,  1923.  6% 
StP.,M.ft  M.RR«  m.bs.,  1933,  6% . . . . 
St  Paul,  Minneapolii  ft  Manitoba  Ry.  Oo. 

(Montana  Extn.)  1st  m.,  1937, 4% 

St  L.,1.  Mtn.ft  So.RRgn.es.L.Q.bs..l931 

5% 

StL.,  L  Mtn.ft  So.RR,U.ft  Rg.1929,4 
StL.ft  S.Fran.  R  R,  gn.m.,  g.,  1931, 5 
StL.So.RR,lst  m.,gr.4[..  1931,  4%. 


Pte 

Markc 

Value. 

Value 

8112.000 

8117.M 

40,000 

45.86 

60.000 

5830 

70.000 

06.85 

200.000 

190.«] 

77.000 

87,39 

8.000 

8.8G 

60.000 

00,0C 

41.000 

36,9( 

33.000 

32.01 

150.000 

102.0( 

282.000 

280.02 

26.000 

25.2i 

50.000 

52.0( 

200.000 

173.0( 

137.000 

166.7f 

20.000 

21.0J 

100,000 

100.1( 

50,000 

45.00 

200.000 

221.0( 

75.000 

n.7] 

50.000 

51.5C 

110.000 

116,6( 

1004X10 

118.01 

175.000 

179.3: 

31.000 

35.3^ 

06,000 

70.0S 

100.000 

04.8; 

200*000 

190.51 

815.000 

384.41 

75.000 

87.74 

200.000 

214.0( 

60.000 

75.U 

50,000 

47^ 

195,000 

229,li 

86,000 

40.14 

100,000 

100.01 

100.000 

00.23 

150.500 

165.5J 

175,000 

155.72 

150.500 

165.54 

50.000 

56.01 

100.000 

100.0( 

112.000 

122.01 

50.000 

68^ 

100.000 

111.7i 

100.000 

111.0 

750.000 

47.7i 

200,000 

224.0 

100,000 

100.51 

212,000 

109.6/ 

100.000 

80.0 

50.000 

473 

62.000 

66.» 

200.000 

184.0 

258.800 

284.7 

120.400 

161.9i 

260.000 

242.5 

80.000 

82.0 

100,000 

98.0 

101,000 

115.1 

56.000 

64.6 

150,000 

171.0 

75.000 

88.5 

50.000 

55.71 

30.000 

30iK 

100,000 

120,0 

50.000 

65.0 

15,000 

14.8 

100.000 

110.0 

100.000 

86.7 

50,000 

54.5 

04.000 

62.7 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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HARTFORD  FIRE  INSURANCE  COMPANY.  Hartford.  Caaa.-^onHnued. 


AMD  Siocxs  Owno.— CmL 


awinwi.iT  drwjm^m  m^vmfi% 
SnA  k  Nvth  Ahbuu  kSl  ca.  m., 

106^5% 

So.  FkCL  Ob^  l0t  r.  nx,  s^  11»&.  4%. . . . 
a0.PbftR.a4rf  CkL.1  esjB.8.be..lM7,  5% 
So.  Ry.  Gol,  St  L.  Dtv^  c,  1061,  «% . . . 
Sol  By.  Co.  lat  ei.  m^  g.,  19M.  5%. . . . 
SoLB7.CbLXlleai.DfT.),lit  m.,  s^U 
TnLBj^Aflimuif  8tJfc,sii.  iil^.^,1053,4', 
TkLBjJlaMjor  8t.L.n^  id.x.,1030.  44^ 

"     ~ "  ■  Q.^imM 


boi 


Utah  k  Ho,  tL  R^  Ut 

taa,  4%. 

TiMfalk  BJL  OL  m..  Series  A- 1956»  4%. 

WatekiRR,  ljtm^&.l«9,6% 

Wibiih  RJUlst  iD.^s^TbLAaD1041.4% 

V.  lU.  R.  R.  lirt  ou,  s^  ISfi^  4% 

W.afaBicRB..gr72361.4% 

WbeeL  A  L  R  RJUUI  iii.ea4.,lM0. 4% 
WJ^  L.Ekfe  RR<llEJ)iT.)l]D^1920^% 
H.  T.  Doek  Cb^  Isl  m..lfK»ir4% 


GkL,llIL&St,FMilRROo 

ChL,iaLft8t.FkuIRRGb..p 

CbL.NwLR.R.Co.,p 

ChLAN.  W.R.RO0 

Obu.  k  PsBiiuuMiB  River  R  R  Go.,  gr. 

Cbu.  River  R  R  Go 

Joliet  &ChL  R.  R^^ 

II.Y.aAH.R.RR.Go 

lLT..lf.H.&H.RROi> 

}(m  Y«k.  Kev  Haven  k  Hartfbfd  RR 

OB.(S%niid  m) 

5.Y^L.4W7r.RCo 

UaiBBftieuR  R^p 

XsL  Bk,  Hartfofd 

Nil  Bk^  Hartford 

EnhaMB  Nat.  BlL,  N.  T 

BLofAmeiwN.Y 

6k.Q(llaBtraal,]laiitml 

BoflMoaXaL  BIl,  Boshm 

Carter  Oak  Nat.  Bk..  Hartford 

Of.  tt^  Hartford 

CboB.  BHer  Bks.  Co..  Hartford 

OoBa.  IV.  Jr  Solo  Depoelt  Oow,  Hartford.. 
IWaen  4  MedMBifl^  Nat  bL,  Hartford 

Ik*  Nat  Bk^  Hartford 

flartfbcd  Nat  Bk.,  Hartford 

I^vten k  Trader^  Nat  BL,  N.  Y.... 

MiBkittaB  Co.  BL,  N.  Y 

Mn^aatf  Nat  Bk..  N.  Y 

XttBk.ofCoaimeree.N.Y 

KiLBk.ofNo.Anier^N.Y 

K»t.  Ex.  Bk.,  Haitibnl 

AoDlz  Nat  Bk.,  Hartlbfd 

GQM.Rf««rCo 

S.  Y.  Dock  Odu,  p 

5wn.11.Cb 


Fhr 
Value. 
1100,000 

100,000 
200.000 
104,000 
1M,000 

60.000 
100.000 
200.000 
105,000 

75X)00 

100,000 

103.000 

76,000 

75,000 

60,000 

150.000 

100,000 

76,000 

82,600 

47.700 

87,000 

20,000 

146,700 

100,000 

2.000 

60,000 

74,800 

188300 

saioo 

60.000 
3,000 
81,600 
16,000 
20.000 
16,000 
86.000 
12.600 
12,600 
16.000 
8.000 
81,400 
12^200 
17,200 
66,000 
80,000 
10.000 
10.700 
12^ 
30.000 
2,000 
40,700 
12,000 
82,600 
25,000 


Markat 

VahM. 
8127.000 

112,000 
189,600 
119.600 
182.000 

66,750 
111.000 
106.000 
113,400 

78,600 

99.876 
100,960 
84,000 
06376 
42.760 
161300 
87350 
78.938 
77360 

76.008 

63,640 

47.000 

900.994 

100,000 

6.100 

87300 

98349 

299348 

4ft.MR> 

03300 
3.106 
88.476 
21,000 
62.000 
9a760 
87.S60 
12376 
18.760 
10.600 
6300 
100.900 
18,420 
2S380 
80.680 
172300 
36.000 
29,226 
26,260 
14,000 
2,700 
66,040 
12.000 
07,050 
28.000 


Toteb  (book  Taloe.  816.508.917). . .  816.927.188  817,874,478 


mSCELLANEODSc  GutUl  incroMee  (8050,000  by  itock 
<LTKkada}:  Fnm  8150.000to  8300.000  In  1853:  to  8500,000  In 
1S57;  to  S1J0OO.O0Q,  In  1804;  to  8U60.000  In  1876;  In  1906  to 
dhldade  :  Fima  $160,000  to  8300.000  in  1853:  to  8500.000  la 
ttjmjOOO  bgr  the  iMoaaee  of  7300  riiares  of  stock  of  a  par  valoe 
of  1100  at  tSOO  per  ahaie,  thos  adding  83,000.000  to  luipliB, 
rMfhffiMiw  tooK*:  Chlc^  1871.  81.968325:  Borton,  1872. 
166386;  BoMaore,  19001318344:  Saa  Wandsoo,  1906. 
K74«.fl87.  yaloes  of  apeeial  depoeits:  Can.,  8487,799;  Ga., 
tHj^SO;  Va..  862.762;  N.  M..  811.476.  In  1909.  tke  aasets  and 
ccrpha  do  ueft  inehide  8340,000  of  Northern  Investment  and 
Ra2t7  boods  diaaUowod  by  the  N.  Y.  Insoranee  department. 

DIHZXrrORS:  Jdnathaa  B.  Bmiee.  James  J.  Goodwin,  Theo. 
IffBsa,  Georce  Roberta  Wm.  a  SUnner.  Help  W.  Whaples, 
Im.  R  Tboowm.  Chaa.  E.  Chan,  R  IL  BlsseUT^ 


FIELD  MEN  AND  TERRITORY  COVERED:  Department 
■aBajRoc  A.  O.  Dogan,  ^eoerai  agent.  171  La  Salle  st.  Chicago, 
IIL:  W.  C.  Boom.  aaaiBtant  eeneral  agent,  J.  J.  Pureell,  superm- 
tcadest  of  agents,  Chkago,  10.;  Palaehe  k  Hewitt,  general  agents, 
tao  Califanaa  st,  San  Frandsoo.  GaL  Local  ageoqr  maaagerB: 
Eowd  Hampton,  managrr  New  York  city  department,  76  William 
«•:  Sherman  jBoaebtyn.  raperintendent,  180  Montague  st,  Brook- 
in.  IS.  Y.;  Bmertoo  k  Kmball,  maoagen.  58  KUby  st.,  Boston, 
fbmi  Pqne  k  Blair,  managers.  414  Walnut  st.  Philadelphia. 
^  Eastaa  department;  I^ter  A.  McGanom.  general  agent. 
Tofoato.  Oat,  for  Got,  Que.,  K.  B..  N.  8.,  lormaa  Root,  mspector 
Tomato,  Ont;  Wm.  Robins,  inspeetor.  Toronto.  Ont,  J.  H. 
GsM,  mcesal  «peat  for  Me.,  NH.  and  Vt;  L  W.  Cottrell. 
it  Qby  St.  Boston,  Haas.,  for  Eastern  Hass.  and  R  J.;  S.  C. 


ATeiy,  special  aaent  Hartford,  Conn.,  for  Conn,  and  Western 
Mass.;  Lasher  k  Ta^r,  general  agents,  55  William  st.  New  York. 
N.  Y.,  for  Metropolitan  department;  W.  W.  Lenox,  special  agent 
Albany.  N.  Y.,  for  Eastern  N.  Y.;  George  Brinley.  special  agent, 
Albany.  N.  Y..  for  Eastern  N.  Y.;  H.  H.  Smith,  special  agent. 
Syracuse.  N.  Y.,  for  Central  N.  Y.;  W.  S.  Dewey,  special  agent 
Rochester.  N.  Y.,  for  Western  N.  Y.;  F.  J.  Sullivan,  spedal  agent. 
Niagara  Palls,  N.  Y..  for  Western  N.  Y.;  Geo.  vSten  Steeb. 
speaal  agnt  Philadelphia,  Pb..  for  Eastern  Pa.;  P.  D.  Bumham. 
special  agent  Williarasport.  Fa.;  Aasmi  D.  Birehard.  special 
agent  Elmira.  N.  Y..  for  Osntral  Pa.;  John  1^.  Holmes,  special 
agent,  Pittsburg,  Fa.,  for  Western  Fa.;  L*  ^  Titsworth,  inspector. 
Hiiladelphia,  Fa.,  for  Fa.  surveying;  Egleston  k  Presoott  general 
agente,  AtlantiL  Ga..  for  Va.  to  La.,  mclusive;  W.  Y.  Harper, 
special  agent  New  Orleans,  La.,  for  La.;  P.  L.  Davis  and  C.  L. 
Davis,  special  agents.  Vicfcaburg,  Miss.,  for  Miss.;  Jno.  8.  Gold- 
smith, necial  agent  Montgomery,  Ala.,  for  Ala.  and  Western  Fla.; 
M.  G.  Hunter,  special  agent  Gbartotte.  N.  C.  for  N.  C.  and  North- 
em  S.  C.;  E.  fl.  Jonea,  special  agent  Richmond.  Vs.,  for  Va.; 

F.  G.  Rush,  special  agnt.  Orland.  Fla..  for  Fla.  and  Southwest 
Ga.:  R  P.  Luther,  special  agent  Atlanta.  Ga.,  for  North  Ga.- 
Arthur  Lane,  speeiai  agent  Columbia,  S.  C,  for  S.  C.,  and  South; 
em  Ga.;  J.  B.  Herofwd,  general  acent  DaHas,  Tez.,  for  Tez.; 
Jesse  E.  White,  assistant  general  apnt  Dallas,  Tex.,  for 
Tex.;  Robt  B.  Price,  speciaJ  agent  Dallaa,  Tex.,  for  North- 
westeml  Tex.;  Herbert  C.  Ford,  special  agent.  San  Antimk), 
Tex.,  for  Southwestern  Tex.;  Felix  S.  Hereford,  special  agent 
Dallas.  Tex.,  for  Eastern  and  Southem  Tex.;  Western  depart 
meat:  Adams  k  Boyle,  general  agente.  Little  Rock,  Ark.,  for 
Ark.;  W.  L.  Bennett  special  agent,  Chicago,  for  Cook  CounW. 
DL;  F.  R  Bissell.  inspector.  C^cago.  111.,  for  Cook  Co.;  C.  R 
Boynton,  special  agent,  Evansvilie.  Ind.,  for  Southern  111.;  H. 
M.  Brooks,  manager,  Cuyahon.  Co.  departmeat  Park  Building. 
Publie  Square.  Cleveland.  0..  for  AahtebuU.  Seneca.  Cuya- 
hoga. Huron,  Wood.  WUliams,  Geauga,  Sandushj,  De- 
fiance, Fulton.  Ottewa,  Lorain,  Lake,  Lsuca,  and  Henir  Cos.; 
Philip  Cheek,  adjuster,  Baraboo,  Wis.,  for  Wm.;  A.  A.  6onu», 
special  agent,  Fam.  N.  D.,  for  N.  D..  R  H.  Cooper,  speeiu 
amit  wheeling,  W.  Va.,  for  W.  Va.;  C.  E.  Daniels,  adiuster, 
Minneapolis,  Mmn..  for  N.  ud  S.  D.  and  Minn.;  If.  S. 
Davidson,  general  inspector,  Chicago.  111.,  for  Western  department; 

G.  E.  Fon.  special  agent  Chicago.  III.,  for  Survev  department; 
No.  IIL;  Chas.  F.  Hardy,  special  agent  Topeka,  Kan.,  for  Kan.; 
Q.  A.  Hastreiter,  spedal  agent  and  adjuster,  Ann  Arbor.  Mich.,  for 
Southem  Mich^  W.  J.  Hatcher,  special  agent  Milwaukee.  Wls»  for 
WIBm'  Jno.  P.  Hollerith,  special  agent.  Indianapolis,  Ind.,  for  Ind.* 
L.  E.  Hlldreth,  adjuster.  Chicago.  IlL.  for  111.  and  Ind.;  B.  T. 
Hou^  spedal  agent  and  adjuster,  Des  Moines,  Uu.  for  la.;  J.  H. 
Jennm^  special  afent  Evansvilie,  Ind.,  for  Southem  Ind.; 
Jas.  J.  Johnson,  spedal  agent  Chicago  III.,  for  No.  HI.;  N.  S.  King, 
adjuster.  Cincinnati,  0..  for  0..  W.  Va..  ^.  and  Tean.;  Albert 
S.  Lindsey.  speaal  agent  NashvOle,  lenn.,  for  Tenn.;  J. 
H.  Looney,  roecial  agent  Sedalia,  Mo.,  for  survey  depart- 
ment Mo.;  M.  D.  Looney,  qwdal  agent  Sedalia,  Mo.,  for 
Mo.;  W.  A.  McGrew,  spedal  agent  and  adjuster,  Denver,  Colo.,  for 
Ooh)..  N.  M.  and  Wyo.;  H.  L  Meek,  apedal  agent.  Colufflbos.  0., 
for  Central  and  South  0.;  Clem  E.  Wneeler.  special  agent  Louis- 
ville. Ky..  for  Ky.;  R  H.  Norris,  manager  Milwaukee  branch, 
MitdieU  Building,  Milwaukee.  Wis.;  F.  E.  Peanon,  special  agent. 
Pipestone.  Minn.,  for  Southern  Minn,  and  S.  D.;  G.  W.  Pierce.; 
■pedal  agent,  Minneapolis,  Minn.,  for  Central  and  Soutiiem  Minn.. 
G.  F.  Rtfley.  speoiar  agent  Milwaukee,  Wis.,  for  W».;  A.  W. 
ScheU,  manager  Hamilton  Co.  department  1414-1416  FInt 
National  Ba^  Building,  S.  E.  Comer  4th  and  Walnut  sts.,  Cin- 
dnnatL  0.:  W.  W.  Scrtmes^perlntendent  Northwestem  depart- 
ment 216  MeDermott  ave..  West  Winnipeg,  Man.;  J.  P.  Sherldaa, 
special  agent  and  adjuster,  E.  Saginaw,  Mich.,  for  Northern  Mich.; 
L.  C.  StoiT.  special  agent  Lincob,  Neb.,  for  Neb.;  C.  E.  Tebbetts, 
adjuster,  305  American  Bank  Building,  Kansas  City,  Mo.,  for  Mo.. 
Kan.  aiid  Okla.;  J.  E.  Tenner,  special  agent,  St  Louis.  Mo. 
for  St  Louis,  Mo.  and  East  StLouis,  H.  R  Tvrell,  special  agent. 
Bourbon.  Ind.,  for  Survey  department  Northern  Ind.;  W. 
H.  Tourtellot  special  agent  Wyoming.  la.,  for  Survey  de- 
partment la.;  Sol.  E.  Waggoner,  manager  St.  Louis  de- 
partment. Pierce  BuQding,  St.  Louis,  Mo.;  W.  F.  Watson, 
special  agent,  Oklahoma  City.  Okla.;  Lucien  A.  Wilbor, 
special  i^eot  Park  Building,  Cleveland.  0.,  for  Northern 
0.  Pacific  aepartment:  Adam  Gillilana,  general  adjuster. 
430  California  st,  San  Francisco,  Cal.;  Jas.  J.  Dennis,  spedal 
agent  R>rtland.  Ore.,  for  B.  C.  Western  Wash,  and  Western  Ore.; 
W.  0.  Morgan,  spedal  agent  San  Frandsco,  Cal..  for  Central  CaL; 
P.  H.  Griffith.  sped<U  agent.  Los  Angeles,  Cal.,  for  Southem  Cal. 
and  Arls.:  Geo.  E.  Devine.  spedal  agent  San  Frandsco,  Cal.,  for 
Central  Oil.;  W.  W.  Grove,  spedal  agent  Spokane.  Wash.,  for 
Eastern  Wash,  Eastern  Ore.  and  Northern  Ida.;  Chas.  E.  luller. 
spedal  afent  Salt  Lake  City,  Utah,  for  Southem  Ida..  Mont  and 
Utah;  IL  E.  Spauldlng,  spedal  agent,  San  Frandsoo,  Cal.,  for 
Ctotral  Cal.;  R  E.  DoUard,  special  agent.  San  Frandsoo,  Cal..  for 
Northern  Cal.  and  Nov.;  W.  S.  Dennis,  special  agent  San  Fran- 
cisco, Cal..  for  Bay  Counties;  B.  W.  liorigan,  M.  P.  Barday. 
special  agente,  automobile  department  The  company  operates 
in  all  the  States  and  Territories  of  the  United  SUtes  and  m  the 
Domiobn  of  Canada. 
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REPORTS  OP  PIRS  INSURANCE  COMPANIES. 


HAWKEYE  INSURANCE  COMPANY,  Dies  Moines,  la. 

Ptaid<nt,  H.  R.  HoweD;  SeccetaiT,  W.  D.  Skinner.    Orftniied,  18U. 


Ybak 

Am-*.      Unearned 

Net 

Net 

Total 

Loeees 

Diy- 

Ex. 

Total  Es- 

Loaea 

AMCU 

Suiphis 

FXenuQiBB 

laoMne 

Pkid 

ideodt 

Denies 

Incancd 

1909 

tl8M.693 

1034,190 

8107,404 

1397,817 

$440,708 

$345,874 

$30,000 

$190,937 

$473,811 

$341,338 

1906 

877,497 

047,971 

100,075 

410,774 

400,130 

300.571 

30,000 

184,731 

475^3 

371,381 

1907 

874,065 

047.353 

101,548 

434,315 

450,904 

330.873 

80.000 

178,563 

418,930 

333,019 

1909 

888,840 

003,348 

180,983 

885,787 

435,459 

180.539 

35.000 

158,007 

330.300 

144.57S 

1905  ^    : 

^743,107 

435,850 

310,175 

303,089 

331.939 

140,730 

35,000 

140.830 

300.550 

130,350 

]:  Includes  notes  for  premiums. 

Assets,  Decucbek  31, 1900. 
Red  estate  owned  (book  value) $31,000 


Mortgage  loans  on  real  estate. 

Bonds  and  stocks  owned  (market  value). 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due. 
Premium  notes 


513,070 

104,388 

83,134 

38,781 

94,719 


Total  admitted  assets $854,593 


LzAmunss,  Decembkr  31, 1909. 

Net  losses  unpdd  (including  $1,3(X)  resisted) . . 

Unearned  premiums 

Taxes  accnied 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  op 

Surphu  over  aU  liabilities 


$17,933 

084.196 

6,000 


$047,139 
100,000 
107,404 


Total  liabflities,  capital  and  surplus $664,590 


RISKS  AND  PREMnmS:  Fire  risks  in  foras,  December  31, 
$05,058,784;  premiums  thereon,  81.300,904. 

BUSINESS  SINCE  ORGANIZATION:  Premhuas  received. 
810,118,340.-  loeses  paki,  $3,711,106;  divklends  declared,  cash. 
$910,000;  stock.  $75,000. 

REAL  ESTATE  OWNED:  OonaiBli  of  company's  home  oftee 
bvddlng  and  1  k)t  fai  Des  MofaieB,  all  esnled  at  bode  vahie. 

MOra^AGE  LOANS:  There  are  156  bans,  aggregating 
$613,070^  all  on  fann  property  in  lowm;  the  total  value  of  wfal^ 
li  $794,09&.  There  was  $80  taiterest  past  due  on  December 
31,  last  The  company  hddi  8184,406  msunnee  on  the  bdld- 
fngi. 

Fhr  liarket 

BONDS  AND  STOCKS  OWNED:  Vahie.         Value. 

Northern  Paeifio  Ry 

C.  A  N.  W.  Ry.,  etL 

B.  A  0.,  stk 

C.  M.  A  St  P.,  stk 

U.  S.  Steel  CSorp 

Atehjaon,  Topeka  A  SanU  Fe 

D.  M.  (Joliseum 

I.  L>  a  T.  Co.,  bs 


810,000 

$14,503 

10.000 

18,350 

5.000 

5,935 

5,000 

7,919 

10.000 

13,500 

10.000 

10,303 

350 

350 

14.000 

14,000 

BoNM  AMD  Stooks  Ownid.— Cent 

M ^  K  «  T.,  bs. 

Rock  Island 

Paving  ctfs..  Gy.  of  Des  Moines 


Ftt 

Marfcst 

Valw. 

Value. 

$10^000 

98.136 

10.000 

9,137 

480 

430 

Totals.. 


985.380      $104,283 


MISCELLANEOUS:  Pald-np  capital  InereMed  in  1904  fnm 
$85,000  to  $100,000  hi  stock  dWldead  of  $75,00a 

DIRECTOBS:  Arthur  Reynolds.  H.  R.  Howell,  W.  D.  Skinnei; 
(9eo.  A  Howell,  Simon  Gassldy.  Gf.  M.  Htppee.  R.  S.  Howell. 
Henry  S.  NoQen,  Jaa.  Cunningham. 

FIELD  MEN  AND  TERRTTORY  COVERED:  R.  8.  Howdl 
Philadelphia,  Pk.  general  agent  for  IVl,  N.  J..  Dd.  and  Md4 
W.  L.  Nehon  k  Ck>.,  MempUs.  Tttm..  noeral  a^ts  for  Teoa- 
Ark.  and  Miss.;  Pettibone  k  Krouse.  Philadelphia.  Pk.  genCTal 
agents  for  0.  and  W.  Vs.;  C.  H.  Curicv,  St  Pkul.  Minn.,  special 
agent  for  Minn,  and  Wis.;  J.  Cunnin^am  and  BVed  Houdum. 
Des  Momca,  la.,  special  agents  for  la.;  C.  E.  Fliesbach.  M.  C 
Biamard,  speciaJ  agents  for  la.;  Gw.  k.  Brown.  Chicago,  IlL. 
special  agent  for  111.  The  company  (HMrales  in  Ark.,  Dd.,  u.  C, 
in.,  Ind.,  la.,  Minn.,  Miss..  N.  J..  ()..  Pa..  Tenn..  W.  Va.  and  Wis. 


HERNANDO  INSURANCE  COMPANY,  Memphis,  Tenn.  § 

President.  J.  R.  Pfeppen  Secretary.  J.  S.  Dunacomb.    Organised,  1800. 


Yeak 

AsseU 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total  Ex- 

Losses 

Pkeminms 

Surphn 

Inoome 

Paki 

klends 

penaes 

penditures 

1909 

$137,843 

813.774 

$33,104 

$10,800 

$34,774 

$3,843 

$8,000 

813,903 

$38,804 

83.842 

1908 

133,071 

9,170 

38.494 

10,003 

19,011 

8,081 

3,000 

9309 

31,560 

8,081 

1907 

133,831 

9,403 

80,418 

9,977 

17,788 

4,343 

^299 

10.090 

33,333 

5,301 

1900 

140,035 

11,588 

30.587 

13,041 

34,479 

900 

^•SSS 

9.890 

18,8031          3,400 
31,09^          3,095 

1905 

180,909 

8,980 

35,000 

13.357 

33,133 

3,303 

8.000 

11.431 

Assets,  Dxczmbss  31, 1909. 

Mortgage  loans  on  real  estate 

Bonds  owned  (market  value) 

Collateral  loans 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 


$3,800 
85.403 
37,113 

3,714 
10,041 

1,713 


Total  admitted  assets $137,843 


LiABiLiTzss,  December  31, 1909. 

Unearned  premhims 

Other  liabflities 


9'i 


$12,774 
2.906 


Total  liabilities,  except  capital  and  surplus . 

CaiMtal  paki  up 

Surplus  over  all  liabilities 


$15,079 

100,000 

22.164 


Total  labilities,  capital  and  surplus $137,843 


f  "»•* 


RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31. 
$1,333,030;  premiums  thereon.  $23,725. 

MORTGAGE  LOANS:    There  ■  1  mortffage  k>an  for  $3300 
on  property  worth  $8,000.    No  interest  past  due. 

Market 

BONDS  OWNED:  Vahie. 

Reading  Co.,  gn.  m..  4% $5,000 

Atchison,  Topeka  ft  Santa  Fe  R.R.  4% 10,000 

Cy.  of  Memphis,  44%  g 10.500 

Taxing  District  ^%r 5,450 

Northern  Pacific  RR.,  4% 15,375 

Odd  Fellows  H.  A  L.  6% 1.537 

Cy.  of  Memphis,  wat.  4% 20.000 

I  Transacts  both  fire  and  marine  insurance. 


Maikst 

Boms  OwMBD.— Cent  Value. 

Yaioo  ft  Mississippi  DelU  Levee.  4% $4,850 

West  Shore  RR.  4% 10.200 

Memberriiip  Cotton  Exchange.  Memphis Z550 

Total $85.402 

MISCELLANEOUS:  Capital  reduced  in  1897  from  8150,000 
to  $100,000.  Comnanv  transacts  a  surplus  line  buBiness  through 
Cbicago  and  New  York  brokers. 

DIRECTORS:  J.  R  Pepper.  0.  B.  Pdk.  Frederick  OrgiU.  N. 
Fontaine.  W.  B.  Malloiy,  Paul  Dillard,  J.  F.  Hobt  F.  M.  Norfiset 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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HENRY  CLAY  FIRE  INSURANCE  COMPANY,  Lexington,  Ky. 

Precideat,  Mathew  Walton;  Secretary,  F.  G.  Stfla;  Manafer,  Claude  F.  Snyder. 


TUi  tempmj  eompleted  iti  oqpauntion  in  May,  1910,  and 
opeeied  to  eonunepce  btabeiB  by  June  1.  It  wai  to  bare  a 
Mpital  of  taOOgOOO  and  a  iarphM  of  1300,000.  The  dirocton  are 
imm  S.  Hcim.  W.  T.  Concleton,  Later  Wtthenpoon.   W.  A. 


McDoweD.  John  B.  Qoduun,  OoL  Milton  Youni,  Dr.  J.  C.  Willie. 
J.  L  WaUdne,  Judge  Mat.  Walton,  F.  Q.  S^,  E.  H.  Wateon, 
Oolonel  Ghariee  E.  Hoge,  Oapt  Ed.  Farley.  W.  B.  Brock.  H.  Q. 
Hoffman. 


HIBERNIA  INSURANCE  COMPANY,  New  Orleans,  La. 

Preadtst,  P.  E.  Burke.  Secretur,  Gas.  T.  McOotker,      Oituiiicd,  1807. 


Y£4a 

Aanets 

Unearned 

Net 

Net 

Total 

Loeees 

Div- 

Ex- 

Total  Ex- 

Loeees 

Surplus 

Income 

Paid 

fidcnda 

penses 

penditures 

Incurred 

1901 

9491.408 

172,863 

8215.040 

8n.736 

898.475 

834.348 

820.000 

889.861 

888,709 

836.877 

1908 

474.n9 

51,100 

215,040 

78,006 

107.255 

59,170 

90,000 

8a424 

9.594 

59,170 

1107 

482,445 

51.551 

228,082 

8I'??J 

110,555 

28,779 

20,000 

80,588 

79,867 

81,211 

1906 

^53 

41.450 

H2»^*! 

67,115 

S5»P^ 

22,964 

80.000 

25,154 

78,118 

22,965 

1995 

4751880 

80.786 

222,558 

58.268 

80.256 

17.228 

10.000 

28.660 

50,88» 

19,184 

Assets,  DzcxaaKE  31, 1909. 


Bcal 
Beads  and 

Blls 
Caali  in 
A«cnti' 
Other 


(book  value,  82,500).. 
stocks  owned  (xnariiiet  value). 


and  bank 

not  over  3  months  due. 


810,000 

446,635 

5,304 

6,136 

23,689 

744 


Tocil  a<finitlrH  assets. 


8491,408 


LlABILITZZS,  Dbcbicbbr  31. 1909. 

Net  losses  unpaid 

Unearned  premiums , 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 


Capital  paid  up 
Surplus  over  aU  liabilities 


88,091 

72,863 

414 


876.368 
200.000 
215.040 


Total  liabmties,  capital  and  surplus 8491.408 


RBK3  AND  PREMIUMS:    Fire  risks  m  foree,  Deeember  31, 
«.llMft4;  preminmB  thereon.  $113301. 


REAL  ESTATE  OWNED: 
dtoitod  in  Ncv  Oiieans; 


Oomiats  of  improved  real  estate 


BONDS  AND  STOCKS  OWNED: 


State.  878^000.... 
)l  a  Pkessinm.  822.900. . . . 
Cf.  d  SkieveporC  817,000. . 

Boner  Levee.  842.80a 

OkidD  Levees  861.800 

FhiiaemiM  Levee.  842.00a. 
Uibenhe  Levee.  85.000. .. . 
R.  e:  C..  88.000 


Market 

Value. 

878.000 
57.250 
16^660 
44.9M 
54.390 
42.840 
5.450 
8.000 


Bona  AMD  Bioen  Owmm.— CsnL 


HibemiaBkK.ftT.Co. 

Whit-GentxalBk. 

MetromUtanBk 

Oanai-Xouirisna  Bk 

German- Ameriean  Bk. . 
Gennan-Amerjcan  Sav.. 

N.  0.  Brewdic  p 

N.O.Ooki  Storage..... 
Fitovjdent  Big.  Assn.. . . 
ILseellancous  stk 


Market 

Vahie. 

890,720 

15.600 

8.260 

5.600 

4,900 

525 

6.500 

5.000 

1.400 

610 


Total $446,635 


MISCELLANEOUS:  Ospital  deereased  in  1889  from  $400,000 
to  8200.00a    Company  operates  only  in  La. 

DIREGTOBS:  John  T.  Qlbbons,  John  Modoskey.  Jno.  J. 
Gannon,  WUUam  P.  Buike,  James  G.  Swarbriek,  Thomss  MeDer- 
mot.  Andrew  Fltspatriek,  EnA  Fl^nn,  T.  J.  Hendersmi,  Hu^ 
MoOoekey.  James  B.  Sfamott/F.  E.  Burke,  A.  J.  StaBiagk 


HOME  FIRE  INSURANCE  COMPANY,  Fordyce,  Ark. 

President,  A.  B.  Banks;  Secretary,  John  R.  Hampton.    Organised,  1905. 


Txtt 

Asset. 

gneaxned 

Net 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Divi- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Looses 
Incurred 

1988 
198B 
1907 
1901 
1905 

8488,283 

•       498l016 

278.500 

dM4.500 

70.204 

48,194 

32,776 

7.810 

$126,855 

75,000 

125,669 

dllO.964 
11,993 

893,162 

219,461 

76.437 

55,451 

14.477 

$186,246 
255,529 
105,967 

dl86.211 
18.947 

8100,844 

90,431 

34,692 

17.821 

1,954 

$29,567 

s82,250 

7,600 

5.000 

858,976 

93.368 

20.044 

16,469 

4,535 

8188,87; 

216,049 

62,236 

39.19( 

6,48) 

876,952 

117,668 

36.678 

17,821 

1.954 

d  Assets  fadude  850,000  new  capital  and  $75,000  new  surplus  paid  in  February  20, 1907;  surplus  and  total  mcome  mdude 
$75,000  snpfais  paid  in  February  207 1907.    s  Also  $100,000  stockdivklend. 


31,  1909. 

Stacksowned  (maxfeet  value) $405,022 

Cadi  in  office  and  bank 43,725 

Ageals'  helsiicns  not  over  3  months  due. 27,039 

iBtarest  and  rents  accrued 606 

D«e  for  zansnxance  on  losses  paid 6,991 


Total  admitted  assets. 


$483,283 


LtABXLZTIES.  DXCEIIBEX  81,  1909. 

Net  losses  unpaid 

Unearned  pnsniums 

Reserve  for  participating  policies 


$6,896 
82,626 
17,406 


Total  liabilities,  except  capital  and  surplus , 


Capital  paid  up 

Surplus  over  all  liabilities. . 


$106,928 
250.000 
126.355 


Total  liabilities,  capital  and  surplus $483,283 
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REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


HOME  FIRE  INSURANCE  COMPANY,  Fordyce,  hik.'-CiWimmd. 


RISKS  AND  PREMJUMS:  lire  risks  in  (one,  Deeember  31, 
18,804,819;  premiums  thereon,  $161,070. 

BUSINESS  SINCE  ORGANIZATION:  Fnsmimns  noeived, 
$638,390;  looes  paid,  $318,810;  dividends  declared,  cash,  $79,567; 
stock.  $100,000. 

Ito  Market 

STOCKS  OWNED:  Yahia.  Vahia. 

Bk.  of  Fordyce,  Fordyee,  Ark $21,000  $50,700 

atisens'  Bk.  of  Fordyce,  Fordyce.  Ark. .  6,650  ll/)83 

Bodcaw  Bank.  Stamps.  Ark 2,700  6,750 

Grant  Co.  Bk..  Sherlden,  Ark 7.000  11,560 

Cleveland  County  Bank,  Kingsland.  Ark.  2  600  4,650 

Bradley  Co.  Bk^  Hermitage,  Ark 5,600  5,500 

Bk.  of  Fulton,  Fulton,  Ark 1,000  1.000 

Bk.  of  Carthage,  CarUiase,  Ark 2,700  2,700 

Bk.  of  Tillar,  TUlar,  Ark 750  1,125 

Bk.  of  Malvern,  Malvern.  Ark 260  325 

Val.  Sav.  Bk.,  Argenta,  Ark 1.500  1,875 

Pike  Co.  Bk.,  Murfifesboio,  Ark 126  144 

Bk.  of  Leola,  Leola,  Ark 850  350 

Bk.  of  Rison.  RIson,  Ark 500  550 

Victoria  Bk..  Strong,  Ark 1,400  2.500 

Bk.  of  McNeil,  MoNdL  Aik 1,000  1,200 

Bk.  of  BeUvlUe.  BeUvUle,  Ark 226  225 

Rayville  SUte  Bk.,  Rayville,  La 500  625 

First  Nat.  Bk.,  De  RJdder,  La 4.000  2,000 

Sabine  State  Bk..  iW.  La 400  640 

Haynesville  State  Bk.,  Haynesville,  Ia.,  4.500  8,550 

Bk.  of  Leeaville,  Leesville,  La 500  750 


Bsr  Macksl 

SfOGoOwinD.— <2miC  Yalue.  Valos. 

CblllnBLiimb«'Oo..Foidyoa,Axk. $19,050  $10,050 

Ednr  Lumber  Co.,  Wesson.  Axk 46.100  180.40( 

El  Dorado  ft  Wesson  Ry.Oo., Wesson,  Ark.  0.100  0,1011 
Ft.  Smith^urdon  Ld.  ft  Timber  Co.. 

Arkadelphia 22.000  22,000 

Bock  Island  Townsite  Co.,  Fordyce.  Ark.  73,000  36,50( 

Trinity  VaL  ft  N.Ry.Co.,  Dayton,  tk. .  400  40( 

Dayton  Lumber  Co.,  Dayton,  Tex. 2,600  2.60( 

Lovisiaaa  Hotel  Co..  Leesville.  La 100  10( 

Arkansas-Vancouver  Timber  ft  Lumber 

Co..  Fordyee,  Ark. 17,500  17,501 

Totals $266,200  $405.02! 


MISCELLANEOUS:  In  1907  the  paid-up  capital  was  Increase 
from  $50,000  to  $100,000  and  $75,000  addittonal  sur^  was  pafa 
in  and  fai  Januanr.  1908,  capital  was  increased  to  f20O,O00  by  i 
stock  dividend  of  $100,000.  In  Januazy.  1906.  the  Mercantil 
Fire  of  little  Rock  was  meroed  with  the  Standard  Fixe  of  Fordyee 
and  on  December  31. 1008.  the  Standard  Fire  was  meried  with  tb 
Home  Fire,  inereasfaig  the  pald-upotpltal  of  the  latter  to  $25O,O0(] 
and  the  net  cash  surplus  to  $75,000. 

DIRECTORS:  A.  B.  Banks.  J.  R  Hampton,  a  8.  MoOsin,  J 
Q.  PattOlo.  E.  T.  Collins. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  B.  Bsnki 
ft  Co.,  Fordyce,  Ark.,  general  agents;  W.  W.  O'Neal,  specn 
ajEent  for  Ark.;  Q.  B.  Sawyer,  special  agent  for  Ark.  Compao; 
operates  only  in  .4rk. 


THE  HOME  INSURANCE  COMPANY,  New  York,  N.  Y.§ 

President.  Elbridge  G.  Snow;  Vioe-Presidents,  E.  H.  A  Correa.  F.  C.  Buswell;  Seoetariea.  A  M.  Burtis  and  Charles  L.  Tynei 

Assistant  Secretaries.  H.  J.  Ferris.  C.  A.  Ludlum.    Organized.  1858. 


Year 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

DiY- 
idends 

Ez- 
pe&aea 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 
1906 
1905 

$27,307,672 
24,856,400 
20,862,697 
20,889,174 
21,239,053 

$10,244,415 
9,515,887 
9,116,297 
8,497,951 
7.598.001 

t$l 1182837 
9,882,822 
6,703,211 
7,408,855 
8,720.501 

«$11363531 

10.394.058 

10,388,165 

9,712,6n 

8,683.271 

$12,419,735 

11.292,533 

11,282,846 

10,618,797 

9.511.170 

*$5,447,820 
5,363,533 
4,622,476 
6,449,322 
4.240.249 

$750,000 
600,000 
600,000 
600.000 
600.000 

$3,909,401 
3,624.011 
3.584,497 
3,336,412 
3.019.118 

$10,107,221 

9,587,544 

8,756,972 

10,385,734 

7.850.8671 

$5,634,81 
5.604,07 
4,713.80 
6,754,66 
4,287,33 

*  Includes  $499,593  marine  premiums  and  $172,371  marine 

Assets,  Dxceiibbs  31, 1909. 

Real  estate  owned  (book  value) $1,543,892 

Mortgage  loans  on  real  estate 69,800 

BoncS  and  stocks  owned  (market  value) 22,877,088 

Cash  in  office  and  bank 1,552,444 

Asents'  balances,  not  over  3  months  due 1,227,745 

Buls  receivable,  taken  for  premiums 86,703 


losses. 


Total  admitted  assets $27,307,672 


X  Excluding  $1,200,000  reserve  as  conflagraticm  surplu 

LiABiUTiES.  Decsmbee  31,  1909. 

Net  losses  unpaid  (including  $107,633  resisted) . .     $958.6^ 

Unearned  premiums 10,244,41 

Reserve  as  a  conflagration  surplus 1,200,0< 

Other  liabUitica 721,78 

Total  liabilities,  except  capital  and  surplus.. $13, 124,8] 

Capital  paid  up 3,000,0( 

Surplus  over  all  liabUities ll,lS2,g] 

Total  liabilities,  capital  and  surplus. $27,307.61 


RISKS  AND  PREMIUMS:  Fire  rvks  in  foree^  Deeember  31, 
$1,809,278,097;  premiums  thereon,  $19,365,108;  marine  and 
inland  risks  in  force,  $18,972,901;  premiums  thereon.  $537,785. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$214,150,935;  losses  paid.  $121,134,605;  dhrklendB  declared,  cash. 
$16,015,000;  stock,  $1^)00,000. 

REAL  ESTATE  OWNED:  Consists  of  the  brick,  stone  and 
Iron  building  on  N.  E.  cor.  Adams  and  La  Salle  sts.,  Ghlcaao. 
m..  acquired  in  1884,  and  carried  at  its  book  value.  It  is  unm- 
cumbered. 

MORTGAQE  LOANS:  There  are  13  loans,  of  which  but  one 
is  laiier  than  $7,500.  One  of  $35,000  is  on  26-30  Hennepin  ave.. 
Minneapolis  (valued  at  $75,000).  llie  remaining  loans  are  small 
and  mostly  upon  Brooklyn  property,  with  a  few  in  St  Paul  and 
MinneapoUs.  No  mterest  is  past  due,  and  the  mortgaged  prop- 
erties are  valued,  in  the  agi;7%ate,  at  $157,000. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

District  of  Columbia,  1924, 3-65% $100,000  $106,000 

United  Stotes  reg.,  1925,  4% 285,000  327,750 

United  Stotes  of  Mexico  Internal,  1920, 

5% 25.000  23.000 

Stote  of  Georna.  1920.  Z\% 10.000  9.500 

Stote  of  New  York.  Canal   imp.,   reg.. 

1957. 3% 700.000  700.000 

I  Transacts  both  fire  and  marine  insurance. 


Bont  AHD  Stocks  Owned.— Cent. 
BoNi>s.--Oofif. 

State  of  New  York,  Canal  nnp.,  reg. 

1958,3% 

Stote  of  New  York,  CSanal  imp.,  reg., 

1950,3% 

Stote  of  New  York,  reg.,  1912,  3% 

Cy.  of  New  York,  reg.,  1940, 34% 

Of.  of  New  York,  reg.,  1941,  3 

Cy.  of  New  York,  reg.,  1942,  3  % 

Oy.  of  New  York,  rrg..  1952.  3i% 

Cy.  of  New  York,  reg .  1957.  A\% 

Cy.  of  New  York.  reg.  1957,  54% 

Cy-  of  Richmond,  Va.,  reg.,  1^  5% . . . 

Cy.  of  Rochseter,  r.,  1933, 34% 

Toronto,  Osn.,  C^.  of.  bs.,  1944,  4%. . . . 
Atch.,  Top.  k  Santo  Fe  con.,  g.,  1917, 5% 

Atlantie  6oa8t  Lfaie,  1952, 4% 

Boston  k  Mame,  1929,  44% 

Central  of  (Georgia,  1945, 5% 
Chesapeake  k  (Jhk>,  1992,  4i 

Chi.,  ft  Ind.  So.,  1956,4% 

Chi.,  Mil.  ft  St  Fkul.  1934,4% 

ChL  ft  Nwn.  Ry.  Co.,  ex.,  li«B,  4%. . . . 
Chi.,  R.  L  ft  Pate,  first  ft  ref .  m.  1M4,  4% 


Par 

Value. 


Mark 

Valw 


$300,000      $300.0 


1.200,000 

300.000 

60.000 

osaooo 

220.000 
700.000 
200.000 
800.000 

50.000 
100.000 
248.883 

50.000 
100.000 
200,000 
100,000 
100,000 
100.000 
100,000 
300,000 
100.000 


1,200.0 

300.0 

54.0 

585.0 

198,0 

630.0 

218.0 

872.0 

50,0 

05.0 

243.3 

00.0 

96,0 

2OS.0 

1O8.0 

103,0 

94.0 

03,C 

291.0 

91.0 


'  FIRE  INSURANCE  COMPANIES. 


THE  HOME  INSURANCE  C 

BeM*  1^  SifKsa  OwwM^—CemL  ttt 

OL  A  W.  hmL.  mX  *% 1100.000 

&T.  TW  *  ViL  B.  K.  CiL.  HOB.  1%. . .  IDOtOOO 

W- 1  HuL-Ql,  n,  tn  r  (.  mt.1.% .  lOODOO 

Iih  B.  iL.  Fk.  Qi^  eoL,  USl.  4% 300,000 

IUiFit*^Tn^t.3T.>ai.E.ttll,fl%  300,000 

EmCt,  Ft-SeMt  Ali>m.B.R.,Co...  100,000 

L  ^  i  lU.  So.  »y~TEM.  ini.  i%  moOD 

if^i^VdcT  (■.■!.(■..  sua.  1% 3oajx» 

L.  a  «  SL  loata  Ry..  U  D.  IMS.  t%  11.000 

L  A  K.  R.  B.  ma.  B^  tMO.  t% 100.000 

I~!(.Ui^  AOL  Mil,  Ulft  «%....  100,000 

>«.  Rr.  Cb^  a.  B..  INO.  4% 100.000 

ITunub  A  Bt.  Lou  Nm«  Ull,  S%.  110,000 
awna  K»_  A  Tou,  1  rd..  90Ot. 

*'; xanao 

Umnni.  EuMi  *  TinH.  so.  m..  lOSa, 

«T- SUIOO 

y.r^.at  H.B.R.ck>.,d.c(iuKt«M  H%  loojxn 

XT. N. H.  A  H.  R.  B. Co. ooiLlMg, ^  lOO.OOO 

^'«.  4  W.  FbahoalH.  Miit.  IMI.  4^ , .  100.000 
N^rthcn  PuAe  Great  fo-  rc.  iomt, 

■cB.*ci.aii),mhi% worn 

a  A  W.  Va.  R*.  Ok  Id  DL.  1810;  T%. .  100,000 

Or.  3L  L.  it.  R.  C(L  r..  ino,  4% 100,000 

Fl  L  R.  n..  (.,  UU.  »% Cn/W 

F'T^iaTi'UBi^..  1*12.  u% vasxn 

M.-i9rtnB^  3  vFar  mL  g.  L.  1B10,  ft  %  .  110,000 
ffr-fjintm  Co..  (Lou  of  IKM).  IBZI, 

t~.     100,000 

Knlajt  Co.  A  the  FhOHldpliit  &  Rod- 

iuOs)«inBCD..KiLii>..  imr,  4% . .  uKMno 

Immi  Co..  (Jencf  Com  coL),  f., 

WSI.  4°S 100,000 

S:r.iWni  ha..  Cmtnl  Fx.  SUl  coJ,. 

im.i%  .  300,000 

r-T.  H.  B.  Aamu  of  St.  Lonli.  lt»,  i% , .  100.000 

Tlu  HakB  Cb-'i  f .  D..  1010.  S% 300,000 

Tbt  PwuwItwi^  Eq.  u..  Seria  C,  IBll, 

JC^        100,000 

TV'ndtntBaD.11ii.ii,1013,S%  ..  100,000 

r  Pic.  R.  B.  lol  m. JLR.A  L  It.  1047. 1%  300,000 

UiBkMiiIludRy.(ii.in..imS%     .  SO.OOO 

Ti^  Ttr.  Co..  Ut  m.,  g.  IMS.  3i%. . . .  100.000 

V  San  Rj.  Ut  m.  c.  nc-.  1301.  i%. .  100.000 

UuKEipnwCo.,  lMi4%. lOOjnO 

Aht.  TDbwv  Cb.  1S6L  4% 300,000 

BannOe  B.B.BC.  Oo,  (.  f,  1951.  i% . .  lOO^OOO 

N«  T«t  Tck^ooeCii.,  1930. 4)%.  . .  lOOJUO 
St^  York  A  WobAalerUc.  Co..  m.  m.. 

aw.  4% 

X->  Yot  *  Wotdmln  Ltc  Co..  d.. 

TV  lbnw"BoDd'CkL."rf  nWyW, 

IMO.  4%^. 

U^  Ton.  A  a.  Fe  Ry..  p 

aAa£iLCo..p 

B.4  0.B.R.,ooin 300000 

Catal  R.R.  rf  Nw  JoKT W.MO 

OL.  lU.  A  SL  P.  Rr..  p 10,000 

CWW).  KlmiLM  A  8(.  Pul  em. ... .  30OJMO 

CU. «  Nn.  Rr.  Cb.  p 100.000 

aa»AX<rW/^.;«« 300,000 

'me,IL*O.Bj.Co.,B 100,000 

On. 4e  ntta.  B.  R.  OcL.  se.T% 100,000 

rVrtl  ntlB.  R.  n.  IX  4%  Mbr.  ilk  31.000 

U.  t  Bote*  Co SOJOOO 

PL  WwH  A  faifaM  B.  B.  Cd„  p.. . . .  1011000 

CtSfcRT.Co,!....;^.....--.,..^.  MWOO 
Cm  Van^m  Ina  On  BtaOoU  Ccr- 

Mabs.      .    100,000 

n.  Omaii  B.  R.  0>. MUMO 

Kkh>  (Sty,  n.  Seott.  Mnpliia  R.B. 

Co,  p    . 110,000 

l4»;b.r.co ioaooo 

ibteiHitT.Cb xn.000 

>«ito  A  ^n  R.  B.  Co»  P W^OOO 

S.  T.  d  *  H.  a.  R.  R,  Co. . . .  

.'(.T.5.H.AH.R.B.R.C0. 

S  T,  y.  H.  A  H,  R.B.  Co..  ■ , — 

nt^dft  iiMlilmmtt 10,000 

Siti^mfttUt  By.  Co, 300,000 

h.  B  B  of  S.  J..  Ct 100,000 

fa  SmttM  «Ma .  1«5 

IVBLCb 7MflOO 

Fllte  Btnav  A  I«ko  Erie  R.  B KAOOD 

f^iMnrc  R.  WniM  kCtxto  Rj.  Co..  VOJIOO 

Kateiai.wp iwoao 

tfmimiiamatPV'KR. IOAOOO 

'  •  -   I  "II  III  "■  "  - isfton 


•a.000 
n.000 

KflOO 


98,000 
301^100 
301000 


00.000 

07/100 


joojxio      im/xio 


300.000      »e.a» 


MBMO 

ISO/KM 
1T4J)00 
U.TM 

oajNo 

1U.000 


am.000        2T4.000 


UBknlteB  R.P.... 

UbKhj  K.  J.  B.  R.  a  OiBil  Co., 

V*LBB.Ob. 

Aatriao  n  «  Tc  Co 

AMKriOB  TaboHD  Co..  p 

CcnoUiMd  Oh  Co.  ol  N.  Y. . . 

Tbc  Muku  CompuH.  P 

AfMticHEi.  NiU.  Bk.  oi  N.  Y 

Bank  ol  Aacriak.  N.  T. 

"t  BtolH.  Y,.,, 


300.000  4XUI0I> 

10.000  48.000 

000.000  touno 

noooo  ii«.ooo 

40.000  100,000 

10.000  58.100 


Fbnrtli  Nat.  Bk.  of  N.  r 

HunnrNM.  Bt,  N,  Y. 

«T™tCo... 


.  330,13} J33  121.877,08 


Lona  lA .. 

MantiaUu  Co..  N.  T. . 

HctnpDJilan  Trut  Ca,.  ,1.  i . . . . 
United  Slain  llor(c>«(  A  Trwt  Co 

Total)  (book  Talw.  331.847,51 

to  fW.OOO;    ISSfl.  to  11,000,00,. , - 

U  7U.  u  32.100,000;  Id  1871,  lo  KS/OOOOD-  ,  I'.Wl.  tl,tOOMO 

liLi'^innrnt  to  capital  nade  lotj. 
tl.iXW.OOO.  QnSacnillDii  loan: 
B.  -lun,  187%  about  1800/100;  Billi 

Pr.Tiruro,  lOOd,  3I.14SM4.    Valuf.  _  -, , -_. 

Ifr>.0fln;    Q»..^,S0O;    0™..  32B,J0|i.    N.  M..  311M0;    C»a., 
U'ln-cU'  ifln  nnrm    r<iWl»ir.ij 

.  Elbridm 


ra  e.  Clarke  Gannog  H. 

fi^Ld  me.-;  and  territory  covered:   . 


Krlmeol:  Gto.  A.  Gukc,  tJUle  txcnl  Ic 


K.J.-.  FralA.  Wrli 


Elmeol:  C  .  _..  .. 
,  SUU  >vmt.  B«taa,  Him.,  for  Him.:  C.  F.  Slmmona.  ipHlal 
acesl.  BoKoo.  )!>«..'  GlnKr  B.  Ballgy,  StaU  Kml  For  Me^  VI. 
uidN.  H.,  Bnril^glda.Vt;  E.  0.  Bcardaler,  Slala  a(ul  lor  Conn, 
ud  R.  1.,  Hartford,  Onn.;  Hoirald  P.  Moan,  SUta  ageni  for 
Eaittm  N.  Y..  AlbuT.  N.  Y.:  N.  H.  Blouiuna,  maaatrr  tsd 
Hmry  S.  Hoifan,  iphU  ipnt,  Syiacuae,  N.  Y.:  Fmik  E.  Buriu, 
.'!UI(  mrt,  RocbBtir,  N.  Y.;  C.  K,  Franda.  Oeneril  aiint  tor  Pa., 
Dd  DrI.,  Fbilidelpbia,F>.:  E.  9.  idcKiUip,  ipKial  >init.  Altoooa, 


Pa.,  tioiilhem 
AoEiAt,  ipMial  a 


Dtfor. 


laBCDck,  Stall  agent.  R,  R. 


n.D.C.iBtitcigRitfi 


Smllti.  ChaHottt,  S.  C.  StaU  >«nit  for  N.  C.  and  3.  C:  Kalford 
Kieth.  Oeom]  iftat  tor  Ala.  acS  Ml«.,  Blnsluhan,  Ua.:  E.  H. 
Addbiaton,  Stall  ignt.  Sew  Orlnu,  U..  for  U.;  Icon  Dargu, 


mer.  ipeeiaJ  annt,  CUeuo.  111.:    H.  G.  I 
ipwial  MWl,  In.:  Jolu  B.  Cmmer.  SOtt 

Laaher,  ipBeial  aglBt.  Indiasapolii,   lid.,     „  ... 

ipriEial  agent.  Soulh  Bend.  lod.;    Joho  W.  WminitiuJB,  Statu 

rt  and  Ota  W.  Pttlelt,  vedal  agect.  Det  Jloinea,  la.  Charlea 
Fort.  But*  apnl  for  Kan..  Kaow  City,  Ho.;  Rabart 
W,  Balaa.  ipedd  Hnt,  Oklaboma  at),  Okla.;  W,  H.  Whcelar. 
Stila  aftat  and  HTXaa  Dpion,  •pgclal  iitnit.  LjiuinUle,  Ky..  for 
KT.aodTnn.;  Joatpti  W.  O'Brten.SUttuaiiland  E.a.O'Brlac, 
ipMial  agent.  Onnd  Hann,  Hli^;  WtlHuc  I).  Lintr;,  Stata 
aEenl,)llniialpciUi,lIbm.,fc)rlllnn.,N.D.aDdS.D.:  J.A.Woaka, 
HiDnapola,  Nino.,  Ben  A.  Smtl,  Firgo,  S'.  D.  ud  L.  C. 
NIeboli.  Stoni  FJl..  9,  D..  inedal  agenti:  Waltar  Seott.  Suio 
agent,  Kinau  City.  Ro.;  J.  tl,  WaUb,  W.  O.  Wood>iii>ll  ud 
Frank  R.  Raa.  ipecUl  unta,  Kanaai  Cltr,  Mo.:  C.  T.  Daatrlak, 
Stale  Igant,  Colnmbna.  0.:  C,  0.  Wood  and  R)«  DKker,  iprebJ 
agenta.  Colnmbna.  0.:  B  A.  Riduadwr.  BUta  anit  and  Roy  L. 
Nlcboltai.  and  E.  A.  Wallhan,  apeeial  agenla,  liliJwaiikn.  Wis. 
Waton  lam  departmeal:  H.  H,  Walker,  Smilary.  Cbi 
Jot,  aMl.  Sei^y.,  Ch  "■  "' ''  "  "  -  — 


t!  Na^iUe,  ' 


_.r-j  Hallar,  k,  E.Oaol.ip(n!a(ail(. 

lUllaT.  apedal  iRst.  Loulrrilla,  Ky.:   A.  J. 

1,  Onenihnm.  Ky.;  R.  L.  Alawder,  ipnlal 

■nu.-.  J.  K.  L(Hti,  •peeial  agent.  Kanna  City, 

ipeeiil  i£ent,  Oklabomi,  Okla.:  V.  II.  Cavtor. 

■peeial  igenl,  Toptka.  Kan,;  W.  T,  Agar,  apeciaj  annt.  Linooln, 
Neb.' Pacific  depu-Uocnt:  H.  L.  Ron,  General  Bgtnt.  Sao  Fnniiaco. 
Cal.,  for  Northern  Cnl.  and  Her.;  John  J.^beahan.  aaaHlaot 
Ecnaral  tgecl,  H.  W.  Splvei  and  C.  A.  Fage.  apedal  jwenla.  S>d 
FrandaaD;  Jolin  D.  Cnleman.  Qenersl  agent  foi  Orf ..  Waah.,  Ma. 
(N.  W).  and  BrlUah  Columbia;  J°bn  cTFdi.  ipadai  agent,  Port- 
land. Ore.;  Juniua  Young  and  Lawnnn  C.  Vouiu,  apttial  agcnia. 
Salt  Lake  Cy..  Utah,  for  Southeait  Ida.,  Uatb,  Wyo.  and  llont.; 
Chirlei  Quitiow  and  Ja>,  S.  Siiydam,  apeeial  agent.  Lot  Angdea, 
CaL,  for  Boulbeni  Cil.,  Arii..  H,  M.;  Wm.  B.  Woodrow  Co.. 
muMrera.  Ifeiico  City,  Bei.:  A.  M.  M.  Kirkpatrick,  genual 
agent,  for  Onl„  Toronto,  Ont.  The  company  doa  buiineai  in  all 
Slafca  and  Temtona  b  the  Unitnl  States  Alao  doea  bioineaa 
in  Canada.  Cuba,  Panama  and  Neiico. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


HOME  FIRE  INSURANCE  COMPANY  OF  UTAH,  Salt  Lake  City,  Utah. 

Preadent,  Heber  J.  Grant;  Secretary,  H.  G.  Whitney.    Organiaed,  1886. 


Ybas 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

DiT- 

Ex- 

Total Ex- 

Losses 

Surplus 

Income 

Paid 

ideods 

penses 

penditures 

Incurred 

1909 

$817,442 

862,303 

8442,627 

879,969 

tS270,404 

$24,929 

$82,000 

•$87,387 

$94,266 

$30,795 

1908 

669,780 

44,921 

362.212 

64,797 

100,618 

16.617 

80.000 

26.606 

72,122 

18.168 

1907 

694,184 

36.842 

307.342 

42,988 

89,666 

8.276 

30.000 

18.728 

^••S^ 

S'SS 

1906 

481.097 

23,692 

200,000 

38,799 

128,876 

9.869 

80,000 

16.841 

*1'^1S 

9,860 

1905 

406,934 

20.893 

136,041 

26.064 

69,871 

6.278 

26.000 

12,144 

42.42^ 

6,278 

t  Includes  $40,000  premium  on  new  stock. 

Assets,  Decekbbk  31, 1909. 

Real  estate  owned  (book  value) 

Mfx-tgage  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value) 

Loan  on  200  shares  Con.  Music  C^o.,  market  value, 
$21,000;  100  shares  Con.  Music  Co.,  and  1,100 
shares  Utah-Idaho  Sugar  Co.,  market  value, 
$19,300 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Other 


•  Includes  invesment  expenses. 

LxABiimss,  DxcxMBBS  31,  1909. 
$109,000       Net  losses  unpaid  (including  $2,000  resisted). 
96,000       Unearned  |n-emiimis. 
636,7^1       Reserve  for  taxes. 


20,000 

36.610 

18,699 

1,362 


Total  admitted  assets $817,442 


$8,612 

62.303 

4,000 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities 


$74,815 
300.000 
442,627 


Total  liabiUties,  capital  and  surplus $81 7,442 


RISES  AND  PREMIUMS:  Firs  risks  m  tone,  December  31. 
$8^,3%  premiums  thereon,  $117,334. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  RMseived 
$612,293;  loves  paid.  $177,108-  dividends  dedaied.  cash,  $480,- 
486;  stock,  $50,0007 

REAL  ESTATE  OWNED:  Constats  of  72}  feet  fronting  on 
Main  St.  between  South  Temple  and  Flnt  South  sts,  110  feet 
depth,  with  2«toi7  and  basement  brick  building  on  same,  18-26 
South  Main  sL,  Salt  Lake  City.  Total  rents  received  In  1909, 
$6,416;  real  estate,  taxes  and  expenses.  $3,609.    No  Incumbrance. 

MORTOAQE  LOANS:  There  are  6  loans  for  $96,000  on  Utah 
property,  Ida.  busmess  propertv  and  Cala.  timber  lands,  valued  at 
$643,000.  There  was  $630  of  mterest  past  due  on  December  31, 
last    Company  holds  $40,000  of  insurance  on  mortgaged  buOdhigs. 

BONDS  AND  STOCKS  OWNED:  Book         Market 

Bonds. 

Utah-Idaho  Sugar  Company 

Mt  Hood  Ry.  Co. 

Stocks. 

Sons  Co-operative  Mercantile  Inst 

Deseret  Nat  Bank 

Deseret  Sav.  Bank 

Cons.  Wsfpn  ft  Maehine  Co. 

Thatcher  Bros.  Bank 

State  Bank  of  Utah 

Mt  Hood  Railway  Company ...  


Value. 

Value* 

$9,000 

$9,000 

2.400 

2.700 

130.000 

135,200 

26  680 

27.600 

13.000 

19.500 

85.600 

100.890 

4.200 

6.510 

26.600 

30.080 

140 

140 

Bonds  and  Stocis  Ownd.— Cent 
Stocks.— Cent. 

Ogden  Sav.  Bank 

Oregon  Lumber  Co 

AmaL  Sugar  Co.  fPref erred) 

Amal.  Sugar  Co.  (Common) 

Utah-Idaho  Sugar  Co.  (Preferred) 

Utah-Idaho  Sugar  Co.  (Common). . .  . 

FiMmen^  Utah  Loan  Aseodation , 

Heber  J.  Grant  ft  Company 

San  Vinoente  Lamba  Co 

Sugar  City  Townsite  Co 


Book 

Value. 

$1,200 

36.500 

22.500 

6.000 

84.720 

6.092 

420 

24190 

8,166 

1.000 


Maikai 

Value. 
$3,360 
51.100 
24.875 

0.600 
09.406 

8,681 

oao 

2m> 

3»670 

950 


Totals $461,108      $638,781 


MISCELLANEOUS:  Capital  increased  in  1891  from  $100,000 
to  $250,000;  increased  in  1909  to  $300/100  and  $40,000  realised 
on  sale  of  new  stock. 

DIRE(7rORS:  Thomas  G.  Webber,  Charles  S.  Burton.  David 
Eccles,  P.  T.  Famsworth.  Frands  M.  Lyman.  John  R.  Barnes, 
Ellas  A.  Smith.  Joseph  F.  Smith.  John  C.  Cutler.  John  Henry 
Smith.  L.  8.  Hills,  George  Rommey,  Heber  J.  Grant 

FIELD  MEN  AND  TERRITORY  COVERED:  HeberJ.Oraut 
ft  Co..  Salt  Lake  City,  general  agents;  E.  M.  Weiler,  Jr.,  special 
agent;  H.  R.  Mann  A  Co.,  San  Frandsoo.  CaL,  general  agents  for 
Cu.  and  Wash.  The  company  operates  in  Aris.,  Cal.,  Ida.,  Mont^ 
Utah,  Wash,  and  Wyo. 


HOME  FIRE  INSURANCE  CORPORATION  OF  VIRGINIA,  Hampton,  Va. 

President,  Robert  I.  Mason;  Secretary,  H.  W.  Saunders.      Organized,  1905. 


Yeai 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incttzred 

1909 

$52,867 
44,068 
87,820 
84,921 
22,738 

$18,082 

15,096 

12,530 

11,189 

3,114 

$15,725 

12,121 

8,048 

6,388 

4.917 

$21,252 

15,799 

14.565 

16,295 

4,731 

$28,125 
17,126 
16,057 

118,626 
4,731 

$6,744 
5,642 
8,395 
8.177 

$7,785 

5,496 

4,550 

5.381 

976 

$H529 

11,188 

18,046 

8,558 

976 

$7,494 

1908 

5.642 

1907 

7,770 

1906 

8,177 

1905 

t  Includes  $1,110   new    surplus    paid 

Assets,  DECEusEa  31,  1909 

Mwtgage  loans  on  r^  estate 

Virginia  Century  Bonds 

G)llateral  loans 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 


m. 


$19,955 

9,765 

11.300 

5,940 

4,877 

530 


Total  admitted  aaaeU $52,367 


Liabilities. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


Dbceicbee  31,  1909. 


$750 

18.082 

1.834 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities 


$20,666 
15.976 
15,726 


Total  liabilities,  capital  and  surplus $52,867 


RISKS  AND  PREMIUMS.  Fite  risks  m  force,  December  31, 
$1,687,060;   premiums  thereon,  $32,943. 

BUSINESS  SINCE  ORGANIZATION.  Premiums  received. 
$72,928;  losses  paid,  $23,956. 

MORTGAGE  LOANS:  There  are  26  loans  aggrentmg  $19,955, 
on  property  worth  nearly  double  the  amount  loaned  thereoo.  No 
interest  was  past  due,  and  the  company  holds  $23,150  insurance  on 
the  buildings. 

MISCELLANEOUS:   Company  began  busbesi  July  1.  1906, 


1 


with  a  paid-up  capital  of  $13,620,  which  was  increased  In  1906  to 
$15,975  and  $1,1 10  additional  suridus  paid  in.  Company  operates 
only  in  Va. 

DIRECTORS:  F.  W.  Darling,  H.  L  Schmels.  J.  C.  Robinson, 
H.  R.  Booker.  J.  T.  Lee.  John  W.  Rowe.  A.  T.  Ransone,  Robt  I. 
Mason,  W.  W.  Richardson^Jno.  B.  Kimbe^.  Geo.  K.  Vander- 
■ace.  E.  M.  Tennis.  W.  W.  Woodward.  J.  S.  Wyatt.  J.  A.  WiUett, 
George  B.  West.  Geo.  A.  Schmels.  W.  B.  Baldwin.  Chas.  U. 
Hewms.  Dr.  J.  W.  Hope,  Alex.  Jamei. 
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HOME  FIRE   INSURANCE   COMPANY,  Wheeling,  W.  Va. 

Pnsidciit,  Howard  Hazlett;  SecrettfTi  Geo.  J.  Mathiinn.    Ociuiaed,  1906. 


Yeab 

Aaaeis 

Uflearned 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex-      Losses 
pcDditureS|  Incuxred 

IftT) 

$211,910 

1M,200 

113»912 

63,341 

$12,919 
9.740 
8.716 
6.676 

$28,491 

12,768 

436 

891 

$18,960 

11,196 

9.670 

ia670 

$22,495 

*46,862 

*68.480 

12.664 

$1,182 

7.280 

614 

906 

$7,758 
6.811 
4,819 
6.872 

$8,890         $2,132 
18.641           7.280 

19)S 

1997 

6,888             614 
6,678             206 

1903 

^Indndcs  $28,002 


lent  OB  capital  stock  in  1906  and  $48,896  in  1907. 


81. 1909. 


Mortsage  loans  on  real  estate. 
Boads  ovncd  (maiket  value).. 

Colblenlloans 

Cash  in  office  and  bsnk 

lattRst  and  cents  accrued 


$89,614 

60.213 

88,260 

20.761 

3.073 


Total  admitted  assets. 


8211.910 


LiABiuTXBS,  DicncBBi  81. 1909. 

Net  loiaes  unpaid. 

Unearned  premiums 


81.000 
12,919 


Total  liabilities,  except  capital  and  surplus. 


Capita]  paid  up 

Surplus  over  all  liabilities. 


$18,919 

174.500 

28,491 


Total  liabiliUes.  capital  and  surplus. 8211,910 


RISKS  AND  FREMIUIIS:  Fin  riiks  b  fons.  Dsosmber  81. 
$1,489,128;  premhnns  tfaereoo,  $22;3S0. 

BUSINESS  SINCE  ORGANIZATION:  Fremiuais  neeived. 
84U64;  kaes  paid.  $9,071. 

MOBTGAQE  LOANS:  Then  are  38  loans,  agmgatiiic 
Wl614  on  Improved  diy  property  valued  at  $209,700.  THerawas 
ao  fatenst  past  due  on  Deeember  31  Isst.  1^  eompany  holds 
$8S300  of  liiiwiTanm  on  the  bnildlnga. 

Far  Hacket 

BONDS  OWNED:  Value.         Value. 

La  BeOe  Iran  Wis. 
Whselinf  ItF.  Od.. 
WbaafacT^Ob. 


Soaiif  Bock  Qnl  4c  Coks  Q>. 

06 

davdarTVade^lK.Cb. 


$15,000 

815.730 

10.000 

10.500 

9.000 

8.880 

4.500 

4,500 

6.000 

6^000 

4.500 

4.528 

8,000 

8.020 

Boms  OwHD.— Cm(. 

Whseltac  Steel  4  Iron  Oo 

IfoundsvlOe.  B.  &  W.  R.  R. 


Value. 

$2,000 

6.000 


Maiket 

Value. 

2.000 
6.060 


Totals. 


$89,000        $60,218 


MISCELLANEOUS:  Oompanv  orftanisod  In  December.  1906 
and  granted  a  Ueense  tai  May.  1906,  with  an  authorised  capital  6t 
$300,000.  of  whieh  $56,376  was  paki  In.  In  1907  eompany  tai- 
ereased  its  paid-up  capital  to  $104,760;  in  1908,  to  $132,763.  and 
in  1909  to  $174,500.    Gompaivy  operates  only  m  W.  Vs. 

DIRECTORS:    Howard  Haslett,    Geo.  J.  Mathison.  E.  B. 
Gamsy.  T.  S.  RUey ,  Seaton  Alexander.  Otto  Sehenk.  H.  C  Frans- 
heim.  S.  M.  Riesu  Flatoff  Zane.  A.  A.  Schramm.  Allen  Brock,  J 
A.  Blum.  G.  F.  Biandfasa,  M.  F.  Deegan.  John  Wateffaoun 


HOMESTEAD  FIRE  INSURANCE  CORPORATION,  FrankUn,  Va. 

Presklent  C  C  Vaughan,  Jr.;  Secretary,  A.  A.  Willooz.    Onianized,  1905. 


Yeam 

Assets 

Unearned 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Pakl 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

t$127.449 
f]9B.Q22 

$17,716 

14,455 

14.389 

18,462 

6.794 

$4,900 
9,765 
8.800 
9.208 
9,289 

$23,519 
16,994 
16,645 
20.295 
11,190 

$26,844 
19102 
21.019 
21,753 
11,748 

$13,807 

10.684 

11,191 

6.175 

1,950 

$9,610 
7,222 
8,703 
6,846 
3.738 

$28,417 

17,906 

19.894 

13,021 

5,e8» 

$16,132 

1908 

10,419 

1907        4-125  JUl 

12,241 

1906  •      il24.468 

6.175 

1905 

1117.105 

1.950 

tlndades  $80,000  stockbolden*  notes. 

Assets.  DxcsiCBn  31.  1909. 

StodchoUefs  soles. $80,000 

Morigace  loans  on  real  estate 29,500 

VsipBia   Ccntnry   bonds.    8%    owned    (maxlcet 

tabc). 9,800 

Looaonpcnanal  bond  (market  value.  $4,500)...  1.090 

Caih  in  office  and  bank 1.046 

.Cents'  balances,  not  over  3  months  due. 5,674 

iMaat  and  rents  aocrned 929 


Total  admitted  assets. 


$127,449 


Liabilities,  DscxiiBEa  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Taxes,  reinsurance  prenuums.  etc 


$2,902 

17,716 

2,931 


Total  liabilities,  except  o^ntal  and  surplus. 


Capital  (paid  up  $20,000) 
Surplus  over  all  liabilities. 


$22,649 

100,000 

4,900 


Total  liabilities,  capital  and  surphis $127,449 


ftlSKS  AND  FREMnmB:  Fire  risks  tai  foros  Deeember  81, 
$UI3.967;  ptemlums  themm,  $34.27& 

BaSIHESS  SINCE  ORGANIZATION:    Premiums  reodved. 
$88,311:  losses  paid.  $43308. 


MORTOAOE  LOANS:    CSomlsIs  of   19   kMas.  s«gnaUing 
$» JOO  oa  town  and  Cb.  Ylrdnia  real  estate,  valued  at  $72;460; 
the  eosBpaay  boids  $28,450  of  insurance  on  tne  mortamd  bolU- 
tbat  sras  no  taterest  past  due  on  December  3l,  ust. 


mSGELLANEOUS:  Company  was  organised.  Msjr,  1905. 
with  an  authorised  e^rital  stock  m  $100,000  and  a  cash  surplus  of 
$10,000.  20%  of  capital  is  paki  fai;  the  remaining  80%  being 
stockholder^  notes.    Company  operates  only  in  Vs. 

DIRECTORS:    G.  C.  Vaughan.  Sr..  E.  E.  Ooodwyn.  C.  C. 
Vaui^^rMJ.  F.  West.  A.  L.  Powell,  J.  L  Barfaam,  Jno.  L  Wat- 
son. W.  W.  White.  J.  E.  West,  Wm.  Shands,  R.  J.  Gamp.  F.  P. 
Pope,  a  E.  May,  W.  T.  Pace,  W.  S.  Drewnr.  J.  P.  Gay,  D.  A. 
Holland.  L.  RTjones.  J.  R.  I^iight,  A.  A.  WiUoox. 


HUMBOLDT  FIRE  INSURANCE  COMPANY,  Pittsburg,  Pa. 

President.  A.  H.  Trimble;  Secretary,  Edward  Hcer.    Organized,  1871. 


Yeas 

Assets 

Uneaxned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1999  . 

$1,000,704 

$479,047 

$258,072 

$521,657 

$571,807 

$211.08! 

$32,000 

$218,128 

$401,209 

$284,240 

1908 

893369        $97,440 

254.518 

433.308 

474,192 

158.989 

32.000 

177,108 

808,097 

175,002 

1997 

TSXfln 

81S.358 

361.400 

380.350 

878,000 

124,117 

82,000 

144,108 

800,235 

135,050 

1904 

70M03 

330.001 

367.215 

342.598 

270.452 

09,286 

32.000 

107,328 

208,614 

73,590 

1905 

•      $35,580 

173.714 

340.774 

170.042 

210.193 

54.834 

32.000 

67,4.57 

154.291 

56.798 
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REPORTS   OF  FIRE  INSURANCE   COMPANIES. 


HUMBOLDT  FIRE  INSURANCE  CO^fPANY,  Pittsburg,  V^L.-^ofUmmd. 


Assm.  DscEMBBi  81,  1909. 

Real  estate  owned  (book  value) 

Mortgage  loans  oa.  real  estate 

Bonos  and  stocks  owned  (market  value) 

Collateral  loans 

Cash  la  oXSict  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  tents  accrued 

Other  assets 


159.248 
741,926 
21.882 
22,125 
69,699 
72,787 
18.616 
81 


Total  admitted  assets $1,000,764 


Liabilities,  Dccbmber  81. 1909. 

Net  losses  nnpaid  Ondttdinc  $8,757  resisted). . . 

Unearned  premiums 

Other  liabilities 


Total  liabtlitias,  except  capital  and  surplus. 

Capital  paid  up 

Surplus  over  aU  liabilities. 


$64.0M 

479.047 

4.559 

$547,692 
200.000 
253.072 


Total  liabiUtirs.  capital  and  surplus. $1,000,764 


RISKS  AND  PREinUMS:  Fire  risks  m  forre.  December  81. 
$86,201,187;  pnmiums  khersoo.  $886,231 

BUSINESS  SINCE  ORGANIZATION:  PnmhmiB  leeeived, 
$3.06^;   kMses  paki.  $1,010,467;   divklends  dedvred.  cash. 

$35oTim: 

REAL  ESTATE  OWNED:  The  prinetpal  psroel  of  real  estate 
is  the  oompany's  home  offioe  buHdinc  at  1812  Beaver  ave.,  Pitts- 
boK,  the  book  value  of  which  is  $M,000,  but  which  is  valued 
at  t50,000.  There  is  a  lot  hi  Effiott  Boroqdii  valued  at  $200  and 
a  property  m  Woods  Run  ave.,  valued  at  $3a48. 

MORTGAGE  LOANS:  The  company  has  346  kianB,aaresatlng 
$741,926.  the  total  esthnated  value  of  Hie  mortcaged  pramisQB  be- 
ing $1^5,635.  The  imuraaee  carried  on  the  nuikiingp  amounts 
to  $.939,600  The  loans  are  aU  small,  relatively  few  ezoeedhig 
$4,000,  and  the  largest  being  $14,000.  They  are  principally 
upon  real  estate  tai  or  near  Pittsburg. 

COLLATERAL  LOANS  an  as  foDows: 

Maricet       Amount 
Seemiyea.  Value.        Loaned. 

Manchester  Sav.  Bk.  ft  Tr.  Co.,  stk. $20,700  $13,540 

First  Nat  BL,  Alledieny,  Btk 2.800\  91,7. 

Crucible  Steel  Co..  PSTstk 900/  *''* 

Webster.  Moneseen,  Belle  Venum  k  FWy- 

ette  Cy.  St.  Ry.  bs 7,000  5,000 

ColumbiaPlate  (ilass  Co,  be 1.000  400 

Westinchouse  A.  B.  Q)..  stk 2,717  350 

U.  S.  Steel  pr.  stk 375  160 

Totab $35,492        $22,125 


BONDS  AND  STOCKS  OWNXD: 

BOIIDS. 

Iresbytenan  Ho^k.bs.,  1919. 5f% 

Jones  k  LaugUmBted  Co..  bs.,  1914, 5%. 
Pk  R.R.  rt.  ft  1  payt 


Vahie. 

$10,000 
5.000 
6.228 


Maikei 

Value. 

$10,000 
5.104 
6.228 


Totals  (book  value.  $21,382). 


$21,228        $21,332 


MISCELLANEOUS:  0M4tal  hicreased  hi  1879  fiom  $81,088  to 
$8L^;  hi  1880.  from  $8U&  to  $100/100;  hi  1901  from  $100,000 
to  $200,000.  when  $80,000  of  surpluB  was  also  paid  in. 

DIRECTORS:  Edwaid  Qwinner,  E.  Hoeveler.  Edward  Fried, 
Jas.  P.  MoEinney,  Aug.  Laagenheim.  Fred  W.  Caidfaksl.  A.  F. 
Schwwd.  MlchselKnsB,  A.  L  Jleddaeus,  Geo.  W.  OawfonL  W.  A . 
Sellmg,  A.  H.  Trimble,  Wm.  H.  Jacob,  Jacob  M.  Loeb.  Edward 
Heer. 

FIELD  MEN  AND  TERRITORY  COVERED:  Ywsg  B. 
Dutton,  Rochester,  N.  T.,  general  agent  for  N.  T.  State  (ontakio 
of  Metropolitan  die.);  Wood  Bros,  ft  Oomstodc,  general  agents, 
N.  Y.  suburban  dls.;  H.  C.  Cowpland,  superintendent  of  sgendea; 
H.  J.  A.  Fmlsy.  special  aaent  for  Aileq^eny  Co.;  E.  E.  Weeks  for 
Western  Pa.;  Charles  B.  Lute,  special  agent  for  Eastern  Pa.; 
Geo.  8.  RoMnerante.  genoal  agent  for  Mass.,  R.  I.  and  Conn.; 
Fish  ft  SchuQAmp.  nneral  agente  for  Wis.;  E.  W.  Clinton, 
special  agent  for  ()..  Ind.  and  IlL  The  company  operates  in  Cok»., 
Conn..  D.  C,  IlL.  Ind..  Md..  Mass.,  Mo..  N  J..  N.  Y..  0..  Ps..  R. 
I.  and  Wis. 


IMPERIAL  FIRE  INSURANCE  COMPANY,  Denver,  Colo. 

Preskient.  H.  T.  Lamey;  Secretary.  A.  L.  Jessup;   Assistant  Secretary,  H.  P.  Giberson.    Organized,  Jan.  11,  1900. 


YSAS 

Asaete 

Unearned 
Premiums 

Net 
Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Paki 

Div- 
klends 

Ex- 
pcnses 

Total  Ex-      Losses 
peoditurea    Incurred 

1909 
1908 
1907 

$448,921 
881,031 
858.831 
285.726 

$117,704 
91.169 
54.583 
15,188 

$87,924 
86,064 

101,188 
40,542 

$160,060 

131,298 

81,826 

24.402 

t$194.666 

150,170 

tl57,883 

80.174 

$70,114 

54.427 

12,234 

897 

$12,000 
12,000 

$75,863 
65,864 
87.506 
17.088 

$157.9771       $77,844 

181.791         54.130 

49.740          14.020 

1906 

17,4301             SOT 

t  Includes  $61,481  surplus  paid  in  in  1907  and  $15,000  in  1909. 


Assets,  DECEXBxa  81, 1909. 

Moitgage  loans  on  real  estate $159,000 

Bonds  and  stocks  owned  (book  value) 229,043 

Cash  in  office  and  bank 27,770 

Agents'  balances,  not  over  3  months  due. 24,591 

Interest  accrued 3,517 


Total  admitted  assets $443,921 


Liabilities.  Decembek  81,  1909. 

N^t  losses  unpaid  (none  resisted) 

Unearned  premiums 

Other  liabilities 


$9,993 

117.704 
3.3O0 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities. 


$130,907 

225.000 

87.924 


Total  liabilities,  capital  and  surplus. $443,921 


RISKS  AND  PREMIUMS:  Fire  risks  m  force,  December  31, 
$14,811,486:  premiums  thereon.  $212,287. 

BUSINESS  SINCE  ORGANIZATION:  Premhnns  received. 
$397,081;  losses  Dsid.  $136,998;  dividends  declared,  cash.  $34,000. 

MORTQAQE  LOAN:  There  are  33  kMns.  rsaghig  from  $150  to 
$30,000  each,  and  aggregating  $150XX)0.  on  property  situated  hi 
(^lo..  valued  at  more  than  double  the  smount  loaned.  The 
laigest  bans  are  one  of  $30:000  on  L  15-10.  B.  15.  E.  Denver, 
vahwd  at  $58,000.  and  one  of  $25,000  on  L  8-9  and  N.  E.  11  ft. 
L.  10  B.  70,  E.  Denver,  valued  at  $50,000.  On  December  31  last, 
there  was  no  mterest  past  due. 

BONDS  AND  STOCKS  OWNED: 

Bonds. 

Antonito.  Cob.,  Wat.  Wks.,  1924, 6% . . . 

Ault.  Colo..  Wat  Wks..  1922.  0% 

Bertthottd,  Coto..  wat  wks.,  1938. 5%. . 


Pfer 

Market 

Value. 

Value. 

$5,000 

$5,260 

5.000 

5.2S0 

9,000 

9.090 

Bonds  and  Sfocsi  OwNn.~CsiiL  Far 

Bono8.~Cm(.  Value. 

Cortex.  Dob.,  town,  1924.  6% $10,000 

County  of  Grant,  N.  M.  gn.  county  r., 

19j8.5% 10.000 

Delta.  Colo.,  wat  wks..  1924. 5% 5.000 

Denver  Union  Wster  Co..  1924. 5% 8.500 

East  Side  San.  sr.,  dis.  1.  Denver,  Colo., 

1921.6% 5,000 

Ft  I^on  Oual  Co..  Oolo.,  1936, 5}%. . . .  20,000 

Fowler,  Colo.,  wmt  wks.  1924.  6% 5.000 

Fruita.  Oolo.,  wat  wks.,  1031,  6% 5,000 

Glenwood  Springs,  Cob.,  wat  wks.,  1929, 

5%  7i000 

Golde^.'  Cdo.'.  'initwia.' 'i^ii'^% .' .' .' .  5.000 

Golden,  Cob.,  San.,  sr.  dk  1. 1918, 6% . .  1.000 


lUrkiB« 

Value. 

$10500 

10.500 
5.050 
7.906 

5.100 

20.200 

5,250 

5.200 

7,070 
5,000 

1.0M 


p-OXtTS  OF  FIRE  INSURANCE  COUFANIES. 


x^ffi  S;^  i-i-ii.  WS'-  •«*  - 

r  ^  ^j  Fonl.  <>*>.,  «»-  •^ 


INSURANCE  COMPANY,  Dhitw,  Coto.— C 


9aiilli  FUtW  Cu*!  *  RMmrair,  Ce 

gDnStUtii'  'Ctuil'  taMTTObi  Co 

1»316S 

WdMnInn,  CokL.  ton.  tUB.  8%,. 

y.  IL  a  A.,  Obth,  CoId..  U13, «%. 


10.100 

a.ua 


WSCBLLAKEOUB:    Cmiiiu*  ba 

wKh  ulaHlil  n^v  cJ  MlunO;  li 
Ul.lBI,  uul  m  IWB  capital  ni  iam 
000  ud  lU.OOO  iddKl  to  uipluL    V 

H..  tiojoa 

DlR^rORS:  QaAm  BoettdHC, 
KHfi.  Hinm  T.  Luwy,  Pnd  L.  Sifi 
Knw,  Fciti  TtiiH.  Ailolpti  J.  Ztai 
FiUffUi,  A,  L.  Jcmip. 

FIELD  KEN  AfTD  TERRTTOH 
WLHc.  N.  y.  Citr;  JoIid  W.  Bndcmi 
KcCiyiUl,  3Kikvw.  Wuk.,  iptcul  i 
ud  Wmdi.  The  nnipuv  onnfaa 
Ho,  Monl.,  Nob.  N.  M.,  (f.  Y.,  0.,  P» 


*T4SURANCE     <30M:rANY  OF  THE 


STATE  OF  ILLINOIS, 

■stut  Secntuy,  A.  W.  Waidiiiigta 


A^So^  -i-^  »k-  -Ut.,  10%.  "SS 


uoo 

Ifi.COO 
10.000 

ao.ooot 


II1.S70       tH.ua 


__).000;  111 

p«ld  Ln:     IMS.  115,000;    IWW.  »0,0 

DlRBCTOaS:  C.  F.  Horr.  W.  F. 
B.  WUtelmd.  A.  D.  Eu];,  John  ff 
A.  Nelm.  0«.  L.  Wikj. 

FIELD  HEN  AND  TERRITORY  < 
(M,  m.,  State  Knt  For  lU.,  Ind.  » 
RoeUonl,  n.,  qiKUl  UDnt  tor  Wis.  1 
Sc.  Stats  icnl  ud  F:  E.  Holmu, 
Kim.,  CUa.  luid  Neb.;  Hun  A.  8iB 
■DKtal  iceat  foi  klniL  lod  II;  M 

ipOrintmdAiiC   of   fum   dHKrtmtilt; 

.     ,w.  n j;^^  HgJ 


DL,  Onk  Co.  b 


Cnk  Q 


L.  V.  1 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


INSURANCE  COMPANY  OF  THE  STATE  OF  PENNSYLVANIA,  Plula.,Pa. 

President,  J.  Henry  Scattergood;  Secretary,  E.  R.  Dannels.    Organized,  1704. 


Yeas 


1909 
1908 
1907 
1909 
1906 


Aaaeta 


11,022,118 
946.009 
918,466 
878,662 
618,710 


Unearned 
Premhuna 


$618,462 
628.088 
478,000 
891,944 
808.179 


Net 
Surplus 


$100,614 

152,820 

158,058 

242,242 

84.170 


Net 
Prcmioms 


$728,241 
567,845 
632,848 
885,877 
225.363 


Total 
Inoome 


$761,437 
595,828 
558,148 

a604,886 
240,055 


Paid 


$387,587 

827,853 

267.864 

153.388 

90,600 


Dir- 
idendfl 


Ez- 


8292,767 

t263,301 

198,974 

189.535 

83.002 


Total  Ez- 


$680,854 
500.654 
451.838 
292.928 
178.602 


$402,181 

884,742 

280,06] 

100,0« 

94.8M 


Unearned  premhuns  indade  amount  redaimable  on  perpetual  policies,    a  Includes  $200,000  netr  capital  transferred  U 
surplus,    t  Incnides  $26,087  of  conunissians  included  in  liabilities,  Decembof  81,  1907. 


Assets,  Dicembxr  31, 1909. 

Real  estate  owned  (book  value).. $275,541 

Bonds  and  stodcs  owned  (nuuket  value) 540,807 

Cash  in  office  and  bank 53,972 

Affents'  balances,  not  over  3  months  due. 141,877 

Bub  receivable,  taken  for  premiums. 880 

Interest  and  rents  accrued 3,795 

Other  assets 6,246 


Total  admitted  assets $1,022,118 


LxABZums,  DscocBiK  31, 1909. 

Net  losses  unpaid  (induding  $7,587  resisted) 

Unearned  premiums  (except  perpetuals) 

Amount  redaimable  on  perpetual  pdiaet. 

Other  liabiUties 


Total  liabilities,  except  capital  and  surplus. 


Capital  paid  up 

Surplus  over  all  liabilities. 


$87,63^ 

485.mN 

182.773 

6,60S 

$712,504 
200,0(X 
109,614 


Total  liabilities,  capital  and  surplus. $1,022,1  II 


RISKS  AND  PREMinilS:  Fire  risks  in  force  (except  per- 
petuals),  December  31.  $65,520,339;  premiums  thereon,  $915,v4L 
perpetual  fire  risks,  $4,566,773r  deposit  premiums  thereon,  $147,- 
525. 

BUSINESS  SINCE  ORGANIZATION:  Fnmioms  received. 
$24,843,677;  kMsea  paid,  $18,709,410;  divklends  dedarsd.  cash, 
$4315,406. 

REAL  ESTATE  OWNED:  Aside  from  14  Fhiladdphia  dweD- 
ingi,  carried  at  from  $2,666  to  $9,727  each,  tin  only  properties  are 
the  office  building  at  134-138  So.  4th  st,  Fhlla.,  aetual  cost, 
$230,992;  carried  at  $200,000.  and  the  bnrinesB  college  at  2565 
W.  87th  It.  Denver,  Cdo.,  carried  at  book  value,  $10,942.  There 
are  no  incumbrances. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

(^.of  AD.,Fk.2d  waid  sc  dis.,  1921. 3f 
Go.  of  AUegheny.Pa.,  ser.  2,  rd.,  1932,8) 
Go.  of  AUegheny.Pa.,  ser.  4,  rd.,  1934.  i,o 
County  of  Allegheny,  Pa.,  Series  5,  road, 

1935,4% 

Countv  oS  Allegheny,  Pa..  Series  6,  road, 

193d,  4% 

County  of  Alle^wny.  Pa.,  Series  7.  road, 

1936,4% 

Cs  unty  of  Allegheny,  Pa.,  Series  11,  road, 

1939  4% 

Gy.  of  Atlanta,  6a],  &,rdi  1931.  3}%.. 

Cy.  of  Chester,  Pa.,  1913.  3i% 

Qr.of  Cincinnati,  0.,  cs.  s.  f.,  1952, 3|% . 
C^.of  aevelsnd,  0^  inter.-sr.,  im  4%. 
Co.ofMonigomery.Pa.Ah..imp.,1928,8 
Gy.of  N.  YT.  Rapid  T.  R.  It.cs.  1951, 3 
Oy.  of  N.  Y.,  docks  and  ferries,  1952,8 
Cy.  of  N.  Y.,  docks  and  feiiles.  1953,  • 
Cy.  of  N.  Y..  new  aquedaet,  1952, 34 
Gy.  of  N.  Y.,  rapid  transit,  1952!  3) 

Qr.  of  N.  Y.,  cor.  stock,  1957, 4% 

Oy^f  Pitts^  Fa.,22d  ward  SterreU  sc  dis., 

1931  4v 
Cy.of  mS.\  Btf.'  if  of  '1905, 1917,' 8%1! 
Cy.  of  Phila.,  ser.  S,  per.  imp.,  1923.  8 
Cy.  of  Phlla.  Pa.gn.imp.of  1902.1932, 3' 
(^.of  Rochester,  N.  Y.,  r.  wat,  1933," 
C^.of  Scranton,  scdis.,  2d  ser..  1919. 
Bait  ac  0.  R.  R.  (b.,  prior  In.,  1925, 3i 

B.  ft  0.  R.  R.,  lit  m.  1948,  4% 

B'klyn  Rapid  Traaiit  O0..I  r.  m.,2002,4% 
a  ft  0.  R.  R.'0>.,Rft  A.  div.,lcs.l989.4% 
Chicago.  Rock  Island  ft  Pacific  Ry.  Co.. 

Sems  P.,  1918,  4% 

Chicago,  Rock  Island  ft  Pac.  Ry.  Go.,  1 
and  r,  m..  1934.  4% 

C.  ft  W  I.  R  R  Co..  OS.  50  yrs..  1052. 4% 
Oa.  Rv.ft  EI.G0.,  con.  m.,  i.  f.,  1082, 5% 

Iron  Htn.  car  tr.,  ser.  U.,  1912, 5% 

L.  S.  ft  If.  S.  Ry.  Go.,g..  1931. 4% 

Lehigh  Vsl.  Ry.  Eq.  tr..  1913,  4|% 


Par 

Maiket 

Value. 

Value. 

$10,000 

$9,700 

10,000 

9,400 

1.000 

1,020 

6,000 

6.100 

15.000 

15.300 

1.000 

1,020 

3,000 

3,060 

10,000 

9300 

5.000 

4,050 

10.000 

9,500 

10,000 

10,100 

5,000 

4300 

25.000 

22,500 

1,000 

900 

20.000 

13.000 

17.000 

15.300 

12.000 

10,800 

30.000 

30,000 

10,000 

10.400 

4.000 

3,800 

1.700 

1,547 

25.000 

23.750 

5.000 

'    4,800 

5.000 

5.250 

20.000 

18,600 

10.000 

9.900 

15.000 

13,060 

15.000 

14,850 

10.000 

9.300 

10,000 

9.100 

15.000 

14.100 

10.000 

10.000 

5.000 

4.750 

10.000 

9,500 

10,000 

10,000 

Bonds  urn  Stocu  OwmD.— <7m(.  Par  Market 

Bonds.— Coaf.  Value.         Value. 

Lehigh  Val.Ry.  of  N.  Y.,  1st  m.,19404,}%  $5,000  $5,3611 

liebidji  Val.R.R.Go.^.  cs.  m.,  2008,  4%  10.000  0.70( 
Mo.,  Kan.  ft  Tex.  R.R..  1  and  r.  m.,  2001, 

4% 10,000  $8,70< 

N.Y.C.ftStL.R.R.  25yr.s,1981,4%  10,000  9.2O0 

Nor.ft  W.R.RCo.,eq.tr.,  ser.  K,  1910, 4%  10.000  lO.OOC 

N.ft  W.R.R.G0..  1st  In.  ft  gn.  m.  1944, 4%  10,000  9,301 

Pa.  R  R.  Co.,  lO-yr.  cv.,  1915, 8|% . . . .  10,000  9,700 

Pk.  Co..  15-25  yr.  g.  k>aa  of  190fr^l,  4% .  20.00G*  19,60( 

Pk  Co.,  g.k)anori901, 1916,8}%..  ..  10.000  9.70< 

Portland  Ry.  1  and  r.  m..  1930. 5% 10.000  9,80( 

Reading  Co.,  Jerwy  Central,  1951.  4%....  10.000  0.704 

Rochester  Ry.  ft  Lt  Co.,  C8.m.,  1054. 5%.  10.000  10.O« 

Roanoke  Ry.ftE1.0o.,l8tcBjnAf.l91UL5%  10.000  9,60C 
St  Louis,  Iron  Mtn.  ft  So.  R.  R  Go.. 

RlverandOulldlv.,  1933. 4% 10.000  8,80C 

St  L  I.  Mtn.  ft  So.  R  R,  eq,.  1913,5%.  5,000  5,001 

Southern  Ry.  Eq.  Tr.,  1918,  A% 1,000  «7( 

Southern  Ry.  Eq.  Tr.,  1919. 4i% 4.000  3.88( 

So.Ry.,lstcs.m..l094.5% UJOOO  16,80C 

So.FkaOo.,20]T.oov.l929.  4% 10.000  10.60C 

Fidelity  Tr.  Co..  Fhlla..  Pk 1,000  8.011 

Fourth  St  Nat  BL.  Phlla.,  Pit 1,000  230( 

Gn.  Ad.  Bureau,  N.  Y 100  108 

Southero  Adjustment  Bureau,  Atlanta, 

Ga. 50  « 

W.  Ad.  and  Insp.  Co..  ChL,  lU 100  108 

Totals  (book  value,  $562,628) $552,950      $540,801 

'1-    ...  ggssaaaa 

MISCELLANEOUS:  Company  ceased  taking  new  builneai 
in  1901;  reorganised  and  resumed  hi  1903;  capital  faiereaand 
in  1906  from  &00,000  to  $400,000.  and  reduced  from  $400,000 
to  $200,000  and  $200,000  added  to  surplus.  Confiacatfoa 
hMses:  Balthnore,  1904.  $16,000;  San  Francisco,  1906.  18.067. 
Tills  companv  Is  controUed  by  the  Underwriten  Seeuritlei  Cor- 
pontlon  M  FniU.,  which  also  owns  a  majorifa[  of  the  sto^  of  tite 
Union  of  Phila.    Value  of  special  depodt  tai  Cb.,  $0,112. 

DIRECTORS:  Heniy  H.  Collins,  G.  (3ymer  Brooke,  F.  King 
Wafaiwright  (3eorge  Upplnoott  Richard  Haogfaton,  Gsleb  J. 
Milne,  Malcohn  Lloyd,  Jr.,  Frands  B.  Reeves,  Jr.,  Arthur  Adama, 
Louis  a  Madeira,  J.  Henry  Scattergood;  Percy  H.  Clark.  W. 
Gardner  CrowelL 

FIELD  MEN  AND  TERRITORY  COVERED:  IdeftSewain, 
general  agents,  Man.,  R  I.  and  Conn.;  Newman  ft  Mac  Bam,  N.  Y., 
fwN.  Y.  State;  Alfred  PauU  ft  Son.,  for  W.  Va.;  Buigard  & 
Strout  for  Ore.  and  Wash.;  Montgomery  ft  Fnnkhouser,  mieral 
agent  Mo.,  111..  la..  Bl.,  Ind.,  Wia,  Mmn.  and  No.  Mich.;  fiUKba 
ft  Yates,  general  agents  for  Ga.,  Fla.  and  La.;  Ferris  ft  Conaway, 
general  agenti  for  Gok>..  Mont  and  Utah.;  Bertheau-Watson  On., 
for  Gal.;  I.  Reinhardt  ft  Son.  for  Tex.;  Merrill  ft  Braniff,  for 
Okla.,  Arnold,  Rainei  ft  Co.,  for  Aik.  The  company  opeiatea  in 
Ark.,  Gal.,  Colo.,  Conn.,  Fla.,  Ga.,  111.,  Ind..  la.,  Kan.,  Ky.,  Le.. 
Md.,  Man..  Mich.,  Minn.,  Mo..  Mont,  N.  J.,  N.  Y.,  0.,  OUa.,  Ore., 
Pa.,  R  I.  ,Tex.,  Utah,  Wash.,  W.  Va.  and  Wis. 
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INSURANCE  COMPANY  OP  NORTH  AMERICA,  Philadelphia,  Pa.} 


Pnsidait,  Eugene  L.  EDiaoD;   Vice-President.  Ben6SRl^a(iu] 

H.  W.  Farnum,  John  07>1 

b«t<Orgsua«d,  1704. 

aLWri^t; 

Yitf 

Aaaets 

Unearned 

Net 
Snrplna 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Loises 
Incurred 

im 

1908 
1007 
1906 
190S  1 

n3»344.638 
11,975,361 
1U81,730 
10.«a0.125 
12.951.080 

$6,040,718 
6.581,801 
6.306.570 
5,888,451 
5J»1,186 

82,883,088 

1.560.651 

076,848 

888,272 

8,487.287 

n8.500,002 
7,087.467 
8,225.174 
7,581.640 
7.166.581 

80.146,162 
8,471,212 
8,656,884 
8,027.188 
7,655.725 

n4,807,832 
4,866,208 
4,876,272 
7.201,668 
8,827,807 

8360,000 
860.000 
360,000 
360.000 
360.006 

83,073,054 
2,802,386 
2.831.224 
2,550,708 
2,428.510 

87,831,786 
8.118.684 
7.567.406 

10.202.406 
6,615,002 

$4,550,778 
4,800,360 
4.424.310 
7,150,002 
8.787,210 

TTnesmed  premiums  faidude  amount  redaimable  on  perpetual  policies.      *  Includes  $2,648,627  marme  pnmloms  and 
81,337.310  mazme  losses. 

LiASiUTiBS,  DsczMBn  31. 1000. 

Net  losses  unpaid  (including  $23,777  resisted) ....  $870,050 

Unearned  premiums  (except  perpetual^) 6,184,883 

Amount  rKJaimable  on  perpetual  poliaes. 756,385 

Other  liabUities 180.083 


31,1000. 

ResI  estate  oimed  (book  value) $364,410 

Morte^e  loans  oo  real  estate 373,803 

BoDifi  and  stocks  owned  (market  value) 0.068,787 

CSsh  in  office  and  bank 1,1 34,636 

A^eols*  balances,  not  over  3  months  due. 1.404,780 

60,004 

37.318 


Total  admitted  assets. 


.813,344,638 


Total  liabi]itie%  except  capital  and  surplus.    $S.010,650 

Capital  paid  up 8,000,000 

Surplus  over  all  liabilities 2,888,088 

Total  liabilities,  capital  and  surplus. $13,344,638 


ftlSKS  AND  PREMIUIIS:  Fire  risb  m  force  (exeept  pei^ 
petsib}.  December  31,  $800,474345;  pceminiiM  thereon,  $10,- 
iSajHO;   inland  nAs  in  focee,  $90,760,551:   premiums   thereon 

fire  rislEs.  $32,4(0,603;  deposit  premiums 

BUSINESS  SINCE  0Ra.\NIZ.M10N:  Premiums  received, 
tZU.288329;  losses  pakir$140,730341;  dtvUends  dsdsnd. 
odi.  $18,486,875;  sfeo&rS200.000. 

REAL  ESTATE  OWNED:  Omalsts  d  17  properties,  sggre- 
ptmg  in  book  value  $364,410.  The  lainit  ^j^vppnty  k  the 
flOBpm/s  home  offiee  buildiiuL  dtuated  at  2K-282  Walnut  st, 
FhJx,  canted  at  $200,000.  The  majority  are  brick  and  frsme 
baUiBfi,  waoMy  dveDtngB,  worth  from  1850  to  840,000.  hielud- 
nt  the  eampany*s  brandi  office  bufldfatg  at  Ninth  and  Peach  sts.. 
Erie.  F!b^  Taioed  at  $40j(IOO.  The  net  faioome  last  yesr  soregsted 
S1L388^    No  Ineanbnaees  on  any  of  the  properties. 

HOBTXUGE  LOANS:  There  are  80  loans  ssr«atiiu;  $373,803 
noidy  on  dwelling  houses,  running  from  $200  to  $20JU(^  with  but 
10  laooBting  to  $10,000  or  more.  The  valuation  of  the  mortgaged 
9Ki«tles  was  $1,232,502.  snd  the  hiterest  psst  due  December 
31  bst  tr^e^*^  but  $800. 

BONDS  AND  flTOCSS  OWNED:  Par  Market 

Value.         Value. 

1013,4% $112,000  $113,120 

GG2£uCbL.N.]L,e..l017,e%. 100  100 

Del  Co^  Fk,  r.  Rg.  1017, 3}% 20,000  20,000 

(estate  of  iccJlOll,  44% 25,000  2S.0OO 

&mtODL,N.]Crr.  e,  li»i,5% 8,000  8,800 

hnej  Cr^  N.  J^  r.  assem.  g.  e..l085.4%  100.000  102,000 

HigM,  Can^  es.  c  10».  31% 46.000  40.050 

ll3etnal,Cba..e.,  1025.4% 16.000  16.000 

l[<Ktreal,Qm.e.,1026.4% 05.000  05,000 

X.  T..  N.  T.,  Aqueduct  reg.,  1052, 34% .  100.000  OO.OOn 

!i.T^N.T^epwstk..g.e..  1067.44%...  40.000  44.000 

5.  T..  X.  Y..  epL  stk.,  g.  e..  1050. 4% . . . .  100.000  100,000 

VY..N.T.,epLStk..g.reg.,1036,4%..  11,000  11.000 

5.7^N.Y^epi.stk.,g.r«..]065.4%..  00.000  00.000 

.VY^N.Y..<^stk.,g.reg..lOS6.4%..  50.000  50.000 

V.  T,  K.  Y.,  ep,  stt.  g.  leg..  1057, 4% . .  25,000  26,000 

SonSeotia,Rov.o(deb.,1022,3%....  10.000  0.000 

Ot^vn.  Cm.  d^  1028, 34% ZOJOOO  2JMO0 

lUaddphia.  Fk..  hwi  of  Mr  1800.  reg.. 

li!».4% 100,000  108.000 

d,Oieu,el^han^e.,1022.5%..  50.000  54.000 

N.  IL.  CL,  ttlT.^ 200  200 

L^chaond,  ¥&.,  vec  1028, 4% 50.000  50.000 

RidooBd.  VsL,  ICC  1027, 4% 3.000  3.000 

^aa  Migad  Conntjr,  N.  IL,  r.,  g.  e.,  1080,, 

i% 12,000  12,000 

Toneto.  Cba.,  es.  d.,  1045, 3^% 4367  4,380 

Vnaipec.  Manitoba,  local  snp.  d.  e. 

103M% 80.000  20.100 

ir^)egMLse.dk.No.ld.,e;,1041,4%  12.000  11.640 

Als^C^BoTk.  R,  exL.  1  g.  e:,  1027, 5%  50.000  52.500 

A..T.4&FcBj.Gi..g.e.,1005.4%...  13,000  12.000 
A,  T.  A  &  Fe  Ry.,T^an»Oon.Short  Lias, 

t^,t,1058.4% 38.000  35.720 

Ad.ADaavfBeR7.,fiistg.e.,1048.4%,  25.000  f  23.000 

AttXy.R  R  <mr  .grjty  Bead.  (3o.,1051,4%  75.000  71.250 

ITnsndB  bolb  fire  and  marine  tnsorsnce 


Boms  AHD  Stocks  Owhd.— Csiif.  Pw 

Siocn.  Vslus. 

Bait  A  0.  R.  R.  firstg.  e..  1048.  4%....  830.000 

BaltA  O.R.R.,pi1or  b.g.o..l026.  H%. .  200.000 

&A  O.R.R.3wn.  Div.6rst  g.  c  1025.3)%  200.000 
B.A  P.R.R..first  g-cj?.  by  Pa.R.R.  and 

No.  Central  Ry..  1011.  6% 10.000 

B.A  P.R.R.tun.3nt  K.e.,gr.by  Pa.RJl.  A 

No.  Centrsl  Ry.,  1011.  6% 5,000 

Belt  R.R.A  Stock  Yard  Co..Ind.o.l011.6%  50.000 

Bergen  Oo.  R.  R..  first  c.  1011.  6% 50,000 

BlgSandy  Ry..l  g.,e.gr.by  Ches.A  0.  Ry.. 

1044.4% 26.000 

Gan.No.Ry.,firrt  cgr.by  Gov.of  the  Frov. 

of  Manitoba,  1030, 4% 31.783 

Omtral  Pse.Ry.m.g.e..gr.by  So.Psc.  Oo., 

^1020.3*% 50.000 

Oentral  Psc  Ry..  through  Short  Llne.fiitt 

g.  c.  B.b9  8o.Pte.Oo..  1054.  4% 100,000 

Chea.  A  0.  Ry.  Gon.  Flnt  Reg..  1030.  5.  50.000 

Chea.A  O.Ry.  ct,  Ber.D..g.e..  1010.  4%,  75.000 

Ghes.AO.Ry.eq.n..Ber.E.g.e..l010.4%  25,000 

Ches.  A  0.  Ry.  gn.  g.  c.  1002. 4i% 75.000 

C3iLAErieR.R..fiz8tg.e..l082.5%....  50,000 

ChL.BurLAqufaicy.g.e.,  1058.4%....  25,000 
Chiesgo.  Ind.  A  So.  R.R.,  50  year  g,  1006. 

c  guaranteed  by  Lake  Shore  i  Mich. 

So.  Ry..  1056,  4% 25,000 

a.  R.  I.  A  Fac  Rv.  gn.  g.  e..  1068, 4%. .  100.000 
C.jStL.A  N.0.R.R.Ci.g.e..gr.by  IIl.Geni 

R.  R.,  1051.  3*% 50,000 

Choctaw  A  Mem.  R.R.,lst  g.e..  1040. 5%  50,000 

Choctaw.  Okla.A  G.  R.R.es.g.e..  1052. 5%  50.000 

Choetaw.Okla. A  G.R.R.gn.c.  1010.  5% .  50.000 

an.,H.AD.Ry.gn.g.e.,  1042.5%....  50,000 

C.  C.,  C.  A  St  L  Ry..  gn.  g.  &,  1003, 4%  50.000 

C.  L.  A  W.  Ry..  d.  fint  g.  e..  1033, 5% .  50.000 
a.L.AW.  Ry.,im.s.e..  1036.  5%....  25.000 
Ol  Te.  Go.  of  N.  X7  first  g.  e..  1033,  5%  100.000 

D.  A  C.  Ry..fint  e..gr.by  P..  W.  A  B.  R.R. 
101M%, 100,000 

DAH.Go..Flnt,Refundlng,  Gold,  Coupon 

10434% 50.000 

Del.  R.  R.R.A  Bdg.Co..fint  g.e..gr.  by  Pk 

R.  R..  1036, 4%. 50.000 

Erie  R.  R..  gn.  In.  g.  e..  1006.  47o  • 100,000 

Erie  R.  R.  prior  In.  g.  e..  1006.  4% 04,000 

Ind..  lU.  A  la.  R.  R..  fint  g.  e.,  mO,i%  50.000 
Ind.  Syn.  Participation  Oerttficate,  Goldf, 

Registered.  1011.6% 46,000 

I.  Mtn.car  tr..Ber.R.,gr.by  StL.L  Mtn.A 

So.  Ry..  1012.  6% 28.000 

I.  Mtn.car  tr..8er.R..gr.by  StL..  I.  Mtn.  ^ 

A  So.  Ry.,  1013. 5% 15.000 

Jefferson  K.R.,  1  ext  g.  c.  1010. 5% 50.000 

Jersey  Cy..Hoboken  A  Patetson  St  Ry., 

firetg.c,1040.4% 50.000 

Lake  Shore  A  Mich.  So.  Ry.,  d.  25  year  g. 

c,  1028.  4% 150.000 

Lehigh  Vsl.  R.  R.  snnuity.  reg.  4)% ... .  52.000 


Msrkst 

Value. 

$30,000 
186.000 
180.00a 

10.100» 

5.060' 
50.000- 
50.000' 

22,250' 

3Q»777 

45.000 

174300 
57.000 
75.000 
25.000 
77.260 
57.000 
24.750 


23.750 
00,000 

46.000 
55.000 
55.000 

52,000 
53,000 
48.500 
56.500 
27.500 
105.000 

100.00O 

50.000 

50.000 
76.000 
70.000 
48.500 

43,700 

28.000 

15,000 
51.500 

40,000 

142.500 
57.200 
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Bona  AW  Srocu  Owim.— <7«nt  Pw  Mvkti 

BoMDB.— Coji<.  ValM.  Value. 

LeUghVaLR.R.,ooLtr.,g.o..l919,4%  $10,000  |03» 

Lehigh  Val.ILIL.ooI.tr..s.e..  1920, 4%  20.000  19,000 

Lehlsh  VaL  R.  R..  Oi.  reg..  1928.  4i%.  60.000  52,600 

Lehigh  Val.R.R..gn.e84E.e.,  2008,  4%. . .  200.000  194,000 
L.^1.  R/Mfint  g.o.,gr.by  L.  VaLlL  R., 

1940.  M% 60,000  63,600 

L.  Val  Tm.  Ibr.,ftnt&rag.,gr.bj  Lehigh 

yel.RR.,1941,6% 40,000  46,400 

Lehigh  Val.Tniia.Go.,  fint  c.  e..l986, 4%  60.000  42,500 
Lehigh  Valley  Tranait  Co.,  8  year  d.  g.  c, 

1912,6% 25.000  26.000 

L.LRR.,FeiTyl,g.e.,1922,4i%....  60.000  50,000 

L.LRR,r.g.e..gr.>yFk.RJL1949,4%  lOOfiOO  98.000 
U  A  N.  R  R  (Evanaville,  Hcndenon  ft 

Naah^iUe  Dtr.),  fint  £.  o.,  1919,  0% . .  41,000  46,610 
LouiBviUe  k  Naahyille  R.R,  unified,  50 

year  g.e.,  1940. 4% 60,000  60.000 

IfeKeea.  ft  B.  Vernon  R  R.fintg.e.1918, 

6% 20,000  22.600 

Harket  Street  Elevated  Ry.,  1  g.  a.  gr. 

by  Philadelphia  Rapid  Transit  Co., 

lfc5,4% 100.000  90,000 

)|idlandVaLRR,le..e.,  1954,6%....  131,000  104.800 

N.  Y.  aiine8,e.q.tr4>Tl907.g.o.,1915, 6%  100,000  102,000 

N.Y..L.E.4 W.RR..  3d.ext.,1928,  H%^  80,000  30,000 

100,000  93,000 

160,000  148,600 

j.M^u.  ena.,  c.  ivii,  lyo. .  60,000  60.000 
K>n.8hort  line  R.  R,  25-yr  g.  cgr.  by 

uSSd  Paa.  R  R.  1929,  4%.........  100,000  96,000 

lPa.ft  N.Y^OA  RRca.,reg.,gr.by  LVaL 

RR.,1939.4% 60.000  60,000 

I^ftNwn.RR,gn.e..  1930,5%......  86.000  38,160 

ftuOo.  A  loan  of  1901.  e.,gr.by  Pa.RR., 

1916,3*% 38.000  38.230 

P*.  R  'r!  Sl  tr.  g.  c.  1918,  41% 60,000  WJEOO 

Fk  R  R,  oa.,  g.,  0.,  IMS,  4% 60.000  62,000 

Vh.  R  R.,  3-yr.  eol.  n.,  g.,  c.  1910. 6% .  100,000  100,000 

Fhila.ft  BaltC.  RR,fint  eB.ng.,191l4%  100,000  100.000 
P.  ft  Erie  RR,gn.g.,ng..gr.by  PaJLR. 

1920,6% UMLOOO  163,600 

Philadelphia,  Baltimora  and  Waahington 

RR.  Serial  g.  loan,  Seriee  E,  6.71919, 

4% 35,000  85,000 

Philadelphia,  Baltimon  and  Waahmgton 

RR  Serial  g.  loan,  Scriee  1.  c,  1923,  

4% 8,000  5,000 

Phfla.Oo..finteoLtr.g.e.,19j».5%...  ,60.000  M,500 

Phila.  R  T.  Co.,  eoL  tr.,  e..  1967. 5%. .  100.000  102,000 
P.,  a,  a  4  8i  L.  Ry.  ce.  aer.  A.  g.  0.,  gr. 

by  K  Co..  1940. 4i% 60,000  64.000 

P..a.G.ftStLRy..eB.,wr.B.,g.e.,gr. 

W  Pa.  Com  1942, 4i% 25.000  27.000 

P.,C..C.A8iL.Ry..ce.,Ber.D..g.e.,gr. 

ly  Pa.  Co.,  1945, 4% 69W  59,000 

P.,  lIcK.  ft  Y.  RR  eecond  e.,  gr.  by  P.  ft 

L.EfieRR4L.Sh.ftM.8o.Ry.,l934 

6% 60,000  61,600 

Fotomae  ELPow.Co.,1  f.,  e.,  1929, 5%. .  25,000  37.000 

Public  Service  Corpontion  of  New  Jersey,              ^^  ..^ 

On.  8.  f.  50  year  g.c.  1959, 6% 100,000  90,000 

Beading  Co.  ft  Phlla.  ft  Reading  Coal  ft  

Iit»?Jo.,gn.g.c,1997,4% 160,000  160,000 

Rteh'd-Waah.  Co.,ool.tr.aer  C  ft  D*jx.  .^.^  ^^,>^ 

by  Pa.RR.i(  aL,1943,  4%    100,000  100,000 

Rio  0.  W.  Ry..  ea.,  first  g.  c.  1949.  4% .  50.000  42.000 

StP.ft  Dulu4k.R:.fint  ea.g.e..l96i  4%  66,000  03,700 

San  Antonio  ft  Aransas  PaaBRy..firBtg.o., 

Sby8o.Pac  Co..  1943.4% 21,000  18,370 

y..eq.tr..aer.EjE.e.,1912.  4)% 60,000  60,000 

8o.Ry.,eq.tr.jnr.H.Ae..l911, 4}%. 100/100  100.000 

SteabeiiV.  ft  Ind.  R^.  first  rM.,1914,6%  200/100  200.000 
Steubenville  Tnction  ft  Lt  Co.,  1  g.  o. 

gr.  by  American  Gas  Co..  1920,  5%. . .  25,000  23,750 

Tm.RR.AsBn.ofStL.,fintc8.g.e.l944.6%  40,000  46,000 

Tm.  RR  AaBn.of  StL.,gn.r a7.c.1053,4%  160,000  147.000 

Tioga  R  R,  first  t  a,  1915,  5%...„...  6,000  6.100 
We«t  Shore  RR  1  res.  gr.  by  New  York 

Central  A  Hudson  River  RR.  2361.  _ 

4% 25.000  25,500 

W.N.Y.ft  Pa.Ry.4En.g.e.,1943, 4% lOO/WO  90.000 

WUHnsb'g  ft  E.  Pltt8.8LRy..llnt  g.e..  __^  ^^^ 

1929.5%. 60.000  63.000 

Wll.ft  NaRR.,  gn.,  g.,  reg.,gr.by  Read. 

Conl932,6%. »,000  24,600 

Wilmington  ft  Weldon  RR,gn.fint  g  e.,             ,^  _^ 

1935,4% 60,000  60,000 

American  Locomotive  Co.,  g.  n..  Series  G.  

C  1913,5% 25/)00  25,000 


AMERICA,  Philadelphia,  VsL^-^ofUinwd. 

Bona  kxt  Svoois  OfnmD,—CML  Pk  Miitot 

BoMsa.— CMf.  Value.  Vil«. 

American  Locomotive  Co.,  g.  n.,  Seriea  H. 

0..  1914.5% 125.000  835^ 

Amer.  Ti.ft.TlE.Oo.,ooLtr.e.,  1939,4%....  60,000  46,M0 

American  Tobacoo  Co.,  g.  e.,  1961, 4%. ..  100,000  78,000 
Armour  A  Co.,  Real  Estate  1  m.,  30  year, 

g.  C  1930, 4i% 50.000  47^ 

Gher.Con.  Co.,  6-yrjE  a.,e.,1912^ 60;000  47,000 

Consolidated  Qaa.  Elee.  Lt  ft  F^.  Co., 

(Baltimora,  ma.),  30  year  gn.  g.  c, 

1935, 4i% 60,000  43.000 

Erie  and  Western  Transportatkm  Co.,  20 

year  p,  g.  e.,  gr.  by  Connecting  Tm. 

RR&>.o£NewY<!ricetaL1926,4%.  100.000  1OO.000 
Equitable  IIL  Gas  Lt  Co.,  (fliaadelphM, 

Pa.).  Ic,  1928, 5% 135,000  132,500 

Harriabun  Qaa  Co.,  fint  t-  e.,  1928, 6%.  26,000  25,000 

Leh.  ft  WU^  Coal  Co.,  m.b.e..l913^  5%  10,000  10,000 
Lehic^  CmI  a  Navintion  Co.,  f.  and  imp. 

50  year  bond,  Series  A,  g.  c.  1948, 4% .  60,000  50,000 

Lehl^  a  ft  N.  Co.4En.  Rg.,1924.  44%. .  60,000  51.500 
Manwaoturan'  Water  Co..  gr.  by  Cambria 

SteelCo.,s.f..g.o..l930.5% 60,000  SO.OOO 

Metropolitan  Elec.  Co.,  (Readmg,  Pa.),  1, 

s.f.,g.a,1939.5% 50.000  47.500 

M eKeesport  ft  Fort  Vm  B6.Co.,1  g.,  c 

1987,0% 16.000  15.000 

N.Y.DMkOo.,fiistg.e..  1961,4%....  16J00  15.345 

Omaha  Gaa0o:.fintca4A.1917.6%....  86,000  2^750 
Pacific  Gas  ft  Elec  Co.,  (San  Franeiseo, 

Cal.}.  d.  30  year,  g.c,  1987.6% 30,000  30,000 

Penn-llaiv  Coal  Co..  1  s.  f.  g.  c,  gr.  by 

Pennsylvania  Steel  Co.,  of  N.  J..  1939, 

5% 50.000  60,000 

U.  S.  Steel  Corp.,  1040  year,  s.  f.,  g.  c. 

1963.5% 200.000  210,000 

SlOOD. 

Del.  ft  Bound  BzDok  R  R 10.000  20.000 

ICidland  Val.  R  R 40.600  1.000 

Norfolk  A  Western  Ry.,  com 100,000  96.500 

No.PaaRy 60,000  72.00!! 

No.Pa.RR 36,000  60t0« 

Pa.RR mjOOO  239,75e 

Philadelphia  To.  Co 125,000  322,50( 

GiraidNatBk 10,000  8O.00( 

Philadelphia  Nat  Bk 10.000  3%(0 

American  Telephone  ft  Telegnph  Co. . . .  150,000  213,00( 

Gn.  Ad.  Buraan  of  N.  Y 150  151 

N.Y.DockOo..p 16,600  18^1 

Pan.  Coast  Sahrage  Aasn 3,600  1.35< 

Philadelphia  Bourse 3,000  161 

Philadelphia  Bourse  p 750  13 

Southern    Adjustment    Bureau,    Atlanta, 

Ga. 100  10 

Underwriten' Salvage  Co.  of  C!hl 1.000  1.00 

Underwriten'  Salvage  Co.  of  New  York..  1.000  1.00 

United  Gas  Imp.  Co 1504100  385.00 

Totals  (book  value.  89,820378). . . .    89,076.840    f9.il68.7i 


MISCELLANEOUS:  This  company  tooether  with  the  Fl 
Assn.  guanntees  the  policies  of  the  FhiJa.  Underwriters.  1 
1850  capital  toereased  from  8300,000  to  8500,000  by  atock  dlv 
dend  of  8300,000;  In  1874  to  81,000,000;  fai  1876  to  82,000,00 
In  1883  to  83,000.000,  together  with  apecial  surplui  pntd  in  $1 
000,000.  Capital  was  increased  In  1910  from  83,000,000 
84,000,000.  Oonflagntbn  losses:  CSiicago,  1871.  about  $650.00 
Boston,  1873  about  1090,000;  Baltimora  1901  8607,202;  St 
Fraadsoo,  1906,  83.315,00a  Values  of  speelal  deposits;  G> 
810.000:    N.  H..  830,000:  Va.,  853,000.,  (W8264,4S7. 

DIl^CrORS:  Edwaid  &  Buckley,  Edward  H.  Coat 
John  S.  Jenks,  Edward  Hopkinsoo,  (Seorge  H.  HcFadden^UlU 
D.  Winaor,  Hennr  W.  Biddle.  G.  Aasheton  (Sarson,  C.  nmrim 
Kuhn,  Nathan  Trotter.  Arthur  E.  Newboki,  Chadea  Piatt,  J 
a  S.  W.  Packard.  J.  Percy  Keating.  Llncohi  Godfray.  Q.  Col 
berry  Purves,  R^rud  Heniy.  R  Winder  Johnson,  John  W.  Pepv 
Eugene  L  Ellison. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  N.  Jo) 
son,  Chicago,  IIL,  general  agent ;  B.  L.  West  ssahitsnt  genf 
agent  Western  department ;  Chaa.  E.  Parker  ft  Oo^  Haitfc 
managen  for  the  New  England  Statea:  Albert  C.  Shaf 
nulaJelphia,  manager  for  New  York;  Edward  9.  Qay,  m 
agsr,  Ewell  Gay.  aariatant  manager,  Southern  de 
Atlanta,  Ga.,  comprising  N.  C.  S.  a.  Ga..  Ala.,  Fla..  1 — 
Tez.  and  Ark.;  Bailey  ft  Johnston.  San  Franeiseo,  sn«r«l 
for  the  Pacific  department  comprWng  Gal,.  Ore.,  Waah.. 
Nev..  Ida..  Arts.,  Alas.,  U.  B.  C.  HawaU  and  Philippine  Isbu 
Robert  Hampton  ft  Son.  gsneral  agents  lor  Oanada;     Bei 
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INSURANCE  COMPANY  OF  NORTH  AMERICA,  Philadelphia,  Ta^^-CanUmted. 

Mmb.,  for  N.  H..  R.  L,  and  MMi..  E.  of  Cooa.  Rivw^  Joba  W. 
Honioe,  Hartford,  Omul,  for  Vt,  Gona.  and  Maai^  W.  of  Gona. 
Biver.  Paolfie  department:  H.  a  Scfaaeffer.  Seattle  Wash, 
for  B.  a,  W.  WadL,  and  W.  Ore.;  M.  H.  Reeyee,  SpolEane,  Waeh, 
for  Mont.  Ida..  Utah.,  E.  Wadlu  and  E.  Ok.;  wTf.  Kuhl,  Ua 
Annlee,  GaL,  for  So.  CU.  aad  Arii.;  a  0.  Soott^  Saa  Fraodsoo, 
Od.  for  No.  OiJ.  and  Ner.  Spedai  jnriidleUon  of  home  office: 
Pa.,  Del,  Md..  N.  J..  Va.,  N.  Y.  (V,  L  L  and  Boston.  Spedai 
annts:  Fa.,  D.  F.  Good,  Sheldon  Cktha  and  Ghas.  W,  Guttlns» 
N.  J.,  0.  G.  Baxter.  Md.  and  Va.,  E.  W.  Grigg.  The  eompaay 
operates  in  a&  the  States  and  Territories  aad  In  Canada. 


LDdraood,  K.  Y..  maaacer  MetamUtaa  dis.  Spedai  annts 
S.  Y.  State  dspartoMat:  Henry  ILl^rers,  Albany,  N.  YTfor 
EadoB.  N.  Y^*  Feiar  W.  Gbik,  Bniblo,  for  Western,  N.  Y. 
So.  depaitaiert.  spedaf  afsata:  FM.  G.  Ghrke,  Charlotte,  N.  0., 
brir.aaBdS.arRi3aidN.CIaricAtlanta,Qa.forQa.;  W. 
C  Bader.  m— *«.»ri«i>m  Ala.  for  Ala.,  J.  H.  Tidley,  JadwwrlUe, 
fK  for  vHTCvf  P.  Garr,   Vidcsbuis.   Mm.,  for  Mks.; 

A.  B.   FhiE^   Dallaa,   Tez.,   for  No.   Tex.   and   Arte:   R. 

B.  Eikrafh,  Waeo.  Tex^  for  So.  aad  Middle  Tex.;  Akmao 
Cka^  Nev  Orieaas^  La.,  for  La.  New  Enslaad  department: 
<faKSr  E.  MtTTmfrr-.  Aqgosta,  for  Me.;  W.  H.  WlnUsy,  Boston, 


INTERSTATE  FIRE  INSURANCE  COMPANY,  Inc.,  Suffolk,  Va. 

President,  J.  E.  West;  Secretary,  J.  Tbomton  Withers.    Organixrd.  190ft. 


xrcnuonis 

Net 

Surplus 

Net 
Preiniums 

Total 
Income 

IjOMCII 

Paid 

DIt- 
Idads 

Ex- 
penses 

Total  Ex- 
pcodJtures 

liOeses 
Incurred 

1909  i     $182,173 
1908         183,333 

t3«,384 

31,173 

10,035 

6,370 

$10,839 
20,371 
31,912 
23,890 

$33,228 
30,131 
23,917 
11.472 

$43,041 
37.118 
31,334 
10.12A 

$18,369 
ll,flA8 
10,819 

$6,636 

$15,895 

14,559 

11.448 

5,142 

$40,889 

86,397 

22,267 

5,142 

$32,847 
11,730 
12,043 

1997       tl51.787 

im       «15S,410| 

15 

•  ladndca  880,100  stockholders'  notes,    f  Includes  $30,560  stockholdera'  notes. 


Looaon 


Agems* 
Interest 


Assets,  Decdcbzk  31, 1909. 

loans  on  real  estate 

stocks  owned  (market  value) , 

E.  B.  Johnson  Co.,  Inc^  stock 

oAoe  and  bank , 

KyUwrai^,  HOC  ovcT  3  mooths  due 

and  rents  aocroed 


$88,168 

86,561 

9.000 

37,960 

8,840 

1,648 


Total  admhtied  assets. 


$182,173 


LiABiuTXBs,  Decdcber  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilitiea 


$4,478 

26,384 

1,772 


Total  liabilities,  except  capital  and  surplus . 

Cspital  paid  up , 

Surplus  over  all  liabilities 


$32,634 

132,700 

16,839 


Total  liabilities,  capital  and  surplus $182,173 


'  BISKS  AND  FREMIUliS:    Tin  risks  in  fores,  Deeember  31, 
12^87407;  prenihmM  thereon.  $46,945. 

BDSmESS    SINCE   ORGANIZATION.  Premfamis  reoeired 
IK.I78:  kmm  paid,  $42,413;  dividends  dedaied.  eash.  $6,628. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

BoiTDS.  Value.  Value. 

VnkiaGoanty $12,000  $11,100 

Assneaa  Tobttooo  Co 5.000  3375 

5.&W.a.R.Cb 5.000  5,000 

Cbtxal  of  Gn.  B.R. 5.000  5.000 

Stocks. 

W«Blem  Unkrn 9.300  7.061 

E.B.JolMonCo.,Ine 11.060  4.525 

$47,260  $36Ji61 


MORTQAOE  LOANS:     There  an  45  kMns  aggraeating  $88,168 

E>tected  by  improved  real  estate  m  Tidewater,  Va.,  valued  at 
11,350.  There  was  $135  of  mterest  past  doe  on  December  31. 
last  Company  holds  $74,180  of  iosuranee  on  the  mortgaged 
bnildingi. 

HISCELLANEOnS:  This  oompany  was  Incorporated  In  April 
1906,  with  an  authorised  capital  sto^  of  $200,000. 

DIRECTORS:  J.  £.  West,  G.  W.  Tmltt.  J.  T.  WMhen,  W.  S. 
Jones,  Jr..  J.  H.  Butler,  Robert  W.  Wlthen.  A.  WooUonl.  Chss.  F. 
Taylor,  H.  K  FhlUlps.  N.  R.  Wlthen,  E.  L.  Folk,  J.  H.  Darden, 
E.  E.  Holland,  J.  L.  lIcLeDore,  E.  B.  Johnaon,  C  R.  Welton, 
a  D.  Weet. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.R.Howaid, 
Suffolk.  Vs..  special  agent  for  Va.,  and  N.  G.  Company  operates 
In  Va.  aad  N.  C 


INTERNATIONAL  INSURANCE  COMPANY,  New  York. 

Presklent,  Sumner  BaDard;  Secrelury,  FHtz  Kortenbeutd     Organized  1909. 


TiAS 

Assets 

Unearned 

Net 
Surplus 

Net 
Pxtmiums 

Total 
Income 

Losses 
Paki 

Div- 
kiends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$1,706,607 

$822,059 

$546,783 

$1,921,890 

t$2,817.24(J 

$263,159 

$558,147 

$821,306 

$386,507 

t  Indndes  $385,000  son  toa  paid  in. 

Assets,  Dkkmbkr  31, 1909. 

Boads  ovned  (market  vahie) $1,661,860 

r^  to  office  and  bank 15,987 

not  over  8  months  due 22,004 

16,766 


Total  a^"»i>fa^  assets. 


$1,706,607 


LiABiLrnxs,  Deceubes  81, 1909. 

Net  losses  unpaid  (none  resisted) $123,348 

Unearned  preiniums 822,058 

Other  liabUides 14,428 

Total  liabilities,  except  capital  and  surplus . .  $959,824 

Capital  paid  up 200.000 

Surplus  over  all  liabilities. 546,788 

Total  Uabaities,  capital  and  surplus. $1,706,607 


UBS3  AKD  FREMIUliS:  Fire  risks  inlforoe,  December  31, 
PSHJBSJSM;  pfWihsBS  thereon,  $1,807,676. 

BUSDnESS  SINCE  OBOANIZATION:  Frsmiums  reoeired, 
Ujaum^  losses  paid,  $963,159. 


BOITOB  OWNED. 

r.ef  NcvTofk.  ng..  1918.  3| 
F.erNevTofk.i«0..ia31.' 
r.  of  5ev  York.  reg..  1920.  ovo-. 


Par 
Vahtt. 

$75,000 

85.000 

100,000 


Market 

Value. 

$72,000 
77,360 
91,000 


BoRss  Owino.— (7ett(. 
Chicago  A  Northwestern  R.R.  Co.  gn.  m., 

19S,3J% 

Central  Pacific  R.R.  Co.,  1  r.  m.,  1949. 

4% 

Chicago,  Burlington  A  Quinsy  R.R.  Co., 

g.  m..  1958.  4% 

Louisrille  A  NaauTille  R.R.  Co.,  unified 

m.,  1940, 4% 


Fkr 

Value. 

Marks* 

VahM. 

$25,000 

$22,500 

25,000 

24,250 

25,000 

25.000 

25,000 

25.000 
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INTERNATIONAL  INSURANCE  COMPANY,  New  York— Continued. 


Bouse  OwKMD,—CmL 

niinois  Central  R.R.  Co.,  r.  m.,  1055, 4% . 
CSiicsgo,  Burlington  and  Qumey  R.R.  Co., 

lUinoM  Div.,  1949,  4%. 

Chicaso,  Burlington  A  Quincy  B.R.  Co., 

ool.  jomt,  1921. 4% 

Baltimore  k  Ohio  R.  R.  Co.,  prior  lien, 

en,,  1926,  3*% 

Baltimore  ft  Onio  R.R.  Co.,  prior  b, 

1025.  8J% 

Atohiflon,  Topeka  A  Santa  Fe  Trans- 
continental Short  line,  1  m.,  1058, 4%. 
8t  PauL  Minneapolis  ft  Manitoba  R.R. 

Co.,  Mont.  Eztn.,  1  m.  1037. 4% 

Baltimore  and  Ohio  R.R.  Co.,  pnor  b, 

1025. 3i 

Baltimore  and  Ohio  R.R.  Co..  1948, 4%. 

Central  Pacific  R.R.  Co..  1929,  8i% 

Sdoto  Valley  and  N.  E.  R.R.  Co.,  1969, 

4% 

Chicago  ft  East  lUmois.  1955, 4% 

Chicago  ft  N.  W.  R.R.  Co.,  1921, 5%. . . 
Lake  Shore  ft  Michigan  So.  R.R.  Co., 

1928,4% 

Chicago  ft  Alton  R.R.  Co.,  1916,  4)% . . . 

New  York  Central  eq.,  1919, 5 

Lake  Shore  ft  Miohiean  So.  R.R.  Co.,  n., 

Ptanqrlvania  R.R.  Co.,  n.,  1910, 5% 

Fenn^lTania  R.R.  Co.,  ev.,  1915,  3}% 
Fennqrhrania  R.R.  Co.,  eq.,  1914.  4% . . . 
Pennaylvuua R.R.  Co..  eq.,  1911.  i%... 

NewYorkCy.,1928,8J% 

New  Yoik  Cy.  exempt,  1954.  8i% 

Chicago  Ry..  1927. 5% 

Boflfato  ft  8.  W.  R.R.  Co..  1918, 5%.. . . . 

P«M5ificTeLftTeLCo..l987,6%. 

Union  Pacific  R.R.  Co.,  etr.,  1^,  4%. . . 
N.  v.,  N.  H.  ft  Hartford  R.R.  Co.,  er., 

1948,6% 

St.  Paul,  Minn,  ft  Manitoba  R.R.  Co., 

Mont.  Eztn..  1  gn.  m.,  1937, 4% 


Par 
Value. 

S25.000 

25,000 

25,000 

10,000 

20,000 

60,000 

9,000 

11.000 
25,060 
26,000 

25,000 
25,000 
25.000 

25.000 
25,000 
25.000 
25,000 
50.000 
50.000 
25.000 
50,000 
75,000 
50,000 
15,000 
15,000 
15.000 
15,000 

15,000 

4,000 


Market 

Value. 

$24,750 
25,260 
24,260 

9,800 
26.970 
47,000 

8.910 

10.230 
24.750 
22,250 

24,000 
21.500 
26,750 

24.000 
34,750 
26.600 
25,000 
50.000 
48,500 
24,500 
49,500 
70,500 
45,000 
15,150 
15,450 
15.000 
17.550 

20,100 

3.960 


BoNSB  OwMSD.— Cont. 

St  Fbul,  Minn,  ft  Manitoba  R.R.  Co., 

Mont  Eztn.,  1  gn.  m.,  1937, 4% 

St  Paul,  Minn.,  and  Manitoba  R.R.  Co., 

Mont  ExtiL,  1  m.,  m.,  1937, 4% 

H.  Y.  Telephone  Co.,gn.m.,s.f..l939,4i% 

Cy.  of  New  York,  reg.,  1910.  3%, 

Manhattan  Ry.  Co..  cs.,  1990.  4% 

Buffab,  Rochester  and  Pittoburg  R.R. 

Co.,  cs.  m..  1957, 4J% 

Cy.  of  New  York.  1910,  3% 

Q'.  of  New  York,  reg.,  1915,  3J% 

Cy.  of  New  York,  1914,  84% 

Qy.  of  New  York,  1916,  ^%. . . . 
Qk-  of  New  York,  rag.,  1917. 3}< 
Norfolk  ft  Western,  cv.,  1932,  4< 
Norfolk  ft  Western,  cv.,  1932.  4^. 
Debware  ft  Hudson,  a,  cv..  1916.  4%.. . 
Delaware  ft  Hudson,  r..  m.,  1943  4%. . . 
Debware  ft  Hudson,  r.,  m.,  1943,  4%. . . 
South  and  North  Alabama  R.R.  Co.,  cs. 

m.,  1936,5%. 

Minneapolis  ft  St  Louis,  cs.  m.,  1934, 5%. 
Interborough  Rarad  Transit  Co.,  Series 

A.,  m..  1952, 5% 

N.  Y.,  N.  H.  ft  H.  R.R.  Co.,  cs.  d.,  1948, 

6% 


Par 
Value. 


Market 

Vsloe. 


16,000        15,040 


6,000 

100,000 

100,000 

50,000 

50,000 
10,000 

5,000 
15/XX) 
10.000 
10,000 
10.000 

5.000 
15.000 
25,000 
26,000 

50,000 
5,000 

86,000 

10/)00 


5.040 

98,000 

100.000 

40.000 

65,000 
10.000 

4.900 
14.700 

9.70C 

9.70Q 
10.20Q 

5.I0Q 
15.45C 
25,000 
25.000 

55,00( 
5.35( 

26,00< 

13.40 


Totals  (book  value.  $1.657,944) 11.680.000   $1,65135< 


MISCELLANEOUS:  This  company  was  organised  March  6 
1900,  and  writes  fire  reinsurance  busmeas.  It  commenced  bueinesi 
with  a  paid  up  capital  of  $200,000  and  an  bitial  surplus  of  $50.00G 
During  1000,  the  stockholders  voluntarily  contributed  an  additbns 
surplus  of  $385,000. 

DIRECTORS:  F.  0.  Affeld.  Willbm  Sehall.  Jr.,  Edmuni 
Pftvenstedt  William  G.  Willcoz,  Rudolf  Keppler,  Hugo  C  Bucben 
berger,  Frans  F.  Mutsenbecher,  Max  Wesendonck,  William  Y 
Wemple,  Hermann  Mutsenbecher,  Ernst  Behre,  Paul  C.  Sdmitsle 
Sumner  Ballard. 


INTERNATIONAL  FIRE  INSURANCE  COMPANY,  Fort  Worth,  Tex. 

Picstdent,  W.  H.  Eddlemin;  Secretary,  W.  P.  CaseU.    Oiganized,  ItOD: 


Ybab 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1000 

$337,777 

$11,007 

$107,858 

$15,050 

*$134,472 

$19 

$16,434 

$16,503 

$1.8ji 

*  Includes  $125,000  surplus  paid  in. 

Assets,  December  81,  1909. 

Bonds  and  stocks  owned  (market  value) $259,662 

Cash  in  office  and  bank 69,856 

Agents'  balances,  not  over  3  months  due 5,150 

Interest  accrued 3,109 


Total  admitted  asaets $387,777 


LiABiLmxs,  Dbcbmber  81,  1909. 

Net  losses  unpaid 

Unearned  proniums 

Other  liab&itiea , 


$1,8^ 

11,0C 

8^ 


Tot^  liabilities,  exc^t  capital  and  surplus . 

ital  paid  up 

^us  over  all  liabilities. 

Total  liabilities,  capital  and  surplus. 


$13,71 
216,7C 
107, 3i 


$837,71 


RISKS  AND  PREMIUMS:    Fire  risks  in  force  December  31, 
$1,458,432;  premiums  thereon,  $21,365. 

BONDS  AND  STOCKS  OWNED:  Par  Book 

Bonds.  Value.  Value. 

U.  S.  Qovemment,  3% 

Cy.  of  Ft.  Worth,  sr.  eit.,  1914,  41%. . . 
Abflene  Lt  A  Wat  Co..  191^16,  6%. . 

Pvker  Co..  sc,  1920, 5% 

Smith  Co.  courthouse,  1950,  4% 


$50,000 

$51,750 

150,000 

150.000 

23,000 

24,340 

3.300 

3.300 

1.000 

1.000 

Bonds  and  Stocks  Owned.— Conf.  Par  Boo] 

Stockb.  Value.  Vain 

West  Nat  Bk„  Ft.  Worth $18,600  S27,a 

Byars  State  Bk 1,600  2,2! 


Totals $228,300        »230.3 

TERRITORY  COVERED:    The  company  operates  in  Ar{ 
Cal.,  Ida.,  111.,  Ky.,  La..  Okla..  Fk,  Tenn.,  Tez.  and  Utah. 


IOWA  MANUFACTURERS    INSURANCE  COMPANY,  Waterloo,  Iowa. 

President  W.  W.  Marsh;  Secretary,  Hermann  MUlcr.    Organized,  1905. 


Yeas 

AsseU 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurrei 

1909 

$177,041 
55,916 
52,971 
42,525 

$60,818 
24,802 
22,129 
12,885 

$14,097 

•5,360 

4,048 

8,783 

$59,807 
50,430 
47,374 
82,380 

t$103,218 

51,966 

48,990 

t48,265 

$22,207 

16,067 

18,284 

6.885 

$35,985 
32,835 
25.580 
19,080 

$58,192 
48,402 
88,814 
25,465 

S23,0 
16  Q 

190S 

1907 

15,6 

1906 

t  Includes  $10,000  surplus  paid  in.    t  Includes  $40,000  invmium  on  new  stodu 


REPORTS  OP  FIRE  INSURANCE  COUPANIES. 


IOWA  MANUFACTUBERS  INSURANCE  COMPANY,  WUerloo,  U.—ConUnutd. 

Asscn,  DwcMMMEt  tl,  IMt. 

UarlDfc  loBB  on  real  cOate tM,TO0 

CislTm  office  mul  buk 7S,4M 

Afatf  baluto,  not  onr  Smontla  due. 7,314 


Tool  ufanUMl  u 


ToUl  UnblUtla,  atilMl 


BISKS  AND  FBmiOIlS:  Fin  nki  b  tont.  DHmibar  31, 
tUriXB:  moiim  (bum,  tlOB,7Bt. 

BDSINESS  SINCE  O&OANIZATION:  PiBtiiui»  iwind. 
muat:  kmatmid.tST»U. 

WORTGAGE  LOANS:  Thai  m  It  mortc^  lowu  Mpv- 
'i(  01,700,  pnWeM  b]' Ion  [ua  L 


«a(m,7D0,pnH 
VLOU  g(  tn  in, 


Dwmbo  il,  lut.    Tbe  nmiw 


k    Cuital  iiiir 


0.  Tbsa.  B.  Ouso, 

^- «^ Frt  i^tonon,  Wbl  LoBdn,  Gcone  £,  Lkh^, 

Robut  e.  &Hibir,  Tbot.  iTliiiDbi.r.  I.  Powkr,  Fiul  Aibno, 
A  H.  Holt,  Sobut  FUiMr,  C.  wTlCgllui.  C.  L.  Ktoplax,  F.  J. 
EiixMj,  Barr  W^  J.  E.  Sgdniok,  ^tmem  Johum,  H.  V. 
UjHi,  U.  Noitbtr,  Bmuu  Wla. 
FIELD  HEH  AND  TERHITORY  COVERED;    B.  T.  Njnt, 

=-lacnitl6rlLudIII.;  J.(lBMKh,nM»ltc«t[«  W.  Ii.; 

u . ■_! .__  » ._     11,  oompoiij  opBmlM 


r:c.etuvt,i]ii 

alLUdm. 


JEFFERSON  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa.S 

Praidat  S.  E.  HdKUdui;  VJce-Pmidmt  S.  lAunou  Bodiu;  Scctciut  ud  Tnuunr,  C.  B.  Jtaamtr,  B 


wriiH,  a  H. 

Riminatad. 

OnulB^ 

,  13A1. 

IMI 

Aani 

Prcmtumi 

Sui^ 

PrenAuo. 

J^ 

Piid 

DFi- 
klmdi 

P^ 

TobJE,- 
pskdiCuia 

£sa 

is 

im 

£M.tM4 

*M707l 

■la 

»17fl,7M 
IIS,  38* 

Hi 

i,iis|8s; 

■«ffi 

7G,II71 

tl*5!g 

11 

*MoS 

1310,838 
440,302 

3S.DU 

tBSB.eit 
I.IEB.SS? 

tH0.42g 

1 

Atant,  Dtaaawt  81,  IMS. 


Rol  oaic  owned  (book  nlue,  U8,«n... 

MofUice  loota  on  R*l  aiue 

Boub  a>d  ttoAs  omcd  Ooukct  Tilae). . . 
Cokfak  fi<*"*  ud  bank--- ...,,...,-'.,. 


Too)  MbBittedu 


Luiiunu,  DuZKBUi  SI,  IMt. 

unpaid  (iacluding  |3,728  roiilcd) 1117.800 

Titiniumi  (ciixpt  popeniili^ 100,081 


ToUl  liabUitics,  actpt  ofittl  ud  urphu..      1701,404 

ipitil  paid  up IEO,DOO 

irplui  onr  aU  liabCilin 170.720 

Tola]  liabDlticB,  capital  ud  mrptiH. 11,118.114 


RSKS  AND  PHEnnMS:  Fin  rtob  hi  form 


aitjStS; 


'^sssr' 


£r   Ml,  tl,SRa.BKI:'    depoilt    pRmlum 


B£AL  ESTATE  OWNED:    Ha  oaJ>  Itaa  <■  a  4«lc«T  brio 
tfs  biAUu  at  439^Walniit  it.  FUla.  (book  Tilue,  K8.4IM 


HOKTOAOE  LOANS:  Then  an  I  loao^  I 
^wirHi.  mo  tl  tSJXn  and  ooi  rf  tl.«». 
BONDS  AND  STOCKS  OWNED: 


^uoB.  iT^  i(3<L4% loxno 

Cd  OiMBt*  Sehadnk  No  U,On..  U.DDO 

N.T.C>7UH.H% KM) 

s .  y.  a&.  h«hJ8;4% bb,ooo 

X-UTfa,  ttU;  5« 8.000 

^S^M^;:::::::::  iiS! 

FatedTOn.  At  do*.  UH.  i% svno 


i.,  iSm','4%'.!! 


.^^Lji.  ivg-  vo.  r.,  au.f  ivwi,  ^^ 

HdltmonftO.  R.  B..  1043,  4% 

1!  iJLCor  *  AroOftooka.  W., «].,  1811.  S% 
Kulfiilo  ASia.  Ry.eanr.,vr.D.ISlM£-l) 
i.-.>nn.R..iLLfe,  Utm..  1*51,  41%.. 
Iitl«r,/T(,  Co.,  Oil  Cy.,  Pa..  1915,  i%. 


Ind  Tc.  A  Tm..  Irt  D.,  1033,5% 

lad.,  Col.  A  E.  To.  Co.,  102)1.  5% 

Inn  HU.  B.  R.,  c*i  (r.,  1014. 5% 

Kaoiaa  Cy.  So.  H.  W.,  iq..  IBI2,  4*%. , . 
Leb,  CW4  Nar.  Co.,|n.m..l034.  lt% . . 
Leblgh  Vil.  R.  R..  Irt  m.,  1040,  41%. . . 
Lehlxb  VaL  R.  R.,  coL  tr..  1013. *%.... 
Leblgh  Val.  R.  R  eq.,  IBIO-H  41%. , . . 
UbTVal.,  a  R.  gq.,  ler,  J,  1SI7.  4i%. . 

Lebl«hVallirTnnall,  1039. 11% 

Market  St.  EL  ?w  Ily.,In  m.FbUB.105S. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


JEFFERSON  FIRE  INSURANCE  COMPANY,  Philadelphia,  V^L.-^CanUnmO. 


Bonds  and  Stocu  Ownnd.— Coni. 
Bonds.— Ctfnf. 

Hutaal  Tm.  Go.,  Buffalo,  N.  Y.,  1  m.  f. 

fcf.,1924,4%. 

Nor.  4  W.  R.  W..  eq.  tr..  1912,  4% 

New  York  Central  Lmea,  eq..  1918,  6%. 
Norfolk  k  Western  Rv.,  Dmsiooal,  1  In. 

aod  gn.  m.,  1944, 4%. 

No.  FSc  R.  R.,  prior  In.,  1997. 4% 

Fk  R  R.,  eol.  tr..  1913, 4i% 

P*.  Co..  1921.  4*%.. 

Phifau,  Balto.  k  Wash.  RR,  serial  g. 

loan,  1916,  4%, 

Reading  Go.  k  Fhila.  k  Reading  Coal  k 

Iron  Co..  (tn.  m..  1997.  4% 

Reading  Co.  Jermqr  Central  RR.1961.4% 

8o.Ind.RR,  lstni.,1951,4% 

8t  L.  Tran.  Co.,  Imp.,  1924,  8% 

So.  Ry.  Co.  g.  n.,  1910.  6% 

United  Rys.  Go.  of  St.  L.lst  m..l984, 4% 
United  Rys.  of  San  Francvoo,  19M,  4% 
United  States  Steel  Corp'n,  1963,  6%. . 
W  Jersey  k  Seash.  RRoLm..  1936,  4%. 

Bnff.,  N.  Y.,  Gas  Co.,  1947.  8% 

Kan.  Qy.  Gas  Co.,  1922.5% 

Leh.  k  Wllkesbarre  Coal  Oo.s.f.,1912, 5% 
Penn  Uar^  Coal  Co..  1  s.  f..  1930. 6%... 

Fbtomae  £1.  Fow.  Co.,  1936. 5% 

RaUway  Steel  Springs  Co.,  1921, 5%. . . . 

So.  Bend  k  Hish.  Gas.  1926, 5% 

Westchester,  N.Y.,Lts.  Gob.  1960, 6%. . . 

Stocks. 

Franklin  Nat  Bk 

Com  Ex.  Nat  Bk..  Philadelphia 

Western  Sprinkleied  Risk  Assn 

Underwritets'  Salyage  Co.,  Chi.,  lU 


Fte 

Xarksft 

Value. 

ValM. 

$10,000 

$9,500 

10,000 

9,000 

10,000 

10,837 

30,000 

27.826 

10,000 

10.260 

10,000 

10,075 

20.000 

20,325 

10,000 

9,875 

20.000 

19,900 

20.000 

19,300 

15.000 

10,800 

5,000 

4,350 

2o»225 

20.000 

5.000 

4,200 

1.000 

740 

20,000 

21,060 

10,000 

10,050 

5.000 

8,225 

5.000 

5,000 

10.000 

10.100 

15.000 

15,000 

10,000 

104250 

10.000 

0,850 

5,000 

4,900 

5.000 

5,067 

5,000 

18,512 

5.000 

12,300 

500 

500 

500 

500 

Totals  (book  value.  $873,118) $871,000      $874,592 


igSCELLANEOUS:  Capital  Inoreaaed  in  1906  from  $100.11 
to  $200,000.  Sorolui  faicreased  by  eash  payment  of  $75.0001 
Juuaiy.  1906.  Capital  increased  in  1906  fiom  $200,000  to^ 
^^  ^AJ^^^  *^ded  to  surplus.  Oonflagration  kMses,  Bd 
a<»«J^904.  $16,672:  Sss  FraDdseo,  1906rS.4Sl,  Cbelsn,  1« 
$51,299.    Values  of  speeial  deposits,  Ga.,  $0,826;  Vs.,  $13.07^ 

DIRECTORS:  E.  T.  Stotesbmy,  a  B.  NewboM,  Geo.  1 
Fadden,  S.  L.  Bodine.  Geo.  Q.  Horwitx,  S.  E.  Hutchuuon.  G 
H.  Frailer,  E.  F.  Rivinus,  S.  P.  Hutchinson. 

nELD  MEN  AND  TERRITORY  COVERED:  Cnnn  k  For« 
N.  iL.  general  agents  for  Metropolitan  and  Suburban  districts, 
Y.  Montgomery  k  Funkhouser,  Chicago,  111.,  general  agents 
Mo.,  lU.,  Ind.,  la..  S.  D.  and  Neb.  Associated  Underwriters,  Iz 
San  Frudsco,  Gal.,  general  agents  for  CaL,  Wash.,  Ida.,  Mont,  a 
Aru.  W.  J.  Clemens,  PorUand.  Ore.,  nennal  agent  for  O 
Ferris^nawaT-Selbach  Agency.  Denver,  Cok>.  nneral  agents  I 
Colo,  and  Utah.  A.  G.  Hancock,  Baltimore,  Md.  general  tm 
forW.Va..Md.,Del.,Va.andD.C.  Merrill  A  Braniff.  OkU.  C 
OUa.  general  agents  for  Okla.  H.  C  Chase,  Lock  Haren,  P 
special  agent  for  Pa.  W.  A.  Eunkle.  speeml  aoent  for  Nfl 
E.  E.  Eaton,  special  agent  for  New  England;  W.  C.  Gib« 
special  agent  for  N.  J.  The  company  operates  m  all  States  a 
Territories  of  the  United  States,  excepting  Ala,  Alas.,  Ark..  F1 
Ga.,  Kan^  Me.,  Miss..  Nev.,  N.  H.,  N.  M.,  N.  C,  N.  D.,  S.  C.  Ten 
Tex.,  Vt.  and  Wyo. 


THE  KANAWHA  INSURANCE  COMPANY  OF  AMERICA,  Maywood,  W.  Vs 

President,  R.  F.  Munro;  Secretary.  Justus  £.  Ralph.    Organized,  1895. 


Ykar 

Assets 

Unearned 

PrMTihimf 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$347,110 
321,124 
293,685 
280,112 
257,174 

$21,137 
17,176 
14,061 
21.189 
22,470 

$225,673 
203,648 
229,224 
208,140 
184,804 

$32,119 
25,680 
11,887 
24,487 
29.136 

$44,989 
37.849 
22,953 
34,268 
37.968 

$17,706 

8,724 

7,980 

10,456 

8,847 

**$5d,400 

$1,297 

1,185 

1,154 

969 

1,042 

$19,00S 
60.309 

li;425 
4,889 

$17.7« 
8,75 
7.9£ 

1906 

10.42 

1905 

3.84 

ASSETS  DECEMBER  31,  1900:  .Real  estate  owned  (book 
Talue.  $1,300;  bonds  and  stocks  owned  (book  Talue),  $253,699: 
sash  In  office  and  bank.  $90,154;  Interest,  $1,957;  total  admitted 


assets.  $347,110  Liabilities:  Unearned  premiums,  $21,137;  capit 
paid  up,  $100,300;  surpiuji  over  UaUllties.  $225,673. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$1,994,207;  premiums  thereon,  $42,274. 

BUSINESS  SINCE  ORGANIZATION:  Ptomiums  received, 
$303,973;  losses  pakl.  $96,780;  dividends  declared,  cash,  $50,400. 

REAL  ESTATE  OWNED:  Consists  of  office  building  and  k)t 
at  Maywood,  W.  Va.,  carried  at  book  value,  $1,105.  and  a  parcel 
of  land  9|  acres  situate  hi  Fayette  Co.,  W.  Vs.,  book  value,  $195. 


MISCIELLANEOUS:   Capitel  increased  in  1906,  from  $50.4( 
to  $100,300. 

DIRECTORS:  (korse  A.  Morrison,  J.  Rogen  MsxweO 
Munro.  Justus  E.  Ralph,  Alphonse  FimnoonL 

FIELD  MEN  AND  TERRITORY  COVERED:   Guy  S. 
Tourstte,  maaacer,  Maywood,  Fayette  Go.,  W.  Va. 


R.  ] 


LAFAYETTE  FIRE  INSURANCE  COMPANY,  New  Orleans,  La. 

President,  John  X.  Wegmann;  Secretary,  Joseph  Schwartz.    Organized,  1869. 


YXAS 

Assets 

Unearned 

Na 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

$449,045 

$50,631 

$237,308 

$60,019 

$80,874 

•J*'Ii* 

$17,791 

$22,769 

$66,274 

$27,61 

1908 

432,163 

48.016 

225.049 

56.905 

73,480 

32,804 

15,582 

20,191 

68.077 

82,9C 

1907 

426,072 

46,958 

220,032 

61,987 

74,701 

14,095 

**'5S 

18,936 

47.851 

14,09 

1906 

404,072 

37,012 

209,157 

47,417 

57,920 

16,331 

14,992 

17,196 

48.519 

16,63 

1905 

400,708 

36,132 

206,681 

50,181 

57,685 

26,788 

22,190 

16.591 

65,569 

26,78 

Assets,  Decembzk  31, 1909. 

Real  estate  owned  (book  value,  $6.500) , 

liartsage  loans  on  real  estate 

Bonos  owned  (market  value) 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due. .... 


$5,000 

66,350 

366,050 

3,630 

8,015 


Total  admitted  assets $449,045 


LxABiunzs,  DzcKMBES  81, 1909. 

Net  losses  unpaid. 

Unearned  premiums 

Unpaid  dividends. 


$1.80 

50,63 

9,90 


Total  liabilities,  except  capital  and  surplus. 

Capital  paid  up 

Surplus  over  all  liabilities 


$61,73 
150,00 
237,30 


Total  liabilities,  capital  and  surplus. $449.04 


SEPOSTS  OF  FIRB  INSURANCE  COMPANIES. 


Ill 


LAFAYETTE  FIRE  INSURANCE  COMPANY,  New  Orleans,  htL.-^otU$nmd. 


BI3KB  Ain)  FREMIUlfS:    Flm  riria  k  Igm,  DMsmbor  81, 
r,«Mtf:  iMBUim  tbenoo.  Ilitt^OlS. 

BUSINEaS  8INCB  ORGANIZATION:    PNniiaM  fMttv«d. 
pftid.  S733,M7;    drndends  dedand,  «Mb, 
$103,500. 

SEAL  EBTATB  OWNED:    Ctouihei  of  btiDdtog  ittwtod  2iaS 


wottt  at  kait  dovUe  the  amount  kMaed  thereoo. 


ia}Rr6AGE  LOANS:    Tlwre  are  loaaa  attresaiinc  IM«350. 
by  fint  Bort^ica  on  impnrred  raaTeatate  b  New  Oi^ 

ICarint 

ValM. 

110.000 
7,500 
34,500 
50,000 
70,000 
10,800 
20,000 


BONDS  OWNED 

2La4pv«Bft.$4O,00O 

X  0.7  per  enit»  06,000 

IL  0.  Pablie  iBpnyrement,  tSIMlOO. 

!7.0.Piauaai.  090,000 

4  per  ecnt,  170,000. 

010,000 

Lrree  5  per  eeak,  120^000. . . 


BONDt    OWMBD.— CflM. 


Caddo  Leyae  5  per  wot  tSMWO. 

Lafourahe  Lerea,  140,000 

Fbatchartrain  Leyee  "C  $15,000 

PoDtofaartiaiB  Leyae  "D"  $40,000 

R.  R..  Atdiafalaja  and  B.  B.  LeyM  $10,000. 


Market 

Value. 

$26,250 
48,200 
15,000 
48.000 
10,800 


Total $300,000 


Capital  hai  been  faienaaed  from  $40,500 
of  iloek  dhrldeDdiw   Cotopaay 


mSCELLANEOUa- 
to  $150,000  by  maaM 
only  in  La. 

DIRECTORS:  Joaeph  BanmaiiD,  E.  H.  Ghadwiek,  Haniy  P. 
Daii.  H.  Doanenfekv.  Adam  Gambfll,  John  0.  Herberth.  Walter 
H.  Hoffmann.  T.  J.  Kohl,  Dr.  8.  R  Oliphant.  A.  Re^,  Louk 
Schuler,  A.  Norton  Skardoo,  R  Thuem.  Joaeph  Traochma,  John 
X.  Wesmann,  Samuel  Wiaoo,  Jacob  Young,  John  W.  Joachim, 
Chriitian  MiUer. 


LIVERPOOL  &  LONDON  &  GLOBE  INSURANCE  COMPANY  OF  NEW  YORK, 

New  York,  N.  Y. 

Pre^dent,  H.  W.  Eatoo;  Seoetary.  6.  W.  Hoyt    Orsaniaed,  1807. 


Year 

j^gggf^       UneaiDcd 

Net 

Net 

Total 

Lossea 

Div- 

Ex. 

Total  Ex> 

Loaaea 

Sorphu 

Inooma 

Paid 

idenda 

penaea 

penditurea 

Incurred 

1109 

$862,904 

$247,810 

$843,018 

$228,002 

$352,860 

$108,820 

$10,000 

$66,886 

$180,706 

$108,005 

1108 

702.034 

200,406 

307.700 

217.058 

246,768 

180,041 

10.000 

55,722 

106,668 

118,867 

IfOi 

063,804 

187,048 

211,483 

208,580 

230,020 

106,518 

0,067 

52,507 

160,007 

115,686 

1106 

071.071 

178,206 

245.000 

200,882 

225,876 

78,507 

10,018 

5i»?i 

140,101 

76,510 

ins 

007.080 

141,684 

207.386 

146,048 

166,708 

80,864 

10,000 

88,842 

188,206 

08,544 

Assets,  Dfcmnnta  81, 1000. 

loasa  CD  real  estate 

atocks  ovned  (market  vahie) , 

Cash  IB  office  and  bank , 

baliiiirra,  not  over  8  nMnitfaa  due.. ... 


$50,000 

608,000 

116,281 

78»825 

4,008 


Total  afdmittcd  aaaets. 


$852,064 


RISES  AND  FREMIUMO:  Fin  rieka  m  force,  December  81, 
31.$S8J72.432;  praniuma  thenon,  $445340. 

BUSINESS  SINCE  ORGANIZATION:  Premmma  received, 
11,88^31;  loaaea  paid,  $004,568;  dhridenda  declared,  caah,  $70,- 
QQO. 

HOBTGAOE  LOANS:    A  ban  o(  $50,000  la  weuied  by  24 
il^  N.  Y.,  valued  at  $76X100. 


BONDS  AND  STOCKS  OWNED: 
Bonus. 


Ga.8tatc  1030184%.. 

I.Y.Cy.,l«22,34%.. 

ir.Y.  State,  1057. 3%. 

C  a  TtQ/BL  iU  ioiot,  1021,  4% . 

Sar.  *  IT  B.  B..  let  en,  m,  10M» 

Sou  Kj.,  lat  ea.  Du  1004. 


4% 


AO.R.R.,p. 

Ol,  Mfl.  A  8L  Paul  R.  R..  p.  86%  pahl. . 
GL  C  a  4  SL  Louli  R.  IL,  p 


Far 
Value. 

$10,000 
105,000 
50.000 
15,000 
25,000 
50,000 

20,000 
40,000 
40.000 


ICarket 

Value. 

$0,000 
185.250 
51.500 
14.550 
24,500 
56,000 

18.400 
68,800 
42300 


LiABiunES,  DxcxKBix  81, 1000. 

Net  loaaea  unpaid  (none  reaiatcd) 

Unearned  premiuma 

Other  liabiUtica 


Total  liabflitles,  except  capital  and  tnrplua. 


Capital  paid  up 

Sorplua  over  aU  liabilities. 


$20,801 

247,810 

40.850 

$800,051 
200,000 
848.018 


Total  liabiUtica,  capital  and  lorplus. $852,064 


Boma  AMD  Siocn  Owmn.— <7on(. 
Stocu.— Coal. 

m.  Oeatial  R.  R.  Oeaaed  line)  gr 

Norfolk  ft  W.  R.  R..  p 

UnioB  Fae.  R.  R..  p 

So.Ry.,p 


Far 
Value. 

$30,000 
50,000 
20.000 
50.000 


Market 

Value. 

$20,400 
44,500 
20300 
87300 


Totals  (book  value,  $623.042) $505.000      $603,000 

MISCELLANEOUS:  This  oompanv  ii  eontrolled  by  Intereafei 
Identified  with  the  Liverpool  and  Lc»aon  and  Globe  of  liverpooL 
Value  ol  apeoial  deposit  in  Ga.,  $0,000. 

DIRECTORS:  Henry  W.  Eaton,  Chas.  H.  Manhall,  J.  A« 
Stewart,  Walter  G.  Hubbard,  T.M.  Brown,  Edmund  D.  Randolph, 
A.  G.Dent 

FIELD  MEN  AND  TERRITORY  COVERED:    W.S.Warren, 

Sneral  acent,  ChL,  III.;  darenee  F.  Low,  Boneral  annt  at  New 
Jeana.  La.  The  company  operates  hi  Ala.,  Cob.,  Fla.,  Ga.,  DL; 
la..  Kan..  La..  Mieh.rMlnn.,  Min..  Mo..  Mont..  NeU  N.  M^ 
N.  v..  N.  D..  Fa..  S.  D.,  Tex.,  Utah,  Wis.  and  Wyo. 


LOUISVILLE  INSURANCE  COMPANY,  LouisviUe,  Ky.  § 

Frcaident.  John  H.  Leathers;  Secretary,  S.  M.  Huston.    Organised,  1872. 


YlAS 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ez- 

Total  Ez- 

Losses 

Surplus 

Income 

Paid 

idends 

penaes 

penditurea 

Incurred 

1001 

0256,408 

$04,007 

$40,613 

*$105,187 

$204,857 

•$137,719 

$8,264 

$00,860 

$206,348 

$138,675 

1MB 

25S,»0 

02.708 

*2.2K 

183,876 

105,603 

158,512 

7,684 

53,468 

214,664 

147.172 

1207 

300;780 

7O,W0 

51,808 

143,088 

154,874 

00,400 

8,160 

43,886 

142,306 

05,764 

1006 

STtim 

78,370 

61,600 

144.876 

155.858 

100,066 

7,768 

43,068 

160,802 

114,407 

100$ 

080,100 

08,008 

56310 

174,830 

184.500 

07,218 

7.052 

54.652<       150317 

08.003 

•Inciades  $15,221  marine  pregiinma  and  $10,580  marine  I 


I  Tranaacta  both  fire  ard  marine  inaurance. 
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LOUISVILLE  INSURANCE  COMPANY,  LouisviUe,  Ky.— C<m<fim«/. 


Assets,  Dxcembxr  81,  1909. 

Real  estate  owned  (book  value) $6,816 

Morteace  loons  on  real  estate 4,269 

Bonds  owned  (market  value) 176,668 

Collateral  loans 8,197 

Cash  in  office  and  bank 31,395 

Agents'  balances,  not  over  8  months  due. 28,964 

Interest  and  rents  accrued 796 


Total  admitted  assets $266,483 


LlABILmSS,  DXCKMBER  81, 1909. 

Net  losses  unpaid $20,621 

Unearned  premiums 94,997 

Other  liabilities 362 


Total  liabilitiefl,  except  capital  and  surplus. .  $115,870 

CUtpital  paid  up 100,000 

Surplus  over  all  UabUities. 40,613 

Total  liabilities,  capital  and  surplus. $266,483 


RISKS  AND  PREMIUMS:  Fire  rkks  m  force,  December  31, 
$17,067,982;  premiums  thereon,  $176,974. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$3323.849;  losses  paid,  $2,676,843;  dividends  declared,  cash. 
$446,000. 

REAL  ESTATE  OWNED:    Comprises  one  brick  dwelling  house 
and  two  vacant  tots  allin  the  dtv  of  Louisville,  and  carried  at 
bookvslue.    Market  value,  $6,960. 

MORTGAGE  LOANS:  There  are  6  teans  on  tanprov«d  real 
estate  fai  Loutsvllle  and  suburbs.  sffiregatinE  $4,^9.  There 
was  $81  of  biterest  past  due  on  December  31  last  Company 
hokls  $8,900  of  insuranss  on  the  buiUlngi. 

COLLATERAL  LOANS  are  as  follows: 
Securities. 


Fifth  Ave.  Hotel,  160  shares  st 

Louisville  Home  Telephone  (^.,  3  bs 

Louisvills  Natl.  Banking  Co.,  6  shares  stk. 

LouinriUe  Home  Tel.  Co.,  4  bs 

Louisville  Home  TeL  Co,  2  bs 


Ma^t 

Value. 

$12,000 

887 

735 

3.000 

760 


Amount 
Loaned. 

$3,997 

240 

600 

8.360 


Totals.. 


$17,372 


$8,197 


•BONDS  OWNED. 


&>.  R.R.  (3o.,bs. 

OntralCity  Water  Co., 


Par 
Value. 

$36,000 
9,000 


Market 
Value. 

$39,026 
9.000 


BoaDS  OwnD.—C^iiL 

C.  A  0.  R.R.  Co. 

So.'Ry.  St  L  Div 

United  Ry.  of  St  L 

Birmingham  Ry.  lid&t  k  Power  Co 

L  &  N.  R.R.  Shortline  Div 

LouiBviUe  Home  Td.  Co 

Louisville  Home  TeL  (}o 

Japanese  Government 

International  Tractbn  Co. 

St  Louis,  Iron  Mtn.  &So.,  R.  ft  G.  Dhr.. 
Louisville  National  Bank 


VahN. 

$2,000 
37,000 

4.000 

22,000 

10,000 

6.000 

500 

6.000 
29,000 
15.000 
10.000 


Madceft 

Value. 

$2,060 
32.190 

3.280 
20.020 
10.600 

4,600 
375 

4.700 
19,720 
16388 
14.708 


Totals $174,600      $176,658 

MISCELLANEOUS:  Company  transaets  surplus  bustneasa 
through  Mather  k  Co..  Phfla.,  and  Whilden  ft  Haaeook,  N.  Y., 
Conflagration  losses:  Baltimore,  1904.  $29,559;  San  Fiandsoo. 
19067^,000. 

DIRECTOBS:  C.  P.  Moorman,  CSias.  T.  Dearing.  W.  H.  Nethecw 
land,  John  H.  Leathers,  Geo.  A.  Newnoan,  David  Baiid,  Jno.  A. 
Armstrong. 

TERRITORY  (X)VEREI>:  The  company  operates  fai  m..  Ky . 
Mich..  Tenn.  and  Wis. 


LOUISIANA  FIRE  INSURANCE  COMPANY,  Baton  Rouge,  La. 

President,  O.  B.  Steele;  Secretary,  R.  N.  Ross.    Organixed,  1891. 


Ykas 

Assets 

Unearned 
Premiums 

Net 

Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 

Ex- 

Total  Ex- 
penditures 

Losses 
Inclined 

1909 

$67,216 
66.816 
64,989 
66,904 
67.767 

$40,170 
38.641 
37,949 

-4,191 

$7,068 
7,728 
11,661 
10,404 
10.412 

$3,263 
3,686 
7368 
2,994 
1.704 

$4,064 
8,686 
3,669 
4,074 
3.044 

$7,327 
7.871 

12,678 
8.924 
7.606 

1908 

""'$l,66i 
1,866 
2.867 

1907 
1906 
1906 

6.776 

$4,142 
4,802 
4,802 

$1,501 
2.33« 
2,857 

— 'Impairment 

ASSETS.  DECEMBER  31.  1909:  Mortage  loans  on  real 
estate,  $21,890;  Baton  Rouge,  hnp.  bs..  $10,000;  Hotel  Co.  Istrau- 
ma,  $1,000:  loans  on  Baton  Rouge  bank  stks.,  (market  value 
$23,170),$16,991;  cash  In  offioe  andbank,  $6,230.  agents'  balanoes. 


not  over  3  months  due,  $2J87;  other  sssets,  $112;  total  Ad- 
mitted asseto,  $57,216.  Uabillti«:  $6:  capital  stock,  $17,040; 
surplus,  $40,170. 


BUSINESS  SINCE  OROANIZATION:  Premiums  received, 
$86,418;  kMses  paid,  $31,345;  dividends  declared,  cash.  $22,162; 
credit  on  stoek  notes,  $46,610. 

MORTGAGE  LOANS:  These  aggregate  $21390.  and  are 
fvoteeted  by  Baton  Rouge,  real  estate  valued  at  more  than  double 
<he  amount  loaned. 

MISCELLANEOUS:  The  company  made  a  reinsurance  treaty 
In  1907  with  a  Urge  American  stock  fire  insurance  company 


by  which  all  the  Louisiana's  liability  was  eUminated  end  it 
talned  its  identity,  continuing  business  as  heretofore  but  with- 
out any  liability.    Company  opentes  only  in  Louisiana. 

DIRECTORS:  J.  D.  Fisher,  0.  B.  Steele.  C.  a  Bird,  Joseph 
Qebelin,  S.  L  Reymond,  T.  Jones  Cross,  W.  P.  Oonnell,  J.  Fisn- 
bacher,  T.  SamboU  Jones,  W.  B.  Burke.  A.  Doherty.  Jr.,  RobeK 
L.  Goyer,  T.  J.  Keman,  Kmg  H.  Knox,  R.  J.  Hummo. 


LUMBER  INSURANCE  COMPANY,  New  York,  N.  Y. 

PresUent.  G.  A.  Mitchell;  Secretary,  R.  H.  McKdvey.    Organized,  1904. 


Ykab 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Incurred 

1900 
1908 
1907 
1906 
1906 

$637,606 
492,260 
493,668 
461.946 
403.792 

$190,689 

167,116 

166,580 

180,798 

86.720 

$109,618 

92,748 

111,085 

104,861 

111.890 

$300,681 
270,361 
276,263 
196,003 
121.296 

$318,416 
288.021 
289.513 
212,227 
138.678 

$176,947 

187,246 

116,229 

76,969 

60.172 

$20,000 
20,000 
20.000 
30,000 

$98,931 
90.466 
83,194 
66,343 
46.066 

$296,878 

297.700 

218,428 

162,202 

96.237 

$167,885 

199.307 

106,606 

82,674 

46.062 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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Total  admitted  aasels. 


LUMBER  INSURANCE  COMPANY,  New  York,  N.  Y .^Continued. 

LuBiunxs,  DacxMBn  81, 1909. 

Net  losses  unpaid  (none  resisted) |14,4M 

Uoeamed  prcmtuiBs 190,689 

Other  liabilities 22.802 

Total  Uabflitics.  except  capital  and  siupliu . .  1227,887 

Capital  paid  up 200,000 

Surplus  over  aU  liabilities. 100,818 

Total  liabUitics,  capital  and  surplus. 8587.606 


81.1909. 

Beads  owned  (bock  value) 8420,298 

Ci^  in  office  and  bank 41.166 

Agcnisf  babnces^  not  over  3  znontfas  due 71,304 

4,748 


8687,606 


BISKS  kKD  FREIOUIIS:  Ffare  risks  in  foree.  December  81, 
8I1478J87V;  pRminnis  thereon,  8875.293. 

BUSINESS  SINCE  ORGANIZATION:  Ptemiums  reoetved, 
IL2I9,479;  lows  paid.  8623381;   dividends  declared,  cash.  890,- 

Fta  Maricet 

BONDS  OWNED:  Value.         Vahie. 

Fkoviaee  of  Ontario,  1936.  34% 8107,000  8102,720 

SrvToricGty.  1920-64,31% 200,000  181,500 

Ke«  Toik  CItj.  1955. 4% 25.000  25.000 

Portland  Ore.,  CUy  Improvement,  1914, 

f% 50.000  54,000 

SmaBahSnking  Fund,  1950,41% 10,000  10.800 

>lSBa  Lockport  A  Ontario  Power  Go., 

1954,6% 25,000  22,500 

Toidb  (book  value.  8420,298) 8417.000      8390,520 

lOSCELLANEOnS:  The  parties  to  control  of  this  eompsny 
SR  also  faikiMtui  in  the  Adinmdaek  Fire  and  the  Toledo  Fire  and 
Marine  Lisunnee  Compaaftes.  The  Lumber  tonther  with  the 
idhcndsck  Five,  guarantees  the  poUoles  of  the  Hudson  Under* 
viiteis.  Yafass  of  spedal  deposits:  Oso^  8106.407;  Ga..  810.- 
OO;  Ore^|2S.25a 

DDIECTOBS:  R.  E.  Albrldit,  B.  W.  Arnold,  8.  H.  aement, 
WQiMn  H.  Gratwiek,  WBHsm  Hamlfai,  Ellas  M .  Johnson.  John  D. 


Laridn,  Fkederiek  W.  Mattocks.  John  Jay  McEehrey.  R.  H. 
HcKelvey.  Guy  H.  Moulthrop.  George  A.  Mitcbell.  Jobs  Mitdiell; 
Robert  W.  Fbmeroy.  C.  L  Ring.  Dwlght  J.  Turner.  Guy  White. 

FIELD  MEN  AND  TERRITORY  COVERED:  F.  J.  CauIUns; 
Boston.  Mass..  geDeral  agent  for  Mass.;  John  MoKelvey.  Sandusky. 
0.,  general  agent  for  0.:  D.  A.  Fisher.  Memphis.  Tenn..  general 
agent  for  Tenn.;  F.  B.  Marsh.  Atlanta.  Ga..  geneial  agent  for  Ga.. 
Leon  Irwin  k  Co.,  New  Orleans,  La.,  general  aoento  for  La.. 
8.  E.  Forsyth.  Baltimore.  Md.,  for  Md.;  Oias.  D.  Cox.,  Wilming- 
ton. Dei.,  for  Del.;  R.  8.  Ewall  New  Orieans,  La.,  Branch  Man- 
ner, Walter  T.  Campbell.  St  Louis  Mo.,  general  snnt  for  Mo.; 
Eric  Anderson.  Minneapolis,  Minn,  general  agent  for  Ann.;  Charles 
Anderson,  Eao  Qaire,  wis.,  general  agent  for  Wis.;  Hanford  k  de 
Veuve.  Seattle, Wash.,  general  agente  for  Wash.;  A.  B.  Banks  k  Co.. 
Fordyce.  Axk.,  State  agento  for  Ark.:  Bflk  k  Co..  Hourton.  Tez. 

Keral  annte  for  Tez.:  F.  W.  Offenhauser  k  Co..  Teia»ana, 
:.,  k)cal  agente  for  Ark,;  J.  G.  Rabmle.  Hallfaz,  Nova  Scotia, 
general  agent  for  the  Maritime  Provinces;  J.  A.  Christie  k  Co.,  Wfai- 
nlpeg,  Man.,  general  agente  for  the  Ptovlnces  of  Manitobs,  Sa- 
skatchewan and  Alberta;  J  W.  Fowler,  Manchester  Depot, 
Vt,  genera!  uent  for  Vt  J.  W.  Oarvey,  Independenc^  Mo., 
geneial  agent  for  Mo;  R.  H.  Long.  Detroit,  Mich.,  general  agent 
for  Midi.'  H.  C.  Huntington,  Portland,  Ore.,  general  agent 
fw  Ore.  E.  D.  Hardy,  Ottowa,  Out.,  graeial  agent  for  Dominion 
of  Can.  The  company  operatee  tai  Axk..  Cal.,  Conn.,  Del.,  Ga.,  111., 
la..  La.,  Md..  MassTMicfa.,  Mfain.,  Mo..  N.  Y.,  N.  a,  0.,  Ore.,  Pa.» 
8.  C,  Tenn..  Tez.,  Vt,  Wash,  and  Wis.  and  fai  Canada. 


Sal 


LUMBERMENS  INSURANCE  COMPANY,  Philadelphia,  Pa. 

PresideBt,  Lewis  Davis;  Vice-President  and  Secretary  Oliver  H.  HilL    Organised,  1878. 


YsAa 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

M09 

81.703,430 

8476,308 

8944,481 

8264.926 

8389,917 

♦}IS'?2S 

836,000 

8117,346 

8270,606 

8120,74» 

18Q8 

1,629,576 

477.646 

868,404 

266,678 

828,124 

120,662 

30,000 

116,119 

266,762 

122,168 

1107 

1,516.098 

487.942 

748,942 

292,812 

362,712 

119,017 

30,000 

126,172 

274,189 

123,618 

1808 

1,505,874 

461,612 

763,232 

298,708 

363,466 

118,048 

80,000 

126,077 

273,126 

121,441 

1806 

1.432.0S2I 

416,680 

789,242 

249,666 

811,093 

93,623 

26,000 

104,4491 

223,079 

90,797 

amount  redaimable  on  perpetual  policies. 

31, 1909. 

owned  0>ook  vahie,  8102,630) $87,002 

loam  OB  real  esUte 140,876 

and  stocks  owned  (msrket  value) 1,384,626 

10,000 

Cash  in  office  and  bank 28,426 

Aeons' balnnors,  not  over  8  months  due. 30,737 

20,974 


Total  nAnttted  assets. 


81,708,489 


Liabilities,  Decembes  31, 1900. 

Net  losses  unpaid  (induding  86,267  resisted) . . . 

Unearned  premiums  (except  perpetuals) 

Amount  reclaimable  on  perpetual  policies. 

Other  lUbUities 


826,306 

278,168 

197,240 

7,254 


Total  liabilities,  excq>t  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities 


8608,968 
250.000 
944,481 


Total  liabilities,  capital  and  surphis. 81,708,489 


R3KS  AND  FREHnmS:    Fire  risks  in  force  (except  p«r- 
i),  December  31, 861.422,668;  premiums  thereon.  8544,970: 
te   risks,   88,340,637;    deposit  preniiums   thereon, 
>.155. 
BISIAUBS  SINCE  ORGANIZATION:    Premiums  received, 
81,794.643;    kwes  paid,  82,392.414;    dividends  dedaied,  cash. 

8affi.oooL 

B£AL  ESTATE  OWNED:  The  prindpal  property  Is  the  com- 
mb/s  lone  office  bnildfaig  at  427  Wabut  st,  Philadelphia. 
»  ii  4  stotfes  fai  front  and  three  in  back;  its  book  value  Is 
86,8001  aad  it  b  eanfed  at  84qi)00.  There  are  3  other  Fhlla- 
[DIMBifcs  (dvelHnci);  6  In  St  Psul,  Indudlne  stores, 
lots  and  stables;  2  dwellings  in  Deaver;  6  aweUinn 
fak  Mfameapolis,  and  1  in  Omaha,  Neb.  The 
none  of  these  piopatles  exceeds  810,000.  snd  in 
is  mncfa  smauer;  and  in  many  eases  they  are 
below  book  value.  There  are  no  incumbranees. 
IKHCrOAaE  LOANS:  None  of  the  46  k>ans  exceeds  88,500 
fa  Mwart,  fte  seeoililes  being  kcated  to  Phlbuielphia.  Duluth. 


llinneapoliB,  St.  Psul,  Oak  Psrk.  HL,  Omaha,  Dundee,  N.  D., 
Austin,  111.,  Roberts  Co..  S.  D.,  Swarthmore.  Pa.,  River  Forest, 
ni.,  Welcome,  Mins.,  Day.  Jerauld  and  Codington  Counties.  8.  D., 
Veir  Qrove,  Minn,  and  Steams  and  Grant  Co^.  Minn.  The  total 
kums.  8140.875  are  secured  by  properties  valued  at  ^36,400.  and 
no  interest  is  overdue. 

BONDS  AND  STOCKS  OWNED:  Psr  Market 

Bonds.  Value.         Value. 

Cy.  of  N.  Y.,  1956, 4% 825,000  825,000 

TWnihip  of  Upper  I^bv.  1922.  5%, . .  11.000  11,550 

Qy,  of  Allesheny,  Pk..8c.dii..l935.  4%. .  20,000  20.000 

Cy.  of  Ithsca,  N.  Y.,  1927,  5% 25.000  28.250 

County  of  AUegheny,  Ps.,  1933,  4%. . . . .  25,000  25,000 

County  of  Allegheny,  Ps.,  1934,  4%...  25,000  25.000 

Cy.ofAltoona,Ps.,  1934,4% 25,000  25,000 

^.  of  N.Y.,  1953,34% 25,000  22,260 

Borouffh  of  Bellevue.  PL,  1933-38,  4i%.  25,000  26,260 

Susquehanna  Coal  Co.,  1911,  6% 12.000  12,120 


REPORTS  OF  FIRE  INSURANCE  COHPANIES. 


LUMBERMENS   INSURANCE 

Bonn  Awo  Sroca  Owksd.— Cml.  Pir 

Boinw.— Cml.  V»l«». 

EKubenvaiE  *  Ind.  R.  fi.  fn,,  1911,  5^;.  IU.00O 

RichmDDd  &  Dsnv.  R.U.  Co..  n.,lfi!5.  !>%  IS,IX» 

Rod.a^vid  FI1II.&  Kud.C.l.l.lWT,  4'%  10.000 

Cumden  *  AU.  R.  B.  Cq..  «.,  1«11,  S%. .  lO.OOO 

Lehleh  VJ.  R.  R.  Co..  IBIO.  7% 10,000 

Chi.,  St  L.  *  Fii;i.  a.  n.  Co.,  uaa,  5%  18,000 

Mulu  Bullderm'  Et,  1812.  S% 4,000 

Bun.,  Hu.,  A  WUkei  Bam  R.  R.  Co., 

M>2S,5%  7,005 

BtuUDoUii,  Sun.  t  Liirlt.  R.  R.ColBI2&%  10,000 

Pi  SWl  Co..  1B17.  i% 10.000 

UU^  V>L  R.  0.  Cik,  innulty,  e% 10,000 

Tei.  *  IW  R.  R.  Co.,  2000,  5% 11.0«l 

0.  R.  R.  R.  Co..  1B38.  S% 7.00J 

C,  Hlob.  i  Ft.  W.  R.  R.  Co..  18S1,  7% . .  30M0 

Cm.  *  ClBii.  R.  R.  Co.,  IWl,  S%. OMB 

Duliith  81.  Hj.  Oo.,  1030,  a% 10.000 

St.  I.  UtKhuti'  Bg.  Co.,  BT.,  1020,  S%,  XMXIO 

EL  Ky.,Ll.  A  Fii«.  &..  SctUlli.  1B12.  B%  11,^ 

B'«H  t  Tth  A».R.tUCa.,c(.,  1043,  E%.  10.000 

Sflpnlor  Wi>t.,LL&  Po».C<)..103l,  *%..  10.000 

SnMrior  Wit..Lt.i  Foit.Cd.,  1031,  *% . .  IMO 

St.  Fid  0»  U.  Co..  IBM.  t% 10.000 

LriUgh  Te.  Co.,  ISU,  S%. U.OOO 

PMiBinit  i  Cmnbttlud  RT,Ci>.,lBll.i%  10W 

Del.&l[ukli»(iSy.Co.,in5.4% S.000 

□lud  Ripldi  du  Lt.  Co..  ISIi.  S%. . . .  IftOOO 

FM>ii«Lt|.Co.,  1035,S% 10.000 

ft.  ot  Dnlo^  I.,  1BI7,  «% ,  W.BBO 

&.  or  Wnodbuiy,  N.  J..  WS.  H%.   .  2t.000 

t91.L.TiD.,CopplHS(t.iFnHi.ColB1741%  IMW 

St.  Joaiipii  du  Co.,  183T,  5%. U.00O 

Eqult.  lUf  Ou  Ll.Co.of  PUli.,  1028,  S%  33^)00 

EL  k  Pwplw'  Slk.  Tt.  tlfB.,PIUU.tfl4Hg  31.00(1 

llLCHit.B.R.Ca.,ioal.v.  Div..  1813,  3i%  WMO 

Ill.C.R.R.Oo..aL  L.  Dlv.,lBil,  3}% 10.005 

lfcl.SLRy.Co.Jf.Y..gii.  nu  19M,  S%  Wm 

EdlwD  El.LLStk.tr.cth.,  riiiu..  IMO.5%  t.OOO 

AU.  Oout  EL  R.  R.  Co.,  184S,  B%  .....  18.000 

N.V.a>i.ELLt.,IIt.i  Fow.Co..  I»49.  1%  25,000 

EdlKn  El.  lUf.  Co.,  B'klyn,  1B3B.  t%  .  lAOOO 

ConiliobaclLRi  Qu  A  Wit,  Cb.,  1038,  4%  5,000 

WnU^nlcr  Ltl.  Co..  IBSO,  S% 2M0O 

B.  «  0.  R.  R  Co..  prior  In..  1B25. 3)% . .  19,000 

Erl(  R.  R,  Co..  prior  \n..  lOSfl,  4% JfcOOO 

Phils.  B.  t.  tr.  eU>.,  IBIS,  S% 30,000 

Ceat.  Fit  R.  R.  Co..  p.,  1024,  31% . , , ,  *S,000 

B'Mya  Dni™  El6.RR.Ca..cr..  1B50. 4%.  30.000 

Flill».Co„oIFlH».a,i[i.,  IBSl,  5%     .     .  XMO 


COMPANY,  Philftdelphift,  Pa. 


Boms  un  Ehocn  Ovnu.— CMC 

FlltLA  Chiriool  SL  Rt.  Ca.,ir.tia91.  S% 

HUnukee  On  Lb  Co,.  1937. 1% 

CliL,R.l.i  I>«.Ry.Co.,«r.O..  !9n,  4%. 
Rlo Orude  W,  R  R.  Co.,  1B3B,  4%.... 

PlCo>u>  of  1001.  (T.,  IBII.  31% 

Junlson  C.  *  a  Co..  ni  ti..  IBOt-IS,  S% 
Uuitiid  lU^  Co..  at.  Louii,  1034,  4%... . 
Oi.  Rt.  a  □.  Co..  AUuti.  1033,  i%. . . 

St.  Lmili  Tnadt  Co.,  1B24,  S% 

L  S.  A  11.  B.  Rf.  Co.,  1B31, 4% 

Eiig  R.  R.  Co.,  eq..  1B17.  6% 

CkTbA  Fitta. en. m.,  ir.,  IMS. »%.... 
Pi.  R.  B.  Co.. »,  IBM.  1% 
ObL  Rn.  CiiL_1937.  fi%. 

._  .._'iLw.&iri»_ 
Cp.01  N.  J.,  togm  s%. , , 

Sonntoii  By.  Co.,  OSt,  S% 

" '■--■■■-  WituOk,  IT.,  1038,  S%. 

.Tc.Co.  (r.  W-  -"^ 
bm  R.  H.  Ce.,  1 

A  Hualtin  R.  R.  Co.,  p.. . 


PmiU^u.A  EL  Oil,  1  ta..  1B3S.  0% . . . . 
Kl,  HoRk  EL  U.  Co..  I  m..  1040.  Jt^ . . 
1Urkrtit,Elet..PHLR.W.CD.J0U,t% 


3IM»0 
3S.D00 
3S/»0 


ze.i»a 
11.000 

33,500 


15,000 

34.37S 

219M 


tl,41S,«00    tl,3B4.Sll 


Qnnd  R;ugib  A  IndbBi  Ry.  CD 

PUIideipUiTe.  Co 

ndbddpkli  Co..  p 

PUlvlclpUi  Boone,  nm 

FhUidelplili  Boitne,  p 

Ditntt  A  MicUuo  Rr.  Co.,  p 

DHnitAHiddikMl^.  Co.,«iB 

Tol»li(boiAT»l».ll,I74J133>...   _^^__^ 

MiaCELLANEOUBi  Craltil  tagnuHl  In  IS7B  Iruh  tll&.00( 
to  1300,000,  ud  In  1880  to  tt^JXHt.  Ihm  InEvml  u4  low 
mid  Inefudl  thoK  oamntaK  under  ppjpetuil  poUdn.  'Coo 
iuntloa  kww   Bdtliiion,  1W4,  1780. 

DIRECTORS:  LMcb  DitIi,  Jun  B.  Olio.  Geofgt  Wilnn 
J.  aibnn  Hennbi,  Edmimil  Webila.  John  3.  Slcmu.  Dirii 
G.  WUIlua,  (Mint  B.  HUI,  John  Hiy.  Edwin  S.  Dtian,  Fiu 

FIELD  HEH  AND  TERRITORY  COVERED:  Herriek  i 
AnobHli,  180  Li  SiQe  it.  Chiwo.  111..  muKcn  for  m.,  O 
Hich..  Wo..  Ko.,  Colo,  md  Ii.  Tki  canijiuy  apenta  in  Colo 
III..  !■..  Hd..  UdL.  liinn..  Ho..  N.  Y..  0.,  Fi.  ind  Wa. 


LUMBERMENS  MARINE  INSURANCE  COMPANY,  Norfolk,  Va.Tf 

pRsdait,  E.  C.  Fodnufh:  Stattmrj  and  TmiurtT,  W.  B.  Ropa.    OlfUliKd,  1890. 


Yu> 

Amcu 

Pmniumi 

s^i. 

Pmniuin. 

Tatil 
Income 

Plk. 

idc^i 

£1- 

ptBM* 

p^tur^ 

■i^S, 

liS! 

050.401 

ill 

Is 

ISI 

181,871 
Ml  17: 

6,8S4 

120,887 
5.078 

4S 

15.040 

ts 

•sa 

4,384 

•as 

|lt.SB1 

i 

6.51 

ASSETS,  DECEMBER  31.  IBOS:  llann«i  loini  cm  t«i1 
Mali.  taiOO;  bond)  ind  itooln  omal  {maiW  lalua).  t43,3ZS: 
wh  in  office  ud  buk.  I8,0SB;  igmti'  bilaan,  not  om  3 
nonlht  diH,  83.031;  InlenM  ind  renti  iDmied,  1057:  other 
UHti.  1315'  lotil  idmitled  wcta.  (58,400,  Lwbnitiv.  Cn- 
MDud  pnminiiu  tlSS;  other  liihilitia,  1233;  totiL  1525: 
eKrital  paid  up,  125,000. 

RISKS  AND  FREHIUHB:  Muine  ind  inlind  riiki  in  lone 
DB™ibar31.l!8,»7:  piemiumi  Ihmon,  85S4. 

BDSIHE8S  SINCE  OROANIZATIO.'J;  Pismiunu  reoHred 
tlTOJOl;  loHB  paid,  177.318:  dinloididHlind.  ash,  133.010: 
110^113.700. 

B0ND6  AND  TTOCES  OWNED: 

Alfnqiiin  Hotel 

Norfolk  City 

Hirw  Front  B«lt  Um 

1  Tniuacti  nwcioe  buibuai  1 


VihM. 


U  A  Co.'.  (iMW  hub) 
k.4Tr.  Co.,  Inc.. 


(tOJOO         »«3.Z 


HISCELLANEOnS;  Caollil  I 
I1E.300:  In  1003  to  115.000;  In 


R.  J.  Cimp,  Franklin,  Vl; 
Hortoa  Corwln. 

FIELD  HEN  AND  Tl 

mnon  Co.,  Nciclolk,  Va„  (• 


lOOI  to  HJIOD;  a 
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MADISON  INSURANCE  COMPANY,  Madison,  Ind. 

PreaideBl,  W.  H.  Powell;  Secntair,  J.  K.  Weycr.    Oi|Uiiaed,  I8S1. 


Yeai 

Aaets 

Unearned 

Net 

Net 

Total 

Losses 

Divi- 

Ex- 

Total Ex- 

Losses 

xnrBsuuflos 

Sarphis 

rTttTHmOS 

Income 

Paid 

denda 

penses 

penditures 

XncvTied 

190i 

$198»537 

$17,160 

$74,250 

126.846 

$36,878 

$17,680 

$7,000 

$5,515 

$30,145 

$16,014 

1906 

180;t28 

lfl.946 

06.151 

26.045 

86.205 

16.868 

7.000 

5.322 

28,600 

18.288 

1907 

lM,a95 

ao.327 

•^*ffl 

88.610 

47.806 

16.807 

7.000 

5.251 

28,558 

ii'JPl 

1901 

180,140 

10,i»0 

00.570 

88.864 

44.153 

80,585 

7.000 

5.188 

42.668 

82,961 

190S 

192J94 

10356 

68.230 

86.504 

44.560 

10.240 

7,000 

10,431 

27.680 

10,820 

DxcncBn  81, 1900. 

Real  estate  owned  (Jaodk  ralue) 

Mnrteage  loans  on  real  estate 

Bonfi  and  stocks  owned  (mazket  value) 

Loan  OBI  100  shares  Twin  City  R.  T.  stodc  and 

71  sham  Fircnaen  &  Merhanifn,  stock 

Cash  in  office  and  bank 

■^cents'  balances,  not  over  8  months  due. 

InCenst  and  rents  accrued 

Other 


$6,800 

1.953 

170.083 

10.091 

8.650 

3.484 

2,730 

87 


Total  admitted  aasefs. 


$198,537 


LiABiLRiss,  DscnaKK  31, 1909. 

Net  foaaes  unpaid 

Unearned  premiums 

Unpaid  dividends 

Other  liabUities 


$3,590 

17.160 

8,500 

10 


Total  liabOities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities, 


$24,278 

100.000 

74,250 


Total  liabilities,  capital  and  surplus. $198,587 


REAL  ESTATE  OWNED:    Oonaists  of  offioe  building.    Rents 
Redred  bat  year,  $100l 

MORTGAGE  LOANS:    There  Is  1  loan  for  $1,053  secured  bv 
ical  eatale  vahied  at  eonaldeiabbr  more  ihaa  the  amount  loanea. 

BONDS  AND  STOCKS  OWNED:  Far  Ifarket 

BoHDa.  Value.  Value. 

Qr.tflladbon,Lid. $26,000  $26,000 

VWaf  Wat.  Whs,  Vevaj.  lad. 8.000  3,000 

SvilBeilud  CoTlnd 7.905  7.905 

Takdo  Rr.ATBi.Go 11,000  10,450 

United  Tefepbone. 7,000  6.524 

(^.ef]ladtem.lBd.,r 1,500  1,500 

loalsvffle  Home  Tdephone. 10,000  7,700 

lad^napoUb  Wat.  Go 10.000  10,000 

btfiaonnb  St.  Rt 5,000  4,200 

Wtgam£am»ELklBg 10.000  0.300 

Svocxs. 

leeri  Bis.  AflBD. 2,910  3.019 

U.  a  Ste«l  Cbrporstfon.  p. 4.000  5.000 

T»faGHrvBM(lTvaaalt,eom. 2.000  2.300 

heetor  A  GsmUe.  com 1,500  6,375 

Baowa-Eetchum  Iron  Woifo.  pw 5,000  4.750 


Boim  AMD  Stocu  Ownb).— Coat.  Pftr  Market 

Stocxb.— CmI.  Value.         Value. 

United  agar  Mfg.  0>.,  eom $4,000  $3,600 

Atlas  Engine  Works,  p 5.000  1,000 

Indlanapolta  St  Ry.,  eom. 10,000  11,000 

National  Biscuit  Go.,  p 5.000  6,150 

Union  FaetfieR.R.C6.,  com 1.000  2.000 

Merehants  Nat  Bk..  CinclnnaU 6.200  12.400 

Lehigh  Valley  R.  R.  Gom  oom 3,000  6,060 

Gin.,  Gov.  A  Newport  Lt  A  TcGo.,  p..  5,000  4.450 

Nattonal  Branch  Bank.  Madison,  Ind . .  2,500  7.000 

Pennsylvania  R.  R.  Go.,  oom 6,250  8.500 

Totals. $154,774      $170,088 

MISGELLANEOUS:  Gompany  transacts  a  surplus  line  buBi- 
ness  through  A.  J.  Van  Deinse.  Indianapolis,  Ind..  who  is  cor- 
respondent for  the  United  States  outside  of  Madison.  Goa- 
fbgration  losses:  San  Francisco.  1906.  $5,000. 

DIRECTORS:  WUUam  H.  Fbwell,  John  B.  Roes,  E.  E.  FoweU. 
H.  W.  Hargan.  J.  K.  Weycr. 


MARYLAND  FIRE  INSURANCE  COMPANY,  Easton,  Md. 

President.  Ed<rm  O.  Cover:  S<H7etiry.  John  S.  McDanieL 


Ykak 

Aasets* 

Unearned 
Premiums 

Net 
Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Insurred 

1900 

$115,484 

$2,785 

$12,699 

$3,657 

t$18,285 

$755 

$2,042 

$2,797 

$755 

t  ladodes  $18,420  sorphia  paid  in. 


ASSETTS.  DECEMBER  31  1909:  Real  estate  owned,  $770; 
kaaed  on  notes  of  diiectoa  given  m  purment  of  capital  stock, 
$75,361;  eaah  in  office  and  bank,  $32.30o;  loans  on  other  notes, 
$6JB0;  uncDOeeted  premhmis,  $780;  total  admitted  assets, 
$115,484.    LiabOtiMc    Unearned  premiums,  $2,785. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31, 
r.774:    preaiuma  thereon,  $3,666. 

REAL  ESTATE  OWNED:  OonsMts  of  office  buiUing  carried 
at  bookvaloe. 


MISGELLANEOUS:  This  company  was  organised  eaily  in 
1909  and  commenced  business  m  Ifareh  with  a  pakl-up  capital 
of  $100,000  and  a  net  eaah  surplus  of  $10,000.  It  confines  its 
opcratbns  to  the  Eastern  Shore  of  Maryland,  writing  dwelling 
and  farm  property  exclusively.  The  company  reinsured  the  out- 
standing bwiness  of  the  Peoples  Fire  ot  Frederick.  Md^  eariy 
in  1910. 


MECHANICS   INSURANCE  COMPANY  OF  PHILADELPfflA,  Phaadelphia,  Pa.* 

Ptasdent,  Simon  J.  Martm;  Vice-President,  John  M.  Campbell;  Secretary.  John  A.  Snyder.    Organized,  1854. 


«r_-_J        *  ■_  .^  - 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

IjOIMCi 

scas 

4^flWC9 

Premioms 

Surpfais 

Incxnne 

Paid 

kiends 

penses 

penditures 

1909  .  $1,318,080 

$677,100 

$347,408 

$897,609 

$452,597 

$186,982 

•S»S9S 

$177,787 

$889,769 

$191,884 

1908 

USS.7e6 

602,133 

302,776 

886,252 

437,647 

189.008 

25,000 

180.704 

894,712 

188,552 

1007 

1477,500 

650,300 

248,479 

886,872 

438  760 

187,196 

25,000 

170.681 

882.837 

179.291 

MOO 

1,170319 

612,590 

275.577 

859331 

405,660 

151,672 

25,000 

154,390 

381,062 

157,436 

1900 

1J004,197 

655368 

202,278 

836,951 

877,420 

172,111 

20,000 

143380 

385.641 

162,873 

*9lali  iiiiiiil  atrmfdlm  to  Fsuwylvmnia  staadaid.     Unearned  premiums  indudes  amount  redaamable  on  perpetual  polides* 
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MECHANICS  INSURANCE  COMPANY  OF  PHILADELPHIA,  Phikdelfdiia,  Pa. 


BoDiUjinil  1 


fiiinil  Mocki owned  (mukd niluc). . . 

CoUttiral  loun 

Cub  in  office  mid  budi 

A^enti^  biJuoH,  not  ovtr  Snioatbt  due... 


Bi.oia 

49.VK 

io.su 


OlberuMtt ,  

Toul  adoilUed  mmM tl.S18.WS 


tl.  ItOt. 

Net  loMEt  nntwid  (Indudlnc  14,410  nUed) 

Useuned  premiurai  (tacepl  peipttult) 

Amounl  ndnimriilc  en  pBpetiul  pdiolea. 


Tan]  IkbOiliH,  mxpt  opCul  tad  m 

Ciiitilli^ap 

Sorphu  ova  iiE  lUbUds. 


3U,MI 
32I.BM 

8,400 

(731  .E8t 

2SO.0DO 
S47.40I 


ToU)  IhbOUIt*.  oiplul  *ad  n 


■RIFTS  ASD  mE)nni&  n™ 

|«ip=tii«l  fln  riik),  IH.SWi,''"'     ' 


HiAL  ESTATE  OWNED:    TbaprfidpdltaBiilliei 


r^S^S! 


et  FUth  ud  Wibat 
'Lh  Immnimt  toA  I 
tg  ud  enimmlo 

oT  Ttntli  et-  lUaiHU^ 
"     at  igOi  ud  &ni- 


bid  rtL,  BidL,  nlued  il  12 

KORTOAQE  LOANS:  Ltw  lomi  nwDber  M  md  uioiiiit  (a 
tasiaao,  the  tiIh  d'  Ibe  inorbp^Bd  pnpMlM  balM  (atliuted 
ittHMOO.  OiiDiwiiibrr31,l*2.tlwcenitl.40aci(lal«nrt 
OTerdue.  moit  d(  Uic  dm  ditei  betni  la  Dsgonbw.  On]*  1  of 
tlic  louni  i-irrtA  110,000,  uDd  (U  but  1  ue  mm  FUkrM[iblt 

'"S^IATERAI.  LOANS  uau  I 


Eulon  Ca.  El.  Co..  300  itmr.'^  . . 
Ubigli  Vjd.T«ii.Co,.p,.  KHHhi 
Norfolk  &  Poruraoatb  fc. '',-, .  10 
HorfalklParlsnoutbTi.  i'< ..  I 
EuloB  a.(lCo..C.T..dw  Viii, 
United  Rri.  loveabmrnt  Ci,.,  lit 

iiid.N.r6.a.„iit6%,  .  .... 

CnlW  Ryi  In«.  Co., S^f      .  .. 


lbifa.1       Auou 
ViIiM.       Loua 
118.000 


1.B0J 
53.160  10.000 

fl.«0) 

13,Tltf       a>,ooo 


BONDS  AND  STOCKS  OWNED: 


eiS3»      tlSMOO 


Bar.  ol  OUtOD  BIL  F*.,  lOOe.  S%. . . . 

Or.  o(  Pliil*..  r,  leig,  Sl% 

dtyotPUhMAli 

Cr-olFblU-,  )<^l-3a,Il% 

Or.  o(  FUI*..  ins.  U% 

•A,  AUe^HiiT  Vd.  si  k.  mo.  7%... 
AIL  Jt  Lc  Vil.  EI.C0  , 1  a.  m.,  11*33.41° 


CbM.1  0.1t*X^,«Q.c^,  1010,4% 

C3n*O.Rr.ai3eq.(.n.,  lOU,  4%. . 

C,  R.  I.  A  P.  R».  Co.  «)■  I.  bi 

CMl  Tnc.  Co^Nsw  Jtner 

Ilie  HocLViLRJ.Co.MAcunlOIT.4% 

The  L.  Sb.  A  UcL  Bo.  &.  On.,  KM,  4% 

L«U(bViLOM]Ca..Uti-    -i^-" 

I.AbK  Vi|.lt.H.|f.iii.ltni 

L-VTR.  R.  eq.tr.  ctb. . . 

HtAet  BtEhLay.CD.,1  u. 

N.  A  W.  Rjr.  Co.  dir.  let  Id.  ■nun.  m. . 

N.  *  W.  Rr.  Oh  eq.  Ir 

No,  Pm.  Tm.,  lOB,  0% 

No.  Pl  R.  R„  bt  m.,1<iM,  4«. 

Pl  Od..  jt  loui  o(  ISOMSll,  n% 


ttatltti 
PUIlA 


e.R;.CaAt? 


y«i,H% 

rbih  !■  m  tii 


i.AErteH.R,K..  1030.4%.... 

1..  WU.  *  Bih.  ft:  tL,  1017,4%. 
F„a.C.ASt.Laiik  By.  Cb..10q.< 


'^1 


BdiiiT&IU  RtT.  EutSide  R.  R..  1 

nt  Sod  Av*.  B.  R.  (d  tb«  Cr-  ( 

lit  a.  m„  e..  1MB.  S% 

bd  An.  TcL  Co,  PIIIl.  lOH,  S% 

Ht  L..  I.  Mti.A  S.Ry.Ca«].bi 

Sub.Ru.Tr*ai.CD.,Fittt.,ltim.,IOU.<% 
Tm.  R.  B.  Ami.  of  8L  Louli,  g.,  1044.  {% 
Tie  ToL  El.  Bt.  Fia.  Et.  Co.,  1013.  S%. 

IToliHi  PiH.  Rj.,  1011.  t% 

Ws.4  PLTm.R,  Co.,1  lo.jipTr.  1»«,4% 
EdiBD  EL  ILjAtaek  U.al.,  lOM,  i%. 
The  Futed  niIjia.,tT.cU.,  lOlO,  M%.. 
~'    "  ,litiii.,4iDl.,tr*.1040,6%... 


10.000 
15,000 


lojna 

30.000 

10.000 


S.  steel  CD 


Tba  Filmotnt  Fk.4  Htd.FMe.Rj.Go.(r.  10,000 

Phlbdel|ihtoTe.Ca.,ir 39.000 

Sad  it  Srd  St*.  Pin.  £1.,  (T I.OOO 

13th  a  ISth  Sta.  PiKlty.,  cr I,fi00 

CokiB  Pm.  Rr.  Co.,  (T 5.000 

DnlOD  To.  Co.,  cr 50,000 


Toldi  (book  Tilue.  3733,839) lOaOJOO      »73SJ«I 

HiaCELLANEODS:    C>[>(td  IsoRwd  In  USl  torn  tmm 


KtAlter.Chuta 


ti>t!60,«IO. 

DIRECTORS:    leka  P.  HeOnO,  J> 
T.  Quit,  Peter  Cwiltu.  H.  P.  Hnl 

Dombn^,  Pruek  UcmiDU.  Jr.,  Hon. 

J.  OiUi^b  Jr..  noDU  HokKiCT.  Jobi  IL  (^mpbell.  Edwu< 

.  n-  _.«|||iimBeinB,J>meBa.Kelle]F,JoluiA.Daraei,Iok 

t,  Wdi.  HcDnid,  Joba  H.  KcAleer,  Loidi  Bok 

TERRITORY  OOraRED:  Eerrid 
muiuerg  lor  W.  depvtmeD^  ecminiH 

_.. ichTwia.,  N'«b„  Il  ud  Colo.    A.  J.  tr«3 

VDTtb  A  Co.,  ffenrnl  ikbdIi  K.  Y.  Sl4te,  ouleide  of  Hetnpolittf 
dittriet.  Tbe  wmpui  onnlei  in  Colo..  llL,  II.  Ham..  MmA, 
ICinn.,  Mo.,  Neb.,  nXN.Y.  0.,  Pe.,  R.  I.  uid  Wk. 


A.  Snydat, 

GENERAL  AGENTS 
A  Auerbach,  Cbi 


MECHANICS  AND  TRADERS    DJSURANCE    COMPANY    New  Orleans,  LaJ 


B  NicholK  Vk*Pr«idail»,  H.  A.  S 


I.  R.  L.  Emery:  Secreury,  T.  E 


TryOB.     OiKiBiird. 


VlAI 

Ae-t. 

Unewnod 

Suiri'u. 

PiBDiimu 

In^ 

P.M 

idelidi 

Ei- 

SSST 

'i^ 

sss 

S73!3lj 

3485,73! 
>74,4«H 

(31T,M0 

•1701.23! 

I74«.343 
BIS,  33! 

•1323,57; 

318,000 

I24B.&S4 

1588,  m 

1352.1 

iSi 

005 

■  iDcludei  11,108  muine  premionii  ind  3738  nitrinr  looMi.      1  Tmuuu  both  tit  ud  a 
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MECHANICS  AND  TRADERS  INSURANCE  COMPANY.  New  Orleans,  h/L.—ConUnu^ 


81, 1909. 

Sol  estate  ovned  (book  TBloe,  122,000) 128,600 

Hastgftgt  losBS  on  real  estate 700 

Boods  and  stocks  owned  (nuoket  yahte) 1,080,848 

Cash  in  office  and  bank 7,877 

Atents' balances,  not  over  8  months  due 122,868 

OOerasaels 100 


Total  admitted  assets. 


$1,186,898 


Liabilities,  Dimnm  81, 1909. 

Net  losses  onpakl  (indadmg  $1,800  xcsistcd) $70,970 

Unearned  premiums 486,788 

Other  liabmties 10,000 

$667,703 
800,000 
817,690 


Total  liabilities,  except  capital  and  surplus. 


Capital  paid  up 800,000 

Surplus  oyer  aU  liabilities. 


Total  UabiUtics,  capital  and  nirphis. $1,186,893 


RISKS  AND  FREHmMS:  Fire  nka  m  foroe.  Deeember  31. 
$71,251380;  pcemiuma  thereon,  $915,558w 

BUSINESS  SINGE  ORGANIZATION:  Premiums  reedved, 
UUaOSn;  kMHs  paid,  $6,047,672:  dMdends  dedand,  sash, 

REAL  ESTATE  OWNED:  OonsiitB  ei  the  eompsay's  home 
«fiee  buikiInK,  a  S^story  brick  staled  strueture,  at  144  Osrou- 
dskt  St,  New  OikaBs,  aoqutred  hi  1901. 

BONDS  AND  STOCKB  OWNED:  Pftr  Rarket 

Bonsa.  Value.  Vahie. 

U.  State,  1914,  4% $189,000  $180,000 

^.o(NflvOrienDS,1942,4%. 52,000  68,170 

Cy.of!ievOrieans,Dewes.,lKS.7%...  6.000  7,200 

$.arNevOrlenna.ptem.,6% 3,880  9394 

$4irN.O..pab.imp^l090.4% 225,000  219,376 

FbrtQrNevOrieaas.ser3,19a4,6%....  60,000  65.400 

X.  0.  Ry.  *  Lt«.  Co.,  1935,  4i% 58,000  50.605 

Aodnboo  Bids.  Co.,  1980,  eP% 150.000  150.000 

AtAahhj^DIm^.  imp^  im,  5% 85,000  91.800 

nth  DiSLLevve,  105064.6% 80,000  32.020 

UfoQiciieBaainLereeDla.,  1064.6%...  25.000  27,876 
Bed  R.,Atdiafa.  sod  Bajou  Boeuf  Dis. 

LeTce.  1953. 5% 43,000  46,440 

Stocks. 

Gkoal-La.BkJk  Tr.Gi>.,Neir  Orieaas 1,200  1.704 

Gn'MSennaaia  Tr.  *  Sar.  Bk.,  N.  0. . .  20,000  62,000 

HIbcfBia  Bk.  A  Tr.  Odw.  New  Orieaos. ..  600  3.360 

HBtmpo&tan  Bk.«  New  Oijeans 6.000  8.250 

SindBid  Guaao  ft  Chem.Mfs.Oo.,  N.  0.  24,100  18,266 

Totab  Q»ok  ralue,  $1.1094»43). . . .       $977,780   $1,030348 

'MIBCeLLANEOUS:  Capital  reduced  from  $376,000  to  $350,- 
000  ki  1SB5:  to  $317,600  fai  1896,  sad  to  $300,000  la  1897.  Con- 
l«ntfam  kMs:  BaltUaoce,  1904,  $60,049.  ^cures  aeoordtaig  to 
QBBeeticst  standard. 

DmBOTOBS:  Jm.  Nichols,  R.  L.  Emery,  H.  A.  Smith,  T.  L. 
Eaecai,  J.  P.  Baldwin,  John  Qrote,  Qeorss  K.  Pratt,  Philip 
Weikiii.  W.  B.  Tbompson,  W.  8.  Parkerson,  Theo.  Gnmcwald, 
W.  A.  TLuoH^auL  H.  D.  Newman. 


FIELD  MEN  AND  TERRITORY  COVERED:  Easten  de- 
partment 95  Pssri  St.,  Hartford,  Oonn.,  Ghas.  S.  Laa^don,  general 
afsnt;  W.  H.  Lewis,  Geo.  F.  Cowee  and  W.  B.  Cruttenden.  special 
agents  for  New  England;  E.  E.  Pike.  Louis  0.  Brekl,  L.  C.  Dameron 
nneral  adjuster,  and  C.  A.  Rich,  special  agents  for  N.  Y.;  Ross  V. 
Wickham,  State  agnnto  for  N.  /.;  N.  G.  Rorsbau^  and  Paul 
KIme,  special  agents  for  Pa.:  A.  A.  Waifidd,  specal  agent  for 
Md.;  Atfred  Paull  ft  Son,  State  agents  for  W.  Va.,  and  A.  0. 
Ifyets,  spedal  i«ent.  Western  department,171  La  Salle  st-.CSiicago, 
111.  Fired  S.  James,  ^eral  agent,  Geo.  W.  BkMsom,  assistant 
general  agent,  Chas.  RiohardBon,  second  sasistant  genezal  agent 
T.  H.  Luce,  duoaeo.  HI,  inspector  of  sprinUered  risks.  H.  W. 
Lockett,  Ghiotgo,  111.,  insoector.  Charles  Row,  Lansing,  Mich.. 
State  agent  for  ICoh.;  Norman  L.  Spencer,  special  agent  for 
Mich.  Theo.  Gardner,  Lawrence,  Kan.,  State  aaent  for  Kan.; 
John  D.  FUntjer,  Kansas  City,  Ho.,  special  agent  for  Kan.  J.  II. 
Wallace.  Dayton,  0..  Stote  agent  for  0.;  A.  W.  Fleming  and  Geo. 
M.  Thrush,  Columbus,  0.,  spedal  agento  for  O.;  W.  H.  Snkler, 
Davenport  la..  State  annt  for  Vo.;  H.  C  Gailick,  Springfieklj 
Vo.,  special  agent  for  Mo.;   A.  Stinson,  St  Paul,  Minn.,  State 

rit  for  Minn.;  A.  J.  Love,  Omaha,  Neb.,  State  agent  for  Neb.; 
H.  Elboum,  and  J.  H.  Oasebeer,  Omaha,  Neb.,  special  agents 
for  Neb.;  H.  F.  Espenscheid,  Chiesgo,  III.,  SUte  agent  for  HI.; 
D.  E.  Monroe,  Dee  Moines,  la.,  SUte  agent,  and  Theo.  Plerott,  Des 
Homes,  la.,  special  agent  for  la.:  T.  E.  Heald,  special  agent  for  UL, 
W.  T.  Bisbee,  Chicago,  IlL,  special  agent  for  Cook  Co.;  F.  C.  Deg- 
gendorf.  speoal  agent  for  Ind.;  Ray  E.  Hisooz,  Milwaukee,  Wis., 
special  agent  for  Wis.;  Oooper  ft  Hall,  Naahyille,  Tenn..  State 
agents  for  Tenn.;  John  P.  Hubble,  Louisville,  Ky.,  special  agent 
for  Ey.;  Pac  Coast  branch,  Nat  BldgM  San  Francisco.  Cal..  Mo- 
Near  A  Wayman,  general  agents;  F.  E.  Stone  and  Maacwell  H. 
Thomson,  assistant  general  scents;  A.  W.  Giesy,  Portland.  Ore., 
special  agent  for  Ore.;  Bruce  Kalis.  Spokane,  Wash.,  special  agent 
for  Wash,  and  Hont;  Chas.  S.  Hill,  Denver,  Colo.,  special  agent 
for  Colo.,  WvOm  E.  a.  Rowe,  Loe  Angeles,  Cal.,  specutl  agent  for 
So.  Cal.,  W.  W.  aeveland  and  G.  W.  Dearborn,  San  Frandsco, 
Gal.,  special  agento  for  No.  Gal.;  E.  P.  Came,  and  J.  A.  FauH, 
special  agento  for  Bay  Go's.  Southwest  branch,  Dallas,  Tez., 
Cochran,  Thomas  ft  Co.,  general  agents.  The  company  operates 
b  Ark.,  Cal.,  Colo.,  Conn.,  IlL,  la.,  Ind.,  Kan.,  Ky..  La.,  Md., 
Haas.,  Mich.,  Minn.,  Miss.,  Mo.,  Neb.,  N.  J.,  N.  Y.,  0.,  Okla.,  Pa., 
Tenn.,  Tex.,  Wash..  W.  Va.  and  Wis. 


MERCANTILE  FIRE  AND  MARINE  INSURANCE   COMPANY,  Boston,  Mass. 

Freskiat,  E.  T.  Campbell;  Vice-President,  H.  T.  Campbell;  Secretary,  J.  Simpeon.    Organiod.  1823. 


Ykab 

Aaseu 

Unearned 

Net 

Surplus 

Net 

Total 
Income 

Losses 
Paul 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1M» 

$462,321 
401,892 
370,105 
802,812 
7M,47« 

$140,220 
121.720 
123,725 

2fl7,3i2 

$80,523 

55,382 

ta.024 

—18,208 

08,281 

$278,305 
202,804 
255,089 

*'*83V,44i 

$202,691 
286,910 
847,245 

*102,746 
357,010 

$133,453 

107,232 

80,612 

502,742 

155,638 

$114,278 

102,333 

123,145 

20,404 

120.383 

$247,726 
269,565 
203,767 
545,236 
308,021 

$139,330 

1*08 

161,078 

1M7 
19M 
1M5 

""$16,6o6 
32,000 

83,230 
510,358 
164.934 

•Indndes  $70,105  paki  in  by  stockholders;  excludes  $70,000  borrowed  money.    — Impairment    1  Early  in  1908,  com- 
y  lecehred,  $10,052  due  from  Traders,  Chicago,  credit  for  which  was  not  allowed  m  1907  statement  by  the  Massachusetts 
Department. 


AasExs,  DwnmwBi,  31, 1900. 

Morfsage  loans  on  real  estate , 

Bonds  axid  stocks  owned  (market  yalue) 

Cash  m  office  and  bank 

AcentsT  Twt^^"f**,  not  over  3  months  due.. . . . . 

latcnst  and  rents  accrued 

Odaer 


$67,800 

300.500 

29,383 

40,705 

3,836 

1,097 


Total  admitted  assets. 


$452,321 


LxABXLrnES,  Deckmbsr  31,  1909. 

Net  losses  unpaid  (including  $1 2,931  resisted) ....  $26,860 

Unearned  premiiuns 140,220 

Expenses,  taxes,  etc 4,718 

Total  liabilities,  except  capital  and  surplus. .  $171,798 

Ci^tal  paid  up 200,000 

Surplus  over  all  liabilities 80,523 

Total  liabilities,  capi^  and  surplus $452,321 


B38K3  AND  PREHIUHS:  fVa  risks  fai  foroe,  December  31, 
$18380,114;  pscmfanas  themm.  $268,730. 

B^INEaS  SINCE  OBOANIZATION:  Ptemiums  received, 
$14MJ»14;  feases  paid,  $0444,710;  divklends  deolved,  eash, 
$2,450^20:  8to<^  $100^ 


MORTQAQE  LOANS:  There  are  6  loans  aggregating  $67,800 
and  are  seeored  by  improved  real  estate  in  Boston  and  BrookUne, 
Mass.,  valued  at  more  than  double  the  amount  loaned.  The 
mortc^ged  buildings  are  covered  by  $78,500  of  insurance. 


BEPOSTS  OF  PIKE  INSUKANCE  COMPANIES. 


<L:,.  ui  <.9ici,r.uEF.  U»i..  I'.u'.  4   . '  S.DOO 

Kvm-lt.  Uui.,  CV.  rf,  IB17,  r  .  MOO 

JbiB.,Cr>mnionw«]Uiof,  mi:'.  ^'  19.000 

(>.  aINeirBsdIatd.  Hub.,  IUI:.  4'....  t.OOO 

■&.  gf  Nmt  York.  1M7.  »'■'■.  >.000 

Womtri,  »>«..  Cy.  o[.  1420.  :i>  .  lOjnO 

Atoh.,  Tup.  4  S.  F.  R.  R..  IWi,.  4  ;  10.000 

Botton  i  AJbujy  It.  R..  ll'i:!   r  lO.OOO 

floito.  Elc».  R.  H.,  1J37.  41' ;  li,000 

BoiloD  ALonlllLll.,  )ui:i.  4  :  t.OOO 

Bmtan  &  Uslne  tt.  R..  IViiU.  4' ;  10,000 

B.  t  a.  Y.  Air  Uar.  1055.  4'';            .   .  fi.OOO 

Borion  Tn.,  IM7, 3*% M.OOO 

fimloiTni    IMT.3)% XMO 

CUan  t  No.  WM«i  R.  R.,  10S7, 31%  S.DOO 

On^B.  i  Vil.  n.  &..  IMS.  1% 1.000 

DbL  ft  RikL  Co..  IMS.  4% lO.OOO 

Ufa)  Skoi*  A  M.  So.  R.  ft..  1038.  4% . . .  1.000 

H.  r.  ti  R  R..  1034.  4% 7.000 

S.  y.  a  R.  R.,  1007,  31% 11,000 

N.  y..  N.  I!.  A  H.  R.  R.,  I04T,  3t%    ..  ITJHO 

Or*.  Ry.  4  N.v.  Co..  I»4«,  4% 10,000 

Amu.TLlTt.,  1030.1% ..  IG/MO 


Uutoa  NU.  BL,  . . . 

T>teli{b(»k<n 

lOaCELLANGOUS:    In  1001  MoekkoldtnDi 
■  idunil  from  HC -'" 

, 1  by  •tMkkOdm 

1S71.  tl30,00a;    BiH,  IMM.  U2,311. 

t410,Ul.     Tbk  tanpuiy  oa  April  M.10IM.  iHannd  (H  Iti 


Tbk  tonpuiy  oa 
rkki  (cntudlni  mil 
UutdiM,  In  a*Ai 


DIRECTORS:  Edw.  T.  OuDpML  S.  H.  Dodd^Ow.  B.  Bocm. 
H.  T.  l^iiiiM!.  F.  &  San.  fTcllBDijSrSW.  Cobb.  WitUr 
L.  UiM,  Geo.  w.  Qrut,  Juh*  Simian.  AAnCutlt. 

FIEU>  HEN  AND  TERRITORY  COVBRBD:  lima  W. 
Oook,  Pnr.  R.  I,  )p«l*l  umt  for  B.  I.:  Wni.  Lnti.  Badon, 
" — '-' '  "—  Encbod:  Ha^  T.  Ckmpbsll,  BoAon, 


_. . nmunn  lor  hs. 

Gout  daputDtnt.    Tit  codhu  apsnto  li  CkL,  Colo.,  Onm, 
"—  '    '^M.,  TIL,  la..  Kaa^bf.  £7,  Mm.  HuSl.,  Miiui,  Ho- 
.,  N.  H.,  0.,  Dkli„  h,,  R.  L,  Tna,  Tax.,  ffariL  aaS 


YlAM 

^ 

Unearnol 

Sur^U 

Nrl       1      Tool 
Prtmhms      Incame 

Pud 

iS. 

p^ 

Total  Ex- 
p^ditum 

Incutred 

11 

is!  141 

t  18,01 
li.84 

11"  1 

171.384 
71.401 

(0.003 

Z 

11 

•8s.zsa 

A«sn«.  Decubu  31,  lOOO. 

Mot^ga  loaofl  oa  real  catata 

BaDib  and  iinck*  mrnad  (maikcl  iilue). 


XjAiTLTTixa,  DEcniBxa  31,  lOOO. 

Nd  loaaa  unpaid 

UDearned  pRmluDit 

Toul  llabOliie*,  a 


pi  capital  and  Nipliu . . 


Total  Ikbahkt,  capita]  and  lorpliii liM.I3< 


bwJiHai  blocki,  city  rcaidena 

attSE.OOO.    Then  wu  DO  ial 

COLLATERAL  LOANS  ai 


II  ^IW! 


aancathD  131.000  « 

harfpropHtiiB  valued 
on  IJmobFr  31,  lilt 


Bohoke.  1 
E.  JN.H 


Uarket 

Value. 
11.0(0 


Ifcmll  Tnirt  Co, . . 


IlalDF  Cent.  A  E.  A  N.  A.  RR.,  1033. 4% 
Baoiior  A  Annalook  R.  R.  (FU.  DIt.), 

1043,  S%. . . , 

B.  *  0.  R.  R.  (S.  W.  DIt.),  1025.  3(% 
BuIiId,  Roch.  A  Pitta  R  R.  l«2a  *\% 
Bait..  Cbs.  t  AUaaUc  H,  R.  1»4, 1% 

Lchi^  Valley  R  R.  11)23.  t% 

CIbTRIcL  t  UddcIc  R.  R.  1050, 1%. . . 
Qd.  RuHdi,  Bd.  A  Sag.  R  R.  1024,  S% 
Term.  R  R  An.  d(  St.  Loula  I«&3, 1% 

Toledo  Rj.  A  Tm.  Co.,  1057,  41% 

Seattle  Ry.  Co.,  1021,  i%. 

Aurora.  OtQ  ft  ChL  Ry.  Co.,  1041. 1% 
HUwaukeeB.  Rj.  ft  U.  CO.,  102S,  S% 


BoHD*  tm  Srocaa  OwKn.— Cwl. 


VahB. 
«5JX» 
1.000 


City  By,  i  Lukt  Co..  1013,  8% 

Omaha  El.  Lt  ft  Few.  Co.,  ISS3.  5%. . 
BaoKor  Ry.  ft  FJKtile  Co,  1035,  5%. . 
n.  S.  3i«l  Com.,  a  [..  2  m,  1003.  1% 
W.  V.  T1.  Co.,  f.  and  r.  e.,  IWO.  4t%, . 

Baonr  Qaa  U^t  Co.,  1041,  t% 

Cy.  J  GaliMloii,  1028. 1% 

Cy.  tt  Ncwait.  0..  1017,  i% 

Cy.  o(  Omaha.  1012, 1% 

[^.  of  Zaneivllle.  0..  1015.4% 

n,,  of  Brmer,  Me.,  1014  4%^ 

TowiKhlp  of  WameiD,  Kan..  1S15,  <l%. 
OreiOD  El.  Ry.  Co..  1%,  1033 

Eun>p.ft  N.  A.  Ry 


Haiket 

VllUB. 

ti,aso 


3.000 
3,00c 

3«K 


^«oo       lo.m 


1171,700      3103,00 


MISCELLANEOUS:    Company  operata  oaly  la 
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MERCHANTS    FIRE  INSURANCE   COMPANY,   Denver,  Colo. 

Prcaidcat,  W.  J.  Galligu;  Secretary.  J.  R.  Gardner.    Orwunud,  1907. 


YlAX 

• 

Uaaned 
PranioiBa 

Net 
Sorplua 

Net 

Total 
Income 

Loaaes 
Paid 

Div- 
idenda 

Ex- 
penaea 

Total  Ex- 
penditures 

T-Oioci 
Incurred 

I9Q9 
1988 
1987 

884«,903 

104.11S 

•8,W9 

848,978 
24,974 
28,698 

898,718 
28,067 
26,827 

888,480 
88,603 
17,846 

ni49,883 
40,178 
19,769 

87,648 
18.889 
11,181 

^82,876 
4.000 

817.219 

867,687 
86,869 
20.88^ 

87,643 
18.889 
11.181 

^Indndeaatodc  divided,  828.876.    t  Indudea  additional  surplus  paid  in. 


AssRS,  DmnniiCT  81,  1909. 

Mortfife  loans  on  real  estate 

Boatb  ovned  (market  yaliie) 

Call  in  office  and  bank 

Agenls'  Mlanm»  not  over  8  montbs  due. 

Interest  and  rents  acovcd 

Other  asietB 


Total  admitted 


8160.900 

84.861 

186,986 

10,088 

4,210 

924 

8346.903 


LiAnxLims,  Dbcembkk  81,  1909. 

Unearned  premiums 

Taxes. 


Total  liabflities,  except  capital  and  aurplvs. 

C^tal  paid  up 

Sun^us  over  aU  ItabOitiea. 


846.978 
1.207 


848,186 

200,000 

98.718 


Total  liabOitiea,  apital  and  surplus. 8846,908 


RISKS  AND  FREMIUIIS: 
IS,<87361; 

BU.SLNESS 

ti7iieot 


Itre  iMcs  In  (orw, 
880.476. 


81. 


SINCE  OBGANIZATION:    Pranhms  leeeired. 
paid.  859.506;  diridenik  dedand,  cash.  811,446; 


MORTGAOE  LOANS:  There  are  loans  acgregatiiic  8180,900 
pntected  by  improved  real  estate  valued  at  more  than  doai>le 
^  unount  loaiMd  thereon.  Tliere  was  no  interest  past  due  on 
December  31,  hat.    Oompaoy  holds  ample  fire  insunuiee  on  the 

b'jidaigL 


BONDS  OWNED: 


Y.1LC.A., 
Adt,Cblo^vat 
WddCo^ae.... 
lbftn,wBt. .. 


Pftr 
Value. 
815.000 
6.000 
3,500 
2.000 


BoiOB  Oman.— Coal. 


Denver,  sr 

Lanner  Go , 

Rome.  Co 

Denver  Gas  A  Elec. 


Value. 

86,000 

3.000 
1.800 
1.000 


Totals  (market  value  834.861). 


832,300 


1IISCELLANE0D8:  This  company  took  over  all  the  out- 
standing business  of  the  Merehants  Mutual  Fire  of  Denver,  Colo. 
It  reusaaiaed  on  July  1, 1907,  and  the  statements  refer  only  ta 
business  written  since  the  above  date.  Late  in  1909  the  company 
amalgamated  with  the  Mereantile  Fire  of  Denver. 

FIELD  MEN  AND  TERRITORT  COVERED:  E.  C.  Wilier, 
special  agent,  Denver.  Cob.    Tlie  company  operates  only  in  Cob. 


MERCHANTS   FIRE  ASSURANCE  COMPANY,  New  York. 

President,  Edward  L.  Ballard;  Secretary,  W.  S.  Lamaon 


Thii 
pud  up 


commenced  business  m  March,  1910,  with  a 
of  8200,000  and  a  suiplus  of  8300,000.    The 
^     Edgar  L  Marston.  Stephen  a  MiDett,  Samuel 
Nicholas  F.  Pabner.  John  D.  Rockefeller.  Jr..  Hubert 


E.  Rogei^  Edward  L.  Balbrd,  Charles  W.  Ballanl,  William  A. 
JamiMm.  John  G.  Luke.  Alexander  V.  Roe.  CSarenee  W.  Scamans . 
Frederick  D.  Underwood. 


MERCHANTS  AND  MANUFACTURERS  INSURANCE  COMPANY, 

Cincinnati,  O. 

President,  Wm.  H.  Calvert;  Secretary,  W.  S.  Hukill,  Jr.    Organized,  1838. 


TsAa; 

Aaaets 

Unearned 

Net 

Net 

Total 

Losaes 

Div- 

Ex- 

Total Ex- 

Losses 

Surplua 

Income 

Pakl 

idends 

penses 

penditures 

Incurred 

1909  < 

8344,070 

823,648 

842,442 

822,099 

832,514 

$7,849 

814,891 

810.378 

838.118 

88.321 

1906 

257496 

27,553 

42,801 

28,673 

87,648 

20,920 

18.523 

14.954 

49,397 

17,781 

1907  : 

272,637 

82,235 

50,676 

38,564 

44,684 

18.853 

14.504 

15,918 

48,775 

22,823 

1906 

287.752 

35,362 

72,228 

85,459 

45.975 

16.497 

14,819 

17.217 

48,683 

14.618 

1906 

291,S00 

41,153 

77,666 

41,757 

51,392 

15,156 

13,807 

19.836J 

48,798 

13,802 

AasBTS,  Decbubsk  31, 1909. 

Bends  and  stocks  owned  (market  value) 

Caah  in  ofl&oe  and  t>ank , 

Afcats'  baianmu  not  over  3  montha  due.. . . . , 


8280,825 
9,009 
4,286 


Total  admitted  aaaets. 


8244,070 


LiABiLrrns,  December  31, 1909. 

Net  losses  unpaid. 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 


83,230 
28,546 
24.852 


Capital  paid  up 

Surplus  o\er  all  liabQities. 


851,P.28 

150,000 

42,442 


Total  liabilities,  capital  and  surplus. 


RISKS  AND  FREHnmS:  Fire  risks  m  foro^  December  31. 
t3,S9ljB12;  memnmu  thereon,  849,640. 

BU3LVE8S  SINCE  ORGANIZATION:  Premiums  received. 
SS,797,504:  kMses  paid,  82.067.385;  divUends  declared,  cash, 
mi,S38,  BtodE,  8104.480. 

Par  Market 

BONDS  AND  STOCKS  OWNED:            Value.  Value. 

Oreiaad  A  Fittabundi  R.R.  Co 810,000  817,500 

Dajfton  &  Miehkan  RJL  Co 26,000  48.000 

LmleMiamrRXCo 15,000  31.800 

CocionatiStxeei^.OD. 10.000  13.250 

Ci»aiaaAiGaa*l%e.Go 20JOOO  18.200 

CBwiBaati  Union  Stock  Yard  Go 4.500  4,500 

lint  National  Bank,  of  CSncmnati.0...          28.600  71.500 


Bonds  and  Stocss  Owmn.— Conf. 

Bonds.— Coat. 

Fifth-Third  Nat  Bk.,  of  Cincinnati,  0 . . . 

Citixens  Nat.  Bk.,  of  Cincinnati,  0 

Cincinnati  Chamber  of  Commerce,  ctf . . . 

Totals  (book  value.  8139,661) 


•■••■«•• 

V«S'SiVf  1  V 

Far 

Marke 

Value. 

Value 

83.700 

89,250 

7.000 

16,800 

100 

25 

....  $123,900  8230.825 

MISCELLANEOUS:    Company  operates  only  fai  0. 

DIRECTORS:  George  Fhipps,  Edward  Worthington,  John  S. 
Conner,  George  Bullock,  Wm.  H.  Calvert.  Edward  Rawson, 
Griffin  T.  Miller,  John  C.  Davis.  Richard  Dymond,  Henry  Muhl- 
hauaer,  Stophen  R.  Burton.  James  N.  Gamble,  Charles  L. 
Harrison.  Winfield  S.  HukiU,  Jr..  Edmund  R.   Webster. 
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MERCHANTS  UNION  INSURANCE  COMPANY,  Meridian.  Miss. 

Pieadent,  LeW  Rothenbeis;  SeacUry,  H.  M.  Stnet    OrgaaixMl,  1WI3. 


Year 

AsKts 

Unearned 

Net 
Surplus 

Net 
Prerahinu 

Total 
lacxnne 

Losses 
Paid 

Div- 
idends 

El. 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 
1906 
1906 

$176,094 
174,640 
176,336 
162,886 
178.866 

$20,742 
19,962 
24,913 
24,691 
86.484 

$61,288 
61.078 
60,422 
88,294 
40,887 

$27,430 
26,478 
84.212 
86.264 
68,601 

$39,181 
87,846 
60,296 
44,886 
67,261 

$20,987 
24,892 
18,664 
89,008 
22,044 

$8,000 
8,000 
6,000 
6.000 
6.000 

$8,689 
6,248 
11.819 
18.273 
16.034 

$87,676 

68,281 
48,078 

$21,420 

27.89) 

9.264 

41.188 

24,048 

Assets,  Dxckmbu  81. 1909. 

^  je  loans  on  real  estate $122,918 

Meridian  Cotton  Mills  stock,  and  Meridian  Pert 

stock  (market  value) 18,600 

Loan  on  approved  security  (market  value,  $60,000)  9,100 

Cash  in  office  and  bank 14.413 

Agents'  balances,  not  over  8  months  due 9,198 

Interest  accrued. 1,970 

Total  admitted  assets $176,094 


LiABiUTXXS,  Decembek  31. 1909. 

Net  losses  unpaid  (induding  $2,250  resisted). . . . 
Unearned  premiums 


14,069 
20,742 


Total  liabilities,  except  caiHtal  and  surplus.. 


Capital  paid  up 

Surplus  over  all  liabilities. 


$24,811 

100,000 

61,283 


Total  liabilities,  capital  and  surplus. $176,004 


^  RISKS  AND  PREMIUMS:    Fire  risks  in  fores,  December  31, 
11.813.601;  premimns  thereon,  $89369. 

BUSINESS  SINCX  ORGANIZATION:  Premiums  nesived, 
$253,025;  losses  paid,  $142,547;  dlvkiends  deoiared.  cash.  $34,000. 

MORTGAGE  LOANS:  Tliese  kiaos  sffiregate  $122,918 
neuly  all  on  improved  property  in  the  city  of  Meriaian, 
and  valued  at  $700,000.  There  wai  no  hiterest  psst  due  on 
December  81,  hsk  The  eempany  holds  about  $100,000  of  faisur- 
ance  on  the  bufldingk 


MISCTELLANEOUS:  Company  formerly  opersted  fai  Ark., 
and  Miss.  It  now  confines  Its  operations  to  the  latter  State. 
In  1008,  the  company  reduced  its  maximum  line  on  dwdllng  prop- 
erties to  $1,600,  and  rehisured  a  lane  portfam  of  Its  term  businea 
which  reduced  its  net  reoetots  ana  reserve.  Oonflsgration  lois 
Yasoo  C^.,  1904.  $10,433. 

DIRECTORS:  L.  Rothenbe^i.  B.  W.  Griffith,  Harry  T.  How- 
aid.  R.  W.  Millaaps,  E.  S.  Bcstiek,  Thad  B.  Lampton,  W.  E. 
Baskln.  S.  S.  Carter,  Louis  Gohn,  S.  J.  Johnson.  Edwin  McMorries. 
J.  J.  White,  E.  Odbn,  J.  S.  Tuner,  H.  M.  Threefoot.  D.  J.  Shienker, 
H.  M.  Street,  Leo  Whmer,  S.  H.  Floyd. 


METROPOLITAN  FIRE  INSURANCE  COMPANY,  Chicago,  lU. 

President.  Thos.  F.  Keeler.  Secretary.  Geo.  Essig.    Organised,  1003. 


YSAE 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

PrMnhima 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

$296,004 

$18,033 

$21,447 

^$187,687 

$149,990 

$176,622 

$10,000 

$93,114 

$279,636 

1168,33 

1908 

894,888 

146,880 

31,917 

276,053 

286,664 

174,210 

10,000 

101.966 

286,166 

177,W 

1907 

886,276 

142,982 

32,325 

280,184 

291,992 

160,649 

98,072 

248,721 

164,82 

1906 

846,931 

112,958 

26,716 

224,389 

284,606 

107,096 

laooo 

78,619 

196,615 

104,62 

1905 

811,368 

77,681 

21.376 

186,118 

tl62,261 

64,860 

10,000 

61,010 

116.871 

00.2{ 

t  Indudes  $22,600  premium  on  sale  of  new  stock,    t  Aggregate  net  premiums,  $267,569;  paid  for  reinsurance  in  Wea 
Chester  Fire.  $129,982. 


Assets,  Dbcexber  31, 1909. 

Bonds  axul  stocks  owned  (market  value) $213,902 

Cash  in  office  and  bank 26,548 

Agents'  balances,  not  over  3  months  due. 61,360 

Interest  and  rents  accrued 3,618 

Other  assets 667 


Total  admitted  assets $296,004 


LlABZUTIES,  DsCBIfBEE  31,  1900. 

Net  losses  unpaid  (including  $2,800  resisted) 

Unearned  premiums ^ , 

Reinsurance  premiums , 

Borrowed  money , 

Reserve  for  taxes 


$4.5. 
13,0 
22,3 
34,3 
2 


Total  liabilities,  except  capital  and  surplus. .        174 ,C 
Capital  paid  up. . . . . , , 20O,C 


Surplus  over  all  liabilities. , 


21.^ 


Total  liabilities,  capital  and  surplus. I296,< 


RISKS  AND  PREMIUMS:    Fire  risks  hi  force.  December  31, 
11,717.838;  premiums  thereon.  $23,520 

BONDS  AND  STOCKS  OWNED:  Pftr  Market 

Bonds.  Value.  Value. 

Qy.  of  Chicago,  3|% $62,000  $60,450 

^.  of  Chieaego,  4% 02.000  92.827 

N.  W.  El.  R.  R.  Co.,  4% 42,000  40,425 

N.Y.(Jy.,4% 20.000  20.075 

Stock. 

W.  Adj.  A  Insp.  Go 126  125 

Totab $216,125  $213,902 


MISCELLANEOUS:  Capital  hieieased  hi  1905  from  IIOO 
to  $200,000  bypayment  of  900  shares  in  cash  and  a  stock  divic 
(A  10%.  or  100  shares.  Company  commenced  buatneaa  wll 
surplus  of  $25,000  and  m  1905r$22,500  was  added.  Reins^ 
a  large  proportion  of  its  busmese  in  1909  m  the  Westdiester  ] 
Conflagration  lose.  Balthnore,  1904,  $9,348;  San  Fnaciaoo,  1 
$850  (oy  remsuranoe). 

DIRECTORS:  Thos.  F.  Keeley,  M.  J.  Nsfl^ten,  Z.  P.  Bro«i 
Edward  Cluif,  James  I.  Nsfl^ten,  Ptoter  Fortune,  M.  W.  Kei 
WilUam  A.  Birk.  Eugene  M.  Keeley. 

HELD  MEN  AND  TERRITORY  COVERED:     E.  E. 

reral  aoent.  Pa.;   Thos.  M.  Hogan,  speeial  a«»nt  for  IM 
and  Wis.:   W.  S.  auff.  special  agent  for  III.,  Ind.  and 
J.  F.  Nieholflon,  Chicago,  lu.,  raeeial  agent  for  Cook  Coi 
Company  operates  in  111.,  Ind.,  Mich.,  Mo..  0..  Fa.  and  Wis 
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MICfflGAN  COMMERCIAL  INSURANCE  COMPANY,  Lansing,  Mich.a 

PreaJdait,  Fnak  A.  Hookcn  Secrelmry  md  Treasurer,  A,  D.  Bakcf .    Orymiaed,  1W6. 


Yeas 


1M» 
IflOB 
1107 
19N 
1905 


$1,308,767 

1.835.923 

1.041.817 

844425 

465.077 


Unwrned 
PremJUQu 


1746,877 
748,296 
564,468 
377,006 
145,961 


Net 

Surplus 


$60,082 
81,083 
88,808 

101,101 
01,566 


Net 
Premiums 


*$037,687 
090,560 
848,038 
583.541 
300.6731 


Total 
Income 


$070,642 

n.140,282 

882,834 

t677,584 

328,097 


Paid 


*$603,078 

578,407 

348,433 

133,096 

67,451 


Diy. 
idads 


$15,000 


Ex. 


$398,039 
382,610 
330,006 
254,401 
100.806 


Total  Ex- 
poxlitures 


$1,011,117 
061.017 
678,520 
388,807 
168,2561 


Incurred 


$626,140 

600,299 

848,992 

178,463 

85,603 


•  Indades  $2,704  marine  premiums  and  $1,521  marine  looses,    t  Includes  $70,000  premiums  on  new  stock  in  1906  and 
$100,000  in  1008. 


Assets,  Dxcbmbxr  31, 1909. 

fiesl  estate  owned  (book  value.  $13,825) $14,825 

JKortease  loans  on  real  estate 518,056 

Bau&  owned  (market  value) 324,999 

CaA  in  office  sad  bank 237,176 

Acealsf  balancrs,  not  over  3  months  due. 198,296 

Interest  accrued. 15,405 


Total  admitted  assets. 


$1,308,767 


a  Statement  aooordinK  to  'i^i*'fc\g«ii  standard. 


LiABiunxs,  DicKifRM  31. 1009. 

Net  lottMS  unpaid  (including  $15,409  resisted). . 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  cai^tal  and  surplus . . 


Capital  paid  up 

Surplus  over  all  liabilities. 


$87,508 

746.877 

14.200 

$848,675 

4UO.00O 

00,082 


Total  liabffides,  capital  and  surlpus. $1,308,757 


EESKS  AND  PREMIUIIS:  Fire  r«ks  m  force,  Deoember  31, 
tiMJ07Z,9l9:  nenuums  thereon,  $1,427,506;  marine  and  inland 
nfa  ia  fofee.  mjOQS;  pcemimns  thereon,  $1,761. 

BUSINESS  SINCIE  ORGANIZATION:  Franhuns  .-eeeived, 
33.679,388;  losses  paid,  $1,703,392;  dividends  dedarad,  essh, 
$154»0. 

REAL  ESTATE  OWNED:  GouMs  of  an  office  buflding  aad 
lot  in  I^aaiaK.  wfaleh  eost  $8,467.  and  to  carried  at  $12,743.  and 
2  dwellisg  pmpCTtfes  in  Battle  Creek,  valued  at  $2,082. 

MOBTCAGE  LOANS:  The  148  loans  are  all  (exeept  one  in 
InL  and  7  In  DL)  upon  Mich,  real  estate,  chiefly  in  Battle 
Cbeek,  Lan^ng.  Detroit  and  HoOaad  and  onJ^^  10  loans  exoeed 
18^500  ia  aaoont  The  aggregate,  $518,050,  ii  protected  by 
ptqperties  vahred  at  $1,280;2«,  and  the  oonpaay  holds  $644,444 
of  tastaanoe  on  bufldktffk  But  $2,031  of  interest  was  past  due 
oa  Deeembcr  31  last  The  largest  kwa,  $25,000,  is  seeured  by 
230-222  Waahingtoo  ave.,  8.  Trfuiaing,  a  store  building  valiMd  at 
fSaOOOl  and  the  next  lainst.  $23,000,  is  upon  toe  Masonic  Temple, 
vnfajed  at  847,<^ 

Fte  Market 

BONDS  OWNED:  Value.         Yahie. 


U.  3.  Gofwnmeat,  1918  oyo. 

AOioa,  Mich..  1908-14.4% 

KiiBSeid  Townahto.  Mich..  1918.  4%. 
GkoraeO.  Mich.,  vfflsge,  1914,  4i%. . . 
cr^Vil2,i% 


Qa.  State,  1915. 4I5S 

Gtscd  Bapida.  MldL,  1916,  4% 

HovghtDD.  Mlefa..  viOage.  1935, 

BoBaad,  ICefa.,  ey.,  1911,  ih%... 

HflWale.  MieiL.  ey.,  1910-11,  4%. 

laekaon.  MidL.  ey^  1926,  4% . . . . 

gahmww.  Mich.,  cy..  1913,  4j 
MieiL.  ey-.  1911-12. 4< 
Hieh.,e7..  1009-10. 5f^9. 
Midi.,  i7m  1932,  5% 

Ht.  Reaannt,  MldL.  ey..  1910-16,  4%. 

OaUaad  eoon^.  Mlefa.,  1911-12,  4%. . 


$15,000 

$15,262 

10,000 

10.000 

9,000 

8,806 

0,000 

9,077 

0.000 

8.992 

10.000 

10,395 

72300 

73.031 

18.000 

20.085 

15.200 

15.230 

2,500 

2,500 

50,000 

50.610 

21.000 

21,135 

21.898 

21,898 

3.000 

3.029 

8.000 

8.784 

7.000 

6.944 

10.000 

10.000 

Boms  Owmn.— Conf. 

Fbrtiaad.  Mich.,  village,  1920,  4% 

Saugatuck,  Mich.,  v^«e,  1922,  5% 

Shiawassee  eounty,  MioL,  1909-16, 4%. . 


Fkr 
Value. 

$10,000 
3,000 
0.000 


Market 

Value. 

$9,883 
3,204 
8.976 


Totab  (book  value.  $330.308) $330398      $324,999 

MISCELLANEOUS:  This  company  began  business  with  a 
surplus  of  $100,000.  In  1906.  capital  hacreased  fiom  $200,000 
to  6300,000  ana  $70,000  was  reaUaed  as  premium  on  the  new 
stock  issued,  aad  fai  1908  capital  was  hiereased  to  $400,000  and 
$100,000  realised  as  premium  on  new  stocL  Values  cf  special 
depoaitB:    Va.,  $153M;  Ga..  $10300. 

DiRBXnORS:  Frank  A.  Hooker,  Robert  Henkel,  A'  D* 
Baker,  E.  F.  Ooolev,  F.  D.  Bennett,  S.  J.  Titus,  H.  F.  Oolby. 
David  Stott.  John  A.  Kelly.  Wm.  A  Baumann.  W.  B.  Parsons. 

FIELD  MEN  AND  TERRITORY  COVERED:  Baumann, 
Gordon  (?o.,  Wtaiona,  Minn.,  general  agents  for  Minn.,  S.  D.,  N.  D. 
and  Wis.;  Ghas-  B.  Allan,  Kan.  (?y.,  Ma.  State  agent  and  Robt 
C.  Allan.  Kan.  Qr..  Mo.,  special  agent  for  Kan.,  Mo.  and  Neb. 
Merrill  A  Braniii,  Okla.  Qy.,  Okla.,  nneral  agents  for  Okla.; 
Logue  Bros.  A  Co.,  Pitts.,  Piu,  general  agents  for  Western,  Pa.; 
W.  Va.:  E.  K.  Schults,  Phila.,  Pa..  State  agent  for  E.  Pa.  and  N.  J.: 
Robt.  D.  Machan.  Elkhart,  Ind.,  State  agent  for  Ind.;  Wm.  E. 
Gable,  I^ria,  111.,  State  annt  for  III.:  C.  R.  MeCabe,  Chicago.  Dl.. 
special  agent;  Rhodes.  Brown  A  Co.,  Columbus,  G%,  nnoral 
agents  for  Ala.,  Miss.,  Ga..  Fla.,  N.  C,  S.  C.  and  Va.:  S.  E.  Barton, 
Boston,  Mass.,  State  agent  for  Mass.;  Cochran,  Thomas  A  Co., 
Dallas,  Tex.,  general  agents  for  Tex..  La.  and  Ark.;  W.  T.  Eaton, 
Kenton,  0..  md  Lester  E.  (Tate,  Columbus,  0.,  special  agents  for 
0.;  J.  N.  Estabrook,  Lansing.  Mich..  State  agent  for  Mich.;  B.  E. 
Starr.  Lansing.  ICch..  snd  F.  M.  ChampUn.  Grand  Rapids.  Mich., 
speeial  agents  for  Wol;  T.  J.  A.  lledeinann,  San  Francisoo,  C^.. 
general  agent  for  Pacific  Coui.  The  company  operates  in  all  the 
States  and  Teiritories  of  the  United  SUtes,  except  Alss..  Colo. 
Del,  D.  C,  Ida.,  Ia.,  Me..  Md.,  Nev.,  N.  H.,  N.  M.,  Tenn.,  Utah. 
Vt  and  Wyo. 


MICHIGAN   FIRE  AND   MARINE   INSURANCE   COMPANY,   Detroit,   Mich, 

Prcsideat,  M.  W.  O'Brien;    Vice-Prcskient.  E.  J.  Booth;    Secretary,  H.  £.  Everett;    Assistant  Secretary.  £.  P.  Webb. 
Organized,  1881. 


YxAit      Amtt3 

Unearned 

Net 

Net 

Total 

Losses 

Divi- 

Ex- 

Total Ex- 

losses 

Surplus 

Income 

Paki 

klends 

penses 

penditures 

Incurred 

1900     $1,301,993 

$501,723 

$342,031 

$603,398 

$658,611 

$264,062 

$24,000 

$253,191 

$541,253 

$262,001 

1906       1.191.(»1 

463.930 

279,336 

560,509 

606.966 

284,116 

24,000 

241,470 

549,585 

294,734 

1907       1439.061 

442,679 

251.219 

560,951 

607,106 

239,829 

24,000 

218,251 

482,080 

218,418 

U06       1.042.744 

373.668 

189315 

479,080 

^23,085 

560,337 

24,000 

196,677 

781,014 

578,085 

1906      1,087.220 

357,624 

282,687 

452,057 

500,079 

280,237 

24.000 

188,111 

442,348 

233,911 

t20(MN»pnkl  in  by  stockholdeis. 

Assess,  Decekbes  31, 1909. 

Real  estate  owned  (book  value) , 

Jkiortpcc  loans  on  real  estate 

Bcndi  aiad  stodcs  owned  (mari^et  value) 

CaA  m  office  and  bank 

AffcsBts*  bslancrfl,  not  over  3  months  due. 


OdMT 


Total  admitted  assets. 


$77,963 
486,196 
555,612 

67,723 
100,525 

11,443 
2,541 

$1,301,993 


LiABiLiTizs,  Decucbbe  81, 1909. 

Net  losses  unpaid  (including  $2,000  resisted) 

Unearned  premiums 

Other  liabilities 


$47,276 

501,723 

10,063 


Total  liabilities,  except  capital  and  surplus . 

(^pital  paid  up 

Surplus  over  all  Uabilides. 


$559,062 
400,000 
342,931 


Total  liabaides,  capital  and  surplus $1,301,993 


REPOSTS  OF  FIRE  INSURANCE  COMPANIES, 


MICHIGAN  FIRE  AND  MARINE  INSURANCE  COMPANY,  Detroit,  Mich.— Cofrtwiwd. 


S  81HCE  OKQANIZATION:    Premliuiii  ncdnd. 
....  17,830;   Iowa  paid.  15370,133;   dlridMdi  dodved,  fib, 

(saaooo. 

BEAL  E^ATE  OWNED:  ConiUU  mlfal;  of  dwtlUiK  pramr- 
Uea  IB  tad  Hw  Detroit,  with  biu  Tuut  loU,  Uh  lugcit  diite 
Hem  bstaiiOO  naat  loti  Id  Irriiv  pL,  nbdlTUoa.  nJued  st 
t4a,ai»r>twn  in  no  iDSUDibniiiH. 

HORTQAOB  LOANS:  Tboin  iin  IM  iouu,  of  wUdi  oul;  ) 
KCMiltlOMOlDimomil.  ThelmuinnoU  t4S«,lM.aDd  an 
Bound  by  pnpeitlanluedittimwiCI.  IS40  of  Intoal  ni 
overdi»,ODl>9amberSllul.  KfatoftlicpiDptrtletkiuiiid  opon 
■n  fai  Detnlt  ud  all  vn  Id  Hlchlfu.  fie  lunt  lou  b  ona 
ot  tII>.S<XI  OD  propHty  on  N.  B.  Qneit  Rlw  ■•L.ltitralt,  nliMl 


Billlc  Crwk.  bdi.,  ie!5-a,  t7„ 

Detroit  Cy..  puhRc  imp.,  19IA,  ^%. 


tis.ooD      ta,Taa 


-...Jit  Cy.,  public  lu.,  lBli.*:„ 

Dslioil  Cy.  Sr.  bi.,  iSlS,  4% 

Dttfoil  Cy.  Purii  be..  1K30,  j)% 

Detroit  Cy,  An  Munum  bt,  injO,  31% 
HlcLSleuDihlpCo,.  ba..igi6,  S%  .   . 


ttioo 

t,MIO 


Bom  u. 

So.  D<L  No.  g,  SjHliifinlb  Tnrfilp  !■.. 

WlMHi 

Sc  db.  No.  g.  Hualruek,  IOdi„  bL. 

l»aB% 

Suincw.  luci.,  ek  mp.  ud  v.  bk.  laii- 

F»pW  Btata  Bk.,  itk 

Total!  (book  TthH,  tS37,3S0) 

HieCELLANEOUS:    Cqdtd 
to  lUO.COO  by  euh  pajmen'' 
atodkbotdae.    Cmiftwntlaii 
103. 

SIBEXTIORS:    K.  W.O'BrleD,  F.  J.Heeker, 

a  HMk,  D.  M.  Ferry,  Jr.,  R.  P.  Joj,  JanwCrm. — , 

BOO,  CUntsii  Qoodkie  Edgai,  H.  Ktrk  Wblle,  H.  P.  BaldirlD,  Charlea 

B.  (Mm*,  F.  A.  Scbutte,  Wm,  V.  Brwe,  J.  W.  TliolMi«ii.  FliUip 
H.  HiMDlaii.  F,  E.  Drlfp.  WilUam  R.  Hes,  Jarnn  aBluHlUk, 
Lem  W.  Bonn,  Ckai.  C.  JeDki,  0«.  H.  Bvboar,  WOUaai  H. 
MiupliT,  ChtL  SUaehfield,  ChH.  L  Patau,  Call  A.  Heorr.  Darid 
a  Wh&My,  Dr.  J.  B.  Book.  Chat.  F.  f^tt.  E.  J,  BeotL 

FIELD  HEN  AND  TERRITORT  COVERED:  C.  A. 
Heirr  *  Od.,  S*a  FtudMO.  CaL,  Cor  he.  CoiM  dipKtaiMl; 
D.  CUffeSlaiH.Nadi>llle,TeaiL,  nttenlMmtForKy.  udTnu.: 
Cnnu  k  Qin  HoWen,  Tei,  maiitien  tor  To.  aad  I«-; 
SimpioB,  CaiBpbdl  A  Co.,  lo^oo.  Hua.  nHnl  aceatt  for  Rhk 
and  OODO.,'  Jaam  B.  Bren,  Jr.,  tmctaTafeal  tor  Colo.;  O.  P. 
HeHalioa.  Harlh  V.  WhiBiav,  HMcial  wala  far  MidL:   Pnak 

C.  EMariy.  ^iidil  atnit  tor  MIbb.  lad  wla.;  Cbaa  i.  Cnmmlaa 
apraal  waal  tor  UL  Hia  eoBp*ii>  opersla  b  Aiia.,  CaL,  Colo., 
&^.  Ida.,  IIU  ImL.  Ky„  L^TMd..  Maia.,  Midi..  Hida.,  Mo., 
llDnt.,  Ker..  N.  T.,  0.,  Ora^  Pa..  Tnn.,  To,  W.^  Wb.  awi 
Wjo. 


YlAI 

Aiaeta 

g=i 

A. 

P^'i.. 

Toal 

L»» 

Di.- 

Ei- 

sais 

Incumd 

IfOt 

li 

lii 

■"i 

"SiS 

18,  n4 

II.HI3 

•!i 

tlO,«IO 

ll.WU 

"Sffl 

x-\^ 

Mortpge  loana  oo  rol  cttaK 

Bamu  and  ilocki  owned  (mufcet  value). . . 

AgenCa'  balanna.  not  over  SiaoiiEhadue.-. 


20,000 
T7,ZM 
«.30t 


Total  ulmilted  ai 


RISKS  AND  FREHnnfB:  Fin  rltki  tn  [one.  Denrabir  II. 
K,a73.4U:  jnnliBH  Uhiwo,  UlflTi. 

BU3INB83  SINCE  ORCmZATlON:  Pnmlunit  neelred, 
1188,010;  lum  pdd.  «13S.{iM;  ditidouh  dadaml,  ewh,  tlO.OOO. 

HORTOAaE  LOANS:  Tben  an  83  kiana  a^grcnting. 
llTD,in  protoet«d  by  laprOTtd  film  luda  boaUd  m  Cnilnl 
Nora  Dakota,  TaloadallSHjaS.  Then  wat  t8>I  o(  inUnI 
part  due  OD  Daewber  31.  !*•*■    Oaopaiiy  bdde  tlSUM  ef 


110,000 
7J»0 
3M0 


I4U..U- 

cms,  DicuBU  31,  lOM. 

»»pt  capital  and  aurplua.. 

Total  IkbUitiea,  capital  and  urplua. 

.?R'JfiK5?,.£r«S~'  T£3„ 

a?.  Cujtai  I 

It  ahanted  ila  ai 


1   IMS  h 


1  tlOO.000  b 


n  1907  to  Uw  HiddhwM  Firs. 

-.-bertAiidmoii.DaTldBartlett.JaD 

C  J.  Lea,  Lee  Conba,  D*r^  Vtblley.  John  Tney,  F^ 
Heimn  Wntenr,  W.  A.  Gonhn,  Wm.  Olaen. 

FIELD  MEN  AND  TERRITORT  COVERED:  H__, 
Valley  Oq.  N.  D..  ipedal  aceat  [or  N,  D.  CoDpaiiT  op 
N.  D.,  3.  D..  Maniloba.  Saifalcfama  and  Alberta,  Ckn 


MILWAUKEE  FIRE  INSURANCE  COMPANY,  Milwaukee,  Wis. 


Pmtdm 

1.  Wm.  L 

retnrr.  0"« 

r  r.rifhlinK 

.  ISflg. 

Ywa 

i—ff.       Untamed  1 

Sorplui 

Incocde 

peniea 

Incuinxl 

Wl* 

*a23,374      t34  .fiS5' 

(202.BB9 

1342,217 

»37B,B23 

t  4  ,8B7 

I1B2.S7( 

18111.227 

l44.»->4 

t  iBclude  tlta.aOO  paid  in  by  uockholdns. 
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MILWAUKEE  FIRE  INSURANCE  COMPANY,  MUwaukee»  Wis,-^ofUmmd. 


AssKTS,  DFCinffTi  31, 1009. 

Mofttgfgc  loaos  on  real  estate 

Bonds  and  stocks  owned  (book  Tahie) 

Cash  in  office  and  bank 

Agtna'  balanceii,  not  over  3  months  due 

lotofest  aocraed. 

Other 


Total  admitted 


$838,777 

398,862 

37.299 

41,885 

6,461 

100 


1823,374 


LlABILITISS,  DzCEMBIft  31,  1909. 

Net  losses  unpaid  (includmg  $4,842  resisted). . . . 

Unearned  premiums 

Reserve  for  contingencies. 

Other  liabiUUes 


Total  liabQities,  except  capital  and  surplus . 


$24,490 

842,666 

19,000 

34,836 


Capital  paid  up 

Surplus  over  all  liabilities. . 


$420,391 
200.000 
202,988 


Total  liabOitict,  coital  and  suxidus. $823,874 


RSra  AND  FREMIUIIS:  Fire  risks  In  Cotee.  Deeember  81, 
UXSr^JBK;  premiuma  theicoa.  $061,66L 

BUSINISS  SINCE  OBGANIZATION:  Premlmns  reoehrad, 
I3;23S,454;    losBca  paid.  $1,718,306;   dlvldaids  dedand,  essh, 

MORTGAOE  LOANS:  There  an  71  loans  aaregaUnc  $338,- 
777,  and  the  total  security  is  estimated  at  $919,990,  the  insurance 
Md  on  buiUinBi  amounting  to  $872,926.  There  are  2  loans  of 
1304100  neh.  but  only  6  fai  aU  hi  ezeess  of  $10,000  eaeb  and  aU 
lie  ipan  lOlwaakBe  pcopertj. 

BONDS  AND  STOCKS  OWNED:               Par  Maxket 

_  BoHsa.  VahM.  Value. 
Hfnakae  O^j  atneC  imp  bonds,  1916- 

11.4% $35,000  $36,038 

5.Y.  Qy.  eoip.  stodc.  19S»^.  3i4,4i%  60,000  62.650 

aLoabC<Motyl9t8.4% 26,000  20.780 

AtiaatieCbMtUneBx.OD.«1953,4%..  86,000  32.900 
OLJfiU  *  St.  FkolBj.  Cb..  debentan 

W84,f% lOOOO  9.3000 

aL.RJ.&PBcR7.Q»^laadr.l934,4%  26,000  22.600 

Ffat  A  PJf .R7.Co.(Fi.  H.  Div.)1930.6%  10,000  10,600 

Omad  Rapids  AInd.  By.  Oo.,  1941. 44%  17,000  17.695 

L  A  N.  Rj.  Co.CK.,0.k  Ma).  193Q.  6%.  16.000  18.300 

Ki.  Lt^  Ht.  *  Te.  Co..  1929, 6% 26.000  25.600 

K.y.CJkHJLR^Go.(lLaeoL)1998^%  60.000  39.600 

SouR]ri}D.<AtLA  Danville).  1948.4%...  10.000  9.000 

Wib.  Ry.OoL  (Omaha  Div.),  1941.84%.  35,000  26.600 

W.  MdL  Biy.  Gb..  1962.  4% 10.000  8,400 

WkGeaifaIRy.Ga.,19%4% 26.000  28,000 


Boma  AHD  8togkb  Owmu.— Conf.  Fir  Maiket 

Boitv.—CMU.  Value.  Vahie. 

Nla.FUl8Hydrau.Pow.Alffff.C.1990.4%  $10,000  $8,960 

Pabst  Brewing  Co.,  1920-22.4% 6.000  4.450 

Raolne  Gas  light  Co..  1930,  5% 6.000  4,800 

Union  El.Ltft  Fbw.Co.3tL.,  1032,  6%.  lOJOOO  9.900 

Stocks. 
Wls.Nat.Bk.ofMUwaukee 6,700         13,400 

Totals  (book  value,  $388,862) $414,700      W98,862 

MISCELLANEOUS:  lUs  oompaay  begin  busfnefls  with  a 
surplus  of  $100,000.  It  is  oontrolled  byparties  toterested  hi  ths 
Milwaukee  Meehanies.  In  January,  1900.  $100,000  wss  contri- 
buted to  surplus,  and  bi  1906.  $160,000  were  voluntarily  con- 
tributed to  surplus.  Conflanatk>n  kMMs:  Balto..  1904,  $40,040; 
San  Frsndsco,  1906.  $1921000. 

DIRECTORS:  Fred  VogsL  Jr..  Chaa.  H.  Tunker.  William  L 
Jones,  Gustav  Pabst,  Qui  Ptashora.  Okas.  F.  Ffister,  Robert  Nunne- 
madier.  Horace  A.  J.  Upham,  Dr.  Jos.  Sdmekler.  llios.  W.  8petto^ 
Fred  T.  GoU.  John  a  Dick,  (Thas.  0.  Stem.  Otto  H.  Falk,  William 

Meld  MEN  AND  TERRITORY  COVERED  Spedsl  sgentc 
Kobt  Weckselberg,  for  la..  Neb.,  Mmn.  snd  S.  D.;  Frank  Famold, 
Indianapolis,  Ind,  for  0.,  Mieh.,  Ind.  snd  111.;  Arthur  J.  Huahes, 
for  N.  Y:  and  Pa.;  R  H.  Wieben,  MJwaukee,  Wis.,  for  Wis..  Wnn.. 
IlL  and  Ma;  Shipman  k  Wayne,  Ghiosgo,  IlL,  managsis  Cook 
Co.  The  company  operates  In  Col.,  D.  C,  111.,  Md..  la.,  Ky, 
Md.,  MssB.,  MichT.  Minn..  Ma.  Neb.,  N.  Y.,  0.,  Pa.,  S.  D.,  and 
Wis. 


MILWAUKEE  MECHANICS  INSURANCE  COMPANY,  MOwaukee,  Wis. 

Preridoit,  Wm.  L.  Jones;  Vice-Presklcnt,  Chas.  H.  Yuuker;  Second  Vice-PreMent  G.  W.  Orossenbach;  Secretary,  Oscar 
GriebliDg;  Assistant  Secretary,  Emil  Teich.    Organised,  1852.  


TXAX 

Asset. 

Unearned 

Net 

Net 

Total 

TcOIFOCB 

Divi- 

Ex. 

Total  Ex- 

Losses 

Premiums 

Surplus 

Income 

Pkkl 

dends 

pcnses 

penditures 

Incurred 

1909  1  $8,252,439 

$1,733^387 

$655,788 

$1,694,670 

$1,744,398 

$684,353 

$80,000 

$726,822 

$1,491,176 

$716,967 

1906'    1,007,094 

1,683,994 

607,964 

1,460,022 

1,687,926 

664,027 

80,000 

673,339 

1,417,866 

664,466 

1907 

2.773.5R3.     1,641.677 

t497,296 

1.446,689 

1,660,162 

751,589 

66,000 

659,360 

1,476,956 

603,304 

1906 

2,750,170 

1,482,446 

463,787 

1,396,404 

•1,828,394 

1,907,889 

40,000 

642,320 

2,589,709 

2,067,176 

1906 

3,260,543 

1.540.69S 

1.367,310 

1,619.210 

1.643.676 

692,776 

80.000 

631,102 

1,303,878 

595,419 

*  Indndes  $300,000  pceminm  on  new  stock,    t  Net  surplus, 

AasRS.  Dbcbkbck  31, 1909. 

Real  estate  owned  (book  value) $55,750 

Mortnce  loans  on  real  estate 1,267,535 

ax»d  stodks  owned  (book  Tslue) 1,522,755 


(^oUatenl  loans. 

Cashm  office  and  bank 

Agents'  balances,  not  over  3  months  due.. 

laterest  accrued. 

Other 


21,000 
124,365 
225,756 

33,229 
2,043 


Total  admitted 


sts $3,252,483 


December  31, 1907,  according  to  Wisconsin  standard,  $551,964 

LiABtumcs  Dbcembes  31, 1909. 

Net  losses  unpaid  (including  $8,508  resisted) $122,106 

Unearned  premiums 1,733,387 

Contingency  reserve. 50,000 

Reserve  retained  for  reinsurance  company 124,418 

Other  liabilities 66,734 


Total  liabilities,  except  capital  and  surplus. 

Capital  paid  up , 

Surplus  over  all  liabilities. 


$2,096,646 
600.000 
656,788 


Total  liabOities,  capital  and  surplus. $3,252,433 


Fbe  ifsks  fai  foree  Deoember  31, 
$3,285,141. 


SINCE  ORGANIZATION:    Premiums  reoelved, 
paid,  $14,950,913;  dlvkiends  declared,  esah. 


BISKS  AND  FREMIUMB: 
$&a.798.]92; 

BUSINESS 
t28.'^.408: 
$L575UXni 

MEAL  ESTATE  OWNED:  CamptlaeB  2  parcels,  vis.:  S^tory 
ibae  front  brick  boOdhig  on  parts  of  bts  7  and  8,  block  10,  7th 
wmi  Mihraakee  (value,  $48^000),  and  15  lots  hi  17th  ward, 
Kfaaiiue  (vahe,  $7,750).    There  are  no  Incumbranoes. 

MOBTQAGE  LOANS:  There  are  140  k>ans,  ranging  in  amount 
inn  $aOO  to  $216,000,  and  aggregaUng  $1,267,635.  The  pn>- 
tertbg  propel  tiea  ace  vahied  at  $3^4,165,  and  there  was  $35 
fldateresk  psat  due  on  Deeember  31,  last  The  k)an  of  $216,000 
ii  lyon  varioa  tneU  of  land,  with  bufldings  hi  the  4th  and 
Ifth  waids.  MUwaokee,  vahied  at  $581,550,  and  the  company 
hoUi  $8l$jOOO  of  tnaursnce  on  the  bulldtngi  thereon. 


BONDS  AND  STTOCKS  OWNED: 
Bonds. 

Brown  (>o..  Wis.,  5% 

Ga.  State.,  3i% 

Green  Bay.  Wis.,  High  Seh.,  4i%. . . . 

Milwaukee  Qty,  Z\%. 

Milwaukee  aty,  4% 

N.  Y.  City,  gold,  4% 

N.  Y.  aty.  gold,  4i% 

Portland,  Ore.  water,  5% 

Racine.  Wis.  srhool,  5% 


Ramsey  Co.,  Minn,  bridge,  ii% 

Richmond,  Va.,  dty,  4%. . . , 

8t  Louis  Co.,  Minn..  4|% 

St  Paul,  Minn..  Bd.  of  Education.  4i% 

State  of  Vlrginfat,  3% 

CSiicago  k  Alton  Ry.  Co.,  Z\% 


Pftr 
Value. 
$2,000 
10,000 
50.000 
7.000 

111,000 
25.000 
50.000 
50,000 
13.000 
75,000 
25.000 
75.000 

125.000 
12.000 
30,000 


Market 

Value. 

$2.00$ 

9.700 

52.780 

6.663 

110.722 
25.000 
54.500 
53.750 
13.276 
77,260 
25.006 
77,250 

128.126 
10.809 
21.900 
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MILWAUKEE  MECHANICS  INSURANCE  COMPANY.  Milwaukee,  Wi».- 

Bwitka  Iowa.  BtHlBKira.  1901  mUOO;  Bu  Fnutora.  I9M, 
tl.«l)5,010.  ThajNutlB  latemWd  ta  tUi  nmpuj  iko  ontnl 
bha  ^"^  "«'    ViluH  of  •peeU  dtpodbT  Oi.,  W.TOO: 

DIREtTTOna;  Cbu.  B.  Tunka,  Chu.  F.  Ft^la,  Robtrt 
Nuunmulior,  FcnUund  Kebiwka,  U.  W.  riiimiiiilniili,  WlUlim 
FIDES,  Fnd  T.  OoU,  Pral  Vopl,  Ji  QuUv  lUrt,  Wm.  L.  Jo», 


)„  (Pt.  a 


.D  DIv.),  i%        10.000 


Louliv.  i  huhi.  R».  Co.  (N.  0.  it  M),  0% 
Mir.  Hou^  t  OnUiL  Ry.  iTr,..  fi' ; 
K.,3«u]t3l«.M.*Atl.  K>-.  ^■.,^■; 
ICli.  Lt..  HU  &  Tt  Co.,  5r- 
N.Y.C.4H.n.R.H.Co.(Sl-I-t"l.',-H'i 
8t.L..I.Mln.  4  8.  Ry.  Co.  (£1.  i  (.;.M'l 

8o.Ry.Co.,S% 

So.  Ry.  Co.,  (AU.  4  DuvlUeA  4% . . . . 

So.  Rj.  Co.  (KioiTllle  »  0.}.  0% 

Bo. Pm. By. Co., raid., *% ,    ... 

ToL,  W»I.V«].4  0.Ily.Co.,  i'f,.. 

W»b«rfiRT.Co.  aol.iChL].  i?, 

Wibadi,  RtU.  Tm.  Ry.  (>> ,  V} 


AntKmritCo,.  lilmtB.  rvBl'?^ 

Ci«i»hyPMk]ngCo„jn 

Nlii.KaI|sU.(],Pi,w.iM[,:.c, 


Rulu,  Wis.,  Gu  Light  Co.,  S?t 

Dnlon  Q.  Lt.  k  Paw.  Co.,  S% 

MU.  EJ.  Ry.  t  Lt.  Co..  pnftiind,  V%... 


30.000 
32.000 

1.476 


TotiU  (booh  T4lue,  (1^23,766).. . 


ti.Tmm  n.fi22.7Ai 


MISCELLANEOUS:  CajAltS  insRued  la  IMW  fnin  1200,000 
la  taOO,IXIO  ud  1300,000  wu  nllud  on  ula  of  nnr  atoek.    C^- 


FIELD  MEN  AND  TEXRITORT  COVERED:   T.  Y.  Bum 

"      ~  "■""         ".,  New  Yoik  dly,  ramnl  ifeBti.-   Ludin 

~      ig.  Oevalud,  0..  in 


i  Co..  77  Wlilkin  A 


lorO.udW.  Va^OB.  i 

for  Hlob^    R.  Wllmi  HoCmu,  HurUjurt  I_ 

ud  T.  W.  ADdarm.  aNliUatSteM  KUtTor  h.  isd  N.  Y.: 
Heibert  J.  HUL  Boatei,  Mu.,  Stall  wnt  In  Man.,  N.  J..  K.  E 

udR.L:  WlJtarE.BIlaLFM4lud.0n.,Btal*KBDtf<)r  Ore. 
Wwh.,  Ida.  and  UUL  John  A.  Hanaoa,  Bk  FmI,  Hnn.,  State 
weiil[orl[iiui.,N.D..S.D.aiidKc>iil.;  R. E. BnUnn, Hadaoi, 
State  atnt  for  Wia.:  Paul  N.  Sdueual.  Kihwikairwia,  apNW 
|t  for  Wia.;  Daa  T.  SduOi,  WiotfieaW,  ID.,  (psnl  aaent  for 

On..  Wa^' 
«t  lor  Cook 

fori?  aad 
amt  (or  It-: 

juxivi,   ul.    uku   umaty,    maaacer;    C    W. 

-..   Worth.  Ite.,   State  aimt  for  Tai.  and  La.; 

A.  W.  Boric.  LanlanUa,  Ky.,  State  aoit  lor  iG.,  Tan.  aad  Ark  : 
%a>.  A.  Pnndfit,  MaMiditiaatta  SvOdlu,  KiiiiM  aty.  Ho, 
Bute  .cent  for  Mo.;  W.  A.  HoOud,  IWriUe,  Va.,  State  acent  fat 
Va.  acd  N.  C;  W.  W.  OrabiBfh.  WkUla,  "' 
■Ent  lor  Km.  and  OkU.^  W.  H.  Ayna,  Atlanta,  0< 
'-- "-     FU.  A]a.aBd3,C.    IIm  et '       ' 


SoutlAm  IIL:  John  Bobn,  FnspDrt.  IE.  ipenaJ 
III.;  WallErBiiifcharUFre(inrt,Ill.,tpedalaceol 

and  Ida.:  Geo.  G  Coraelaai,  Ohinco.  "■    =-■ 

Cannty,  IIL;  ChaL  F.  EncK  iBdiaiai 
Ind.:    A.  W,  FteemaB.  DHonh,  la., 


IL.anriali 


MILWAUKEE  GERMAN  FIRE  INSURANCE  COMPANY,  MUwaukee, 

Frendent,  Edward  Schroeder.  Sccntur,  AL  F.  Pny.     Orcinlied.  1006. 


Yeai 

And 

Unearned 
Premhima 

Net 

SunJua 

N.I 

s. 

Loa*. 
Paid 

id<^ 

Ei- 

Total  Ea- 
pcDdJture. 

^ 

B.Otf 
2,763 

11 

l.lSi 

■asi! 
'11 

ttl02.SB< 
£,871 

140,12; 

1 

»«.«l 

tSl.EGJ 

1.S08 

K 

s 

ftOE 

:  iDcluds  tlO,fiS0  aurplua  pud  in  ia  )«0«.  and  120,000  in  IWM. 
AssiTS,  DldKSEI  31,  IKW. 

Mortfuie  Luna  od  real  eatate (130,700 

Boodi  and  slocki  owocd  [market  value) iO.KO 

Cub  InufficE  and  bank 104,4W 

A^B'  balanca.  not  over  I  oicmtha  due. Il.SSD 


Total  admitted  aa 


Total  liabilitiea,  eiapt  capital  and  nuiilDa..       (08,387 


RISKS  AND  FREMIDMS:  Fire  ilaka  In  (oree  Deeember  SI, 
ta,ZilJ11;  pnmluDi  thrma,  (IDJ.gin. 

BUSINESS  SINCE  OROANIZATION:  PreDlama  lenelTed. 
(210300:  loan  paid,  tB7,0O3. 

HORTGAOE  LOANS:  Then  are  70  loana.  iggregatliig  (130,700 

OD  property  vorth  more  than  double  tbe  amount  loaned  thereon. 

On  DHemW  31,  laat,  Uieie  ma  1733  tnlemt  put  dun.    The 

eompany  holdi  (140,000  of  Inniranea  on  tiie  mortgaged  buUdlaga. 

Far  Hufcet 

BONDS  AND  STOCKS  OWNED;  Value.  Value. 

N(L  EL  Ry.  4  U (10,000  l>.g«l 

HndiDD  ApartnuBt 10,000  lOJWO 

Calumet  Apartment lOMO  lOJWO 

MihnDkee  Wat  FiaL 13JO0  13J0O 

Totak, (tl/nO        (M,gn 


MISCELLANEOUS:   CompaL, 

IMi.    Capital  Inianaed  lo  lW«  from  UOfiU 

IID.&SO  additioTLBl  aurplm  paid  in  and  in  iOOb  ouiiiai  nicnaaeo 

to  1200.000  and  (30,000  eunJue  paid  in. 

DIRBCT0R3:    Ednd  Bduwder,  Ednnl  A.  Uhric   Alai. 
Kehr,  Emil  U.  Olt,  OeorEC  Schaaf.  Charlea  Oemer.  Ala.  Uhi1(. 

FIELD  KEN  AND  TERRITORY  COVERED:  JoUui  0.  Gr>ef, 
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MINNESOTA  FIRE  INSURANCE  COMPANY,  Chatfield,  Minn. 

Picskknt,  A.  L.  Ober;  Seoclary,  W.  W.  Boyer.    Oistniied,  1909. 


Yuu 

Amttg 

Unearned 
PrnniunM 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$14«.966 

•2.787 

140,291 

16.408 

$5,488 

t$10.089 

t$10.089 

$2,500 

t  indodes  $8»500  arganizatian  expenses. 

AasBTS,  DaoifBnt  81. 1909. 

MortBge  loans  on  real  estate 

Ptapies  Tetepbone  Co.,  Greenwood  Tdephooe 

Co.  stock  (market  value) 

Bank  certificates  of  deposit 

Cask  in  office  and  bank 

Agents'  hahnofs,  not  over  8  months  due. 


$45,247 

20.080 

47.429 

29,018 

8,450 

880 


Tots]  admitted  assets $140,900 


LiABiLiTXBS.  Dbcbkbxk  81, 1909. 

Net  losses  unpaid. , 

Unearned  pnxniums 

Other  liab&ities 


$2,500 
2,787 
1.488 


Total  liabilities,  except  capital  and  surplus . . 


Capital  paid  up 

Surplus  over  all  UabiUties. 


$0,075 

100,000 

40,291 


Total  liabQities,  capital  and  surplus. $140,960 


RISKS  AND  PRElOUliaE  Fire  rkks  in  fone.  December  81, 
1337,183;   pRsniBas  thereon,  $5,240. 

HDSTOAGB  LOANS:  lliere  sie  17  loans  acgrmtmc, 
t<Mi7.  proleetod  bj  improved  real  estate  valued  at  $187,800. 
TSo  iateresk  past  due  on  Deeember  81,  last 

DIRECTORS:  A.  L.  Ober.  ChssL  L.  Thnrbcr,  W.  W.  Boyer. 
F.  a  Stoodt,  V.  L.  l^sea.  C  W.  Dood.  D.  B,  Fianklin. 


FIELD  MEN  AND  TERRITORY  OOVERED:  John  Ns^tea 
A  Co.,  189  Ls  Salle  St..  Ghkaeo,  HI.,  for  in.;  E.  E.  Halt  *  Oo., 
New  York,  surdw  lines  fbrNew  Englsnd  States.  N.  Y..  N.  J. 
and  Pa.;  J.  P.  Read,  Farop,  N.  D.,  State  agent  for  N.  D.;  N.  S. 
Tyler,  Sknix  Falbs  S.  D..  State  sfuit  for  S.  D.  Tint  company  is 
lioensied  m  Minn..  N.  D.  sad  S.  D. 


MONONGAHELA  INSURANCE  COMPANY,  Pittsburg,  Pa. 

Piaident,  Wm.  G.  WhDdcn;  Scoetary,  W.  K.  Rdftnyder.    Organized,  18M. 


Yeab 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premiums 

Surplus 

Income 

Psid 

idends 

penses 

penditures 

Incurred 

1908 

$615,754 

$182,003 

$85,058 

$800,174 

$380,982 

$95,207 

$12,000 

$115,227 

$222,494 

$133,031 

19(8 

842.030 

72.800 

59,187 

101.085 

119,405 

56.024 

•12.820 

44,100 

111,510 

69,700 

1907 

830.801 

08,557 

89,010 

102,020 

118.577 

40.840 

10,214 

85,847 

8»»X2Z 

40,177 

1900 

910,870          80,827 

82,550 

01,187 

77.000 

42,714 

9,970 

22,887 

75,077 

44,704 

190!( 

811.345!         85.905 

80,527 

57,458 

73.150 

22,075 

11.640 

22,048 

50,878 

25.484 

«AlsD  $25,000  stock  dividend. 


AssKTS,  DxcnaKit  81,  1009. 

Reat  estate  oiwned  (book  value,  $20,288) 

Uortgage  loans  on  real  estate 

StKks  ovned  (market  value) 

Loan  on  45  shares  Myers  &  Shinkle  Co.,  stock,  and 

25  shares  Westingnouse  Air  Brake  (}o.  stock 

Cask  in  office  and  bank 

Agents'  balanrrs  not  over  8  months  due. 

Iniczest  and  rents  accrued 

Otber 


$24,000 

829,700 

27,150 

8,500 

152,428 

68,726 

8,679 
11.072 


Total  admitted  assets. 


$016,764 


LiABiLints,  DxcnaBK  81,  1909. 

Net  losses  unpaid  (including  $460  resisted) 

Unearned  premiums 

Unpaid  dividends. 


$40,949 

182,008 

1,144 


Total  liabilities,  except  capital  and  surplus , 

(^pital  paid  up 

Suri^us  over  all  liabilities. 


$280,090 

800,000 

86,068 


Total  liabilities,  capital  and  surplus $016,754 


RISES  AND  FREMIUIIS:  Fire  risks  in  force.  December  31, 
ia^7a4jQ06;    premiums  thereon,  $325,002. 

BUSINESS  SINCE  ORGANIZATION:  Premhims  received, 
tU90,00S;  loases  psid.  $072,170;  dividends  declared,  cssh, 
tSOiSlU  stock.  $190;009. 

SEAL  ESTATE  OWNED:  ConsMs  of  lot  20x100  feet. 
K^  SOffI  Ffenn  svCm  Pittri>urK,  with  brick  building  thereon; 
lot  25  X 100  feet,  comer  45th  and  Flummer  sto.,  Pittsburg,  with 
^fltoiy  bride  store  and  dwelling,  and  lot  25  x  92  feet.  No.  7210 
Herantaae  sL,  Pittsbuig.  with  brick  building. 

lfO^H3AGE  LOANS:  There  sie  08  losns  sggregatmg. 
$89,700,  sad  an  protected  by  property  valued  at  more  thui 
4o«dde  the  amotmt  loaned.  There  was  $1,722  of  interest  past 
int  00  Deeember  31,  last  Company  holds  $202,100  of  iuuranee 
SB  te  mnrt^grd  buildiiMBk 

Par  Harket 

SrrOCBS  OWNED:  Value.         Value. 

Exchaage  Naft.  Bk $6,000         $9,400 

BsikflrFitttbuig^ 5.000         12,600 

^  Reserve  Bank  of  N.  Y. 3,600  5,260 

$13,500        $27,150 


MIS(;ELLANE0US:  Gspital  meieased  in  1906  from  $175,000. 
to  $200,000;  m  1909  from  $200,000  to  $300,000.  Conflapatioo 
losses:    Baltnnore,  1904,  $13,000:  San  Francisco,  1900,  $8,992. 

DIRE(7rORS:  Nathaniel  Hohnes,  H.  L  Waterman.  F.  L 
Stout,  H.  L  Mason,  William  G.  Whilden.  M.  W.  Stoner,  L  A. 
Burnett,  John  A.  Harper,  Chariee  H.  Shinkle,  W.  K.  Reifsnyder, 
W.  A.  Diball,  A.  F.  Hancock.  W.  S.  McKinney.  J.  A.  Lasselle, 
£.  B.  Wilson. 

FIELD  MEN  AND  TERRITORY  COVERED:  Whnden  A 
Hancock,  New  York,  managing  underwriters;  H.  P.  Majrill  A 
Co.,  Chicago,  HI.,  ^ersl  agents  for  111.,  Minn,  and  la.;  Iish  A 
Schuylkamp,  Madison,  Wis.,  general  agents  for  Wis.:  (Jeoige  M. 
Cobb  A  O).,  Indianapolis.  Ind..  gen^  agents  for  Ind.;  Edgar 
M.  Davis  A  Co..  St  Louis,  Mo.,  general  agents  for  Mo.;  Geo. 
W.  Jalonlok,  Dallas;  Tex.,  general  agent  for  Tex.:  H.  S.  Kauf- 
man, Ltd..  New  Orieans.  La.,  general  sgents  for  La.;  J.  F. 
Flowers,  Charlotte.  N.  C,  general  agent  for  N.  C;  Nortii  West 
Underwriting  Agency,  Seattle,  Wash.;  general  agent  for  Wash.; 
Bferce  A  Sage,  Detroit.  Mich.,  genera  lagents  for  MicL;  Arnold. 
Raines  A  Co..  Little  Rock.  Ark.,  general  agents  for  Ark.;  D. 
CUSe  Stone,  Nashville.  Tenn ,  general  agent  for  Tenn.;  The 
company  operates  m  Ark.,  III.,  Ind.,  la..  La.,  Mich.,  Mo.,  N.  J., 
N.  C.  0.,  Pa.,  Tenn.,  Tex.  snd  Wis. 


NASSAU  FIRE  INSURANCE  COMPANY  OF  BROOKLYN,  New  York. 

President,  Wm.  Hsrkness;  Secretary.  Thos.  M.  Harris.    Organized,  1862. 


YXAX 

ASKtS 

Unearned 
Premiums 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
IIOB 
1997 
1900 
1905 

$831,840 
73^99fl 
7iS,881 
802,281 
8M4m 

$384,284 
840^488 
805,940 
875.020 
888.151 

$219,298 

184,378 

53.274 

120.077 

248,868 

$639,236 
502.708 
030,082 
092,444 
601,879 

$608,883 

592,414 

059,801 

720,121 

•     687,036 

$284,392 
858,324 
304,661 
476,831 
229,384 

$20,000 
20,000 
20,000 
20,000 
20,000 

$191,432 
194,722 
226,366 
188,191 
197,205 

$496,724 
573,040 
009,900 
084,022 
440,049 

$301,710 
806,868 
370,702 
600  333 
201.983 
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NASSAU  FIRE  INSURANCE  COMPANY  OF  BROOKLYN.  New  York.— C<w<»«f«frf. 


Assets.  Dscbbcbxk  81.  1909. 

Boads  and  stocks  owned  (market  value) $661,192 

Cash  in  office  and  bank 69.602 

Agents'  balances,  not  over  3  months  due. 96.970 

Interest  accrued 2.476 

Other  assets 1,206 


Total  admitted  nssets $881,346 


LiABiLims,  DxcxMBES  31.  1909. 

Net  losses  unpaid  (indudinfl:  $1,000  resisted) 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 


Capital  paid  up 

Surplus  over  all  liabilities. 


$72,364 

334.284 

6.400 

$412,048 
200,000 
219.298 


Total  liabilities,  capital  and  surplus $881,346 


RISKS  AND  PREiai}1lB:  Fbe  risks  in  force.  December  31. 
$82,082,403;  premiums  thereon.  $664,024. 

BUSINESS  SINCE  OROANIZATION:  Premiums  received. 
17,668,062;  losses  oald,  $3,652,206;  dividends  dedaied.  cash, 
$1,482,500;  stock,  isoToOO. 

BONDS  AND  STOCKS  OWNED: 

Bonds. 

Ck  Stk.  Cy.  of  B'Uyn.  1916-37.  8}%. . . 

Ob.  StL  Cy.  of  N.  Y..  1936.  34% 

N.Y.  Cy.  Tax  Exe.,  N.  Y.  Qy..  1962, 8J% 
B'kiyn  Rap.  Trans.,  B'Uyn.  1945.  6%. . 

Stocks. 

B'kiyn  Cy.  R,  R.,  B'kiyn 

Kanhattan  Elev.  R.  R..  N.  Y 

Mechanics  Bk..  B'kiyn 

Nassau  Nat  Bk..  BMdyn 

Nat.  (V  Bk..  B'kiyn 

Amer.  Express  Co..  N.  Y 

Cb.QasGo.ofN.Y 


Par 

Market 

Value. 

Value. 

116.000 

$15,630 

76.000 

69.000 

180,000 

117.000 

10.000 

10.600 

80.000 

167,600 

60.000 

84.600 

7.200 

17,280 

25.000 

63.750 

2.600 

7,400 

10.000 

30.000 

26,400 

42,240 

Bonds  and  Stocu  Ownsd.--Coii<. 
Stocks.— Cont. 

Mtge.  Bond  Co.,  N.  Y 

Am.  TeL  4  TeL  Co.,  N.  Y. 


Psr 
Value. 
$10,000 

24.400 


Market 

Value. 
$11,300 

o4.avZ 


Totab  (book  value.  $511.466) $476,500      $661,102 


MISCELLANEOUS:    Oonflanatlon  V 
$45,000;  San  Frandsoo,  1906r&15.522. 


Baltimore,  1904, 


DIRECTORS:  Qeo.  V.  Brower,  Stephen  B.  Fettit,  Julian  D. 
Fairehikl.  Wm.  R.  Syme.  Thomas  M.  Harris,  Charles  E.  Teale, 
Edward  D.  White,  William  E.  Hutehlns,  Antbonv  Graef,  WilUam 
HarknesB,  Fhmk  L  Babbott.  Augustus  S.  Hutdilns,  Andrew  B. 
Newcombe,  8.  J.  Underbill,  G.  A.  Fleury. 

FIELD  MEN  AND  TERRITORY  COVERED:  Crum  ft 
Forster,  New  York  general  agents.  C.  J.  Stovel,  San  Frandsoo, 
Cal.,  goieral  agent  for  the  Padfie  coast  The  company  operates 
In  Cal.,  Conn.,  Fla.,  111.,  Mass..  Midi.,  Minn.,  Mo.,  NTYm  O,  Pft. 
and  Wis. 


NATIONAL  FIRE  INSURANCE  COMPANY  OF  HARTFORD,  Hartford,  Conn.j 

^reskient,  Jas.  Nidiols;  Vice-President,  H.  A.  Smith;  Secretary,  B.  R.  Stillman;  Assistant  Secretary,  G.  H.  TlTon;  Second 

Assistant  Secretarv,  F.  D.  Lavton.    OrRanized,  1871. 


Yeak 

Assets 

Unearned 

PiwrninmA 

Net 

Surplus 

Net 
Premhuns 

Total 
Income 

Losses 
Pakl 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditmres 

Losaesnd 
Incurredl 

1000 
1008 
1907 
1(M)6 
100A 

$0,828,707 
8,267,350 
7468,066 
7,076,868 
7,304,968 

14,686,677 
4,496,492 
4,478.102 
8,881,702 
8,488.036 

$2,840,204 
2,178,468 
1.603,661 
1,228,442 
2,814,306 

$6,608,826 
6.410,911 
6.868,496 
4,991,039 
4,896,220 

$6,966,796 
6,690,446 
6,096,187 
6,896,484 
4.657.318 

$2,680,916 
2,862,018 
2,451,452 
4,565.527 
2,040.621 

$180,000 

120,000 

110,000 

70,000 

120,000 

$2,116,421 
2,109,890 
2,149,402 
1,800,901 
1,620,762 

$4,927,387 
6,081,408 
4,710,854 
6,445,428 
8,781,883 

$2,685,852 
2.878,214 
2,411,945 
4,724,617 
2.017,145 

Assets,  Dzcembbk  31,  1909. 

Real  estate  owned  (book  value,  $460,539) $561,688 

Mortgage  loans  on  real  estate 662,668 

Bonds  and  stocks  owned  (market  value) 6,987,817 

Cash  in  office  and  bank 406,318 

Agents'  balances,  not  over  8  months  due 760,216 


Total  admitted  assets $9,828,707 


Liabilities,  Deczmbzx  81,  1909. 

Net  losses  unpaid  (indu<^  $38,962  resisted) ....  $502,836 

Unearned  proniums 4,685,577 

Other  liabilities 300,000 

Total  liabilities,  except  capital  and  surplus..  $5,488,413 

Capital  paid  up 1,000,000 

Surplus  over  all  liabilities. 2,840,204 

Total  liabilities,  capital  and  surplus $9,828,707 


RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31, 
$821.029,9S6:   premiums  thereon,  91,145,933. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$73,588,523;  losses  paki,  $39,742,791;  dlvkiends  dedared,  cash. 
$3,^,000;  stock,  $100,000. 

REAL  ESTATE  OWNED:  The  principal  parcel  Is  the  com- 
pany's home  office,  a  brick  bulldInK  at  05  Fbari  st,  Hartford, 
of  which  the  actual  cost  was  $318,057,  and  the  market  value, 
$362^21.  The  only  other  important  property  Is  424  Wakiut 
St,  Philadelphia,  an  office  buildhig,  book  value,  $60,900  carried 
St  $70,000.  There  are  21  other  items,  mostly  dwellings  hi  St. 
Paid,  Minneapolis  and  Chiesff). 

MORTGA^  LOANS:  The  84  loans  aggrente  $662,668  and 
are  protected  by  real  estate  valued  at  $2,112,600,  the  bisurance 
held  by  the  company  amountfaig  to  $828,408.  Most  of  the  loans 
are  upon  improved  properties  in  (2hlcago,  St  Paul,  Peoria,  111., 
Lafayette,  Ind.,  Kansas  Oty.  Mo.,  Dubuque,  Cedar  Rapids,  la. 
and  a  few  upon  farm  and  other  properties  in  other  places.  The 
largest  loans  are  as  follows:  $25,000.  Dubuque,  la.,  Alta  Vista 
St;  $62,400,  Odar  Rapids,  6th  ave.,  between  8th  and  9th  sts.. 
and  3d  ave.,  between  6th  and  7tfa  sts.;  $100,000.  8.  W.  oor. 
Sdby  and  Western  aves.,  St  Paul  valued  at  $260,000;  $40,000, 
on  lots  and  hospital  in  Dubuque,  valued  at  $80,000. 

BONDS  AND  STOCKS  OWNED:  Pftr  Market 

BoNM.  Value.  Value. 

Arisona,Tenltor7  of.  1942,5% $26,000  $25,750 

Fort  Wflliam,  aty  of  Ontario,  sw.  deb. 

1988,5% 100,000  107,000 

Oa.  State  of.  1910-1915,  4i% 25,000  26,750 

t  Statement  aeeocdlng  to  Oonneetleut  standard. 


Bonds  and  Stocks  Owmu.— Cont  Psr 

BoiTDS.— CofiL  Value. 

Oroton  Bor.,  Conn.,  wat  loan,  1924. 4%.  $10,0(0 

Hamilton,  Cy.  of ,  Ont,speeial  d.,  1927.4%  60.000 

Hartfoid,0.of.  Gonn.,river  bg..l954,d}%  45.000 

Hartford  Cy.  of,Oonn.,  river  bg,  1955,34%  121,000 

Maisonnettve,Town  of,  Csn..  d.,  1946.4|%  25,000 

N.  B..Town  of.  Conn.,se..  1910-30, 31% . .  35.000 

Opelika  Qty  of,  Ala.,  sc  big.,  1934,  5% .  20.000 

Portland  Cy.,  Ore.,  iiat  loan,  1928.  5% .  50,000 

Richmond  Qty  of,  Va.,  1923-1928,  4%,  50,000 

Atl.  A  Bir.  Oon.  Co..  1st  ool.tr.,  1912, 5%  36,000 

Atl.  *  Bir.  By.  Oo..  1st  m.,  1934, 5% . . . .  100,000 

Atl.  A  Danv.  By.  Co.,  1st  m.,  1948,  4%.  100,000 

Augusta  Tm.  Rv.  Co.,  1ft  m.,  1947,  6% .  117,000 
Aurora,  Elgin  k  Chioogo  R.  R.  1st  m^. 

1946,  6% 50.000 

B.  ft  0.  R.  R.  Co.,  Pgh..  Lake  Eris  A  W. 

Va.  Division,  1941,  ^ 50,000 

B.  ft  0.  R.  R.  Co.,  S.  W.  Div.,  1st  mtg., 

1925.  3J%.^ 50,000 

Bangor  Ry.  ft  EI.  Cb.,  1  ev.,  1985. 5% . . .  59.000 

Belt  R.  R.Co.of  Chat.  1st  m.,  1945, 6% .  27,000 

Boston  ft  Maine  R.  R.  Ca.  deb..  1929, 4f  %  80.000 

B'kiyn  Unkm  Ele.R.R.Co..lst  m.l05gp5%  50.000 

Buffak)  Ry.  (3o..  1st  cs.  m.,  1931.  5%. . .  26^000 

Bush  Terminal  Co..  oond..  mtg..  1855.  5%  lCiQ,0Q0 
CkroUna,  (llnehSeld  ft  Ohk>  Ry.,  Co..  Isk 

mtg..l938.5% 55.000 

CentBr.Unlon  ra&Ry.Oo.,lsfcm.l948,4%  50,000 


Market 

Value. 
$0,900 
49,500 
42.750 

114.050 
25.500 
38.940 
20,000 
54.500 
50.500 
30.600 
08,000 
93.000 

186,800 

47,500 

46.500 

45.000 
69,000 
S7,270 
84.000 
61,500 
27,000 
96.0QO 

5&0OO 

43,500 
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Cbitflf  GmJiyJCojCbmt.  Dtr^  1961,  4%.  f 25,000 

ObL  oT  (^TBjr.  Ok.  c^  m..  1945.  5%..  2S,000 

ChBt4ifas3yXb..]«fcm.*lfo.IHvl94((S%  33.000 

OmL^  atet^  Ox.  Irt  morts..  1957.  4%. .  60,000 
CkcB.  A  O.  Ry.  Co^  sen.  rfs.  And  imp.. 

199^  5% 50,000 

Chn^A  O^lCbJ^.  A  A.  Div..  1960.  4%  71,000 

CM.  *  GhuR.  R.  Cow,  Ist  m.,  1953. 5%. .  37.000 

CLAgJlLR.H-Ch  .wn  m  and  l«tm.  1987,5%  75.000 

CUc^K  m.  R.IU  cq.  B..  m.g^  1916,  5%  16.000 

Cb.&ErieR.B.G^.  1st  m..  1982,5%..  106,000 

ChL.  KJlW,  R.  R^  Co.  l«i  in..l027.  6%  61.000 

GhLA  iMLCbal  Rx.ClDu,l»ft  iB..lff36.  5%.  60,000 

SbLXJ9hJSC.RT.Cbu.l«t  m.,   1912.  0%_  85.000 

^.  &  dL  U  Ry.  Co.,_priGMrliB  Jnl93a4i%  50.000 

tkoetev  *  Memphia  rTr.  Co..  19i»,  5%  60.000 

Cteetev.  OUaJk  O.  R-R..  sn.  m^l910,5%  75.000 

O.  H.  A  bvtea  Ry.  Co..  s.  ■n-OMJ.  44%  g,000 

CB.41l-i.lLR.Ccw.liit  553^  1«0, 5%  86,000 

I>oL  A  RtoG.  R-R^  impw.  1^^  «?L--  S-Sffi 

E,J.At.Ry.Gow.l^«u.lMl,f%.i^  gO.000 

EL.  A.ASo.'K  Cow.  «-.  1^^  m^  ^SsSS  2'2ffi 

O,  H.*S«i  a:  Ry.CSo-jJutnjj,  1931.6%  26,000 

I.*Ot  NoTk  R.  Oou.  3d  IB..  Mg&*S;  JffiSS 

K».  Cy,  Ele.  Ry.  Co..ffB.  m..  Ifg^  «%  100,000 

Ldhigh  A  Hud.  Riv-  Ry .  Co..  d..  1«0. 4%  ^.000 

S^i  Ta.  Ry.  Cof.  l»t  mg.  1941,  6%  M.O0O 

UH.  A&  L.  Ry-  Co.,  l«t  m-  l»J5v Y^'  ,2^S2 

IL.  D.  A  a  R.  R.  Coj^  1«*  ■?- l»S/7^  Zf 'gg 

R.  Cr.  A  FL  D.  R.R.  Co.,  ^AJS^IS^*^^*  JI'SS 

IrtTSt  Ry.  Co.,  r.  B-^m.,  2002.  *g: •  i^-  g.000 

ftA8LUR.R.Oo.M  »- »n-Tj^X%  S'JK 

IL A8t  I.  R.  R.  CcK,  IM  »^^^^^S^*^  S'SS 

R Cat R.  R.  Co..  Ut  m.,  »»«>' *f  W '  SSS 

R,  K.  A  O.  R.  a.  Co.,  1»»  m^  W  6%:  60.000 

mLATTRy..  St.  I*  Ukr^  ^ffil;  W*  iS'Sffi 

j^R^^^Afes-c^ii"^^^^  ;^ 

KTU:.*H.R.^RO<0*S--ooL^Wg*%  76.000 

J5o*wyVsLR.R-Co..l»»«»-jl«"'^  •^ 

?.  AP.U^  By.  w^  ^           lll3j^  5g  26,000 

~*^L^^it^vCo..lBi.l««.5S  «0,000 

wii  «:  bL  C^  l3tm-  19».  6%. ...  20,000 

w*ig*_w?iLR'  Co J« »-  1«^ *%  26.000 

w  5T'vw^?CoL  Ut  n^l«».  6%. . . .  60,000 

^•*^^w£if&^9S,fi* ».O0O 

—  -Jr:iwlMi«wL  cW.ij3Uj%  2.000 

tJ.T\.CD.,c«l.te«t,l««.5%.....  28,000 

T«K*8MtoF«R.R.0o.,p....  4J5O0 

%srii.uup^ ggg 

CS:QLVRrrC?.'i«^^  1^ 

QA.,R.\.k?ie.Ry.Co a.700 

ABk.OD aMwo 


OF  HARTFORD,  Hartford,  Conn.*^otUi 

BoMM  aho  Stocib  Owhbd.— CmI.  Fftr 

Stocib.  VAloe. 

in  Ont.  R.  R.  Go ir.40C        \ 

L.AN.R.R.CO 80,000 

Mil.  El.  Rv.  A  Lt.  Co..  p 62.000 

Mobile  A  6.  R.  R  Go.,  (So.  Rj.) 20,000 

New  Hun.  EL  Ryi..  p 12.600 

N.Y.aAH.  RR.R.CO 30,600 

N.T.  AH.  RROo 10.000 

Norfolk  A  W.  Ry.  Go.,  adj.  p 15.400 

Pa.  R.  R  Go 31,250 

Ftoite  A  Baraaa  VaL  R  R  Go 16.000 

8t  J.,  Sa  B.  A  So.  R.  R  Go.,  p 2,700 

81  J.,  So.  B.  A  So.  R  R  Go.,  eom 87,800 

So.  Ry .  Go.,  p 8.000 

United  N.  l  RR.  A  Oanal  Co 10.000 

iBtna  Nat.  Bk..  Hartford 10,000 

Charter  Oak  Nat  Bk..Hai4fonl 72.200 

auaena'  Cent  Nat  Bk..  N.  Y 2.500 

&r.  Bk.,  Hartford 4.600 

I^rmen  and  Meehanies  Nat.Bk.3aitrd  10,000 

Haitfoid  Nat  Bk.,  Hartfora 80.000 

Nat  Ex.  Bk..  Hartford 18.000 

Fbomix  Nat  Bk..  Hartford 38.100 

Colonial  Secorltiea  Go 100.500        t 

Com.  Unfon  TL  Co 24,100 

Hartf'd  Gaa  Seeurifelea  Go.,p..Hartrd ....  7.500 

Hartford  Gas  See.,  oom 1.050 

No.  Gent  Goal  Go.,  Ma 25.000 

N.  W.  Telegraph  Co.,  (Fkr  60) 40,200 

Totak 86,455.800   86,1 

MISCELLANEOUS:  Ckpital  deceased  in  1872  from  81 
to  8350,000.  and  promptly  reaCored;  tnereaaed  In  1878  to  8( 
by  atoek  diTidend;  ineraaeed  in  1881  to  81.000.000.    This  eo 
narantees  the  polieiea  of  the  Gokmlal  Fire  Underwriters  o 
ford.    The  Colonial  Seewltles  Go.,  of  whleh  the  Natfonal  is 
eally  the  owner,  controls  the  Medianics  A  Tradeis  Ins. 
New  Orleans  and  the  Franklin  Ins.  Co.  of  Wheelinc.  Confla 
losses:  Boston,1872, 8161.800;  Baltimore,  190478720.000; 
son.  1902,  8138.106;   San  Frandaoo.  1906,  82,583,824. 
of  special  deposits:    Va.,  850,600;  Ga..  810.000;  N.  M.,  8 
Oan.,  8182,000/ 

DIRECTORS:  James  Nichols.  John  R  Book.  Henry  C 
Francis  T.  Maxwell,  Byron  A.  Simmons,  Chaa.  H.  Briscoe, 
H.  Ensisn,  L  A.  Barbour,  Fred.  S.  James,  Charles  Cheney, 
A.  Smith,  Geo.  H.  Burt 

FIELD  MEN  AND  TERRITORY  COVERED:  Honv 
department  95  Ftari  st,  Hartford,  Conn.,  Chas.  S.  Li 
general  anot,  Hartford.  Conn.;  W.  H.  Lewis,  Boston,  Mass., 
annt  for  Me ,  N.  H.,  R.  I.  and  E.  Mass.;  Qeoige  F.  Cowee.  1 
MasB.,  special  agent  for  Me.,  N.  H.,  R  I.  and  E.  Mass.; 
Cnittenaen.  Meriden,  Conn.,  special  agent  for  Conn.,  Vt  aa< 
em  Mass..  L.  C.  Dameron,  84  William  st.  New  York  CiW, 
adjuster;  G.  A.  Rich,  New  Yoik,  special  agent  for  New  Yo 
urban  district;  E.  E.  Pike  and  Loun  C.  Breed,  Utica.  N.  Y., 
agents  for  New  Yorq  State:  Roes  M.  Wickliam,  Newark, 
State  agent  for  N.  J.;  N.  C.  Rorabaugh.  Philadelphi 
special  agent  for  Eastern  Pk.;  Paul  Klme.  Pittsburi 
spedal  agent  for  Western  Pa.;  Gllptn,  Van  Tramp  A  Monti 
Wilmington,  DeL.  State  agents  for  Del.;  A.  A.  Warfield 
andria/Va..  spedal  agent  for  Md.,  Va.  and  D.  C;  Alfred  ! 
Son.  WheeUng.  W.  Va..  State  agents  for  W.  Va.;  A.  0. 
Wheelmg.  W.  Va.,  special  agent  for  W.  Va.;  R.  G. 
Charlotte.  N.  C,  special  agent  for  N.  C.  and  S.  Cm*  W.  R  B 
Atlanta.  Ga.,  iniedal  agent  for  Ga.  and  Ala.;  H.  G.  Hare 
JaeksottYllle.  Fia..  State  agents  for  Fla.  Western  depai 
171  La  SaUe  st,  Chicago,  III.;  Fred  S.  James,  general 
George  W.  Blossmn,  assistant  general  agent;  Chas.  Rldi 
second  assistant  (general  agent;  T.  M.  Luce,  Chicago,  111.,  ib 
of  sprinklerad  naks;  H.  W.  Lockett,  Chicago,  111.,  ini 
Chas.  Row,  Lansing,  Mich.,  State  agent  for  Mien.;  N.  L.  S 
Lansing,  Mich.,  special  agent  for  Mich.;  Theo.  Gardner 
rence,  Kan.,  State  agent  for  Kan.;  John  D.  Flintier,  Kans) 
Mo.,  special  agent  for  Kan.;  A.  J.  Lore,  Omaha,  Neb.,  Stal 
for  Neb.;  W.  H.  Elbouro  and  Jas.  H.  Casebeer.  Omahi 
special  agents  for  Neb.;  J.  M.  Wallace,  Dayton,  0..  State  ai 
O.;  A.  W.  Fleming  and  Geo.  W.  Thrush,  Columbus.  0., 

rte  for  0.;  W.  B.  Snkler.  Davenport,  la.,  State  agent  1 
C.  Qarlick,  Spring6eld.  Mo.,  special  agent  tor  1 
Stinson,  St  Paul,  Mmn.,  State  agent  for  Mfain.:  E.  D.  1 
Sioux  Falls,  8.  D..  Stete  scent  for  S.  D.;  E.  F.  Wlrth.  Han 
N.  D..  spedal  annt,  for  N.  D.;  H.  F.  Fspensheld,  Chicai 
State  agent  for  IIL;  D.  E.  Monroe,  Des  Moines.  la..  BttkU 
Theo.  Pierrott  Des  Monies,  la.,  special  agent  for  la.;  J 
Hubble.  LouisviUe.  Ky.,  State  amt  for  ty.;  F.  C.  Degi 
Indianapolis.  Ind..  special  agent  for  Ind.;  T.  E.  HMld.  ( 
HL,  special  agent  for  IH.:  W.  T.  Bisbee,  Chicago,  111., 
agent    for    Cook    Co.;    Ray    E.    Hiscox,    Milwaukee, 
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NATIONAL  FIRE    INSURANCE  COMPANY 

sMoal  acent  for  Wis.  tnd  Hnm.;  Cooper  A  Hall,  Nash- 
vflle,  Tenn.,  State  ftsents  for  Tenn.  Gulf  department:  Emery 
A  NortoiL  144  Oarondelet  at..  New  Orleana  La.,  general  agenta  for 
La.  and  Miaa.  Padfic  department  Sanaome  and  Sacramento  ata., 
San  Franeiaco,  Cal.,  M^ear  k  Wayman,  ceneral  acenta;  F.  £. 
Stone  and  M.  H.  Thomaon,  aaaiatant  general  agenta;  E.  P.  Oaine, 
and  J.  A.  Pbull,  San  Franekoo,  Cal..  for  Bay  Comitiea;  A.  W. 
Geiay,  Portiimd,  Ore.,  apecial  agent  lor  Ore.  and  Mont:  Bmoe 
Kalta,  Spokane,  Waah.,  apedal  agent  for  Wadi.,  Ida.  ana  Mont.; 


OF  HARTFORD,  Hartford,  Conn,'~CofUinued. 

Chaa.  S.  Hill  and  W.  B.  MeCanalaDd,  Denver,  Colo.,  apecial  ageata 
for  Colo.,  Wyo.  and  N.  M.;  E.  A.  Rowe,  Loa  An«efea,  Cal., 
apecial  agent  for  So.  Cal.:  W.  W.  dereland  and  G.  W.  Dearbora. 
Sim  Franciaoo,  Gal^  apecial  agenta  for  No.  CaL;  SonthweaCem 
department:  Treievant  k  Cochran,  Dallaa,  l>z.2general  agenta 
for  Ark.,  Tex.  and  Okla.;  F.  Grant  Miller.  Winnipeg  Man., 
apedal  agent  for  Manitoba,  Alberta  and  Sauatcbewan.  The 
eompany  operatea  in  all  the  Statea  and  Territoriea  of  the 
United  Statea  and  in  the  Dominion  of  Canada. 


NATIONAL  BREWERS  INSURANCE  COMPANY,  Chicago,  lU. 

President,  W.  H.  Rebm;  Secretary,  £.  Graham  Rhoada.    Organixed,  1906. 


Yrav 

Aaaeta 

Unearned 

Net 
Surplua 

Net 

Total 

Tnmnnff 

Loaaes 
Paid 

Div- 
idenda 

Ex- 
penaes 

Total  Ex- 
pendltarea 

Loases 
Incmred 

1909 
1908 
1907 
1906 

$340,a08 
886,109 
170,611 
164,852 

$19,149 

11,984 

11,134 

8,766 

$118,297 

122,625 

59,878 

56,086 

$83,886 
23,293 
21,570 
18,683 

$46,242 
80,018 
29,245 
22,577 

$1,301 

7.188 

4,165 

105 

§$24,966 
10,000 
10,000 

$12,712 
6,990 
6.387 
5,449 

$88,979 

24,173 

20,552 

5,554 

$3,634 

7,061 

4.165 

105 

(Indttdes  $4,966  dividenda  to  policyluddcra. 

Assets,  Decembsk  31,  1909. 

Bonds  and  atodis  owned  (maiicet  value) 

Cash  in  ofi&oe  and  bank 

Agents'  balances,  not  over  3  montha  due 

Interest  accrued. 

Other  assets 


$302,670 

26,848 

8,832 

5,162 

1,796 


Total  admitted  assets $340,308 


LlABIUTXES, 

Net  loaaea  unpaid  (none  reatsted) 

Unearned  premiums 

Other  liabdities 


31,  1909. 


$2,362 

19,149 

500 


Total  liabilities,  except  capital  and  surplus. .    $22,011 

Capital  paid  up 200,000 

Surplus  over  all  liabilities. 118.297 


Total  liabiliUes,  capital  and  surplus. $840,808 


RISKS  AND  PREMIUMS:   Fire  risks  hi  force  December  31, 
$3,5%,231:  premiums  thereon,  $37,182. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  leodved. 
$95,782:  kwaea  paid,  $12,592;  dividenda  declared,  caah,  $40,000 

Fsr  Market 

BONDS  AND  STOCKS  OWNED:            Value.  Value. 

Oook  Co.,  lU.,  court  houae  ba.,  1920^,  4%        $35,000  $35,850 

Chieago,  aanitary  dla.  ba..  1914,  4% . . . .          25,000  25,000 

Chicago,  park  ba.  1916-23.  4% 65.000  66,650 

GhicagD,  dty  ba.,  1913-22,  4% 76,000  76,620 

(^  ofN.  Y.  be.,  1953-6,  4% 83.000  88.000 

Pa.  R.R.  ov.  g.  ba..  1915.  m 5.000  4,860 

Chicago  Cy.  R.R.  be,  1927  6% 30,000  81,200 

Cy.  of  FhUadelphiaba.,  1938,  4% 30,000  30,900 

Weat  Adj.  A  hispn.  Co.,  atk 100  100 

Tbtala  (book  value,  $306.344) $299,100  $302,670 


MISCELLANEOUS:  Thla  eompany  waa  orpmlsed  hi  ApriL 
1906.  and  eommeneed  bualneaa  early  fai  1006  with  $100,000  ca^tal 
and  $50,000  aurplua.  Capital  mereased  in  1906  to  $200,000. 
Those  intereated  in  the  company  are  all  brewera;  and  the  com- 
pany will  write  nothing  but  brewery  planta  and  allied  industries. 

DIRECTORS:  E.  A.  Fauat,  St  Loula;  Geo.  Refacfa,  Springfield, 
HL;  Chaa.  E.  Sucoop,  Pittaburg;  Otto  Huber,  Rook  lalandUL: 
N.  W.  Kendall,  New  Haven.  Conn.;  E.  F.  Meyer,  Chicago-  Wm. 
A.  Birk,  Chicago;  Guatave  0.  Psbat,  MUwaukee;  Carl  T.  Hoster. 
Columbua.  0.;  Edward  Lanaberg,  Chicago;  Frank  Fehr.  Louis- 
ville, Ky.:  Rudolf  Brand.  Chicago;  E.  Graham  Rhoada.  Chicago; 
Joseph  Thuerer.  Chicago;  Henry  Ound,  La  Groaae,  Wia.;  Wm.  B. 
Rehm.  Chicago;  Guatave  W.  Lembeck,  Jera^  Qty.  N.  J.;  C.  J. 
Voplcka.  Chieago;  Philip  R.  Brand. 


NATIONAL  FIRE  AND  MARINE  INSURANCE  COMPANY,  Elizabeth,  N.   J. 

Preaident,  H.  R.  Chambera;  Secretary,  £.  N.  Marah.    Organised,  1866. 


Yea* 

Aaaets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Loaaea 
Paid 

Div- 
idends 

Ex- 

Total  £z- 

Losses 
Incurred 

1909 
1908 
1907 
1906 
1906 

$380,449 
803,140 
249,222 
233,018 
212,082 

$141,063 
97,624 
84,498 
72,689 
68,660 

$112,776 
86,163 
47,791 
89,028 
89,302 

$268,013 
182,178 
166,725 
140,841 
106.813 

$290,628 
192.486 
176.824 
148.848 
116,246 

$131,011 

110.264 

73,172 

78,898 

41,789 

$9,000 
8,000 
7,000 
7,000 
6,000 

$66,449 
60,076 
44,288 
36,898 
28,899 

$206,460 

168,330 

124,460 

121,796 

76.678 

$132,760 

110.086 

75,753 

78.108 

41.410 

Assets,  Decembei  31,  1909. 

Real  eatate  owned 

Mortgage  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value) 

Ca^  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 


$1,920 
31,100 
248,901 
29,116 
73,171 
1,242 


Total  admitted  aaaets $380,449 


LiABiUTiss,  Decembei  31,  1909. 

Net  loases  unpaid. 

Unearned  proniums 

Commissions. 


Total  liabilities,  except  capital  and  surplus 

Capital  paid  up 

Surplus  over  all  liabilities. 


$13.43» 

141,063 

18,171 

$167,673 
100.OOO 
112,776 


Total  liabilities,  capital  and  surplus. $880,449 


RISKS  AND  PREHIUIIS:  Fire  risks  In  force  December  31. 
$20.699,1.51;  premtmna  tiiereon,  $273,264. 

BUSINESS  SINCE  ORGANIZATION:  Premluma  received. 
$1,630,694;  kiaaea  paid.  $840,044;  dividenda  dedared,  caah. 
$279,000. 

REAL  ESTATE  OWNED:  Conaiata  of  1  dwelling  aituated 
In  Elisabeth.    There  is  no  ineimibraaoe  thereon.    Sold  In  1907  by 


contract  paymenta,  $20  per  month,  intereat  5  per  cent    Oompany 
holds  title. 

MORTGAGE  LOANS:  There  are  15  loans,  aggregating  $31,100 
mostly  on  improved  property  tn  Elisabeth,  valued  at  $77,800. 
The  average  rate  of  interest  la  5)%  and  the  eompany  holda  $41,650 
of  inaurance  on  buildlnga. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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NATIONAL  FIRE  AND  MARINE  INSURANCE  COMPANY,  Elizabeth.  N.  J.-^oiUinued. 


fiOlOS  AND  ffrOGKB  OWNED: 

BOIDB. 

BNKtkQ^Adiurt 

MnjC, 

Bmdvi^Sarfin  R.R 

Tbiid  At«.  R.  B. 

9l,Ma.48tEMiIR.E» 

llft,KaB.4Tei.R.B. 

SiPiiilOmi.&]faii.R.R.. 


Loanrie  k  MkaoariShb  Be.. 

Qer^ClL,Cld.ASt.L.R.a. 

Qua  Fk.  A  Id.  Gt 

Beadi!«Gfnenl.4a. 

^LsaaSoatfavetteni.08.,  4*8 

J.a.Bob.&Flit8LRy.,4'i 

'      "     "  Seottft]I.Rj.M'i. 
T^taiHlt  Cr.  4t 


Vv 
Value. 

$16,000 
lO^fiSl 

iMxn 

5.000 
10,000 

laooo 

10.000 
10.000 
10.000 
10.000 
10.000 
10,000 
10.000 
10,000 
10.000 
20.000 


lUrkfll 

VfthM. 

115,076 
10,426 
6.260 
6.460 
10,876 
0.018 
0.900 
03)0 
0.650 
9.800 
9.990 
7.900 
7.900 
8,260 
8,700 
90.076 


BoMM  AKB  Stoou  Owiao.'-<7ml. 
Stocks. 

B.AO.R.R.G0 

God.  Qm  Oo 

Fa.R.R.06 

So.  Bm 

CU..  Ma.  &  St  Fui.  eon. 


Vftloe. 
$10,000 
16.000 
20.000 
10X100 
6.000 


Mvket 
Value 

S11.862 

24.000 

27.100 

18,800 

7.926 


Totak $226,681      $948,901 


mSCELLANEODB:  CbdbcrattoB  kMin:  BalUmore.  1904. 
$16,000;  San  FraneiMO.  1906,  »SL668.  Obmpaoar  tranaaete  aome 
aurpluB  boalneai  tiluough  E.  S.  Blaenord,  New  Yoik  and  Rollina  ft 
Bwdiok,  Ghleago*  UL    The  eompany  opetatea  In  111.  and  N.  J. 

DIRECnrORS:  H.  R.  Caiambeia.  F.  F.  Glaaby.  J.  8.  Frelinf - 
huyaen,  A.  8.  Denman,  J.  E.  Dunham.  P.  K.  Brown,  W.  H.  KeOner. 
H.  C.  Trowbridge,  J.  W.  Whelan.  E.  N.  Marah,  J.  F.  Spinning, 
J.  WUliama  Cnne.  M.  M.  Gcane,  R.  S.  WiUlama,  A.  R.  Fleiaon. 
Henry  W.  Crane.  R  G.  Jameaon,  G.  C.  Oolemaa,  RvnU  W. 
Lewie.,  Arthur  D.  CSiamb^nk 


NATIONAL  INSURANCE  COMPANY,  Cincinnati.  O. 

Preaident.  G.  W.  Pohlman,  Jr.;  Secretary,  Edw.  A.  Winter.    Organized.  1861. 


TiAl 

Aaeta 

Unearned 

Net 

Net 

Total 

loaaes 

Dir- 

Ex- 

Total  &- 

Loaaes 

Surplua 

Premiums 

Income 

Paid 

idenda 

penaes 

pcnditurea 

1909 

$222,886 

$68,602 

$82,466 

$71,000 

$79,747 

$46,200 

$6,00C 

$82,461 

$84,661 

HS'^IJ 

1908 

212.126 

66.954 

88.489 

79.681 

87,876 

86.461 

6.000 

86.0881        78.684 

89,408 

1907 

211,770 

61.378 

87,171 

71.767 

79.964 

88,968 

6,000 

84,88«        74,292 

84,627 

1981 

222,166 

64.949 

60,429 

60.900 

68.493 

16.217 

6,000 

29,869        60,680 

17.389 

19% 

218.873          62.006 

40.700 

64,228 

62,047 

18.360 

6,000 

25,671^         18,921 

17,908 

^_^  , 31,  1909. 

Baodi  and  stoda  owned  (mnzket  value) 

Cad)  IB  oftoa  and  h^w^ 

j^iots'  haluMTs,  not  over  3  months  due. 

Isacstacaned. 


$205,114 

8.089 

9.530 

183 


Total  adnitfcd  assets. 


$222,866 


LXABILRIBS, 

Net  losses  unpaid. 

Unearned  premiums , 

Borrowed  money 

Taxes  and  bttk  accrued. . 


DxcxiCBER  81,  1909. 


$13,615 

68,603 

12,600 

798 


Total  liabilitiea,  except  capital  and  surplus. 


Capital  paid  up 

Surplus  over  all  liabilities. . 


$90,410 

100,000 

82,466 


Total  liabilities,  capital  and  surplus. 


^aSSB  AND  PREMIUlISc    Fin  risks  in  foree.  December  31, 
&l»U78;  prantams  theieoB.  $126,991 

^BUSINGSB  SINGE  ORGANIZATION:    Pramiuma  reoeived, 
fijOUIS;  losKspsid.  $1,998,386;    dividends  declared,  caah, 

BOSSS  AND  SrOGKS  OWNED:  Tar  Markel 

.  .               BoHns.  Value.  Value. 

^naatiWatWka $5,000  $5,176 

<^»BatiSt.  Imp.  and  Sr.  Oooatniction  5,000  6,125 


81OCSB. 

^UndB-R^stk 

MoB4:]OdLR.R.,atk 

«»»a8tR.R.,stk 

j«irik.Bk.ofGbelnnnti 

S^  Ifat  Bk.  of  Cindnnatl. . . . 
Miati  .Nat  Bk.  of  dndnnattt. 
'n  Kat.  &  of  Hamilton 


10,000 
5,000 

22,600 

22.000 
7.500 
3.700 

10.300 


21,200 
9,360 
29,925 
57,200 
18,000 
7,586 
30,065 


Boiroa  AMD  Stoces  Owhbd.— Cesf. 
Stocks.— Conf. 

Nat.  Bk.  of  Gom.  of  Kan.  Cy.,  Mo. 

CbielnnatI  Gaa  ft  EL  Go 

Grand  Hotel  Co.  of  Ondanatl 

Onefamatt  Union  Stk.  Yaida  Go. 

W.  Adjoslment  ft  lnq»..-0o.,  Ghi 


V«^«««*|VW 

Fkr 

Marks 

Value. 

Value. 

$2,500 

$4,000 

10.000 

9,219 

10,000 

7,600 

10,000 

10,500 

100 

160 

Totals $123,600      $206.114 

MISGELLANEOUS:  This  eompanv  guarantees  the  policies  of 
the  Fire  Underwriters  Agency  of  the  National. 

DIRECTORS:  Henry  VrvM,  Joseph  Rawson.  Gharies  D. 
Kinney.  &  W.  Smith,  G.  W.  Fohlman,  H.  L.  Breneman.  V.  W. 
Anderson,  E.  P.  Rogers,  Godfrey  Holteihoff. 

TERRITORY  COVERED:  The  company  operatea  in  III.. 
andO. 


NATIONAL  INSURANCE  COMPANY,  Pittsburg,  Pa.a 

Pnadent,  John  Thompson;  Secretary,  H.  M.  Schmitt;  Assistant  Secretaries,  Thos.  A.  Hathaway,  Calvin  R.  Hyle. 
_  Organized,  1866. 


^uii    Assets 


Unearned 
Premiums 


1^>      882,5641 


$799,839 
690,406 
568,841 
403.636 
338.648 


Net 
Surplus 


$462,738 
465,822 
461,154 
449,044 
327.841 


Net 

Premiums 


$777,762 
703,291 
618,265 
414,480 
361.710 


Total 
Income 


$873,282 
784,095 
689,252 

♦570,571 
403,300 


Losses 
Paid 


$321,735 
252.105 
196,311 
153,110 
114.822 


Div- 
idends 


$82,038 
77.864 
58.374 
32,087 
30.112 


£x- 


$336,589 
809,178 
255,849 
180,236 
147.151 


Total  Ex- 
penditures 


$740,362 
689,147 
510.034 
366,433 
291,585 


Incurred 


$358,149 
259.751 
203,614 
164,848 
114,418 


*Inclades  $111,013  premium  on  new  stock. 

31,  1909. 


ASSQETS,      ■  r  rt-i  I  MM 

«s^  estate  owned  Cbook  value) 

^ce^age  loans  on  real  estate , 

MDdi  and  stocks  owned  (market  value) 

Cdbteal  loaw .VTT. 

^>A  IB  office  and  bank 

y^^  balances,  not  over  8  numtfas  doe 
WBot  and  rents  accrued 


Total  admitted  assets. 


$14,317 

1,431,843 

5,455 

161,515 

126,775 

102,086 

27,762 

$1,859,253 


LiABiuriBS,  Dkcbmbkk  31,  1909. 
Net  losses  unpaid  (mduding  $5,488  resisted) — 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 


Capital  paid  up 

Surplus  over  aU  liabilities. 


$82,931 

799,889 

13,745 

$896,615 
500,000 
462,738 


Total  liabttities,  capital  and  surplus $1,860,253 


*  Strtcment  acoordlnc  to  Pennsylvania  standard. 
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NATIONAL  INSURANCE  COMPANY,  Pittoburg,  Vti.'-C&nimued. 


Amount 


RISKS  AND  FREMnJHB:  Fire  risks  In  forw.  Deoember  81, 
$147,198315;  premiums  Uiereon,  $1,465,672. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  neetred, 
$6,339,209;  losses  paid.  $1,820,099;  dividends  deebnd.  cmIi. 
$595,500;  stock.  $l£500. 

REAL  ESTATE  OWNED:  CompriBes  6  items  of  dweOinc 
fann  and  lot  property  in  AUocheny  Co.,  Fa.,  and  1  dwelltDg  In 
Toledo.  0.,  the  total  book  yalue  being  $14,317  and  the  market 
▼aloe  $17300. 

MORTGAGE  LOANS:  There  are  about  500  loans,  sMstly  upon 
properties  in  Fittsbure,  N.  S.,  with  a  few  In  Pittsburg  proper  and 
neighboring  towns.  Only  12  loans  equal  or  exceed  $10,000  in 
amount.  There  was  $3,107  of  Interest  overdue  on  Deoember  31, 
last.  Host  of  the  loans  appear  to  be  amply  protected,  the  value 
of  the  mortgaged  premises  usually  being  at  wut  double  the  amount 
of  the  loan  thereon. 

COLLATERAL  LOANS  are  as  foUowK 

Rarket 
Securities.  Value. 

Standard  Ice  Co.,  p.,  10  shares. $1,300 

Standard  Ice  Co.,  com..  10  shares 300 

Cbnsumen*  Ice  Co.,  2  shares. 200^ 

RealEstateSav.  ATr.  Co..  5shares.....  700 

Real  Estate  Sav.  A  Tr.  Co.,  15  shares.. . .  2.100 

Crucible  Steel,  p..  200  shares 18,6001 

Natbnal  Oarbon,  p.,  100  shares. 10.800/ 

Real  Estate  Sav.  A  Tr.  Co.,  20  shares....  2,800 

Real  Estate  Sav.  A  Tr.  Co.,  15  shares.. . .  2,100 

RealEstateSav.  ATr.  Co.,5Bhares.....  700 

Umon  Nat.  BL,  10  shares. 10,000 

Alle^imy  Trust  Cb.,  110  shares. 15,4001 

UnitodStates  Steel,  bs.,  4  shares. 4.200/ 

Real  Ektate  Sav.  A  Tr.  Co.,  10  shares.. . .  1.400 

Duquesne  Nat  Bk..  20  shares 5,600 

Real  Estate  Sav.  A  Tr.  Co.,  40  shares.. . .  5,600 

Allegheny  Safe  Deposit  Co..  40  shares...  2300 

Consolidated  Gas  Co..  p..  100  shares.. . . .  1,000 

American  Window  Glass  Co.,  Pb,  50  shn.  875 

Merehants  Lena  Co.,  20  shares. 8,600 

Standard  Underground  Cable  Co.,  890  shsi  120,900 

Real  Estate  Sav.  k  Tr.  Co.,  25  shares... .  8.500 

Real  Estoto  Sav.  k  Tr.  Co.,  15  shares.. . .  2,100 

Real  Estete  Sav.  ft  Tt.  Co..  20  shares.. . .  2.800 

AspinwaUDelafield  Co..  100  shares. 6.000 

PitteburgSafeCo..200ahares 10.000 

Real  Estate  Sav.  k  Tr.  Co..  6  shares... . .  700 

RealEstateSav.  ATr.  Co.,6shares.....  700 


$1,000 

415 
1,500 

10,800 

2,400 

1,800 

550 

4.700 

10,000 

1,000 

16,000 


68,000 
2.800 
1,800 
2,200 
8,000 
2,500 
500 
560 


OoLLAnBii.  LoAHi.— Oeflf. 
Securities.— Cenf 

Real  Ertate  Sav.  ft  Tr.  Oow,  80  shares... 
Real  Estate  Sav.  ft  IV.  Od.,  80  shares... 

Bank  of  Pittsburg.  12  shares 

Real  Estate  Sav.  ft  IV.  Co.,  15  shans... 

Allegheny  Trust  Go.,  13  shares. 

Jteal  Estate  Sav.  ft  IV.  Co.,  20  shares... 
Real  Estate  Sav.  ft  Tr.  Co.,  16  shares... 
Real  Estete  Sav.  ft  Tr.  Gb.,  15  shares... 

Consnmen'  Ice  Co.,  40  shares.. 

Real  Estate  Sav.  ft  Tr.  Co.,  10  shares... 
Real  Estate  Sav.  ft  Tr.  Co.,  80  shares... 


Valve. 

$8300 
4,200 
1,4S2 
8,100 
1,820 
2,800 
2,100 
2,100 
4,000 
1,400 
4,200 


$2J0 
U 
U 

0 

1.6 

14 
8,0 


Totals. $264,147       $161,5 


BONDS  AND  8T0CEB  OWNED: 


United  Stotes.  c  bs.,  1925, 4%. . 

Allegheny  Trust  Co.,  ftk 

ReaT^tate  Sav.  ft  TV.  Co.,  stk.. 
General  Adj.  Bureau,  stk 


Par 

ValiM. 

$1,000 

2,500 

500 

100 


Mnrib 

ValiM 

S1,1J 

7« 
1( 


Totals  (book  ralue,  $6,212). 


$4,488 


t6.4f 


MISCELLANEOUS:  Company  paid  a  stoek  dtvideod  In  187< 
of  $12^;  e^rftal  tooreaaedte  IMS  from  $100,000  to  $200.0C 
by  cash  payments,  and  $66,000  premium  on  new  stock.  In  190 
e^rftal  tacreased  from  $200.000to  $600,000  and  $111,013  wi 
realised  as  premium  on  the  new  stoek  issued.  Conflagration  kwaa 
Chicago,  1871.  $2,600;  Baltimore,  1904^  $833.  ^tetement  m 
cording  to  Pennsylvania  standard. 

DIRECTORS:  John  Thompson.  Chas.  F.  SUfd,  A.  H.  Laumai 
P.  T.  McCanoe.  Wm.  A.  Carr.  H.  M.  Schmitt.  Arthur  Clendennini 
Attgwt  Lodi,  N.  J.  H.  Gerwig,  John  Ommert,  Was.  Grahnn 
J.Il  Lockhart 

FIELD  MEN  AND  TERRITORT  COVERED:  D.  Nlchol 
general  agent,  home  office:  D.  E.  Hall,  superintendent  Instalmea 
department;  A.  E.  Hayes,  Detroit,  Mich-  spedal  agent  for  Mich 
and  0.;  F.  M.  Watkins.  Indianapcdis,  Ind.,  special  agent  for  Ind 
and  DL;  N.  J.  Theiss,  Minneapolis,  Minn.,  special  agent  for  Minn. 
A.  K.  BhMk,  Jr.,  Pittoburg.  Fa.,  spedal  agent  for  Fa.;  Gea  S 
Rosencrante,  Boston,  Mass.,  general  agent  for  New  Endand  Stotes 
Louis  P.  Mathews,  New  Yorii  City,  spedd  agent  for  NTY.  and  N.  J 
The  fiftmpany  operates  fai  Cok>.,  Conn.,  D.  C.  HL  Ind..  la^  Ky. 
Md..  ManTllidiM  Mfam.,  Mo..  Neb.,  N.  J.,  N.  T..  0.,  Pe^  R.  I. 
Tenn..  Utah  and  Wis. 


NATIONAL  LUMBER  INSURANCE  COMPANY,  Buffalo,  N.  Y. 

Preddent.  Morris  S.  Tremaine;  Secretary.  W.  P.  Haines.    Organised,  1905. 


Yeas 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Inoome 

Losses 
Paid 

Div- 
idends 

Ex. 

Total  Ez- 
pendituiea 

1909 
1908 
1907 

$423,082 
893.441 
855.797 
800.027 
253,048 

$114,080 

110.471 

108,800 

70,278 

5,079 

$04,765 
62,263 
84,026 
28,822 
47,879 

$282,758 

226,760 

211,674 

145,743 

6,490 

$250,855 

240,909 

222,790 

154,741 

6,490 

$107,267 

118,901 

73.273 

42,872 

$20,000 
10,000 

$99,810 

91,200 

80,527 

56,812 

4,410 

$226,577 

215.101 

158,800 

99.684 

4,410 

$134.93J 

118,759 
80,871 
4&800 

1906 

1905 



ASSKTS,  DZCEICBKS  81.  1909. 

Bonds  and  stocks  owned  (amoitixed  value) $258,816 

Cash  in  office  and  bank 126,736 

Agents'  balances,  not  over  3  months  due. 40,010 

Interest  accrued. 1,864 

Other  assets 1,256 


Total  admitted  assets $423,682 


LlABZLITXBS,  Deczmbbr  31,  1909. 

Net  losses  unpaid  (including  $10,000  resisted). . . . 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . . 


Capital  paid  up 

Surplus  over  all  liabilities. 


$30,917 

114,080 

7,920 

$158,917 
200,000 

64,765 


Total  liabilitica,  capital  and  surplus. $422,682 


RISKS  AND  PREinUMS:    Fire  risks  in  force,  December  31, 
$15,887,437;  premiums  thereon,  $220,036. 

BUSINESS  SINGE  ORGANIZATION:    Premiums  received, 
$819,586;  losses  paid,  $837,008;  dividends  declared,  cash.  $30,00a 


BONDS  AND  STOCKS  OWNED:  Par 

Boms.  Value. 

N.  T.  Cy.,  ep.stk.,  1955, 3i% $136,000 

N.  Y.  C$r.,  cs.  stk.,  1918-49.  3i% 25/X» 

N.  y.  Cy.,  CD.  stk.,  1967,  4*% 10,000 

^.  of  Buffalo,  1910-30,  3i% 80,000 

Giood  Roads,  Erie  Co.,  N.  Y.,  1919,  4%.  10,000 

Southern  Pacific  Co.,  c  ^.,  1920,  4% 8,000 

N.  Y.  Cr.,  cp.  stk.,  1954,  3i% 10,000 


Amortiied 
Value. 

$135,389 
2i890 
11,210 
29,920 
10,000 
2^882 
8.709 


Bonds  ars  Stocbb  OwifiD.-^eiif.  Pw  Amortised 

Stocxs.  Value.  Vnloe. 

American  TL  A  T(c  Co $13,300  $18^753 

Western  Adj.  k  Insp.  Cb 100  200 

Baltimore  ft  Ohw  R.R.,  com 10,000  11,882 

Totda. $247.400     $253^6 

MISCELLANEOUS:  This  company  began  bosiness  with  a 
surplus  of  $50,000. 

DIRECTORS:  Alfred  W.  Booth,  Georee  S.  Daiby,  Willaa  P. 
Haines,  Robert  W.  Higbie.  Walter  a  Laidlaw.  Oeom  P.  Moot- 
gomery.  Horace  C.  Mills,  WflUam  L.  Marey.  H.  Ernest  MootgoBfterj. 
Walter  G.  White.  Maurice  E.  Preisch,  EVaak  C.  Riie.  (ko.W.  Lee, 
Morris  S.  Tremame,  Riehard  ^  White,  Lewis  Dill,  C.  H.  hewott. 
Jr. 
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NATIONAL  LUMBER  INSURANCE  COMPANY,  BufiWo,  N.  Y.--<:oniinued, 


FOLD  MEN  AND  TRaRlTORY  COVERED:  W.W.  Hmdman 
ad  .4.  a  Dmikum,  Bvfiwio,  N.  Y ,  ipedai  aceotii;  Cnun  k  Fonter. 
K.  T.  Qf^  ■senU  for  metropotttan  die.;  Ifeore,  Cue,  Lynwii  A 
BvbiMid.  CkL.  imOook  Go.  mana^Bn;  L.  S.  IfacEDaney.  Chi., 
a.  State  aeeat  far  DL  (except  Cook  Gb.)  Walter  T.  CampbeU 
A  Ol.  SL  Loin,  Mo^  BBDenlaffeotB  for  Ho.;  W.  L.  Nelwn  k 
CbL.  Mfipihia,  TcniL.  geoeral  agenta  for Tenn.,  Ark.  and  Na  Mfai.; 
Imb  k.  GiISa.  New  Odeaoa.  l^u,  geoeral  amenta  for  La.  and 
So^  IDhl;  John  C.  Paige  k  Oom  Boeton.  Mais.,  general  agenla 
bt  E.  Maa^  W.  &  Waniner.  SprlngSeU.  Mao.,  seneral  agent 
far  Oeni.  Mshl;  Fred  C  Sammii.  MbuMapolte.  Minn.,  general 
a«nt  Car  Mfcm^  W.  E.  Main,  Madtoon.  Wia..  general  acent  for 
IK*  H.  G.  Hoffman,  Ml  Steriing,  Kv.,  general  agent  for  Ky.; 
Rat  Top  lofl.  Agenegr.  Bloefidd,  W.  Va.,  general  agent  for  So. 
W.  Va^^  Akzaader  k  Alexander,  darkeburg,  W.  Va..  general 
aeenta  Cor  No.  W.  Va.;  JuUan-Saigent  Cb.,  Colambua.  0..  general 


agents  for  Oent  0.;  G.  W.  Pohlman.  Cln.,  0..  general  agent  for 
Weitem  Ohk>;  Oochran,  Thomai  k  Co..  Dailaa.  Tex.,  general 
agents  for  Tex.  and  Okla.;  Wakefield.  Iforiey  k  Co..  Hartfoni. 
Oonn.,  general  agents  for  Conn.;  Hdmbold,  Stewart  k  Hoover, 
Clearfield,  Fa.,  general  agents  for  oounties  in  vieinlty  of  Clearfield; 
koOormiek  k  Herdlc.  WUUainsport.  Fa.,  general  agents  for 
counties  in  ricmity  of  Williamsport:  Fnser  Bros.,  Pitts> 
buic.  Fa.,  agents  for  Fittsbon  and  ▼ictnity:  Wagner  k 
Taylor,  Fhila.,  P».,  agents  for  FhJa.  and  suburbs;  ElUott  k 
Klme.  Ridgway,  Pa.,  agents  for  Rklgway  and  vidnlty:  Caistens 
k  Earlei,  Inc.,  Seattle,  Wash.,  general  agents  for  Wash.;  N.  Y. 
State,  except  metropotttan  dls.,  N.  J.,  MJefa.  and  Eastern  Ohio, 
controUed  from  home  oifioe.  The  company  operates  In  Ark., 
Conn.,  HL,  Ind.,  Ky.,  U..  Mass^  Mich.,  Minn..  Miss..  Mo., 
N.  J..  N.  v.,  0..  Okla..  Fa..  Tenn..  Tex.,  Wash..  W.  Va.  and  Wis 


NATIONAL  UNION  FIRE  INSURANCE  COMPANY,  Pittsburg,  Pa. 

President,  E.  E.  Cole;  Vice-President,  A.  W.  Mellon;  Secretary.  B.  D.  Cole.    Organized,  1901. 


Yeab      Assets 

1 

Unearned 
Pr^Bmioms 

Net 

Surplus 

Net 

Total 
Income 

Losses 
Paul 

Div- 
idends 

Ex- 
penaes 

Total  Ex- 
penditures 

Losses 
Incurred 

1M9 
1903 
1M7 
IMM 
19Q5 

S3,062,657 
2,fi80,201 
2,473.111 
2,310,810 
2.108.221 

$1,718,903 

1,524.645 

1,894.499 

1.099,741 

972,414 

$268,984 
161.830 
216,811 
260,144 
298.940 

$1,686,000 
1,556.974 
1.538,947 
1.232.336 
1,174.761 

t$1.906.561 

1,678,748 

1,639,429 

*2, 380.494 

1,255.779 

$800,046 
987.409 
666.791 

1.624.728 
490.347 

$66,000 
30,000 
30,000 
80.000 

$725,215 
642.177 
598,187 
590.339 
477,651 

$1,591,261 

1,659,586 

1.294.978 

2.245.067 

967,998 

$818,519 
984.693 
645.691 

1,674.445 
507.321 

•  Inetadea  SLO60.600  paki  by  the  stookhoklers.    t  Includes  $75,000  premium  on  new  stock. 


Assets,  Decsmbzi  31,  1909. 

loans  oo  real  estate $608,972 

and  atocka  oimed  (market  value) 1.695,803 

&£atenl  loans 155,000 

Cash  in  office  and  bank 249,733 

AMSts*  balances,  not  over  3  months  due. 315,558 

B3s  teceivabie  taken  for  premiums 15.349 

22,242 


Total  admitted 


(s $3,062,657 


LiABamzs,  December  81,  1909. 

Net  losses  unpaid  (including  $31,194  resisted) — 

Unearned  premiums 

Other  liabxlitiea 

Total  liabilities,  except  capital  and  surplus . . 

Capital  paid  up 

Surplus  over  all  liabilities. 


$184,680 

1,718.993 

40,000 

$1,893,673 
900,000 
268.984 


Total  liabilities,  capital  and  surplus. $3,062,657 


SISS3  AND  PREMnJMS:  Fire  risks  fai  foree,  December  31. 
$256,307,870!;  piemlnms  thereon.  $8,194,707. 

BCSOiESS  SINGE  ORGANIZATION:  Premimns  received, 
$kSn,U»:    kMses  paU.  $5,480,384;    dhidenda  declared,  cash, 

MOBTO AGE  LOANS:  AU  of  the  65  k>ans  (except  one  of  $3,000 
00  MinfiBfOTlis  property)  are  npon  properties  bcated  m  or  near 
FittaibaqE  aosd  Alweny.  and  the  total  amonnt  of  $608,972 
pBBCeeled  bv  ical  estate  estimated  worth  $1,302,320.  There  is 
ace  fasa  of  $90.000— oo  821  Penn  ave.,  Pittsburc,  valued  at 
|KuD0O-«ad  25  rsaging  from  $10,000  to  $45,000.  the  others  are 
saitij  lor  amall  aoms.  There  yna  $271  of  interest  past  due  on 
DeecBber  81.  last. 


OOLLATERAL  LOANB  are  as  foflowa: 


Ubi.LLAH«.0o.,40bs.... 
CdkkLt.*Pbw.(>>..  150fas. 


Market 

Value. 
$38,000 
150,000 


Amount 
Loaned. 
$30,000 
126.000 


BOJfDB  AND  STOCKS  OWNED: 
Boms. 


$188,000      $155,000 


Stele  of  Gengla,  rarlotts,  41%. 

dtaSeoCGs.,  1915.4f% 

l^Bdibvs,  Va.,  1934.  4% 


(Mk,  ^.  of  New  York.  1928, 34% 

ef  fertiid,  Ow^  m/.  5%. 

flf  BartlBw],  Ore.,  1922. 5%. 

.  of  BiefanoDd.Va..  1938.4%. 

mj  Tal.  St.  By.  Co.,  im  5% . ... 
k  Santa  Fe  Bj.,  ev.,  1955. 4%.. . . 
CM.  of  0«.  Ry.  (Chatt.  Dlv.).  1951. 4% 

L  S.  *  M.  &  R.  R^  1928, 4% 

Uke  ShoR  A  Mlek  So.  R.R.,192S^1 4% 

leL  St.  Bj.  00^2002.  4% 

5.AW.R.R.,1»44.4^ 

l&M«ftAW.S.IU«NW.4% 


5.  4  W.  R.  R..  1882.  4% 


Par 
Value. 

$1,000 
10,000 
20,000 
50,000 
30,000 
25.000 
25,000 
18.000 
50.000 
75.000 
20.000 
25.000 
25.000 
25.000 
50,000 
25,000 
25,000 


Market 
Value. 

$1,000 
10,000 
20,000 
46,750 
33.000 
26.000 
26.500 
18.000 
50,000 
91.125 
18.400 
23.750 
25.750 
15,000 
46,875 
24.500 
25.375 


Bonds  and  Srocxa  Ownxo.— ^cnf. 
Bonds.— Cofii. 

S.  Pae.  R.  R.,  1955.  4% 

Unk)n  Pac  R.  R.,  cv.,  1927,  4% 

Beaver  Val.  Wat  Co.,  1932. 5% 

Hoetetter-Connellsville  Coke  Co..  1942.5% 
Jamison  Coal  k  Coke  Co..  1914.  5%.... . 
Jones  k  Laiudtlin  Steel  Co..  1939.  5%  . . . 

Kensington  Water  Co..  1930,  5% 

Latrobe  Wat  Co.,  1918, 5%. 

MoConway  k  Torley  Q).,  6% 

Mesta  Machine  Co.,  1915-19, 5% 

Monongahela  Rlv.  C.  C.  k  C.  Co.,1949,6% 

Ptama.  Wat  Co.,  1929,  5% 

Pitts.  Brewing  0>.,  1949,  6%. 

Pittsburg-Buifalo  Co.,  1929,  5% 

Pitts.  Lamp,  Brass  k  0.  Co.,  1915.  6%. . 

Pitts.  Steef  Co.,  1922.  6% 

Raelne  Wat  Co..  1931,  5% 

8t  Joseph  Wat  Co.,  1941,  5%. 

Standaid  Sanitary  Mfg.  Co.,  1920,  6%.. . 

Union  Bag  k  Paper  Co..  1930, 5% 

Union  Gas  Co..  1929,  5%. 

Unk>n  Steel  Co.,  1952,  5% 

United  Coal  Co.,  1910,  6% 

United  Wat  k  Lt  Co.,  1910,  6% 

Vandalla  Coal  Co.,  1930,  6% 

W.  Braddock  Bridge  Co.,  1927,  5% 

W.  Unton  Tg.  Co.,  1950.  4i% 

Stocks. 

B.  A  0.  R.  R.  Co..  p 

Bait  A  0.  R.  R.  Co..  com 

m.  Cent  R.  R.  Co 

Ptenna.  R.  R.  Oo 

Pitts.  A  L.  E.  R.  R.  Co 

Farmers'  Den.  Nat  Bk 

Second  Nat  Bk 

W.  Unton  Tg.  Co 

Totals  (book  value,  $1,672,966).  ..    $1,618,450 


m 

W|W«|W« 

Pftr 

Maiksi 

Value. 

Value. 

$60,000 

$47,250 

25.000 

29.000 

20.000 

20.000 

25.000 

25j000 

35.000 

35.000 

25.000 

25.375 

50,000 

50,000 

30,000 

30.000 

10,000 

10.000 

15,000 

15,000 

25,000 

28,500 

50,000 

50.000 

25,000 

25.000 

50.000 

50.000 

25,000 

25,000 

50.000 

53,500 

20.000 

20.000 

50.000 

50.000 

50,000 

50.000 

25.000 

24.260 

13,000 

13.000 

117,000 

122.850 

20,000 

20.000 

5.000 

5.000 

50,000 

50,000 

23.000 

23.000 

25.000 

24,250 

20.000 

18.400 

3,000 

3310 

23.000 

34.040 

87.500 

119.875 

6,300 

18.900 

18,750 

28.125 

7,500 

16,876 

20,400 

15,706 

081,701.308 


over  Talae  shown  in  ssseti  above  due  to  amortisation. 
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NATIONAL  UNION  FIRE  INSURANCE  COMPANY,  Pittsburg,  F8i.'-<:ontinued, 


MISCELLANEOUS:  This  eompany  eommenoed  builneM  with 
f  Burplufl  of  $250,000.  Capital  increaied  in  1901  from  $200,000 
to  $500;000;  In  1902  to  $750,000;  in  1906,  $1,050,000  of  surplaf 
^•t  pan  in  by  stockholdere,  and  in  1909  capital  was  mcreaBed 
from  $750,000  to  $900,000  and  $75,000  realiMd  as  premiums 
On  the  new  Btock  sold.  Oonflasiation  lones:  Balto.,  1904, 
$126^73;  San  Frandsoo.  $110,076;  Chelsea,  1906.  $144,979. 
Special  depoaits,  values:    Qa..  $10,500;   Va..  $37,580. 

DIRECTORS:  Wm.  L.  Abbott,  J.  Stuart  Brown,  H.  a 
Bughman,  H  Buh],  Jr..  E.  E.  Cole,  John  Farrell.  H.  a  Friek, 
James  B.  Haines,  Jr.,  B.  F.  Jones,  Jr.,  John  H.  Jones,  James 
H.  Lockhart,  A.  W.  Mellon,  George  T.  Oliver,  David  B.  Oliver, 
H.  K.  Porter,  Alexander  C.  Robinson,  Wm.  B.  Schiller,  J.  G. 
Vilsack,  WUliam  Witherow,  Edward  A.  Woods. 

FIELD  MEN  AND  TERRITORY  COVERED:  General  agents 
Frank  E.  Dooly.  Portland.  Ore.,  for  Ore.;  Wm.  A.  Drenoin. 
manager.  Metropolitan  department,  San  Frandsoo,  Od.;  R.  C. 
Scheunemann.  171  La  Salle  st,  Chicago,  HI.,  for  Cook  Co.; 
M.  A.  Shumard,  Boeme,  Tex.,  for  TVex.,  Ark.  and  La., 
(excepting  New  Orleans).  Special  agents:  Frederick  Ackermann, 
Newark,  N.  J.,  for  Brooklyn,  N.  V.  suburban,  N.  J.  and  D.  C: 
H.  A.  Hsskel,  for  W.  Va.  (excepting  E.  Panhandle)  and 
Ky.:  W.  H.  Smith,  Detroit,  MkL,  Tor  So.  Peninsuhi  of 
Mich.;   F.    E.   Churdi,    Mhineapolis,    Mian.,    manager   North- 


western farm  department;  P.  W.  Gnene,  Indjanapolk  Ind..  for 
Ind.;  J.  H.  Clinton,  Lebanon,  0^  for  0.;  C.  Thomas,  Watertown, 
Tenn.,  for  Tenn.;  Frank  E.  Dmham,  Boston,  Ma«^  for  Maaa., 
R.  L,  Conn.,  Me.  and  N.  H.;  Walter  Garland,  Baltimore.  ICd., 
for  Md.;  F^.  S.  James  k  Co., 84  William  st.  N.  Y.  Cy^  N.  Y.; 
A.  A.  Pancoast,  Philadelphia,  Pa.,  for  £.  Pa.,  W.  Md.  and  E.  Va.; 
Fay  Morrisey,  Champlain,  lU.,  for  IlL:  Heniy  Wilson.  Dea 
Moines,  la.,  for  la.;  D.  H.  Hartwell,  Jr.,  Lboohi,  Neb.. 
for  Neb.:  E.  A.  Davis,  Minneapolis,  Mbin.,  for  Minn.; 
H.  H.  Hirsch.  Atlanta.  Ga.,  for  Ala.,  Ga..  and  Fbu: 
Robert  M.  Nevins,  Syracuse.  N.  Y.,  for  N.  Y.  State 
(excepting  N.  Y.  suburban,  N.  Y.  and  Brooklyn);  A.  S. 
Heatfidd,  Spokane,  Wash,  for  Mont,  Ida.  and  Wash,;  R.  R. 
Roper,  004  Merehants  Exchsmge  Bldg..  San  Frandsoo,  Cal.,  foe- 
No  Cal.;  J.  B.  Sirich.Wilkinaburg,  Pn.,  lor  I^,  w.  of  Susauehaana 
River  (excepting  Allegheny  Co.);  L  C.  (hrery,  Avabn,  Pa., 
for  Allegheny  Co.;  Charles  A.  Hentnger,  Kan.  (^.,  Mo.,  for  Mo. 
and  Kan.;  H.  H.  Hanlon,  Bisbee,  N.  D..  for  N.  D.;  H.  J.  Void. 
Sioux  Falls,  S.  D.,  for  S.  D.;  A.  MacDougald.  Im  Angeles,  Cal., 
for  Sa  Csi.;  H.  W.  Fteeman,  Minneapolis,  Muin.,  for  Wis.  and 
Mkldlf  Mich.;  F.  F.  Clark.  Denver,  Colo.,  for  Colo.,  Utah  and  8o. 
Ida.;  P.  G.  Greene,  Seattle,  Wash.,  for  Ore.  and  W.  Wash.; 
P.  W.  D.  Jones,  Ridunond,  Va.,  for  Va.  and  N.  C.  The  compaiiy 
operates  m  all  the  States  of  the  United  States,  except  Alas.,  Ariz., 
Del.,  Min..  Nev..  N.  M.,  8.  C,  Vt  and  Wyo. 


NATIONAL  UNION  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

^__ President  Albert  F.  Fox;  Secretary,  Philip  F.  Lamer.    Organized,  1806. 


YZAE 

Assets 

Unearned 
Premiums 

Net 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losse 
Incurred 

1909 
1908 
1907 
1900 
1905 

$272,868 
370,892 
265,086 
266,829 
269,414 

$20,230 
21,476 
20,690 
23,608 
23,427 

$161,377 
146.488 
142,981 
133,941 
126,024 

$17,707 
19,932 
17,022 
17,069 
19,488 

$36,602 
85,967 
33,794 
33,616 
86,623 

$6,719 
4.647 
1,676 
9,289 
2,337 

$7,000 
7,000 
7,000 
7,000 
7,000 

$19,328 
19,262 
26,110 
18,032 
18,036 

$32,347 
30,809 
34,686 
84,271 
27,372 

$4,507 
4,547 
2.fN>l 
1,375 
2.037 

Assets.  Decembsr  31,  1909. 

Real  estate  owned  (book  value,  $168,213) $174,842 

Mortgage  loans  on  real  estate 88,080 

Loan  on  30  shares  Washington  Loan  and  Trust 

Co.  stock  (market  value,  $6,300) 3,600 

Cash  in  office  axul  bank 4,286 

Agents'  balances,  not  over  3  months  due 887 

Interest  and  rents  accrued 1,274 


Total  admitted  assets $272,868 


LiABiLmss,  Decembbk  81, 1909. 

Net  losses  unpaid. 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus. 


$47 

20,299 

1.205 


Capital  paid  up 

Surplus  over  all  liabilities. 


$21,491 
100,000 
161,377 


Total  liabilities,  capital  and  surplus. $272,858 


RISKS  AND  PREMIUMS:  Fixe  risks  hi  foree  Deeember  31, 
$9,666,148:  premiums  thereon,  $41,058. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$1,041,447;  losses  paid,  $386,788  dividends  declared,  cash, 
$611,000. 

REAL  ESTATE  OWNED:  (Tonsists  of  company's  home  office 
building  and  two  small  dwellings. 


MORTGAGE  LOANS:  There  are  39  k>ans  for  $88,080,  all  fint 
llsns  on  property  aggregating  $231,702  in  value.  Tliere  waa  do 
Interest  past  due,  and  the  company  carries  $119,276  of  Insurance 
on  the  buildings. 

MISCELLANEOUS:  Conflagration  leases:  Baltimore,  1904. 
$7,860.    Company  operates  only  in  the  District  of  Columbia. 

DIRECTTORS:  Chas.  B.  Bailey,  Thomas  Bradley,  John  Joy 
Edson,  Jr.,  Albert  F.  Fox.  W.  T.  Galllher.  John  B.  Lamer.  Geo. 
W.  Linkins,  Chas.  Mades,  Owen  McCabe,  N.  L.  Salisbury,  B.  P. 
Saul.  Geo.  Spransy.  Gen.  Jas.  H.  Watmough.  Floyd  E.  Davia. 


NEW  AMSTERDAM  FIRE  INSURANCE  COMPANY,  New  York. 

President,  Charles  A.  Hull;  Secretary,  H.  G.  Hull. 

This  oom^y  commenced  business  in  Februair,  1910,  with  a   I 
paJd-up  capital  of  $200,000  and  a  cash  surplus  of  $50,000.  | 


THE  NEWARK  FIRE  INSURANCE  COMPANY,  Newark,  N.  J. 

President,  John  J.  Henry;  Vice-Pres.  and  Treasurer,  George  F.  Reeve;  Secretary,  Chas.  M.  Henry.     Organised,  1811. 


YlAX 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premiums 

Surplus 

T>rMnmmB 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

$1,076,018 

$322,247 

$467,845 

$379,069 

$426,661 

$149,922 

$27,177 

$166,510 

$343,608 

$159,104 

1908 

979.035 

300,237 

398.329 

345,733 

389,647 

162.615 

24,878 

161,841 

349,884 

160,007 

1907 

922,608 

287,220 

361.538 

347,260 

388,104 

169.686 

24,858 

157,425 

851,869 

162,377 

1906 

904,882 

266,330 

360,965 

320,197 

362,994 

123,481 

24,799 

137,887 

286,117 

184.860 

1906 

773,023 

202,240 

286.166 

264,616 

293,740 

93.674 

24.840 

112,594 

281,108 

•9.787 

Assets,  Decembbx  31,  1909. 

Real  esUte  owned  (book  value,  $32,000) $150,000 

Mortgage  loans  on  real  estate 286,250 

Bonds  and  stocks  owned  (market  value) 553,227 

Cash  in  office  and  bank 24,968 

Agents'  balances,  not  over  3  months  due. 51,144 

Interest  and  rents  accrued 9,424 


Total  admitted  assets $1,075,013 


LiABiLinxs,  Decembek  31,  1900. 
Net  losses  unpaid  (including  $10,802  resisted). . . 

Unearned  proniums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus. 


Capital  paid  up 

Sun^us  over  all  liabilities. 


$29,792 

322,247 

16,129 

$967,168 
260,000 
467,846 


Total  liabilities,  capital  and  surplus. $1,076,013 


REPORTS  OF  FIKE  INSURANCE  COMPANIES. 


lUL  BTATB  OWNED:  Co^ito  ol  U»  ■OBnn'i  boDM 
da  hdttc  ■  i4to>T  brick  WUVMH  M  T41-7UBn)«l  «., 
iw^^  JBOa.  Ok  book  nlue  of  whiA  ■  t3a,l]00.  kod  whidi 
■  snU  U  lUOOOO. 

WKnlAGE  LOANB:  lln  tn  IIS  loui,  ufi^illiii 
eUSa  and^  anportW  Talnad  it  IBS3,MI0.  udUw  ocbb- 
rai  biUi  nauiio  InoiniiK  m  tL*  bnOdliin.  Hie  loua  tn 
■■^  (Ml  ooB  on  ml  (nUta  Is  Hewirk  ui  U*  aninn,  ud 
M  an  <f  UBot  wu  ontdo  «a  Dtembv  11  luL 

StHIe  IXD  STOCKS  OWNED:  Fu  HukM 

Ban»  ViJw.  Vilw. 

S'iS^  "*"  ^"^  *''°- *"■*"    •"■'"• 


Ol oIHrin Pick.  ISM.  1%.... 
bm  1  Aobn  k  B.  Co..  IMO 


*'AnSwktCo.".i»M.6%..; 
(lan(bi  L*.  Co.,  1*13,41%.. 


^ta.Bigtuis.Jli'iari'i'Jb.''.'.'.  lolooo 

5<bdi^«'jtCo,lj!p2.*?i........  lOJMO 

nibs  Uad  Idb..  Hobokai.  N.  I 

^m^ ....TTr. :  «.000 

Bite  (^  Oaa  Co.,  ISM,  ML nOOD 

Imii  a.  On  Co,  I»i8,  *%, 10,001) 


lOJOO 

8,(00 

27,000 

ii,sn 
»,ioo 


,  Herbert  p.  G   _.. 

FIELD  HEN  AND  TERKITOR!  COVERED:  Ckmll  L. 
DaWllt.  iBDenI  umt.  uhI  J.  H.  Hirfiriut,  moU  ment,  lU 
U  Sdli  M..  ChL  nL.  tor  Ind.,  tU.,  Il,  Ho..  WIl,  Kins.,  0.  ud 
Hkb.;  Fnok  T.  McrBilde.  Newuk,  N.  J.,  ipRlal  tgni  for  N.  J.; 
Th«.  L.  Fugubu,  FUlii.,  ipRtal  uent  lot  N,  T.  ud  Fi.  Ilw 
SHDiaiiT  opvsia  Id  Coim.,  111.,  Ind.,  It.,  Has.,  Hkiu,  Htmi., 
llo.,Tn.,  K.  Y.,  0^  Pt  ibJ  Wli. 


NEW  BRUNSWICK  FIRE  INSURANCE  COMPANY,  New  Brunswick,  N.  J. 

htiimt.  CsRfc  A.  Vkboaoa;  Vkt-Ptnldait.  D.  U  Unrrinn:  Sacnter  nod  Ticuunr,  Chu.  D.  Roa:  Aiiktut  Seatar  v 
_^ E.  B.  WyfoB.    Organiied,  ]82ft. ^_^_^^_^__ 


«»■  mvli  291.111          

Kn  IHlSl'  MS.8i2  U.83a 

S!.  l*?-"*  153,170  88.180 

W  »»g.lOi  M.31il  44.522 


423.MI 

JS3.MT 
M.a38 


1116, 040 
213,732 

i«2.sn 


Assets,  Dtcaaxt  31.  IWB. 


F  itock.    t  loduda  nOa,13&  paid  m  by  itockbolden. 


s.'^'Bf 

Qiuketnhw) 

issa."'^ 

Smonlhtdut 

:d  proDiama 

thmoa. . . . 


Tool  linbDitlea,  accpl  cspiul  u 

Capidlpaldup.. 

Surplui  OTCT  >U  lUbililia. 


Tool  liabililics,  apiUl  ind  ni 


ULKOwailmiu  Uwnoo,  M&E 
_Er3raE83  SINCE  OROANIZATO 
^«I»:l(HBp*U.llM438h  "  ' 


•t  of  1122.3®^ 


Ud.  ESTATE  OWNED:    Tho  only 
kMiOn  hUnL  eneted  io  lWT-9  U 

.MTOAOELOiNB:    Tb«  amp»nj'. __...„  ._.^ 

f  ,ne  kipM  dnde  kiu  to  one  o[  (40.000.  00  3«a-36e  G«ixe 
t^  Bmviek.  Tlie  nle  I.  E%;  tlie  lud  I.  vitnd  it 
WOOnl  tt*  bidUlBc  ■(  MO.DOO.  ud  HO.OOO  d(  mntuw 
■sraa  tbuiiis.  Tba  raoilnlsi  loiM  (tucpt  An  oa  I^rth 
ll^^t  niottw^  uid  KetiKlkeD-  N.  J.,  property)  tn  in»fi 
IP'wIaotmtNn'BrmmlBk.    The  pnpertlea  m  nlned 

M><(ra*le^itt26S.r--  

^adl^ntlefkil 

BOSM  AND  ffFOCES  OWNED: 


BoKM  um  Sncra  C 
Siwai      - 
So.  Adj.  Bunsu. . 
Title  Or  «T   " 

Oi  Adj.  Bm — 
Wuhtntton  Wib 


VlllH. 

KO 

1,000 
2.000 
450 

10,000 
2.SiW 


ltariit.ua  Uodenrriten  Ii 

TolJ.  (book  ™l».  1285.536) I25a.ll»      taH.Ml 

inSCELLANEOCS:  CipLtil  Inerowd  In  U05  trou  IMMMO 
a  8200,000.  Sun^uipiJd  Idod  iiFwetoek.nOMO.  Iiliottto 
splt«l  wu  IncnaKd  from  1200,000  te  8«n000  nd  (ftcnnid 
feSnced  to  8200.000:  850.000  wu  retlbed  u  pnmlBn  on  tlie  new 
■toek  knied.  On  A|hjJ  1, 1M«,  8200.135  mi  added  fa>  luniliB  by 
,  _     . ......L..,._     „._. I BslHmoro, 

IdDL'Wiiilim  B.  Uoyd.  W.  L.  P< 


__.'.0OO.    VdM  o(»t 

dtpoenc    Vl,  8t0jO50;  Ol,  810,390. 

DiaECrOBS:    IWF.ffiiii.WiUlii , , 

D.  L.  MonJKm,  Chu.  D.  RonTHilUid  F.  Rom,  E.  B.  Wyoofl, 
Qeonre  A.  ViebmioD,  J.  L.  Fumii. 

FIELD  HEN  AND  TERRITORY  OOVEHED:  RolIo,Web«(M 
A  Co..  Chia^.  ni.,  geoenJ  aRoli  for  HI.,  lod.,  0.,  Hich..  Wb., 
■nd  Cola.;  A.  P»ull  i  San.  WliHbi«,  W.  V*.,  Bfnfil 
u«ta  for  W.  Vl:  Aooeiited  Dndenrriten,  Bu  Fnn- 
eSoo,  CnL.  nnm]  i«niln  tor  Qd.,  Ida..  HonL,  ud  Wuh.; 
Hoghei  A  Yatee,  Atla..  Ga.,  general  a^nta,  Va  ,  N.  C,  S.  C. 
Gi.,  La.:  T.  C.  AlB.Mdcr,  ipec^  •e^hI  for  N.  y.;  I.  Rfinliudl 
i  Sod,  Daliai.  Tei.,  nneral  uenle  for  Tei.:  J.  Q.  BeaOi,  epecU 
aject  Idt  Pa.,  ard  N.  J.  The  comjjaTi.  opciaLea  fa  Ala.,  Aril., 
OJ..  Cain.,  Conn..  D.  C,  Ga.,  Ida..  111.,  Ind.,  Lik,  Xd.,  Han., 
Hkb.,  Mont,  N.  J.,  N.  Y,,  N.  C,  0..  Ore.,  Pt,  S  "^  —  "" 
W>di.|W,  V«.  lod  Wh. 


S.  d,  Xi..  Vl., 
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NEW  HAMPSHIRE  FIRE  INSURANCE  COMPANY,  Manchester,  N.  H. 

Pke4dent,  F.  W.  Sargeant;  Vitt-Prandent,  Walter  M.  Parker;  Treasurer,  N.  P.  Hunt;  Seaetaries,  F.  E.  Martin,  L.  W.  Crockett 

Wm.  B.  Burpee;  Aanstant  Secretary,  Chas.  C.  Clifford.    Organised,  1869. 


Ykav 

Assets 

Unearned 

Net 

Surplus 

Net 

Total 
Income 

lones 
Paid 

Div- 
idends 

Ex- 

penses 

Total  Ez- 
penditures 

Incurred 

1909 
1908 
1907 
1906 
1906 

$6,196,017 
4,861,180 
4,600,404 
4.810.886 
4,069,141 

$1,897,164 
1.816.687 
1,761,086 
1,718,978 
1,616,818 

$1,602,384 
1.897,187 
1,814,863 
1,269,892 
1,287.648 

$2,161,926 
2,022,878 
1,989.891 
2.212,872 
1.739.746 

$2,362,997 
2.217,103 

•2,242,076 
2,889,108 
1,886,932 

$1,186,909 
1,204,1  H 

946,669 
1,278.171 

878,472 

$110,000 
106.000 
100.000 
100,000 
100,000 

$816,426 
761.473 
760.212 
796,768 
662.268 

$2,063,336 
2,070.687 
1,806.781 
2.178,989 
1.636,740 

$1,156.76 

1,200.78 

932,71 

1,202,71 

872.24 

•  Includes  $60,000  premium  on  new  stock. 


Assets,  Dxcexbu  31,  1909. 

Real  estate  owned  Cbook  value,  $96,360) $106,960 

Mortgage  loans  on  real  estate 171,860 

Bonds  and  stocks  owned  (market  value) 4,874,703 

Cash  in  office  and  bank 188,087 

Agents'  balances,  not  over  3  montfas  due 302,271 

Interest  accrued. 40,822 

Reinsurance  due  on  losses  paid. 12,834 


Total  admitted  assets $6,196,017 


LuBiunES,  DscEMBsn  31,  1909. 

Net  losses  unpaid  (induding  $10,409  resisted). . . 

Unearned  premiums 

Reserve  for  contingent  liabilities. 

Sinking  fimd  for  m^cc  building 

Other  uabilitifs 


Total  liabilities,  except  capitsl  and  surplus. . 

Capital  paid  up 

Surplus  over  all  liabilities. 


$225.17 

1,897.16 

250.0( 

100,0( 

121.34 

$2,598,01 
1,100,0c 
1,602.32 


I 


Total  liabilities,  capital  and  surplus $5,196.01 


RISKS  AND  PREMmHB:  Flie  risks  in  fora^  Dseember  31. 
$818,261,364;  premiums  theraon,  $3,672,744. 

BUSINESS  SINCE  ORGANIZATION:  Pramlums  reeefved. 
$34,702,696;  kMsei  pakl,  $19,161,073;  dividends  dedaied,  cash, 
$2,186,868. 

REAL  ESTATE  OWNED:  Embraces  12  prraertles  In  Han- 
cnester,  N.  H.,  Kan.  Cy.,  Kinneapolk,  St  Paul  Chicago,  Omaha, 
and  Ark.  Cy.,  Kan.,  but  4  of  whieh  exceed  $10,000  hi  market 
valuation,  and  3  of  the  12  have  been  aold  on  eontrset.  There 
are  no  Incumbrsnoes. 

MORTGAGE  LOANS:  There  are  42  loans,  aggregating 
$171,880,  protected  by  properties  Ui  Mhrneapolii,  Kan.  Cy.,  Omaha, 
Neb.,  Manchester,  N.  U..  Nsshua,  N.  H..  ana  Chicago, 
valued  in  all  at  $416,820,  and  upon  which  the  company 
kolds  $176,850  of  Insurance.  Most  of  the  loans  are  small,  and  only 
4  exceed  18,000.  The  krgest  Is  one  of  $60,000  upon  the  S.  C. 
Fonaith  Machine  Co.  property.  Auburn  and  FrankUn  sts^  Man- 
chester. N.  H..  valued  at  $106,000. 

BONDS  AND  STOCKS  OWNED:  Fsr  Msrket 

BoiTDS.  Vsloe.         Value. 

ImpJan.Gov'tlst  ser.,  1910-1926.  41%  $12,176  $11,125 

U.  S.  Gov't,  reg..  1926.4% 75.000  84.760 

Boston.  Mais.,  reg..  1937,  4% 25,000  25,280 

Columbus.  O^se.  dia..  1914,  6% 10,000  10,100 

Ooncord.  N.  H..  1922,  4%, 6.000  4it00 

Ooncord.  N.  H.,  1923,  84% 2,000  1,800 

Ooneord,  N.  H.,  1924,  3}%. 8.000  7.200 

DalhM.  Tex..  1947.  4% 20.000  17,600 

Duluth,  Mhin..  1936,  4% 10.000  9,000 

E.  Portland,  Ore..  1921,  6% 26.000  27,250 

Georgia,  State  of,  reg..  1916,  4i% 10,000  10,100 

Hillsborough  County.  N.  H.,  1915,  4%. .  16.000  16,000 

Lowell.  Msas.,  reg.,  191M6.  41% 22.500  22,600 

Mao.  N.  H..  watJoan.  1916, 4% 16.000  15,000 

Mao.,  N.H.,wat.  loan,  ser.  B,  1913, 4f%  30,000  30.300 

Memnhis,  Tenn..  Bd.  of  Ed'n.,  1937,  4%  30,000  29,100 

Newberry  Sc  Dis.,  S.  C.  1949.  A% . . . .  10,000  0.800 

N.  Y.  ^.,  ep.  stk..  reg.,  1966.  4% 10,000  10.000 

N.  Y.  6.,  ep.  Stic.,  c.  1057,  4i% 30,000  31.500 

Rockingham  Co.,  N.  H..  1918,  4% 5.000  4.900 

fiaglnaw,  MidL.  1924,  4% 10,000  9.500 

Bsnto  Barbara,  Cal..  1916-1984,  4}%. . .  20,000  20.000 

8Mttie,W8sh.,f.,  1911.5% 10,000  9.900 

SeatUe.  Wssh..  sr.,  1927,  «% 10.000  10.000 

Sprhigfield.  MsM.,  reg..  1917,  4% 26,000  26,000 

A..  T.  k  S.  Fe  Ry.  Co..  gn.  m.,  1995,  4%  60,000  48.000 

B.  A  A.  R.  R.,  cons,  refdrmtg.,  1951. 4%  10,000  8.300 
Bangor  A  Aroostook  R.  R.,   Medford 

Exttt..  1  m.,  1937. 5% 25.000  25.000 

B., C.  A M.RR., imp. m.,  1911.6%....  50,000  50.000 

Boston  &  Maine  R  R.,  1926.  47o. 25,000  23.500 

B'klynRap.Tran.Co.,lstr.m..200iM%  25.000  20.000 

10.000  10.S00 

Yo         25,000  29,760 

C^B.AQ.R!R.,Ill.dlv.,rjn.,regl929-404U  M.000  34.000 

CL,M.&8t.P.Ry.Co..gn.m..l989,34%  25,000  21.000 

C,  M.  A  St  P.  Ry.  Co..  deb..  1934, 4%..  25.000  22,500 
a  Je.  R  R,  let  m.,  191(^1946,  4% . . . .  40.000  34,80C 
a,RAM.RR.lstm.,1910-1950.5%  25,000  16,260 


Boinw  Attn  Srocxa  Ownso.— Cant  Par  Marki 

Bonos.— CeNf.  Valoe.  \alm 

a,&AaRR.Oou,e.,  1st m..  1928,6%.  $0,000  $  0,^f 

CoL  k  Greenv.  R  R..  1st  m.,  1916,  6% .  20,000  20,4C 

Oonoord  A  Qarsmont  R.R,  1  m.,1914,4f%  80X100  30,00 

aftM.RR.,lstm..l920.4% 100.000  88.00 

a  A  M.  R  R..  d.,  1920,  3i% 25.000  20^ 

Concord  k  Montreal  R  R,  d.,  1920. 4% .  40.000  35,20 

C  A  P.  River RR.,  1st m.,  1943,4%...  28,000  2ft,8S 

D.  k  H.  Co.,  ev.  d..  1907-1916,  i% 12.000  1 1.88 

D.ftH.Go.,  lsthi.eq.,  1922.4i% 80,000  30,00 

Fitchburg  R  R,  1927,  4% 40,000  88.80 

Q.  R.  B.  A  S.  R.  R.  1st  m..  1924, 5%. .  8.000  7,2Q 

H.  ft  St.  J.  R  R,  OB.  m.,  1911, 6% 10.000  0.70 

I.  R  T.  Co^  K.  m..  1952,  6% 25,000  25,00 

L.  8.  ft  M.  So.  Ry.  Co..  (i..  1928, 4% . . . .  26,000  28,02 

L.S.ftM.So.Ry,Co.,d.,  1931.4%....  26,000  28.0Q 

Uhldb  Val.  Tm.  Ry.  Co.,lst  m..  1941.5%  35.000  30.21] 

MeTcTR  R  Co.,  n..  1914.  4% 2&J0O0  2*,0J 

Manchester  ft  Lawrence  R.R..  Seriea  A, 

1922,4%  26,000  25,00 

MlehTCent.  R  R  n..  1010. 6% 10.000  lO.OG 

Mich.  C.  R  R.,  d..  1929.  4% 20.000  17.00 

M..StP.ft  S.S.M.Ry.Co..lcs.m.,1938.  4%  20.000  lO.OO 

M..StP.ft  S.S.M.Ry.Caeq.n.1911-16.5%  10.000  lO.OO 

Mo.Pae.Ry.Go..os.lst  m..  1920.  6% 10.000  10.80 

Montana  Cent  Ry.  Co.,  1st  m.,  19^,6%  25,000  27.00 

N.Y.aftH.RR.R.d.,1934,4%....  10.000  8.00 

N.  Y.  a  Lines  eq.  tr.  of  1919.  5% 80.000  20.70 

N.  Y.,  N.  H.  ft  H.  R  R  Co.,  cv.  d.,  1923. 

48,6% 18,200  28.20 

N.Y..N.H.ft  H.RRCo^ev.d.,1911-66^  16,600  16,00 
N.Y.,N.H.ft  H.RRCo.H.Rft  P.Clst  ra. 

1954,4% 15.000  14,85 

No.Pac-GtNo.Ry.Co..reg..l906-21, 4%,  170,000  166.4C 

No.PacRy.Co.(StP.ft.D.dlv.)m.l9964%  26,000  88,50 

Omaha  St  Ry.  Co.,  1st  m..  1914,  5%, . .  25,000  28.75 

Ore.  Sh.  L.  R  R,  r.  m..  1907-1929, 4% . .  10,000  9.00 

Ore.Sh.L.RRCo..lstm.,1^6%..  20,000  22,80 

Ore. Sh.LRROo.,cs.  let m.,  1940,5%  25.000  27,50 

Pa.  Co..  col.  tr.,  1921-1931.  4% 20,000  19,20 

Peterborough  ft  Hillsborough  R.  R.,  1  m., 

1917^41%. 20W)  10.80 

Rich...  Wssh.  Co.,  coL  tr.  m..  1911-43, 4%  10,000  0,80 
StL.,I.Mtft  So.Ry.Co.,Rft.G.dlvs  1st  m. 

1933,4% 20,000  16,80 

S.  Co.  R  R,  Ist  m..  1924.  4% 25,000  24.50 

T.StLftW.RR.prior(n..l925.3|%  25.000  2l,2o 

Unk>n  Pac  R  R..  iBt  m.,  1947,  4%. . . .  10,000  0.80 

U.ftNo.Ry.0o.,  1st  m..  1933,4% 12,000  11.40 

Watertown  ft  Rome  RR.lst  m.  1910,6%  10,000  lO.OQ 

West  End  St  Ry.Co.,  19&  4i% 26,000  25.00 

Adams  Express  Oo.,col.tr.,1948,  4%. . . .  25,000  22,00 

Adams  Exprees  Co..  coL  tr.,  1947.  4%. .  20.000  17.60 

Amer.  Loco.  Co.,  ser.  E.  n.,  1911,  5%. . .  46.000  45.00 

Amer.  T1.  ft  Tg.  Co.,  cot.  tr.,  1929, 4%. .  56.000  48.40 

Amer.  TL  ft  Tg.  Co..  n.,  1910.  6% 25,000  2S.O0 

Berlin  Mills  Co.,  1st  m..l907-25, 5% . . . .  60.000  46,25 

Cent  Loan  ft  Land  Co..  1808,  6% 5,100  20 

G t  No.  Paper  Co.,  Ist  m.,  1927, 1% . . . .  50,000  40.00 

M.Te.,LtftPtow.Co.,GS.lstm..nai,5%  100,000  06,00 

M.  G.  Cos.,  s.  f..  1929, 4i% 60,000  47.00 
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NEW  HAMPSHIRE  FIRE  INSURANCE 


ltlSlnMkfaQwlt0O^5%. 

lhB.toLUk.lst  8D.m.,  1090. 5%. . . 
Me'B  QmJXM  aC6..Chi.,r.m.l9475% 
mTk  0imGhL.Irtm..l1ll0-1014.  5%.. 
US.  9ted  Ox,  ad  m.,  1911-1063, 5%. . . 
W.TlATi.ObL.eoL  tr..  1932. 5% 
V.UiteTLGDL.  coL  ir.,  im  S% 
W.UikiBTL  Gb^  cw.  1900-1986, 4^... 
yhBH^MfiOft  .col  trjLl9iaFJkA,6% 


A^  T.  a  S.  F.  Rv.  Co.,  oon. 

9L4a]LR..Mai 

fi.ftO.R.R^p 

BoteiAlbiBy.B^R 

BMob  a  Matae  R.  R,  eom. 
fioitaBftlfiiBeR.R,p... 


aLGiW.Rj.Oou,iM«l. 

OL  Jc  Em  ft  Unkm  Stk.  Tarda  Co..  p. 

auia.istFkdRj.,oom 

(it,llH.4aP.By.p 

ad.ft2lo.W.Ry.oom 

auR.L4Fae.Sy.Go..oldatk 

CbBooidftl!oatRalR.R.GlaMl 

ObDeaidilioDtrealRR,GlM2 

CbB(eniftllaDtrealE.lt,GlM4 

OcLftHndflinGb 

n«ttraB.R.,p 

GthflLRj.p 

flLCBitR.R. 

HAeCeatRR. 

KT.CftH.RRR 

ltT^K.H.ftH.RR 

}Y.^N£^  H.RR,oew  stk,  25%  pd.. . 

ft^  &.  B..  Nev  Hampablie 

IP.Ry.Gx 

lonlak  ft  Woreeatar  R  R,  p 

tatmnetVaLRR 

h.R.R 

hk^  Ft  Wayne  ft  Chi.  Ry.  Co 

SBBookYaLRR 

5««  Pte.  R  R,  own 

QtePkdfie  R  R,  p 

fiBterBks,OosEiBter.  N.  H 

rUIfaLBCCoBeontN.H 

^ikNaLBk..PMerbotough,N.H 

f«mb53LBk.,Laeoiila.N.H 

UMMfeer  Nat.  Bk.,  Lnwaater,  N.  H. . . . 
Kerdiaatf  Nat  Bk.,  Maiieheatar,  N.  H. 
ftyHgwwtWat.  Blc  FlynMmth.  N.  H. 

Mm  EzimaB  Ob 

ONE.  EqiieB  Co. 

AaKSogarRefiniacGo.,  p 

A*r.Tl4TtG> 

iaoikac  Xfg.  Co.,  Maadiester.  N.  H... 


Fhr 

Market 

Vahw. 

Value. 

890,000 

8124)00 

50.000 

47.500 

104)00 

9.900 

25.000 

24,250 

20,000 

20.000 

16,000 

14J880 

26.000 

24.000 

1,000 

900 

15.000 

14.560 

10.000 

11,500 

10,000 

11,200 

10,000 

8.600 

20,000 

43.400 

20,000 

284)00 

laooo 

14,600 

27,500 

12.875 

20.000 

22,400 

80.000 

45.000 

40,000 

66,400 

110.000 

191,400 

8.300 

3.630 

15,000 

23.700 

2.500 

8.950 

50.000 

80.000 

40,000 

71.600 

10,000 

12.200 

204)00 

27.600 

103.500 

145.986 

10.000 

18.900 

100.000 

117,000 

20.000 

80.200 

3.075 

4,366 

13.000 

18.460 

20.000 

27.800 

5.000 

10,000 

26.000 

33.800 

125.000 

162.500 

20,000 

88.600 

4.000 

8,200 

20.000 

89.200 

25.000 

24.500 

1.000 

1.000 

8.000 

24.000 

5.000 

5.750 

2.400 

2.400 

5.000 

5.000 

13,000 

15.600 

64)00 

12.000 

10.000 

23.500 

20.000 

49.000 

80,000 

35.400 

68.000 

91,800 

424M)0 

125,375 

COMPANY,  lylanchc8ter,  N.  H.— 
BoHM  Afls  Svoon  Oinm.--CMi. 

On.  Adj.  Bureao,  N.  Y 

Maaeheater.  N.  H..  Gaa  U  Go 

Kaaa.  Qai  06^  p 

NaahinOard.Onmmed  ft  Coated  Pup-Oo.. 

Naahmu  N.  H.,  p 

PoUmaa  Co 

S.  Ad.  Bureau  of  At.  0* 

Uttderwriten'  Salraie  Co.,  of  Chi 

Undenrritenr  Sahrace  Co.,  of  N.  Y 

W.  Ad|.  ft  Inm.  Ool,  Chi 

W.  UnVrnTLOo 


CmUinued, 

Fw 

ICatkat 

Value. 

Value. 

8300 

8300 

2.100 

12.600 

80.000 

26,500 

10,000 

9.500 

50.000 

92.500 

100 

100 

1.000 

1.006 

400 

400 

100 

100 

10^251 

7.176 

Totali  (book  Talue.  88^7.966) 83358,501   $4374.708 

MISCELLANEODS:  Cbpital  Incnaeed  In  1882  from  8260,000 
to  8500.000;  la  1888  to  8600.000:  In  1801  to  8700.000;  in  1893 
to  8800.000;  In  1896  to  8900.000.  and  in  1897  to  81.000.000; 
tai  1907  to  81,100.000.  Conflagntkm  kMsea:  Balto.,  lOOL 
8414,401;  Sen  FiBndaeo,  1906.  8455340.  Valoee  of  apeeid 
depoeita:    Ga..  810.100:  Va..  856300. 

mRBOrORS:  Nathan  P.  Hunt.  Walter  M.  Flarker,  Alfred 
Qoimby.  Henr^  K.  Freneh,  Frederic  A.  Faulkner.  Herman  F. 
Straw.  Frank  P.  Ckipenter,  Henry  E.  Bumham.  Mark  R.  Buxton. 
RooerQ.  Sulliran,  Beth  M.  Rieharda.  Frank  W.  Sarceant,  John 
Melane,  Geo.  H.  Chandler,  Tbomaa  R  Variek,  Warren  Brown, 
Waiiam  H.  Cbdwell.  Hiimm  A.  Tuttle.  Arthur  M.  Heard,  Harria 
X.  Snbaw,  Benjamin  A.  Kimball,  Orton  B.  Brown,  Samuel  K. 
BelL  Qeoise  P.  Graf  ta. 

FIELD  KEN  AND  TERRITORY  COVERED:  Oilman  MeAl- 
laater,  apedal  aeaat,  at  home  oSee,  A.  L.  BUai,  special  agent,  78 
Kilby  ft.,  Boeton,  L.  W.  Thompson,  New  Haven.  Conn.,  for 
New  Ebgiana:  GeorBS  A.  French,  Philadelphia.  Fa.,  special 
aeent  for  E.  Fa.,  E.  Md.  and  Del;  Smith  M.  Wilson.  Pittsburg. 
Pa.,  speeial  aflsnt  for  W.  Pa..  W.  Md.  and  W.  Va.;  John  W. 
Wood.  Geneva,  N.  Y.,  special  asent  for  W.  N.  Y.;  Frederick 
Peters,  Catakill.  N.  Y..  special  a«ent  for  E.  N.  Y.;  F.  A.  Pawley. 
2  liberty  si,  N.  Y.  Cy*.  manager  Metropolitan  department; 
Frank  Banooft.  E.  Orange.  N.  J.,  speeial  agent  for  N.  J.;  Carleoa 
Y.  Smith,  Atlanta,  Ga..  speeial  agent  for  Ga..  Fla.  and  Ala.: 
D.  E.  Witty  Lynchburg.  Va..  special  agent  for  Va..  N.  C.  and 
8.  C;  C.  A.  tlioniton.  Atlanta,  Ga..  assistant  special  agent  for 
Ala.;  E.  D.  Kinney.  160  La  Salle  st.  Chicago,  III.,  manager  Cook 
Co..  IlL;  W.  C.  Masten,  Minneapolis.  Minn.,  special  agent  for 
Minn.;  A.  D.  Yeaton,  Minneapolis,  Minn.,  speeial  agent  for  Wis.; 
M.  S.  Moore,  Terre  Haute.  Ind.,  special  agent  for  III.,  Ind.  and  Ky.; 
Geo.  K.  Mareh.  Hfllsdale,  Mleh.,  spedai  aosnt  for  Midi.;  D.  C. 
Zereher.  Kan.  Cy..  Mo.,  apedal  agent  for  Ma  and  Kan.;  Chas. 
W.  Krueger*  Omaha,  Neb.,  q>eelal  agent  for  la.  and  Neb.;  Aaron 
W.  Jones,  Columbus.  0.,  spedai  agent  for  0.;  A.  T.  Bailey,  Denver, 
Colo.,  special  agent  for  Cok>.,  Utah,  Mont,  and  Wyo.;  John  A. 
Whalley  ft  Co..  Seattle,  Wash.,  State  anntfi  for  Wadi.;  Tretevant 
ft  Cochran.  Dallas,  Tex.,  general  agents  for  La.,  let.  and  Okla. 
The  company  does  business  in  all  the  States  and  Territories  of 
the  United  States,  ezoept  Alas.,  Aris.,  GaL,  Miss..  Nev..  Ore. 
and  S.D. 


NIAGARA  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

^^Pmsideat,  Harold  Herrkk;  VlciB-Presideat.  Geo.  C  Howe;  Secretary.  Geo.  W.  Dewey.    Organiaed.  1850. 

Tuij 

1^ 
ltt8 

1K7 
IKS 

ja 

*Iadwies  8750,000  paid  m  by  slockholda«: 

AssKTS,  DBcniBES  81,  1909. 

Jforteeloaaa  on  real  estate 8672.000 

Boadi  and  stocks  ovned  (market  value) 4,101.787 

Cah  B  office  and  bank 831,882 

flats' balances,  not  over  3  months  dne. 474,573 

*»»tee«  accnied. 42,467 


Assets 

TTneamed 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premhuna 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

16,122,659  $2,786,420 
S.213.123    2,678,966 
4.326,7Sa    2,632,048 

$2,294,309 

$3,184,329 

$3,480,726 

$1,491,021 

$150,000 

$1,190,943 

$2,831,064 

$1,540,566 

1,569,456 

3,106,301 

3,304.059 

1,766,178 

150.065 

1,196.388 

3,112,631 

1,774.641 

785,090 

3,187,715 

8,365.673 

1,453,053 

140,935 

1,211.595 

2,814,583 

1,371,904 

1468.269    2,460,102 
4,732.2861    2,210,149 

1.020  308 

3,068.939 

*4,022,544 

8,363.419 

50.060 

1.103,998 

4,517,472 

8,400,695 

1,810,412 

2.700.979 

2,897,256 

1.207,332 

99,040 

1,042,183 

2.439.455 

1,286,660 

Total  admitted  assets. 


$6,122,659 


LxABiLmxa.  Dxcbmbem  31,  1909. 

Net  losses  unpaid  (including  $32,260  resisted). . . 

Unearned  prnniunis 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus, . 

Capital  paid  up 

Surplus  over  all  liabQides. 


$261,030 

2,786.420 

30,000 

$3,078,850 
760,000 
2,294.309 


Total  liabilities,  capital  and  surjdua. $6,122,659 


ii!^J^  I'^^^™^^^^:    Fbe  risks  in  fores.  Deeember  31, 
w»Al416:  pnmiaas  theseoo,  66,388^. 

BmoB  SOrCE  ORGANIZATION:    Piemlmns  leeeivad, 
^S^g^  ^M»  P^  188.928.491;  divkkmds  declared,  cssh. 


MORTGAGE  LOANS:  There  are  10  loans,  of  which  the  largest 
is  $160,000.  seemed  Inr  3  E.  5l8t  st,  N.  Y.  (valued  at  $245,000 
The  othen  are:  $55,000  on  S.  W.  cor.  Bleecker  and  Cannine 
sts.,  N.  Y.  (valued  at  $86,000);  $35,000  on  280  E.  42d  st.,  N.  Y. 
(valued  at  $70,600):  $100,000  on  2310-18  Broadway  N.  Y. 
(valued  at  $165,000);    $63,000  on  442-444  Third  are..  N.  Y. 
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NIAGARA  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y.—ConUnmd. 


(▼killed  ftt  $mMD);  $75,000  on  1384  W.  11th  at,  N.  Y.  (Tslwd 
ftt  $122,000);  $60,000  on  404<8  E.  40th  it,.  N.  Y.  (valued  at 
$100,000);  $40,000  on  nsidenee  at  Cold  Spring  Harbor.  N.  Y. 
(vahied  at  $1^,400);  $70,000  on  679  BnMdwa;,  N.  Y.  (valued 
at  $122X00):  $24,000  on  464  Amsterdam  ave.,  N.  Y.  (valued  at 
$44,000).    No  interest  is  in  arrears. 


BONDS  AND  SIXX^KS  OWNED: 

Bonds. 

Alb.,  N.  M.,  Cj.  of,  sanjewer,  1020,41% 

Oa.,  State  of,  reg.,  1015, 4i% 

ICanebester,  Va.,  r.  r.,  1035,  4% 

N.  Y.^.sc.  house,  1911,    " 
N.  Y.  C^.  ep.  stk.,  1936.  4' 


N.  Y.  Qjr.  wat  stk.,  1912,  »„ 

N. Y.(^.,e8JtlLfor  the  imp.  of  pubUe  pub 

parkways  and  drives,  1918,  3i% 

N.Y.(}v.ca.stk.and.park  opening  f.  stk., 

1918. 8*%. 

.ya.. 


Far 
Value. 

$10,000 
10.000 
25.000 

200,000 
82,000 
50,000 


Market 

Value. 

$10,500 
10,500 
34,000 

198.000 
82,000 
49.000 


40,000         88,400 


Norfolk,  Va.,  ward  imp..  1930,  4%. 

Norfolk,  Va.,  1923,  5%. 

Fbrtland,0fe.,(3y.of  watand  loanl9K.5% 
Portland,  Ore.,  Fort  of  g.,  1922.  5%. . . . 
Am  T.k  a  F.  Rj.  Oo..  10  yr.  ev.  0.1917,5% 

GhL.R.I.ftFte..  1^34.4% 

Kan.  (^,Ft.  Scott  A  lfem.Ry.g.1030. 4% 
SoutL  F^  Co.,  100  sub.  rec.  $1,000 

20  yr.  oonv.  g.,  reg.,  f.  p.  1929,  4% 
Haek.  NJ.Wat.C}o.,lst  miOyr.g.1952,4 
UkeOas  Go.of  Oook  Co.,IU.,l8tml915.6>o 
N.Y..N.Y..Gas,ELLt.,Ht.ft  Fow.Co.,pur. 

money  g.  1949, 4% 

U.  8.  Sted  Cor.,reg.60  yr.,sJ4(.»1968,5% 

Stocks. 
Atchison,  Topeka  k  Santa  Fe  R.  R.  p. . 

B.  ft  0.  R.  R.  Go.,  com , . . 

Cent.  R.  R.  of  N.  J 

ChL.  MU.  ft  St.  Paul  R  R  p 

GhL,  MIL  ft  St.  Faul  R  R,  com 

Chi.  ft  Nwn.  R  R.  oom 

aftP.RR 

Louisville  ft  Nashville  R  R  Go 

Morris  ft  Essex  R  R 

N.Y.,Laek.ft.W.Ry.(gr.by  D.L.ft  W.RR) 

No.  Pac  Rv.  Co.,  com 

Pk.RR(!io 

Pitts.,  Ft.  Wavne  ft  C3ii.  R  R 

Reasselaer  ft  Saratoga  R  R 

So.  Pike.  Go.,  p 

Union  l^te.  R  R,  com 

Amer.  Ex.  Nat.  Bk.,  N.  Y 

N.  Y.  Trust  (^.,  N.  Y 

U.  S.  Mort.  ft  Trust  Co.,  N.  Y 

Caiateauny  Ore  ft  Iron  0>.,  1  p 

On.  Ad.  Bureau,  par  $50,  8  shares 

IntematHarvester  Co.,7%,  cum.  p.,  par 

$100,  500  shares 

Louisville  Property  Co.,  par  $100,14  shxs. 


14,000 

12,000 

500 

10,000 
40,000 
24,000 
50.000 
75.000 

100.000 
50,000 
20.000 

50,000 
100^000 

200,000 

200,000 
50,000 
60.000 
50.000 

250.000 
10.000 

140.000 
20,000 
80,000 

200,000 
25.000 
10,000 
10,000 

180,000 

100.000 
85,000 
40,000 
10,000 
16,250 
150 

50,000 
1,400 


13,440 
11,520 
540 
10,900 
43,200 
29,520 
45,500 
62,250 

106.000 
44,500 

20.800 

42,000 

105,000 

210.000 

286,000 

157,000 

108.200 

79,000 

462.500 

17,600 

221,200 

87,000 

88,100 

292.000 

42,812 

17.600 

19.900 

178.100 

206.000 

87,500 

268.000 

45,500 

8,250 

150 

64,000 
603 


BoiCDe  AND  Siocu  OwND.— Cent. 

Stocd.— Coii<. 


100 


Nat  Biscuit  Go.,  p., 

Pullman  Oo 

Southern  Adjustment  Co 

UnderwrltoV  SaL  Q>.  of  N.  Y. . . 
Underwriters*  Sal.  Oo.  of  ChL,  Dl. 
U.  S.  Steel  (}p..  p 


Fte 

Mftri 

Value. 

Vail 

$10,000 

!»! 

120.000 

22BX) 

100 

1 

1,000 

U 

500 

J 

100.000 

125wQ 

Totals  (book  value,  $3,588,745). . . .    $2381,900    $4.101,7 

MISCSILLANEOUS:  Oapital  reduced  in  1872  from  $1,OOO.Q 
to  $500,000.    In  1906  opital  reduced  from  $500,000  to  $250,0 

and  later  inereased  to  $750,000  by  sale  of  new  stock  at  200 
thus  adding  $250,000  to  capital  and  $750,000  to  sorplas.  Ck 
flagratlon  losses:  ChL,  1871,  $256,000;  Boston,  1872.  S358,«] 
Bdto.,  1904,  $275,000:  San  Frandsco.  1906,  $2,150,000.  Chel* 
1908.  $280,000.  Values  of  special  deposits:  Cia.,  SIO^M 
Va.,  $36,060;  N.  M..  $10,500. 

DIRECTORS:    J.  Herbert  Johnston.  Robert  W.  De  Fora 
Edwin  A.  Stevens,  Otto  T.  Bannard,  Henrv  W.  DeForeet, 
Warten  Greene,  Harold  Herrick,  Henry  E.  Coe,  (Seo.  C  How 
(3eo.  W.  Dewey,  William  R.  Boulton,  Thomas  Williams,  Cfaa 
T.  Wills,  Johnston  de  Forest,  Ethelbert  L  Low. 

HELD  MEN  AND  TERRITORY  COVERED:  W.  L.  Stod 
manager;  J.  P.  Sindeton,  aaslstaat  manager,  W.  depvtmes 
(3hl.  Special  agents,  W.  department:  David  E.  Jones,  Minneapol 
Mfain.,  for  Mhm.,  N.  D.  and  S.  D.;  H.  J.  Zechlin,  Milwauke 
Wis.,  for  Wis.;  a  W.  Good,  ChL,  for  111.;  J.  B.  Bush,  Kan.  C^ 
Mo.,  for  Mo.;  M.  M.  Hawxhuzst,  Deteplt,  Mich.,  for  Mich.;  V 
T.  Pbrter,  Jr.,  Gmcinnati,  for  0.;  D.  P.  Barrett,  Indianapolis,  Ind 
for  Ind.;  W.  F.  Sweaiea.  Kansas  Ci^,  Mo.,  for  Kan.;  CUfToz 
Watson,  Vinton.  la.,  for  la.  and  Neb.;  G.  S.  Whitford,  Denvri 
Oolo..  for  Cblo.,  Mont,  N.  M.  and  Wyo.;  W.  H.  McCtaiu 
Oklahoma  aty,  for  Okla.  Edwm  Pftirah,  A.  W.  Thornton 
jomt  managers.  Pacific  Coast  department,  consisting  of  Cal, 
Ore.,  Wash.,  Utah.  Nev.,  Arts.,  Alas.,  Ida.,  Hawaiian  Islandi 

B.  a.  speoal  agenta;  J.  M.  MendeQ.  San  Franciseo.  Cal. 
for  C^nt.  (}aL  and  Nov.;  R  T.  Boyd.  San  Frandsoc 
CaL  for  No.  Gal,.    Rod  E.  Smith,   Ft>rt]and,   Ore.  and  Ida. 

C.  R  Harold,  Seattle,  Wash,  for  Wash.,  B.  G.  .and  Alaa. 
GUfTonl  H.  Rice,  Boston,  Mass.,  general  agent  New  Englaiu 
States;  Harnr  8.  Richards,  spedal  agent,  Rochester,  N.  Y.,  fa 
W.  N.  Y.;  Wtiber  a  Smith,  special  agent,  UUca,  N.  Y..  fo 
E.  N.  Y.;  Jas.  Westevdt,  Tenafly,  N.  J^  qwdal  agent  for  N.  J 
and  8.  E.  N.  Y*;  E.  E.  Howea,  FhUa.,  Fa.,  spedal  agent  for  E 
Pa.,  Md.  and  D.  C;  H.  M.  Benjamin,  spedal  acent, Pittsburg 
Pa.  for  W.  Pa.;  J.  M.  Price,  spedal  agent,  L.  I.,  Patchogue 
B.  E.  Drydea,  Atlanta,  Qa..  spedal  agent  for  Qa..  Fla.  and  Ala. 
Tresevant  k  Cochran,  Dallas,  Tex.,  general  agents  for  Tex. 
Howard  S.  Nulton,  Rldimond,  Va^  spedal  agent  for  Va.,  N.  C 
8.  C.  and  W.  Va.;  Veraer  Kline,  Nashville,  Tenn.,  spedal  aaent 
for  Ky.  and  Tenn.;  Fred  L.  Seaman,  N.  0.,  La.,  forLa.and  Mias 
The  company  opoates  in  all  the  States  and  Terrftories  exeept 
DeL.  and  in  the  Provinces  of  British  Columbia,  Saskatchewan  aii( 
Alberta,  Canada. 


NORFOLK  FIRE  INSURANCE  CORPORATION,  Norfolk,  Va. 

President,  Chas.  W.  Priddy;  Secretary  and  Managing  Underwriter,  A.  D.  Legg«    Organized.  1007. 


YXAX 

Assets 

Unearned 
Premiums 

Net 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 

Losses 
Incorred 

1000 

$178,788 
104,380 
148,791 

946,043 
86,167 
14,802 

$17,441 
22.728 
27,608 

$74,143 
69,000 
28,226 

$80,367 
68,160 
27.968 

$30,766 

19,447 

6.666 

$87,869 

82,061 

•16,797 

$68,626 
61,498 
22,468 

$83,402 

1008 

20.159 

1007 

6,881 

•Includes  organization 

Assets,  Deceiibxk  31,  1909. 

Bonds  owned  (market  value) $107,000 

Cash  in  office  and  bank 48,268 

Agents'  balances,  not  over  8  months  due 16,046 

Interest  accrued. 984 

Other  assets 690 


Total  admitted  asseU $178,788 


Liabilities,  Deckmbek  81,  1909. 

Net  losses  \mpaid  (including  $796  resisted) 

Unearned-premiums 

Reserve  for  taxes,  etc 


$4,002 

46,043 

812 


Total  liabilities,  except  capital  and  surplus . .       $62,447 

Capital  paid  up 108,850 

Surplus  over  all  liabilities. 17,441 


Total  liabflities,  capital  and  surplus. $173,788 


RISKS  AND  PREMIUKS:  Fire  risks  ta  foroe,  Deeember  31, 
86Ji62,746:  premiums  thereon  $83,447. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$167,667;  kMses  paki,  $60,441. 

BONDS  OWNED:  Value. 

Atiantte  Qr.,  N.  J.,  44%,  due  1941 $10,000 

Balto..  Md.  8}%.  1980 10.000 

Norfolk,  Va.,  6%,  1923 10,000 

Norfolk  Va.,4%,  1986 10,000 

Norfolk,  Va.,  4%,  1929 8,000 


Market 

Value. 

$10,600 

9,600 

10,800 

10,000 

2,000 


F*r  Markat 

BoiCDe  OwHED.— Coii<.  Value.  Value. 

Norfolk.  Va.,  4%.  1938 $16,000  $16,000 

Stateof  N.(X.4%,  1910 10,000  10,000 

Portsmouth,  Va.,  6%,  1980 6,000  6.350 

Portsmouth,  Va.,  4%,  1930 8.100  2,100 

Portsmouth,  Va.,  6%,  1984 19,600  21,460 

Wash.  Co.,  Va.,  6%.  1938-6 10.000  11,000 

Totals $103,600  $107,900 
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NORFOLK  FIRE  INSURANCE  CORPORATION,  Norfolk.  Va.—C^f»fi«i. 

Boberi  S.  Johaitoii,  A.  E.  KriR,  E.  T.  Lunb,  D.  P.  Fftui.  R.  W. 
FBatRMB,  CfavlM  W.  Priddj,  John  H.  Bodoan,  E.  8.  RnlBn.  Heniy 
Sehmeb.  Wm.  SliMuie,  W.  Q.  Bwuia,  W.  L  Tilt,  Qto.  J.  Twohy, 
R.  A.  Walnwilghi.  £.  L  Woodud,  MeD.  L.Wreimt  G.  L.  Toung,. 
E.  P.  Groekett,  A.  D.  Legg. 

FIELD  MEN  AND  TERRITOBY  COVERED:    Hie  Ameriean 
AoD«y  Oom  Balto.,  Md.,  wmmata  Um  eompany  in  Md.  and 
w.  Va.;   Webb  A  Skfamer.  Raleigh,  N.  C.  gBneial  annti  for 
N.  a.-  TOeetoii  ft  Co.,  N.  T.,  general  annta  for  N.  J.    The  eom- 
pany  ii  Uoenaed  in  Md..  N.  J.,  N.  C.  VaTW.  Va.,  and  Waah.  fa 
direet  bnalneBi  and  In  Mia  and  Tez.  for  retnauraaoe  pnrpoaei.. 


MlSCELLAinSOUS:    lUa   eompany   waa  formed   to    Feb- 

S,  U07,  bgp  the  amalgamation  of  tin  BBoplea  and  the  Re- 
i  Rre  hraance  Gbmpanlea  of  Norfolk.  Va^  the  eooaoll- 
empnu  ■—iiiiliig  and  eontinulng  toe  polidea  of  the 
bpotte.  lie  euttal  and  sorpliis  waa  inereaied  on  January 
a^  1908^  i7  (he  addWon  of  SSJOO  and  $1,721  MpeetlTely.  It 
■  (he  IntBBtton  of  the  eompany  to  eootiniie  the  lale  of  itoek 
Bti  It  bi  a  paidHip  eapital  oHmOOO. 

DISBCT0B8:  Chaa.  M.  Bomett,  R.  H.  Baker.  Jr..  Qeoi«e 
T.auki.J.H.Bim]ey.  R*  J.  Ounp,  W.  C  OorbeU,  Norman 
CmdlF.  W.Diribig,  W.  R  Dongl^.  W.  L.  Folk.  W.T. Ham. 


NORTH  BRITISH  AND  MERCANTILE  INSURANCE  COMPANY  OF  NEW 

YORK,  New  York,  N.  Y. 

:.  E.  G.  Richards;  Vice-President  and  Secretanr.  J.  F.  Haatings:  Aatistant  Secretary.  H.  &C.  Tackson.  Oncaniaed.  1807. 


Yeai.    AwCa 

I 

Unearned 

Net 

Net 

Total 

Loeaea 

Dhr- 

Ex- 

Total  £z- 

TiOaaea 

Snrphia 

Paid 

idenda 

pcnaea 

penditnrea 

Incurred 

m '  IW11.8K 

8386.602 

$884,712 

8614.818 

$671,806 

$108,082 

$20,000 

$102,602 

$320,674 

$116,634 

22   ^S^" 

277.836 

720,168 

302.880 

483.101 

108.080 

20.000 

186.424 

268,604 

116.413 

m     M8.aos 

228.266 

406.268 

803,268 

840,378 

60.041 

20.000 

102,068 

102,000 

•1'1«* 

Ma  i     962.3941       179.870 

662.438 

227.678 

811.708 

64,600 

20,000 

76,861 

161,661 

70,210 

IMS !      M2.379        141.282 

406.026 

163.200 

104.286 

44.366 

20.000 

68.066 

118.321 

42.10a 

Assets,  DsacifBXK  31,  1000. 

Bonds  tad  stocks  onmed  (market  value) $1,431,710 

Ctth  in  office  and  bank 20.366 

Acmts'  balances,  not  over  3  months  due 40.006 

I«a«t  acaued. 10,317 

Oiher  aaattg 600 


Tom  admitted  assets $1,611,888 


LlABILITIXS,  Decxmbbb  31,  1000. 
Net  losses  unpaid  (including  $1,600  resisted). . . . 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  aU  liabilities. 


$80,674 

886,602 

11.000 

$427,176 
200.000 
884.712 


Total  liabilities,  capital  and  sorphis. $1,611,883 


EISKB  AND  FREMIUIfS:    Flie  risks  in  foree,  Deeember  31. 
IBjnL3i4:  premiums  thereoo,  $711,602. 
jmsWR  SINGE  OBOANIZATION:    Premiums  received 
^Mm;   kases  paid,  $677,607;.  divldenda  dedaied. 


BONDS  AND  STOCKS  OWNED: 
Bone. 

^^ofBJdm  WaUaboBt^JBg..l026. 
>.AJjiv.J3uprane(Xjeg.,  1920.< 
'JBTUfn  seJft.  purpuses  r.l087|«v  /o 
.oapid  tianslt.RS..10(0, 3|%. . . . 
.Bhenkie  Park,  e..  1014.  3%. . . 

.-. ..  y)f^  vat.  bs>,  reg.,  1067. 4)% 

f  X-S^Onal  imp..  re«..  1012.  3%. . 

A,T.43.FeT.S.Lri068,4%....V:.. 

C.lC.48t  P^26-7  debe..  1034, 4%. . .. 

f  4  W.  lad.  RJtOo..mj«c  1062. 4% . . 

^■R.T.Co^SerittA,1062,5% 

U^  MSaj.Coja  7n.ieg.,1028.  4%. 

I^hattaa  fij.  Co.,  eon.  m..  1000.  4%. 

Sl-fi  |Jl^.r..re«.,  1907.  3J% 

r.PJLa.Gbu.20  7Ki.er^reK..  1027. 4< 


^  T.  4  3.  fe  Ry.  Co..  p.  stk.,  leg. 


Par 
Vahw. 
$60,000 
63.000 
26.000 
26,000 
80,000 
60,000 
60,000 
60,600 
60.000 
60,000 
60.000 
60,000 
50.000 
80.000 
60,000 
60,000 
60,000 

10.000 
100.000 


Market 
Vahie. 
$46,600 
48.760 
22,760 
26.600 
28,600 
64,600 
40.000 
46,500 
46.600 
46,000 
61.000 
47  jm 
48,500 
27,300 
48,000 
48,000 
57,600 

HAM) 
102,000 


Bomm  AMD  Sfocis  OwmD.— CenC  Psr  Market 

Stocks.— CM^  Value.  Value. 

Balto.  ft  0.  R.  a.  Co.,  p.  stk.,  rag $50,000  $45,500 

GhL,  MIL  A  St  P.  Ry..  p.  stk.,  leg 100,000  168.000 

ChL  ft  No.  W.  Ry.  Co.,  p.  stk.,  reg 10,000  22.500 

Cleve.ftRtta.R.R.Co.'sgr.8tk..reg...  30,000  30,000 

ErieR.R.Co.'8lp.Btk..reg 40.000  10,600 

Hocking  VaL  Ry.  Cb.  p.  stk.,  reg 8.0000  64,000 

Readtog  Co.'s  1  p.  stk.,  leg 80.000  72,800 

So.  Ry.  Co.*8  p.  stk.,  leg 100,000  72.000 

So.  Ry..  Mobile  ft  0.  stk.  tr.  cfs.,  leg.. .  50,000  41,000 

Union  Pao.  R.  R.  Co.'8  p.  stk..  reg 50,000  61.000 

Totals  (book  value,  $1,430,016). . . .    $1,443,000   $1,481,710 

MISCELLANEOUS:  A  majority  of  the  stock  is  held  In  London. 
Eng.  Stockholders  pafci  ln$200,000  additional  surplus  fai  1001. 
Conflagration  kMsea:    Balto..   1004,  $16,801;    San   Fnndsco^ 

loooTTiuso. 

DIRECTTORS:  Geo.  W.  C^rossman,  Adrian  IseUn.  Jr.,  B.  Aymar 
Sands,  James  Stiflman,  Wm.  Pierson  Hamilton,  A.  D.  JuiUiard.^ 
James  Speyer,  Charles  S.  Brown,  (ko.  C.  Boklt,  E.  Q.  Richards,. 
J.  F.  Hastings. 

TERRITORY  COVERED:  The  comnany  operates  in  Ark... 
Colo..  Conn..  HI..  Ind.,  Ky.,  La.,  Me.,  Md.,  Mass.,  Mich.,  Mo.» 
N.  J..  N.  Y.,  0.,  Pa..  R.  I.,  Tex..  W.  Va.  and  Wis. 


NORTH  CAROLINA  HOME  INSURANCE  COMPANY,  Raleigh,  N.  C. 

President  R.  H.  Battle;  Secretary,  Geo.  P.  Folk.    Oganiaed.  1868. 


Yui    Assets 

Unearned 

Net 
Sorplos 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

H        203.021 
ffi;     2M.052 
S! '      ^410 

$86,347 
70.686 
71.746 
66.448 

$07,506 
80.410 
67.812 
64,661 
46.834 

$100,053 

80,760 

138.067 

123,766 

72,327 

$100,705 

08,085 

146.607 

132,530 

70,612 

$47,131 
38,125 
66,607 
62,830 
20,648 

$7,584 
7,584 
7.624 

$32,100 

130,067 

46.673 

30,060 

22.730 

$86,815 

75.776 

100.804 

101.008 

68.280 

$60,870 
42.009 
65,570 
64,261 

»«5        21W24 

65.746 

'862 

31,410 

-    .  Assets.  Dbceicbzr  31,  1000. 

«>»s  and  stocks  owned  (market  value) $256,128 

«*  m  office  and  bank 24,418 

•^^tr  balasces,  not  over  3  moDths  due. 33,068 

west  ami  rents  accrued 2,041 

^'*er  asKts 6,083 


Total  admitted 


$822,628 


Liabilities^  December  31. 1000. 
Net  losses  unpaid  (indudmg  $2,000  resisted). . . 

Unearned  premiums , 

Reserve  for  taxes 


$11,265 

86,347 

I.OIO 


Total  liabOities,  except  capital  and  surplus. 

Capital  paid  up 

Surplus  over  all  liabilities 


$08,622 

126,400 

07,600 


Total  liabflities,  capital  and  surplus. $322,628 
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NORTH  CAROLINA  HOME  INSURANCE  COMPANY,  Raleigh,  N.  C.-^CotOinited, 


RISKS  AND  PREiaUHS:   Fire  riakB  In 
$10,360,209;   premiums  thereon,  $168,667. 

BUSINESS  SINCE  ORGANIZATION: 
$1373.069;  Umm  paid.  $941,528. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

N.Q,4%. 

N.  C,  6% 

Wake  Oo.,  be..  5J9r 

U.S.,  4% 

Norfolk  i  Southern  R.  R..  5% 

Atlantic  Tenn.  A  Ohio,  6% 

Wertem  N.  C.  R.  R.,  6% 

Atltntie  A  Yadkin.  4% 

Atlanttc  Coast  Line  R.  R..  4% 

Atlantic  Coast  line,  serlpt,  4% 

Qty  of  Charleston.  S.  C.  4f 
atv  of  Columbia.  S.  C.  4^ 
Ashley  Rlyer.R.R.  8%. 


foroe.  Deoember  31. 
Premiums  reoeiTed 


Book 

Market 

Value. 

Value. 

$35,150 

$35,150 

9.000 

9.260 

3.300 

3.300 

12.840 

12.305 

4,000 

4.040 

12,075 

11,846 

88.480 

30.740 

5.000 

4.250 

14,400 

14.400 

600 

576 

2.045 

2.000 

12.025 

11.440 

0.713 

9.200 

BoNDe  AND  Stoou  OwNiD.— Cent. 
Stookb. 

Atlantic  Coast  Line.  stk. 

Southern  Ry.,  p 

N.  C>  R*  R. 


Far 
Value. 

$22,000 
18,600 
59.826 


Market 
Value. 

$27,400 
23.250 
56.952 


Totals. $253.152      $266.128 

MISCELLANEOUS:  Cftpltal  ineieased  1901  from  $52,390 
to  $66,283;  in  1902  to  $78,845;  in  1908  to  $81,436:  in  1904  to 
$89,299;  1905  to  $06,355,  and  1906  to  $120,400.  Cbrnpoay  ope- 
rates in  N.  and  S.  a 

DIRECTORS:  A.  B.  Andrews.  W.  N.  Kremer,  E.  M.  Gra^. 
R.  T.  Gnur.  R.  H.  Battle.  B.  S.  Jeiman,  R.  F.  Hoke.  C.  H.  Coffia. 
C.  G.  Smith,  Jno.  F.  Bniton,  Jno.  C.  Drewry.  Walker  Taylor. 
Alexander  Webb,  Thos.  Barber,  Jr.,  Wm.  Douciaa. 


NORTH  COAST  FIRE  INSURANCE   COMPANY,   Seattle,   Wash. 

President,  James  W.  McBumey;  Secretary.  John  C.  Kuns.    Organized,  1907. 


Ykar 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

*$201,238 
*180,810 
*146.810 

$32,873 

22,503 

8.881 

*$19.550 
•17,412 
♦80,551 

$61,287 
54.934 
19,139 

t$70,177 
t63.859 
t38,357 

$20,907 

19.763 

2,915 

$7,538 
4,312 

$29,096 
23,063 
11,896 

$57,541 
47,138 
14,811 

$19,587 

23,198 

2,915 

*  Includes  $79,396  secured  notes  for  stock  in  1907,  $78,605  in  1908  and  $71,155  in  1909.    t  Includes  $19,216  surplus  con- 
tributed by  stockholders  in  1907.  $3,637  in  1908  and  $2,180  in  1909. 


Assets,  Dkcubxk  31,  1909. 

Real  estate  owned 

Mortgage  loans  on  real  estate 

City  of  Seattle  warrants 

Loan  on  Trustee  Co.  bonds,  Seattle 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due. 

Interest  and  rents  accrued 

Due  from  other  companies 

Secured  notes , 

Notes  taken  for  premiiuns , 


$5,242 
48.226 
13,590 

3,700 
24.174 
23,248 

8.222 

1,104 
71,155 

2.572 


Total  admitted  assets $201,233 


XiABILITIBS,  DSODIBZS  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Deferred  Commissions 

Reinsurance  accrued. 


$2,552 

32,873 

4,590 

3,268 


Total  liabilities,  except  capital  and  surphis. .       $43,283 

Capital  paid  up 138,400 

Surplus  over  aU  liabilities. 19,550 


Total  liabilities,  capital  and  surplus $201,233 


RISKS  AND  PREIOUMS:  Fire  risks  in  foroe,  Deoember  81, 
$8,103,910;  premiums  thereon,  $65,747. 

BUSINESS  SINCE  ORaANIZATION :  Piemfttms  leeeived, 
$130,100;  loses  paid.  $43,586;  dividends  declared,  cash  $11,850. 

REAL  ESTATE  OWNED:  Consists  of  lots  7  and  8,  bloek  13. 
Spokane,  and  E.<  of  N.  E.  *  and  N.'  of  S.  E.«,  section  14.  T.  S.  33, 
l^of  R.7  *  160(1  carried  at  book  value. 

MORTQAQE  LOANS:  There  are  19  loans,  ancregating  $48,226 
proteoted  by  improved  real  estate  in  Seattle.  Wadi.,  valued  at 
oonsiderably  more  tiian  double  the  amount  loaned.  There  was 
$750  of  interest  past  due  on  Deoember  31,  ksi 


MISCELLANEOUS:  This  company  was  prior  to  1907  a  mutvul, 
but  early  in  ttie  latter  year  was  inoorporated  as  a  stook  com* 
pany  under  the  laws  of  Washington  with  an  authorised  capital 
of  $250,000.,  of  which  $138,400  is  paid  up.  the  company  having 
increased  its  paid  up  capital  in  1909  from  $13,600  to  $138,400. 
and  added  $2,180  to  surplus. 

DIRECTORS :  C.  H.  Clodins,  Alnheus  Byers.  Waylaad  B. 
Auslr,  W.  W.  Zent,  Jas.  D.  Esary.  H.  E.  Christensen,  Jaa.  W. 
IfcBumey. 

TERRITORY  COVERED:  The  company  is  licensed  in  Waah. 
Ida  and  B.  C. 


NORTHERN  INSURANCE  COMPANY  OF  NEW  YORK,  New  York,  N.  Y. 

President,  Lcander  N.  Lovell;  Secretary.  James  Marshall;  General  Managers,  WiUard  S.  Brown  &  Co.    Organized,  1897. 


Yeas 

Assets 

Unearned 
Premitmis 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Divi- 
dends 

Ex- 
penses 

Total  Ex- 
penditures 

Losaes 

Incurred 

1909 
1908 
1907 
1906 
1905 

$1,199,867 

1,041,639 

904,891 

880,486 

804,457 

$571,209 
469,011 
417,052 
358,785 
310,268 

$203,423 
160,670 
103.542 
181.690 
100,996 

$668,972 
572,352 
545,441 
482,489 
444,776 

$720,118 
618,905 
583.364 
567,166 
487,388 

$318,45? 
295,839 
249.300 
232,867 
193,262 

$17,500 
17,500 
17,500 
17,513 
17.502 

$273,069 
234,568 
224,031 
195,000 
183.485 

$609,021 
547,907 
490.831 
445,880 
394,249 

$330,369 
308, 12« 

242,105 
231,440 
209.671 

Assets,  December  31,  1909. 

Bonds  and  stocii  owned  (maricet  value) $1,032,300 

Cash  in  office  and  bank 77,722 

Agents'  balances,  not  over  3  months  due. 80,845 


Total  admitted  an«l8 $1,199,867 


Liabilities,  December  31,  1909. 

Net  losses  unpaid  (including  $3,433  resisted). . . 

Unearned  premiums 

Other  liabilities 


$53,977 

571,209 

21.258 


Total  liabilities,  except  capital  and  surplus..  $646,444 

Capital  paid  up 36O,0O0i 

Surplus  over  all  liabilities. 203,483 

Total  liabilities,  capital  and  surplus $1,199,867 
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NORTHERN  INSURANCE  COMPANY  OF 

RBEB  AND  PREMIlTlfS:    Fire  risks  tai  fone,  Deoember  81. 
M.7i7,967;  pnmhnDS  thereon,  Sl,077,367. 

BUSINESS  SINGE  ORGANIZATION:    Premlams  raedTed, 
K'niiSk  loem  iwid,  13.527.312;    diTidends  dMsland.  eash. 


B0SD8  AND  STOCKS  OWNED: 
Boms. 

Aai  Aifaor  Bj^  1st  m^  g.,  1^6,  4%. . . . 
i,  T.  4  8.  F.  By.  Co.,  cr..  1965, 4% . . . . 
AtL  Cbot  L  BJL  Od.  (L.  A  N.ool)lft5i^ 
B.  k  0.  Rt^yt  m.  jSo.  W.  dir.,  192S,  3i% 

GeLF^R7.Cb^l8t  r.m..l9«,  4% 

LiAJL3aH.It.  i,  1«8, 4< . 

KaaksUaa  Ry.  6x.  oi.  m.,  IWO.  4^ 
K.T.a4  H.R.a.B.Cto.4.,  1934.  4< 
I  Y.  Cy.  (eoL  sod  se.),  1916.  3** 

X,  y^.  (ic).  1913,  S% 

M^.CscA  rites  tJieralT)1964.  3|%. . 

XTjxi&iR.Co.!c!d.Vl948,'  6%' ". '. 
Xo.Pw^.XojoiBt  (C.B.A  Q.eoL)192M 
0  ,^  LB.R.O0.,  r.  nu.  IS»,^. 


3o.FK.B.ILOo.,lBtr.  m. 


4%. 


ftT.  A  S.  F.,  Ry.  Cou,  oom. . 

i,T.AS.F.gr.Co.,p 

3.A0.R.R.Cb.,p... 

au]aASt.P.Ry.Ga..p. 
^ANvn.^.  Co.,  oom... 
Ii»  Del  A  Hodson  Co..  oom. 


Fsr 
Vshie. 

320.000 
10,000 
20,000 
10,000 
20,000 
20.000 
15.000 
20,000 
25.000 
25.000 
25.000 

165.000 

20.000 

25.000 

20,000 

20.000 


20^000 
50,000 

laooo 

30,000 
30,000 
30,000 


Msrket 

Vslne. 

$13,000 
12,300 
19,000 
9.000 
19.400 
19.200 
14,700 
10,200 
24,500 
24,250 
22,500 

148.500 
20,800 
24,250 
19,000 
19.000 


24.000 
52,500 
9.200 
51,600 
550)00 
55.500 


NEW  YORK,  New  York,  N.  Y.-CanHfwed. 

BoNM  Am  SfooD  OwHiD.— Csiil.  Fkr  Market 

8TOCM.--Coiit  Vsloe.         Value. 

LehicfaVaLR.R.Co.,eom 370,000  $153,300 

Manfiatta&Ry.  Oo.,eom 30,000  42,300 

N.Y.N.H.&H.R.R.O0.,  i  pafci,  eom 1,250  1,975 

Nor.  Pao.  Ry.  Co.,  com 20,000  29,200 

Pa.  R.  R.  Co.,  eom 62,500  85,625 

Reading  Co.,  1st  p 20,000  18,400 

8o.Ry.Co..p 20,000  15,000 

Totals  (book  Talue,  $985,169) $863,750  $1.082,300 

mSCEIXANEOUS:  Original  surphv,  $100,000;  original  oapi- 
tal,  $200,000;  tecieaaed  to  $250,000  In  1900,  on  abeorption  of 
Eastern;  Increased  In  1904  to  $350,000.  Conflagntlon  kMses: 
Balto.,  1904,  $198,271;  San  Frandsoo,  1906,  $2,467. 

DIRECTORS:  Vernon  H.  Brown.  William  A.  Street,  Arthur 
A.  Fowler,  WflUam  Hason,  A.  H.  Alker,  James  KanhalLEber 
hard  Fabor.  William  Brewster,  Howard  Willets.  JohnE.  Ber- 
wlnd,  Joseph  P.  Grace,  WlUard  8.  Brown,  Leaader  N.  LovelL 

FIELD  MEN  AND  TERRITORY  COVERED:  William 
Williams,  E.  States  spedal  annt,  27  EUby  st,  Boston,  Mass.; 
Frank  G.  Herman,  Mattoon,  IIL  speolal  agent  for  IlL.  0.  and  Ind. 
Harry  W.  Crandall,  Merriam  Flaik,  Minn.,  special  agent,  Minn., 
Wis.  and  Northern  Mich.;  Joe.  W.  Beck.  Detroit,  ifidh.,  speciaf 
agent  for  Mieh.  and  0.;  C.  C.  CrandaD,  Cambridge  Springs. 
Pa.,  spedal  agent  for  Pa.;  Geo.  B.  Lamping  A  Co.,  Seattle. 
Wash.,  af ents  for  Wash,  and  Id».,  Geo.  H.  MoFalls,  1  Liberty 
St.,  N.  Y.,  spedal  agent  for  N.  x.  and  N.  J.  The  company 
opermtes  in  Conn.,  Idaho.  III.  Ind.,  Md.,  Mass.,  Mich..  Minn.,  Mo., 
N.  J.,  N.  Y.,  N.  Cm  0..  Fa.,  R.  I.,  Wash,  and  Wis. 


NORTH  RIVER  INSURANCE  COMPANY,  New  York,  N.  Y. 

President,  Wm.  E.  Hutchlns;  Secretary,  Frederick  H.  Crum.     Organized,  1822. 


i'ui     Assets 


lt09 
ltt§ 
1107 
IW 
1905 


Unearned 
Premiums 


$2,180,925  $1,224,356 
2,086,599  1,197.761 
1,907,49ft  1,168,845 
1337.514  1,076.031 
1,796,4591       838,534 


Net 

Surplus 


$453,745 
358,694 
230,050 
224,524 
440,895 


Net 

Premiums 


$1,552,001 
1,668,135 
1,294.883 
1.579,527 
1,412,581 


Total 
Income 


$1,624,697 
2,037.576 
1.611,055 
1,670,570 
1,489,650 


Losses 
Paid 


$821,112 
1,074,615 

814,353 
1,033,554 

522,043 


Div- 
idends 


$34,344 
35,868 
87,850 
32.636 
32,213 


Ez- 


$674,292 
733.020 
643,876 
640.112 
591.528 


Total  Ex- 
penditures 


$1,529,748 
1.843.503 
1,495,579 
1,706,302 
1.146,684 


Incurred 


$797,299 
1,089,724 

798,147 
l,070.ni 

536,428 


Assets,  Deceicbxk  31, 1909. 


^foftjcage  losns  on  real  estate 

^(E(h  and  stocks  owned  (market  value). 

Cflfia^enl  k>ans 

Cifii  ia  office  and  bank 

v^pats  halances.  not  over  3  months  due. 
JSerest  accroed. 


Total  admitted  assets. 


$823,600 
813,288 

25,690 
229,061 
281,854 

16,432 


$2,189,925 


Liabujtixs,  DBCBUBn  81,  1909. 

Net  losses  unpaid  (including  $20,210  resisted). . . 

Unearned  m-emiums 

Other  liabuities 


$132,548 

1.224,356 

29,281 


Total  liabilities,  except  capital  and  surplus..  $1,386,180 

Capital  paid  up 350,000 

Surplus  over  all  liabilities. 453,745 

Total  liabilities,  capital  and  surplus. $2,189,925 


UsKS  AND  PKEMIUMB:    Fire  risks  in  foree,  Desember  31, 
CQM28j642;  premimns  thereon,  $2,387,308. 

SINCIE  ORGANIZATION:    Premiums  reeeived, 
kMKS  paid,  $8,064,639:    dividends  declared,  eash. 


rsKESS 
IH.'J».736; 
Si '3^1118. 


MOSTGAGE  L0AN3:  There  are  19  bans,  amountiaK  to 
163,900  (apoB  whieh  no  Interest  Is  overdue),  whieh  are  secured 
-7  PRp^tia  valued  at  nearly  $1,500,000.  The  largest  k)ans  are 
« of  1600.000  on  93-^  William  st.  N.  Y..  valued  at  $1,100,000; 
61D!»  08  146  Orehaid  st,  N.  Y.  (valued  at  $39,000);  one  of 
&m<m  103  Monroe  St.,  N.  Y.  (valued  at  $38,000)  and  one  of 
GQ/JOO  <a  152  2Dd  ave.^  N.  Y.  (valued  at  $30,000).  The  remain- 
N  sslfigBi  ase  tmon  N.  Y.  and  B'klyn  real  estate,  and  none 
owhtlSfiOO. 

a)LUTERAL  LOANS  are  as  foDowi: 


Market 

Value. 

f%a(Iek«QasGo.,10ihaie8 $1,620 

M.  ateiB  Fooip  (3o.,  p.,  00  sbsres 5,400 

|ml  Bik&»  Povder  &>.,  d.,  100  shis. .  11,000 

I)a.4BaoaR.R..p..200ahares. 17,400 

IWa $35,420 

B0SB9  AND  8TOCK8  OWNED:  Par 

Bombs.  Value. 

!^B|.Co.,Iit  eoLm^l920.  5% $15,000 

-?».JS 100,000 

H^UUaoJlyihJLAa.Dlvl988.4%  10.000 

•8,i*t.ia25»4% 27,600 


Amount 

Loaned. 

$1,000 

3,000 

8.090 

13.000 


$25,690 


Market 
Value. 
$15,300 

80.000 

8,800 

31.625 


B0MO8  AND  StocxB  OwRiD.— Cenf. 
Bonds. 

Cent.  Pac.  1  r.,  1949.  4% 

Del.  A  Hud.  ov.,  1916,  4% 

Man.  OS.,  1990,4% 

N.  Y.,  N.  H.  A  H.  R.  R.,  ev.,  1948,  6%. 

Pac  Tg.  A  Tl.  Co..  let,  1937,  5% 

N.  Y..  N.  H.  A  H.,  cv.,  1956. 3i% 

Norfolk  A  Western.,  cv.,  1932,  4% 

So.  Pac.,  cv.,  1929,  4% 

So.  Pac  (Cent.  P..  col.).  1949,  4% 

Amer.  Cot.  Oil,  d.,  1915,  4^% 

Amer.  Tabaeoo,  1944,  t%. 

Jones  A  L.  Steel,  1939. 5% 

Mtoe.  Bd.  Co.  of  N.  Y.,  1966,  4% 

N.  Y.  Gas  Lt.,  Ht.  A  Pow.,  1948,  5% . . . 

Stocd. 

Delaware  A  Hudson  Co 

Manhattan  Elc  R.  R 

Underwriters'  Salvsge  Co 

Washiniston  Tr.  Co 

On.  Adj.  Bureau 

N.  Y.,  N.  H.  A  H.,  rts.  and  mst 

Pa.R.R 

Pa.  R.R.,  inst  on  new  stk 

Hanover  Nat.  Bk 

Nat  Bk.  of  Commerce 

Amer.  Tl.  A  Tr.  Co 

Totals  (book  value,  $80Ui77) $686,350 


m 

«,AOV,V*V 

Fte 

Market 

Value. 

Value. 

$15,000 

$14,550 

40,000 

41,200 

25.000 

24,500 

25.000 

33,500 

15.000 

15,000 

20.000 

20,400 

25.000 

25.500 

25,000 

26.500 

25.000 

23.000 

20.000 

19.600 

25.000 

26,750 

25,000 

25,500 

25,000 

22.250 

40.000 

41,200 

40,000 

74.000 

30,000 

42.300 

500 

625 

2,000 

7.500 

100 

100 

2.500 

3.700 

50,000 

68.500 

8.750 

5.025 

5.000 

32,500 

20.000 

41,000 

30.000 

42,900 

$8134»7 
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NORTH  RIVER  INSURANCE  COMPANY,  New  York,  N.  Y.—ConHnmd. 


mSCELLANEOUB:  Y»]mi  of  ipeeba  depoiiti:  Vk.  $20,126; 
Ga..  $11,600. 

DIEECTOBS:  WiDum  Danow.  William  P.  DonglM, 
Jolin  CioliuB.  Tbeophilus  A.  Biouwer,  John  Haaon  Knox. 
WiUiam  E.  Hutehiiu,  David  M.  Morriaon.  WiUiam  M.  V. 
Hoffman,  Fredeilek  H.  Cnm,  Jamea  Qahray,  Jamea  Tomer.  An- 
natiia  8.  HutdUna.  Amoa  C.  Sherwood,  Edward  H.  Van  WiaUe. 
Jonathan  B.  Currn[,  IngUa  Stuart,  Robert  D.  Andiewa,  Grore  P. 
MltehelL  Banrer  Liidlow,  Liyaander  W.  Lawrenoe.  Georie  F. 
Ganti.  Samud  V.  Hoffman.  John  A.  Forater.  Waldo  Hutohina. 
Louia  F.  Ballard.  Iiaae  L.  Allen,  J.  Leaier  Panona,  Wm.  A.  Ijnn. 
Vincent  &  Mulford.  Chadea  M.  Wolooit 

HELD  MEN  AND  TERRITORY  OOVERED:    J.  L  Fknoaa. 


nnaralacent:  Groaa R. SenigBi ft Co^ Dallaa, Tex., feneral aeenta 
for  Tex.  and  Okla.;  Aaaodated  Underwriten.  San  FmBcieeo. 
OaL^flBneral  aceot  for  Fae.  ooaat;  R.  W.  Hoamer.  genersl  •sent 
for  m.  and  0.;  Bleroe  k  Saoe,  feneral  agenta  for  Mich,  and  Wis.; 
Baldwin  a  Chittenden,  Broolc^,  N.  Y.;  apeeial  agent  for  N.  Y.; 
R.  Wcatbrook,  HaniaburE.  Pa.,  fecial  agent  for  Pa.;  F.  F. 
Murray,  Cinoinnati,  0.,  apedal  afient  for  Ind.;  F.  W.  Weiaen- 
burger.  CSnemnati,  0..  apeeial  agent  for  Kj.:  E.  L.  De  Wolf» 
Richmond.  Va.:  apeeial  agent  lor  Va.,  N.  C.  and  W.  Va.;  J. 
R.  HoUingaworth,  N.  0..  Lai,  apedal  asent  for  La.  and  Miaa.  TIm 
oompany  qperatee  in  Aiii..  Ctf.,  Colo.,  Conn..  Qa.,  Ida.,  HI., 
Ind..  Ky..  U.,  Md..  Maas.,  iUch..  Minn.,  Miaa..  fie,  Mont.,  N.  J.. 
Neb.  Jf.  Y.,  N.  C.  0..  Okla.,  Pa..  R.  I.,  1^,  Va.,  W.  Va..  Waah. 
and  Wk. 


NORTHWESTERN  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Minneapolis,  Minn. 

President.  Walter  C.  Leach;  Secretary.  W.  A.  Laidlaw.    Organiaed,  1809. 


YlAl 

Aaaeta 

Unearned 
Premiuma 

Net 
Surplua 

Net 

Total 
Income 

Loeaea 
Paid 

Div- 
idenda 

Ex- 
penaes 

Total  Ez- 
penditurea 

lioaaes 
Incurred 

1900 
1908 
1907 
1906 
1906 

$600,670 
682,403 
769,733 
702,466 
493.46fi 

$06,621 
106,118 
876,667 
178.367 
110.634 

t$184.862 

82.467 

66.116 

108.462 

160,611 

$870,642 
686.671 
692.096 
888.821 
288.022 

$401,686 
736.264 
782.224 

*667.086 
818,616 

$206,608 

614,170 

340,103 

284,801 

01.768 

mm 

18,000 
14.000 

$162,007 
268.278 
288.778 
164.087 
118.400 

$468,605 
804.043 
666,881 
468.288 
210.168 

$267,979 

618,M4 

366,929 

289.215 

87.623 

•  Indudea  $126,000  aurplua  paid  in.    t  $100. 

Assets.  Dxcxubik  81, 1000. 

Real  estate  owned  (bode  value) 

Mortnge  loans  on  real  estate 

First  National  Bank  atodt.  Sbeyenne.  N.  D. . . 

Certificates  of  deposit 

Cash  in  office  and  bank 

Acenta'  balances,  not  over  3  months  due. 

Interest  and  renta  accrued 

Due  for  reinsurance. 

Other  aasets 


000  capital  tranaferred  to  surplus  in  1000. 

LiABiUTixs.  Dkchibek  31, 1000. 

Net  losses  unpaid  (induding  $62  resisted) 

Unearned  premiums 

Due  reinsuring  oompaniea 

Reserve  for  taxes 

Accounts  payable. 


$26,000 

363.726 

1.000 

32,716 

37.000 

22.006 

7.366 

8.702 

12.067 


Total  admitted  assets $600,670 


$4,307 
96,521 

2,876 
12,000 

1,114 


Total  liabilitiea.  except  capital  and  surplus . 

Caintal  paid  up 

Surplus  over  all  liabilides. 


$115,818 
200,000 
184.852 


Total  liabilities,  capital  and  surplus. $600,670 


RISES  AND  PREMIUMS:  Fire  risks  in  fores.  Deeember  81. 
$10,047,489:  premiuma  thereon.  $146,149. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoelved. 
$3,073,998;  kMses  pakl.  $1360389;  divkiends  dedaied.  oaah, 
$64,676;  atoek.  $3M00. 

REAL  ESTATE  OWNED:  Oonsista  of  the  oompaur'a  home 
office  buUdfaiK.  a  4-stoi7  brick  struotuie  at  18-16  North  Fourth 
at.  Mimieapmia,  Btanding  unon  land  leased  for  100  yean.  The 
renta  reoelv«d  hi  1909  were  $6,211,  and  the  real  eatate  tazaa  and 
expenaea  were  84,385l 

MORTQAGE  LOANS:  The  181  loana  aggregating  $868,725. 
are  mtadpaUy  upon  farm  properties  in  MEneaota  and  North 
Dakota,  valued  In  all  at  $1.^6.256.  There  was  $836  of  interest 
overdiw  on  Deeember  31.  laat  The  oompany  holds  $82,286  of 
tasoranee  on  the  buHdhiei. 

MISCELLANEOUS:  Company  waa  nrevkiualy  k>oated  at 
Grand  Forka,  N.  D.;  ineoiporated  under  laws  of  North  Dakota; 


moved  to  Minneapolia  in  1904.  Capital  Increaaed  in  1900  from 
$26,000  to  ilOMOO:  in  1902  to  $m,2S0;  in  1903,  $117,250;  in 
1904  to  $200,000;  in  1906  to  $300,000;  and  $126,000  oontribated 
to  surplus,  $60,000  voluntarily  oontrlbuted  by  stoekfaolden  and 
$76,000  premium  <m  sale  of  new  atoek.  Capital  reduced  $100,000 
and  that  amount  added  to  surplua.  In  1908,  the  oompwiv 
reinaured  ita  tenn  buataeas  in  the  Northweatem  NationaJ  of 
Milwaukee.  Company  Buffered  a  kM  of  $166,918  hi  the  San 
Franeiaoo  conflagration.  1906. 

DIRECTORS:  W.  A.  LaldUw,  James  D.  Brown,  Alvln  Robert- 
aon.  W.  D.  Ruaaell.  P.  0.  Heide.  U.  N.  Staboek,  J.  (X  Hallum,  L.  B. 
Hanna.  Walter  C.  Leach.  Robt.  H.  Roae,  Geo.  E.  Towle. 

FIELD  MEN  AND  TERRITORY  COVERED  Special  annto: 
Charles  H.  BaMwin.  MlnneapoHs.  Mhm.*  G«>.  A.  Veiteh.  Gra 


Forks.  N.  D.;  H.  J.  Gibeon,  Fargo.  N.  1).;  D.  P.  Lemen,  Mmae- 
apolis.  Mum.;  Jay  Delamater  Watertown,  S.  D.,  D.  T.  BaJbaoa, 
Bdlsworth,  Kan.    The  company  operatea  in  IlL.  la..  Kan.,  lfii>»» 
Mont.  Neb..  N.  D.  C.  S.  DTand  Wia. 


NORTHWESTERN  NATIONAL  INSURANCE  COMPANY  of  MQwaukee,  Wis. 

Presklent.  WHford  M.  Pa^ton;  Vice-President.  Alfred  F.  James;  Second  Vice-Presidait.  Wm.  D.  Reed;  Secretarv,  Joseph  Huebl- 
Assistant  Secretary.  Lubin  M.  Stuart;  General  Adjuster,  Arthur  J.  Wright     Organized.  1869. 


YXAS 


1009 
1908 
1907 
1906 
1905 


Aasets 


$6,543,996 
5.174,503 
4,533,882 
4.365.094 
4,174.274 


Unearned 
Premiunis 


$2,723,016 
2,605,007 
2.307,622 
2.135.218 
1,908.482 


Net 
Surplus 


$1,299,935 
1.237,839 
1,154,186 
1,118,853 
1,223,337 


Net 
Premiums 


$2,077,505 
2.145.770 
1,830.958 
1,750,985 
1.585.182 


Total 
Income 


$2,278,639 
2.328,833 
1,997.497 
1.906.317 
1,741,487 


Losses 
Paid 


$811,451 
740,079 
668,887 

1,145,808 
559,912 


Divi- 
dends 


$120,000 

120,000 

120,000 

90,000 

90.000 


Ez- 


$956,531 
986,957 
825,332 
797.849 
723,184 


Total  Ex- 
penditures 


$1,887,982 
1,847.037 
1,614,219 
2.038,157 
1.378.096 


738«209 
622,698 

i.i56lao« 
6tta,i6i 


Assets.  Deceuber  31,  1909. 

Real  estate  owned  (book  value) $186,050 

Mortgage  loans  on  real  estate 1,206,200 

Bcmds  and  stocks  owned  (market  value) 3,659,440 

Cash  in  office  and  bank 219,812 

Agents'  balances,  not  over  3  months  due 245,252 

Interest  accrued 27,241 


Total  admitted  assets $5,543,995 


Liabilities.  Decxiibes  81. 1909. 

Net  losses  unpaid  (including  $10,350  resisted) $129,402 

Unearned  prciniums 2,723^016 

ConBagration  reserve. 900,000 

Other  liabilities 01,642 

Total  liabilities,  except  capital  and  surplus . .  $3,244,060 

Capital  paid  up 1,0(N>,000 

Surplus  over  all  liabilitiea. 1«299,935 

Total  liabilities,  capital  and  surplus. $S.M  3,995 
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NORTHWESTERN  NATIONAL  INSURANCE  COMPANY  of  Milwaukee,  Wis.--CatUiMted, 


SZ9K3  AND  FREMnmS: 
MBJ18L148; 


Fin  iliki  in  fonsi  Doombflr  31* 
SS,a«4,470. 


B0SINE88  SINCE  OEQANIZATION:    IVemhiins 
taHMAjm;  kMBEt  paid,  $14»333.940;  dhrldenda  deekrad.  cadi> 
ftiSiOOO;  atoek.  ImioOO. 

REAL  ESTATE  OWNED:  OompriBei  the  vmpKofa  home 
ofiee  inddtas,  %  ft^tory  itructiire,  and  the  lot  at  the  N.  W.  oor. 
rf  Witeaam  and  JadcaoD  fta.,  Ifflwaukee.  whieh  eoat  9237,778 
aA  k  cKTkd  at  91SO.OO0*  and  a  brick  dveDing  Tallied  at  96.050. 

HOBTGAOE  LOANS:  Then  an  81  kiaiii.  amoimtinf;  to 
$1208,2001  eecand  by  lOL  properttea,  eitimated  worth  93,72^290 
iBd  qxm  vUeh  the  company  holds  91.135.860  of  tanuranea.  Taan 
«M  M  kilenst  past  doe  on  Deeember  31  bst  The  loans  nnge 
bimat  fnn  IliooO  to  970,000.  and  35  of  than  ezeeed  910^ 


BONDS  AND  OTOCSS  OWNED: 


Oil  oaitaiy  db^  1»2»-21 4% 
GnatCoaaty.N«vll«zIeo.  1932.5 
IBwndseCttv,  2,000  aa-TT^  1967.  5' 

5.Y.ey,M67.4%  

1T.CT,1M8,^ 

Wnbikir..l910l5% 

L,T.kS.r. Ry., gn.  m..  1996. 
6.A0.B.B.,lstm..  1M8»4%. 
B.  A  0.  R.  B^  prior  In^  1925, 34% 
B  AO.  B.  R.  (33.  W.  DIt.)  1st m.J 
Baitoa  A  Mates  R.  R^  1929. 4i«^ 
Cbt  Fu.  Ry.  1 1  m.  ha..  1949.  4^ 
C^IL  A  St  P.  S7.,  gn.  BL.  1969. 
OUIL  ASt  P.  Ry.  gn.  m.  bs..  II 
CJU  StP.Ry.QL  A  N.DfT.).  1913.fl 
OLA  ir.W3y.(a3t.PJLA  O-DtO 

CM  lim&^dLXAA  WJDHrXim, 
QiA  NnLBy.<N.W.Uiifcm).  1917. 7^ 
Cb.  A  KwaTRy.  d^  1933, 5%. . 
OL  A  AhoB  By.,  gn.  nu,  1960. 34%. . . . 
C  A  E.  ni  rTr,  gn.  m..  1937. 5%!. . . . 

C^A  W.  lad.  rTr.  n.  IB.,  1952;  Af 
CM  a  R.  R.^U5lv.),  1949, 
OL.  R.  L  A  P^G.Ry.^.  m.,  1934.    . 

aLAErieR.R^latm^l982,5% 

lUavsre  AHudsQO  Go.,  1st  A  nf.  mfg., 

B^lloliet  *  £  B^'giLni.,'  mi,'  5< ' ' 
{.AP.  M.  R.  R(Ft.  Huron  DtT.)1939/ 
JLCeatRJLparJinea  1  m.  bs.,  1953,3i< 

LS.AIL8o.Ry.dL  1928,  4% 

iMfer.  A  NarfiT.  BLR.  mified  m.  ba.,1940 

^«% 

Xam  CfM  Ft.DodgB  RJL.l«tinl9664% 


Par 

Rarfcet 

Value. 

Vahw. 

950.000 

950,000 

10.000 

10.400 

14.000 

14.540 

150,000 

166,500 

26.000 

25.000 

30,000 

30.000 

100.000 

10,000 

60.000 

49,500 

50,000 

46,500 

50,000 

45.000 

100.000 

105,000 

100,000 

97,000 

100.000 

101,000 

100.000 

90.000 

50.000 

58,000 

100,000 

127.000 

50,000 

68,500 

50,000 

59,500 

100,000 

lllAN) 

100,000 

75,000 

100.000 

114,000 

100,000 

94,000 

100,000 

101.000 

100,000 

91,000 

50,000 

57.000 

100,000 

100,000 

504N» 

56,500 

50;000 

58,500 

150,000 

183,500 

100,000 

96.000 

100.000 

100,000 

100^000 

86,000 

4%. 


Boms  AMD  810CIB  OwinD.-^siil. 
Bomia.— C^iiL 

N.T.aA  H.R.RR..  r.  m..  1997.  3|%, . . 
Nor.A  W.Fbeahontas,  joint,  1941,  4%. . 

No.  Pfto.  Ry..  prior  In.,  1997. 4% 

No.  Pae.at.No.(aB.A  Q.GoL),T921,  4% 
Ore.,  Short  Lfau  R.  R.,  r.,  1929. 4% . 
Pltta.,a,aA  8t.L.Ry.jCn.in.,  1945, 4 

Pa.  R  R,  oVm  1915, 8i% 

So.  By.,  ni.  n.,  1994, 5%. 

So.  Pae.  R.  R,  1st  r.  m.,  1955,  4% 

8t.L.IJf  tn.ASo.Ry.(RA  Q.DiT.)lff83  4% 

Unkm  Pke.  R  R,  gn.  m.,  1947,  4% 

Wis.  Cent.  Ry.,  gn.  m.,  1949,  4% 

Svocxa. 

The  nnderwriten'8al.Co.,CliL4U 

Totals  (book  value,  93,721.247). . . . 


Par 

Market 

Value. 

Value. 

9100,000 

991,000 

100,000 

80.000 

100.000 

108.000 

50.000 

48,500 

100.000 

95,000 

100.000 

100,000 

100.000 

97.000 

100,000 

112.000 

150,000 

142,500 

100,000 

88,000 

100.000 

102,000 

100,000 

04,000 

500 


500 


93,679,500   93,650,440 


MISCELLANEOUS:  Capital  reeoid:  1860,  subscribed  capital, 
9750,000;  1869,  1870,  pakl  in  20%,  9150,000;  1871,  dividend  to 
capital  stock,  987,500;  1871,  on  account  of  Chi.  Fire,  subscribed 
capital  nduced  to  9600,000;  1872.1873.  piOd  in  8%,  948,000: 
1873,  dividend  to  capital  stock,  964,500;  1874,  dividend  to  capital 
stock,  972,000:  1874.  paid  In  38%.  9228,000;  1906,  paki  in  66}%, 
9400,000.  total  capital  payments,  91,000,000.  Oonflagratton 
kMses:  ChL,  1871,  9249J50;  Balto.,  1904,  9106,600:  San 
Francfaoo,  1906,  9582,075.  Value  of  special  deposit  in  N.  M.. 
910,000. 

DIRECrOBS:  Charies  Ray,  Frederick  Layton,  J.  Ogden 
Armour,  Hon.  James  Q.  Jenkins,  Wsshlngton  Becker,  Fred  Vogel, 
Jr.,  H.  A.  J.  Upham,  J.  £.  Friend,  Howard  Greene,  Grant  Fitch, 
J.  H.  Tweedy,  Jr.,  Robert  Camp,  Wllford  M.  Patton,  Alfred  F. 
James,  Willism  D.  Reed. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agents: 
E.  H.  Sperry.  for  So.,  IIL,  No.  Ky.  end  Swn.,  Ind.;  W.  H.  Bromlev, 
for  So.,  0.,  N.  E.  Ind.  and  So.  Ky.;  A.  E.  Heniy.  for  ScMleh. 
and  No.  0.;  E.  D.  Finch,  for  la.  and  Mo^*  V^illiam  L.  Caanbaum. 
for  Pa.,  N.  J.  and  Md.;  Truman  H.  Rice,  for  Wis.;  Geo.  W. 
Coon,  for  Wm.^  E.  la.  and  lU.;  N.  Whitford.  for  Minn,  and  N.  D.: 
C.  D.  McKensie,  for  la.  and  Neb.;  J.  F.  Noree,  for  No.  IIL  and 
E.  la.;  Chas.  F.  Bodter,  for  Minn.;  R  N.  Cooper,  for  Tex.  and 
Okla.;  John  K.  Sharkey,  for  N.  Y^*  Geo.  A.  Shevlin.  for  Pa., 
N.J.  and  Md.;  W.  R  Labiy.  for  Sa  Gal.;  0.  L.  BUiop,  for  Montn 
Ida.,  Wyo.  and  Utah.;  F.  D.  Sherman,  for  N.  D.  and  S.  D.;  W. 
V.  Gamer,  for  Conn,  and  R  I.;  J.  W.  Miles,  for  Mo.  and  Kan.- 
G.  F.  Nickcnon,  for  Wash,  and  On.;  J.  H.  Cote,  for  No.  OaL 
Hie  company  does  business  in  Aris.,  Cal.,  Colo..  Conn.,  D.  C, 
Ida.,  UL,  Ind.,  la.,  Kan..  Ky.,  Md.,  Mass.,  Mich..  Minn.,  Mo., 
Mont.,  Neb.,  N.  J.,  N.  M.,  N.  Y.,  N.  D..  0..  Okla.,  Ore.,  Pa.. 
R  I.,  8.  D.,  Tenn.,  Tex.,  Utah.  Wash.,  WIl  and  Wyo. 


OKLAHOMA  FIRE  INSURANCE  COMPANY,  Oklahoma  City,  Okla. 

President,  Robert  Galbreath;  Secretary,  Frank  Chesley.    Commenced  Business,  1907.  


Ym 

Assets 

Uneanwd 

Net 

Surplus 

Net 

Total 
Income 

Losses 
Paki 

Div- 
klends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

9143.627 
129.911 
109.090 

935.538 
82.060 
21.707 

94,150 

800 

—6,302 

931.646 
48,520 
30,346 

955,137 
51.057 
30,428 

921,716 
8,362 
1,102 

926,372 
22,856 
16,45S 

948,088 
31,218 
17,648 

922,436 

1^ 

9,638 

1907 

2,192 

Assets,  DECKMsn  31. 1909. 

Mongage  knos  00  real  estete 940,004 

LttBs  QQ  275  shares  Oklahoma  Nadonal  Gas, 
naikd  vafaic,  927,500;  and  2,080  shares  Tulsa 

Lkae  Stone  3c  BaBast,  market  value,  952,000 . .  37,682 

Cuh  ia  office  and  bank 23,008 

pleats'  halsnrWj  not  over  3  months  due. 5,648 

wot  and  tents  accrued 844 

Kbreceivabit 32,389 

Oteaasela 8.963 

Total  admitted  assets 9143,627 


LxABiLiTXEs,  Deceiibek  31,  1900. 

Net  losses  unpaid  (indudhig  91,250  resisted) 92,183 

Unearned  premiums 35,538 

Other  liabOities 1,756 

Total  liabilities,  except  capital  and  surplus. .  939,477 

Capital  paid  up 100,000 

Surplus  over  all  liabilities 4,150 

Total  liabilities,  capital  and  surplus. 9148,627 


SBK3  AND  PREMIUMS:  Fin  risks  in  force,  December  31, 
»U6l,i614:  pnamam  thereon,  971,076. 

^  LOSSES  PAID  SINCE  ORGANIZATION:    9117,407;    divi- 
<iadi  dedaied,  cash,  9110;  stodc.  92,228. 

XOBTGAGE  LOANS:  Then  an  9  bans  for  940,004  protected 
W  fit*  iieas  en  proper^  h)cated  at  Tulsa,  Okmalgee,  Muskogee. 
S«Mb  and  Melatosh  CountkB,  Okla.,  valued  at  980JSoO. 
^^Kn  «as  BO  intenst  past  due  one  Deeember  31,  Isst  Com- 
^7  kflUs  98460  of  insurance  on  the  mnrtgagwd  buikiingB. 


MISCELLANEOUS:  Company  commenced  busmess  in  1007 
with  a  paid  up  capital  of  902,675;  inenased  in  1908  to  994,175 
and  in  1900  to  9100,000. 

DIRECTORS:  Bobert  Galbreath,  W.  N.  Patterson,  Chas. 
F.  Colcord,  Fnnk  Chesley,  C.  B.  Baser,  Jas.  D,  Kirlehen,  H.  B. 
Bmb.,  Eck  E.  Brook,  J.  £.  Crosbie. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.W.Beazley, 
Oklahoma  City,  for  E.  OUa.;  C.  E.  Sbivdy,  Oidahoma  City, 
for  W.  Okla.    Company  operates  only  in  Oda. 
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OLD  COLONY  INSURANCE  COMPANY,  Boston,  Mass. 

President.  Ranrom  6.  Ful^;  Secretary.  Charles  D.  Hodges.    Organized,  1906. 


YXAK 

Assets 

Unearned 
Prfanmms 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 
1906 

$881,612 
818.426 
766,074 
667,324 

1327.919 

280.167 

208,966 

58,261 

188.045 

81,661 

112,720 

197,466 

•8459,938 
402,108 
347,890 
108.810 

1500,448 
432,692 
372,983 

t316,515 

*|251,393 

229.518 

94,299 

6,671 

$16,000 

$177,438 

172,087 

147,205 

41,187 

$444,831 

417,605 

249,604 

47.768 

$261,6{ 

236,2S 

116,74 

18,81 

*  Includes  $13,988  marine  premiums  and  $1,578  marine 

AssKTS,  December  31, 1909. 

Real  estate  owned  (book  value,  $1,641) $900 

Mortgage  loans  on  real  estate 94,500 

Bonds  and  stocks  owned  (market  value) 666,186 

Cash  in  office  and  bank 40,180 

Agents'  balances,  not  over  8  months  due 76,239 

Interest  accrued 3,607 


losses. 


Total  admitted  assets $881,612 


t  Includes  $200,000  surplus  paid  in. 

Liabilities,  December  31, 1909. 

Net  losses  unpaid  (including  $2,412  resbted). . . . 

Unearned  prmiiiuns 

Other  liabilities 


$53.4j 

327,91 

12.11 


Total  liabilities,  except  capital  and  surplus. 

Capital  paid  up 

Surplus  over  all  liabilities. 


$393.51 
400.01 

88,0 


Total  liabilities,  capital  and  surplus $881,6 


BISKS  AND  PREMIUICS:  Fire  risks  fai  foroe,  December  31. 
$54,150,860:  premiums  tnereon,  $624,546;  marine  and  inland 
risks  m  force,  $257,681;  premiums  thereon.  $8,099. 

BUSINESS  SINOE  ORGANIZATIONS  Premiums  received, 
$1,317,711;  losses  pald.$576.223;  dividends  declared,  eash,  $40,000 

REAL  ESTATE  OWNED:  ConsistB  of  5  lots  in  Syracuse, 
N.  Y. 

MORTGAGE  LOANS:  There  are  9  loans,  aggregating  $94,500 
secured  by  dwelllnp  in  Boston  and  Its  suburbs  valued  at 
$159,450,  the  company  holding  $100,500  of  insurance  on  the 
buOdlngs.    No  Interest  was  past  due  on  December  31  last 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.         Value. 

Qy.  of  Boston.  Mass.,  1925,  3}% $100,000  $97,000 

C^.  of  Boston,  Mass.,  t.  ex.,  1926. 3i% . .  200.000  210.000 

Cy.  of  Springfield.  Mass.,  t.  ex.  1934, 34%  1 1,000  112,889 

Qr.  of  Springfield,  Mass..  t.  ex.  1935, 3i%  20,000  29.797 

N. Y.,N.H.&  H.R.R.,1956,4% 60.000  47,500 

Stocks. 

Boston  Els.  Ry.  Oo 30,000  40,500 

Boston  ft  Maine  R.  R.  Co 20,000  29^00 

N.Y..N.H.4H.R,R. 10,000  15300 

OM  Colony  R.  R. 10,000  19,800 

Pa.R.R.Cte 25,000  34,250 

Merohanti'  Nat  Bk.,  Worcester.  Msh.  . .  10.000  17.000 


Bonds  and  Stocks  Owned.— Cont 
Stocks.— CoiU. 


Amer.  Tl.  ft  Tg.  Oo 

Edison  El.  Illg.  Go 

New  England  Tel.,  ft  Tel..  Oo 

New  England  Tel.,  ft  Tel.,  Co. 


Par 
Value. 

$50,000 

11,000 

10.000 

500 


Marie 
Valu 

$71.5 

27,7 

13,8 

4 


Totals  (book  value.  $648,896) $666,500      $666.1 


MISCELLANEOUS:  This  company  was  organised  and  ooi 
menoed  business  eariy  in  1900  with  a  surplus  of  $200.00a  It 
controlled  by  tiie  Boston  Insurance  Co..  which  owns  2,026  shai 
of  the  stock  of  the  Old  Colony. 

DIRECrrORS:  Ransom  B.  Fuller,  W.  H.  HUI,  J.  W.  Dunpl 
Calvin  Austin,  N.  J.  Rust  W.  F.  Robinson.  Wm.  T.  Cobb.  W 
R.  Hedge.  John  A.  Kelly. 

FIELD  MEN  AND  TERRITORY  COVERED:  Gene 
agents:  A.  D.  Raker  ft  Co..  Lansing,  Midu,  for  111.,  Ind.,Ka 
lUch.,  Minn..  Mo.,  Neb..  N.  D.,  0..  8.  D.  and  Wis.:  Cochu 
Thomas  ft  Co.,  Dallas,  Tex.,  for  Tex.,  La.,  Ark.  and  Okla.  Spec 
agents:  A.  H.  Mills  and  J.  H.  Hemingway,  for  New  Eoglai 
F.  0.  Cbannel  and  W.  S.  Quinterro  for  N.  J.  and  N.  Y.  Sta 
H.  A.  Miller  and  Harold  Haskins.  for  Ph..  Md.  and  D.  C.  1 
company  operates  in  Ark.,  Conn.,  D.  C,  ID.,  Ind.,  Kan.,  La.,  H 
Md.,  Msas.,  Mich.,  Minn.,  Mo.,  Neb.,  N.  H.,  N.  J..  N.  Y.,  N.! 
0.,  Okla..  Fa.,  R.  L.  S.  D..  Tex..  Vt  and  Wis. 


ORIENT  INSURANCE  COMPANY,  Hartford,  Conn. 

President.  A.  G.  Mcllwaine,  Jr.;  Secretary,  H.  W.  Gray.  Jr.    Organised,  1872. 


YXAB 

Assets 

Unearned 
Premiums 

Net 
Surphis 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex-       Lossei 
penditures    Incuiri 

1909 

$2,990,283 
2.495,540 
2,222,545 
2,057.943 
2,416,979 

$1,300,380 
1,281,891 
1,221,872 
1,107,880 
1.020,581 

$1,011,787 
539,294 
338,275 
260,362 
797,529 

$1,360,356 
1,329,756 
1,329,078 
1.214,287 
1,123.721 

t$l,656,237 

1,412,236 

1,402,794 

tl,409,808 

1.195.014 

*$609,940 
757.321 
611,866 

1,256.246 
534,921 

$525,926 
477,879 
494.529 
481.066 
898.477 

$1,135,866 
1,235,200 
1,105,895 
1,737,312 
1,083,308 

*$579, 

1908 

770,! 

1907 
1906 
1906 

$50,666 
10.000 

570J 

1,311. 

504,i 

*  Losses  paid  include  $25,874  expenses  of  adjustment  and  settlement  of  losses ;   losses  incurred  do  not  include  adjustm 
t  Includes  $83,000  paid  in  by  stockholders  in  1906  and  $200,000  in  1909. 


Assets,  December  31,  1909. 

Real  estate  owned  (book  value) $167,686 

Bonds  and  stodcs  owned  (market  value) 2,284,921 


Cash  in  office  and  bank. 

Agents'  balances,  not  over  3  months  due. 

Interest  accrued 

Other  assets 


260,558 

243,013 

30,447 

8,658 


Total  admitted  assets $2,990,288 


Liabilities,  Deceubee  31, 1909. 

Net  losses  unpaid  (mdudlng  $17,431  resisted). . 

Unearned  premiums 

Reserve  for  contingencies 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus 

Oipital  paid  up 

Surplus  over  all  liabilities. 


$108, 

1,300. 

26, 

44, 

$1,478, 

500, 

1,011, 


Total  liabQitics,  capital  and  surplus $2,090, 


BISKS  AND  PRElfnJMS:  Fire  risks  in  fores,  December  81, 
$222,500,949;  premiums  thereon,  $2,532,134 

BUSINESS  SINCE  ORGANIZATION:  Premiums  raeeived, 
$8^364,522;  losses  paid,  $20,261,152;  dividends  declared,  sash, 
$1,090,000:  stock,  $100,000. 

REAL  ESTATE  OWNED:  Cbnsists  of  the  brick,  stone  and 
steel  buOdhig  at  20-22  Trinity  st.  Hartford,  occupied  as  home 
oAee  of  the  company  of  which  the  book  value,  Deeember  31,  last 
was  $167,680. 


BONDS  AND  ffTOCKS  OWNED: 

BOMSS. 

U.  S.  Qovemment,  1925.  4% 

Stote  of  Gonn.,  1910,3% 

StoteofGa.,1915,4i% 

Stote  of  Kaas.  Met  wai  loan,  1985, 8|% 

Go.  of  Glvnn.  Ga.,  1925, 5% 

Alexandria,  Ind.,  wat  wks.,  1910,  6%. 
Fsyetteville,  N.  0, 1026, 5f 
Iflddletown,  Ocmn.,  1921. ' 


Pftr 

lU 

Value. 

Va 

$10,000 

$11 

5,000 

4 

25,000 

29 

200,000 

193 

10,000 

K 

500 

10.000 

1( 

12.000 

1] 
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ORIENT  INSURANCE 

AND  StOCXB  OwNXD.  Pw 

BonB.  Value. 

BiitalD.OamL,m3,4% $25,000 

lew  Hsm.  Goim^  1910. 4%. 10.000 

!Kev  Laodan,  Oooii.,  1924, 4% 5.000 

Jiecfeic  Ya^  1917,  8% 20.000 

V«^1W6.4% 5,000 

..  N- y^  198$.  3*% 25,000 

N.  Y.7l3l7,4% 6.000 

C^.afSebebee«Kt7,N.  7..  1918.4%....  9,000 
Oy.  of  Seheneetedy.  K.  Y.,  1923,  4%. . . .  7,000 

So.  Nomlk.  OoDD,  1925. 4% 26.000 

Stmdotd,  Conn.,  1^  4% 25,000 

WatelMsy.  OoBs^  1911. 3}% 3.000 

Of.  ai  WatertMsy.  Conn.,  1915. 34% ....  1.000 

Cf.  ol  Wstefboiy,  Gona..  1924.  34% ....  1.000 

&.  (f  Watertovn.  N.  Y.,  1922,  3|%». .  6,000 

Wanatle.  Caon..  1925,  4% 20.000 

TcBfaa.  y.  Y.,  1923.  4% 25.000 

A.&&R.R.a»^er..lM6.3i% 8.000 

A.,T.ASF.B.R.Go..ED.iD^  1906.4%  10.000 

AlLGoaatIiDeILR.Co..os.iD..1962.4%  75.000 

BoEtoa  A  Me.  R.  B.  d..  1929.  44%, 50.000 

B.ftM.B.R.Cbu,Sd]D..1938.5% 19.000 

Coit.  of  GaJLB.Cb.(Macon  k  N.DfT.).Ut 

B..  1946.  5% 20.000 

aorGa.Ry.Col,cs.m..  1945.5% 50,000 

C.  Bk.  Ry.  Co.,  gr.  OL^  1929,  3i% 25,000 

CbnIRRrf  NJ.^Jii.,1987. 5% 65.000 

a  AO.E7.  Cb^c8.nu,  1939,6% 42.500 

Od,  Hy^  Co.,  es.  m.  bs.  KrieB  A1927,  4%  5,000 

Cb.  ^a.  Col,  e>.  q.  b.  ser.  B.  1927.  4%.  5,000 

CB.AQ.R.R.Cbw.IILIHT^19M,3|%  55.000 
CMM  3t.P.RJLCo.,(aA  P.  W.DiT.)4  m, 

im.9% 50,000 

0.  R.  L  A  P.  By.  Od..  en.  m..  1968,  4%  20.000 

C  £  A.  R.  R.  Col.  r.  m.  bi.,  1949.  3%. . .  50,000 

C.*ELIILR.R.OD.,gn.C8.m.«1937.5%  26,000 

CU.  &  Ede  R.  R.  Co.,  1  m..  1982, 5% . . .  40,000 

a  &  No.  W.By^.d.,1933^% S7,000 

ChL  &  SL  Loob  By.  Co.,  1  m..  1915,  6%  25,000 

G..D.*LR.R.OoL.Utm..  1941.5%..  10.000 

Cb.KoLBy^latDL^1951.4%. 2.000 

C-.C-.CJrLlLR.Ci>..l  c.  m..  1914,  7%. .  25.000 

CCa  A  hnUL  R  Co.«L  m.,  1934. 6%  10,000 

C  Ta.  *  VaL  R.  R.  Go.,Ut  m.,1995,  4%  10.000 

Us!Bb«i*'TtaLRJELGo.,ljtDLsJ.19S64%  13.000 

D.4ILR.RO0..  1ft  m..  1011.5%....  25.000 

D.G.R.&W.RRGo..lrtm..l946.4%  10.000 

LTeiuuVaJbGa.RiLGa.oi.m.,1956.5%  15.000 

r.  4  P.  M.  R  R  Co.,  Ut  m..  1920.  6%. .  30.000 

FLW^DeBveiGy.RRCo..lstiDl921.6%  50,000 

&..  H.  4  8.  A.  (IL  A  P.)  1st  m..  1931. 5%  50.000 

Ga.R.R.*Bk.Co.,1922.5% 10.000 

Ck.Xo.By^o.P.a.B.A  Q..ooL)t.l92l.4%  50.000 

ILaB.B.aLLoals7.I)iv.,lstiD.1953,3i%  20,000 

£.A]LRrR.Oc».,lm.,  1990.4% 25.000 

L£^  W.R.B.Go.,lat  m.,1937. 5% 50.000 

L  k  S.  Y.  R.  R.  Co.,  Istm..  1945. 4%. .  10.000 

I^Val.TB.B.R.Oo.,]stm.,1941,5%  12.000 

LkS.tLR.  Ca.CP.AH.div.)lm.l946  4%  50,000 

lLA8t.L.R.R.Co..lstcB.m.,1934.5%  10.000 

ML  4  St.  L.  R  R.  CoL  1st  m..  r.  1949. 4%  30,000 

Ko,  K«i.  k  E.  RyTCoL.  1942.  5% 100.000 

lfaKtaaaaRy.Cb..U(  m.,1937. 5%..  30.000 

lL4E,R.R.Co.,lste8.m..l916.7%..  10.000 

Kev  Eo^asd  R.  R.,  0Lm..l946,  4% . . . .  25.000 

X-  0.  GL  N.  R  R.  eg.  tr..  1912.  5%  . . .  25,000 

.\.Y.^.H^  H.R.RlGo..(nr.d.be..l948.6%  20.000 

Kot  4  W.  R.  R.  Col.  1st  m..  1996. 4% . .  25.000 

X.  4  W.  Ry.  Co^  1st  b.  4  diT.1944.  4%  25,000 
0^  W.Ta.BlR.Oo..lst  nLsJ.,1910,  7%. .  3.000 

Pi.  R  R  Cb^  er.  m..  1915. 3i% 50.000 


COMPANY,  Hartford,  Coiin,--CoiUmued. 


ICarker 

Valiw. 

$23,750 

9300 

4.900 

19.600 
5.100 

23.250 
5.880 
8.820 
6360 

24.500 

24,500 

2380 

960 

950 

4.700 

19.600 

24.750 
8.000 

9.900 
71.260 
52  000 
19.050 

21.000 
54.000 
22.000 
80.600 
48.025 
4.700 
4.200 
48,950 

54.000 
19.600 
37.000 
28.250 
45.2G0 
20.430 
27.000 
10.700 

1.700 
27.250 
12.300 

9,400 
12,740 
24.500 

8.800 
16.800 
33.000 
56.000 
54.000 
10.400 
48.000 
17.600 
23.500 
56.500 

9.400 
13.680 
48.000 
10.600 
24.600 
110,000 
33.600 
11.400 
25.000 
24300 
26.600 
24.500 
23.000 

3.000 
47.750 


Bonds  and  Stocks  Owmid.— Coal. 
Bonds.— Cm/. 
P.  4  R  Tm.  R  R  Go..  1st  m..  1941. 5< 
P..  a  4T.  R R Go..  Istm..  1922. 

R  4  D.  R  R  Go.,  d..  1927, 5% 

SaT»  fU.  4  W.  R  R  Go..  Istin..l9343% 
T.  H.  4  L.  R  R  Go..  1st  m.,  1910. 6%. . 

Venaont  VsL  R  R  Go.,  19 10. 5% 

W.  Shore  R  R  Go..  1st  m..  2361.  4% . . . 
W.  4  S.  FaUs  R  R  Co..  let  m..  im  5% 
Rutland  4  Gnftoa  Dis..  lU..  1893, 6%. . 


Fte 

Market 

Value 

Vslue. 

$10,000 

$11,600 

10.000 

11.000 

10,000 

ia5oo 

10.000 

11.200 

4,000 

4.000 

25.000 

24,750 

80.000 

80,000 

15.000 

17.100 

1.000 

1,000 

GhL,  Buri.  4  Quiaqr  R  R  Oo 8.100  7.440 

N.Y..N.H.4H.RRG0 50.000  77.500 

•N.  Y..  N.  H.  4  H.  R  R  Co 4375  6,781 

UDderwi1tenrSalT8ceGo.ofN.  Y 1.000  1.000 

Totals  (book  yalue.  $2,346,789). . . .  $2,200,475  $2384.921 


fk^ 


MISCELLANEOUS:  SInoe  July.  1900.  thb  company/  has  beea 
oontroUed  by  London  4  Lanesshire  Fire  tattereetB.  Ospital  in- 
enased  In  1881  from  $600,000  to  $1,000,000;  nduced  In  1893 
to  $500,000.  In  1906.  $83,000  was  paid  in  bv  stockholden,  and 
in  1909.  $200300  additional  eurpliis  was  paid  m.  Gmflagrotion 
loeses:  Boston,  1872.  $164300;  JadcsonviUe,  1901.  $85,000; 
Baltimore,  1904,  $149,080;  San  Francaeo,  1006,  $1,679,000, 
Valws  of  ipecial  deposits:  Vs..  $24,700;  Ga.,  $10,300;  N.  M.. 
$11,400. 

DIRECTORS:  A.  0.  McBwalne.  Jr..  Jas.  Wyper.  J.  V.  Fother. 
.  F.  SehoU.  J.  0.  Hall.  Henry  W.  Gray,  Jr.,  Chas.  E.  Doz, 

.  ^  Pearee,  Fkederiek  W.  P.  Rutter. 

FIELD  MEN  AND  TERRITORY  COVERED:  Charles  E.  Doz. 
ChieaflO,  111.,  manager.  F.  A.  Meinel.  Chicago.  111.,  sjsency  superm- 
tendent  for  W.  department;  James  Wyper.  San  Fraacisoo,  Cal.. 
manager  fw  Pae.  department.  Tresevant  4  Cochran.  Dallas,  Tex. 
gonerat  agents  for  Swn.  department,  comprising  Tex.,  Ark.  and 
La.  Special  agents:  J.  G.  Smith.  H.  0.  Hill.  S.  T.  MaxveU. 
W.  E.  Withers.  Sam  BueUew,  Dallas.  Tex.:  J.  L  Price.  Waco. 
Tbx.;  H.  L.  Houseman.  Palestine.  Tex.;  J.  B.  Hines,Bryan,Tex.; 
A.  G.  Blaeklock,  San  .Antomo,  T^.;  R  L  Pollard.  Austin,  Tex.; 

E.  E.  Wridit,  New  Orleans,  La.;  J.  K.  Sheperd,  Shrereport,  La.; 

F.  C.  Hatfield,  Little  Rotk,  Ark.;  T.  W.  Buns,  Ft.Smith,Ark.; 
E.  department  covers  E.  States  and  Middle  States.  Md..  D.  C,  Va.. 
W.  VaT.  N.  C.  8.  C.  Ga.,  Fla.,  Ala.  Ky.  and  Tenn.;  W. 
department  covers  W.  States  and  Territories;  Pac.  depart- 
m«it  covers  CaL.  Colo.,  Wyo.,  Ore..  Mont..  Wash..  Utah.  Ida.. 
Ner.  and  the  Territories  of  N.  M..  Arii..  Alas,  and  Haw.;  Swn. 
department  covers  Tex.  and  La.  General  and  special  agents: 
Josef  Glvemaud.  Boston,  Mass.,  E.  J.  Sullivan,  Portland,  Me. 
and  George  G.  Bulkley.  Hartford,  Conn.,  spedal  agents  for  New 
England;  C.  J.  Mahonev  and  R.  P.  Hare,  Jr.,  Rochester.  N.  Y.. 
spedal  agents  for  N.  V.  SUte;  William  Blatr,  N.  Y..  general 
agent  for  N.  J..  Phlla..  Md.  and  D.  C;  H.  A.  W.  Happer,  Rich- 
mond, Va..  special  agent  for  Va.  and  W.  Va.:  R.  P.  Lenti,  LdUgh- 
ton.  Pa.,  nwdal  agent  for  PlL.  outside  of  Pnila.;  R  A.  Hancock. 
Atlanta,  Ga.,  general  agent  for  N.  C,  S.  C,  Ga..  Fla.,  Ala.  and 
Tenn.  Special  agents:  W.  .A.  Goodrich.  Atlanta,  Ga.;  Albert  J. 
Brame,  Montgomery,  Ala.;  Leon  B.  Humphrey,  (Siarlotte,  N.  C. 
W.  department  special  agents:  F.  B.  Saunders  and  W.  A. 
Qsvanagn.  CSiicago.  III.,  for  111.;  F.  D.  Buckman,  Chicago.  111.,  for 
Cook  Co.;  John  £.  Stafford  and  C.  G.  Robertsop,  Mmneapolis, 
Minn.,  for  Minn.,  la..  N.  D.  and  S.  D.;  John  W.  Hoffman  and  Jos. 
K.  Kahmann.  Kansas  City,  Mo.,  for  ko..  Kan.,  Neb.  and  Okla.; 
C.  E.  Hubert.  MUwaukee.  Wis.,  for  Wis.;  A.  C.  Gilbert,  Detroit, 
Mich.,  for  Mich.;  John  A.  Hoover,  Dayton,  0..  for  0.  and  Ind.; 
Carl  Clauasen,  Indianapolis.  Ind^  for  Ind.  and  0.  Pac  depart- 
ment special  agents:  Wm.  B.  Hopkins.  San  Francisco.  Cal.,  J. 
P.  Yates.  Los  Angeles,  CaL;  Francis  G.  Smith.  San  Franciseo.  CaL; 
Sam  B.  Stoy,  Portland.  Ore.;  A.  C.  Heltaell,  Denver,  Colo.: 
Volney  Seebeck,  Spokane,  WasL  The  company  operates  in  all 
the  States  and  Territories  (except  DeL)  and  m  tiie  Hawaiian 
Islands. 


OSAGE  FIRE  INSURANCE   COMPANY,   Topeka,  Kan. 

President.  J.  R  Burrow;  Secretary,  W.  L.  Gardner.    Organized,  1908. 


YxAs      Assets 

Unearned 
Plemiuns 

Net 
Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex-  i     Losses 
penditures    Incurred 

1909        S239.125 

141,890 
6,^1 

$45,072 
46,020 

154.004 
9,253 

S61,380 
9,013 

115,379 
1,225 

$32,182 
11,053 

$47,561        $17,059 

1908          liS9,721 

12,278           1,225 

Assets.  Decembem  31.  1909. 

MarlBage  loans  00  real  estate $161,812 

Kaostt  st^ool  axid  mimidpsl  bonds  $25,300.  and 

Western  Ad).  &  Insfx  stock  $100 25,400 

Cadb  in  ofice  and  bonk 41,388 

A^osls'  lwlanf*f^  not  over  3  months  due. 6,803 

accmed. 3,637 


Total  admitted  assets. 


$289,125 


Liabilities,  Decembek  31,  1909. 

Net  losses  tmpaid 

Unearned  premiums 

Other  liabilities 


$1,679 

41,899 

475 


Total  liabilities,  except  capital  and  surplus . .  $44,053 

Capital  paid  up 150,000 

Surplus  over  all  liabilities. 45,072 

Total  liabilities,  capital  and  surplus. $239. 1 25 


REPORTS  OF  FIRE  IHSUSANCB  COMPANIES. 


RISKS  AND  PREinUlIS:    Fin  rab  b  Faro,  DMembcr  SI. 
HBIBJIT;  vaahBB  tbmOD.  SM,8T8. 
BUSINESS  SINCE  ORGANIZATION:    Pnmiuiu  tMaind, 

tS3jn:  li>M>|]wd.tu.«M: 

KORTQAQB  LOANS:  1te«  u*  73  loua  wumtbiK 
(1(1311  inlHtBJ  bt  Bat  ling  on  Kubi  firm  ludi  Tilixd  (t 
BMuiitonitili'  man  ibu  doable  tb*  UBiniit  ImbmI  Ibunn. 
Tban  WH  no  klotat  put  d»  on  Dsombn  31.  bit 


IDS:    Hun  coapuy  mi  eroowd  ud  mn- 

, 1  bte  <n  im  wttTiTpud  ne  apM  nl  tinm 

mniqmt  a  1»M  to  tUUMk  wiB  be  1300,010  [wd  up  br  1^ 
1,  Ittlth  witb  tlOO.ODO  nrplw.  Qunptur  ovosM  nilr  »  Km. 
DIRECTORS:  I.  R.  Bumnr,  F.  W.  GoM.  Ja.  T.  Bndn, 
dyda  W.  Mills.  W.  L.  QudiMr.  E.  E.  Aim,  BidII  Hoekiiak 
L.  T.  H«ay,  Chw.  N.  Conrent,  E.  R.  Fulton.  Oh.  E.  CdK 
OuL  W.  Undii,  Q.  C  Bteri,  Tbid.  a  Cum.  E.  B.  SdinKikini, 
Ron  Cmb,  Wmk  WtMbnok.  Wiilud  Krrriu,  H.  V.  Wbater. 
W.  E.Bn>n. 


PACIFIC  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Proidrnt.  C.  V.  MeKTole;  StatOrf.  Hmry  G.  SKphens.    Orsuiiud.  1861. 

Yui 

A«U 

Un^raed 
Pnmlumi 

SuipL 

PnmjDou 

Total 

lUOIH 

■ffl- 

^ 

Ei-       1  Toal  E,.      lp«a 
potMt      pendium    Incnmd 

i 

s 

mm 

t224,«23 

11 

1«8,T)I1 

tlO.STJ 

ii 

MI.19B 

nso.ifls 

131,7811 

*m'oS( 

(I2E,483      t378.M4     t2M,lU 

ills  a  Si 

H.Stl        U4.14l^       H4.M4 

Inuml  uxTued. 


Totil  mdmilted  I 


n  B.  T.  Co.,  gr 
Amer.TI.MdTa. 


BnukltnlTi 
PfcR/R... 


KIBKB  AND  FREHIimS:    Fm  lUi  li 
UafiW.KI:  pnmlimu  Qfnoa.  tUS.Oea, 

BUSINESS  SINCE  ORGANIZATION; 

tll.920.S0g;    ]«n  ptld,  H.tSO,tM»:   dMdndi 

ttai2,ina. 

nCVDi  ANU  .-ruciv^j  (J1\m;1):  Pit           MiHcBt 

GoN».  Vidu.          ViliK. 

N.  T.  Cy.,  I1I1S-S7.  3-3H%     BBO.OOO      070,200 

DtaUUnn SMUrillf. Co..  1K7,  ""  *"™"          " "" 
W.  Mujtud  It.R.Co.,  lUm.. 
W.  lUnlud  R.  R.  0°..  CT..  1 

A.,T.  43.F.tt.H.Co.,  BY.,  1___ _.,.              _  ._.. 

Ft.  R.  R.  Co..  DT..  laiS.  U% I'l.DOO          U.SHI 

lisn.FnnertrHiddln>Ca.,igia,a%.  lUNO          IMOO 

ffByi  B.  T.  Co.,  sriTMn.  4% 30.000          17,400 


Co..  itef  4 


4%... 


10.800 

tam        8,iwo 

U,0D0  20,500 


FcaplaOuUiindC.  Co... 

Bn»Ujn<>,R.  R 

Mu1mUuB.R 


Fl™  in  Jnni,  . , 

1W2.    ConbtntkiD  bMw    OiL,  IS71,  taiOO.-   Btlto.,  IM 
t3I.«S3:  Su  Frudiso.  IIHM.  tWX». 
DIRECTORS:    H.  a  B 


:.  Fnlmthuyn.  E.  C,  Jimwn,  C.  V.  Hamk,  L.  R.  BowV 
FIELD  KEN  AND  TERRITORY  COVERED;  J.  8.  Frelli 
lOTH.  nunnl  ueoL  The  eompuv  opent«  In  HL,  Ind..  Bi 
^.  J.,  K.Y.tBiVt. 


PAMLICO  INSURANCE  AND  BANKING  COMPANY,  Tarboro,  N.  C. 

PnsdeBt,  H.  L.  Snioa;  SHntiry.  Job  Cobb.     Capiul,  t33.M0. 


YBAn 

A^ 

UiKuned 

sJS- 

Net       1      Tod 

Low. 

,Si 

E.- 
pawt 

TobtlEl-:      IJHK 

MM 

tat 

fl83,US 
307.S11 

t  6.113 

!S 

2.181 

tl8,E2t 

m227|       MiMO 
31,281          3>,728 
27,487,         37.20; 
18.883          38,077 

10.280 

IS! 

3.704 
II;D88 

REAL  ESTATE  OWNED:    : 


sssr'- 


1.  L.   BUtan,  L.  I.  SI 


REPORTS  OF  FIRE  INSURANCE  COUPANIES. 
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PELICAN  ASSURANCE  COMPANY,  New  York,  N.  Y. 

L.  P.  Bajwd;  Vke-Prasidcnt,  P.  Benrford;  Secretary,  A.  D.  Irriaf,  Jr.    Oiiuiucd,  18M. 


YZAI 

Aoets 

Unearned 

Net 
Snrphis 

Net 

Total 
Income 

Loeses 
Paid 

DiT- 
Menda 

Ex- 

pcDses 

Total  £z- 
pcadituKs 

Loeses 
Incuired 

1S09 
1907 

$846,878 
00&915 
545.525 

$193,367 
188,847 
193,279 
182,009 

$222,980 

185,793 

130.996 

89,036 

119,803 

$316,089 
316,948 
830,939 
838,308 
386.394 

$836,617 
337.386 
343.303 

*688.338 
800,078 

$164,436 
174,484 
183,873 
676.068 
179.809 

$20,000 
10.000 

1110,577 

115.827 

115.384 

101,758 

89.389 

$296,008 
800.261 
297.606 
677,816 
268,698 

$156,218 
178.500 
169,085 
698.120 

im         5171060 

INS 

514,261 

170,118 

173;006 

•  Indndes  $350,000  paid  in  by  stockholders. 


Assets,  Dbcembkk  31,  1909. 

Beads  oiiBed  (book  value) $561,443 

Cash  in  office  and  bank 62,070 

.jests'  haynnrr^,  not  over  3  months  due. 37,301 

iBtereit  accrued. 6,618 

Other  aasefls 447 


Total  admitted  assets. 


$646,878 


Liabilrhs.  DirmntKa  31.  1909. 


Net  losses  unpaid  (induding  $3,705  resisted). 

Unearned  premiums 

Other  liabilities 


Total  liabilitira,  except  cajHtal  and  surplus . 

Capital  paid  up 

Suridus  over  aU  liabilities. 


$24,686 

193.867 

5.845 


$223,898 
200.000 
222,980 


Total  liabilities,  capital  and  surplus. $646,878 


BSKS  AND  FBEMIUMB:    Fire  risks  fai  foree.  Deeember  81, 
S4iS7M15:  pnmhnDS  ihereon.  $370,466. 

BOSCmSB  SINCE  ORGANIZATION:  Fnmlums  leeeived. 
t^mjm;  hMses  paid,  $1,949,536;    dividends  dedaied.  sash. 

Pl.|)OflL 

Far  Haikat 

BONDS  OWNED:  Yslue.  Value. 

Or.  of  Boston.  1923,  4s. $25,000  $26,750 

$.  of  Breok^rD.  S.  OBB^  1925-37.  3}%          76.325  n.542 

3LTXyXlki«.tnx  esem.,  1954.  3i% 16.000  13.600 

y.Y.Cy,  1957,44% 25.000  27.750 

S.T.^.,1916.4% 220.000  230.000 

A..T.&&F..Di.m^l995,4% 80.000  30.000 

fiw*0-prior£rBL^1925.3}% 35.000  23.260 

C^  IL  4  St.  P.,  gn.  m..  1989.  4% 20,000  30,300 

Gt!i'e.AFWe,a,B.ft4.eoL  iiBl,4%          35.000  24.260 

Vnbattan  Sall«»7. 1900.  4s 35.000  34.300 

^JXlkJLBJLlL,  L.  S.  eoL,  199e»  H%         50.000  40.600 
Ueiaa  Fm^  R.  R.  Co.,  Utffl^R.IL4 

Ind  pmaft,  1947. 4% 20^000  20,400 

Totsb  (book  vahie,  $551,443) $665,326  $651,442 


MISCELLANEOUS:  This  oompaiiy  begsn  budnea  with  a 
surplus  of  $100,000.  It  to  eontralledby  faiterests  kientified  with 
the  Phosnlx  Assuraaoe  of  London.  On  Febniaiy  23,  1904,  the 
stoekhoklen  voluntaiily  uakl  in  $60,000.  In  1906,  $360,000  paid 
tai  by  stoddM>lden.  Oonflagratkm  kMses:  Baltimore,  1904, 
$80,016;  San  Fiandsoo,  1906.  $468,147. 

DIRECTORS:  Qeorn  Frsneto  Crsae.  George  A.  Strong,  Harry 
H.  Treadweh.  P.  Bensiord,  Louis  P.  Bayard,  A.  D.  Irvmg,  Jr., 
A.  P.  Whitehead,  R.  B.  Whlttemore,  W.  Irvfaig,  L.  P.  Bayard,  Jr.. 
lb  R.  Warren,  Fennhigton  Whitehead,  H.  Ttahune. 

^  FIELD  MEN  AND  TERRITORT  COVERED:  M.F.DrisooU, 
CbL,  general  sgent.  W.  department;  W.  Irvfaig,  genersl  tmU 
Pae.  department;  H.  Teranne,  gmersl  sgent  at  home  t^ce. 
The  eompaay  operates  hi  Ark.,  CaJ.,  Colo..  Conn..  HI.,  Ind.,  la., 
Kan..  Ky.,  Me..  Msss.,  Mleh..  Mfam.,  Mo.,  Neb..  N.  H.,  N.  J.. 
N.  Y.,  0.,  Ore.,  Pa.,  R.  I.,  Tex.,  W.  Va.  and  Wis. 


PENNSYLVANIA  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

R.  Dale  Benson;  Vice-President,  John  L.  Thomson;  Secretary,  W.  G.  Crowell;  Assistant  Secretary.  H.  L.  Warner. 

Secretary  Agency  Department,  W.  J.  Dawson.    Organized,  1825. 


YtAJt     Asseta 

Unearned 

Net 

Surphas 

Net 

Total 
Income 

Loeses 
PaU 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

}9Q» 
1103 
1«97 
1166 
1905 

$7,119^74 
6.619.K4 
6.462,117 
6,3$l,573 
7j024,O39 

$4,006,050 
3.846,888 
8.794.536 
8,656.585 
8.431.064 

$2,020,308 
1.671,977 
1,615,284 
1,402.721 
2.992.690 

$3,368,540 
8.142.851 
3.221.151 
3.143,280 
2.957,461 

$3,645,742 
3  400.368 
3,488,457 

*4,528,844 
3,211,342 

$1,742,683 
1,994,231 
1,879,633 
4.166.708 
1,446.466 

$187,600 
160.000 
115,000 
100.000 
120.000 

$1,211,680 
1.153.600 
1.133,666 
1.177.369 
1.043,044 

$3  141,868 
3.297,731 
3,117.299 
6.443.077 
2.609.410 

$1,729,318 
2.001.960 
1,630.078 
4.617.290 
1.445.367 

Unearned  premiums  include  amount  redaimable  on  perpetual  policies.    *  Includes  $1,050,000  premium  on  new  stock. 


Keal  esUte  oemed 


Djlaleial 
io( 
bal 


latercst  accrned. 


Total 


Assets,  Dxcehbxk  31,  1909. 

(book  value,  $189,377) $141,000 

oa  real  estate 208.500 

owned  Cmaxket  value) 5.688.718 

290.000 

and  bank 144.401 

not  over  3  months  due. 570.900 

76,460 


$7,119,974 


LiABiunxs.  Dscembkr  31.  1909. 

Net  losses  unpaid  (including  $16,240  resisted) . . . 

Unearned  premiums  (eiccept  perpetuals.) 

Amount  redaimable  on  pcarpetmu  policies. 

Other  liabilities 


$318,616 

3,086,779 

919,271 

30,000 


Total  UabOities,  except  capital  and  surplus..  $4,349,666 

Capital  paid  up 760.000 

Surplus  over  aU  liabilities. 2.020.308 

Total  liabOidcs.  capital  and  surplus $7,119,974 


RISKS  AND  PREMIUMS:    Fire  riiks  m  force  (exoept  pei^ 
i).  Deeember  31.  $655,747.2®:    wemhims  thereon.  $6.- 
i    ueipetiial  fire  riikB,  $39,806,611;    deposit  premiums 
$lj012,948. 

BUSINKBB  SINCE  ORGANIZATION:  Premiums  reoeived. 
tm^mjUi;  hMses  paid,  $88,672,482;  divklends  declared,  eash. 
lUOtSflO. 

UAL  ESTATE  OWNED:  The  prinelpal  properly  eompilses 
Oe  iatoty  white  sBarfafe  and  bride  buUdings.  with  34toiy  brick 
hadk  bridfaBa  at  508-610  Wahut  si.  Phila.  (book  value.  $163.- 
S88X  valuedait  S13S4N)0,  sad  occupied  by  the  company.    The 


remafadag  properties  are  dwelUngs  and  lots  tai  St  Paul.  Minn 
and  Phila.,  all  carried  below  book  values. 

MORTGAGE  LOANS:  There  are  19  loans,  among  which  are 
the  following:  $60,000  on  brick  hospital,  etc.,  Gnnd  FbriES.  N.  D.. 
vahied  at  $105,000:  $30,000  on  432  'Walnut  si.  Phila., 
valued  at  $60,000;  $20,000  on  1828  Spruce  st.  Phila..  valued 
at  $35,000.  The  remaining  loans  are  chiefly  upon  Phila.  real 
estate,  with  a  few  secured  by  ChL,  Wash.,  Kan.  Cy.  and  other 
properties.  The  aggregate  estimated  value  of  the  securities  for 
$308,600  of  loans  to  ^82,440.  and  the  insuiance  held  by  the 
company  amounts  to  $290,000.  There  was  no  past  due  Interest 
on  December  31  Isal 
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PENNSYLVANIA  FIRE  INSURANCE  COMPANY,  Philadelphia,  Fti,—C(mHnued. 


COLLATERAL  LOANS  an 
SMttritiet. 

Noniatown  Tr.  Go 

Nonistown  Tr.  Co 

NorriBtown  Tr.  Co 

nnt  Nat  Bk.,  Fhila 

U.  8.  Steel,  c 

U.S. Steel,  p 

Ounbria  Steel 

P.  C.  C.  A  St.  L.  Ry 

Cambria  Steel 

Union  Tr 

U.S.  Steele 

Weatmorelaiid 


foUowa: 


Terre  Haute,  Ind.  A  E.  T«.,  1,  5%. . . 

Ind.  A  Mar.  R.  T.  Co.,  lat,  5% 

Ind.  A  N.  W.  Tc,  p 

Terra  Haute,  Ind.  AE.,  p 

Terre  Haute,  Ind  A  E.,  com 

Lehifl^  Valley  R.  R 

Lehidi  Coal  A  Nav 

Ind.  St.  Ry 

W.  J.  A  Seashore  be 

U.S.  Steel,  c 

Grand  Rapids  H.  A  C.  par 

Lehigh  C.  A  N.  Tr.  ctfs 

Commonwealth  T.  I.  A  Tr.  Co 


ICarket 

Value. 

117.100 

6.840 
19.000 
13,400 
22,5001 
12,700 
13,800 
28,500 

4.800 
10,600 
26.700 

9.216 

61,2001 
2,700 
4,480 

40.000 
9,900, 

49.0001 
23,6001 
11.300f 

9,500j 
63,000 
10.000 

8,1901 
003/ 


Amount 

Loaned. 

$13,000 

5,500 

15,000 

10,000 


76.000 


42.000 


75.000 

50.000 
9,126 

6,000 


Totals 3478,606  1299,626 

BONDS  AND  STOCKS  OWNED:  Far  Market 

Bonds.  Value.  Value 

Cy.  of  Atlanta.  Ga.,  reg.,  1922.  4i% ....  110.000  IIOJSOO 

Cy.of  Day..O.,  sr.and  it.paT..1912-16. 5%  32,000  33,280 

Cy.  of  Duluth.  Minn.,  r.,  1927,  4i% 47,000  48,410 

Cy.  of  N.  Y.,  1957. 4% 100,000  100,000 

Atch.  T.  A  S.  F.  Ry..  1068,  4% 50.000  47.000 

Buffalo  R.  A  P.  Ry.  eq..  1927.  4i% 26.000  26,000 

Chea.  A  0.  lat  OS.  m.,  1939, 6% 100,000  114,000 

Cfaea.  A  0.,  eq.  tr.  ser.  K.,  1916,  4%. . . .  10.000  9.700 

Cy.  of  Portland,  Ore.,  1922-1926,  5%... .  45,000  48,600 

Port  of  Portland.  Ore..  1922-1923,  5% . .  5.000  6.400 

Bor.of  Sewickley,Fa..8c.dls.,  1910-12.  6%  10.000  10.100 

Bor.ofSharpsburg.Pa.,8t.imp.,1912-19.4%  40,000  40.000 

Cy.  of  Richmond.  Va..  1926,  4% 20.000  20.200 

t.  of  Richmond.  Va.,  1941.  4% 17,500  17.675 

,Enoxville,Tenn..Gn.Imp.Co..l919. 6%  20,000  22,200 
A.,  T.  A  S.  F.  Ry.  (E.  Okla.  dlT.lstm.) 

1928,4% 100.000  97,000 

Atlantio  Cy.  R.  R.  Co.,  m.,  1919, 5%. . . .  30,000  31,800 
AtLCoast  L.R.R.Co.(Louisv.A.NaahT.col) 

1952, 4% 100.000  99.000 

B.A  O.R.R.Co.,prior  ln.,g.,  1926, 3}% . . .  100.000  93,000 

B.A  S.R.R.Co.,lst  m.,r.,  1951, 4% 25.000  20,500 

CeatPae.Ry.Co.,lst  r.m.,g..  1949, 4% . . .  150.000  145.600 

C.P.R7.Co..ThroufhSh.L.,lm.g.,19M.4%  100,000  92,000 

B.AO.R.R.P.L.E.AW.Va.,r.l0414%  100.000  93.000 

Houston  Belt  A  Ter.  Ist  a.  f..  1937, 5%..  50.000  55,000 

Ind.  Col.  4  B.  Tr.,  1926,  5% 60,000  45,500 

Minn.  A  St.  L.  R  R..  eq.  tr.,  1913.  6%. .  50.000  50.000 

Mut.  Term.,  Buf ..  1924.  4% 50,000  47.500 

Norf.  A  W.  eq.  tr.  m.,  1915.  4%, 50.000  40,000 

0.  A  C.  B.  St.  Ry.  lea.  1928. 5% 50.000  49.500 

Pa.  Co.  tr.  K,  ctf.,  1916.  3J%, 91,000  88.270 

StLAS.F.g.  in..  1927,5% 60.000  44.500 

Va.  A  S.  W.  Ry.  1.  g.,  1958,  6% 50,000  49,000 

Gs.  0.  El.  A  P.  B..  1935.  4i% 50,000  43.000 

Mfn.  Wat.,  l8t  g.,  1939,  5% 50.000  50.000 

Penn.  Mar.  Coal.  1939.  5% 50,000  50.000 

Mon.  Riv.  Co..  Coal  A  C.  eq.,  1912,  4)%  20.000  19.600 

FittR.  Coal  eq.  n..  1911-12,  44% 20.000  20.000 

Portland  R.  L.  A  P.,  1912,  5% 75.000  77,250 

Pub.  Service  Co.  of  N.  J.,  1959.  5%. . . .  60,000  48,000 

Wilkabarre  Gnu  A  El.  cs.  m..  1955,  5% .  50.000  50.000 

Wilmington  Gas  1  r..  1949,  5% 25.000  24,500 

G.  A  0.  Ry.  Co..gn.m..  1992,  4i% 50,000  51,500 

Chl.A  W.  Ind.  R.  R.  Co.,cs.  m.,  1952, 4%  150,000  141.000 

Chl.A  Nwn.  Ry.  Co.,  s.  f .,  1929.  5% 44.000  47,960 

ChL,R.I.A  Pae.R.R.Co..gn.  m^.  im,  4%  100.000  99,000 

C.R.I.A.FR.R.Co.g.l902.8:L(Cbol914.4%  25,000  24,000 
Chi..  R.  I.  A  Pae.R.R.Co.,  g.,1902,  aer.  K 

(Choetaw),  1913. 4% 26.000  24,350 

Chi.,R.I.A  Pac.R.R.,lst  and  r.m.1934, 4%  50,000  46,600 

C..Ind.AStL.ShortL.Ry.Co.lm.l963.4%  50,000  47,000 

Chi.  Ind.  A  So.  R.  R.  g..  1966,  4% 50,000  47,500 

Chi.  A  E.  111.  R.  R.,  eq.  g.,  1913. 6%. . . .  25,000  26,250 

C.  H.  A  W.  R.  R.  1st  m.,  1927  6% 60,000  58,600 

a,  0.  A  Gulf  R.  R.  Co.,  08.  m.,  1962, 6%  60,000  66,600 

Brie  R.  R.  Co.,  prior  In.,  g.,  1996,  4%.  •  •  50.000  43,500 

Erie  R.  R.  Ok,  gn.  In.,  g.,  1996, 4% 18,000  18.860 


Bonds  and  Stocks  Ownio.— Con<. 

Bonds.— OofU. 

ETaiia.A  T.  H.  R.  R.  Co.,  lstgn.ml942,67o 

Greenbrier  Ry.  Co..  1st  m.  1940.4%.... 

L.  &  N.R.R.O0.A  M.A.M.By.Co.lst  m., 

50  yr.,  1M6, 4*% 

LeLVa].R.R.Go.,ooLtr.3er.  24,  1919,  4 
LbL  VaL  R.  R.  Co.(Pol.tr.,ser.27. 1920,4^ 
Newbuigh  A  N.Y.R.R.Co.,m..I929,  5^ 
N.  0.  Tm.  Co.,lst  m.,ser.A,  1963.  4^ 
N.Y.aA  H.R.R.R.Co.,ool.n..l910,  5< 
N.A  W.Ry.Co..gn.m..Div.lBt,  1944, 
Ore.  Short  line  R.  R.  Co.,  r.,  1929,  4< 

la.  Cent.  Ry.,  1st  r.,  1961,4% 

Leh.  A  N.  E.  R.  R.  eq.  tr.  A.,  1911. 4|%. 

L.LR.R.Fer.  1st  m.,  1922,41% 

Midland  VaL  R.  R.,  lat,  1954, 6% 

Fhlla.CoMlst  m.aad  col.tr.,1949,  5%. . . . 

P.  A  R.  R.  R.  Co.,  OS.  m.,  1911, 7% 

P.  A  R.  R.  R.  Co.,  Tm.  Co..  50  yr.l941,5< 
P.,  W.  A  B.  R.  R..  stk.  tr.,  ctfs.,  1921, 4^ 
R.C0.A  P.A  R.C.A  I.Cb.,gn.m.,g.l997,4< 
St.L.I.M.A  So.Ry.Co.,R.A  G-diTlst  m.', 

1933,4% 

So.  Pao.  R.  R.  Co.,  1st  r.  m.,  1955,  4% . . 
So.Ry.Co.,lst  m.,50yr.,(StL.Di)1951.4< 
Tm.R.R.Assn.of  St.L,lst  m.,  1939,  4i( 
Tm.R.R.Assn.of  St.L.,gn.r.,m.ai.  1953,4' 
Union  Pae.R^.Co.,lsimauidLg.,1947,4f 
Wash.O.A  W.R.R.C0.,  1st  m..  1924,  4< 

Waflh.Tm.Co.,lst  m.,g.,  1946,  34% 

W.  Transit  Co..  1923,  3*% 

AU.  Coast  L.,  R.  R.,  eq.tr.,  1911-1912,4% 
C.  A  0.  R.  R.  Co.,  ear  tr..  ser.  D,  1910. 4% 
HoeLVal.R.R.Co.,eq..tr,ser.A,1012-13,4% 

Iron  Mto.  Car  tr.,  ser.  P,  1910, 5% 

Leh.Val.R.R.Co..eq.tr.,serJ.19lO-ll,4i% 
So.  Rv.  Co..  eq.  tr..  ser.  L.  1910-16, 4i% 
C.  A  Del.  Canal  Co.,  1st  m.,  1916, 6%. . . . 
LeLCoal  A  Nay.Co.,ext'd,  1914,  4%. . . . 
LbLCA  Nav.Co..  f.  and  gn.  imp.  1948,4% 
N.  Y.  Cent,  lines  eq.  tr.,  1913-16,  5%. . . 
N.  Y.  Cent.  A  H.  R.  R.  R.  d.,  1934, 4%. . 
N.  Y.,  N.  H.  A  H.  R.  R.  d.,  1914, 4%. . . . 

Norf.  A  W.  Ry.  2  yr.  n.,  1910,  6% 

Norf.  A  W.  Ry.  eq.  tr..  J.,  1915,  4%. . . . 

Pa.  R.  R.,  08.,  1948.  4% 

Phila..  Bait  A  Wash.,  R.  R..  g..  1917-82 

Phihu  Co.,  eol'.  tr..  wii  6%" . '.     . '. ".  *. ". '. 

Phila.  R.  T.  Co.,  ooL  tr.,  5% 

P.  C.  A  St.  L.  Ry.,  ca.,  1967. 4% 

P.  Y.  A  Ash.  Ry.,  Istgn.,  19^,  4% 

Roch.  Ry.  A  Lt.  Co.,  os.,  1954,  5% 

St.  L.  I.Mtn.  A  So.,  eq.  tr.,  1910.  5%. . . 

Cherokee  Const.  Co.  n.,  1912.  6% 

Hoboken  Ferry.  1st.,  1946.  6% 

Ind.  Ta  A  Tm.  Co..  1st  s.  f..  1933, 6%. . 

Stocu. 

Bellefonte  Cent.  R.  R.  Co 

Grand  Rapids  A  Indiana  R.  R.  Co 

Pa.  R.R.C0 

Philadelphia  Bourse 

Underwriten'  Salvage  Co.,  N.  Y 

Gn.  Ad.  Bureau 

So.  Ad.  Bureau 

Phfladelpbia  Nat.  Bk 

t  UndervriterB  Securities  cp.,  p 

T  Underwriten  Securities  cp.  com 

t  Union  Insurance  Co 


Fte 

Maik< 

Value. 

Valw 

125.000 

126^ 

100,000 

95,« 

50,000 

68»Of 

26,000 

24^ 

25,000 

24^ 

25,000 

26.2J 

100.000 

85.(X 

50,000 

60.01 

100.000 

93.01 

60.000 

47.M 

26»9K 

10.0( 

30.000 

30.0( 

50,000 

50.O 

112,000 

80,61 

50.000 

52,0( 

20.000 

20.» 

100,000 

118,0( 

66.000 

66.0< 

50.000 

50.0< 

100,000 

88,0< 

100,000 

9fi,0< 

100.000 

87.a 

50,000 

53.5< 

125.000 

122^ 

25.000 

25^ 

20,000 

26.31 

50,000 

4tM 

60.000 

45.01 

60,000 

67.01 

25,000 

25.01 

50,000 

40,0 

14.000 

14,01 

60,000 

50.0( 

56,000 

55.44 

10,000 

6.6( 

20.000 

ao.2( 

100,000 

100,0( 

100,000 

103,0 

25.000 

24.0 

26.000 

24.64 

25.000 

25.0 

10.000 

9.H 

20.000 

20,8( 

75.000 

75,a 

50.000 

50.0( 

50.000 

51.0( 

100,000 

100.M 

25.000 

24.7^ 

60.000 

50.0( 

11.000 

11,01 

32,000 

S0.4< 

60,000 

53.5( 

50.000 

40.6( 

22,000 

3,0£ 

21,000 

10,0$ 

84.800 

115.32 

900 

i 

500 

5C 

100 

U 

100 

1( 

20,000 

68.0c 

147,500 

147.6fl 

100.000 

65.0Q 

200 

e 

Totals  (book  value.  $5.907,261). . . .    16,016,600    I64>01,21 

t  Not  allowed  by  N.  Y.  State  Departinent! 

MISCELLANEOUS:  Capital  increased  in  1863  from  $200,0( 
to  $400,000  and  in  1906  from  $400,000  to  $750,000;  $1,Q50.0( 
was  reallaed  as  premium  on  the  new  stock  Issued.  OonflsMcratic 
losses:  Boston.  1872.  $550,000:  Baltimore.  1904,  VeOMQ;  Ss 
Francisco,  1906,  $2,960,000.  Values  of  special  depoata;  Va 
$37,500;  Ga.,  $10,200. 

DIRECTORS:  R.  Dale  Benson,  J.  Tatnall  I^ea.  RioliArd  1 
Cadwalader,  Eflbgham  B.  Morro,  John  L.  Thomson,  Cbuiea  1 
Pugh,  W.  Gardner  Crowdl,  Edward  T.  Stotoabuiy.  Edwin  I 
Benson,  Jr. 

FIELD  MEN  AND  TERRITORY  COVERED:  Cbaa.  I 
Barry,  manager  western  department,  CSiicago,  111.;  D.  W.  Radfieii 
anistant manager, Chicago, III;  W. G.  Ayres^DeiMitnr.  lU., apecii 
agent  for  111.;  L.  S.  Wallace,  special  agent  for  Wk;  H.  F.  Beoedie 
Denver,  Ook>.,  special  agent  for  Colo..  Wyo.  and  Neb..  Randolp 
Buck.  Cincinnati.  0..  special  agent  for  0.;  F.  K.  Norria,  Aberden 
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PENNSYLVANIA  FIRE  INSURANCE  COMPANY,  Fbilulelphu,  Pa.- 


iD,«K^Wiii[<rN.aud8.D.;  Jo*. L.  Kmc  WiibibiiiiIb. 
bi.  iftBii  tat  toe  IbiD.:  W.  H.  McOnnr,  Xoiui,  0.. 
■nl  wit  I'M  W.  Vt.  Bd  3a.  CHiul^  B.  E.  Mu^inlidi.  Dn 
&iH.^h>l&.:  W.IL0n»i7.apMut>(aillgrKMi..Tndn, 
im^  J.  K.  liviA0rtoa»  apDcU  iiatt  for  Mjdi.,  Detni^  Mkh.:  J. 
0.^nlE,UFs]nHe,lBd..iBKU vmthxlid.;  WK.C.finnn, 

rBlXBtlHHD^St-UmOb^  C  A.  ^mrt,  Fiirfu.  Okk. 
Dkk:  B.  C.  Bn^  auffr.  Ftuk  HTBUMhu,  tmhl 
vst.  St*  Eafbod  dcpHtmnt.  Beaton,  lbs :  W.  E.  dUfta, 
niMpr.  R.  A.  Pains,  laiMat  *-—>".  «>«lb*n  dguuUuaut, 
litaM,Ga.,cmfanclncVi„  S.  C.  S  C .  Ol,  Ak.,  lll»,  !«., 
Fli  Kf.  Bd  Tnu '  C  H.  Benjutfa,  tpcclal  Mnt  for  Kr. 
uj  Ttu..  Loulnine.  Ky.:  BirUt  A.  Htmllii,  DuTlIh. 
(l  i^nl  acnt  [or  Vi.  w>d  N.  C;  MuVm  Knowlo. 
ntal  iffU  hr  S.  C  ud  FIl.  AtluU,  Qi.;  Fnnk  B.  Clwk*, 
■nM  umt  for  ITb.  ud  U..  VieUann.  H^;  R.  B.  Bunett. 


Tei.,iiiuu|tntcirTn.MidA>k.:  W.&BmntCD.:  KnrYotk 
Cttf,  ntOMV  lf>tn«oliIu  daUiit;  Ihul  FnstiM.  Now  ToA 
Citr,  lUDicir  denrtOHM  N«th  N**  Jonn:  ThnpMB,  Dur  * 
Bn..  nnii«t<w  daportimit  State  gl  Pl,  wikiAino.  P*.:  Wn. 
L.JoiNo,i(CBt,PiUibwtP».;  E.J.Ri(kiidKaA8ouBytBcn 
■ld„  muMm  dtportaal  Steto  d  Hd.;  TjfIk TRmlHrfbnl, 
Mnti.  WmluBftaB,  D.  C;  Giliii  Vu  Tnu  *  MoalnntfT. 
muum  M.  dtpartmmi.  WluiiiioB,  fid.;  £.  W.  Oaxm,  Su 

hMcbcD,  CU.  BUUD  ttt.  CMlt3(ip*lt>BM(,-  &  P.  IMdL  Su 

Fruaea.  CoL,  nipSBtaidtiit  ol  tmmam  m  ikint  of  MoaL,  tuh 
ud  tatni  Eald:  CL  V.  HiCvtki.^itUud,  On.,  for  Wwli.,  On. 
ud  rf.  IdL:  F.  J.  AfH*.  OiUiDd.  Cil..  for  No.  Oi.  ud  liar.: 
A.  a  MoComoll.  Lo  Aa^faL  (U.,  fa  Bo.  (U.  ud  AriL  TIh 
onspux  opuUtt  onrl&iibola  Caiud  9UtB,  einpt  N.  H. 


t1S,2U 


U3,609 


112,331 


tMW 


I  ladwta  (25.000  mpfaB  puid 
Aaeeia.  DECEMBEK  31.  noe:  Ral  sUte  owned.  tSUOO; 
ix'<WFfa(a>,IS,O0O:  bomb  ud  ilocki  owned,  tM,233^  sdUlor- 
•lhn,l]U2S:  c^i,t32,lM;  initf  luliiios. (IMS:  u>u™t, 
tUK:  leUl  idBiHad  *— b,  tUT,8g7.  linbilitis:  Unnmed 
Rnon  nuai;    apiUl  iwd  bp.  IIOO.OQO;   inrpiu  onr  lU 


erSl. 


fD  PREMIUira    Flr«  mki  m  [or 

rnhD—  Oamw,  124,335. 
SINCE  OROANIZATION:     Pmumn  naivHl, 
■•  pud,  tll.T»;  dinJBidi  diduwi,  wh.  tl9S7. 


KORTOAOE  LOANS:    Tlwn  ta  on  ku  tor  10,000  on  int 

elm  [um  propBty,  nlMd  it  tlO.MO.    No  tntrnM  pMt  dw  ob 
Daotmlnr  31,  lul.    Cdib|iu7  bold!.  13,375  of  tniiuuc*  on  >bg 

M1SCELLjU4E0DS:    Cobjiut  opoiM*  onh  In  Ud. 
DmECTOaS:    K.  Bb4  tSi.  S.  Fimnk  TbooiM.  !■«  M. 
Hotter,  E.  Chulc*  RtBD.  Abnhui  Bnnp,  Jr..  Wm.  B.  CntdulL 
-).  E.  Btose,  Jr.,  EniofT  L.  Cobldnii,  McOiU  Bdt,  Bon  C. 
'       '     s.  diu.  M.  Sliuk,  DuM  C.  Kcphr.  Cbu.  C.  Bbw. 


Baubcrg.  C 
MuUb&Co 


1,  C.  R.  Coblnta. 


IIJI    t2.4M.410      tT4S.0(M       WI7.ET4   11,320.371    tl,Ma,«l2 


U22,M2      t733,M« 


SK'; 


on  popeluAl  poli< 
t4SS.460 


LuiiLrnu,  Dicivbek  31,  ISOO. 

Net  lomtM  unpaid  (includiot  12,700  roiated) f77.TSB 

UD«nted[iTRDiiuni(ciccplpcnKliuli) T40,SK> 

Auouot  rtcUiinable  on  pcTpctvul  poUcit*. 4.110 

Olher  lUbilida 28,069 

Toul  liihilitica.  eiixpl  oplul  aadwiplua..  t8M,B86 

Cnpilal  paid  up 1.000.000 

SuciJiu  over  aU  liatnlilia. SiT,STt 

Total  liabUititg,  cipiUl  and  wrplia. I2,4M.410 


1.  tl33JO0; 
BCSE.VESB  SINCE  ORGA-VIZAnOH:    Pmnhum  miTod, 

ii^uu'  loaH  nid,  eiijm. 

■tiRTOAGB  LOANS:  Tlwra  m  «g  Ioibm,  aarcEalicE 
Wl.«0  taidrf  aw^amnl  ateteft  .a  (oUowTk.  JTrilToOO; 
j^  IKUMO;  Wa^  II0.4D0:  Fta..  t4S,000;  Mioo.,  11.000; 
'«!.  mm  a,  tSMOO:  H.  a.  I17,«0;  Ga.,  (lO.DOO.  Tli. 
'  Ht  laoMlT  imoB  dvdlBa  and  Mima,  ud  Uwt*  an  onlr 
'  ^undnt  tUilOD  in  amoint.  The  lamr  kana  an;  tlB,iao 
|1*°"  ••  Un  Atlntic  At,  AUaotie  Qty,  N.  J„  Tahtd  >l 
«UB:  UMBO  an  (ton  ud  apartaoita  at  Kv.  A  Pude 
jTw^  Mlm\i,  aij.  nloHl  at  lUBJDOr  IISJU)  on  Praat 
"«,  Hui.  na..  Trinst  at  US.OOO;  tlOJIOa  m  2$11-3T  Paeife 
If  ADailit  CiT.  Talnad  at  fiTJMO;  mjM  on  1003-13  S. 
3*™i9t.  airf  IS10-l»-UKlt^M  B.  Waioii  St.  Bila., 
'ndBerMl:  mMnOoDail-2»&MlbBt.,Fhla.,onwhHfa 
ifS.  **"■*"  "»««^  MWOO  "  M02-8S  N.  3rd 

'^LLtTEKU.LOANSaRufoUowa:        Harkit        Amount 


1148.100       IIKJOS 


D  OT0CK9  OWNE[): 


kyin,  N.  v.,  big^'nil.  6^.'. '. . 


of  Uabokto,  tl.  J..  1B3S.  C% 

of  Honuttod,  Pa.,  1028,  U% 

at  Houlon.  Ite,  1013,  5%. 

of  Ida  An|tlta.CaL,  1010,  U% 

of  HcKeeavort.  Pa..  1017-13. 1%.. . . 

of  Mhinaapolla,  U38.  *%. 

of  KobUe,  Ala..  1037. 11% 

•MiCo.,N.Y..10a».S% 

of  Now  Roehebg,  tnr..UIM6.  S% 

of  N.  Y.,  J0S7. 41% 

olN.Y.,  Wll,3l% 

ofN.Y.,  1012-W.S% 


Bor.  of  NonMowB, 
Twp.  of  No.  B( 
Cy.otOnraiD. 


iMdwb,  Pa..l038.  1% 

B^.N.i..  1038.1%,.. 
W.  S.  Y.,  mi.  U% 


f'aliM.  ViJue. 


REFOSTS  OF  FIHE  INSURANCE  COUFANIES. 


PEOPLES   NATIONAL   nRE   INSURANCE    COMPANY,  Philnlelphia,  Pa. 


of  PWI 
otFU 

()(  PttUburt  Pi-.  1»!3.  0% 

o(  FUifieli  N.  J-  UC8,  4t%. . . . 
of  Pgrt  CbHlw,  N.  y..  lB14-ie.  STg 
-  Porthcid. On.,  l«r     '~ 
-  rtnunitk,  Vl.  1( 
lucbkicntc.N." 
.     .  j(DDk«.vZ.  IK 

■  Si«iiMta4r,N  V""il 


Huket  It.  El    PhilL  lass  4^" 
N  Y  (W  1   "  ft  S-^ 

^  ^    r 


AinntiiKi  Rcpubbr  g.   tfi.  A'" 
Cx  o(  Bdtd    n    IBSO  3t% 

C;  of  CoLumbui  Gi.       111311  4i°' 
UiiBityorLoca  Oir.  gr    1MB.  (I 
EUte  r>f  Oi.  ns.  HIS  1)? 
C7otN»wporlNewii.\..j  imp  IWSJ) 
[>  g(  Rirkidaiid  \i.   1S27-41  1'^ 
Botsfl  ft  He.  t  b    »»  I)'" 
Cat  Fur    8  1     til.  IBM.  4'^ 
C  A  Alt.  «    ltt»  4% 
Ch    4  K  IC.  in  1831  »? 
Oil  ri.  I  ft  P»   eg    1834.  4°' 


10,400 


uuno 

!£,00D 

lOOOO         

IZSOa  13,780 

10,000  10.400 

10  000  ia.ofio 

10  OOO  IO,l>BO 

"OOO  10,7W 

.,  2S0  ll.t47 

8,000  &0S0 

25000  2^10 

10  000  10,£S0 


14.1JT 

e.sEO 

10.SSO 


«,no 

10,000 


10.4W 

9.000  iXO 

10  OOO  ID,4W 

10  000  10,400 


Bona  un>  Siocu  OwmD.— Cml. 

Bomt— Caul. 

Qii.,  R.  U  ft  P., «,  (Clue.),  MU17<% 

CIiL,Rn.,W.l«7,(% 

OiL  ft  W.  Ind.,  n.  E.,  il^  4% 


itiB  B.  ft  T.  b..  M,  If 


IB.  l.nh  Bq.,  IVID,  DTP... -,-....  lAIWU  iO.!. 

Ku.aBt.Ry.ftL.,m.l«13,E%.....  10,000  8,n 

I^brXU  ft  1*  Rf..  1030.  E^ lOAOO  03 

LsUth  V.L  wl.  Ir..  lOaa,  4C lOMO  W 

L  ft  N.  (P.  ft  li.  dir.)  lit.  IMS,  1%.. . .  lOMO  0.7i 


Ph.  B.  ft  Wiih^  lit,  1030,  4- 


St  L.  I.  liflB.  (R.  ft  G.),  lrt.1  833,  i%., 

S.  L.  C  U.  D.  ft  Kf.  lit.  1938,  E5i 

B.  A.  ft  A.  P..  lit  1H3, 1% 

T.  Stl-  4  W    lit.  1818,  al% 


aii.)  L.  ft  P.,  It. ,  .,-. . 

Hnmi  Gh  lit  1038,  S% 

N.  y.  Gu  E.  I,  B.  ft  P..  lit  1848.  £%.. 

Pnrii  Gu  ft  El.,  lit.  1823,  G% 

B*mm*h  Gu.  lit  1823,  1% 

St.  JoHph  Gh.  lit.  1837,  t% 

Bu  Fna.  Gu  ft  El.  (n.,  1813,  4)% 

M.  B.  Co..  N.  Y.,  188*.  4% 


Coil.  Tr,  ft  SsT.  Co.,  Ftiila. . . 

8D.Ad.Bur«u 

Wnt  Ad.  ft  Imp.  Co 


spiU  of  (713.200  u 


Tbiak  (book  nluc.  »l,450.00a) . . .     I1.420.400   tl,4«>tJ> 

uoTfinlicd  muter  the  b' 
lioHi  JuuiT  1.  1000  n 
ioitul  nrplia  of  •310.87 

DIRECTORS:  Hon.  E.  C.  Stoku.  C.  J.  Aduu.  Lodb 
AmacKn,  D.  H.  But,  Ehner  E.  Brmrn,  Fnd  T,  Qiudlo.  Wi 
J.  Coowi,  Col.  Ju.  B.  Cond,  Hury  W.  Dnk.  Uml  DrrL 
SuEiKl  5.  Pels,  InuK  Pein^  Jr..  L.  G.  Foub,  Amot  H.  Hi 
Ju.  F.  HiUowdl.  C.  J.  Hedwall.  T.  Comley  Himlfr.  I.  E.  Jcnrv 
J.  T..  Knehell,  Dr.  Jolui  B.  Miycr,  J.  A.  HrK«.  J.  BrIot  HcNe 
J.  F.  Hqnr,  H.  K.  HuUord,  ThoL  K.  Obs,  Jr.,  Geo.  OUhM 
Hon.  J.  E.  SniBtnni,  Ofo.  A.  Soilli,  Bowvd  H.  VinCourt, 
G.  WtltoB,  QdiL  B.  WdL 

FIELD  HEN  AND  TERRITORY  COVERED:  A.  P.  ESfe 
bin.fc>iFL;A.H.W>lUn,fDrDcL,uidK.J.;  Win.J.Nolu.1 
Inir,  vhI  III.  John  Kurxilton,  For  Kiui.,  Hldi.  ud  Wh.  H 
oompaay  opentes  in  all  the  itUei  And  toiitonr*  of  the  Unit 
Stfttoa  empl  AiB..  D.  C.  Ku.,  Net..  N.  H..  H.  )L,  N.  D.. 


PETER  COOPER  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

PreiWrat,  Morfimer  J.  Ennta;  Serrcury.  Otlo  B.  Candidus.    OrgMiiiwl.  ISM. 

YlAl 

A-«.       |UM««d 

A. 

piSL. 

SI. 

P>ld 

Dif- 
•dcndi 

p^ 

TaUlEi- 
poditUIB 

.iss 

900 
MB 
>0T 

11  11 

41t;otl          48,821 

44.30J 

1322,320 

!I!:S 

371,012 
280.423 

t338,e3f 

1 

t  20,213 

i 

tn7.B23 
832,841 

is 

1 

Cub  in  office  ud  buk .. . 
Acenti*  biUiicA.  bot  over  . 
Inlerol  nunud. 


Cipiril  piid  up. . 
Sorpliu  orcr  ill  lii 


li 


Total  liabililin,  capilil  lad  Borplui. , . 


BEPO&TS  OF  FIRB  INSUBANCB  COMPANIES. 


149 


PETER  COOPER  FIRE  INSURANCE 

BISKS  ANB  FBEmUlIB:  Urn  xkki  In  fom  Deeembor  81, 
ia«l,7S2  mBfamM  tiunoB.  1387,570. 

BD8DIES8  SDfCB  ORGANIZATION:  FtanlunB  iwdTed, 
A673,8S7;  loMi  p^  Ii;r72^268;  diTldaufa  dMlwed,  aub, 
»,n6,50Q. 

MOSTQAGE  lOANB:  A  km  of  |2J»0  k  neund  by  580 
Qnte  ft.  BnooUyn,  vihied  at  18,000  and  one  of  $28,000  k 
wared  by  en  West  Bad  ave^  N.  Y.,  Talucd  at  8454)00. 

BOKOe  AND  STOCKS  OWNED:  Par  Market 

BoHOB.  Value.  Value. 

5.r^.V.H.dcH.R.R.b«^6% 110.000  $13,400 

^'.r^N.H.AH.H.R.bi.,3}% 10.000  10,200 

DeLAHad.B.ILba^4%, 10.000  10,300 

UsiBD FkdficIL  R. b&, 4% 5.000  5.850 

F^afieTLOx.faB.,5% 10,000  10,000 

ABoieaa  Tobacco  be^  6% 10,000  10.700 

ae.F^B.R.r.  ba.,4% 20,000  19,000 

Sa.  1^  R.  R.  floL  be..  4% 15,000  13,800 

.VT.Qas.E.Lt^Heat&Fow.Oo.b.5%  25.000  25,750 

A.  T.  A  S.  Pe  R.  R.  Go.,  be.,  4% 10.000  0.400 

KocfiilkAWerteraR.Rbi.,4%. 10.000  0,800 

^ALai«bIio8tedbe.,5% 10.000  10,200 

5.T.Cy.ba^9l% 20.000  18.000 

.V.T.Cy.ba..3{% 113,500  102,150 


COMPANY,  New  York,  N.  Y .--CofiUnued. 

BoBM  AMD  SfooD  Owsn.— CmiC  Far  Mariwt 

Stocks.  Value.         Value. 

Nat  BL  of  Oommerce,  N.  Y.  Qy 

Maabattan  Ry.  Co.,  N.  Y 

Amer.  Td.  A  Tg.  Co 

Del.  A  Hud.  R.  R  Co 

Williaiii  street  offieet 

Feiuiejrlvaiiia  R  R.  Go 

N.  Y..  N.  H.  A  H.  R.  R  n.  (let  quar  p) 


85,000 

$10,250 

10,000 

14,100 

15.000 

21,450 

10,000 

18,500 

25.000 

25.000 

12.500 

17,125 

1.060 

1,650 

Totab  (book  value,  $384,193) $357.060      $376,634 

MISCELLANEOUS:  Thie  eomiMaj  writes  some  surpub  line 
borinasi  thiouidii  Otvm  A  Foister,  its  general  agmts  for  toe  United 
States.  Gooflagration  kisses:  Balttmon,  1004.  $25,000;  San 
Franeisoo,  1906,  $52,508. 

DIRECTORS:  Jas.  A.  Bennett,  IL  J.  Ennli,  0.  R  Branson, 
W.  L.  Albro,  F.  W.  Drake,  W.  E.  Hutehlns,  J.  E.  Neweomb,  J.  ^ 
Fonter,  P.  C  Todd,  A.  R  Flenon,  J.  Leeter  Persons,  A.  S.  Hut- 
ehlns, 0.  B.  Oandklos.  L.  F.  Ballard,  R  0.  Haubold. 

FIELD  MEN  AND  TERRITORY  OOVERED:  Cram  A 
Forrter,  New  York,  general  agents.  The  oompeay  operatee  in 
HL.  Mleh..  Miss.,  N.  Y..  N.  C.  and  W.  Va. 


PETERSBURG  SAVINGS  AND  INSURANCE  COMPANY,  Petersburg,  Va. 


Preadent.  Alennder  Haniltoii 

;  Secretary, 

E.  W.  Butcher.    Organieed,  1860. 

Ye« 

Aseets 

Unearned 

Net 
Surphis 

Net 
Ptcnninia 

Total 
Inoome 

Loeaes 
Paid 

DIt- 
idends 

Ex- 
pcDses 

Total  Ex- 
penditures 

Incuxred 

1999 

ises 

1907 
1906 
1905 

$3,146,627 
2,663.3«6 
2,794,111 
3,043,400 
X8fl9.419 

$92,021 
87,158 
87,390 
83,096 
70,228 

$602,661 
553,676 
642,763 
524.068 
475.427 

$106,107 

103,188 

106,915 

102,898 

86,952 

$263,813 
240,038 
240,833 
266,081 
222,947 

$48,462 
67,201 
41,575 
33,661 
38,661 

$32,000 
32,000 
32.000 
32,000 
26,000 

$127,203 
125,995 
140,179 
124,644 

114,778 

$207,665 
225.196 
213,754 
190.305 
179,439 

$53,526 
61,731 
44.559 
39.632 
37,510 

Assets,  Dxcembxr  31,  1909. 

Real  estate  owned  (book  value) $25,000 

Boods  and  stocks  owned  (book  value) 293,760 

DiaooBnto 2,158,840 

Caak  in  office  and  bank 644,610 

Aemts*  balances,  not  over  3  months  due. 14,793 

laterest  and  rents  accrued 3,774 

Otbersaels 10,850 

Total  admitted  assets $3,146,627 


LlABILITIBS,  DZCSMBER  31,   1909. 

Net  losses  unpaid  (including  $1,500  resisted) 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities. 


$10,879 

92,021 

2,241,166 

$2,344,066 
200,000 
602,561 


Total  liabilities,  capital  and  surplus $3,146,627 


BISKS  Ain>  FREMinMS:  Ftre  risks  in  force  Deeember  31 
tlljl»,142:  pnmhmis  thenos,  $176346. 

BD^VBSS  SINC!E  ORGANIZATION:  Premiums  reeeived. 
niSS,$68;  ksaasB  psU,  $U572,432;  dividends  dedaied,  eash, 
»U16l 

BEAL  estate  OWNED:  Consists  of  eompanv's  home  office 
iMQdiag  at  PMenburCt  Vs.,  canied  at  book  value;  cost  over 
tlSjOOilL 

BONDS  AND  STOCKS  0V7NED:  Pte  Market 

BoHBS.  Value.         Value. 

dtite  cf  MairlMid.  1914-19.  3i% $10,000  $10,276 

9likorN.a,]9U.4% 10,000  10,000 

Gy.orFoftBBO«tli.Va^l983.4% 114X10  11,000 

AaLRJLCo.XmML.1952.4%..  100.000  95,000 

GiBt.of  Qs^Ry^Co^  oon.1946. 5%...  25,000  28,000 

JeSenon  Beaky  Cor  Notes,  1918,  6%. .  10,000  9,750 
ACLR.^  1%  be^L.  A  N.  Ctot.Tr. 

1992.4% 100,000  05,000 

Stocks. 

Clin  Btfsio  mis  (}o..pre \        i^adix         qoraq 

Uaion  Bsffslo  Mffls  Co,  £m |        ''•*'»         38,509 

ToiabOMM>k  value.  $293,760) $345,400      $297,535 


MISCELLANEOUS:  The  ratkM  of  expenses  of  the  insuranoe 
department  of  tfaJs  company  to  premiums  received  have  been 
as  foUows:  1909.  36.7%ri906.  32.7%;  1907.  32.2%;  1006, 
29.0%;  1905,  27.1%;  ConflagratiQn  losses;  Baltimore,  1904, 
$5,878. 

DIRE(7T0RS:  Alexaoder  Hamilton,  Fortescue  Whittle,  Jno. 
K.  Branch,  Charles  Watson,  D.  B.  Dunlop,  Fred  W.  Scott,  Geo. 
J.  Seay,  Walter  N.  Jones,  W.  Gordon,  MoOabe,  Jr,  W.  H.  Cuth- 
bett,  E.  H.  Ffttterwn,  H.  P.  Harrnon. 

FIELD  MEN  AND  TERRTTORT  (X)VERED:  Edward  W. 
Butoher  and  Robert  W.  Pritehacd,  Jr.,  Va.;  T.  T.  Hay  A  Bro. 
general  agents,  Raleigh,  N.  C;  M.  0.  Selden,  Baltimore,  Md. 
genera]  agent  for  Md.  Hie  company  operates  in  Md.,  N.  C.  Pa. 
and  Va. 


PHCENIX    FIRE    AND    MARINE  INSURANCE  COMPANY,  Memphis,  Teiin.§ 

President,  H.  M.  Kedy;  Secretary.  J.  D.  Kdly.    Organized,  1881. 


YZ4BJ 


1160  > 
19QS 

\m 

1106! 
I1Q6 

"I 


$128,029 
123.373 
117,256 
125,702 
121405 


$10,598 

10,598 

11,796 

12,$0e 

0,306 


Net 

Sorplu 


$17  431 

8,776 

2,972 

13.103 

12,140 


Net 
Premiums 


m2,663 
10,932 
12,599 
14,301 
11,503 


Total 
Income 


$21,278 
10,668 
22,306 
24,009 
19,693 


Paid 


n3,076 

6,592 

11,860 

2,304 

2,402 


Div- 
idends 


$7,000 


9,000 
8,000 
7,000 


Ex< 


$8,703 
7,669 
9,668 
9,985 
9,040 


Total  Ex- 
penditures 


$18,778 
14,261 
30,428 
20,379 
18,532 


Incurred 


$3,075 
6,502 

20,084 
2.304 
2,492 


both  fire  aad 


*  Includes  $8,641  marine  premiums  and  $216  marine  losses 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


PHCENIX  FIRE  AND  MARINE  INSURANCE  COMPANY,  Memphis,  Ttnn. -^CmOiniied, 

REAL  ESTATE  OWNED:  Qmatoti  of  onMiiuter  laterat  in 
60  MTOB  of  land  in  Azk.  and  home  and  30  ft  lot.  Boz«laA  are.. 
Memphis,  eaniied  at  market  value. 


ASSETS,  DECEMBER  31,  1909:  Re  J  estate  owned  fbook 
value.  $1,823),  $2,600;  mortgage  loans  on  real  estate,  $43,400: 
bonds  and  stocks  owned  (market  value),  $46,140;  ooliateral 
loans,  $12,200;  cash  in  omoe  and  bank,  $5,150;  mterest  and 
rents  accrued,  $1,658*  other  assets,  $16,972;  total  admitted 
aasetB,  $128,029.  Liabilities:  Unearned  premiums,  $10,598; 
capital  pakl  up,  $10,000. 

RISKS  AND  PREMIUMS:  Fin  risks  In  foroe  December  81. 
$1,004,491:  pramluffls  thereon,  $20,618. 

GASH  DIVIDENDS  SINCE  ORGANIZATION:  $127,00a 


MORTGAGE  LOANS:  Thewi  affirecate,  $43,409  on  property 
located  in  Memphis,  valued  at  more  than  double  the  amount 
loaned.  There  was  no  interest  past  due  oa  December  31,  last. 
Company  holds  ample  fire  insurance  on  ihe  mortgaged  buildings. 

MISCELLANEOUS:  GaDltal  increased  in  1883  from  $135,000 
to  $150,000;  raduoed  in  1^  from  $150,000  to  $100,000.  Com- 
pany operates  only  In  Tenn. 

DIRECTORS:  H.  M.  Neely,  H.  L.  Coleman.  W.  J.  Otawford. 
W.  B.  Johnson,  W.  E.  Love,  Thos.  Eeyer.  W.  R.  Bsibdafe. 


PHENIX  INSURANCE  COMPANY,  Brooklyn,  N.  Y. 

President,  E.  W.  T.  Gray;  Vice-President,  Henry  E.  Hess;  Vice-President  and  Secretary,  David  Rumsey.    Organized.  1853. 


YXAX 

Assets 

Unearned 

Net 
Surphu 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 
1006 
1906 

$9,973,247 
9,565»948 
8,719,795 
9,501,321 
8,859,129 

$6,549,447 
6,180,198 
6,434,581 
5.290,103 
5.212.475 

$511,396 
1,010,453 
849,462 
1,626,824 
2,236,779 

$6,807,989 
7,858,986 
6,823,266 
6,166,958 
5.998.425 

$7,160,246 
7,691,431 
6,663,584 

'»7,610,931 
6,305,950 

$8,698,294 
4,584.042 
8,109,741 
6,011,621 
2,964,239 

$800,000 
300,000 
800.000 
200.000 
150.000 

$2,077,725 
2,956,723 
2,425,903 
2.451,421 
2.302,547 

$6,076,019 
7,840,765 
5,835,644 
8.662.942 
5,406,780 

$3,658,906 
4,514.808 
3,255.058 
5.987,561 
2,962.126 

*  Includes  $1,000,000  premium  on  new  stock. 
Assets,  December  31,  1909. 


Real  estate  owned  (book  value) 

Mortgage  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value). 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due. 

Interest  and  rents  accrued 

Other  assets 


$67,500 

529,500 
6,738,212 
1,603,803 

918,202 
16,526 

100,004 


Total  admitted  assets $9,973,247 


LxABiLinxs,  Decembbs  31,  1909. 

Net  losses  unpaid  (including  $57,634  resisted). . . .  $547,404 

Unearned  premiums 6,549,447 

Reserve  for  contested  liabilities  for  claims  growing 

out  of  Sheldon  transactions 640,OOC 

Other  liabUities 225.00( 


Total  liabilities,  except  capital  and  surplus..  $7,961,851 

Capital  paid  up 1,500,00< 

Sundus  over  all  liabilities. 511,39< 

Total  liabilities,  capital  and  surplus. $9,973,24' 


RISKS  AND  PREMIUIIS:  Fire  risks  in  force  December  31. 
$1,067,005,031;  premiums  thereon,  $12,882,792. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$178,560,533;  losses  paid,  $90,023,652;  dividends  declared,  cash, 
$5,724,000. 

REAL  ESTATE  OWNED:  Includes  a  3-story  brick  building 
at  114  Broadway.  Brooklyn  (occupied  as  a  branch  office),  whi^ 
is  carried  at  $10,000  (book  value.  $16,500).  a  4-story  buildine  at 
150  Montague  st.,  Brooklyn,  osnled  at  $32,500,  (book  value, 
$40,069)  and  the  3-  and  4-story  buUdings  at  113,  115  and  117 
Broadway,  Brooklyn,  carried  at  $25,000  (book  value,  $70,365). 
There  are  no  encumbrances. 

UORTGAQE  LOANS:  There  are  11  loans  aggrenttng  $544,500. 
9  of  which  (none  exoeeding  $6,000)  are  on  dwdltngs  in  Brook- 
lyn and  Mt.  Vernon.  N.  Y.  and  which  seem  fully  secured.  The 
largest  kwns  are  one  of  $135,000  on  198  Montague  st,  Brooklyn 
(formeriy  owned  by  the  oompany),  valued  at  $120,000,  and  one 
of  $375,000  on  12i--14  CSourt  st,  Brooklyn  (foimeny  owned  by 
the  oompany),  valued  at  $426,000.  No  interest  Is  reported  as 
past  due. 


BONDS  AND  STOCKS  OWNED:    See  Fidelity-Fhenix  FLn 

MISCELLANEOUS:  Capital  increased  from  $200,000  i 
$500,000  In  1864;  to  $1,000,000  in  1865  and  to  $1,500,000  in  lOOl 
new  stock  was  sold  at  300  per  cent  thus  adding  $1,000,000  j 
surplus.  Conflagration  losses:  Cbicago.  1871,  and  Boston,  187 
$939,779;  Baltimore,  1904,  $459,231;  Toronto,  1904.  $120.83 
San  Frandsco,  1906.  $2,988,122.  Values  of  special  deposil 
Can..  $221,638;  Ga..  $10,000;  N.  M.,  $10,000;  Va.,  $55,200. 

DIRECrrORS:  Frank  J.  Logan.  William  J.  Logan,  Geon 
M.  Hard,  E.  C.  Converse.  B.  J.  Qreoihut,  Henry  Evana.  £.  1 
T.  Gray.  Henry  E.  Hess. 

FIELD  MEN  AND  TERRITORY  COVERED:  See  Fidelit 
Fhenix  Fire. 


PHCENIX  INSURANCE  COMPANY,  Hartford,  Conn. 

President.  D.  W.  C.  Skilton;  Vice-President.  Edward  Milligan;  Secretaries,  John  B.  Knox,  T.  C.  Temple.    Organized,  1854 


Yeas 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Lossc 
IncixzT 

lOOtt 
1908 
1007 
1006 
1005 

$9,041,424 
8,834,271 
7.905,453 
7,010,668 
8,140,630 

$4,293,242 
3,967,498 
3,945,278 
3,628,964 
3,266,967 

$3,066,837 
2.169.175 
1.421,837 
1,283,323 
2,380,939 

$4,889,176 
4.551.494 
4.726.360 
4.448.877 
4,058,048 

$5,277,487 
4,871.204 
5,143.684 
4,885.935 
4.826.423 

$2,151,338 
2.382,571 
1.946.389 
3,401.688 
1.843.336 

$309,760 
280,360 
248.000 
223,000 
283.000 

$1,829,158 
1,771,868 
1,772,506 
1.662.166 
1.537.049 

$4.200,2M 
4,484,709 
3.066,806 
6,286,754 
3,664,285 

$2,100 
2,408 
1,956 
8,470 
1,80G 

AssBTS,  DxcxuBis  31,  1909. 

Real  esUte  owned  (book  value,$131,165) $141,013 

Mortgage  loans  on  real  estate 52,983 

Bonds  and  stocks  owned  (market  value) 8.121.703 

Collateral  loans 15,200 

Cash  in  office  and  bank 707.634 

Agents'  balances,  not  over  3  months  due. 817,324 

Interest  and  rents  accrued 74,262 

Other  assets 11,305 

Total  admitted  assets $9,941,424 


LiABiLinss,  Dbcembxk  81,  1000. 

Net  losses  unpaid  (including  $24,303  resisted). . 

Unearned  premiums 

Taxes  accrued 


Total  liabilities,  except  capital  and  auiplua 

Capital  paid  up 

Surplus  over  all  liabilities. 


Total  liabilities,  capital  and  surplus. , 


S40( 

4,29: 

St 

84,87^ 
2,00 
3,00 


89,94 


BEPOKTS  OF  FIRE  INSURANCE  COMPANIES. 


PHCENIX  INSURANCE  COMPANY,  Hartford,  Conn.- 


nRM;,att  p 

BII8DIE88   SINCE  OROANUATIONi 


lEAL  EffTATE  OWNED:  CooiMi  d  ■  fronp  o(  itorM  ud 
hf^  a  »-Sl  FUri  It.,  BartlMd,  book  nhx,  W6,BZa.  iDiJ, 
anad  It  tUDjnO  ud  dwdUnj  propvzty  tt  38-W  Levit  aL. 
ninl  U  SIUI3. 

lOBTGAGE  LOA)%  Rn  of  Uu  11  Iohu  «n  woa  Hutlonj 
Mbw.  OH  cl  OMOa  bdm  Mond  by  110  FuBlKtoa  btb., 
nhxliltUjOOa.  ntntMiiilBilausanapMruiiignptttiM 
■  Sm-  ud  Kcb.  and  3  dwdliiiff  in  VjibMb.  Ol  Tm  loUJ 
■KnK  o(  kui4.  KZASa,  ■  pniMM  by  mstitm  viIihI  U 
Ilium  lod  but  1133  <i  btHst  ni  onliliM  DHdiibo  31,  Iwt. 

OILUTEHAL  L0.1N8  in  *•  toOoin: 

Tonicn  laonxv  Co.,  H  Ahh U.IDO  ^  S^ 


Ein^  Tr.  Oa_  HirtfonL  Onm.  ja  thn 

lotak. 

BOne  AND  STOCKS  OWNED: 
<imgt,Trt,mi.»%. 


*.!»{ 


MM 


MB,32S        tU.300 


EsM,  Cnn.,  anirtb  St  DIl,  IBi: 


?a.3 


108.000      laitoa 


hntaal  ORt>BT]r,  lioa.  si, 

hnlniOib.  nt  ku,  im5«i... 

rgntaod.  Oft.  be  loui,  ISIS.  fi% 

f^rttti.0n^l^lKS,5% 

UkkI.  Vl,  mt.  IHl.  B% 

!t  H«n,  P.  9^  i5l8.  «%- 

in..  V,CriSSr.mttjnp^]9»-«.  G% 

HMta.  Bin.  CdL,  Uns.  5% 

»«-nil,Cm.,  IMS.  4% 

UL  t  Dot.  R.  R..  M  m.,  IHB.  1%  . . 
UbU».Bkab>AuB.  W  m.,  1031, 1%. 

amalHuc  19»,  44% 

at  I'»,U»r..  1.48.1% 


<ll*L,r..lM7.S%_^.,. 

aLt«.i.>L.cB.m.,imsl 

ai.tW.lHLs.itt,l9t2.4% 

ai(Eri>R.R^lKD..ltei.G% 

OU  9U.  Kf.  Ck).,  Kt  m..  A..T.4.S.F., 


TJU  R.fit4.P.W.  Dir.), 

lUU  a.P.{W.4  ItDir.)  1  _ 

~    —  -^     c  St.  Rjr.  Co..  1  m.,  ff-. 

Col  R.  B.  gl  R.  , 
IM.t  B*d.CiLjat 
DoILIPlD.  ■ 

[>F*ai  By..  1  a^ . 

Qaa.Mit*E.,litiL 

&■  By,  w  BL.  s.  lam  7%. . . 

E«  &r.  Pi..  oU  IMl,  4% 

EMaal.tMboT.  litD.Jt«.«'..imU>% 


.  «r_  IMl,  B51. 

iT.di.  o.,  IW  Kt.. 


F- 1 F.  M..  d..  IM  a.  IBn,  ^ 

Gi.  Tk.  Ijl  K.  1922;  e% 

0™»i«  B.  B.  *  Bkc  Co..  1»4T.  4% . . . 

ImCacnl.  c,  1«».  S% -- 

bd,m,4U,lrtBi,l»«.4%. 

Uit  SriE  *  Vertan.  1017.  S% 

L  itll.g„d..  1»3I.4% 

l'MAV>LTWnD.,lMl.S% 

I'M  TiL  ^  IIL^.,  I  a^^MO.  41% 
U*r.  a  iSt.  L,  lit  a..  l»4e.  5%  •  - 


^  T.  Cntiii  Eo.  Tr..  t»l&  B% 
N  T.  CbIbI  Eq.  T>,  1«1«,  5%     . 


FD  Stoou  OWHU. — Cfltt. 


.,fr.,  i«n,a%.... 

l^.<.r.<l.,ll»irH% 
R.  Co.,  o..d.l»4S.8% 


,s.  ,t  .1.  AiaTuu,  «..  m.iiEr.),  man.  v 

Tie  Et.  R.  9Kiiiltigi  Cb..  DtiL,  IBS2,  4' . 
T  H.*F.,IrtBi.,B.,lM2.S%.. 
Tai.R.R..\iKL.o(3l.l..litB.in.,1M4,5'. 
Tin.  R.  H.  Ann.  otSL  L,  1  m.,  11»3U.  If  ^ 
1  "r!in(,>.  Huslllon  i  Bull.,  1  m.,1B4G.4' ; 
1:..  MWI»i.d,ioi.iii.,  1B«.S%  .... 
N"  Y.  1»(k:1i  Co..  Ill  a.,  I»i1,  4%  .     . 

■^,1  W.  Tl.  Co..  p.,  IBM,  «% 

\\'.  L'nioQ  Tl.  Co..  leSO.  4t%    . 

Au  Nit  Bk.,  Hirtlcffd 

Anw.  Nit  Bk.,  Hutliird 

Cbiuda  Tr.  Co..  N.  y 

CMirTr.Co.,N.Y 

CbirtD  Oik  Nii  Bk.,  HiHIoid 

Cy.  Bt.  Hirtlord 

CommoDiniJIb  Bk..  RldiMBd,  Vs. . . . 

Coon.  Rl™  Bk..  Hulfonl 

(rirmenAlhehuils  Hit  Bk,  Hirttbnl 

Fnoklln  Tr.  Co.,  N.  Y -. 

Hutfofd  Nit  Bk.,  Button! 

Hutfoid  Tt.  Co.,  Hirtloid 

Homt  Nit  Bk^  MerldiB 

ItBperiil  Bk.,  Tonato.  Oat 

RotrnnUlu  Tr.  Co..  N*«  YoA 

N«t  S.  Bk.,  HuUord 

NitOensu  Amu,  U.,  8t  Fm] 

Now  Britafai  Nit  Bk.,  N»w  Brltdi 

FtKHdx  Nit  BL.  Hirtford - 

BtitoBl[.,Hirtfoid aftOOO 

areurily  Co..  Hutford 1.000 

Witoibuy  Nit  Bk.,  Witerbor; WXXI 

Bei^  CiMk  R.  It,  gr IMOO 

BoatoBEkviledRy.Oo.... 30,000 

C.  C  C.  *8t  L  B.  R.  Co.,  n JO.OOO 

C  C,  C  i  8t  Look  R  R.  &.,  am . , . .  13,300 

Cbl..  lUnukM  A  Bt  Pin],  p 10.000 

C  i  Pitta.  R  R  Co_  tr It.OOO 

Ft  W.  d>  Jtekw*  B.  £  Co,  p.,  fr M.OOO 

OlRRABIkCo £1.300 

Ronla  t  BmiK.  R  Qt.,  p tftOOO 

N.  Y,  N,  H.  *  H.  R.  R  Co 260.000 

N,Y..N.H.A  H.KR.Co..lit  in.tSl.S  pd.  OS.OOO 

N.  Y.  k  Hul«m  R  R  Co..  p Il.i00 

N.  r,  Onit  AH.  R.B.S.CO 120,000 

N.Y.C.*H.R.R.R.Co„rt«.loJrab 

P1.R.RCD 237.000 

P»rti  A  Buruu  Vil.  R  R.  Co..  gr.. . . . .  M.OOO 

Htti,.  McKoot  *  y.  R.  R.  Co.,  gr 25,000 

RaiHelicr  A8inlo(iRRCo..Ir.-...  25.000 

Shiron  R  R  ot  Pi.,  gt 2i,000 

UnlUd  New  Itntf  R  R  *  Cull  Co.,  gr.  10.000 

W«t  End  et  R».  On.  BoHoi,  gr S.800 

Amu.  H.  t  Cibk  Ok,  gr. 10,000 

Empbi  k  Biy  SUla  Tl.  Co..  gr U,0OO 

G.  iBlk.  11.  Co.,  gr a0.000 

Hirlforf  EL  Lt  Co 15.000 

Holrokt  Wit  R>w.  Co 180.000 

m.  *  Hta*.  n  Co.,  gr. 20,000 

Int«mitl«al  0«u  Tl.  Co.,  gr 20.000 

NwiLTI,Oo.,n ISOJWO 

New  York  DoS  Co..  p  41,000 

H.  Y.  Hutuil  TL  Co..  gr 3.M0 

Pit  4  AU.  Tl.  Co.,  gr 7.426 

So.  k  AUialle  Tl.  Co.,  gr 1 1 JM 

W.  DBlon  Tl.  Co 20,800 

Totili  (book  Tilue,  37,047,004). 


lOOO^ 

sg.06» 

02,Mn 
SOS.OOO 
35.109 
3g,37& 
152,40a 
7,800 
S2S.s;» 
M.50O 
32,260 
41.750 

25!00Q 
10,004 
40,000 
».76l> 
33,Ma 


11,000,000;  b  1881  (o  32.000,000.  ConBwiUon  Iookk  CUsue. 
ISTl,  1037,219;  BoMon.  1ST2.  t383,S50rB>ltliDOn^  IKH,  3337,- 
21fl;  BuPmidno.  1300.31,771,103.  Vilos  o[  ipccUl  dcpmltK 
Ok.  310,400;  Cko.,  3170,140,  Vl,  »t.8T5. 


REPORTS  OF  FIRE  INSURANCE  COHPAHIES. 


PH(ENIX  INSURANCE   COMPANY.  Hartford,  Conn. 


DlREtTTORS:  Ourin  K.  BeKfa.  FUiit  J<  _ 
on,  I^iBU  B,  Jewell.  H«nry  C.  DwJtbt,  Wud 
C.  SUItos,  CUiIh  H.  Horthui.  Edw.  ■'"<■— 
ChM.  HopUiH  Oirk. 


DME\ANT)T- „..   ,,„. 

fUstlon  of  bome  oSge.  Hen  England,  Middle  ind  Soulb 

Sutu.    SjwiU  uFDts:    Bi^n  1,  Slinp»n.  AtlsnU.  Gl:  J.  I 
"■    ■'       ■'  N,  v.;  C.  W,  V»iiV»ikenburjili..ptBiJwfn 


fi.  HUUne.  Boalon.  Uul; 


1.  N.  Y.:  J.  J. 

(UlBdElf^ 

—  Huooibil   .  _., 
1.:  J.  W,  Friend,  Ji 


B.  F.  WUtoUD  uid  H.  B,  Wculiuii, 

— ., — ,  ._, E.  Ortiwoli!,  N.  Y.  Cy.,  for  M.  J.; 

Hualbil  War!,  Fartlatid.  He.;   1.  H.  RabeiiiKni,  AukuiM, 
'"""■■""  ~  B.  KMliniMd  W.  Bod 


..-.,,..,;...,...,,,..,..„,..,.. ^.     „ „.  .>mIiiii Ml 

ICeCuii,  D.1U.,  Tpi,;  Oen,  H,  Hirlwell,  HuuitouTTd. 
Long,  Jr..  New  Orlaiu,  La.;  Love,'      '     ' 

Sills  It.  CbJcuo;  a  H.  Wlmrmd 
O  ;  H.  W.  Ciroy,  ipeclll  nmw 
Ulrid.  ipsclil  B«>n(,  Undniiitl.  I 
agent.  LauliiHlle,  Ky.;  W.  H.  eiii". 


Tmibc  aula  ■mt.EwuQtr,  Ho.;  F.V.  Bora 

8Mla  Nniit,8L  loulL  Ho.;  Wm.  A.  itA,  ipHiil  innt,  Kua 
CUr.  Ho.;  7ohii  P.  Dda.  Slala  unt,  OiuU  Nsb.:  B.  HerdccB 
SUta  tM,  Uhrauktt,  Wk.;  H.  A.  Fnedj,  m«lil  ■amt,  M 
wbiAm  Wk.;  J.  L  Coohoii.  Blits  nut  Si  FmL  Hlu.;  Job. 
CvNk  tfttHi  (fMiL  8t  Pud,  Hbuw  F  B.  Ldb,  8MI«,ij--- 


L   A.P.ilnn.«Bdili(Bt, 
t,  UMtnc  Wet.;  W.  OOi 


I.  Ldb,  8lal«  ueo 
wo,  nL:  a  H.  La< 


OwoB.  Wi^;  Oso.  W.  Bolton.  Btala  ifnl,  Dta  Hoiiw.  ti 
Jod  B.  Ivn,  amnl  h^tetor.  ClMlBua,  0^  H.  IL  Sknn.  qwd 
^t,  OkUbom  Cttr.  Okk..-  Qn.  S.  fTiaB,mBtal  ■■« 
Hobtrt  Folitt.  MiMMt  Hunl  Mn^  «0-HS  SiiniMBta  ■ 
S*n  FrucW  Cal.;  J.  B.  Hitdier j!W  I).  Hill,  umW  agoit  I 
~  '  '"  -.J.nnT.8HUk,Waib„lbr8ouMrilMrictHWl 
Welk  ftwiUwl,  (t-    '    '       


(U.*i>dNcT.:  P.J.._.^ 

&;  W.  Hi™  Welh,  PBrtUwl,  O 
Urn  Ab^o,  CU.  tmSo.  CU.  iDil 
WutuT^t  NHl  Idt.;  F.  W.  J(     - 
J.  W.  TiUej,  Buiuger,  " 
^iB  ompioy  opvnto  bi 


Pb^ 

PHCENIX  INSURANCE  COMPANY,  Pasadena,  Cal. 

mt,  T.  U.  Mnrphy;    Vice-Prcsidciit.  N.  T.  Hortco;    SccnUry,  C  P.  SpiniDC.    Onuiicd.  1«0T. 

Ytui 

Amu 

SSSS 

sS» 

P.S... 

Total 

■gs- 

s 

Ei- 

^^|.i^ 

I1M,M( 

"■!S 

•a 

«.» 

'!:!£ 

an 

*Sg 

IMS 

i2f... 

Aggm,  DiCEMBEi  31,  I 

Real  estate  Dviwd 

Uongage  Ioum  on  ml  a 


Sloda  owned  (oiariEet  nine). 

Cuh  In  office  Bsd  bank 

Agaia'  baUncei.  not  over  3  n 
Intetat  icoued. 


Total  wimitied  aa 


Total  liabOitiea.  eiixpt  capila^aDil  urpjm., 

Cupliiil  paid  up 

Sun>lui  over  all  liabilitieB. 


al  liabilitieBi  capital  ai 


RISKS  AHD  PREUnUS:  Fin  riikt  b  (orM  DcKmbet  31, 
tlM,<Ml,'  pnaiiinH  Ibaiwi.  33,001. 

BtlSINESS  SINCB  OROANIZATION':  Fmaiunia  icnlnd, 
KUMI;  loMi  paid,  1213. 

B£AL  ESTATE  OWNED:  CsuUli  ol  i  pIkh  oI  ptaperty  at 
PiMlnia.  OaL.  earrled  at  ha  Ihao  mariiel  value. 

HORTOAOE  LOANS:  Then  an  t  loam  tor  I3J125,  fint  lleng 
on  property  at  Pattdena  worth  time  tiinea  the  BJnouot  loaned 
Ibereos.  No  ioteiHl  ia  pyt  due  and  (ompany  bsMa  «,400  of  fire 
InAuraone  on  martKiflvd  DuBdbea. 

hr  Harkst 

STOCKS  OWNED:  Vain.  Valw. 

RavBiiie  Oil.  1,300  ifaan (1,300  tl,IIOO 

AmaMB  01),  TOO  ahana. 1^)00  SZO 

Nevada  CliM,  ISO  aharea iMOO         UXM 

HoooUght,  IMO  ahars. 100.000         01,000 

Totali  (book  value  388.120} tlZTJOO        388,130 


HISCELLANEOUS:    TUg  i 


y  wafl  incorpoiated   iiiid< 


_.  ._  _ _  .7  aod  comrni.       .  _         . , 

.,  IWS.     ll  wriln  surp]ii>  1hi»  Dulaide  Dt  Aril.  tluDUgh  I^ttibni 
t  KmuK.  Fhila.  for  Ijutcm  Stataa.  Otarlea  finxk Jones.  Chii^ 
.IL.  for  Hidd)e  n«t  SIal». 
DIROrrORS;    T.  M.  liurphy,  N.  T.Hortoo,  B.a.  Hortm.  I 


PIEDMONT  FIRE  INSURANCE  COMPANY,  Charlotte,  N.  C. 

Pnsidcnl.  Henry  M.  McAden:  Secretaiy.  A.  L.  Smith.    OrganiBd,  189S. 


iD7|iiia 


««,ll 

M.J. 


ASSETS.  DECEHBER  31. 1! 


Uortpui  loam  on  I 


13,871:  apmta  bahneea.  tl7,lW:  mtemt.  3184;  total  a 
3m^I.  LiabilitlK  Low>  unpaid,  3S,aOO:uneanisdprem 
t7Ma7;  total  Halnlltie^  183,307;  »l»lal  paid  up,  3iOC 
net  emi  auvloi,  3t2,Di«. 


but  earned  at  t7t.0IW. 


HORTOAOE  LOANS:    Then  amrtftl*  3173J3S.   and  ■ 
protected  by  improved  real  eatats.  valuKl  at  mors  tun  double  t 

HISCELLAHEOnS:    Capital  incnaied  in  ISM  from  330  0 

"       "    ■    ■"-      WKOOO  and  in  IWB 

ISM,  312,900. 

"  .  HizAde 


)4.Iw;  P 
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PIONEER  FIRE  INSURANCE  COMPANY,  Oklahoma  City,  Okla. 

W.  H.  Schlabach;  Secretury,  C.  B.  Holahan.    Orsaniaed.  1907.  


Tbax 


1909 
1908 
IS07 


$158,340 
•78^279 
48.181 


$31,649 
14.870 
4427 


Net 

Snrphu 


$74,506 
•12.960 
—5.996 


Net 

FmnioiiM 


$59,862 
27.826 
7.512 


Total 


$76,410 

80,847 

9.174 


P^ 


$88,618 
11,145 
1,178 


klcndt 


Ex. 


$18,837 

15,252 

6,197 


Total  £z- 
penditUKs 


$40,945 

26.397 

7.875 


Incorred 


$23,460 

11,832 

1.178 


—  Tnipairmmt.    *  Indudjnc  $25,000  surplus  contributed  by  stockholders,  February  4.  1909. 


ASSZTB,  FXBSUAKY   15.   1910. 

llartsage  loans  on  real  estate 

CQlhleialkMuis 

Caah  in  office  and  bonk 

Agsnts*  balances,  not  orer  3  months  due 

laicnstand  rents  accrued 

fiiSs  recehrable 


Total  admitted  assets. 


$63,915 
1,050 
81,231 
6,011 
1.535 
4,498 


$158,240 


LlABILmZS,  FXBSUAKY  15,   1910. 

Net  losses  unpaid 

Uneanied  premiums 

Other  liabJUties 


$1,530 

31.649 

553 


Total  Ikbflities.  except  capital  and  surplus. 

Capital  paid  up 

Surplus  oter  all  liabilities 


$33,733 
50,000 
74,508 


Total  liabilities,  capital  and  surplus $158,240 


MORTOAGE  LOANSc  Thoe  loans  soregate  $63,915  and 
are  pnrteeted  by  firrt  fiens  on  improved  piupeftf  in  Oklahoma 
Gty  sad  Oklahoma  fann  lands  Tslusd  at  more  than  doable  the 
aKMDt  loaned. 

MQCELLANEOUS:  This  eompaay  eommenead  batneas 
Kay  1, 1907,  nader  the  title  ci  the  Home  Firs  lasofaaee  Company 
vtth  a  cmk  capital  of  $50,000.  Additional  oash  suxplQi  of 
ttStOOO  paid  in  in  1909.    An  amended  charter  was  fssoed 


July  36,  1907.  chsnglm  the  name  to  the  Pioneer  Fire  lasuranoe 
Company  of  OUahoma  (Sty. 


DIRECTORS:  W.  H.  Sddabach,  Anton  H.  daasen.  C.  B. 
Holahaa.  William  Mee.  Geo.  G.  Sohlberg.  R.  J.  Edwazds.  T.  F. 
Memmincer,  £.  D.  Nims.  8.  R.  Raymond,  G.  M.  Smith.  E.  E. 


PIONEER  FIRE  INSURANCE  COMPANY,  Tacoma,  Wash. 

President.  John  D.  Atkinson;  Secretary,  J.  H.  Bridgeford. 


MISCELLANEOUS:  This  company  was  OfKaniied  as  a  mutual 
te  1899.  and  in  1900reonani8ed  as  a  stock  company  with  an  authoi^ 
bed  capital  of  $1,000,500.  It  abK>rbed  the  Falls  Cit;  Fire  of 
Spokae.  Wash.,  late  in  1909.  The  company's  condition  as  of 
Decenber  31.  1900  was  as  foUows:  Aaets:  Mortgage  loans. 
S33i38;    mortgage  bond  on  real  estate,  $50,000;    real  estate 


owned,  $1,400;  collateral  k>ans.  $4,375;  stocks  owned,  $17,600; 
bills  receivable,  $30,171;  due  from  other  ocmpanies,  $2,215: 
premiums  in  course  of  coUectwn,  $20,494;  cash  in  office  and 
bank.  $23,709;  other  aaMts.  $3,734:  total  assets.  $187,293. 
Ubibilities,  total  except  capital,  $67,004.  Surplus  as  to  policy- 
holders. $120,288. 


PISCATAQUA  FIRE  INSURANCE  COMPANY,  Portsmouth,  N.  H. 

President,  Calvin  Page;  Secretary.  Alfred  F.  Howard.     Orsanized,  1907. 


Yeak     Assets 

Unearned 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ez-         Total  Ex- 
penses    !  penditures 

Losses 
Incurred 

1909         $25,940 
IMS           22,408 

$7,045 
7,304 

$8,299 
5,104 

$8,070 
9.970 

$9,034 
10,554 

$2,292 
5,170 

$1,000 
1.000 

$2,144          $5,436 
2,533            8,803 

$2,293 
5,180 

A^rrS.  DECEMBER  31.  1909:  Bonds  owned  (market 
tiItk).  62.140;  eash  in  office  and  bank.  $3,514;  interest  accrued, 
eS2;  total  admitted  assets,  $25,946.  LiabOities:  Net  losses 
»pajd,$l;  unearned  iwemiums,  $7,645;  capital  pakl-up,  $10,000; 
mrpbs  over  all  liabilities,  $8,299. 

BI3SS  AND  FREMIUIIB:  Fire  risks  in  force.  December  31. 
t]j027J71;   premiums  thereon,  $14,060. 

Bl^INESS  SINCE  ORGANIZATION:  Premiums  received. 
$K994  kMsea  pakl.  $8,382;  divklends  dedarsd.  cash.  $2,000. 


BONDS  OWNED: 


Allegheny  Co.,  4% 

Am.  Locomotive  Co.,  5% 

Mobfle  AOhkK  % 

No.  Pac  A  Ot.  No.,  C.  B.  &  Q.  Jofait.  4% 


Par 

Market 

Value. 

Value. 

$10,000 

$10,200 

5,000 

5.000 

5,000 

5.000 

2,000 

1.940 

Totak. 


$22,000        $22,140 


MISCELLANEOUS:    Company  operates  only  In  N.  H. 

DIRECTORS:  Calvin  Psfe.  Fred  H.  Ward.  Thomas  Entwistle, 
Wm.  C.  Walton.  Alfred  F.  Howard,  John  W.  Emerv,  Alva  W. 
SuUoway.  Parker  W.  Whittemore.  Morris  0.  Foye,  Josepn  0.  Hobbs. 
Wallace  D.  Smith.  John  H.  BarUett,  Albert  Wallace. 


PITTSBURG  INSURANCE   COMPANY,   Pittsburg,  Pa. 

President,  R.  J.  Wilsan;  Vice-President.  D.  C.  Shaw;  Secretary,  R.  J.  McKnight.    Organized,  1851. 


YCAI 

Ifl09 
1908  ! 
1907  > 
1996 
1906 


$383,329 
375.250 
387341 
374,193 
344.587 


Unearned 
Premiums 


$115,317 

112.208 

106.715 

89.968 

77.290 


Net 
Surplus 


$145,180 
144.465 
160.034 
169.707 
151,471 


Net 
Premiums 


$146,533 
188,191 
147.313 
130.044 
110,850 


Total 
Income 


$164,684 
156.303 
165.816 
149,098 
125,597 


Paid 


$76,761 
88,445 
60,757 
46,725 
46,816 


Div- 
idends 


$16,000 
16.000 
16,000 
16,000 
16.000 


£z- 


$71,614 
76.869 
64,618 
54,884 
47.836 


Total  Ex- 
penditures 


$164,375 
180.814 
141,375 
117,609, 
110,652) 


Losses 
Incurred 


$81,100 
90,768 
66,090 
49,502 
44,618 


AS6BTS,  DXCEMBES   31,    1909. 

Beil  Estite  owned  (book  value.  $43.111) 

Mortpce  loans  on  real  estate 

BoDdi  and  slodcs  oirned  (market  vahie) 

CoSatcKal  loans 

Cash  in  office  and  bank 

Aceals*  belamcfs,  not  over  3  months  due. 

lalereat  and  rents  accrued 

Other 


$53,000 

267,410 

9,100 

3.250 

18.635 

15,551 

9,637 

8,345 


Total  adotitted  assets. 


$383,329 


LiABiLiTiBs,  Decembeb  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


$19,832 

115,317 

3,000 


Total  liabilities,  except  capital  and  surplus . , 

Capital  paid  up 

Surplus  over  all  liabilities. 


$138,149 
100,000 
145.180 


Total  liabflities,  capital  and  surplus. $383,329 
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PITTSBURG  INSURANCE  COMPANY,  Pittsburg,  Pa.— Con/fiMicrf. 


December  31,  $18,173,701. 
ConfllBto  of  4  dwelling  properties 


FIRE  RISKS  IN  FORCE: 
REAL  ESTATE  OWNED: 
dtuated  in  Fitteburs* 

MORTGAGE  LOANS:  Them  aggresate  $207,410  and  are  pro- 
tected by  improved  real  estate  in  and  near  Pittaburg  valued  at 
more  than  double  the  amount  loaned  thereon.  Oompany  hokls 
ample  fire  inauranoe  on  mortgaged  premii 


DIRECrrOBS:  R.  J.  Wilaon.  D.  C.  Shaw,  J.  Q.  Andoaon, 
R  J.  MeKnklit.  Joaeili  H.  Gordon,  Robert  8.  Bodth,  Jum  M. 
FullertoQ,  llieodore  Q.  Daub,  J.  Boyd  Duff,  Edwttd  Hotan. 
Alexander  M.  Soott 

FIELD  MEN  AND  TERRITORT  COVERED:  Joinh  H. 
Gordon,  general  agent,  Pittaburg,  Pa.;  Herriek  &  Atiat»eii,  189 
La  SalleBt.,  Chlea9>,  general  acenta  for  IUh  Mich,  ud  Wle. 
The  eompany  opeiatea  in  Pa.,  Du  Mieh..  0.  and  Wia 


PORTSMOUTH  FIRE  ASSOCIATION,  Portsmouth,  N.  H. 

Preaideat,  Calvin  Page;  Secretary,  A.  F.  Howard.    Organised,  1887. 


YXAK 

Aasets 

Unearned 

Net 

Net 

Total 

Lossea 

Div- 

Ex- 

Total Ex-     Losses 

PrMninma 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

$167,700 

$21,020 

$84,239 

$17,032 

$24,097 

$8,011 

$6,000 

$7,008 

$16,079 

•5'S?^ 

1908 

147,110 

21,071 

74,987 

18,800 

24,712 

12,908 

6,000 

7,260 

26,224 

13,210 

1907 

148,449 

21,006 

71,486 

18,617 

24,264 

6,020 

4,000 

7,064 

10,074 

6,920 

1900 

142,794 

21,402 

71,382 

19,810 

26,099 

8,107 

4.000 

0,902 

19,009         7,609 

1906 

186,167 

18,762 

06.471 

19,880 

28.900 

7,188 

4,000 

18,206 

24,404'         0.070 

Assets,  Decembxk  31,  1909. 

Mortgage  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value) 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due. 

Interest  accrued. 


$3,600 

144,407 

7,390 

1,002 

807 


Total  admitted  assets $167,700 


LlABILinSS, 

Net  losses  unpaid 

Unearned  premiums 


DXCEUBER  81,  1909. 


12,601 
21,026 


Total  liabilities,  except  capital  and  surplus , 

Capital  paid  up 

Surplus  over  liabilities. 


$23,627 
60,000 
84,23d 


Total  liabilities,  capital  and  surplus. $167,700 


RISKS  AND  PREMIUMS:  Fixe  risks  in  fores,  December  31, 
$3,406,174;  premiums  thereon,  $40,787. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  raeeivedf 
$381,271;  losses  paid,  $190,479;  dividends  declared,  eash, 
$06,600. 

MORTGAGE  LOANS:  There  ara  2  loans  aaregatina  $3,600; 
one  for  $1,000  on  a  bouse  and  lot  in  Duluth,  lunn.,  and  another 
for  $2,600  on  land  and  buildings  In  Benton  Co.,  Minn.  The 
property  is  valued  at  $10,000,  and  the  oompany  holds  $1,200 
of  insuranee  on  the  buildings.    No  interest  pa^  due. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


Boston,  Utm.,  3}s 

Boston  &  Lowell  R  R.  48. . . . 

Boston  ft  Me.  R.  R.  Zin 

Goiombia  Co^  Wash.,  I^s 

Conoord,  N.  H.,  3}s 

Gonoord,  N.  H.,  48 

Concord  k  Montreal  R  R  3^. 
Conoord  ft  Montreal  R  R.,  48. 

Dover,  N.  H.,  48 

Evansville  Elec.  Ry..  4s 

Gorham,  N.  H.,  4s 

Hillsboro  Co..  N.  H.,  48 

Keene,  N.  H.,  48 


Par 
Value. 

$3,000 
4,000 
10,000 
2.000 
6,000 
1,000 
6,000 
3,000 
2,000 
6,000 
8,000 
5,000 
2,000 


Market 
Value. 

$2,880 
4.000 
9,400 
2,020 
4,860 
1,020 
4,700 
3.000 
2.000 
3.950 
3.000 
6.000 
2,000 


BOHDS  AND  StoCES  OwNBD.— <?OfU. 

BoNse.— Coft<. 

Lisbon,  N.  H.,  Sis 

Maiden,  Mass..  4s 

Manchester.  N.  H.,  4s 

Maasachuaetts,  Sis 

Newton,  Mass.,  48 

Pacific  Tel.  A  Tg.  Co..  68 

Pennqrlvania  R  R.,  4s 

PittBfield,  N.  H..  4s 

Portland,  Me..  348 

Portsmouth,  N.  H..  4s 

Rockinidiam  Co.,  N.  H.,  4s 

Sslt  Lake  Cy.,  Utah,  68 

Tiffin,  0.,  Wat  Wks.,  Os 

Xenia.  0.,  Wat.  Wks.  Co.,  58 

Stocks. 

Conoord  ft  Montreal  R  R 

U.  S.  Sted  cpn.,  p 

Worcester,  Nashua  ft  Rochester  R  R. 


Totals. 


Par 

Maricet 

Value. 

Value. 

$6,000 

$4,900 

10,000 

10,300 

6,000 

5,000 

2,000 

1.940 

10,000 

10.400 

6,000 

5.00O 

6,000 

5,200 

1,500 

I.50O 

2,000 

1.980 

9,500 

9.50O 

2.000 

2.040 

3,000 

8.00O 

6,000 

5.00O 

2,000 

2.00O 

7.100 

11357 

10,000 

12.500 

8,000 

4.410 

$137,100 

$144,407 

MISCELLANEOUS:    Company  operates  only  in  N.  H. 

DIRECTORS:    Oalvin  Page.  Albert  Wallace,  Joseph  O.  Hobba. 
Alfred  F.  Howard. 


THE    POTOMAC    INSURANCE    COMPANY    OF    THE    DISTRICT    OF 

COLUMBIA,   Washington,    D.  C. 

President,  John  T.  Arms;  Secretary,  A.  K.  Phillips.      Chartered  by  spedal  act  of  U.  S.  Congreaa,  1881. 


Year 

Assets 

Unearned 
Prrmiums 

Net 

Surplus 

Net 

Total 
Inconie 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$344,719 
281,149 
274,901 
2M,062 
2.^.840 

$70,017 
19,739 
20,592 
23,808 
19,747 

$54,900 
58,700 
52.072 
88,484 
27,182 

$133,278 

18,180 

15.142 

18,890 

P20,209 

$148,723 
25,023 
27,188 
80,447 
41.711 

$21,939 
3,101 
2,582 
4.091 
2,737 

$58,504 
14,219 
15,482 
14,028 
10.604 

$80,448 
17,880 
18,004 
18,110 
19.401 

$83,33« 

1908 
1907 

3,50< 
2,02i 

1905 

1.44* 

1905 

3.48 

Assets,  December  31,  1909. 

Real  estate  owned  (book  value) $25,075 

Mortgage  loans  on  real  estate 229,640 

110  snares  Farmers  &  Mechanics  Bank;    Wash- 

litftpn  Safe  Dept,  10  shares 34,500 

Cash  in  office  and  bank 28,498 

Agents'  balances,  not  over  3  months  due 24,203 

Interest  and  rents  accrued 2,695 

Other  assets 113 


Total  admitted  assets $344,719 


LxABiLinss,  December  81,  1909. 

Net  losses  unpaid  (Induding  $145  resisted) 

Unearned  proninms 

Other  liabOitiea 


Total  liabilities,  except  capital  and  suiplus. 


$11.83 

7«,61 

1,3C 


Capital  paid  up 

Surplus  over  aU  liabOitiea. 


$80,7£ 

200,OC 

54,9( 


Total  liabilities,  capital  and  surplus. 


t344.71 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


155 


THE  POTOMAC  INS.  CO.  OF  THE  DISTRICT  OF  COLUMBIA,  Washington,  D.C.— Cim*. 

RISKS  AND  FRElfIT71f&    Fire  rieks  m  forte  Deeember  31, 
Sl8,iOSj01«;  pRBumnB  thereon,  1147^19. 

BKikL  ESTATE  OWNED:    OouMt  of  property  ritnted  in 


WmL.  a  a    Totel  Rate  leeelTed  ta  1M9, 


taxM  and  ex- 


HOSTGAGE  LOANS:  There  an  86  loans  asgresfttlng  $229,040 
o  Itfopeitj  dtoated  in  Wuh..  Tallied  at  more  than  doiri)le 
the  moaBt  loaaed  thereon.  No  interest  part  doe.  Company 
boUi  S24i,ft50  of  lire  tneonaoe  on  the  bnlldlnsk 

lOSCELLANEOUS:  Capital  inereMed  in  1B99  from  I76,M0 
to  tSDOjOOa    CboAagntton    Iowk    Balto..    1904.    S341.898. 


DIAECrOBS:  W.  H.  Acker,  John  T.  Anna,  J.  H.  Br^y,  Oea 
W.  Brown.  John  A.  K^.  John  Cook.  H.  Bradley  Davideon. 
John  Joy  Edroo,  Chae.  W.  Fairfax,  J.  Eakin  Gadaby,  George. 
Howaid.  Chaa.  E.  Howe.  W.  J.  nather.  Jean  L.  Heidcall,  Chae. 
E.  Hood.  CUrenoe  F.  Norment,  R.  E.  FUro,  O, B.  nbeam.  a 
W.  F.  Swartiell,  B.  H.  Wareer,  W.  H.  Walker.  Geo.  W.  White, 
Miirmy  A.  Gobh.  Alex.  K.  Phillips. 

FIELD  MEN  AND  TERRITORY  COVERED:  John  A.  Kelly, 
New  York,  general  agent  for  all  territory  except  D.  C._  The  com- 
pany operates  in  D.  C..  ni..  Mass..  Mich.,  Mo.,  N  D..  0.,  Pa. 
and  W.  Va. 


PROVIDENCE  WASHINGTON  INSURANCE  COMPANY,  Providence,  R.  I.§ 

PrmlcBt,  J.  B.  Branch;  Vke-Presklent,  C.  D.  Dunlop;  Treasurer,  Geo.  E.  Bixby;  Secretary,  A.  G.  Reals;  Assistant  Secretaries 

W.  H.  PhOlips,  G.  C.  House.    Incorporated,  1799. 


Yeas     Assets 


Sa.4JS.546 

k,0»5.749 
2.632.186 
2.6S1.483 
2.077.672 


Unearned 
Pienuusks 


S1.924.A14 
1,766^062 
1,697.488 
1,664.168 
1.660.068 


Net 
Surplus 


$671,790 
404,661 
220,660 
191,884 
668,069 


Net 
Premiums 


n2,688,628 
2,416,115 
2,840.464 
2,174,298 
2,466.416 


Total 
Ina»ne 


$2,803,462 
2,619,086 
2.429,715 
2,884,668 
2,669.876 


Paid 


»|1,899,960 
1,466,802 
1,260,143 
1,968,242 
1.296.860 


Div- 
idends 


$60,000 
37,600 

'  '25.666 
60,000 


£x- 


$916,068 
862,091 
822.485 
766,072 
826,802 


Total  Ex- 
penditures 


$2,365,083 
2,364,898 
2.072.678 
2.748,314 
8,172,662 


Incurred 


$1,892,836 
1,506,766 
1,188.868 
1.980,890 
1.211,471 


•  Incfaidcs  $566,268  marine  premhuns  and  $317,496  marine 


31,  1909. 

Bends  and  stodcs  owned  (market  Tahie) 

Cash  in  office  and  bank 

Anntsf  belanrf^,  not  over  3  months  due. 

Bills  receivable  taken  for  premiums 

Intotst  accmed. 

Other 


$2,847,896 

180,201 

416,678 

24,813 

17,778 

1,686 


Total  admitted 


ta $8,438,546 


LiABiLmss,  Dbcbmbbk  31,  1900. 

Net  losses  unpaid  (including  $14,018  resbted). . . .  $202,242 

Unearned  premiums 1,924,514 

Other  liabflitiea 60,000 


Total  liabilities,  except  capital  and  surplus. .  $2,266,756 

600,000 
671,790 


Capital  paid  up 529'2S? 

Surplus  over  aU  liabilities. 


Total  liabBities,  capital  and  surplus. $3,438,546 


RISKS  AND  PREMITTMS:  Fire  risks  in  force  December  3, 
1315,384,191;  ptcminns  thereon,  $8,414,486;  marine  and  inland 
nab  m  fbree,  615.441.167;  premiuma  thereon.  $344,288. 

BUSINESS  SINCE  ORGANIZATION:  Fremhmis  received. 
M0485,6n;  iossca  paid.  $36,206,727;  dividends  declared,  cash, 
12,668.068. 

BONDS  AND  STOCKB  OWNED:  Fkr  Market 

Bona.  Value.  Value. 

Beaton,  MMS^lfiSS,  3)%. $50,000  $48,000 

Ft.  WayneJnd^waLwks.  r.,  1919, 8i% . .  26.000  24,000 

ladlMofts  puk  imp..  1927. 4%. 26.000  26,000 

BtiteorMaaB.,lfet.W^Loan,  lOftS,  ^%  88,000  79,481 

Stateoa[MB.,abaofgiadeeroak.l9288i%  6^000  4366 

state  of  Mssn.,  1086. 84%. 26,000  28.960 

X.7.cy.cpulk^l«67,4% 60.000  64376 

Fs«taaket.R.I..sr..im.4% 26^00  26.000 

FavtQcfcet.R.L.se..  1939.4%. 40^00  40^00 

PrevldeDee.  R.  L.  pub.  fanp.,  lOW.  8%. .  50,000  44312 

ShodeIihad.lfekFkckkMn.1968.34%  100.000  106,000 

^*WMk,  Ga^  f .  g.  b..  1960.  4i% 10.000  10.850 

Boaton  *  Prer.  R.  R.  Cp.,  4s.  1918,  4%.  100,000  99,500 

Boatso  A  Me.  R.  R.  Co..  g..  1944.  Wo. .  26.000  26,500 

L 3.  AM.  So..  1928,4% 17.000  16.236 

ULVaLRyX}ou,lst  DLC..19M,  44% 15,000  15,938 

5.TXLA  HJLR.R.4.,LS.eol.,1966. 34%  26,000  20,187 

yi.YJiJLA  HJSJLOoc,ev.  d.,  im,  84%  100,000  98,250 

5o,Ffee.AGLNo.Jt..aB.AQ.ooLU»l,4%  50,000  48,376 

P.M.R.R.Co.,eB.B^50yr.g..l961,4%  20,000  17300 

AcMr.TLATg.Co..eol.te.,1929,4%..  26.000  28,000 

B:i&toTe.Cb.,lstm.g.,1948.6% 20,000  21,200 

CoUNlBtliA.R.R.Q)L,]stm.,g.,199i36%  10.000  9,200 

Go.IlGo.er.g.e.,d..  1017.5% 60,000  88,500 

IlH.GnrELGo..g.m.l934,6% 26,000  24.876 

lfaftageBd.CaofNrY.,1966,4%....  25,000  22,500 

.V»risIUfrXb^Prov..R.I.,d.e.676,1913.4%  3330n  58.136 

aP.GMU.Gb..fli.m.g.,1044.5%..  86300  24,375 

Usfte(rreJkELCo.,Ptov.Jstm..gl0335%  26,000  26376 
tfattsd  ELLfeJk  VvwX>y.^di.M  es30yr. 

B,^19».44% 20.000  18300 

SlOGD. 

ChLftHwn.Ej.Cb..eoa 50300  91.000 

ChLftNwB.B7.a>^p 40300  88300 

C,Ca*8rLE.R.Co..eom 8300  7,172 

a,CaASt.L.R.R.Oo.,p 20,000  20300 


Bonds  and  Stocxb  Ownh>.— <7oiif.  Far           Market 

Stocxb.— Con<.  Vahw.          Value. 

GtNo.Ry.Co $60,000       $86,026 

Manhattan  Ry.  Oo 20,000         27,775 

N.Y.,N.H.4  H.R.ILs.r.tc.Njtk.25%pd.)  4,175           6.596 

No.fticRy.Oo 60,000         87.150 

No.  Seeurittes  Co 600             5ffl 

Old  Cokny  R.  R.  Co 21,000         40,950 

Pa.R.R.Co 62.500         86,489 

Rtta.,  Ft  Wayne  ft  ChL  Ry.  Co 80,000         62.200 

R.,W.&0.£r.Co 20.000          24.800 

Blaekstone  Ctoal  Nat  Bk.,  Frovideaee. .  55,000         66,000 

Cent  Tr.  Co..  N.  Y 7,600         76.126 

Fourth  Nat  Bk.,  N.  Y 25.000         51.100 

Industrial  Tr.  Co.,  Providence 25,000        1 28,000 

Nat  Bk.  of  Commeiee.  N.  Y 37.500         75.000 

Nat  Park  Bk.,  N.  Y 30,000        138,000 

U.  8.  Tr.  Co..  N.  Y 10.000        125.000 

PWl  River  GssWks.  Co 5.000          14,500 

Gn.  Adj.  Bureau 400              400 

On.  Fire  Extinguisher  Co.,  d.8tk 22,300         32.336 

Gt  No.  Ry.  Co.,  iron  on  properties 80.000         24,300 

Narragansett  EL  Lt  Co 6.200          11.406 

PScGMstSavIaaaAssn 250         _250 

ProvideneeGasCb 32,500          80.460 

Prov.Gas  Go.^ub.  repts-to  new  8tk.30%p.  3,900           7.254 

PiovidenoeTl.Co 87300         71.626 

So.  Ad.  Bureau 100             100 

UnderwriteiiT  Salvacs  Co.  of  N.  Y 600             500 

Underwrltenr  Salvage  Co.  of  Chi 1.000           1,000 

What  Cheer  (^ 200.000        200,000 

Totals  (book  value,  $2,060325). . . .  $2,030,426  5$2,847.895 

b  Amortised  values. 

MISCELLANEOUS:    In  1871  received  for  "call  on  capitaT 
$60300;   1875  capital  increased  from  $200,000  to  $400,000;  ia 
1808  from  $400300  to  $600,000.    Conflagration  kMaes:    Chi., 

1871,  $^142;  Boston,  1872.  $101^79;  Balto.,  1904,  $148,610; 
San  FrancMCo,  1906,  $794,244.  Vslue  of  special  deposit  m  Ga., 
$10,850. 

DIRECrrORS:    Wm.  Ames,  F.  W.  Caxpentor,  R.  I.  GammeO, 

Royal  C.  Taf t  Eugene  W.  Mason.  J.  B.  Branch,  C  D.  Dontop, 
A.  H.  TUllnghast  Edward  F.  ChOd. 


IT 


botii  in  and  oailaa  lasunassi      I  Statcnsnt  according  to  Rhode  Island  standard. 
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REPORTS   OF  FIRE  INSURANCE   COMPANIES. 


PROVIDENCE  WASHINGTON  INSURANCE  COMPANY,  Providence,  R.  h-^ofUimied. 


amati 


FIELD  MEN  AND  TERRITORY  COVERED:  Spedia  I 
itK  A.  B.  Foiriw,  BottoD.  Man.,  for  Me.,  N.  H.  ud  E. 
B.;  J.  W.  DeWolf,  Prov.,  R.  L,  for  Vt,  W.  MMk.  R.  I.  and 
Conn.;  W.  E.  Maynard,  Uttoa,  N.  Y.,  for  N.  Y.  State  (outride 
MetropoUtan  db.  and  L.  D-W.  V.  A.  Keeler,  Fhlla..  Bk,  for 
N.  J.,  E.  Fa..  Del.  D.  C.  and  E.  Md.:  E.  a  Andenen,  Pitta., 
Pa.,  for  W.  Pa..  W.  Md.  and  W.  Va.:  W.  S.  Vaughan,  Rodgr  Mount, 
N.  C.  for  Ga.,  N.  and  8.  C;  W.  0.  Van  der  Voort,  Naahvilfe.  Tenn., 
for  AtIcm  Ky.  and  Tenn.  W.  department:  Cfaicaso,  IlL,  8.  T.  Gol- 
lina.  manager,  special  agents:  F.  W.  Ransom.  CqL  0.;  0.  E. 
Oreen,  Indianapolis,  Ind.,  Chas.  E.  Connany.  Mil.,  Wis.;  Geo.  C. 
HoCFman.  SedaJk.  Mo.;   Geo.  W.  BrimBTGiu..  UL;   Edward  R 


Ghannan.  Detroit.  Mich.;   Ghas.  F.  Butts.  Minneapolis 
C.  Gypraeeasen,  Hutchinson,  Kan.;  H.  M.  Beck,  DetTer;  I^. 
department:    J.  F.  D.  Curtis.  maJoager.  San.  Fran,  Oii..  E.  C. 
Morgan  and  G.  L.  Qreenwalt,  speeMi  agenta.    So.  department: 
J.  D.  Kitchen,  k  Bro.,  gmeral  agenta,  New  Orieana,  La.  Special 
agents,  Ghaa.  H.  Storts,  Fort  Worth.  Tex.,  for  No.  To.;  Hennon 
F.  Lloyd.  Houston,  Tex.  for  So.  Tex.:  E.  A.  Rachel.  Vieksburg 
MiM.  for  Miss.;   Edw.  W.  Ghariton,  New  OrleanL  La.,  for  La.. 
Fla.  department:    J.  H.  Norton,  general  agent;  Louii  Z.  Baya. 
aasirtant  general  agent;  Thames  i  Batre,  Mobile.  Ahu.  genoal 
agenta  for  Ala.    Ine  company  operates  in  all  the  States  and 
territories  excepting  Alaaka  and  N.  if. 


PRUDENTIAL  FIRE  INSURANCE  COMPANY,   Manchester,  N.   H. 

President,  Joseph  Quirin;  Secretary,  Geo.  Blancbet;  Assistant  Secretary,  Geo.  A  Blanchett    Organized,  1903. 


Year 

Assets 

Unearned 
Pmniuma 

Net 
Surplus 

Net 
Premiunia 

Total 
Income 

Losses 
Paid 

Div- 
idenda 

Ex- 
pffifffif 

Total  Ex- 
penditures 

Losses^ 
Incuiiod 

1909 

$78,796 
36,583 

16,051 

$22,600 
10.583 

$8,899 

t$22,546 

$2,269 

$3,116 

$5,385 

$2,269 

1908 

■  «•■•>•       « 

t  Includes  $12,500  surplus  paid  in. 

ASSETS.  DEGEMBER  81.  1909:  Mortgage  loans  on  real 
estate.  $28,100;  bonds  and  stocks  owned  (maricet  yalue),  $32,270; 
cash  in  oflSoe  and  bank,  $16,853;  agenta'  babnoes.  not  over  tiiree 
months  due,  $046;  interest  and  renta  aoerued,  $626;  total  ad- 
mitted assets,  $78,795.  Liabilities.  December  81, 1909:  Unearned 
premiums,  $6,051;  other  liabUitica,  $244;  total,  $64i94;  capital 
pakl  up.  $50,000. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
$609,107;   premiums  thereon,  $8,719. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  receired, 
$8,899;  losses  paid.  $2,209. 


MORTGAGE  LOANS:  There  are  9  loans  agsrenting  $28,100 
secured  by  land  and  bufldings  in  Manchester,  N.  H.,  valued  at 
$56,850.  No  interest  ^ast  due  on  December  31,  last  Hie  com- 
pany bdds  $30,100  of  insurance  on  the  building. 

MISGELLANEOUS:  Oompany  commenoed  business  with  a 
paid-up  capital  of  $25,000  and  an  mitial  surplus  of  $10,000.  Cap- 
ital increased  in  1909  to  $50,000  and  $12,500  addHional  surplus 
paid  in. 

DIRECTORS:  Joseph  Quirin,  Geo.  Blanebet,  H.  Pariseau. 
Edmond  Pinard,  A.  L  Gadbols.  Theophile  J.  Labresque,  John 
H.  RainTille.  J.  A.  Guay,  L.  P.  La  Bonte,  J.  E.  Laroehelle,  Thos. 
Morin.  Eugene  Quirin. 


QUEEN  INSURANCE  COMPANY  OF  AMERICA,  New  York,  N.  Y. 

President,  E.  F.  Beddall;  Vioe-President.  G.  W.  Burcbell;  Secretary,  Nevett  S.  Bartow.    Organised,  1891. 


Year 

AaseU 

Unearned 
Premiums 

Net 
Surplus 

Net 

Premhims 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
pcnaea 

Total  Ex-        Lo»ea 
penditnres    IncuxTrd 

1909 
1908 
1907 
1906 
1905 

$8,622,543 
7,811,799 
6,844,560 
6.506,637 
6,841.016 

$3,802,445 
3,585.616 
3,414.439 
3,170,757 
2,783.988 

$3,279,745 
2,721,302 
1.961,539 
1,834,469 
2,722,661 

$4,493,507 
4,354,377 
4,190,108 
4.040.543 
3,489.221 

$4,787,479 
4,613,346 
4,420,719 
4,361,034 
3,659,004 

$2,210,526 
2,401,352 
2.008,487 
3,275,818 
1,728,907 

$200,000 
100,000 
100,000 
100,000 
100,000 

$1,666,745 
1,575,149 
1,518,473 
1,294,949 
1,168,937 

$4,067,271  $2,172,814 
4,076.501  2,446,58^ 
2,361,960  1,031,16€ 
4,670,7621  8.371.07€ 
2,997,8441    1,711,324 

Assets,  Decembxk  31,  1909. 

Mortgage  loans  on  real  estate $65,000 

Bonds  and  stocks  owned  (market  value) 7,427,983 

Cash  in  office  and  bank 382,854 

Agents'  balances,  not  over  3  months  due 677,122 

Interest  accrued 66.356 

Other  assets 3,228 


Total  admitted  assets $8,622,543 


Liabilities,  Decexbes  81,  1909. 

Net  losses  unpaid  (including  $04,430  resisted) . . . 

Unearned  premiums 

Other  liabilities 


$379,074 

3,802. 44i 

161,27? 


Total  liabilities,  except  capital  and  surplus. .  $4,342,79) 

Capital  paid  up l,000,OO( 

Surplus  over  all  liabilities. 3,279.74^ 

Total  liabilities,  capital  and  surplus. $8,622,M: 


"*  RISKS  AND  PREiaUlfS:    Fire  rtaks  to  fom,  December  31, 
$625,136,904;  premiums  thereon,  $7;tl9, 130. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$52,278,573:  losses  paid,  $27,642,039;  dividends  declared,  oash, 
$1,500,000;  stoek.  K00,000. 

MORTGAGE  LOANS:  There  are  3  kiana  aoMitlng  $65,000. 
whieh  are  protected^  properttca  valued  at  $106,500,  and  the 
company  holds  $75,000  Inswanoe  on  tiie  buildings.  The  loans 
are  as  follows:  $30,000  eaeh  on  408  and  410  W.  115th  st..  N.  Y. 
(valued  eaeh.  at  $49,000);  and  $5,000  on  1418  Pae.  st.,  B'klyn 
(valued  at  $11,500). 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Boiraa.  Value.         Value. 

U.  S.  Government,  1930,  2% $10,000  $10,200 

.of  B'klyn  Graveaendiinn.g..l984,3i%  75,000  69.755 

§.  of  B'klyn  OB.  g.,  1936-87, 1^% 445,000  418,860 

.of  B'klyn  Mem.  Mon.,  g.,  1927.  8i% .  5,000  4,750 

Bute  of  Qa.,  1918,81% 10,000  10,000 

HaHfaz.  N.  8..  stk.,  5% 60,000  69,000 

£7.0(Ml£mtnal.  Can.,  d..  1942,  ^%.. . .  34,066  Sl/)00 

Montreal,  Ou.,  8.  f..g.,  1942, 4% 70,000  70,000 

Montreal  Harbor  d..  1924, 4% 10,000  10.000 


Bonds  and  Stocks  Owned.— Conf.  Par 

Bonds.— Con/.  Value. 

N.T.  State  canal  imp.ioan.  g.,1912^  3%  $200,000 

N.  Y.  State  Highway  imp..  1956, 8% . . .  BJOOd 

N.  Y.  C^.  OB.  g.,  1925-40,  8-3i% 1.012,000 

Ottawa.  Can.,  sr..  1928, 3i% 30,900 

Pbrtland,  Ore.,  wat  loan,  1923. 5% 50.000 

Cy.  of  Rlehmond,  Ya.,  19SO-38,  4%. ...  50,000 

£10,000  Cy.orrorontooB.k)and.l92Mi%  48.666 

Cy.  of  Vietoria.  B.  C,  1.  imp.  d.1918,  4%  20.000 

Winnipeg,  loan  Imp.  d.,  1919, 4% 12.000 

A.,  T.  &  8.  F.  Ry.,  gn.  m.,  g.,  1995. 4% . .  12,000 

AtLGoast  L.  R.R.lBteBjn!5Qyr.f.l«^  4%  50,000 

B.  k  0.  Ry.  Oo.,  nrlor  fau,  g..  IttS,  3i% .  60,000 

B.  *  Mp  R.  R.  20^r.  ba.,  1929. 4i%. . . .  50,000 
£10.000  Ou.No.Ry.lst  m.,1930. 4%. . . .  48.666 
aiLlLof  N  J.gn.  m.,  lOO^fear  g.,1987,6%  100,000 

OBntPae.R7.,lBtrjn.,g.,10M.  4% 76,000 

Ches.  AOJRy.  50>yr4..1989, 5% 100,000 

C,  B.  *  Q,  R.  R:,  gn.  m.  ba..  liWS.  4%. .  100.000 
C.,B.ft  aR.R.mLdiv.),  m.,  1940, 3i% . .  50,000 
C.,fl.  ft  8.  R.  IL,  50-yr.  g.  hs..  1966.  4%  60.000 
C,  M.  S  At.  P.  Ky.,  g.  d.  ba.,  1934, 4% . .  100.000 


Value 

$204.5C 

S,15 

961.72 

28,2< 

54^ 

50^ 

45,2! 

20.« 

12,« 

12.01 

48,0< 

46.51 

52.5 

49.e 

125.0 

72.7; 

1U.O 

100.0 

4S.O 

47.5 
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QUEEN  INSURANCE  COMPANY  OF  AMERICA.  New  York.  N.  Y.^-ConHn^ted. 


BoBot  AMD  dfocD  OwmD.— Coii<. 

BOXDS.— CmI. 

CJU8LP.^.(CLAJ>..W.iii)liiLCl921  fi% 
C]Lft.8LP.(p.ftOt.8)Utin.g.  bdi.5% 
CIL  A  St  P.  by.(D.DlT.)l  m^  W20.  fl% 
a  k  NvB.  By..  aO-jr.  <L,  1921,  6%.... 

CL  4  HvD.  RT^kf^iL,  1933, 6% 

CH.J.*P.R.R^S..ltt8.4% 

F^  E.  A  MoL  VaL  R.  B.  M.  m.,  1038, 
B«^  VaL  Bj^  Ut  M.  DL,  s^  19W.  4| ' 
aCJLB.(SLLdlT.Atm.)lstmgl961 3|^, 
Ij^JILk  Ia.R.R.lsi  m^.  1«60. 4%. .', 
l£jk  WJLSLUt  m.  SO-yr.  K^  1«7,  fi% 

L3.A1LSowR7m1«7.H%u 

LSA  M.  So.  Ry^,  2^yr^  s^  1028,  4% . . 
Leof  Uaad  R. IL.  r.  m.,  g.,  1040,  4%. . 
L  4  N.  nslfied  50-jMr  c.,  1040. 4% . . . . 
Met  Si  Rv^  CD.  m.  ft  coL  tr^  f..l0074% 
MobOe  ft  0.  rTr.,  Irt  m.,  1027. 6%. . . . 

X.  J.  le.  R.  lU  lfl(  m..  1088.  4% 

y.7XLft  EJLBJLJKn,^^^  1034.  4< 
X.7^  Bfob^^lst  m^  40-yr.,  £.,  1027,  f 
"ToriSoIk  ft  W.R7^1«t  ei.iD^,  lOOS,  4^ 

]So.Fke^Gt.Na,jafait.l»l,4% 

N.PuJ{y.ptk»lB.ftlaiid  glOO-yrKlOO?  4% 
Or&  I.  R.  R^  25  yr.  r..  Km  1020,  4%. . 

£SanOFlk.R.R.gB.iiL,mO,8% 

IVofIa  ft  E.  Ry^  Ut  et.  m.,  lOM,  4%. . 
B.  ft  P.  B.  R.  es.  lit  m.,  40-yr.  1022. 6% 

R.ftP.B.B.]«(iD.,g^l021.(^ 

1  Cy.  ft  I^cRJUlst  m.x.,10aB,  H%, . 
Sa  Pkc  RR..lat  r.  m.  g-Ta..  1066.  4%. 
SL  L^  L  Mte.  ft  So.  By.,  1031,  6%. . . . 
SLF.JI.ft]C.R7/Dik.Ezt).l]ag.l010  0% 
StP.JLft  ILBt-cuilc.,  1083. Jh«%.. 
nird  Are.  R.  R^  Ijt  m..  g.,  1037, 6% . . 
r.P.R.E^lat  ni^RJb  L  s^  6a-yTKl047  4% 
Uaim  Pte.RJLl  ft  rjii.s.ba.,  2008,  4%. 
Valid  RR.  Iran  Cm.  B)  f.  hs.,  1067, 4%. 

W.aB.R,lstBM2881,4% 

P»T.lfaBitDba  dniB.dla.No3f  d..l035,4% 
PnnrJfautoba  draiiu]k.NoJ  d,1087. 4% 

£6jX»llaiiitobsd..l010,5% 

£1OjDOON.Zakad0tk..lO2O.4% 

Pk«T.ofOiit.d^l03«.8i% 

£6.260  Qoebee  fnMxibed  ■uL,  1037,  8% . 
SiDcm. 

Ajbany  ft  Sngaehaiuia  R.  R 

AacglMay  ftW.  Ry 

AHuteft  Ghmrlotto  Air  Line  Ry 

BLftaR.R..p 

www  Cxci^k  Ky . •••• 

Bdblo.  Rodioiter  ft  Pitta.  By.  p 

Chi.  Sol  Ry 

CMivwa  R.  R.  M  i».  ftk..  g 

ChL  ft  E  IB.  R.  R,  p 

C,lLftat.P.}Ry.,p. 

CkL  ft  Now  W.  By.,  p 

Ou  3t  P.,  M .  ft  Omalia  Ry.,  p 

C  CL,  CL  ft  St.  L.  Ry~  p. 

C3ettfaiid  ft  nttabwi^R.  R 

DcL  ft  Bovad  BiDolc  R.  R 

Erie  ft  Pita.  R.  R  sUc.  g 

PL  W»oe  ft  Jackaon  R  R,  p 

G,aftaR.R.«tk-g, 

10.  Oeat  Oeaaed  line),  R.  B 

iacknn,  LMoiiig  ft  Saglaair  R  B 

KttkattBi  Elevated  By 

XontaftEMexRR 

Hadnile  ft  Deeator  R  R 

lLT.ftHHiciBR.R 

5.T.L.ftW.Ry 

SaCbnnBaR.R 

Ft.  Wayne  ft  GhL  Rr 

bTb 

ftSmtogaB-E 

BpBK,  Watertovn  ft  OfdeDabuigh.  R  B 

81  Lo«ii  Bdf^  lit  p 

S«B.RB.ef  Ga. 


Far 
Tahie. 

$60,000 
25.000 
70,000 
1.000 
87,000 
60,000 
42.000 
26.000 
60,000 
26,000 
60,000 
47.000 
76.000 
26.000 
26,000 
88,000 
60.000 
80.000 
76.000 
10.000 
30,000 
60.000 
6.000 
76.000 
24.382 
26.000 
60,000 
17.000 
60,000 

100.000 

20.000 

4.000 

38,000 

10.000 

8.600 

100,000 
60.000 
60.000 
86,000 
6,000 
20.400 
40.000 
40.000 
80.626 

24.800 
60.000 
33.100 
20.000 

101.000 
36.000 
60.000 
22.360 
86,000 
60,000 
37.600 
28.400 
10,000 
60,000 
22.100 
15.800 
84.800 

103.600 

100,000 
29,000 
60.000 
70.000 
16.000 
41.260 
08,500 
80.000 
86.000 
60.000 
70,000 

100,000 
88.600 
44.200 


Mtfket 

Talw. 
864.600 

26.260 
81.200 

1.070 
41,070 
40,600 
64.600 
26.750 
44.600 
24,600 
67.000 
43.240 
72.000 
24.760 
26,000 
28.800 
60.500 
80.300 
72.000 
10.800 
20.400 
48,500 

5.150 
71.250 
24.362 
23.260 
50.500 
10.890 
46.000 
05.000 
22.000 

4.040 
43,800 
10,000 

6.630 
08.000 
40,000 
61.000 
35,700 

5.100 
20,604 
51.450 
88.400 
26,081 

74.400 
87.600 
63.221 
18,400 

101,000 
47.060 
86,000 
25.026 
42.000 
86.000 
86,126 
47.712 
10.700 
88,000 
48,758 
24,400 

117.872 
01.168 
08.000 
26.100 
70.500 

128.600 
28.200 

120.037 

1220^6 
50.400 

140.600 
64.500 

180,300 

126.000 
40.022 
60.888 


BOHM  AND  SfOCO  OWKMD.^€oiU. 

Stoceb.— CmI. 

Dakm  Pm.  R  R,  p 

United  N.  J.  R  R  ft  Oual 

Utiea  ft  Black  River  R  R  atk..  g. 

VaLRR 

Warren  RR , 

The  Fanneiii'  Loea  ft  Tr.  Co 

On.  Adj.  Baiean , 

MahonlnglnY.  Go , 

So.  Ad.  Bueau  etk , 

Underwiltenr  Salvage  Co.  of  Ghl 

Underwriton^  Salvage  Go.  of  N.  Y 

W.  Adj.  ft  Inap.  Co 


Par 

Value. 

860.000 

68.000 

16,300 

1.600 

45.250 

10,000 

150 

8.700 

1,000 

1,000 

1.000 

100 


Market 

Value. 

$82,400 

157,500 

28,525 

2,048 

80.002 

186.800 

160 

6,656 

750 

760 

1,260 

100 


Totak  (book  value,  $7.270.406). . . .    $6.484,637    $7.427.088 

MISCELLANEOUS:  Thla  company  waa  organiied  to  take 
over  the  American  buaineaa  of  the  Queen  of  UverpooL  A  majori^ 
of  Ito  atoek  la  held  by  the  home  office  of  the  Boyal  of  Liverpool. 
Capital  ineraaaed  hi  1004  from  $600,000  to  $1,000,000  by  atoek 
dividend  of  $500,000.  Gonfiacratton  lo«ea:  Ottawa.  1000, 
$120,000;  JackaonviDe,  fla.,  1001.  $56,032:  Patezaon,  N.  J.. 
1002.  $123,060;  Balto..  1004.  $426,030;  Bocheater,  1004.  $28,522; 
Toronto,  1004.  $256,206;  San  Flandaco.  1006,  $1,576,575.  Valuea 
of  apedal  depoalta:  Can.,  $528,580^  Ga.,  $10,176;  N.  M.,  $10,250; 
Va.,  $51,500. 

DIBEGTOBS:  Jamea  StiUman.  Alezaader  E.  Orr,  Edward 
V.  W.  Boaatter,  William  A.  Naah,  Heniy  Henta.  David  Bingham. 
0«ood  Wdah.  Edwin  S.  Mazaton,  Edward  F.  Beddall,  Jamea  A. 
Maedonald.  Oeorge  W.  Bur^eD.  Nevett  S.  Bartow. 

FIELD  MEN  AND  TEBBITOBY  COVEBED:  P.  D.  Mc- 
Gregor, Chicago,  III.,  manager.  A.  B.  Monroe,  aaaiatant  manager 
W.  department  Special  agenta:  Cyrua  Woodburjr.  Columbua. 
0.,  for  0.;  E.  M.  Braddock.  New  Lexington,  0..  aaaiatant  special 
agent  for  0.;  Frank  A.  Vemor.  Detroit.  Mich.,  for  Mich.;  0.  D. 
Wicke.  Detroit.  Mich.,  aaavtant  apecial  agent  for  Mich.:  J.  Fits- 
aeraM.  Indianapolis.  Ind.,  for  Ind.;  F.  W.  Stone.  Delavan,  III., 
for  111.;  Walter  W.  Conklin,  Mflwaukee.  Wk.  for  Wia.;  Lewis 
F.  Daniel.  Mmneapolia.  Minn.,  for  Minn.;  H.  E.  Minty,  St.  Louis. 
Mo.,  for  Mo.;  Heniy  B.  Handy.  Chicago.  Mo.  aaststant  for  Mo.; 

C.  0.  Whipple,  Topeka.  Kan.,  apecial  agent  for  Kan.  and  Okla. 
J.  D.  Carpenter.  Dea  Moinea.  la.,  for  la.;  H.  H.  Miller,  Omaha. 
Neb^for  .\eb.;  R  T.  Baker,  Fargo,  N.  D.,  for  N.  D.  and  S.  D.;  T. 
R  Fletcher,  Denver,  Colo.,  for  Colo.,  Wyor  and  Black  Hilla; 
J.  P.  Hutchmaon,  city  manager,  Chicago,  111.  for  Cook  Co.,  111.;  A. 
M.  Raymond,  111.,  special  agent  tor  Cook  Co.;  M.  G.  Katabeck.  Cbl, 
HI.,  inspector  for  Cook  Co.;  S.  Y.  Tupper,  Atlanta,  manager;  Fiank 

D.  H(wand,  aasisaant  manager,  Fred  Geddinga  agency  secretary. 
Cent,  and  So.  department  R.  C.  Harrison,  special  afent  for  Oa.. 
Ila.  and  S.  C;  John  H.  Curry,  apecial  agent  for  Ky.;  E.  B.  Dewey, 
apedal  agent  for  So.  Va.,  and  N.  C;  S.  F.  Ninenger.  apecial  agent 
for  No.  Va.,  and  W.  Va^  W.  M.  Haynea,  special  agent  for  Tenn. 
and  Ala.;  W.  H.  Van  Wart,  Dallaa,  Tex.,  special  agent  for  Tex.; 
R  S.  Bust,  Jr.,  N.  0.,  La.,  special  agent  for  La.  and  Miss.;  BoUa 
V.  Watt,  San  Francisco,  CaL,  manager  Pao.  Coaat  department 
eompriring  Cai.,  Nev..  Ore..  Waah..  Ida..  Mont,  Utah,  N.  M., 
Aria..  Alaa.  and  Haw.  lalands;  John  T.  Fogarty,  assistant  manager; 
F.  B.  Kellam,  branch  aeeretary.  Special  agenta:  H.  R.  Burke, 
Portland,  Ore.,  for  Ore.  and  Waah.;  J.  T.  O'Brien.  Spokane.  Waah., 
for  Waah..  Mont  and  Ida.;  E.  P.  Eldred.  Fresno.  Cal..  for  Cen. 
Cal.:  J.  B.  Walden,  San  Francisco,  for  No.  Cal.  and  Nev.;  Ray 
Folger,  San  Francisoo,  CaL,  lor  bay  cos.;  J.  K.  Urmston  and 
F.  J.  Perry.  Loa  Angelee,  for  Southern  Cal.  and  Aria.; 
J.  H.  Banks,  Salt  Lake  City,  for  Utah.  Ida.,  N.  M.  and  Mont 
D.  L.  Stewart.  Sacramento,  Cal.,  for  Cent  Cal.;  C.  D.  Gabiielson, 
Salem,  Ore.,  for  Ore.  and  Ida.;  William  Mackay.  manager,  Mon- 
treal; J.  H.  Labelle,  aaaiatant  manager,  Oanaolan  department: 
C.  A.  Evaoa,  Halifax,  resident  manager  for  Nova  Scotia  and 
Prince  Edward  laland;  Frank  BUnd,  assistant  aeeretary.  Halifax. 
N.  S.;  Jarvia  ft  Whitaker.  gBoeral  agento.  St  John.  N.  B.:  R  P. 
Bithet  ft  Co.,  Ltd.,  araeral  amenta,  Vietoria.  B.  a  Special  agenta 
in  Metropolitan  and  E.  departmento  reporting  to  head  office  in 
N.  Y.;  M:  F.  Bartlett,  Me..  nTH..  W.  A.  Ellia,  Vt;  W.  Bush.  E.  S. 
Judd,  aasvtant  Mass.,  R  I.  and  Conn.;  F.  S.  TVler.  N.  Y.  State; 
M.  B.  Jonee.  N.  J.;  Benjamin  Bevier.  L.  V.  Watkins.  assistant. 
Pa.,  Del.,  Md.  and  D.  C.  The  company  does  business  in  all  the 
Statee  and  Territoriea  and  m  Haw.  and  the  Dominbn  of  Canada. 


QUEEN  CITY  FIRE  INSURANCE  COMPANY,  Sioux  Falls,  S.  D. 

Presidait,  p.  F.  Sherman;    Secretary,  G.  W.  McArthur.    Organized.  1005. 


Yxaa      Aaaeta 


19« 


•367.903 
674.001 
71M.670 
827,408 
410.427 


Unearned 
Premiums 


$85,007 
808,202 
802.681 
160,066 
81.826 


Net 
Surplna 


$22,074 
47,080 

146,794 
26.121 
10.441 


Net 
Premiuma 


$2,916 
444.086 
406.788 
262.463 
154.896 


Total 
Income 


$41,497 

500.949 

t479,711 

*410,484 

196,666 


Losaea 
Paid 


$177,085 

265,378 

223,924 

271,121 

20,688 


Div- 
idenda 


$2,026 

11,310 

8,000 


Ex- 
pen  sea 


$67,350 
247,915 
136.726 
107,327 
49.176 


Total  Ex- 
penditures 


$244,435 

518  293 

362,676 

889,764 

77,864 


Losaes 
Incurred 


$152,888 

311,612 

200.980 

302,026 

31.049 


•ladDdca  $187,617  paid  in  by  atockholdera.    t  Indudea  $2,628  premium  on  new  atoek. 
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QUEEN  CITY  FIRE   INSURANCE  COMPANY,  Sioux  Falls,  S.  D.^ConHnued. 


Assets,  December  81,  1909. 

Real  estate  owned 

Mortgage  loans  on  real  estate 

Loan  on  approved  security 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 

Farm  notes 


$39,769 
178,349 
79,449 
87,270 
20,218 
10,803 
2,075 


Total  admitted  assets $807,993 


LlABILITZES,  Decembbb  31,  1909. 

Net  losses  unpaid  (including  $20,990  resisted). . . 

Unearned  premiums 

Other  liabilities 


$40,387 
86,907 
19,585 


Total  liabilities,  except  capital  and  surplus. .  $145,019 

Capital  paid  up 200,000 

Siuplus  over  all  liabmties 22,074 

Total  liabilities,  capital  and  surplus $307,003 


RISKS  AND  PREMIUlfS:  Fire  risks  Uk  force,  December  31, 
$10,007,600;  premiums  thereon,  $210,094. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$1,260,688;  loeses  paid,  $962,782:  dividends  deelared,  oaah. 
$2U42. 

REAL  ESTATE  OWNED:  Conslsta  of  3-Btoi7  and  basement 
briek  building  with  one-stoiy  bride  and  steel  vault,  24x18.  Rents 
received  last  year,  $3,987;  taxes  and  expeenes,  $1355. 

MORTGAGE  LOANS:  There  were  47  loans,  aggregating 
$178,349,  most  of  which  are  on  properties  in  S.  D.,  valued  at  con- 
siderably over  double  t^e  amount  loaned.  Company  holds  $38, 125 
of  insurance  on  the  buildings. 


MISCELLANEOUS:  Oanltal  Increased  in  1906  from  $200,000 
to  $300,000  by  issuing  $100,000  worth  of  new  stodc;  capital  reduced 
in  October,  1906,  to  $200,000  and  authorised  to  be  increased  to 
$600,000.  FUd  up  to  December  31.  1906,  $889,017.  Conflagn- 
tion  loss:   San  Francisco.  1900,  $202,404. 

DIRECTORS:  P.  F.  Shennan,  George  Sdiloflser.  P.  B.  Wiek- 
ham,  G.  W.  McArthur,  F.  L.  Maytag,  Thos.  H.  Brown,  I.  L. 
Bratager. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.F.Robeaon 
for  S.  D.;  McOaU  Ins.  agoicy,  Omaha,  for  Neb.,  FettQwne  A 
Krouse,  Fhiladelidiia,  for  n.,  N.  J.  and  O.  The  company  operates 
in  m,  la..  Mo.,  Neb.,  N.  J.,  N.  D.,  0.,  Pa.  and  S.  D. 


RELIANCE  INSURANCE  COMPANY  OF  PHILADELPfflA,  PhUadelphia,   Pa. 

President,  Wm.  Chubb;  Vice-President  and  Secretary,  Chas.  J.  Wister,  Jr.    Organised,  1841. 


Year 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 1     Losses 

Premiums 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

$1,031,501 

$945,211 

$251,528 

$970,723 

•^'8??'I§? 

$441,211 

$30,000 

$420,320 

$891,531 

$400,811 

1908 

1,499.275 

835,090 

257.421 

849,147 

901.288 

412,233 

21,000 

354.905 

788.138 

419.106 

1907 

1.347,202 

784.834 

180,016 

783,059 

831,482 

372,122 

21,000 

320,873 

789.995 

381.657 

1900 

1,317,367 

734.589 

200,927 

740,981 

780,300 

354.373 

21.000 

304,455 

079.828 

804.377 

1905 

1,222,047 

649,488 

203,103 

038,974 

080,800 

297,190 

21.000 

207,038 

586.234 

294,519 

Unearned  premiums  includes  amount  reclaimable  on  perpetual  polides. 


Assets.  Deoember  31,  1909. 

Real  estate  owned  (book  value,  $129,527) $121,500 

Mortgage  loans  on  real  estate 117,200 

Bonds  and  stocks  owned  (maricet  value) 1,102,000 

Cash  in  office  and  bank 113,922 

Agents'  balances,  not  over  3  months  due. 100,904 

Interest  and  rents  accrued 15,390 

Other  assrts 525 


Total  admitted  assets $1,031,501 


Liabilities,  December  31.  1909. 

Net  losses  unpaid  (including  $5,774  resisted) $101,938 

Unearned  premiums  except  peipetuals) 819.777 

Amount  reclaimable  on  perpetual  policies 125,434 

Other  liabilities 32,824 

Total  llabilitlefl,  except  capital  and  surplus..  $1,079,073 

Capital  paid  up 300,000 

Surplus  over  all  liabilities. 251,528 

Total  liabilities,  capital  and  surplus $1,631,501 


RISKS  AND  PREMIUMS:  Fire  risks  hi  foroe  (exoept  per- 
petuals),  Deoember  31,  $140,094,672;  premiums  thereon,  $1,558,- 
789;  perpetual  fire  risks,  $5,085,543;  deposit  premiums  thereon. 
$138.0^. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  iveeived, 
$11,379,463;  loeses  paid,  $6,428,739;  dividends  declared,  eaah. 
$1,124,697. 

REAL  ESTATE  OWNED:  Comprises  5  properties,  the 
principal  one  being  the  5-Btory  brick  and  stone  omoe  building 
at  429  Wafaiut  st.  Fhila..  occupied  by  the  company,  of  which  the 
book  value  is  $80,017.  and  the  market  valuation  is  $77,500.  The 
remainder  are  dwellings  and  a  store.    There  are  no  ineumbranoes. 

MORTQAOE  LOANS:    The  20  bans  are  secured  by  Phila. 
properties.    The   loans   are  nearly  all  small,  only  2  exoeeding 
$10,000:  and  the  aggre«ate  valuation  of  the  mortgaged    prem- 
ises is  $278,500  upon  which  the  loans  amount  to  $117,200. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.         Value. 

Cy.  of  Allegheny.  Pa..  1934. 4% $10,000  $10,100 

Cy.  of  Allegheny,  Pa.  1935,  4% 10.000  10.100 

Cy .  of  Atlantic  Cy..  N.  J..  1944,  4J% ....  10,000  10,550 

Cv.  of.  PhUa.,  1939.  4% 30,000  30.900 

rtilla.  (Jy.  of.  1938.  4%. 20.000  20.600 

C^.  of  Pittsburgh.  Pa.,  1915,  4% 18.000  18.000 

Cy.  of  N.  Y.,  1957.  4%, 50.000  60.260 

Cy.  of  N.  Y..  1954.  3i% 50.000  44,876 

Qy.  of  WUnUngton.  Del.,  1922.  4%, 10.000  10.000 

a.  of  Wihnington,  Del..  1921, 41% 10,000  10.460 

egheny  Val.  Ry.  Co..  1942,  4% 10.000  10.150 

Allegheny  VaL  Ry.  Co.,  1910.  7% 10,000  10.075 

Allentown  Tm.  Ry.  Co..  1919,  4% 15,000  14.962 

A..T.ftS.F.gn.BD..19»6,4% 10.000  10.000 


Bom»  AND  Stocks  Owned.— Conf. 
Bonds.— <?ofit. 

AtL  Coast  Line,  Ist  os.  m..  1962, 4%. . . . 

A.  &  D.  Ry.  Co..  1st  m.,  1948, 4% 

B.  ft  O.  R.  R.  Co.,  prior  fau,  ll>25.  3}% . . 
Balto.  ft  0.  R.R.Co.,1  m.bs.,1918.  4%. . 
B.4  O.R.R.Co.(P.L.E.  ft  W.Va.«y8.)r.m. 

bs.  1941,  4% 

a  ft' A.  r!  R.  Coi," cs.  m.*,*i9ii,  5%. ... 
Cent  of  Ga.  Ry.  Co.,  os.  m.,  1945,  6%. . 
Ches.  ft  0.  Ry.  Co.,  gn.  m.,  1992,  44%. . 
(Thes.  ft  0.  Ry.  Co.,  eq.  tr.,  1916, 4% . . . . 

C.  R.  L  ft  Pac.  Ry.,  Co.,  eq.,  1918,  4^% 

C.,M.A  St.  P.  Ry.  OF.,  1934,  i% 

Del.  ft  Hud.  Co.,  1  and  r.  m.,  1943, 4% . . 
Den.  ft  R.  0.  R.  R.,  Ist  cs.  m..  1936,  4% 
E.  ft  A.  R.  R.  Co.,  Ist  m.,  1920.  6%. . . . 
El.  ft  People's  Tc.(Phila.)tr.ctfs.  1945,4% 
E.  ft  P.  R.  R.  Co.,  gn.  m.,  1940. 3i%. . . . 

Erie  R.  R.  Co..  prior  In..  1996.  4% 

Erie  R.  R.  Co..  gn.  b..  1996,  4% 

H.  ft  B.  Top  Mtn.  R.  R.  ft  C.  Co.,  1925,5% 

la.  Cent,  let  and  r.  bs.,  1951.  4% 

L.S.  ft  M.80.  Ry.Co.,  1928.4% 

Leh.  Val.  R.  R.  Co»  ea.  m.,  im,  4i%,. 
Lehigh  Val.  R.  R.  (Jo.,  1st  m.,  1948, 4%, 
Leh.  Val.  R.  R  Co.,  gn.  os.  m.,  2003, 4% 

L.  L  R.  R.  Co.,  r.  m.  bs.,  1949, 4% 

L.  ft  N.  R.  R.  Co.,  1st m.,  1919, 6%. . . . . 
MaPae.R.R.Co.,lst  eoljn.,1920,  5%. . . . 
N.Y.C.ftH.R.R.R.Co.,L.  S.  ool.l998  34% 
N.Y.,P.ft  N.RRCo.,  Ist  m.,  1939,  4%. . 
N.  ft  W.  Ry.  Co..  eq.  tr.,  1914, 4% 


Pftr 
Value. 

$16,000 
10.000 
20.000 
10.000 

10.000 
30.000 
16.000 
10,000 
15.000 
10.000 
10.000 
10.000 
10.000 
20.000 
10.000 

laooo 

15,000 
15,000 
10,000 
10,000 
16,000 
26,000 

6,000 
16.000 
10,000 

6,000 
15.000 

6,000 

6,000 
104)00 


Market 

Value. 

$14^(12 

9.250 

18.550 

9.925 

9,275 

30.225 

16.350 

10.325 

14.700 

9.900 

9.350 

10.000 

9..^00 

21.€00 

9.050 

9.400 

13.050 

11.512 

9.800 

7.625 

14.325 

26.250 

5.300 

14.475 

9.000 

5.587 

15.300 

4.057 

5.000 

9.800 


RSPOSTS  OF  FIRS  INSURANCE   COMPANIES. 
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RELIANCE  INSURANCE  COMPANY  OF 

B0XD6  ARD  SvocKs  OwNBD.— Coitf.  FftT  Market 

Boins.— C«i<.  Valve.  Value. 

N.&W.^r.Oix,dtT..]atliL,lM4.4%.  115.000  113,012 

\  «W. By. Co..  laics.  m.bs..  1906,4%  10.000  9,960 

Xo.F^B7.Go^gD.b..2047.3% 15,000  11,100 

No.FM.6tNo..iolnt,1921.4% aM)0O  19,860 

Ko.Fa.R.R.Gb^l«M.4% 5,000  5,150 

0R.aLR.R.a>.,r..UK».4% 15.000  14,175 

PlB. R. Cbu,  ca.  m..  1919, 5%. 4.000  4.380 

Fi.R.ILOo.,eq.tr^l914.4% 10,000  0,925 

Fi.R.B.Co^eL40-yr.srk.  1948.4%.  25.000  20,125 

P^R.R.Co.,eT.  ba..U%.  1915 25.000  24,062 

ri.OD..s.  loan.  1916, 31% 30,000  29,175 

HCou,  1^25  8.  loan,  1831.  4% 5,000  4,912 

FUN'.Y.QyiaI*R.R.Co..  im4%.  20.000  20,000 

Fteiife'sFkii.Bj.Ob.,Fhaa.,1943.4%.  10,000  9,675 

F.iB.GentB.R.OD.,1911,5% 10,000  10,050 

FUk^B.AWadi^lnLE.bw,19i3,4%.  15,000  15,525 

P.&E.B.B.(>k,  1920,5% 25,000  27,187 

P.&E.R.B.Oc».,1920.4% 5,000  5,025 

P.&BLR.R.Cb^latser..a.in.l937.4%  10,000  10.200 

P.AE.R.R.Co^ea.m.,1911.7% 4,000  il40 

Fblla.lV.OD.,ooLtr^l917,4% 4.000  i060 

PnGL,aAStUE.W.Co.,1057.4%.  40,000  39.900 

PBbi9eSenr.Cai.ofN.J..Kn.m.bl9695%  10,000  9.600 

BadiasCb.,£n«7Cent.l951.4%....  10,000  9,625 

Bead(^&FhiiaJ^Bead.aftL]9ff74%  15,000  14,925 

3t.L.,LMta.&So.Ry.Go.,1988.4%,  5.000  4,375 

Soeood  Ave.  Te.  Co..  Fltta..  FtiMiAfo  U.00O  15,975 

aoJ>te.B.R.Oo.,lit  r.  m..  tt66,  i% 6.000  4.725 

3.&LR.B.C(Llatin.,1914,5% 20.000  20,700 

UBkm  TeiOajof  LmLjCd.  m..  1919. 5% . . .  5,000  4.687 

UiutedCo.afNJJLRlftC.Co..l9XC4%  5.000  5,100 

edited  TcGo^of  PlttiJ>a.,  1997.  5% . . .  10.000  10,700 

W.  knej  k  SeadioreR.R.Co..l930. 4% .  5.000  5.050 

W.X.7.4Fa.B.R.G0Ml937,5% 5.000  5,525 

W.Fa.B.R.Co^l028,4%, 10.000  10.100 

GoGa.Bj.ft  LtCo.,1951,4|% 5.000  5.112 

Del  Birer  Ferry  Co.,  1921. 5% 6.000  6.300 


PHILADELPHIA,  Philadelphia,  Pa.— Cim#»»i««i. 

Bonds  and  Stocd  Ownid.— Cont.  Ftor  Market 

BoNoa.— Coitf.  Value.  Value. 

Omaha  Wat  Co.,  1946, 5% 910,000  99,300 

SnaqoBhanna  Goal  Co.,  1911.  6% 5,000  5,100 

wTChfliterLtc.  Go..  1960,5% 10,000  10,300 

810CE8. 

Gbmmenlal  NaiBk.,Fhl]a.  in  U<iQidation  550  0 

On.  Ad).  Biinaa 150  150 

Omaha  Wat  Go.,  Ittp 1,700  860 

Belianoe  Ina.  Go.  of  FUlaiieiphla 1,350  2,025 


Totals  (book  yalne.  $1.005316) $1.U9.750   11,102.957 

mSGELLANEOUS:  GbnIIaeratJon  kMMa:  Balto.,  1904,  $141- 
462. 

DIRECTORS:  T.  Wtotar  Brown.  John  Qladlng.  Samuel 
Btopham,  Alfred  J.  Fortin,  GbmeUua  Sterenaon,  William  Chubb, 
Edward  K.  Btapham.  Richard  Dale^R.  Franols  Wood.  John  B. 
IfMgan.  Chaa.  J.  Wieter,  Jr..  Alex.  W.  Wtoter. 

FIELD  HEN  AND  TERRITORT  COVERED:  0.  C.  Eemn. 
manager  W.  department  mduding  States  of  0.,  lO., 
Mich.,  Wis..  Mo.,  S^r-,  1%,  Minn..  Colo..  Kan.,  Neb.,  Ind.,  N.  D.. 
S.  D.  Special  agents,  W.  department  W.  W.  Waddell,  Des 
Moines,  la.,  special  agent  for  la.;  C.  Goldbam,  Mo., 
special  agent  for  Mo.  and  Kan.:  Raymond  Waldron,  III. 
special  agent  for  Mb.  and  Kan.;  R^mond  Waldron.  CSii.,  111. 
special  agent  for  111.  and  Ind.;  C.  L.  Hecox.  Columbus.  0..  q>ecial 
agent  for  0.;  T.  A.  Manning.  Dallas,  Tez..  general  agent  Swn. 
department  Including  States  of  Ark.^La.,  Mtas..  Okla.  and  Tez.; 
Lonmeyer  k  Ooshom,  Charleston,  W.  Va.,  general  agents  for 
W.  Va.;  A.  J.  Woodworth  k  Co..  N.  Y.  SUte  manasers;  Wallace 
Raid,  manamr  Metropolitan  dis.,  N.  Y..  Wm.  W.  Haig,  general 
agent  John  0.  Knoz.  Jr.,  special  agent  for  New  England;  H.  T. 
Williams,  special  agent  Pa..  N.  J.  and  Md.,  C.  C.  Kinney,  San 
Franeisoo,  Cal^  manager  for  Fkdfic  Coast  department,  including 
Cal.,  Wash.,  Ore..  Utah.  Ida.  and  Mont  The  company  does 
business  in  all  the  States  of  the  United  States  except  .Ala.,  Alas 
Aril..  Del..  D.C.,  Fla.,  Oa.,  Nev.,  N.H.,  N.  M.,N.  C,  S.  C,  Tenn., 
Vt,  Va.  and  Wyo. 


RHODE  ISLAND  INSURANCE   COMPANY,  Providence,  R.  I. 

President  Geo.  L.  Shepley;  Secretary,  Emil  G.  Pieper.    Organized,  1907. 


V£ab|     Aasets 

Unearned 

Net 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

F.x- 
penaes 

Total  Ex- 
penditures 

Losses 
Incurred 

1^     $1,001,215 
\mi       859.402 
190-         753.123 

$208,904 
183.584 
112.531 

$351,167 
323.401 
300.854 

$400,402 
305.100 
227.358 

$430,405 
834,117 
243.555 

$153,957 

127.688 

30.200 

$30,000 
30,000 

$124,093 
97,047 
48,669 

$308,050 

254,735 

78,869 

$108,172 

120.933 

53.833 

J  Statement  aceording  to  Rhode  Island  standard. 

Assets,  December  31,  1909. 

Beads  and  stocks  owned  (market  vdue) $812,935 

Ca^>Ji  is  office  and  bank 72,451 

Kgrnts  balances,  not  oyer  3  months  due 106,984 

iD'enest  accrued. 8,845 


Total  admitted  assets $1,001,215 


LiABiLrriES,  Decsmbek  31,  1909. 

Net  losses  unpaid  (including  $7,800  resisted) 

Unearned  premiums 

Other  liabilities 


$41,749 

268,904 

39.395 


Total  liabilities,  except  capital  and  surplus, 

Capital  paid  up 

Surplus  over  all  liabilities. 


$350,048 
300,000 
351,167 


Total  liabilities,  capital  and  siirplus $1,001,215 


^UX&  AND  FREianMS:    Fire  risks  In  foree,  December  31. 
MJ71.$S3:  pRmhims  thereon,  $482,609. 

BC5IXES8  SINCE  OBOANIZATION:  Premiums  received, 
032^1:  koes  paid.  $300,577:  dhidends  declared,  esah.  $60,000 

BONDS  AND  STOCKS  OWNED:                Par  Market 

BoNDa.  Value.  Value. 

CT.o{Pmr..watr.,l»30.3% $30,000  $28,600 

^.ii  Pnyidence,  hl^tway  iMHMl03(V3%  20.000  19.000 

$.  Gf  FtDvidenee.  wat.  kwaa.  1910,  Wk  10.000  9,800 

Cy.aCPnn1denoe,park,1922,4% 2.000  2,020 

Or.ofK.T..flor.8^195«,4% 200.000  200.000 

^.flfToRmto.  1916.3}% 87.000  35,890 

$.o(TQnnlo,d..l944.3|% 27.500  25.025 

§.a(Mcot^l938. 3i% 20,000  18,200 

0«MtCr  Gas  Co.,  be.,  1916,5% 8.000  7.840 

DeBnrftN.W.B.IUim_5% 35,500  35.500 

OBooBtoa  k  Knovles  LoomWka..d.,1913- 

lra,0% 13,000  13,600 

Attr-LaTaDceRnEng.  Co..  1912,6%  20,000  16,000 

AKr.TUTL,g.  en.,  1910,6% 100,000  105.000 

9ilvenatas^l910,6% 50.000  50.000 

Stocxb. 

SsMTe.&Bae^Qk,ofN.J 50.000  51,000 

Usiea  Fsc.  R.  B.  p 20.000  20.800 

J1.R.R 26,000  34,260 

GLNof.p 10,000  14.400 

SoPse  .  10.000  14.600 

i^T.4S.F..p 10.000  10,600 

;ttEK.Bk.orPMv1daiGe,H.1 6,000  12,760 

nBinTr.Co..PkOTkleiiee,R.1 20.000  32,000 


BoMXM  AND  Stocxb  Ownsd.— Cimt.  Par  Market 

Stoceb.— Cont.  Value.  Value. 

Underwriters'  Salvage  Co.,  of  Oil $500  $375 

W.  Adjustment  &  Insp.  Co 100  100 

On.  Ad.  Bureau 150  150 

Undrs.  Salv.  Co.,  N.  Y 500  625 

A.  T.  k  S.  F.  or.  1956.  4% 2.000  2,460 

C.  B.  A  (i.  (gr.  N.  P.  k  0.  N.),  1921,  4%  10,000  9.700 

Denver  Tramway.  1933,  5% 25,000  25,250 

R.  I.  Suburban,  1936,  4% 20,000  17,600 

Totals  (book  value.  $796,170) $781,250      $812,935 

MISCTELLANEOUS:    This  oompanv  was  organised  and  com- 
menced business  In  January,  1907.  with  a  net  surplus  of  $300,182 
DIBECrrORS:    Nelson  W.  Aldrich,  (Charles  Alexander.  Newton 

D.  Arnold,  Walter  Callender,  Nathaniel  B.  (Hiureh.  Samuel  Pomrov 
Colt,  L.  H.  Comstock,  M.  F.  Dooley,  Darius  L.  Goff,  Lvman  B. 
Qoff,  Walter  S.  Hackney,  Charles  B.  Humphrey,  C.  H.  Hutchins, 
Benjamin  A.  Jackson.  Arthur  L.  Kelley,  S.  M.  Nicholson  JP^derick 
S.  Peck,  Frank  N.  Fnillips,  Oeorge  L.  Shepley,  Arthur  H.Watson, 
William  M.  Wood,  Geo.  C.  Phillips. 

FIELD  MEN  AND  TERRITORY  COVERED:  T.  Johnson, 
Jr..  Providence,  R.  I.,  special  agent  for  New  Ensland;  C.  B. 
Burke,  Philadelphia,  Pa.,  special  agent  for  Fa.,  N.  Y.,  N.  J.  and 
Del.;  R.  C.  Claike,  Chicago,  III.,  special  agent  for  III.;  Obk>, 
Ind.j  Mich.,  Minn.,  Wis.,  and  Neb.;  J.  D.  Fry,  So.  Boston,  Va., 
special  agent  for  N.  and  S.  C.  The  company  operates  in  CU., 
Conn.,  Del..  D.  C,  III.,  Ind.,  Md.,  Mass..  Mich.,  Minn.,  Mo.,  Neb., 
N.  J.,  N.  Y.,  N.  C.  0.,  Ore..  Pa..  R.  I..  S.  C.  Term..  Wsah.  and  Wis. 


KSFOKTS  OF  FIRE  INSURANCE   COUFANIES. 


RICHMOND  INSURANCE  COMPANY,  West  New  Brighton,  N.  Y. 

Prahlml.  J.  F.  Smift:  SareaiT.  D.  H.  CortdToiii  Gaiml  Apst  Jolm  E.  Kin,.     Or(uiiial.  ia«. 

Yui 

Amu 

tss 

s.^» 

„a„ 

iSS. 

■sir 

^ 

mtdinn 

h:^s^ 

•as 

170,44: 

IMI 

b7;bm 

'II 

SI! 

■Hi 

173.049 

IS 

2,878 

a.87 

'1 

8.87B 

Asssn,  DECxun  11,  IB 

Mongici  loani  on  mi  atilc 

fioDdl  owned  (muket  value) 

CB4h  in  office  uid  bank. ,  - .  - -,.,.,, 

Agtnti'  baiuicH.  Dot  orer  3  numthi  due.. . 
jDtercst  ufruHi - ,  - --...-- 


Il8^ssa 

134,640 
28.«l)7 


Toul  adniitlcd  u 


Net  LiHKi  impiid  (aoae  rallied) 

Unrvnnl  prpniuzni- 

Otlier  liibOida 


Total  liibili 
Capital  paid 
Sutidi 


ffiMidi;: 


waooo 

81,  MM 


■ilitis.  captlaJ  and  miplui. 


UORTQAQB  LOANS:    llien 

to  tSJOa.  and  unmnttDf  to  IIUMO,  wUeh 
•mmd  t^  losal  pnosOta.  Tb  '    '  ' 

due  OB  DMogbcr  tl,  hM. 

BONDS  OWNED : 


UO,  wUch  uratw  to 
inibul»Ne(tel 


'.■.i~i\,.A'>..mL6%.  . 
.<:  U.  R.  a.  m.,  im  i%. 
^  0.  R.  B.  m..  1991 «% 
L'o.lF.«B.»C.tl.Ca.lM7 


|1,«ID 
1,350 
3,1G0 
40,000 
10,000 
fi.tOO 
ISfiO 


£.000 

s.ooo 


Boma  DwHBk— CfliL 
Nica  bt.,U.F.R..t. Co.,  ev.,  1917,  i%. 
Ht«B  b«.,P.RJLCo.,  CI.,  WIS,  Sra..,. 
Hlie  h.,  D.  t  a.  Co..  ev..  ISIS,  4%. . . . 

Mtge  b.,  a.  P.  R.  R.  a..,  t7.Jm,  *%. 

Amei.  Tob.  Co.,  ba.,  IW1,  4%  


Totak  (book  TaliB.  I134.1«). . 


tt31Ji00     (134.790 


y  mt  fonneri;  (ba  Rldi- 


UaCELLANEOUS:    lU  a 

«"<  Co.  Huloal  luuruaa  CL- , ^. . 

•totk  cemiiur.    Tba  aMtatMola  fbt  tb* 


m^Slta  to  IMX  bJiMTI  a^SuZ^of  IhVHMimiiDd  oi.  IJirtBal. 
DTRBCTOBS:    IX  H.  CoiMyoii,  luoa  Fmv,  Robut  D, 
"-'■•-'<' ltulat,amtte It. MAf^        •■'--—    ■^-    • 
dirt  Parkf      -    "  ~ 


a.  J.  P.  Bmitb.  John  A. 


m  Colo.,  III.,  U.,  1 


ROCHESTER  GERMAN  INSURANCE  COMPANY  OF  ROCHESTER,  New  York. 

Piwdtnl,  AJbredil  Voct:  Vicr-Pnaidflil.  H.  F.  Aiwood:  SnrFUtT.  Edward  E.  Pasdul].     Omantznl,  IS73. 


Yeab 

Aaaett 

sss 

Sm^ 

PreSL. 

Tonl 

Loaaaa 

Paid 

Diri. 
deodt 

E.. 

Total  Ei- 
penditurat 

Loaae. 
iBcuired 

909 

1 

11,287,371 
l!ois|34^ 

SSI;!!S 

£38,204 

11,471,01 
l[304[0M 

iliaslw 

1.119.04 

1,419,829 
•1,839,47B 

i:i73:os» 

t734,»3( 
S34|ib: 

■SSJ! 

%b2.SO0 
10.00( 

S7.fi« 

4M,4I1 

•i«s 

KS51 

1,017.320 

■s 

e>  t300.000  oemium  en  new  acock  and  1300.000 
AsiETS.  DicDDxa  31,  1900. 
tl  (book  nlue). 


mold  iIDck. 

LiABiLiTiis.  DnxKBU  31.  1909. 
iuiipaid(iiidudin(ll8,SWiai>lRl).... 


Capital  paid  up. ....... 

Surplui  over  aQ  liabililia 


ca^ntal  and  aurpliu. . 


Tolal  liabUilks,  ctpllal  and  autplua. I2.M8.814 


RISKS  AND  FSEHIDHB:    Rta  lUi  tai  lotne,  Daagnbar  SI. 

BBSINBS^  since  OBQANiZAmR:  Pninliiiiia  metred, 
tl0.3ll7,7B7;  Iibh  paU,  tlO,7VTMl;  dlridgoib  dMland,  <aib, 
1754,000-  iloek  tSMOO. 

REAI,  ESTATE  OWNED:  AMt  fram  ■  aa^  btdtdlni, 
Talutd  al  11,497  the  teal  taUle  amnta  nf  the  esm- 
Bciii^i  homa  office  bnildbiK  (bilok),  al  Irrlni  pL  and  Vain  it. 
W7.  cantod  at  1585,408.  and  a  brick  bulIdlBg  on  Weat  Side  Ei- 


ihaiip  iL,  caiilad  at  tUOpOOOL  The  nhatiOM  of  ml  a 
irm  radioed  br  Oe  dlneton  al  tU  tod  rf  1900  br  ■«» 
1152.000,  to  biiw  tban  to  a  lalr  latareal  aatahic  bi ' 
HORTQAQEToANS:    ~  


3  toiu  olwl 
idnt  tU,OO0l 


aasnialbu  t334Jia  an  pntaetad  b*  pnnartlia  (wbI 
Roebcater)  Talutdat  t482.7n.  and  but  tTOof  intanat  ma 


Mor^iea 
(■oat^la 


BEFORTS  OP  FIKB  INSURANCE   COHPANIE& 


ROCHESTER  GERMAN  INSURANCE  < 
Nan  UfD  BTOCK8  OWNED:  Pu 

Boot.  Vilia. 

tlOOOO 


41,  *%.■■.': 


t.i.*a.F.a.H„i«8,4% 

ltK.*T.E.R,»M.*S 

Kidr. ObL  ISt.  L, .  iBie, E% , . . 


sSMFdrCk  l«U,B%... 


B=*.  Rt.  *  1*.  Do,  IBSi.  jife 

liKi'^'Il.CtJwaKi 

incUd  A8idibH«wO>.  1»U,t% 


51.000 
lOilDO 


12.S00 
15.000 
15.7f0 
40.000 

49,875 

id!  100 


Aas.  AvinL  dKnial  Co.,  d,  , . 
iaa.Cukrdij.Ql^  p 

tas.atnOlQL.  p. 

tan.  tKH  FrediHl  Cs,  n 

iM.  rnit  PmitHt  Ql,  <oa. . . . 

Wc.  TobiaB  C(L.  p 

Uh.  BarJiBi:  A  Rrtoinf  Co.,  p 


■.ar.BtadCD... 

;ttlW5!.p 

-Vw  Yiit  (c  Entaitaf  Conipur,  | 

naiaCaataaj,  earn . 

Ir-ShiiSpmCo,  p 

^U^MtdilBtal  A  rran  Ciu,  p.. 


17M0 
10,000 

30,000 

aojMO 

30AI0 
lOJMO 

uoo 

10,000 

auxn 


»/IOO 
3,000 
10,000 
10,000 


ToUJ 


(book  v^M,  tl.aM,Tl 

MrinB  1... 
tUO.OOO;    : 


H.704 


cipiul~(roiD~tiod,006  to  tSOO.OOb;' tmoOO  befiic  mllird  u 
pmnlum  od  Uie  ne*  Mock  tamod.  CoDBuntl<M  Uhk  Ballo,, 
1304.  t247.WI;  Su  Frudw,  ItOO.  tHT,400.  Vilin  o[  gwclal 
demilUt    Ql,  tlO.IOD^   Vn..  134,450:  Cu..  I102.e0a 

DIKECTORS;  ).  J.  BiiBch.  Louli  J.  Enul,  Utihiu  Kondolf. 
Fn6\  C.  BttlM.  jDbn  N.  iUuber,  Oobiil  Slebcrt,  Louli  Orte- 
Lclmer,  WJler  B,  Duly,  J.  Craig  Pom™,  OibtUt  Ejt»,  J«ob 
■■-rliii^j  ^   Chu.      "-        "— —      "       -  ■■■      - 

"".'d'BiTi.'a'! 

FIELD  UEV  AM)  TERBITORV 


1.  John  WcU.  On. 


F.  E.  lenkiai 
•t.  HvrahnTfl. 
}.  F.  BunHk, 

CluJ4HtDn]'w.  Vl!  ror  W 


.-,- -,  — ,  — .  --.  MW...  Minn.,  WiTO.,  H 

Ky.,  Cdo.,  N.  D.  ud  S.  D.;  Oat.  L.  Hnoi,  nolambn 
Ftiymond  Wildmi,  CUsiEP,  lU..  cnvutiveipHikl  ufdU:  s»au 
.jKTil.:  J.  Sleriing  Kmp.  Wuaw,  Ind.,  (or  Ind.;  B.  A.  Burtrli, 
Detroit.  Midi..  For  Hlcb.;  D.  C  Mornn,  Columbia.  O..  for  O. 
undK^:  W.  W.  WiddeU.  DHMoina,!!,  (nrli..'  C.L.OMIivn, 
Kinsu  Cits.  Mo..  For  Ho.;  1.  J.  HiiKh,  MiciinpalB.  Minn.,  (ui 
UiT.Ti.,  .<«.  udS  D.;  V.  E.  HcCullauifa,  Mihrulw,  Vtk..  (or  Wb.: 
B.  A.  LehnbcrB,  Cbiofo.  111.,  loi  111.;  Cbu.  CildwcU.  UiktiId, 
Srb..  In  Npb.,  C.  K.  Fraridl,  Kum  City.  Ho.,  lor  Kuw: 
L  F.  Appdmin.  fi«nw.  Colo,  ititt  Kteol  for  Colo.;  Edwb  G. 
Sfibelj,  muiigFr  Soulhtro  dtnutoipnl,  Coliimb*.  S.  C.  N.  C, 
S.  C.  G%..  Flu..  Kin.,  AU.  indVL:  Jobn  J.  flcibck,  gntnl  tgrnl. 
Columbu.  S.  C:  Chu.  J.  Brun,  niprriakndtnt  of  uoicia, 
'■  '      '       ■■   "  ■  ■  igtDU:     R,  8.  BtBbw,  Chiriolti,  N.  C. 

-    "  -     "   "  "■-'--,  Columba.  S.C. 
*.G>.,'  AiirBtw 


^.  C:   D,  a  Tiber.  I 


*r»n,  Binniniluini,  Al».;  B.  D,  Drehtrt 
inn,  Tbomu  ±  Co.,  Dillu,  Tfi.,  imFrai  iwenu  lor  JEI.. 
.  U.  lod  OkiL;  gpecul  uents:  Hirry  R.  Lttrv.  Dillu. 
:  Geo.  M.  Euley,  DilIu,  Tis.;  Allan  C.  McCiU.  LitUe 
t.  Ark.,  fi.  F.  Gilberl.  Stw  Oriant,  U.  ud  WorUi  Fanner, 
ihonii  City.  Okla.  Tbe  compu)'  opermtie  m  all  llm  BtilH 
lerriloris  of  the  [jnited  9uta  and  in  lIif  Dominion  of  Cuadi, 


ROGER  WILLIAMS  FIRE  AND  MARINE  INSURANCE  COMPANY, 
Providence,  R.  I.  5 

PreMmt,  WUhm  M.  HiU:  SecreUiiy,  Anhur  T.  Pubr.     Ortuiod,  1>DT. 


.„.  _ 

S=£ 

Sm^ 

rJSL. 

TofJ 

TZia"' 

idend* 

Ei- 

SSt^ 

Loin 

!i:Si 

•!i:!S 

-Sffi 

"Ik^ 

"JilSI 

Sffl 

I30.«71 

muTOFMi.^ 

•ur.uia  »K 

rrtiuni* 

miumloK. 

muint  pte 

unerEccl 

MoifiCii  lauu  (B  «]  su 
Bomb  ind  ilodu  owned  (t 
Cuh  in  oA(c  wd  buk. . . 


Other  linbUitks.. 


Talti  liUiiUtlc*,  acepl  opitil  ud  Mrplui . .       t34.40> 
ipilBlpsidup 100,000 


Total  UabilUlo,  apital  and  wrptiu. (155,501 


14  Loau  on  ivprand 


BONIS  AND  TTOCKB  OWKED: 

StwiMamk  No,.  1061,  B% 

Ciiaa  PaE,M0S.4% 


Mini.  FinuDt  Co.,  p 
Mtn.  Pbuice  Co.,  oi 

JunetOrrCo 

I    OirMfR-Co 


Vihia.         ViliB. 


ti4«.ooa     tl««,W0 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


ST.  LOUIS  FIRE  INSURANCE  COMPANY,  St.  Louis,  Mo. 

Presidait,  Edgar  M.  Davis;  Secretary,  Bcniard  B.  Sawyer.    Orgaiibed,  1006. 


Yfai 

Assets 

Unearned 
Premhims 

Net 
Surplus 

Net 
Premhims 

Total 
Income 

Lofaes 
Paid 

Div- 
idends 

Ex- 

Total  Ex- 
penditures 

Losses 
Incurred 

1000 
1008 
1007 

$300,065 
206,062 
187,057 
168.010 

$61,342 
77,603 
47,246 
18,287 

$7,602 
24,206 
37,810 
46.019 

$134,758 

125,700 

82.110 

84.425 

t$102,471 

133,414 

80,677 

38,027 

$102,283 

51,183 

28,661 

2.666 

$6,305 
6,000 

$00,228 
56.881 
41,462 
17.822 

$108,006 

114,014 

70,123 

20.488 

$112,183 
54.134 
26,058 

1006 

6.370 

t  Includes  $50,000  surplus  paid  in. 

Assets,  Decembbs  31,  1000. 

Real  estate  owned  (bode  value) 

Mortgage  loans  on  real  estate 

Bonds  and  stocks  owned  (maricet  value) 

Collateral  loans 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 

Accounts  due 

Other  assets 


$8,784 

1,600 

208,336 

7,500 

35,634 

20,164 

1,705 

1,661 

6,401 


Total  admitted  assets $300,065 


LlABILITISS,  DaCEllBER  31,  1000. 

Net  losses  unpaid. 

Unearned  premiums 

Reinsurance  premiums 


Total  liabilities,  except  capital  and  surplus. 

Capital  paid  up 

Surplus  over  all  liabilities 


$14,053 
61,342 
16.078 

$03,273 

200,000 

7,602 


Total  liabilities,  capital  and  surplus. $300,065 


RISKS  AND  PREMIUMS:  Fiie  rkks  in  force  December  31, 
$8,468,520;   premiums  thereon,  $124,780. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  xeoeived. 
$377,078;  loeMs  paid,  $184,742;  dividends  declared,  cash,  $12,305. 

REAL  ESTATE  OWNED:  Consists  of  residential  property  m 
St  Louis  and  160  acres  near  Richfield,  Morton  County,  Kan. 

MORTGAGE  LOANS:  CoDsist  of  $1,600  on  2306  Gheetout  st, 
St.  Louis,  valued  at  $7,000.  The  company  holds  £2,000  of  in- 
surance on  the  buildings.  There  was  no  interest  past  due  on 
December  31  last 

COLLATERAL  LOANS  are  as  followB: 


SicuRirra. 

Nat  Bk.  of  Jerseyville,  50  shrs 

National  Bk.  of  Jerseyville,  10  An.. . . 
Note  secured  by  mtge.  on  farm  lands. 


Market 
Value. 

$7,500 
1,500\ 
1.500i 


Amount 
Loaned. 

$5,000 
2,500 


Totals. 


BONDS  AND  STOCKS  OWNED. 

BOMM. 

Bloomfield,  Mo 

Columbia.  Mo 

MobCTijrTMo 

St  Louis,  Mo 

St  Louis,  Mo 

St  Louis.  Mo 

E.  St  L.  *  Sub.  Ry -. . 

Ferguson,  Mo 

Income  Leasehold 

Little  Rock.  Ark 

Lackawanna  Steel  Co 


$10,500  $7,500 


Par 
Value. 

$2,000 

0,000 

2,000 

45,000 

15,000 

26.000 

5.000 

8,000 

10.000 

2.000 

5.000 


Market 
Value. 

$2,000 

0.505 

2.026 

45,787 

15.263 

25.437 

4.050 

8.832 

9,750 

2.000 

5,000 


BoMDt  AMD  StOCKB  OwNIIK— ClHlf. 

Boma.— Coiit 

Milan,  Mo 

M.  ct  u.  Uy. CQ.  n............ 

N.Y.Ceq, 

Poplar  Bldr.  Mo - 

Perry  Co.,  Mo 

Queen  City,  Mo 

St  Louis  Do., 

St.  Louis,  Co 

St  Louis  Co 

St  Louis  Co 


Stocks. 


Western  Ad.  Co 

Totals  (book  value,  $206,042). 


Par 
Value. 

$0,000 
5,000 
2.000 
5.000 

10.000 
4.500 
8.000 

10.000 
0.500 

11.000 


100 


Market 

Value. 

$0,180 
5.000 
2.000 
5,122 

10.700 
4.587 
8,510 

10.033 
0.548 

12.026 


200 


$202,100      $208,336 


MISCELLANEOUS:  This  company  was  organised  in  April, 
1006,  and  started  business  with  a  paki-up  cap  tal  of  $100,000  anu 
a  surnlus  of  $50,000.  Capital  increased  in  lOOO  to  $200,000  and 
$50,000  additbnal  surplus  paid  in. 

DIRECTORS:  A.  L.  Abbott  E.  M.  Davii,  Geo.W.  Hunter. 
B.  G.  McGeary.  A.  C.  F.  Meyer.  D.  C.  Nugent  F-  C.  Riddle. 

B.  B.  Sawyer.  Jr.,  R.  T.  Shelton,  J.  C.  Van  Riper,  A.  Whipple, 
J.  M.  Wulfing. 

FIELD  MEN  AND  TERRITORY  COVERED:  General 
agents:  Arnold,  Raines  A  Co^  for  Aric.;  Standard  Invff tment 
Co.,  for  Minn.;  D.  Cliffe  Stone  for  Tenn.;  T.  A.  Mannmg  for  Tex. 
Special  agents:    C.  W.  Davis  for  111.,  Mich.,  Ohio  and  Wis.; 

C.  C.  Bowersox.  for  Mo.;  0.  D.  Evans  for  So..  111.  The  company 
operates  in  Aik.,  III.,  Kan.,  Mich.,  Mmn.,  Mo..  0.,  Tenn.,  Tex. 
and  Wte. 


^BB 


ST.  PAUL  FIRE  AND  MARINE  INSURANCE  COMPANY,  St.  Paul,  Minn.§ 

President  C.  H.  Bigelow;  Vice  President,  F.  R.  Bigelow;  Secretary,  A.  W.  Perry.    Organised,  1865. 


Year 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 

Incurred 

1000 
1008 
1007 
1006 
1005 

$6,284,007 
5,428,838 
4,004,843 
4.346,625 
4.565.088 

$8,846,562 
3,447,610 
3,071,207 
2,686,240 
2,461,010 

$1,554,020 

1,154.406 

1,048.510 

738.180 

1.315,877 

•$4,726,643 
4,384,860 
8,800,347 
8,660,171 
8,602.505 

$4,070,804 
4,625.006 
4.004,133 
8,860,478 
3.811.615 

n2,454,756 
2.852.072 
2.016.282 
2,677,081 
1,076.430 

$50,000 
50.000 
50,000 
50,000 
50,000 

$1,602,003 
1,468.511 
1,206.323 
1,264,041 
1.218.521 

$4,107,740 
4.871,483 
8,862,605 
3.002,022 
3.244,051 

$2,436,001 
2.706,807 
1,980,788 
2,830.231 
S.O81.000 

*  Includes  $607,837  marine  premiums  and  $487,444  marine  losses. 


Assets.  December  31,  1000. 

Real  estate  owned  (book  value,  $380,300) $364,614 

Mortgage  loans  on  real  estate 572,610 

Bonds  and  stocks  owned  (market  value) 4,507,703 

345,082 

441,405 

14,518 

36,571 

604 


Cash  in  office  and  bank . 

Affents'  balances,  not  over  3  months  due. 

Buls  receivable  taken  for  premiums 

Interest  accrued 

Other  assets 


Total  admitted  assets $6,284,007 


Liabilities,  December  31,  1000. 

Net  losses  unpaid  (including  $35,353  resbted). . . 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus. . 

Capital  paid  up 

Surplus  over  all  liabilities 


$314,006 

8,846>562 

68.600 

U,220,m 

600,000 

1,554,020 


Total4iabilities,  capital  and  surplus. $6,284,007 


i  ThfflSMts  bolh  6re  and  marine  Insunmoe. 


REPORTS  OF  FIRE  INSURANCE  COUFANIES. 


ST.  PAUL  FIRE  AND  MARINE  INSURANCE  COMPANY.  St.  Pml,  : 

RISKS  ANB  PREHIUIIS:  Pin  rUi  Id  ton,  DMeubB  21, 
ta^tnjtf:  mnhm  Itenaa,  tg,8H,S71.  muiu  ud  lulud 
rUa  M  fan,  «,T4IIJM;  mmliimi  Ihenoii,  t2S03n- 

BrSINSS  SIKCE  OBOAinZATlON:  pRmlDU  imIthj. 
nOMn  lOH*  laM,  t3G,7ST,3M;   dlTidtndi  d*d«nd.  luh. 


REAL  STATE  OWNED:  71h  prindpil  [Ian  k  tlw  an- 
■an*!  Dcr  bone  oaa  bolkttaic.  unr.  tth  ud  WiiUDiUin  Ht.. 
SL  Fa^  tDnpitM  in  IMH  uTeacDpini  nlc)^  bj  the  nmnnj 
«lieh  eat  ud  ■  cuiitd  >l  (211.187.  TIk  oM  oSn  buOdiBC, 
ocnR  Id  •xdlykma  «■..  lui  beta  land  it  >  |DOd  mUl  for 
et  ol  the  RmuuE  hiddiiia  ur    "Cub- 

—jie,  lU  (L  ud  4t&  >T«..  E.  WbdspoIb, 

111,500.  nM  on  «lnct;  34toi>  itcM 
_  «n  •torn  Slt-611  WMliiBCtHi  ivi.,  tfmnopolb, 
bdcitMMB«Bld(BiiinbKt,euTMMt21.00lk  MOMLjndde 
■re.:  ud  «««■  ud  IM,  TOt  W.  Mill  it..  MIumuoHi,  nlnd 
M  ttSJXD.  Th  balun  tn  diMy  dvdltei  ud  vutmat 
bosK  pnpHtlt*  Id  SL  PmI  ud  MinK^mllt 

MOKTOAGE  LOANS:  llMnuciaiouiBai^dfaif  WTltlO 
>Udi  •)•  HOlMMb*  noiHttai  to  tha  ntm  ot^.tMJOO,  (he 
KupuT  Udfau  tTOt.»t  o(  liaanaiie  «  brfldtav.    Iter  u> 

Wu^jJl*,  u  oSai  Wdlar  bt  Skin  Fib,  &  D.  ud  one 
iMim  prapMtjr  la  HIdd.  TIk  hmtt  loue,  XUi  tlidr 
Kollla  aiB  IlLTOO  xwtnMti  a  E.  arTFartfud  an. 
•Ml  AnnM  it,  St.  Fud.  Tilnad  at  ISlJiaO;  tlTiOO,  BoWTalt 
apamenta.  Hair  pL  lad  131b  H,  Mtaoaamlli.  Taliwl  at  HS.OOO: 
SJaOia-M8D.HMkaL,Bt.Fa>Ln>udtf  H«.<00;  lom 
wuOMt,  ISth  iL  a^  Fait '"  ,_■<«— .f-th,  nlued  at  KT.OOO^ 


BOSie  AND  STOCKS  OWNED:  Par            

Bosh.  Vilga.  Vain. 
Almiira.  KO-jaaa  Datm  1911,1011, 

ins.H% rjoo  n,MO 

Aii(KlHB,aD..lDd.3e.Dia,ia9.4)%  Zfi.000  20.000 

AcUq.  la,  at  dkn  II17.S%.. 1X000  12.H0 

AMkk.  Klu-,  u.  dk..  1931. 4%. 18,000  17.280 

AaAmr,  B.  D.,  M.  dk  IMl,  S% lOJMO  10,200 

Bakar  Cy,  On.,  UUO.  S% 13.000  U^MO 

Bhd  Und.  Hiniu  Utt5,  S% 7/100  T.ISO 

Kiiaod.  Wbil,  KOOO  IBS,  (MOO  ta- 

DallT  IlKnalts.  USa,  S% 21.000  27.2S0 

BbbUmi^  B.  D^  1921.  S% I6,IX)0  15,110 

CbIob.  S.JK  tSXm  optkHial  1«0S-»13; 

mass wm  iimo 

Ckna  Co,  Okla..  tl9,X»  1»7, 112.100 

MB.  tttl-a.  5%. 2e,000  28,813 

(JmaieCo^ltaBt.,  !»»,*% It.OOO  M,£DO 

chmH  wtd„  ion,  t%. u.ooo  aum 

aL.a-.wt.l-,  1912.6% 25,000  is.Eoa 

Oitk^Ja.  Okla„  niR,  1920.  fi% 17,000  I7,;ts 

Olckate  OklM^  Hi..  192S.  t% 8,000  8.100 

rhfhih.  on*- afc.  192&  3%- 25,000  !«.I50 

DntaaCD.,lLD..lffiSrti% 10.000  10.100 

DarVIm  On,  Ton,  HIT,  Wft 2M0a  tCJOO 

DMnM.  Htaa.. «.  dik  nia  0% lUMO  5,000 

Mvk,  Mte..  MIS.  fi%. lOMO  10.800 

TiJ— i,Mi— ,»^  n,^,lll!M,)i%  17,100  18,900 

Fimwat.  IB»,  1B3&  B% 10,000  10,800 

rvOia*  Mia.  UfiW  ud..  UU,  1%  30.000  35JM0 

P«l  Wortk,  Tex,  !>«.  4ft. IO,«IO  «.000 

rdda,    MfeB„    tUioa   Batona    1914; 

tine  anuOr  UeRiftB.  1917,  KL.  4.000  4,100 

fMh     ItMrnTtiOm     BUtDTM     19% 

lUOO  aniMllr  tfanaAar.  1*11,  H%  4.000  4.0tO 

GA,0BL,]9ia,4% 51,000  48,450 

GnMr&tollHHBatiiMUaa:  tsoo, 

tmina,a%. soo  500 

<ia.BlaKd;unI|%. lOMO  9390 

Aaoa.  HkBTm?,  ML 8.000  3.600 

(kudKafa.H.  E>.,1931.4Ht 9^0  B/Xn 

Gtud  tab  N.  D- 19UL» 4jm  tJM 

GiBtCarif.lL.fltta% 10.000  10,700 

GiM  raL  HiMiTma  ff% urn  5,su 

<ln(aa  Cb,  Tua.  M1&  0% IMOO  t5,87S 

Otthk.  01^..  m„  WL  M% Wm  10.700 

Oiii>k,ou^v,uaL4% i/no  i,i5i 

BAtk.  ibB„  ms,  M%. laooo  Huxn 

Ei^Kb  ObL.  motat  1017,  4% 15.000  U,475 

HiaHia.  Oat,  wrt,  W7,  i% l&OOO  14,700 


r,  Ubn., 


luiulljr; 


Haikel 
VaJH. 
tS.110 


»1,500,  1914:  aU.^. 

K.rig  Ca,  Wuh..  1921 5%. 15,000 

Lwiul  Parle  Co..l[lDii..Huila.,igi7,ra. .  8,000 

].inBdi>ti.  N.  D..  1025,  i%_. 10.000 

Lu  V'HiL  N.  kL,  1937,  S% 14.31« 

LatcGctd,  Hlon..  1914, 5% 3.000 

Luke  Co,  Colo..  1921.  4%. 3,«» 

Ij.  Hoor  Co..  X.  D.,  1958,  4iB H00O 

Unnboro,  Vion.,  191B,  si i.000 

Lbubtm  Co.,  8.  C-  1935.  4|% IftOOO 

L»rlilaa.  Ibnt..  193S.  1% 16.000 

Lawnnee  Co- S.  D..  Ifl!*.  5% 14,«I0 

LlnrolD  C<K7waih.,  1020.  H% 16.000 

HadiHm.  a  D..  1920.  ti% 14,000 

KibTHnxm  Co..  kiDn.,  1017. 1% 10.000 

Uiralitll  Co.,  an..  1020.5% 15,000 

Muiloba,  Cmi.,  1937, 4% »,000 

UlllnDk.  S.  D..  1024,  5%.- 18,000 

Hluaulji  Co..  UooL.  1918,  8% 10,000 

Mltdiell.  9.  D..  I92S.  0% 10.000 

Morton  Co.,  N.  D..  1K5.  41% lUWO 

MwwQ.  Minn..  1909,  fi% tMO 

.\o'.n-''n,  V    II..  lil4,8% 10.000 

.'...ri' I   '.(■■in..  1914.5%. 40.MO 

.  I9»,5%. 28.000 

">i'^..mi,H% 15,000 

-.\.0..1969,i% 28.000 

l'»rk  lt>l«l-,  Minn..  JH.OOO  1924.  (UOOO 

isai.  1V£I,  »%.  17.000 

pBidielon.  O™..  1933, 8% 2^000 

Psrhui.  iban.,  10a^  9% 15.000 

Porllud.  Ore.,  dr;  dock,  1033,  4% (0,000 

Rnlfcld,  S.  D.,  jr..  1029,  5% 18,000 

Redwood  Falb.  Minn.,  1018,  5% 8,000 

Reno.  Nev.,  1038,  8% 2S.000 

RMuBODd,  Va..  1030.  4% itJDOO 

RtTcnkk.  QtL.  1010, 5% 8,000 

St.  Clali  Co..  m.,  112.1100  mMUTH  1015; 

113.000,1018:  1915-8,5%^ 15,000 

Sauk  Ra^  Wod..  1027,  6% 25,000 

Saattlo,  VmL,  1917,  tl% 10,000 

SUiler.  la„  •>.  dlL.  1013.  8% 0.000 

eiavi  Of.,  la.,  iBd.  So.  Dfa..  1919.  4|%  00,000 

SkiuiFBlk,aD..wat,  1923,5% 51.500 

atom  Falk,  a  D.,  r.,  1017,  5% 15.000 

Spokane.  Wadi  le.  dta..  1910, 0% 50.DOO 

Bttelet  Co..  8.  D.,  1921,  5% lO/lOO 

atanlea.  1IIod„  1008,  H% 4,DC0 

BiilUniiCo..Tetiii.,  t02g,  5% 10,000 

BuUlTBa  Co..  TeDC.,  1038,  5% 15.000 

nw  River  FiUi,  Hlni].,  1025,  6% 25,000 

TtiW  Rlnr  Fatlh  UtauL.  Wat.  Wki., 

1028.5% IWOO 

Tner,  Wiui.,  1011, 8% 20/100 

Twin  Fall!  Co.,  IdL,  tloiOOO  1014,  tie  MO 

1015,  lOM-5,  5% 25,000 

VdWoi^N.D.,  t8,a001910-10!4-I0», 

Walla  wSi,'  Wiih!.'  1019,  «%. ".■.■.■.■.'.■.'  5,000 

Walla  Walb,  Willi.,  CItf  tUl,  1028,  5%  25,000 

Webetar.  STD.,  r..  1012,  5% lOJWO 

Wabttn,  a  D_  H.  db.,  1925, 5% 17,000 

YdlowrtoDe  Co..  Mont.,  at,  1«0, 4i%. ..  lO^WO 

A..  T.  A  B.  F.,  Tiana  Short  Lice.  1958, 4%  50,000 

A..  T.  4  a  F..  »n.  m.,  1908. 4% »,000 

B.  »  O..  1.1  m.,  1025,  3i% 50,000 

ClmaiieakeAa.gii.m..  1991.4)%....  50/100 

ChL  4  AIL  Ea.  a™..  1012,  4% 15,000 

a  A  E.  111.,  D.  oootiacl  t  i  a..  1937. 5%  50,000 

C.  B.  A  Q.,  Hi.  IMr.  1040,  4% 50,000 

a.  B.  A  Q..  lolDt,  1921, 4% 100.000 

CbHago.  Indiana  A  Southeni.  1058,  4%  75,000 

ChL.  Lake  Bboie  A  Eaitem,  1  m.,  1009,44%  25,000 

a.  IL  4  SL  P..  C.  A  P.,  W.  blv,  1021, 8%  25,000 

CUcvD  Ry-  Co.  Seilei  B,  1027.  4  4  5%  25,000 

C,  H.  L  4  Pan.,  lit  A  r.  n..  1934,  4%. .  5a«00 

la.  Cut.,  lit  m.,  1938,  5% 10/100 

Loulnr.  A  NHhT.,  oalM,  1940,  4%_ , . .  16.000 

MIL  EL  Ry.  4  Lt.  Co..  1931,  t)% 38.000 

Una.,  Lyndalc  4  ICliiiiebnkaRTlDlO.5%  ¥>M0 
HblMapalli  8L  Ry.  ud  St.  Panl  Otl  Bj. 

Co.,  1928.  8% Wm 

IGiuieaoU  Tranrfer.  1  Di..  1018,  4% 15,000 

Ho.,  Kan.  A  E.,  bin.,  194^8% 3S.0OO 

Mo..  Xao.  4  0kla.,  litiB.,im5%....  50.000 

M.,  E.  A  Ttx..  8L  L.  DiT..  M  a>.,1001.'4%  15,000 


18,875 
25.500 
27,210 


10^5 
21000 

30,940 


REPORTS  OF  FIRE   INSURANCE   COMPANIES. 


ST.  PAUL   FIRE  AND  MARINE  INSURANCE   COMPANY,   St.  Pml.  Minn. 
Boni*  im  BnxsB  Owm,— Cmt. 


Vtlie. 

Mo.  P»o..  »1.  tr.,  1fll7,  S% Wm 

S.  0.  Tm.  Co..  IBM,  t% «0M 

No.  Pm.  priM  In.,  1«7,  4% ItMM 

Ko.  Ph.  id.  b.,  2017,  3% HUHO 


Sjwhu»  A  In 

Sl.L,  I.  M'to.'i'so.  Rlt!^ia.'Dl"l 


xm 


Hlniup.  Oh  Lt.  Co..  a.  m..  1«30,  0%  . 
MiDoup.  Gu  UiCo..  I  go.  m..  11)30,  S^o 
Hdw  Yort  TdtpEoiw  Co.,  IBM,  4i%.  . 

Om.  El,  LL  t  ftw.  Co..  1B33.  i% 

Fortlud.  Or..(;9.EI.Co.,1S36,5%.  .... 
BL  Jo«p1i.l(o,.LtI]t.i  Fiiv.Co..lB37,i% 
Bt.  Ps  JQu  LLCd.,  lit  m..  IBIS.  e%. . . 

Ht  P.  Gu  LI.  Co.,  a  (.,  1918.  6% 

Si.  PauIGuLLCcgn.  ID.,  1M.5%.  . 
BMltte-TiieoiM  Pow.  Co..  lB2i,  6% . . , . 
H.  Lt.4  PoK.Co.  ,at.L  Ud.,  1932,5% 


„S% . . 


'X  LI.  *  Pow.  Co  ,  S 


Ql.Ho.H7.Co..p 

Ol.  No.  Iroa  On  Pnpaitica. 
No.FK.Ily.Co... 


ID  AiHr.Bk.oF  SI.  Piul.HlDB. 


UndnvrlUr^  Mntc  do..  Chi. ., 
Rsutlwrn  Adj.  Dumu.  AtUnU.  i 
W.  Adj.  A  Imp.  Co.,  Chi 


uoo 

laooo 

10,000 


25,000 
fil.S(lO 
2S.37S 
25.fl2S 
Sl.iCO 
2fi,5C0 
34.878 
4D,O0O 

24,500 
00,000 

25,780 
lO.lOO 


Tl,jOO 
HOOD 

T4,l«l 


■.HJ>17«1).....    tUUJM    MJOT.TOa 


ViaCKLLAKEOlIB:  In  1B71  nuBlnid  (or  wDi  m  cutUl. 
ImOOO.  Capital  betnMd  Is  1B8I  from  MMLOOQ  to  tNOJlOa 
i.QBp«iT  opHfttca  imdflF  rcHrro  fond  Inw  of  UmoaoU  hiroiK 
dapoailid  ■  wniail  mtm  fnnd  of  tiSO,000:  ud  iguuuty  nirplui 
f imd at  tasAOOO;  OoulMntioa kaw  OiiOKD.  IS7l,«40|i(O^ 
BortOL  1871.  ITflMO;  Bdtimon.  IBM.  tlT2M«  Su  Frucin. 
l»0>ril.mSI>7.  VihM  d  apeeid  dnoriE  Cu.,  tlST/l2J: 
Ot.,  n,8a0,  nTiL,  IIO.TOO;  Vn.,  t2SMI- 

DIRECTORS:  C.  H.  VMou.  i.  W.  LnA,  H.  S.  Colt.  C. 
W.  Saiton,  ThoKu  WOnn,  W,  B.  Deu,  H.  T.  Dnke,  F.  H.  Biro- 
low.  P.  A.  fou.  1-  H-  8Un«r,  V.  M.  WltUnn,  A.  W.  Pan.  C.  F. 

PIELD  HEN  AND  TGRRITORT  COVERED:  Omn 
a^nta:    CbiiiMnvafl  vid  Goodwio,  Saa  FnnciB 


YCt-lai 


Cind 
He. N. H.,iiiii. udK.  I.:  wuionaHan 

d  N.  Y..  Pl  ud  N.  J.:   CnnBt  A  Cw« , 

Tei.  (ud  Ia.  Spedil  itoili  (or  Cnnu  1  Ckc 
J.L.DeTreTiUc,  K.I3!Duiu7Jr.,Gl>KBdiBlgwB.F.  Bcfamitt, 
Clwios  fititlon.  SphbI  JiDadietkn  of  bom  office  Alt..  AiL, 
Oolo.,  n>.,at..  IU..lMirtL,  Ku..  &..  HIdl.  UI^  Ho- Nd>., 
N.  IL,  N.  v.  (w.  ot  No,  ant  R.  IUTN.  C  N.  DTOMtTK.Cw 
of  No.  Cat  R.  R.].  S.  &,  &  D.,  Thl,  Vl.  W.  Va,  Wla.  and 
Wm.  W.  E.  Podgn,  nncnl  aont.  Tor.,  Pnr.  tt  0«L:  Halt 
A  Ok.  EBHtil  uut*,  llMit.,  ^DT.  (d  Qub;  WUta  A  (Ulda. 
nuni  HMta,  StTjohn,  Pnir.  o(  N.  Bmanriek.-  A.  M.  Jack 
A  Son.  «Mnl  im*.  HiUu,  FioT.  of  Nor*  Sntla.    SbkU 

rile  IL  A.Oiim«t,D.D.DaljaBdCII.H>y<i,lr>rlUnn.; 
I.SoiiiMi.CbL.IILf<itI1L:    J.  P.  BiBiilay,Bt.  Paul,  HIdil; 
(or^I^  aad  M^  H.  Hurr^lOi.  ^nr,  '^•J"  S°'°''  .?2°' 


W.  C.  l4^'0naa,~N^;  in  NatL."  Vu 
-  Ub,  Kaa„  tuO^  and  "         '  "   ' 


A  OaboiM,'  WIdilta,  Kaa„  teOba.  ao'd  Kao.;  J.  W.  Cmnlnf- 
ham,  EUnidiidMm,  Abn  (or  Ak.,  Fla.  and  Oa.:  H.  A.  aamnDo, 
HldiDOBd,  Vt.,  lor  NTc..  a  a  and  Va.;  E.  G  Ommn.aod  wTb. 


MIBpai 

Sthd, , .._ 

RtMhbin,  Wla.  lor  part  ofWIa.; 


a.;  E.  G  Ooma  an 
N.  D.:  A.  F.  UaSt* 


B.D..  (or  S.a;  John  HoUnn, 

put  of  Wit  aid  part  d  Mhm.;  D.  0.  Sttoe, 

j«nEuuw,iiiaHHWKKD.vniBu.;  vl I. VacplMnoA.  LouiariUe, 
Ky„forKf.aBdTtBn.;  I.B.Baud.apMJalagaitllampliia,  Tcon.. 
far  Km.  ud  Afk.:  Banjaiun  Kami  and  WiHnd  T^or.  DartoB.  O. 
For  0.  awl  W.  Va.:  C.  F.  Oodan.  wadal  icnt,  WIuIhl  Has. 
lor  KuL,  Albarta  and  SHkatebnraK  W.  F.  Zwlc^  RTKl^p^ 
Irwin  S.  Wataon.  E  B.  Flaek.  Ow.  T.  Qnif ,  L.  L.  Dibfal^  R. 

ScJwin'i  t,.... 
Nirwuk.  N.  J.: 
Ke^  lairiUu; 


THE  SEABOARD  FIRE  INSURANCE  COMPANY,  Norfolk,  Va. 


Pcoidait.  Jobs  1.  Ropa 

SecTctaiT. 

G«>.UcG. 

Goodrid^; 

Roideit  S«TB«ar»,  I^i.  T.  Xtobie.    Or|aBi«i.  1865. 

V„ 

*_ 

Unorncd 

Mai 

Snrplui 

hfci 

Pramlumt 

Total 
locome 

■OT 

idciida 

El- 

Total  E>. 
pBidltniB 

.JSSd 

E 

STS.sie 

■USSI 

27M1 

asi 

■asss 

tfi8,3!4 

1.™ 

1,18! 

(IS.OOt 

Sooo 

*li 

6,S80 

11 

I.IS 

AssBts,  DcOMBia  31,  IBOO. 

Real  OI.IE  Dmrd  (book  yJuO 

MortffAae  loam  on  real  ntau 

BonoB  >fld  alodu  ompd  (iDvl:?t  value] 

Collateral  loaoa 

Cash  in  officr  and  hank 


Local    HcefJcy    dcparlmoit,  due  compaolaB   and 


;>t  capitil  and  wrplnt. . 


Toul  liabHUiia,  capital  and  autphu. . . 


S7a.M 

30o,oa 

Z3.M 
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THE  SEABOARD  FIRE  INSURANCE  COMPANY,  Norfolk,  y^.-^CofOmtted. 


BISKS  AMD  FREmUIIS:    Fire  iUb  Id  font  Deeamber  81, 
K76I,7U;  pRnlmiM  thenoo.  $79376. 

BDSDIEBS  SINCE  ORGANIZATION:    Tmakmm  leeelved* 
SBS,]84JiM«  paid.  $60,968;  dhrklMMb  dedwed,  aMh.  $44,671 ; 


REAL  EBTATB  OWNED:  Ooorirts  of  S^toiy  bilek  aad  ttone 
bddloL  106  Plane  et.  on  leMed  gromd— 10  jean  letw— 1-10 
thupa  off  to  profit  aod  loa  TMily.  OnmpMiy  Oftnim  bnildlBg 
■H  ifcdrof  ramne^  iMorring  put  for  tti  own  OMniptti^» 

M0SiaAOBLOAN&    ThM«M«281oMita8BC9iunc$116^ 
ad  paieded  bj  tanprorvd  locd  imI  eitato  Tdoed  it  $307,000. 
loiiBtateBtpMtdiMooDeeember31.lMt  Cbmpany 
>«•  OB  the  raortgaced  bvilaiiifi. 


COLLATERAL  LOANS  em  m  fbOowK 


Sorfok  BL  iar  SeT.  A  !>..  8  due. 

SakXkWuAonm  Cn..  16  be 

Vf. flf FBrtmottto,  lb 


Ifaiket 

Yalne. 

$8,600 

16,000 

641 


Amomt 
J4)eaed 

$8,760 

10.000 

400 


I^rtib. 


WSDB  AND  STOCKS  OWNED: 


$19,141        $13,160 


^.ofXoifolk..... 
M*  Silk  Ob... 
Qlyqfjfodelk.... 
^.  flf  IwitweoiBWi. 
OtyofKoifek... 
G^QhOi. 


Fhr 

Value. 

$14,000 
14,800 
2.600 
1,000 
6.000 
4,000 
6,000 


Ifaiket 

Valiw. 

$14,000 
14.726 
2W 
1.066 
6.400 
4,397 
6.680 


Bombs  ahs  Srocn  Owmb.— C«n<. 


GaiTettAQK 

Norfolk  Waielioan  Corponttoa.. 

City  of  PorliiBoiiftli 

To«aihiDofRelalsli.N.C 

C.AO.  By.Oo 

NaDnmond  Water  Co^ 

Jonw  k  Coh  lae 

NfLAP.Uadei^nAMo'n 

BTOCn. 

VbslBia  Bk.  aad  Tr.  Ob» 

AtlaatieTr.aiidDqiiCb 

Norfolk  Nat  Bk. 

Natlooal  Bk.  of  Oommarw 

JaiMitowii  EipoiitiOB  Co.,  p.. . . 


Fkr 

Maritet 

Value. 

Valw. 

$5,000 

$5,118 

4J0OO 

4,000 

900 

1,031 

10,000 

10.725 

8.000 

2,065 

6,000 

6.376 

10.000 

10.600 

145 

145 

8.000 

8.770 

tooo 

600 

8,600 

4,400 

8,600 

4,400 

1,600 

Totab.. 


$0il45      $100,761 


mSGELLANEOUS:  Chpltal  lameeed  in  1897  from  $16,385 
to  $88385  (ead  onbeeoMB^  to  $85,000);  In  1901.  to  $30,000:  la 
1008, to $85,000;  falOOS. to OIQjOOO;  to  1904. to $50,000:  andln 
1905,  to  $800,000. 

DIRECTORS:  JolinLiBoper.CwS.  Sherwood.  JolinS.JenkiBa* 
A.  J.  Ooodtiflh,  Walter  J.  SlsunooiL  TMewell  Tfejlor,  R.  M- 
Hoite.  duML  ftrer.  a  W.  FflDtraa.  N.  Beemao.  John  T.  Griffin. 
Beniy  Kin,  J.  F  Aadie  Motto,  J.  G.  Womble.  J.  W.  Hunter. 

FIELD  MEN  AND  TERRITORT  COVERED:  Wm.  Hnntor 
BeD,  Norfolk.  Va.,  ipedal  acent  for  Va.;  W.  &  WUkbieon,  Rocky 
Mbont,  N.  C,  iBoenl  acent  for  N.  C  Conpany  operatee  In 
N.  a  and  Va. 


SEABOARD  FIRE  AND  MARINE  INSURANCE  COMPANY,   Galveston,  Tex. 

Preaideat,  B.  Adoue;  Secretary,  J.  H.  Lengbdm;  Aaeialaiit  Secretary,  C.  C  Bowcn.    Orvanind,  1906. 


Teai     Aeeeto 

Uneexned 
Pxemhims 

Net 
Surplna 

Net 

Total 
Income 

Loesea 
Paid 

Djy- 
klenids 

£z- 
penaea 

Total  Kz- 
pc&ditniee 

Loaaea 
Incurred 

iSOl       $430,386 
1906        4l3JUn 

$130,604 
99,807 
ftl.  lifts 

$30,701 
09,646 
06,177 
66,779 
66.980 

$193,046 

162,002 

188,766 

48.876 

19,070 

•$261,468 

182,709 

162,236 

•90,836 

21,788 

$117,266 

62,284 

36.648 

42.846 

9 

$30,000 

$101,624 

86.791 

69.190 

22.949 

8,147 

$248,779 

149.026 

94.744 

66,794 

8,1661 

$128,639 
72,096 

1M7 

401.003 

36.478 

190S 

342.431           3D.02& 

47,417 

m 

317,298 

10,318 

9 

*  lacfaides  $30,000  paid  in  by  stockholders.    In  1906  and  $60,000  in  1909. 


81,  1909. 

Uirtgage  loana  oa  real  estate 

Seals  owned  (market  value) 

Cash  ia  aflke  and  bank 

Afats'  hehncra.  not  over  3  months  due 

iateFot  and  rente  accrued 

Otfaer; 


$39,430 

276.782 

71.046 

41,374 

6,989 

166 


Total  admitted  aasets. 


$436,386 


LlABXLTnES,  DZCEIIBER   31,   1900. 

Net  losses  unpaid  (induding  $4,000  resisted) 

Unearned  premiums 

Other  Uabuides 


$23,021 

130,664 

2,000 


Total  liabilities,  except  capital  and  surfdus . 

Capital  paid  up 

Surplus  over  liabilities. 


$166,685 

260,000 

30,701 


Total  liabQities,  capital  and  surplus. $436,386 


^KISKS  AND  PEEIOUIIS:    Fire  riika  in  force.  December  31. 
laWMSl;  pRBiinme  theraon.  $243,621. 

ttjJLNiaS  SINCE  ORGANIZATION:    Fkemiums  received, 
cam;  kiOTs  paid,  $257,801  dividends  dedaied,  cash,  $30,000. 

XOETOAGE  LOANS:  There  are  16  loans  MBc«ating  $39,430 

*  ttpnmd  dty  and  farm  prupeiticB  valued  at  $128,495.    There  is 

*  iBtemt  paet  doe.    The  company  holds  $12,400  of  msuranoe  on 
taebeikiiao. 

Far  Maiket 

BONDS  OWNED:  Vahie.        Value. 

^  at  Gahrertoa  SeawaO  k  Breakwater. .  $103,100  $100,007 

^afQelnaiooB4iadAbe.ScrfpFg...  3.900  3.783 

g'tfGslfviioBn.f.eertp 2,600  2,622 

^.cfOaiwIoBSema 40,000  50,470 

^ofOaNcston  limited  Debt  ba. 22,000  22.000 

^K.B.AsB 10.000  10,000 

^•cf8BAatoBk>llthImp.DiB 35.000  35.000 

n9Brte.Iad.8e.Dto 17,600  17.600 

gv^TeaaSe.  Dia 18.000  18.000 

fen,TeMSe.Db 3.000  3.000 

jGw.Teias8e.Dh. 8,000  8,000 

ai^ul.bi.8e.Dli $10,000  $11,600 

Totdi $2n,100      $276,782 


MISCELLANEOUS:  In  September,  1906,  cash  snnlos  of 
$50,000  paid  In  by  stoekholden  as  nremlum  on  capital  stoek; 
$30,000  paid  In  by  stoekholden  fai  1906  to  refanburse  company 
for  San  Francisco  losses.  In  December,  1909  $50,000  additional 
surplus  was  paid  in  by  stockholders.  Conflagration  lora;  San 
Fiancisco,  19OTr$25.545. 

DIRECTORS:  B.  Adoue,  H.  Wllkens.  John  Sealy.  J.  H. 
Lancbehn,  J.  P.  Alvey,  S.  P.  Mistrot.  R.  Waverley  Smith. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  W. 
Colson,  San  Francisoo.  Cal.,  manager  for  Pacific  Coast,  W. 
W.  Kirkpatrick.  Atlanta.  Ga..  special  agent  for  Ga.,  N.  C,  S.  C. 
Ala.  and  Miss.  The  company  operates  in  Ala.,  Cal.,  Ga.,  III., 
La  ..  MidL.Mi8B..  Mo.,  Nev.,  N.  C.  Pa..  S.  C,  Tex.  and  Wash. 
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REPORTS   OF  FIRE  INSURANCE   COMPANIES. 


SECURITY  INSURANCE  COMPANY,  Cincmnati,  O. 

President,  Frank  A.  Rothier;  Secretary,  Adam  B«nu8.    Organised,  1881. 


Year 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premiums 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

$364,824 

$128,880 

$67,763 

S135.921 

$150,884 

$59,850 

$9,000 

$63,963 

$132,813 

$63,041 

1908 

366.950 

114,476 

90,078 

126,034 

188,775 

57,984 

9,000 

66,265 

123,249 

61.678 

1907 

860.674 

106,698 

85.065 

114,638 

128,836 

63,706 

9,000 

51,907 

124,613 

50.034 

1906 

365,360 

104,908 

84,527 

119,479 

130,365 

69.996 

9,000 

53.878 

122.869 

62,446 

190J( 

347.050 

100,478 

81,539 

120,159 

135,742 

51,316 

9.000 

49.573 

109,889 

50.749 

Assets,  December  31,  1909. 

Stocks  owned  (market  value) $823,313 

Loans  on  Consolidated   Boat  Store  Co.   stock 
(market  value  $1,000);    First  National  Bank 

stock  (market  value  $1,300) 1,640 

Cash  in  office  and  bank 20,115 

Agents'  balances,  not  over  3  months  due 19,746 

Interest  accrued 10 


Total  admitted  assets $364,824 


LxABXLinxs,  Decbmbbs  31,  1909. 

Net  losses  unpaid. 

Unearned  premiums 

Other  liabQities 


$12,295 

128,880 

5.886 


Total  liabilities,  except  capital  and  sun^us , 

(Capital  paid  up , 

Surplus  over  aU  liabilities. 


$147,061 

150,000 

67,763 


Total  liabilities,  capital  and  surplus. $364,824 


RISKS  AND  PREMIUMS:    Fire  risks  m  foree,  December  31, 
$22,490,091;   premiums  thereon,  $250,267. 

LOSSES  PAID  SINCE  ORGANIZATION:    $1,416,466;  divi- 
dends declared,  cash,  $236,250. 

Fftr  Market 

STOCKS  OW^D:  Value.  Value. 

On..  N.  0.  ft  Tez.  Pae.  R.  R..  stk $5,000  $5,900 

C.,N.0.ftTex.Pac.R.R.,8tL,p 2,600  3.678 

Columbus  A  Xenla  R.  R.  (}o.,  stk 2,750  5,555 

Cln.  Tobacco  Warehouse  Oo.,  stk. 4,400  2,420 

Qv.  ft  Suburban  Ti.  Am.,  stk 20,000  87.200 

Cleveland  ft  RttsburK  R.  R.,  stk. 800  1,400 

On.  Gas  ft  El.  Co..  stk 47,600  43,881 

Cltlsen8'NaiBk..8tk 7.000  16,800 

Fifth-Third  Nat.  Bk.  stk 10,000  25,000 

German  Nat.  Bk.  stk 5.000  16,250 

Grand  Hotel  Co..  stk 17.700  13,452 

C.  Portsmouth,  Big  Sandy  ft  P.Pae.Co.si  6,200  620 

Little  Miami  R.  R.,  stk 7,250  15.370 

On.  St.  Rr.  Oo..  stk 21,450  28,529 

On.  Unton  Stk.  Yds.,  p.  stk 6.150  6,227 

Firat  Nat.  Bk.,  stk 15,000  39,000 

Eureka  F.  ft  M.  Ins.  Co..  stk. 8.900  17300 

Merchants  Nat  Bk.  stk 8.000  0,150 


Par  Market 

Stooxb  OwwHD.—ConL  Value.  Value. 

Fourth  National  Bank,  stock $4,000  $11,200 

The  G.  Inter.Tm.R.R.Oo.'s  gr.l  p.  stk. .  6.000  4.700 

The  Sdoto  VaI.Tc.C6.'s  1  p.  stk 2.500  2,581 

On.,  N.  ft  Gov.,  L.  ft  T.  Go's,  c  stk. .. .  6,500  6.468 

an.,  N.  ft  Cor.,  L.  ft  T.  Go's  p.  stk. . . .  7,500  6,687 

National  Bank  of  Oommeroe,  N.  Y 1,000  2.120 

Qn.,  D.  ft  Tol.,  T.  Go.'s  stk 10.000  2JSO0 

Farmers  ft  Shipper^  L  T.  W.  Go's.,  Is 

peif.,stock 2.500  2,676 

W.  Ad.  ft  Insp.  Oo.'s  stk 100  200 

Totab  (book  value  $280.466) $229,900  $323,818 


MISCELLANEOUS:  Conflagration  loos:  San  Fnmdsoo,  1906. 
$22353. 

DIR£(7rORS:  H.  H.  Meyer,  W.  B.  Carpenter,  Michael  Ryan. 
F.  A.  Rothier,  .\dam  Benus,  L.  C.  Rothier,  Riehard  Ryan. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  a  Kk)ck- 
fllen,  State  agent  for  MlcL;  Rollln  B.  Heaton  and  Ghas.  Benua. 
spedal  agents  for  0.;  H.  G.  Klockaien  and  Ghas.  Bonus,  for  IlL 
The  company  operates  in  lU..  Ky.,  MlcL  and  0. 


SECURITY  FIRE  INSURANCE  COMPANY,  Davenport,  la. 

Prddcnt,  S.  F.  Gnmu;  Secretarr,  M.  C.  Wnath.    Organized,  1883. 


Year 

Assets 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premiums 

Suriirfus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

t$388,840 

$217,859 

$55,047 

$167,296 

$184,406 

$65,593 

$9,000 

$77,559 

$162,152 

$74,940 

1908 

356.807 

193,457 

57,181 

145,358 

158.619 

47,625 

8,000 

66.235 

121,860 

46,737 

1907 

:  317,324 

167,158 

44,602 

132,959 

144,647 

81.656 

4,000 

58,770 

94,426 

27.252 

1906 

:  :264,847 

86.121 

73,385 

87,072 

99,524 

32,015 

8,000 

40,498 

80,513 

31.803 

1905 

t245.142 

70,355 

68,447 

70.236 

81,614 

24.528 

8.000 

33.018 

65,541 

24.944 

t  Includes  notes  for  premiums. 

Assets,  Decembek  31,  1909. 


Real  estate  owned 

Mortgage  loans  on  real  estate , 

Nations  Bank  of  Davenport  stock  (market  value) . 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 

Other  assets 


$10,502 
302.800 
6,000 
24,625 
17,842 
10,444 
16,627 


Total  admitted  assets $388,840 


Ltabilities,  December  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities , 


Total  liabilities,  except  capital  and  surplus. 

Capital  paid  up 

Surplus  over  all  liabilities 


$12,062 

217.859 

3,872 

$233,793 

100.0OO 

55,047 


Total  liabilities,  capital  and  surplus. $388,840 


RISKS  AND  PREMIUMS:  Fire  risks  In  force.  December  31. 
$23,747,424;  premiums  thereon,  $394,601. 

BUSINESS  SINCE  ORQANIZATION:  Premiums  received, 
$1,727,468;  losses  paid.  $619,110.  dlvkiends  declared,  cash, 
$105,543;  stock.  $7CLOOO. 

REAL  ESTATE  OWNED:  Consists  of  Davenport  city  lot 
for  home  office  building,  and  three  lots  with  two  houses  in  I^ven- 
port,  valued  in  all  at  $10,502. 

MORTGAGE  LOANS:  There  are  73  loans,  aggregating  $302.- 
800  protected  by  fint  liens  on  la.  farm  and  real  estate  |m>perty, 
valued  at  $1,062,645.  The  company  holds  $62,615  of  msurance 
on  the  mortgaged  buildings.  There  was  no  interest  past  due 
on  Deoemijcr  31,  last. 


MISCELLANEOUS:  Capital  tneressedlln  1887  from  $25,000  to 
$100,000  by  stock  dividend. 

DIRECrOaS:  S.  F.  Gihnan,  M.  L  Marks,  M.  C.  Hinach,  B. 
d.  Hornby,  H.  Schroeder,  R.  Rohlfs,  P^  Hinsch. 

FIELD  MEN  AND  TERRITORY  COVERED:  Paul  HinKh. 
Davenport;  M.  F.  Yakish,  Van  Home,  la.;  J.  D.  Lateer,  Bloom- 
ington.  III.;  J.  L.  Lind,  Peroia,  III.  Tie  company  operates  in 
la.,  111.,  Tex.  and  Wis. 


REPORTS  OF  FIRE  INSURANCE   COMPANIES. 


SECURITY  INSURANCE  COMPANY  OF  NEW  HAVEN,  New  Haven,  Conn.§ 

Hi  Mil  III.  John  W.  Uliar,  Vicfr-PmiilaiB.  Chu.  E.  CunU.  Wimn  R.  Srnldlnf.  Sccntuy,  Vlclu  RoA; 
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REPORTS  OP  PIRE  INSURANCE   COUFANIES. 


SECURITY   INSURANCE   COMPANY  OF   NEW   HAVEN,  New   Utnn.  Conn, 

a  OwinD.~<?inI. 
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I)[RECTOBS:  Qih.  8.  L«to.  Joel  A.  Bpcny,  Joho  W.^niBi, 
E.  0.  Stoddard.  John  T.  HanwiD,  Ohm.  S.  NeltletoB,  Jama  l 
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FIELD  REN  AND  TERRITORY  COVERED:  Wgalsn  de- 
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for  la.  and  Nib.-  E.  T.  Tuuw.  Fam.  HI.  and  a  R.  Dainll. 
Roekfoid,  IIJ.,  tor  ILL:  C.  A.  Wehmeycr.  Qoaben.  Ind.,  F^od. 
and  Hid).,  E.  I.  Cnx^ll,  Poablo.  Cdu.,  Iw  Colo.:  W.  S.  QriStk. 
KanM  city.  Kan.,  ipnl  anat  [or  Ro.  and  Khi.;  J.  Pim 
WoH.  lloHliead,  Rbd.,  fottT  D.knd  Rmii.;  Q.  A.  Dmunt. 
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aHiataab  maaaiM  loc  Q*.,  Fla-  Ala.,  iCt.  B.  C.  and  Va. 
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fur  mlddb  dapartnat  and  He*  York  nbnrtiu:  CaiTA.  StraebtL 
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annar   openia  ■  all  (ba  Unilad  Slala  «i«M  Alt*..  Nn., 


SHAWNEE  FIRE  INSURANCE  COMPANY,  Topeka,  Kan. 

PmUtot,  Jotb  Uulvanc:  Vkx-ProideDl  and  Manaccr.  J.  W.  Gofaic:  StatOwy.  H.  S.  HorRan.     Otguliol.  I8S2. 
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AEinU'  balance*,  not  orer  3  mootha  due, . . 

Bula  reolTable  liken  lor  piemiuDii 

Idlcrol  accrued. 


TouJ  admitted  ai 


aiated)... 


Nel  toaaa  impaid-i 
Unearned  pranlun 
OUier  liabailia. . . 

liabniHi 

T^uabiiiiiet, ;;:;:;::::;;;;:...:.     ik,bm 

liabaitlea,  capital  and  wrplua. tl.4ft0.4» 


Tola! 

Capital  pai 


capital  and  lurplui . .  tl.Ot' 


RISKS  AND  FEEHimiS:  Fin  rl^  In  (ora  DeMmber  31. 
■U0.1GT.SS>:  prvnlim)  UunoD,  tl.83<.lll7. 

BtlSINESa  SINCE  ORQANIZATION:  Pmnlmna  melTed, 
t8.K6J«0;    kwB  jald.  Klfl7.aU:    dlrldaida  dndand,  eaak, 

tiM.ooa 

REAL  EOTATE  OWNED:  Cowirti  o(  tka  iMatj  brisk 
bnUdbig  on  lab  217-121  ladoon  it.  Topeka,  (aequlrsd  In  IWM). 
book  nhK.  tUJTS.  markot  ralue.  UO.DDO.  Net  IneonH  In 
1B07,  t2.l»7;  in  1906.  t2.B32;  iu  IBOO.  t23». 

RORTGAOE  LOANS:  Tben  are  21S  loan.  amiMaliin 
teEe,07S  wkidi  are  protected  by  lul  «Ule  vorth  t2,S«UKg. 
Of  tiien  Isaoi,  U25,07S  an  Reored  by  mortwea  on  Kanaai 
pronertiB.  prineipallv  fam  mortgien,  iBa  nmamder  being  upon 
lodrataM  in  CoIoTn.  M.,  IU.  and  OUa.  Then  an  but  7  kiana 
ai  larn  »  (lO.OOO,  and  the  larKnl «  aoe  nf  tiSMO  on  tba  Raaoak 
Temib,  Wichita,  valued  at  t2«.3£0.  On  Deomber  31,  lart. 
there  *ai  612  ol  islareat  pan  due.  The  eompany  haa  ntnr 
foreelnod  a  mortffiep. 

COLLATERAL  LOANS  an  M  fotlowa: 

Rariat       Amoant 
ecenntiea.  Value.        Uaned 


tun      tzjMO 


BONDS  AND  STOCKS  OWNED: 


, n.,llB8,4S 

larlton  Co.,Hd.,«% 

a.  ■&  db..No.B.ChanaC<>.,NJ[lSSU% 
len  Iwnihip,  Sumner  Qx.Kan.  1*17,41% 
Lttu  •CJU(.No.S,ClianCo.N.R.lB3S,S% 


tola  tp.,  Allan  60..  Kid,  1*11,  «)%. . . 
Uka  Aitliurjo.dta.NoJO.CliaTM(:k>.,N  J 

103*.  8%. 

LawraoB.  Kao„  4%. 


10,000 
17,000 

izjno 


Hamnlla,  Kan.,  1*27,  G' 
RangulKL  Kan..  lOr  " 

Oawio,  Kan.,S%,.. 
Paola,  Kan..  E^. . . . 
FSnabiBR.  Kan..a%. 
Rllaburf.  Kan..S%. 
Fill«>iu(.  Kan.,  6%. 


RBPOSTS  OF  FIKE   INSURANCE  COUFANJES. 


SHAWNEE  FIRE  INSURANCE  COMPANY,  Topek*, 

Bon*  in  9iMXi  OirnB.-^«il.  P>r  Vufktl 

Bool-CmC  Vlln.  Viln. 

£>!■•,  KiB,  5%    ,  tSJSO  t'l  .01 

Sdu.  Ku^t*£ 0,350  '.mU 

t^>ln.Ku,5% 3UI00  ::i.  7S0 

•,imt,Sti^t% B.100  o.Ol 

suh  F^  N.  H^  USS,  4%. iSCO  v  U 

ScDb.Ne.^RaikiCD.,KuL,t% UJOO  r  . -SS 

^H>>lti-,Zw.  »»,£%. 11.000  11  llO 

H  fU.  Ku„  nio.  S% S,000  .,00 

Soai^^,Ku,un,l% *JQO  V« 

S^Hl%B^;flaBaaL.KuUlT,«%  1.000  I '00 

cua  Ol, ITir  in>.  •%- 0.000  -to 

ZtiBiirwt^l^Jtttr.Co„&M„nu.it%  ZOOO  l.MO 

i:uaTvHUl>Jt«B.C>JKlB.,U11.4}%  WO  iM 

w  Stale  i<.  im  1% ii.ooo  lo.in 

Wt^Uitea,  Ku„«% UOO  IJSO 

Ctf^B.  Artkv  (nnd  tr  IV.  Dwl  on 
'.  &  T-h«l  at  tUS-OOO.  ud  ■  n.  an 

wd  nif  S^BnrttT,  nas.000:  unr] 

R  - lOOJWO  1O0.000 

ImiUt  fv  g.n-i.i.»»  »■■  ton  (%  i,000  1.000 

EaiUt  i^,H.rtrf*— n,g— ,  uu,  s^  s.ooo  £.000 

SmteaAiE.CD «1  SO 

Cidnii^SdnffQi..  aiL.111 1.1)00  1.000 

■.  Adj.  *  lav  Od..  CU,  n in  100 

Totak {book  nhM.  H3&.18S) IM1J06  atUilU 

*  Exeem  orrr  TmlDM  thcfm  Id  meti  ftbore,  dn  to  AdWrtl- 


maCXLLANEOUft  no  utMMd  pnata  trad  rf  Ok 
hid;*bt  prior  to  IMt  H  tompulod  oa  ■  bo*  d  40%.  OoD- 
purnimotul:  tai  UtI,  noipalad  oa  Axk  bMk  wll(«l«l,000 
c^taL  iBOMnd  la  IMS  to  000.000.  aad  1100,000  iddltloul 
nupln  paid  la.  Ooalantloa  kMK  MtlDon,  IMl  M.fiOO; 
3an  PnneKeo.  1000,  tlllOO;  CbalM.  IMR,  109,000.  Vatoa  ot 
UMial  dtpHili.'  Ol,  tlOJMO;  Va.  110.120:  N.H.,  111,009. 

DIRECTOHB:  Hirwn  P.  Dfll™,  J«b  IfuliraiKt.  A.  A. 
Rabmu,  T.  D.  FlUpalilok.  Ooom  M,  Nobis.  L.  A.  WIU.  Jia 
W.  Oolii&  D.  W.  UiilTwn,  Jola  K.  Hulnaf ,  H.  B.  Hofiaa. 

UHLD  ilt;.  AMj  TKWiniJkV  i.O'.T.liED:  Genei.1 
UKcr.U:  N'cwmu  A  UkDiU,  .\c>  1'ork.  .v.  Y..  stntril  xfdU 
Lulfm  dgnrtunt;  H.  L  A.  Bala,Sia  Frwd*»,  Cd..  (Hitnl 
ai-cDti  lot  FaoUie  CMrt;  On*  R.  Soiini  i.  Oo..  Dilbi.  ToL, 
.^i^nrnl  lent*  tor  T«,,  La.,  Ark.;  Ju.  B.  Smilh,  UiUnilli. 
Ky.,  Kcnenl  Mm)  for  Ky.;  W.  L.  Nrlaoii  A  Co..  MrmphJL  Tenn., 
crarT>l  tmU  for  Tom.  ud  Hlit.:  Hufhi  k  YaUa,  AtluU. 
li^.,  Kraeni  untt  torCa.,  N.  C,  B.  C,.V>.,  Ala.  aod  Fla:  Spnnr 
f:  Unpp.  Columbia,  Oa,  taunl  unli  (inOa;  Qrnid  L.  Schoylci 
1>!  nver,  Coh)..  fmtna  aaant  for  CdId..  N.  M.  ud  Wjro.  Special 
n<;?ntx  Kennetli  llaiGiHor.  Cbxsco.  IIL,  lor  IIL.  Hum.  ud 
\^  !• .'  AUeo  C.  Fmk.  Kii£uiiu<»,  licb^  fgr  O.  ud  Uieh.:  J. 
I.  liilbnaUi,  Topeka.  Ku..  Im  Ku.:  Cbia  H.  HDl  ud  Fiuk 
■  "--bj,  Toteka.  Kan.,  (or  Kan.;  Cliarilon  B.  Ropa.  Indiu- 
tai..  la  Isd.  ud  So.  III.;  Jol  H.  Bobop.  Kuoa  Cily. 


iryilia,  lod.,  lot  Ind.  ud  So.  111.;  Jt „.  ... 

tl.,..  Ir>r  Ho.:  Crank  A.  HcEtmy,  Oniha,  Nib.,  (or  N>l 
;  J.  Gimberg,  Cntinrdia.  Ku.,  for  fua.;  Artliur 
iLjibomi  C^ty,  Okla,  gpecial  acent  tor  Okla.  Thi 
ipunlfi  b  ill  Iht  Sum  d  Ihr  United  StilM  riccpt  A 


B.  Jonei. 


SCRANTON  FIRE  INSURANCE  COMPANY,  Sciunton,  Pa. 

Proident  Adam  Spltier;  Secrelarr.  R.  H.  Cnocr.    OriBniBd.  ItOB. 


ilSETS,  DECEMBER  SI.  lOOB:    (Wi  in  affln  and  bank,  |       DIRECTORS;    <]«,   W.   Kepp:    Adam  BpitKr.   Dr.  F.  I. 

iVMSk  ^Bola'  bahaeot  tt.MS.    Total  admitted  ante,  1108,-  BUinp.  R.  M,  Cruer.  Jabn  Kelitmek,  AiUiaat  Proul,  Oeo,  J. 

ML    Ijlrji'i— ■    UHamad  nmiuu.  tl.l7l;    •diu^  mm-  Oketwooil, jDknB<ue,F.B.Fi)ote,F. J.Seorter,£.B.IUrdmbBv.. 

■Baa.1813-    Total.  tl.WI:  capital  paid  up,  (100.000.  Valenltiie  BIw. 

RISKS  AND  raEHIUMS:    Fin  ridv  it  (orea  DecerabB  31, 

tULUI:    moitm*  UwRoa,  12,170.  I 


SIOUX  FIRE  INSURANCE  COMPANY,  Sioiut  City,  la. 

Piaident  F.  A.  HcComad    Setrelary  aod  Tnuurer^  C.  J.  Wooldridge.    Orgulzid,  1000. 


'"!    "~ 

Unearned 
Preminm. 

— nS — 

Saiphia 

— nH~ 

Pnmi>m» 

Totd 
iDcone 

LOS9C1 

Di^ 

El-       1  Totd  E.. 

Injuired 

itot ;    taxi.\«> 

*M.771 

1231 

«..92. 

US.TA3 

W,»70 

t3e,8«7|       U3.B37 

M.UT 

Asms.  DicnoEi  11 


Uoncaae  Idbm  em  real  a 


m  [om,  Deoeabtt  31, 


anaD  latnMan  loaoa  anr*- 
aa  Id  U..  N<b.  a^dTD.,  ralud  at 


■ORTaAOE  LOANS: 

nSW    KoStMSTp 

HOCEUJINBOtlS  I    Thk  gMDBau  ma  onalNd  cwtj  bi 
n»  mi  aameBWd  boriaaaa  h6iwT  fi.  mirinli  a  paid-up 


ndn,  E.  A.  Banw,  1 
Beek,  Esur  0.  Wean.    ._ 
yam.  Wm.  V.  Relekboff,  H 
WUUng. 

?IELD  KEN:  D.  I.  MeCaithy,  Stat*  aceut,  Dea  Molnea.  la.- 

dannce  TownaFiid.  Rwdal  acent.  Decatur,  la.;  W.  D.  Kunnt. 

^    '  "  "lulk.ipsctalafrat.DeaHoiaaa.I^ 


Clarence  Townacad.  Rwdaj 
(peclal  ^I.Algoua,la.;  L  1 
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REPORTS   OF  FIRE  INSURANCE   COMPANIES. 


SOUTHERN  NATIONAL  INSURANCE  COMPANY,  Austin,  Tex. 


President.  J.  G.  ] 

Eomberger; 

First  Vice-President,  £.  P.  Wilmot;  Second  Vice-President.  D.  T.  Igldurt;  Treuurer,  W.  I 
Folts;  Secretary,  A.  G.  Beckmann.    OrRanirad.  1005. 

YXAX 

Assets 

Unearned 
Premiums 

Net 

Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Xncuzred 

1000 
t008 
1007 

8207.885 
216,656 
206,060 
171,110 

154.504 
88,014 
74,488 
28,802 

87,025 
11,642 
21,007 
38,077 

807,582 

180,802 

131,712 

54.848 

t8115,636 

148,686 

138.021 

66,186 

886,461 

67,007 

45,888 

8,878 

"  "  '86,666 

858,612 
66,281 
58.888 
20.110 

8140.078 

140.228 

104,271 

87,007 

72,01 
61,&l 

1006 

18,11 

t  Indudes  87,500  surplus  paid  in. 

Assets,  Dxcekber  31,  1000. 

Mortgage  loans  on  real  estate 8158.681 

Loan  on  20  shares  Western  National  Bank  stock 

(market  vahie  82.500) 1.650 

Cash  in  office  and  bank 25,862 

Agents'  balances,  not  over  8  months  due 10,803 

Interest  and  rents  accrued 6,281 

Other  assets 668 


Total  admitted  assets 8207,885 


LiABiLrriBS,  Dbcbmber  81,  1000. 

Net  losses  unpaid  (including  86.202  resisted) 

Unearned  premiums 

Reinsurance  premitmis , 

Expoises,  taxes,  etc 


$18.2: 

ii,s: 

7i 


Total  liabilities,  except  capital  and  surplus. 

Capital  paid  up 

Surplus  over  all  liabilities 


$85.3< 

115,0( 

7,0i 


Total  liabUities.  capital  and  surplus. S207.3£ 


RISKS  AND  PREMIUIIS:  Firs  risks  bi  fores  December  31, 
86.667.657;  prsmlums  theraon.  1109,214 

BUSINESS  SINC^  ORGANIZATION:  Preminms  reeeived, 
8411.181,  loMM  paid.  8200.220;  dividends  declared,  eaah.  86.000. 

MORTGAGE  LOANS:  There  are  70  kians  sggrefsatlog  8158,681 
sll  first  liens  on  hnproved  real  estate  in  Tex.  valued  at  8466.044. 
There  was  8572  interest  psat  due  on  December  31.  last  The  oom- 
paay  holds  860,000  of  insuranee  on  the  buildings. 

MISCELLANEOUS:    This  eompaay  was  organised  late  In 


1005  and  oommenoed  business  early  tn  1006  with  a  cash  caplt 
of  8100.000  and  a  net  cash  surplus  of  860,000.  (3apital  ineresM 
in  1000  to  8115,000  and  87.500  additbnal  suridus  paid  in. 

DIRECTORS:  E.  P.  Wilmot,  Otto  Kodbler,  Harry  Land 
J.  K.  Hexter,  D.  T.  Idehart,  E.  H.  R.  Green.  Walter  FaiMt  WObe 
H.  Young,  Wm.  H.  Folts,  J.  G.  Homberger.  J.  L.  Hunter,  E.  ^ 
Amim,  A.  G.  Beckmann. 


TERRITORY  (X)VERBD: 
0..  Tex.  and  Wash. 


The  company  operates  in  N.  J 


SOUTHERN  STOCK  FIRE  INSURANCE  COMPANY,  Greensboro,  N.  C. 

President,  B.  D.  Heath;  Secretary,  A.  W.  McAIister.    Organized,  1805 


wr 

Asseto 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Yeas 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

1000 

c8344,0^3 

870,087 

f*i'3|? 

875,043 

888,826 

826.052 

87,000 

HHH 

•SI'S* 

826,80 

1008 

c321,751 

68.804 

(45,584 

68,060 

00,666 

55.538 

7,000 

81.240 

03.787 

53,01 

1007 

c815,672 

82,510 

24,065 

00,848 

102,603 

36,056 

7,000 

87,801 

80,447 

36,05 

1006 

<;206,006 

76,612 

7,727 

01.686 

101,557 

81,855 

1.882 

37,612 

71.280 

83.6^ 

1005 

266.640 

61,028 

(i) 

60.425 

75,200 

81.014 

28,366 

62,114 

31.01 

c  Includes  8100,000  stockholders  bonds.     §  870.000  net  surfdus  converted  into  cash  capital  in  1005  and  820,000  in  1000. 


Assets.  December  31.  1000. 

Mortgage  loans  on  real  estate 878,088 

Stocks  owned  (market  value) 112,627 

12,000 

24,131 

13,105 

3,042 

1,020 

100,000 


Collateral  loans. 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due. 

Interest  and  rents  accrued 

Other  assets 

Stockholders  bonds 


Total  admitted  asseU $344,013 


I..IASILITIES,  December  81,  1000. 

Net  losses  unpaid 

Unearned  premiums 

Dividends 


Total  liabilities,  except  capital  and  surplus. 

Capital  paid  up 

Stockholders  bonds 

Surplus  over  all  liabilities 


sac 

70,0« 
8,4C 


870,66 

120,00 

100.00 

44,31 


Total  liabUities,  capital  and  surplus 8344.01 


RISES  AND  PREMIUMS:  Fire  risks  hi  foroe  December  81, 
88,800,572:  premiums  thereon,  $140,537. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$860,330:  lo«ea  paid.  8357,086;  dividends  dedarod,  cash,  820.400 

MORTGAGE  LOANS:  There  are  42  loans  ranging  in  amount 
from  8250  to  $12,000,  aggregating  $78,088  protected  by  unproved 
rul  estate,  situated  in  N.  C.  and  S.  C.  estunated  to  be  worth 
8103.560.  The  company  holding  871,000  of  insurance  on  the 
bujldmgs. 

COLLATERAL  LOANS  are  as  foUows: 

MariEst       Amount 
Securities.  Value.        Loaned. 

Nantueket  Mills,  10  shares ^h^\  81000 

Worth  Mfg.  (>>.,  30  shares. 3.000/  •^•"^ 

Rocky  Mt  Ins.  A  R.  E.  06.,  25  shares.. .           3,500  1,500 

VlrgintaBg.&I..  112shares 11.2001  ^mq 

WjSong  &  Miles  Co..  10  shares. 1.250/  ***" 

Totals. •W.MO        812.000 


STOCKS  OWNED:  ySie  vSS 

Flat  Top  Insuranee  Agency 8200  $6.' 

Lilv  Mills 2.000  2.0< 

McLean  Company 1,000  1.0( 

N.CTr.Oo 34,500  36.S 

Amer.  W.  H.  Co 10.000  I0,0( 

So.  R.  E..  L.  A  T.  Co 6,000  14.5( 

Southern  Underwriters 16,200  17.01 

Amer.  Ex-  Bk 10,000  1 1.0( 

Hunter  Mfg.  A  Com.  Co 17,300  20^ 

Totals  (book  value,  8112,627) $06,200      8112.63 

MISCELLANEOUS:  Company  was  formerly  mutual;  hi  100 
name  dumged  from  Southern  Stock  Mutual  to  Southern  Stoc 
Fire  with  a  paid-up  capital  of  $100,000  and  stockholders  bond 
of  $100,000  paid  up  capital  mcreased  in  1000  to  $120,000. 

DIRECTORS:  B.  D.  Heath,  Bennehan  Cameron,  A.  V 
MoAlister.  J.  W.  Soott.  L  M.  Scott,  Frank  P.  Tate.  Wm.  E.  Hoi 
James  P.  Sawyer,  J.  Van  Lindley.  A.  M.  Scales,  EUIkb  A.  Smyt 
J.  L.  Coker.  Paul  W.  Sohenck.  E.  J.  Davis.  S.  B.  Tanner.  Rot) 
J.  Mebane.  _ 

HELD  MEN  AND  TERRITORY  COVERED:  A  W.  McAlL> 
ter,  manager;  Paul  W.  Schenek,  assistant  maasfsr;  W.E.Ashle: 
adjuster;  A.  G.  Coffin,  special  agent  The  company  operaV 
in  N.  C.  and  S.  C. 


SEPORTS   OF  FIRE   INSURANCE   COMPANIES. 
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SOUTHERN  UNDERWRITERS,  Greensboro,  N.  C. 

PiaMent.  D.  A  T  ompkiu;  Secntarr  ud  TNasonr,  A  W.  MeAHitar.    OtcuiUed,  IMM. 


Y^ 

AflKtS 

UoeBmed 

Net 

Net 

Total 

Losses 

mv- 

Ex- 

Total Ex- 

Losses 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

$330,010 

897.371 

825,802 

896.160 

8116,726 

855,383 

89,000 

$43,657 

8107,089 

854.386 

1908 

270^338 

100,677 

14.663 

106.628 

124,012 

83.149 

3,000 

49,684 

134,833 

84.133 

1907 

rl.0a0.806 

243.441 

tl38,737 

296.131 

334,134 

130.598 

13,360 

131.863 

364,731 

133.744 

1906 

r923.955 

203,760 

166,141 

268.414 

344,615 

95,645 

7,086 

109,670 

313,401 

109.878 

1906 

r791,741 

145,016 

108,690 

188,746 

201,360 

69,834 

7,084 

77,549 

154,457 

69,834 

r  hkdnde*  $100,000  guannteed  capital  of  Soathem  Slock  Fire,  and  $37,500  of  die  Underwriters  of  Greensboro, 
sorpias  mnsfcnred  lo  capital  during  1907. 


Assans.  Dbckmbxr  31,  1909. 

loans  on  real  estate 

and  stocks  owned  (market  value) 

CoBatezal  loans 

Cash  in  office  and  bank 

Afents'  halann's,  not  orer  3  mondis  due 

Bub  receivable  taken  for  premiums 

Intaesl  doe  and  accrued 

Other  assets 


Total  admitted  assets.. 


$130,938 

159,351 

3,090 

27,592 

20.336 

187 

8,510 

1.015 

$336,010 


LlABELimS,  DsCBIfBKS  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Unpaid  dividends , 


Notal  liabilities  except  capital  and  surplus. 

Capital  paid  in 

Surplus  over  all  liabilities 


t  $100,000 


$837 
97,871 
12,000 

8110,208 

200,000 

25,808 


Total  liabflities.  capital  and  surplus $336,010 


SISK5  AND  PREMUJUS:    Fire  risks  in  fores.  December  31. 
$12425,467;  premiums  thereon.  $190,892. 

■ORTGAQE  LOANS:    These  are  protected  by  property  in 
North  and  South  Carolina,  valued  at  over  three  Unies  the  amount 


BONDS  AND  STOCKS  OWNED: 
Boms. 


IiDylGlls.0% 

TkgiDia  Otatary,  3%.. . 
Mndiead  Cotton  Mms. 

Imperial  Oarapain^e% 

Stocks. 

UnkaSupL  AaCo 

Aaaerican  W.  H.  Co 

Tiiipiiia  Edge.  A  Iron  Co. . . 

Saaford  Cbtton  MiDs 

N.  a  Trust  Co. 

Rat  Top  Insoranee  Agenigr. 


Ftt 

Value. 

$20,000 

10,000 

8.500 

3.000 

21.000 

10.000 

3X100 

5,000 

58,500 

300 


llsiket 
Value. 

$30,000 
9.516 
8,500 
3,000 

21,000 

10.000 

3.000 

5.000 

60,860 

975 


Bonds  aicd  Stocks  Owmid.— Coirf. 
Stooks.— Cm^ 

Amer.  Exeh.  Bk 

MeLeanCo 


Far 
Value. 

815,000 
1,000 


Maricet 

Value. 

816,500 
1.000 


Totals. $155,300      $159,351 


lOSCELLANEOnS:  Polieies  Msued  under  the  above  title 
were,  prior  to  1908,  guaranteed  by  the  Southern  Stock  Fire, 
Soutnem  Life  and  Trust,  Underwriteis  of  Qreensboro  and  Home 
of  Qreensboro.  Sinoe  1908  the  Soathem  Underwriteis  disoon- 
tmued  this  arrangement  and  absorbed  the  Home  of  Qreemiboro 
and  started  operations  with  a  eapital  of  $300,000. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  W.  Mo- 
Alister,  manager,  and  Ftiul  W.  Sehendc,  assistant  manager; 
W.  E.  Ashley,  adjuster,  Greensboro,  N.  C;  A.  Q.  Coffin,  Qreens- 
boro, N.  C,  roecisl  agrat  The  eompeny  operates  in  N.  C,  8.  G. 
Va.  and  W.  Va. 


SPRINGFIELD  FIRE  AND  MARINE  INSURANCE  COMPANY,  Springfield,  Mass. 

Presdent,  A.  W.  Damon;  A^oe-President.  C.  E.  Galacar:  Secretary,  W  J.  Biackay;  Asristant  Secretary,  F.  J.  Beates;  Tteasurer, 

F.  EL.  Williams.  Organized,  1849. 


v-.«      A...^.     i  Unearned 
Yxam      Assets     |  pj^j„ms 

1 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paki 

Div- 
Uends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 
1906 
1905 

$9,761,460 
8.519.933 
7.304.959 
0,0M.»1 
7.156.531 

$4,388,674 
4,132,480 
8.950.266 
8,480358 
2,965,203 

82,699,362 

1,803,440 

862.399 

1.122.880 

1,966.024 

85,307,622 
4.925,109 
4,953,679 
4,574,254 
3,788,136 

$5,662,075 
5,231.255 
5,204.661 
4,800,962 
4,018.387 

$2,551,677 
2,585,166 
2,228,714 
3,349,131 
1,725,183 

8200,000 
200,000 
200,000 
200,000 
200,000 

82,026,250 
1,917,526 
1.822,588 
1,637,694 
1.399,718 

$4,777,927 
4.702,692 
4,251,302 
5,186,825 
3.324,901 

82.591.466 
2.590,000 
2,233,823 
3,476,840 
1,733,663 

31.  1009. 

Real  estate  owned  (book  vahie) 8300,000 

_je  losas  on  real  estate 757,730 

and  stocks  owned  Cnuuket  value) 6,061,790 

CdSateral  loans 6,000 

Cash  in  office  and  bank 801,898 

A^PTrf^  }fatUnft^  nnt  ftww  3  montha  due. 886,897 

Interest  accrued. 47,155 


Total  admitted  assets. 


$9,761,460 


LiABiLrriES,  DxdMBxi  31,  1909. 

Net  losses  unpaid  (induding  $40,234  resisted). . . . 

Unearned  premiums 

Funds  hda  for  Munich  Reinsurance  with  interest. 
Other  liabilities 


$381,912 

4,388,674 

234,168 

57,344 


Total  liabilities,  except  capital  and  surplus..  $5,002,098 

Capital  paid  up 2,000,000 

Surplus  over  all  liabilities. 2,699,362 

Total  liabilities,  capital  and  surplus $9,761,460 


RISKS  AND  FEEMIUliS:  Fire  risks  In  fores  Deaember  31. 
$718^1201006;  pnnlmiM  therson,  $8,481,368. 

BUSINESS  SINCE  ORGANIZATION:  Ftemiums  rsedved. 
I8L65S.796;  h)eses  pahl.  $46,763,346;  divklends  dedared.  cash 
SS.754«643;  stock,  $1,500,000. 

REAL  ESTATE  OWNED:  Consists  of  fhe  oomjpany's  home 
ofiee  btdUittg.  a  granite  structure  at  State  and  ICaple  sts.  Sprlng- 
fidd,  Kan.  this  Is  canted  at  its  book  vahie,  $800,000.  although 
It  aetoaSy  oott  $452,506. 

MOBTGAOB  LOANS:  Them  are  75  kttns  agDegaUng  $757,720. 
sisd  noMed  by  properties  (sH  but  a  few  In  Springfidd)  valued 
St  $l861.100,  sndToa  whioh  ths  eompany  holds  insurance  to  the 
sauost  of  898SJ875.    But  11  Ioms  ezossd  $10,000  hi  amount. 


the  btfgest  befaig  $147,500  on  brick  offioe  building  at  Mafai  and 
Fort  sts.,  Sprin^eld,  valued  at  $180,000. 

COLLATERAL  LOANS  are  as  follows: 

Securities. 

80  ahs.  East  Oil  Co.  at..  Clean,  N.  Y..  8% 
22  ahs.  Boston  4  Albany  R.  R.  st  8i%. . 


Fkr 
Value. 

Amount 
Loaned. 

$2,850 
5,060 

82,000 
4,000 

Totals. 


$7,910         $6,000 
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SPRINGFIELD  HRE  AND  MARINE 

BONDS  AND  STOCKS  OWNED:  Far 

BoNoa.  Vftlue. 

0»..  State  of.  ng..  191A.  M% $10,000 

IfoDtreal.  Cjr.  oT  Can..  OaUiodle  So.  Gom. 

^  4%bt,  1948.4% 25,000 

Montreal,  Qr.  of.  Can.,  Protestant  Bd.  of 

So.  Com.  4%  d..  1938,  4% 25,000 

N.  Y.  Q^..  reg..  f ..  1957.  4|% 100.000 

Nova  Sootla,  Rov.  of.  Qm.,  4|%  d. 

1916.4*% 25,000 

PL  of  Fbrtlaod,  Ore.,  Dry  Dk»  1033,  4%  50.000 

Riehmond.Va.,rea.,198&4% 50.000 

Valencia,  Co.,  N.  H.,  r..  1932. 5% 10,000 

Weetmount.  Town  of.  Que.,  Can.,  4}% 

d.,  1947,  4*% .....:..  35,000 

Winnipes,  Manitoba,  local  Imp.  4%  be., 

192M^o ....:....  25,000 

Winnipeg,  Manitoba,  Maiyland  it,  be. 

4%d.,  1925,4% 30,000 

Winnipeg,  Manitoba,  wat.  wki.  4%  d.. 

_  1934, 4% 5,000 

HolToke  St  Ry.,  d.,  1920, 5%. 8.000 

Holyoke  St.  Ry..  d.,  1923. 6%. 23.500 

N.YMN.H.d^  H..  OT.d.ctfs..  1956,34% ....  600,000 

N.  Yn  N.  H.  ft  H.,  6%  ev.  <L,  1948,  6%  150.000 
Peoria  Ry.,  1  and  r.  m.  5%  reg.  bi., 

Peoria.  III.,  1925, 5% 100.000 

Southern  Fkcifio  4%  reg.  or.  g.,  1929'  4%  50,000 
Amer.  Writing  Paper  Co.,  Holyoke,  Maes., 

e.f..l919,5% 100,000 

California  Oas  a  El.  Corp.,  unifying  and 

r.  s.  f .  6%  reK.,  San  Frandeoo.  1937,  5%  100,000 

Cent  Union  TI.  Co.,  IlL,  g.,  1919, 5%. . .  50,000 
Pac.  Tl.  A  Tl.,  San  Fran.,  1  m.  and  coL 

tr.  B.  f .,  1937, 5% 100.000 

Torrlngton  Co.,  Tonington,  Conn.,  reg., 

19lj6% »,000 

W.  United  Gae  ft  EL  Co..  lU..  1940. 6% .  7,000 

W.  United  Gae  ft  £1.  Co..  Dl..  1941, 5% .  15,000 

W.  United  Qaa  ft  El.  Co.,  lU..  1942, 5%.  13,000 

W.  United  Gae  ft  El.  Co..  IlL.  1944, 5%-  15.000 

Stocis.  H 

Atoh.,  Top.  ft  S.  Fe,  Ry^  oom. 50,000 

AtelL,  Topeka  ft  Santa  Fe  Ry.,  p 50.000 

Bait  ft  Ohio  R.  R..  oom. 100,000 

Canadian  Pacific  Ry.,  ordinary 50,000 

Chi.,  Mil.  ft  St  Ftiul  Ry.,  oom 100,000 

ChL.MiLftSt  FtiulRy..p 200.000 

ChL  ft  Northweetem  Ry.,  com 100,000 

Conn.  River  R.  R 40,000 

Conn.  Tr.  ft  Safe  Dep.  Co.,  etf.  lecured  by 
dep.  of  Conn,  ft  nMump.  Riven  R.R., 

g.8tk 50,000 

Qt  Northern  Ry.,_p. 100,000 

Holyoke  St  Ry.,  Holyoke,  Maes 105,000 

Illinois  Cent  R.  R. 115,000 

Manhattan  Ry 150,000 

N.Y.,N.H.4H.R.R. 50,000 

N.  Y.,  N.  H.  ft  H.  R.R.,  25%  paid 37.500 

Northern  Pac  Ry 100,000 

Fenna.  R.  R 300,000 

Southern  Pac  Co.,  com. 100,000 

Southern  Pac  Co.,  p 50,000 

Union  Pac  R.  R.,  oom 100,000 

Boyliton  Nat  Bk..  Boston,  Mass. 15.000 

Cbapin  Nat  Bk..  Springfield.  Mass. 25.000 

Chleqpee  Nat  Bk..  Springfield,  Mam. . . .  30.000 

6r.  Nat  Bk..  Holyoke,  Mass 80.000 

City  Tr.  Co.,  Boston,  ibw 20,000 

Eliot  Nat  Bk.,  Boston,  Mass. 10,000 

First  Nat  Bk.,  Boston,  Mass 50,000 

First  Nat  Bk..  Northampton,  Mam 9,900 

Fourth  Nat  Bk.,N.Y 20.000 

Holyoke  Nat  Blu  Hqboke,  Mass. 10,000 

Merchants  Nat  Bk.,  Boston,  Mass. 15,000 

Merchants  Nat  Bk..  Worcester,  Mass.. . .  50,000 

Monson  Nat  Bk..  Monson,  Mam 2,500 

Nat  Bk.  of  Commeroe,  Boston,  Mass. . . .  40,000 

Nat  Bk.  of  Commeroe  stk..  New  Yoric. .  30,000 

Nat  Shawmut  Bk.,  Boston,  Mam 60,000 

Northern.  Nat  Bk..  Northampton,  Mass.  12.200 

Old  Boston  Nat  Bk.,  Boston.  Mam 10.000 

Second  Nat  Bk.,  Boaton,  Mam 50.000 

Sprin^d  Nat  Bk.,  Springfield,  Mass..  10,000 

iCliOfat  BL,  Sprin^dd?^ 46.000 

Webeter  ft  Atlas  NatBk.,  Boston,  Mam.  10,000 

Amer.  Express  Co 50,000 

Amer.  Tl.  ft  Tg.'Co..  stk 50,000 

FiteL  Gas  ft  Q.  Lt  Co.,  FItchburg.  M. .  21,750 

Holyoke  Wat  Pow.  Co.,  Holyoke,  Mam.  10,000 

Maiden  EL  Co.,  Maiden,  Mass 18,000 

Maiden  ft  Melitm  Gas  Lt  Co..  Maiden. 

60.000 


INSURANCE  COMPANY,  Springfield,  Mass.— Ciw^fiwd. 


Market 

Value. 
S10.500 

24.500 

24.500 
111.000 

25,500 
50.000 
50.500 
10,300 

38,500 

25,000 

30,000 

6,000 

8,320 

24.675 

612,000 

201,000 

98,000 
63,000 

88,000 

95,000 
49,000 

100,00 

25,000 
6,720 
IMOO 
12.480 
14,400 

61.500 
52,500 
118,0S0 
91,000 
158,000 
344,000 
185,000 
108,800 


50,000 

144,000 

178,500 

170.200 

211.500 

79,000 

81,375 

146,000 

411,000 

137,000 

37,500 

206.000 

15,600 

25,750 

50,400 

32,400 

78,600 

21300 

185.500 

12,870 

41,600 

17.000 

37,800 

86,000 

3,000 

69,600 

61,500 

198.600 

24,400 

13,000 

120.500 

20.000 

92,000 

18,000 

150,000 

71.500 

56.550 

37,500 

30,600 

84.000 


Bonos  aud  Siocu  Owmn.— Cent 
Stocd.— <7oii(. 

Mass.  Gas  Ooc,  Boston,  Mass..  p 

N.  E.  Inv.  ft  Sec  Co..  Ssringfield;  Mam.,  p 
Pullman's  Palace  Car  &7!zT^, , 
Salem  El.  Ltg.  Co.,  Salem,  Mam. 


Underwriten'  Salvags  Co. 

Underwriters*  Sahrage  Co.^ 

United  EL  Lt  Co.rSpringfield, 

Totals  (book  ralue,  96,171,002) 


Springfield  Gas  Lt  Co.,  Springfield, 
Underwriten'  Salvags  Co..  CUcan>.  111. . 
Underwriten*  Sahrsge  Co.,  New  Tbrk. . . 


Vu 

Vahie. 

8100,000 

105,000 

75,000 

30,000 

26.000 

1,000 

1.000 

16,100 


Market 

Value. 
193,000 

95.650 

142.500 

82,500 

63,750 

750 

1,250 

40,260 


14,812,460   86,961.790 


MISCELLANEOUS:  Beginning  with  150,000  capital,  inereasce 
YS!^JSi^J*X  ««l»J»yment8.  as  follows:  1851.  850.000;  1853. 
150.000;  1850.  $50,000;  1864,  $100,000:  1806.  to.doO:  sad  by 
stock  dividends,  as  follows:  1875,8100.000;  1876,8150,000;  1880. 
8250.000;  1887.8250.000;   1889.8250.000;   1901,  8506.006.    As- 

;255!??°fejJ^*«^  f»  f<^^«    1871  "(65%),  8825,000;   1872 
^30%),  815q.0gg._  Conflagration  losns:  Chleaco,  1871,  8527,120; 


.^wn,  1872. 8250,294;  Baltlmoie,  1904,  $440313;  SanFraodsoo, 

J?%  Pa^*"^-  X!^^  ^  "P*^  denoalts:  Oa..  $10,500; 
N.  M.,  $10,300;  Va.,  $50,500;  Can.,  $173,000/ 

^DIRECTORS:  F.  H.  Harris,  J.  L.  Ftese,  M.  S.  Southworth. 
Homer  L.  Bosworth,  W.  D.  Kinsman.  W.  A.  Harris,  A.  W.  Damon, 
Chas.  E.  Galacar,  Joseph  Shattuck,  Jr..  A.  J.  Haiding. 

FIELD  MEN  AND  TERRITORY  COVERED:  S.  J.  Whyte, 
ceneral  agent,  Sprinsfield.  Mass.,  E.  H.  HUdreth.  special  annt 
for  Weetem  Mass.,  Vt,  Cbnn.  and  portion  of  N.  H.,  Sprlni^d, 


Mam.;  J.  B.  Cornish,  F.  R.  Galacar,  special  agents,  Easteralfaas., 
Me.,  N.  H.  and  portion  of  R.  I..  Boston,  Mus.;  J.  J.  Babeock. 
general  amit  for  Eastern  Pa.,  Md.,  D.  C,  DeL  and  Southern  N.  J., 
Philadelphia,  Fa.;  A.  L  Mooney  and  T.  A.  Hird,  special  agents 
for     Easteni      P^,     Md.,     D.     C.     Del.     and     Southern 
N.  J..  Philadelphia,  PL;    Piatt,  Yungman  ft  Gom  managers, 
Philadelphia  suburban  department.  Philadelphia,  Pa.;  Hubert  W. 
Chapman,  special  agent  for  Western  Plu.  Fttteburg.  Plu;  C.  Q. 
Smith,  aaent  Metropolitan  department  New  York  Oty;   E.  J. 
Havnes,  Jr.,  and  W.  E.  Brewster,  spedal  agents  for  Eastern  N.  Y. 
and  Northern  N.  J.,  New  York  City;  F.  L  Curtis,  special  sgent 
and  Clark  R.  Hall,  assistant  special  agent  for  Western  and  North- 
em  N.  Y..  Syracuse,  N.  Y.;  J.  M.  Rogers,  spedkl  agent  for  iCy. 
and  Tenn..  Louisville,  Ky.;  E.  W.  McOerren.  general  agent  for  Ala., 
La.  and  part  of  Ga.  and  Miss.,  Atlanta,  Oa.;  R.  H.  McDowell, 
special  agent  for  N.  C,  8.  a  and  part  of  Ga.,  Columbia.  S,  C; 
Gharies  E.  Wortham,  Jr.,  general  agent  for  Va.,  Richmond,  Va.; 
Murphy,  Love,  Hamilton  ft  Baacom,  provincial  agents,  Toronto, 
Ont;    Knowlton  ft  Gilchrist  general  agents,  St  John,  N.  B. 
Western  department,  206  La  SaUe  st,  CSilcafo,  DL,  A.  J.  Haidlnc 
manager;    A.  F.  Dean,  assistant  manager:    W.  A.  Blodnett, 
second   assistant  manager;    Jno.   (X   Harding,  superintendent 
of  aflendes;  E.  G.  Cariiale,  manager  Metropolitan  district;  Leslie 
P.  Vooriiees,  cashier.    State  and  special  agents:  John  W.  Baker, 
spedal  agent  for  Metropolitan  district,  206  La  SaUe  st,  (Siieaco: 
GL  L  French,  State  agent  for  So.  IlL.  Jackaonville,  HI.;  0.  A. 
Morris,  special  acent  for  Dl.,  DonnIa,  IlL;  E.  G.  Frailer,  spedal 
agent  for  111.,  206  La  Salle  st,  Chicago;  Leslie  a  Gray,  Stote 
agent  Kansas  City,  Mo.;  N.  S.  Harding,  State  agent  for  Neb.; 
W.  S.  Harding,  special  agent  for  Neb^  Nebraska  Oty,  Neb.; 
Robert  H.  Rose,  State  agent  for  Minn.,  £.  C.  Bowe,  spedal  amnt 
for  Minn.,  13-15  No.  Fourth  st,  Mlnneanolis.  Minn.;  Jdfiey  U  Le 
Beau,  State  agent  for  N.  D.,  Grand  Forio,  N.  D.;  R.  T.  Hugsaid, 
State     agent    for    0.;    W.    A.    Sawver.    special    annt    for 
0..     Hoster      Block.      Columbus,      0.;     W.     H.     Lininger, 
State  agent  for  0.  and  W.  Va.;  W.  A.  Sawyer,  mdal  agent  for 
0.  and  W.  Va.,  Hoster  Btock,  (^olumboi,  0.;  W.  H.  Unlnaer 
State  agent  for  Kan.;  James  H.  Dreher,  special  agent  for  Kao.. 
Topeka.  Kan.:  a  H.  Sllkworth,  State  agent  for  Wis.,  Milwaukee. 
Wis.;  Frank  G.  Row,  State  agent  for  Mleh.,  Grmid  Rapids,  Mich.. 
T.  J.  Cornelius,  general  adjuster,  Kansas  a^.  Mo.;  J.  M.  Hopkia^ 
special  agent  for  Colo..  Wyo.,  and  N.  M.,  Denver,  Gob.;   E.  A. 
Chisholm,  speda  agent  for  North  Tex.,  Dallas,  Tex.:  John  Gibbons, 

gmeral  adjuster  Dallas,  Tex.;   Guy  H.  Fuller,  State  agent  for 
kla.,  Oklahoma  City,  Okla.;  C.  G.  Wade,  State  agent  for  Colo., 
N.  M.  and  Wyo.;  R.  D.  Stevens,  spedal  agent  for  S.  D.,  Sioux 
FaUs,  S.  D.;   Herbert  C.  Ford,  special  agent  for  So.  Tex^  Sen 
Antonio,  Tex.;   M.  W.  Mooney,  special  agent  for  Mich.,  Urand 
Rapids,  Mich.;  C.  W.  Fracker,  SUte  agent  for  la.,  a  D.  Wad». 
worth,  special  agent  for  la..  Dee  Moines,  la.;  J.  H.  HeOekaon^ 
State  agent  for  Ind.,  Indianapolis,  Ind.;   W.  R  Stevens,  State 
agent  for  S.  D.,  Sioux  Falls,  S.  D.;  W.  Young  Foster,  Little  Rock. 
State  agent  for  ArL,  F.  W.  Spirer.  State  agent  for  W.  Va.,  wheelinK. 
W.  Va.,  J.  B.  Nicholson,  improved  risk  inspector.  Chicago.  HI.;  Pac 
Coast   department,    comer    California   and    Montgomenr    ata.« 
San  Frandsco.  OsL;  George  W.  Domin,  manaoer;  John  0.  Domtn, 
ssslstant  manager:    Geo.  C.  Coddhig.  for  OaL.  Oakland.  Ckl.: 
F.  H.  Young,  for  Cal.;  J.  E.  Crandafl,  for  So.  OiU.  and  Arte.,  lam 
Angdes,  CsL;  J.  F.  R.  Webber,  Portland.  Ore.,  for  Ore..  B.  C, 
No.  CkJ.  and  So.  Wash.;  C  H.  Anderson,  for  WasL,  No.  Ida.  aaj 
Mont,  Seattle.  Wash.;  L  B.  Rogen,  Salt  Lake  Q^,  for  Utah« 
Nev.  and  So.  Ida.    The  eompaay  operates  in  aO  tbe  States  of  th» 
Unk>n  induding  the  Hawaiian  blanos  and  the  Doniahm  of  Canada 
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SPRING  GARDEN  INSURANCE  COMPANY,  Phfladelphia,  Pa.  f 

Pmident,  Quoce  E.  Porter;  Vice-Presidmto,  Alex.  Knunbhaar,  Walter  D.  WOliaiaa;  Secretary,  £.  L.  Goff ;  Treaaixrci;  J.  J.  P. 

Rodgers;  Aasistant  Secretary,  S.  P.  Rodcert.    Organked,  163S. 


Uneamed 

Net 

Net 

Total 

Xioeeea 

Div- 

£z- 

Total  Ex- 

Losses 

XEAK 

OiW^W 

Surphia 

Income 

Paid 

idends 

penaet 

penditures 

1901 

<S,187321 

81.041,667 

$686,020 

82,342.778 

82,480,807  81.286.126 

882,000 

8817.012 

82,134.138 

81.226,664 

1908  :    2.850,710 

1,732,816 

360,409 

2,006,774 

2,113,868 

008,348 

34.000 

600.666 

1,707.004 

1,120.077 

1907 

Xfaojsao 

1.468,460 

146,334 

1.674,018 

1,766,100 

760,612 

24.000 

603,800 

1,377,821 

861.831 

1908 

3,067.338 

1.867,770 

170,642 

1.428,773 

1,506,860 

880,876 

12,000 

603,710 

1.806,606 

806,841 

1905 

2.013,788 

1.302.760 

802.884 

1.242,616 

1,320,44^ 

467.786 

24.000 

484,128 

016.864 

474.467 

UBflsmed  premiums  includes  amount  redaimable  on  perpetual  policies. 

ASSKTS,  DiCEIfBEK   31.   1000. 

Real  estate  owned  (book  ralue,  $53,667) 832.000 

Mongace  loans  on  real  estate 66,025 

Bondi  and  stocks  oiwned  (maxket  value) 2.405,032 

Cuh  in  office  and  bank 143.088 

Agents'  hal^imys,  not  over  3  months  (hie 420,327 

laterest  and  rents  accmed 30.268 

Other  amets 206 


Total  admitted  assets $3,187,821 


LiABiunES.  DxcniBBS  81,  1000. 

Net  losses  unpaid  (including  830.086  resisted). . . 

Uneamed  invmiums  (except  perpetuals^ 

Amount  redaimable  on  perpetual  poliacs. 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus . . 

Capital  paid  up 

Surplus  over  all  liabilities. 


8275.234 

1,628,600 

312.868 

85,000 

82.251,801 
400.000 
686,020 


Total  liabmties.  capital  and  surplus. $3,187,821 


RI9EB  AND  FREHnmS:  Firs  rislcs  in  foroe  (except  per- 
Mtels}.  Deeember  31.  8263.261.586;  premiums  thereon.  $3,- 
080^71:  perpetual  fixe  risks,  8144Ni0.070:  deposit  premiums  thers- 
OB.  8342.078. 

BTJSINEBB  SISCE  ORGANIZATION:  Losses  paid.  $10,060.- 
968;  divktaids  dedaicd.  CMh,  82.165.215;  stock.  8200,000. 

REAL  ESTATE  OWNED:    OnsMs  of  4  acres  sad  10  buUd- 
i=<  '.Ota  at  Narberth.  P.  R.  R..  Mont  Cb..  Pa.,  carried  at  $12,000; 
a&d  bt  nmtyi^Hg  310  acres,  with  6  stone  and  fiame  dwellinigi, 
huns,  ponirag  station,  etc..  Bradford  Hills,  diester  (>o.,  F^, 
carried  at  C30.000. 

MORTGAGE  LOANS:  There  are  10  loans  aggnntlng  $66,026 
VDtoeted  by  improved  real  estate  in  Fhila.  and  Narberth,  Pa. 
nen  maa  no  interest  past  due  on  Deeember  31  last. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

BoHM.  Value.  Value. 

CrofE-P^vtfaMi,Ore.Jt.,1021.6%....  $10,000  $11,200 

Cy.  of  E.Fnrtland,  Ore.,  vat,  1021,6%.  6,000  6,720 

C>.  of  y.  Y^  nssMsmrnt,  g.  K 1014.  Z{%  25.000  24.600 

Cy.ofN.Y-nddmonalwatstkg,1015.H%  30.000  20.260 

CV.<tfN.  ir7^8-«tL.1067.4i% 60.000  65.000 

Cy.ifN.Y~<9.g.s£lD.AF..1054j3i%  25.000  22.437 
C(.of  N.  T..  cpu  g.  stk..  NevtoirnCrsek 

Bg,l«M,8i%. 45.000  40,387 

Cy.  of  N.  T.,  «.  g.  stk..  Rapid  Tnnsit 

eoastrodlon  bi.,  1068.  3i%7. 50UX»  44.875 

Cy.  of  N.Y..e|>.g.stk..se.ba.,  1953,81%  25,000  22.437 

^.  of  Ptaftland.  Ofc  wat  k»B.1017i%  31.000  32.550 

Cy.  of  FoctiaiKi.  Ore.,  wat  loan.  1028, 5%  1.000  1.075 

Pbrtofn)rt2and.OTe.,dr7dock.l«34.4%  2,000  1.060 
cy.  of  IMaoe  la  Fkaine.  Manitoba,  5% 

(L.1027,5% 2.000  2.090 

Qy.  of  RkWnd.  ya..r..aer.d.  1040. 4%,  20,000  10.000 

cy.  oT  Winnipeg.  Manitoba,  d..  1018,  4%  8,000  7.020 

BL40.R.R.Gn..priorhi.gbs..l026,3«%  50.000  46.125 

B.  R.  A  P.  Ry..  eq-.  1»1».  44% 5.000  4,076 

Bl.  R.  A  P.  R-R.  Co.,  eq.  g..  series  F., 

1327.41% 20,000  10,000 

Qks.  a  O.  Ry.  Co.,  car  tr..  series  D,  1011, 

4% 5,000  4.050 

Ches.  A  O.  Bj.  (30n  m.  g.  bs.  (Jan.  1) 

ttU,«% 25,000  25.250 

a,B.ACLR.ILGi>..I]L  DlT..  m.  bs.. 

2M0  4%,          25.000  26.125 

Chi..  1GL  ASt  P.  Ry-  Co.,  g..  1034.  4%  60.000  46,750 

Chh^  Rya.  Odl;  1  m.  g.  bs..  1037,  5%.  25.000  25.250 
ChLrR.  L  A  ^eific  Rj.  Co..  eq.  g.,  senes 

0^1014,44% 25.000  24312 

ChL.  R.  L  A  ndfie  Rjr-  Oo..  1  r.  m.  g.. 

1334,4% 50,000  45,500 

GL,O.AaRA.Cb..gn.,m.g..lO]0.5%  60.000  63.250 

CL.O.AG.R.R.O>nes.ni.g..l062.6%  25.000  27.600 

miiinrfU  ffj  n>  offnd  Tnri  fsmlOffIt  BX  25.000  26376 

CULA  (XRyjOo. JMV  1st  cs.m..  VMOl  4%  20,000  10300 
Cbb.  A  9o.  Rj.  Gb..  r.  A  extn.  m.  g.,  1035. 

44% 50,000  48375 

CkTfcbLofN.J..lstai.g..l083,5%..  60.000  62300 

EJ9tUA8abw06..coLtr.g..l932.5%..  5Q300  40300 
Erie  A  Fills.  R.  R.  Gb.,  gn.  m.  g.  bs., 

IOtt.»% 45,000  42.076 

aR.ALlR.CD..lni.g..l041,44%  25,000  26350 

t  BliliMBiat  aoeofding  to  Fa.  standard. 


I       Bonds  and  Stocks  Ownid.— CmI.  Par  Market 

I                     Bonds.— Cofi<.  Vahie.  Value. 

Kan.  (^.  So.  Ry.  Go.,  1st  m.,  g,.  1060, 3%  850,000  836.376 

Leh.  VaLR.R.Oo«Los.m..(,  3008.  4% . .  60,000  48.250 
MisBouri,  Ksnsaa  A  Texas  R/.  Co.,  gn.  m. 

B.  f .  g..  1036.  44% 50.000  45300 

N.  Y..P.  A  N.  R.  R..  1st  m..  g..  1080. 4%,  15.000  14.775 

N.Y.,P.A  N.  R.R.,  income  m.,  1030,  4%  60,000  46300 

Nor.  A  W.Ry.Co.,eq.tr.g.e..8er.b.,1012.4%  25.000  24.760 

Nor.  A  W.Ry  .Co..  let  b.  A  gn.m..gl044,4%  50,000  46,376 
Nor.  A  W.  Ry.  (3o..  10-15  yean  or.  g.. 

1032. 4% 10.000  10, 150 

No.Pae^tNo.(aB.AQ.,eol.),g.,1021,4%  50.000  48300 

Pa.  Co..  g.  loan  of  1001-1010JH% 75300  73,125 

Ftu  Co.,  gr.  g.  ctfs.  1042.  34% 50.000  45.000 

Fa.R.R.Cbn«.m.BterUngbs..l048,4%  60,000  52350 
Phils.,  Balto.  A  Wash.  R.  R.  Co.,  serial 

g.  be..  1015,  4%. 25,000  24,687 

Phila..  Balto.  A  Wash.  R.  R.  Co..  serial 

g.  bs.,  1016,  4% 25,000  34.687 

Pbrtland.OrB.Ry.Co..lst  rja.,  s.f.gl030-«  25.000  85.000 

Rochester  Ry.(V>..N.Y..l8tm.,g.,10303%  50.000  52  625 

Rochester  Ry.Co..N.Y.,  2nd  m..gl0833%  50,000  61,000 

So.  Ry.  eq,  tr.  etis.  ser..  L  1015. 44%, . . .  25.000  24,750 

So.  Fke.  a>..  20-yr.  cr.  g.,  1020.  4%. . .  60.000  52.750 

8o.FacR.R.Go..lr.m.g.bs,l055.4%  50.000  47.375 

8tL.Meroht'sBg.  tm.  ry.,  Im.  g.,10303%  40.000  43.600 

StL.AS.F.R.R.Co.r.m.,g..l061.4%  76.000  68.750 
Union  Pac.  R.R.  Co..  1  In.  A  r.  m.  g.. 

2008,4% 60.000  40,000 

Washington  Tm.  (}o.,  1  m.  g.,  1045,  34%  85.000  81,676 

Washmgton  Tm.  Co..  1  m.  g.,  1045,  3|%  5,000  4325 

WiMai^d  R.R.Co..lst  m..g..  1062,  4%  25.000  21,487 

WU.ANo.R.R..gn.m..g..l032.5%...  30.000  32.850 

Wisoonsin  Cent.  Ry..  1  gn.  m.  g..  1048,4%  50,000  47,000 

Edison  El..  g.tr.etfs..  1046. 6% 50000  54.000 

Intera.Nav.Co.ofNi..lstm.,g.lO203%  51.000  42.880 

Lehigh  Val.Ooal  Co.,lstm.,g.,  1033.  5%,  25.000  27.260 

PhlU.Co..Pa.lst  m.A  ooLtr.^E...  1040, 5%  25,000  26,125 

Stocks. 

Atchison.  Topeka  A  Santa  Fe  Ry.  Co.,  p  10.000  10,350 

Gt  No.  R.  R.  Co.,  p 50.000  71.760 

No.  Cent  Ry.  Go 25.000  50.000 

Fknirth  St  Nat  Bk.  of  PhiU 10.000  20.000 

Girard  Nat  Blc.  of  Philadelphia 10.000  30.000 

Gs.  Gas  Co..  N.  Y 60.000  06.000 

Golden  Hill  Big.  Co..  N.  Y.  Cy 25.000  25.000 

Underwriteis'  SalvagB  Co.,  N.  Y 600  500 

Totals  (book  value,  82.460330).. ...  82.426300   82,405,032 

MISCELLANEOUS:  Capital  faiereased  fai  1874  from  8200,000 
to  $400,000  by  stock  dlviaend.  This  comnany  guarantees  the 
policies  of  tiie  insurance  Underwriters,  and  the  American  Under- 
writen  Agency.    Conflagration  losser.    Baltimore,  1004,  $154326; 

San  Frandseo.  1006.  $301,422.  Value  of  spedal  deposits:  Vs.. 
$10,000:  Man.,  $10310. 

DIRE(7rORS:    Alexander   Krumbhaar,    Geone   Vaux,    Jr.^ 

Qustayus  Remak,  Jr.,  darenee  E.  Porter,  W.  W.  Curtin,  Hany  J 

Vezner.  Richard  L.  Austin,  Charles  Fearon.  John  M.  ShrlgW^ 

Heniy  S.  Jeanes,  Walter  D.  Williams.  ^ 
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SPRING  GARDEN  INSURANCE  COMPANY,  Philadelphia,  Pa. 

FIELD  MEN  AND  TERRITORY  COVERED:  H«ibert  F. 
Blood.  Boston.  ICaas.,  for  New  Enicbuid;  Hart  D«rUn«ton,  8yi»- 
euae.  N.  Y..  for  N.  Y.:  Fnmk  H.  Rufh.  FhlU.,  Ft.,  for  E.  ft., 
N.  J.,  and  N.  Y.  Sub.;  W.  H.  HermaD,  aeveland,  0..  for  0.  and  W. 
Va.;  N.  B.  Jones.  Detroit,  Mich .  for  Mich.;  H.  W.  Stephenson. 
State  aeent,  Minneapolis,  for  Minn.,  Mont,  and  N.  D.:  W.  N.  Merritt, 
Fort  Dodge.  la.,  for  la.,  and  No.  III.;  A.  P.  MiUer,  BeUernie, 
III.,  for  So.  ID.;  W.  Frank  Holden,  Kansas  Citv,  special  agent, 
Kan.  and  Mo.;  £.  P.  Eppich,  Denver,  Colo.,  for  Colo.;  £.  A.  Young. 
Richmond,  Va.,  for  Vm.  and  Md.;  E.  D.  McCall.  Omaha.  Neb. 
for  Neb..  C.  W.  Kimmel.  KendallTiUe,  Ind..  for  Ind.;  Qeo.  M. 


Demarsst,  Fittsbufs,  PL.  for  W.  Fk;  David  Duncan,  Saa  Fran- 
cisco. Gal.,  for  OU.  H.  T.  Pratt,  New  Bern,  N.  C,  for  N.  C:  A 
F.  BoIUng.  Lomsville,  Ky..  special  agent  for  Ky.  and  Tens. 
M.  J.  DOlaid,  Birmingham,  Aia.,forAhk;  L.B.Leigh4Co.,  Uttle 
Rode,  Ariu,  for  Ark.;  Butganl  A  Strout,  Portland,  for  Ore.  aad  Now 
Ida.;  BurgBid  A  Strout,  Seattle,  for  Wash.;  Merrill  A  BranJff. 
OIka  Cy.,  for  OUa.;  GraveDa  A  Cue.  Houaton,  Tex.,  for  Tex. 
and  La.;  Windsor  A  Co..  Salt  Lake  C^.,  Utah,  for  Utah.  So.  Ida. 
and  Nev.;  L.  H.  Green,  Jacksonvflie,  for  Fla.  The  company 
does  business  in  aO  the  States  of  the  United  States,  except  Aris., 
Ga.,  Miss.,  N.  M.,  S.  0.,  Vt.  and  Wyo. 


STANDARD  FIRE  INSURANCE  COMPANY,  Hartford,  Conn. 

PKsident  M.  Lewin  Hewes;  Secretary,  H.  B.  Anthony.    Organized,  1010. 


ASSETS:  Bonds  (market  value),  S5a0.257:  deposit 
companies,  $421,887;  mtenst.  $6i39;  total,  $858,303; 
pski  up,  $500,000;  net  surplus.  $£^8,363. 


BONDS  OWNED: 

.  of  Hartford,  river  bg 

.  of  N.  Y.j  ^  exempt  cp^  stk 

.  of  New  Britain,  Cbnn.,  sr.  f 

Qy.  of  Waterbury,  Gonn.,  so 

N.  Y..  N.  H.  A  H.,  ev.  dei 

Cy.  of  St.  Louis,  pub.  big.  and  pub.  imp. 

Gr.  ci  Syracuse,  N.  Y.,  wat 

TWn  of  New  Ganaan,  Gonn.,  f 

No.  Pkc.  ft  Gt.  Northern  joint  (C..  B.  ft 

Q.,ool.) 

ChL^  Mil.  A  St.  Paul  gn.  m 

Lousviile  ft  Nashville,  unified 

Cy.  of  Norwich,  Gonn.,  to  refund  Gourt 

House  Bk 

No.  P^  ft  Gt.  Northern  joint  (0..  B.  ft 

Q..001.) 

Lake  Shore  ft  Midikan  Southern 

Pennsylvania  R.R.  Co.,  cv 

N.  Y.,  N.  H.  ft  H.,  d 

CSiicago  ft  Northwesteni.  gn.  m 


VahM. 
$60,000 
25.000 
10,000 
10.000 
30,000 
25.000 
15,000 
26,000 

10,000 
20,000 
15,000 

5,000 

5,000 
20,000 
10.000 
10.000 
20,000 


in  trust 
capital 

Market 
Value. 
$47,000 
25,000 
10.100 
9,523 
40,350 
25,406 
15.300 
25.187 

0,675 
20,050 
14,850 

5,000 

4,838 

18.625 

0.738 

9.600 

17,825 


Par 

BoNDB  OwmED.— CmA  Value. 

Union  Fkcific,  1  h.  and  r $15,000 

Southern  Pacific,  1  r.  m 10,000 

Cy.  of  N.  Y..  K.  exempt  cp.  stk 25.000 

Atlantic  Ooast  Line  (L.  ft  N..  col.) 15.000 

Pennsylvania  R.R.  Go.,  ev 15,000 

N.  Y.,  Phila.  ft  Norfolk,  1  m 9.000 

Washington  Terminal,  1  m 25,000 

Cy.  of  Schenectady,  N.  Y.,  grade  crossmg  10,000 

Wabash  R.R.  Co.,  1  m 10,000 

Cy.  of  Ghieago,  sanitary  district 20,000 

Pennsylvania  Go.'s  tr.  ctfs.,  series  G 10,000 

Boston  ft  Maine  R.R.  Go 15,000 

Long  Island  R.R.  Go.,  d 15,000 

N.  Y.  ft  Phjla.  ft  Norfolk,  Im 5,000 

Chicago  ft  Western  Indiana,  es 15,000 

Boston  ft  N.  Y.  Air  line,  1  m 10,000 


Market 

Value. 
$14,681 

9,575 
24,906 
14.175 
14,588 

8,978 
25.156 
10.000 
11.112 
19.950 

9.050 
14,794 
16.181 

4,994 
13.960 
10.100 


Totals. $529,000      $530,267 


MISCELLANEOUS:  This  company  was  organised  in  1909 
and  commenced  business  in  April.  1910.  with  a  paid  up  capital 
of  $500,000  and  an  initial  surplus  of  $500,000. 


STANDARD  FIRE  INSURANCE  COMPANY  OF  IOWA,  Keokuk,  la. 

President,  F.  C.  Overton;  Secretary,  N.  A.  King.    Organized,  1904. 


YXAB 

Assets 

Unearned 

Net 

Net 

Total 
Income 

Losses 
PAid 

Div- 
kiends 

Ex- 
pensea 

Total  Ex- 
pendituita 

Incurred 

1909 

$202,517 

204.586 

166,896 

:  188,440 

il26,894 

$46,870 
73.246 
26,422 
29,878 
20.669 

$41,967 

U,544 

28,422 

6,481 

6,225 

$79,116 
90,988 
68,870 
41.814 
38,570 

$86,360 

•109,060 

69,867 

48,166 

36,085 

$43,957 
24.684 
12.814 
11,074 
13182 

$42,683 
43,414 
26.699 
19,756 
16.744 

$86,690 
68,048 
89.613 
30.830 
29,926 

$38,684 

1908 

26,919 

1907 

18,208 

1906 

12.888 

1905 

8,682 

t  Includes  $76,000  stockholders  notes,    t  Includes  $70,300  stockholders  notes.    *  Includes  $15,000  surplus  paid  in. 


Assets.  Dzczmbex  31,  1909. 

Mortgage  loans  on  real  estate $120,560 

Cash  m  office  and  bank 23,864 

Agents'  balances,  not  over  3  months  due. 11,689 

Interest  and  rents  accrued 3,091 

Premium  notes. 43,383 


Total  admitted  assets $202,517 


LiABiLiTizs,  Decbmbek  31,  1909. 

Net  losses  unpaid  (inducUng  $1 ,000  resisted) $6,180 

Unearned  premiums 46,870 

Deferred  commissions  and  reinsurance  premiums  8,600 

.Total  liabilities,  except  capital  and  surplus. .  $60,550 

Capital  paid  up 100,000 

Surplus  over  aU  liabulties 41,967 


Total  liabilities,  capital  and  surphis $202,617 


BISKS  AND  PREMIUMS:    Fire  risks  In  force,  December  31, 
•$6,968,715;  premiums  thereon,  $114,677. 

BUSINESS  SINCE  ORGANIZATION:  Fiemtums  received, 
$848,649:   losses  paid,  $107,565. 

MORTGAGE  LOANS:  There  are  52  loans  agsregatins  $120,650 
protected  by  first  liens  of  la..  Mo.,  and  Kan.  larm  lands  valued 
at  $350,000.    No  interest  part  due. 

MISCELLANEOUS:  Capital  inoessed  in  1908  from  $29,700 
paid  up,  to  $100,000  paid  up  and  in  January,  1910,  to  $200,000. 


DIRECTORS:  F.  a  Overton.  W.  a  Howell,  J.  F.  WUaon. 
W.  J.  Steckel,  E.  a  Fetemn,  Heniy  Strickler. 

FIELD  MEN  AND  TERRITORY  COVERED:  Spedal 
sgents:  J.  L.  Peterson,  Webster  aty.  la.,  for  N.  W..  la.:  C.  M . 
Plulen.  Belle  Plaine.  for  N.  £..  la.;  Fred  H.  Overton  for  So.  I&. 
and  W.  III.;  Henry  P.  Magill  A  Co..  Chicago.  lU..  for  lU.  The 
company  operates  in  HI.,  la.  and  Wash. 


STANDARD  FIRE  INSURANCE  COMPANY  OF  NEW  JERSEY,  Trenton,  N.  J. 

President.  Wm.  C.  Lawrence;  Secretary.  I.  W.  Rogers.    Ontonised.  1868. 


YXAR 

Assets 

Unearned 

Net 

Net 

Total 

Ix)sses 

Div- 

Ex- 

Total Ex- 

IjQiim^a 

Premiums 

Surplus 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909 

$837,802 

$316,833 

$268,015 

$307,158 

$388,658 

$170,711 

$12,000 

$118,229 

$300,940 

$101,214 

1908 

790,796 

318,661 

217.696 

314,489 

346,212 

191.978 

12,000 

115,632 

319,610 

202,476 

1907 

734,036 

310,920 

176.042 

316,670 

846,996 

156,388 

12.000 

128,111 

2»i.ff! 

148,19s 

1900 

749,941 

293,342 

193.061 

311,063 

341,379 

136,017 

12,000 

108,882 

256,899 

143,721 

1906 

677.816 

248,455 

180,570 

271.482 

347,087 

104.091 

12,000 

108,234 

219,320 

llft.557 

REPORTS   OF  FIRE   INSURANCE   COMPANIES. 
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STANDARD  FIRE  INSURANCE  CO.  OF  NEW  JERSEY,  Trenton,  N.  J.-^animued. 

81.  1909. 

$80,000 

103,660 

591,070 

45,875 

62,111 

5,090 


le  owned  (book  value.  f2S,807). 

_   loans  on  real  estate 

and  slocks  owned  (maxkct  Tslue). 


3  months  due. 


$887,802 


LiABiunis,  DBcnoBR  81,  1909. 

Net  loMcs  unpaid  (indudiug  $4,125  lesittcd) $82,7: 

Unearned  premiumi 816,8 

O  ther  liabmtics 19, 6 


Total  liabilities,  except  capital  and  surplus . .      $869,1 
Capital  paid  up. . . .  ■ 200,0 


Surplus  over  aU  liabilities. 


266,6 


Total  liabilities,  capital  and  surplus. $887,8< 


RISKS  AND  FREMIUliS:  Fire  risks  In  force,  December  31, 
K6,a07',000:    pieminiiis  thereon,  $824,340. 

^USlNlSaa  SINCE  organization:  Premiums  leoetved, 
SamSjSSe;    kmse*  paki,   $2,627,450;   dMdeMk  declared,  cash. 


_  ESTATE  OWNED:     Oooslsts  of  the  8  sad  2-stoiy 
bwftfiDS  with  white  marble  front  at  15  W.  State  st,  Trentoo, 

These  are  21  loans  scgrefEating  $103,650 
iqioo  Trenton  properttes  and  all  except 

on  property  valued  at  $13,000)  are  first 
.  of  the  mortgaged  propoiies  is  $285,900, 
past  doe  on  December  81  Isst. 


MOSTG  AGE  LOANS 
sB  bet  owe  of  wfaidi 


The  total  vahiatloa 
of 


WSme  AND  STOCKS  OWNED: 
Bovne. 
Saesd  jr.  J.  R.  R.  A  C^nal  Co.,m4.4% 

Catted  EL  Oil  of  N.  J.,  1940.  4%. 

^.ti  Cape  M»y,N J.  Jmp^  1984,6a.... 
-  N.  J.,  ec^  M34.  4s. 


^ 


^ 


of  BadmHK  StattB  of  X.J.,pk.,1954,. 


gltBdAnLf;  tr^  19i9^  ^'^A^'ihf 
^■<^l■  Oil  Gtm  Oo^  1949.  S%.  •  • -;  •- -^ 

Nias  Aiiu  By.  Go.,  19^ 


Far 
Value. 
$4,000 

15,000 
20,000 
61,000 

40,000 
25.000 
20,000 
15,000 
31,000 
15,000 
10,000 
201000 
58,000 
90,000 


Ifarket 

Yahw. 
$4,150 
1U860 
20.100 
61,000 

40.400 
19.667 
19,200 
15,562 
21,000 
15,375 
9,500 
20jOQO 
58,000 
21,890 


Bonds  and  Stocks  Ownid.— CshL 


MechaaieB  Nat  Bk.,  Trentoii.  N J. 

Fint  Nat.  Bk^  Trenton.  N.  J 

AtL  A  Chariotle  Air  Line  By 

Rome,  W*t*n  A  O^bg  RK 

Fkila.  Tc  Cb 

Frankfort  A  Southwaik  A  Hdla.QyJiy 

So.  Ry.  Oo.,  p. 

laterb.  Mel  Co.,  p 


Interb.  Met.  Go.,  t  etf s 

Balto.  A  0.  R.  R.  Go.,  eon 

Unf  ted  N.  J.  R.  R.  A  Canal  Ob ... . 
OonsoUdated  IVaetlon  Oo.  of  N.  J. 


Far 

Vahie 

$6,000 

7.700 

15.100 

10,000 

25,000 

1,500 

20.000 

30,000 

16,500 

48,000 

10.000 

25,000 


Marl 

Yahi 
$12,0 
12,7 
27,9 
12.4 
4i5 
11.7 
14,9 
18.6 
4.1 
50,6 
24,8 
18,9 


Totab  (book  value.  $582.036) $552,800     $591.0 


MISCELLANEOUS:  Cbpltal  leduced  in  1880  from  $200,0 
to  $100,000.  and  inereased  in  1902  to  $200,000  by  cash  pagrmei 

DIRECTORS:  F.  W.  Roebling,  Hasten  Dlzon,  J  E.  Clancc 
G.  0.  RocbUng,  W.  H.  Brokav,  I.  F.  Rfehey,  0.  D.  WlUdnsc 
W.  H.  Unbmg.  A.  C.  Yard.  N.  L  Petty,  W.  A.  Roebling,  John  i 
Scudder,  J.  HTBladnrell,  J.  W.  Mannkg.  W.  a  Lawnnce,  K. 
RoebUng,  E.  K  Vtxaom,  L  W.  RogenTN.  R.  Ivfns,  A.  W.  L 
F.  B.  Lee. 

FIELD  MEN  AND  TERRITORY  OOYERED:  Winiam  : 
Groaer,  special  agent  The  company  operates  in  N.  J.,  N.  ' 
OluoandPfc. 


STATE 


r>WELl-ING  HOUSE  INSURANCE  COMPANY,  Concord,  N.  H. 

I>r«sident.  S.  A.  Carter;  Secretary,  Obadiab  Mom'U.    Organised.  1885.  


is 


4^947 
40^J0e 
374y 
J745* 


^7,004 


Net 
Svrphis 


to    policyholders. 

31,  1909. 


$20,858 

15.470 

8.968 

16318 

16,306 


Net 

Total 

Losses 

Div- 

Ez- 

Total  Ex- 

Income 

Paid 

fclends 

peoses 

penditures 

$8,666 

$10,271 

$791 

«$2.601 

$1,937 

$5,419 

4,164 

6,183 

89 

s2,708 

1,926 

4,723 

8,333 

5,794 

76 

s7,584 

1,471 

9,081 

2,702 

4,738 

707 

sl,940 

988 

3,635 

1,880 

3,659 

287 

el,712 

879 

8,878 

Incurret 
$7 


7 
8 


S^jb  office 


value).. 
3  rr<*"*^  due.. 


-^^^jBcststtd  rents 


Total  adnnitted 


$4,000 

40,018 

8,065 

114 

443 


$52,640 


Liabilities,  Dxcbmbbk  31,  1909. 

Unearned  premiums 

Other  liabilities 


$7,0 
2 


Total  liabilities,  except  capital  and  surplus . . 


Capital  paid  up 

Suri^us  over  all  liabilities. 


$7,2 
25,0 
20,3 


Total  liabilities,  capital  and  surplus. $52,6 


Flro  ilaks  b  fence,  December  81, 
$13^58. 


^•*'?*J?'^J^i^I!^    oSjQANIZATION:    Fremlmns  reeelved. 
TODMS  fflgCg^^SL  caah.  $87,551. 

]nMsS3.S00of 


M ISCELLAl>fEOUS:    On  April  27.  1907.  paid-up  capital  w 
iacreued  from  $15,000  to  $26,000.    OMnpany  operates  only 
N.H. 

DIRECTORS:    Solon  A.  Qtftcr.  WUIIam  F.  Thayer,  John  ! 
Robertson,  Willis  D.  Thompson.  Frank  S.  Streeter.  .Arthur 
Moirill.  George  A.  Foster,  Obadtah  Morrill.  Frank  F.  Andrew 
Allen  HoUis,  Isaac  Hill. 


INSURANCE  COMPANY,  Des  Moines,  la. 

PresJdmt,  H.  A.  Elliott;  Secretary,  T.  F.  Grcfe.    Organized,  1865. 


4\S,1»1 

«ffan\ 


ato.4«o 

9O3.240 


Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

$47,246 

$167,170 

$173,070 

$101,652 

$8,000 

$78,124 

$187,776 

50,744 

276,861 

290,776 

105,003 

8.000 

133,856 

246,859 

43.027 

202,556 

218,973 

113,069 

6,000 

79,177 

197.246 

43,236 

184,675 

198,107 

96.881 

6.000 

87,070 

189.457 

64,145 

150.060 

164,385 

59,568 

6.000 

76,684 

142.252 

Incunrec 

$108.0 

122.7 

115,1 

139.4< 

71,7 


for  immluins. 
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STATE  INSURANCE 

Assets,  Decembsr  31,  1909. 

Real  estate  owned 

Mortgage  loans  on  real  estate. . . . « 

Natioiua  Starch  Mfg.  Co.,  6%  bond,  D.  M.  Cole- 
man, stock  (market  value) 

Loan  on  bank  siodc 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  dae. 

Interest  and  rents  accrued 

Premium  notes. 

Total  admitted  assets 


COMPANY,  Des  Moines,  U.-^ofUinued. 

LiABmnxs,  Dzcimbes  31,  1909. 

$159,892       Net  losses  unpaid  (including  $2,130  resisted) $17.89 

135.921       Unearned  premiums 259,6fi 

Other  liabilities 1 1,7S 


1,500 

4,900 

27,952 

13,088 

5.860 

87.432 


$486,546 


Total  liabilities,  except  capital  and  surplus . .     $289.29 

Capital  paid  up 100.00 

Siuplus  OTCT  aU  liabilities. 47,24 


Total  liabilities,  capital  and  surplus. $486,54 


RISKS  AND  FREinUMS:  Fire  rvks  in  foree  Deoember  31, 
$81,497,061;   premiums  thereon,  $640,126. 

PREMIUMS  RECX:iVED  SINCE  ORGANIZATION:  $8.- 
893,220. 

REAL  ESTATE  OWNED:  Oonsists  of  the  oomnunr's  home 
office  buildfaig  and  other  property,  matkefc  yalue,  $150,802.  There 
an  no  incumbranoes. 

MORTGAGE  LOANS:  There  are  83  loans,  aggregating  $135,921 
protected  by  la.  farm  property  and  Dea  Mofaies  residential  and 
business  property  yalued  at  $406,800.  The  oompsny  holds 
$48,250  of  insuranee  on  the  bull<UngB.  There  was  $23aLof  Interest 
past  due  on  December  31  last. 


MISCTELLANEOUS:  Capital  reduced  in  1805  from  $200.000 1 
$100,000.  Conflagration  low  San  Fmndsco,  1906.  $19,50 
(through  reinsurance). 

DIRECTORS:  H  A.  Elttott,  A.  L  Hsger,  M.  R  Voorhees,  W 
M.  Elliott.  C.  L.  Powell,  H.  Umfrid,  D.  W.  Smouse.  Theo.  1 
Grefe.  L.  E.  Harbach,  J.  B.  Sullivan. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  M.  Vino 
Des  Momes,  la.,  special  agent  for  N.  £.  la.;  E.  A.  Long.  Ottumw 
la.,  for  S.  £.  la.;  G.  £.  Eanna,  Des  Moines.  f( 
N.  W..  la.;  C.  R  Woodward.  Des  Moines,  la.,  adjuster;  I 
D.  Shearer,  Des  Moines,  la.,  for  S.  W.  la.  The  company  operat< 
in  la.  only. 


STATE  INSURANCE  COMPANY  OF  NEBRASKA,  Omaha,  Neb. 

President,  E.  A.  Cudahy;  Secretary,  A.  J.  Love.    Organized,  1903. 


Year 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex-  '     Losses 
pendituresj  Incurred 

1909 
1908 
1907 

$378,094 
200,222 
169,175 
148,096 
181,142 

$118,043 
74.459 
50,695 
36,429 
23,723 

$50,480 

18.581 

13.945 

10.125 

6.641 

$128,573 

104,763 

92,897 

70.465 

49.754 

♦8187,045 

112.035 

98,410 

74.547 

51.551 

$45,469 
88.843 
35.604 
24,985 
13.889 

$6,000 
8.000 

$59,790 
49.609 
89.379 
82.047 
26.119 

$111,259       $50.0C 
85.952         33.72 
74.983!        35.87 

1900 

57,032         25,66 

1905 

89,9581         13,89 

*  Includes  $50,000  premiiun  on  new  stock. 

Assets,  December  31,  1909. 

Mortgage  loans  on  real  estate 

Bonds  owned  (market  value) 

Cash  in  office  and  bank 

Affents'  balances,  not  over  8  months  due. 

Buls  receivable  taken  for  premiums 

Interest  accrued. 


$233,870 

79.500 

34,473 

24.087 

913 

5.351 


Total  admitted  assets $378,094 


Liabilities,  Deceiibes  31,  1909. 

Net  losses  unpaid  (including  $689  resisted) 

Unearned  premiums 

Other  liabilities 


$4,7C 

118,04 

AM 


Total  liabilides,  except  capital  and  surplus. . 


Capital  paid  up 

Surplus  over  all  liabilities.. 


$127,61 

200,(X 

50.4S 


Total  liabilities,  capital  and  surplus. $378,(N 


RISKS  AND  PREMIUMS:  fire  risks  in  force.  Deoember  31, 
tl5.66235;  premiums  thereon,  $211,892. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received 
t515.534;  losses  paid.  $175,793;  dividends  dedared.  cash,  $12,000 

MORTGAGE  LOANS:  Then  are  70  losns  segregating  $233,870. 
protected  by  firet  liens  on  farm  property  in  Ebstem  Neb.,  valued 
-at  $853,187.  There  was  no  Interest  past  due  on  Deoember  31. 
last    Company  holds  $59,170  of  Insurancs  on  the  bulldlngB. 

Market 
Value. 

$11,000 

13.200 

4.000 

3330 

10.422 

15.160 

4.762 

6.300 

6.000 

5.025 

100 


Par 

BONDS  OWNED:  Yalue. 

Bari..  a  R.  and  No.  R.  R.  Co.  1934. 5%  $10,000 

St  L,  I.  M.  A  So.  R.  R.  Co.,  1033.  4%  15,000 

Lineob,  Neb.,  refd.  bonds,  1919, 4%. . .  4.000 

N.  Y.  C.  4  H.  R.  R.  R.  Co..  1934, 4%...  4.000 

So.  Pae.R.R.Go.,1955.4%, 11,000 

-Ore.  Short  Line  Go ,  1929, 4% 16.000 

Lake  Shore  A  M.  S.  R.  R.  Co..  1928, 4%  5,000 

Omaha  Coontry  Qub,  1915.  5% 6.300 

V.  Y.  C.  A  H.  R.  R.  Go.,  g.  n..  1910. 5%  5.000 

N.  Y.  Qy.  reg.  cp.  bond,  1955,  4% 5,000 

Omaha  Auditoclum.  1955,  5}% 100 


Bonds  Owned.— Con<. 
W.  Ad.  ft  Insp.  (3o..  6% 


Par 

Mark 

Value. 

Valw 

200 

a( 

Total  (oook  value.  $81,577) 


$81,000     tnM 


MISCELLANEOUS:  This  company  commenced  bnsinesi  i 
1903  with  a  paid-up  capital  of  $50,000,  increased  m  1905  to  tlOC 
000  and  in  1909  to  $200,000  and  $50,000  realised  ss  premiii 
on  new  stock  sold.  Conflsgratkm  kMS,  San  Fraoctaeo,  190 
$2,750 

DIRECTORS:    E.  A  CHidshy.  G  F.  McGrew.  J.  0.  Gowin,  A. 
Love.  0.  W.  Pslm.  John  S.  Brady,  E.  V.  Lewis,  E.  E.  Howel 
Sherman  Saunders,  Morris,  Levy  Frank  T.  Hamilton. 

FIELD  MEN  AND  TERRITORY  COVERED:  aN.Craadd 
Lmoob.  Neb.,  special  sgent.  Neb.,  W.  L.  Jsmer,  Omaha.  Neb 
special  sgent.  Neb.;  A.  T.  Gibson,  Hsstini|pi.  Neb.,  special  ages 
Neb.  and  Kan.;  C.  B.  Williams,  Kansas  City,  Mo.,  spedsl  sgeo 
Mo.,  Kan.  and  111.,  W.  L.  Nelson  A  Co.,  Memdiis,  Tenn..  gener 
agents.  Tenn.  and  La.;  D.  M.  Darby,  New  York  City,  gener 
agent,  metropolitan  district;  Shipman  A  Wayne,  Chiesgo,  III 
Cook  Co.  mansgers.  The  company  operates  m  111.,  Kan.,  Li 
Mo.,  Neb.,  N.  Y.  and  Tenn. 


STATE  MUTUAL  FIRE  INSURANCE  COMPANY,  Rutland,  Vt. 

Presklent,  H.  O.  Carpenter;  Secretary,  J.  R.  Hoadley.    Organized,  1899.    Capital,  $13,800. 


Year 

Asseto 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 

Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909t 

$38,173 
36,405 
80.487 
87.197 

$1,846 
2,050 
2,224 
2,623 
3,212 

$19,079 

19.663 

8.065 

6,372 

1.341 

$12,258 
11.596 
11.256 
11.876 
11.867 

$17;699 
15.774 
18,053 
18,928 
17,678 

$8,286 
8,874 
8,252 
9.829 
9.630 

$8,405 
6.223 
4.411 
4.221 
4.270 

$16,091 
14,007 
12,668 
11.050 
18,000 

$7.81 

1908 

n 

1007 

1900 

,11 

4905 

82.722 

t  Details  of  assets  and  liabilities  as  of  December  81, 1909,  had  not  been  received  when  this  page  went  to  press. 
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STONEWALL  INSURANCE  COMPANY,  Mobfle,  Ala.} 

Presidait,  Jobn  E.  Micliael;  SecreCary,  John  Gafllard.    Organised,  1866. 


YUK 

M.mmm»m       Uneamcd  1 

Net 

Net 

Total 

Losses 

Div- 

Ex. 

Total  Ex- 

Losses 

Aa&ta 

Premiums 

Surplus 

Psid 

idads 

penses 

penditures 

Incurred 

1969 

$288^23 

$28,836 

$108,826 

•$28,946 

$44,677 

•$17,711 

$16,000 

$16,070 

$48,781 

$0,706 
27,676 

1906 

338,738 

33,656 

101,005 

36,198 

60,802 

20,681 

15,000 

16,026 

61,606 

1907 

311.603 

86,063 

109,276 

38,007 

62,672 

8.100 

16.000 

18.832 

36,041 

8,816 

19(» 

280.652 

38.041 

101.932 

36,404 

40.6n 

12.060 

15,000 

16,200 

44.268 

14,269 

ll06 

284,178 

82,688 

95,600 

36.820 

61,027 

10.766 

16,000 

18,803 

wM 

10,766 

•  Indndes  $6,872  marine  premiums  and  $661  marine  losses. 
AssxTs,  Dbodokk  81,  1000. 


Real  estate  owned  Cbook  value) 

Mortgase  loons  on  real  estate 

Bends  and  stodcs  owned  (market  value). 

ColUtenl  loans 

Ca^  in  office  and  bank 

BiSs  receivable. 

f^cmimns  due 

Odxr 


$100 
02.423 
118,286 
11,200 
11,020 
26,103 
28,438 
1,164 


Total  aifmittrd  assets $288,823 


LiABiunxs,  DzcncBSR  31,  1000. 


Unearned  premiums. 
Other  liabilities 


$28,836 
1,162 


Total  liabilities,  except  capital  and  surplus . .       $20,007 

Capital  paid  up 160,000 

Surplus  over  aO  liabUities. 108,826 


Total  liabilities,  capital  and  surplus. $288,828 


BISKS  AKD  FREMIUMS:  Fbe  risks  in  foroe  Decembsr  81, 
tJl708,n0;  pceminms  thereon,  $60,502. 

BUSINE8B  SINGE  ORGANIZATION:  Premiums  reoelved, 
a30OJ61:  bases  paid,  $309,414;  dividends  declared,  eash, 
1446.035^  slock,  $4M66w 

BEAL  ESTATE  0?FN£D:  OcmBistB  of  onimpiovsd  land  in 
ChovtanOou,  Ala. 

HOSTGAGE  LOANS:  There  are  65  loans.  tmffMnt  $92,423. 
ywCected  bj  im|»t>v«d  real  estate  in  Mobile  u^  and  suburbs 
laJaed  at  more  than  double  the  amount  loaned  thereon,  lliere 
ii  BO  interest  put  due  and  the  ennpanj  holds  $129,660  of  Insui^ 
see  on  tbe  boildittgB. 

COLLATERAL  IX)  ANS  are  as  foOowa: 


Seeurftles. 
flnevaO  stk.,  6  shansi. 


11 


G^atialTrast  Co.,  stk.,  30  diares 

Cmtral  TrasL  Os.,  stk.,  8  shares 

CoasaDan  lea  Co.,  stk^  8  shares 

StooevaO  sUc,  14  shares. 

Cfltai  Bk.  *Tr.stk.,of  Macfdlao,  Mtas., 

60  shares 

HTHfa  Hotel  aft.,  237  riiares 

lB£dAlMa8stk..30shans 

StoevaasfiLSi 


liarket 

Value. 

in5 

1,706 
4,200 
1.1201 
300) 
2,170] 

7,200 
17,7751 
3,000/ 
310 


Amount 
Loaned. 

$600 
1,350 
4,000 

3,000 


500 

2,000 

200 


G0U.ATBUL  LoAin— Cent. 
Seeurltta.— Cent. 


Stonewall  rtk.,  16  shares . 
Ftist  Nat.  Bk.,  10 shares.., 

Stonewall  stk^  1  share 

Gulf  Fish  A  Hunt.  1  share. 


Amount 
Loaned. 

$6,000 
120 


Totals. 

Loans  on  own  stodc  not  admitted 


$46,140 


$16,770 
5,570 


BONDS  AND  STOCKS  OWNED: 
Bonos. 


State  of  Ak,  3i 
SUteof  Ala.f, 
Mobile  Cotton  «  Mere. 

Stocks. 

Peoples  Bk.,  3  shares 

Ghsinl)er  of  Oommeree,  1  share. 


1 


Fftr 
Value. 

$107,000 
7,000 
2,600 

300 
25 


Market 

Value. 

$107,000 
7,140 
2,600 

1,620 
26 


Totals  (book  vahie,  $116346). 


$116325       $118,286 


MISCELLANEOUS:  Company  operates  only  In  Ala. 

DIRECTORS:  Robert  Hunter,  Winston  Jones,  Ghas.  H.  Brown. 
H.  D.  Lesesne,  J.  C  Bush,  Jr.,  T.  B.  Morriss,  Ssmuel  J.  Hshn,  Jno. 
E.  Miehael.  Jas.  E.  Armor,  W.  F.  McDonnell,  Stewart  Brooks,  F.  a 
Turner,  A.  W.  Brooks,  J.  J.  BUMkster,  L  Eiehold. 


I 


both  fin  and  marine  iosoranee. 


STUYVESANT  INSURANCE  COMPANY,  New  York,  N.  Y. 

President,  A.  R.  Picnon;  Secretary.  C.  A.  Garthwaite.    Organized.  1850. 


ViAs      Asets 

Unearned 

Net 
Surplus 

Net 
Prcmhims 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1900    $1,181^18 
UQS         092,280 
1907         670.466 
1206  t       680.876 
1005!       50M67 

$874,447 
261,048 
244.706 
233,345 
308.624 

$328,108 

232,975 

64.166 

67,946 

162,111 

$701,482 
498,852 
604.965 
439,682 
416,807 

$737,188 

♦621,761 

623,896 

468,787 

482.566 

$353,332 
296,801 
266,934 
888,486 
178,810 

$32,000 

21,000 

6,000 

12,000 

$204,257 
162,008 
144.207 
186,846 
122,584 

$689,589 
469,809 
417,141 
486,831 
801,394 

$827,880 
816,786 
296,876 
842,932 
199.827 

*  Tnrimlw  8100,000  sorphis  paid  in. 

Assets,  DECEMBza  31,  1909. 

Mortsagie  loazis  on  real  estate 

BcD<b  and  stocks  owned  (market  value) 

Cash  m  office  and  bank 

Avails'  balsTi«yi,  not  over  3  months  due. 

utpamt  wiCh  Province  of  Manitoba 


$14,000 
956,862 

39.080 
158,099 

10,000 
8,477 


Total  admitted  assets $1,181,518 


Liabilities,  Decembes  31,  1909. 

Net  losses  unpaid  (including  $6,000  resisted). . . . 

Unearned  premiums 

Other  liabilities 


Total  liabilities,  except  capital  and  surplus, 


$73,063 

374,447 

5.000 


Capital  paid  up 

Surplus  over  all  liabilities. 


$453,410 
400.000 
828,108. 


Total  liabilities,  capital  and  surplus. $1,181,518- 


B35SB  AJfB  PREMIUMB:  Fire  risks  hi  foroe  Beeember  31, 
$WM?5Bg6S8;  pnodnms  thereon,  $730,678. 

BOSOnsaS  since  organization:  Premiums  received, 
88^87.779;  losses  pidd,  $8,413,462;  dhidsnds  deeUrad*  eash, 
89784m. 


til 


MORTGAGE  LOANS:    There  am  three  loans 
$14,000  on  properties  valued  at  $23,500,  as  follows:  $1 
Sackett  St,  Brooklyn;  $6,000,  279  Bridge  st.,  Brooklyn;  $7,000, 
Esst  side  3d  aveT^  feet  North  of  140th  si.  New  York. 


SEPOSTS   OF   FIRE    INSURANCE    COUFANIES. 


STUYVESANT   INSURANCE   COMPANY,   New  York,  N.  Y. 


BONUS  AND  STOCKS  OWNED: 

BoNDe. 

N.  V.  &.  dmi,  IfiSl,  3% 

»'.  y!  a,',  nnid  uiiL,  'iBO*  j^. ....'. 

M.  Y^.  1(1,1™.  YbiS,  81% 

H.Y.v-u»>rUl«,3in 

N.T.<vni>iat>u.  I8H,H% 

ir.T.e7.«ld.ir>l.itk.,lSU,  m, 

N.  y.  C».  op.  nk,.  1BS7,  4}% 

K.Y.Cy.wl..  1«7.«% 

A„ T.  A S.  F.  R.  R.,  raovL.  UlT,  &%.. 
CudIib*,  ClbicliSiild  &  0.  R.R.,  1  m., : 


F«.IUt.,in..lflI>.Sl%. 

Pl  Co.,  is  tth.,  IHI,  4% 

ff»V  8m.  RJL,  (N.Y.C.)  aj.,  IMi  S% 
Bnoklys  R.  T.  Co.,  cooTt ,  »»!,  1%.-  - 

Ut  AvtA  ph.r.r.cd  .tins,  i% 

Anwf.  Td.*  Tel.  ,CT.,  lose  1% 


A.,  T.  ft  B.  F.  R.  fi.,  p 

Btlt  A  0.  B.  R.,  wn 

ChL  MU.  i  St.  Fid  R.  R.,  cam. . 
C.U.,  lUJ.  A  St.  Paul  R.  R.,  pirf. . 

DsL  iHodBDCo 

DwuBT  A  Rto  Qruid*  R.  R.,  p. . . 


lUMO 

auioo 


ITJOO 
M,WO 

S4,ua 

\SfiBO 
8,700 


Bom*  ui>  Smca  Oini«i>.--Ciiiit 
8iocii.~<7nU. 

UdR.  *  Nulii'.  B.  R 

KulKlUnRy 

Unik.,  St.  P.  A  8.  EL  H.,  p 

Hlim..  St.  F.  A  a  S.  IL,  on 

MO.PK.R.B. 

Noithen  I^dSe  BJL 


BJl... 


a>.Ej„p 

Unloa  m.  R.  a,  p 

cb.OHai 

P»pl«  Obi  Lt.  A  Ooke  Co.,  OU. . , 
Boroush  BL.  N,  Plunfidd,  N,  ],. 

OuiUiua  Nit.  Bk.,  N.  Y 

Ool<inHlllBlil(.CD.,N.Y 

Lnutnllli  PcapertyCo..KT. 

Nortli  Amirioi  Cb 


73Me 
u.7n 


n.000 

100 
10,000 


Totik  OHok  nhih  t>U.60t). . . 


tsmuo    woMi 


iber  11,  1«01,  10%  (HOjnOI 


MIBCELLANEOUS:    ,  _. 

iHHBWDt  wH  leiM  »  atockkoldwi  lod 
isrpJn.    In  100e,cmltaln>  !'<'«>-<  Finn,  t 
widtI0O,00OiiUiidtD(ili1 
IIXM.  W.OOO:   Sin  Fiuc 
in  Mm.,  110,000. 

□giwv.  junivHi.miDL  K.  rraDBoe,!^ 

_    F,  Li.  FnnHnt.  C.  A.  Qutliwillc  L.  A. 

W.  H.  KelbFr,  W.  F.  PnntJK,  I^.  T.  RrnwUa.  F.  F.  Maarc,  A. 
C.  Knotb«,  A.  B.  Ayn.  J.  F.  Schmideke. 

FIELD  MEN  AND  TERRITORY  COVERED:  I.  S.  FWinc- 
bdneo,  Eenflil  innt.  The  eompuv  opents  b  lU.,  I^.,  Ma., 
KinB.,  i£i.  Mo.,  N.  J.,  N.  y_  hTO,  a.  On.,  Pi,  Tm..  UUh 
ind  Wuh.,  iln  in  B.  C.  md  Muitabi. 


Stn^  INSURANCE  COMPANY,  New  Orleans,  La.j 

Pmidmt,  Chiilei  JuiTier;  \'kc-Fraldait.  Fersui  G.  L«:  S«rtlirr.  Wm.  P.  Maui.     OisutRd.  IttS. 

YlAK 

j^_^     lUnewwd 

A 

N» 

Toal 

IPCODW 

Lew. 

P»M 

01,- 

Ex- 

TowlEi- 
pmdJtim 

Incurred 

iiSI 

'ili 

333l44( 
3M.774 

St8.377 
41S,<»I 
SM,840 

(714.UI 

-sia 

14S,B<)I 

fas 

i;l 

11 

•s 

418,1U 
»75.4J8 

ttU.7H 

• 

Rdl  auie  owned  (boot  vilue). .. 

Bonds  ind  itocki  owned  (mu^ct 
Cuh  in  office       ' '      ' 


Ata^u.'  bilucei,  not  < 


1,128,241 
11,040 
SS,3(M 


Totil  UabOltin.  accpt  captil  ind  luriilui 

CiEdtn]  pud  up - 

SuTphu  tnn  ill  lUbDida 


Total  UibDilia,  capital  md  su 


,      H1T.I81 

aM).oo< 

116,664 
.  II.MZ^I 


RISKS  AND  PREMIUMS:  Fin  lUi  In 
|H,13t,7M;  laanliuni  thswi.  tMSMT. 

BUSINESS  SINCE  OBOANIZATION: 
tK.44S.2SJ;  loiH  pitd,  t7MI>.TSI;  Hit 
11.447,400. 

REAL  ESTATE  OWNED:  Coulrti  of  e 
bidtdinc  308  CiBp  Itntl,  N.  0.  The  n 
pnpgrtr  In  1M«  imaqnteil  to  11,830,  In  1' 
]»0e  to  tlMO  ind  B  1000  lo  11,880.    I> 

HORTOAQE  LOANS:  Thite  null  louu 
tn  iKutvd  bj  New  OrJeioi  propertin  Tilni 

BONEe  AND  STOCKS  OWNED: 


Fnmlnmi  nealTed, 


25.000  26,000 
tOJMO  12/X» 
J7,M0 


lOSCELLANEODS:  CtolHI  iunuti  la  WC  [com  IWOJIW 
lo  t4>7^S3;  tammai  In  l&t  to  MBUTl:  InenMed  in  ISM  U 
tnOjnoTdMfMtd  In  ISaS  to  UarStO;  ImtMad  to  18S7  H 
tmm-  ConlKnUonkaH:  K^botIU*, Fh.. lOOL WLm 
YiBo  CitT,  Hm,  IM4,  tUjm.  VahM  o(  tpnki  dcposH 
Ql.  t12,0iW;  FlL.  tlO/iOO. 

DIRECTORS:  W.  ft.  Stwffer,  H.  X.  Pnalon.  S.  P.  Wilma 
i«.  E.  J.  Hirt,  £.  F.  Dret.  Qat.  A.  FinnU,  U.  KubOBl,  Jr. 
Hjcr  LeEuon,  Jdo.  M.  Puin,  Nontn  T.  Hum  H.  D.  Hut 
E.  H.  Tobf ,  Fenud  Hif.  Jii.  MaOonuU.  duilca  JutIh 

^LD  HEN  AND  TERRITORY  OOVERBD:  Gewn 
uects  Thmtt  *  Batra,  KoUK  Ab,  mwnJ  icnti  tor  AU. 
Jphn  C.  Whitoer  i  Co..  Allinti,  Gi.,  pneni  ifeoli  for  Ql.  3.  C. 
md  N.  C;  J.  H.  Nortn,  JukMn*ilfc,  Fli..  gneni  agent  lot  Fli, 
E.  T.  CimpbeU  t  Cb.,  St.  Louii,  Ho.,  nnen]  unli  for  Kt„  Iten. 
Ho..  III.,  Ind.,  Hieh.  and  0.  W.  B.  Kfen,  VidSun,  HiM.,  ipni 
igent  lor  Hiii.:  John  A.  Uoyd.  Atnindri^  I^,  ipeeinl  uent  fe 
La.;  L.  B.  hoA.  Little  Rock.  Aik.,  gnenl  agnl  for  Juk.  lu 
Oku.;  Been,  Kenifio  A  Co.,  GiJnatoa,  Tex.,  nDoal  ansiti  fa 
Tn.:  Witt  i  PittenoD,  Fh^dphi^Fa.  lac  Pa.,  N.  YTn.  J 
"  ■    "—    ■¥.  VaiBdJ>tL;_a  A._Henrj4  0o,panP — 


le  eoiBpaay  dc 


I..  DUb.  Vt,  Va,  ViL.  and  W^i 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 
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TEUTONIA  mSXJRANCE  COMPAIfY,  New  Orleans,  La.§ 

Preadent.  Albert  P.  NoU;  Secretary.  Ptmnk  LiiEbelm.    Onamixed.  1871. 


U 
1107 


Unearned 


tM9,290|     $507,846 

478,460 

900^       470,101 

819,842      480,027 

900,034^       428,729 


Nrt 
Suiplus 


$188326 
128,047 
136.700 
108,670 
186.034 


Net 


^$828,087 

829,391 
738,380 
684,748 


Total 
Tnooniie 


8801,884 
870,840 
864.702 

t870,788 
718388 


PaU 


«$600,786 
680,061 
403,960 
063,941 
867.802 


DW- 


$26,830 

24.070 

34,416 

976 

84,680 


£z- 


$807,081 
809,680 
383,031 
840.810 
338.644 


Total  Ex- 
pcnditDKe 


$888,747 
804,807 
709,980 
806.730 
080,986 


Incuned 


•  bdodca  $11,679  marine  ptenuoma  asd  $7,870  auiine  loves,    t  Indudea  $126,000  paid  in  by  stockbolderik 

$70,000 

096,662 

61,070 

123,604 

8,604 


$487,170 
626,300 
400.968 
040.044 
870,980 


81.  1900. 

Real  estate  omied  (book  vahie) 

Bonds  and  atodcs  ovmed  (maiket  Taloe) 

Casia  in  office  and  bank 

AgfDOf  halanrrt,  not  artr  3  months  doe. 


Total  admitted 


ts 8949,330 


^,    .  LiABOiTiBs.  DxcniBU  31,  1909. 

Net  lossM  unpaid  (inducfing  $6,000  icsisted) $42,476 

Unearned  nemiums 607,846 

Other  liabilities loi686 

Total  iiabmties,  except  capital  and  siiiphis..  $600,406 

Capital  pud  up 260,000 

Surplus  OTer  aU  liabOitks. 188,836 

Total  liabilities,  capital  and  suiphis. 8949.330 


aiSKS  AND  FREHIUIIS:  Are  risks  in  (ons  Deoember  81, 
$n.748368:  pmnians  thenoD,  1991.741; 

BUSnrEBS  SINGE  OnOANIZATION:    Pmnhnns  laedTed* 
U^^B8.    ksses  paU.  $7,707,327.   dirklcnds  dedarwl,  oadi* 

REAL  EffTATR  OWNED:  Oonstoli  of  the  eompan/s  home 
oiee  bidding  at  217  Gamp  st.  New  Orleans,  eanrtsdafc  $70,000 

• 

BOMDB  AND  STOCKS  OWNED:  Fhr  Marimt 

Bomm.  Vahie.  Vah». 

gBilBd8t«tM4%e.bs.,1986,4%. $60,000  $67,600 

.^Orlnna&.  4%  fas.,  1942,4% 8SO.O0O  357.600 

Pmtehaftnin  Levve  Bs.,  di^  D.  19^  0%  664100  08.760 

Aleha£ila^  Die.  Leres  Bs.,1949,  5%.. . .  17.000  18.300 

IjlD«clmB«^LeTfsDta.BLl964.6%  0»000  0,000 
BsdRlT^AtdiaMayaAB.Brtis.ImS 

^Ba- MOO.  «%....... 6,000  6,400 

Nev6rie«aaCbr.Pob.Imp.Bs..l960.4%  100,000  98.000 

Scv Oiinaa  (%,  ^em.  Bds,  1926, 6%.  30,000  60,800 

nai|iMBlDaELBk.LeveeBds..l962,6%  10,000  10,200 

SlUCMMm 

VLCmLRJLtlUL^, 83,000  84,040 

Oiaat.U.Bk.AlV.Oow.NewOrieaos...  17.000  86.878 

HSienlaBk.AT^.ODL,NeirOrlssiHL...  6,000  39,000 

WhltBsy€enLNatBk.,N«irOileaBS....  2,600  6,200 

IWftoQia  Bk.  A  Tr.  Co..  New  Orleans. . .  7,000  7.700 

bodi  fire  and  marine  insonuwe. 


Bonds  aud  Sioon  Owiod.— CsaL 
Sroon.—- CsnC 
UnitsdFhdtOD.,  of  Boston 


Fkr  Msrkaft 

Valiw.         Value. 

$18,100       $20,679 


Totals  OwokTalne,  $709.608) $680.800      8096,608 

^  iqSGELLANEOUS:   In  tOOO  stoekholdeis  pak)  in  81210001 
OnflagJUoB  kMMR   Baltimore.  1904.  $50,000;  San  Fnmebeo, 

DIRECTORS:    F.    Jahncke.    Eugene    F.    Bohler.    Geoifs 
Jmraifl,   Cbailes  F.   Baek,   Victor  Camois,   Adolph  Dnmser, 
W.  H.  Diefanano.  E.  R.  Gogiers.  Samod  Hjman,  Heory  D.  Hark, 
Julius  Kieffer,  Jdlus  Koeh,  Isaae  Lery.  J.  B.  Lerart,  Jonn  Leglsr, 
Jr^bert  P.  NolL  F.  RaqpetA.  G.  Rieks.  ^^ 

FIELD  MEN  AND  TEtUUTORY  COVERED:  J.  D.  EiftdiH, 
A  Bro..  New  Orleaas,  nneral  annts  for  Tn.;  T.  T.  Hay  A  Bro., 

Kerd  mpsnli  for  N.  C.  sod  S.  C.:  J.  H.  Norton,  fsoerd  agent  for 
.:  LofisMyer  A  Goshom,  Charleston,  W.  Va..  gnerd  agsato  for 
W.  Va.;  U.  8.  Odilns,  163  La  Salle  st,  Chleaoo,  spedd  aomt  for 
111.,  Minn.,  0.  and  Wis.;  Karl  Sdimemann's  Sons,  gBnerarsgsats 
for  MidL.  C.  V.  Benjamin  and  Lee  Burton,  speod  agents  for 
La..  Misk  and  Ak.:  R.  H.  Mann  A.  Co..  generd  agents  for  Ffeeiflc 
Coast;  L.  H.  Vdl,  Foughkeepde.  N.  Y..  geneid  agent  for  N.  Y..  Pa. 
Msss..  R.  I..  N.  J.  and  Conn.;  Wallaoe  Reki,  manager  Metro- 
pditan  district.  New  York.  The  oompany  operates  in  Ala., 
Aris.,  Ark.,  Cd..  Cok>..  Conn.,  Fla.,'  Dl..  La..  Md.,  Mass.. 
Mich..  ^Alno..  Mml,  Mb.  JfonL.  Ner.,  N.  J^  N.  Y.,  N.  a.  0..  Ore.. 
Flu.  R.  I..  &  a,  Tex.,  Utah.  Wash^  W.  Va.  and  Wli. 


TEUTONIA  FIRE  INSURANCE  COMPANY,  Pittsburg,  N.  S.,  Pa. 

Preakieni,  Henry  Genrig:  Secretary,  C.  W.  Gerwig.    Organised,  1871. 


Yraal     Aaaets 

Unearned 

Net 
Surplus 

Net 

Premiums 

Total 

IxMses 
Paki 

Div- 
Uends 

Ex- 
penses 

Totd  Ex- 
penditures 

Losses^ 

1900       8067.899 
1908         881,348 
1907         792,480 
1906         n8,688 
ms         64^420 

$428,990 
864,660 

282,000 
243,418 
206,107 

1290,408 
298,120 
281,900 
260,820 
227,819 

8606.080 
438.402 
864,004 
280.042 
222,302 

8561,367 
482.066 
392,968 
880,202 

t290.032 

8281,819 
188,193 
149,088 
108,064 
110,726 

$40,000 
40,000 
44,000 
82.000 
20.000 

$198,073 

107.679 

129.468 

106.927 

78.62^ 

$464,892 
896,772 
822,646 
246.681 
209.849 

$280,006 
197.806 
161,787 
116,890 
100,721 

tlndodesll 

0,200  bGinu 

on  increase 

of  capital  s 

lock. 

Ral 


Cadi  in 
AgausT 
Interest 
Other 


.  DccncBBE  31,  1909. 

owned  (book  Tsh&e,  $26,790) 

loans  on  red  estate 

(market  value) 

and  bank 

balances,  not  over  3  months  due. 


$80,700 

781.707 
26,800 
40,094 
68.173 
18,986 
818 


Total  admitted  assets. 


$967,899 


LlABILITIXS^  DZCZMBXX  31.   1909. 

Net  losses  unpaid  (indudmg  $1,218  resbted) 

Unearned  praniums 


Pi 
ui 


Other  liabDides 


Total  liabilities,  except  capitd  and  surplus . . 

(}apitd  paid  up 

Surplus  over  all  UabUitiea 


$40,000 

428.990 

2.000 

$470,990 
200.000 
296.403 


Totd  liabilities,  capital  and  surplus $967,899 


RISES  AND  FREMnmS:  Htb  ikks  hi  fores  Deeember  81, 
OQM^T^piHdums  thsnon,  8804.388. 

BCaHfEBS  SINCE  ORGANIZATION:    Prasdums  reodved. 

^  REAL  BSTATB  OWNED:  The  chid  ttsm  is  the  emnpaay's 
ksBiB  oAea  btfUlng.  a  $«lQnr  brisk  stneton  at  786  Ohk>  st. 
fttftdioK,  the  book  vahie  of  wUeh  is  821.000,  and  whidi  is  earried 
at  ttlBOO.  The  iwnninlBf  uiupwltos  an  8  kits  on  AOequlppa 
d..  Ffiktdivg  (jtimA  at  %\Mi\  234  acres  m  Eddia  twp.  (vdued 


at  $1,600),  and  property  at  May  and  Shennan  sts..  Sheiaden 
Boio  (vdued  at  $3,000). 

MORTGAGE  LOANS:  Then  are  269  k)ans  on  properties  k>oat«i 
chiefly  In  Pittaburg.  MoKeesport.  Avdon  and  other  Western 
Fa.  towns.  Then  an  but  II  oans  as  huge  as  $10,000.  snd  the 
average  is  about  $8300.  Thev  an  mostly  upon  improved 
properties  and  then  is  $804,600  of  Insnranoe  held  bv  the  company 
on  buikilngi  the  totd  amount  oaaed  bdng  $726,786.  The  moru 
gaged  properties  an  vdued  at  81,673,760  and  then  was  $2^i4 
laterssi  overdue  on  Deesmber  81  last. 
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REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


TEUTONIA  FIRE  INSURANCE  COMPANY,  Pittsburg,   N.  S.,  TsL.^Corainued. 


B0ND8  OWNED: 

tSalrion  Steel  Oo.,l  m 

Plttobuig,  MoKeenort  &  Cotl.  Ry.,1  e.  m 

FUIadelphia Co.,  Im.,  eoL  tr 

Duqueme  Tno.  Co.,  1  m 

Flttibiirg,  ASegfaenv  ft  Ifandi.  Tnc,  1  m. 
Wilkiiubuis  ft  ETPbg.  tr.,  1020.  5%. . . . 
United  Tr.,  1007. 6% 


Totab  (book  Taloe.  125.772). 


Fto 

Market 

Value. 

Value. 

S5.000 

S5.000 

5.000 

5,150 

5.000 

5.200 

8.000 

3,150 

1.000 

1.050 

5.000 

5.250 

1.000 

1.060 

S2S.0O0       125.860 


lOBCELLANEOUS:  Capital  faionaaed  In  1870  from  tiOS.000 
to  8110,680:  ineieaaed  In  1880  to  8125,000:  and  In  1905  from 
8125.000  to  8200.000.    Oonflagration  low  Baltimore.  1804,  $2,500. 

DIRECTORS:  Henry  Gerwlg.  Auguetue  Beckert.  Wm.  Rie- 
menenyder,  Dr.  E.  L.  Oiamiedkj,  J.  H.  Hespenheide,  Henry 
J.  Loti,  Joeeph  H.  Lautner,  Jacob  Mutcig.  Cbanet  EeUoer,  Dr. 
F.  Blume.  C.  R.  Hanna,  C  W.  Gerwig. 

FIELD  HEN  AND  TERRITORY  00  VERED:  EeDy,  Fuller  ft 
De  Rivera,  Metropolitan  dietriet  acente.  New  Yoik  %;  R.  A. 
Travii,  special  agent  for  Weetem  n.  and  0.;  Qeo.  B.  Akzander, 
special  agent  for  Eastern  Pa.,  N.  J.  and  Md.;  Ferey  B.  Dutton 
nneral  agent  for  N.  Y.  State  (outside  of  Metropolitan  distriet). 
The  eompany  operates  in  Conn.,  IlL,  Ind.,  Md.,  Mo.,  N.  J.,  N.  Y., 
0.  and  Fa. 


TEUTONIA  FIRE  INSURANCE  COMPANY,  Dayton,  0/ 

Preddent,  Edward  Pape;  Secretary,  J.  linzweiler,  Jr.    Organized,  1865. 


YZAS 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1000 
1008 
1007 
1006 
1005 

8722,728 
700.743 
685.662 
673.158 
653.480 

106,824 
07,720 
08,533 
04,065 
05,101 

8525,210 
500,281 
487,120 
477,088 
456,154 

885,620 
87,020 
02,874 
86.010 
87.343 

8113,488 
118,444 
131,803 
123,083 
100,763 

827,274 
30,412 
18.224 
23.025 
22.044 

820,000 
20,000 
20.000 
20,000 
20.000 

840,862 
42,125 
45,028 
41.360 
30,347 

887,686 
02,537 
83,252 
84,304 
82,201 

$25,224 
32,718 
18.224 
21.000 
23.040 

Assets.  Dxcxubes  81,  1000. 
Real  estate  owned  (book  value) 820,500 


Mortgage  loans  on  real  estate. 

Bands  and  stodcs  owned  (market  value). . 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due.. 
Interest  and  rents  accrued 


0,500 

665,030 

13.668 

8,040 

5,000 


Total  admitted  assets 8722,728 


Liabilities,  Decxicbek  31,  1000. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabuities 


Total  liabilities,  except  capital  and  surplus. 


$250 

06,824 

444 


Capital  paid  up 

Surplus  over  all  liabilities. 


$07,518 
100.000 
525.210 


Total  liabilities,  capital  and  surplus. 8722,728 


RISKS  AND  FREMIUMB:  Fire  risks  In  foroe  Deoember  31, 
$10,443,257;  premiums  thereon,  8101,023. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reodved. 
12,070,170;  losses  paid,  1754,185;  divklends  declared,  cash. 
1701,250;  stock.  $20,000. 

REAL  ESTATE  OWNED:  Lot  30x100  ft  purchased  for 
purpose  of  ereeting  an  office  building  thereon.  Situate  No.  44 
and  46  So.  Jefferson  St,  Dayton,  0. 

MORTQAQE  LOANS:  Tlien  are  7  kwus  aggregating  $0,500 
protected  by  Improved  real  estate  valued  at  nearly  three  times 
the  amount  loaned  Uwreon.  There  was  $80  of  Interest  past  due 
on  Deoember  31,  last  The  eompany  holds  $6,700  of  Insuianoe 
on  the  bulldlngB. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

BoNOB.  Value.         Value. 

U.S.reg.,4% 830.000  834.500 

Cblumbus,  0.,  reg.,  4% 70,000  70,280 

Cmcinnati.  0.,  reg.,  4% 70.000  71,080 

Qeveland,  0.,  reg.,  4% 75,000  75.400 

Toledo,  0.,  reg.,  4% 35,000  36350 

(^.offaayton 47,000  48,060 

Trumbull  Co.,  0 33,000  34,610 

Putnam  Co..  0 21.000  21.435 

Youngstown.0 16,000  17,105 

Arcanum.  0 10,000  10.720 

BrookviUe,0 7.000  7,620 

Stocks. 
Merchants  Nat  Bk. 6.000  8.400 


I 


Bonos  akd  Btocmb  Ojnaa>.—CmiL  Par  Market 

Stocks.— Conl.  Value.  Value. 

WintenNatBk. $6,500  $12^)50 

atvNatBk 4.000  11,200 

Thud  Nat  Bk. 5.000  10,250 

Teutonia  Nat  Bk. 4,000  5,200 

Dayton  Nat  Bk 2,000  8.200 

First  Nat  Bk 4.000  6.40O 

Dayton  Gas  light  ft  Coke  Co 5.000  5.00O 

CityRy.Co..p 15,000  22.500 

atyRy.OoMOom 17.000  30,800 

Dayton  ft  Western  Te.  Co.,  p. 16,300  17,930 

Dayton  ft  Western  Te.  Co.,  com 700  700 

Dayton  ft  Michigan  RR  Co.,  p. 16,000  80.400 

Dayton  ft  Michigan  RR  Co..  oom 15,000  12,250 

Columbus  ft  Xenia  RR  Co 5.260  10,600 

little  Miami  RR  Co. 8.000  16,800 

Cleveland  ft  Pittsburg  RR  Co 14.000  24,500 

Qennania  Big.  Assn. 5,000  5,000 

D«yton  Big.  Assn 5,000  5.000 

Totals. $568,880  $6ft5,03Q 

DIRECTORS:  Edward  Pepe,  Thoe.  A.  Legler,  J.  linzweUer. 
Jr.,  John  P.  Wedcesser,  Wm.  P.  Oehnan,  C.  H.  Frank,  Adam 
Schants. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agenta, 
L.  F.  Oeamer  and  Wm.  F.  Kramer.  The  company  opermtea  In 
0.,  Ind.,  Mich,  and  W.  Va. 


TEXAS  NATIONAL  FIRE  INSURANCE  COMPANY,  Fort  Worth,  Tex. 

President,  Edwhi  E.  Bewley;  Secretary  and  Manager,  Glcn  Walker.    Organized,  1006. 


Yeak 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiimis 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Totsl  Ex- 
penditures 

1000 
1008 
1007 
1006 

$164,866 
157,220 
140,003 
116,630 

$48,406 

33,837 

20,517 

7,504 

$15,658 

16,022 

10,007 

3,853 

$100,088 
01,826 
48,846 
15,008 

$110,105 

102,160 

73,075 

23,606 

$57,575 

87,306 

21,786 

18 

M24,050 
:  16,723 
(13,314 

$31,125 

28,733 

16,276 

8,824 

$112,750 

82.702 

51,370 

8,837 

$58,111 

40,970 

l«,78fl 

6,01  a 

t  Includes  $4,614  paid  policyholders  in  1007,  $0,120  in  1008,  and  $15,550  in  1000. 
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TEXAS  NATIONAL  FIRE  INSURANCE  COMPANY,  Fort  Worth,  Tex^-^CorUinued, 


31.  1909. 


A^ans, 

_       loans  on  real  estate. 
NalioBal  Bank  stodc.  100  shares.  Mutual 

Association,  43  soares  (market  ralue) . 

Ca^  in  ofiks  and  bank 

Agents'  haJancrs,  not  over  8  months  <hie.. . 
Interest  and  rents  accrued 


Home 


$82,019 

18,030 
42,194 
10,074 
1.659 
10.000 


Total  admitted  assets |164,8M 


LiABiLxnxs,  Dbcxmbxr  81,  1900. 

Net  losses  unpaid 

Unearned  raemiums 

Other  liabilities 


Total  liabilities,  except  capital  and  suiidus. 


$420 

48,496 

1,513 


Capital  paid  up 

Surplus  over  all  liabilities. 


$49,208 

100,000 

15,658 


Total  liabilities,  capital  and  surplus. $164,866 


RI3KB  AND  FRElCnTllS:  Fiie  risks  in  force.  Deoember  81, 
$7,757,470;  ptemiDms  thereon,  $86,960. 

BUSINESS  SINGE  ORGANIZATION:  Premiums  received, 
$96,107;  loMs  paid,  $116,680:  dividends  declared,  poUqjrholden 
cs8h,$»,293;  stockholden  $24,450. 

MORTGAGE  LOANS:  There  are  44  fint  Uens  sggrenthic 
$82^919  and  protected  by  Jmpreved  real  estate  In  Fort  Worth, 
vabed  at  $214,195.  There  was  $42  taiterwt  past  due  on  December 


81,  last    The  ocnpaBy  holds  $61835  of  faisurahee  on  the  mort- 
gaged buildings. 

MISCELLANEOUS:  This  company  completed  organisation, 
on  February  1, 1906,  with  a  pakl-op  capital  of  $100.000! 

DIRECTORS:  Ben.  0.  Smith,  Edwfai  E.  Bewky,  Olan  Walker 
B.  H.  Gets.  Ed.  E.  CoUett  J.  £.  Weeden.  J.  W.  Irion. 

TERRITORY  COVi^D:  Company  opentes  in  IlL,  Tec 
Wash,  and  Wis. 


TOLEDO  FIRE  AND  MARINE  INSURANCE  COMPANY,  Sandusky,  O. 

Pfesidcpt,  J.  J.  McKdvey;  Vice-President  and  Manager,  John  McKdvey;  Secretary,  James  E.  Melville.    Organised,  1902. 


YxAs; 


1909 
1908 
1907 
1906 
1006 


$221,203 
227,568 
223,446 
208,279 
179.155 


Unearned 
Premiums 


$82,460 
75.797 
74,451 
68,488 
49,641 


Net 
Snrpltts 


$82,639 
42,161 
89,842 
81,098 
26.092 


Net 

Total 

Losses 

Premiums 

Income 

Paid 

$170,877 

$178,741 

$107,224 

157,110 

164,884 

85.540 

155.018 

161,858 

77,585 

129.694 

184,444 

58,876 

94,188 

98,927 

82,011 

Div- 
idends 


$15,000 
15.000 
10.000 
10,000 


£z- 


$63,554 
59,888 
59,177 
48,214 
40,584 


Total  Ex- 
penditures 


$185,778 

160.428 

146,762 

111,500 

72.595 


Incurred 


$102,719 
87,124 
78,606 
51,872 
81,458 


Assets,  Dzcembik  31,  1909. 

Mortgage  loans  on  real  estate 

Bonds  and  stodcs  owned  (maiket  value) 

Cash  in  office  and  bank 

Agents'  twlanrys.  not  over  8  months  due. 

Interest  ai&d  rents  accrued 

Odier 


$6,500 

157.000 

81,022 

24,319 

2,250 

112 


Total  admitted  assets. 


$221,208 


LlABILITDBS, 

Net  losses  unpaid 

Unearned  premiums 

Taxes,  commissions,  etc. . 


DXCXMBXR  81,  1900. 


$1,885 

82,460 

4,719 


Total  liabilities,  except  capital  and  suiphis. 

Capital  paid  up 

Surplus  over  all  liabilities. 


$88,564 

100,000 
82,639 


Total  liabilities,  capital  and  surplus. $221,208 


RISSB  A}iD  FREMIUIIS:  Ftae  risks  fai  force  December  31, 
$83191,073;  prantams  thereon,  $165,150. 

B0SINES8  SIXCB  ORGANIZATION:  Premiums  received. 
I89$,963:  loMS  paid.  $420,682;  dividends  dedared,  cash.  $62,000. 

KOirroAGE  LOANS:  There  are  2  kwns  for  $6,500  on  prop- 
erty valued  at  $17,500.  Then  was  $150  hiteresi  past  due  on 
DfeeeBber  81,  last  Oompaay  holds  $6,500  of  bisnxance  on 
mottgftfid  buildiDsr. 

BONDS  AND  STOCKS  OWNED:  Jf'  Mf^ket 

Value.  Value. 

3aad«BivQy^4% $112,000  $112,917 

Port  diaton.  6% 16,500  17.459 

lfaia.4|%, 788  808 

Eid9evikTirpL,5% 15.000  16.016 

Ihini  Nat.  Ex.  Bk 5,600  9.800 

Tolab $149,888      $157,000 


MISCELLANEOUS:  This  compaoy  was  orlghiany  organised 
In  1848,  sad  operated  as  a  genual  fire  and  marine  insuranes 
eompany  until  1887.  after  which  Uie  businesB  in  force  was  eon- 
tfaiued  to  expiration.  It  was  reoigaaised  fai  1902  and  now  eon- 
fines  its  openUooB  ahnost  entlrdy  to  lumber  and  woodworidac 
risks. 

DIBECrORS:  E  A.  Ughtoer,  C.  R.  Demarest,  Jr.,  J.  J. 
McKdvey,  R.  H.  McKdvey.  J.  McKdvey,  J.  E.  MdvUle,  F.  P. 
Zollinger. 

TERRITORY  COVERED:  The  company  operates  fai  Aik., 
lU.,  MidL,  0.,  Wadi.  and  Wk 


UNDERWRITERS  FIRE  INSURANCE  COMPANY,  Concord,  N.   H. 

President,  L.  Jackman;  Secretary,  F.  T.  Jackman.    Organized,  1886.  


YXAX 

AaseU 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Surplus 

Premhims 

Income 

Paid 

klends 

penses 

penditures 

Incurred 

1909 

$177.31fii 

$14,760 

$50,878 

$17,307 

$26,068 

$7,156 

$13,020 

$9,448 

$30,524 

$7,339 

1908 

128,310 

14,458 

43,027 

18,209 

27,726 

7.149 

2,325 

12,371 

21,845 

7,149 

1907 

91,746 

12.476 

28,825 

15,705 

83,621 

2.562 

600 

8,270 

11.432 

f52? 

1900 

48,264 

9,625 

26,938 

11.051 

13.730 

5.515 

600 

6,000 

12.124 

1,324 

1905 

46.79S 

8.880 

22,132 

11,134 

13,652 

5,182 

600 

4.593 

10,376 

6,636 

Assets,  Decekbkr  31,  1909. 

Bonds  and  stocks  owned  (market  value) $116,148 

CaOataal  loans 16,991 

Cash  in  office  and  bank 42.547 

Agents'  Iwlancm.  not  over  3  months  due. 1,290 

Interest  accrued. 340 


Total  admitted  assets. 


$177,316 


LzABiLiTiES,  December  31,  1909. 

Net  losses  unjmid 

Unearned  premiums 

Other  liabilities 


$183 
14,760 
11,500 


Total  liabilities,  except  capital  and  surplus . . 

Capital  i)aid  up 

Surplus  over  all  liabilities. 


Total  liabilities,  capital  and  surplus., 


$20,448 

100.000 

60*878 
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;    COMPANY.  Concord,  N. 


BUSINESS  SINCE  ORGANIZATION; 

PiBchBX 

ODLLATEBAL  LOANS  n  ••  (oDcwe 

Aaootil 

"3 

tS.DOO 

LUl 

Toflt. 

STOCKS  OWNED: 

hr 

Vil«. 

Vil». 

Union  P«dfie  R.  H.,  DM. 

t2JM0 

MjOW 

IlllDDli  CeDlrnJ  H. 


Uedunia  Nil.  BlLlCoMonL  N.  B.. 
Nit.  Siilc  QipLUl  Bb..  Cooawd,  N.  a 


'C 


Nsl.  Bli.  o(  leiama.  S.  E 

Ooncnrd  BulldLRKO] 

UcrnnUiiler  linDtvpi  Oo. 
Uiid»«rlti'n-Flnliit.Cit 

Huron,  S.a  , 

DiyMn.O..  LisbCingCs... 


StududOU 

Kf«  HiBipibirt  Fire  Im.  Co. . . 
PieeBcklDgCo. 


AmB.  Woolea  Ql,  p 
llaskva>-,«m... 


Onooid  6h«  FnMory. ,'. 


195,830      1116.148 


HISCELLANEOUB:  lU  aoBCUr  m  bimiriT  Un  Rn  Un- 
Jwwittai  AMJntfcw;  niirt  tkutySbj  »et  o<  l»dium«  H  HW. 
(a  tbi  Undwwrltnt  n»  iMtDiaM  ODaqnin.  hid  up  (■oltal 
■  ■■- ~  •        IKMMO  to  nUiOO/ud  tn  iBimTpob 


t3S.IX«  10*99,000;  in  imfn 


1  lat/xa  to  tlU,DDO  b) 


DIRECTORS:    Lymu  Jul , 

W.  aKne;,  M.  R.  Jw^dud,  T.  Er>nH»tt,  F.  T.  Jict 

HELD  HEN  AND  TERRITORY  XTERED:    P.  T.  Jic^ 
mu,  wmW  *wnt  lot  N.  H.    T  ■        ■■  - 


UNDERWRITERS  FIRE  INSURANCE  COMPANY,  Rocky  Mount,  N. 

M.  R.  BnuwtH;  Swnair.  W.  S.  Wilklpimn.    OtianUed.  1MB. 


Yu» 

A-f 

{!=S 

s^ 

p,S« 

In^ 

Ptid 

Dlvi- 
deidt 

POUH 

padio^; 

iBCOIRd 

r 

S8.su 

"iS 

IKS 

•il 
■J' 

II 

^SS 

M»j 

t«.T3» 

: 

UoTtnce  loans  oo^ eUnle 
Cuhln  dSce  >nd  bulk 

OE,  31.   1 

K». 

SSiSSS 

LijjiunM.  Dtcaaa  M,  ISOfc 

tl>.95« 

^SK^SS 

ToUlndmltK 

4  MWU. 



SIS 

Total  UibOiltaupi 

tnludnrp 

us. 

tBi.102 

RISKS  AND  PREmUHS:  Pin  riiki  In  font  DsceBber  31. 
tl,M«.«N:  jnmlimt  Ihctwo.  til  08&. 

BUSINESS  SINCE  ORGANIZATION:  Pnmiuma  mxmd, 
t39.«S3:  loMB  i«id.  112.042:   diridaub  decland,  adi.  K,IBO. 

MORTQAaE  LOANS:  Tlnre  tn  41  Int  moctaa  kwiu, 
iBoimtlu  (o  (71,730  on  ImproTSi  nal  Mtala  iiortE  S23SJX)0. 
^jii&tMJX -■-  ■  "--      •• 


ioMnrt  p^  dot  on  Dsmnber  31,  bat. 

MISCELLANEOUS:  TUa  oomuu  mu  <»niili«d  lst<  Id 
UKK, ud  amuDouied  IhbIbhi  ApfG  US,  Ml,  wtSktub  apltal 
Md  niipla  tBwunUnE  (o  t64.SS5, 


DDtKCTORS:  W.L 


.  Slamid,  Dr.  J.  C  Bi 

_.  „,— ,  ~  —  _.»»irtll,  dto.  -   ~     ■ 

BilluiT,J.ll.8lMnoil,B.P.         ~ 
I^Tf.  Wlnbstar,  W.  D. 
Buk  Dr.  W.  P.  BoRH,  E 


Bi^~  M.  d'BnmiL'dt^B.  Cut^RS.  Welb,  a' 
ij,i.ll.8lHirB)il^F7Ai»tln,W.J.W?" 


_W,  T.  BnntU, 

Eitkn^.  Dr.  R  S.  SptUbt,  W.  L. 
.  C.  FUnaoB.  Dr.  G.  H  fflmbarin, 

I,  Dr.  iC  fi.  lUiTiott,  Ftmnk  SUiUb. 

}.  D.  BuUuek.  G.  S.  Edwud^  D.  J.  Rob.  Dr.  M.  R.  Bnn«lL 

FIELD  MEN  AND  TERRTFOR?  COVERED:  WUUom. 
BulJiuk  *  Co..  genenl  igait*,  Rookv  Kauat,  N.  C.;  W.  S.  WEkJn- 
•on  ud  Oh.  JC.  Wilkuuon,  apMBl  t*        ~ ~ 


tn  Rockjr  Haunt,  N.  C. 


UNDERWRITERS  OF  GREENSBORO,  Greensboro,  N. 

Preaidcm.  J.  Van  lindlty:  Secrtlafy,  A.  W.  McAliatp.    Orgnniigil.  1387. 


pcnditum  |  IncDrrcd 


1103.3117 
130,M2 
tl43,Dgg 


142.002  120,227  349,727  IA0,a71  t23,SSe 

36,024  16,607  41.M5  M.8fl  20.346 

36,862  18.834  47.S>gl  62,S3G'  2£,379i 

83.362  23,414  M,S7<  £2.2461  21.164 

27.746  20,3081  3fi.4B6  40.327  10.7S3I 


Inchiding  327,600  luarantK  a 


348,468 
40,487 
47,296 

2a."4»f 


22.011 

22.8S6 
10.7i3 
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UNDERWRITERS  OF  GREENSBORO,  Giecnsboro,  N.  C,—CmUinued. 


Assets,  Deckmbss  81,  1000. 

lou»  OB  real  estate 

and  slods  owned  (loaaiket  Tshie) 


Casli  in  office  sad  bank 

Afcsls'  balances,  not  over  8  months  due. 
Inlercst  and  rents  socnied 


838,600 

100,657 

7,860 

10,440 

7,105 

8,820 

016 


Total  admitted  assets. 


8168,807 


LuBiiinss,  Drmfwri  81,  1000. 

Net  kisses  unpskL. 

Unesmed 

OdicrliAbmties. 


1668 

42,002 

6,000 


Total  liabilities,  except  ci4>ita]  and  surplus . . 


Capital  paid  up 1?5'952 

Surplus  over  all  liabilities. 


848.670 
00,000 
20,227 


Total  liabflities,  capitsl  and  supltts. 8168,807 


RISKS  AND  PREMIUIIS:  Fife  risks  in  forae  Dseembsr  81, 
84,888,723;  pKcmiuDS  tbereoo,  870375. 

BUSINEBB  SINCE  OBOANIZATION:  PkemiugM  neeived, 
8303^568;  kasss  paid.  8172,513;  divideMb  declared,  cash,  828,500; 
stock.  887,5001 

MOBTGAQELOANSc  11ieRaie22k»assarecstinK888,600, 
mciBg  m  amomt  from  8400  to  86(000.  seeuied  hjf  naimialbt  m 
N.  a.estimated  worth  8125.60a  There  u  oo  interest  past  due. 
asd  tne  oompany  holds  S8S.060  of  insursnee  on  the  buudincs. 

COLLATERAL  LOANS  sn  as  foUows: 


Bonn  AMD  SvooD  Owod.— CsnL 


100 


as.LiisAT.Ca...... 

^sSSEnSDOSO  oseusttBS  *  jo... .  ■ « . . 
So.  8to^  Fire  las^  Od.,  eon.. 

•a         ••  II         M        u  - 

per... 
J.W.8e9ltACou 


ICarket 

Vahis. 

81,000^ 
600, 

20.250 

laooo 

8.000 


Amooat 
Loaned. 

8860 

5.500 
2.000 


Huntarlfii.AOoaB.Oo 

LOy  Mills 

80.R.E.L.AT.O0 

10  shares  McLssn  Co. 

162  shares  80.  Underwilteis.. 

N.aTr.Co 

Amer.  Ex.  Bsnk 

80.  Stock  Fin  Insuranes  Co. 


Vsloe. 

817.800 
1,000 
5,000 

1.000 

16,200 

84.000 

5.000 

0,100 


Market 

Value. 

820.587 

1.000 

14,500 

1.000 

17.010 

84,060 

5.500 

0.100 


BONDS  AND  STOCKS  0¥^NED: 

BORDS. 


880,860         87,860 


laperisl  Ob..  8% 

HonhsMl  Cotton  Mills,  6%. 


Vslus. 

82.000 
5,000 


Market 

Vslus. 

82.000 
5AN) 


Totals  Oook  valup,  8100.657) 885,600      8100,651 

MISCELLANEOUS:    Ctaital  taoressed  to  1008  from  ,887jSpO< 
to  876,000  hj  tranrfenmg  »7.500  from  surplus,    ^telwillbe 
Inereased  to  8100.000  during  1000  by  sals  of  825.000  additional 
stock 

DIRfiCTOBft  J.  W.  Gbsnon.  L.  M.  Ssott,  A  W.  MeAlloter. 
T.  J.  Haokney,  Wm.  E.  Holt,  J.  B.  Stroud.  W.  A  Thomai.  Chas. 
W.  Home,  W.  P.  Beall,  M.  R.  BiasweO,  J.  Y.  Joyner.  J.  Vsn  Lmdkv 

A  A  Shufoid.  D.  A  Tompkins,  J.  M.  Hendnz.  0.  A  Norwood.. 
Jr..  R.  H.  Ricks.  B.  D.  Heath,  C.  G.  Wrii^t,  Carey  J.  HunttttOm.. 
Haokney.  E.  M.  Hendriz,  A.  M  Scales,  R.  G.  Vaughn. 

FIELD  MEN  AND  TERRITORY  COVERED:  A  W.  Me- 
Alister.  manager;  Paul  W.  Scheaek.  asnitsnt  msnsger;  A.  G. 
Coffin.  W.  £.  Ashley,  special  sgcnts.  The  company  operates  only 
in  N.  C. 


UNION  INSURANCE  COMPANY,  Bangor,  Mc^f 

President,  A.  F.  Stetson;  Secretary,  A.  W.  Staples.    Organised.  1862. 


Yeas      Assets 

Unesned 

Net 

Surplus 

Net 

Total 
Income 

PAid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1000  '     •471,617 
1088         471,751 
1887         487,686 
1806         470,505 
1808         468,600 

868.045 
73,006 
80,866 
72,282 
74.829 

8288,077 
277.406 
286,803 
276,106 
272,075 

8105.416 
104,205 
117,822 
110,567 
108,407 

8123,081 
122,812 
186,750 
128,773 
125,287 

800,227 
03,720 
80,431 
83,105 
70.752 

820.000 
30.000 
16.000 
80,000 
16.000 

813,040 
14,510 
14,104 
14.725 
13.328 

8123.267 
138,248 
110,525 
117,830 
100.080 

886,224 
04,440 
78,402 
03,658 
60,708 

Assets,  Dfrnmis  31,  1000. 

Bonds  and  slods  owned  (market  yshie) 8381.143 

Cash  in  office  and  bank 40,015 

Agents'  balarnr^,  not  over  3  months  due. 23,320 

lalcfcst  and  renls  aoaued 2,220 

BSs  receivable. 24,010 


Total  admitted  assets. 


8471,617 


LlABXUTIBS, 

Net  losses  unpaid 

Unearned  premiums 

Taxes,  etc 


31,  1000. 


Total  liabilities,  except  ci4>ital  and  surplus . 

Capital  paid  up 

Surplus  over  sll  liabilities. 


816,646 

68.045 

2,050 


882,640 
100,000 
288,077 


Total  liabilities,  capital  and  surphis. 8471,617 


RISKS  AND  PREMIUMS:    Marine  and  inland  risks  m  force 
81.  8825,420;   premiums  theraon.  863,045. 


BONDS  AND  STOCKS  OWNED: 
BoBoe. 


TVeatoa  9L  Bj.  Oo.. 


Atddnnad. 

BortlaDd.  OisusStk  Bj. 


CsDcocd  A  MbaL  R.  R. 
BsfO^ 


1  TrsMsets  maifne  faisursnce  only. 


Value. 

815.000 

10,000 

10,000 

10.000 

4.000 

3,000 

1.000 

10.000 

5,000 

4.000 

6.000 

5,000 

13,000 

IOlOOO 

5,000 

5.000 


Market 

Value. 

816.500 

10,000 

10.000 

0,000 

4.000 

8.000 

1.000 

10.000 

5.000 

4,C00 

6,000 

5.000 

13,000 

10.000 

5,000 

5.000 


Boms  AMD  Stocks  Ovmo.— CohL 
Boms.— C«i(. 


Dttlnth 

Duluth 

Buff.,  RocL  A  Pitts.  R.  R. 

Ind.,  m.  A  la.  R.  R. 

ChL,  Rich.  A  Muads  R.  R. 

Co.  of  Penobscot 

N.Y.,OntAW.R.R..... 

Bait  AOhloR.R 

Sault  Ste  Maris. 

Port  Huron 

Port  Huron 

Tsnn.  (St  Louis) 

MetCrosstown 

G7.  of  Omaha,  Nel 

St  Louis,  Iron  Mto.  A  So.  By. 

W.Maryland 

Montreal  Lt.  Ht  A  Ftow.  Oo. 

Bangor  Ry.  A  El.  Co. 

Newton  8t  Ry..  Co 


Neb.. 


VVt  A,V«» 

Tv 

Marks 

Vahis. 

Value. 

82.000 

82,00C 

5.000 

5.000 

10.000 

10,000 

10,000 

10,006 

10.000 

10.000 

10,000 

10.000 

5,000 

5,000 

15,000 

13,617 

5,000 

5.000 

2.000 

2,00c 

6.000 

6.000 

10.000 

0,800 

5.000 

5.000 

10.000 

10,000 

10.000 

0.200 

13.000 

11,050 

10.000 

10,000 

5.000 

5,100 

6,000 

5.000 

REPORTS   OF  FIRE   INSURANCE  COMFANIl^. 


UNION  INSURANCE  COMPANY,  Bangor,  Me. 

BoHM  mo  Btocm  Owmo.—Cnl.               Fir  Huket 

BOHH.— CmU.  Vilui.  ViJiM. 

Amm.  Elrin  4  CtL  B.  H flCOO  110,000 

W.  Union  Tt  Co lOJMO  iOXM 

cif,Bqri.rputa»TR.R.. .;:::::::::      m  «.™ 

* I  R.  R.  Co..  ^^^ 


sjno 

1,000 

1,000 
<U)00 

3.0G0 
*,7M) 


LxtVMMlOB. 

B.kH.k.Rj.O> 


Fu  Kulit 

VtlM.  VlJllt. 

tio,ciw  tiojm 

»Mo  ii,Ka 


Totalfc BTSJWO      »381,1« 


DIRECTORS:  F.  A.  W 

Chu  HuiUa,  I.  K.  Stab , 

Joi.  0.  BUkfc  8.  P.  DnuKUrB 


OB,  P.  H.  AptJetOB,  A.  P.  SI 
L  W.  8.  Hlaibu,   Oiiiki  Si 


VNION  INSURANCE  COMPANY  OF  PHILADELPHIA,  Philaddphia,  I 

Pmidml,  J.  Etoiy  ScatterfDod;  StatOif  ud  Treuais.  £.  R.  Dumels.     Ottuiicd.  IBM. 


Yul 

Awti 

J&^js^ 

P,SL. 

Tol.1 

iBCdDU 

■a? 

— Di;^ 

kkub 

Ei- 

Total  E>-;     Lone. 
PBidlnii«|  lacurmj 

11 

718.108 

11      11 

ITM.^ 

tSOS.STS 

308,804 
18!,06B 

»U 

31l!tS4        ISl.tM 

438,11' 

106.041 

Lubiliths.  D 
Ncl  lOBs  uDpud  (indudinc  tl.U4  n^ud)... 

Unsinitd  prnnluin*  (excepi  pcrpclnib) 

AnKHiDl  redaunaUc  oa  popetiul  palkOfS-,  ■ . ,  - 
Other  liabOiUcfl ,  - .  ^ .  -  -  -  ^ , ...  ^ ............. , 


CwittI  pud  up 

Surphu  ova  illlUbllitla. 

Total  UabDidcf,  atMal  lod  Mrplus. . . 


U27.0» 
200,00 
138,4fr 


go!!^ 


... , — ,^:  pmniniii  tlBPB^WUOl 

I,  ll.DU,133;     dgpodt  pnnliDiu   tkuaoa. 


BUBIN1S3  BINCB  OBQAinZATION;  PnmlDDi  n«1>»d. 
t3aj£lS.0Or:  lian  paid,  tU.OOJSK;  dirUkodt  dedmd.  caih, 
11^4.131;  (toektlSian. 

REAL  ESTATE  OWNED:  Ih  pita^l  pnpertr  ta  Cba  sm- 

'  N  o(  wUib  b  jlKTSl,  bat  -Ueh 
.    Th*  obIt  other 


ittlOMob.    Th*( 
0  Bma  lUtd  It, 
«iiu.^w.  Gwnca  »  ■O.AOO. 

BONOS  AND  STOCKS  OWNED: 

rhiiuicipiiii,  Ps..  c.  i0it,  }% 

PhlkJflpbta.  Pfc,  IBM.  «% 

C7.  dI  B«db>R  t,  1021.  i% 

AtUoUe  Cy.  R.  R..  I.  n!.,  lilO.  S%  ... 
aAO.IU(.Ci>..B.W.DIv'.,liB.,lBK^l% 
Blwmbild  Sk  Rf.  Co.,  I  DL.  una.  fi% . . 

B.  R.  T.  Co^  1  r.  n^  ma.  4% 

G,R.!.4  P.R.W.C0  i',>l.(r,.«Tiglfll8,4% 
<}iiH(«'.  OUl  1  QuU  It.  R.  Co.,  »  n., 

19S1.B% 

Od.,  Dulan  A  Inmloa  B.  R.  On..  I  ■-, 

t.l9U,t% 

OuBdoD  i  Subnibu  Ry,  Co.,  1  m.,  lO-jr. 

t.l»40.S%.. 

El.  A  ■%(«*■  Tc  Co..  (.  Itk.  Ii.  iUl, 

Hcikjii'villf  Vl'r'n  1  FklriuiiDi 'piii 

R.  R.  Co.,_».  ic,  f,.  1B4,  S%_ 

K.CB.R.W.Co.i,*.Lni.(..l»JO.  S% 

I£.C.S.R.W,c.q.ii.-rt««"A-  e.,lB10.41% 
Lain  Shora  k  lUdL  So.  Ry.  Co..  !fr-)T.  (■> 

UJch' V.Il'r!  Co.!  'p^  'ol  m.','  VXa'.  4% 

Lehlih  V.  B.  R.  CD..«).,ai.  T  (malpt*), 

UU  4«S 


Kutot 


mm 

0.000 


0.000 

10300 

lOJOO 
10.000 

14.110 


BoKoa  AHs  Btocv  Ovhxd. — Cnf- 

i.,K.«  T.R.W.CD.lrt.A.r.ai.i|.e.,»)04.4% 
Vorfalk  A  W.  R).  Co..  tn.,  Rr.K,lS[0.t% 
^forfolk  A  W.  Rt.  Co.,  cUt.,  I  in.  A  vl 


O.A  C3.St.B.W. 
P.R.W.C0.I  A  r. 
P*  Co..  fc  ■ 


K  Co.'  15-^1.'.  E-'iao  ol  MM.  1^1,4?; 
Pi.  R.  k  CO.,  lOrr «,  OTa  !'"■  '*%-  - 
Pl  A  N.  y.  Cuul  AR.  R.  Co.,  a.  el, 

1939,  6% 

PsklDmra  R.R.  Co..  1  n.  m.,  lOlS,  i% 
PLARad.R.R0D..in<i.flu..tS11,«% 
Pl  a  R«uI.  R.R.  Co.,  fiO-71..  I.  (taBk) 

1941,  S%. 

Rud.  Co.,  J«HT  Cant.,  gol.,  t^  1901. 4% 
R.  R.  W.  A  LLCo.  0.-    -    -    ""■'  '" 


Oiloo  Fu.  R.R.  Cit,  n.  aO-jr, 


1918,  4  % 

Ms 


UUIeScl>iiTlUllR.R.Oi>..,. 


No.  Feau?< 


Diilan'  Hid  Ondarwrltni  SenulUa  ( 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


UNION  INSURANCE  COMPANY  OF  PHILADELPHIA,  PhlUdelphia,  Pa.- 


(K'UalM*  Ml  DniltiwiUMi  CDrponUanhmoo 
dw  Ul  ef  hc^th  wd  Iba  nutaiinB  Su  FnnifeK 


'    fv  Uw  taloreuUoii  dl 


ioruf*  CkuBpuT  of  tka  SUto  (f  FniM]>lnal*,  it  mtntf  i 
Udhc  etasi^r.  llMl  It  ha  abont  MO  •tooktaoIfaK  ■»»■ 
nm  >n  amabati  mm  of  ftfaiMpliltfi  DHMt  _pnnilD»t 
ba^niB  bb;  IhM  tb*  iaUSl^  of  tlw  Amujlmila  Fin  lim^ 
lice  (Wpanj  tn  tka  OmkiKillau  ConmntJon  wBoml  lo  ttwut 
jl  IV  aatCA  tht  toW,  ud  Alt  BO  puUnbr  elnnt.  or  crhi|> 
glilMUoUai.  h  la  ntnil  In  laj  mj." 

<^U  hrwii  b  1ST9  boB  nOWMO  to  KUUnth  hi  ISU 
>o  IlinunO:  denwd  ta  1884  to  tnUXXI;  bi«MMd  In  IS8T  to 
t  decTMndtoUnhitlBMnO;  ud  In  UBS  to  tlOO.OQO. 

■  Bddtai  b«  ■tockholihn  lad  tUO.OOO  to 

a  Imm:    BalUBHin,   IMM,  tSl^B:    Saa 

utar^tvwiai  CamU  Kode.  Clkai.  Tele,  Jr.,  J.  HterySnMo 
(ood,  P.  Kbi  Waiaintfit.  Gwie  Lippicoolt,  G,  Clrcui  Brooke, 


RkJiud  HuiffaUa,  Atfrad  D.  Fudn.  Daaiel  B 


1..  UL  la..  Mo.  and  li 

Km  loTOnl   ■  - 
rnaa  i  !!___ 
Suta.  asiBpttiii  J 
Pa..i|»clal 


[I  loi  Ulna..  WlL,  Dptiw 
Im,  (jDjumbiK  0»  (lunl 

l^Vwk  O^  «inj  aoBli  foi  N.  t! 

.._. ipoUtaa  dUrlot;   ReTlB  HVaaalcd.  Fltl» 

1,  Pa..  iihU  went  for  W.  Pl:  C.  W.  Oir,  Philadilpkia.  h., 
....-i>!  win(  (or  ETp^.  N.  J..  Dtl.  Hd.  and  D.  C,  Bucbl  * 
YnU*.  eracral  icnU  for  La..  N.  C,  8.  C,  .<U.  and  Fb.;  BrrOuu- 
%  lUnn  Co.,  Ban  PrucMo,  CaL.  for  Oj.:  Bunatd  A  Slmul.  for 
^'i'h.  and  Ore,:  B.  D.  Selbach.  tor  Dtah.  0£l  and  Hoot.  I. 
ki-mhirdl  i  San,  eHirral  «ml.  far  Tet.  Arnold,  Rain«  t  Co., 
■  rri'^ri!  ainaU  (or  Arb,^  McrriU  &  Hiahiil.  ieneial  uiuUIor 
UU^  :  Mind  PiuU  A  lion,  nmnrvl  ■««ili  (or  W.  Va,    Tbi  com- 


L  N.  D..  a.  D..  Tmt 


XTNION  INSURANCE  COMPANY,  Pittsburg,  Pa. 

PrnMBM.  ArnhCT  W.  MeMai:  S«r«arT.  J.  W.  J.  MeL  -     -    -  — 


a" 


t8B,M2  I7E.IS1 

77,080  SS,897 

77,011'  sa,7« 

77,n8i  ♦0,083 

M,io7       To.iaal  3a,i8« 


U1,SIS 
U,C7I> 

II,  N7 

ta,i»a 

12.S1I 


110.  Mil 

M.Z07  U.70SI 

1S.(»9  U'l^ 

12,T07l  M.IOal 


IJ1,7SI 
U,124 
K.710 
10,171 


AssET^  Tiicaaa  II.  IMft. 
k>sr  tauq  oq real  state. ...,,,......,,.. 

a  and  slotks  owned  (mvkct  nine). 


A^Qifa'  balaixxa,  » 


SS.0M 

1J.0I8 


Total  liabllitifa,  anpt  capital  and  nuiiiu 

Capital  paid  up 

Surplua  OT(T  all  HabUilks. 


Total  liabililia,  capital  and  sirplu*. tSM.&Sf 


D  TBEUUIIS:   fin  riaki  In  liaog  Demnber  11. 
jnmlima  ttwreon,  1110,735. 

B  SINCE  ORGANIZATION:    Framabna  neelnd. 

Wnttl;  iMM  pati  M01.nS:  dlTtdamh  daoland.  eub.  UM.- 


mtnti  br  Gnt  Una  on  property  located  bi  Al 
at  t3ta.3a*.  Tben  me  nu  blmM  part 
1.  iMt    Tbe  compaoj  bolik  tUO,flOO  d  In 


A^Sani 


D  nOCES  OWNED: 


Dtfaa  Gaa  Co.,  M eKsanort,  Fa 110/100        (lOXO 

SlJaaqih.  Ho.  Water  Oo. lajXX  10,000 

CUrtSB  Sleel  Co 10.000  10,000 


fioma  Aim  Srocna  Owno. — Cflif. 
BoKM.— Coat. 

Dr.  or  New  Caalle,  Fa..  Walu  Co 

Mooongabda  St.  ay.  Co 


DnknTr.Cb 

Tolala. 

HiaCELLANEOnS: 


Valoe. 

u,ooa 

sjaoa 


DIRECrOKS:  k.  W,  iMkorTlKi*-  Walker,  H.  C  Trick.  JamM 
H.  Loekbait.  Cbaa.  R.  Fenderleh.  M.  B,  Ooehran,  Samuel  Jarrta, 
Ed-ta  I.  Kniefet.  John  T.  flndler,  Fafar  J.  ShldU,  Tboa.  G. 
LumrT.  A.  I^OB. 

FIELD  MEN  AND  TERRTTORT  COVERED;  Edwin  J. 
Xruemr,  general  agent.    T^eiompanj  oi«>mta  in  IU.,a.  and  Fa. 


UNITED  AMERICAN  FIRE  INSURANCE  COMPANY,  Milwaukee   Wis. 

Preiideiit.  L.  A-  KanJ;  Secretary,  F.  A.  Krrhla.     Organiiwl,  IBOO  ^_^_ 


poidituiee     Incurred 


t28,it2  K8.8S4 

39.134  31,004 

30.10*        If 

le.lBS  ; 

M.M8  «0,M7 


170,287 
7(.IB0 
llZ.I2i 


WI.SSl 
4S.242' 
47,r07. 


SITS,«TS 
6.<7t 
10.M1 


Total  admitted  u 


liabDiiia,  eacept  cai^til  and  surplua.. 
n  Sfiliibilitiea.'.  '.'.'.'.'.'.'.'.V.'.'.'.'.'.'.'.'.W 


tl.9M 

ai,«o« 

3,700 


.iMinbiliIi«,  CBFnlnl  and  surjilui.  tl04,Qii2 


186 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


UNITED  AMERICAN  FIRE  INSXmANCE  COMPANY,  Milwaukee,  Wis.— CmM«ii«^. 

RISKS  AND  PREMIUUB:  Fire  rbka  fai  forae  Deeember  81, 
l8»102.tW5;  premimna  thereoii.  I113,84& 

BUSINESS  SINGE  ORGANIZATION:  PremlimiB  nodved, 
S411.801;  1mm  paid.  |lM,M«;dtTideodsdeelai«d,eMh,  112.600. 

MORTQAQE  LOANS:  There  are  68  loau  amounting  to 
1176,676  on  property  prineipally  in  Milwaukee  and  dueaco 
Tallied  at  Si26»650.  There  wai  no  interest  past  due  on  December 
81,  laii    The  company  holds  1177,976  of  insurance  on  bvildinfk 


mSCBLLANBOUa-  O^iltal  taienaaed  In  1906  horn  150,01 
to  $100,000  and  $10,000  added  to  soiphii. 

DIRECTORS:  John  Shepeek,  F.  A.  Eiehla,  J.  U.  Kzatore 
L.  Albert  KareL  A.  A.  Rheins,  J.  L.  Ftotura,  J.  M.  Sehneid* 
cams.  Jiran,  J.  V.  Kubii,  V.  A.  GerinsBr. 

FIELD  MEN  AND  TERRITORY  COVERED:    J.  M.  Kr 
k>yee,  general  aoent,  Chieaso,  111.    The  eompaoy  operates 
Wis. 


IlL, 


and 


UNITED  FIREMENS  INSXJRANCE  COMPANY  OF    PHILADELPHIA,  Phila 

delphia,  Pa. 

IhreaidAt,  Robert  B.  Beatfa;  Vice-Pzeakient,  Doinis  J.  Sweeny;  Secretary,  Henry  A.  Knabe;  Assbtuit  Secretary,  W.  G.  WiU 

Organiaed,  1860. 


Ybab 

AaseU 

Unearned 

Net 

Net 

Total 

Loases 

Dir- 

Ex- 

Total Ex- 

Losses 

Premiums 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incnrrec 

1909 

$1,841,698 

$988,763 

$146,881 

166*802 
—207,789 

$124,862 
t270,338 

$36,884 

$12,000 

209,278 

$101,002 

$29,1! 

1908 

1,827,182 

988,399 

112,884 

682,661 

6,000 

747.984 

499,7; 

1907 

1,996,419 

1,468,604 

88,677 

668,172 

781,447 

289,811 

40,000 

262,668 

681,969 

307.21 

1906 

1,984.486 

1,899.066 

76.730 

690,020 

♦767.041 

688,618 

80,000 

261,122 

^•2* 

673,81 

1906 

1,890,837 

1,820,882 

224,670 

628,866 

602,761 

281,118 

80,000 

211,244 

472,862 

282,01 

Unearned  premiums  indudea  amount  redaimable  on  perpetual  policies;  losses  include  those  on  perpetual  pdUcies.  ♦  L 
dudes  $100,000  premium  on  new  stock.  —  Excess  of  reinsurance,  etc,  over  premiums  written,  t  Indudes  $200,000  paid  o 
account  of  reduction  of  capital,  and  $208,060  commissions  recdyed  for  reinsurance. 


Assets,  Deckmbeb  81,  1900. 

Real  estate  owned  (book  value,  $112,972) 

Mortgage  loans  on  real  estate 

Bonds  and  stodcs  owned  (mai^et  value) 

Collateral  loans 

Cash  in  office  and  bank 

Agents'  balanrfs,  not  over  8  months  due 

Interest  and  rents  accrued 

Other  assets 


$98,700 

261,182 

981.706 

3,800 

17.156 

12,212 

16,866 

948 


Total  admitted  assets $1,841,698 


LlABXUTIKS,  DlCSMBZX  81,  1909. 

Net  losses  unpaid  (induding  $3,681  resisted) — 

Unearned  prmiums  (except  perpetaals) 

Amount  redaimable  on  perpetual  pdictes. 

Other  liabilities 


$5,« 

97,fi; 

891,i: 

1.41 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities. 


$996, 7( 
200,0( 
145.8J 


Total  liabilities,  capital  and  auiplus. $1,341  ,fi( 


RISKS  AND  PREMIUMS:  Ftae  risks  in  fores,  December  81, 
$26,001,885:  premiums. thereon,  $177,6792peipetual  fin  risks, 
$48,613,624;  deposit  premiums  theieon,  $067,648. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reedved, 
$8,490,724;  k)sses  paki,  $5,799,264;  dividends  dedared.  cash. 
$771^06. 

REAL  ESTATE  OWNED:  Aside  from  the  company's  home 
office  building  at  419  Wahut  st,  Phila.  (book  value,  106,000; 
carried  at  ^,000,  the  red  estate,  comprises  4  dwellfaigs  In 
Phila.,  earned  in  eaeh  case  bdow  cost,  dear  of  aU  ineumbrancea. 

MORTGAGE  LOANS:  There  are  146  mortgage  loans  (first 
liens)  and  ground  rents,  aggregating  $261,132.  scoured  by  proper- 
ties vduecf  at  $544  254  and  the  company  holds  $236,626  Insure 
aaoe  on  buildings.  There  was  $112  Interest  overdue  on  December 
81  last  The  loans  were  efaiefly  upon  Phlla.  properties,  with  a 
few  m  Camden,  N.  J.,  there  are  two  of  $10,000  ea«h  m  Fhiladdphia. 
The  othezB  are  all  small,  the  average  being  about  $1,800. 

COLLATERAL  LOANS  are  as  foUows: 

SicuBims. 

Frankford  A  Southwark  F.R.  W.Oo.or  P  6s 
El.  ft  P.  Tc  Co..  4%.  g.  Btk.  f  etf.,  1945 
Phila.  R.T.  Co..  100  duB 


Totals. 


BONDS  AND  STOCKS  OWNED: 
Boms. 

Allegheny  Cb.,  Ptu,  road.  1933.  4%. . . 
Allegheny  Co..  Pa.,  jdU  1926.  4%. . . . 
Atlanta,  Qa.,  cy.  loan.  1931,  34% . . . . 

Columbus,  0.,  epidemic,  1920, 4% 

N.Y.oy.  dock,  1927.84%. 
N.  Y.  oy.  redemp.,  1922.  3} 
Phila.,  (7.  k>an.  1900-1931. 
Phila..  ey.  kian.  1902-1932. 3 

Pittsburg.  Pa..  Imp..  1916.  4% 

B.ft  O.R.R.C0..  8.W.  dlv..l  m.,  1926.34 
C!hes.  k  0.  Ry.  0>..  1st  os.  m.,  1989.  6 
dm.  ft  0.  Rv.  Co.,  car  tr..  ser.  D.1913.4 
C.  ft  0.  Ry.  Co.,  tern.  eq..  ser.  L.  1910, 4' 
(X  ft  0.  Ry.  Co.  tern,  eq.,  ser.  L.  1910. 4% 
C,  0.  ft  G.  R.  R.  O)..  gn.  f.  ft  imp.  mtg.. 

1929.5% 10,000 


Market 

Amount 

Vdue. 

Loaned. 

1         $1,980 

$1,000 

1.8001 
2,700/ 

2.800 

$6,480 

$3,800 

Ht 

Market 

Vdue. 

Vdue. 

$35,000 

$35,360 

25,000 

25.250 

10,000 

9.400 

25.000 

25,000 

15.000 

14.260 

15,000 

14.400 

17.800 

16,910 

7.700 

7,315 

9.500 

9.600 

20,000 

18,000 

10.000 

11.400 

15.000 

14.700 

8.000 

8,000 

3.000 

3.000 

10.400 


BoMse  AND  Stocsb  Owmo.— <7«ii<. 
Bo«M,—€oid. 

a,  M.  ft  St  P.  Ry.  g.  b.,  1984,  4% . . . . 
a,  0.,  ft  G.  R.  R.  Co ,  gn.  m.,  1919, 6% 
C.  ft  M.  R.  W.  Cb.,  Ut  m..  1985.  44%. . 
Dd.  Co.  Ry.,  g.  tr.  ctfa.,  1949, 4%. . . 
Erie  R.  R.  Co.,  eq.  tr.,  ler.  1, 1910, 4^ 
E.  ft  T.  H.  R.  R..  1st  gn.  m.,  1942, 
I]LOeBtR.R.Oowj4Mitov.Dlv.lmlf 

K.  Qy.  S.  R.  W.  Cb.,  1950,  6% 

Uke  Erie  ft  W.  R.  R.,1  m.,  g.,  1987, 6^ 
Ldaigh  Vd.Ry.Co.,N.Y.,l  m.4.1940.r 
Lehigh  Vd.R.R.Oo..gn.os.m..  2003, 
Lehigh  Vd.  Rv.  Co.,  od.  tr..  1919.  i% 
NewariE.NJ..FBaB.Ry.Co.,l  os.m.19303 
N.Y.C.ft  H.RJLCo]X.  S.  coL,  1908, 34 
N.  ft  W.  eg.  tr.  etfs.,  ser.  C,  1910, 4%. . . 
N.  ft  W.  4y.,  divUond  1  m..  1944,  4% 
Oiey  Vd.Ry.,Pa.stk.g.tr.etf8.,  1931, 6% 
Oley  Vd.  Ry.,  Pa.  1  m.  g.,  1931.  4 
P^  R.  R.  Co.  3  yr.  eoL  g.  n.,  1910, 


Pa.  Co..  gr.  tr.  etfs.  B.  1941.  34% 

R.  R.  Co..  col.  tr.  be..  1913.  44%. . . 


Pkk 

Ptople^  Pass.  By.  Co..  PhUa.,  1  m' 

1W6.4% 

P.  ft  B.  Cent  R.  R.  Co.,  loanetfsl911,4 
Phila.  ft  Erie  R.  R.  Co.,  g.  m.,  1920. 5^0 . 
Phila.  Co.,  1  m.  ft  eo!.  tr.  g..  1049,  6% . . . 
P.  Co.,  1  m.  OS.  m.  ft  ool.  tr.,  1961, 6%. . 
P.,  W.  ft  B.,  stk.  tr.  etfs.,  1921, 4% . . . 
P.,  a,  a  ft  St  L.  Ry.,  es.  m.  A,  1940.44^ 
P.,  C,  C.  ft  St.  L  Rr .  es.  m..  B,  1912.4 
Richmond  ft  Waah.Co.'s  coLtr.m.l948  ho 
Seoond  Av.Tc.Co.(Pltts..l  m.,  1934. 6%. . 
St  L  ft  S.  W.  R.  W.  e.  tr.,  1913, 5%. . . . 
Steubenville  ft  Ind.  R.  R.  Co.,Iml914,6% 

United  Rys.  g.  tr.  etfs.,  1949,  4% 

Wash.  Tm.  Co.  1  m.,  g..  1945, 34% 

W.  N.  Y.  ft  Pa.  R.  R.  (Jo.,  1  m..  1937, 6% 
WIl.  Cy.»  Dd..  Ry.  Co..  1  m.,  1911.  4%. . 
B.  EL  Co..  Bdto..  Md..  1  m..  1947,  5%. 

Cb.  Gas  Co..  Pitts.,  1  m.,  194^,  6% 

E.  ft  P.  Tc.  Co^  (P.)  Btk.  tr.  etf8..l946.4^ 
Mfra.WatCo.  John8t'n.Pla.,l  m.,1939, 6^, 
N.  Sp'gfd  WatCo.,of  P^l  m.,  1928,  5% 
R.  E:  TlUe  In8.ft  Tr.Co..Phi]a.,  d.l918  4% 
Wfl.,  (Dd.)  Gas  Co.,  1  r.  ft  s.  f.  m.1949.5% 


Pkr 

Mark 

Vdue. 

Valu 

$10,000 

t»^ 

26,000 

26.2S 

16.000 

16.4J 

l^ffi 

11.2« 

10.000 

lOM 

10,000 

lO.lC 

lOiXIO 

8,9( 

10,000 

10,9 

lOjOOO 

11.41 

20,000 

21.4< 

16.000 

14M 

26,000 

2ft.6< 

20,000 

2i.e( 

26.000 

20.2J 

10,000 

lOjfK 

16,000 

IBjBd 

6.000 

4.7J 

6,000 

4.7f 

26,000 

25.0( 

16,000 

13JU 

20,000 

20.2( 

20,000 

10.8( 

10.000 

10,01 

5.000 

S.4C 

6,000 

5^ 

IOjOQO 

9JBI 

10,000 

10.« 

i*«?2Sl 

lfi,U 

20,000 

turn 

16.000 

15.000 

10,000 

tMO 

«.u 

26i000 

19M 

25.000 

22,74 

12.000 

13,44 

25,000 

2S4N 

10,000 
26,000 

^Ji 

*'9S 

4*« 

10,000 

10,21 

*<>»%2. 

10,1< 

17,000 

i7.a 

10,000 

03 
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UNITED  FIREMENS  INSURANCE  COMPANY 
Bon  AJD  Bonn  Owmid.— Cart. 


GBitaBl>IIte.Rj..  Fhik 

Aakbd  ASiratlnvark  Pml  By^  Riila. 

UcteBMLBy^Fhil» 

Caied  Gas  Imp.  Ool,  Fbila.  .* 

GB.iiUiBleB/Bvreftii.N.  Y 

Uidereittai' Sdvsce  Go.  of  CU 

radenitta^Saln«eOo.ofN.T 

WertCQ  ActjoBbseDt  Co 


Fftr 

Vdue. 

10,000 
IJWO 

10.000 
5/)00 
150 
600 
500 
100 


Mwket 

Vdue. 

27.200 

11.880 

42.000 

9.500 

160 

600 

600 

160 


Totob  (book  Tshie.  $039.294) $882,760      $031,795 


OF  PHILADELPHIA,  Philadelphia,  Pa.— C<wi<. 

MISCELLANEOUS:  Capital  inmutd  In  1882  from  $200,000 
Co  $300,000.  and  In  1906  to  $400,000;  $100,000  bdng  mUied  ao 
pflomlum  on  the  new  stook  and  added  to  euiidiia.  Capital  redneed 
b  1908  fnnn  $400,000  to  $200,000.  Oonaagratlon  loeBeK  Balto.. 
1904,  $100,210;  San  FraneiMX).  1906.  $311,552,  CheJaea.  Mass. 
1906,  $335,061.  Value  of  special  deposit  in  Ga..  tO,400.  Company 
operates  in  IIL.  Pa..  Ohio  and  N.  J. 

DIRECTORS:  Alfred  Ifoore.  Hobtein  DeHaven.  Heniy  B. 
Tener.  WiUiam  Wood.  James  Cavcn.  Louis  Wasner.  Ghariee  W. 
Welsh,  Albert  Fbulds.  Henxy  H.  Bonnell. 


UNITED  STATES  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Preadent  Charles  A.  Norris;  Vice-President  and  Secretary,  Mortimer  L.  Allen.    Organized,  1824. 


YzAi     Aaseu 

Unearned 

Net 

Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

IW  1     1541.842 

$121,747 
187.470 

$128,284 
48.880 
88.418 
84.644 
60.880 

$246,241 

260.270 

895.868 

67.061 

686.928 

$278,944 

277.668 

412.860 

88.568 

710,977 

$122,804 
194.412 
186.280 
888.118 
857.288 

$100,016 
100.928 
108.974 
128.998 
271.145 

$222,820 
804.885 
289.204 
462.116 
628.883 

$108,878 

1MB:      tt0^642 

230.647 

lf07        50Q.O16        184.748 

170.007 

im        527.461 

88,682 
445.908 

820.670 

IMS        814,189 

873.470 

81,  1909. 

Mattffifit  loans  on  real  estete $23,000 

Bonds  and  stocks  owned  Onarket  value) 442.166 

Cub  in  office  and  bank 30,126 

^fati' balances,  not  over  3  montfas  due. 48,699 

2.358 


Total  admitted 


$541,842 


LiABiLmxs,  DscEMBSS  31.  1909. 
Net  losses  unpaid  (including  $2,570  resisted). 
Unearned 
OUier  liabilities. 


Total  liabilities,  except  capital  and  surplus . 


$31,361 

121,747 

10.000 


Capital  paid  up 

Surplus  over  all  liabilities. . 


$163,108 
250,000 
128.284 


Total  liabaities.  capital  and  suridus. $541,342 


JBK3  AND  FREMnjHS:  Flie  risks  hi  fone  Deeember  31. 
62438.440;  premiums  tbereoo.  $244,90^ 

BI^INESS  SIKCE  OBQAklZATION:  Praniums  teeeived. 
IJ^iijm  kMBBs  paid,  $6,130,823;  dividends  deeiared,  eash. 

VOSTGAGE  LOAN:  Tbeie  Is  a  loan  of  $23,000  on  an  apart- 
■atoi  8L  NidiofaM  ave.  near  120tli  st..  New  York,  valued  at 
wSim 


BONDS  AND  STOCKS  OWNED: 

BOBM. 

|.|b»,1925.4% 

l.T.Qr.doA,  1027, 

!|^- BaA  TkaiMlt.  1962.  8}%... . . 

1P,G.  NAlLit.ffB.&'Qxv.,i921. 4% 


Si;W.H.R^1929.4%. 
C.a8tBdCpus.L.196, 


-^■Tobaeoo  Co..  1051.4^ 

i*W.lLIU1932.4%,, 
'»i«L»ed.l030,6% 


Fftr 
Value. 

tlOfiOO 
16.000 
69,000 
20.000 
50,000 
75.000 
5.000 
10.000 
10.000 
10.000 
10,000 
10,000 
10.000 


Haiket 

Value. 

$11300 
15,680 
64,860 
18.800 
46.000 
67.600 

4.850 
10,600 
10,500 

7300 
10.000 
10,200 
10.200 


Bonds  ajid  Sioon  OwmD.— CmM. 
Stocks. 

Nat.  Bk.  Commeroe 

UnkmPacR.  R 

Hanover  Nat  Bk 

Amer.  TL  &  Tg.  Co 

Pa.R.R 

So.  Pac.  R.  R 

Qt.  No.  By.  Co..  p 

Del.  dc  Hud.  RR. 

WittlamSt  Offices 


Value. 

$10,000 

5,000 

1,100 

20,000 

12,500 

10,000 

10,000 

10,000 

25.000 


ICarkel 

Value. 
$20,500 
10300 
7,150 
28.000 
17.125 
13,700 
14.400 
18300 
25.000 


Totals  (book  value,  $450.068) $406,600      $442,166 


MISCELLANEOUS:  Conflagration  losses:  Boston.  1872. 
$5,000;  Baltimofe.  1904,  $66^931;  San  Fianelsoo,  1906.  $163,981. 
Tlie  company  reinsured  most  of  its  outstanding  risks  In  the  West- 
ehester  Fire  of  New  York,  in  June,  1906.  resumed  operattona  in 
August.  1906.    Value  of  spedal  deposit  in  Va..  $11^00. 

DIRECTORS:  A.Romeyn  Fleison.  Louis  F.  Ballard.  George  R. 
Branson.  William  E.  Hutchins.  John  A.  Forster.  J.  Lester  Patsons, 
Vincent  S.  Mulford.  W.  McD.  Fleison.  Oiaries  A.  Norris.  WllUs 
S.  Paine,  Isaac  L  Allen,  Mortimer  L.  Allen.  A.  S.  Hutchins.  R. 
0.  Haaboid.  F.  H.  Crum. 

FIELD  MEN  AND  TERRITORY  COVERED:  Crum  & 
FoiBter.  New  York,  general  agents  for  the  United  Statea.  The 
company  operates  in  Colo..  HL.  IncL  Ky.,  La..  Mioh.,Miss..Mo., 
N.  O.  yITn.  C.  0..  Pa..  Va.  and  W.  Va. 


VIRGINIA  FIRE  AND  MARINE  INSURANCE  COMPANY,  Richmond,  Va. 

Praddent,  W,  H.  Palmer;  Secretary.  W.  H.  McCarthy.    Organiad,  1832. 


YuB    AsseU 

Unearned 

Net 
Surplua 

Net 
Prenuuma 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

iffi    «.»^761 

Sg     1.446.658 

S£     1.298315 

2«    i.aw.841 

1W5     1.131M7 

$641,824 
628,706 
006.860 
838.720 
487,801 

$549,774 
485,166 
865.987 
888,848 
885.796 

$782,115 
705.547 
706.887 
629.968 
576.496 

8796.165 
762.593 
757.015 
672.556 
619.878 

$419,612 
402,628 
349.193 
362.410 
339.379 

825.000 
25.000 
25,000 
20.000 
20,000 

8263,872 
253.216 
245.375 
208,760 
184,481 

$708,484 
680,844 
619,568 
555,170 
543,860 

$427,816 
405.688 
337.629 
331,033 
845,584 

31,  1909. 


Assets.  r>^  „- 

JalatateomwdCbookvahie) $73,540 

J»tBice  kana  on  real  estate 31.972 

«Bds  sad  Stocks  ovned  (market  value) 1.232,052 

Cash  IB  office  and  bank 94,402 

Afeais'  balances,  not  over  3  months  due. 120.989 

fas  i«cei?able  taken  for  premiuma. 543 

iate«  and  icnls  accrued. 4,313 


Total  admitted  asKts. 


$1,557,761 


LlABCLITIES,  DZCZMBES   31,    1909. 

Net  losses  unpaid  (including  $8,050  resisted). . . . 

Unearned  premiums 

Other  iiabuities 


Total  liabilities,  except  capital  and  surplus . 

Capital  paid  up 

Surplus  over  all  liabilities 


$88,350 

641,324 

28,313 

$757,987 
250,000 
649,774 


Total  liabilities,  capital  and  surplus $1,557,761 


REPORTS  OF  FIRE   INSURANCE   COMPANIES. 


VIRGINIA  HRE  AND  MARINE  INSURANCE  COMPANY,  Richmond,  Va.— Cra<»wed- 

m  US  Srocxa  Ovmi.— Cm'.  Ai  Huk 


RISKS  AND  PREMinKS:  Fi™  rkki  in  tone,  D«ttiibtr 
t78,48S.22fl;   pnmiiimi  thmOD,  11.238^79. 

BUSINESS  SINCE  KAY.  ISU:  Fnnitiiu  reonrsd.  t. 
"•"'.I   Ion  pud,  r.sn,743;  dirideiulii  inUnd,  atli.  i 


prDpertH 


r,  Vl    All  in  muninii 


moDd  pnptrty  nlimd  M  f  12.0DOk  Tht  total  nliutkn  o(  (he 
mortmed  proiiarUH  (wUsli  in  kxatod  In  RjclmiaDd  ind  nivtl 
tlbR  V».  lomii)  b  t81,MS,_iiui  Uu  omdhuj  boldi  113,010 


DMvUIe.  Vt,  Int.  laip,,  IS 

»_. L.1,.  vt-m- 

I.  Vi.,  ■ 


iC 


ir»t.,i»8. 4%,. ;::,,: 

Qlj  of.  b,,  IBl,  S% .  . 
1  cunuuig,  Y»,.  CttJ  of,  b..  11133,  1'^,  . 
1U».  6tal«  of.  ni~  IP"  "^ 

lIlM..SUta<l(,I^l! 

Hoblh,  "-    '*"  -  - 
Ho-Cuol 


AlL,4l%(.r 

l>.of,iBia,3i%,... 
lUw,  Btela  of,  a.  d.^ 
ind  Vi..  Of.  of,  I82r>- 
-1,  V^jCy.  or.  Io;i, 

»i.N.a,S'.„"i,''|:i 

UuRy.FtUEi.Mi., 


9H.U0 

s,eao 

287.000 
10.000 

ioiooo 

30,000 
lO.OOO 

e.ooo 

20,000 
90,000 
10.000 


OO.  Rj     gB.  BL,  im,  i% 

V*.  4  So.  W.  R.  R.  I  m.,  HS8,  9%. . , . 
Vlfglnl*  EL  Hy.  A  Derel.  Co.,  i%.  1  m. 
y»,  Rt  4  Poiwr  Co.,  1  m..  IBM,  6%,. 

RhA.  {^husher  of  Com.,  1B3I.  S% 

Rich.  Loe,  i  Mae.  Wb.,  1  m..  6%  .     . 

nolraraltv  o(  Vt,  1  n..  1838,4% 

Vi.  CunUai  Ctum.  Co.,  1  sl  i,  19S3, 5% 


Atlutle  Coul  Liu  R.  R. 

Bilt  4  0.  H.  R..  p 

LoubT.  t  NuhT.  R.  R.,  CO 

Norfolk  *  W.  R.  R.,  p 

NoriolV  4  W  H.  B.  mm 
So-R-R., 


So.R.R.,p. 30.000         K,S1 

Vi.  Rt.  4  Pow«  Co.,  p 10,000  «.« 

Bk.  of  Richmond. 300  li 


Bk.of  Rlchmosd... 

NtcBLolVi 

Vlrdnlm  Tr.  Co 

AiHT.  Loco.  Oo.,  p. . . 


Jefianon  Rnltv  Cp.  ol  Riduaonii,  p. 

LouliTllJe  Lud  Solpl 

Southern  Adj.  Bunau 

Dodenrritcif  Silnce  Co.  of  N.  T. . . 
Vl  Cuoliu  (Smnial  Co..  p 


TolJttbook  «li»,ll,aii,860),..    ll.25fl,0W    ll.C 


HtSCELUNEOUB:  The  ^qliili  lUrlnl  wh  orgulMd 
1833  (Hueh  14)  with  ■  euh  uplUl  of  tIOO.€Oa  uld  in  I 
eHb  nbestpDoai.  Tnniuted  muine  Waea  oii&.  I>uili 
•wlOD  «f  legUitan.  1S3B-1S40.  the  eipttal  wu  luthodnd 
be  loensued  (o  taAOOa.  ud  ta  the  mriu  Dt  IS40  the  addition 
wu  nibHrlbad  and  bild  in  oih  ihI  the  compur  eomnnKcd 
Gnbinlneiealio.  Cbutor  wu  UBesded  JinBuy,  1352.  ehui(li 
name  to  Virginia  Fin  4  Marine  am)  wa  igdo  iBended  Juus 
4,  186S.  ebeiiiiDf  par  nine  ol  ibane  (roiD  tlOO  per  ahare  lo  tl 
petihare.  IbrA  23,  IBM.  JamaiT  S,  ISO^  ant*  ■«*  nd» 
lo  102,000  on  togounl  of  the  CItII  War,  and  la  ordw  to  ■(* 
eommenn  hialncai  eadi  S  ihaiea  ot  itoch  wen  nduted  to  ol 
•hve  and  Ih*  etplUI  wu  lunMtd  lo  tlTlUWO  bfaaah  nih«l| 
tioni.  In  June,  1872,  ladlal  wh  Ininaied  to  tUMK  ta|  en 
ButKriptlDat.  OaXu^lSTlnptUlwulnBeandtotmOl 
by  caihnbeeripttDBa.  Vdnea  ot  medal  depodtE  HL,  lUU 
La.,  (12,087.  tf.  Y..  tlS,SSO;  Vi.,  I11,S61;  Mm.,  tUOSD;  i 
C,  I13JI00;  Ala..  tl2M0. 

DIRECTORS:     W.  H.  Pidmer.  B.  B.  Addwn,  D.  D.  Dir 


ji  Lule.  N.  t 


.  Bows.  ' 


FiELD  HEN  AND  TERRITORY  COVERED:  J.  K.  Hta 
toD,(enenlafent,  Ralel^N.C:  Jams  I.  Loeb,  CU.  Ill,  rhi 
agmt  tor  IH.;  Hail  *  Hmahiw,  N.  Y.  Cy.;  J.  D.  Kitchen  t  Bn 
irewO[leaEa,ieiMnJaaeatitorTei.,U.andKleL:  l.JLlak 
anesial  want  tor  Va.,  N.  a  ud  Teuk.:  B.  C  Lawti.  Jr.,  and  Wi 
F.  BUI.  aaWant  neelil  acenla.    A.  K.  PhilUpa.  WuL  D.  ( 

Knanl  aceot  for  Wiah.:  Lofue  Broa.  4  Co.,  HttibiiR,  Pi 
r  Weitere,  Pa.;  Jo*.  Dorlh  Fhlla.,  Pa.,  for  Phlla.;  Ani> 
4  Boutellej  .Piot.,,,!!.  I.,  g ■ ■-  '"  "— ■  '^-~ 


4  Batre,  lioblle,  Ala., 
In  Ala.,  D.  C. 
:ei.  and  Va. 


C" 


VIRGINIA  STATE  INSURANCE  COMPANY,  Richmond,  Va. 

Prt»],Dl,  Geo.  L.  C!,ri«ian;  Vk..Pr«ida,l  md  ScceUr.  Robert  Lock,,  Jt.    Or,ui»l,  IM*. 


VUII 

Aaaeu 

iSiS 

Not 

Suiplu. 

p,SL. 

Tolnl 
Jnanne 

¥S" 

Mekda 

p^ 

Total  Ei- 
poBdln™ 

lunino; 

1008 
HOT 

19W 

11 

m'Mi 

si 

»M'.30t 
2M.4S7 

'!!:!fi 

li 

-iSiSS 

n3g2,eDB 

ii 

soeiMi 

3*3.820 

tl  .m 

I2J3,77t 
1S4,«03 

1737.783 
T89.4SB 

'S 

a  ponion  of  the  r^. 


el  afur  deducting  1300,000  paid  Feopis  Nalkoal  Fire  (o 


clouuo 
olancB 

SSCTS,    DECtKBEIl  31,    1»09. 

^  (home  office  building,  book 

s 

n»laUTe(aeciindbyVB 

til  10,210). '.. 

owKd(inariiti  value)... 

prop- 

T 

.     .    . 

. 

277,821 

104.372 

1^888 

1883. 71fi 


Barmwed  nHniev- 1O3.0I 

Uopaid  divideodi. .--.....--...--...,.- ClSS 

Ot&  liibfliiiea U.1I 


irplus  over  jiU  liabnitiea. 

Tola!  Ilibililio,  caiHijiI  and  >u 


REFOBTS    OF   PIRE    INSURANCE   COMPANIES. 


:   INSURANCE   COMPANY,  Richmond,  V^.— Continued. 
b  m  (one,  DMtnbcr  St. 


r.niCatari«im,t% 

^  i  Coii.  ll^WO! '»%."■  ^ 

ili'ieliUbma.3i%. 

Aw.Sw^DJitnct.  IBU, «%.. . 

'^.iii)itAt.vL'im,'i%:.'." '.'.'. 

rt  J  [jidbn  V>..  U34.  i% 

iydXiiifc*.^,i«»,«i 

Ct.cfPifanliBbVL.lSH,«% 

CLi^hnuuLv*.,  IflM,  4%.'-'- 
i>.  il  EKkMddTVL.  ISH.  1% 

5-  K  Sfcoidji.  C  M>J7,  6%, 

tm g( So. Bonm,  VV  ISM,  H%, . 
TikntiTtirMaiiR.k.,  ltU.4%. 
^-ImXkCiin^.  l<nB.4% 

■.B™t)i*vti«is% 

tena  I^ILU.,  HidmoDd 


Bont  in  Stoou  Ome.—CnL 

SToeii.— Cntl.  iiiut. 

NMioul  Stetc  Buk  li  Vl,  fticfamond. .  tl2.60(> 

OiiiDii  Bk.,  RkihiBDDd UWO 

liSmoB  Knit;  Co.,  p 1,(01) 

Wedem  Adiunmnil  &  lBtpn45aii  Co. . .  200 

Sontbcrn  Adi»laiEt  Birnn 100 


Hukal 

ViJh. 
t23.;«0 


U.OOO'   Su  I'nnw 


!■?« 


L.  tU.lOO;  U.,  tlO.aOO;  Ho..  1 10,000; 


..      .     BtJliimm,  IBW,  __ _.. 

ViiiKt  of  tptati  diponM    N.  V.,  tlO. 

10,300:  Al».,  llCwfOi     

[U.,  110,300^  N.  C.  tl0.21JU. 

Dliti;CrOIt6:  Gto.  L  ChrUllui.  S.  3.  Hivn.  J.  M.  Four- 
quRui,  I'.  Sitlfrdinc.  Jiu.  S.  EDfII,  J.  D.  CunnL  N.  E.  Ascuiow. 
Hibtrl  Letky,  Jr.,  a.  W.  Homtrte. 

Alfieil  P»ull, 
W,.    ,  _  •.,  V,      ,  ;■  >;..,    k.'.,  ■,  ■,   .     („[N.  C.»»i 

S.  ■.  ,    .1    J..  ,„..,,.„  ,  l„-„„  ;.,.  >.,-,.. ,  LkudUia.: 

M.  .).  [Iilhij'l.  FbJcn^^<',  All.,  Iiit  Ala  :  IliLehi  1  Yltn,  KtMnl 
i«i  r  I-.  AUants,  On.;  Sblimu  i  Wivsp,  Chi«ni.  11,  tot  lad. 
U'Mil.  nai[.Yuii(niuiACD.,F)iilklrJi>tiB,P>.,l«Fi.  SptcU 
WM.L^  Wm.  R.  RDbiiu  ud  B.  E.  Bime*.  for  Vt.  Tba  oom- 
Mi.>  '<>vicitc«  in  All.,  D.  C,  FU.,  amTTU  ,  lul.,  1^,  MiM-.  Ho-. 


WASHINGTON  FIRE  INSURANCE  COMPANY,  Seattle,  Wash,  f 

.  Hnry  Cmloit;    Vke-PrcMdmlB.  E.  W.  A^d^^^^  E,  T.  Comm;   Swrptary.  W.  S.  Worman.     Organlad,  lOOB- 


(384.111  MIT.SBl       

ilO.Mll  (MA,301  1S>,]30 

23l.tli.  247,000  00,0111 

S0,86e;  f21G,Ste  121, B87 

U.i3S\  47,448          


I17S.I«7      (418,178 


WadHDCk 


Mo^  aimed  (book  tHiuc 


(227.147.    ilndudei  (i:0,gS«  [akl  m  br  atockholdcn  fai  1»0«,  utd  (SS.AOS  in  IOCS. 
ISOg.  I  Liabiliths'  Decubu  SI,  1009. 

"  -  loBM  unp^d  (induduig  (S,SOO  reiiiMd. (30.403 


Col  k  dSa  ind  buk! '. 


™mimNc  tikea  for  [wemiuni 
"raitconcd. 


Toul  lubililia.  except  aptttl  ud  nu 

CapilJpaidup 

SutidQi  over  ill  liabQitie*. 

Total  liabiliiiaa,  npiiiJ  aod  uiidiu. . , 


„tlEE3UII)  FREUUIIS:    Fin  rUa  la  long  DscemlKr  31, 

OUUm  noBbiBa  Ifenoa.  tSSJ.ISL 

msm  SHCE  OBOANIZATlONi  Pmalmaa  mind, 
«-Vt.m:  Ima  paid.  (69B.4SI. 

JfOETGAGE  LOANS:  Tbm  an  tO  loasa,  agmgating  tZ2«.- 
«,*bckaKBiBHl  br  Wadioilca  pnpertiia  (eierpt  (JM) 
■  hdw  lad  tiuno  oa  0>«.  nl  aatole),  the  vbole  being 
'•MiitUHTlL  Tbe  oDiaiianr  bolda  taOJST  Dt  inmnnte 
^WDChI  hdUna.  On  Drainibcr  (I,  lait,  then  wia  (340 
^nsM  PM  dH.    OiJ»  7  of  tbe  '  

QHUTERAL  LOANS  an  u 


BoKM  imi  Srocia  Own 
Boi™.-Ci>i.i. 
Locit  mp.  b*..  die.,  1(10,  7% 


Canleni  A  Earica,  Inc.,  Seattle,  Wigli.. , 

Wia.  Timber  Co.,  Aiilnglon,  Wadi s.iwu  4,Aea 

Piwet  Bound  Tent  i  DoA  On.,  Seattle . . ,  lfi,OC>0  14,375 

Oantnii  1  Eailea.  Inc.,  Seattle,  Waah  .  10,000  Il,fiOO 

Dir.  "B"  W.  Sit.  &Li«nAiBii.C.20,040  1.000  I.ODO 

Total!  Ouok  value,  (I)S,ga7) (1S8,0S1  (170,817 


lakaof  (120.000  by  Su 


MltK;iaLLANEOUS:CoiB))UTnEendakia ^ 

Fnndaco  eonBanaHon.  Bt«UuiI[Itn  coalilbuled  (120.S5S  dur- 
Ini  1007,  bi  wbl£  ytti  tbe  aplld  wu  taonaad  fmm  (£0,D00  lo 
KNUIOO  and  paid  b  (82.008  d  intlJiia  bi  ISOH. 

DIRECTORS:  Hein  Canteu,  B.  W.  Andmn,  C.  H.  Ejit. 
Oee.  K  Qage,  C.  F.  W£ite,  Horiti  Thomien,  J.  D.  FamJI.  Robl. 
B.  Foi,  W.  3.  WoTTwin.  E,  T.  ComM,  E.  L.  Giaidalil. 

FIELD  MEN  AND  TEftRlTORY  COVERED;  F.  L.  Emericli, 
Seattle,  Wuh.,  ipciial  a«ent  [or  Wnlfrn  Wash.;  C,  D.  Fnnefa, 
Spokane,  Wath..  ipeeial  agent  for  Eaileni  Wub..  Hoat  —'  '-'- 


J.  a.  1 


Waih..  aln  in  B.  C,  Batkatchr^ 


fE-d 
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REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


WESTCHESTER  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

President,  G«o.  R.  Cnwford;  Vice-Pre«idait  and  TFeasurer,  M.  O.  Brown;  Secretary,  John  H.  KcUy;  Aaiistant  Secretary,  O.  ! 
Schaefer.    Organized,  1887. 


YXAR 

Aaseta 

Unearned 

Net 
Surplus 

Net 

Total 
Ipconie 

Loaaes 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 

Incurred 

1000 
1008 
1007 
1000 
1006 

$4,462,134 
8,042,860 
3,626,080 
8,738.676 
4.068.482 

$2,470,187 
2,287,417 
2,301,806 
3,160,408 
1.868.642 

$1,802,078 

1,118,046 

007,460 

1,011,276 

1,678.128 

$2,688,860 
2,418,201 
2,486,068 
2,776,006 
2,002.820 

$2,767,778 
2,678,082 
2,681,000 
2,066.728 
3.887,868 

$1,307,600 

1,670,136 

1.383,102 

2,000.816 

068,483 

$00,000 
00,000 
00,000 
00,000 
60.000 

$060,018 
876,116 
040,487 

1,000,462 
880.120 

$2,846,613 
2.686,261 
3,331,689 

$1.8I1,1£ 

1.682.17 

1,382,4] 

2.067,01 

068,02 

Assets,  Decembek  31,  1000. 

Real  estate  owned  (book  value) $8,026 

MorUj^age  loans  on  real  estate 103,580 

Bonds  and  stocks  owned  (maiket  value) 3,724,810 

Casli  in  office  and  bank 320,250 

Agents'  balances,  not  over  3  months  due. 307,038 

Interest  accrued. 7,671 


Total  admitted  assets $4,462,184 


LiABiLinss,  Dbczmbes  31,  1000. 

Net  losses  unpaid  (including  $13,300  resisted.. . . 

Unearned  premiums 

Other  liabilities 


$230.81 

2,470,11 

60,a 


I 


Total  liabaities.  except  capital  and  surplus. .  82,770,Oi 

Capital  paid  up 30O,O( 

Sun>lus  over  all  liabilitiea. 1,802,0 

Total  liabilities,  capital  and  surplus. $4,462,1 


RISKS  AND  PREMIUMS:  Fire  rlaks  in  foroa,  Daoanber  31, 
$465,782,043;   premiuma  tharaon.  $4,726,060. 

BUSINESS  SINCE  ORGANIZATION:  Pramiuma  reoeived> 
$48,02li56:  kMaea  paid.  $20,001,703;  dividends  daeland,  eaah, 
$1,605,000;  atock.  $100,000. 

REAL  ESTATE  OWNED:  Compiaea  three  dweUingpropertiea 
m  Mi.  Vemon,  N.  Y..  Yoakers.  N.  i.  and  Highbridoe.  N.Y.  City, 
which  are  unineumboed  and  are  eanied  at  book  values. 

MORTGAGE  LOANS:  There  are  66  kMna,  of  whioh  but  four 
exeeed  $8JM)0  in  amount.  Thnr  are  mahily  upon  propertiea  hi 
and  near  N.  Y.  (\..  and  $103,630  of  loaoa  an  protected  by  real 
catate  valued  at  $433,890.  and  upon  whleh  the  oompanv  holda 
$213jlpO  Inauranee.  The  laiseat  k)aa.  $17,000,  is  upon  a  dwelling 
and  30  acrea  of  land  at  22nd  at.  and  Oak  ava.,  Chicago,  valued  at 
$51,000. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.         Value. 

Ga.,  Stote  of.  1016. 4i% $10,000  $10,000 

N.  Ifex.,  Territoiy  of.  1033.  4% 10,000  10,000 

N.  Y.  Cy..  1050.  8%, 160.000  122.260 

N.  Y.  Cj.,  1040.  3i% 160,000  137.260 

Fbrtland.  Ore.,  wat.  1023. 5% 60.000  66.000 

Richmond.  Va.,  1021.  4% 16,000  10.000 

G..R.LAFte.R.R.Co..l034.4%....  60.000  46.750 

Dd.  ft  Hud.  Co..  ev..  1021.  4% 50.000  51,290 

N.Y..N.H.dc  H.R.R.CO..  ov.,  1048,  6%.  60,000  67.000 

Mtge.  Bd.  Co.,  of  N.  Y..  1066,  4% 26.000  22.600 

Stocks. 

Albany  ft  SuMiuehanna  R.  R.  Co 40,000  120,000 

A..T.ftS.  PrR.R.Oo..p 100.000  106.000 

AttaiitieGoaatLineR.R.Co, 60,000  68,500 

Atlaatle  Coaat  Line  d.  b 1.600  1.500 

B'klyn.  Cy.  R.  R.  Co 50,000  08.500 

ChL,  Mil.  ft  St  Paul  R.  R.  Co.,  p 50.000  86.000 

ChL,Mil.ftSt.Pau]R.R.Oo.,eom.....  100.000  158,000 

GhLftNwn.R.R.Co 60.000  02.500 

aev..  Cin.,  ChL  ft  St  Loula  R.  R.  Co.. . .  100.000  82,000 

DaLftHudaonCo 100.000  185.000 

Ot  No.  R.  R.  Co.,  p 60,000  72.C00 

m.  Cant  R.  R.  Co. 100,000  148.000 

Louiav.  ft  Naahv.  R.  R.  Co 100.000  158.000 

LouisvUle  Property  Co 1.000  490 

Manhattan  By.  Co 160.000  211500 

N.Y.aftH.R.R.R.Co 100.000  127.000 

N.  Y.  ft  Harlem  R.R.  Co 70.000  220.500 

N.Y..LaekawattnaftW.  R.R.O0 100,000  127,000 

No.  Pae 60,000  73.000 

Oaweso  ft  Syraeuaa  R.  R.  Co 40,000  00,000 

RuRrR.Oo 100,000  137.000 

Reading  Co..  lat  p 100,000  02.000 

Rnaadaer  i  Saratoga  R.  R.  Co 100.000  100,000 

Roma,  Watertown  ft  Ogdenabuig  R.  R.C0  60,000  63.000 

8o.By.Co     100.000  76,000 

So.Sc.R.R.Co 50.000  68,500 

Byraeuae.  Biaghamton  ft  N.  Y.  R.  R.  Cb.  60.000  112,500 


Bonds  and  Stocks  Owned.— <7m<.  Par         Marl 

Stocks.— Caul.  Value.        Valu 

Unkm  Fke.  R.  R.  Co $50,000  $103.0 

Chatham  Nat  Bk.,  N.  Y 6,000  17.C 

Weataheater  ft  Bronx  Titie  sad  Or.  Co. .  6,000  8.S 

Amer.  Tl.  ft  T4.  Co..  Boston.  Maae 00,000  85,fi 

Underwritenr  Salvage  Co 1.000  1,2 

Totala  (book  value,  $3,607,638) $2,634,500   $3.734.S 

MISCELLANEOUS:  Company  waa  orlgtaially  mutual;  ra 
gaaiaed  on  atoek  baaia  in  1870  with  $3004)00  eapitaL  Cap! 
faieKaaad  bi  1875  from  $800,000  to  $260,000,  by  atoek  dividea 
and  hi  1876  to  $300,000.  alao  by  atoek  divfclend.  ConOagmfti 
loaaea:  Boston.  1872.  $120,000:  Balto.,  1004.  $310,437;  £ 
Frandaoo,  1000.  $052,343.  Valuea  of  apedal  depoaita:  \ 
$16,000;  Ga.,  $10,000;   N.  M.,  $10,000. 

DIRECTORS:    Geo.  R.  Crawford.  Wm.  H.  Van  Every. 
W.  L  Underhill.  F.  E.  Willita,  John  Lyon.  M.  0.  Brown,  W. 
Biahop.  R.  H.  Burdaall.  Wm.  H.  Field,  S.  B.  Bowne,  John 
Kelly,  T.  H.  Lowerre,  G.  B.  Crawford,  D.  S.  Brown,  Elwood  Bii 
aall.  E.  B.  Hart.  Frederkik  A.  Hodgeman,  Wm.  0.  Hutton. 

YIELD  MEN  AND  TERRITORY  COVERED:  Lots 
Sehwan,  manaoera  W.  department  171  Jaekam  at,  ChL,  ] 
embracing  0.,  Mieh.,  ID..  Inu.,  la.,  wia.,  Kan..  Ma,  Minn.,  N< 
S.  D.  and  N.  D.  Macdonald  and  Milea,  San  Franeieoo.  GaL.  gem 
agenta  for  CaL.  Mont.  Wyo.,  Colo..  N.  M..  Aria..  Utah.  Nev..  Al 
Ida..  Waah..  Ore.,  B.  C.  and  Hawaii  Special  aicents:  Edw 
Hall.  Portland.  Ore.,  for  Ore..  Waah.,  Ida..  B.  C.  and  Mo 
C.  M.  Rupe,  Seattle,  Waah..  for  Waih.,  Ida.  and  Mont;  J 
Crawford,  Jr..  Denver,  Colo,  for  Colo..  Wyo..  N.  M.,  and  Ut 
A.  G.  Dick,  San  Franoiaoo,  Cal..  for  GaL  and  Nev.;  Robt 
Price,  Dallaa,  Tex.,  general  agent  for  OUa.;  Qroae  R.  Scrujq; 
Co..  DaUaa.  Tex.,  general  agenta  for  Tex.,  AA.  and  La.,  (exi 
New  Orleana);  R.  T.  Caldwell,  Atlanta,  Ga..  apeeial  agent 
Ala..  La..  Ga.  and  Min.  E.  H.  Collina.  apeeiafageat  Tor 
N.  C.  and  S.  C;  E.  A.  Groover,  JaoksonvilJe,  fla.,  general  «| 
for  Fla.  and  80.  Ga.  Special  juriadietion  of  home  t^oe,  all 
territoiy  exoept  that  embraced  in  W.  department  Spi 
aranta:  J.  A.  Stuck.  Pekm,  lU..  for  111.,  and  Eastern  la.:  E< 
Werner,  Kanaaa  Cite,  Mo.,  tor  Mo.,  Kan.  and  Neb.:  £ 
Cameron,  Columbua.  0.,  for  0.;  L.  W.  Snider,  Mflwaukee,  '^ 
for  Wia.;  N.  S.  Head.  Minneapolia,  Minn«  for  Muin.  and  ^«. 
E.  H.  Hinckley.  Kalamaioo.  Mich.,  for  Mj^l;  Wm.  F.  Mv 
Omaha.  Neb.,  for  Neb..  S.  D.  and  Weatem  la..  C.  O.  He 
Loganaport.  Ind.,  for  Ina.;  F.  C.  Burrowa.  Boston,  Maaa.,  for 
E^and,  (exoept  Conn,  and  W.  Maaa.);  G.  W.  Qoodaell  Sc 
Bridgeport,  Conn,  apeeial  agenta  for  Oonn.  and  W.  Mass.,  f 
Brink.  Buffalo.  N.  Y..  for  W.  N.  Y.:  and  N.  Pa.;  Wm.  D.  Hu 
Albany.  N.  Y..  apeeial  agent  for  E.  N.  Y.  and  Vt;  S.  T.  Garter 
Vernon.  N.  Y.,  for  Pa.  (exoept  northern  tier  of  counties), 
and  Del.;  S.  B.  Kennedy,  apeeial  agent  for  Ky..  TSnn.  aa<j 
Va.;  Fred.  G.  Smith,  apeeial  agent,  N.  Y..  auburban  terrt 
The  company  operatea  in  all  the  Statea  and  territories  of  Ui 
SUtea  and  in  B.  a 


WESTERN  AND  ATLANTIC  FIRE  INSURANCE  COMPANY,  NashviUe,  Te 


MISCELLANEOUS:  The  meorporatora  of  the  Weatern  and 
Atlantic  Fire,  early  in  1000  completed  organiaation  and  aecured 
a  charter.  The  capital  atoek  m  $500,000.  divkled  into  60.000 
ahaiea  of  $10  each,  to  be  aoM  for  $20.  in  order  to  provide  a  aurplua 
equal  to  the  eapitaL  The  officers  elected  are  aa  foUowa:  Preai- 
dent  Geo.  S.  I^trkca;  vioe-preaident  Paul  Roberta,  treaauier.  F.  M. 


Smith.    Directoia:    The  forecping  offioen  and  C.  H. 
H.  Howe.  J.  W.  Handjv.  H.  S.  Stokea,  Naahvdk;  S. 
Birmingham;    J.  L  Weatlake,  St  Louia.     The  eompuiy- 
Ilcenaed  bi  May  with  a  pafcl  up  capital  of  $118|000  andiTa 
of  $00,000. 


J.  a 


au 
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WESTERN  EMPIRE  INSURANCE  COMPANY,  Spokane,  Wash. 

Pwaident,  R.  D.  MjUct;  Seogtary.  F.  E.  Partridge.    Otgaiiiacd,  IIMW. 


Yui 


199B 
IMS 


S28l,023 
144»746 


Unearned 
irmiuiiisa 


«»903 


Net 

Surphu 


138,708 
1S1,M8 


Net 
PlwnhiniB 


169,398 
17,898 


Total 
Inooine 


18.418 


Paid 


t$107.960       $19,M5 


4,077 


DiT- 
idenda 


Ez- 


$8«,188 
9.884 


Total  Ez- 
pcnditiuct 


964,798 
18,9«r 


Incmred 


$21,667 
6,108 


81,  1909. 

Rol  estate  owned  (book  vafaie) 

MoTMe  loans  on  real  estate 

Bqo(&  and  slocks  owned  (maiket  ▼aloe) 

Cash  in  office  and  bank 

Agmis'  hwianrrs,  not  over  3  months  due. 

lalerat  and  rents  accnied 

Vunnb. 

Due  from  companies. 


17.800 

86,282 

77,877 

64.821 

26.063 

5,498 

8,646 

8,162 


Totel  admitted  assets. 


$264,028 


LlABILITIBS,  DSCUCBXR  31,  1909. 

Net  losses  unpaid  (induding  $140  resisted) 

Unearned  premiums 

Commissions,  etc 


$1,992 

88,402 

9,666 


Total  liabilities,  except  capital  and  surpltts. 

Capital  paid  np 

Surplus  over  all  liabilities. 


$44,960 

180.800 

88,768 


Total  liabilities,  capital  and  surplus. $264,028 


^IBAl  ESTATE  OWNED:  CauUbt  of  part  of  tot  1  and  2 
|14E  Hone's,  3d.  add.,  Cli«b<nrgaD.  Ifioh.,  1^000  (book  value 
tUOO):  SeoL  17  and  21.  T.  20  N.  R.  28  E.  N.  M.  (equity) 
8Un  (book  vahiB  $6^800). 

IIOBTQAOE  LOANS:  There  are  38  kans  sttregatlnc  $86,288 
mteeled  Igr  fanpcored  real  estate,  mostly  in  ^kane,  Valued  at 
naakalAy  ncwe  than  the  amount  loaned. 


B0NB8  AND  STOCKS  OWNED: 
BoasB. 

TteLCb 

j^t  lodependent  TeL  0> 

l&i  Cr.  Imp 

&ib  River  YaDesr  Imp 


W.  C.  IMe. 


Bk. 


Par 
Value. 

$6,000 

49.000 

11.127 

5,000 

100 
1,000 


ICarkek 

Value. 

$6,000 

49.000 

11.127 

6.000 

200 
1.000 


Boms  AND  Stood  Owmo.— ^eni. 
Stooib.— <7ofiC 

Intemtate  TeL  (3o 

Spokane  &  Inland  Imp.  Ry.  Co 


Fftr 

Value. 

$5,000 
1.300 


Havkst 

Value. 

$5,000 
1.000 


Totals  (book  value.  $77,877). 


$77,627        $77,877 


DIRECrOBS:  Samuel  GaOand.  John  W.  Graham,  Geo.  L. 
Ramsey,  A.  L.  Baboock.  A.  B.  Cbok.  Fhmk  H.  Ftosons,  R.  D. 
Idler.  Edw.  J.  Dahms,  F.  E.  Fkrtridfls. 

HELD  MEN  AND  TERRITORY  COVERED:  Company 
operates  m  Ida.  and  Wash. 


WESTERN  FIRE  INSURANCE  COMPANY,  Lincoln,  Neb. 

ftqident,  George  W.  Holmes;   Secretary.  Lee  L.  Hamlin;   Assistant  Secretary,  J.  Burr  Taylor.    Organized,  1907. 


Yui     Assets 


1909 
1S06 
1907 


Unearned 
Premiunis 


t$140,6O7 
1186^900 
tlia68l| 


$42,860 
80,130 
12,742 


Net 
Surplus 


$2,206 
1.526 
8,941 


Net 
Premiums 


$44,746 
68,293 
31.866 


Total 
Income 


S$67,903 
60.767 
84.622 


Pakl 


$16,406 

11,708 

1,249 


Div- 
idenda 


£x- 


$81,897 
88,168 
18.484 


Total  Ex- 
penditures 


$46,802 
44,876 
19,733 


Incurred 


$16,747 

12,908 

1,249 


t  Indndcs  stockholden  notes.    }  Indudes  $20,000  surplus  paid  in. 


Assets,  DEoaiBER  31,  1900. 

Jw4afe  k)ftns  on  real  estate 

steUoidcrs  notes. 

Sdaool  variants 

Ciah  in  office  ^»»*^  i**i*lf 

Afols'  biUaHcca.  not  over  3  months  due. 

oBtnA  and  rents  seemed 


$64,200 

60,000 

18 

26,289 

3,948 

2,666 

3,486 


Total  admitted 


sts $149,607 


IjABILTnES,  DEdMBm  31,  1909. 

Net  losses  unp(^ 

Unearned  premiums 

Due  retnsorance  companies 

Copunisaions,  etc 


$1,002 

42.860 

1.627 

1.781 


Total  liabflities.  except  capital  and  surplus . 

Capital  (paid  up  $60.000) 

Surplus  over  all  liabilities. 


$47,301 

100,000 

2,206 


Total  liabilities,  capital  and  surplus. $149,607 


^KIS@  AND  FREmUUSc    FSn  rkks  in  force  Deoember  31, 
18.7711.628;  peemiums  thereon,  $107,126. 
PBEMnW  RECEIVEDSINCiE  ORGANIZATION:     $134.- 

VDSTGAGEIOAlISc  There  are  22  kans  aggngating  $64^ 
pBtoeled  by  fiiat  llena  on  first  dass  Neb.  farm  Isunds  valued  at 
f  UMOQL  Ihe  bans  range  from  $1,600  to  $8,00a 


MISCELLANEOUS:  This  oompany  was  organised  early  in 
1007  and  operates  only  in  Neb. 

DIRECTORS:  Geo.  W.  Hohnes.  E.  C.  Folsom,  Lee  L  Hamlm, 
S.  H.  Bunham.  W.  T.  Auld.  E.  B.  Stephenson.  E.  R.  Gumey. 


WESTERN  FIRE  INSURANCE  COMPANY  OF  PHOENIX,  ARIZ. 

Headquarters,  Ogden,  Utah. 


IpSGELLANBOUS:  This  company  commenoed  business 
«^  ^  B 1908  with  a  capital  of  $200,000  and  a  sorphis  of  $60,000. 
^  JaBiBiy  30,  1909.  aassta  were  reported  as  foUows: 
^^  cifeit^  $U^  mortffes  kMos,  $10,000;  stoofcs  and 
Ml.  WfiUH  deposited  m  bank,  $60,000;  deposted 
■hnk  sad  hi  course  of  mvestaMit;  $102,600.  The  item  ofstocks 
■AiMadieMMiBled  of  $26,000  Ogden  Qty  water  works  bonds,  4| 
SwamL  sad  $liO0O  stoek  of  the  Osnnon  Realty  dc  Investment 
y"iPMV.  The  real  estate  eonaated  of  8  raridenoes  and  tota 
B  Ocda,  Vtik,  eanied  at  book  value.  The  two  mortgagBs. 
■BHttBg  to  $I04N»^  are  seeured  fay  bmds  valued  at  $10m 
}w.^^^i*9^w<«^<10'000.  F.  8.  Innon  ii  president  and 
^  0.  Oldbsia  is  the  secretary.    Several  broken  are  reported  to 


represent  the  company  for  surplus  lines.  A  letter  dated  April 
16,  1910.  received  from  the  Utah  Insurance  Department  advises 
Ui  that  the  oompany  u  not  lioenaed  in  that  State.  On  April  11, 
1910,  0.  0.  01dhan^  seeretai^  of  the  company  advised  us  that  a 
schedule  of  liabilities  was  bemg  prepared  looking  to  the  reinsur- 
ance thereof  and  that  the  oompany  u  reinsuring  its  outstanding 
policiee  until  such  time  as  the  plans  of  reorganisation  are  eon^ 
pleted.    Further  that  the  company  now  has  $138,000  of  the 

{>ropoBed  $200,000  subscribed  and  anticipates  that  it  will  be  aome 
oar  or  five  months  before  all  a4>ital  is  subscribed  and  paid  in. 
Stoek  is  selling  at  60%  above  par  in  order  to  ersate  a  surplus  ol 
$100,000.  ^ 


A 
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WESTERN  INSURANCE  COMPANY  OF  PITTSBURG,  Pittsburg,  Pa. 


Praidail.  W.  Ho-ud  Nlrnkk;  VIc-ProidaiM  H.  S.  A.  Slnul  lad  D*.td  P.  Bbck;  SantuT  ud  TTauam,  D.  DiUii  Hut 

YM 

»«. 

Premium. 

s5L 

premium. 

ToBd 
Income 

LoHe. 

P.id 

id(^ 

p^ 

ToldE>- 
peoditura 

lacuiiel 

iS! 

MT 

« 
S 

Ut8,«s: 

ii 

307,430 

1S;S 

WI-OOJ 
loM 

•Si:??! 
ill 

1 

AsEiTS,  Decihu*  tl.  ttOt. 

MorUife  louu  (o  real  estite tlU.OGO 

Bond,  uid  iiocki  owned  (mukel  nlue) WS.SU 


Colktcrei  louu 

Cull  in  office  ud  bull . . 
Affsit.'  bftluice..  not  over 
lateral  uourI 


pi  Gkpttel  md  suphis.^ 


Total  lubOitin.  opIUl  uid  mrpliii. . . 


RISKS  AND  FREHinHS:  Fin  iliA.  In  toroi,  D«aiiber  31, 
tTfi.D3I.MB;  inmlum.  (hereon.  KttSfK- 

BUSINESS  SINCE  OKQANIZATION:  Pranlum.  tnlTed. 
tS.313,UI;  kmm  Hid,  (4,703,001;  dlrldod.  deelucd,  euli, 
tl.lM,<00;    rtook,  )l<I8.7KI. 

ROBTQAOE  LOANS;  There  ut  38  Inui.  UKnuUiii  tI«5.M0 
irUch  Ni  Knind  bT  propertlei  Tilved  it  tSOUOO,  uultl»  oom- 
puy  luld.  IIIM.10()  e(  luunorn  on  Dm  buUdlnn.  But  ttiO  of 
bttteit  WH  lart  dn  on  Dewaber  II.  lart.    Osl;  one  o(  tba 


Hit  Uinrt  lou,  118,001 
He  en.,  WUUubivt,  nlu* 


BONDS  AND  STOCKS  OWNED: 
Butler  Bproujib,  re.,  181B,  4% 


uitli,  r..,  1 

,  A]I^gheIlyC□. ,  Put,  IB  1_S.4^ 


Cerriok  Bor„A 

OuinelbTllle  1 

DugoHDi  Bonuili.  Pl.  1014,  44%.. .  .  S.000 

E.  i(oK«iVO[t,lv,  H..  1«3,  S% I,JUa 

E.FU>i.Bor.Fi..ini,tB3l.4)?i 30.000 

awwvrtt  Bomub,  Pl.  ItU,  WH, 10,000 

PMadiiB  BnnmAFk,  ma,  41% MOO 

FiMdoa  Boioiwh.  Ft.,  1013,  S%. 3.000 

llouaBor..Peje.,lK»-ll.^%..   .  11,000 

FlnunB  Bann^  P...  ki.,  MtT.  11%  .  T.O0O 

FlttibarLlIUi  mrd,  Pk.,inlMC.l>ie.  i%  7.000 

POnw.  15- 0*  P- H..  im  8% """» 

W.HomnlewJ  Bor..  Fl«i..1Bii-31.  i% 
WUUMbun  BoiDiKh,  Pl,  1010,  41%. . . 
WUUnibun  Borouih.  Pi.,  1015,  4)%  . 
WtlUmburi  Borowh,  Pi.,  1030. 11%. . . 

B«ver  Vil,.  Pi.,  Tc.  Co.,  1050,  i% 

EljBn.  Auror*  Mo.  Tr.  Co.,  1916, 5'^,. 
FliWiyne.Wibuh  Vel.  Te.  Co.,  1931,  i% 


10,000 
10.1100 
10.000 


W.  fton.  Ry.  Co.,  1031,  S% 

YoangeL,  6.,  SbuaD,Pi.,&v.A  UCo., 

1031,5%, 

AtL.  0%..  WiC  i  El.  Pa>.  Co.,  1043.  S% 
Blimbi^iui.  Ali.,WibWki.C<>.,IB3S,l% 
Ct.  d  hlU..  S.  SL  imp.,  1010-^,  1%.. 


lE.OOO 

30.000 
10.000 

iiuno 


3.071 

s.soa 

12,230 
T.2W 
7.0B0 


10.400 
0,100 
0.000 
lt.!«l 
7,300 
0,000 
18,800 
>.800 
tO.000 
lOJHO 
I43W 


Boms  Am  &tocem  Ownn. — C«£. 
Boio^— CmL 

CWbon  liou  Oo„  11*12,  lif,i 

Ct,  Wit.  Co.  ol  E.  SL  L,  IIL,  1011.  5% 

CUirioB  Steel  Co..  1013.3% 

CoueOnlUa.  H.,  Wit  On.,  1030,  5%  . . 
Doqu^  Club.  Flltiburg,  Pi..  1931,  E% 

ninrorlhll«IOj..l»21.  i% -.-. 

HudBD  River  EL  Co.,  1931,  S% 

J«to  Run  Bi.  Co.,  1932,  S% 

Uint.  i  BeiK.  DiHk  Nit.  Co.,  1933, 41% 
Monoe.  Vil.  Wet.  Co.,  HeEeeLPillUl.S% 
NtwCuUc,  Pi„  Wit-Co..  1941,  E%..., 
Pi  WnL  Co.,  Wllkln.k.  P...  i«B,  S%  . 
Pitlt.  *  Alleg.,  PiL.  Be  Co  ,  I9W,  S'*f 

FlUl.  OhI  Co.,  I«M,  6% 

Ridne  Wit.  Co.,  Ridne.  Wla.,  1931.  S% 

SL  Joaph.  Ko.,  Wit.  Co.,  1914. 0% 

BuburiMB  On  Co.,  PhUi,.  Pn.^r"'  "~ 


13,000 
U.000 


»» 


BZuliooieiK.dU..38tli' 


Ob.  Adiwtment  Bmiii  o(  N.  Y 

UnderwillBi'  Silnff  Co.  if  CU 

W.  AdJiMment  t  lupintloii  Co.  of  Od., 


Id  b  1884  fmi 
ill.  A.  Pibiter, 


T^>tili  (book  TlliH.  tOIMlOJ . . . 

HISCELLANSOUB:    Cmltd  Inet 
to  1300,000. 

DIRECTORS;  Edrti  H,  Btowe,  v—.  .^  .— ...  .~. 
P.  Bluk,  0*0.  W.  J.  BlieU,  W.  H.  Nlmlck,  H.  3.  A  Stcwi 
!>..  H.  Iwkhirt,  B.  J.  Heln.,  JoIid  E.  Hurford,  Jolui  Woodwr 
Revbes  UUer,  Joeeph  T.  Bpeer.  NethesM  Holmck 

HELD  MEN  AND  TERRITORY  COVERED:  E.  V,  Got 
child,  qiedil  i«cDt  lor  Alk^Mny  Co.;  C  K.  Llmpert,  ipee 
iieni  for  W,  Pi.  ind  W.  N.  Y,:  E.  H.  Ointe.  Stile  innt 
lildu;  Owit°  V.  B.  Hm,  8UU  egml  lot  Hion.;  W.  H.  St^ 
AgeniT  Co.,  Slite  ecenU  for  Colo.;  RoDtgomerr  i  Funkhou 
J <__.„    ,_j   ._...,_L.  „  ifzM.  Dill»...Ti 


nl  for  111..  Ind.  1 


indLi.; 


PoRbid,  Or.,  eenenl  ifeDt  (or  Ok.  end  Widi.:  T.  T.  Hu 
Im.,  lUtiih.  N.  C  raini  ifni.  (or  N.  C.  lod  a  C:  AU 
PmH  *  Son,  Wheeliii|,lT.  Vl,  (eneni  Mfnii  for  W.  Vn.;  SimiH 
i^impbell  A  Co..  Borion,  Vim.  muinn  lor  New  batknilx ' 
xmptiv  apsr*t(*  b  Colo.,  Conn..  Dd.,  D.  C  IdL,  ID.,  Ind., 
Kj.,  U..  £..  Rd..  HiK,  Hidi..  Khn.,  Ro..  Neb^  N.  J..  N.> 
V.  &.  0.,  On..  P*..  R.  I.,  S.  a.  Tn..  Dt^  WmIl.  W.  Vk.  ud  1 


WESTERN  NATIONAL  INSURANCE  COMPANY,  Oklahoma   City,  Okla. 

Proidenl.  W.  T.  Cordcr;  Secretary  and  Muuger,  Ju.  H.  Smilb.    OrnniKd,  1007. 


Viu 

AKtl 

{s:s 

"c:r 

Pti^lim, 

In^e 

■ffl- 

Di<- 

idende 

"ST 

l^S 

InCUTT. 

tlW.710 

130.348 

tuo 

133.012 

S34.7U 

tll,17« 

110,003 

^i 

3.41 

0.311 

W 

"■• 

BEPOSTS   OF  PIKE  INSUKANCE   COMPANIES. 


WESTERN  NATIONAL  INSURANCE  COUPANV,  OkbhonM  City,  OUa.— 


Badi owned  (m>fkei  tiIuc)... 


LuaiLinn.  Dicnosi  31,  ItOB. 
N*l  loMea  UDpaU  (iachiding  f3,W0  rabud) 

otba^ttbSi^T'^v^v/^v^v.'.v.'.v.'.'.'.'.'.'.'. 

ToUl  litbiliiia,  cicepi  ctpibJ  lod  niriiliu . . 

Capital  paid  up ^. . ,- .. .. 

Suiplua  ora  afi  labUHet 


9,  opfta]  *Dd  Mirpliu..  ■ 


delphk,  and  H.  W.  Pa|H,  ITl  U  Ballt  iL,  Ctdows.  ID. 

DIRECTORS:  W.  T.  Qirder,  lit.  S.  BmlUi.  B.  W.  Hichaid- 
HD.  R.  q.  BlakcMj.  W.  T.  Moor. 


WESTERN  RESERVE  INSURANCE  COMPANY,  Cleveland,  O. 

Praldait.  Man  E.  WafUi  Sccntaij.  K.  E.  Gooch.     Otiaalicd,  tM)3. 


'■^«-»  I^SS 

Sui^u. 

pi. 

St 

"SB" 

id^ 

Ei'       ,  Tola)  Ei- 
pom     Ipeodltuio 

I.<«a 

S    !!!«    'SIS 

IT  ,32! 
3£.0£S 

14. Ml 

»i!r2] 

Sffi 

lSe,30D 

'K! 

■;iS:iS 

80,£20 
(0,112 

■  lodnds  teO.000  pmnhim  do  new  itock  in  IWG  aod  tW, 
Assets,  DldKiEa  31,  IMt. 

idi ud Uocks  ownnl  (maiktt  nluc) 1387,853 

li  in  lAn  and  bank ZS,3I1 


pi  capital  and  aurpliu 


Capital  paid  ap. iiO.OOO 


Total  liabilitica.  capital  and  nuplni. t48l,g2t 


didecIazcd.nah.t7D.inO. 


BO!n»  AND  fflOCKS  OWNED: 


Mj  Bnw.  0,  1911-18,  S%  . 

<^Kiuati  BH,  tsas.  4% 


^nino  oi.  pdL  udg.,  leu-ao,  4% 

ft>dwl.a,er.itlM44%!^ 

Qipki|>Oa,&.bc..lWO-l<ilO.S%.. 
Qntlad  HriA(a,O.AlBp.I910-l£.4)% 
Ungvl.  a.  atiMti,  IfllO-lIlt,  e%. , . 

ikm.O^I»W.B%.-.  

Ui*.0.,itn«t.»U,S% 

Ok  1  ShL  Bnv.  (K  U  m.  lftlS,«% 
Qm- «,  1910,  *%, 

*;j.j^w^*^. 


K,31t 
13,000 
UOOO 


J>2J00 

!8,D00 
10,000 


OeTala^A  SaDduk;  BmlBc  Co.,  p. .  *0,000  lOJOO 

Tolala  (book  Taloa.  im.421) tSat3&0      «87,8M 

UaCELLANEOUa:  Thb  awvur  braan  bi«iiiM  -lUi  a 
■nrpIiM  or  tMUnO  and  Id  IMS  eaplUJ  waa  iDcnaaKl  [rom  1100,000 
lo  nOO.OOO,  and  100,000  addltknial  lurpliii  na  paid  In  u  p»- 
mioD  on  Uw  MK  Mock  bmed;  and  in  ISM,  eapital  wu  inenaied 
la  nSOMO  and  HOtfn  addltnual  nirplw  irai  paki  b  h  pn- 

^ikaUiii  Caw,  Jokn  Daaaldaon,  K.  F.  QiU, 
[,  Hickman.  L.  E.  Holdui,  Jalu  A.  Kaltr, 
Tbeodor  Kundti,  niDEiaB  L.  Jobcwu,  R.  F.  HackEuie,  Hocoer, 
McDiorl.  TanneJf  Heirick,  Qiula  Rauch,  Atirabam  Steam, 
N,  O,  Slooe.  Andrew  S.  Upaon,  Man  E,  WaEar,  J.  W.  Walton 
Honry  W.  S.  Wood. 

FIELD  MEN  AND  TERRITORY  COVERED:  John  A. 
Kellj,  general  agent  toe  H.  Y.,  H.  1.  and  Pa.;  A.  P.  Ron,  aptdal 
Kmt  lor  0.,  Ky.  and  Ind.;  J.  Carl  Vanca  f«  W.Va.:  A.  K.  Forler, 
gpeeiaJ  agent  tor  Midi,  and  Wa,;  0.  H.  Straiten,  nedal  agmC 
for  la.,  nT  Ho.  and  Minn.  The  ceupuiy  operatn  m  111.,  Ind., 
la.,  Kf.,  lbs.,  MidL,  Minn.,  Mo..  S.  B.,  N.  J.,  N.  Y.,  0.,  Pa., 


WILLIAM  PENN  FIRE  INSURANCE  COMPANY,  Pottsville,  Pa 

Praidcnt.  C.  M.  Kaurniali;  Scoetair.  F.  W.  S«inn.    Oiguiiffld,  1908. 

Ttat     A«a 

D>»ned 

Pnmiania 

Soi^ 

P,SL, 

TolBl 
Inmne 

"fS? 

i^idi 

^ 

Total  Ex- 

liitaa    ' 
Incuirel 

is;  litiS! 

•a^ 

"^ 

"il!? 

•g!!' 

•1:d 

*f?:fSl 

« 

"SiUI 

REPORTS  OF  FIRE   INSURANCE   COMPANIES. 


WILLIAM  PENN   FIRE  INSURANCE  COMPANY,  Pottsvilfc,  Pa.— 


ABsm.  Dechoh  31.  IMS. 

BoDU  uid  amckt  owned  (couket  vii]ii«) 

Cub  m  office  ind  bank . . 


Total  idmilted  u 


ToUl  liibOiiici, 

C»piU]  paid  op 

Suipliu  ont  lU  lubiUda. 

Total  lubllilis,  c^li]  ud  taifii 


ipUtl  uid  uipliu . .       |3>.«» 


RISES  AHD  FBEHIUMS:     Fin  riiki  In  [a 
13.181,364;  pnmlumg  tbamn,  164,180 

BCaiNESS  BINCE 

tS4,T(6:   kH  pild,  m.Ket- 

HORTaAOE  LOANS:  Tticn  ut  loin  lout  lor  ISO.OOa  Dn  im- 
tnmi  ml  e*Ule  it  Ml.  Cinsel.  Fi.,  ud  Fort  Cuboii.  Tm.. 
nlOMl  M  U8,0(n.  Tic  compunr  holdi  tlT.OOO  of  ioaunnn  on 
Ibfl  iDortgiLged  building. 

BONIS  AND  STOCKS  OWNED:  hi  tbAft 

VkJiM.         Vkhia. 
16.000  tiJM 

ham         5,076 

9.700 
4.076 


hew  KemlncloB,  hu.  sc.  b>.,  S%. . . 

Dnioo  FuTK.  it.  I  m..  4%. , 

A., T.  t  S.  F,  (E.  O.  DIv.)  1  01.. *%....  10,001 

ORCubui.  Pi.,  Bor.,  4)% 6,001 


"■"■■■'-"-■■■•■ta 


ll.,K.*T.R.B.,liliiitg.,4%.., 

Fhfli.  A  Rsid.  imp.  4% 

LiBMM  Co.  C,  H.,  4J%_  .     , 

hiliui  Ca.  WsL  Cu,.  Hirrlsbuic  6%. . 


BoKM  ixD  Siocxi  Ownu.— CmI. 

Bom*— CMtf. 

Hdi.  Co.  ft  P.  «  B.  C.  »  I.  Co.,  4%... . 

UTS.  of  Hajso,  ■crfri  A,  4% 

Mlm.  A  St.  L.  R.  R.  loid  noM  1%. . . . 

ML  Cutul.  Ft.  Bor.  £i.  *% 

Sstltle,  Wuh.,  ny.  Imji..  ti,  7% 

MLCvatl.  ?».,  Bom.,  41% 

Wuh.  Co.,  Fi.,  bg.  liL,  4}% 


amid  NiL  Bk^  Fhllk., .  Ph.,  10  Anm. 
Com  Ex.  NU.  Bk.,  FUIl,  Rl,  10  iluna 


To(»li I100JT6      II14.1M 

DIBECTORS:  C.  K.  KiujlBtu.  A.  J.  Setiwidu,  F.  W.  Sunu. 
Joi.  y.  Bduitxicr.  MiltoQ  Klecfaur.  &  D.  BiialUT.  0.  J.  P.  Rub, 
E.  J.  Miller,  S.  Kiitn  Zook,  AitOD  Lotper.  John  P.  IbRm.  Jinn 
B.  Riillr,  C.  A.  KnniK 

FIELD  MEN  AND  TERRTTORT  COVERED:  M.  C.  Hutio. 
■peeii]  ■gent,  Fothrille,  Fk.    OnupuyopenUamN.J.  udRi. 


WILLIAMSBURGH  CITY  FIRE  INSURANCE  COMPANY,  Brooklyn,  N.  Y. 

Pmidail.  Uuihill  S.  I>ri(V;  Sttxttmn,  F.  H.  Way.    OrguiiKd.  1863. 


Ymi 

A_ 

FiBnfcm.1    SccpL 

PriS.. 

Iiu^ 

■Sir 

iSi. 

Ex- 

PCOM* 

ToClEi-i    L<«> 

'iSS 

Ws 

*!'364'mo'     *M4'4? 

t  ,S77.H4 

eiiiK 

SiU 

•ad  -ffis 

i;:;r£.f 


ud  Moi^i  (TwDcd  (nuuket  vthie).  • . 


Cub  b)  office  and  buk. . 


Total  admitted  UMla. . . 


LiABiLmES,  DiciiiBXi  31.  1S09. 
i||l8.8»Rai>ted).... 


er  liJjffiiS.'" 


Total  liahilltiea,  sopt  capital  and  mDliis . .  11,740.644 

Capita]  paid  up 2fi0.000 

Surplui  oret  aB  liabi]i(i» 7»0,62a 


Total  liabilities,  caiHtal  ud  nuplua. t2.787,tH 


BUSINESS  SINCE  ORaANIZATION:  Frsnloiu  reojwl, 
IZSjU^MO:  kwH  paM,  116,430^4;  dlrldndi  dHlami,  euta. 

BEAL  ESTATE  OWNED:  Conriita  of  a  6«torT  hrtek  bulM- 
iBI  at  Bmdwv  and  Kent  aye..  BiwUvn  (ralut.  140,000) 
aad  a  buOdliig  at  166  Mootagua  it,  Bnuk^  («]ue,  190.000). 


rnk  piDpwtiM 
UOiMO.oa«b 

J  UM  coiiipaM; 


namd  at  11.117.300.    Tbe  el 


BONDS  AND  STOCKS  OWNED: 


0*.,  WIS,  41;^. 110,000  iiojoo 

N*w  HeUoa,  IWI,  i% 10,000  IMXN 

N.  Y.  Cy..  1)16-1964,  31% 16L000  141,070 

W.  Y.  Cf..  1867.  tm. , ,  4,000  4,440 

Rldmond,  Ta..  IRO,  4% U.SeO  11.8K 

Rtehuooil,  Va.,  lOM.  4% 1X00  1/nO 

Iitaitoroo^  R^  Tnc  Co.,  IBSS.  4i%  300,000  118.000 


VaDhattan  Ry.  Co..  IMO.  4% 

N.  Y.,N.E.  4  H..d,  11148.8%,.. 
N.  Y,,  N.  H.  4  H.,  d.,  11166, 31%., 

Fla.  B.  Coait  g  o„  IBIO,  «% 

BnoklTi  rnVn  Qaa  Co.,  11M6.  t% 


ChiMophar  *  lOtli  St.  R  B. . . 
LrUdi  Val,R.R.C(>.,<»ii... 
NotUern  Pao.  ^.  Co 


FInt  Nat.  Bk.  a(  bnoUrii 

Kbw  Co.  Tr.  Od.  ot  BnoUju 

WllUiuburrii  Tr.  Co.  of  Bnc^lri. 

Amff .  Tip.  i  Tig.  Co. 

Brooklyn  Union  Oai  Oo 

Ci,  Om  Co.  of  N.  y 

HaokerCo.,p 

N.  Y,  Air  Bnk)  Oo 

Prawd  Steel  Ckr  Co.,  oom 

Cnkia  Fbiit  Cd.  of  BrooUjB 

Total!  Cbook  value,  11.131,717). 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 
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WILLIAMSBURGH  CITY  FIRE  INSURANCE  COMPANY,  Brookl>n,  N.  Y.—ConHnmd. 


lOaCELLANEOCS:  Gbpltel  fneraMed  Id  1887  fxoB  S150,000 
to  tSSMOn.  OoBllacnIloii  loflns:  GhL,  1871,  $61,710;  Bot- 
ton.  tmx  $181,000;  Balto.,  1904.  $151,458;  San  Fnudsoo, 
Vm,  $888J0L    Value  of  ipedal  depodte    0*.,  $10,400;  Va., 

UKEXnOBS:  KuihaH  &  DriggL  Martin  Joort,  Chaim- 
87  Mttahafl,  SOas  W.  Driggs,  Henry  W.  Sloeum.  John  E.  Van 
^finlzud,  Stephen  P.  Sturges,  Theodoxe  F.  Jaokion,  Georn 
W.  Oameey,  Joaeph  Hober,  Geo.  H.  Fftntia,  J.  Heoxy  Dl^ 
J.  Adolph  HoOeDfaauer,  John  B.  Baekm. 

FIELD  MEN  AND  TERRITORY  COVERED:    F.  H.  Doug- 


Coat  Statea,  San  FraneiMn,  CaL  Specal  aaent:  H.  C.  Davk, 
Sn  FnaoMo.  GbL,  A.  G.  Davn,  Oakland^^Qd..  C.  H.  Getehel, 
Las  .Aageka,  Cal^  L.  C.  HoUovay,  Spokane.  Wadi.;  Sol  Fbniaaiki, 


Helena,  Moat.  F.  D.  Faiaoaa.  Springfield,  Mimb..  tpedal  asent  for 
New  Endand;  B.  F.  Maiie,  Btoonubuig,  Fk.,  qieeial  agent  for  Fa., 
N.  J.  ana  Md.;  John  W.  Gordon,  Biehmond,  Va.,  general  agent  for 
Va.  N.  C,  and  W.  Va.;  Geo.  N.  Hmt,  Atlanta,  Oa.,  nmeral 
agent  for  Fla.  and  Ga.;  G.  L.  Meyeia  k  Go.,  Meamhia.  Ttan., 
general  agente  for  Tenn.;  Graee  R  Btfoggi  k  C^  DaUae,  Tex., 
nwral  agenta  for  Tex.,  La.,  OUa.  and  AriL  W.  department, 
Fjreeport/IIL,  F.  M.  Qond.  managw,  embraeing  lU.,  Ind.,  Mioh., 
Minn.,  Wia.,  la..  Neb.,  Mo.,  &  D.  and  Kan.  Spedal  aonte: 
R.  P.  Oefcenn,  Fremrt,  DL,  A.  E.  LiUle,  Avon.  IlL;  F.  T.  M. 
Wenie,  KanT^.,  Mo.;  W.  A.  Wilken,  Atlantic,  la.:  H.  H.  IngalK 
153  U  SaUe  at,  GhL,  OL,  R  R  Brigge,  Si  Paul,  Minn.,  CTW. 
F.  Moore.  Sioux  FaBa,  S.  D.,  A.  M.  Ftekham,  Superior.  Wia.; 
8.  L  Piiyne.  Decatur,  m.,  Bmmmel  Broa..  153  La  Salle  Si.  (Aicago, 
HI.,  managen  for  Cook  County.  The  company  operatea  in  all  the 
Stotea  and  territoriea  of  tiie  United  Statea,  except  Ala.,  Alaa.. 
Aril..  Oal..  Del,  Mm..  N.  M..  N.  D..  and  Wyo. 


WINONA  FIRE  INSURANCE  COMPANY,  Minneapolis,  Minn. 

Prealdent,  F.  C.  Vaa  Dnaen;  Secretary,  H.  G.  Smith.    Organised.  1902. 


Yeab. 

t^^gg^^       Unearned 

Net 

Net 

Total 

Loasea 

Div- 

£x- 

Total  Ex- 

Loaaea 

Surplua 

Income 

Paid 

idenda 

pcnaea 

penditurea 

Incurred 

i3«  i 

$730,060      $344,006 

$107,942 

$531,849 

W5«4!l 

$305,216 

$17,875 

$154,628 

$477,719 

$319,202 

1998 

032,684 

284,7M 

80,419 

453,427 

48/788 

295,093 

20,250 

132,728 

448,071 

324,85$ 

1907 

637,087 

232,478 

161,734 

424.824 

454,520 

154,210 

19.750 

109,910 

283,870 

164,651 

1906 

4fi5,7» 

104,554 

140,045 

134,697 

158,929 

125,442 

♦15,700 

18,691 

159,833 

126.818 

19G5  . 

458,042 

73,677 

210,165 

147.174 

172.156 

73,588 

15,100 

21,836 

110,519 

71,627 

Alao 


dmdend,  $40,000. 


ASSKTS,  DXCEMBEK  31,  1909. 

Mongage  loans  en  real  eatale 

Bottb  owned  (book  valne) 

Cash  m  office  and  bank 

-^CEa.i^  balaBCCs,  not  orer  3  months  due. ..... 


Total  admittfd  aasets. 


$194,550 

288.960 

191,599 

57,563 

6,869 


$730,050 


LlABILrriES,  DSCBMBEE  31,  1909. 

Net  loaacs  unpaid  (none  resisted) 

Unearned  nrantuma 

Other  liabuities 


$74,054 

344,606 

12.358 


Total  liabilities,  except  o^Htal  and  surplus . 

Capital  paid  up , 

Surplus  over  aU  liabilities. 


$431,108 
200,000 
107,942 


Total  liabflities,  capital  and  surphia $739,060 


SliKS  AND  PREMIUMS:  ¥Ire  itaka  bi  foree,  December  31. 
ittJB3.351;   pacmtama  theraoo,  $025,325. 

fil?3INE85  SINCE  ORGANIZATION:  Premhima  lecefyed. 
IU6B.4I6;  hjaaea  naid.  $1,056,230;  dlyldeada  decbred,  eaah, 
SUS300:  atodE.  $40yOOO. 

MORTGAQE  LOANS:  Ihere  aie  68  loana  anreSAUng  $194,550 
pteeted  by  Mian^  N.  D.  and  &  D.  real  eatate,  valued  at  $651,350. 
iheee«aa$162ofinteieBtpaatdueonDeoember311aat.  Tie  com- 
PHy  hoUi^  $8M0D  of  inamanee  on  the  buHdmga. 

BONDS    OWNED:  Far  Market 

Value.  Value. 
IiHfcpead.  Se  Dis.,  No.  40,  Kandiyohi  Oo. 

Ifi^l9l0>1917,5% $3,000  $8,180 

Ifciii ijiufc  Gna  Lt.  Co..  1930, 5% 10,000  10,000 

N.  7.  Cv^vaft.  1065-1060. 4% 100,000  103.000 

Gsaad  Focfca,  Gaa  4k  EL  Coi,  Qmnd  FortDB. 

X.D^i92S.O% 25.000  26.000 

T.HMiteTe.ALtOiLT.HanteJ.194^%  10,000  9.200 

Le«  Bdl  Lorn.  CoTlix,  1911-20  W.. .  30.000  3a000 

Go.  fitata^  DItdk  Waaeea  OB.,Mill917ji%  10,000  laSOO 

CH^LeSaearGoontj.Mfam.,1911.5%  10,000  10,100 

.wkBL,HeBd.jnmil917,5%  10,000  10.500 


Far  Market 

Bonds  Ownbd.— Con(.  Value.  Value. 

Oo.  of  Roaean.  Minn.,  1915.44% $10,000  $9,601 

Oo.  of  Caaa.,  MhuL,  1911. 5% 1.000  1.000 

Gy.  of  EUendale.  N.  D.,  1924-29,  6%. . .  6.000  6.765 

a  D.  Cent  Ry.,  1927,  5% 10,000  9,750 

Gy.  of  Minot,¥.  D..  1928,  6% 20.000  23.464 

Guaier  Co.,  S.  D.  1922.  4% 1.000  960 

Clay  Co.,  3.  D.,  ac.  1914-17.  5% 1.800  1,850 

Gy.  of  Weathope.  N.  D..  1927,  6% 2.000  2.111 

Red  River  Lumber  Co.,  1015-24,  5%. . . .  15,000  14,925 

Butte  El.  A  P.  Co.,  1951.  5% 11.000  11.000 

Totala  (book  value.  $288.969) $290,800  $297,907 


MISCELLANEOUS:    Qipltal  inenaaed  fai  1904  from  $130,000 
to  $160,000  and  in  1906  to  £i00.000  by  atoek  dividend. 

DUEUBCTORS:    F.aVanDuaen.^Q.Moflta.J.D.McMilUtt, 
H.  0.  Smith.  C.  M.  Moiae,  0.  C.  Baetey,  J.  R.  Marfield.  H.  F. 
Douglas,  P.  L  Howe. 


FOREIGN  FIRE  AND  MARINE  INSURANCE  COMPANIES 

III  the  rcUowlDg  p*gM  win  bi  fomd  ibatnct*  at 

nguliilj  lioBued  f on^  £»  febd  nuriu  lui "  ~ 

tloB  «aa  badnni  far  ach  el  the  bit  Gn  js—. 

Non.~-The  Net  Pmnlinu  fhp«D  la  tbg  faDowlB(  Ubl«  nprteoBt  tLa  gnm  pnmlmiu  mttan,  In  u 
nlwta, abttttuBl ud ntum pmnlimii b Ihe RipMtlTa  van.    TolaJ  InamtusTtidHdepiKllin 
III  pmkHB  yai  »e«iT«d,  neelpt*  ot  (onim  MKnpuW  noa  Uieti  homi  offioa  ud  other  eitnoK  _     . 
zetqmed  oo  petpetiuJ  pouciaB,  remlttueca  of  Fonlca  oompaAla  to  their  honu  offim,  end  other  Itemi  irtilch  a 


AACHEN  AND  MXINICH  FIRE  INSURANCE  COMPANY, 
Aix-Ia-Chapelle,  Germany. 


d  Stkta  Uwactc.  J.  i 


Kdeer,  Nev  Voiki  Pul&c  Coul.  Connir  &  Grim,  Uaaatat,  Su  FnnclBni,  C^ 


YtM 

A»e«» 

ja^ 

SuTplu. 

P^tL. 

TouJ 
Income 

■ffl- 

p^ 

SS£ 

-■ss 

I.TH.34; 
I.47B.BM 

"Si 

820,S9< 
T7D,92« 

7JI!,M« 

l.DOO.BSt 

ffiffl 

istiaii 

11 

3,T07;7a! 
818.813 

^:1 

Assets,  Uhttxt)  S' 
Bouji  ownctl  (miilu' 
Cuh  in  office  and  baj 


Total  adralued  u 


Total  liibOitia  ind  nu^iu. . . 


RISEB  AND  PREHIU1I3:    Fin  rUa  Id  lom,  DMcmbet  31. 
tm.OK.l'ik   premluiu  IhenoD.  tl.in8.3SZ. 

BUSINEaa    IN   UNITED   STATES   SINCE   ADMISSION: 
PrdIuidi  reeelTed,  tll.111.112;  loan  piUd.  t8,SI0,8». 

Far  KuM 

B0ND8  OWNED:  Value,  Value. 

0.  B.  OoTenmieDt,  rei..  l<as,  1% 160.000        ^'<:..'iOO 

C.  S.  OoTnnmeat.  lai.,  1«30,  2% lO.DOO  K.i.W) 

Albao7.  ^..rej.  lie..TB2),  "k  Minwi  ..1  i«l 

Cy.  DfClereked.O..  tett   .         .    , 

Cy.  of  deve.,  0..  reg.  he.,  1S24,  1% 

State  atBt-bt.,  ne-.  1B2S.  3)% . 

3(Bleo[llaaB..re(..lll2;,3%, 

N.  y.  Cy.,  ft*.  


*%., 


N.Y.^_»(..g. 

nIy." 


1  m,,  (..  IVM,  «%,. 
C,  R.  I.  *  P.  R.R.  Co. 

C,  R.  I.  4  P.  R.B.  Co.,  „ „ .. 

C  ANn.  Kj.  Co.,eitii.  reg.,  g..nK.  4% 
Qa.  Uldland  R..Co.,l  m„  g.,  IMe.  3% , , 
KaiuCr AiIlILCo..  I  m..  c.  lUO.  3% . . 

lfltLCaiit.B.S.Ci>.  (Jd.  A  N.lH:)  I  m.,|. 

W1.i% 

Kb  .Er.oTHcilco.piiorlo.K.ta  .ll»6,«i% 
Nat.  Rr.  ol  Heilea.  lo.  (.  !■..  1877.  i% 
N«.  A  W.  Rt.  Co.,  [m,.  (.,  IWS.  1%. . 
Ho.  Pao.  R.  IE-  Co.,  prior  is..  $..  IWT,  t% 
No.  Pae.  R.  R.  Co.,  fn.  In.,  f.  3H7,  3% 


BoHna  OwiRD,— Cent. 

Ore.  Short  Line  R.  R.  Co.,  r.  c.  1019. 4% 

Seaboard  Air  Line  Ry.  (Atlaota-Bimlni- 


ual>iy,),lin.,(..1933.4%.. 
Pac.  H.  H.  Co.,  1  m.,  r.  g.  '"' 
.  Rj.&i.(3t,L.DIv.),l  m..  r.. 
UnloD  Pac.  R.  H.  Co..  I 


59,  i%       •a.oaa  z3.T5o 

1.4%.          20,000  17,100 

■■•  -^          M.OOO  &1,G00 

10.000  61.000 


W.  Sh.  B.  e.  Co.,  1  m.,  reg.,  g..  IMl,  4% 

Tottb  (book  Talne,  tl,9Tl,S07). . . .    H,011J00    tl.gai.»36 

(ISCELLANEODS:  TUa  {ompanr  begu  gnenl  biMlDm 
the  United  Btata  in  1809,  haflu  pravknulf  (fwnted  M>  nme 
eat  upon  the  he.  Caat  ConHacntian  luw:  Balto.. 
M.  Ilti^l:  Baa  FraiulNO.  IWt,  nmM8.    n*  a*a  Fna- 


otvedaldepoMa. 


._ .ISOJMO.    Valoaot 

[..  110,200;    1^.  «2,726. 

:    Cbaa.  A.  Sehlenn.  Brooklyn 


JanuaiT  1. 1803,  Ih* 

log  to  it,714,O40;  eapltal.  tl.IS0JM 
Ga,  tS.nW;   N.  M..  *■"■»"-    '"^ 

UNITED  STATES 
Hiinry  E.  Owtn.  Emi 

FIELDMENANDTERRITORYCOVERED:  Joe.A.Kel«y, 
maonger,  S.  H,  Quadtcnbuih,  lupeiinteodent  of  BADCIcin,  64 
WmiaD  at,.  N.  Y.  C}.;  ooyering  the  SU1«  of  lle..N.  U.,  Vt 
Hue..  R.  1..  Conn..  N.  Y.,  N,  J.,  Piu,  Del.,  D,  C  Cob.,  i?,o. 
N.  IL.  Va..  W.  Va.,  O.,  Ind..  Hlch..  Ky.,  Tenn.,  Wlo.,  tU.,  la. 
Minn.,  Mo..  Neb.,  Kan.,  N.  D.,8.  D.,  U.,  MIiil,  Tei.,  ud  Olila. 
Special  agenti:  A.  K.  Slade,  Jr.,  BoaloD.  Han,  for  He.,  N.  H 
\T.  ICiw.,  Conn,  and  R.  1.;  A.  I.  Browor.  B^taooee,  V.  Y.,  lo^ 
N.Y.SUte;  Henrrl.  Wiileth  E. Orange, N. J.. for  N,  J.. P&.,  bri 
Kd.andD.C;  F.  H.  Krueger.  Pittabuii,  Fi.,  tpedal annt  lor  Pa 
and  W,  Va.;  H.  W.  Murrar,  gaeral  agent,  CU.,  ID.,  for  111 
Hick,  K;.  and  Tenn.;  John  ICHliin)',  CU..  IlL,  ffMiml  uenl 
for  UL  and  Ind.  J.  0.  Oable,  Indlaaapolta.  buL,  Wectel  m^i 
for  Ind.,  O.  and  lower  Mich.;  W.  K.  WbDW,  ipMla)  Mat.  Cedai 
Rapidh  I1-,  for  [a..  Ho.,  80,  Wnn.  Bid  Neb.:  Rldurd  B.  EUk 
ipcdal  agent.  MIL,  Wla.,  for  Wli..  No.  Hlcb.  and  Nn.  Him, 
Pan  B.  Harrii.  manager.  "  '  -  -  - 
All.,  Fli..  Qa.,  MiH.,  N.  C.,e 


uiuiny  a  unm,  mauagen.  oau  tltaOKO,  ^L,  Geo.  .\ 

•KiiUnt  manager,  lortedletlon.  Cal..  Or*.,  Waah^  Ida. 
Utah,  Ney,,  Arli,  and  Alaa.;  Waller  G.  Fortuun,  CSnt 
In.,  qieclal  a«ent  lor  Weeh.,  Oie^  Ida.  and  Uoal.     Tk 


REPORTS    OF   FIBE    INSURANCE    COMPANIES. 


ATLAS  ASSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Colli  StitB  UMUMta,  Fnnk  lack.  Nor  York;  Watern  Dcputmoit  Muutr.  G«.  E.  Huu,  Chicuo;  Pacific  Dciutmait 
"—ja.  Tank  J.  DcvUd,  Su  FiuciKoTOrfuiiBc].  IBOB. 


(United  Stita  Bru 

tb  Sutiscia 

.)" 

'"!'- 

fSSS 

Surplm 

tJSSL. 

■^ 

■ffl- 

Ei- 
pHua 

Total  E>- 
[odimn. 

Low 
Incuind 

[+)Rec'd 
(-)Rcmt 

!!S:  IfiSt 

Si 

11 

I1.7SI.7W 

ii 

t  .701,813 
,1104,171 

oi^eoi 

(i.ui.aie 

1.410,181 

Asm,  UnnD  Statis  Bia 
Hal  aaa  onud  Oxnk  nhu.  183.870). 
Bndt  ud  9>ai^>  mnicd  (maifccl  nine). 

Aimri'  bakaca,  bdl  ova  »  moolhj  diie. 


Totil  admitted  u 


LlAlTimiS.  UNITE) 

Net  loBO  unpaid  (ind 
UnsinKd  praninnu. . 

HITS  BnABCH,  DinoiM.  ai,  leOO. 
diiw  I7.MS  robied) tll7,M0 

s««TS'SS3SiSS' 

•«<plu»- 

:;"-S?;Sf 

TobJ  Uabililici,  and  nupliu. . 


U3K3  AKD  PREIIIUX3:  Fin  ilAi  li  lorn.  December  31. 
IIH1H.7I4  mmiBDU  IhanDE.  t2.7W.lit, 

Bt]3[!(ESS  IN  UNITED  ffTATBS  SINCE  ADUISSION:  Pre- 
■laratnd.  llT,7M,7ai;  kMn  p*ld,  •I0.C38.SJ1. 

REAL  ESTATE  OWNED:  CbnWa  ol  a  propertv  on  Sam- 
■niD  iL.  Dear  SaaaoDe  aL.  S«a  FnmiNO.  CaL  Hnulnd  In  IMM 
i<  I  sat  of  333.879.  and  cwrtid  al  331.000,  and  two  iianieli 
dlt^  a  Bnadwar  near  3rI  M.,  BraoUyg.  N.  Y..  cirM  at 

BONie  AND  STOCKS  OWNED:  Far  tl:u]:at 


*MnJOa,iej.,  101!,«% 

3Uk<i(<I.V.eauI.U13.S%,,. 
^.  tf  Oetehod.  0„  1017, 4%. . . 


mo,«% 

mi.4i% 


X.  K  pnrUouitatdebt,  1010 
^■ii(LMlnin),c..l»10,4%. 
O^'*  Se»  York.  wr.  rtoek?' 
^3t.UiM,t^mi.t%. 
gK  t.  State  hUhwv  '°^^™V  •)' 

I A  0.  R.  IL  Co.,  prfor  fe.  g.,  IbS/S; 
^  M.  ASl  F.  Rt.  Co„  (u.m..l«6^.^ 
(X.  It  A  St  P.  (C,  P.  *1K).  1021,  e%, 
at  A  Sm.  Bt,  »».  (.,  1SS7.  3(h.^ 
C-B.LAhtfc.'5iVm.(.H^4' 
S-  C,  LoglrT.  dh.,  hn.  t.  1993,34^ 
0-GaL,3t.  L.  dlT.,  1  n..  (.,  lOSl.  U 


150.000 
100,000 
UO.OOO 


;-T.aAH.6.R.E.Co.,n4.mlAr7,U% 
J.  T  A  Pw™.  E.  R.,  i  a.  i,  IBBMS 
^B-a-.e4,tl9H.4% 

WOediR  R^fT 

^OmOa.idS7r.Cr 

W' >4llteD  BBfCM 

■tnti  A  Emi  R.  R,  p. 


tS,500 
13S.000 

loe.ooo 

13S,0OO 
12.770 
I3,!£0 
21,250 
21,780 
27,2£0 


M,400 

3sa 

<B.37S 


PlUa.  n.  Wime  A  CU.  Rt.  Cb.  eapllal  t  WSm  trOAV) 

Burnt.  Witttt'n  A  Oidui^iiii  B.R.«r.  40,000  £0,400 

Tenth  and  Ud  tt  Feiry  Co..  it.  Y.  g.  a.  10,000  4,000 

Undenrrltei^  Salrur  Co 1.000  1 000 

DnlledS.R.of  N.TCaoalACLCo....  »,0OO  M,000 

TDlab  (book  raise,  11310.790). . . .  llJfl7JM  ll.HSB.WS 

lU8CELLANeOU3:  Tbe  AUai  becan  builTieB  In  tb*  DniUd 
8ti(ta  in  ISSt.  Iti  bomt  offiee  itatement  ■•  of  Deeember  31. 1009, 
ihowtd  *  lubecrlbed  capital  of  £1.200.000  (C2M,D0a  peld  upl  ud 
■iHti  annntlnE  £3,SO4,S07.  Cbnawitloii  Iowa:  Balto.. 
ID04,  taSfi^:  Sao  Fnnctoco.  1006.  tl.7Sl.3S7.  Sea  Fnurclin, 
loMi  wen  iLik!  br  irmlttucea  Imm  bocic  oKm.  VaJuca  of 
■pecial  depcaiti:    Qa..  110,200;  N.  M.,  I11.4M);  VtMfl.EOO. 

UNITED  STATES  TRUSTEES;     1 


1.  N.  Y. 


kLook, 


UnltKl  Blatea  nianapt.  E.  ud  So.  dEnrtment,  N.  Y.;  L.  C. 
WltUaoiB.  noeraJ  adjuster;  W.  B.  UedUcott.  EeacnJ  anot  and 
R.  T.  BulTec.  aned^  ageot  for  Nn  EcgluHl  and  N.  Y.  Slats 
0.  0.  Bo/le.  ipedal  uent  for  H.  1.,  Fa.,  D.  C  and  Ud.,'  J.  H. 
Rabie.  ipecial  anil  ^r  Va.,  N.  C..  S.  C.  Qt^  Fla,  and  Ala.; 
L.  Mouw  A  Bona.  Eineial  aienU  Cor  La.  and  USm.;  Bnn 
Keninn  A  Cu..  gentn]  aienla  for  Tei.  CbL  Branch:  J,  M. 
NBubuisrr.  ChL,  111.,  lo(3dlnKtor,  Ow.  E.  Eu^  tnaniBFi; 
E-  W.  Jewel],  aislatanl  manuer.  Spedal  agenti:  Jolm  M. 
Ncuburger.  Cmcuuuli.  0,,  ud  E.  L.  Seneco,  awalant  for  0.  and 
""  "  Henr;  Gamble,  lndknai»1ia,  Ind.,  [or  Ind.  and  Ky.l 
----    "■ -:,.  llo..  to  Kc,  Seb.  and  la.:   R..F. 


E.  H.  Scboen,  Kaoni  Cin,  Ho.,  [or  Ko.,  Keb 

Wollendorf.  [or  ID.  and  Htsh.;  W.  E.  OoldeD,  Buiraua«,  niL, 

(or  Va.  and  Hion.    Padfie  Coait  department    Fnnk  J.  Derlin, 

San  Fianciaeo,  C»l.,  manager;  T.  B  "-'—■■ '-•--' 

A.  J.  PenEdd,  aceoer  luperinten. 
Uanning.  [or  Weetera  Cola.,  Wyo.,  I 
Bon.  [or  Ore..  WHlem  Waah.  and  id 
Cal.,  and  AHi..  Robert  V.  UiUcr  f. 
Fred  B,  Elaler.  tor  Northern  Cal.. 
pan;  operata  in  all  the  .Suia  ant 
btl.  ¥m.,  N.  D..  Okla.,  S.  B.  and 
Iilanda  and  the  Dominion  of  Canad 


ll.  andH.  II.; 


I.  R.  Jack- 


d  Ulah,    Tbii  rom- 


BRITISH  AMERICA  ASSURANCE  COMPANY,  Toronto,  Can. 

I'rcadcBt.Hoa.  Gn>.A.Coii  Vice-Preaidnta.W.R.  Brock  and  John  H<ak!n.  K.C..L.LD.;  Gedenl  Manager,  W.  B 
Snretarr,  P.  H.  Sum.     Orgaoiied,  1833. 
(United  SUIM  Brai 


""l  *■" 

?S£. 

Suiplui 

piL. 

Total 
Income 

Paid 

Ei- 
penn 

pmditures 

Incufied 

(+>Rec'd 
loH-O. 

'«•  1     ,4T3|40: 
'W       .M1.433 

S\  iSffl 

11 

•1073,303 

iSi! 

tl.030.72S 

l,U3,8<2 
1.404,B3S 

•(490.037 

'■ISS 

W7;SM 

l!3£l|9» 

Hi 

1,B8S,023 
838.707 

+  73.113 

tS:ffi 

upreoiiums  and  It  1,041  m 


REPORTS   OF   FIRE   INSURANCE   COMPANIES. 


BRITISH   AMERICA  ASSURANCE  COMPANY,  Toronto,  Can.— Ci>«tf»M«d. 

Luuums,  UHCtiD  Statu  fiiAMca.  Dicnau  II 

NEt  IcMH  unpaid  (indndinc  18.875  robtcd) I 

Uocunnl  proniiinu B 

OAer  lubHiUrs. 


Boiub  owned  (miAe 

rAns  Bramx,  Dtcaam  ai.  1909. 

Tihw) n.aia,  17 

fassiS;^.'" 

ToUulmilUda 

aeU »l.»4,197 

RISKS  AND  FREHinMS:  Fin  iM>  In  Initt 
tlSl,Sll;329;  pnoliuiu  Ibanon,  (l^ONjin. 

BUSINESS  IN  UNITED  STATES  SINCE 
PniiilimuneBlnd.tW4J0.S23:  kw*       '   '" 


MvkEt 

VbIih. 

nT,9oa 


Ql  SUU  ng.,  mb.  41 


LondoD,  Oct.,  191H,  4% 


130,000 
100/100 
10,000 


i3S,ooa      i3a,Mo 


NYStti<'fel^'h?h    195S4- 

Ki'srs;  :£'«>,: ; 

« 

-^i^-AAt::::--^ 

w 

Imnrtil  RoUliii  St«k  Co.  (Cuadlari 

So!  Eq.),  JBlS.  41% .... 

la^R^Hnjl  8^  Co.  (Canadu,-, 

11.000 

Cgat  (^,  LoiD  A  Sit.  Co.  d 


1904.  8193,841:    Tor,.   1904.  tZ2S,0«l:    Su  Fiudm,  19i 
8901,(173.    ValuH  of  ipcckl  dtpoHta:    (hk,  tlDJWa  N. 


DIRECTORS:  Hun.  Qhiibc  a.  Cai.  ff.  R.  Brock,  Joba  HMk 
K.C.,  LL.D.,  R.  Bidierdike.  M.F..  E.  W.  Col  D.  B,  Uini 
-    ■    U>1>.  K.  C.  LL.  D.:  Aun«t«  Mjtm.  W. 


■.  pX«',  E 


FIELD  MEN  AND  TERRITORY  COVERED:  fftttem 
putnwnt  indudea  the  SUM  ol  Cob,.  KoDt.Ku.,  Vyo.,  Ul 
N.  M.,  IdL  ud  Aril.:  H.  T.  Uinn.  ruugFr  it  Denver,  C( 
B.  D,  Wrtjhl,  Dernr,  Colo.,  (or  Colo,,  Wyo.,  N.  M.,  UUh,  [■ 


Wrtjhl,  I 
jun..  Neb.  and  Hoot;  J.  J.  Ktnny,  Eunuer,  Sui  rnnck 
Cil,.  tor  WHh,  ud  All.;  So.  deputiDent  Indndai  Uv  SUts 
All.,  FIl,  Ok.  U.,  OUl.  S.  C.  ud  Tei,:  Oeo.  J.  DtOtr.  ii»n> 
i(  AlUnU,  Gi.  SpecUl  natr.  E.  J.  OUktJ,  AUuu.  ' 
forGL.  S.  C.  udFfi.:  Win  Lnke.  DilUi,  To..  ForTei.,  A 
Underwood.  UlUe  Rock.  Aik.  for  Aik.,  U.  ud  Okli.;  R 
Lmra,  Aduti.  Ql,  (or  Ala.:  New  En^ud  Staler  I 
A  Dunkle,  te»nl  >(ente,  Boaton,  Han.:  Thomx  H.  Dw 
apedal  ageot,  Boatca.  Ifaaa.  Special  aunt  For  New  ^ 
Stale  (eicapt  N.  Y,  City).  W.  &.  BomerrOk.  Snmniic  N 
for  Del.,  Hd.,  D.  C,  Va..  N.  J.,  Pa.  and  W.  Va.;  t.  0.  llidi 
Ridunond.  Va.,  lot  N.  C:  W.  W.  SmiUi.  Rilei«b,  N,  C;  « 
Townlef,  m  Monroe  St.  Cblcaio,  III.,  noenJ  aeant:  D 
Tann«,  Columbue.  O.,  for  0.:  E.  F.  Raihiudi,  Deticil.  M 
lor  Uicb.:  F,  A.  Oanlerl.  Indianapots.  Ind.,  to  Ind.  and 
-  "■-'  ■  "■liea^o.  III.,  for  HI.  and  Mo.r  Roben  L.  B 
D.j  Geo.  R.  Crodey,  Vilwwkn,  Wk..  for 


i.  B^tife  far' 


roaleiF,l(il 


S,  eieept  Ail.,  C>1.. 


BRITISH   AND   FOREIGN   MARINE   INSURANCE   COMPANY,    Ltd., 
Liverpool,   Eng.^f 


United  StAlo  Managa,  W.  L.  H.  Sinpwo 
(Uniied 

StcreUry, 
Stilei  Bran 

obD  E.  HoSnuo,  New  York.    Orcanl«d,  1S«S. 
Ji  Sdtinici.) 

VtAl 

Aseti 

s=s 

SotfJu. 

pi-1™ 

Tool 
Iikcoae 

fst 

Ex.         Toul  Ei. 

Lows          R« 
Inramd      to  H 

1909 

IBOfi 

]Z 

1900 

81.3fiS.gS0 
1,311:893 

*i8a,e2i 

S4fi,9E3 
709,279 

IS 

77  ,800 
72  ,40« 

809,179 
7(10, 4W 

s 

303.428        4W,e2i 
l«8,Hl|       £84.182 

MS    f 

AsacTt,  I! 
Mortgace  loi 
Boidianda 
CuliboSc 
Agenti'  bala 


LiABiUTUC  Unhxd  Sta: 


Other  liibilitK*. 

I  pcdicrnolc 


lubDitin,  aa^  nirpliu... 


RISKS  AND  FREIUUHS:  Mime  ind  inlud  rUa  in  fori 
Deesmber  31.  813.0tl.M8;  premiimii  thetmn.  tl8a.SI7. 

BUSINESS  IN  U.  S.  SftCE  ADMISSION:  Fnmiumi  p 
oeirsd  137,330^18;  lowi  paid,  831.302,500. 

MORTGAGE  LOAN:  The  mortofe  of  817,000  li  eeeured  I 
B.  E.  oor.  Sli^  and  Oak  ita..  ForUud,  On.,  raliMl  at  t3S,0Q 
No  lBl«r«it  li  onnlue. 


BONDS  AND  STOCKa  OWNED: 


;.W  5% 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 
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BRITISH  AND  FOREIGN  MARINE  INSURANCE  COMPANY,  Ltd.,  Liverpool.  Eag.-Cont. 


fiont  AD  Siocn  Owiod.— CmK.  Far  Harkal 

Boms.— CmiC  Vahie.  Value. 

BiMt0D*]iaiB8R.R.,g.e.,  1928.81%  112,000  $11,280 

Bo«t(»  &  MaloeR.  R.,i«s.  1020,  4%  1000  %100 

OUOaloinrE.R..RC.  11138,4%, 2S,000  2S,000 

State  oTliMiL,  Ro.,  c^  1030. 3|% 12.000  11,010 

'h of  BrooMyn, bGdlntp .  1913.  8%. . .  42.000  40.740 

r.  of  K.  7.  epwatk..l9U.8i% 70.000  03.000 

r.  of  N.  T.,  add.  wBt  Btk^  1910.  34%  100.000  07.000 

Dl  of  Gohmbto,f..  1924. 8.66% 100.000  107.000 

IV»tQlPbifiaiid,192S.^ 8.000  8,040 

Cr.olFaiiiaai,nLim,S% 23.000  26.070 

QjrQfFbrUaMLnev^.faalL  1922.5%..  2.000  2.160 

Ent  SboieTSabiiibu  R.  K..  1940. 6%  36.000  31.600 

Fk.R.R.OD..ooLtr,  1913,44% 30.000  30.300 

CIL.JQLASlPhiIR.R.,1921.6%,...  66.000  50.950 

Utash  YaLB.  E..  1  m..  g..  1910, 4|%. ,.  36,000  87.460 


BoMM  AKD  Stocks  Omm.— Cant. 
Stocd. 


ntta..  Ft  Wayne  4k  GhL  R.  R 
in.  Cent  R.  R..  leMed  Unee... 
Glereliiid  ft  Flttabuis  R  R.. . . 


ValuB. 

876.000 

1.600 

25.000 


Kaiket 

Value. 

$134310 

1.470 

44.000 


Totds(book  veloe.  $1.013.06<) $918.100      $999.270 

mSGELLANEOUS:  Intereeta  identified  with  thfa  company 
abo  oontrol  the  American  A  Foreign  Marine  Insnranee  Company, 
OoDilagntioD  loaaae:  Baltlmoie.  1904,  $19,966.  The  V>me 
offioe  atatenant  d  the  company  aa  of  December  31,  1908.  ahowa 
aaaeta  of  £1326,938  exdiolve  of  £1.340.000  of  imealled  capital, 
the  paid-up  enpltal  being  £268,000.  The  balance  of  the  profit 
and  loaa  acoomit  and  undanrritlng  aceomt  waa  £366.917.  Valna 
of  apedaldepoaitB  in  Ore..  £62310. 

UNITED  STATES  TRUSTEE:    Oentral  Tr.  Go..  N.  T. 

FIELD  MEN  AND  TERRITORY  COVERED:  Balfour. 
Qnthrle  A  Co..  general  aganta,  San  Frandaoo.  Oal.;  A.  H.  Small, 
manager. 


CALEDONIAN  INSURANCE  COMPANY,  Edinburgh,  Scotland. 

United  Sutea  Manager,  Chaa.  H.  Poai;  Aaaiataiit  Manaffer.  R.  C.  Ouriatopher.  New  York.    Organind.  1806. 

(United  SUtea  Branch  Statiatica.) 


YukI    Assets 


I90d 
1O08 
ISO? 
1106 
1905 


82.004,094 
1.907,934 
1.840.816 
2.165,909 
1,883.200 


Unearned 
Prcouums 


$1,274,710 
1,287.361 
1.204,680 
1,169.697 
1.096,611 


Surplus 


0623,881 
674,920 
466,068 
627,226 
607,260 


Net 
Premhuna 


$1,411,027 
1,891,648 
1.398,929 
1.428.622 
1.880,144 


Total 
Income 


$1,604,186 
1.407.481 
1,464,669 
1.600,110 
1,440,619 


Paid 


$007,808 
769,647 
880,312 

2,843,696 
648,107 


Ex- 


$626,141 
617.848 
648.866 
628.624 
634.446 


Total  Ez- 
pcDditurea 


$1,192,444 
1,276.990 
1.428.667 
8,872.220 
1.182,663 


Incurred 


$614,496 
766.740 
607.442 

8.081,847 
644,096 


(+)RecM. 

from  or 
(— )  Remit 

to  BL  O. 


—$230,997 
—180.687 
—237.476 

+  2.186,748 
—161,442 


Assets.  Umtizd  States  Bkanch,  Dkcxuber  31.  1909. 

Keal  estate  owned  (book  value.  $439,610) $625,000 

Bonds  and  stocks  owned  (market  value) 1.219.880 

Cash  iQ  office  and  bonk 185.446 

Agents'  helanrrs,  not  over  3  months  due. 174,571 

latenst  accroed. 7,774 

Other  asaets 2,028 


Total  admitted  aaaeU. 


$2,064,694 


LiABiLmss,  United  States  Branch,  Dxcembes  31.  1909. 

Net  losses  unpaid  (including  $18,294  resisted) ....  $121,103 

Unearned  premiums 1,274,710 

Reserve  for  contingencies. 26,000 

Other  liabUities 20,000 

Total  liabilities,  except  surplus $1,440,813 

Surplus  as  to  policyholders 628,881 

Total  liabilities  and  surplus. $2,064,694 


.RISKS  AND  FKEMUmS:    Fire  risks  in  fotee.  December  31. 
SB2.i47401:  premiums  thereon.  $2,474,947 

BUSINESS    IK   UNITED  STATES   SINCE   ADMISSION: 
t^cazna  neeived.  $26,550,120;  kMsea  paid.  $17,152,701. 

B£AL  ESTATE  OWNED:    QmaiaU  of   the   12^tory   and 

baoKst  fireproof  building  at  50-62  Fine  st..  N  .Y.  (occupied 

Bijut  bjr  the  oooapaay).  whldi  coat,  $439,511.  and  is  valued  at 
8S5i6Q0L    It  ia  mincumbered. 

BONDS  AND  STOCKS  OWNED:               Par  Market 

Boiisa.                                  Value.  Value. 

^.  of  Oaaiinatf.  O.,  Park  Extn..l967.4%      $100,000  $104,000 

$.  of  Cbhimbia.  State  of  S.  C,  1910.  4%           7.000  7.000 

^.ofRidiBflad.  Va.,1924  4% 22.500  22.725 

^.o(Rieiaioad,Va..  1927.4% 2.600  2.525 

J  Y.Cy..g.,1928.34% 100.000  94,000 

5lQf^g,1942.3j% 100.000  91.000 

5- Y.Cf^g.,  11164.3}% 110.000  99.000 

^rdaiid.  Ore.,  wat.  loaa.  1923. 5% 60.000  54.500 

Stile  of  Ga^  1017. 3i% 10.000  10.000 

C.R.L*Pte.B.R.a>.'8gnjn.gl988,4%        50.000  49.600 

L3.AM  SLBR.Gi>'e,ff.ba.,1931.4%          50.000  47.600 
Bkhaoed  k  PeCetabnrg.  H.B.Oo.'8  ea  m.. 

^»IB,4*% 50.000  52,000 

SlLASwP.  1LR.Co'8.7>y  gold  notes 

912.41%. 26.000  24.260 

B^  Union  Om  Co.'8  1  ca.  m«.1945,5%           5.000  5.360 

C\t£iooQaaCb.ofN.Y..lm.c.l927.5%           6,000  5.050 

lUraster  Co.,  let  Itan  g.  n..  1913. 0% . .           9.000  9.180 

SVOCSB. 

irtaFeRy.Co..  prefd. 60.000  52.600 

C.M.4St.P.R.R.Oo.*aprefd 90.000  154.800 

9mbnl4Pitla.R.B.Go.*aeapltal....          10.000  17.600 

IbaJ^ttaa  Rj.  Go 60.000  70.500 

[lenii  A  &aezRj.Go.'s  capital 10.000  18.500 

^.Y^C.ASt.L.R.R.Co.'Blp 10.000  10.700 

f*.R.R 30.000  41,100 


BoMDS  AMD  Stocks  Ownio.— Conf.  Par  Market 

^WocKs.— Cent.  Value.  Value. 

R.,  W.  ft  0.  R.  R.  Gd.'8  capitol 810.000  $12.6C0 

Am.  Ex.  Nat  Bank  of  N.Y 10,000  25.000 

Cb.Oa8ofN.Y 50,000  80.000 

El.  Bond  &  Share  Go.'8  p 20.000  17,600 

Qn.  Adj.  Bureau 200  200 

Southern  Adjustment  Bureau 100  100 

The  Mackay  Co.'b  p 50.000  39.000 

UnderFriteis'  Salvage  Go.  of  N.  Y 1.000  1.250 

Underwriters' Salvage  Co.  of  Chi 1,000  750 

W.  Adjusters  &  Insp.  Co 100  100 

Totals  (book  value.  $1.212.230) $1,088,400  $1,219,880 


MISCELLANEOUS:  This  company  began  buaineas  in  the 
United  States  in  1890.  Its  home  office  statement  aa  of  December 
31. 1908.  showed  a  subscribed  capital  of  £537.500  (£107,500  paid 
up)  and  aaaeta  aggregating  £3,3ul,467.  The  interests  connected 
with  tliis  company  also  control  the  (^edonian-American,  of  N. 
Y.  ConflagraUon  losses:  Jacksonville.  Fla.,  1901.  8107,873; 
Pateiaon.  N.  J..  1902.  $31,532;  Balto..  1904.  $248,292;  San 
Francisco.  1906.  $2,430,968.  Clhelsoa.  1908.  $44,578.  Value  of 
special  deposits:    Ohio,  8100,000;  Ga..  $10,000;  Va.,  $25,250. 

UNITED  STATES  TRUSTEES:  Richard  J.  Croas.  Walter 
Phelpe  BUsB.  N.  Y.  Cy. 

HELD  MEN  AND  TERRITORY  COVERED:  Cha8.H.Pb8t. 
U.  S.  manager;  R.  C.  Christopher,  asatatant  U.  S.  manager;  D.  M. 
Darby,  aeeretary  Cy.  department;  C  D.  Cobb  &  Co.,  Denver, 
Colo.,  general  agents;  A.  LTefft,  special  agent  for  Colo,  and  Wyo.; 
Love-Haskell  Co..  Omaha,  Neb.,  general  agents  for  Neb.;  (3eo.  A. 
Morin.  Indianapolis.  Ind.,  special  agent  for  111.,  (except  Ckwk  Co.). 
Ind.  and  0.:John  B.  Adams,  Detroit,  Mich.,  Bpeenl  agent  for 
Mich.;  C.  E.  Johnson.  Milwaukee,  Wis.,  special  agent  for  Wis.; 
John  M.  Stoney,  Jr.,  Philadelphia,  Pa.,  general  agent  for  Pa.,  Md., 
D.  Cm  Del-  and  W.  Va.;  Thoe.  F.  Shean.  special  agent.  N.  Y.  and  N. 
J.;  W.  F.  Dearborn,  Jr.,  Boston,  Mass.,  general  agent  for  Conn., 
Mass.,  Me.  and  N.  H.;  W.  A.  Lester,  special  agent  for  R.  I.;  M.  D. 
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CALEDONIAN  INSURANCE  COMPANY,  Edinburgh,  Scotland.—CarUinued, 


Burke.,  Memphis,  Tenn.,  ipedal  a^^t,  for  Teon.,  Aric  and 
Miss.;  Beers.  Keniaon  ft  Co..  Qalveaton,  Tex.,  gonend  agenta  for 
Tex.;  Geo.  R.  Williama,  Atlanta.  Ga.,  special  agent  for  N.  C,  S.  C, 
Ga.,  Va.  and  Ky.;  E.  A.  Groover,  JaekaoDville,  Fla.,  general  agent 
Fla.  and  So.  Ga.;  Thoe.  J.  Conroy  and  Alfred  jEL  Grim,  managers 
Geo.  A.  Crux,  assistant  manager,  San  Franoisoo,  Fac.  Coast  de- 
partment, comprising  Oal.,  Nev.,  Aria.,  Ore.,  Wash.,  Ida.,  Utah, 
Mont.  Alas,  and  the  Hawaiian  Islands:   W.  G.  Fortman,  Port- 


land, Ore.,  special  agent  for  Ore.,  Wash.,  Ida.  and  Moat.;  E.  E. 
Fanabaker,  Saommento,  Cal..  special  agent  for  Cent  ObI.;  Wairen 
Campbell,  Los  Angeles,  Oal.,  spedaf  agent  for  So.  Oil.  The 
company  operates  in  Alas.,  Aria.,  Ark.,  OaL.  Colo.,  Oonn.,  Del., 
D.  a.  Fla.,  Ga.,  Hawaiian  Islands,  Ida..  III.,  Ind.,  Ky..  La.,  Me^ 
Md.,  Mass.,  MicL.  Minn.,  Miss.,  Mo.,  Mont.  Neb..  Nct..  N.  H., 
N.  J..  N.  Y,  N.  C,  0.,  Ore.,  Pa.,  R.  I.,  8.  C,  Tenn.,  Otsh,  Tex., 
Va.,  Wash.,  W.  Va.,  Wis.  and  Wyo.  and  in  the  DomlnkHi  of  Canada. 


CANTON  INSURANCE  OFFICE,  Ltd,,  Hong  Kong,  China. 

Pacific  Coast  General  Agents,  Parrott  &  Co.,  San  Francisco,  Cal.    Oix^uiized.  1830. 


MISCELLANEOUS:  Thb  company  k  licensed  to  write 
marine  insurance  in  California.  The  Osnton  has  $200,000  of 
n.  S.  bonds  deposited  with  the  Insurance  Department  of  the 
State  of  Washington.  It  oiwrates  in  Oal.,  Hawaii  and  Wash., 
where  it  transacts  noarine  business  only.  Its  Pacific  Coast  net  pre- 
miums in  1900  weie  S130,466,  its  losees  1101,223.  and  its  ruks. 


written  and  renewed,  134,010,658.  Thk  companVs  U.  S.  agency 
was  established  in  1882.  At  date  of  kitest  ayauahle  report  the 
company  had  a  subscribed  capital  of  $2,500,000  Qlezicaa  dollars). 
of  which  $500,000  (Mexican  dollars)  were  paid  up,  and  asKts 
amounting  to  $2,024,676  (Mexican  doUan). 


COLOGNE  REINSURANCE  COMPANY,  Cologne,  Germany. 

United  States  Manager,  E.  M.  Cragin,  New  York.    Organized,  1852. 

(United  States  Branch  Statistics.) 


Yeas 

Assets 

Unearned 

Surplus 

Net 
Premiums 

Tofal 
Income 

Losses 
Paid 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

Remit, 
to  H.  O. 

1909 
1908 
1907 
1906 
1905 

$1,101,403 

1,110,189 

1,042,402 

827,010 

839,639 

$508,201 
511.144 
522.800 
348,844 
828.652 

$483,704 
492,643 
400.350 
417.214 
858,960 

$935,003 

943.014 

*1,202,202 

632,647 

581,784 

$970,823 
972.441 

1,228,379 
665,247 
604,606 

$447,411 
559,228 
569,394 

t254,601 
826,256 

$299,682 
297,520 
357,731 
192,456 
218,576 

$747,098 
856,748 
927,125 
447,057 
544.832 

$443,109 
526,378 
627,685 

t268,536 
318,019 

$222,87S 

72,802 

76.017 

17tt.320 

5.672 

*  Includes  $193,015  of  premiums  written  by  home  office  in  1906,  m  States  hi  which  the  company  was  not  entered,    t  Cali- 
fornia not  in  jurisdiction  of  United  States  Branch;  San  Francisco  conflagration  losses  paid  by  home  office. 


Assets,  Unhzd  States  Branch,  December  31,  1909. 

Bonds  owned  (market  value) $919,090 

Cash  in  office  and  bank 237 

Agents'  balances,  not  over  3  months  due. 170,266 

Interest  accrued 11,810 


Total  admitted  assets $1,101,408 


Liabilities,  United  States  Branch,  Decehber  81,  1909 

Net  losses  unpaid  (none  resisted) $89,49S 

Unearned  premiums 508,201 

Other  liabilities 20,00( 

Total  liabaities.  except  surplus $617,091 

Surplus  as  to  policyholders 483,70^ 

Total  liabaities  and  surplus. $1,101,40 


RISKS  AlO)  PREMIUMS:    Fhre  risks  in  foree,  Deeember  81, 
$186,214,655;  premiums  thereon,  $965,790. 

BUSINESS   IN   UNITED    STATES  SINCE   ADMISSION: 
Premiums  received,  $6,757,822:  kMses  paid,  $8,839,892. 

Psr  Market 

BONDS  OWNED:  Value.         Value. 

U.  8.  wg..  1926,  4%. $159,000      $182,850 

N.  Y.  Cy.,  reg.,  1917, 3*% 100,000         97,000 

1995,4%  135,000  135.000 

150,000  145,500 

Uenk  t'ae.  Ky.  g.  m.,  iviw,  dt% 46,000  40.980 

ChL,  MU.  k  St.  Fftul  Ry.  Co..  1921.  5% .  80.000  87,200 

Union  Pao.  By.  Co.,  1  m.,  1947, 4% 180,000  183.600 

Totals  (book  value,  $062,462) $800,000      $919,090 


MISCELLANEOUS:  The  Oobne  began  busineaB  in  the  Unite 
States  in  1808.  On  January  1.  1900,  its  offioe  statement  ahowc 
assets  amounting  to  46.296,993  marks  Including  7.200,000  i 
stoekholderB*  notes.  Its  capital  was  9,000,000  marica.  Ite  rel 
Uons  with  the  Gennan-Ameriean,  of  N.  Y.  are  very  cloaa.  Ooi 
eaKratton  losses:  Balto.,  1904,  $125,000;  San  Frandsoo,  19C 
$858,000.  These  losses  were  incurred  by  company's  home  offic 
The  United  States  branch  is  not  entered  in  Maiylnnd  or  O 

UNITED  STATES  TRUSTEES:  Louis  F.  Dommeiieh.  Wo< 
bury  Langdon,  N.  Y. 

TERRITORY  COVERED:    The  compaoy  is  lieenaed  in  OJ 
Conn.,  Del.,  HI.,  La.,  Mass.,  Mich..  MissTMont.  N.  J..  N. 
N.  C,  Pa.,  Tex.  and  W.  Va. 


COMMERCIAL  UNION  ASSURANCE  COMPANY,  Ltd.,  London   Eng.§ 

United  States  Manager,  A.  H.  Wray;   Assistant  Manager,  C.  T.  Holman;   Branch  Secretary,  Wm.  M.  Ballard,  New    Y« 

Organizea,  1861. 

(United  States  Branch  Statistics.) 


YXAS 


1909 
1908 
1907 
1906 
1905 


Assets 


$7,310,375 
6,853.998 
6,744,997 
7,179,301 
5,067,450 


Unearned 
Premiums 


$3,631,547 
8,376,213 
8,488,286 
8,945.040 
2,996.176 


Surplus 


$2,652,893 
2,436,584 
1,885,166 
1,613,066 
1,570,994 


Net 

Premiums 


«64,398,612 
8,700,162 
3,650,219 
5,219,508 
3.311,729 


Total 
Income 


$4,638,661 
8,940,170 
3,852,453 
5,383,562 
3.481,024 


Paid 


*^,237,022 
2,317,440 
2,096,227 
3,684,655 
1,952,818 


Ex- 
penses 


$1,321,867 
1,213,862 
1,208,097 
1,767,490 
1,104,606 


Total  Ex- 
penditures 


$3,558,889 
8,531,802 
8,804,324 
5,452,145 
8,057,424 


Incurred 


$2,184,865 
1,97&.012 
1,808.898 
4,800.871 
1.890.076 


(+>  ^ 


(— > 
to 


+  2^^« 


Unearned  premiums  include  amounts  reclaimable  on  perpetual  policies.    *  Includes  $568,291  marine  praniiims  and 
marine  losses. 
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COMMERCIAL  UNION  ASSURANCE  COMPANY,  Ltd.,  London,  Eng,—CofUimied. 


AssEXS,  Umrxd  States  Beanch,  Dxcekbxs  31,  1909. 

Red  estate  owned  (book  vahie,  f«98.164) S888,000 

Iforttagc  loans  on  real  estate 23,000 

Bcmb  and  stocks  owned  (market  vahie) 6,075,040 

Caih  in  office  and  bank 340,215 

.^i^ents*  Twlanfrs,  not  over  3  months  due. 008,531 

lolenat  and  rents  accnied 75,589 


Total  admitted  assets. 


17,310,375 


LZABIUTIKS,  UnITXD  StaIKS  BlANCH,  DxCUfBBS  31,  1909. 

Net  losses  unpaid  (including  $878,608  resisted) . . .  1788,883 

Unearned  premiums  (except  perpetuals} 3,584,385 

Amount  rnJaimable  on  perpetual  policies. 07,162 

Other  liabilities 287,103 

Total  liabilities,  except  surplus $4,657,483 

Surplus  as  to  policynolden. 2,052,892 

Total  liabilities  and  suri^us. $7,310,375 


RISKS  AND  PREMIUMS:  Fire  risks  In  foree  (except  per- 
p^nb),  Deoember  31,  $643,196,075;  premiums  thereon,  $6.- 
wJSSQc  marine  snd  inlsnd  risks  In  force,  $134MI8,465:  inemiums 
tboeoa,  $387,625;  peipetoal  fire  risks,  $6,068,085;  dnwsltpre- 
■isms  thatoa.$107^ 

BUSINESS  IN  UNITED  STATES  SINGE  ADMISSION: 
FkmiaM  rcsdred,  $87,119,391:  kMM  paid.  $62,710,090. 

REAL  ESTATE  OWNED:  Compt^m  the  bulld&ig  and  fets 
at  K.  E.  eor.  Flue  and  WflUam  sts.,  snd  60  William  st,  N.  Y., 
ouupied  hf  the  companj  (book  value,  $644,164;  carried  at 
$73S4M»}:  sad  the  bolk&ic  and  h>ts  at  416^18  Wabut  st. 
FUIa.  (book  vah^.  $64,000:  market  value,  $150,000). 

MORTGAGE  LOANS:  Them  an  5  kians,  of  $1,000  to  $9,000 
eadi.  asgitgatfaig  $23,000^  secured  by  hnproved  dty  property, 
vaload  at  $49jOQa 

BONDS  AND  STOCKS  OWNED:  Far          Market 

Bombs.  Value.         Value. 

C.  S.  fee.,  1925, 4%. $110,000      $126,500 

U.  &,!«..  1930.  2% 10.000          10.200 

Cy.  of  OevdMid,  0.,  zee.  1921.  4%. ... .  100.000        101,000 

State  ol  GeoiKia.  rec.  1915.  4i% 10,000          10,500 

N.  Y.  Cy^  leg..  1922,  34% 100,000         05.000 

K.  Y.  ^.,  res^  1927.  3}% 100.000         94.000 

N.  Y.  ^^  leg^  1952  3|% 100.000         90.000 

5.  Y.  ^^  leg..  1910,  6%, 100.000        101.000 

X.Y.Cy^nf..l915.3i% 28.000         27.440 

X.  Y.  Cy^  nx..  1955.  4% 50.000          50.000 

X.  Y.  cy.,  WiO.  4% 100,000        100.000 

P> .  of  Richmond.  Va.,  leg.,  1948,  4% . .  50.000         50,500 

Ati.aiiBeB.R.(L.4kN.coL).1952.4%  50.000         47.500 

B. £ 0. RJLCSaWDIv.).  1  m.l92S,  3}%  14,000          12.600 

KftO.R.B.(P   L.E.AW.Va.)r.l94M%  100.000         93.000 

Biif.Rj.Q>.,lca.n..l931.5% 25,000         27.000 

CR.R.of  N.J^CD.m.,re&.1967,5%..  50.000          62.500 

CFte.B.O».,lr.m.gr,1949.4% 100.000         97.000 

CaL  Fae.  By.  Cb.,  m.  gr..  1929.  $1% . . .  50.000         44.500 

QK8s.AOhioRy..lc&.l9».5% 50.000         57.000 

C.aAQ.B.ILOo..IlLDiv..lM9,34%  50.000         45,000 

C  L  a  A  E.  Ry..  1  m.  gr..  1969.  4{%.  30.000         32.100 

C.M.ASLPJLR.Cb.,Tin.,lml914.5%  75,000  78,000 
ClLASt.P.R.R.Cbu(aftP.W.I)iv.) 

lB.,igS1.5% 50,000         54,500 

aA5«B.R.B^s.L,d.ieg.,1928,5%..  68,000         74,120 

CAKvn.R.R.,eiLm.,1915,7% 50,000         57,000 

CR.LAF.R.R.,Im.,reff..  1917,6%  60,000         67.200 

CR.L*P.R.IL,SB'Bm1988.4%...  50,000         49.600 

CR.I.AP.R.^lr.m..l934.4%...  50.000         454K)0 

CSt.L.AN.O.B.IL,es.m..l961.5%  50,000  58,500 
C.  C^  a  4e  St.  L.  B.  R.  Oo.(S.dc  G.  DiT.), 

Im..l940.4% 50.000         47.500 

a,C^aASt.L.ltR..ga.ra.g..l998,4%.  50,000         48.500 

0».Ry.ALtg.Co.,  lr.gr,  1961,^%  60.000         51,500 

CenvcriBfo  Grande  R.R.,les.,1936,4i%  50,000         52,000 

Dm«rARloGzmBdeR.R.,les..l936,4%  50,000         47,500 

Di9M.4rt.D.R.R.,Im.,gr.,1935.^  100,000         90.000 

Ditnitt  United  Ry8..1cs.m.,  1932, 4i%.  lOO/NM         82,000 

Erie&y.CbL,lcB.m.,1920.7% 60,000         734Mn 

Gt  Sol— No.  F^.  a,B.AQ..eoL,1921,4%  100,000         97,000 

IZL  a  R.IL  (par  ltaM9s},lD^  1052.34%  50,000         44,500 

Is..  Mian.  A  Nwn.B.R^li«8.,  1935,31%  50,000         46.000 

Ky.0Bit.R.R.,lm..l987,4%.. 20.000          10.400 

UkeEiie4W.R.R.,lm.,l937,5%..  13,000          14320 

Lake  ShoeeAMkh.  So.  By..  1928,4%..  50,000         48.000 

i^VaLoCN.Y.R.B.,lm.j«g.grlM0.4|%  50,000         53,100 

Ieh.VaLTBJLR.G(K,l  m.,  rBg47.194li%  50,000         57,500 

LencUHMiR  R.«>yr.de^M34,^..  50,000         53,500 

Laag  UHMlR.R..r.  a.  n.,  1949,4%...  100,000         99,000 

L*N.R.R.O)L.imlfiedm.,1940,4%.  25,000         25.000 

LAN.ILR.N.O.AM.DlT.,lm.l930i%  60,000         62,500 

L*N.R.R.(A,K.4EaDiv.).1055,4C  W.00O         47,000 

II^St[BfXMr.Y.,mjn.ft.col^^^  25000         20,000 

VeL etRyTODi.  N.^.. r. m., 2002, 4% .  50,000         26.000 

Kek  Otait.  By.,  d.,  1929,  4% 50,000         46,500 

M,UkeShoieAW.eB.lnL.,1921,6%.  26,000         29.260 

Hfaaettofis  8l^.,l  eB.aL.1919. 5% . . . .  50,000         52,500 

MjSt.]F.A8baitfi(teJfafffeR.R.grl988,4%  1004XN)         09,000 


Bonds  and  Stocks  OwNBD.—Ceiil.  Far  Market 

Bonds.— C«m(.  Value.  Vahie. 

MisiisRppi  Cent  R.R.O>.,  1  m.,  1940, 5%.  $50,000  $48,000 

Mo.  Pae.  By.,  m.,  1945.  4% 50.000  41.000 

N.O.Tm.Oo..  A.  lBi..gr.,  1968.4%,..  50.000  42,M0 

N.  Y.  a  4kH.RR.R..g.d.,  1934.4%..  200.000  192.000 

N.Y.a4HR.R.R.,LSh.ooL1998,3|%  50,000  40,500 

N.  4k  W.  R  R.,  tan^  and  est,  1934, 6% .  50,000  68,000 

Norfolk  *W.R.R.,gn.B;,  1931,0%...  50.000  62,500 
Nor.  A  W.  R.R.  Div.,  1  h.  4k  gn.  m.,. 

1944,4% 25.000  23,260 

No.  FiM.  K.  R  (prior  hi  and  had  grant). 

reg..  1997, 4%, 100,000  108.000 

Ore.  Short  line  R.  R.,  r.  m.  gr.,  1929, 4%  100.000  06,000 

Pis.  0>.,  gr.  tr.  ctfs.,  nr.  D,  1944, 3i% . . .  100,000  90,000 

Ps.  R.  R..  ev..  1915, 8}% 60,000  48,500 

8tLouisTratts.Co..taap..l924.5%....  28,000  21,260 

St  U  I.  Mtn.A  S0.IUL,  un.A.nnl«»,4%  50,000  43.000 

St  L^  I.  M.  4  So.R7jn.cs.inAl.g.l93U%  50.000  55,000 
St  Louis  Termioal  Ciqyies  Sta.  k  Fkop- 

ertyOo.,1917,4i%. 70,000  70,000 

8tF.Qv.Ry.Co.,Mtain.,eablecs.l937,5%  26,000  27.000 

St  P..M.  AM.  Ry.,cs.m..  1938.6%....  26.000  32,000 

Sa  Ry.  Com  1  es.  m.,  1994,  5% 100.000  112.000 

T.,W.VsLAO.RRCo..A.,if931,4i%  85,000  88.400 

T..  W.  VsL  A  O.R.R  Co.,  B.,  1933,41%  4,000  4,160 

Unton  FiM.R.RGo..l  m..ry.Al.g.,1947.4%  100.000  102.000 

UnitedorNJ.RaUAGhnalCo..l944.4%  12.000  12.480 

Wabash  R.  R  Co..  1  hi.  tm..  1964. 4%. .  50,000  48.000 

W.  F^  R.  R.,  cs.  m.,  gr.,  1928. 4% 50.000  50.500 

W.  Sh.  R.  R..  gr.,  1  m.,  teg.,  1961.  4% . .  50,000  51.000 

AFltt£urg.lm.,  1990.4%....  26.000  23.750 

84.000  85.020 

50.000  48,500 

Stocu. 

ChL.  Mn.  ASt  FbulRR.,  p 15.000  25,800 

N.Y..N.H.AH.RR 56,000  864M0 

Gn.  Adjustment  Bureau,  N.  Y 150  150 

Sotttheni  Adjuitment  Bureau. 50  50 

Underwriters  Salvage  AssQ.  of  N.Y 1,000  U60 

Underwriter^  Salvage  Co.  of  Chi 1,000  750 

Totals  (book  value,  $5,0801730) $6,060,200  $5,075iO40 


MISCELLANEOUS:  This  eompany  bwoi  buibiesi  fai  the 
United  States  fai  1871.  The  Gommerdal  Unloo,  of  N.  Y.  and 
the  PdaUne.  of  London,  are  doeely  sffiUated  and  under  the  sanae 
msnsgement  In  this  country.  The  December  81, 1909,  home  office 
statement  of  the  Commercial  Unton  shows  capital  subseribed, 
£2,960.000  and  paki-up.  £295.000.  with  total  sasets  of  £18,966,237. 
Conflsgration  kM«:  Bslto.,  1904,  $384,115;  Ssn  Frandseo, 
1906,  $2,409,525.  San  Frandseo  tosees  were  paid  by  rsmittaoces 
from  home  offioe.  Values  of  special  deposits:  Vs.,  $50,500( 
Qa..  $10,500;  N.  M..  $10,200. 

UNITED  STATES  TRUSTEES:  John  Claflm.  John  T.  Terry. 
Richard  J.  Ooes. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  H.  Wrsy, 
United  States  mansger,  Charies  J.  Hohnan.  anlstant  manager, 
William  M.  Ballard,  branch  secretary.  Jurisdiction  embraces 
aU  the  United  SUtes  E.  of  the  Rocky  Mountains:  H.  C. 
Eddy.  Ghicsgo,  IlL,  resklent  secretary;  S.  8.  Ftowe,  sssis- 
tant  seeretsiy :  T.  E.  Mathews,  sgency  superintendent  for  W. 
department,  comprising  Mich.,  0.,  Ind.,  ID.,  Wis.,  la.,  Minn,  and 
Mo.;  J.  F.  Edmonds,  Denver,  (>olo.jresklent  seeretsiy;  George 
Sherrick.  assistant  seeretarv  for  No.  W.  department  oomprislQg 
Kan..  Neb..  N.  D,  OUan  S.  D.,  Colo..  N.  M.  and  Wyo.  R  T. 
Niebling,  San  Ftandsco.  GsL,  mana^  Pse.  (Soast  brsneh;  P.  de  & 
Obev.  brsneh  se<aetary,  eovotog  Ore..  GsL,  Nev.,  Utah.  Aiis., 
Wssn..  Alss.  Montsndnaw.  I.;  CMonroseASoDS.  New  (Means, 
La.,  general  sgents,  for  La.;  E.  A.  Groover,  Jadcsonville,  Fla., 
general  agent  for  Fla.;  R  D.  Coughanour,  Jr.,  Dallas,  Tex., 
State  agent  for  Tez.:  E.  B.  Hopwood,  adjuster  for  N.  Y.  (^. 
snd  suburbs.  Spedsl  scents:  W.  T.  Fumess,  Boston,  Mass.,  for 
New  England  States;  W.  B.  Fbnrose,  Hartford,  Conn.,  for  Conn.: 
A.  M.  Travers,  Richmond,  Va.,  for  Va^  N.  a  and  W.  Va.;  David 


REPORTS   OF   FIRE    INSURANCE   COMPANIES. 


COUMERCIAL  UNION  ASSURANCE  COMPANY,  Ltd.,  LoBdon,  Ei^. 


CiMwdl.  Louimllt,  S>..  lai  Kr  sii 
(or  N.  J.,  L.  1.,  Rldunond  ud  WBt 
-  ■  -  idualfr.  N.  Y,.  for  W.  P 
,  MImit,  N.  Y.,  tar  E.  N 
'.  Pl;   HuUJton  Yu«i 


Cnte,  AIUkiw.  a,  (or  0.:    W. 
ID.,  for  Hlnn.^   Willai  E.  Atwt 


W^L  .  „, 

Gnffittu,  Jr.,  SI.  Louii.  Ho„  for  So, 


tLHaim, 


s.  c.  a«. 


T  Wii.;   John  StoDi, 


U.,  tar  b.  ind 


lOgh-b 


Oaj  A.  Bldutnk 


Alhbadi,  II 


Dv   MolMi 


. fotOtU.:  O.  A-WftnlH 

•BdA.E.PufT'orN.  D.;  B.  0.  Wnr  fw  Colo..  W70,  imil  N. " 
Ph.  Coul  iphU  HntE    f.  3.  H.  lUuing,  Su  ftiBdHO,  C 
Oeom  W.  SwMi,^ikuw,  Wiih.:   H,  "    "-""^ — ■  "— '- 
On..  J.  H.  Momw,  Loi  Anfclea.  Cd.,  C„.  . . 
ONO,  Cd.    Tba  eoBptu  aimla  in  ill  Ctic  St 
ol  Ua  ttnitod  Stats,  aiaeiiC  Alu.  ud  Hh.  u 


:   H.  £.  Fukhiint  PoRlud, 


FIRST  RUSSIAN   INSURANCE  COMPANY,  St.  Petersburg,  Russia. 

UniiHi  Stata  Muunr,  Pul  £.  Smmh,  New  YoA.    Onuiiel  IS2T. 
(Uallnl  Sam  Branch  Statiidn.) 


uooimca      SurnLui  w«  low 


a7a,iT7 


s«a.««      H.m 


ISO.Ml        W,S» 


tS01,0U      1301.300 


W.H9I  — te&m 


BTS,    UHimi  SlATIS  BUHCH.  DEdUBU    31,    IWW. 

id  SEK-ts  Govonznoil  Rfular  4%  boudi, 

t£  {(lOO.OOO) tllS.000 

y«k  CiQ  1%  tKodi,  l)U-«  (H71,00(» ....  BTl.OOO 

in  office  uBif  bulk tl.Ttl 

a-  twlucea.  not  OTcr  3  mcnllB  doe. 30,311 

Bt  «ccnied. WBO 

Fotil  idmilted  ukU tSTS.MS 


Lluilitiis.  Ukird  Statu  Bkamcb.  Dta 
Net  lotK*  unpaid  (dod 
Uneanied  proiduiiu. . . 
Otha  llibaitla 


RISKS  ilHD  FRSMinliS:  Fin  rUi  in  tone  Daeembi 
tSOJTSJISO:  pnmisnu  ibareon.  3806,9TT. 

BUaiKESS  IN  U.  B.  SINCE  jU)lliaaiON:  Fmnlam 
aeind.  11.734,113'   loMa  pud.  1S3&91A. 

lUaCSLLANEOnS;  TUa  aaaipuT  na  JUami  to  in 
bwtnaa  In  N.  Y.  Stitt  aarij  in  1007  anl  witta  irim 


Total  Ihbmtk) 


odj  IB  Iba  DnUail  Stats.    Pud  E  Raior  ta  aki  mi 
BiMtan  RalMiinu*  Coopaar  and  (ba  Know  R 
nbar  31.   IBOT,  Ihk  aoml 
(•dial  aiMaOOO)  and  n 


UNITED  STATES  TBUSTEEi    1 


FONCIERE  INSURANCE  COMPANY,  Paris 

France^ 

New  York.    O^-l-d.  1B7». 

¥«*» 

Aaaeta 

Ucnnied 
Ptenriuma 

Sorploa 

N,, 

Total 

LoaM 

Paid 

Ei- 
pauet 

Total  Ei- 
psditurt. 

loso 

r 

S 

:is 

3321.337 

fSSSS 

s 

1:1 

111 

311.317 

■33,087 
2£l» 
34^3» 

i«;t» 

~>o.ai7 

aes. 


Total  adioitted  al 


Total  UabiUtle*  aod  n 


RISKS  AND  PREUnilS:    Uartai  and  taland  iliki  ta  [gna,   I 
DegHibei  31.  tSBS/nS:  ^nmiudu  tbenoo.  tUilS. 

MISCELLANEOUS:  TUa  nmpanr  truiK^ti  a  maitaa  buri- 
•«a  «  the  Faa.  Coaat  odIj,  lie  boma  offiee  atatameat  s  of 
DaeoBbM  31,  ISOT,  ahowcf  uaeU  unountlni  lo  H8B3.B1>  and   1 


a  i^tal  ot  tifOajlOa^  31430.000  of 


UOamo,    3IJSO.OD0  of  whlefa  la  paid  np.     Il 

lata  la  1007  maldnc  the  an^iUtataa>da|KiA.     1 
ah)  aceol  of  IhabeDenl  tlarlBa  and  Iha  nmian 


GENERAL  INSURANCE  COMPANY,  Dresden,  Saxony.^ 


n.a.c 

^^.^jrbSs2i:?£i'Y„h. 

Yiu. 

Aaaeta 

tes 

Suiplua 

Met 
Premiuina 

Total 
looome 

Loa« 
Pdd 

Ei- 

pendioira 

Loaae.     1     Raniu" 
iDcnnd  U>  H.  O. 

300 

•Ot 

'iiO 

iS:S2 

11 

lOJlI 

3337,831 

333^7^) 

1 

11 

M  11 

REPOKTS  OF  FISE  INSURANCE  COMPANIES. 


GENERAL  INSURANCE   COMPANY,  Dre«len.  Saxony— C«iW»«««rf. 
AsxTS.  Dhtted  States  Bramch.  Dcjioini  SI.  1<W.  Llamuths.  Uhitid  Statu  Biahi 

Bomii  onsl  (nuiket  value) tWT.OOO 

CufciBoffiixmailbuik 0.916 

.tanu'  biliaai.  not  ant  t  monlhi  doe 28.118 

Inmi  accnied. 1.341 


Unomed  pranlama M.OW 

Other  lubOilin e.i7B 

Tool  IUba[eis,  except  nirphn IM.T36 

Snipliu  u  to  poUeyholdm. SIO.SM 

Total  UabOltlea  and  nitpliu. t375.tM 


BONSe  OWNED: 
i.T.0i.c|n»k,1964.W 

TMak  (book  nlaa,  m,>l». 


HISCELUNEOnS:    Thia    c 
itami  us  mdH  t>w  gui 
0*  JaauiT  1.  ItOT.  tUa  o> 


□paiir    aod    Uh    SwltKilaod 
..  __..a(eai«it  la  tba  CnlM  SUIh, 
Mspan/i  biHn  oSee  itatameat  dund 
.  .^^.^  „  u»,Ta4  aarkh  lia  eaptU]  bltaf  3,0aD,IX» 
B  (buludtaf  lOeajOO  maria  af  doekbiildHi'  nola). 


HAMBURG-BREMEN  FIRE  INSURANCE  COMPANY,  Hamburg,  Germany. 

United  Stalea  Uuuis.  F.  O.  A9cM,  New  York.    Oifulicd.  IBM. 

(nsHsd  Btatei  Bruufa  BMtMlM) 


— 

— — - 



i:+)RcCd 

Yua 

Soiphu 

IW» 

t  .3si.m 

ti.408.au 

1.7M.SU 

Auet&  UnrsD  Suns  Bunch,  Dicxusa  31.  1»(M. 

d  one-half  of  riaka  in  ccrtuD  ante*.  •tiS.IST. 
LiASittiaa.  Uhtib.  Staus  BiAHCH.  DaoMni  31,  ItM. 

w'Sll!S»='^":::::::;;:. 

:"ffi:!!.' 

— __ 

R^ES  AND  FREMIUHB:  Hn  rUa  tn  font,  Dn^Jie  tL 
tamiMii  pnmau  thanoB.  taj«lj»2. 

KSLVESB  IK  ITNITBD  9TATF8  atN{S  ADWBSIOH; 
PiBinB  inrtnd.  t3Tjm).«»:  kiaaBpaU.UI.i31.S17. 

0[)LL.4TEaAL  LOANS  an  ai  [oDdwe 


ITi  S.  7.^,  15,  in.  4%,  IBM, . . , 

t  *a.  L  S,  W  mx  ra. .'. ..'.'.'."'. 

i.kLB.!L  Oa, I  rTJoe  WSI,  *%.... 
Or.  Aott  I.  rTr.  Ok  t..  IM).  t%.. . . 
a  1 0.  H.  B.  Co.,  fiw  h,  IDA  Sf !% . . 
Cs(aa.Kr.Ca..a..lMM%^ 

DtL3.K.a>^M.m..im.H%.. 

UH.  tt.Co.,iulMft4%..         ...  „™ 

■4.3^  V.B,jjOi>.J%  •.  f.  b,  laiB. . .  2,3« 

K.  K.  t  S.  Ry.  Co.  tit  t%.  Wtt ion 

.vrc4  ejiB.Bj)o;jt4^*S  ... 

he.  R.R.  of  Ho.  91  ««, »% 

a Hr.  lata,  MM. 6% 

Cnaa  Pk.  ILB.  Co,  lat  4%.  1H7 


Tk  R.K.  Am..  <<  at.  I^  dL  r.,  DBEl.  4%  »» 

LaiHi  Bj*  On,  al  St,  L.,  latuu  1»H  «fei^ 

Talda WJM 

BONOS  OWKID:  Vahii. 


Bomx  OwnD.— Cflil. 


B.  A  a.  R  R.  Co.. 
Ctot.  of  Oa.  R.  B. . 
Cut  Pae.  Ry.  Co., 


Tj.  a.  I.,  f..  191 

r..V.„lfii.»3 


'•  B.  B..  a.,  n.  (..  int.  4% 
■  "- t.  IMl,  *%  . 


00.000 
U,MO 


C  B.  i  a  R.  B.Co. 


481.  P.  A.  R.  Co.  b 

&.I.,St.L.lClt.B.|ii. 

D.  AR.G.  R.R.,  slm. 

E.  Tan..  Va.  4  Oa.  R.  R., 
Erit  B.  R.  Co..  ptor  In.  I 
Ho^Val.RT.a)..a.l 
m.  Cmt.  R.  R.  I  m.  I..  1 
Uka  Erie  4  W.  B.  R.  1 1 


HcKaB.*  Tta.R.R.Qi..l  i 


}l 


>.«  Tta.R.R.Qi..i  B.  t.,  maA\ 

I  Fm.  Bj.  Od.,  tr.  c  TOIT,  S% 

*  Bt.  L.  R.  B.,1  m.  ■..  tm.  4' 

K,  iin.B|'.Oa.,E*.lii.(M  IOM.4%.. 

N.Fas.  R.  R.  Cbi,  ular  hL  n.  and  Iwd 

friot,  1. 1907,  4% 

On.  Br.l  NaT.  Co.,  ea.  m.  (.,  1048.  4% 
On.  Hhsrt  UncR.  R.Ci>..a>.Im4-lMCt% 


20,000 
KUWO 
WOOD 
10,000 


M.5D0 
40,000 
KMO 


4BM0 
)*.400 


204 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


HAMBURG-BREMEN  FIRE  INSURANCE  COMPANY,  Hamburg,  Germany,— Continued 


Bonds  Owned.— Oonf. 


Pa.  Go.  gr.  1  m..  g..  1921,  4j[% 
Fft.  R.  R.  OB.  m.  g.,  1943,  4%. 


Pa.  R.  R.,  68.  m.  fi^,  1919,  6%. 

P.,  C,  G.  &  St.  L.  R.  R,gr.e8Jn.8jer.  A^ 

1940  44% 

Reading  Go.  &  liie  Fhiia.  A  Reading  0. 

and  I.  Go^  gn.  m.  g.,  1997,  4% 

St  L.  A  S.  F.  R  R,  gn.  m.  g.,  1931, 5% 
St.  P..  M.  A  If.  R  R,  fls.  1  m.  g.,  1938-^ 
Sdoto  VaL  &  N.E.  RRgr-l  m.g.1989,4% 
Union  Pm.RR,1  m.A  Kg.,  g.,  1947,  4% 
Wabash  R  R  1  m.,  g.,  1^,  5% 


Par 

Value. 

$30,000 

15.000 

10,000 


Market 

Value. 

$31,200 

15,450 

11,000 


80,000         32.100 


50.000 
15.000 
30,000 
30,000 
30,000 
50.000 


50,000 
16,360 
82.100 
28,800 
30.600 
56,500 


Tbtals  (book  value.  $1,662,198) $1.696,000   $1.695.760 

MISCELLANEOUS:  ThJa  company  began  busineH  in  the 
United  Stotea  fai  1873.  On  January  1.  lOlCL  its  home  office  stote- 
ment  showed  asBsts  amounting  to  16,047,767  marks,  its  capital 
being  6,000,500  marks  (including  3.531,000  maria  stockholders' 
notes).  Conflagration  losses:  Baltimore,  1904.  $108,150;  Saa 
Ftandsoo,  1906,  $1,612,201.  San  Frandsoo  losses  were  paid  by 
remittances  from  home  office.  Values  of  qieeial  deposits:  Qa., 
$10,725:  Va..  $33,355. 


UNITED  STATES  TRUSTEES:    William  Schall.  Jr.,  Henry  R. 
Kuahardt,  John  Aehelis,  Gustav  H.  Schwab. 

HELD  MEN  AND  TERRITORY  COVERED:    F.  0.  Affdd, 
19  Liberty  st.  N.  Y..  manager  in  United  Stotes;  Chas.  E.  Mltcbdl. 
secretary;  G.  Aschermann,  assistant  secretary;   A.  F.  Riduuds, 
secretaiy  N.  Y.  local  department;   Wm.  Ditiiel,  superintendent 
So.  department:  John  M.  Dom,  Chas.  H.  Philbrook,  Fred  W.  Dodd 
Alfred    H.    Murphy,    special    agents.    Territorial    jurisdiction 
of  United  Stotes  head  office,  entire  United  States.    Witkowsky 
k  Affeld,  ChL.  general  agents  for  the  W.  and  PiM.  Coast  Stotes. 
Special  aaents,  W.  department:    J.  O'Brien  Kirby  for  MicL  Oower 
peninsula)  and  Ind.;  John  L  Smith  for  Ky.;  Roy  W.  Smith 
for  Mo.  and  Kan.:  0,  B.  Koett.  for  la.  and  Neb.;  Heniy  Haffm^^n 
for  HI.;  Byron  K.  Gowks,  Jr..  for  N.  D..  &  D..  Wis..  Minn,  and 
Mich,  (upper  peninsula)  R  S.  Babcock,  for  Cob.;  T.  J.  Munn, 
general  acent.  Dallas,  Tex.,  M.  J.  Garrett,    special   agent  for 
Tez.    and    Okla..    W.    F.    Patttllo.    Atlanta,    general    agent 
for  8.  C.  Ga.,  Fla..  Ala.  and  Tenn.;  Heidenheim  A  Loeb,  general 
agents  for  La.:   John  W.  GiordoD,  Ridmiond,  general  agent  for 
Va..  W.  Va.,  Md..  D.  C.  and  N.  C.;    Starkweather  ft  Shepley.  Piot.. 
general  agents  for  R.  I.;  H.  E.  Bums,  Boston.  Mass.,  speaaJ  ajrent 
for  Conn,  and  Mass.;  M.  F.  Bartlett,  Waterrille.  Me.,  speciaJ  agent 
for  Me.    The  company  operates  in  all  the  States  and  terriotricB,  ex- 
cept Alas..  Aris.,  Gal.,  Miis.,  Nev.,  N.  H.,  N.  M..  0..  S.  D..  Utah, 
Vt.  and  Wyo. 


INDEMNITY  MUTUAL  MARINE  ASSURANCE  COMPANY,  Ltd.,  London, 

England.^ 


United  States  Attonievii,  Higgins  Ac  Cox.  New  York.    Organized,  1S24. 

(united  States  Branch  Statistics.) 

Year 

Assets 

Unearned 
Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

Remit 
toH.  O. 

1909 
1908 
1907 
IftOft 

1905 

$494,929 
496,103 
404,508 
452.542 
442.284 

1103,716 

107,501 

107,047 

101,636 

78,257 

1261,561 
254,442 
128.803 
200,510 
261,252 

$381,360 
384,887 
861,513 
888,614 
291,617 

$400,265 
401,718 
874,033 
396,827 
804.501 

$181,888 
177.144 
263,269 
137.423 
167,825 

$45,483 
44,385 
50,660 
39,926 
47,216 

$227,816 
221,529 
318.929 
177,849 
215.041 

$188,689 
173.061 
285,014 

"vim 

$167,929 

100,218 

90.575 

200,371 

108.014 

Assets,  United  States  Branch,  December  31,  1909. 

Bonds  owned  (market  value) $436,700 

Cash  in  office  and  bank 7,308 

Agents'  balances,  not  over  3  months  due 45,971 

Interest  accrued. 4,950 


Total  admitted  assets $494,929 


LiABiLmss,  UNnsD  States  Branch,  December  31,  10O9, 

Net  losses  unpaid  (including  $4,400  resisted) $1 OO,  1 2  ^ 

Unearned  premiums 103,71  < 

Other  liabilities 29,53< 

Total  liabilities,  except  surplus $233,361 

Surplus  as  to  policyholders. 261,501 

Total  liabilities  and  surplus. $494,021 


RISKS  AND  PREMIUMS:    Marine  and  inland  rwks  in  force 
December  31,  $6,849,686;   premiums  thereon,  $103,716. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Piemiums  re- 
seived,  $5,321,954;  losses  paid,  $3343,739. 

Far  Market 

BONDS  OWNED:  Value.         Value. 

Balto.  4k  O.g.  prior  b.,  1925,  3i% $40,000  $37,200 

N.  Y.  k  Putnam  RR.  1  m.  g..  1993, 4%         50,000  49.600 

III  Gent.  R.  R.,  1063,  4% 50,000  50.000 

C^y.  of  N.  Y.  ep.  stk.,  1956,  4% 200,000  200,000 

Lake  Shore  Mich.  So.  R.  R  n.,  1910, 5%  30.0001 

MleL  Gent.  R.  R.  N.,  1910, 5% 20,000f  100,000 

N.Y.C.AH.RR.R.n.,1910,5%....  50,000j 

Totals  (book  value,  $448,192) $440,000    $436,700 

i  Tlransacts  marine  insurance  only 


MISCELLANEOUS:  This  company  began  bustaieM  In  tbi 
United  States  in  1880.  Its  attorneys  are  also  attorneys  for  U  nitei 
SUtes  Lloyds  of  N.  Y.  In  1908  an  addlttoaal  deposit  waa  mad* 
with  United  States  trustees  of  $100,000  (nar  value)  N.  Y.  Ceni 
n^  Increasing  surplus  to  $228,803.  Its  home  office  stntemen 
(Januaiy  1.  1908),  showed  assets  amounting  to  £820,247.  ii 
subscribed  capital  being  £1,005,000,  and  the  portion  paid    ui 

TERRITORY  OOVERED:  The  company  k  licensed  In  CaJ 
EL,  Mich..  Minn.,  N.  Y.  and  Wis. 


JAKOR  INSURANCE  COMPANY,  Moscow,  Russia. 

United  States  Managers,  Mutzenbecher  &  Ballard,  New  York.    Organized,  1872. 
(United  States  Branch  Statistics.) 


Year 

Assets 

1909 
1908 

$1,342,150 
621,880 

Unearned 
Premiums 


$511,679 
29,111 


Surplus 


$679,188 
586,874 


Net 
Premhims 


$1,316,540 
70,670 


Total 
Income 


$1,389,452 
82,080 


Losses 
Paid 


$270,499 
4,243 


Ex- 


$849,278 
20,256 


Total  Ex- 
penditures 


$619,777 
24,499 


Incarred 


$420,748 
9,668 


Assets,  United  States  Bbancb,  Decembbx  31,  1909. 

Bonds  owned  (market  value) $1,166,010 

Cash  in  bank  and  hands  of  trustees 79,563 

Agents'  balances,  not  over  3  months  due. 82,080 

Interest  aocnted 14,506 


Total  admitted  assets $1,342,159 


Liabilities,  United  States  Bkancs,  Deceiibe»  31      lod 

Net  losses  unpaid  (none  resbted) $i  ■50  3 

Unearned  premiums JiW ** 


Other  liabilities. 


Total  liabilities,  except  surplus 
>lus  as  to  policyholders. 

Total  liabilities  and  surplus. $1. 


Surplus  as  to  policyholders.. . . .". . ..!!.!!.!!!!!!         Q7^^1 
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JAKOR  INSURANCE  COMPANY*  Mokow,  RvaM^-^otUmmd. 


RISKS  AND  PREmUHS:    Fire  rida  k  fom  December  81, 
t».7»:3fil:  preauinwtheraoD.8011J45. 

BU3I.VES3  IN  UNITED    OTATB8  SINCE    ADMISSION: 
hammm  leeeived,  81.387.210:  kMeea  pwi.  8274.742. 

¥u  Ifarket 

BONDS  OWNED:                        Value.  Vthie. 

S.  Y.  Qjr^  ms..  for  fariooe  munieipel       

porpaKi.  1867 QMOflflQ  f22tj000 

.V.  Y.Qjr^C  for  mterrapptr.  1967...          80,000  80.900 
S.  Y.  Qf«.  e^   for  Tuiooi  munieipel 

pin»BBe.lfi57 104,000  182.040 

Cr. of^Uo.  a.  rec,  bK.,  1988 50,000  63.500 

Cr.  d  Toledo,  C,  res.,  bfr.  1S38 50.000  54.000 

9^.ariVntoA,N.J.,atirHall,e.,19aO         48,000  48,880 
nodno  Gol,  N.  J..,  new  Nefrark  avo.,  e^ 

,fa«.1930 75.000  81.760 

aeeituy  Da.  of  CSueaso,  mimieipel.  c. 

»M 26XN»  25.000 

SmkMy  f^o/n»«feiff,'»«T"^Tf*  It  ,1915          26j000  25^000 

aeaitofy  Difcof  ChifffNmTiniripBl,c.,19lfl         25.000  25XX)0 
StOe  d  K.  T^  kMD  for  htfiway  nnp.. 

R«..199B. 50,000  50.000 


Par  Karint 

BoMOi  Owim.— Oeiii.  Value.  Value. 

N.  T.  Or.,  g.  aanenMot,  c.  1914 8100.000  806,000 

Gv.  of  Rxrtiaad.  Ore.,  wat.  e.,  1934. . . .  60.000  50.000 
Weeteheeter  Go.,  N.  Y..  Ahna  Hooee 

eztn..  rM.,  1930 WJOM  80.000 

Or.  of  BuiEiio,  N.  Y..  rec,  wat.  1960. .  50,000  61.500 

Jeney  Cy^  N.  J.,  Hoepital  r.  c.  1936. .  60.000  51.000 

Or.  of  Fbtenoa,N.J.,  ee.,  e..  1934.....  25,000  25.000 

Qy.  of  Omaha.  Neb.,  5tli  aeriee.  e.,  1924  15,000  15,760 

Cy.  of  Omaha,  Neb..  4th  aeriee.  e.,  1934  10.000  10.800 

Or.  of  St  Louii,  Mo..  0..  1920. 25.000  25.280 


Totals  (book  value,  81.150,308) 81,098.000     81.100,010 

MISCELLANEOUS:  The  eompany  traBiaeto  aire  reineiiraBoe 
bosfaieei  only  in  the  United  States.  Its  home  offiee  statement  as 
of  Deeember  81,1908  ehowed  Meets  amomitteg  to  88.082,256. 
Its  paid-up  capital  is  81,280,000  and  its  profit  babaee  8100,195. 

UNITED  ffTATEB  TRUSTEE:  N.  Y.  Ufe  Ineuraaee  and  Tr. 
fWmpany,  N.  Y. 


L\W  UNION  AND  ROCK  INSURANCE  COMPANY,  Ltd.,  London,  England. 

United  States  Uanacer,  A  F.  Shaw,  €aiicn«i>,  111.    Orfaniaed,  1800. 
(United  Statea  Branch  Statistica.) 


I 

Yiu     Asets 

Unearned 

Surphu 

Net 

PrEnuQina 

Total 
Income 

Loaees 
Paid 

Ez- 

pcnaes 

Total  Ez- 
pcndltuies 

Incurred 

(+)Rec'd 

from  off 

(—)  Remit 

to  H.  O. 

Sisii 

8708^487 
080,907 
000^58 
040,618 

877,097 

8871,676 
808,380 
814,408 
260,152 
250,417 

8289,341 
285.724 
240,402 
818,089 
670,087 

8402,104 
882,158 
480,124 
874,800 
848,540 

8420,061 
407,233 
460,576 
404,168 
878.823 

8168,079 
105,284 
148,481 

1,810,067 
100.412 

8174.616 
171,427 
170,809 
186,800 
120.028 

8883,194 
880.001 
818,850 

1,946.428 
290.086 

8155.899 
101.571 
110,801 

1,884,156 
162.081 

—886.579 
—50.840 

—101,700 

+  1.843,062 

—72,259 

A<BETs,  Umitkd  Statss  Branch,  Dbcxmbsk  31,  1909. 

BoMb  and  stocks  owned  (market  rahie) 8011.050 

OA  ia  office  and  bank 18,882 

•^cents' balances,  not  orer  3  montttt  due. 08,771 

laienst  accnied. 4,688 

Other  assets 190 


Total  admitted  assets. 


8703,487 


LxABXLiTiss,  United  States  Bxanch,  DzcniBBn  31,  1900. 

Net  losses  unpaid  (including  80,230  lesisted) 886.470 

Unearned  premiuins 871,575 

Other  liabiUtiea 7.051 


Total  UabOities.  except  surplus 8414.090 

Surplus  as  to  policyholders. 289.841 

Total  liabUities  and  surplus 8703,437 


RBB3  AND  FREMIUIIB    Fixe  risks  in  fores,  Deeember  81, 
C8tl7i.231;  pceBainma  thereoa,  8086.351. 

BC8LMS3   IK  UNITED  STATES  SINGE   ADMISSION: 
Pivntau  itedved,  81889.072:  kMses  paid.  83.002,743. 

BONDS  AND  STOCKS  OWNED.  Tt  ICarket 

Bonds.  Value.  Value. 

Cesriti,  Slate  <tf,  1015,4}% 85,000  86,260 

N>«  York.  N.T.,  Fixe  DepL,  1941.  U%  5.000  4,560 

N««  Tock.  N.  Y^  cap.  transit.  1952.3}%  200.000  180.000 

N<«  York,  N.Y..qr.ba.,  1950b  4%,....  11,000  11.000 

•^Yoffk,N.Y.,C7'bs..l957.4i%,...  20,000  22,200 

W  Yoik.  N.  Y^  vat.  be.,  1957,  44%.. .  10.000  17.760 

Xe«YoriuN.Y^  iy.be.,  1957,44%,...  20.000  22,200 

>«v  Yock.  N.  Y..  vst.  bs.,  1957, 4i%.. .  4.000  4.440 

^3rtiaMi.OR^wst.,1923.6% 35,000  88,150 

Pothad.  Ore.,  fernr,  1923,5% 15.000  10,350 

Hrtiaaad,  Vs,  MM,  4% 60,000  50,500 

AtctanB,Topdkm48LFeR.R.1965.4%  5.000  6.160 

Ikaeii  Gatial&,  R^  1953.  4% 10.000  10.000 

P^  CbL,  GbLl[St.  L,  R.R.  1940.4i%  35.000  87,450 
»GoL,ofN.Y.,lstmtg. 

1930.5%-...* 20.000  20300 

ABodKajr  4  Wea&ra  B.  a.,  gr 30,000  43.800 

Atdtea.  Topeka  A  Santa  Pe  R.  R.,  p.  53,500  50,175 

^iavi  *  Gt.  W<9tem  R.  lU  d 50.000  35.000 

ntii^FtWarae2ChLR.R.,speeialfr.  2,500  4.400 

BeaHiter  A  Ssntoea  R.  R..  gr 12,500  24375 

Teeab  (book  Tabe,  8098349) 8599300      8611.050 


MISCELLANEOUS:  This  oompany  becan  business  in  the 
United  States  in  1807.  Tbe  hooie  ofBee  statenient  oa  December 
81. 1909,  showed  assets  amounting  to  £9.090310.  tbe  paid-up 
capital  being  £166.000.  The  fire  insuranee  income  for  1900  was 
£231,988.  and  the  fire  and  general  reeenre  fund  on  tbat  date  etood 
at  £538.739.  OonflagraUon  kMses:  Baltimore.  1004.  8111.474: 
San  Francisco.  1900,  82338.000.  San  Frandaeo  loesas  were  paid 
by  remittancee  from  home  offiee.  Value  of  speeial  deposit  in 
Ore.,  854300. 


UNITED  STATES  TRUSTEES: 
GieTehuid.  N.  Y. 


Wm.  H.  WaUaee.  Treadwe 


HELD  MEN  AND  TERRITORY  COVERED:  A.  F.  Shaw, 
ChL  m..  United  States  manamr,  ooveilng  Colo.,  Conn.,  Del., 
D.  C,  IlL,  Ind.,  Ia.,  Ky.,  Md..  Mass.,  Mleh.,  Minn.,  Neb.,  N.  H., 
N.  J..  N.  Y..  Pa..  R.  I.,  Vt,  W.  Va.  and  Wk.  J.  H.  Rklgway. 
special  agent  Western  .States;  Joseph  Fessenden.  special  aficent. 
Eastern  SUtes;  Hall  A  Henshaw.  New  York,  Metropollton  District 
managers;  Pacific  Coast  department.  San  Francisoo,  Gal.,  Harry 
Homes  Smith,  manager,  oominising  Alas.,  Aris.,  Cal..  Ida.,  Mont., 
Ore.,  Nev.,  Utah  and  Wash.;  Chas.  A.  Craft,  Portland,  Ore.,  special 
agent  for  Ore.,  Wash,  and  Ida.;  W.  V.  Windus,  Spokane,  Wash., 
special  agent  for  Mont,  E.  Ida.  and  Wash.;  J.  R.  E.  Dixon,  Moat., 
manager,  covering  Can.  The  company  operates  in  Alas.,  Aris.. 
Cal.,  Colo..  Conn.,  Del.,  D.  C,  Ida.,  111.,  ind..  Ky.,  Md.,  Mnss.. 
Mich.,  Mmn..  Mont..  Neb.,  Nev..  N.  H..  N.  J..  N.  Y.,  Ore.,  Pa.. 
R.  I.,  Utah.  Vt,  Wash..  W.  Va..  Wis.  and  Wyo.  and  in  the  Dominon 
of  Canada. 
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LIVERPOOL  AND  LONDON  AND  GLOBE  INSXIRANCE  COMPANY, 

Liverpool,  England. 

Manager,  H.  W.  Eaton;  Deputy  Manager,  Geo.  W.  Hoyt,  New  York;    Agency  Superintendenta,  J.  B.  KrcBer,  Jr^ 

T.  A.  Weed;  B^bnager,  W.  S.  Warren,  Chicago;  Manager.  Cuurcnce  F.  Low,  New  Orleans; 

ManHger.  C.  D.  Haven.  San  fnndaca.    Organized,  1880. 

(United  Sutes  Branch  Statistics.) 


YlAX 

Assets 

Unearned 

Surplus 

Net 

Total 
Income 

Losses 
Paid 

Ex- 

penses 

Total  Ex- 
penditnres 

Losses 
Incurred 

(•f)Rec'd 

firam  or 

(-)  Remit. 

toH.  O. 

1909 
1908 
1907 
1906 
1906 

813,888,702 
18,212,949 
12,860.211 
12.886.961 
12,284.948 

87.676.265 
7,148.664 
7.107.821 
6,726.698 
6.129.492 

86.102,060 
4,974,079 
4.401,167 
4,623,661 
6,262.280 

87.889.471 
7,427,618 
8,021,447 
7,786,866 
6.808,157 

88.292,663 
7,861.671 
8,407,988 
8.144,207 
7,177,426 

88,772,926 
8,998,788 
8,782,280 
7,462.187 
8,619,148 

82.632,867 
2,489,916 
2,614,422 
2.426,186 
2.176,673 

86,806,782 
6,488,704 
6,896,662 
9,888,828 
6,696,816 

83,668.484-41.462,146 
8,817,638-1.171,604 
8,724,868  -1,287,364 
7,717,417  +2,018,614 
3,466,760-1,267,080 

Unearned  premhuns  include  amonnts  redaimable  on  perpetual  poUdes. 


Assets,  United  Statzs  Bkanch,  Decxmbei  81,  1909. 

Real  estate  owned  (book  value,  81.638,413) 81.661.406 

Mortgage  loans  on  real  estate 3.649,960 

Bonds  and  stocks  owned  (maiket  value) 6,323,606 

Cash  in  office  and  bank 1,624.484 

Agents'  balances,  not  over  3  monOis  due. 1,716,761 

Interest  and  rents-accrued 102,349 

Other  assets 267 


Total  admitted 


ts :.  .818,868,702 


Liabujtibs,  Umited  Staiss  Bkamch.  Dbcembsx 

Net  losses  unpaid  (inchiding  872.706  resisted). . . . 

Unearned  proniums  (except  perpetuals) 

Amount  redaimable  on  perpetual  poliaes. 

Return  and  reinsurance  premiums 

Other  liabUities 


31,  1900. 

8680.569 

7.371,118 

204.137 

359,075 

201,723 


Total  liabilities,  except  surphis. 
Surplus  as  to  policyholdcn. 


88.760,022 
5,102,080 


Total  liabilities  snd  surplus. 813,868,702 


RISKS  AND  FREMIUlia-  Fixe  risks  In  fores  (except  per- 
petoalB),  Deoember  81,  81454,464,189;  premiums  thereon, 
814,490,681;  perpetual  fiie  xisks,  87,477,178;  dqxisit  premiums 
thneon  8214,M0. 

BUSINESS  IN  UNITED  STATES  SINCE  ADMISSION: 
Prsmiums  leeelved,  8198.896.008;  Umsss  paki,  8119,461,624. 

REAL  ESTATE  OWNED:  GommlNS  8  paieels,  of  which  the 
eomUned  book  value  is  81.683,418,  snd  the  market  value  is 
81,661.406w  The  kMatbns  of  buUdlnn  and  their  respeethrs  book 
and  Market  valum  are  as  foDowRlTT..  45  WflUam  st,  8689,- 
860,  8800,000;  San  Fmndseo,  8176,218.  8160,000;  Gfai.,  883.- 
680,  886,000;  Charlestoa,  8.  a,  811.466,  17.000;  Ridlunond, 
836,220,  836.340:  FhiU.,  8210,807,  8147,500;  New  Orleans, 
8846,090.  8381.&;  N.  Y..  8  St.  Nicholas  pL,  863,920,  844.238. 
There  are  no  incumbranoes. 

MORTGAGE  LOANS:  All  but  one  of  the  90  loans  are  upon  N. 
Y.  City  properties.  The  total  amount,  83,649,950.  is  protected  by 
real  estate  to  the  estimated  value  of  86,081300.  There  was 
86.330  of  interest  overdue  on  Deoember  31  last.  The  largest 
k)ans  are  one  of  8350.000  on  800-804  Broad  st.  Newark.  N.  J., 
valued  at  8558.800;  8150.000,  on  114-118  W.  17th  st  (valued  at 
8186.000):  one  of  8115.000  on  220  Madison  ave.  (valued  at  8172,- 
500),  and  3  of  8100.000  each,  one  on  234  Central  Fk.  W.  (valued  at 
8U»,000).  one  on  2643-6  Bnwdway  (valued  at  8178.000)  and  one 
on  6Jh67  E.  64th  st.  (valued  at  8166.500).  The  remaining  loans 
range  from  81.500  to  803,000  and  all  seem  well  protected. 

BONDS  AND  STOCKS  OWNED:  Far  Market 

Bonne.  Value.         Value. 

U.S..  1925,4% 8406.500  8467.475 

BemaUUo  Co..  N.M..  1915,5% 5.000  5.200 

N.  M.  Territorial,  1923.  6% 6,000  5.350 

State  of  N.  Y..  1912.  3% 418.000  418.000 

State  of  N.Y..  1958,4%. 300,000  336.000 

Cy.  of  N.  Y.,  1922>49, 8}% 1.000.000  911^10 

^.  of  Richmond.  1938,4% 50,000  50.500 

A.,T.ftSaataFeR.R..gn.m..l995.4%  100,000  100.000 

Atl.  Coast  Ltee  R.  R.,  cs.  m.,  1952, 4% . .  250,000  240.000 

C.  M.  A  St.  P.Ry.  (C.AF.W.div.)1921.5%  102,000  111,180 

C,  C.  C.  A  I.  R.  R.,  es.  m.,  1914, 7%. . .  100.000  110.000 

Erie  By.  Go.  es.  m..  1920.  7% 185,000  225.700 

No.  Fae.  Ry.,  prior  b..  1997.  4% 100,000  103,000 

R  ft  F.  R.  R.  cs.  m.,  1940. 4i% 100,000  104.000 

So.  Ry.  Co.,  1  08.  m.,  1994,  5% 100.000  112,000 

StL.,LMtn.ASo.Ry.,gn.m.,1931.5%  150,000  165,000 

St.  F.  M.&  M.  Ry.(Dak.£x.)l  m.,191<i,6%  125.000  126.250 

Unk>n  Fae.  R.  R..  1  m..  1947.  4% 100.000  102.000 

So.  Fae  R.  R..  cv.  bs..  1929.  4% 300.000  318,000 

WssUngton  Tm..  1  m.,  1945.  ZWc 200.000  184.000 

Norf.  ft  W.  R  R,  ev.  1932,  4% 100.000  102.000 

Stocks. 

B.  ft  0.  R.  R  p 80.000  73.600 

a.  M.  ft  St  F.  R  R..  p..  new  (fuU  pakl).  260.000  447,200 

C,  C,  a  ft  St  L  R  R.  p 100.000  107.000 

ni.  Cent  R.R  (leased  lines.)  gr 83.000  81,340 


Bombs  akd  Stogu  Owmn.^Cofil.  Far  Msirkel 

Stocks.— Colli.  Value.  VaJue. 

Norfolk  ft  W.R.R.  Co.,  p 8190.000  SIOO.IOC 

So.Ry.Oonl> 100.000  75.0« 

Unkm  Fte.  R.  R.  Co..  p TO^OOO  72.801 

Totals  (book  value,  86*849,921) 85,079,600   85,3aa,60< 

MISCELLANEOUS:  This  eomnany  began  burineas  in  Um 
United  States  fai  1848.  Its  home  ollies  statement  as  of  Deoemb« 
81«  1907.  showed  sssets  amounttaig  to  £11.218.884,  a  subscribe* 
emital  of  £%466,400.  and  a  pakinip  capital  of  £a45.Ma  Tb 
Liverpool  ft  London  ft  Qfebe,  of  N.  Y.,  is  eontroQed  by  the  Min 
interests  as  dominate  this  oompsny.  Conflagration  loisnca 
Chieago,  1871,  83,289.491  Boston.  1^81.427,»0.  Balto.,  IWN 
81.051.648:  Roohester.  1904.  850,000;  Tbnmto,  1904,  8150.00( 
San  FraaoMoo,  1906.  84,6224106.  San  Fraaeisoo  kisses  were  jmu 
chiefly  by  remittsnoes  from  home  office.  Values  of  special  depoeitj 
ViLr851.760;  Ga..  811.500  N.  M..  810.700. 

UNITED  STATES  DIRECTORS:  Charies  H.  MarshaH.  chaa 
man;  John  A.  Stewart,  Thatcher  M.  Brown,  Walter  C.  Hubbaoi 
Edmund  D.  Randolph. 

UNITED  STATES  TRUSTEES:  John  A.  Stewart  Charlca  ] 
Marshall.  Edmund  D.  RandolpL 

FIELD  MEN  AND  TERRITORY  COVERED:  Heniy  V\ 
Eaton,  manager;  G.  W.  Hoyt  deputy,  manager:  J.  ] 
Kremer,  Jr.,  T.  A.  Weed,  agenrar  superintendents.  Heaa  office  i 
the  United  States,  No.  45  WflUam  st.  N.  Y.,  emfanusea  N.  ^ 
N.  Eng.,  F^,  N.  J..  Del.,  Md..  D.  a.  0.,  Ind.,  Ey..  Tena^  Art 
Vs..  W.  Va..  N.  C.  and  S.  C;  J.  M.  DeCamp.  Cinomnati,  O^  genei 
agent  for  0.,  Ind.,  Ky..  Tenn.,  and  W.  Va.  Guild  ft  Ea«feina 
Boston,  general  agents;  Chase  ft  Bates.  Fhila.,_genei»I  anBDl 
Special  agents  hi  teiritory  of  head  office:  F.  W.  Bauer.  J.  ] 
Vreeland,  E.  S.  Anderson,  H.  M.  Fsnton,  W.  F.  Hoyt,  J.  Arthi 
Fulsford,  H.  M.  Fairehfld,  H.  E.  Rdshiisr.  F.  H.  WaOk^ 
Calvert  R.  Dey.  A.  L.  DeRosset  Jr.,  Charles  B.  Ck>n 
F.  Q.  Snyder,  Fnnk  Ritchie.  W.  S.  Wairen,  Oucago,  I 
manager;  (3eo.  H.  Moore,  assistant  manager  and  Hngjtk 
Loudon,  deputy  assistant  manager  for  Cofe.,  IlL,  | 
Kan..  Mich.,  Ifinn.,  Mo.,  Mont,  Neb.,  N.  M.,  N.  D..  Okla..  &  ] 
Utah.  Wis.  and  W;ro.;  A.  M.  Uphun,  Des  Mobies,  State  ««« 
for  la.:  A.  B.  Daw,  Mmneapolis,  Minn.,  speeial  agent  for  Mini 
R.  E.  Browne.  Fargo.  N.  D^  State  agent  for  N.  D.;  J.  G.  Cmrv 
Detroit  State  agent  and  F.  T.  McOmber,  Ann  Arbor,  specini  smc^ 
for  Midi.;  (3eo.  G.  WiUiams,  Milwaukee,  State  agent  and 
P.  Hug.  Milwaukee,  special  agent  for  Wis.;  Geo.  W.  Dodd,  St.  1^ 
Mo.,  special  agent  for  Mo.;  M.  W.  Van  Valkenbuis.  Top4 
Kan.,  State  agent  for  Kan.  R.  H.  Furoell.  Omaha.  Keb.,  Bpe< 
agent  for  Neb.  and  S.  D.;  W.  E.  Hitdiooek,  Omaha,  State  a«i 
for  Neb.  and  S.  D.;  Frederick  (XL  Buck,  Denver.  State  &fn 
and  special  agent  for  Colo,  and  N.  M.;  Grant  R.  Brown,  Salt  Ij 
City.  State  agent  for  Utah,  Mont  and  Wvo.;  J.  W.  Hubble,  Si 
agent  and  C.  A.  Mowry.  Jacksonville,  lU.,  spedal  aeeat  for  ] 
E.  W.  Case  and  J.  L  Hewitt  Chieago.  special  agents  for  Cook  < 
lU.;  CShss.  D.  Haven.  San  Francisoo.  manager    C.  Matton  Kiv: 
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LIVERPOOL  AND  LONDON  AND   GLOBE  INSURANCE  COMPANY, 

LiTcrpooly  England.— Con/mti^. 

JdtL,  Am..  wSl  ftDd  aim.  JBi^M 


f.  Low, 


AiL, 


-.  ^.^^ ,  far  Bo.  OtLt  and  Ai%;  R.^.  EinbIiiil 

farmrk-  P.  Fabj,  SMitb,  WmL,  for  Idit.  wd 

^  W.H.]Uvwad.PortlaBd.Ore^forOi«.aadId%:  Har^ 

HoiMwarth,8niFrMciM0.0iL,for0iLaBdN«T.;  CIh«bm 

Ifev  Orieufl,  Lb.,  BMaiitn   J.  P.  Peppw,  trntant 

Tboa.  H.  ABdenon,  dagofa  OTiiUiit  Banafv,  for  Ate., 

Qa^U..]iiH.,Okk.HidTtaL;  B.  H.  Abnn,  Atbata, 

forAk.,Fte.HidQa.;  RobtaReid,aad 


C  JoMt,  Atteata,  Ga.,  qiodal  aceata  for  Qa.;  L.  T.  Dean  aod 
Wb.  H.  Haflkacy,  RoniooaMry.  Ala.,  apedal  aceata  for  Ala.; 
Jno.  A.  WkitDar,  Jr.,  JaclaoBTile,  Fbu,  apeeial  acMi  for  Fla.; 
J.  a  Gravold  aad  R.  H.  Goleock,  Jr.,  DaOaa,  Tax.,  apaeite  anata 
far  N.  W.  and  N.  E.  TtoLi  F.  A.  BvttaMi,  Saa  Aatoaio,  iy»., 
apedal  nmt  for  8.  W.  Tes.  aad  Jaa.  £.  Skaiipa,  Hooatoa,  apeaial 
acMt  for  8.  E.  Tez.:  B.  P.  Walker,  Jr.,  Jaekaon,  Wm,,  apeeial 
acent  for  Rm.;  F.  L  Renaer.  New  Oileaaa,  La.,  apeeial  acenl 
for  U.  DoatoB  H.  BuBter,  OUalmna  GHgr,  QUa.,  apeeial  aaeat 
forOUahoBBa;  J.  a  Speed,  Little  Rock,  Ark.,  apeeial  aioBaft  for  Ark. 


THE  CORPORATION  OF  THE  LONDON  ASSXJRANCE,   London,  Eng, 

(FIRE  BRANCH.) 
Unitad  Slalaa  Manaiar,  Oiaa.  L  Caae.  New  York.    Oiiaiiiaad,  1790. 

(United  Statea  Braacb  Statiatka.)  


Tbab 

Aaaeta 

Uaearaed 
PxculuBBa 

Sorphia 

Net 

PteniiiiBa 

Total 

Paid 

Ex. 

pcnaea 

Total  Ez- 
pcDditurca 

Loaeee 
iBcmred 

(+)Rec'd 

from  or 

(-)R»It 

to  H.  O. 

lf09 

noB 

IM7 
1906 
IMS 

ti,:vij80 

14»,171 

11,810,964 
1,720,441 
1,081,586 
1,477,711 
1,317,058 

1701,019 
640,000 
618,474 
650^600 
867,680 

62,018,265 
1,017,506 
1,907.641 
l,96tJW6 
1,570.640 

62,104,406 
2,011000 
1,084,010 
2,0464n 
1,654,700 

6807,264 
OSS.800 

787.140 

5,826,164 

687,504 

6776,257 
731,706 
705,274 
681,026 
588,885 

61,586,521 
1,665,102 
1,402,428 
6.007,100 
1,276.880 

6837,606 
900,077 
686,518 

5,302,908 
700,747 

-4243,614 
—800,785 
—424,276 

+4.175,802 
—258,808 

AssRS.  UmisD  Statss  Biamcb,  Dbcbobb  31,  1900. 

Boodsomd  (market  valae) 62,828,110 

Caih  in  office  and  bank 120.754 

not  ofer  8  montha  dna 813,200 

20,147 

Other  aaeeia 110 


Total 


62,791.380 


LxAKUTixs,  UmnD  Statxs  Bsaiicb,  Dxckkb] 

Net  loeaea  unpaid  (inchidins  617,823  raaiatcd) ... 

Unearned  preoiiiuDa 

Other  HanHtka , 


Total  tiabOitica,  except  aniphia. 
Ikiholden. 


Sorphia  aa  to  policy! 

Total  UabOitiea  aad  aurphia. 


K  81,  1009. 

6118,674 

1,810.984 

70,703 

62,000,361 
701.010 

62,791,380 


RBEB  AND  PREmUMB:    fire  lieka  la  ibrea,  Daeeasber  31. 
8B7J56J71:  pnaitnaia  theraoo,  83,403,7421 

BCSOIEBB   IN   UNITED  STATES  SINCE   ADMISBION 
henfaM  leeeffcd.  88^65^682,  kMica  paid.  823,657.96a 

P*r  Maikat 

BONDS  OWNED:  Vahw.  Vahia. 

£.8L,nL.1880,3%r:.. 8207.500  6211,600 

ftileofaa^iec^n2D,3)% 6,000  5.040 

8Meer(3a.,iis.,lB80lU% 4,000  3.000 

r.afK.T..ca.atk.,1018,3i% 47.000  45.120 

r.  of  H.T.,ep.atk.,  1010,31% 131,000  110.210 

MifN.Y.,cpLatk.,  1042.81% 25,000  22,750 

r.flf.VY..ep.atk.,1054,3}% 206.000  184,500 

ofFor£nii;Oie.,wat.k»anl017.5%  50,000  58,000 

.flfBichaM»d,Va..  1024.4% 60^000  50.500 

A.,  T.  A  &  F.  Ry.  Ox,  E.  Okb.  DfTn  1  m.. 

^  l^nw  8.  bx,  1928. 4% 50.000  18,500 

A.T.48antaFeR.R..gD.iD.s.l906.4%  42,600  42,500 

B.40.R.E^laL,503rr.g.,1948,4%!  64,000  63,860 

C.W.4&H.R.R^lc8.m.c..l031.6%  50.000  55.500 

CR.]tofN.J.,fli.m.,K^lM7.5%...  25,000  31,250 
C  R  A  8t  P.  R.  E.  a  A  P  W.  DiT.,tt  yr 

^l«Lf..l02l,5% 25.000  27.260 

C.  M.  A  8t  P.  Ry .  Oou,  tai.  m.  30  yr.  g., 

^m4.«& 25.000  26.000 

C.StL.ftN.O.R.R.,(..laaa.  1051,5%  8.000  OJMO 

94&Ry.Cb^r.Ae.ai«.b.,lft35.4Mi.  100.000  08,000 

IriiB.R.CbrFk.eoL.e:£.,1051.4%:.  50,000  48,000 

fife  By.  (3a..  1  ea.  m.,  102r7% 40,000  18,300 

L  &  A  M.  So.  R^.  (30.,  1081, 4% 60.000  57.000 

I<kiriiVaLBy.Oo^lni.,g.,1040.4}%.  30,000  32.100 

LLB.]LOi>.,lca.m.g.,  1031,5%....  99.000  110.880 
L4N.R.R.Co..N.O.AM.DiT.lfflg.. 

^WJ6% 26,000  31.260 

Ho..  Kaa.  AT\n.  Ry.  Qi.,  g.  aL,  a.  f.  g.. 

«%%- •■  »•«»  22,750 

R,L&AW.Ry.,]LDir.lm.g.l024,0%  26.000  80.260 
XT.C  AH.  R.R.R.O>..  30-year  g.d!. 

,W*'*5t Mt«)0  48.000 

;.T.aUHa,e(|.tr.l007,baL,10lO,5%  100.000  106,000 

;oLFkeOtJfoLjolBt.aB.A;Q.eoll921,4%  100,000  07,000 
One.  Skort  Lbie  R.  R.  Go.,  r.  25  yr.  g,  nn- 
OQBifltkiaaly  gr.  aa  to  priadpaJ  and  liiL 

^kvtheUBkiBPteJL£Oo.,1020.4%.  100.000  96.000 
^C.aASt.L.By.Co.,ae^.Ag.ee.m. 

,k«.»IO,4i% 26.000  20,760 

BMikig  Ox  A  MSb.  A  Bead,  a  A  L  Cb.. 

^p.aL.t.1907.4% 15,000  15,000 

|-\  \8y.  Co,  1 »..  g.  b.,  19M.  4%. .  5a000  46,600 

JLP  RAMrRy,ee.«..g.,19B,%.  26.000  82,000 

fdo(oVaLAN.Eag.R.It,lm.,gl9fiO,4%  80.000  28,800 

8,  Fidie  Co..  20.yr.  e.  g.  bTuaO.  4%:  50,000  58,000 


Boma  Owma.— (7ea(.  Pkr          Rarket 

Value.         VahM. 

S.  P.  R.  R.  Co^  lai  rjx,  g.b.,  106&  4%.  675,000  671,260 
Fklya  Uafen  (Sao.  (3x,  1  C8.m.,g.,  B'Uyn, 

N.  T.,  1945. 5% 30,000         82. 100 

(X  Uahm  Qaa  Ox  of  N.  Y.,  1  m.,  g..  New 

Yoik.  N.  Y.,  1027. 5% 50.000         50,600 

New  Amaterdam  Qaa  (>o.,  1  «a.  m..  g..  New 

York,  N.  Y.,  1048, 5% 23,000         23.280 

N.  Y.  Oaa  A  El.  Lt.  Ht  A  Fbw.  Co..  g., 

New  York,  N.  Y..  1940, 4% 60,000         42.000 

Phyvidenee  Seenritlee  (}x,  50  yr.,  g.  d., 

1967.4% 00,000         51.600 

U.  8.  H.  A  T.  Co..  let  m.  t.  g.  b..  (New 

York.  N.  Y.)  1021,  4% 35,000         35,000 

Tbtak  (book  Tahie.  82.373.278) 82.837.000   62.328,110 

RISCSELLANEOUS:  Thb  eompaay  begaa  bnrineee  In  the 
United  Statee  In  1872.  It  alao  eonduete  a  marine  inauranee 
braneh  In  the  United  Statee  aider  eepamte  managemeat  The 
home  offiee  etatement.  ae  of  Deoember  31,  1909,  oi  tiM  London 
Aeeuranee  ahowed  £4.447,006  of  ameta,  ita  avbacribed  capital 
beiag  £896,560  (one-half  paid  up).  OonOagratton  toaeee;  Balto.. 
1004,  6101.675;  Toronto.  1004,  870.000;  San  Fnndaoo.  1906 
64.M7331.  Valuee  of  apedal  depoalte:  Ga..  OO.OOOTn.  1L, 
6104Mn;  Vx,  660.600. 

UNITED  STATES  TRUSTEES:     Charlee  D.  Diekey.  Jamea 
N.  JarWe.  Jamee  H.  Foat.  Juatua  Ruperti«  N.  Y. 

FIELD  REN  Al^fD  TERRITORY  (X)VER£D:  Chax  L. 
Caae.  United  States  manager.  N.  Y.;  Edwin  Parriah  and  A. 
W.  Thornton  joint  managere,  Pacific  Coaat  branch.  San  Francisco, 
eompriaing  Alas..  Aris.,  Cal.,  Colo.,  Haw.,  Idx.  Mont..  Nov.,  N.  M., 
Ore.,  Utah,  Wash.,  B.  C.  and  Wyo.  Special  agenta:  J.  M.  Mendell, 
San  Frandaox  CaL,  for  Gent  Gal.,  and  Ner.;  R.  T.  Bovd,  San 
Frandaoo,  Cal.,  for  Nx  Cal.;  Albert  S.  Johnston,  Loe  Angeles, 
Gal.,  for  So.  Cal..  and  Aris.;  Rod  E.  SmiUi.  Portland,  Ore.,  for 
Orx,  and  Idaho,  C.  R.  Harold,  Seattle.  Wash.,  for  Wash..  B.  C. 
and  Alas.;  T.  T.  Frith.  Denver,  Colo.,  for  Colo..  Mont.  Wyo.. 
Utah  and  N.  M.  General  and  special  agents:  C.  E.  Brooks  and 
A.  J.  Murphy  special  agents  for  Conn..  He.,  Masx,  N.H..  R.  I.  and 
Vt;  C.  K.  UnderhlU,  State  agent  for  Del^  D.  C,  Md.,  N.  J.  and 
Px;  J.  W.  Gordon,  general  aoent  for  N.  C,  Yx  and  W.  Vx;  (yharles 
GlbBon,  special  agent  for  N.  Y.;  E.  J.  Galley,  State  agent  for 
IlL  (eidndtog  Cook  Cx).  Minn..  N.  D,  and  Wix;  H.  W. 
Crowell,  State  agent  for  Ind.  and  MicL,  spedal  agent  for 
Kan.  and  Mo.:  I.  Jalonick,  general  agent  for  Tex.;  Neal  C.  Row- 
had.  State  agent  for  0.;  J.  C.  Griffiths,  manager  for  Omk  Co., 
HI.;  Wm.  M.  Khig,  spedal  asent  for  Aix,  Fix,  0%.  and  S.  C; 
Lb  C.  Riker.  spedal  agent  for  Ky.,  Lx.  Mlsx  and  Tenn.  The  eom- 
pany  doea  bustnees  in  all  the  Statea  and  Territories  excepting 
Ark.  andOUx 
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THE   CORPORATION  OF  THE  LONDON  ASSURANCE,   London,  Eng. 

(MARINE  BRANCH) 
United  States  Managers,  Chubb  8c  Sons,  New  York.    Oiganiaed.  1720. 
(United  States  Branch  Statistics.) 


Yeak 

Assets 

Unearned 

Surplus 

Net 
Premiums 

Total 
Income 

Paid 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)ReCd 

from  or 

(—)  Remit 

to  H.  O. 

1909 
1906 
1907 
1906 
1905 

$686,182 
680,013 
690,620 
605.516 
689.060 

$96,071 
149,972 

88,526 
125,494 

60.639 

$337,960 
324,984 
825,905 
860,009 
449.096 

$465,208 
895.094 
469,085 
890,7n 
868.640 

$488,084 
418,649 
486,907 
409,034 
381.622 

$219,485 
800.079 
889,897 
170,785 
210,890 

$184,581 
182,501 
184.885 
117,298 
106.252 

$854,066 
482,670 
474,282 
288,028 
817.142 

$215,301 
294,779 
856.657 

"    215*6i7 

—$181,556 

+56,965 

+2,544 

—140.820 

—47.726 

Assets,  Unxtbd  States  Bkancb,  Decbkbse  81,  1909. 

Bonds  owned  (market  Talue) $470,900 

Cash  in  office  and  bank 34,105 

Agents'  balances,  not  over  3  months  due 73,032 

Interest  accrued 5,816 

Other  assets. .' 2,279 


Total  admitted  assets $586,132 


LiABiLrziES,  Unttbd  States  Branch,  DscsifBEa  31,  1909 

Net  losses  impaid  (none  resisted) $104,503 

Unearned  premiums 96.071 

Other  liabilities 47,508 

Total  liabaities.  except  surplus $248,172 

Surplus  as  to  policyholders. 387,960 

Total  liabaities  and  surplus. $586,132 


RISKS  AND  FREMIUMS:  Marine  and  iiUand  rUcs  in  force 
December  31,  $14,912,388;   premiums  thereon.  $174,386. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  re- 
«einxl.  $7,341,162;  loves  paid,  $3,048,279. 

Fto  Market 

BONDS  OWNED:  Vslue.         Vslue. 

Boston,  Mass.,  (pnbliepk.  loan),  fas $100,000  $06,000 

Brooklyn,  N.  y!,  Loealimp.  fas 100,000  96,000 

ir.  YTCy..  se.  h 10,000  9,900 

ir.  Y.  Qy..  (N.  H.  heap.)  faa 27.000  24.300 

N.  Y.  Qjr.,  (New  E  River  bg.)  fas 38,000  29.700 

N.  Y.  CS-M  ep.  stk 50,000  60,000 

CaNs.ftO.R.R.0D.,les.g.bs 50.000  57,000 

ad.,4kErleR.R.Oo.,lm.,K.bs 50.000  57000 

C.,G.,C.ASt.L.R.R.C6.,lm.wcbs....  50,000  47,000 

Totak  (book  value.  $464,812) $470.000      $470,900 

MISCSELLANEOUS:  This  eompaay  began  busfnees  In  the 
Onlted  States  in  1872,  Its  Amerieaa  fire  liiBuranee  bosinesi  beinc 
ooadueted  throu^  a  separate  braaeL    The  hcmie  offiee  statement. 


as  of  Deoember  81,  1908,  showed  £4,218,526  of  assets,  its  sub- 
soribed  eapital  betag  £896,550  (one-half  psJd  up).  TheAmeilcan 
management  of  this  eompany  (marine  branch}  Is  also  in  ehar« 
of  the  United  States  branches  of  the  Marine,  of  London,  and  the 
Sea,  of  UverpooL  and  also  direets  the  bnriness  of  the  Fednral. 
of  Jerssy  Qty.    GonflagiaUon  Umms:    Balto.,  190i  $8,500. 

UNITED  STATES  TRUSTEES:  Jas.  H.  Post,  Oias.  D. 
Dickey,  Jas.  N.  Jarvto,  N.  Y. 

FIELD  MEN  AND  TERRITORY  OOYERED:  Chubb  4k  Son* 
genersl  agents  and  attomays,  N.  Y.  The  oompany  ham  afwoles 
as  foUows:  F.  S.  Fhdps  ft  Co.,  and  F.  0.  Ibeomber,  Boston. 
Mass.:  A.  Le  Bhnc,  New  Orleans,  La.;  Curtin  dc  Broekie.  Fhila., 
Pa.;  Maury  A  Donnelly,  Balto.7Md.;  Fowler  k  McVltle,  Galveston. 
Ttat;  W.  H.  Maridiam  A  Co.,  St  Louis,  Mo.:  W.  0.  ft  R.  C. 
Harrison,  Savannah,  0%.;  Westfeldt  Bros.,  New  Orieans.  La.; 
Ravenel,  Johnson  ft  Robertson,  Charleston.  8.  C;  Nehns  ft  Co., 
Newport  News,  Vs.;  Qeo.  W.  Neaie,  Qlbbs  ft  Co.,  Oneinnati. 
0.;  CUyton  Gfles  ft  Son,  WOnUngton,  N.  C;  C.  W.  Elpblcke  ft  Co.. 
ChL  IIL;  H.  &  Sweltser,  Pittsburg.  Ptu:  a  F.  Hibbard  ft  Gn.. 
Mil.  Wis.  The  company  operates  tai  N.Y..  Fa.,  Mass.,  Md.,  Va.. 
N.  a,  a  C,  Qa.,  iVnn.,  Lu,  Tex.,  Mo..  0.,  UL,  Wis.  and  Cal. 


LONDON  AND  LANCASHIRE  FIRE  INSURANCE  COMPANY,  Liverpool,  Eng 

United  States  Manager,  A.  G.  McDwaine,  Jr.,  Hartfocd.  Coon.    Organised,  1861. 

(United  States  Branch  Statistics.) 


Ybab 

Asseti 

Unearned 
Premiums 

Surplus 

Net 

Premhims 

Totftl 
Income 

Losses 
Paki 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)Rec'd 
from  or 

(—)  Remit, 
to  H.  O. 

19W 
1006 
1007 
1000 
1006 

$8,875,360 
3,754,067 
3,261,452 
8,466,371 
8,205.401 

12,324.774 
2,242.876 
2.208.044 
2,117,078 
1.018,682 

Sl.304.800 

1,265,088 

783.636 

1,057,807 

1,140,732 

12,363,032 
2,800,685 
2,206,575 
2,202,363 
2.080,178 

12,401.212 
2,308,107 
2,408,103 
2,404.300 
2.107,035 

•1003.653 
1,104,610 

781,658 
4,n4.500 

033.848 

8853,078 
802,006 
865,244 
808,633 
761,074 

$1,847,631 
1,007.615 
1,646,002 
5,583.183 
1.604,017 

•$030,046 
1,174,547 

006,645 
4,680,288 

022.400 

—$402,871 
—  40.198 
— C54.47U 

+  8,100,93C 
—305.003 

•  Losses  paid    include    $42,676  expenses  of  adjustment  ar.d   settlement    cf   losses;   losses   incurred  do  not    include 
adjustment  expenses. 


Assets,  United  States  Branch,  DscEicBEa  31,  1000. 

Real  estate  owned  (book  value,  $300.000) $350,000 

Bonds  and  stocks  owned  (market  value) 2.451.040 


Cash  in  office.  l>ank.  etc. 

Afents'  balances,  not  over  8  months  due. 

Bills  receivable  taken  for  premiums 

Interest  accrued 

Other  assets 


500,071 

431.387 

1,011 

38.887 

12,064 


Total  admitted  assets $3,875,860 


LiABnjTiss,  Unttbd  States  Branch.  DEcxMBEm  81 .  1900. 

Net  losses  unpaid  (deluding  $26,258  resisted) ....  $1 25. 50  J 

Unearned  proniums 2.821,77^ 

Reserve  for  contingencies. 25,00 

Return  and  reinsurance  premiums 65.7fi 

Othfr  liablUties 40.02 

Total  liabilities,  except  surplus $2.571 .06 

Surplus  as  to  policyholders 1. 304.90 

Total  liabilities  and  surplus $8,875,341 


RISKS  AND  PREIOUIIS:    Fire  risks  fai  foroe,  Deeember  81, 
$482^12,004:  premiums  thereon.  $1407.817. 

BUSINESS   IN   UNITED  STATES  SllfCE  ADMISSION: 
Pkemloffls  reoehred,  $60,370,283;  kMses  paid,  $30,010,032. 

REAL   ESTATE   OWNED:    CoDslsts   of   the   S^tory   fire- 
proof ofBoe  bulldbia  at  57-<50  William  st.  N.  Y.,  book  value. 
'^,000.    This  bolidiiig  Is  partly  oocupied  by  the  oompany. 


BONDS  AND  STOCKS  OWNED:  Par 

Bonos.  Vslos. 

U.  &,  res.,  1026. 4% $46,000 

State  ofOa..  f.  rag.,  1015. 41% 10.000 

8UteofQa..f.reg..  1022,4(% 10.000 

UasB.,  SUte  of.  met  wai.  bs.  1035, 3i%.  25,000 

Oevelaad,  0.,  1017. 4% 50,000 


Val«M 
1031 

io.a>« 

94.0( 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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LONDON  AND  LANCASIORE  FIRE 

Bcaae  um  Srocu  Owhsd.— <?cm<.  Fv 

BoHDB. — CohL  Value. 

Ckfdaod.  O^  1^33,  4% 150.000 

N.  Y.  Cv^  cp.  fllk^  1067, 4i% 210.000 

Cy.  of  Riirtbad.Ore^lxk^  1034.4%....  50,000 

Qy.  of  RiduBood,  Va..  im  4% 50,000 

A.,T.ASaitere.,M]j.,  1006.4% 4,000 

AIL  Cbnft  Line,  ca.iB.,g.,  1052.4%....  25,000 

B.  A  O.  R.  R..  prior  fat.  g.,  1025, 3^% . . .  106.000 

B.  &  0^  1  m.  Sa-jT.  9^  1048, 4% 37,500 

BeeckaeekR.R.Go.,lin.<eM.1038,4%  27,000 
Bofalo  4e  S»4.  R.  R.  C6..  1  m.  r.  s.  bo,. 

1061.4% 25.000 

C^at.  of  Ga.R7-GoL,ca.m.s-bi.,  1045,5%  20,000 

Om.  k  O.  Ry.  Go.,  1  es.iiucg.B-*1030,6%  57,500 

Cbco.  k  O.  Sy.  Co.,  1  m.  rec.  g.,  1011, 6%  10.000 

C.  M.  A  SL  P.  Ry.  Co.  (C.^  P.W.DiT.) 

1  Bu  Kg.  c.,  1021,  5% 46.000 

CJL  A  SL  R  Ry.  Co.  (WiB.  4  Mhm.  Dhr.) 

lni.RC.S.,1021,5% 25,000 

CL.SLPrM.AOmaiia..ei.ni.,1030,3i%  25,000 

CR.L*P.Ry.CDw,lm.reg..lOI7,6%  00,000 

CkL*£.IlL,SB.ei.iD.,1037,5% 75,000 

Chi.  &  Erie.  1  m.,  res.  s.»  1082, 5% 10,000 

CD.AL,lm^ree.K..1041.5% 20,000 

Qb,  h^SLluk  ChL  Ry.  OD.,eB.l  m.  res.  g 

1936.4% 100,000 

D.4H.CttMK3o.(nuDiT.)l]ii.iegl01727%  25,000 

Flat  k  Pere  Ifargnette.  QBjn.res.glO80-5  25,000 

FortW.  4EDen.Cy.,liii..  1021,  6%....  50.000 
Gi.  No.  Ry.  Go.  (No.  FmcC.,B.k  Q.) 

idBt  c£  1021,  4% 75,000 

EL  aRJLCa.ai^  .lJii«)l  m.res.8l051,4%  100,000 

L  Erie  A  W  R.  RCb.,!  m.r^g.,1037,5%  50,000 

L»ke8bofe*]fieli.Sadeb.,1031,4%..  25,000 
Lekijd)  VaL  R.  R  0(K  (N.Y.)l  m.  res-S-. 

1M0,4}%. 26.000 

m  iTa  A  W.,  ei.  1  m.  Rg.  g..  1021, 6%  3,000 
U^L.  S.  k  W.  ezteD.  and  impj.f.m.g., 

]9».5% 50.000 

lloJ^aR.GoL,cajii.g.,  1020,  6% 100,000 

N.  Y.C.AH  JL  OJBh.  ooL)reg.g.,  100&3i%  10,000 

S.YJiJt  Si.L.Rj.Co.,  ljn.rK.s.,1^,4%  50,000 

.V.Y.ANaR.R..  Ira.,  1107.5% 34,000 

K.Y.,3.&W..  Im.r.reg.s..l037,5%.  3,000 

(^SbortLlneRy.CD.,r.b8.,1020,4%.  80,000 

Ps.  R.  R.  Co..  <nr.  m.  bi.,  1015,  3i% . . . .  50,000 

Pk.  R.  R..  ooL  n.,  1010,5% 25.000 

TWx  k  Rttdbig  Tm.,lmj^  g.,1041,5%  10,000 

PJehBOod  *  DsBTilfe  R.RCb..d.l027,5%  20,000 

Sedioani  A  Roanoke  RR.Oo.,linl026,6%  20,000 
Sl  L^  L  MtB.  k  So.  Ry.  Co.,  a.  Ry.  aad 

faKl  gnat,  g.,  1931,5% 75,000 

Ss.P.,lf.ftlL,ci.m.rag.E..1033,4i%  75,000 

So.  Ry.  Ok,  1  ea.  m.  g..  1094.  5% 100.000 

SQ.Ry.a».,  (Ln..  1010,5% 26.000 

So.Pae.R.R.Co.,r.  hi..  1955,4%....  50.000 


INSURANCE  COMPANY,  Liverpool,  Eng.—CanHmied. 


Market 
Value. 

S50.000 

228.000 

40  500 

50.000 

3.760 

23.7o0 

06,eoo 

37.125 
27.000 

20.250 
21,600 
64,075 
10,100 

40.680 

27.000 
22.750 
00.000 
84.750 
11.300 
21.400 

07,500 
20,500 
20,500 
56,000 

72,000 
06.500 
56JS00 
28,025 

26,375 
3,480 

55,500 
110,500 

8,000 
40,500 
36,720 

3.000 
28,200 
47.750 
25,000 
11,600 
21,000 
21.000 

81,375 
70,500 
110.500 
25.000 
47,000 


Boms  AMD  Stocks  Owim.—CmU, 

BonM.— Coal. 

T.  R.  R.  A.  ol  St  Ug.  m.  r.,  1053,  4%... 

W.  N.  a,  1  ca.  m.  g.,  1014,  6% 

Stocks. 

MIL  Underwriten' Big.  Am 

UnderwritenT  Salvage  Co.  of  N.  Y 

Underwriter^'  Salvage  Co.  of  Ghl 


Pbr 

Vahie. 

120,000 

81,000 

185 
1,000 
1,000 


Market 

Value. 
110.400 
32,860 

18fr 
1,000 
1,000 


Totals  (book  value,  02,513,090)....    12,361,186    $2,461,040 


MISCELLANEOUS:  Conflagratkui  loves:  JaeksonvUle.  1001* 
ll45J0m:  Balto..  1004,  S200;0tth  San  Fiaaetooo.  1006, 17,264,000* 
San  Fhuiflisso  losica  were  paid  from  home  ofllee.  The  eompaay's 
home  office  statement,  as  of  Deoember  31,  1000,  shows  total 
assets  amounUnff  to  £3,244,732.  and  a  paid-up  capital  of  £264,125. 
4^050  shares  of  the  capital  stock  of  the  Orient  Insurance  Company 
of  Hartford,  Conn.,  are  vested  in  this  company.  Vslues  of 
spedal  deposits:    Vs..  150.000;  Ga.,  $10,300;  nTm.,  $11,400. 

UNITED  STATES  TRUSTEES:  United  SUtes  Mortgage 
4  Trust  Co.,  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  0.  McD- 
walne,  Jr.,  manaser,  E.,  Middle  and  So.  departmsDts,  Hartfoid, 
Conn.;  Henry  W.  Ony,  Jr.,  agency  secietary,  J.  V.  FothBrgUI 
and  C  F.  Seholl,  agency  superintendents;  E.  E.  Pteree  local 
secretary,  New  York  City.  Chas.  E.  Dox.  CSiicago  numafler  F.  A. 
Meinel,  agency  superintendent  W.  department  coraprjsinglll..  Ind., 
la.,  Kan.,  Mieh.,  Minn..  Mo.,  Neb.,  0.,  Okla.,  S.  D.  aaif  Wis. 
James  Wyper.  manager  San  FVandsoo.  Pac  department,  eompris* 
ing  Alas.,  ArU..  Oal.,  Colo.,  Ore.,  Wash.,  Ida.,  Mont..  Nev.,  N.  M., 
Wyo.,  Utah  and  Haw.  I.;  Josef  Givemand  spedal  agent  for  &. 
Maas.  and  R.  I.:  E.  J.  SuUivan,  Pbrtland.  Me.,  for  Me^  and  N.  H. 
George  G.  Bulkley.  Hartford.  Conn.,  qiecial  agent  for  Conn., 
Vt  and  W.  Mass.;  a  J.  Mahoney  and  Robt  P.  Hare,  Jr.,  spedal 
agents,  for  N.  Y.;  Wm.  Blair,  general  sgent  for  N.  J.,  Md.  and  D. 
&;  H.  A.  W.  Happer,  special  agent  for  Va.  and  W.  Va.;  R.  P.  Lents 
spedal  agmt  for  Pa.;  Robt  A  Hancock,  general  agent  for  N.  C, 
S.  C.  La..  Ala..  Fla..  Ga.  and  Tenn.  Special  agents:  Leon  B. 
Humphrey.  Charlotte,  N.  C,  W.  A.  Goodrich,  Atlanta,  Ga.;  Albert 
J.  Bnune,  Montgomeiy,  Ala.;  H.  M.  Street,  genend  agent  for 
Miss.;  Beers,  Kenison  k  Co..  general  agents  for  Tex.;  Lawrence 
Hayues.  general  agent  for  Fla.  W.  department:  Soeeial  agents: 
F.  B.  Saunders.  Chicago  and  W.  A.  (^tvanagh.  Chiesgo.  special, 
agents  for  III.;  F.  D.  Buekman.  Chicago,  ID.,  spedsJ  agent  for 
Cook  Co.;  John  A.  Hoover.  Dayton.  0..  for  0.  and  Ind.;  J.W. 
Hoffman  and  Jos.  F.  Kahmann.  Kansas  Gty,  Mo.,  for  Mo..  Kan., 
Neb.  and  Okla.;  Cari  daunen,  Indianapolis.  Ind.,  for  Ind.  ana 
0.;  John  F.  Stafford  and  C.  0.  Robertson,  Minneapolis.  Mmn. 
for  Mmn..  la.,  S.  D.  and  N.  D.;  C.  E.  Hilbert.  Mil,  Wk.  for 
Wis.;  A.  C.  Qflbert,  Detroit.  Midi.,  for  Mich.;  Paieific  department 
special  agents:  W.  B.  Hopkins,  San  Francisco;  Fiancis  G. 
Smith,  San  Francisoo.  CaL;  S.  B.  Stoy.  Portland,  Ore.;  A.  C. 
Hdtsell.  Denver,  Colo.;  J.  P.  Yates,  Los  Angeles;  Volney  Seebeck, 
Spokane.  Wash.  The  company  does  businesi  in  all  the  States 
and  Territories  of  the  United  States,  except  Del.  and  in  Can.  and 
the  Hawaiian  Islands. 


MANNHEIM  INSURANCE  COMPANY,  Ltd.,  Mannheim,  Gennany.Tf 

United  States  Manager.  Frans  Herrmann,  New  York.    Organised,  1870. 

(United  States  Brandi  Statistics.) 


Yeas      Assets 

i 

Unearned 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)Rec'd 

from  or 

(—)  Remit 

toH,  O. 

1000  i     $700,247 
1008  !       678.825 
1097         686,224 
1086;       656.648 
lOeS  !       548,157 

$260,377 
216.860 
183,608 
167,066 
100.606 

$372,616 
882,036 
847.606 
810,477 
888,862 

$1,040,126 
872,606 
861,160 
720,006 
672,821 

$1,057,730 
880,610 
876,868 
735,504 
684,071 

$601,415 
526.770 
566.480 
370,866 
277,064 

$818,056 
276,538 
240,768 
274,045 
205.886 

$010,471 
803,317 
816,248 
645,811 
483.850 

$507,351 
528,680 
603,771 
803,734 
310,705 

—$122,204 

+  8,008 

—21,780 

—60,460 

—22.312 

Asans,  Umtted  States  Branch.  December  31.  1000    . 

Boods  owned  (market  value) $440,000 

Cash  in  office  and  bank 32,884 

Aaente' balances,  not  over  8  months  due. 100,133 

Bifia  recenrable  takoi  for  pcemituns 6,107 

laserest  accxiicd. 4,038 

Other  assets 10,000 

Tdal  admitted  assets $700,247 


Liabilities,  Untted  States  Branch,  December  31,  1000. 

Net  losses  unpaid  (including  $28,803  resisted). . . .  $51,855 

Unearned  premiums 250,377 

Other  liabuities 25,500 

Total  liabflities,  except  surplus $827,732 

Surplus  as  to  policyholders 372,516 

Total  liabilities  and  surplus. $700,247 


1  TxaasBcta  manic  iasuaiioe  only. 


KEPORTS  OF  FIKE  INSURANCE  COMPANIES. 


MANNHEIM  INSURANCE    COMPANY, 

F  RISKS  AND  FR£H1DHS:     Huinc  and  ialud  nk>  in 
Dfntmbgt  31,  t2g,lH,7M,'  pnmiiimi  Ihtnoa  MOJIO. 


BONDB  OWNED:  Vilua. 

Cfa.  AddlUoul  W*t.  Stk..  us;.  4% . . . .  tNMlOO 

N.  Y,  Or.  of,  a.  itturim  U% 2S0.000 

N.  Y.,  Ct.  dC  ^  lU..  tBSO.  3)^ 100.000 

UbImi  As.  Rj.Oi.J«Iii.,  IMT,  «%  . . .  3M0O 

Unkiii  Fm.  Ey.  Ok  CVta..  IMT.  1%.  3t.000 

Total)  (boi^  nlua.  HSUH] tSOO/lOO 


USCELIANBOUS:  Tki  aoapuj  ban  biMwM  k  (ki 
VMtd  SMh in  1B87.  It  k ovItallMd  itliOOaOOD  (Bib.  ■ul 
Ita  Hiata  Jbh  W.  UMt  tumttd  18Ja0.ns  auk),  ludn^ 

kHE  Bdlo..  DOi  f7.7St:  8u  FnwtaB.  ItS^mM- 
TUt  eoDVur  b  nwigt  tlia  ana  Qiltad  BUM  ouBiMiat  m 
tka  Unkiii  Mutna  or  UndUoL  Vtlut  of  «h1i1  dgpodt  m  Hu- 
ltab*.UMOO. 

tntlTBD  STATES  TRDBTEE:    UMnpoUtu  Tr.  Od..  K.  T. 

TERRITORY  OOVEUEIh  TU  nuur  oohMb  to  Aln. 
AUc  CkL,  Ooan..  DtL.  ID..  ImI.,  II.  Ki^  Ky.,  U.,  He..  Hw. 
MidL.  UuL.  llo„  Ntb..  N.  H.,  K,  J„  N.  Y„  (T  C^O,  (»d»..  rv 
B.    D,  Thul,  Tu.,  Vl.  W>^  W.  Vt.  ud  Wk  lad  m  Uia 


MARINE  INSURANCE   COMPANY,  Ltd.,  London,  Eng.^ 

Unlttd  Suta  Uuii«en,  Chubb  *  Son,  Jerw^  Olj,  N.  J.     " 
(Unilnl  Sttif  Branch  Smlitia.) 


Ym« 

A-ta    Ij;™^ 

Surplus 

^N.T- 

Total 

p«d 

Ei- 

ISS. 

Loaet 

toH.  Q. 

1«0« 

iwn 

tMS.oJ     tiat.4S] 
StO.OM         00,011 

sua  K 

W77.3fl7 

m.m 

7m]4SS 

as 

t>6«.i3l 

7gi!ooi 

(H3,97T 

ifio^ni 

U3,37« 

1301.817 

11 

Assets,  Umin)  States 
Bonda  uid  iiocki  owned  (n 
Cub  in  olBce  and  bank. . . 
AfOin'  balanco,  ool  over  I 

Inlensl  sorucd 

BDIarwtvabk 

AccounU  RTClvuMe 


cset 

l.iST 
0.701 


BONOe  OWNED: 

X!.B„Vm.t% 

deraland,  O..  1023,  1% 

N.  Y.  Cy.,  1920.  3'/„  .       


tll»,000  tllS,<»0 

100.000  101,000 

310.000  101,000 

UUH  IIBJSO 


Bonn  OwKn.— Cml. 

ftu,  10113)% 

Hnkm  Pat,  1(47, 4% 

Tntab 


(7IT,11S      rM.aBO 


^^    'Htla  oompoBT  bacaa  b 

UnlMd  States  In  ISM.    It  k  under  Iha  niu  man 
maiitn  ••  an  tha  FMlanL  olJenaj  Cy.  tba  La 

loU  and  tbe  Saa,  of  UnmooL    Tb , 

Mditai  of  iUH»,OD0.  of  i!SStm.m  h. 


5  Tranaacti  marme  Lb: 


MARITIME  INSURANCE  COMPANi; 

Atiomtj,  W.  L  H.  SimpHin,  N 

,  Liverpool,  Eng.f 

e-Yoffc. 

Yl«      Aaseto 

Unacned 
PmniuDU 

- 

Net 
Premiums 

Total 
locoow 

Loeaa 

Pmld 

Eipsues 

Eipeodi- 

tun 

i^SSS 

Net    ■ 

iso»     ti»i.m 

tSS.0T9 

1174.391 

tM.4n 

tlOg,t»( 

•44.33I 

tio.i<i: 

»M,4fla 

ISO.WT 

»8.oa 

AsEXis.  UNTm>  Sta 
Bcttds  ovned  (raaiket  val 
Caih  m  office  and  twDk. . 


Dkamch.  Dtcaazt  31 


t2Z0.TfiO 
IS,(I7S 
33.458 


«l.  1»01 
ft&.07 


Total  liabililia,  oca 
Surplus  as  to  policy holda 

Total  liabQities  and  ■ 


Value. 


Valoa 


.V.  Y.  Cy.  ep.  slk..  IISD.  1% 1100,000  1100,000 

Buffate  Cy.,  1U8,  4% lOO.ODO  KOJUU 

N.Y.APuliiamff.R..li|.,lt03,4%...          25,000  24,750 

Totah  (book  ralue,  1238.140) I3».fl00  »2a»,T50 

^Tnneacts  nurlne  insurance  only. 


KISCELLANEOUB:    Tlik  ei 
marfae  luanraaec  ■    "  ■■■ 
Stale  In  1908. 
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MOSCOW  FIRE  INSURANCE  COMPANY,  Moscow,  Russia. 

United  States  Manager,  Pftul  E.  lUsor,  New  York.    Ofiuiad  1858. 
(United  Statee  Bnaoh  Statiitlei). 


YF»t| 

^ 

Unearned 

Surplus 

Net 

TotU 
Inconie 

Losses 
Paid 

Ex- 
pcnses 

Total  Ex- 
penditures 

Ittcuired 

(  +  )Rec'd 

from  or 

(—)  Remit 

to  H.  O. 

1909 
1906 
1907 
1906 

1905 

$1,725,236 
1,514,874 
1.423,014 
1,591,421 
1,280,285 

$1,089,478 
836,484 
858,206 
983,070 
569.078 

$533,854 
546.164 
387,419 
514.893 
658,859 

61,545,751 

1,161.041 

1423,291 

1,517,779 

888,271 

61,601,853 

1,214,706 

1,376,988 

1,560.332 

925,655 

$683,925 
713,188 
718,883 
860,653 
467,384 

$473,131 
863,187 
395,992 
455.116 
256.846 

$1,156,056 

1,076.375 

1,114.835 

1,315.769 

724,130 

$712,087 
668,271 
722,992 
941,769 
460.110 

—$200,650 
—100,750 
—250.000 
+  100,000 

Assets,  UNrrxD  Statxs  Bramcb,  Dxtaoan  31.  1909. 

Bonds  owned  (muket  ralue) $1,551,595 

Cull  in  office  and  bank 108,005 

Afents'  balances,  not  over  3  months  due. 55,853 

Interest  accmed. 9,783 


Total  admitted 


$1,725,236 


LiABiLinxs,  Unitsd  Statks  Branch,  Dicucber  31,  1909. 

Net  losses  unpaid  (none  resisted) 6180,863 

Unearned  pfcmhuns 1.029,478 

Other  iUbflities 32,042 

Total  liabQitics  except  surplus 61.192.382 

Surplus  as  to  poUcyhoiders. 532.854 

Total  liabiUties  and  surplus. 61,725,286 


USSB  AND  FREmUMB:    Fire  iliks  In  fores,  December  31, 
319L714J67:  ihiiuIuum  thsnon,  $1,978,148. 

BG3IIIEB8    IN  UNITED    STATES  SINCE  ADMIBSION: 
Pminan  iwelTed.  $0,588,323;  losses  paid,  $5.170.50a 

Fkr  Market 

BONDS  OWNED:  Value.         Value. 

C.  S.  OoT^  1926,  4% 3878,000  $484,700 

N.  Y.  Qr^  ep^  84%.  4% 986.500  969,575 

5f.Y.^.,oit:r8f%. 101,000  100.880 

C7.  of  WooMoeket,  8i% 50,000  47,000 

Totab  (book  Taliie.  61.688.883). . . .    $1,515,500   $1,561,595 


mSGELLAlfEOUS:  This  oompaay  bsgaa  bmineaB  in  the 
United  States.  Januaiy  1, 1900.  It  transaets  retasurance  buelaeae 
only  ta  this  country.  On  Jaauaiy  1.  1908,  Its  hmne  office  state- 
ment showed  aasets  aor^nting  6|547,787  marks,  ito  capital 
beinc  $l,000.00a  0»nflamUon  kMeee:  Balto.,  1901  $53,533; 
San  mndsco,  1906.  $276,735. 

UNITED  STATES  TRUSTEE:    Mercantile  Tr.  Co..  N.  Y. 

TERRITORY  COVERED:    The  Moscow  is  licensed  in  Coto. 
Del..  HL,  La.,  MaeL  Mleh.,  Mtas.,  Mont,  Nov.,  N.  H.,  N.  Y., 
N.  C.  N.  D.,  Ohto.  Fa..  Tex.  and  W.  Va. 


MUNICH  REINSURANCE  COMPANY,  Munich,  Bavaria. 

XTnited  States  lianagcr,  Carl  Schreincr,  New  Yoi^;  Secretary,  O.  Ehmann,  New  York.    Organised.  1880. 

(United  States  Branch  StatiaticsO 


YiAK     Aaett 


1909  $5,236,056 
1966  4,693,008 
1M7  3,893,307 
1906  ;  3»51S,064 
1906  i    4,007.085 


Ptcuiionis 


$3,053,187 
2,867.715 
2,660,787 
2,237.966 
3,148,426 


Surplus 


$1,358,428 

1.038,544 

745,594 

707,341 

1,289,231 


Net 
Premnuns 


$4,524,816 
4,052,303 
4,004,269 
3,519,565 
3,413,629 


Total 
Income 


$4,726,456 
4,222,128 
4,153,017 
3,704,265 
8.587,586 


Pdd 


Ex- 


62,286,317  61.887.270 
2.445,028  1,157.742 
2,063,085  1.106.030 
3.960.792  1.044,851 
2.049.0531    1,018.117 


Total  Ex- 
penditures 


$3,673,596 
3,602,765 
3.169.134 
5.005.643 


Loi 

Incurred 


62,871.900 
2.547.986 
2.067,214 
3,884.101 


8'.067!l70|    2.282i500 


(+)Rec'd 
from  or 

(_)  Remit 
to  H.  O. 


-6434.130 
—251,070 
— 237.6n 
4-872,938 
—119.141 


Cwhin 

Afeats' 


Umtxxd  Staixs  Bbjutch,  DxcBMBn  31,  1909. 

__  stocks  owned  (market  value) 64,244,490 

oftoeandbnnk 920,983 

\yg^t%r-mm^  Qot  ottT  3  months  due. 70,583 


Total  admitted  aaaeta $5,286,056 


Lxabujtiss.  Umitxd  States  BnAMCB,  Dbcsicbxr  31,  1909. 

Net  losses  unpidd  (none  resisted) 6775,441 

Unearned  premiums  and  reserve  for  contingencies    3,052,187 
Reserve  for  depredation  of  securities. 50,000 


Total  liabilities,  except  surplus 63,877,628 

Surplus  as  to  poUcyhoiders. 1.358.428 

Total  liahiUties  and  surplus. $5,286,056 


RI3ES  AND  FREmUlIB:    fin  iliks  fai  fores,  December  31, 
$SkUB5Jil;  pnBitanii  thsnon,  $4,411,719. 

BtSlXESS  IN  UNITED  8TATBS  SINGE   ADMISSION: 
FienoM  nerved,  $319001108;  hMses  pahl,  $31,003,025. 

BO!fDe  AND  STOCKS  OWNED:  Far  Narket 

Bona.  Value.         Value. 

tJ.  a.  Gofenmflnt,mc..K..  1925.4%....  1240.000  $276,000 

C.S.Oovenmiflit.e.K..l9%4% 60.000  NjM 

Mim.Staleor,nfrS.,lfi31.3%.........  100.000  90,000 

Xev  York,  Slate  of,  cnnal  Imp.,  reg.,  1956, 

t^      50.000  SIJBOO 

K.  Y:  Cy., »«.  t,  1917, 84% 50,000  48.500 

5.  Y.C^Z^  2:^1032.81% 90.000  85.500 

}?.  Y,  cJ:  S  E  was.  3% sojno      47.000 

A.  T.  A SntaFTR. R.. ev.,  1917. 5% . .  63,000  65.190 

A.  T.  A  Santo  fWR.R..  KB.  11^1996.4%  50.000  50.000 

A,T.A8eBtoFeB.R..ev.,l965,4%..  57.000  70.110 

4tl«atieCo«tIJBeR.B..lm7l9U,4%  75.000  73{Q0 

Atl  Caast  liae  B«  EL.  L.AN.eoL.1963.4%  25.000  23,750 


Bonds  Aim  Stocks  Ownxd.— Con/.  Par 

BoNM.— Con/.  Value. 

Atisntte  ft  DauTille  Ry.,  1  m.,  1948,  4%  630.000 

B.  ft  0.  R.  R.,  Swn.  dlv..  1926, »%. . . .  75.000 

B.  ft  0.  R.  R..  prior  h..  1935.  H% 60.000 

Binn.Ry.U.ftPow.Oo..sn.r.,19544i%  11,000 

Broadinj  ft  Seventh  At.,  Im.,  1943. 5%  5.000 
B'klyn  Union  Eleyated  R.  R.,  4-5%,  1  m. 

llfcO.6% 50.000 

Gent,  of  Ga.  R.  R..  cs.  m..  1945. 5% 60.000 

Gent  R.  R.  of  N.  J.,  gn.  m.,  lto7.  5% . .  5.000 

Ctat  Fta.  R.  R..  1  r.  m..  1940,  4% 75.000 

C.  ft  0.  Ry.,  R.  ft  A.  dlT.,  1  cs.m.1989. 4%  5,000 

Ches.  ft  0.  Ry..  gn.  m.,  1992. 4i% 75.000 

CSii.  ft  Alton  R.  R..  r.  m..  1949,  3% 50.000 

C..B.ftQ.R.R..gn.m..  1958,4%....  30.000 

ChL  ft  E.  m.  R.  R..  gn.  cs..  1  m..  1037. 5%  25.000 

ChL  ft  E.  111.  R.  R.,  r.  and  Imp..  1955. 4%  50.000 

ChL.  R.  I.  ft  Fac  R.  R.  2.008,  4% 50.000 

ChL,  R.  I.  ft  Fte.  Ry.,  r.,  li»4.  4% 60.000 

Gin.,  H.  ft  D.,  Ry.,  e.  ir.  n..  1913. 4%  . .  60.000 


Market 

Value. 
$27,900 
67.500 
55300 
10.230 
5.060 

51JBM 
54.500 

6.260 
72.760 

4,950 
77.260 
37.500 
30.000 
28.500 
43.000 
42.000 
45,500 
58,200 
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MUNICH  REINSURANCE 

Bonds  and  Stocks  Owned.— Coti<.  Par 

Bonds.— CiwU.  Value. 

Qn.,  I.,  St.  L.  A  ChL  R.  R.,  1086.  4%. .  110.000 

a.  Gin .  GhL  ft  St.  L.  R.R.,gn.ml093.4%  25.000 

Got.  ft  So.  R.  R..  r.  ft  ext. ,  1035.  Wo ...  50,000 

DeL  ft  Hud.  Co..  ov.  d..  1016.  4% 50,000 

Det  ft  Mackinac  R.  R.,  1  In.,  1005, 4% .  100,000 

Erie  R.  R.  Co..  gn.  In..  1006,  4% 50.000 

Erie  R.  R.  Co.,  prior  In.,  1006,  i% 25,000 

Erie  R.  R.,  Pa.  coL  tr.,  1051,  4% 50.000 

Fla.  W.  Shore  Ry.,  1  m.,  1034,  5% 25,000 

FtW.ftRloG.R.R.,lm.,  1028,4%..  26,000 

Hocking  Val.  Ry.,  1  ct.  m..  1000.  i\%. .  25.000 

DKCentR.  R.,StL.div..  1051,3t%..  25.000 

KaD.Cy..FtSoottft]Cem.Ry.,r.,1036,4%  70.000 

Kan.  C^.  So.  R.  R.,  1  m..  1050. 3% 150.000 

Kan.  Qr.  So.  R.  R.  rf.  imp..  1960,  5%.. .  100,000 
Lake  Erie  ft  W.  R.  R..  1  m.,  1937. 5% . . .  4,000 

L.  S.  ft  Mich.  S.  Ry.,  1931,  4% 75,000 

L.  ft  N.  R.  R.  (St.  L.  div.).  2  m.,  1980. 3%  14,000 

Manhattan  Ry.,  ce.  m..  1900,  4% 25,000 

Minn.,  St  P.,  S.  St.  Mario  Ry.,  1938.  4%  30,000 

Mo.,  Kan.  ft  Tex.  R.  R.,  1  m.,  1900,  4% .  25,000 

Mo.  Fac.  Ry.,  1  ool.,  1920,  5% 25,000 

N.  Y.,  N.  H.  ft  H.  R.  R..  cv.  d.,  1948, 6%  7,000 

N.  Y.,  N.  H.  4  H.  R.  R.,  cv.  d.,  1956^4%  90.000 

Norfolk  ft  W.  Ry.,  1  es.  m.,  1996, 4%. . .  50,000 

Norfolk  ft  W.  Rv.  cv.,  1932. 4% 29.000 

No.  P.-Gt.  No.,  joint  4%  be.  C.B.ft  Q.  ool. 

1921,  4% 60.000 

No.  Pte.  R.  R.,  gn.  In.  ft  land  g.,  2047, 3%  60,000 

No.  Pac  R.  R.,  Drior  In..  19W,  4%. 25,000 

No.  Pac  R.  R.,  St.P.Duluthdlv.,1996,4%  50,000 

Ore.,  R.  R.  ft  Nay.,  cb.  1946.  4% 50.000 

Pfc.  R.  R.,  cv.,  1915, 3J% 30,000 

Pfc.R.R..CT.,  1921,3}% 25,000 

ReadingCo.,  gn.  m..  1997, 4% 50.000 

Rk>  OTw.  R.  R..  1  m.,  1939.  4% 20,000 

San  An.  ft  Aransas  Pass..  1  m.,  1043, 4%  60,000 

Sea.  Air  Line  Ry.,Ati.-Birm.diVnl033,4%  60,000 

So.  Pac.  con..  1020. 4% 50,000 


COMPANY,  Munich,  Ba.vaiiaL.^Conimued. 


Market 

Value 
10300 
24.250 
40.000 
51.500 
06.000 
38.500 
21.750 
43,000 
24.500 
21,500 
25.750 
22,250 
58,100 
100.500 
103.000 

4,560 
71.250 

0.040 
24.500 
20,700 
24,750 
26,500 

0,380 
01.800 
40,000 
20.580 

48.500 
37.000 
25.750 
48.000 
40.000 
20.100 
26.000 
50,000 
10,000 
44,000 
42,500 
53.000 


Bonds  and  Stocks  Ownxd.— Cenf. 
Bonds. — CorU. 

So.  Fte.  R.  R.,  1  r.  m.,  1955, 4% 

So.  Pac.  R.  R.,  Gent  Pso.  col.,  1940,  4% 
So.  Ry.,  St  L.  div.,  1  m..  1951, 4%. . . 
"    "    "  "      ■  "    ~  ..1931,6 


St.  L.,  I.  Mtn.  ft  So.  Ry.,  gn.  os..  lwol,  oyo 
St.  L.  ft  San  F.  R.  R.,  r.  m.,  1951, 4%. . . 

St  L.  Swn.  R.  R.,  1  m.,  1989, 4% 

Union  Pac.  R.  R.,  1  b  and  r..  2008, 4%. 

Uofen  Pac  R.  R.,  1  m.,  1947,  4% 

United  R.  Rs.  of  San  Frandaoo,  1927, 4% 

Wab.  R.  R..  1  m.,  1939.  6% 

Wab.  R.R..  Omaha  Div.,  1  m.,1941, 81%. 
West  Shore  R.  R.  Go.,  1st  m..  2361. 4% 
Western  Md.  R.  R..  1  m.,  1952,  4%. . . . 
W.  N.  Y.  ft  P&.  R.  R.,  gn.  3-4%1943,  4% 

West  Pac  let  m..l932,  5% 

Wheel,  ft  L.  Erie  R.  R.,  1  cs.,  1949,  4%. 

Wis.  Cent  Rv.  1  gn.  m.,  1940, 4% 

Amer.  Dock  ft  Imp.  Co.,  1  m.,  1921, 5%. 
Consolidated  Ind.  Goal  Co.,  1  m.,  1936i5% 
Lackawanna  Steel  Co.,  1  m..  1923,  5%. . 

Stocks. 

Ateh.,  Top.  ft  Santa  Fe  R.  R.,  p 

Denver  ft  Rio  Grande  R.  R..  p 

Norfolk  ft  W.  R.  R.,  p 

Cons.  Gas  Co.  of  N.  Y. 


•  •  •  ■  I 


Pfer 
Value. 

175.000 
25,000 
25.000 
25.000 

150.000 
50,000 
50.000 
75.000 
75.000 
25.000 
50.000 
50.000 
75.000 
20.000 
50.000 
25.000 
50.000 
5.000 
26,000 
21,000 

25,000 
30.000 
20.000 
50.000 
25,000 


Market 
Value. 
171.250 
23.000 
21.750 
27,500 
127.500 
46,500 
40.000 
77,600 
56.500 
28.250 
38.500 
51.000 
64,500 
18.000 
48.500 
21.750 
47.00Q 
5.450 
22.750 
21,00fl 

26.250 
26.1ff 

17.80( 
68,50( 
40.00( 


Totab  (book  value,  84.279.723). . . .    64.401,000   $4,2*4.^ 

MISCELLANEOUS:  This  company  ~b^  businoa  in  th( 
United  States  in  1898,  writing  fire  reinsurance  only.  In  otfae 
countries  the  Munich  transacts  reinsurance  of  fire,  accident 
bui^laiy,  elevator,  fidelitv,  hail,  life,  marine,  plate  glass,  steac 
boiler,  surety  snd  tornado  business.  Its  home  office  statemen 
June  30.  1909.  showed  sssets  842,137.642.  Its  capital  is  86,250| 
000.  Head  office,  general  manager,  C.  Thieme.  Oonfiaicratioi 
losses:    Balto.,  1904,  $600,0007Stui  Frandsoo,  1906.  S2.75O.0O( 

UNITED  STATES  TRUSTEES:  Ernst  Thalmann.  Isaac  ^ 
Seligman.  Hermann  Sielcken.  N.  Y. 


NEW  ZEALAND  INSURANCE  COMPANY,  Ltd.,  Auckland,  New  Zealand. 

United  States  Managers,  Clinton  Folger.  W.  M.  Speyer,  San  Francisco.    Organized,  1859. 

(United  States  Branch  Statistics.) 


Year 

Assets 

Unearned 
Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

(-»-)RecN 
(— )Rcnvj 

to  h:.  o 

1909 
1908 
1907 
1906 
1905 

1730.854 
762,117 
612.874 
639,286 
540.658 

$363,291 
365,414 
351,016 
283,861 
155,881 

1332.691 
297,261 
167,408 
231.457 
350,438 

S498.928 
503,164 
529,868 
474,982 
285.352 

1514,355 
516,364 
641,523 
493,469 
253.420 

1167.306 
183,624 
227.778 

1,817,713 
96,895 

1182.593 

171,818 

166,499 

135.612 

95,881 

1349,899 
355.442 
394,277 

1.953.325 
192.776 

1133,617 
180,884 
176,072 

1,906,847 
80,447 

—Si  63,5 

— 11,4< 

—227,61 

+  1.5tt4,T 
—53,41 

Assets,  Unttbd  States  Branch,  December  31,  1909. 

Real  estate  owned  (book  value,  1196,152) 1240,000 

Bonds  owned  (market  value) 344,451 


Czsh  in  office  and  bank. 

Aitents'  balances,  not  over  3  months  due. 

Interest  accrued ^ 

Due  from  reinsurance  ccmipanies 

Commissions  due 

Other  assets 


72,447 

80,580 

4,455 

2,984 

13,882 

214 


Total  admitted  assets $730,854 


LiABiLrriEs,  United  States  Branch,  December  31,    I9i< 

Net  losses  unpaid  (includmg  $5,000  resisted) $23,  C 

Unearned  premiums 363,2 

Taxes  due  and  accrued 7^| 

Return  and  reinsurance  premiums ^\} 


Total  liabilities,  except  surplus 


] 


M.  vrvw   SMUUiin^su   ^^m.%,^k  oiupius.  . VOaFOi,  J 

Surplus  as  to  policyholders 332^  i 


Total  liabilities  and  surplus $730,; 


RISKS  AND  FREMinUS:  Fire  risks  in  force,  December  31, 
$41,203,475:  premiums  thereon,  $723,763. 

BUSINESS  SINCE  ADMISSION  TO  UNITED  STATES: 
Premiums  received.  $6.559,261;  losses  paid,  $4,626,388. 

REAL  ESTATE  OWNED:  Consbts  of  one  piece  60  feet  by 
130.6  feet  nortii  skle  California  st.  between  Sansome  and  Battery 
sts..  San  Francisco.  (3al..  and  3-Btory  brick  building  in  course  of 
oonstruction. 

BONDS  OWNED:  vSUe  vSS* 

Cy.  of  Portland  WL.,  1923, 5% $50,000  $54,500 

Com.  of  Ifassaehusetts,  Met  Sur.,  1946, 

3*% 200.000  212.780 

Qy.  of  Los  Angeles.  W  W..  1919.  4*% . . .  40,000  41,200 
Cy.  of  Oakland.  Mun.  Imp..  1913-1923, 

4J% 35,000  35,971 

Totals  (book  value,  $343,034) $325,000      $344,451 


MISCELLANEOUS:  This  company  has  been 
the  United  States  in  P^  Ooast  tenltonr  sinoe  1875.'  Ita  b4 
office  statement  as  of  November  30,  ISw,  showed  £870.3&i 
ssBcts.  The  subscribed  capital  Is  £1,500,000,  of  which  jcSdm^ 
have  been  paid  In.  Only  the  paid  capital  Is  Uiduded  la  ^^J 
San  Frandaco.  1906.  conflagration  Ums.  $1,746,390.  ^^ 

FIELD  MEN  AND  TERRITORY  COVERED:  oii« 
Folger.  and  Walter  M.  Speyer,  joint  mansnra,  Swi  Fra^*^^ 
Gal.,  of  U.  S.  branch.  Special  agents:  C  W.  Hawxhurst.  T 
land,  Ore.;  D.  A.  Parker,  San  FiandsoOiCaL;  Fiedeiidc  WUl^ 
Denver,  Oolo.;  C.  P.  Lyndall,  Los  Angdes,  Oal.:  Q.  ^t 
Graff,  Portland,  Ore.  The  oompaoy  operates  in  Alaa.^ 
Cal.,  Ook).,  Haw.,  Ida.,  Mont,  Nev.,  Ore..  Utah,  ~~ 
Wyo. 
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NORTH  BRITISH  AND  MERCANTILE  INSURANCE    COMPANY,  London, 

England,  and  Edinburgh,  Scotland, 

United  Stales  Maaaoer,  E.  G.  Richaids;  Aasiatuit  Manager.  J.  F.  Hastmgs;  Secretary,  H.  M.  Jackaon.  New  YoA.  Organized,  1809. 
(United  States  Branch  Statistics.) 


YlAt 

Asaets 

Unearned 

Surplus 

Net 
PrcRiiunis 

Total 
Income 

IjOBBCI 

Paid 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

(-l-)Rec'd 
from  or 

(—)  Remit 
to  H.  O. 

1909 
1908 
ISO? 
IMM 
IMS 

S8.2i2.011 
7,064.246 
6,832.n0 
0.n2,617 
6.617,448 

64.200,471 
3.911,241 
8,798,016 
8.682.906 
8.241,299 

$8,677,009 
2,092,782 
2,698,089 
2.087.486 
2.989.631 

^,821.323 
<4,781.704 
<4,624.340 
t4,331,712 
13.918,493 

86.097.262 
6.084,379 
4.737.929 
4,624.810 
4.129.340 

$2,150,276 
2,360,824 
2,039,606 
4.988.478 
1.889.488 

$1,667,627 
1,668,040 
1.491,782 
1,463,048 
1.348.088 

$3,807,902 
3.934.370 
3,631.387 
0.461,621 
3,237.621 

$2.167,63d  --$65,451 
2,401,820-1,247.017 
1.888,443   —602,457 
6,144.032-1-2.257.496 
1.861.090    —825.908 

Unearned  premioma  include  amounts  redaimaUe  oo  perpetual  policies.    I  According  to  Massachusetts  statement 

LiABiUTiES.  UNrrzD  States  Brakch.  December  31.  1909 
Net  losses  unpaid  (including  $64,126  resisted) ....      $384,531 

Unearned  premiums  (except  perpetuals) 4.106.258 

Amount  redaimable  on  perpetual  polidea 34.218 

Taxes  accrued 80,000 


Assets,  Umttrd  States  Branch.  DxcEifBER  31,  1909. 

Bonds  and  stocks  owned  (market  value) $7,051,637 

dak  in  office  and  bank 332.001 

Agents'  balances,  not  over  3  months  due. 778.823 

Interest  accrued. 78.169 

Other  assets 2,481 


Total  admitted  assets. 


$8,242,611 


Total  liabilities,  except  surplus $4,066,002 

Surplus  as  to  policyholders. 3.677,609 

Total  liabiUties  and  surplus. $8.242.01 1 


RISKS  AND  FREMTUMS:  Fire  risks  m  foiee  (except  perpefc- 
Qil«).  Beeember  31. 1826,245,235;  premiums  thereon.  ».145.95S; 
perwtusl  ire  rislB.  $1,1994)45;  deposit  premiums  thereon.  $36,019. 

BTSINESS  IN  U.  8.  SINCTEADMISSION:  Premiums  le- 
ceifcd.  $06,418,177;  keses  paM.  $58,716,724. 

BONDS  AND  ffTOCKB  OWNED:  Pte  Market 

Bonds.  Value.  Value. 

U.S.GoTerDnient,reR..  1025,4% $810,000  $241,500 

a..S.Qo?einnient,reg.,  1918,3% 5.000  5.060 

Cf.  of  .Ubvqaerqne,  N.  Mex..  s.  b.,  r.  g,.  10.000  10.600 
^.  sf  Boston.Mam  ,catn.of  hlg^ways^reg., 

WIS.  4% 85,000  85.000 

Cy.af  BostoaJfaaB.3tooj  Bk.Imp.scrip. 

^it«,1917.4% 80.000  80.000 

Cy.  of  BTkhra,  N.  T.,  Waflaboat  Mkt  prop 

^n€^l9&,9k%:, 16.000  13,960 

Or.  of  FklTR.  N.Y.,ez.ofirat.qr8.regl926. 

^U% 16,000  13,950 

State  of  Ga..r.rec.,  1020,  U%. 10,000  9,600 

New  York.  Qy.  dT,  reg.,  lKi0^7.  »% . .  1.321,000  1,241.700 

S.  7.  eo^ea.  Stic  leg.,  1920,3.30%....  100.000  94,000 

Or.  of  Baftfaad,  Ote.,  wat.  e..  1921.  6%  20.000  21.600 

Cy^tf  9tL,Mo.,g.feg..  1016.  3.66%, ....  35.000  84,300 

C7JifSLL,]lo.,steiljegJl9ll,4%....  19,052  19,952 

State  of  Va^  eentury  reg.,  1091.  3%. . . .  41,100  87.401 

9tifte  of  W.Va.Al€er.(Bfown  Bros,  etfs.),  18.006  0,333 

A..  T.  &  8.  P.  Rj.  O»..gD.m.reg..l006<4%  100,000  OOUMO 

.tT.  AS.F.Tr.aaL.reg.,i058.4%  100,000  93.000 

AtVtie  Cbwt  Line.  1st  e.  m.,  IP62.  4%  42.000  30.900 

B.*0.R.R.O»..|»tortn.m.4egl0263|%  200.000  164,000 

B.40.K.B.(3o^lm.,n«.,]94».4%..  100,000  09,000 

B.*]fe.R.R.Cb^r.rag^l942.4%....  100,000  00.000 

B..  B.  4  P.,  e.  m..  reg.,  1057,  4% 100,000  109.000 

C.MJELR.O».(R.4A.DiT.)reg.el08e,4%  50,000  49,000 

C  k  OJL&.Cb..n.oi.j«g^  1992, 4)%. . .  100,000  mOOO 

C.  M. 4 StFTByTd. reg.,  1^  4% . .  150,000  130.500 

r.  fr  W.  I.  R.  R.  &  5Qyr.  reg..l052, 4%  100.000  02.000 

C.  4  P.  R.  R..pi.mwKr^,reg.e.l942.4i%  100.000  107,000 

Dd.4Had.ev.d^ic«.1016.4% 100,000  101,000 

£ns.  F!k  Coal  Od.,  eoi..  leg.,  1051,  4% . .  110,000  03.500 

£rte  E.R.Gbw.  prior  faL,  reg.,  1090,4%..  100,000  86,000 

HpekiiigVsLR7.Go..leun.,reg..l999.4ii%  50.000  61,000 

nLCeBtJLR.Cbu(W.IfaMa)lnL,r»l«61,4%  71.000  08.870 

U.CB.R.Oi).,eol.tr..ze«..1053,4%..  75,000  74,250 

istfr.  R.  T.  Co..  ref.,  1052.  6% 100.000  102.000 

LSLftlfidi^s2.deh..l928  4% 71.000  67.450 

L*!i.8tRr.lliwott.eoL,ref  ,1052,4%  60,000  45.000 

t*l!i.,nffied60-jr..rBg.,  1940,4%...  50.000  49.500 

K».RT.Cbu,ea.iii..raE.,19ML4%....  100.000  97,000 

^YJ(^EJLRJUCo^TmMg.imM%  663.000  512.330 

X.Y£A  HJLR.R.09W,  JL  8h.  eollOM-^  100,000  80,000 

^  A  W3.R.0dw4  CBJn..  rag..  1996. 4%  26,000  24.250 

%.FkcRvXbLprloriii.IhrJ.gJCgl997,4%  100.000  101.000 

Kb.  IWOikNouXX  B.  £iJtfCKJ921.4%  100,000  06.000 

Oieih.  L.  R.  R^r.  26-7rj«g.,  IMO,  4%,  100^000  96,000 

£i^>>.<irai!f  PB!kB.O(K),ngH  1021, 44%  200,000  206,000 

3i^P.ftN.P.R7.GDu«kB.,ieg.l028i6%  60,000  58.500 

&B.Fke.Ox.2h4hrr..r«.,e..l910,4%..  50.000  49,000 

f  P.  R.  R.  Oa..  lat  t.  m.jng^  1955, 4%  100.000  93,000 

da.  Rr.CBtL.DfT.),]  nu.  lec.,  1061. 4% .  100.000  86,000 
Caiea  P^eJLR.Oo.,1  m..  Ry.*  Lg.,rBg., 

^»ff.4ffi, 126,000  126,260 

V.3boieJLR.O(k,lBL,ng.,2361,4%.  300,000  808000 


I 


AaichiB]rAW.Rj.Q>.*sgr 


60,000       7aooo 


BoNoa  AND  Stocks  Ownsd.— Coni.  Par  Market 

9T0cn— CefO.  Value.  Value. 

A..T.*8aotoFe,p $100,000  $102,000 

B.  *0.  R.R.Co.non-eumulatiTe,p....  100.000  91,000 

ChL,]flL*8t.PkulRy.Oo.'s.p 150,000  252,000 

Ciev.  ft  Pitts.  R.  R.  Co.8  spedal  betterm't  100,000  lOaOOO 
M.,  St.  P.  ft  S.  Ste.  Marie.,  L.  L.,  (His. 

Ccn.  R.  R..  pfd) 100,000  92,000 

P..  Ft.  W.  ft  C.  Ry.,  guar,  stk 80.000  136.000 

Keadln«Co.8,l,p 100,000  91,000 

So.  Ry.  Co.*s  Mobile  ft  0..  stk.  tr.  etfs.  .  100.000  82,000 

So.  Ry.  Co.'s,  p 120,000  88.400 

Union  P*o.  R.  R.  Oo.'s,  p 200,000  204.000 

Totab  (book  value,  $7,431,313). . . .    $7.167,719   $7.051,637 

MISCELLANEOUS:  This  oompany  began  business  tn  the 
United  States  hi  1866.  Its  home  office  statement  as  of  December 
31,  1908,  showed  assets  sggregatfaig  £20.364,067  for  both  fire 
and  life  departments,  exdustre  of  unfiled  capital.  Its  subscribed 
capltel  k  £3,275,000,  of  which  £687.500  hare  been  paid  hi. 
Erery  policy  issued  tai  the  United  States  contains  a  clause  guar- 
antedng  the  protection  of  the  entire  assets  of  the  fire  depart- 
ment M  the  oompany  to  every  policy-holder.  Gonflagratkm 
kMses:  Od.,  1871,  ^^,000;  Boston,  1872,  $742,068;  Jackson- 
ville. FTa.,  1901,  $1^^;  Balto.,  1904,  $792,333;  San  Fraadsoo. 
1906.  $8,190,603.  San  Frandsoo  kMses  were  paid  largely  from 
remittances  from  home  office.  Values  of  special  deposits:  Vs., 
$66,151;  Oa..  $0,600;  N.  M.^lO.00O. 

UNITED  STATES  TRUSTEES:  Adrian  IseUn,  Jr.,  Wm. 
PlersoD  Hamilton,  B.  Aymar  Sands,  N.  Y. 

HELD  MEN  AND  TERRITORY  (X)VERED:  Head  office. 
76  William  st.,  N.  Y.,  E.  Q.  Richards,  manager;  J.  F.  HasUngs, 
assistant  manag^-  E.  T.  Oaims,  Walter  S.  Alley,  C.  R.  Firkins, 
W.  P.  Young.  W.  S.  Berdan,  general  agents.  Special  agents: 
D.  H.  CoUinson.  Newark.  N.  J.,  for  N.  J.;  Jefferson  Fearce,  New 
York  for  Va.  and  N.  C.  H.  A.  Robier.  Syracuse.  N.  Y..  for  Western 
N.  Y.;  Robert  Bennett.  Boston.  Mass..  for  Ibas..  R.  I. 
and  (}onn.;  E.  A.  Groover,  general  agent.  Jacksonville. 
Fla..  for  Fla.;  A.  R.  Tfaommasson  and  E.  C.  Price. 
Atlanta,  Oa..  for  S.  C.  Ga.  and  Ala.;  R.  S.  Norton.  Portland. 
Me.  for  Me.,  N.  H.  and  Vt.;  M.  0.  Selden  (resident  secretary), 
BaltoM  Md.,  for  Md.;  R.  P.  Barbour.  Nyack,  N.  Y.,  for  E.  portton 
of  N.  Y.  State;  J.  a  Hereford  and  a  L.  Clift,  Dallas,  Tex.,  for  Tex.; 
Edward  Bourne,  Jr^New  Orleans,  La.  and  Miss.;  Percy  Ling, 
Pittsburg,  Pa.,  for  W.  Pa.,  in  part,  and  W.  Va.;  F.  W.  Klefer 
(resident  serretarv),  Pittsburg,  Pa.,  for  W.  Pa.,  in  pert;  F.  EI. 
Benjamin,  Harrisburg,  Pa.,  for  E.  Pa.  and  Del.;  John  M.  Price. 
Patchogue,  N.  Y.,  for  Suffolk  Co.,  N.  Y.;  B.  L.  Llnkfield.  for 
N.  Y.  suburban.  E.  J.  Young,  Seattle,  Wash.;  P.  W.  Gedney, 
Spokane,  Wash.;  E.  C.  Willey.  Denver.  Oolo.;  Chas.  Harris. 
OaUand.  Osl.;  F.  J.  Sehoeneman,  San  Frandsoo,  Cal.;  general 
inspector,  John  A.  Hougaard,  San  Frandsoo,  Gal.  W.  depart- 
mentt  Nat.  Life  big..  Obi.  III.;  W.  J.  Llttiejobn,  manager,  Geo. 
H.Bell,  assistant  manager.  State  agents:  W.  S.  Abbott,  Detroit, 
Mich.,  for  Mich.;  F.  B.  Barnes,  Otiikosh.  Wis.,  for  Wis.;  J.  H. 
Grav.  (}olumbu8, 0..  for  0.:  N.  £.  Brins.  La  Grange.  111.,  for  IlL; 
S.  E.  Gate.  St.  Louis,  Mo.,  for  Mo.  F.  L.  Stabler.  Indianapolis. 
Ind.,  for  Ind.;  H.  N  Wood.  Omaha,  Neb.,  for  la.  and  Omaha; 
A.  S.  Jacobs,  Lincoln,  Neb.,  for  Neb.;  G.  ^ .  Harsh,  Faigo.  N.  D.. 
for  No.  and  So.  D.  Special  agents:  E.  E.  Blodgett.  CUcago.  111., 
for  Cook  Co.;  C.  T.  (>oUitt8,  Minneapolis,  Minn.,  tor  Minn.;  J. 
G.  Undegraff.  Topeka.  Kan.  for  Kan.  and  Okla..  F.  F.  Thompson 
Oklahoma  (My  for  Okla.  The  compsny  operates  throughout  the 
United  States  except  Akska  and  Arkansas. 
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THE  NORTHERN  ASSURANCE  COMPANY,  Ltd.,  London,  Eng. 

General  Attorney  and  United  States  Manacer,  Geo.  W.  Babb;  Sttb-Managcr,  T.  A.  Ralaton,  New  Yoik;  Hanaccr,  G.  B. 

Lermit;  Anutant  Manager,  J.  C.  Corbet,  Chicago.    Organixed,  183<L 

(United  States  Brandi  Statistics.) 


Ybai 


1900 
1908 
1907 
1900 
1905 


Assets 


14,938,170 
4.801,866 
4.592,631 
4,248,9121 
3,814,972 


Unearned 
Premiums 


$2,788,107 
2,097,546 
2,787.880 
2,640,681 
2,202,284 


Surplus 


fl.677.191 
1,726,639 
1.336,196 
1.188.907 
1.366,848 


Net 
Premiums 


82.926,977 
2,821,664 
3,084,004 
2.900,010 
2,437.447 


Total 
Income 


83,097.226 
2,991,777 
3,181,331 
3,061.863 
2,662,172 


Paid 


$1,386,736 
1,608,862 
1.896,027 
3,466,080 
1,166,981 


Ex- 


$1,043,897 

1,060,471 

1,024,863 

966,176 

998,302 


Totsl  Ex- 
penditures 


$2,420,632 
2,669,323 
2,420,380 
4,410,266 
2,164,283 


Incurred 


$1,440,047 
1.601,847 
1,291,216 
8,786,848 
1,129,969 


(+)Rcc'd 
from  or 

(— )  Remit, 
to  H.  O. 


--«(8»,126 
—808,173 
—210  884 

+  1.860,783 
— fi77.428 


Assets,  United  States  Bbanch,  Dbcbmbbe  31,  1909. 

Real  estate  owned  (book  value,  $116«000) $176,000 

Bonds  and  stodcs  owned  (mariiet  value) 4,024,566 

Cash  in  office  and  bank 182,028 

Agents' balances,  not  over  8  months  due. 488,936 

Interest  accrued 43,264 

Other  assets 19,378 

Total  admitted  assets $4,983,170 


LiABiunBS,  United  States  Branch,  Decembbk  31,  1909. 

Net  loMes  unpaid  (including  $86,064  resisted). . . .      $831,721 

Unearned  praniums 2,788,1(^ 

Other  liabilities 138.151 


Total  liabUities.  except  surphis $3,255,979 


Surplus  as  to  policy! 


les,  except 
cyholders.. 


1,077,191 


Total  liabOitics  and  surplus. $4,938,170 


RISKS  AND  PREMIUlfS:  Flro  risks  in  foroe,  Deeember  31, 
$190,402,119;  premiums  tbereoa.  $6,444,066. 

BUSINESS  IN  UNITED  STATES  SINCE  ADMISSION: 
Premiums  noHtnd,  $44,126,818:  kMscs  paid,  $26,973,542: 

REAL  ESTATE  OWNED:  Consists  of  the  3-stonr  and  bMft- 
ment  briek,  stone  and  iron  buildhis  at  38  Ftoe  st..  N.  Y.,  ooeupled 
br  the  company;  book  value.  $116,000;  eanled  at  $175,000. 
iWe  is  no  incumbrance. 


BONDS  AND  STOCKS  OWNED: 
Bouse. 

U.  S.,  nc.,  1926, 4% 

Qy.  of  CEefamatl,  0.,  1948, 4% 

§f,  of  Richmond,  Va.,1941.4% 
.  S.,  ng.,  1925.  4f 
U.  S.,  rag..  1925. 4 


A., T.  *  8.  Fe  Ry.  Co.,  gn.  m..  1905, 4%. 
AtL  Coast  line  R.  R.  Co..  L.  iN.eoL1952 

Ati.  (ft  Nws.  Ry.  Co..  1  m..  gr .  i987, 6 
B.  A  0.  R  R.  Co..  prior  in.,  g..  1926,  ~ 
B.  *  0.  R  R  Co.,  8.  W.  Dlv..  1  m.g..l! 

B.  G.  A  S.  Rj.  Go!,  i  m.Vgr..'  g!.  1989. 
ChL,  B.  *  ^  R.  R.  Co.,_c.  m.,  1968,  4% 
GkL,  St  L.  *  N.  0.  R.  IL  Co.,  gr.,  1951. 

6% 

Chi..  St  L.  *  N.  0.  R.  R  Co.  Mem.  Div., 
gr..l951.4% 

C,  C,  C.  *  St  L  Ry.  Co..l  m.on  C.,  W.  * 
M.  Div.,  £,.  1991.  4% 

G.  A  0.  R.  R.  Co..  1  m.,  gr.,  1942. 5%. . . 
HL  C.  R.  R.  Co.,  ext.  1  m..  g.,  1961. 3}% 
L.  S.  A  MkL  So.  Ry.  Co.  g..  1928. 4%. . . 
L.  V.  R.  R  Co..  gr.  cs.  m.,  2003, 4%. . . 

L.  I.  R.  R.  Co.,  r.,  gr..  1949, 4% 

L.  *  N.  R.  R.  Co..  gen.  mtg.,  1930  6%.. 
L.  ft  N.  R.  R.  Co.,  col.,  tr..  g..  1931. 6 
L.  *  N..  unified,  g.,  1940, 4%. . 
L.  A  B.  R.  R.  Co..  1  m.,  g..  1924. 6 
Manhattan  Ry.  Co..  cs..  g.,  1990.    _ 
MbuL,  St  FkalASaaltSteMarie,g.l9d8.4% 
N.Y.C.A  H.RJLR.C0.,  L.  S..ooUr.g.,19M 

3*% 

Nor.  A  W.  Ry.  Co..  cv.,  g.,  1932,  4%. 
Nor.  ft  W.  Ry.  Co..  eq.  tr..  gr..  1915,  i\ 
No.  Fac  Ry.  Co.  Jnlor  b..  g..  1997.  4^ 
N.Fte.QtNo.  jt  Chi.,  B.  ft  Q.col,1921.4< 
Ore.  Short  Line  R.  R.  Co.,  r..  gr..  19294% 
Pa.  R.  R.  Co.,  coL  tr.  n..  r..  1910.  6%. . 


Ffer 

Value. 

$200,000 

100,000 

50,000 

10.000 

10.000 

60,000 

60,000 
60.000 
60.000 

60.000 

50,000 

100.000 

12XX)0 


Market 

Value. 
$230,000 
102,000 
50,500 
njSM 
11.500 
50.000 

47,500 
58.000 
46,500 

45.000 

87,000 

100,000 

11040 


60.000         48,000 


Pa.  R.  R.  Co.,  cv.,  g..  1915, 3|% 

teq..  1914,  i%    ^ 
R.R.Co.csjn.grl953,4< 


Fa.  R.  R.  (jo.t 


St  P..  M.  ft  M.  Ry.  Co..  cs.  gr.  g..  1933.6< 
Southern  Pacific  Company,  cv.  1929, 4% 
Tm.R.R.Ajsn.ofStL.4(n.m.r.s.i.gl963,4% 
W.  Shore  R.  R.  Co..  gr.  c.  2361, 4%. . . . 
W.Va.ft  P.  R.  R.  Co..  1  m.,  g.,  19iGi0,  4% 
Clearfield  Bituminous  Coal  Cp.,  ser.  A,  1 

m.,  g..  gr..  1940,  4% ;. 

S.  Ste  Marie  Bg.  Co.,  1  m..gr.4^.l987, 5% 

Gy.  of  ChL,  HI..  1921.  4% 

Cy.  of  Cincinnati.  0..  1948,  4% 

(^.  of  Minneapolis.  Minn.,  1917,  4%.. . . . 
Cy.  of  New  York,  g.,  1941,  34% 


60.000 
36.000 
123,000 
75,000 
50.000 
50,000 
38.000 
50.000 
50.000 
25.000 
50.000 
57.000 

100.000 

25.000 

100.000 

50,000 

50,000 

160,000 

50.000 

100.000 

100.000 

50,000 

80.000 

50.000 

200,000 

50,000 

135,000 

50,000 
50.000 
50.000 
15.000 
100.000 
51.000 


47.000 
39,000 
118,160 
72.000 
48.500 
49.500 
44.080 

54.500 
60.000 
26,500 
49.000 
56.430 

81.000 

25.500 

98.000 

51.500 

48,500 

142,500 

50.000 

97.000 

98.000 

50,000 

102.400 

53.000 

196.000 

51.000 

128,250 

41.000 
52.500 
50.500 
15.300 
101.000 
46.410 


BOMM  AHD  StOCU  OwKW.— CMf.  Pv 

BoHSt.— Cmt  Value. 

gy.  of  New  York,  g.,  1942, 84% $58,000 

r.  of  New  York,  g..  1951, 8)% 125,000 

r.  of  New  York,  g..  1964.3}% 150.000 

r.ofNewYoricg.,1954,8t% 20,000 

r.  of  New  York,  g.,  1066,  4%, 30,000 

% 125,000 

'o. 50,000 

w, ..v»-w«»,  .  ..,  ..r,.,  w% 10.000 

Gy.  of  St  Louis,  lb..  1911.4% 40,000 

S^.ofStPMilMinn..  19l9,4j[% 50.000 

G^.  of  Salem.  Ore.,  1910, 5% 20,000 

r.  of  Salem,  Ore.,  1912. 6% 9,000 

arion  Coun^.  Ore.,  1911,  6% 14.000 

Stocks. 

GU.,  MIL  ft  8t  Pkul  Ry.  Co.,  p 50.000 

Clev.  ft  Pitts.  R.  R.  Co..  gr 25.000 

Morris  ft  Essex  R.  R.  (30.,  gr 26.000 

N.  Y.  ft  Hariem  R.  R.  Co..  gr l2JBeO 

Pitts..  Ft  Wayne  ft  ChL  By.  Co.,  gr 25.000 

Totab  (book  vahie,  $4,157.069). . . .  $8,980,600 


Market 

Vahie. 

$62,780 

112,500 

135,000 

18.000 

30,000 

188,760 

50,00(^ 

10,100 

40.000 

62.600 

20.000 

9,000 

14.140 

06.000 
44,000 

40.250 
89,375 
44.000 


$4,094,566 


MISCELLANEOUS:  lliis  eompaiiy  began  bwioess  In  the 
United  States  in  1876.  Its  home  office  statement  as  of  December 
31. 1908.  showed  asseta  amounting  to  $37,640,947.  Its  subscribed 
capital  is  $15,000,000,  of  whiefa  $1,500,000  have  been  paid  up. 
Conflsnatkm  kieses:  BaZto..  1904.  $958,494:  Toronto.  1904. 
$170,000;  San  Freodsoo.  1906.  $2,418.755u  San  F^daoo  and 
Baltimore  losses  were  paid  by  remittances  from  homeofEee. 
Value  of  special  deposits:  Va..  $60,600;  Oa.,  $11,500;  N.  M.. 
$11,500. 

UNITED  STATES  TRUSTEES:    J.  V.  B.  Thayer,  Chas.  D 
Dickey,  N.  Y. 

YIELD  MEN  AND  TERRITORY  COVERED:    Essten  and 

Southern  departoBents,  Qeorge  W.  Babb.  manager,  T.  A.  Ralston. 

sub-manager.    Westeni  department  Cl*  H.  Leimit  manager; 

J.  G.  Corbet    assistant  manaoer.  Chicago.  UL    Spedsl  sgents: 

Sumner  Rhoades  and  C.  A.  Baldwin  for  N.  Y.  State:    Edw.  R. 

Buhler,  for  N.  J.  and  Pa.  and  Delj  (Seorn  TfeUman,  for  New 

England;  Bartow  Van  Ness,  for  D.  GL,  Md..  Va.  and  N.  C;  Newt 

M.  Smith,  for  Tex.;  F.  C.  Calkins  and  a  £.  Leahey  for  S.  C.  Ga. 

Fla.,  Ala.,  Miss,  and  La.;   Wm.  a  Daniel,  Columbus.  0.  for  O. 

and  W.  Va.:  C.  W.  Osrtwright  Minneapolk.  fw  Minn..  J.  J.  L. 

England.  Detroit  for  Mich.;   Q.  Mueller,  Los  Angeles.  Cal.  for 

Aril,  and  So.  ObI.;   CSiaries  H.  Anderson.  Hannibal  for  Kaa.. 

and  Mo.    E.  H.  (3oodman.  Omaha,  Neb.,  for  la.  ana  Neb.;   D. 

R.  Atkinson,  Portland.  Ore.,  for  Ore.,  W.  Ida.  and  Western  Wash.. 

G.  F.  Guerras,  Spokane,  Wash.,  for  Mont  U..  E.  Ida.  sod  E.  Wa«fa.: 

F.  C.  H.  Robms.  San  mndsoo,  CaL,  tot  Nev.,  No.  Od..  (except 

San  Francisco)  and  Bay  Counties;  C  L.  Easton.  Mitwaukee.  Wis. 

for  Wk.    WaOace  F.  MUler.  OUahoma  City  for  Okla.;   C.  J. 

Scruggs.  Nashville.  Tenn..  for  Ky.  and  Tenn.;  R.  G.  Vslentin«. 

Faino.  N.  D.;  for  N.  and  S.  D.;  L  W.  Grupe.  Indianapolis,  Ind.. 

for  Ind.     The  company   does   business   tnroufdi   the   L    and 

So.  departments  in  N.  Y.,  N.  J..  Pa..  Del.,  Md.,  D.  C,  Va^  N.  C. 

8.  C,  Qt^  Fla.,  Ala.,  Miss.,  La.,  Tex.  and  all  the  New  England 

States.    The  W.  department  comprises  Cbk).,  IH..  Ind.,  la.,  Kan.. 

Ky.,  Mich.,  Minn.,  Mo.,  Moat,  Neb.,  N.  D.,  0..  OUa.,  Tenn.,  S.  D.. 

W.  Va..  Wk..  Wyo.,  N.  M.,  Cal.,  Ore..  Wash.,  Nev.,  Utah,  Arit.. 

and  Ida.    The  company  operates  in  all  the  States  snd  Tenitorirs 

(with  the  exeeptkm  of  Ark.)  and  in  Om.  and  the  HawaSsa  Islands. 


KEPORTS  OF  FIRE  INSURANCE  COMPANIES. 


NORWICH  UNION  FIRE  INSURANCE  SOCIETY,   Ltd.,  Norwich,  Eng. 

~    "       "  ~  '      itMuMta.Wn-BkniBnscbSMnlUT.  ]-F.  VuKJpo.NnrVort. 


«2.wa.oe 
i.n>,in 

l,WT.T4e 


Mi.tM    tna,m 


II.TIO.MW  •1.818,001  ll,I8«.I0a 

13M.UT  1,S84,»S  1,«>3.1« 

i,iis,m  i,x».  M  i.isi.tn 

l.DM,Ml  I,ISe,HO  I,OU.lll 

i.iia.»4g  i.iwj7»    


Aams.  Dinns  Suna  Bkahch.  Dccnau 

UocMcE  Inuu  OB  re^  tstale , 

Baifud  ituki  owned  (mukel  nhie). l.Mt.MT 


Olkraacti 

Tool  ufanintd  ■■ 


USKfl  AHD  PKEmDlB:    Rn  iliki  ta  fom 

IMMUOI;  xwtaL^noB,  RwrXL 
BdHDtms  Dt  mmsD  n-Alva  hutci  ADicnsiON: 

WWIQAOE  LOAK:    A  Im  lor  OlSa  k  Hnnd  br  tO- 
le  V.  4tk  (t^  Nh  Toik,  nhMl  H  UOiM. 
Boms  AMD  BTOCKB  OWNZD: 

■-..-.-.    r.r  .i=:..uF-.Rv,rve.l»Jir„ 
B.4  0.  B.R.nK.lM8.4% 

^.  d  mTy^  CO.,  nt^  IMT,  41%. 

Cr.  il  K.  Y„  K.  IIS.,  ua  H> 

^  tf  Ptttbd  On.  hJ.,  laiT.  5%  . . . 


OLR-t 


a«,*a%r^».ts».f%: 

OHdM  1/  CoJmD&i.  nt-,  1»14.  3.S5%. 

~ ~        1..  »«,.  1951.  *%  .... 

-  f-m..  1938.  *%  .   .   . 
!l  R.. »«.  IS37.  i% 


£rk  R.  R..  P..  « 


vxtMo  wsm 

(8.000  MJOO 

IMOO  ElJOt 

xxuno  HUM 

IMOO  HMD 


(STS: 


n  A  W,  R.R.  CD.fr 

^  (.Rl.  CO.. 

■.to.Oo-P 

01,10.  JiBLT.Bt.Cb. 

OkMLASt-PHlRT.  Ca,p 

D>.  B.  R.  A  Bk>.  Cd..  p 

n.  Oat.  R.  &,  liMBdIlaM 

FH^  rt.  Wmw  a  CU.  Rj.  Co.,  it.  . . 

Bw.  *  Bntoff  L  R.  Ol,  (r 

b.  Rt,  Ol,  Moblk  *  O.  Ti.€(b„  gr. . . 
TotTb.  B^  Tnatt  Rr-  Co..  p  . .  - 
UMiidII.TBrB.  md  Choi  Oi..  (r. . . 

Clin  ^  Er.  Do.,  p 

"■-' — 'WBdT.feCo.olttL.nr... 


11.400 
T.«» 
£1400 


40.000  41J00 


JukrafOhtMl, 
ta,HOi  WMaOj 


tl.  IKS.  ■iKiwtd  HCU  K 
nplul  li  fl.lDO.OOD,  o' 

170B.  11,815,427     rbeWji,  lB08,Br,001.  ^Tb. 

Tl". .'.',.  1'.^--  '    ,!     '.'  M.    ,..ii  [.ji/i  Cuidwi  brua. 

Vta,..,,,,  ,.    -ii. ■-,;.":  N.  K.,  tia,«a0^   Vi., 

tssjoo. 

CNTTED  STATES  TRCSTEE8.  A.  W.  Hud.  W,  Emtoi 
Boovnlt,  Jima  A.  Bayana. 

FIELD  HEN  AND  TEKBITOBTOOVEEED^  Hndoenfu 
tbg  ¥DJMd  Stalca.  W  John  m  Nn  r«k.  J.  MooIoibut  Hut, 
mtatatr,  WilUui  Sut,  ■dNant  bum";  J.  r-  Via  Ri^r. 
bnmA  iMntuy:  J.  H.  Bmnr.  iiwaTntMdal  ot  unoM, 
Ikrten  ud  Soslkn  BUIm,-  Been,  Kukoa  A  Cd.,  OiInMB. 
T«I.,|Ban]  inBlibr  Tu.;H.  C.  Btn  t  Co..  lU  Uun  it., 
JukniiOa,  RiT  (M«nl  MtsM  for  Fb-:   0.  t.  Qui,  m^ 

rnt,008  0iiudi»aHmb,8*>.  Bk.  BMt  3t>uim.  N.  ¥.,  for 
r.i  H.  A.  Riebudi,  Jr.. «  Jc^  ik.  Nn  York,  nmd  *!<!>>> 
N<w  York  nbvrbu  dMmt  ud  .V.  J.;  Wm  S.  foadu.  415 
Wahol  rt..  FblKJeltAk.  H..  ipeckl  Hal  For  Eulom  Fi-i 
-  -  ~  Ww,  imeW  •«(,  431  Wood  bL.  PUibuf,  h-t 
Py   fiiiyiX^Bkkloid,  E       "       "      ' 


iL:  C.  C.  MuliB.  ipBdd  ten",  FMtal  TElwmph  Bldg.. 
Cilr.No.,Iii.torlIo..KH..N^,Okk.;    W.  H.  Lowden, 

,it.  J.  L  Fditr,  MOtut  BuniiH.  FUite  raul  dmrt- 

iMBtUSBunaaitoit.Su  Prud»,  Cd.;  iniiidxtlMi,  CoIom 
Wtc,  N.  M.,  Ngiit.,  Or.,  Widu,  Ida^  N«..  buh,  Aril.,  Alu. 
ud  BiwMkn  Uwiir  C.  D.  Cobb  i  Od.,  1011  ISth  it..  Denrer, 
Colo.,  nsant  udiH  (or  Colo..  Wjo.  und  N.  ][.:  ipenl  WoiW 
P.  C.  SutoFd  ud  J.  H.  Fuller,  for  Nev.  ud  Am.:  A.  W.  Omt 
ud  Bnuc  Kilti,  for  On„  Wiiii„  Idi.  ud  CUb.  The  oomiiuy 
d«  bouMM  B  ill  ii(  tbi  Stetto  ud  Tcrritoriei  ol  the  UaiUd 
Stala  enept  Ark..  Dd.  ud  Tno.  It  ilto  doH  buniai  m  Ub 
IXmbioa  a  Cuidi. 


OCEAN  MARINE  INSURANCE  COMPANY,  Ltd.,  London,  Eng.K 

Huufa.  W.  L.  H.  Simpun,  Ntw  York.    Omniad.  IMS. 

Vui 

^ 

gssi 

Sundut 

,.j:!L. 
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Income 
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P«d 
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penM 

ToUlEi- 
peodin™ 

Lo«H) 

Incmred 

1«M 

im 

178,411 

StiS 

•SSf 

M.BT] 

BOi.m 
134!bB1 

tlS$,40l 

iSlsiS 

tis.sss 

t  la.iit 

01.278 

if 

I146.S01 

i»s'.m 

I1l8,8i; 

-12  ,710 
—1  .98) 

REPORTS   OF   FIRE  INSURANCE  COMPANIES. 


OCEAN   MARINE   INSURANCE   COMPANY,  Ltd.,  London,  Eng. 


iiunu.  UxnXD  StAtu  Biancb.  Dicuub  SI.  IDM. 

Ncl  Icsia  uspud  (indudiiv  W.UZ  rsulot) tli.tTJ 

UaEunad  prsniumB , ,  .  .  S5,M0 


RISKS  AND  PREHIDHS:    Muine  uul  iDlud  rnln  in  lone 
DHHDbM  31.  t2£U;Ka:    pnmiunu  thsiw.  tSS^We. 

BUSINESS  IN  V.  S.  SINCE  ADIQSSION:     Pmniuini  or 
nind,  tl.47I.3l»;  lo»  nud,  I1.1S3,7IS. 

HuM 
BONDS  OWNED;  VbIw. 

D.  C.  r.  U..  lOSf.  }.«>%.  rv  IIZR.OOO tlSfi.MO 

N.  y.  Cy.,  cp.  itk.,  im  3)%.tiu  1111.000 118.800 

Totola(boak  viJin,  t2«0,«00) I2SG.700 


DntW . 

Britldi  A  HEimntllc  td  .  .   .....  __ 

GorponCJoii.    Itf  lubierlbBd  dpftAl  Ib 


nSCELLANEOUS:    Thli  oonmur  befu  b 

"   '  ~         In  1SQ3.    It  wu  puiehUHl  In  1907  by  the  Norta 

'"      '  '      '       '    ^  conODDad  ■>  i  Bepmba 

1,000.001),  udtlwpiid-up 

Dbat  ai  1007,  imouDlHl 

,JtiL    W.  L.  H.  Slmiwii 

ll  iiUo  Cglted  Stala  muifn  of  the  Britlih  ft  Fontoi  Muln. 
of  Untpool.  the  MulUdH  of  Um^.  isd  tin  RdiuRi  Ma- 
rine,  of   liTUincJ.      CoDflivtitloB   liwiK    Biltlmon.  IIXH. 


PALATINE  INSURANCE  COMPANY,  Ltd.,  London,  England. 

lid  Muugs.  A  H.  Wnri  AnliUint  Huu|b.  C  J.  Holnuai  Bructa  SecretuT,  Wm.  U.  BaUud, 

Orsuued,  IHO. 

(Uoind  Slila  Bnncb  Stitbtics.) 
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1. 418.387 
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— a)7,07z 

Bonda  and  Btcxiks  oi 
Cub  in  office  and  b 


deceuei  31,  teoe. 


a  ud  Huplut. t).34T.4t! 


RISKS  AND  PHEMinilS:  Fin  rlikt  Is 
m<1.4T0,TSI;  pmnlou  (bnm.  11.764  JOS 

BDBIN^  IN  UNITED  CTATE8  SI 
Fmlsnu  ntetni,  I11B144»:  lo«  |*U 

BONDB  AKB  CTOCRS  OWNED: 

BOHDI. 

IT.  a_  MB.,  leao.  ?7„ . . . . 

lasnlud.  0.,  ni..  IBZl,  4%. 

Oiorito,  8t»ta  of,  IBI.^,  41% 

H.  ¥7  &.  mg.,  1018,  3t% 

M.T.&.,«f.,  ll<S7.4t% 

H.  T.  (».,«.,  ISIO.  8%.. 

Jh»Yotk,  if  Y..n».  1*38.31% 

H.  T.Cy.,  iw..  1066.  4%.. 

Tl«lllll.SUUiif.  «^n..  IMl,  S% 

AtL  Qwt  Miin  fT..  .t  \.  <■■:,),  l«i  4%. 
RAO.R.II  >s  \^  iiiv  :.iin.,lS2S3(% 
B.4.0.  ]L  H     ■■  .    .  ~.  -  . 

1«1.  4%  . . . 
C.tE.IlLR.R 

Obl.i  NwiL  R  I 

OI.  A  W.  lad.  R.  R.,  A.  ia&2.  4^ 

Ella  R.  R.,  (a  m,  IWO,  7% 

= — ir.*T.H.RR,ls.m..l«l.fl% 


■   I  ■';. »  w.  Vt), 

«d  imp;,  iBSS.  4%; 


i%  ■ 


DL  C  B.  R.  nr.  LIbm).  1  m..  IWI, 

Intar.  R  T.  Co.,  UBI.  6% 

Uka  Qle  *  W.  R  R,  I DD..  1«7,  . 

Lonf  Uud  R  R.  r.  m..  1»4S,  4% . . . 
Usb  *  St.  L  R  R,  I  m..  IMT,  7%. 
HlDa.  St.  Ky.,  1  a.  BL.  1S19,  8%. . . . 

N.  V.  Ontnl,  Unta  tq.,  1SI4.  A% 

S.  Y.  k  Looi  Bi.  R.  B.  p.,  I»4f.  8%  . 
H.  Y.  L.  eTT W. On]  ft  RR.  1  m., gr.. 

1W2.TO 

Kb.  Fu.  R  R.  prior  b.  ft  I.  a..l9>7.  i% 

Pfc  Ooa  c.  1  m.  IMl,  4t% 

F..  C  C.  *  St.  L  R  R.  c<>a4t„l»40.4)% 


100,000  100.000 

60.000  48.600 

SO.O0G  47.800 

3«,an  82.100 


100,000        116,00 


UO/Xn        14BM0 


I.  Ntn.  ft  8.  Con.  Rr.  ft  L.  0.,  ir.. 


BoHM  iND  Stocu  Oynmiy.—Cnl, 

FlttL,  C.  C  ft  St.T'R  R.  in*.  ir„  IMS. 

4i%. 

st.L,i. 

1931.8% 

St.I.,lJl.ftS.at.«a.IHr.]lin.,ia3).1% 
Sk  Ful.HliiB.ft  Mka.RR.,a.,  1033.  «% 
So.  B;.CD.Ot.I,.DlT.),l  m-  lUl,  4%.. 

So.  Ry.  Co..  1  «..  1W4. 6% 

Bo.P«.,lr.,  1868,4%.. 

Tffl.  R  R.  Aki.oT 91.  L.  Im.,  103),  t)% 
ToL,  Will.  ViL  4  0.  R  R,  "C,"lSe,4« 
"■  *■       R.R.((i.),  1  m..  rag.,  ! ■^ 


Vdot. 
(18,000 


W.  V».  ft  Rlti,  R 

BiltimonftO.  R  R.  p 

Catowiaat  R.  R„  p..  U  litM. 
(U.  KU.  ft  3t  Pud  R  R,  p 

On.  ft  Fllta.  R.  R 

Han.  Rt.  Co.,  KT. 
Hluhlll  ft  Bdhuy 


Ptlla., 


4%... 


MeK.  ft  Yonihlo^Hiy  R  RCd.kt. 
Ft.  WijiM  X  CU.  Rjr.  Di.,  p. . . . 
wrltara'  SalvMC  Am.  of  ».  Y. . . . 


mSCELLAHEOUS:  HA  oompuir  ■»  ortaalwd  to  nte» 
■  MiniilirirtTtr  (Enc.)  mmpuj  of  rimBar  udh.  It  li  ooatmU 
by  tba  Intttala  wUth  doogiDkla  Iba  CBUBNtd*]  Uvk*,  at  Loodo 
andtheaimineidalDnlon.of  NawYo^  lU  homa  aSse  Btkl 
iMBt  M  et  Dtwnibar  SLim.  (hoiradHHl*  »n<«itta(  CTSa.tj 
Ita  paid-up  apltal  bdsg  £100^  ContapitkM  loaH  &«] 
man.  ItU,  I1V6.T18;  Su  Fnadioo.  im  tlM3.IIT.  S 
PnsitagoIaaieawenHklbynmUtuaafiwBbaoaoaoL  Vali 
of  gpnial  dapoiiM:    Va..  848,600:  Oa.,  tlO.600;  N.  H.,  tlCI 


KEFOSTS  OF  FIRE  INSURANCE   COMPANIES. 


PALATINE   INSURANCE  COMPANY,  Ltd.,  LandoD,  Englaiid.— CoMtMnwcf. 

.__.-.__  _.     _.  uj  w.  V*.;  D«rtd  CJdwWl,  Lontaiim  Kj„  tor  Ki.  md  Tmi.: 

Ju»  M.  Hix^nL^Cor  N.  J.,  L  U  Rkibaoiut  ud  WntcbHtcr 
□dl;  Chula  BTTuUl  SaSbMa.  H.  ¥..  for  WsUni  Ft.  and 
WMn  N.  Y.:  Ocorn  6.  ToapUn,  AUiut,  N.  ¥„  lor  EHtun 
K.  y.;  Fnnk  0.  Ulal,  FUlukbUv  Pl.  [«  EHttm  Pl:  HusU- 
ton  Vhubj,  Itoag,  Qk..  [or  S.  C;  aTC.  Bndtrkk,  DiUu.  Th.,  (oc 
No.  T«.:  BabL  E.  L  Uaem.  Hoooon,  Tex.,  lor  80,  Tot;  Wmuiti 
di^rtBnt,  apedd  inito;  W.  0.  ChuibDJIii,  WniiapolU. 
iaim.,lor  UaB.;  E.  W.  UUmA.  Dm  MoIim.  U-.  Idt  Ijl  ud 
No.  llii.;  n.  r.  Hwrdont,  IMnU,  Wlk.,  (or  Utah.;  Waller 
E.  Alntv,  MlhrtukH,  Wl^  Inr  Wk.;  A.  M.  Col*.  Allluoe, 
O.,[or0.;  Jokn8toiH,Tiidlu>(ioUi,Iad.,forIiid.;  J. C. QriStlu. 
Jr..  8t  LoBk.  Mo.,  I«  Bo.  111.  u3  Bo.  Mo.;  Our  A.  RKhudL 
CUhvi.  IU.,  for  So.  HL  Hortbwgrtam  daputmnt.  Kicdal 
a«alc  O.  A.  WabOoud  A.  E-FanyforN.  S.^  R.E.Beedi 
[or  KaoMT  John  B.  LitUe  [or  S.  D.  aod  Nob.:  Jolm  Benaon, 
lor  OuZTb.  0,  Wr»y  tot  Colo.,  Vyo.  ■»<  K.  II.  I^fle  r«*t. 
andal  aionta:  Oaoria  W,  Sns.  Spokaoa.  Waidl.;  F.  J,  B. 
Hunlnf.  3b>  FnBotaoo.  OaL;  H.  E.  TtridHint.  Portlud.  On.; 
J.  H.  HorfDW.  Ida  Angafea.  Cal.,  Oeo.  T.  Bentr.  8ni  Fiueiaco. 
Cil,  Tbe  ampaor  oparatea  in  all  (b>  SMIaa  and  Terrilatita  ol 
l)w  UniM  Sutra  ampt  Aba.  and  n  Uh  Donbn  of  Cuada. 


ntlTED  STATES  TBUTTESS:    Joha  T.  Tnr,  John  CUltn. 
eUaid  J.  Cnn  No  Yort. 
nELD  IfBN  AND  TERRrrORY_pOVEREft    A.  H.  Way. 

C^teJaSTiwoftS'Sofe'""""""" 

F.  Edmonia.   6miw'  Olio.,  mlJmt  wortryJj': 

I«i*KljiL  Kcb,  N.  5^8.  D..  (So.  "n.  M"'ft>o,a?d"ol''lLi 
E-TTinSlfiB  FiuuteD.  CU..  Duaiirr  PidGc  cout  bnneb; 
r.<itS.OIin.  baadtaxtataiy,  ooraliuOre..  Ner..  Wub..  Kli.. 
Mgot.  Clak,  Arh..  a  C  Raw.  L,  Lmr  fil  ^d  Alu..  J^.^i^lac 
A[M.)fivOil«M,U.fnMnlH(atal  -Ml.-  n  -  '  " 
~— -""     * — -t-OLlBi 


t  t^AUaata.  Oa^iaiHtal  ub. 
•Ui,  na.,  «mnl  accnl  fet  FV 

.  Feb  State  ivat  lar  To.:  E.  B.  _._, ,_. 

Xc*  ToA  on  ud  aabarba.  Spodal  wntc  W.  T.  Fu 
b*>,  Ibairbc  Mev  ^and  Statea:  W.  R.  Iteroai  Hit 
Ciu.,  far  CcoOm-  A.  H.  Tnraa.  Biaifuoad,  Va..  for  Va.. 


PH(EN1X  ASStJRANCE  COMPANY,  London,  England. 

I'uMl  Suia  Joal  Uaaacsi,  L.  P.  Bayaid  and  P.  Bcmfard:   ScrrMatT.  A,  D.  Irvina.  Jr.,  New  Yoik.     Onaniitd.  1872. 
(Dniud  Sttlea  Branch  Stalialici.) 


•OltTl 
I,JW,3T1 


n412,7M   Ul-.- 
1.41I.MS     »•"■  ■ 


t2,II3.M4   tl  ,233.838 
2.2»3,4tS     l,nT,I7S 


Amrs.  UnrTZD  Smtis  Bhahch.  Decuou  SI,  lOOB. 

Bwh  ud  atx^i  owned  (book  nlue) 12,787.9*1) 

Cub  iD  office  and  buk 178.381 

AfmB' baluRS.  not  onr  J  mootha  due. 387,018 

17.021 


Toul  liibiliiia  ud 


HI3EB  AKS  PBEHnnO:    Flie  lUa  Id  [ona  Daoamber  31, 

BCSINESS   IN    n.-aTED   STAT^  SINCE   ADMISSION: 
PnUa  nadnd,  ttlliSJ*-  kma  paid,  07.110,100. 

BOXDS  AND  SnOCKS  OWNED;  ht  Haikel 

Bmna.  Valua.  Vaha. 

9iueoiifa«.n3s,  st% t«a.ooa  m3s.i)i» 

Ga.  8«ate  oT,  MIS.  *i%^ KI.OM  lOJM 

(Vik^  Ct.  of.  in:.  4a loo.on  lOl.OOO 

.4. 1.  Cf ,  add.  arrnl.  Ilk..  ISU.  31%. . . .  MO.OOO  >«l.«n 

ST.^^mi.a%.. in.ooo  soaoo 

tkkud.  Cy.  o(.  UMJ,  4a 20.000  30,300 

Cj.  rf  Boetatar,  wal.,  IttI,  li% IKUOO  144,0)0 

Ud.  Com  1^0  R.&Ca.,li.  *  N.BiLm.. 

UK  t% S7,000  M.IW 

t.AO..I>tartii.*l.lS2S^3i% 11,000  33J1I0 

C.B.AQ.R.R.Co..(ii.m..  IMS,  4a  . .  100.000  100,000 

Ol.  Soik  Uud  A  Fk.,  CD.  B..lfl88, 4%  10,000  taxa 

Oi.  A  Nn..(.f.,  1920,0%... 39,000  42.910 

Ol  A  Nwm..  n.  B..  1187. »% »  OOO  17^0 

OL  A  AHeaE^B..  1919.1%. IK.IXIO  93,7C0 

C  A  W.  [.  ft.  R.  Ol..  UO.  4o U,DDa  47.000 

CHASLP.  R.B.ai..PLB..  1>89,«  10,000  10.100 

0.  A  H.  G.  B.  ft.  Oo,  1  oa.  B.  1938, 4o. .  KjOM  47^00 

bk  A  rUMiwi  B.  JL,  1910. »%, ....  ItOffK  91,000 

n.  CM.  St.  Lean  Db.,  Utl, »%  . . .  IMIOO  14J40 

IL  Cot.  aL  Uak  DiT,  1911, 3% UOOOO  »1M0 

L9.AM.S.R.K.0>.,1>.,1M7.H%.  MIOOO  49,000 

L8»H.&B.ILCo.,d..l92S.4i M.OOO  4BA0O 

Ibakatlaa  Rj.  Oa.,  isixiv  4%. SOJIOO  49.000 

S.Y.aAH.RB.B.CD.U(l7.31%..  OOMO  4M00 

X.  I,  N.  E  A  H.  B.  B.  Ob-  HUC,  4%.  IIOJUO  104^00 

IMiA  «  W.  B.  ^  1911. 1% lOmO  44.800 

!^  ht  B.  B.  Ol,  Bkit  bL  IL.  1197, 4%  10.000  51  A» 

F>.ck.,Et.  itii.M% nan  »,ooo 

Bt  FM.  Mhn.  A  IL.  1  HL.  1933. 41% . .  10,000  tl  JOO 

8a.PaLB.R.Cki.BoLlr..  1949, 4%....  UMO  17J«> 

Tn.  S.  B.  Aawu  n.  m^  1913, 1% 10JX»  40M0 

II>ta  Pa*.  R.  R.  Co,  1  IL,  BJUi  hud 

put.  1147. 4% lOMO  11,000 


Boma  AHD  Stoat  Oano.— CM.  Par  Mirtel 

BoKi».-C<»il.  Value  Viliw . 

W.  Sbori  B.  R..  1  DL.  I3S1. 1% 1130.000  (122,400 

AiAor.  71  A  ly.  Co.,  1920,  4% SDMO  41,100 

N.  T.  11.  Co.,  1931,  41% H.OOO  41.000 

Csderwritan' Saln^  Co.  ol  N.  T 1,000  1,000 

Undarwilten' Sainn  Co.  ol  Chi 1.000  1.000 

Go.  Ad.  Bureau 110  UO 

MUwaokH  DadetwiiteiV  Blc  Co BS  88 

So.  Ad.  Bureau 100  100 

Totab  (book  Talna.  t3.7S7,9H) t2.S23J38    t2.78I,««0 

MiaCELLANEOUS:  TIh  FfaoDii  waa  Iha  fiitt  Gogliib  In 
compariy  (0  open  ao  AnKrlooa  bnocb.  an  office  baring  baea 
eatablMed  In  RiiladdphU  In  1804.  Six  yeut  later  koetlle  lefb- 
lalloo  led  lo  III  wItbdmwaL  Wklle  Uu  Fh<Bn]x  waa  biknal«d 
b]  Uolled  Stalea  Inubieaa  thnnuh  relMiitaaee  beattta  Ibr  wbleh 

II  kat  IWO.OOO  at  CUeaso  In  ISri  and  1210,000  at  Baton  Id  187!) 
It  did  ODI  renter  torl&ael  bnatocaa  uitU  1879.  The  dominant 
Internli  hi  (be  Fhtenli  alao  oootnl  the  MIean  AHonaw  Co.,  o( 
New  York  In  1907.  the  lomHU  Mqoind  lb*  btataien  ot  (be 
FeUean  and  BiUU  Emplr*  Ub  OBiea.  Tha  borne  offisa  atata- 
uenl  ol  the  Phmnli  la  ol  Decrabtc  81,  IMN,  dtowi  that  It 
then  had  £7,903,121  ot  aMla,  faHJodbic  the  pakl^p  portion  rf 

III  euItaJ.  £10,880.  It*  inbMifbtd  apM  b  aJKJOO. 
AfterhnoarT  1. 1908,  (be  Dompanr  will  aUot  tlJSl  fcUcu  abvM 
oT  £1  [slbr  paid  up,  wban  the  tiald  up  tultal  el  Uw  Phcenii 
win  be  fHOillO  and  the  nbeerlbed  ciTliUSO.  Oonlacntla* 
loaata:  Ballbnora.  1901, 1472,709;  San  f>vieb«D,  igogTmiB.- 
804.  San  FiBiidK«  loial*  wen  fM  bj  nmlttaocen  honi  bnme 
office.     ValuH  ol  ipeeial  denixile:    Co..  IIO.HO;    Va..  120.300. 

UKITBD  STATES  TRUSTEE.'":  Geo.  A.  Bln»i.  Hairy  Ha»- 
deo  TiHd-fU,  Geo.  Ftwcw  !>».«,  New  York. 

FIELD  MEN  A.VD  TERRITORY  COVERED:  L.  P.  Bayud 
and  P.  Renifonl.  joint  manuere.  A.  D.  InHn^  Jr.,  no- 
ntarr.  New  York.  Howard  Tefhima,  nneral  afast.  York  offin; 
M.  t.  Drtieall,  tnaial  aftnt;  R.  E.  Uditer  aMiaUiit  nneral 
«.._. —  j__.^_._.    --■-ip^  HI..    Warttogton  Irrlnj. 
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HHnJMMt;  aOiUiriLi^MiilBi»nlMnt.S»FnaalB«.  i  dtfuitrnM 
ST  8niMlifntK)l7a.Ilonn.flrY.aui«:  aD.H<ibbud,  R.  Nobia,  . 
Pi.,  Md,  ud  D.  C;  J.  R.  BuU  [or  N.  J.;  J.  W,  Gronr,       Omtht.  H* 

~    ~   ■    -        vt  ud  OODB.;  L.  R.  WuTSB.  [at       Mi.~-,.JL 

y.  0.  HnUu,  for  FU.,  Alt.,  Un.       Im  0.  ud 

nl  iwnt  Ik  W.  Va.;   L  B.  Lil^,  I    pur  doa  bnriHM  k 
Ji.rTL.Koaxu.tcic'na.  Waten       {mnM  N.  lU  ad  k  I 


._, ,    ,-, . KKuudKa;  L 

auu:  a  D.  Hobbud,  R.  NobIa,  IbUogn.  HI,  [«  lU,  Kjr.  ind  Twl,-  W.  L  Dilkt 

N.  J.:  J.  W,  Gronr,  OBuJukHtb- (u  Ciilairi*.,  Nib- H.  D.  ud  B.  D..-  JiibiR.Hil 

ki.,  u...  Vt  ud  OuiB.;  i.  R.  WuTSB.  [at  lllBi>avall%  MluL,  Fm  Was.  ud  Wb.;  Jm.  A.  daod.  CMud 

Vl,  N.  C,  S.  C  ud  Ol:  >.  0.  HnUu,  for  FU.,  Alt.,  Un.  Im  0.  todl<k±:  S.  a  FdM,  Datnlt,  Udu  (ai  UA.   Hh  torn 

•   -    -    "  -  •     Mlt  (w  W.  V  ~       ■  -  ...  -  .  _ _  . 


ud  [a.;  ).  ?.  Fnll,  i 


SUM  tad  TWiUoo  of  Uu  Diilii 


wr .  A^ivn:  fiiwtini  amMomtv,  Meo. 


Yw 

^ 

UneuBcd 

Sorplut 

P,£L. 

S. 

■ss- 

El. 

TotilEi- 

padinm 

LoMS       from  or 
Incuited  tf— )Kadi 

ISM 

IWH 

IMS 

Hi 

1,179,3M 

ll.DSl,tt7 

atoM'. 

tM,M7 

ssss 

HS,90( 

Kffi 

S8S,M 
>J3,498 
S4T.flia 

B89,8J7 

"ASS 

9T0,S1S 

t88T,tt25 
SM.Sft 

1487.070       -m 
sziuq  ~li8.M 

AairTa,  Untikt)  S: 
Boodi  ownal  (maikcl  nine)., . 
Cub  In  office  uuj  bi~'~ 


Tatil  admitted  MKb II.78S,a»3 


LuBUjnxs.  Vmmi  Staih  Bkamch, 

Net  lo«H  unpnid  Ondudinf  ttI,B01  recited). 


Sufiihi  ■■  ID  poli^Kaden 
Total  llabDitla  and  n 


RISKS  AND  FREWnilB:  Flw  rtto  hi  lonn  Pi—b»  31. 
•t70.TaO,8n;  pKBhnia  Otaim.  tt-OIMSO. 

BDBINE8B  IN  UNITED  STATSS  SINCE  ADUSSION: 
FmDhn  noatnd.  llO.T»,lTt;  Iowa  paU,  M,3tS.ni. 


BON'DS  OWNED: 
AatAaa  Co.,  Pa..  «,.  l»3i,  t%.-- 
BcrranCb..  N.J.  (rd.Liop).i.I923 


BcrpnC 

CIndDuU  Objo.  iitrnt  imn.).'  IM 

~      •-   '    Ohio,  (water  wb,>lW 

N.  J.,  (bk.},  t,  Iim,  4' 

N.J.(b(.y;i..l»M,4% 

-    N.  J.  (Co.  bif.),  IW 

H.  Y„  (,  •  .■(.,  ■""  ■ 


_H  Co.,  N.  J„  ,-, 

Hiid.Oo..N.J.(b(.y;i..l»M,4%  .,, 
~   ■  ■  Cb.,  N.  J.  (Co.  bIf.),  IMS.  4(g 


ValM. 

18.000 
40,000 
10,000 
40,000 


Jane*  dtr.  I 
LiaiAi(il«,< 

Veo^  IVni 


,Cal.(i 


Jaaii)j..l>31.  i% 
.).(..  1HV41  4% 


^"^"^ 


;  IMS,  4% 


),  K  IMS,  4^ 

_ ..,lte7.4^„ 

Ml.  Vrrnou,  K.Y..  (h.  Imp.),  ISSD.  4% 

N  V.  Or.,  (..  mmi  «%. 

Fartlawl.  On.  (be.),  e^  im.  «% 
St.  Loiili.  Mc,  (w.  fab),  (..  ItSX  U 
Sl-Pml,  lll«B.,(m..  !)■■■        — ' 

SaU  LakeCjF.,  Ctab,  (< ..-_  -.  „ 

"    '      -   Waab.,  (walet),  ti  1>K.4%. 
"  "..Oi*!.),* •"" 


S.iWs 


t.  iBia-s.  4] 


5^™-,  _ 

Toleda.  Oblo,  (Winat),  i»iil,"4%' "'  " 
ToBlma.  N.  v., (0, h.),  t..mi'22.ii% 
C  IL  481.  P.  (& 4  P.  W.  dH.)|.llH1.5% 
CItTdaDd  Tm.  t  VaL,  t,  IWSi  4%  . .   . 

HLOsit,  IM1.(.,  1% 

ni.  Oenl.  (Omaba  dlv.).  e..  1*51.  3%  . 
Il,  (iint..  IfllS,  h^-, 

L>I>«  tfit  .k  W.,  l'JJ7,  5%  .  . 
Look*,  t  Naibf.  n.,!..  1930,  0% 

N.  T.  C.  (BaKb  Cnak  dtr.).  t.  IMS,  4% 
N.  T.  a  *  H.  R.  H.  R.  L.  1W7,  H% . . . 
N.  T.,  a  *Ht.L.,t,  1107,4% 


30,300 
41.300 
10,100 
1S8.000 

3«,7n 


41,000 

moo 

4S,50a 


Bi,]00 

n.wo 
i3jao 


On.  Rt.  A  Nntatln  Co,  ■.,  t94«,  1% 
P«.0d.*,1M1.41%^ „ 

Bscbgrtir  *  Flttabvt,  (..  IHI.  «%..., 
St.  P.,  llliiii.AlUii.([St«tii.}i.l9I0iB% 

StemC*.  "■" •"—  '■* 

Tol.*0. 


*lUii.(OiL«itii.^l9I0l 

™i»R».,«- 1*6,4%;. 

Talak  (bogk  nlga,  tUiOSIT}.. . 


IIJOOJOO  IMSM 


CBlMStMai,bU 
31,  l«a>,  riu     ' 
•1,187^00  ab 
1904,  lUOO; 

V>  

—  ffrAI88TSDSrRB8:   Job*  a  BUA,  Om.  H.  Wi 
•iar>  J.  OaiiB  AflMwr,  ChtafD. 

FIELD  MEN  AND  TBSRITOBT  OOTBRED:  HanU 
Uttoo,  cenanl  BUidt  Dittad  Slalaa  bnadu  Oaon  8.  VH 
ttiie,atataiitiraiagf.  IiTluA.Biom,TMatMlbM.,BB< 
a«(ol  [or  Me..  Com.,  R.  1.  aodAua.;  0.  V.  Wok,  Bmtklrn^. 
apgeial  atteot  [or  N.  Y.  imI  N.  J^  Mia  rinAoa,  Aonn,  . 
ipeeial  ant  far  lU.,  Hioh.  awl  wk:  J.  N.  HobUaa,  Fitutii 
h..  ipM^  Hnt  [o[  N.  C  Fa..  W.  Va.  and  Ballo.  Raltl 
Hindi,  llEUKapolia.  Miu,.  apeeU  aftat  lor  I*.,  Hkn.  and  K 
John  A-  i^iuvo.  Loa  AagelK  ineeiat  aceat  [or  CU.;  Deaa 
Baldwia.  Btattia,  Waah.,  apMJal  amat  fu^a^  and  No.  ] 
W,  C  Cne,  Dianr,  Coli^  tor  (Ma,  So.  Ida..  Moat..  Utah 
Vjo:  H.  B.  Rilar,  Pnt  Wottb,  Tti-  apooal  ant  foe  Tex. 
,..  n  „  =,., ^. -s^Tlto.^pailMaiit  (0- " 


Fk.,  Qa..  Mh.,  N« 
Tenn..  Vv  aod  Va. 


(.  iL.  N.  b.,  O..  Om.,'  8.  C'..  . 


RELIANCE  MARINE  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.^ 

AlIatseT  aod  Uanaier,  W.  L.  R.  StmuoD,  New  YcA,     Oiiaiilicd.  188t. 
,W-,„j  c^.__ h  Stadatio..) 


Vua 

A>eta 

?=.-; 

Surplu, 

Premhuu 

lS,»e 

■as- 

i 

Total  £i-|     laaea     1     Ken 
potditurea    lnc»ttd  |  to  U. 

*m"4M 

•35.131 

I290.943 
300,409 

t  97.7IG 
Mfl72 
08,7(11 

H 

187!a8S 

as 

40.337 

'II  11    1 

REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


219 


RELIANCE  MARINE  INSURANCE  COMPANY,  Ltd.,  Liverpool.  Eng.—ConUnned. 


Assets,  UimzD  Staiss  Bkamcb.  Dscmux  81.  1000. 

Beodi  ovned  (maiket  vahie) 8837.210 

CohinofiioeaodlMiik 17.008 

Asntf  balaaoes,  not  over  8  manths  due. 88,000 

iKtotat  accnied. 2.0O4 

Other  aaMtB 2.788 


Total  admitted  assets $888,056 


Luaxums,  Umxtxd  Staixs  Biaxcb.  DicmmFB  81,  1000. 

Net  losses  unpaid  (including  $476  resisted) $88,800 

Unearned  premiums 86,186 

Other  liabilities 17,087 

Total  liabilides.  except  surplus $03,013 

Surplus  as  to  poUcyboldert. 200,043 

Total  liabiUdes  and  surplus. $888,066 


^RISKBANDFREMinilS:    Marine  and  kiland  rUa  in  force 
Dmaber  31.  $3,788,388;  pnmhmB  theieon.  885.186. 

BUSDrBSS   IN   UNITED  OTATES  8INCB  ADMISSION: 
hmiam  iteeived.  $2,700,046;  Iosm  paid,  83.101.333. 

Par  Maikst 

BOim  OWNED: 
of  New  Yoi][.adLirat8lL.  1016,8}% 
flf  Not  Tcflk.  doek  hs.,  lOW.  8%. 


ef  Mcv  Todc  epL  stL,  tttt.  8}^. . . 

efNev  Tock.  9Btk.,  1090, 4 
^T-aAH-R-KTCb., 
5.  T.  C  AIH.  R.  R.  G>^  _  ., 
Ol  Cbii»  R.  &  Qsu.  bs.,  1034, 

HnMR.  R.  OoL.  fas..  108a  4% 

ntahbovR.  R.  Osu.  ba.,  1036,  4%.... 


Value. 
885.000 

100,000 
60i000 
50,000 
60,000 
36.0001 
6,000/ 
16,000 
16,000 
14.000 


Value. 

$34,500 

88.000 

tfOOO 

46.000 
60.000 

37300 

16.000 
14,560 
18300 


Ibteb  (book  Tthw,  $868357) 8840,000      8837.310 


MISCELLANEOUS:  The  Aaserieaa  and  Fonlgn  Marine,  tbe 
Maritine  of  iJTerpool,  and  tbe  Brittak  and  Ford(B  Marine's 
United  States  biaaeh.  an  under  tbeasms  manafement  m  this 
eompamr.  The  Bellaaes  eonuneneed  buriness  ta  the  United 
atsicsfaiUOa  its  home ofloestatMnent  Deeember  81.  1008. 
showed  £835.645  of  Mnte,  eiehalfe  of  £400300  uneaOed 
oapltaL  Its  paid-up  eapital  was  £100300.  OBnaagatInn 
BalCiaMMe.«NkS300L 


UNITED  STATES  TaUSTEE:   Old  Oolonj  TMst  Om  Boston. 

FIELD  MEN  AND  TERRTTORT  COVERED:  W.  L  H 
Simpson,  attotnnr  for  the  United  States  stents:  F.GalrMaeomber. 
BostonTMasB.;  F.  H.  0.  F^,  New  Orieans.  La.;  M.  J.  Saaden, 
New  Orieans.  La.  The  eompanj  is  Hesnsed  fai  all  States  and 
Tscritories.  exeept  Arii^  Del.  Fla.,  Qa..  Haw»  Kan..  Misa- 
Neb.,  N.  iL  N.  £.  OUa.,  P.  L.  P.  R.  T^.  Vt^  Va-rwrVarattd 
Wyo. 


ROSSIA  INSURANCE  COMPANY,  St.  Petersburg,  Russia. 

Uioited  Slates  ManaMr.  C  F.  Starhahn,  New  Yoik.    Ocfsaiasd,  1881. 
(Wted  States  Branch  Siatisdca.) 


Yeai 

^ 

Pnesmed 

i^'Hiiiunis 

Surplus 

Net 

Total 
Inoome 

Losses 
Pnid 

Ex. 

Total  Ex- 
penditures 

Incuncd 

(+)Rec'd 

froni  or 

(—)  Remit 

to  H.  0. 

1M9    $3,810,410 
1808     3;0o£a38 
1107      8,78M36 

1800    xmjS 
ims    i340lm 

$3,188,014 
1310,011 
1310300 
L807.160 
T»73« 

$607,635 
680367 
880,670 
408361 
788346 

88,064.533 
8.634.484 
8.416.088 
8.000.468 
3.133.048 

$4,006,010 
8,084,200 
8,608,886 
8,160.100 
3.100.040 

$1,057,000 

3,066.877 

1.705.074 

3,810.840 

086.370 

$1,347,118 

1,121,400 

080.000 

800.770 

010.803 

$8,304,817 
8.177.807 
3.740,004 
8,701,110 
1,804,673 

$3,080,361 

1.010,777 

1.840.013 

8,043,468 

810.307 

—8434.288 

—488.776 

—00.680 

+881.887 

+  11.046 

ASSETSi.  UimXD  SZAISS  BlAMCB,  DWOMMMM  81,   1000. 

Bonds  owned  CoMiket  vafaie) $2,006,400 

Carik  in  office  nad  bank 378,307 

AfBUs*  baiaaoes,  not  over  3  months  due. 00,805 

latexcataccnicd. 85,748 


Total  admitted  assets. 


83.310,410 


LzAULXTiBS,  Umrxd  Statbs  Bbamch,  DxcsuBEn  81,  1000. 

Net  looses  unpaid  (none  resisted) $522,812 

Uneaxned  premiums 3.188,014 

Other  Unities 7,050 

Total  liabilides.  except  suxphis 83,718,885 

Surplus  as  to  poUcynolden. 507,536 

Total  ,liabflitics  and  surplus. $3,810,410 


SI9SB  AND  PREMTOMB:    Fbe  iliks  fai  tons  Deeember  81. 
tttHSISjn:  pnmtanns  thenon,  84.160,456. 

BCSINEBB   IN  UNITED  STATES  SINCE   ADMISSION: 
hmtkam  neslved.  O0J83.177,'  losses  paid,  804K6,500l 

Pte  Market 

BONDS  OWNED:  Value.  Value. 

r.&Gomnnient,fes^]025^4%. 8800.000  8846.000 

3LY.8latecnnalinipt..iec.,  m,3%.  300.000  800.000 

X.T.Cr~  New  E.RiterBc.,  1053,  U%  800,000  270.000 

A^T.^8wF.R».Ob2fa.B..1806.4%  100.000  100.000 

AiLOoMtLtaeR.RrCBu.lnL.  1008,4%  100.000  00,000 

B.AO.RB.G»..lm.,1048,4% 75.000  74.350 

6.A0.^Dhr.},lm..  1026. »%.....  80JOOO  45.000 

B.AO.R.RGbw.prlorfai^]0»^U%..  75.000  00.750 

CeaLFMLlU.Gburr.m.,  10«.4%....  100.000  07.000 

CheL4  0.,Tea.m..  1030.^ 75.000  Ki.OOO 

Chas.  A  0.,n.  0^,1002. 44%. 75,000  77.250 

C .  B.  A  Q.  R.  R.  g.  m..  1056.  4%. . . .  50.000  60.000 

c^B.Aaa]Lfa^.).ie40.diC.....  25.000  22.500 

ChL.R.L4Fhe.Ry.GD.«i.4tt.40»»4%  50.000  40400 

Ct,8LL.deaB7.0»..lm..  1030.4%  120X10  11.700 

C,a,aA8t.L.^.Oi>n8n.ni..l008.4%  76.000  72.750 

D4H,Cb..]etrcf.  niort..l048,4%..  40.000  40.000 

Dea.A]&oaEaade.les.m..l080.4%..  07.000  03,050 

Erie  RRC^  prior  faL.  1000. 4% 60,000  43.500 

L?aLRr.aL3tate  of  N.T..IB1. 1M0.4|%  25.000  20.750 
I^VtLI^jSjatate  of  N.T.lmRf..lOM 

,4i% 40.000  42.800 

IfNBi?.  A  Na^T.,  unilied.  1040. 4% 50.000  50.000 

IoAeJ|2.Co..l  a.  m..  1030.  0%. 50.000  55.500 

^.TjOA  H.RJLR.RCo.,1  m.,  1007. 3i%  50.000  45.500 

Kor.  4  W.Rj.Cb.,l6B.m..  1000.4%...  106.000  102.900 


Ffer  Market 

Bonds  Owmbd.— CenL  Value.         Value. 

No.BMLB7.0o.Jtj4UidLf.pcioifail007,4%  $100,000  $108,000 

On.  R.  R.  A  NaT..es.  m..  1040. 4% 100.000  06.000 

Ore.  Short  Line.  r.  m.,  10».  4% 06.000  01,750 

Read.Go.AFhil.ARead.CALCDwfn.ml007 

4% 50.000  50,000 

St  l!.  I.  Mtn.  A  80.  R7..I  nu.  1038. 4%  40.000  86.200 

St  L.  A  San  Fian.  By.,  r..  m..  1051. 4%  75.000  08.750 

So.Fte.R.RGb..lr.m..l066.4%....  50,000  47.500 

So.  By.  Go.,  1  OB.  m.,  1004, 5% 50,000  60.000 

TexrFae.Ry.Go.,  lm.,2000,5% 50.000  55.500 

UnionFteiR.RGb..lm.JandKt..l047.4%  100.000  102,000 

Wabash  R.ROD..lm..  1900. 5% 80.000  33.900 

W.  N.  Y.  A  Fa..  1  m.,  1097, 5% 50.000  50.000 

Totals  (book  value.  83.034364). . ..    $3309.000   $2.005.400 

MISCELLANEOUS:  This  company  becaa  buBbem  in  the 
United  States  hi  Pebruaiy.  1004,  writing  nze  reinsurance  only. 
and  has  secured  licenses  tai  all  the  States  and  Territories  in  the 
United  States  requixing  reinsurance  companies  to  be  licensed.  C. 
F.  Stuihahn  was  formerty  assistant  United  States  manager  of  the 
Munich  Reinsurance  Go.  On  January  1,  1900,  its  hxnne  office 
statement  showed  aboat  $38,000,000  of  assets,  its  c^rital  being 
12.120.000.  The  Roesia  transacts  life,  accident,  fire  and  marine 
Insurance  in  other  countries.  Conflagration  losses:  San  Francisco. 
1900.  $1,571,400.  Ssn  Frandsoo  kissee  were  largely  paid  by  re- 
mittances from  home  office. 


UNITED  STATES  TRUSTEES: 
Sellgman.  Hubert  GUlis.  New  York. 


Hugo  Schumann.  Issac  N. 
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ROYAL  EXCHANGE  ASSURANCE   CORPORATION,  London,  Eng. 


United  States  Manager 

,  Uberto  C. 

Q-osby;  Assistant  Manager,  R.  D.  Hanrey,  New  York. 
(Unitrd  States  Branch  Statistics.) 

Organised, 

1720. 

Yeas 

Assets 

Unearned 

Pmniuma 

Surplus 

Net 
Premiums 

Total 
Inoome 

Losses 
Paid 

Ex- 
penaes 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)Roc'd 
from  or 

(— )  R«mit. 
to  H.  O. 

1909 
1908 
1907 
1906 
1905 

$2,226,264 
2.410,852 
2,110,754 
2.117,669 
2,203,430 

$1,288,295 
1.585.908 
1.194,324 
1,057,059 
1.083,408 

$753,292 
710,655 
796,200 
876.522 
894,225 

$1,423,066 
1.683,865 
1.441.954 
1,240,472 
1.148,830 

$1,500,204 
1.759«238 
1.514,066 
1.313,651 
1.228.541 

a$887,722 
727,960 
499.978 

3,785.057 
818,587 

$613,247 
704,321 
616,246 
647,880 
705,175 

$1,500,969 
1,432,281 
1,116,224 
4,432.437 
1.518.768 

tf9908,922  — $178,489 
759,32(1  —142,680 
605,903    —323.773 

8.811.084+8,041.064 
787.699    +166.810 

a  Losses  include  those  paid  and  incurred  under  liability  of  Cosmopolitan  Fire,  New  York,  reinsured  December,  1908. 


Assets,  Untted  Statks  Branch,  Deckubek  31,  1909. 

Bonds  owned  (market  value) $1,920,852 

Cash  in  office  and  bank 48,975 

Agents'  balances,  not  over  3  months  due 238,020 

Interest  accrued. 28,417 


Total  admitted  assets $2,226,264 


Liabilities,  United  States  Branch,  December  31,  1909. 
Net  losses  unpaid  (including  $86,719  resisted) ....     $148,035 

Unearned  premiums 1,288,295 

Other  liabilities 36.642 


Total  liabilities,  except  surplus $1,472,072 

Surphis  as  to  policyholders. 753,292 

Total  liabUities  and  surplus. $2,226,264 


RISKS  AND  PREMIUMS:  Fbe  risks  hi  force  December  31. 
$227,681305;  premiums  thereon.  $2,459,966. 

BUSINESS  IN  UNITED  STATES  SINCfE  ADMISSION: 
Fkemlums  reeelved.  $15,123,430;  losses  pakl,  $11,253,623. 


BONDS  OWNED: 

0.  S.  Oovnnment,  OB.,  1980.  2% 

State  of  Viiglbia,  1901,  3% 

(^.  of  Akron,  r.,  1910,4% 

(^.  of  Boston  wat.  1922.  4% 

Cy.  of  Chf..  g^  1915. 4% w,uuv 

(^.  of  Chi.,  wat  loan.  1915,4% 20.000 

Cy.  of  Cbl.,  river  fanp..  1915^  4% 40.000 


Far 
Value. 
$80,000 
20,000 
25,000 
22,000 
40.000 


C^.  of  Oeve..  bd.  of  education,  1920, 4% 

Cy.  of  Uma.  r..  1930.  3i% 

(^  of  Mtddletown  park  Imp.,  1930, 4%.. 

(3y.ofN.Y.,g.,1926.34% 

Cjr.  of  N.y..g.,  1916,31% 

C^.  stk.  of  C^.  of  N.  Y.  ost.of  R.  T.R.R.. 

1949.34% 

Ca.of<tf  Y..CB. stk..  1917, 8.10%. 

Oy.  of  Phfla.,  k>an.  1931, 8i% 

Oy.  of  Pnrtland,  On,,  vrat,  1928, 5%... . 

Cy.  of  Richmond.  1938,4% 

CSr.  of  Richmond,  1941.  4% 

Cent  P^.  Ry.,  r.  g.,  1949, 4%, 

Graft.  Pae.  Ry.,  r.  k.,  1929,  3i% 

ChL  A  W.  Ind.  R  R.  os.  m.,  g.,  1962, 4% 
IJiM  M.  So..  3  yr*  n.,  1910, 5% 
T«h1gh  VaL  ft.  ft.  1  m.,  1940 


Mleh.  Oent  3-yr.  n^  1910, 5^ 
N.Y.Cft  H.R.RR,  eq.n.,  1911.  5%. . . 
S.YCk  H.RR.R.3  yr.  n.,  1910, 5^ 
No.FBe.Ry.,prlorln.  and  L  g.,  1997, 
Fa.  R.  R,  5%  3>year  notes,  1910,  uyo 
P..  C  a*  St  L..  es.  R.,ser^,  1942,  4i% 

So.  Pfee.  Co.,  24  vr.,  R^  1910. 4% 

ai.Fse.Co..  r.,  1055,4% 

ToL  W.Val.  &O.RR.  g.jer.B.1933, 44% 
Hnlnn  P.R.R,1  ni.and  l.g.tg.,1947.  4%. . 

W.Va.A  P.  R  R,  1  m.,  lOR  4% 

Chic.  Telephone  Co.,  1  m.,  1923,  5%. . . 
Mutual  UDton  Tg.  Co.,  6%  s.  f.  g.  b., 

1911,6% 

New  Orieans  Ter.  Co.,  c.  g.  n.  1911,  5% 

St.  Louis  Mer.Bc.  Tm.,  IMO.  5% 

St  L.  Tm.  Cuppies  Station  *  PropertyOo. 

1917,44% 

W.U.TLCo.if  jmd  r.e.  m.  g..  1050,  44%. . 


25,000 

25.000 

29,600 

150000 

150,000 

80,000 
37.000 
100.000 
50.000 
17,000 
15,000 
50,000 

2,500 
25,000 

7,000 
50,000 

5,000 
50,000 
18,000 

5aooo 

70,000 
60.000 
50.000 
50.000 
100.000 
50.000 
20.000 
50.000 

80.000 

25.000 

100.000 

100.000 
100.000 


Market 

Value. 
$81,600 
18.600 

^ 

40.400 
20,200 
40.400 
25,250 
28,750 
29.647 
141.000 
145,500 

27.000 
85.520 
95.000 
54,500 
17.170 
15,150 
48,500 

2,225 
23,500 

7.000 
53.500 

6,000 
50,000 
13.000 
51.500 
70.000 
54.000 
50000 
47,500 
101000 
51,000 
19.000 
51,600 

30,000 

25.000 

109.000 

100,000 
07.000 


Totds  (book  value,  $2,002,993)....    $1,923,000   $1,920,852 


MISCELLANEOUS:  The  Royal  Exchange  began  transacting 
marine  hisursnos  in  1096,  and  seeured  its  oiarter  (under  which 
it  now  writes  fire  hisursnoe)  tai  1720.  At  home,  it  tnnsacts  fire, 
life,  sea,  burglary,  aoeident  and  emptoyen'  liability  insuraaee, 
but  confines  its  writings  in  the  UnltM  States  to  fin  Insnraikoe. 
It  began  burinesi  fai  the  United  States  hi  1891.  on  the  Padfie 
coast,  and  In  1898  oommeDoed  a  genersl  boslDesB  wltii  head- 
quarters In  New  York.  As  of  January  1.  1909,  Its  home  office 
statement  showed  £5,447,894  of  asrets.  Its  paid  up  capital  being 
£689.220.  Goaflagration  kissss:  Balthnore,  1904,  $4S558;  San 
PrandscoL  1906,  t2.968.687.  Baltimore  and  San  Frandsoo  loana 
were  paid  by  rsmittances  from  home  office.  Values  of  special 
deposite:    Vs..  $50,920;  Ga.,  $10,200;  Ohio.  $100,000. 

UNITED  STATES  TRUSTEES:    Geo.  Franeto  Cam,  Vemoo 
H.  Brown.  Thatcher  M.  Brown.  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  Qayle  T- 
Forbush,  93  Water  st,  Boston,  Mass.,  general  agent  for  New 
Engbnd  States;  W.  H.  Tkylor.  Utiea,  N.  Y..  spedal  agent  for 
New  York;  Geo.  R.  Fulton.  802  Arrott  Bldg..  Pittsburg,  Fk.. 
special  agent  for  Weeteni  Pa.  and  W.  Va.;  A.  N.  HamOton,  435 
Widnut  St,  Philadelphia,  special  agent  for  Eastern  I^.  N.  J.. 
Md.  and  D.  C;  W.  H.  King.  532  Security  Bk.  Bldg..  Minneapolis 
Minn..  State  sgent  for  Minn,  and  S.  D.;  James  B.  TaUmann,  159 
La  Salle  it.  Chicago,  111.,  State  agent  for  HI.,  Ind.  and  Wis.; 
Richard  W.  Grim,  85  No.  High  st,  Columbus.  0..  special 
axent  for  0.  and  Ky.;  George  R.  Webb.  310  Postal  T.  Bldg., 
Kansas  (Tity,  Mo.,  special  agent  for  Mo.,  Kan.,  (3olo.  and  Neb.; 
C.  D.  Livingston,  Detroit,  Mich.,  State  agent  for  Mirh.: 
Harry  L.  Simpson,  Denver,  Colo..  State  agent  for  Colo.. 
Utah.  Mont,  S.  Ida.,  Nev.  and  Wyo.  Lawrence  F.  Lamping, 
Seattle,  Wsah.,  SUte  agent  for  Wash..  Ore.  and  N.  Ida.;  So.  de- 

Sutment  oompr  sing  Ala.,  Fla.,  Ga.,  N.  C.  S.  C.  and  Va.;  Eldwin 
.  Seibels,  manager.  Columbia,  S.  C;  John  J.  Seibels,  general 
agent.  Columbia.  S.  C.;  Chas.  J.  Rruoe,  raperintendent  of  ageociea; 
H.  S.  Busbee  and  Geo.  B.  Reeves,  special  agents  CSiariotte.  V.  C 
for  N.  C;  D.  D.  Taber  and  A.  L.  Brooks,  special  agents  Oolumhia, 
S.  C.  for  S.  C;  F.  L.  Brooks,  qpeeial  acent  Atfamta.  Ga.  for  Ga.; 
Aug.  Wilkinson,  special  annt,  Blrmin^iam,  Ahu. for  Ala.{Chmrto 
MTHillaid.  special  agentTIUatka^Fla..  for  Fla.;  J.  Walter  Billiani 
8p3cial  agent.  FaUtka,  Fla..  for  Fla.;  Burton  D.  Dichert.  speeiaj 
ai^nt,  Richmond,  Va.  for  Va.  Swn.  department  comprising  Tex., 
La..  Ark.  and  Okla.;  Tresevant  ft  Codinn.  general  agents.  Dallas 
Tex.  The  company  operates  in  all  the  States  of  the  United  Statea 
except  Abu..  Arii..  Cat..  Del.,  Hawaii,  Miss.,  N.  M..  N.  D..  Tenn 
andVt 


ROYAL  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng. 

General  Attorney  for  United  States,  E.  F.  Beddall;  Manager,  C.  F.  Shallcross.  New  York;  Manager.  R.  V.  Watt.  San  Franciacc 
Managers.  Field  Ac  Cowles,  Boston;  Managers.  Law  Bros.,  Chicago;  Manager.  MOton  Dargan.  Adanta.    Organised,  1845. 

(United  Slates  Branch  Statistics.)  


Y£AK 


1009 
1908 
1007 
1900 
1905 


811.323.588 

11.222,552 

11,894,082 

12,908,821 

8,429,982 


Unearned 
Premiums 


17,512,032 
7,542,011 
7,727,824 
9,886,420 
4,981,038 


Surplus 


Net 

Premiums 


82,772,820 
2,009,270 
8,094,181 
2,180,048 
2,852.126 


*87,857,502 

7,120.986 

6.376.876 

10,182,347 

5.270.251 


Total 
Income 


87,802.249 
7,564,236 
6,758,787 

10,382,987 
5.584,852 


Paid 


*83,646,143 
8,888.118 
8,894,225 
7,072.864 
8,570,760 


Ex- 


82,721,377 
2,706,966 
2.454,454 
3,076,354 
1,832,585 


Total  Ex- 
penditures 


86,367,520 
6,596,084 
6.348.670 

10,148,718 
4,403,845 


Incurred 


83,484  958 
8,852,746 
8,688317 
7.478,431 
8,506.786 


(+)Rcc*(i 

from  oar 

(— )  Resnit 

to  H.  O. 


—1,307,82 

—1.981.72 

--575.«1 

+4.106,18 

—1,099,73 


Uncnmed  premiums  indude  amounts  redaimable  on  perpetual  policies.    *  Includes  822,487  marine  premiums  and  $1.47 
nuirine  losses. 
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ROYAL  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.— CimtffMMrf. 


AssMTs,  Umtted  Stater  Branch,  Dxczmbe*  81,  1900. 

Rtal  estate  owned  (book  value) S445S,290 

Uonsage  loans  on  real  estate 496,800 

Bonds  and  stocks  owned  (market  value) 5,033,076 

Cash  in  office  and  bank 283.848 

Aftnts'  bahmmt,  not  not  over  3  months  due 1,211,487 

Iniaat  and  rents  accrued 84,012 

Doe  for  rdnsuimnoe  on  losses  paid 04,106 


Total  admitted  assets . 


.111,328,668 


LiABUjTiBs,  United  States  Bxancb,  Decembex  31,  1900. 

Net  losses  unpaid  (including  1102,666  resisted) . . .  1676,736 

Unearned  premiunis  (except  perpetuals) 7,414,401 

Amount  reclaimable  cm  perpetual  policies 97,541 

Other  liabfliUes 461,980 

Total  liabflities,  except  surplus $8,660,748 

Surplus  as  to  polkyfaolders 2,772,820 

Total  IkbOilies  and  surplus $11,328,568 


RISKS  AXD  PREMIUMS:  Fire  risks  la  foree  (except  pei^ 
Dctoab)  Deeember  81,  $1,332,812,521;  premiums  therran. 
$14,449,731;  marine  anid  inJand  riski  in  foree,  $653,481;  pre- 
■ioBis  themm.  $12,075;  perpetual  fire  rkks.  $6,162,163;  deposit 
preaaiuniB  theieon,  $111,881. 

BUSEffESS  IN  UNITED  STATES  SINCE  1873:  PremhmM 
leeni^  $140j03B.791;   lames  paid,  $82,122,376. 

REAL  ESTATE  OWNED:  Comprises  5  properties,  whieh  are 
earned  si  tbeir  book  values,  which  are  $6^617,  lev  than  cost 
They  are  se  follows:  Royal  Insurance  BIe.,  Wabut  and  3d  sta.. 
PWadriphh.  book  value,  $05,000;  Royal  Insoranoe  Bk.,  Jackson 
sad  Qvtotj  sta-,  Cbicago,  book  value,  $1,305,073;  Royalliiiraranee 
Be^  Fine  and  Sansome  sts..  San  Francisco,  book  value,  $806,218: 
G^  b^.  25  Pine  at..  New  York,  book  value,  $386,000;  Royal 
lasocaaee  Blg^  84-88  William  st  and  67-71  Makien  lane.  New 
Toik.  book  value.  Sl,500,00a 

MORTGAGE  LOANS:  There  are  54  kMns  ranging  from 
SUIOO  to  $40,000  each,  aggregatms  $485,800,  and  secured  by 
prapefties  Tidiied  at  $1,465,471;  oafy  $630  of  interest  was  past 
iliie  oa  Deeemfaer  31,  lart,  and  some  of  this  was  inid  in  the  foUow- 
iB2  mootb.  Hie  S4D,00O  kjan  is  upon  propwty  in  Evanston, 
UL  Tabled  at  $110,000;  a  loso  of  mjOOO  m  secured  by  stores 
sad  dwdliaga  at  30  Rivington  st.  New  York.  These  are  among 
Ca  hrgesst  kiana,  and  all  seem  weu  protected. 

BONDS  AND  STXX^KS  OWNED:  Fw  Market 

Boms.  Value.  Value. 

BKnklyn,N.Y^eB.g^l937,3i% $200,000  $186,000 

CbxsBttata.  O..  bosnital.  1937, 8.66%. . . .  100.000  97,000 

State  ofi^n,  34% 16.000  16.000 

Kew  Mexko,  Tenltory  of,  r.,  1923, 6%. .  10,000  10,700 

5.  Y..  State  of.  canal  imp.,  g.,  1956.  3%  40,000  41,200 

3».  Y..  State  df.  canal  imp.,  g..  1859, 9%.  25,000  25,760 

5.  Y^  Stete  of.  high,  fanp.,  g.,  1956^  3%.  20,000  20.600 
h*.  Y.  State  ct,  high.  tanp..  g^  1958,  4%. 

1958,4% 86,000  39,200 

K.  Y^  es.  K.,  192^  3|% 802,000  286,900 

K.  Y.  ^^  cs.  giTlKr.  81% 200,000  188.000 

K.Y.^^epi»^1940.3if% 150,000  136,600 

5.  Y.  ^.,  ept  g..  1952.  3(% 100.000  90,000 

^.  of  Riciunond.Va.,  1926,4% 60.000  60,500 

^-ofSLLoabTlfo.,  1922,3i% 25,000  23,500 

A..T.ASanteFeR.R.Oo.,gn.m.gl995^4%  71.000  71,000 
AtLCDaatlJmpR.ILCo;icBjn.,50-yr.g  1952 

4% 100,000  96000 

aAO.R.R.a>^priorhi.4..1925.8«%  180,000  120,900 

Bu&0.£.R.Gi>.,lm.,g.,lSi8,4%....  26,000  24,750 

BrUyn  *  Moo.  R.  R.  Co.,  1  m.,  g.l9l!,  5%  80,000  30,000 

a  R.  R.  of  N.  J.  gn.  m..  10a^vr.g.l0S7, 6%  100,000  125.000 

ChesLAO.&j.Cb..les.nL5^.gl939.5%  202,000  230,280 
C.*A.lLR.CD^lia.,50yr.,g..  1960, 

^% 16.000  11,250 

CL  A  A.  R.  R.  Co^  r.  m.,  50  yr.  g..  1949, 

3% 65/)00  48,750 

C.,  B.  A  O,  R.  B.  Co.  m^  s.  f.,  da.  Div), 

1919.4% 33.000  83,000 

C  B.  A  Q.  B.  B.  Co..  m.  (in.  Div.),  1949. 

U%            26,000  22JS00 

CkL&&feR.B.Go.lm..g.,1982,6%.  50,000  67.000 

ChL,bid.4So.R.R..50yr.g..l96&4%  50.000  47.500 

ChL&Nwn.  Rj.  Co.,  ezto.,  1926.4%...  40.000  40.000 

ChL  A  Nwn.  Ry.  Co..  gn.  nu,g.,1987,  3|%  25,000  22,500 

Ghl,R.L*Fte.Ry.Oo.,lnL,1917.6%  20,000  22,400 

CbL,  R.  L  *  Fte.By.Oi>.xa.m.,  g.l98d  4%  60,000  49,500 
OuttX^cNjO JULCo..gioan  (grJqr  I.aR 

R.Qi.),l951.ai% 60,000  45,000 

CU1.3tLA  C  B.  B.0c>..5Qyr.gD.l  m.,  g.. 

IMS.  4% 165,000  161,900 

CUCOft  SU4.B.BX3o^lm.,g.  (aW.A  M. 

Div.),  1901. 4% 25,000  28,500 

FtteUwmb  R.  B/ Co.,  1937. 4%. 100,000  99,000 

y  IrPnCff  R<V>-.1iiiJ»yT^(Pt.HiimiiD.^ 

tUfi,^            6000  6360 

Gs.  Fte.  &.  0>.  1  m.,  g.,  1922. 6% SOiOOO  67.000 

Ho^Vaiji^.Cb..lca.ni.4(..  1999,  4)%..  50,000  51.600 

]Bj&RJtJ09w^.lbMs,l  m.jL,  1951, 4%.. .  17,000  16330 

I]LcSrBrk.Go.,g..l0&2,4% 88300  28,460 

II.GtelB.R.Oo..g.,1953.4% 10,000  10300 


B0ND6  Aim  Stocks  Owksd.— Conf.  Far  Market 

Bonds.— Cottf.  Value.  Value. 

Ind,  lU.  ft  la.  R.  R.  Go..  1  m.,  k..1050.4%  $25,000  $24300 
L  Sh.  ft  Mieh.  80.  Ry.  Co..  25  yr.  gL, 

1928,4% 15a000  144.000 

Long  Island  R.R.  Co.,  r.m.,g..  1949, 4%  50,000  49,500 

Mleh.OeatR.R.Oo..  1  m.,  g.,  1952,  3i%,  25,000  22,250 

M.3t.P.ftS.8.MRy..Go.5(^r.  g..  10^4%  60,000  49,500 

Md.Pae.Rv.Co.,os.l  UL.  1920,  0%, 50,000  55300 

MobileftO.  R.R.O0.,  Im..  11K27.6%..  25,000  30.250 
M.  ft  0.  R.  R.  Co.,  1 OL.  g..  (MontDiv.), 

1947,5% 60,000  65500 

N..F.ft  S.Ry.Go.(L.ft  N.  R.  ILSys.),  1  m. 

1937,5%. 45,000  50350 

N.Y.aft  H.R.R.R.G0.3O  yr.g.d..l934,4%  150.000  144.000 

N.  Y.  ft  H.  R.  R.  Go.,  1  m.,  g..  2000,  H%  60.000  46.500 

N.Y..O.ft  W.Ry.Go.r.m..g..  1992.  4%. . .  25,000  24,250 
Nor.  ft  W.  R.  R.  Go.,  Imp.  and  ezt  loan 

1934.6% 20,000  25.200 

Nor.  ft  W.  R.  R.  C0.4  os.m.,g.,  1996. 4%  100,000  98,000 

No.  0.  Ry.  Go.,  1  m.,  g..  194^5% 50,000  66,000 

No.Ffee.ft  GtNogolnt^.B.ft  Q.ooI.).1921, 

4% 2,000  1,940 

No.Pac.Ry.Go.,g.m.(StF.ftD.I>Iv)1996J%  82.000  78.720 

NoAe.Ry.Go..pr.ln.andi.gt,f.,1997,4%  60,000  51300 

Ore.RR.ft  Nav.Go.,es.m.,g.,  1946,  4%. . .  75.000  73.500 

Fae.R.R.Oo.of  Mo.,ezt  1  m..l938,  4% . . .  24,000  94.000 

Fa.  R.  R.  Go.,  go.  m.,  1910.  6% 5,000  5,000 

Ffe.R.R.Go.,lO-yr.g.,ev.,1916, 3i%....  50300  48.986 

Fia.R.R.Go.,rApur4noneyl  m..gl(^  4%  25,000  25.750 

Fta.OD.,gr.  m.,g.,  1921.  4i% 10,000  10,400 

F.  ft  E.Ry.Go.,1  OB.  m.,50-yr.,  1940.4%  25,000  23,250 
Bsorla  ft  Nwd.  Ry.  Go.,  1  m..  g.^.by0.ft 

N.  W.  Ry.  Go.).  1926,  3i% 10,000  9,400 

F.M.R.R.Co.,g.(lin.on  L  EileftD.R.Div ), 

1932, 4i% 40,000  30.200 

F..aG.ftSt.L.Ry.Gb.,es.m.,g.,  1940,44%.  11,000  11.770 

F..C.C.ft  8tL.Ry.Go.es.m.,g.,1942, 4|%.  19,000  20320 
F.,  Ft.  Wfeyneft  ChL  R.  R.Coh  1  m.  1912, 

7% 14.000  14,980 

F.  ft  Nwn.Ry.Go.,1  m.e..(gr.by  C.  ft  N. 

W.  Ry.  Go.),  1926,  31% 15.000  14,100 

Read.Co4aid  the  Fhila.ftRead.Cft  I.  Go. 

gn.  m.,  g.,  1997,  4% 100,000  100,000 

So.Fae.Go.,g.(aBu.stk.ooL),  1949, 4% . .  10,000  9,200 

So.  Ry.  Co.,  1  es.  m.,  g.,  1994, 5% 100.000  112.000 

StL.,  I.  M.  ft  So.  Ry.  Go.,  gn.es.  ry.  and 

Lg  m.(gr.by  M0.F  Jly.Go.ri931, 5% . .  300,000  880.000 
St.  P..  iLft  M.Ry.Go.,1  m.3(^.g.(Mont. 

eztn.),  1937, 4% 50.000  40.500 

Sionx  &.ftFao.R.R.Co.,lm.,g.,  193631%  25,000  23,000 
T..WaLVaL  ft  O.R.R.Go.4Ang.(gr.by  Fa. 

Co.).  1942,  4%. 50.000  48,000 

Union  Ffee.RJLCo.,1  m.  railroad  ft  bad 

grant,  g.,  1947, 4% 44.000  44,880 

Eq,  Gas  U.  Go.  of  N.  Y.,  1  os.  m.,  g.,  1932, 

6% 25,000  26300 

Stocks. 

Albany  ft  Susq.  R.  R.  Go.'s  gr 19.600  58300 

aiLftStFfeuLRy.Go.,p 10,000  17,200 

Cleveland  ft  Fitts.  R.  R.,  Go.  gr 26,050  45.848 

111.  Gent  OeMed  Une),  R.  R.  Co.,  gr 8,800  8.624 

N.  Y.  ft  Harlem  R.  R.  Go.  gr 11,260  36.437 

Fltts.,Ft  WayneftChLRy.Go.,gr....  26.000  46,760 

Underwriters'  Salvage  Co.  of  N.  Y 1,000  1,250 

Underwriters'  Salvage  Co.  of  Chicago.. . .  1,000  750 

On.  Ad.  Bureau  of  N.  Y 450  450 

MIL  UnderwriterB*  Big.  Asan 117  140 

Southern  Adjustment  Bureau 200  200 

Totals  (book  value.  $5.034,285). . . .  $4.918,967    $5.038375 

MISCELLANEOUS:    The  Royal  began  business  In  the  United 
States  fai  1851.    Its  home  office  statement  as  of  January  1,  1908, 

showed  assets  aggregating  £14398,500,  Its  subscribed  capital 
being  £2,612,580,  and  the  paid-up  portion,  £391,887.    In  other 

countries  the  Royal  transacts  both  fire  and  life  insurance,  but  con- 
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ROYAL  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.-^ontinued . 


fiBM  its  budneas  to  fire  fawunaee  in  the  United  Statei.  Tlie 
dominant  interest  in  tlie  Royal  also  eontrob  tlie  Queen  Insuranoe 
Go.,  of  New  York.  Oonflagration  losses:  Baltimore.  1004, 
Sl.002.844:  San  Frandseo.  1006.  $4,605,176.  San  Franeiseo 
losses  were  paid  by  remittanees  from  home  office.  Values  ot 
special  deposits:  Va.,  $51,500;  Qa.,  $10,176;  N.  If.,  $11,000; 
0.,  $100,000.  

UNITED  STATES  TRUSTEES:  New  Yorlc  life  Insmaaee  * 
Trast  Go.,  New  York.  United  States  committee  of  manaiement: 
Henry  Fhrish.  Oqpood  Welah.  Wm.  A.  Nash.  J.  Edward  Slmmona. 
James  A.  Maodonald,  Edward  F.  BeddalL 

FIELD  MEN  AND  TERRITORY  OOVERED:  E.F.BeddaU, 
general  attorney  for  United  State^  84  William  st^  New  York.  G. 
F.  ShaOeross,  manafsr,  Frederiek  W.  Day,  assistant  manacar. 
Albert  R  Hosford,  assistant  manager,  Horton  S.  Lewis,  second 
assistant  manager,  84  William  at..  New  York.  New  York  depart- 
ment comprises  N.  Y.,  N.  J..  Fk.  Del.,  Md..  W.  Va.  and  D.  a 
Special  agents:  James  IL  DaggetL  Albany,  N.  Yn  for  Eastern  N. 
Y.:  E.S.  Viaseher.  Rochester,  N.  Y.,  for  Western  N.  Y.;  James 
Kealey,  New  York  City,  for  soborban  New  York;  John  Tenney, 
Jr..  Newark,  N.  J.,  for  N.  J.;  P.  0.  Farquhanon,  Philadelphia,  for 
Eastern  Pa.  and  Del.;  Daniel  Z.  Walker,  Allentown.  Pu.  for 
Lehigh  and  Northampton  OoSv  Pa.;  Frank  K.  Patterson.  Fltta- 
buig,  PkL,  for  Western  Pa.;  William  C  Foe,  Jr..  Baltimore.  Md^ 
for  D.  a.  Md.  and  W.  Va.;  W.  H.  Oibson,  Oentrerille,  Iti..  for 
Eastern  Md.;  New  England  department,  86  Water  st,  Boston, 
Mass..  Field  &  Oowles,  managen  for  Me.,  N.  H.,  Vt,  Mass..  R  I. 
and  Conn.  Special  agents:  Jno.  J.  Downey  and  Geo.  Neilcy. 
Ralph  8.  Howe,  assistant.  86  Water  st.  Boston,  Mass.,  for  New 
En^and;  Chas.  H.  Field,  Bdfast.  Mc  for  Me.;  I.  L  Holt,  Meriden, 
Conn.,  for  Conn.;  Wakefield.  Morley  A  Co..  general  agents  for  part 
of  Conn.  Western  departmenb,  IW  Jackson  boolcTard.  Ghicago, 
IHm  Law  Bros.,  managers  for  lU.,  Ind.,  0.,  Mich.,  laM  Kan.,  Mo., 
Wk..  Wyo.,  N.  D.,  S.  D.,  Neb.,  Mmn.  and  Ook>.;  CL  S.  Gowles. 
State  agent,  Minneajwiis,  Mnm.,  for  Mhm.,  N.  D.  and  S.  D.; 
Thos.  A.  Hunt,  special  agent,  Minneapolis,  Minn.,  for  No.  Minn, 
and  N.  D.;  R  J.  Tweedy,  special  agent,  All>ert  Lea,  Minn.,  for 
So.  Jitnn.  and  S.  D.,  Geo.  M.  Scott.  State  agent,  DeiiTer.  Oolo.. 


for  Oolo.  and  Wyo.;  R  G.  Alexander.  Topeka.  Kan., 
special  agant  for  Kan.;  Eustace  H.  Brown,  special  agent,  Kansaa 
aty.  Mo.,  for  Mo.;  C.  R  Tyrrell,  State  agent,  Des  Mcioes^a., 
for  la.;  H.  L  Dalton,  State  agent.  Milwaukee.  Wis.,  for  Wis.; 
D.  B.  Welpton,  exeeutlTe  State  agent  and  adjuster,  1  CreightoD 
block,  Omaha,  Neb:;  B.  T.  DdKy.  State  agent,  Detroit,  Miefa.^ 
for  0.  and  Mich.;  Hi  W.  Boyd^  State  agent,  Newcastle.  Ind.,  for 
Ind.;  H.  A.  Hut(dieson.  special  agent.  New  Gastfe,  Ind.,  for 
Ind.;  Chas.  Q.  Law,  State  agent  Ghleaao,  DL,  for  III.;  Geo.  H. 
OolemaD,  special  agmt,ChicagOwIlL  for  Cook  Co.;  W.W.  Gannon, 
Decatur.  Ifi.,  aadJno.  W.  Baker.  Dwiriit,  DL.  nedal  agants  for 
IlL;  Geo.  A.  Yuncker,  spedal  agent,  lUnafiehi,  0..  for  0.;  R  H. 
DooghMB,  spedal  agsni  Detroit,  Midi.,  for  Mich.;    Southern 


department.  Empire  Ug.,  AtlantaLQa^  lulton  Dargan,  manager; 

" assiitant  manager;  iTlrle  S.  Atkinson,  second  ass 

ant  manager.    Spedal  agents:    Geo.  B.  Jennings,  Riehmond^  Va.. 


F.M.Mikell, 


and  S.  T.  Spukman,  GolumbfaLS.  a,  for  Va .  N.  a  and  S.  C.; 
Hinton  J.  Hopkins  and  T.  W.  Rueker,  Jr..  Atlanta.  Ga.. 
for  Ga..  Ala.  and  Fk.;  James  B.  Ross,  Bobert  P.  Cbwer 
and  A.  H.  Turner,  New  Oiieuu,  I4L,  for  Miss,  and  La.; 
C.  C.  Wriflht  and  R  L  Pollard.  Jr.,  Dallas.  Tez.,  for  Tex.;  H. 
B.  Head.  OUahoma  City,  for  OUa.;  W.  PTFishback,  Lexington; 
Ky.,  for  Ky.;  C.  F.  Frlssett,  NaahyiUe.  Tenn.,  for  Tenn.;  Geo.  L. 
Meyen  A  Co..  Memphis,  Ttan.,  general  agents  for  Aik.  Southern 
departmeat  embraces  Ark.,  Ahu.  Fh.,  Ga.,  Ky.,  La.,  Miss..  N.  C, 
Okla.,  S.  C,  Tenn.,  Tez.  and  Va.  Padfic  coast  department, 
corner  Pine  and  Sansome  sts..  San  Francisco,  Gel..  RoUa  V. 
Watt,  manager  for  Gal.,  Ner.,  Ore..  Wash.,  Ida .  Mbnt.  Utah,  N. 
M.,  Arts..  Lower  Gal.,  Alas,  and  Haw.  L;  John  T.  Fonrty, 
assistant  manager;  F.  B.  KaUam,  branch  secretary.  San  Fran- 
dsco,  OaL  Special  agents:  H.  R.  Bui^  Portland.  Ore.,  for 
Wash.,  and  Ore.:  J.  T.  CBrien,  Spokane.  Wash.,  for  Wash.. 
Mont  and  Ida.j,  E.  P.  Eldred,  Pyeano,  OsL,  for  Ontral  OaL;  J.  B. 
Walden,  San  Francinco,  Gal.,  for  Northern  GaL  and  Nev.;  Roy 
Folger.  San  FraaciBCO.  GaL,  for  Bay  oountiaB;  J.  K.  Unnstcm 
and  Fred  J.  Peny,  Los  Angeles,  for  Southern  OaL  and  Aria.; 
J.  H.  Banks,  Salt  Lake  City,  for  Utah.  Ida^  N.  M.  and  Moat.; 
D.  L  Stewart,  Sacramento,  Gal.,  for  Oentral  OsL;  C  D.  Qabrieir 
son,  Salem,  (he.,  for  Ore.  and  Ida. 


RUSSIAN  REINSURANCE  COMPANY,  St.  Petersburg,  Russia. 

United  States  Manager,  Paul  E.  Rasor.  New  York. 


Ybak 


Assets 


91,019.633 
817.830 
843,700 


Unearned 
Premiums 


$609,421 
408,788 
280.088 


Surplus 


8326.047 
861,700 
618.448 


Net 

Premiums 


$985,766 
650,012 
528.744 


Total 
Income 


$1,021,868 
680,869 
649.324 


Paid 


$379,229 

285,510 

64,377 


Ex- 


$304,159 
204,820 
151.763 


TotslEz- 
pcDditurea 


$683,388 
400,880 
216,140 


Incurred 


(+)Rec'd 

(— )ReaiiL 
to  H.  O. 


800,60 
96    ~ 


$400,058  —$106,981 


•^ 


—268,878 
+582.070 


Assets,  Untied  States  BnANCH,  Dbcbbkbes  81.  1909. 

Bonds  owned  (market  value) $890,000 

Cash  in  office  and  bonk 87,350 

Agents'  balances,  not  over  8  months  due. 35,542 

Interest  accrued. 6,741 


Total  admitted  assets $1,019,633 


Liabilities.  United  States  Branch.  Decekbee  31,  IfMM' 

Net  losses  unpaid  (none  resisted) $68,01 1 

Unearned  premiums 609,421 

Other  liabflities 16.164 

Total  liabilities,  except  surplus $693,686 

Surplus  as  to  policyliolderiB. 826.047 

Total  liabUities  and  surplus. $1,019,633 


RISES  AND  PREiaUlfS:    Fire  risks  in  force  December  31, 
$107,116,320;   premiums  thereon,  $1,134,562. 

BUSINESS  IN   UNITED  STATES  SINCE    ADMISSION: 
Premiums  received.  $2,164,512;  losses  paid,  $729,116. 

BONDS  OWNED:                          PSr  Market 

VahM.  Value. 

N.  T.  Cv.,  be..  1055-0,  4% $783,000  $783,000 

DiB.  of  GoL.  bs..  1934,  3.65% 100.000  107.000 

Totals  (book  value  $897.076) $883,000      $890,000 


MISCELLANEOUS:  The  eompany  was  authorised  to  trauMt 
business  in  New  York  State  early  in  1907.  It  writes  relnauiaiMe 
only  in  thla  country.  Its  home  ofBce  statement  as  of  December 
81,  19091  showed  ssBcts  aggrscatinf  $6,170^230;  and  a  capital 
of  $1,500,000.  Paul  E.  Rasor  is  also  United  Stales  snnacer  of 
the  Moeoow  Fire  Insuranee  Go.  and  the  Fbst  Russian  lasunnee  Oo. 


UNITED  STATES  TRUSTEE: 
York. 


Mereantlle  Trust  Co .  N 


SALAMANDRA  INSURANCE   COMPANY,   St.   Petersburg,   Russia. 

United  States  Managers.  A.  WUlooz  8c  Co.,  New  York.    Organised,  1846. 
(United  States  Branch  Statistics.) 


Ypas 

Assets 

Unearned 

Surplus 

Net 

Total 
Income 

Losses 
Paid 

Ex- 
penses 

Total  Ex- 
penditures 

Incomd 

Remit, 
to  H.  0« 

1909 
1908 
1907 
1906 
1906 

$1,911,870 
2,440,419 
8,009,910 

i;844,686 

$663,647 
1.219.403 

i,oi8,no 

616.808 
597,648 

$891,218 
959,445 
695,876 
518,827 
589.255 

tf$1.409.424 
2,558,024 
2,224,288 
1,260,788 
1,278,907 

$1,498,779 
2.686,276 
2.267,099 
1.804,897 
1.314.419 

817.284 
935,864 
682,886 

$505,074 
724,512 
622,715 
868.545 
809.687 

$1,597,670 
1,909,004 
1,489.949 
1,804,409 
1,068,088 

$1,097,080 

1.306.176 

908,804 

974,086 

600.688 

$48aooo 

800.000 
100,000 

V5b',666 

a  Aggregate  net  premhims,  $2,029,499;   paid  for  reinsurance  of  one-half  of  risks.  $620,075. 
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SALAMANDRA  INSURANCE  COMPANY,  St.  Petenbarg,   Russia— CofiMifMtf. 


AsBTS,  UviTKD  Statks  Bkanch,  Dicember  81.  1909. 

Bonds  owned  (book  value) $1,530,180 

Cish  in  office  tad  bank 82.125 

Agents' balancea,  not  over  8  mondis  due. 279,256 

Interest  accrued. 19.810 


Total  admitted 


Its $1,911,370 


LxABiLims,  Unttkd  Statxs  Bsancb.  Dscembek  81.  1909. 

Net  loiset  unpaid  (none  resisted) $868,006 

Unearned  premiums 003,047 

Other  U&b&ities 8.500 

Total  liabilities,  except  surplus $1,020,152 

Surplus  as  to  policyholders. 891,218 

Total  liabmties  and  surplus. $1,911,370 


RISKS  AND  FBEMIUIIS:    Flie  dsks  ta  force  Deoember  31. 
$14$ja33.167;  premiums  thenoo,  $1,290,806. 

BUSLVESS   IN   UNITED  STATES  SINCE  ADMISSION: 
$13^79,110;  losses  paid.  $7,016,180. 

Hsrket 

Value. 


Pfcr 

BONDS  OWNED:  Value. 

A..  T.  AS.  F.Br.  Ob.,  1096. 4%. $86,000 

B.ka]LB.Oo.,iitlorllBn.lOa5»%...  86^000 

BLk&W.B.B.<Si7iiiL.1918.6%...  864)00 

a  Fbe.  By.0a.,]M9,  4% UJOOO 

Gbsi  fte;  Br.  Cb.,m.fc  1920.81%.....  26.000 

ClL&AttoaILR.Oo.eq.D..1017.4i%  26.000 

aaftQ.B.B.Gb.,«r..l068.4%....  264n0 

OU  Nvo.  Bj.  Gb.,  d.,  mt  6% 264X10 

ChL  Bm  Od..  1 OL,  1027, 6% 86.000 

ai.XL&I>^Br.Oo..r..  1934.4%.  264NX) 

LaiLkllkLSo.Rr.Ca.1028,4% 26.000 

IBLk  MAKBjJCo.Ji  rr^  a..  lOlO.  6%  264XN) 

v.  r.  a  Utaeaeq.tr.  of  1907. 1018.6%:  SOfiOO 

.1.T.a  Uaeaeq.  tr.  of  1907. 1010. 6%,  26.000 

H.T..L*W.Rr.Gb..T.*t  1023,4%  264XN) 

K.Y..N.H.AHrR.R.OoL,d.,194&0%  86.000 

KaJ^GtNo.  (a  B.  *Q.).  1021, 4%.. .  604N» 

PLB.B.(>>.,c.n..  1010,6% 1004NI0 

Fi.  B.R.  Co.  lb  rr.B.er..  1916^81%..  50000 

i^Gb.,]010.»%, 204)00 

UBioeI>lM;B.R.Q>..ev.,c..  1020,4%.  86.000 

Gbinabas.  0..  iB^.,  1010.  4% 100.000 


8864)00 
88.260 
804)60 
84,880 
28,280 
864)00 
26.250 
20,760 
SOW 
22.750 
24.000 
26,000 
51.000 

»jsm 

26.000 
40,000 
48.600 

150.000 
484M)0 
28.180 
40.060 

101.000 


Fto  Hsrket 

BoMsa  OwmD.— Cmi(.  Value.         Vahw. 

N.  T.  State  Canal.  1012. 8% 8800^000  $800,000 

Qjr.  of  N.Y..  be..  1028.34% 504)00  474)00 

C7.  of  N.  Y..  m.  8«% 1864)00  126.660 

C^.  of  N.  Y..  ezem.  flp.,  1064, 81% 504)00  454)00 

AJa.  Gt  So.  B.  B.,  1014.  4|% 504)00  404M)0 

Chi.  B.  I.  A  P.  By.  eo..  1010. 4i% 26.000  84.750 

GhL.GtW.B.B..  1009.4% 26.000  28.000 

Uet  St  By,  K.  a,  1010. 6% 26.000  25.000 

N.  Y..  N.  H.  *  H.  B.  B..  1014. 4% 26.000  24.750 

No.  Am.  Od..  1012. 6% 264)00  26.000 

P^  B.  B..  m.  f.  eg..  1911. 4% 50,000  404M)0 

Fte.  TL  ft  T^.  IOS7. 5% 35.000  35,000 

Tidewater  Ob..  1018.0%. 25,000  26.500 

Totab  (cost.  $1.680.461) $14B0.000   $14»0.180 

MTSGEIiLANEOUS:  l%e  Salamaadm  began  bwioeai  In  the 
United  States  hi  1800,  transaelincnlnsuranoe  only.  Its  home 
office  statement,  Deeember  31,  1907.  showed  assets  agmcating 
$8,088,000.  Ita  paid  up  eapital  befaic  $1,004,000.  Ooalacatkm 
losBSs:    Baltimofs.  1004,  $140,000;  San  Fnuudsoo.  1906.  »».061 

UNITED  STATES  TBUSTEE:  New  York  Life  Insuraaes  ft 
Trust  Cbn  New  YotIl 

TEBBITOBY  OOVEBED:  The  oompanj  Is  lieensed  in  Colo.. 
DsIm  OL  U.,  Mass..  Ueh..  Mtas..  Moni/Neb..  Ner.,  N.  H..  N.  J . 
N.  Y.7n.  Cm  0..  Pk.  Tex.  and  W.  Va. 


SCOTTISH   UNION  AND  NATIONAL  INSURANCE  COMPANY,  Edinburgh, 

Scotland. 

Uoited  States  lianafer.  James  H.  Biewater,  Hartford.  Cona.    OrfMuaed,  1824. 

(United  States  Branch  Statistics.) 


Tiai 

Asaels 

Unearned 

Surplus 

Net 
Plmniums 

Total 
Income 

Paid 

Ex. 
pcnses 

Total  Ez- 

Losses 
Incurred 

(+)Bec'd 

from  or 

(_)  Remit 

to  H.  0. 

1«0» 
IMB 
1107 
IM5 
M6 

$4,848,132 
6.114,207 
4.008.344 
4.448,913 
5,870.588 

$1,020,070 
1.001.042 
1.041,280 
1,850.046 
1.700.088 

$2,082,100 
2.848.801 
2,847,086 
2.180.600 
8,888.068 

$2,008,182 
1.986.986 
2.008.887 
8.068.801 
1.884,441 

$2,257,910 
2,160.500 
2,221.540 
2.241,268 
2.040.992 

$973,051 

1,161.008 

1,033,478 

1,032,947 

972.000 

$767,200 
721.079 
789.071 
741,627 
670,244 

$1,730,800 
1.872.777 
1,778.144 
2.074.474 
1.061.810 

$1,000,027 

1.114,548 

1.001.533 

1.089,111 

989,220 

—$591,831 

—22.042 

—20,508 

—843,286 

—1,388 

AsasKTS.  VxnmD  Sxaiks  Biamch.  Dbcembks  31.  1909. 


Seal  estate  owned  0>ook  value) 

l&vtgage  loazks  on  real  estate 

Bcaifa  and  stot^  owned  (market  Talue). . 

CaA  in  office  and  bank 

Afeati*  ^^■iftM'**,  not  over  3  months  due., 
laiocst  acaned. 


$68,437 
302,875 
3,900.079 
109,924 
335,198 
64,724 


Total  admitted  assets $4,848,132 


LiABiUTiKS,  UmTBD  Statss  Bxanch.  Dkcbmbbk  31.  1909. 

Net  losses  unpaid  (mduding  $27,850  resisted) ....     $203,000 

XJneamed  premiums 1.920.970 

Other  liabilities 36,000 

Total  liabilities,  except  surplus $2,106,930 

Surplus  as  to  policyholders. 2,082,190 

Total  llabflities  and  surplus. $4,848,132 


RISXB  AND  FREMIUlfS:  Fire  risks  hi  fores  Deoember  31, 
B41.40U920;  pnsDtnms  tbenoo,  $8,714,040. 

Bf^OTESS  IN  UNITED  STATES  SINCE  ADMISSION: 
FnafaiH  received,  00.628.088;  hiasts  pahl,  $23,402,056. 

KEAL  ESTATE  OWNED:  Consists  of  9  paroels  kraated  In 
St  Pted  (2X  Mhmennfilfa  (6).  Detroit  (1),  and  (fiesgp  (1).  Tbqr 
lit  pffaidpBllj  duattfawi,  stares  and  flats,  and  the  most  highly 
vaosd  poop  oomMs  m  a  ft^tory  bifek  budding.  2-stoiy  frame 
biMa^  mad  2  amen  frame  bufldhigs  at  377-385  W.  7th  si..  St 
IW.  vkkb  east  $10,150.    All  are  carried  at  or  bekm  cost,  and 


lfOfiTOA(UE  LOANS:  Here  are  08  kMos,  mostly  ssull, 
&  balk  of  thim  seeoved  by  properties  hi  Hartford.  Omul,  with 
>  ^  ta  MjanrapoHs.  St.  Ful,  Detroit,  CSileagD.  New  Haven, 
mi  Kev  BdMa.  Tbe  hicest  are:  $17  W  on  1280  WoodwanJ 
m.  aad  124-128  Lanied  at.,  Detroit;  $84,000  on  123-120  Central 
an..  If  JawwpolM;  $20,000  on  87-01  Asylum  st.  Hartford;  $18.- 


000  on  ieO-171  Webster  ave..  Chicago,  and  $19,000  on  cor.  Churofa 
and  TrumbuU  ets..  Hartford.  $302,875  of  loans  are  secured 
by  properties  valued  at  $028,000.  the  oompony  hoUing  $480,500 
of  insorsnee  on  the  buiMingB.  On  Deoember  31,  bst,  mterest 
due  amounted  to  $1,700. 

BONDS  A2^  STOCKS  OWNED:  Tv  N^trfcst 

B0HD8.  Value.         ValoB. 

D.  a.  f..  1024. 3.05% *1^'9S  •l^^ 

U.  8.  ri..  1030, 2%" 10.000  10,100 

E.  Ro^Siiee.  ft.  J..  f~  1047. 4% 50.000  50.000 

State  of  Ga^  1023. 3i^ 25,000  24.M0 

Lueas  Co.,  (5..  e.  h..  1M4. 4% 100.000  100,000 

Mam.,  State  of,  wat..  1935. «%.;. 100.000  05,126 

PorUaad.  Ore.,  wat  ban.  1023, 5% 50.000  64W 

Queens  Co..  N.  Y.^917. 4% 200.000  109.000 

Richmond.  Vs..  1420-27. 4% 60.260  60.250 

Toledo.  0..  191^19. 4J% 45.000  46.000 
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3.R.R.<li.,jiriDrk,.  l01S,3(7c. 

II.  H.  n..  ittJM*.  <!% 

V.  A  E.  Ry.  Co..  I  n...  IBlfl.  1% 


NATIONAL  INSURANCE  COMPANY,  Edinburgh,  Scol.- 

fions  iHD  Snxu  Ohhid.— Cm(.  Fu 

BoHn.— CnL  Vilue. 

R.  A  F.  K.  B.  Co .  1  iii„  lS2t,  B% tlS.OOD 

8L  I..I.  HtD.  ASd.  R-R.  Cd.  L  ^.1931^  50.000 
BtL.,  l.Klii.A8it.IULC<i.,  ijvu  t  pii 

dit..  1  BL- iflu.  «<!^ nnnrn 

8tL.S> 


sa!oaa 

33M0 


ZI>.<X» 

Sl/m  16.043 

lOOMO  IOt;IXK> 

12.000  1S.S80 

£0.000  IMIS 


ChL.  K.  *Bl.P.  R.  R..  in.  D) 


Chot  4  Item.  R.  R.  Lu.,  1  m..  J91lS.  5<", 
Cli!Tt,CoL.CbL4 1.Ry.Co.l  o>.Bi.l»lt,7% 
G.  L.  A  W.  R.  R.  Co..  ED.  m,  1B3«,  6%. 
C,  *  P.  H.  R.  Co.,  Di.m..,a.B..mi.ii% 
EliDln,  C.  A  No,  R,R.  Co,,  I  m..  1914.3% 

Erta  R.  R.  Co.,  1  ».,  1020,  7% 

EvKm.  4  T.  H.  E.  R.  Co..  1  a.lfl21,flS^ 
ntnliT.  U,  R. R. Cb.,  In. m.lUSa, S", 
0 ,  H.  A  S.  A  Ry.  Qi„  H.  P,Dl>.,  1031.5':; 
Oedsh  a  Wyo,  R,  R.  Co.,  1  m..  1919,  !•% 
BoddEgViL  R.  R.C0.,  Ia,[i>.,im4)^ 
t.AA  M.  3o,  R.  R.  Co.  d.  1928. 1%  . 
L.  S.  A  H.  So.  B.  R-  Co,,  dib,.  1^1.  i7« 
Leh.VBl,RT.CD.,or  N.Y.,1  n.,  1»«  ii%  - 
L.,  fl.  A  SL  L.  H.  R-  Ca.l  m.,  1948  S% . 
LA  N,R,R.Co,  St.  L.  pinp..  tllS,  S%  . . 
He.  CmlnIR.R.  Co.,  n.lSllS,  4%.. 
Me,  CmtiBl  R.  R.  Co.,  oi.,  1012. 7% .  . 
IIInn«pDjliASt.L.R.kCd.,lr.,l94B,l% 
Mu.  Pu,  R.  R,  Co.,  a.,  Im^  1020,  S%. 

Mo.  Pm.  R.  a.  Co.  lr„  1917,  B%. , , 

KuL.CtwLA  Si.lduU  R.  R.  Co., I  m.. 

1913,7% 

Nuh.S-A  BLL.R.R.Lrb.DH.1817. 8'?, 
K.Y.CA  H.H.H.R.CO.,  US,B.I.,1098.3p„ 
N.  v..  N.  R  *  H.  H.  R.  Co.  fv.llBM.O-'; 
N.  v..  K.  H.  AH.  R.R.Co.ev.d.,  19S6. 4't 
Norfolk  A  W.  Ry.  Co.,  I  m..  IWe.  1?. 
NoifoltA.W.  Rj  Co,,  irup  icii  ,  11)34. 

No.Pii.^t;jiajotat'c.B'.a.*i92i;4% 
On.  Blwrt  Una  Ry.  Co.,  1 «.,  19U,  i% . 
H.i  N.y.C,  R,  R.  Co.,  OS.  u.,  103S.  5%. 
F..a,C,A  BLL.R.R.Co.n.jcr.AlMO,4l% 
F,.C„C.A3t.LR.R.Co.,a.j>i.B  Iftl2,4(% 
R.  A  P.  R.  H.  Co.  ».  m„  IB22,  B% 


£0.000 

10.000 

sajam 

10.000 
tOAOD 
40.000 

mna 

(7.000 

sum 

21,000 
GOMO 

100.000 
38,000 
2SJ100 

w.ooo 
1S.00O 
w.ooo 


13.(00 
47J00 

49,000 


30,000 
100,000 
OO.0«O 


SLt. 


•asm 


FwL  No.  Ftu.  Bi.  Co.,  1023.  «%  . . 

F.  A  B.  Cy.  Ry.  Oi^  1  ■.,  lOW,  i% . 

.^  Rj.  Co..  SL  L  Dl>.,  1  IK. IKI'  *% '  HJMO 

Bo.  Rf .  Cki..  1  a.  !■„  im,  E% 3S.000 

Tn.  B.  B.  AwijilSLL.cDjaj.,  1063,  4%  tOJOM 

ToL  Rt.  *  Tm,  Cd„  1  m.,  1957. 41%. . . .  27J00 

W.  P7fi».  Ry.  Co..  1  m..  lOM.  4% SO/NW 

W,Vi.OBEtA  P.  R.  a.  Ca.,1  m,.  1911.11%  GOJIOO 

NwB.  IT.  Co.,  1  BL.  I8M.  4J% 100/100 

W.  D.  TL  Cb..  [.  A  T.  &  D..  im  4)%. .  taOOO 


38JU 

lS.Tit 
3$.3iO 
S4JI00 


Totik  (booknlue.  »4.l04.aB«). . . 


13,704  345    ajMS,9T0 


MISCELLANEOUS:  Tbli  smpuy  l)«u  boilaai  b  Uu 
UalMd  BMm  b  1880.    Ol  Juury  1.  lOOt,  Ita  bom  olCoe  lUlf 

£300.00a    J.H.lnnMi'bilBUiilledSUlsmiiiicslDrtlH 
Bui*  nn  ol  UtbpcoL    OiafluntloB  tea 
tU8,43S;  Tonnlo,  WM,  tUUU;  Shi  Fi 
635.    VthiH  of  tpHid  dtponia:     0*.,  W 
V*..  tUJIOD:  Ohio,  tlOOMoT 

UNITBO  STATES  TRUSTEES:  Hon.  Uortn  0.  Bulkekr 
Mdp  H.  Whiplei.  Moiiu  B.  Bnlmid,  Hirtfotd. 

FIELD  MEN  AND  TERRITORY  COVERED:  Jum  H- 
BmnUr.  Hvilonl,  Codb.,  muuu,  Unltad  EUIm  ud  DaBdokHi 
ol  Oundi;  H«n  J.  Hdiik.  BuBotd,  nptilBUiidal  ol  •nudnr 
B.  M.  Colnr,  &rtfotd.  nporlDtadHit  ol  >tnir4ni:  I.  H.  He- 
Conskk,  Bui'Md,  Oou-  MdMnt  ranriaUndnt  ol  icenciea: 
W.  P.  Rln,  Barton,  hhU  ifHit  Nnr  &iil*iiil:  Tbonpni,  Den 
A  Bnw  WDkatein  Ft,  imenl  utnli  for  ^;  H.  T.  HIhIb- 
bothuo.  N.  0.  ud  G.  H.  <MliM,  AUula,  neciu  wHta;  V.  R. 


i^f'n 


•,  AUula,  neciu  « 

-.  Md.;  pD.  Manaiu  St  Looii, 
now,  iDBciil  uvnt,  Kaluiuuo, 
DaUa,  Tax,  HHnl  ■■«%  Soutk- 
-—  --  ukTOUb.    H.  W.  Pom 


n  dHutaMBt,  ooBpiWoi  To.  ukTOU 

Du  FnBitao,  CiL  iiinliiii,  ud  Joha  £.  mm-.  » 

•not  lot  CiL.  H>*.  and  Arta.:    FWd   W.  Oartoa.  Tacb... 

Walk.,  iHiHtor  et  anodea  [at  On.,  W^l  ud  B.  C.;   O.  E. 

Uh,  Dm™  "-'-  ^^' "   " ' 


Io^Imo 


Cido.,  Wyg..  iJ.  M..  Stall,  Ida.  >Dd  Mont  SbmUmuk  W.  B. 
Dudanrood.  BnnkbnrK,  Y„  lot  N.  ¥.:  A.IIeKeSi^  Nenik. 
N.  J.,  lot  N,  J.;  H.  E.  a,  Knp.  0■hkDrf^Wla..  lot  Wik' P.  V.  Oole, 


SEA  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.lf 

UaJlcd  Sbtea  Maiu«ai.  Oiubb  &  Sen,  New  YnA.    Orgaaiied.  1873. 

(Uoitcd  SIbUs  Bnocb  StetiaiiH.) 


YlA> 

A>et> 

SSSS 

Suiplu. 

pi^i^ 

£!. 

"s- 

Ei- 

Total  Ex- 
penditura. 

LOMt 

Incumd 

{+>R«'d 
from  or 

IWO 

E 

tOll.483 

778,584 
7n,787 

18,771 
01,1«« 

(03.311 

1271,158 
289.957 

1221,098 

in,  10 

181.  IS 

t4fi7.25j 

1287,  Z2I 
4SB;72i 

— Mi.sro 

— I09.0M 

D  Statu  Branch. 


Cash  LD  office  jmd  hank. . 


01  oro  3  moolla  di 


DEonani  tl,  19O0. 
(141,000 

Total  liabaiUa,  ocepl  aiiphii. . . 

(808,728 
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SEA  INSURANCE  COMPANY, 

ABES  AND  FREMnmS:    Marine  ami  blaiid  riaks  b  fone 
I^eeaber  9U  SMJM0.853;  pfemiumi  thereon.  $118,886. 

BUSINEBB    IN    UNITED   STATES  SINCE   ADMISSION: 
Fteuwaa  reeehred,  $10,218,375:  Umm  paid,  $5,484,190. 

Ftf  Maiket 

BONDS  OWNED:  Value.         Value. 

r.S.G(nrt.loui.  1«2S,4% $1004N»  $115,000 

N.T.Cr..epLe(k..  1922-64.31% 265.000  282,600 

ToU<^O^r.,  1930,2}% 100.000  96.000 

MealiattBB  By.  Ok.  ek  f.  B 20.000  19,600 

N.T^ChL*8kLoaiB.ri.m 10.000  10.000 

NaF^Bj-Oo^lcn 15,000  15.460 

UitoBrkfluBj.Oel,li.m 20.000  20.400 

Totab  (book  Talv,  $619,867) $620,000      $500,050 


Ltd.,  Liverpool,  Eng. — CoiUimmed, 

MISCELLANEOUS:  The  United  Statea  maoaien  of  the  Sea 
are  abo  maaaon  at  the  United  Statee  bcanehee  of  the  Marine,  of 
LondoB,  and  the  Marine  bfaneh  of  the  Londoo  AaMnanee^  and  aiao 
eoQtnl  the  Federal,  of  Jennr  Gttv.  The  Sea  began  bulaeii  la 
the  United  Statee  in  1876.  llie  anbeeribed  eanttal  of  the  eompaajr 
ii  £500,000.  of  vhlen  £100,000  are  paid  up.  QMiflacmtkNi  hNNB: 
Baltimore,  1904.  $6,000. 

TERRTTORT  COVERED:  Hie  eompany  k  Beenead  fai  OaL. 
m..  La..  MlnB.,  N.  J..  N.  T^  0..  Fk.  andl^ 


SKANDL\  INSURANCE  COMPANY,  Stockholm,  Sweden. 

Untoed  Stalea  Manager,  C.  F.  ShaHcroaa,  New  Yock.    Orfuiiaed,  1866. 

(United  Statee  Branch  Statiolica.) 


YtAM 


1M8 
1997 
1906 

1905 


$1,873,745 
1.25«,72« 
1.240,302 


$631,606 
597,138 
682,646 
517.203 
401,409 


Suiplua 


$494,787 
529.908 
481,956 
884.233 
442.785 


Net 

Premiums 


$1,104,726 

1,056,646 

1,094,834 

951,139 

825,855 


Total 
Income 


$1,146,594 

1,096,967 

1.133.742 

990,845 

861.461 


Paid 


$616,397 
557,863 
563,719 

1.064,698 
451,271 


Ex- 


$352,288 
334.028 
307,889 
804,592 
266,825 


TotalJBc- 
pcnditiiree 


$068,685 

891,891 

871,106 

1,369.650 

718,096 


Incnmd 


(+)Rec'd 

from  or 

(—)  Remit 

to  H.  O. 


$617.4n  --$156,388 
594,483  —131,392 
543,637     —14,284 

1,131,617  +471.781 
405,467  —208,494 


Assets,  IXmttxd  Statks  BaAMCH,  Decxmbee  31,  1909. 

BoDds  ofvned  (maiket  value) $1,075,206 

Cash  in  office  and  bank 168,262 

Agents'  balances,  not  orer  3  months  due 119.936 

latensl  accrued. 10,342 


Total  admitted 


U $1,373,745 


I   Liabilities,  United  States  Beancb,  Degbmbee  31.  1909. 

Net  looses  unpaid  (including  $4,450  resisted) $173,457 

Unearned  premiums 631,606 

Other  liabUities 78,896 

Total  liabilities,  except  surplus $878,958 

Surplus  as  to  policyholders. 494,787 

Total  liabUities,  and  surplus $1,373,745 


RISKS  AKD  PREMnmS:  Fire  risks  in  fores  December  81, 
tllS.33$,500s  pnmfnms  thereon,  $1,202^(18. 

BUSINESS  IN  UNITED  STATES  SINCE  ADMISSION: 
fm^mam  reeefved.  $8.409389:  lossee  paid,  $5,076,01X 

Pit  Markot 

BONDS  OWNED:  Value.  Value. 

SmeUk  QeiwU  htm,  imoB  of  1887,  (kr. 

45OJ000),  3La% $175,675     $170,405 

U.aGovetmneQt.1926,4% 100,000  115.000 

S«>le  ol  N.  T.  H^hwBj  ton.  cbel968,4%  50,000  56.000 

Or.  of  N.  Y^  ree.,  fr,  1940;  3)% 50.000  45.500 

Cy.  of  N.  T.,  ICC >,  1941, 3}% 200.000  182,000 

l.T.4S.F.Ry.(S:,gn.m.,S.,1996,4%  25,000  25,000 

B.  A  O.R.R.Gb.,  prior  ln.,S.,  1926.31%  25.000  23,250 

Oat  F^  Ry.  Go..  1  r.  UL,  C.  1M»,  4%  50.000  48,500 

CVs^AOhio^.  Co.,rc8.Kl939.5%..  45.000  51.300 

Ol  lad.  &  S.  R.  R.  Gou,  rBg.g..l956^4%  £0.000  47.500 

OL.  R.  LkPae.  Ry.  Go.,  gn.  m.,1988.4%  25.000  24.750 

CL,  C  C.  A  St.  L.  Rjr.Oo..gnjn.,gl993.4%  25.000  24.250 

UIILAIa.B.R.dk>..lm..g.,1950,4%  15.000  14,700 

LAN.  R.R.  Go.,  uniliedg.,  1940.4%.  25,000  25.000 

3ior.AW.R.R.Go^gn.nL.g.,1931,6%  25,000  31.250 

!f.AW.R7.Cb.,l€B.nL,g..l996,4%..  10,000  9^00 
lCa.pM^RT.Cob,pttor  b.  jly.  &  L.Q.,  g., 

1997.4%..... 25.000  25,750 

fXJCjk  SLL.Ry.O».,ekm.Joaa  of  $75,- 

QOOgOOO,  see.  D,  1945,  4% 10.000  10,000 


Far  Maifcel 

Boms  OwHBD.— CmC  Valoe.  Valoe. 

StL.J.Mta^  So.R7.0D.jm.eB.Rir.A  Land 

Grant  m.  "Stamped,"  1931, 5%, $15,000  $16,500 

So.Fte.R.R.Co.,1  r.m.,g.,  1955.  4% 25,000  23,750 

So.  Ry.  Co.,  lekBi.,g..  1994,6% 50,000  66,000 

Unkm  Fke.R.R.Oo.1  Inumd  r.nLg.D.,2006, 

4% 50,000  49.000 

Totals  (book yalue.  $1,125,260)....  $1,070,675  $1,075,206 


MISCELLANEOUS:  This  company  began  boslnesB  in  the 
United  Statee  In  1900,  writing  reinsmance  only.  G  F.  Shaileroas, 
its  manager,  is  aleo  New  York  manager  of  the  RoyaL  Cbnflacra* 
tton  kesee:  Baltimore,  1904,  $14f,560;  San  Franctoeo.  1906. 
$644,175.  The  company's  home  office  statement,  Januarv  1. 1908, 
showed  61.716.002  knnien  of  assets  (Including  10.000.000  kronen 
of  stoekhoklerB'  notes).  Its  capital  was  15.000.000  krafoen. 
Value  of  deposit  m  Ohio.  $100,000. 

UNITED  STATES  TRUSTEE:  New  York  life  Insurance  A 
Trust  Go..  New  York. 

TERRITORY  COVERED:  The  eompany  k  licensed  In  Gok>., 
m..  La.,  Mass..  Mich..  Miss..  Mont,  Nev..  N.  H..  N.  J.,  N.  Y., 
N.  C,  N.  D.,  0.,  Pa..  Tez.  and  W.  Va. 


THE  SOVEREIGN  FIRE  ASSURANCE  COMPANY  OF  CANADA,  Toronto,  Can. 

PreMdent,  Cyrus  A.  Birge;  Second  Vice-President  and  Managing  Director,  H.  S.  Wilmn. 


Teas 

Assets 

Unearned 

Sur|4us 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)Rec'd 
from  or 

(—)  Remit 
to  H.  O. 

1209 
190^ 

$427,214 
240.302 

$71,881 
22,514 

$321,916 
22^312 

$134,390 
45.871 

$149,965 
51,832 

$39,404 
9.458 

$57,327 
15.862 

$96,731 
25,320 

$52,543 
9.458 

—$47,804 
+  30.107 

REPOSTS  OF  FIHE   INSURANCE   COMPANIES. 


Ca^  n  office  ud  bank. . . 
Aaean' bduca,  not  over 
IniocM  Kcnied 


Betumud 

Toul  llibai 


til  IbibailiH,  encpt  » 
u  lopalic^Hlden... 

ToUl  llibailki  ind  nip 


BISKB  AND  FREHnniS:  Fin  lUi  h  Icna,  Uamba  SI. 
WUtUUi  pnmiviu  Umoii,  imjBO. 

BDBINBSS  IN  inHTBD  STATES  BINCE  ADHieeiON. 
Fnniiuiu  iMUred,  (leO.M;  Iomm  ptid,  tM,38L 


STANDARD    MARINE    INSURANCE    COMPANY,    Limited,    Uverpool,    Eng.^ 

DoilMl  Smm  Uuifcr,  W.  J.  Koberti.  New  Voik.     Onuiml.  ISTt. 

(Unitnl  SbUi  Branch  Statbdo.) 


Y«« 

Am(U 

Dnonitd 

PreoliuM 

Surjdui 

Net 
Pnmhimi 

Tot.1 

^ 

Er- 

peiua 

sas; 

,sr, 

(+)R«ed 

i 

•»7,1M 

ii 

■Si 

804,010 

■s 

II 

11 

Ansn,  Umrn  Statu  Biamcs, 

BoadxnrOBl  (mufcu  nlue) 

Cub  in  office  ud  buk 

AicnV  bilanoa.  nut  am  S  moada  due. 


•liiTOT 
77,27* 
15.D00 


u  iopoUcrkalda*. 


RISKS  UfD  FREUIUKS:     ICuiiH  ud  mlud  rUa  a  font. 
DMtubv  31,  tia.M4,D73;   tmuuB"  Uxnoa,  t7T,27<l. 

BUaiNEBS  IN    UNITED   STATES    SINCE   ADHIBSION: 
PnnliaiB  mind.  tMaSATt;    )db«  pul,  H,a01JI6«. 

Ph  KiArt 

BONSe  OWNXD:  T>1«.        Vdoa. 

Norfolk  Cf.,  Vm.,  1B»,  B%. -         Mtoflo      latjiaa 

Ct,  of  Bn»klyn.  IBK(-33.  U7o- 
N.  Y.  C.  A  H.  R..  ISM  t%. 


eiDn  Slurt  Uiw  n.  ^..  im,  ^ WHO 

ibUs  A  O.  R.  R.,  1  EL,  leZT,  6% 37MO 

luUe  Com!  Uae,  1  m.,  ISO,  j%...  3S.000 

■■  C.4H.K.R    ~  — ■" 

N.  W.  R,., 


Totoli  <boot  nlw.  tm»K. . . 


aOD.DOO        187,000 

annm  10.200 
13,750 
ta.070 

M.000 

SIMM)  26.000 

25,000  Z7.7S0 

30.000  ».100 

1422.000      t4ia,070 


WSCELLANEODSi  Tba  oiaipuj  bifM  InalUM  b  (ba 
UilMd  SIttM  b  188&  Iti  MMfc  ps  hna  nffin  fUtoMt, 
JuquT  LIMH,  uunM  to  fMHiUt  (nlodtai  moded  (ut- 
ML  tmrnTlU  Mtd  n  (uUil  k  fWMlDOL  OMflm^a 
liww  BkHlBotB,  1»L  aoSTAll  Ot  Noek  «(  bk  MopaciT 
It  owbmI  by  tk*  bmd  oOn  ollka  Imdoi  A  UanAln  Fin. 

FIELD  HEN:  W.  J.  Bobtrta.  DnitHJ  SUM  Huuer, 
Now  York;  Bon;  Kaina  A  Co„  (lilfMtoB,  Tu.:  Artbiu 
IlaDd«*Oi^N»vOri(ui.U.;  J. B.  P.  Din i Son. Su  Fnn- 
"---  "^    Tbo  ooBp ■-  -    -  ■    -      "        ~ 


STATE  FIRE  INSURANCE  COMPANY,  Ltd.,  Liverpool,  England. 
dnlMd  Smm  Uutfci.  Junet  E.  Bmraus,  Hutlord,  Conn.    Orfuind,  18tL 

(UDiled  Statn  Branch  SlatMca.) 


Vtu 

^ 

SS^ 

Surplw 

P,^SL, 

iSi 

"sr 

Ei- 

ss^ 

iDcuircd 

<+)R«*d 
from  or 

lis 

•!i?:iS 

ii 

78.307 

■Rig 

•litffi 

"ili 

1i 

IS7.U1 

■iJig 

— •3S.1M 

REPORTS  OF  FIRE  INSURANCE   COMPANIES. 
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STATE  FIRE  INSURANCE  COMPANY,  Ltd.,  Liverpool,  England.— CofOMiUfJ. 


Assns.  Uhxixd  Staixs  Bkamcb,  DBCxmn  81,  1909. 

Boods  end  atoi^  awntd  (nuoket  yahie) $874,890 

Ceah  Id  office  and  beak 30,988 

Afenta' balances,  not  over  8  montfaa  due. 80,491 

lalocit  aodued. 8,779 


Total  adnitted 


la $480,148 


LiABiunxs,  UmrsD  Statss  Bsamcr,  Dimrawr  81,  1909. 

Net  loaaes  unpaid  (indttding  $3,700  lesiated) $7,109 

Unearned  premtums 88,071 

Other  liabiUdes 3,500 


Total  liabflitiea.  except  wrphia. 
Surplus  as  to  policynolders. 


S97, 
83. 


680 
468 


Total  liabflitiei  and  surplus $480,148 


SISKB  AHD  FBBianilB:  VIre  ilskB  ia  fores, 
U0i,SI8jn6.l93;  pnaafauM  tiienon.  $107,546. 

BONDS  AND  STOGKB  OWNED:  Far 

Bona.  Value. 

KevTotfc.doekBaadf«Tles,1963,8}%.  $57,000 

Hc*7oik,doekB.1987,8i% 46,000 

5evToifc.iepaTliicofstne(B,lM3,8i%  80^000 

NevToik^npidtraBsIt,  1963,8*%,...  174N» 

Nev  York,  aormnto sloek,  1M7, 4%.. .  18,000 

A.,T.AS.F^R.R.,fa.Bi.^l966,4%,.  10,000 

a,R.I.aadP.R.R..fa.nL.19W,4%,  10,000 

Ca.aft8tL^B3.a.B.,1998,4%  lOOOO 

Cbii  Fke.  R.  R..  r^  19ttr4%- lO'OOO 

BL  Oeat.  R.  R.,  OnahA  DlTn  1  m*.  1951, 

3% 10,000 

LitaghyaLR.Ra^CB.«i»aDl,3008,4%.  lOJOOO 

Lsator.ftNnibTrR.R,unifiad,l940^4%  2,000 

]fa8battnBe^eo«oiiB,l99a4%....  10,000 
N.  T.  a  ft  hTr.  R.  RiriaktfSbora  coL 

1998.81% 10,000 

V.  T.,  NrH;  ft  H.  R.  R.  Oa.  er.  d.,  1948. 

9% 15,000 

S.ft.W.R.R.,lm.,l996^4%, 10,000 

So.  FlK.R.R.lwidjpaDt,  1997,4%...  10,000 
P..  d,  GL  ft  8a.  Lb  IL  R,  eoa.  Bi.^  series  A, 

19«14|%, 10.000 

Badfa«B.R.,jB.in.,  1997,4% 10.000 

B^1ir.ftO.RC;iooBs..im5%....  10.000 


81. 


Raitet 

Vahis. 

$61,800 
48,310 

73^ 

15.800 

13.980 

10.000 

9,900 

9,700 

9,700 

8,900 

9,700 
3,000 
9,800 

8,100 

30,100 

9300 

10,800 

10,700 
10.000 
10.900 


Bonds  amd  Siocn  OiniiD.--C<ii(. 
Boftm.'-CcnL. 

SoQthera  R.  R.  1  eons.,  1994, 5% 

U.  P.  RR,  1  m.  and  land  siaat,  1947. 4% 


Par 

Value. 

Market 

Value. 

$10/X» 
10,000 

$11,300 
10.300 

N.  Y..  N.  H.  ft  H.  R  R. 


1,000 


1.070 


Totals  (book  value,  $106.007) $886^000      $874.890 

meCELLANEOUS:  Tbs  Stats  Fba  bsfaa  bmtaiess  In  the 
United  States  In  1897.  Its  home  oOea  statement  as  of  Deeembar 
81, 1909,  showed  a  subscribed  capital  of  £800^  (paki  op  £70.- 
000)  and  assets  amountlnc  to  £909,888.  J.  R.  Biewster  is  also 
manaser  of  the  United  States  brsach  of  the  Scottish  Unbtn  and 
NatknaL  OoBllaaatkw  hissss:  Baltfanoie.  1904.  $73366;  San 
ftanetooo,  1906.11365300.  As  a  nsdt  of  the  San  Fraactoeo 
eonllagratkm.  the  dbaoton  made  an  assessment  of  $700300  upon 
the  shareholaen* 

UNITED  STATES  TRUSTEES:  Morpm  G.  BuDceley.  Meigs 
H.  Whapka.  Morpm  R  Biafaiard,  Hartford. 

FIELD  MEN  AND  TERRITORT  00 VERED:  Jas.  H.  Brews- 
ter, Hartford,  Unitsd  Statea  manafv,  Traaersnt  ft  Ooehraa,  DaUas, 
nneffal  afsnts  for  Tax.  The  company  operates  In  OaL,  Oolo., 
Cum.,  D.  a.  Fla.,  ID..  lad..  la..  Kjr.,  Ik,  He..  Md.,  Mass.,  MleL, 
Mfam.,  Mo.,  Mont,  Neb..  N.  J.,  Fk,  R  I.,  Ttt.,  Utah,  Wash,  and 
Wis. 


SUN  INSURANCE  OFFICE,  London,  EngUnd. 

States  liaaafff,  J.  J.  Guile,    New  York;  Western  Department,  Manager,  H.  N.  Kelsay,  CUesffo. 

Organized,  1710. 
(United  States  Branch  Statistics.) 


Ykak 

^ 

Unearned 

Surplus 

Net 

Total 
Income 

Losses 
Paid 

Ex- 
penses 

Total  Ek- 
pcnditurea 

Losses 
Incwred 

(+)Rec'd 

from  or 

(— )RemiL 

to  H.  O. 

1909 

1908 
1907 
1906 
1905 

$4,286,799 
4,(nh446 
3,7901767 
3,666.754 
3.139,188 

$2,696,848 
2,487,126 
3,460,788 
2,817,968 
2,064,660 

$1,224,844 

1,286,229 

1,061.989 

981,098 

878,276 

$8,077,119 
2,802,896 
2,819,291 
2,744,218 
2,896,977 

$8,227,060 
2,967,122 
2,942,800 
2,867,826 
2,607,874 

$1,468,809 
1,696,802 
1,846,882 
2,716,646 
1,182,126 

$1,148,078 

1,067,726 

1,082,477 

994.726 

897,126 

$2,606,477 
2,664,627 
2.877,869 
8,711,271 
2,029.888 

$1,448,641 
1,668,076 
1,284,715 
2,815,440 
1,129,137 

—$405,021 
-295,666 
—164,634 

+2,004,802 
—504,014 

Assrs,  JJmTKD  States  Branch,  "December  81,  1909. 

Real  estate  owned  (book  vahie,  $290,638) $271,000 

Mortgage  kMUBS  on  real  estate 25,000 

Bonds  aad  stocks  owned  (maiket  value) 8,176,246 

Cash  in  office  aad  bank 209,846 

Aeons'  IrrW"^"**,  not  over  8  months  due 425,074 

latercRt  aad  rents  accrued 40,634 


Total  admitted  assets. 


$4,236,799 


LxABiLinxs,  Unitzd  Statks  Branch,  Dxcehbsr  81,  1909. 

Net  losses  unpaid  (including  $8,606  resisted) $244,069 

Unearned  premiums 2,696,848 

Other  liabilities 71,548 

Tots]  liabilities,  except  surplus $3,012,465 

Surplus  as  to  policyholders. 1,224,344 

Tots]  lisbnities  and  surplus $4,286,799 


RISKS  AKD  FREHIUMB:    Fire  risks  fai  foree  December  31, 
$482.4tt,7»;  pfmafana  thereon,  $6,201,230. 


BUSINESS   IK   UNITED  STATES  SINCE  ADIOSSION: 
$18,872,069;  kisses  pakl,  $29,801,762. 


REAL  ESTATE  OWNED:  Gompifses  the  6-story  bilek  office 
b<d(ft^  St  64  Fine  st,  oeeupied  by  the  company,  of  whleh  the 
book  TBloe  k  $171,925,  aad  whleh  is  earrled  at  $180,000;  and  the 
44t0iy  brkk  boOdhugi  kicated  as  foQows:  340  and  342  E.  134th 
it.  New  Toffc;  34^889  SoaUiem  boulevard.  New  York.  The 
book  vafaiea  of  these  latter  propertiea  range  from  $9,983  to  $16,127, 
ea^  bat  all  are  carried  at  a  miiform  valuatkin  of  $10,000  each, 
exeept  the  fart  two,  which  are  carried  at  $10,500  each.  There 
ace  DO 


MORTGAGE  LOAN:    A  loan  of  $26,000  is  secured  by  71 
Lexington  ave.,  New  York,  valued  at  $42,500. 

BONDS  AND  STOCKS  OWNED:  Tu  Market 

Dist.  of  Columbia,  f.,  1924,  3.65% $200,000  $214,000 

Qev ,  0.,  res.  erade  erosslng,  1923,  4%. .  100,000  101,000 

N.  Y.,  cp.  Btk..  exem..  reg..  1930, 4%. . . .  50.000  50,000 

N.  Y.  op.  stk..  exempt  x^,  1957. 4i% . .  55.000  61.050 

Richmond.  Vs..  l^MS.  6%. 8.000  8,800 

Richmond.  Va.,  1924,  4% 2.000  2.020 

Py.  of  Savannah.  Ga..  f ..  1959,  4}% . . . .  10.000  10,800 

A.  T.  ft  S.  F..  100  yr.  ad..  1995,  4%. .  ■  •  50.000  47,000 
A..  T.  ft  S.  Fe  Transcontinental  Short 

line,  1  m.,  1958,  4% 25,000  23,500 


REPOBTS  OF  FIRE  IKSURANCE  COMPANIES. 


SUN  INSURANCE  OFFICE, 

Bora  iHD  Stocu  OwHMB.—Cml.  Pir  MukM 

BoKH.— Colli.  Vilua.  Viliie. 

AU  Onut  liu  R.  R.  Co..  Bq..  tSlT,  *%.  IISJWO  UiUO 
AU.  CoHt  LliuR.lt.Ci>..L«iln.A  Huh*. 

ml..  lBfi2. 4% asm  13.TS0 

AILCoirtL.R.R.Cb.,  au.,  »1(,1%...  3SM0  *l.3tO 
BJ  0.  R.  R.  On..  (Plttt.1.  Ert»  i  W:  Vt 

Snicm),  r.  n..  IMl,  4% HMMO  4aMD 

B.  i  0.  Wn-DlT.),  I  DL.  ISU,  U», , .  MMO  IMOO 

B.  ft  0. 1 K.  Co.,  piiar  In.,  1B3S, »%  asj»0  13,110 
AA  A.  R.  R,Co..  orlrjcr.  C.I911,  S'".  30.000  XtOOO 
B-kl^  Utiln  EfaT.R.B.aL,  I  ia.lisOA%  ».«»  «»00 

C.  of  Oi.  Ry.Co..  1  m.,  Q.  &  N.  nuED  Unc. 

WW,  4%^ 39a»  HSM 

CntpHRT.  Ca..lr.iii..  IS4B.4%  30.000  14.290 

OniL  R.  R.  Co.  at  N.  J.,  eq.,  t.  1013,4%  10,000  M,TU 

Ca.R.CD.  iiN,J.,  gn,  m.,  1«T.S%  .  iUMO  31JU 

G.  A  0.  Ry.  Co..  go.  m.,  IWt,  4)%  ....  KOOO  It.TM) 

C«0,Ry.Oa„la.m..S0-vr.,  I»i»,a%  lOJMO  11,400 

C.  4  A.  R.  R.  &„  Ed.  wriia  •'^h';'',  I91S,  4}.  16,000  ».TM 

OiL  A  A,  R.  R.  Co.,  r.,  lO-vi..  It4».  i%  HUM  IT  JOO 

C,  B.  A  a  R.  R.  Co^IU.  di<..  IH8,  4%..  IMDO  25,130 

CAE.Ijra.R.CD..r.iiidlmp..1SU.4%  tO^OOO  43.000 

C,  L  S.  ft  E.  Ry.  Co.,  IX  m.,  1»W,  1)%  IWO)  1S,7W 

ChL,  R.  1.  ft  Pu.,  I>l5.f% 30.000  tXltO 

C,  R.  1.  A  Pu.  I  A  t.  m..  1934. 4%  lE.OOO  22.7t0 

car. ftp. Ry  Co., i,r.>,T".iflii4!'-i  2s,<xn  Z4,»a 

C.  t  R.  T.  F.\r  r..     I  m    tnic  •i'-  11,000  S.DOO 

18014%,.  ..                    "..!'■  IS.DOO  njMO 

C.,H,4Dani.R..  1942,S% 10,000  GUOO 

Ca.CA  sol.  1  m.ol  Culro.  VlDiBiLM 

A  ai.  R.  R.  Co..  IBM.  4% 21,000  2SJ00 

aft&Ry.  Co.,  r.  ftc.  m..  im4)%...  EO.OOO  40,000 

ColumbliAG.  R.R.CD.,  In..  igi^S?„  10,000  IS.OGO 

D.  U.  AN.  Ry.CD.Ai.m.,  1>41,S%....  E0,000  OSJUO 

ErieR.R.Co.,pi.E.l»Bfl,4%. 15,000  ZiJBO 

Ertg  R.  R.  Co.,  ^  eoL  1S6I.  4% »,000  21.«» 

I.  c.  R.  R.  Co..  at  LD.*  T.,ini.  f«si  3%  auw)  U,SOO 

lDnCEnt.Hy.  Co.,  Im.,  lOSB,  1% 10,000  10.700 

t.  Ha.CuTi.  n..  HI.  8..  cr.  In  Bt.  L  Ina 

Mk].  ftSo.  Rj.  Co.,  l«lZ,t% 30,000  25,000 

Km.Cy.  Bo,Ry.Co.,lin.,5(^yr.  1»«,3%.  10,000  IS.ISO 

K.  Cy.,  Fl  3.  A  M,  R-R.  Co.,(ii.ml»a8.a%  15,000  »JO0 

L.Bti.AlLcih.B>>.Ry.CD.,25-rr.,IS31,4%  ItJlOO  33,700 
I,  A  H.  R.  Ry.  Co.,  m,  m.,  U-jr..  1030. 

i% l&OOO  11,000 

UUlb  Vil.Tni..  lm_1941,  fi% 50,000  57JO0 

L  A  N.  R.  R.  Co..  I SL,  tr..  IWI.  5% . , .  2IMiaO  17,210 

IkLSLRf.Co.  iiLB.udail.trin7J)%  flUHD  ItMO 

Ko.  AcRt.  Co.,  I.,  tr..  1017,1% HJXa  35,100 

H.  F. Ry.Co., OS.  Ill m.,  1020.0% 3M0O  n,750 

IL  A  0.  H.  R.  Co..  1  LL,  1017. «%. . . .  15,000  »,500 

IIot>lleAO.R.R.Co„«).  n.  C,1011,E%  35^0  ItJXIO 

IL C  Ry. Co., SO-yr.  lia.,im.6%... .  lO.DOO  11.400 
N.ll.Ry.AaCD..liii.ftcDLlr„  SO-yr.. 

1047, 5% Ul,D0O  1*,7»0 

K.y.,aft3t.L.R.R.0D.,35.y,lB31.4%  35,000  33jm 
N.Y.CA  H.R.R.R.Q>..  I.  Sh.  aJ.,  n<.,  f. 

1008, 31% KMD  MJOO 

Noc  A  W.  Ry.  Oo. «].  It.,  1900,  4%, . , .  35,000  M,S«0 

N.  AW.  Ry.  Co.,ii>.  DLi..  1031.  5%...  25.000  SIJ50 

No.  Fu.Ry.CD.iiriorln.ry.AI.|t.g..4%  30,000  lOMO 

Na.Fle.,at.^o.,)t.,C.B.AQ.,a>ll»2I.4%  50,000  4S.500 

OUo  RlwR.  R.  Co..  to.  m.,  1037,5%.  15.000  I&500 

On.SLL.  Ry.Co., Im.,  1023,  «% 35,000  3S.3SO 

Pi.R.£.Co.,10-yHii!f..I91G,3l%...  40,000  303X) 

P.B.AW.  R.R.Cb..aO-yr..lni.,1923J%  15,000  35,350 

R.,  Y.R.AC.2dni..cr.,lS10,4)%...  50,000  50,060 

H.  0.  Jc  R.  R.  1  m.  1B38,  5% 35,000  MMO 

8t  LoDta  Bg.  Co.,  I  EL,  ■.,  1320.  7%  . . .  15,000  SUKO 
8L  I.  I.  Mta.  A  So.Ry.&i.  Rlnc  i  Oiilf 

Dt™.,  I  m,  atrt.,  1933,4% 15JI0O  32,000 

SL  L.,  I.  Kto.  A  So.  Ry.  O)..  unify  A  i., 

1928, 4% li,aXI  MJJOO 

BU  L,  A  &  P.  R.  R.  Co..  m.  f.  0.,  nt,  0.. 

MIS.  H% 2E,0Oa  34J00 

Bt,  L.  ft  S.  F.  Ry.  Co..  VL  B.  fO^r.  1911, 

1% 1B.000  10.S80 

St.  LS.  I^.  Co..  Um.,  1969,4%..  ...  25.000  33,350 
SL  P.,  M.  4  M.  iy.  Co.,  Pk.  ot.,  511-yi.. 

IMO,  4% , 24,141  34.000 

So.  Ry.,  I  a.,  1994,  S% 35.000  28,000 

So.  FU.R.R.Cki.oJO>l.,la.m.ign,S%  UJMO  33,750 

S.  F.II,R.Cd..  Ijtr.m.,  IBU,  4% 35J00  23,750 

Tm.  R.  K.  Av.  olSt.  L,  1  m..  \m.  4t%  lOJMO  30,750 

Tex.ftOULR.R.Co.,lm..<afr.lM3.5%  25.000  10,000 

Tei.  A  FMl  Ry.  Co..  1  m„  3000, 5%. . . .  25,000  17.750 

Tol.,Bt.L.A  W.R.R.Co..priitriD..l«35,3t%  35,000  21,350 

Ti>1.,3lLA  W.R.R.Co.,«q.(r.D..1911.4)%  30,000  19JO0 


London,  En^and. — Cotiiiiuitd. 

BoMM  >m  Bkicu  Ovns.—Cgiit.  F*r  Hufat 

BonH.-Cimf.  Vilue.  Vulw. 

WibHli  R  B.  Co.,  1  DL.  I.,  1939.  S%. . .  tU/UO  318.150 

Wuli.Tm.OD.liB.,  I0(j;3t%..  .       ,  31,000  19,440 

W,aity^,S.An.D.AT„lmJ3-yt030.l  11,0X1  23J100 

Abut.  n.  A  Tc  Co.  n.,  1930,  i% 35.000  23.210 

Dvtnlt  Cy,  On  Co.,  1033, 5% 35,000  15,310 

UhWiVaLGHlQL,  In.,  lim,S%....  39.000  17,210 

■m*.  Ou  Co'i  X'tai  •.  [„  l»3a.  4t%  5.000  4.900 

M.El.Ry.AUCb.,3ayi.a.iii.,I01^lf%  11,000  10,750 

N.  EotTCoUaD  Ym  Co.,  1  m..  10»,  S%  15.000  15,7*0 
N.r.Gu  A  ELLL^LA  Fo«.Cd.,1  a.. 

1948,5% 1U»0  25.710 

N.  Y.  TL  do.  I  A  g.  O..L  [.,  I03S,  4(%.  10,000  19,000 

FhllL  Co.,  I  a.  A  (oL  tr.  IM,  5%.. . . .  IS.OOO  10,000 

D.&SMlCp.ng.tlW.,  IBSI,  S%..  .  15,000  18.710 

W.  Tl  A  Tg.  Co.,  goL  tr.,  1931. 5%. . . . .  IIMI  34,110 

B.  A  0..  p 10,000  9.300 

CU.,  MIL  ft  BL  Pill  Ry.  Co..  H 10,000  17,100 

daT.  A  FlttL  R.  R.  Oo.  gr 35,000  41.000 

lU.  CaaL  R.  R.  Co..  lauad  Uoa 30,000  20.400 

HonkAEMiR.R U.OOD  17.750 

F*.  R-R.  Co. 07,M0  93,101 

P.,  B  A  Uk(  £ila,  gi 30,000  14,000 

K,A8.  R.R.Oii.,p 30,000  •9,800 

R.,  W.  A  0.  R.  R.  Oi 35.000  31.100 

Bd.  Ry.  Co..  MobUa  ft  0.,  U.  oUa 30,000  17.400 

On.  Ad.  Bnrain 350  310 

Usdarwrllm'  Mnf  Co.  o<  N.  Y tOOO  1 JU 

DiidarwTnai^8tlTa|KCo.aICU 1,000  750 

w.  umm  n  Co..  <wii«i 10,000  tmo 

Total)  <l»aknlMktt,lMM»....    IUei,lU   93.175,941 


MISCELLAKBODS:    Tb*  Sua  bataa  t> 


«  (n  tb*  Unlled 


alumd  uaala  aaranUoi  £3,147,447,  onliidlu  tha  unpaid 
ponton  ol  oapltaT  Tha  aabasrlbad  ovilal  <a  23J00,000.  of 
tiUA  £120,000  an  puld  up.  ConlUgntkiR  loaacc  Baltlmon. 
1004,  tSTBJOl;  Sao  Fnncbn,  lOOt,  11,074,580.  L«aa  ma 
paid  by  nmJttaooaa  fnni  bona  oEca.  Valoca  ol  ipadai  depoallK 
GL.  tlOJOO;  Va.,  110330 


FIELD  MEN  AND  TERRTTORy  OOTBRED:    CalUd  Butaa 
'   -'  •Y«k.JJ,aiilla,Buagw:  A.M.11iort>Bn 
;  0.  D.  VaU.  n 


at  ■mtan';  0.  D.  VaU.  gmonl  adjnatcr: 

ilasdeot  oJ  a^sdea,  KldiUe  AUaaUe  tai 

"        I,  anpirtntMHlaBt  o(  aiaMlaa,  Hew 

a;    A.  T.  BaMh,  BartaOlaM., 

id  Stalaa:    P.  D.  TwUs,  Albany. 


w  Eubiid  Stai 
lor  iTw  Eacia 

_.      or  EaMam  NTY.. . 

..  .ir  Waatan  H.  ¥.;  Raawall  Darla.  Fnaport  N.  Y..  tBUnl 
^-it  tar  Buflolk.  Nauau  aod  Quaana  (Oantlea.  N.  T.:  A.  D. 
Luady.  WJUamaport.  Pa.,  SCala  agaat  lor  Fa.;  Wanaa  Ck»r«c. 
HniAeiHCk,  N.  i.,  apaMal  agaal  lor  H.  Jj  A.  E.  ChuRb.  Rldi- 
moad,  Va.,  qtadal  agnt  for  Va,  Md.,  Dal.  aad  D.  C:  J.  T. 
FlHan,  Albola,  Qa..  rasdil  atant  tor  N.  C  S.  C  Oa.  and  Ala.: 
Jaailar  A  Laa,  Naw  Orlaau,  Ia.,  gaaaraJ  agaala  for  U.  and  Mtaa.; 
I4irntn«  Uaynaa,  JaokaoavUlQ,  Eencral  afant  for  Fla.;  Beaia, 
KeslaoD  A  Qi.,  Galnatoo.  ganeral  anota  lor  Tax.  tteatem 
dapartmBBt,  auapridu  Aifc.,  Colo.,  UL,  Ind.,  U,  Kaa^  Kt.. 
Ml^,  Minn,  Ho.,  Neb..  N.  D..  0.,  OUa..  8.  D.,  TteaTw.  V^ 
Wla.  and  Wyo.;  Odra«D,  111.,  H.  K.  Ealiay,  luiiaf*;  P,  T. 
■  ■  nl  manvar:  AJanu  A  Boyle,  liUla,  &<A  Ark., 
for  Alt.;  J.  B.  Broini,  Jr..  OinTer,  Colo..  aiiHikl 

.„ I    W.  F.  Benloa,  lodlananoUa,  Ind.,  Btata  mtrnH 

and  adiiBlar  tor  Ind.  and  Kr.:  I.  H.  HUloa,  Anmv  tU..  Ststo 
agaat  and  adiualu  for  Wla..  Dl.  aod  la.-  F.  L  Steinu.  (Ueuo. 
agentawladiiiaterror  Wkand  la-:  F.  L.  aUTcai.  Cmdnnall.  O.. 
■pniat  aemt  t^r  Ohid,  F.  M.  hnoL.  CiocbinalL  0.,  Bute  ajcCDt 
and  adinlsr  tor  O.  and  W.  Va,:  S.  C.  Wbartoo,  OuaiB.  III.. 
ipicinl  icrnt  for  lU.:  H.  V.  Lum.  laming,  Mnh.,  ipmal  anni 
for  Mioh.;  F.  C.  Sacor,  Kaniu  City,  "-  —  ''  - 
for     Mo.     and     Ku.;     C.     0.     St«u,     " 

apKial   ucnt  aad    adjiutar   tor   Minn.    .._.._. 

(Siapln.  Dm^  Neb.,  qwial  ageat  tor  S.  D.,  Neb.  aad  Wyo.,- 
J.  C  Dolaay,  Piny,  OUa.,  ipediil  annl  for  Okli.:  C.  A.  Heorr  ft 
Co.,  Ban  Franctooo,  CaL,  gannJ  agtala  for  Fadfie  enaat.  ntm- 
itUnlCaL,  Waib.,  KooL.^n..  Aria.,  N«v.,  Utah,  Alaa.  and  Ida..- 
■   ■  iprcial  agon  lai  Nay.,  Nartl«ni  Cal  eiotpt  a*. 

.  Kanna.  iparial  agent  tor  Bay  Countiea:  F.  E. 
I  aRrnt  for  On.,  MaoL  and  Ida.:  W.  3.  QUI.  aptcL^ 
•jciii  lui  Waah..  and  Mont.:  Lealie  H.  lArd,  ipcdal  anEBt  r<>r 
aaulbrrn  Cil.  and  Arii.  The  mmpaiiy  operataa  tbrougbout 
tba  United  SUtca. 


.   and    N.    D.;    O. 


ptUalCaL 
<>iun'tiea,  . 
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SVEA  FIRE  AND  LIFE  INSURANCE  COMPANY,  Ltd.,  Gothenburg,  Sweden. 

Vwkd  Stales  Maaager,  Monis  L.  Duncan,  New  York;  Pacific  DepartmAt,  Uanagen,  Edwaxd  Brown  &  Son,  San  Franciico. 

Orsuiised.  1866. 


OJnited  States  Branch  Statisdca.) 

1 

Unearned 

Suxplua 

Net 

Total 
Income 

Paid 

Ex- 
penses 

Total  Ez- 
pcnditnTcs 

Losses 

(+)Rec'd 

from  or 

(—)  Remit 

to  IL  O. 

1909    $1,353,939 
1908      1.167.748 
1907.    1.061.090 
1906  1    1.081.186 
190S        905.593 

$615,742 
578,516 
576,887 
525.950 
480,873 

$570,862 
509.966 
430,525 
400,850 
871.343 

$706,360 
681,620 
745.066 
718,688 
670,007 

$743,747 
718,174 
n5,705 
748,497 
694,040 

$868,650 
872,416 
858,746 

1,581,698 
817,806 

$293,639 
298.303 
803,542 
387,997 
857.445 

$656,289 
665,719 
661.288 

1,869,695 
575,353 

$349,487 
396,833 
808,618 

1.683,541 
813.571 

+  $2,256 

"—84,856 

+  1,378,638 

-33.035 

AssRs,  VtnTED  States  Bkauch,  Dbcehbek  81,  1909. 


Bonds  owned  (market  value) 

Ctsh  in  office  and  bank 

Afmts'  Kai^^w^^  not  over  3  months  due. 

Bub  recenrabie  taken  for  premiums 

lalrrest  accrued 


Total  admitted  assets. 


$898,960 

227.481 

104,638 

23,059 

9,801 


11,263.939 


LiABiUTiBS,  Unitsd  Statzs  Bsanch,  DECEMnZS  31,  1909. 

Net  losses  unpaid  (including  $6,994  resisted) $63,923 

Unearned  premiums 615,743 

Other  lUbilitics 13.413 

Total  liabilities  except  surplus $693,077 

Surphis  as  to  poUcyholdcn 570,862 

Total  liabilities  and  surplus. $1. 


SBKS  AND  PREMIUMS:    Firs  risks  In  fbras  December  31. 
M.«7,7]8;  pteminras  tfaeiean.  $1,159.68& 

BUSDfEBS   IN   UNITED  STATES  SINCE   ADMISSION: 
?mdaam  iMaiiuJ.  $7j941.790;  losses  paki,  $5,466,413. 

Far  MaAst 

BONDS  OWNED:  Value.  Value. 

Stale  of  MM^g.,  1988,31% $90,000  $87,300 

Statoof  N.  T..  eanal  Imp.  loan,  g.,  exem., 

1912.3%    100.000  100.000 

CbL  rtk.  of  Or.  of  N.  T.,  1015-16,  3-3}%.  910,000  313.800 

A.T.AaF.R7.(3o^Vi.nL,g..l995.4%  35.000  36.000 

AtclL.Top.ASaotoFe.cs.g.,1917.5%,  15,000  18.450 

BAaitrXb^.JetAM.DlT.)el926,3i%  10,000  9.000 

CA  0.  Ry.  OB.Am.4.,  1993.  4}%. . . .  35,000  35,750 

O.  &  A  a  B.  IL&>.(UHr.)si.el919,4%  26,000  25.000 

aL,R.LAPMLlaadr.m.K.c.l984,4%  10,000  9.100 

GritR.S.OD.(F^OoalOD.).1951,4%..  7.000  6.020 

EifeR.B.(3o.(Pa.O>Le.g.),1961,4%  18.000  11.180 

r4FteMan|aette.lm..e..l030,6%.  154NI0  16,050 

Qi.lIidlaiMmy.O(»^lg..  1946.8%....  80.000  19.500 

LaLAM.So.Ry.Oa.e.g^l081.4%.  30,000  19,000 
L  4  W.  Cbal  Ca(gr.b7  CR^Rlof  N  J.),  es. 

■^1910.44% 25,000  25.000 

^flcAW.R.R.Cb.cgn.BLg..l931.6%  10.000  12,500 

)i«i:AW.P.|t.b.e.g..lMr4% 10,000  8.900 

X.  P.  Ry.  Co^  P.  Ul  Ry.  A  L.  G.,  g.  b. 

„1997.4% 50,000  51,500 

Oic.  R.  R.  A  NaT.OD  e.cs.m.g.,  1946,  4%  12,000  11,760 

On^kort  Uut  R.RXbx.cs.1  nLglMO  5%  3  000  3.390 

0n.SlMrtLineRJLO>.,cs.,lm.,1946,5%  10,000  11,300 
KYMtA  Chea.Bj.0D.(gr.b7  SoJty.Oo) 

^1910.44%- 42.000  42.000 

SU.i&F.R.R.Oo.,r..l051,4% 30.000  25,500 


Par  Market 

BonDS  Ownn.— Cont.  Valos.  Value. 
St  P..  M.  A  M.  R^.  Go.  (Ofc.  No.  Ry.  Go.). 

c.  es.  m.  g.,  1983.  4i% $20,000  $21,400 

So.  Ry.  Qk,  1  »„  OS.,  1994. 5% 8,000  3.360 

W.  A  L.  Erie  Ry.  Go.  0.1  SB.,  1990, 5%.  10,000  10.300 

Osnt  Lsather  &.,  1  la..  1996, 5% 25.000  24.750 

Prorkienoe  Securities  Go.,  g.  e..  1957. 4%  20,000  17.200 

0.  a  Stool  Q).,  a.  f.  1968. 6% 35,000  26.260 

Totals  (book  Ta]QS,$930/)ll) $920,000      $898,960 

MIS(>ELLAN£OUS:  Tbis  eompaay  began  business  In  the 
United  States  on  ths  Padfio  coast,  la  1884.  removing  Its  chief 
Amerioaa  oifics  to  New  York  hi  1895.  Ito  home  office  statement. 
Jaauaiy  1,  1907.  showed  $13,585,734  of  aaseta.  Its  authorised 
capital  was  82,680.000.  and  paU  up,  $804iN».  Conflagratton 
losses:  San  Fraaotoeo,  1906.  $1,315,377.  San  I^andseo  kissss 
were  pahl  by  remlttaneas  faom  home  offies. 

UNITED  STATES  TRUSTEE:  New  Yoric  Trust  Go..  New 
York. 

FIELD  MEN  AND  TERRITORY  OOVERED:  Morris  L. 
Duncan,  United  States  nBaaager.  100  WlUlam  st.  New  York; 
Edward  Brown  A  SonatSan  Ftaaeieeo,  CSaL,  gsnenl  aomts  Padfio 
coast  department;  L.  H.  Pkrker,  general  agent,  159  La  Salle  at., 
Chicago,  lU.,  for  Western  States;  John  &  Hyatt.  Tror.  N.  Y.. 
general  agent  for  middle  department;  ChaB.  Jann.  Buffalo.  N.  Y., 
special  agent  for  N.  Y.  Beai.  R  Mowry.  Rrovidenoe.  R.  I., 
speeial  agent  for  New  England.  0.  H.  Reybun.  special  agent. 
Anna,  lU.;  H.  E.  Bowen.  special  aoent,  Fktoaky,  Mkh.;  John  F. 
GumesB,  special  agnt,  Newark.  N.  J.  The  company  operates 
m  Aks..  Aric..  CU.,  Cok>..  Gonn.,  Del.,  D.  G.,  Haw..  Ida..  111.. 
Ind.,  I^.,  Md..  Mass..  Mieh..  Minn..  Mo..  Mont,  Neb.,  Ner..  N.  J.. 
N.  M.yN.  Y..  Ore..  Pa..  R.  I.,  Utah,  Wash..  Wis.  and  Wyo. 


SWITZERLAND  GENERAL  INSURANCE  COMPANY,  Ltd.,  IN  ZURICH, 

Zurich,  Switzerland.  ^ 

Agent  and  Attocney,  Jacob  Bertschmann.  New  York.    Organiaed,  1869. 

rUnited  States  Branch  Statistics.)  


YuK    AwU 

Unearned 

Surplus 

Net 

Total 
Income 

Pakl 

Ex- 

pcnses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)  R^'d 

from  or 

C— )  Remit 

to  H.  0. 

JJg       $470,140 
1908         522,601 
1907         851.860 
1901         876.507 

$01,073 
50,873 
18,087 
39.264 
8a854 

$274,181 
387,274 
281,811 
281,662 
878,332 

$502,063 
386.600 
380.256 
341,182 
214,255 

8509,938 
395.348 
238,181 
349,004 
321.255 

$303,845 
219.403 
222,564 
121,953 
170,326 

$108,993 
66,876 
29,955 
27.909 
26.332 

$412,838 
286,279 
353,519 
149,862 
196.658 

$333,671 
246,97^ 
217.158 

—$19,478 

+  47.028 

+4,505 

—70,814 

190S         l&Mt 

AassTs,  Umitcd  Statxs  Bsancb,  Dxcdibek  31,  1909. 


(market  vahie) $411,700 

Cash  m  office  and  bank 27,479 

Agents^  balancea,  not  over  3  months  due. 29,649 

Inteest  accrued. 1,312 


Total  admitted 


ts $470,140 


LiABnjTixs,  UMriED  States  Branch,  Dxcbmber  31,  1909. 

Net  losses  unpaid  (none  resisted) 'S?*SSi 

Unearned  premiimis 91,073 

Other  liabQities 8,953 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders. 


$195,959 
274.181 


Total  liabOities  and  surplus $470,140 


REPORTS   OF  FIBE  INSURANCE  COMPANIES. 


SWITZERLAND   GENERAL  INSURANCE  COMPANY,   Ltd.,   IN  ZURICH,   Zorich, 
Swi 

RISKS  AI4D  PREHICMa:    Mmm  ud  mland  riik 

Beiwiiber  31,  t4,TTe.93«:  mmiuDU  tbateoo.  tlUWS 

BD31.VES8  IN  DNITED  STATBS  SINCE  JANDAS^ 


ftuoinsu  nCBind.  I 


,-JS,Si% 

A..T.,E£F..Ea.,  UIM,4% 

Pt  R.  R.  CO:,  CT.  t,  Itii,  M%. . . . 
N.  y.  C  A  H.  R.  K.  B.,  I,  IMT.  li 

N.  Y.  C».,  Uiw,  «% 


000,000    iisiuno 


BOIRM  OVNU.— CmI. 

CDkm  FHiac  R.  R..  1  m.,  I*4T,  i%. 

C,  B.  i  Q.  R.  R..  tr..  I<l».  4% 

C.H,  ft  St.  P.  1,1034.1%. 

Totili  (book  Td«,  tl3l.7B5). 

HISCELUNBOrS:    nk  oooiwi;  bacu  b_ 

tJnlM  StUM  In  ISTl.  It*  nbmbed  <^td  ta  fimOM  of 
iihinii  tlOOJMO  *n  pild  1e  ud  id  hgiH  Ma  ilitamwit.  Juoht 
t.  ISOS,  dumd  «  "  


THAMES  AND  MERSEY  MARINE  INSURANCE  COMPANY,  Ltd., 
Liverpool,  Eng.f 

Mu»n.r,  H.  K.  Fotrkc,  N»  YcKk.    OrguliHl    IMO. 
(Uniml  Snm  Branch  Steliiba.1 


Yum 

A«ea 

PreoAnBi 

SuTphu 

p"? 

Tottl 
Ixaou 

LCIMI 

p.ld 

El. 

ToUlEt- 
pcDdiluia 

iBCorwd 

1 

»7t74! 

1 

M.714 

Miiisi 

1551.011 

ssAsn 

Hi 

1 

11 

)2S7,MI 

90S,S17 

ii 

iJJ.ao; 

— uoe,4i4 

~I11.1U 

fiondi  ud  ilocki  owned  (mmkel  TiUue) U10.0SO 

Cuh  in  office  ud  bank t4Z 

Acmu'  tuluco.  001  am  t  tnmh)  due. 101,3W 


LuBU-ims,  United  Staies  Biancb, 


Total  admitted  ai 


Suiplui 

Total  til 


RlBsa  AND  PRBUUMB:  Kadoa  iBd  Island  il^  bi  [ona, 
Dseaaber  31,  ia,l<l8.444;  pimmiiiii  Uiennii,  t80,£17. 

BUSINKS  DI  CinTfi)  SIATEB  SINCE  ASIDSSIONi 
PnBiliiiiBiHdnd.lll,«81.179;  kHiitald.l4.001.Ol. 

BONDS  KSO  ffTOGSS  OWNBD:  Fai  UaAit 


P„  Ft.  W.  A  C  B.  R.  Od. 
Oii«.*FIUtB.R.Q>.. 
lbinkAbuR.B.ai.. 
AD^biiir  *  W.  R.  R.  Cg. 


Pai  Hatket 

Tthw.  VdiB. 

B«ACndB.R.a) IKOOO  t3B.3T5 

IlLOnt  R.RCo.(L«Mad  Ua») 4U00  4i.a» 

Rosa,  Wateitowa  A  0|Jm<iiih.B.H.Q>.          MJOO  awOO 

Tatak  (boot  Talv.  III3.agS) WftOOO     WTtWIlO 

UtSCBtXANEOrS:  lUa  oDopav  bn 
DbIImI  SMm  In  1380,  Iti  boou  oOca  it 
IMS,  *omd  iobHaMd  npltal.  OSXaji 
aOOMO-  MMti,  £l,l».llir  CMlacntlOL 

vnLpLta.    ValiM  nt  >PM>]  dapoiiU:    Ql.  010,450;   E 

UNTTBD  ffTATEB  THnffTKK:  0««tt«lT™*Cto..  Nmr  York, 
FIELD  KEN  AND  TEBRTFORY  OOVEKED:  I«ta  RoiiD- 
thai,  San  Tin^m,  C^,  matfp  No.  Fm.  bnHb,_MBF<<^^ 


BxS: 


ud  Wa^ 


taaiiUBr  No. 
£tIh  eomj 


apaaj  h  llMtmi  la  Ala., 
lK«^  B.  a.  To.  Md  Va. 


UNION  ASSURANCE  SOCIETY,  Ltd.,  Loadon,  Eng. 

United  Scala  Utnttct.  A.  H.  Wht,  New  Yoct. 
(nnited  Steta  Branch  SBdrtica,) 


Total  admitud 


KEPORTS   OF  FIKE   INSUBANCE   COMPANIES. 


UNION  ASSURANCE  SOCIETY.    Ltd.,   London,   EBg.—Cenlmiud. 


UaSS  A5S  FREHIUIIS:  Rn  rii 

U>.aBMH  vnHhBH  tkmm.  U10.<m. 
BOKU  OWNED: 


lOSCELLAKXOUB:     Tha  • 


BpHj  hH  (pMkl  itpc^  b 


QNITED  STATtB  TRUffTEIS:  Join  T.  Terrr.  i 
Wttlu  F.  BlM. 

FIELD  MEN:  CkKoE  Bd  A  Co.,  IH  Gillfonk 
FnndMo,  CtL.  FmUc  Coaat  iniMtl  ■into. 


UNION  UARINE  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.^ 

CWtHl  SUtv  Utaafit,  Frwc  HBimua,  Ngw  Ygck.    OtvolMd,  1S6I. 

(UnlWd  Sata  Bmch  StoU^a) 


481,111 

)«T,041 

na.171 


— KI.U3 
— 2*.MT 
-WW 

—111.770 
+  gl.MB 


XjABTLrm,  Uhtt«i>  Statxi  Biahcb*  D 
Net  loBa  sapud  (indudidc  IZ7.80t  mbi 

Uiuamed  pnaluiu 

Olbo  li^ilillict 


Siiiiitu  M  ro  paUcTBal 


Total  Uibflilici  ud  iDiplai.. . 


H08.116 


BOinn  OWMED: 

c.s.ai.rt,His,  r^.     .  


iiotuno 

11000 


«*>!. 


^  .!t.. 


i:E.a.JH.J.nLm.,  lte7,Wt ».000 

CU.  Bill.  4  q,  Ihb,  I^ SMO 

%3wLtil,jm.i^ 2S.IX» 

ats.ii.aXww.lis Aooo 

^Mk OrBdEnv.  HtL  a4.,UIg,g%  1.IXX) 

2*ni,l.tt,IMrSr. UOO 

■k.  ft.  Id^r.  »,»«:*% I-OW 

».I,H.tLiH.I»ai)t «M» 

^■iLB,WL»«L MOT 

^  bAad  OM*M  Tm  I,  tt».  S%..  5,000 


Bom  OwnB.-C«(.  Viln.        VihM. 

■hb,»liri% HOOP        HIM 

Totab  (book  nlnt,  ll07Xm BWJOC     WOlMtt 

IOSCELUIIE0U8:  lU  toBprar  Imim  baAM  la  tht 
UbIIkI  Btatoa  Is  OK.  Ito  hHaToaa  iMnMal  laanair  I, 
Itoei  AowMl  ■  MbMdbad  Mpttal  of  tUOOMO  UltMOO  paid 
up),  aad  HBto  al  IBOttL    Fiaai  Hanuaa  i  — -r-  at 


DntUd  StalM  braut  of  Oa  KauhMa  Ii 


JaaarCI^.    'V-«T-t— i- 


*-rwmnma  n  hi*  i-vmBDia  ai 
:  Saa  rruutea,  MOt,  VXL 
sOn.  t9W JOO  ot  Iha  MMEot 
oar  Cl^.  N.  J. 


naaafar,  N.  y^  0«>.W. , 

, 4amWBaateii.llH.:  OnAWalLCUiaio, 

m.;  LucaaE.HooniCa„Na«OriaiDa.  Tin  nrnpaai  opanUa 
iBAla^Cal,0)w,IM.,IIL,lad.Ja.,Kaa.  Kr.,  UTVa..  Xd.. 
M-Tllai.,  lOaa,  Mo- Nali.  N.  h.,  h.  J..  NTY,  N.  D,  0.,  Pa., 
°  D,  Taaa.,  TW,  W.  Va-TVt  and  W». 


WESTERN  ASSURANCE  COMPANY,  Toronto,  Canada.! 

Pt^doit.  Bbb.  Geo.  A.  Cox:  Semarr,  C  C  Fatter  Gm.  Up.  W.  B.  kU 
(tJalHil  Slata  Bianch  Stolbdca.) 


H- 

Itotaacd 

Soiptu 

Net 

Total 

■ST 

El- 

£S,S; 

Lmm. 

SJ'u"'" 

••l.TUtH 

I,II1S,A4] 

■1.SU.W: 

III 

■ttii.in 

1.Z71.M7 

"Si 

Mi  UtTJU 

REPORTS  OF  FIRE   INSURANCE    COUPANIES. 


WESTERN  ASSURANCE  COMPANY,  Toronto,   Canada.— CofiABKerf. 


1  itocka  cpwncd  (market  va 


Total  u 


I  SI,  ISDI. 

.,  II,81S.M7 
SM.SOS 

..~K.t7TM3 


Luiiunzs.  Ukjt] 
Uoearaed  preniium 


u  to  poLkyhoidoi., 

al  liabaitla  and  luriihii, . 


II.  IHX. 
m3.444 
l,2«l.»« 


Miplut... tl.6S8.im 


RISES  AND  FREMnniS:    Fin  rtiki  lo  lonn  Dnember  31, 


u  Umnoa,  n,*».TI»;  n 


BONDe  AND  OT0CK8  OWNED: 
Bohub. 

bumlnior.  .,f  - I":,,   .1   , 

Cohoun.  Orit,,   r-11  III.  ii .  I'lJi  7, 1'"; 

ColllDlblu.  Oblo,  (aty  nTI  IftiS,  l?c       . 

Oduiusuit  BoodhiBaa.m 

GnnidUa  Cty„  S.  a,  Bondi^  lK3.ii% 
Kinvton.  OaL,  faty  oQ  d..  IBM,  M%  . 
KUiMh,  OsL,  <n^  oO  d..  ItlMT.fH 
LoDdan.  OaL.  lUtr  of)  d..  lOlI,  4%. . . 
L»  Antdn,  Cal ,  (Cltj  ol)  aeh.,  IVI2^, 


_3  SINCE    ADHISSION: 
(■  paid.  tU,aTe.SI8. 


A.OOO  MOO 

IIJOO  S1.S1S 

10,700  11,03] 


on  deb.. 
•06  M)., 
'  oi)  deb., 


IV214g 


.,  IBIB,  3 


31% 


NonCnal,  Que,.  (City 

Sew  Yorii,  (ntj  oO  ( 

Nn  YoA.  (City  dQ  Q)'  ■>'<"  ">",  V 
New  Yaik,(at]r  al)  op.  M..  IWI,  bi 
FutlaiHLOie.,  <CU/  oQ  1K1-Z3.  S% . 
FUtland.  On.,  (CKy  oO  IMI,  S%. . . . . 
Rirtlaiid,  On.,  (CICt  (^  1933.  4%. . . . 
RlebBond,  Vt,  JOty  o()  IWl-fl,  4% 
SUyiKT,  Ont..  Cnwi  o[)d,  1913-38.4; 

Toledo,  0.,  (Cll»  oO  1M2-44,  4% 

WbuipBc.  liaa.,  (Qty  of)  d.,  IR13.  i% 
Wlaalpec  UtJL.iaif  ,j)  d..  1020,  t%. 
W[iuiip>«  Mu,  (City  of)  d.,  UIO.  S%- 
A.,  E.  4  C.  R.  R.,  itfM.  S%     .....  . 

CWoadliD  Ko.  Ry.  (^.  lOlB,  4% 

Caaadlao  No.  Rjr.  Cd.,  IBll.  401 

Cknadlaa  No.  RV.  Ci.,  l«3a  4% 

ChL.  MIL  «  St.  TboI  Rv.,  IBM.  t%  . 
ChlcaitDRallnyCo..  IB2T.  S%..  .  . 
Klntiloa  k  PmibrDla  Ry..  IBlI.  3^.. 
Hlni..  &  St.  Paul  St.  Ry.  <ki..  1B28.  6'' 

"-' ■ —  = ihlD  Co.,  lBli-lfl.S% 

iHne(tTor.Ry.,lB29.5' 

S.  Co..  d.  1BI3.  4%  . 

_.  ..V  4  Pow.  Co..  IMfl.  5' 

4  3.  Cb.d..  l»ll-M,4%  . 


MJMO  .W.tiOO 

10,000  4K  lOO 

07,333        m:-n 


NUpnJt.C 


uada   AfBaimt  H.   Cf 

ToUla  (book  Talm,  tl,S«3,538}.. . . 


Vain.  Value. 

t4SJS0  t873>9 

15,000  lOJOO 

|I«,B30  31,071 

(1.778.310  ii.Bis.afn 


_  npaiij  becaa  biafaen  la    tfaa 

DnUedSttlnbl874.  !taboaMoahaitUaB«Bt,JuiH>r]>t.l<)10, 
ihowed  Hete  aaointlBi  to  13,307,778,  and  a  paid  n  (Hdtal  of 
ttJOO^OOa  n*  oaviw  m  pmrtooh;  tlMUM.  bnt  b  IBM 
tIjnOJni  of  pcehmwe  atoik  waa  iBnad  and  aiild  at  lU  pet  dent. 
" Imm:    MUawra,  MOI.  1344,681;  Sn  ^^elMO, 


Va..  ta4tO:  CU.,  IIOS.OOO. 

ONireD  STATES  TRDffTBE:  Hu  Dnlted  Slatea  ll«tv«a 
4  Tn^  Co-  New  York. 

FIELD  HEN  AND  TERRITORY  OOVERED:  W.  L.  Fuifn, 
«nl  UetnpoUtan  dMilot,  4S  Cedar  it.  Mew  Toik;  apectal 
aceat  lor  N.  Y.  Stale  (aiawt  New  York  OM,  W.  B.  BamHriUr, 
Srneiae,  ti.  ¥.  SouUien  dmartaent  kulailn  Ihe  Stale*  of 
jUa.,  Fla.,  Qa.,  U.,  HiM.,  B.  C.  and  Tu.  Oeom  J.  Dtiba. 
mtatrs  at  Atlanta,  Oa.  Special  anate  Wirt  Leake.  DaBw. 
TeZlor  Tea.;  E.  J.  Dickey.  AaamaTGL  tor  Qa.,  FIl  and  S.  C. ; 
A.  H.  Dadenioad.  Little  Rsifc,  Ait..  forU.  J)Ua.  and  Ark.:  R. 
C.  LewiL  AtlacM.  Oa.,  for  Ala.  and  Hjn.  WeeMie  depwtawDt 
bdialei  the  StalM  of  Cola.,  Aiii.,  Utah.  Hoot.,  Neb^  Wyo^  Kan. 
and  Ida.;  R.T.  Umey.maaaierat  DnTer.Cola:  B.  D.  Wrisht. 

" "-■-    •-"-'-    Wyo..  nub,  Ida.,  Kan.,  Neb.  tod  Mpo- 

"  r,  W.  L.  W.  Milk-, 

ICO,  1^..  lar  i»U  Ore.,  Wtih..  Nev. 

„ J.  Burgir.  Saa  FraaaBea,CaL,  iuhI 

a.  SlKk  La  Aogdea.  (U..  lor  Cal.;  H.  F.  BiUnDu  SeaUlr, 
.ih.andZ.  W.ComniErlard.SpokaH,  Waib.  lor  Waih.  and  Or*. 
■  Entfind  Stalec    Heed  4  DimUe,  Baettn,  Man.  Rnrnl 


i.  Com.  R.  I..  VL  ud  N.  E 


itnit,  Midi,  ior  St^; 

Hid  Ky.:  D.  H.  Tannpr. 

■polia,HBB..fDrHiiiri. 

'nia.  and  Wa.;    W. 


F,  A.  Qinlert,  bdianappli*.  lad^  1 
Columbua.  O^  fat  O.:  R.  L.  Bm 

and  N,  D,:  0.  R.  Croelnr,  lIiluaL_...     _ 

A.  Sbmfr,  Ft.  JladWDD,  (a.,  apeenl  a»mt  for  !».,  W.  R. 
135Uoriroeit.,Chjafo.lll,,niieTaJaKent.  Tbecoopanj 
m  aU  Lbr  Stata  and  Tiiritorwa  of  the  United  SlaMt  em 
DUa..  (Harlne  Daly);  S.  D.  and  Tens. 


YANG  TSZE  INSURANCE  ASSOCIATION,  Ltd.,  Shanghai,  China. 

AfEFOU.  WiUcsi.  P«k  ft  Hughn,  New  York.    Orvaniiod,  1880. 

Yt*a 

AaKta 

SSSS 

Suipln. 

pi. 

iBcnne 

•S 

^ 

ToUIEi. 
pendiluro 

liSSd  1  hJ^O. 

iSSS 

•sss 

tioi.iu 

71:012 

1321.161 

(ISO,  IBS 
IJflilSB 

•ffiiSS 

"ii.a 

•as 

I174.SBB 
41.M7 

"id  '11^ 

New  York  Cilj,  i 
Mew  York  Cily  4' 
C^a^  Id  ofBix  and 
AgenEB*  balancea. 


%  EKxuu.  ivai.  (par.  wu.uuuj. 
,  bonda,  IBM,  (par  lllt,«ia). . 


Total  admillcdu 


■as,  UKimi  STAns  BaAncn,  Dacmara 


31,   100« 
102.101 


Surpliiaai  to  polio  boldcfs. 

Total  Ilibtlitiei  and  nrplui. 


RISKS  AND  PREmUKS:    llaiin« 
31,  M.un,lM;  premhmui  tbereoo.  tiaO.IKSl. 

BUSINESS    IN    DNTTED    STATES  SINCE  AS) 
mBnuna  neeinid,  »113,*n,   kwa  paid,  tl3B.6at. 


[or»  Deoembcr  , 


•latOBaiy  itatBlarT  dnorit.  On  Fefanmry  11.  IfOOi  ttMn  w 
fakl  m  lo  tha  cndlt  tl  Oe  Dajlad  SIMM  braach  addHlDBal  f  1^ 
td  moa.  the  atM  iMtaf  dwoUid  In  the  IMnipalllBa   S^ 


AMERICAN  MUTUAL  FIRE  AND  MARINE  INSURANCE 

COMPANIES 

Id  tik  dhrtahm  vfD  be  Coinid  tbttntdt  from  the  oflSeiel  tfeetementa  eorering  tke  year  1009  of  legularijr  Ueeoaed  Ajnerieen  mutual 
fie  aed  maiiaa  tnsomiee  enmpatiW  haiiiig  $16j000  or  mora  of  eaah  amete,  tofeuer  with  ivDmailee  oi  their  eoadltkm  and  barinea  for 
«aehef  the  hsl  three 


ABINGTON  MUTUAL  FIRE  INSURANCE  COMPANY,  Abington,  Mass. 

PresSdent,  leaac  C.  Hoirland;  Secretary,  Alfred  H.  Nash.    Orsanixed,  1856. 


Unearned 
Premnnna 


$67,671 
67,667 
66.702 


Net  Cash 
Surplus 

Cash 
Prewhims 

Total 
Income 

Loeaes 
Paid 

Returned 
to  Fyh'ra 

Ex- 
pcnaes 

Total  Ex- 
peoditurei 

$83,526 
78,806 
66,185 

$44,525 
43.700 
46,282 

$53,272 
50,286 
52,812 

$12,831 
17,021 
18,040 

$16,860 
16,261 
18,774 

$15,923 
12,701 
18,047 

$45,114 

46.883 
40.761 

Incurred 

$18,110 
17,223 
18,796 


31, 1000. 

Mortgafe  knxB  on  real  estate 

BobcIb  saad  stocks  owned  (market  Tahie) 

Cash  in  office  and  bank 

AgcBfsf  balances,  not  orer  3  months  due. 

latocst  and  rents  accrued 

;  at  interest  in  Masaacfausetts  SaTings  Bank 


$18,376 

103,605 

•  1,468 

2,777 

1,647 

24,263 


Total 


$152,136 


LiABXLiTnES,  Decsmbkr  31. 1909. 

Net  losses  unpaid 

Unearned  premiums 

Unpaid  dividends,  taxes,  etc 


$840 

67.671 

590 


Total  liabilities,  except  surplus. 
Surphis  as  to  poUcynolden. 


$68,610 
83,526 


Total  liabiUdes  and  surphis. $152,186 


Net  amoont  of  premium  notes  or  members'  liability,  December  31,  $137,115. 


&13KB  ANP  FREHIUIIS:  flie  risks  in  foree,  Deeember  31. 
I8.S7320;  peanloms  thereon,  $134,068. 

BTSI^SESS  SINGE  ORGANIZATION:  Premiums  reedved. 
8U33jOBi;  loaes  paid.  $461,794;  esah  dlrkiends,  $826,648. 

MOBlGAGBLOANSfi  There  are  14  loans  amounting  to  $18,376 
aa  imyetty  worth  $4Oj000.  There  was  $0  hitereat  past  due  on 
rirttninri  9K  Imt  The  company  holds  $35,700  lasuraaee  on 
the  boidi^a. 

BONDS  AND  STOCKB  OWNED:  llarket 

Bona.  Value. 

CanjBBu wHh  of  Maw. $4,840 

Cy.  of  Boston 4360 

(^.ofCbssbiidBB 1.960 

&.cfCfaicMDL 2.030 

^.(tf  New  Bedford. 3.980 

iWa  of  SootbAbiitffaa,  water. 2,020 

Bcafioa  A  MalDe  R-R 7.020 

ChieiflPi,  Burltaston  A  (^cy  R.  B. 2,700 

€hifliCDAEaafeemimaoisR.R 2,000 

Ckiea«E>  faction  A  Unkm  Stoflk  Yards  R.  R. 2.760 

Cbesc^  A  Northwealcm  By. 2.140 

arvciaMl,CUeasi>ASt.LouiBR.R.,B..  8,080 


Bonos  AMD  Stocks  Owhid.— Conf. 
Bonsa.— CmI. 

Coneord  A  Montreal  R.  R. 

Fitdibun  R.  R. 

Hint  A  Are  Marquette  R.  R. 

nUnois  Central  Ry 

Maine  Central  Ry 

New  York  Central  A  Hudson  River  R.  R 

New  York,  New  HaTen  A  Hartford  R.  R 

Old  Cblony  R.  R. 

Paansylvaaia  R.  R. 

Prineeton  A  Northwestern  Ry. 

Roekland  A  Abington  Street  By. 

Taunton  Street  RaOway 

Terminal  R.  R.  Aasoelatkm  of  St  Louis. 

Trenton  Psmenget  Ry 

West  End  Street  Ry 

Woreester  Consolklated  St  Ry 

Ameriean  Tefephone  A  TeL  Co 

Svocxs. 
National  Bank. 

Totals  (book  yalue,  $105,060);  (par  yalue,  $106,060) 


Market. 

Value. 

$7,640 
2,970' 
1,110 
4,260' 
1,070 
5.930. 
5,550< 
3,720( 
1,94a 
2.820 
1,05a 

5,ooa 

3,140 
3.3Qa 
3,000 
2,970 
4,650 

5.265 


$103,606 


ADDISON  FARMERS  MUTUAL  INSURANCE  COMPANY,  Addison,  111. 

President,  A.  L.  Glos;  Secretary,  L.  A.  Fisher.    Organized,  1855. 


^"^     A^ 

uneaned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909         $76,600 

tl0.4A8 

$57,222 
50,022 
46,845 

$7,861 
9.731 
7.452 

$10,406 
12,691 
10,126 

$3,329 
4,581 
1,759 

$2,934 
2,687 
2,284 

$6,268 
7,268 
4,043 

$3,320 

^908 '         0.990        10.074 

4.581 

1907           64l070 

18.625 

l,'75a 

ASSETS,  DECEMBER  31,  1909:  Real  estate  oimed.  $904- 
mortpse  loons  on  real  estate,  $544)00;  bonds  and  stoelm  owned 
(sscket  Taloe),  UJOOO;  esah  in  office  and  bank.  $6,178;  agents' 
not  over  3  months  due,  $7,600;  mterest  and  rents 
$1,209;  other  iMts,  $1,700;  total  admitted  assets. 
Unearned  premiums,  $19,46^; 

of  premium  notes  or  members  liability,  De* 


$nUML 
Nee 


31,  $1601025.        KB 


RISKS  AND  PREMIUMS:  Fire  rislm  in  foree,  Deeember  31» 
$3,561,838;   premiums  thereon,  $39,005. 

REAL  ESTATE  OWNED:  Oonsists  of  16}  acres  of  land  n» 
Oook  Gounty,  III. 

MORTGAGE  LOANS:  There  are  27  loans  amounting  to 
$54,000,  mainly  on  farm  property  situated  m  Du  Page  and  Cook 
Counties,  111.,  ^ued  at  double  the  amount  loaned  thereon.  There 
was  $251  of  interest  past  due  on  December  31,  last,  and  the  com- 
pany holds  $54,450  of  fire  insuranoe  on  the  buildings. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


ALLIANCE  COOPERATIVE  INSURANCE  COMPANY,  Topeka,  Kan. 

President,  W.  B.  Guche;  Secrelaiy,  E.  Ebton.    Oicanued,  189S. 


Yea» 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Incx>me 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Incurred 

1909 

$41,991 
35,059 
29.712 

$41,840 
34,919 
29,712 

$31,962 
33,464 
22.114 

$34,326 
35,623 
23,222 

$17,688 

19,550 

9.893 

$11,366 

10,877 

9,697 

$29,064 
80.427 
10.690 

$17,608 

1908 

19,690 

1907 

0,893 

ASSETS,  DECEMBER  31.  1909:  Real  estate  owned  (book 
Tslue,  $2,149),  $3,000;  mortoase  loans  on  real  estate,  $24,000; 
cash  m  office  and  bank,  $13,147;  agents'  balances,  not  over  tliree 
months  due.  $149;  interest  acerued,  $200;  other  assets.  $494. 
Total,  $41,991.  liabilities,  Deeember  31.  1909:  Net  losses  un- 
paid, $150. 

Net  amount  premium  notes  or  membari'  liabtlltT,  Deeember 
81,  $42,013. 

JFIRE  RISKS  in  foite  Deeember  31,  $9,839,860. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  leoehred. 
$211,632;  loflses  paid.  $04,073. 

MORTQAQE  LOANS:  Th««e  an  30  k»ns  affgregatinc  $24,000. 
protceted  by  farm  VSF^  together  with  a  few  first-dav  town 
properties  valued  at  $80,000.  There  was  $00  of  interest  past  due 
on  Deeember  81,  last  Onnpany  holds  $27,000  of  iasuranee  on 
the  mortgaged  buildings. 


AKRON  MUTUAL  FIRE  INSURANCE  COMPANY,  Akron,  O. 

Preadent,  C  W.  Wicklim;  Secretary,  Chas.  E.  Mitchell.    Organixed,  1808. 


Yea* 

Caiih 
Assets 

Unearned    Net  Cash 
Premhims     Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1000 
1008 

$7,404 
16,724 

$3,683 
12.231^ 

$1,017 
1,304 

$16,768 
28,048 

$23,336 
«33.048 

$17,088 
3,851 

$037 

$13,562 
12,473 

$32,487 
16,324 

$15,897 
4,795 

*  Includes  $6,000  surplus  contributed. 


ASSETS,  DECEMBER  31,  1000:  Cash  m  office  and  bank. 
$7,404.  Liabflities,  Net  losses  unpaid,  $1,454;  unearned  pre- 
miums, $3,033;  other  liabUities,  $400.    Total  liabOities.  $5,487. 

RISKS  AND  PREMIUICS:  Fire  risks  m  foive  December  31, 
$366,741;   premiums  thereon,  $7,266. 


BUSINESS  SINCE  ORGANIZATION:    Premiums  receired, 
$44,816;   losses  paid.  $21,830;   cash  dividends,  $036. 

MISCELLANEOUa*    Thii  company  transacts  a  surplus  line 
lusineee  outside  (^  Ohio. 


AMERICAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence, 

President,  John  R.  Freeman;  Secretary.  Theo.  P.  Bogert.    Organised,  1877. 


R.  L 


Yeas 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cafth 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1000 
1008 
1007 

$565,602 
401.268 
871.057 

$227,337 
204.671 
183,385 

$820,876 
277,683 
170,227 

$450,588 
408,107 
372,403 

$480,534 
426.761 
388,005 

$7,773 
13,336 
18,160 

$880,012 
336,540 
203,751 

$23,674 
21.043 
10.253 

$421,350 
871,828 
881.164 

$0,027 
1S.055 
10,008 

Assets.  Decsubzk  81. 1000. 

Bonds  snd  stocks  owned  (market  value) $505,603 

Cash  in  office  and  bank 40.036 

Unpaid  premiums,  not-over  3  months  due. 10,310 

Interest  and  rents  accrued 734 


Tots]  admitted  assets $565,602 


LlABILITISS,  DWCMMBEM  31.  1000. 

Net  losses  unpaid. 

Unearned  premiums , 

Taxes  accrued 


$842 

227.337 

8,137 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders 


$280,316 
820,376 


Total  liabilities  and  surplus. $665,692 


Net  amount  of  premium  notes  or  members'  liability.  December  31.  $2,273,372. 


RISKS  AND  PREMIUMS:    Fin  risks  in  foroe  Deeember  31. 
$58,386,441;   premiums  thereon.  $464,674. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  reeeived. 
$6,856,515;  k)sKS  pak).  $1,107,380;  eash  dvklends.  $4,284,564. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Cy.  of  Boston.  1010.  4^0  bs 

Cy.  of  Boston.  1030. 3i%  bs 

Cf,  of  Provldenee.  1025,  4%  be 

Denver  C^.  Tram.  Co ,  1010,  5%  be. . 
N.  Y..  N.  H.  A  H.  R.  R.,  os.,  3f%  bs. 

N.  Y..  N.  H.  A  H.  R.  R..  6s.  1023 

So.  Pac.  R.  R.  Co.,  con.,  1010.  4%. . . . 

Stocks. 

aev.  ft  Pitts.  R.  R..  stk 

111.  Cent.  R.  R..  stk.,  leased  Unes 

Manhattan  Ry.  Co.,  stk 

Morris  A  Essex,  stk 

Old  Colony  R.  R.  Co 

Pitts,.  Bes.  A  L  E..  8tk 

W.  End  St  Ry..  stk 

Atehlson/Tqpeka  A  S.  Fe..  p 

Chi..  Q.  W.  R.  R.,  p 

Chi..  Mil.  A  St  Paul,  com 

Ghl..  Mil.  A  St  Paul.  Ry.  Co.,  p 

Chi..  St  P..  Minn,  ft  Omaha  Ry.  Co.. . 


Par 

Value. 

$10,000 
10,000 
20,000 
8.000 
4.000 
4.200 
3.000 


Market 

Value. 

$10,000 
0,600 
90.200 
8.060 
4.080 
5,628 
3180 


8,800 
3.020 
2S.200 
12.025 
20.700 
14.200 
10.867 
10.500 
14.080 
8.374 
27.002 
15  500 


Bonds  and  Stocu  Ownno.— Cont. 
Stocks.— CofU. 


Par 
Value. 


Chi.  ft  Nwn.  Ry.  Co 

Cleve..  Cin.,  ChL  ft  St  L.  Ry.  Cb..  p 

Gt  No.  Ry.  Co.  p 

lU.  Cent  ft.  R,  Co 

Mhm..  St  P.  ft  S.  Ste.  Marie,  com 

Mtam..  St  P.  ft  S.  Ste.  Marie,  p 

N.Y.,N.H.ftH.R.R 

N.  Y..  N.  H-  ft  H.  R.  R..  (Ut  Instal.  pd.). 

No.  Pac.  Ry.  Co..  stk 

Pa.  R.  R.  Co.,  stk 

So.  Pae.  Co.,  p. 

So.  Ry.  Co.,  p 


Unton  Pae.,  p 

American  Tel.  ft  Tel.  Co. 


Market 

Value. 

$18,500 
10,700 
28,800 
10.212 

4,544 
33.912 
15^.800 

1,736 
83,360 
42,813 
13.700 

ao.800 
28.60O 


Totab  (book  value.  $466.053) $370.050      $605.603 

laSCELLANEOUS:  This  eooapany  together  with  the  Enter - 
nrlse,  Manufaeturen.  Mechanics,  Rhooe  Island  and  State  Mutual 
Fire  Insurance  Companies,  are  under  the  same  managements  1 1 
operates  in  R.  I.  and  Mask 

DIRECTORS:  J.  W.  Danlelson,  H.  F.  Lippitt  R.  I.  GamixkeU 
J.  R  Freeman.  Wm.  Ames.  J.  H.  Metoalf.  A.  L  Danielson.  C.  H 
Merrlman,  W.  Knight  S.  M.  Nicholson.  E.  D.  Fearoe. 


REPORTS   OF  FIRE  INSURANCE   COMPANIES. 


AMERICAN   MANUFACTURERS   MUTUAL  INSURANCE   COMPANY, 
Indianapolis,  Ind. 


P»-im.C. 

C.  HiDch; 

SKTetKTT,  E,  E.  Pott 

Or,ud«<] 

igM. 

Yuu 

JSK 

■&S? 

,^ 

iS^ 

■s? 

R««r«d 

^ 

p^tuc^ 

La. 

toCBUfd 

im 

UK 

Iffi 

•IIS 

11 

tAS.4ZS 

•14,  ISO 

20024 
S3.7MI 

•s 

"B 

"S 

tia,sea 

21,«1I 

31.781 

IB  uocamed  pRmhun  la  tobflitr. 


Asms,  DECXHBBR  31,  ItOfc  Bonib  ud  •faxki  oned 
iBiAA  nlae}.  taiSX:  oA  in  offln  ud  tank.  I14.2U: 
pcWnv  io  eoinB  of  colkeUoB.  t489;  total.  139.004.  LlibdlUec 


RISEB  AND  PREHnniS:  Vfai  OiikM  li  font,  DMWibcr  31. 

tdaCEIXANEOnS:  The  cmpi 
that  !■.  it  don  not  dori*  full  praai 
polkyholden. 


n  dilttiaiot  to 


iiBta  I     Ei- 

■,Vn  I     pane 


»is,»ee 

14.187 

ia.ni 


.l3fEm  DKCEHBER  31.  IMS;    Boodi 


nliEl.  (13.810:    aiitcnl'  kani,  11,000;   mh,  K30: 


BONce  AND  OTOCKS  OWHEDi 

.SL\R:ii%::::;::::::::; 


P?4H.,  , 

St  Jobs'*  IM,  Oiiifdt,  41^ 
Colondo  Sprlioff  i  Oipfit 
B.AL8ta«kt 


Uneunn]     Nei  Cidi 


l,M7.76e,       807,700 
1,448.48*1       770.  IM 


IM,30a   tl,i4«,»IW      |100,1J»   ll,t«S,41{ 


131,173 
3«,008 


Cuh  in  office  ami  biok. . 


LuBOJITES, 

Net  losia  unpiud. 

UnnrDcd  prflniuma- 


Total  lubdiQi^  except  nirpliu 
Suiplu*  u  to  policyboIdCTv.---.  -. . 

Total  liibilitia  uid  mplut., , 


12.717 

tl)lS,7S8 


!■  »•»  !S- 


S.Y^Cy.  ol.  1»614% 

V.  Y.  Or.  of.  1S67. 4t°( 

PtnUma.  Ct.  of,  U30, 3% 

wd^Tc;.  or.  tmh, 

BoMa  A  AlbwiT  S.  It.  Co  1W>2, »% 

BiKm  *  Allan  R.  B.  Co- llS,  4% 
BoAh  tb^tad  By.  Co,  »3C4% 
Bortoa  4  Lntd  Rt.  Ql.  ISIL  4% 
Batoa  A  Lmll  Rjr.  Ca„  IHK  ^ 
Bvtoa  4  Hg.  R.  R.  Co..  Da  4% 
BaM  A  Maine  R.  R.  Co    1X14)% 
BortoB  «  rroiMtiM  R.  R.  Co.,  1918,  t% 
ai-BK*aiLB.Ci>.  lMBt}% 
OU  Bn.  *  Q:  R.  R.  Oh,  IMS.  *% 
Ol.  HBL  t  St.  Pail  B  R-  ISM  4% 
Ot.  t  Km.  B.  R.  Co..  MSS,  G% 
C<niecd*lloatRaIB.R.CkL.lil!0  4% 
^  A  FttK.  R.  R.  Cc    ■•"  "*• 


.(.  Y.,  N.  H.  4  H.  R.  R..  1147.  iH 
N.  Y.,  a.  B.  i  H.  R.  R.,  11(54,  4%. 


^^r,  1117.  41. 

R.  a.  Co.,  loss,  4% . 


Old  Colon  vK.   .    .. 

Pa  Co    IMI  41% 

Pa.  Co  ,  1»31,  4% 

FUL  m  A^LR-R.  Co..  1910,  E%... 

Pttrtland  A  Ofdndnirc.  IB1&  4)% 

W  End3LR_y  Co..  1931,4%. 

Amer  T).  A  T(.  Co..  IBW.  4% 

Amu  TI  4  Tf.  Co..  1910.  i% 


K  y  T.. 
CU.JO.  A 


iDStk.Y 


i.mt.m-- 


MISCELLA'tEOnS:    Compur  opaniM  Id  Hut.  and  R.  I. 

DIRECTORS;  Cbarln  F.  Falrbaaka.  Roland  W.  Toppan. 
3  n    niL^litichl.  FruilJin  W.  Hobhg,  Edwaid  Lovtring. 

D  n  Bartlett,  ».  F.  Wnlovcr,  l^illlp  Y.  DcNormandic. 
Natha.  i^  aOveni,  C.  Hinat  Weld.  R,  F.  Sncllinx,  T.  A.  RtikU. 
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ASHLAND  MUTUAL  FIRE  INSURANCE  COMPANY,  AsUand,  Pa. 

Pnaident,  J.  D.  McDonndl;  Secretary,  S.  Frank  WilUaau.    Organixed,  1878. 


Yeah 

OiBh 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Canh 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'n 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incttxred 

1909 

$43,569 
41.199 
38,456 

$48,669 
41,196 
38,078 

$1,160 
1,486 
1.218 

$2,867 
2.600 
2.600 

$6 

$632 
820 
442 

$687 
829 
604 

$6 

1908 

$9 

1907 

«    62 

62 

ASSETS,  DECEICBER  31.  1908:  Bonds  and  stocks  owned 
(marl»t  Tuue),  $35,996;  temporary  loans,  $2,550;  cash  in  office 
and  i>ank,  $6,024;    total  admitted  assets,  $43,609.    No  liabiUties. 

FIRE  RISKS  IK  FORGE:  Deeember  31.  $379,630. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  receiyed. 

$37,853;  losses  paid.  $13,809. 

Pv  llaifctt 

BONDS  AND  STOCKS  OWNED:  Value.         Value. 

Ashland  Borou^.  bs $400  $400 

Phlla.  ft  Reading  R.R..bs. 11.000         114)00 

ErfeR.R..bs 6.000  4.600 


Bonds  AiO)  Srocu  Owmo.— Coiii. 

Cuban  bs. 

J^jMoese  bs. 

B.  A  0.  R.  R.,  bs, 

Edison  El.  IL  Co..  bs. 

Qtisens  Sar.  4  Loan  Co 

Mlnsfs  k  Lab.  Say.  A  Loan  Co 


Par 
Value. 

$6,000 

6.000 
4.000 
3.000 
1.800 
116 


Market 

Value. 

$6,180 
4.100 
4,120 
Zfif» 
1376 
120 


Totals.. 


$37316       $35.90$ 


ATHENS  MUTUAL  FIRE  INSURANCE  COMPANY,  Athens,  Ga. 

President  M.  Stem;  Secretary  and  Gencnl  Manaccr,  R.  B.  Dixon;  Treasurer.  E.  T.  Smitiu    Ofganiaed.  1003. 


Ybai 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$48,615 
30.129 
84.822 

$2ii6i7 

*$30.648 

6.481 

•80.696 

$68,988 
46.929 
86.238 

$69,618 
48.206 
36,788 

$27,821 
21,761 
12.164 

$4,886 
4.207 
2.004 

$22,424 
17,836 
18.181 

$66,181 
48.803 
28,889 

$31,466 
24.708 
18.548 

*  Resenre  for  unearned  premiums  and  net  surplus. 


ASSETS,  DECEICBER  31.  1900:  Bonds  and  stocks  owned 
(market  yalue),  $16,406;  bills  reeeirable.  $3,530;  cash  in  office 
and  bank.  $4,310;  agents^  balances,  $16,144:  interest  and  rents 
accrued,  $649;  other  assets.  $2,679:  total,  $43,616.  Liabilities. 
December  31. 1909.  Net  kMses  unpaU  (mcluding  $4,000  resisted), 
$11,226;  outstanding  dividend  sow,  $1,742;  unearned  premiums 
and  Bundus  as  to  pouoyhokieTs,  $30,648. 


FIRE  RISKS  IN  FORCE:    December  81.  $3,961,600. 

ICISCELLANEOUS:    Not  more  than  $1,000  kwiitten  on 
risk  or  exposure. 


ATLANTIC  MUTUAL  (MARINE)  INSURANCE  COMPANY,  New  York.l 

Prendent,  A.  A.  Rayen;  Secretary,  G.  Stanton  Floyd-Jones.    Organised.  1842. 


Ybas 


1009 
1908 
1007 


Cash 
Assets 


$14,966,480 
12.824.106 
12.664,897 


Unearned 
Premiums 


$685,647 
717.718 
743.389 


Outstanding 
Crts.ofPro&t 


$7,404,800 
7.363,410 
7,412.630 


Cash 
Premiums 


$3,236,962 
2,891.466 
8,100,962 


Total 
Income 


$3,072,986 
8.667.760 
3.986.737 


Paki 


$1,468,318 
1.216.934 
1.550.793 


Returned 
to  P'yh'rs 


•$1,706,020 
*1,825,000 
♦1,770,000 


Ex- 
penses 


$766,422 
713.605 
718,472 


Total  Ex- 
penditures 


Losses 
Incurred 


$3.088.760^m,O2S.64O 

8,754,480    

4.039,266 


12.820.800 


*  Paid  to  scripholders.    t  Estimated,  without  deduction  for  reinsurance  and  salvages  from  unpaid  losses. 

Assets.  DscziasR  31,  1909.  Liabilitxzs,  Dechiber  31.  1900. 

Real  estate  owned  0>ook  value) $4,374,426       Net  losses  unpaki  (including  $5,500  resisted) $1,683,418 

Bonds  and  stodu  owned  (market  value) 7,442,751       Unearned  premiums 085.547 

Funds  in  hands  of  foreign  bankers 239,948       Reserve  for  real  estate 370.000 

Cash  in  office  and  bank 1,633,406       Princi^  unpaid  on  scrip  ordered  redeemed 213.41 1 

Bills  receivable,  taken  for  marine  and  inland  risks    1.203,890       (Commissions,  brokerage,  etc 104.429 

Interest  and  rents  accrued 61,880       Return  and  reinsurance  premiums 860.072 

Taxes 43.417 

Outstanding  certificates  of  profit 7.404.890 

Other  liabilities 131.395 

Interest,  salaries,  etc 63,1 32 

Redempdon  of  scrip  and  scrip  withhekl 23,2413 

Estimated  profits 4.112,829 

Total $14,965,480 


Total  admitted  assets $14,066,480 


RISKS  AND  PREMIUICS:  Marine  and  inland  risks  m  force. 
December  31,  $134,374,308;  premiums  thereon.  $611,123. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$287,683,301;  kMses  pakl.  $134,614,763;  scrip  divklends  declared. 
$86,225,640. 

REAL  ESTATE  OWNED:  Comprises  the  company's  home 
offioe  buiUlng.  a  modem  office  structure  eovering  14,000  square 
feet  at  Wall  and  William  sts.  and  Exchange  place.  New  York, 
the  book  value  of  which  is  $4,209,426:  and  dock  property  In 
lOddletown.  Staten  Island.  N.  Y..  valued  at  $75,000. 

BONDS  AND  STOCKS  OWNED:  Fkr  Market 

BoRM.  Value.  Value. 

U.S..  1026.4% $200,000  $230,000 

Stote  of  N.  Y..  1912. 60. 4% 600.000  521.000 

t  Transaels  marine  Insuianee  only^ 


Bonds  and  Stocks  Ownbo.— CorC 
Bonds.— CoiU. 


Cv.  of  N.  Y..  1916,  53,  3|% 

W.  Shore  R.R.  2361. 4% 

N.  Y.  a  ft  H.  R.  R.  R..  1934. 4% 

Lake  Shore  A  Mich.  So.  R  R..  1928. 4% 

Lake  Shore  ft  Mich.  So..  1931, 4% 

No.  Pac-Ot  No.,  1921, 4% 

a.  B.  ft  Q.  R  R.  mi.  Dlv.).  1949. 4%. . 

8t.P.,M.ftM.RR..1940.4%, 

Prov.  Securities  Co.  d..  1067. 4% 

N.  Y..  ChL  ft  St  L.  R.  R,  1987, 4%  ... 
Brookl^  ft  Montauk  R  R..  1938.  5%.. . 

Del.  ftHud.  Co..  1916.  4%. 

Rensselaer  ft  Saratoga.  1921. 7% 


Par 

Value. 

$1,1004)00 

200.000 

160.000 

200.000 

100.000 

150.000 

150.000 

96.000 

100^ 

100^ 

76,000 

94.000 

9m 


^    Value. 

$1X»32.000 

204.000 

144,00D 

192.000 

06.000 

145.500 

18S4M)0 

!5«OQO 

80,00D 

10O.OOD 

7».fiQ9 

M^TOO 

Oft.OOO 
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ATLANTIC  MUTUAL  (MARINE) 

Bona  AID  SiocD  Owhid.— Coirf.  Pv 

BoKB^-'CmU  Value. 

AtkBtfeOoMtLbw  Kg..  1952.4% $56,000 

MadtiDt  Aml,  N.  T..  1024, 5% 6.000 

9iocis. 

AKz:Ez.N«tBk 90,000 

BtrfAjBW 50.000 

ft.«rfN.Y-N.B.A 94,200 

Bk.a(tfae]biilMtteaC6 18.000 

Maifat4FttlfioDNatBk 83,300 

lavfaa&tiNaLBk 70.150 

MedtaaieiNatBk 85.000 

GL5o.Bj..p 85.000 

Ot  No.  boQ  ore  propertiei 85,000 

VafttlLR 20.000 

.V  I^  sabaafpttoo  to  120  ihaiw  of 

aar8tL.(50%bSd 12,000 

w.AHad.a>...rrr: 70,000 

HoabAEbezILR 20.000 

N.Y..LMksraaAftW.R.R 50.000 

Del.  UcksvuBm  ft  W.  R.  R 103.500 

akL4KwiLR.R 160.000 

2iM.a4H.R.R.R 200.000 


INSURANCE  COMPANY,  New  York.— CofUiMied. 


Mazket 

Value. 

$52300 

5,000 

226.000 

301,500 

808,084 

68,000 

86,918 

126,270 

238.000 

50.400 

20.312 

28.200 

17.520 
129,500 
37.000 
68.500 
641.700 
296.000 
254,000 


BoNDa  AND  8toou  Ownid.— CmU. 
9T0CU.— CmI. 


Metropolitaii  Tr.  Go 

U.afi:ATr.Co 

Atiaatio  a  A  &  Dep.  Od.,  N.  T.. . . 
Underwilten  Sairage  Co.,  N.  T. 

Fenn-R.  R 

Nat  Bank  of  Gbm 

Cona.  Qaa.  N.  Y 

Del.,  Lack,  k  Weat.  Coal  Oo 


Far 

Market 

Value. 

Value. 

$80,500 

$431,480 

10.000 

45,500 

27.800 

27.800 

1,000 

1,250 

800,000 

411.000 

80.500 

165.025 

87.500 

140,000 

22JS00 

45.900 

.     Totala. $4,976,919    $7.442.751 

TRUSTEES:  Franeia  M.  Baoon.  John  N.  Beach.  Vernon  H. 
Brown.  Wahlnm  F.  Bnrnn,  QeoigB  C.  Clark.  John  ClaflUn.Cleyeland 
H.  Dodge.  CbmeUna  EUert.  Richard  H.  Ewart.  Fhflip  A.  S.  Frank- 
lin, Hedbert  L  Qriopi.  Clement  A.  Qriecom.  Anson  W.  Hard, 
Lewis  OuB  LedyaroTCbarlea  D.  Leverieh.  Leander  N.  Lorell, 
George  H.  Maqr.  Cbarka  H.  Marshall,  Nicholas  F.  Fafaner,  Heozy 
Fl»h.  Adol|)h  FliTenstedt.  Chas.  If.  Fratt.  Dallas  B.  Fratt. 
George  W.  Quintard.  A.  A.  Raven.  John  L.  Riker,  Dorudas  Robin- 
son. Gustay  H.  Schwab.  Wm.  Sioane.  Isaac  Stem,  WiHiam  A. 
Street.  Geo.  E.  Turner. 


ATTLEBOROUGH  MUTUAL  FIRE  INSURANCE  COMPANY,  Attleborough,  Mass. 


Pteaklci 

It,  Cfaaxtea  H.  Wheeler; 

Secretary, 

James  S.  Palmer.    Organised,  1844. 

^-.  ^ 

Unearned 

PrVflUQlELS 

Net  Cash 
Surplus 

Cash 

Premhims 

Total 
Income 

Loaiai 

Returned 
to  Fyh*f8 

Ex. 
penaea 

Total  Ex- 
penditures 

Loases 
Incurred 

^N9        $39,156 

$16,189 
14,255 
16,099 

$14,990 
20,235 
19,847 

$15,048 
9.946 
9.848 

$18,068 
12,074 
12.008 

$11,934 

9,065 

18,582 

$5,277 
4.636 
8,876 

$17,211 
13.701 
17.408 

$14,284 

m  •        88.457 

9.288 

1»7  1        41^1 

18,098 

Assets.  Decembsr  31.  1909. 

^^fftgaie  loans  on  real  estate 

cQods  and  stocks  owned  (book  value) 

Cab  in  office  and  bank 

AgcBis'  fwlaTwyn,  not  over  8  months  due 

hmoest  Kxxaed 


*Wt5  not  admitted. 


Total  admitted  assets. 


$20,020 

8.546 

8.873 

2,523 

256 

$40,218 
1,062 

$89,156 


LiABiunxs,  Decbmbkr  81,  1909. 

Net  losses  unpaid 

Unearned  pruniums 

Other  liabilities 


$2,300 

16.189 

5.677 


Total  Uabilides.  except  surplus. 
Surplus  as  to  poUcynolders 


$24,166 
14,990 


Total  liabflities  and  surplus $39,156 


SI3BB  AND  FREMIUIIS:    Fire  risks  m  foroe,  Deoember  31, 
836,565;  praniams  liwrBon,  $28,640. 

.  BrSDJESS  SINCE  ORGANIZATION;    Fremiums  reoeiTed, 
tiSiM!:  hmu  paid,  $119,410. 

MOKIXIAGE  LOANS:    There  are  15  kxtna  sffiiegaiing  $20,020 
tens  and  dewflina  in  or  near  Attteboro.  valued  at 
ly  hoUs  $24,500  of  insaranoe  on  the  mortgafed 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Town  of  Attleboro.  wat 

Cv.  of  Fkwtudcet.  so.  and  h 

Northampton^  Mass..  Elec.  Lt  Co 

Vau^  Madime  Co 

Stocks. 
Hereford  RJL  Co 


Par 
Value. 

$3,000 
2.000 
1,000 
1,000 

1,000 


Market 
Value. 

$3,090 

2.020 

1.000 

500 

970 


Totals  (book  value.  $8,546) 


$8,000 


$7,580 


AUTOMOBILE  MUTUAL  INSURANCE  COMPANY   OF  AMERICA, 

Providence,  R.  I. 

Presklent,  Edward  P.  Metcalf;  Secretary,  Ftank  M.  Barber.    Organized,  1907. 


Vea> 

Cash 
Aaaels 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 

Total  Ex- 
penditures 

Losses 
Incurred 

ins 

1«7 

$61,353 
36,860 
13,990 

$26,987 
16,487 
10,739 

$88,088 

18,304 

1,489 

$58,068 
32.952 
21.699 

$55,050 
33.740 
21,802 

$12,796 
4,511 
5,316 

$10,165 

5.534 

60 

$7,922 
4.570 
2,526 

$30,883 

14,615 

7,902 

$13,182 
3,000 
6,518 

ASSETS.  DECEMBER  81,  1900:  Stocks  owned  (market 
nfae).  t31J96:  cash  m  office  and  bank.  $87,409;  agents'  balances, 
Bot  over  3  mootte  due.  $1,414:  mterest  accrued.  $535;  total 
•duttedasRlB.  $61,363.  Lnbitities:  Net  loeses  unpaid,  $1,221: 
•Med  pKmioma.  $25,987;  other  liabflities,  $1,061;  total 
'wtiei.  eaoept  sorptna,  $28^0. 

>^  sflKMBt  of  pfOBJum  notes  or  membenC  liability,  December 

ajSKS  ASiD  FREMinMS:  Fire  rkb  in  force,  December  31, 
I1JM5.5T5;  pranmna  thereoo.  $51,975. 


Book  Market 

STOCKS  OWNED:  Value.  Value. 

Atchison,  Tooeka  A  Santa  Fe,  p $5,106  $5,175 

Baltimore  ft  Ohio 1,540  2.370 

Great  Northern 3.930  4.805 

IQinois  Ctotral 3.930  4.425 

Ftansylyania  R.R. 5.803  6.850 

Tunnd  R.R.  of  St  LouM. 875  910 

American  Tl  4  Tg.  Co 6,406  7.060 

St.  Louis  Bridge.  1  p 875  910 

Totals. $28,466  $31,995 
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BADGER  MUTUAL  FIRE  INSURANCE  COMPANY,  MUwaukee,  Wis. 

President,  August  Kclling;  Secretary,  W.  H.  Graebner.    OrganSxed,  1801. 


Yeab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Kit- 
pcnses 

Total  Ex- 
penditures 

Losses 
Incurred 

1000 

984.416 
77.386 
68.831 

984.416 
77,886 
68.831 

916,011 
17,812 
16.534 

910,406 
21,218 
10.708 

93.871 
1,047 
2,020 

91.141 
8,668 
8,253 

97,441 
7,400 
7,201 

912,466 
13,114 
12,474 

93,871 

1008 

1.947 

1007 

2.020 

ASSETS,  DECEMBER  81.  1009:  Morteaffe  loans  on  raal 
estate,  980,915;  loans  on  secured  notes.  9675;  eash  in  banks, 
91.076:  mteieat  seemed.  9850;  total  admitted  assets,  984.416. 
No  oabuities. 

FIRE  RISES  IN  FORGE,  Deoember  31,  927.687,157. 


MORTQAQE  LOANS:  There  are  loans  amoontfng  to 
980,915  on  propertgr  Talned  at  more  than  three  times  the  amount 
loaned.  All  loans  are  fiist  liens,  situated  in  the  City  ol  Milwaukee, 
and  the  mortgaged  buildinp  are  fully  eoveied  by  insuraaes. 
There  was  no  interest  past  due  on  Deoember  31,  last  Oom^y 
holds  over  9100,000  of  fire  insuranee  on  the  mortgaged  buildmcB. 


BALTIMORE  EQUITABLE  SOCIETY  OF  BALTIMORE,  MD.,  Baltimore,  Md.J 

Treasurer,  WUton  Snowden;  Secretary,  H.  E.  Rawlings.    Organind.  1794. 


Yeai 

Cash 
Assets 

Unearned 

Net  CAsh 
Surplus 

Cash 
Premhmis 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

91.248,682 
1,189,246 
1,123.764 

9555.641 
557.389 
566.300 

9692.866 
631,788 
554,307 

96,106 
5,028 
5,541 

0961,512 

a61,164 

al27,780 

910,648 

20,788 

5,667 

916,551 
16,248 
15,163 

0926,199 
037,031 
a20,830 

$10,758 

1908 

18,400 

1907 

8.615 

X  Company  does  business  on  cash  plan. 

ASSETS.  DECEMBER  31. 1909:  Real  estate  owned.  9104  J»5: 
mortgage  loans  on  real  estate,  953,000;  Bonds  and  stocks  owned 
(market  yalue).  91.077J>45:  cash  m  offioe  and  bank,  913,622; 
total,  91,248.682.  Liabilities:  Net  loeses  unpaid,  9175;  un- 
earned premiums  (ezoept  perpetuals),  99,964;  amount  lecfaum- 
able  on  perpetual  poUews,  9545.677;  total.  9555316. 


a  Excluding  perpetual  deposits  received  and  returned. 

REAL  ESTATE  OWNED:  Oonslsts  prindoally  of  offiee  build- 
ing valued  at  937,758,  and  ground  rents  in  BaltinKue  valued  at 
966.756. 

MORTQAQE  IX)ANB:  There  are  loans  amounting  to  $63,000. 
on  property  situated  in  Baltimore. 

MISCELLANEOUS:  ConflagraUon  losr.  Baltimore,  1904  • 
91.915.517. 


BALTIMORE  MUTUAL  FIRE  INSURANCE  COMPANY,  Baltimore,  Md. 

President,  Frank  Slingluff;  Secretary,  William  H.  Purcell.    Organized,  1885. 


Yeai 

Cash 
Assets 

Unearned 
Premhims 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Lonoci 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

1909 
1908 
1907 

9146,311 
145,878 
146.114 

988.508 
90.458 
89.245 

956,088 
44,382 
55.221 

9170,781 
180,901 
164.765 

9178,199 
190,340 
169,242 

915,489 
25,942 
15,064 

9188,640 
143,430 
135.607 

917.888 
19,256 
14,379 

9171,967 
185,628 
165,050 

$10,375 
29.918 
16.006 

Assets.  DxcBMBsn  31,  1909. 
Real  estate  owned  (book  value) 916,000 


Bonds  owned  (market  value) 
Cash  in  office  and  bank. . , 

Unpaid  premiums 

Interest  and  rents  accrued 
Other  assets 


106,189 

15,404 

5,902 

1.416 

1,400 


Total  admitted  assets 9146,311 


Liabilities,  Deceiibbx  31, 1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


$i,5n 

88.503 
149 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders. 


$90,223 
50,088 


Total  liabilities  and  surplus. $146,311 


Net  amount  of  premium  notes  or  members'  liability,  December  81,  9885,084. 


RISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  Deoember  81, 
918.701,226;  premiums  thereon,  9177,007. 

REAL  ESTATE  OWNED:  Consists  of  lot  24  ft  by  124  ft. 
and  the  oompan/s  l-stoiy  offioe  building  ereeted  thereon.  Carried 
at  aetual  cost.  Total  rent  received  last  year,  92,100;  taxes  and 
expenses.  9300. 


BONDS  OWNED: 

Balto.  Qy..  5%.  1916 

Balto.  Cy..  1925. 4% 
Balto.  (^.,  1980,  a 


%: 


3J%. 


State  of  Maryland^ 

C^.  of  Mobile,  1939, 4i% 

Lake  Roland  Ele.  Ry.  Co..  1942, 5%. . . . 

Balto.  United  Rys.!  Eleo.Co..  192».  5% 

United  Rys.  Car  tr..  1914.  5% 

So.  Ry.Co.,  1994.5% 


Far 

Market 

Value. 

Value. 

912,400 

913,082 

4.000 

4.100 

54.000 

49.950 

2.000 

2.000 

5.000 

5.025 

3.000 

3,375 

3.000 

2,520 

5.000 

4.987 

10.000 

11,100 

Bonds  Owmid.— Cent. 
Cent  of  Qa.  Ry.  Eq.  Assn.,  1913.  4}%. . 
Cumberiand  Lumber  Co..  1914. 6% 


Par 
Value. 

lUikei 

Valve. 

95.000 
5.000 

$4,975 
5.075 

Totals  (book  value,  $106.180) $108.400      $10C1S9 

MISCELLANEOUS:  The  hiws  of  Maryhnd  do  not  require  a 
reinsurance  reflcirc  of  mutual  fire  insuranee  companlea.  The 
Balto.  Mutual,  however,  reports  50  per  cent  of  its  premiums 
In  foroe  as  an  unearned  premium  liability,  thereby  showinc  that 
amount  leas  in  Its  surplui  to  polieyhokiers. 

DIRECTORS:  John  M.  Qeer,  A.  H.  Twit^ieU.  V.  U.  Moot- 
gomery,  J.  A.  Brock.  Leroy  Sprino.  J.  I.  Westervul  W.  8.  Mont- 
gomery. S.  W.  Traven.  Davki  L  Luke.  Frank  Slioffuff.  J.  Edwin 
MyeiB.  Henry  8.  Zell.  Wm.  H.  Qialflin.  R.  J.  HoUmgnworth. 
Summerfield  Baldwm.  Jr..  Robert  D.  Homuns.  Wm.  K.  CiomweQ. 
Ernest  SehmeisKr,  Firederiek  P.  Stieff.  Eli  Oppenheim,  Wm.  H. 
Piiroell. 


BARNSTABLE  COUNTY   MUTUAL  FIRE  INSURANCE  COMPANY, 

Yarmouthport,  Mass. 

President.  Alphonso  L.  Weeks;  Secretary,  John  H.  Clark.    Organized,  1883. 


Yeai 

Ca.<ih 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Lonoci 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  £x- 
penditUKS 

Incurred 

1909 
1908 
1907 

9140,119 
181,336 
121.8n 

967,763 
64.940 
65.715 

970,306 
65,019 
54.305 

946,143 
42,633 
40.635 

951,775 
48,730 
45.549 

913,201 

18,099 

9.295 

924,443 
21,823 
20.631 

98,804 
7,952 
8,452 

946,448 
47.874 
38.378 

913,201 

17.756 

8.091 
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BARNSTABLE  COUNTY  MUTUAL  FIRE  INSURANCE  CO.,  Yannouthport,  Mass.— C<w<. 


Assets,  Dzcembss  31, 1909. 

Real  estate  owned  (book  value) 

Ooe  mortnce  loan  on  real  estate 

Bonds  and  stocks  owned  (market  value) 

Cash  b  office  and  bank 

Other 


$1,000 

550 

124,001 

407 

14,101 


Total  admitted  assets $140,119 


LiABiLiTixs.  Decembss  31,  1909. 

Net  losses  unpaid 

Unearned  pmnhims 

Other  liabilities 


$1,500 

67.708 

550 


Total  UabilidegL  except  surplus. 
Surplus  as  to  polkyhcMers 


$00,818 
70.300 


Total  liabilities  and  surplus $140,110 


RISES  AND  FREiaUlIS:  Fire  risks  in  force,  Deeember  31, 
t?,774,533;  prenumna  thersoi,  $134,804. 

BCSINESd  SINCX  OBOANIZATION:  Premiums  received. 
I1.2M,153:  kMses  paid.  $340,008;  cash  dividends,  $776,531. 


REAL  ESTATE  OWNED:    (Consists  of  office  building  carried 
al  book  value. 


BARON  STEUBEN  CO-OPERATIVE  FIRE  INSURANCE  COMPANY, 

Ithaca,  N.  Y. 

President,  G.  M.  Boynton;  Secretary,  (3.  E.  Chapman.    Organised,  1899.  


YtAM 

Cash 
Assets 

Unearned 
Picninuns 

Net  Cash 
Surplus 

Cash 

Total 
Lkoome 

Losses 
Pakl 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

ISGO 

$13^270 
t24.018 

24,018 

$41,070 
44.571 

$42,133 
44,571 

$43,000 
25.282 

$12,432 
10.824 

$55,498 
42.100 

1908 

$2iBi;282 

tCadi. 


BERKSHIRE  MUTUAL  FIRE  INSURANCE  COMPANY,  Pittsfield,  Mass. 

President.  Henry  R.  Peirson;  Secretary,  J.  M.  Stevenson.    Organized,  1835.  


Teas 


I9G9 
190S 
1997 


Cash 


$198,310 
181407 
157,041 


Unearned 
Preninuns 


$95,949 
90.503 

clV,o4o 


Net  Cash 
Surplus 


$100,308 
85,834 
04.738 


Cash 
Prenuums 


$07,357 
57.144 
50.193 


Total 
Income 


$70,480 
04,198 
03.147 


Losses 
Paid 


$28,714 
22,572 
21.439 


Returned 
to  P*yh'rs 


$18,898 
19,109 
22,745 


Ex- 


$21,255 
17,830 
17,145 


Total  Ex- 
penditures 


$08,802 
59,511 
01,3291 


Incurred 


$20,078 
24.905 
19,474 


Assets,  Decekber  31, 1909. 

Mopteage  loans  on  real  estate 

Baafa  and  stocks  owned  (market  value) 

Cash  m  office  ami  bank 

Aetsis*  halanffs.  not  over  3  months  due 

laicrest  and  rents  accrued 


$12,800 

171,898 

3.008 

9,474 

481 


Total  admitted  asKts. 


$198,315 


LiABiuTiss,  Dbcbmbex  31, 1909. 

Net  losses  tmpaid. 

Unearned  premiums 

Dividends,  taxes,  etc 


$250 

95.949 

1.808 


Total  liabilities,  except  surplus. 
Surplus  as  to  pdicyholden. 


$98,007 
100.308 


Total  liabilities  and  surphis. $198,315 


Net  amount  of  premium  notes  or  members'  liability,  December  31,  $205,051. 


BI3ES  AND  FRElOUlfS:  Fin  lisks  hi  foree,  Deoember  31 , 
$1^482,730;  premtams  thereon,  $187.06a 

BUSINESS  SINCE  OBGANIZATION:  Premiums  reeelved. 
SU3ifl2B;  hmm  paid,  $491,947:  eash  divideodi,  $43^372. 

ICRTGAGE  LOANS:  There  k  one  loan  amoontfaif  to 
i12^  on  property  valued  at  $22,000.  The  eompany  holds  $12,- 
MO  of  imniaBee  on  the  buildings. 

BONDS  AND  STOCKS  OWNED:  Plir  Marint 

Boms.  Value  Value. 

$2,000         $1,800 


Ba2ta  A  a  R.  B.  prior  faL,  1925. 31%. . 
Cb.  Bad.  A  Qnfa&ey  R.  R.  lU.  Dfv.,1949 


.m 


*■ 


CkL  A  .Vo.  W.  B.  R.  s.  f .  c  1929, 5%. . 
GhL,R.LAPke.RJt.lr.m3  1934. 4% 
gnofidd  A  Tomen  Falls,  5%.  1910.. . . 
%Llla.SmrtR.R.,1936.5% 

Old  Cblo^SLRy.,  1954.4% 

aPTAaoozCy.  RJft..  l  m..  1919,  0% 

ltedAve.R.IL.N.Y.,2000.4% 

rtaed  Te.  A  EL  Co..  PkoT.  R.  L.  1033,5% 

Aa«.  TL  A  Tg.  Co..  1929.  4% 

iUhiaBExpRHCo.,1947,4% 

Uteton  Lt.  Ht.  A  P^.  Go.,1942Ji% 
WTCi^  Tb.  Co.  R.  E.  and  r..  106014}% 

Cy.arPtttaiddN.,1909.4f% 

C7.ofFitta8cidN..I909.4}% 


1.000 

900 

4,000 

4.300 

5.000 

4.550 

4,000 

4.040 

5,000 

5350 

5,000 

4,400 

1.000 

1.150 

5,000 

3.460 

4.000 

4.240 

10.000 

9,300 

15.000 

13,800 

2.000 

1.900 

5.000 

4.850 

2,000 

2.000 

1.300 

1.300 

Boms  AMD  Sxocn  Owned.— Cm/. 
Stocxb. 

Balto.  A  0.  R.  R._p 

Bostoo  A  Albany  R.  R. 

GUm  St  P..  Mfam.  A  Om.  R.  R.  oom. . . 

N.  Y.  Cant.  A  Hud.  R.  R 

N.  Y.  Oent  A  Hud.  R.  R..  rights 

Pa.  R.  R 

Adams  Nat  Bk.','No.  Adams,  ICmb!  '. '. 

Ag.  Nat  Bk.,  Pittsfield.  ICaas 

Flirt  Nat  Bk.  Adams,  ICaas 

Lae  Nat.  Bk..  Lee,  ICaas 

Lenox  Nat  Bk^  Lenox,  Mass 

Pittsfield  Nat  Bk..  Pittsfield,  ICaas. . . . 

Third  Nat  Bk.,  Pittsfiekl,  Mass 

Adams  ExKoess  Go 

Amer.  Tl.  and  Tg.  Go 


Par 
Value. 

10.000 
5000 
8,000 

1.500 

1.000 

1.000 

1.000 

400 

1,000 

5,800 

1.200 

10,000 

10.000 


Maricet 

Value. 

$920 

23,000 

7.750 

10,100 

375 

2.055 

1,250 

3,500 

1.000 

072 

IJXO 

10.150 

2,850 

25.000 

14.300 


Totab $128,100      $171,898 

MISCELLANEOUS:    The  company  is  licensed  in  Mass..  Gonn.» 
R.  I.  and  Vt    Conflagration  loss:    Chelsea.  1908.  $4,800. 


BLACKSTONE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  L 

President.  W.  B.  McBee;  Secretary.  Ernest  W.  Brown;  Assistant  Secretary,  Howa-d  I.  Lee.    Organised,  1808. 


Yxax 

Cash 

Assets 

Unearned 
Prrminms 

Net  Cash 
Surphis 

Cash 

Premhuns 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Exi- 
penditures 

LOODC] 

Incurred 

1»0 
1M8 
1907 

$1,1884»1 

1,000.080 

880.343 

$409,157 
420,217 
897,085 

$098,554 
019.772 
400.082 

$946,220 
850.273 
807.407 

$992,046 
890,272 
845,280 

$22,199 
20,009 
73.783 

$811,510 
730,038 
040,458 

$52,814 
48.959 
43.800 

704.041 

$20,775 
27,051 
75.057 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


BLACKSTONE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I.- 

, _..  LuaiUTBB,  Dtccon  II,  1MB. 

Bond)  ud  stocka  c "     ' 

Cub  En  office  ud  I 
Accnli'  biluica,  a 
iDlemt  ucrutd. . . 


Net  imaaiit  d  premium  no 


en'  liibiUty,  Dnxmbei  U,  tl.Wl.ST4. 


KISES  A>JD  FHEHIUlia;  Fin  riiki  la  toree.  D 
1113.928,301):  mmhimi  Uumja.  WMIS. 

BONDS  AKD  STOCKa  OWNED;  Book 


x^m 

sHwi.  *  6tMo..  joiit  li^  mi,  it. . 

A.l-«»8u.,»S2^ 

SSifCfiJitiaSi:::: 

S 

dm..  Cla.,  an,  i  Sl  Loiiiii 

aere..  0^,01-4  St  Loufc,  ma 

COoii.  A  FHnunnle  Rlreti.  B, 

ErieiPlltabms    " 

s 

ffiSaa-iii ..»:;:::::::::: 

HMO 

173H 
17JO0 


JolM  AOiiaiD.. 
Ibhwbit  Ca*rp. 
MonkAEi-a 
NewYMk. 


Book  Mukel 

VihM.  Vilu. 

t3t,llXl        t3*M 


FItM., n.  WiYM * Odcu) UNO  XSM 


HoEiHWtAI 
therASintoo. 


lumu.  nuiiBii  WutaM  DddimU,  C.  Pimtt  Kalfht.  Roto]  C 
Tilt.  Jr.,  WuHua  B.  HeBse.  QuHs  H.  MetriHiu.  7r.,  Anfao  L 
Kdlej,  lawli  W.  Firker.  Henrr  L  Ttffuj.  Chwta  E-  FaMenwu 

BOSTON  MANUFACTURERS  MUTUAL  FIRE  INSURANCE  COMPANY, 
Boston,  Mass. 

Prgldait  Jo«ett  P.  Gray;  Vke-Preiidtiit  md  Secrettry.  FimiHm  E.  Robirmm:  Treeiiirer,  John  B.  Sewmrd.    OtgmiiJd.  IBJO 


mMi     180.040 


I1W,D4S 

1I0.4M 


■1,137,304 

l!g87!»<»o| 


LuiiLinss,  Dkcxkiiu  31,  IWM). 


M  iDd  AlbuT  R.  IL,  ISIS,  4%. . . 

B  El*.  Rj.  Cii^lBST.  44% 

H  ud  Lonll  R.  R..  1I)1E.4%... 

uwOB  ud  Ka.  R.  R..  1<M4,  4i% 

Boelon  ud  He.  R.  R.,  IKfl,  4% 

Borton  ind  H.  Y.  Air  Une  R.  R., 1855.1% 

Oil,  B.  *  0.  R.  R.,  1968, 1% 

OiL,  ILASt.  P.  Bt.  Co.,  1934,  1%.... 


ThilditH  Co.  R.  R.,  IHO,  11% 

FiWiibBii  R.  R.  Co.,  1911,  31%. 

IIJ,  Cnt  R.  R.,  1)U,1% 

HI.  Cent.  R.  R.,  19S6,4% 

Loni  Iilud  R.  R.7»19. 1% 

n*UdLCeaLR.R.^Tr.ii.,  1910,  S%. . . 
The  lll(ih.C«BtR.R.J.Jt  N.I.DIi,lM7.1% 
N.  r. a  ud H.  R.  B.  R..  I93i  i%.,.. 
N.  r.  C.  A  Uke  Shorn.  I9M.  31% 


isxm 

2s,ino 

43,000 
40.000 

30,000 

taooo 


PxR.  R.Co.,  er..  I9U,  31^. 

Pi.  R.  R.  Co.,  1W8, 1% 

Pl  B.  R.  Od..  e.  I.  n.  1910. 0%. 
PUtm..  Wa  *  BJio.  R.  R.,  19UI. . 
Rome,  Vf.  A  Ofdaneb.  B.  R„  1033. 
Teradul  Br.Am.ol  SL  U,  1953, 


ft:: 

Ml.crilJL  U,  1959,  4%.. 

B.udC^uICD.,1944,4% 

W.  End  at  Rr.  Ci>.,  1014, 4)% 

W.  Bbore  R.  R.,  USl,  i% 

Amei.  T1.  A  Tf.  Co.,  1«N,  4% 


31,300 
32,010 

Mjm       ««joa 


15.000 
4a4O0 
64^00 

w.ooa 

62.000 

S1.O00 

£1,000 

130J00         I20,WC 

t3,aaa.<»a  n.i7i>.«5] 


MISCELLAKEOUS:  Cooipuj  luffsnd  K>  loa  by  Su 
FruelKO  naDicnlkm,  1900. 

DIRECTORS:  Fndedo  Adoit.  Oeoiie  Dratar,  Howmnt 
BloaktoB,  JooUbu  Oan,  Oiulta  W.  Aeuit.  WIDbm  H.  Beat 
ArtbwT.  l^DH,  SIbhob  B.  Ova,  TbeopUlB  Pucn,  Bdwurt 
T.  Flene.  Jneph  P.  Qnj.  Edwin  P.  Ol*^  Oube  B.  Bocero. 
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BROWN  COUNTY  FARMERS  MUTUAL  INSURANCE  COMPANY, 

Morill,  Kan. 

President.  Jacob  Lichty;  Secretary,  G.  Keplinger.    Oigmised.  1880. 


^"»!  ^ 

Uaeanied 

Net  Cash 
Svipliis 

Cash 
Premiums 

Total 
Income 

LoflKS 

Paid 

Returned 
to  Pyh'ra 

Ex- 
pcnaes 

Total  Ex- 
penditures 

LoflKS 

Incurred 

1900         $80,725 

$30,520 
20,507 
20,502 

$28,084 
22,214 
19,283 

$24,058 
28.880 
10,505 

$0,508 

7,807 

10,221 

$0^080 
5,087 
5.772 

$10,307 
13.884 
15.008 

1908           20,047 

$7,807 

1M7  1         20.502 

10,221 

AaSEIS.  DECEMBER  31, 1900:  Ouh.  $7,725;  mortgage  loans 
n  fam  property.  $24,500;  home  office  bmldins.  etc.,  $4,500; 
tDtelMKtsi  $38,725.    Uabflltks,  net  unpaid  loans.  $205. 


Net  amount  of  pnmium  notes  Deeember  81,  $80,081. 
FIRE  RISKS  IN  FORCE:  Deeember  31,  $7ai50.100u 


■SB 


BUCKS  COUNTY  CONTRIBUTIONSHIP  FOR  INSURING  HOUSES  AND 
OTHER  BUILDINGS  FROM  LOSS  BY  FIRE,  MorrisviUe,  Pa. 

President.  Geo.  M.  Comfort;  Secretary.  William  Balderstoo.    Organised,  1811. 


1      Cash 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premrams 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909        $400,832 
1908         487,029 
1907         400.058 

t71,228 

$430,710 
414,140 
307,825 

$7,853 
2,805 
2.705 

$37,105 
20.310 
24,703 

$11,093 
880 
711 

"  "  $4.56i 
5.040 

$3,901 
8.521 
4,002 

$14,005 

8.402 

10.859 

$11,008 
380 
711 

t  Deposits  of  members. 


Aasn8,DECEI[BER31,1909:  Mortssae  loans  on  real  estate, 
$120^10:  Bonds  snd  stocks  owned  (market  yalue),  $130,148; 
eoflaftnl  loans,  $18360:  cadi  in  offiee  and  b^nk,  $15,558;  interest 
and  mta  aeerusd,  89,280;  total  admitted  sasets,  $400332. 
liafaiitiese    Amoont  redaimaUe  on  perpetual  poUeies,  $00,122. 

BISKS  AND  FREmUMS:  Perpetual  file  rvks,  $2,135,374; 
deposit  pfemiums  thereon,  $00,122. 

MOSTGAQE  LOANS:  These  agnesate  $120,310  and  an  pro- 
tected bj  fanpcored  ntl  estate  in  FennsTlTsaia  Tslued  in  each 
tnstaarr  aft  mote  than  double  Um  amount  kwned. 

BONDS  AND  fiTOCKS  OWNED:  Par  Market 

BoHBB.  Value.         Value. 

TnatonOfy $0,100  $7,000 

N.Y.AN.J.WaterCo 8.000  8.000 

Clear  Snias  Water  Cow 5.000  5.000 

MmoiyWater  Aipply  Co. 2JS0O  2,500 

GtaaawBcto  Water  Co. 5,000  5,000 

Qttens  Water  Go. 11,000  11.000 


fiOHM  AMD  StOCSB  OwMD.— CmiI.  Psf 

Boia».~CMif.  Value. 

Eewanee  Lt  A  Fbw.  Go $1,000 

Yardley  Bridge  Go 10.000 

Doylestown  Bewerase  Co 4.000 

Nocfolk  ft  Fbrtimouth  RJL  Go 5.000 

Stocu. 

Penn^lYsnhi  R.  R. 10,500 

FUladelphla  A  Trenton  R.R. 5,000 

United  N^Jemey  R.  R. 5.000 

Oommerdal  Nat  Bk 137 

Merchants  Nat  Bk. 5.560 

Ftat  Nat  Bk 11.100 

Yardley  Nat  Bk. 000 

Bristol  Water  Go 2.125 

Totsh. •    $1 03,072 


Market 

Value. 

$1,000 

10,000 

4,000 

5,000 


28,100 

18,500 

12,500 

137 

11.100 

17,205 

750 

4,260 


$180,ltt 


BURLINGTON   COUNTY  ASSOCIATION  FOR  INSURANCE,  Medford,  N.  J. 

President,  John  E.  Darnell;  Secretary.  Henry  P.  Thorn.    Organised,  1821. 


YlAM 

Cash 

Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'j^'rs 

Ex- 
penses 

Total  lix- 
penditures 

Losses 
Incurred 

1900 

$12,028 
lf.900 
80,000 

855,404 
50,506 
02,877 

—$43,134 
—46,072 
—42,531 

84,980 
7,028 
4,344 

$0,191 
8.054 
0.037 

87,847 

15,245 

4,789 

$1,703 
1,024 
2.051 

$9,550 

10.809 

0,790 

80.477 

1906 

12.190 

1907 

7,709 

of  liabilities. 

ASBEIS,  DECEMBER  31,  1900:  Real  esUte  owned  (book 
vslae),  $7.5100;  moztasce  losns  on  real  estate,  $2,000;  ossh  in 
baak,  $14^;  uncollected  premiums.  Hi;  interest 
aeerwd,  $326;  other  assets.  $300;  total,  $13,028. 
Net  knes  nnpakl,  $60;  unearned  premiums,  $55,404; 
other  fiabSitiee,  $018;  total  labilities.  $50,102. 

RBKS  AND  PREMITTMS:    fixe  risks  fai  force,  December  31. 

thereon,  $110,927. 


REAL  ESTATE  OWNED:  Gonsists  of  2  farm  propeities. 
Total  rents  received  in  1900. 1083. 

MORTQAGE  LOANS:  There  Is  1  kwn  f or  $2,000.  protected 
by  farm  proper^. 

MISCELLANEOUS:  This  company  takes  no  premium  notes. 
PuUcies  are  subject  to  assessment,  but  the  law  does  not  permit  1 
assessment  to  exceed  1%  of  the  amount  of  insurance.  No  assess- 
ment has  ever  been  made  by  the  company. 


BURLINGTON  MUTUAL  FIRE  INSURANCE  COMPANY,  Burlington,  Vt. 

PraJdcnt,  Ghamice,  W.  BrowneU;  Secretary,  E.  W.  J.  Hawkins.    Organind.  1907. 


Yeas 

Gub 

gneanied 
Ftcouums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1900  '     ni8^312 
1908         *lT.9M 

$488 
208 

•$12,857 
•11,803 
•10,119 

$3,035 

2,105 

240 

$4,210 

2,750 

240 

$1,320 

18 

t$700 

$1,488 

920 

79 

$3,404 

988 

79 

$1,820 
18 

1007 

♦10,107 

•  Indudes  $10,000  guarantee  fund  paid  upw    t  Dividend  on  guarantee  fund 
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BURLINGTON  MUTUAL  FIRE  INSURANCE  COMPANY,  BurUngton.  Vt— Continued. 
Assets,  July  31,  1909. 


Mortgage  loans  on  real  estate. 
Louis  on  personal  security. 

O^teral  loans 

Cash  in  office  and  bank. . . 

Uncollected  premiums 

Literest  accrued 

OUier  assets 


$5,500 

1,400 

2.650 

681 

374 

581 

2,126 


Total  admitted  asaeti. 


$18,812 


Liabilities,  July  31,  1909. 

Unearned  premiums 

Reinsurance  due. 

Commissions,  etc , 


$483 
272 
200 


Total  liabilities,  except  guarantee  fund  and 

surplus. $055 

Guarantee  fund. 10.000 

Surplus  over  all  liabilities. 2,357 


Total  liabilities,  guarantee  fund  and  surplus.       $13,312 


Net  amount  of  premium  notes  or  members*  liability,  July  31,  $64,017. 


FIRE  RISKS  IN  FORCE:  July  31.  $525,235.  I   anoe  buibieaB,  with  a  guarantee  fund  of  $10,000.  and  oommeaeed 

MISCELLANEOUS:    This  eompany  was  charteied  by  the  Ver-   |  budness  June  1.  1907. 
mont  State  legislature  in  1906,  to  fcraasaot  a  mutual  fin  Insur- 


BREMEN  FARMERS'   MUTUAL  INSURANCE   COMPANY,  Bremen,  Kas. 

President,  W.  Rabe;    Secretary,  Fred.  H.  Pralle.    Organized  1888. 


Ybak 

Ca.ih 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$19,643 

t$10,613 

$9,030 

$3,815 

$4,905 

$1,579 

$1,031 

$2,610 

$1,579 

t  Ten  per  cent  reserve  oa  outstanding  policies. 


ASSETS,  DECEMBER  31,  1909:  Mortgage  loans  on  real 
estate,  $10,000;  eash  in  office  and  bank,  $7,403;  notes  due  on 
demand,  $2,160.  Total,  $19,643.  Liabilities:  Unearned  pre- 
miums.  $10,613. 


Net  amount  of  premium  notes  on  memben'  liability  December 
81. 186,490. 

FIRE  RISKS  IX  FORCE:    December  31,  $1,729,791. 


CAMBRIDGE   MUTUAL  FIRE   INSURANCE  COMPANY,  Cambridge,  Mass. 

President.  Gilbert  A.  A.  Pevey;  Secretary,  William  E.  Burrage.    Organized,  1833. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Ca.sh 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1006 

$97,894 

$7,892 

$23,907 

$8,572 

$19,425 

$35 

$21 

$18,760 

$18,816 

$35 

1907 

161.430 

117,336 

36.076 

80,057 

'94,8i6 

26,34i 

36,726 

37,766 

■l'66,832 

27,723 

Assets.  December  31,  1909. 

Real  estate  owned  (book  value) 

National  City  Bank  stock  (market  value) 

Cash  in  offioe  and  bank 

Agents'  balances,  not  over  3  months  due. 

Interest  and  rents  accrued 

Other  assets 


Total  admitted  assets. 


$89,252 

1,500 

1,280 

5,363 

437 

62 

$97,894 


LiABiLiTZEs,  Deceicbee  31,  1909. 

Unearned  premiums 

Mortgages  and  notes. 

Other  liabilities 


$7,892 

62,268 

3,827 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders. 


$73,987 
23,907 


Total  liabilities  and  surplus. $97,8&4 


Net  amount  of  premium  notes  or  members'  liability,  December  31.  $114,586. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31, 
$1,161,683:   premiums  thereno.  $8,756. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$2,183,474;   losses  paid,  1010.017;   cash  divMends,  $867,720. 

REAL  ESTATE  OWNED:  0>nsi8ts  of  4-etory  stone  and 
brick  biiilding  corner  lot  ooeupied  for  bank  and  telephone  exchange 
offices  and  dwellinp  and  one-half  of  a  double  dwelling  house. 
Mortgage.  $54,000. 


MISCELLAXEOUS:  This  companv  reinsured  its  business  in 
the  Royal  of  Liverpool  m  May.  1908.  In  November,  1900,  the 
company  again  resumed  business  and  at  the  dose  oc  the  yettx 
made  the  above  creditable  showing.  Conflagration  k 
Chelsea  1908,  $70,uOO  paid  without  litigation 
accounting  for  mortgage  on  real  estate. 


or 


CANTWELL  MUTUAL  INSURANCE  COMPANY,  Odessa,  Del. 

Preudent.  Daniel  W.  Corbit;  Secretary  and  Treasurer   JosejA  G.  Brown.    Organized,  1849. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cjuh 

Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$55,763 

55,865 

0152,291 

$53,408 

55.865 

0152,291 

$5,383 
5,392 
5,315 

$7,922 
7,460 
7,245 

$2,962 
461 
175 

$3,769 
3,578 
8,547 

$1,454 
970 
654 

$8,185 
5,009 
4,876 

$2,962 
461 

1908 

1907 

175 

0  Includes  notes  for  premiums. 

ASSETS,  DECEMBER  31.  1909:  Mortgage  loans  on  real 
estate,  $25,000;  bonds  and  stocks  owned  (market  value).  $30,758; 
eash,  $6.    Total  admitted  assets,  $55,763.    Liabilities.  $2,360. 

rIsKS  AND  PREMIUMS:  Fire  rvks  in  force,  December  31, 
$1,120,448;    premrams  thereon,  $6,383. 

MORTQAQE  LOANS:    These  aggregate  $25,000  and  are  on 
improved  real  estate  worth  more  than  double  the  amountl  oaned 
thereon.    No  interest  past  due  on  December  31,  last. 
BONDS  AND  STOCKS  OWNED: 


Bonds. 

Wihnmgton  CSty  Loan 

Wihnington  City  Loan.  1926 

New  CMtle  Co.  Loan,  1925 

New  Osstle  County  Loan  3}%.  1019. 


Par 
Value. 
$10,000 
1.000 
2,000 
1.000 


Bomm  AMD  Stoceb  Owrbd.— <]'oii<. 
Bonds.— Coii(. 

B.  A  0.  R.  R.,  1948 

Jersey  Central,  1951 

Oregon  Water  Power  k  Railway  Co.,  1032. 

Diamond  State  Telephone  Co..  1943 

St  Louis  k  Springfield  Ry.  Co.,  1033 

Stoces. 

New  CasUe  Co.  Nat  Bk 

Citisens  Nat  Bk 

Fanners  Bk 

United  States  Steel  Co 


Pte 
Value. 
$3,000 

2,000 

1.030 
1.000 
1.000 

Vno 

2.80O 

500 

2,400 


Totals  (market  value  $80,758) . 


120,700 
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CENTRAL  MANUFACTXJRERS  MUTUAL  FIRE  INSXJRANCE  COMPANY, 

Van  Wert,  O, 

Preaidqit,  H.  V»  Olney;  Secretary  and  Treaaurer,  C.  A.  L.  Punnort    Organized,  1876.    


TrAi 

Cash 

AJKIS 

Unearned 
Pceminms 

Net  Cash 

Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
pcnaes 

Total  Ex- 
penditures 

Incurred 

1M9 
1906 
1907 

1477,229 
898,864 
867.822 

$165,668 
162.061 
170,606 

$290,147 
220,459 
167.626 

$358,642 
861,219 
861.026 

$374,796 
366.822 
873.972 

$143,783 
166.457 
169.610 

$62,593 
66.812 
61.917 

$91,246 
91.860 
88.061 

$297,672 
823.629 
820.594 

$146,467 
160.466 
173.843 

Assns.  DzcEKBES  31,  1909. 

Real  estate  owned  (book  value) 

Morlgafe  loans  on  real  estate 

Bonds  owned  (market  value) 

Cash  in  ofiice  and  bank 

Agents'  halsnrrs.  not  over  3  months  due. 

Interest  and  rents  accrued 


$40,000 
92.480 

265.889 

80.841 

44.099 

3.970 


Total  admitted  assets $477,229 


LiABiums,  Dbcembbs  81,  1909. 


Net  losses  unpaid  (including  $7,600  resisted). 

Unearned 

Other  liah 


premiums, 
aities 


Total  liabilities,  except  surplus. 
Surplus  as  to  policynolden. 


$18,929 

166,658 

2.500 

$187,082 
290.147 


Total  liabiUties  and  surplus. $477,220 


RISKS  AND  FREMnmS:  Fire  riiki  in  force  Deeember  81. 
e3,137J63;  premhnns  thereon.  8332,644. 

BC9LVE9S  8INCE  ORGANIZATION:  Premioms  reeeived, 
13,400.112;  kMBBS  paid.  $1,688,269;  osih  dividends.  $479,560. 

REAL  ESTATE  OWNED:  Gonsists  of  eompaBy's  home  office 
b«ddiDg,  earned  at  book  value;  market  value.  $67,000.  Rents 
Reared  ia  1900,  $2,661;  taxes  and  expenses,  8492. 

Kaiket 
BONDS  OWNED:  Value. 

U.S.(k)ivcmaient2% 860375 

U.  S.  Govenmwnt,  3% 1,838 

Cbicuiaati.'0 10,300 

Cuvahflca  Oa..  0.  et.  h 25.450 

OohoBbni,0 20.200 

CiatQB,O..Be 23.380 

AtooB,  0.,se 16.160 

Bamvlile.0 13375 

Trej.0 19,597 

WeOBsvflle.  0 17.490 

)baBee,0 9,225 

Failaria,0 8.048 

Xev  Lexington.  0 7,000 

DiJon  (?f .,  0^  se 18,000 


Market 

BoMoa  OwinD>.~<7oiif.  Value. 

York  Twnshlp.  Van  Wert  Co.,  0 $17,000 

HacTlBon  Twashlp.  Van  Wert  Go.,  0 7300 

Totals,  (par  value)  8260,800 $266,889 

MORTQAQE  LOANS:  Them  are  88  k)aas  aggncatins  102.480 
pioteeted  bj  improved  farm  lands  hi  Paulding,  Van  Wert  and 
Miami  counties,  valued  at  more  than  double  amount  kmned 
thereon.  Al  are  first  liens  and  there  Is  no  faiterest  psst  due;  the 
company  hoMs  $10^950  of  tasunknee  on  the  bufldlngs. 

MISCELLANEOUS:  Oonflsfratlon  kMses:  Balto.,  1904. 
$2300;  San  Frandsoo,  1006,  WOO 

DIRECTORS:  H.  V.  Ofaiey,  J.  P.  Reed,  C.  A.  L  Puimort, 
H.  L.  Conn,  a  M.  Purmort,  Geo.  R.  MoOonnell.  H.  M.  Glcasoa. 

FIELD  MEN  JiHD  TERRITORY  COVERED:  Rollins  k 
Burdick,  GhL  IlL:  E.  J.  Johnson,  genersl  agent,  Boston.  Mam. 
Qeo.  R.  Me(>onneII,  special  agent,  Troy,  0.;  H.  J.  Cunningham. 
Janesville,  Wis.:  the  oompaav  operates  in  0.,  111.,  Ind.,  Wis., 
Minn.,  Mich.,  Mass.,  Wash.,  n.,  Tenn.  and  ai  States  where  ae- 
eeptable  businem  is  offered. 


CINCINNATI  EQUITABLE  INSURANCE  COMPANY,  Cincinnati,  O. 

President.  Frank  J.  Jones;  Secretary.  Edward  H.  Ernst.    Organized.  1826. 


Teas 

Cash 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

ld09 
1908 
1S07 

$793,191 
773107 
755.462 

$276,184 
274.562 
274,806 

$617,067 
498.666 
476,266 

$6,560 
7,636 
7,406 

$41,344 

41.640 
39,600 

$8,293 
8,295 
6.347 

$4,878 
7,272 
6.698 

$9,768 

10,068 

9.277 

$22,929 
26,686 
22,822 

$8,293 

8,403 

10.788 

CncaxBcd  premiums  indudes  amonnts  redaimable  on  perpetual  policies. 


ASSETS,  DECEMBER  31,  1909:  Real  estate  owned  (book 
Tibe).  t2DjOOO:  hoods  sod  stocks  owned  (market  yaloe).  $768,920; 
eafc  in  oifiee  and  bank,  $3,403:  mterest  aecmed,  $868;  total  ad- 
mitted assete,  8793,191.  LiabilitieB:  Amount  redaimable  on 
perpetual  poUeies.  $276,134. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$11,283,780;   pceminms  thereon.  8293.760. 

LOSSES  PAID  SINCE  ORGANIZATION:    $612,797. 

REAL  ESTATE  OWNED:  Comprises  a  44tory  brown  stone 
boat  boOdlBS.  book  Talne.  180.000. 

BONDS  AND  STOCKS  OWNED:  ?9t 

Boima.  Value. 

Chdantl  Water  Woria $60,000 

Ghtianatl  Befnadtax. 10,000 

^aterWi 


C  It  G  Ohto  Water  Works. 


UttieMbml. 


gr 

A  Rttsbuig  Ry^  gr. 
A  Pittsbim  ajt  gr. 


4,000 

18.750 
26,000 
26.000 


Market 

Value. 

850.000 

10.000 

4.000 


39,750 
43.750 
25,500 


Bonds  and  Stocu  Owma>.—<!onL 
Stocks.— <7on<. 

(}indDnatl  Street  Ry.  Co. 

C.  N.  O.  s  T*  P.  Ry..  p > 

C.  N.  0.  &  T.  P.  Ry..  com 

Dayton  A  Mich.  Ry..  com 

Dsyton  A  Mich.  Ry..  p 

Cincinnati  Gas  A  Electric 

Cladnnatl  Sub  Bdl  Tdephone. 

American  Oak  A  Leather,  p 

Proctor  A  Gamble,  p 

Farmers  and  Shippers  Leaf  Tobacoo  W. 

H.  Co.,  p 

Otljens  Nattonai  Bank 

First  National  Bsnk. 

Niles  Tool  Works 

Chamber  of  Cbmmeree. 


Par 

Market 

Value. 

Value. 

835.000 

846.550 

30.000 

31,500 

10,000 

11,500 

12.500 

10.376 

8.750 

7,200 

225.000 

304,750 

56.000 

101.200 

20,000 

20.000 

24,000 

46,320 

7,500 

3.750 

14.000 

85.000 

80.000 

76,500 

1,000 

h280 

100 

26 

Totals  (book  Tslue.  8618^975). 


8600,000    $768,920 


THE  CINCINNATI  MUTUAL  FIRE  INSURANCE  COMPANY,  Cincinnati,  O. 

President,  Simon  Hubig;  Secretary,  Louis  H.  Schweer.    Organized.  1905. 


YlAB 

Casb 
Aaeti 

gnearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Psid 

Returned 
to  P'yh'rs 

Ex. 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1900 

1908 
1907 

2M18 

818,642 
14.684 
17.875 

82,713 
8.191 
1.840 

828,468 
30.688 
86,273 

829,979 
31,950 
86,709 

812,693 
17,067 
16.961 

$2,956 
3,964 
2,669 

$14,192 
11,692 
10.331 

829,840 
32,718 
29.961 

815,416 
16,354 
19.063 
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THE  CINCINNATI  MUTUAL  FIRE  INSURANCE  COMPANY,  Cincinnati  O.—ConUnited, 


ASSETS.  DECEMBER  31.  1909:  Trumbull  Co.  rd.  and 
Trumbull  Co.  imp.  bs.,  (market  value),  $8,410;  cash.  $5,221; 
acents'  balanees,  $6,201;  mtenat,  $119;  other  asBetn,  $861. 
Total.  $20312.  Liabilities.  Net  lonea  unpaid  (ineluding  $800 
resiBted),  $4,557;  unearned  premiums,  $13A^2.    Total.  $18,099. 

RISES  AND  FREmUMS:  Fire  risks  in  foree.  December  31, 
$1,377,769:  premiums  thereon,  $27,086. 


BUSINESS  SINGE  ORGANIZATION:  Premiums  reoeiTed. 
$128,816;  kMset  paid.  $56,788:  essh  diyfdeiids.  $0,688. 

MISGELLANEOUS:  This  company  oommeneed  boslneaB  on 
Januaqr  1,  1906.  with  subscribed  premiums  of  $10,718.  The 
company  does  a  regular  agenor  bushiess  in  the  State  of  0.,  writfaic 
bustness  at  tariff  rates.  It  also  transacts  a  surplus  Une  busbes 
through  brokerage  firms. 


CITIZENS  MUTUAL  INSURANCE  COMPANY,  Boston,  Mass. 

President.  Geo.  W.  Hinckley;  Secretary,  Chas.  F.  Bowers.    Organized,  1846. 


Yeas 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Suridus. 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 

$96,966 
109.334 

$48,911 
73.094 

$48,038 
22,924 

$22,437 
•76,112 

$39,661 
87,490 

$8,646 
213,880 

$28,703 
32,814 

$12,037 
16,986 

$44,886 
268.67« 

$8,691 
S13.864 

•  Reinsured  a  large  porti<m  of  its  risks  in  the  Royal  of  Liverpool  m  1908. 


Assets,  Dbcsubes  81, 1909. 

Real  estate  owned $21,384 

Mortgage  loans  on  real  estate 31.200 

Bonds  and  stocks  owned  (market  value) 29,970 

Loan  on  Natick  National  Bank  stock  and  $4,000 

iEtna  Life  policy 2,379 

Cash  in  office  and  bank 6.379 

Affents'  balances,  not  over  3  months  due 3,666 

Other  assets 1,088 


Total  admitted  assets. 


$96,966 


Liabilities.  Decembsk  31, '1909. 

Net  losses  unpaid 

Unearned  premiums 

Unpaid  premiums 

Other  liabilities 


$291 

43,911 

1.683 

2.143 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders 


$47,928 
48.038 


Total  liabilities  and  surplus $95,966 


RISKS  AND  PREHIX7M8:    Fire  risks  m  force  December  31, 
$6,940,663;   premiums  thereon.  $90,116. 


MORTGAGE  LOANS:    Are  upon  unproved  real  estate  worth 
more  than  double  the  amount  kumed. 


COAL  OPERATORS  MUTUAL  INSURANCE  COMPANY,  Springfield,  Dl. 


President,  C.  H 

.  Seybt;  Secretary.  C.  V.  Hickoz. 

1896. 

Yeax 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditurea 

Incnxred 

1909 
1908 
1907 

$86,126 
77,996 
72.726 

$16,740 
16,112 
16.621 

$70,276 
61,866 
61,177 

$33,306 
83.219 
34.916 

$36,837 
86.781 
87.630 

$16,832 
20,428 
29,982 

$3,166 
6,379 
2,183 

$7,184 
6,946 
7,646 

$26,182 
88.768 
89,71l1 

$15,832 
20,428 
29.982 

ASSETS,  DECEMBER  31,  1909:  Bonds  owned  (market 
Talus).  $09,612;  cash  in  oiBee  and  bank,  $10,646;  agents'  balances, 
$6,068.  Total.  $86,125.  Liabilities:  Unearned  premiums.  $16.- 
740;  other  liabmties,  $109;  total.  $16,849. 

Net  amount  of  premiim  notes  or  members'  liability.  December 
31.  $93  000. 

RISES  AND  PREIIIUIIS:  Fbe  risks  in  force,  December  31. 
$2,703,394:  premiums  thereon.  $31,480. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  leceived, 
$863,229:  k)sses  paid.  $185,643;  cash  dividends,  $33,229. 

Psr  Market 

Value.         Valoe. 

$6,000         $6,126 


BONDS  OWNED: 


Atchison.  Topeka  snd  Santa  Fe. 

Balta  and  0 

ChL.  Mti.  and  St  Paul 


6.000 
6.000 


5.076 
6,626 


Bonds  Owkd.— Cont. 

IILOeniRR 

Mil.  Lake-Shore  and  W 

No.  Pac 

VandallaltR 

at>  of  Kewanee,  II! 

Cy.  of  Springfield,  III.,  f .  bs 

Sanitary  Dis..  ChL  111 

Vermilion  Co^  IlL.  sc  bs 

St  Clair  Co..  111.,  sc 

Henry  Com  sc 


Totals. 


Fte 

Vahie. 

$10,000 
4,000 
6.000 
6.000 
6.000 
6,000 
6.000 
7.500 
300 
4.200 


$67,000 


Vali». 

$10,100 
6.U5 
4,887 
5.150 
6,135 
5.200 
6.087 
7,500 
318 
4.275 


1909 
1908 
1907 


COMMERCIAL  MUTUAL  FIRE  ASSOCIATION,  MitcheU,  S.  D. 

President,  S.  H.  Scallin;  Secretary,  J.  O.  Walrath.    Organized,  1897. 


v-.»       Cash 
Yka*     Assets 


$22,009 
16,618 
16,219 


Unearned 
Premiums 


$3,975 
3,264 
6.189 


Net  Cash 
Surplus 


$18,034 
12,261 
10,030 


Cash 
Premiums 


$12,632 
16.665 
14.931 


Total 
Income 


$18,301 
16,676 
16,627 


Losses 
Paid 


$2,122 
6,208 
6,276 


Retiumed 
to  P'yh'rs 


$2,837 
2,610 
2.661 


Ex- 


$6,192 
6.644 
7.209 


Total  Ex- 
penditures 


$11,161 
16,362 
16,086 


Lot 


«.208 


ASSETS,  DECEMBER  31,  1900:  Mortgage  loans  on  real  es- 
tate, $10,275;  cash  m  office  and  bank,  $10,446;  uncollected  pre- 
mmms,  $591:  mterest,  $322:  other  assets,  $376;  total,  $22,000. 
Liabilities:    Unearned  premiums,  $3,975. 

t  FIRE  RISK  IN  FORCE:    December  31.  $074,620. 


BUSINESS  SINCE  ORGANIZATION:    Rmdpts 
losses  pakl,  $66,740:  cash  diridends.  $87,338. 


MORTGAGE  LOANS:  These  agsregate  $10,275  and 
teeted  by  improved  real  estate  In  South  Dakota  Talaed 
dderably  more  than  the  amount  loaned  thereon. 
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COMMERCIAL  MUTUAL  FIRE  INSURANCE  COMPANY  OF  GREENE  CO., 

CATSKILL,  N.  Y. 

Proidait,  O.  V.  S«(e;  Seccetur,  CUrence  E.  Btoodfood.    Occulted,  ISO. 


Yeas 

AmetB 

Uaeanusd 

NetCuh 
Sorphis 

Caah 

Total 
Income 

LOSMS 

Paid 

Returned 
toP'ifh'ra 

fix- 
penws 

Total  Ex- 
penditures 

Losses 
Incurred 

1900 

$10,323 

$7,176 
16.774 

$10,230 
21,561 

$10,466 
21,561 

$16,117 
12,420 

$8,435 
8.644 

$24,552 
21.064 

$16,117 

im 

•15,n4 

•••• 

12.420 

*  Assets  consist  of  money  in  banks,  amounts  due  from  agents,  oflke  fixtures,  etc 


CONCORDIA  TOWN  MUTUAL  FIRE  INSURANCE  COMPANY,  Concordia,  Mo. 

President,  John  P.  LohoeCner;  Secretary,  Julius  Vogt,  Jr. 


^"^  ^ 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
InaKne 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex. 
penses 

Total  Ex- 
penditures 

Losoci 
Incurred 

1909        $20,943 

$17,268 
26,001 
27.041 

$10,277 

0,427 

10.763 

$11,481 
10,681 
11.247 

$15,056 
6,201 
8.860 

K383 
4,804 
3,650 

$10,480 

10,505 

7,510 

$16,731 

1903 1      l^OOl 

6,201 

1907  i        27.656 

8.860 

ASBIS,  DECEICBER  31,  1900:    Mortescs  loans,  $20,400;    I       Net  amount  of  pnmlwn  notes  or  msmben'  liablllly,  Deesraber 
oab.  $534;  total.  $204M3.    liabOities,    NeUoMS  unpsid,  $1,675;   |    81,  $13,043. 
bonoved  money.  $2,000;  total,  $3,675. 


CONCORD  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord,  N.  H. 

President,  Samuel  C.  Easbnan;  Secretary,  Louis  C.  MerriU.    Organised,  1885. 

'     — —  Total  Ex- 

pcndituresl 


YlAX 

Cs^ 

Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yhrs 

Ex- 
penses 

IMQ 
1908 
1107 

$140,506 
125.241 
101,627 

$17,301 
18.331 
17,485 

$123,578 

106.030 

83,301 

$17,610 
10,460 
10.107 

$23,378 
25,047 
24.315 

$7,513 
8,347 
5,832 

$3,658 
4,033 
8,087 

$4,400 
4,836 
4,718 

Incurred 


$16.58( 
17.21( 
14,53] 


$7,513 
8,847 
5,752 


ASasrS,  DECEMBER  31.  1000:  Bonds  and  stoeks  owned 
(■sifat  Talus),  $128,832;  cssh  in  offiee  and  bank.  $12,452;  pre- 
Bna9in6oui8eofoolleetion.$l,224;  total,  $140,508.  UabilHies; 
Uaoraedpraninms,  $17,301;  unpsid  dividends,  $628;  total,  $17,- 
W. 

Ket  smouat  of  pramlum  aotes  or  membeis'  liability,  Deoember 

HISK8  AND  PREMmilS:  Fixe  risks  fai  foroe  Deeember  81, 
0.431.738;  pfemiums  thereon,  $34,603. 

^LOSSES  PAID  SINGE  ORGANIZATION:    $203,254;    essh 
«ridadi^  $».5ia 

Par  Harket 

BONDS  OWNED:  Vslue.         Value. 

Borion  ft  Albany  R.R 

BosiDB  A  lisine  R.  R 

GUesgD  A  Northvertem  R.  a. 

^DeoidA]lontnalR.R. 

^swsre  A  Hudson  Cow. 


Bonds  Owmn.— Cent. 


CUy,  Fort  Seott  A  Memphis  R.R. 
fk  Central  R.R. 


ScrYoik 

JlertiwBR.R 

IMimsset  VaOey  R.  R 


$2,500 

$2,250 

6,000 

8,700 

4,200 

7.560 

2,000 

3,500 

2,500 

4.750 

4.500 

3,300 

3,000 

8.750 

2,000 

1,450 

1,200 

1,630 

FennsylTsaU  R.  R. 

Southern  Pfteifio  R.  R.,  p 

St  Louis  A  San  Frandsoo  R.  R.,  1  p.. 
St  Louis  A  San  Franeiseo  R.  R.,  2  p.. 

Union  Pacific  R.  R.,  oom 

Amoskeas  Mfg.  Co 

Concord  Gss  Light  Co 

Esgle  A  Fhenix  Hotel  Co 

Profile  A  Flume  Hotels  Co 

People's  Qss  Co 

New  Hampshire  Spinning  Mills 

The  Pulhnan  Co 

Standard  Oil  Co 

Mergenthaler  linotype  Co 

United  Qss  Improvement  Co 

United  States  Steel  Corp.,  p. 

United  States  Rubber  Co..  1 
Westinghouse  Eleetrie  Mfg. 


'(£: 


Par 

Market 

Value. 

Vahas. 

$6,250 

$8,376 

8,000 

8.000 

3.000 

2,100 

5.000 

2,750 

2,500 

5,000 

2,500 

7,500 

600 

860 

2.500 

8,125 

2,000 

2,000 

2.500 

2,850 

5.000 

5,500 

5.000 

0,250 

1,50 

0,750 

1,100 

2,310 

6,000 

12.072 

2.000 

2.480 

5fi(30 

5.750 

8,100 

2,480 

Totsls $87,860        $126,882 


COOPERATIVE  FIRE   INSURANCE  COMPANY    OF  GREENE,  SCHOHARIE 

AND  DELAWARE  COUNTIES,  CatskiU,  N.  Y. 

President,  O.  V.  Sage;  Secretary,  Clarence  E.  Bloodgood.    Organized,  1886. 


YlAI 

Cash 
Assets 

Unearned 

Net  Cash 
Siffplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1900 

$40,970 
•5ai22 

$35,854 
50,122 

$24,050 

28,046 

$26,426 
28,046 

$21,518 
18,332 

$13,333 
10,617 

$34,851 
28,070 

$21,518 

1903 

18,332 

*  Assets  consist  of  deposits  hi  bank,  amounts  due  from  agents,  ofl&ce  fixtures,  etc 


COTTON  SEED  CRUSHERS  MUTUAL  ASSURANCE  COMPANY,  Phlla.  Pa. 

President,  Frederick  A.  Downes;  Secretary,  H.  C.  Cornwall.    Organized,  1005. 


YXAX 

Cash 
Assets 

Unearned 

Net  Cash 

Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
190S 
1907 

$56,271 
52,305 
42,770 

$28,383 
28,208 
26,215 

$27,420 
21.487 
15,802 

$50,401 
54,417 
45.255 

$52,303 
56,178 
47,000 

$5,847 

7,207 

10.708 

$35,539 
29,980 
27,667 

$8,297 
7.670 
6,513 

$40,683 

$4,210 

9,187 

11,362 
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COTTON  SEED  CRUSHERS  MUTUAL  ASSURANCE    COMPANY,  Philadelphia,  Pa.— Ci>iil. 


Assets,  Dzceicbex  31, 1909. 

Bonds  owned  (market  value) 

Cash  in  office  and  bank 

Uncollected  premiums. 

Interest  accrued 


$47,000 

5,425 

3,043 

804 


Total  admitted  assets. 


$56,271 


Liabilities,  Decembsr  81,  1909. 

Net  losses  unpaid. 

Unearned  premiums , 


$459 

28,383 


Total  liabilities,  except  surplus $28,842 

icyh<"" 


Surplus  as  to  policyholders.. 


27.429 


Total  liabiUties  and  surplus $56,271 


Net  amount  of  ivemium  notes  or  members'  liability,  December  81,  $283,829. 


RISKS  AND  FREMIUlfS:    Fire  rida  in  force  DeoemberSl, 
$4,185,100;  pramlnma  thereon,  $56,766. 

BUSINESS  SINGE  ORQANIZATION:    Premiums  received, 
$268,815:  losHS  paid.  $80,460:  essh  dlyldends,  $116,428. 

Market 

BONDS  OWNED:  Valve. 

Columbia  &aieenyfl]eR.R.  Go..  1916. 6% $5,350 

-                                4,700 

5,000 

4,650 

4,150 

5.250 

4,750 


Norfolk  k  Southern  RJL  Go.,  1954.  5 
Seaboaid  Air  line  Ry.  Go.,  1911.  5%.. 

Norfolk  &  Western  R.  R.  Go..  4's 

MobOe  A  Blrmln^iam  R.  R.  Go..l945, 4% 
MJswuri,  Kansa4&  Texas  Ry.  Go.,  5*8 . . 
Atlantic  Coast  Line  R.  R.  Co.,  1952,  4% 


Uuxkti 

BoMM  Owicxo.~Coii<.  Vslue. 

St  L..  Iron  Mtn.  k  So.  Ry.  Co.,  1933, 4% $4,400 

Western  Maryfamd  R.  R.  Co.,  1952,  4% 4,300 

Toledo.StL.*W.R.R.Oo..l925,8}% 4.450 

Totals  (par  value,  $50.000) $47,000 

lOSCELLANEGUS:  This  eompaoy,  tofsther  with  the  Key- 
stone.Mutual  Fire,  Manton  Mutual  Fbe,  National  Mutual  Assur- 
ance and  Southern  States  Mutual  Fire  Insurance  Companies  an 
imHur  the  same  nuuiaosment. 


COTTON  AND  WOOLEN  MANUFACTURERS  MUTUAL  INSURANCE 

COMPANY,  Boston,   Mass. 

President,  W.  B.  Plunkett;  Secretary,  Benj.  Taft    Organised,  1875. 


Ykas 

Cash 

Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paki 

Returned 
to  Pyh'n 

Ex- 
penses 

Total|F«z- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$428,240 
403,819 
867.038 

$241,149 
260,223 
263,438 

$175,357 

150,611 

99,024 

$483,979 
507,752 
518,872 

$500,252 
528,812 
529,103 

$23,989 
55.812 
89,052 

$408,718 
400,782 
882.838 

$41,391 
50,456 
60,211 

$474,098 
507,050 
521,601 

$25,000 
54.876 
68,480 

Assets,  Dsceiibek  31,  1909. 

Bonds  owned  (market  value) $360,760 

Cash  in  office  and  bank 48,222 

Premiums  in  course  of  collection 13,843 

Interest  accrued 5,415 


Total  admitted  assets $428,240 


LlABIUnXS,  DXCEMBER  81, 1909. 

Net  losses  unpaid $4,009 

Unearned  premiums 241,140 

Taxes  and  expenses  accrued 7,725 

Total  liabilities,  except  surplus $252,883 

Surplus  as  to  pdicynolders. 175,357 

Total  liabilities  and  surplus $428,240 


Net  amount  of  premium  notes  or  members'  Itabflity,  December  31,  $2,411,490. 


RISKS  AND  PREMIUMS:    Fire  rvks  in  force  December  31, 


$54,999,962;   premiums  thereon,  $482,298. 
BONDS  OWNED: 


FaU  River.  Qy.  of..  1915, 3^ 

Mass.,  Commonwealth  of,  1933,  3^ 

A.,T.  AS.  FeRy.,  1928,4s 

B.  A  A.  R.  R.,  es.  m..  1951. 4s 

B.A  A.R.R..  1943,5s 

Boston  Elevated  Ry..  1935, 4s 

Boston  k  Lowell  R.  R.,  1919. 3^8 

Boston  A  Me.  R.  R.,  1926, 4s 

Boston  A  N.  Y.  Air  Line  R.  R.,  1955, 4s . 

Chi.  A  Eastern  111.  R.  R.,  1914, 4^8 

ElPuoAR.LR.R.,1951,5s 

Fitchburg  R.  R..  1927. 48 

Lake  Shore  A  Mich.  So.  Rv.,  1931.  4s. . . 

Lynn  A  Boston  R.  R.,  1912. 5e 

Me.  Gent.  R.  R..  1923. 5s 

Me.  Gent  R.  R.,  1916,  4^9 

Me.  Cent.  R.  R..  1912. 4fl 

M.,  D.  A  Va.  Ry.,  1965.  Ss 


Market 

Value. 

$19,800 

17.460 

6.790 

4,200 

16.800 

6,000 

9.600 

9.900 

4,000 

4.950 

5.250 

17,820 

16.150 

10,100 

10.900 

16,480 

3.000 

15,000 


Bonos  OWNSO.— ^OflL 

MicL  Gen  t  R.  R..  1952,  3ii 

N.Y.C.A  H.R.R.R.  (Lake  Shore)1998  3^. 

N.  Y..  C.  A  St  LR.R.,  1931,4s 

N.  Y.,  N.  H.  A  H.  R.  R.,  1955, 4s 

N.  Y.,  N.  H.  A  H.  R.  R.,  1914, 4s 

N.  Me.  Seaport  R.  R.,  1935,  Ss 

N.  P,  Gt  N/Ry.  (C.  B.  A  Q.)  1921. 4s. . . . 

Pa.  R.  R.,  1915,  3is 

Richmond-Washington  Co..  1943,  4s 

Amer.  Tl.  A  Tg.  Co.,  1929, 48 

Amer.  Writing  Psper  Co..  1919.  5s 

New  Eng.  Tl.  A  Tg.  Co..  1930. 4s 

New  Eng.  Tl.  A  Tg.  Co..  1919,  5e 

Western    Union   Tg.   Co.,    1960,   4^8.. 


Market 
Value. 

$1,780 
12.150 

9.200 
19.400 

2,970 

21,400 

10.670 

970 

9,000 
18,600 

4.400 
26^20 
10,300 
19.400 


Total. 


$800,760 


MISCELLANEOUS:    Oonaagiatton 
$468. 


losses:    Baltimore.   1904. 


CREAM  CITY  MUTUAL  INSURANCE   COMPANY,   MUwaukee,  Wis. 

President,  Henry  C.  Schroeder;  Vice-President,  Rudolph  Renike;  Secretary.  Wm.  F.  Filter.    Orsanised,  1888. 


Ybar 

Cash 
Assets 

Unearned 
Premhims 

Net  Cash 
Surplus 

Cadi 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  El- 
penditures 

Losses 
Incuncd 

1909 
1908 
1907 

$30,262 
28.661 
26,806 

$30,262 
28,257 
36,306 

$4,683 
4,371 
4,157 

$6,055 
5.656 
5.227 

$1,466 
782 
22S 

$2,870 
2,563 
2,402 

$4,820 
3.845 
2,680 

$1,456 

782 

228 

ASSETS,  DECEMBER  31,  1909:  Mortgage  loans  on  real 
estate.  $27,150;  cash  in  office  and  bank,  $3,114;  interest  accrued, 
$398:   total.  $30,262.    No  liahilitiee. 

HRE  RISKS  IN  FORCE,  December  31,  $9,306,665. 


MORTGAGE  LOANS:  Theie  anregate  $27,150,  protected 
by  Milwaukee  city  property  .valued^at  more  than  double  the 
amount  loaned  thereon. 
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CUMBERLAND    MUTUAL    FIRE  INSURANCE  COMPANY,  Bridgeton,  N.  J. 

Pwident,  I.  M.  Smalley*,  Secretary,  Charles  F.  Reeves.    Orgaabed,  1844, 


V            Cad 
Y^*l     Assets 

Uneamed 

Net  Cash 
Surphis 

Cash 
Premhims 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ek- 
pendltares 

Losses 
Incurred 

1909         $88,949 

$98,235 
89,801 
79.961 

$24,477 
23,680 
21.915 

$28,606 
27.881 
24,541 

$16,722 

16,215 

4,807 

$3,531 
8.701 
8.401 

$20,253 

18.916 

7,708 

$21,206 

1908           90.530 

14,927 

1907           81.976 

6,302 

ASSETS,  DECEMBER  31.  1900:  Real  ssUte  owned  (book 
TshK),  $8,000;  mortaage  bans  on  real  estate,  $72,25(^  Kngston 
pa  sad  d.  bs.,  ICddfesex  k  Som.  tr.  bs..  Sanitary  Caa  Co.,  stk., 
tMOO;  loans  on  ba.  and  bk.  stk.,  (market  val»  10^),  $5,500; 
oih  in  office  and  bank,  $651;  imoollected  oremnuns,  $4,943; 
kterot  accrued.  $1,105;  total.  $98,949.  Liabilities:  Net  kMses 
lapaid,   $5,714. 

Net  amoont  of  pRBaiun  notca  or  membos*  UabiUhr.  December 
31.$6803U. 


RISES  AND  PREMIXTMB:  Fire  risks  In  force  December  31. 
19.107.563;  pfeminms  theraon,  $1084)72. 

REAL  ESTATE  OWNED:  OhmMs  of  brick  and  stone  home 
office  bulldins.  107  E  (Commerce  st,  Bridgeton,  market  value* 
$9,000  carriedfat  book  Talue. 

MORTGAGE  LOANS:  There  an  38  loans  aggregating  $72,250 
protected  by  improTcd  lands,  with  buildings  thereon*  in  (^m^ber- 
buid.  (Camden,  Gloucester,  Gape  May  Counties,  valued  »t  $138.- 
400.  There  wss  no  interest  ipaat  due  on  December  31.  last 
The  company  hoMs  $78,535  of  insursnce  on  the  buildings. 


DANBURY  MUTUAL  FIRE  INSURANCE   COMPANY,   Danbury,   Conn. 

Presklent,  John  H.  Fanton:  Secretary.  Henry  M.  Robmson.    Organized.  1850. 


V»A»      Cash 
**^      Assets 

Uneamed 
Premhims 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paki 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909         $45,908 

$4,115 
8,870 
8.854 

$41,743 
88,708 
35,096 

$2,857 
2,976 
8.211 

$4,824 
4,714 
5,222 

$722 
1,032 
0.088 

$1,030 
1.041 
1,109 

$1,762 
2,078 
7,192 

$722 

1908           42.578 
1907           88,949 

1.032 
0.083 

ASSETS,  DECEMBER  31,  1909:  Mortgage  loans  on  real 
otate,  $13^900;  bonds  and  stoela  owned  (market  value),  $17,290; 
cash  m  office  and  bsnk,  $15,111;  interest  accrued,  $807;  total, 
USJiOS,  liabititiee:  Net  losses  unpaid,  $60;  uneamed  pre- 
aiuas,f4415w 

RISKS  AKB  PREMIUMS:  Fire  rfsks  hi  ioroe  December  81, 
11,261,834:  premhuDs  thereon,  $7,728. 

MORTGAGE  LOANS:  These  aggregate  $13,200  and  are  mo- 
lected  by  Improved  real  estate  worai  In  each  liiitance  more  than 
dcruble  die  amount  loaned  tiiereon. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Atlaatie  Ooaat  Line,  1962, 4 
Central  of  Georgia,  1945.  5% 
Louisville  A  NashviOe.  19l6, 6 
Louisville  A  Nashville.  1937, 5 

Stocks. 
Danbury  Nat  Bk. 


Book 
Value. 

$5,000 
5,000 
3.000 
2.000 

1.400 


Marked 

Value. 

$4,750 
5.450 
8,330 
2,290 

1.47a 


Totals.. 


$10,400        $17.29a 


DAYTON  MUTUAL  FIRE  INSURANCE  COMPANY,  Dayton,  O. 

President,  Adam  Cappel;  Secretary,  B.  C.  Coleman.    Organized,  1908. 


Cash 
Veax     Assets 

Uneamed 
Premhims 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditxires 

Losses 
Incurred 

1909         $23,481 

$12,008 

$7,066 

$34,688 

$31,877 

$7,331 

$1,229 

$4,392 

$12,952 

$8,451 

Assets,  December  31,  1900. 

Certificaies  of  deposit 

Cash  in  office  and  bank 

Premioma,  not  over  3  months  due 

Interot  accrued 

Notes 

Other  assets 


$9,000 

3,037 

11.014 

89 

150 

191 


Total  admitted  assets. 


$23,481 


Liabilities,  Decembeb  31,  1909. 

Net  losses  unpaid 

Uneamed  premiums 

Commissions 

Other  liabilities 


$2,005 

12.008 

1,842 

560 


Total  liabflities,  except  surplus $16,415 

Surplus  as  to  policyholders 7,066 

Total  liabOities  and  sun^us $23,481 


Net  amount  of  contingent  Imbility,  December  31,  185,701. 


nRE  RISKS  IN  FORCE:    December  31,  11,500,621. 


DEDHAM  MUTUAL  FIRE  INSURANCE  COMPANY,  Dedham,  Mass. 

President,  James  Y.  Noyes;  Secretary,  Theodore  T.  Marsh.    Org«inized.  1837. 


^"»  ^ 

Uneamed 
Premhims 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
IncGone 

Losses 
Pakl 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909       $187,871 
1908         175,287 
1907         169.574 

$67,142 
66,291 
64.153 

$117,623 
107,673 
101,609 

$37,648 
88.177 
80,518 

$45,872 
46.506 
47.132 

$7,204 
14,300 
14.580 

$17,709 
19,840 
17.447 

$12,268 
12.316 
12,343 

$37,181 
46,456 
44.370 

$9,217 
14.317 
14,580 

Assets,  December  81,  1909. 


Mortgage  loans  on  real  estate. 
Boodsan 


and  mocks  owned  (market  value). 

Cash  in  ofiice  and  bank 

UnooDected  premiums. 

Interest  and  rents  accrued 


$33,800 

140,494 

9,597 

1,876 

2.104 


Total  admitted  assets $187,871 


Liabilities,  Decembex  31,  1909. 

Net  losses  unpaid 

Uneamed  premiums 

Other  liabilities 


$2,012 

67,142 

1,094 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders 


170.248 
117,623 


Total  liabilities  and  surplus $187,871 


Net  amount  oC  premium  notes  or  members'  liability,  December  31,  $129,765. 


REPORTS  OF   FIRE  INSURANCE  COHPANtES. 


ta;5SUT<:  pnmluDU  thuvm.  tl».T«. 

_Bn8IHE8S  SINCE  ORQAHIEATION:    Pnmhimi  nnlnd. 

«10.<U8;  low*  p>Ud,  mB.7Z9:  cuh  dlridtqdi,  tUS.VH. 

HORTOAOR  LOANS:  Then  in  U  loui  igfr^iUiig  IS3.800 
DB  dmlllin  b  tMhim.'Radiun  ud  WM  RosbuiT.  nlusd  >l 
MI,IOO.  TIm  (ompuf  holdi  t4J,7SO  luurun  od  pnpiinT  ud 
uen  ni  |1S7  Intgrut  ixat  due  as  DeEsmbor  31,  iHt 

BONDS  AND  STOCKS  OWNED:  Fu  Hwbt 


n,  1818. 


r,  1B38. 


(-.*%-.. 


(L.  im-ffl  .,  l»i,  4% 


A.,  T.  A  1. 
A.,  T.  A  ,-;.  1 

BcWon  A  M:,mc  H.  R..  I»2S,  4"!;,  ... 
Boitoa*  Mjinp  ILIL,  1937, 1',i.  .  ,. 
"   ""     aelLR.,  IWf    H"5 


t.  R..  1952.  3; 


turn 

1.000 

iooo 


-.  B.  At).  R.  il..  TlltaoUCII... 


ll.*S 


COMPANY,   Dedham,  Mass.— Cofitfwwrf. 

BoKM  UD  drocn  Owuml— Oial.  hr  Hubt 

BonL— cm.  Vain.  Vilnt. 

C„  B.  A  q.  B.  IL.  BiL  mt|.,  ISIfi,  4%  flOOO  tl.000 

FIMibiiri  R.  R.,  1015,  4% ijOOU  S.OOO 

N.  Y.,  IT  H.  4  H.  R.  R.  Co.,  1M7.  4%  fi.OOO  4350 

N,  Y.,  N.  H.  4  H.  R.  H.  Co..  IBM.  a*%  1,000  1.730 

N.  Y.,  N.  H.  4  H.  R.  R.  Co..  ISU,  i%.  4.000  3.880 

Old  Colony  R,  R,  IBS2,  31% i,0OO  4.ftM 

PhlMoldhI*  4  Radlnj  R.  K,  l»ll,  7%  lUXH  S.200 

FiDT..TenDlii>>r>i.,  In  mt..  IMS.  4%.  t.OOO  S.OOO 

a  1. 4F.T.aT.co..mni.,i»T7.ii%,.  B.oao  s.ooo 

St.  JcAiubarj  i  I«ks  ra—-pi.i..  r.  R., 

1»44,I% 8.000  7. HO 

Dnlrn  Pudle  B.  R.  Co.,  1»47.  4% 3^00  ),570 

Wnt  End  St.  By.  Co.,  mo.  4% 2.000  1.000 

A.,  T.  A  a  F.  R.  R.  Co.,  Kmi E.000  t.lSO 

A.,  T.  A  a  P.  R.  B.  Co..  p. 73»  8,190 

Dulwi  PkUd  B.  R.,  p S.«n  S.900 

Dsdhim  NiUouil  BuL IJOO  1J84 

DnUun  Vatu  On 3.900  4.300 

Totab. 1137.100  tl40.4M 


DELAWARE   COUNTY   MUTUAL   INSURANCE   COMPANY   Media,   Pa. 

PniidBit  George  E.  Bumley;  Secntur,  Wm.  H.  Trickcr. 


CMh  UlKUIMd 


Paid        toFrfa-n 


ijihublc  VI  pcrpctiul  polities. 


ASStTTS.  DECBHBER  31.  IMS:  R«l  MUti-  omtd  (book 
laliH).  123.128;  mortmce  loans  on  real  «Ule,  (14,490;  eadi 
ia  Dffioi  and  bank.  (1.065:  mmU'  balans*.  taOO:  inKnM  and 
nnta  aMnwd.  I83B.'  lotal  udmillol  iwU,  140,301.  Amount 
ndaimable  on  itcrpetusl  polioia.  14.100. 

FIRK  RISKS  IK  FORCE:    Dawnbn  31,  t53Xl.t04. 


RUSISBSS  SINCE  OROANIZATION:  Fnmlnmi  melred, 
US8,3sa;  loMs  paid,  tUl,D30. 

REAL  ESTATE  OWNED:  CouUs  nt  tinipUT't  borne  oKn 
bulliiliig  slHiala  In  Media.  Fa. 

IIORTOAOE  LOANS:  Tbeie  accnnl*  114.450  pntacM  by 
Improved  real  atate  valued  at  toon  than  double  the  amoiml 


DISTILLERS  MUTUAL  FIRE    INSURANCE    COMPANY   OF    BALTIMORE 
CITY. 

Proidail,  Ctui.  GohUinnjata;  StatUn,  Joha  G.   BMtrd.    Oifwlud.  IMT. 


I90B  I 


ASSETS,  DECEHBKR  31.  1909:  fiondi  and  stocki  oiniKl 
(market  valuel.  (1S,0J2;  <wh,  1534:  mternt  accrued,  1215: 
other  iMla,  32,451;  lotal,  118,252.    Na  liabUitinL 

Kti  amgucl  c^  pitoiium  mlea  or  Diemben'  llaUUly,  Deceiabet 
SI,  (83.133. 

RISKS  AND  FSEMIUHa  Rre  riAi  h  torae  Deiembtr  31, 
•3,3tR,8M:   pnmnuna  thoecB,  (17,527. 

Market 

e  Valve. 

M  12,587 


Vailed  Bj.  lit  4%.., 
BUham  n.  kiaa.  W 
Ud.  Else.,  IM  S% 


Bana  ud  Siocn  Obhid.— ChiI. 


ChiotaBj..  U(5%.. 
FiinnontACT.,  inl 


in  1938.  5% 

Co.  Ky,,  1858,5%.. 

Newbuig  U  H.  A  P.,  in  l»2l,  1%.... 


Haiket 

Valw. 
•1,015 


Ballo.  E:I<x. 
Total 


.ILR.  in  1925.5%.. 

Bk 

11,1917,6% 


(14,750        115.053 


DORCHESTER  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Mass. 

Preajdenl,  W.  D.  C  Curtis;  SccTctarr,  Frederick  W.  PotIh.     OrEKBiied,  1865. 


3176.758        108,711 

4B,!48        348,977         128,388 
5a.478        M2.342  75.381 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 
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DORCHESTER  MUTUAL  FIRE  INSURANCE  COMPANY.  Boston,  Mass.—Cofainued, 


^   .  AsEarrs.  Dbcsmbxe  81, 1000. 

Real  estate  (nmcd  (book  vmlue,  $80,528) $80,400 

Moctnge  loans  oo  real  estate 22,225 

Bootb  and  Biodcs  owned  (market  value) 820,404 

Cash  m  office  and  bank 0,057 

UncaDected  premiums. 8,000 

Other  aasets 600 


Total  admitted  assets $304,203 


LiABiLxnxs,  DimntEt  31.  lOOO. 

Net  losses  unpaid  (isduding  $300  resisted) $4,884 

Unearned  premiums 2^,004 

Unpaid  divideDds. 2,218 

Borrowed  money 00,000 

Other  liabOities 1,801 

Total  liabilities,  except  surplus $826,017 

Surplus  as  to  poUqrnoldera. 00,275 

Total  liabaities  and  surplus. $804,202 


Net  amount  of  premium  notes  or  members'  liability.  December  31,  $402,758. 


J-^^i^  J'BEmUM&    Fire  risks  in  fores  Deeember  31. 
«1487,i51:  premiums  theieoD,  $«3,760. 

•.!S?S!F^  S^^  ORGANIZATION:    F^emiuas  raeeiml. 
M^.aoa-  knsea  paid.  $2,350,000:  eask  diTidends,  $1,680,750. 

RKAL  ^ATE  OWNED:  Cbosists  of  5.056  ft  land,  house 
asd  bun.  Brook  ave..  Sozbuiy.  Mass..  16.680  ft.  land  and  house. 
fti^Tieir  It.  Dorehesier.  Mass..  and  7,632  ft.  land  and  company's 
Iwidmg,  Wahut  st,  Dorchester.  Ifass. 

MQBTOAGE  LOANS:  Then  an  8  Kmus  soiegstBg  $22,225 
l>Q<Kted  by  property  valued  at  double  the  amount  h>aned 
utaeoQ.  ^Insmanee  to  the  amount  of  $26,600  ii  earned  on  the 
niortcsfed  bttUniff.    No  interast  past  due  on  Deosmber  81,  last 


BONDS  AND  STOCKS  OWNED: 
Bonds. 
United  Lead  Co. 


Stoczb. 
Blue  HfQ  Nat  Bank. . . . 
Ittteraattonal  Trust  Ob.. . . 
Boston  k  Albany  R.  R. . . 

Oki  Cotony  R.  R. 

Boston  A  Maine R.R.... 
Boston  ft  Lowell  R.R.... 
American  TL  ft  Tg.  Oo. . . 


Book 

Value. 

$12,846 

7.648 
65.688 
80,760 
37.430 
10,866 

7,378 
37302 


Market 
Value. 
$6,800 

8.875 
122,000 
60.090 
54,064 
11475 
12324 
41.756 


Totals. $208,802      $320,404 

MISGELLNAEOUS:  Company  operates  In  Mass.,  RJ.  and  Conn. 


DRUGGISTS  MUTUAL  FIRE  INSURANCE   COMPANY,    Lake  Preston,  S.  D. 

PresideDt.  James  Lewis;  Secretary.  I.  A.  Keith.    Organized,  1805. 


Yui 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Pakl 

Returned 
to  Fyh'n 

£z. 
pcnses 

Total  Ex- 
penditnres 

Incurred 

_«_ 

1909 

S23L227 

$23,227 
16,120 
23.358 

$io,n3 

10.066 
18.573 

$20,452 
20,010 
18,065 

$2,618 
0,708 
8,341 

$6,283 
6,020 
6.473 

$5,442 
4^862 
4.460 

$14,843 
20,180 
18,274 

$2,618 

1908          16:08fi 

0,461 

1«7 

23.868 

8,341 

ASSEia  DECEMBER  31.  1000:  Cbilateral  kMuis,  $17,000; 
o^  H  ofiee  and  bank.  $6,005;  other  assets.  $1,132;  total, 
ML227.    No  Uabiliiies. 


Net  amount  of  premium  notes  or  member^  liabOlty,  Deeember 
31    SiT.373 
FIRE  RISKS  IN  FORCE:  Deeember  31.  1010300. 


ENTERPRISE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

Preaident,  John  R.  Freeman;  Secretary,  Theo.  P.  Bogert.    Orfanised.  1874.  


^-  s^ 

giearned 

Net  Cash 
Suiphis 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Ez- 
pcnses 

Total  Ex- 
penditures 

Losses 
Incurred 

m^    $546,776 
ISte  I      473,674 
1907        351.000 

$227,336 
204,708 
183.307 

$810,471 
260.061 
160.172 

$460,230 
408,572 
372,206 

$470,475 
426,414 
387.044 

$7,778 
13,003 
18,168 

CO  COO 

$23,606 
21,024 
10,275 

$421,208 
371,813 
331.375 

$6,032 
13,703 
10,607 

.^ssns,  DsasMBn  31,  1000. 

°<Bn  and  stodks  owned  (market  value) 

Cash  in  office  ^nd  bank 

Uapeid  premiums,  not  over  3  months  due 

hunest  accrued. 


$402,252 

43,630 

10,284 

601 


Total  admitted  assets $546,776 


LlABILinXS, 

Net  losses  unpaid 

Unearned  premiums 

Taxes  accrued 


D; 


31,  1000. 


$842 

227,385 

8,128 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders. 


$236,305 
310.471 


Total  liabilities  and  surplus. $546,770 


^RQ^  AND  FREMIUIIS:    Fbe  risks  fai  f one,  Deeember  31. 
^rS^MLPf^oiiwam  thereon.  $4M,670. 
^^BCSIKESS  SINCE  OBOANIZAnON:    Pcemiuma  received. 
tSJl34.545:  kwes  pnU.  $1,125,442;  essh  dividends,  $4,353,000. 


BONDS  AND  8T0GEB  OWNED: 
BonNi. 


Far 
Value. 


Or.  of  Boston  4s  of  1010 $10,000 

^- of  Boston  3is  of  1030 

&.olP»v.4sori026 

5  J-.  N.  H.  A  H  R.  R..  1011. 3i% .... 
N.Y,N.H.AH.R.R.6s.l023...:.... 
8o-F^R.B.Co..ooa.  4s  of  1010 


10,000 

15,000 

4.000 

4,200 

3.000 


Market 

Value. 

$10,000 

0.600 

15.150 

4,080 

5.628 

3.180 


2wdMd*PlttsbnMR.R.Co 8,800 

n-CeotR.R.  Co.,  Cased  Unes 3,020 


S«"latt«ay.CD 

^4EsBexR.R.Co 

gSCoteByR.R.Cb 

Stt|,  Best.  A  Lake  Erfe  R.  R.  Co.,  p. . . 

W.^SLRy.Go ... 

£™pa.  Tanks  A  Santa  FeRy.  Co.,  p 

S-SJ;^«5rr0D-p. 14.080 

SS-Jtt.A8tSiSRy.Oo.com 8,374 

^lBLA8tPtadBv.Co..p. 27.W2 

^StPkai.Mfain.AOmahaay.00 15.500 

<*»•  ■*!  If un.  By.  Co 23,125 


28.200 
12,025 
25.146 
7.100 
10.868 
10.500 


Par 
Value. 


Bonds  and  Stocks  OwKWD.—Cont. 
Stocks. — Cotii. 

Cleve..  CtaL,  ChL  A  81  Louis  Ry.  Co..  p 

Gt  No.  Ry.  Co.,n 

m.  Cent  R.  R.  c!o 

Minn..  St  P.  A  S.  Ste.  Marie  Ry.  Co..  com 

Minn.jBtP.AS.Ste.  Marie  Ry.  Co.,  p 

N.  Y.,  N.  H.  A  H.  R.  R.  Co 

N.  Y..  N.  H.  A  H.  R.  R.  Cb.  (first  instahnent  paid).. 

No-P^R/.  Co 

Pa.R.R.Co 

So.  P^R.R.Oo 

So.  Ry.  Co.  p 

Union  Pae  R.  R.  Co.,  p 

American  TeL  A  Tel  Co 


Market 

Value. 

$10,700 

28,800 

17.020 

4,544 
33.012 
15.800 

1.736 
23.360 
42,812 
18.700 

7.500 
20.800 
28.600 


Totals  (book  value,  $464.328) $365;850      $402.252 

MISCELLANEOUS:  This  eompany  snd  the  American,  Manu- 
facturers, Meehanlos,  Rhode  Island  and  State  Mutual  Fin  Insur- 
ance eompanies  all  of  Providenee  are  under  the  same  manage- 
ment   Company  operates  in  R.  I.  and  Ibas. 

DIRECTTCmS:  J.  W.  Dantelson.  H.  F.  Lippitt,  R.  I.  QammeU. 
J.  R.  Freeman.  Wm.  Ames.  J.  H.  Metealf.  A.  L.  Danielsoa.  C.  H. 
Merrimaa.  W.  Knicht  S.  M.  Nlekolson.  Edward  D.  Pearee. 
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ESSEX  COUNTY  MUTUAL  INSURANCE  COMPANY,  Bloomfield,  N.  J. 

Presdent.  J.  M.  Van  Winkle;  Treasurer.  Joseph  H.  Dodd.    Orvuiized,  1844. 


Ykar 

C«ah 
Assets 

Unearned 

Net  Cash 
Surplus 

Casb 
Pcemhuns 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'iB 

Ex- 
penses 

Total  Ez- 
pcnditures 

Losses 
Incurred 

1900 

$64,474 
61.477 
48.820 

$6,789 
7.070 
7.070 

$47,309 
44,161 
41.067 

$4,377 
6.138 
6,330 

$6,002 
7.800 
7,642 

$384 
4.036 
1,184 

$8,060 
3.041 
8,170 

$8,444 

7,077 
4,864 

$384 

190R 

4.086 

1907 

1.184 

AiSSETS,  DECEMBER  31,  1909:  Mortgage  loans  on  real 
estate.  $9,360;  bonds  and  stocks  owned  (market  value).  $30,140; 
cash  in  office  and  bank,  $12,088;  premiums  not  over  three  months 
due,  $1,772;  interest  accrued,  $974;  other  assets.  $150;  total 
admitted  assets.  $54,474.  Liabilities:  Unearned  premiums. 
$6,780;  other  liabaities.  $376;  total.  $7,165. 


Net  amount  of  premium  notes  or  memben^  liability  Deeember, 
31.  $82,000. 

RISES  AND  PREMIUMS:  Fire  risks  In  force.  December  31. 
$1323.889:  premiums  thereon,  $13,578. 

MORTGAGE  LOANK  There  are  kMos  agoe^ting  $30,140 
protected  by  improved  resl  estate  in  Essex  and  Union  Cob. 


EXCHANGE  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

President.  C.  Q.  Guldin;  Secretary.  A.  A.  McHose.    Organized,  1904. 


YSAB 

Cash 
Assets 

Unearned 

Net  Cash 
Surjdus 

Cash 

Preouuxns 

Total 
Income 

Losses 
Paid 

Returned 
to  PWra 

Ex. 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$8,476 

11.247 

6,978 

$4,328 
6.183 
4.064 

$38,571 
21.611 
23.432 

$39,264 
22,610 
25,306 

$20,162 
14,798 
17.697 

"tim 

2.827 

$19,201 
6.847 
6,168 

$80,363 
23.744 
26.682 

$17,136 

1908 

16,734 

1007 

15.355 

ASSETS.  DECEMBER  31,  1909:  Gash  in  office  and  bank, 
$026;  premiums  in  coutm  of  oollectwn,  $7,066:  other  assets, 
$484;  total.  $8,475.    liabilitMs:    Net  losses  unpaid.  $4,147. 

FIRE  RISKS  IN  FORCE.  December  31.  $2,767,405. 

BUSINESS  SINGE  ORGANIZATION:  Premiums  received, 
$117,816;  kMses  paid.  $47,278. 


MISCELLANEOUS:  This  company  transaefes  a  surplus  busl- 
ncai  throu^  A.  R.  Drake  Co..  Inc.  of  Fhiladelpbla  and  Erie.  Ft., 
writing  lines  on  ice  and  cold  storsge  plants  throughout  the  country. 

DIRECTORS:  A.  A.  McHose,  a  Q.  Guldfau  H.  C.  Hlmes, 
J.  P.  Harlan.  J.  Dick.  E.  W.  Manb.  D.  S.  Krieble.  Wm.  £. 
Freeston. 


FALL    RIVER    MANUFACTURERS   MUTUAL  INSURANCE  COMPANY, 

Fall  River,  Mass. 

President  and  Treasurer,  Charles  S.  Waring;  Secretary,  James  W.  Brigham.    Organized,  1870. 


Yeas 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

liosses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1007 

$766,005 
606,836 
606,462 

$360,240 
325,368 
806,603 

$306,007 
866,864 
294,917 

$708,684 
647,828 
621  463 

$737,603 
674,000 
645,001 

$18,049 
21,112 
67.277 

$627,720 
660,017 
500,045 

$36,871 
81,734 
28,847 

$681,640 
612,863 
697,169 

$17,193 
21.424 
60.016 

Assets,  Decbiibxk  31,  1900. 

Bonds  owned  (maiket  value) 

Cash  in  office  and  bank 

Premiums  in  course  of  collection. 

Interest  accrued 


$690,910 

47,846 

9,036 

9,703 


Total  admitted  assets $756,995 


LiABiUTTES.  Decexbek  31,  1909. 

Net  losses  unpaid $1,301 

Unearned  premiums 850.240 

Taxes  accrued 0,447 

Total  liabUities,  except  surplus $360,088 

Surplus  as  to  policyholders. 396,007 

Total  liabilities  and  surplus $75«.095 


RISKS  AND  PREMIUMS:    Fire  risks  fai  foree  Deeember  31. 
$02,807,119;  premiums  thereon,  $700,479. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received- 

$10,843,170;  kMses  paid,  $1,444,227;  cash  dividends.  $7,962,106. 

Par  Market 

BONDS  OWNED:  Value.  Value. 

Cy.  of  Boston.  1913,  4s $40,000  $40,400 

Cy.  of  Cleveland.  0..  1923.  48. 25.000  25.250 

Cy.  of  Newport.  R.  1, 1923.  4e 20.000  20.200 

Cy.  of  Taunton,  Mass.,  1022,  4s 15.000  16.160 

A.,  T.  ft  S.  F.  Ry  Co..  1995.  4s. 20,000  20.000 

Boston  ft  Maine  R.  R.  Co.,  1942.  4s 10.000  0.900 

Boston  ft  Prov.  R.  R.  Co..  1018.  48. 20.000  20.000 

Canada  Southern  Ry.  Co..  1913,  6s. 5.000  5,200 

C.  B.  ft  Q.  R.  R.  Co.,  Neb.  extn.,  1927, 4s  15.000  15.000 

Chi..  Mil.  ft  St.  Paul  Ry  Co.,  1934,  4s  . .  40,000  37,600 

Cone,  ft  Montreal  R.  R.  Co.,  1920.  4s.. . .  16.000  14.700 

Erie  R.  R.  Co..  Ftan.  Coll..  1951.  4s. ... .  10.000  8.600 

Lake  Shore  ft  Mieh.  So.  Ry.  Co..  1928. 4s  30.000  28.800 

Lake  Shore  ft  Mich.  So.  Ry.  Co  1931, 4a  25.000  23.750 

Long  Island  R.  R.  Co..  1040,  4s. 20.000  19.800 

N.  Y.  C.  ft  H.  R.  R.  R  Co..  1934,  4s. . . .  40.000  38.400 

N.  Y..  N.  H.  ft  H.  R.  R.  Co.  1956.4s. .  32.000  30.720 


Bonos  OwtfMD.^€oiU.  Value. 

N.  Y..  N.  H.  ft  H.  R.  R.  Co..  n..  1911. 41s  $10,000 

No.  Fte.-Gt  No.  (C..B.ftQ.)  johit.192l.4s  45,000 

Old  Colony  R.  R.  Co.,  10^  4a SaOOO 

Pa.  R.  R-Co..  ev.,  1915.  Sis 40,000 

Pa.  R.  R.  Co.,  col.  n.,  1910.  5s 80,000 

Phila..  WU.  ft  Bait  R.  R.  Co.,  1932,  4s  30,000 

Pitts.,  Bess,  ft  Lake  Erie  R.  R.  Oo.,1047,6s  20,000 

Union  Pacific  R.  a  Co..  1047,  4s 90.000 

West  End  St  Ry.  Co.,  1914,  4is. 36,000 

WestEndStRy  Co.,1916.4s 90.000 

West  End  St  Ry,  Co..  1917,4s 15.000 

American Tl.ftTg  Co..  1929,  4s. 38.000 

Totals. $700,000 


Valve. 

$10,000 
43  650 
30,000 
38w800 
30.000 
20,200 
33»000 
90.400 
S6.7t)0 
20.000 
15,000 
30.090 


.010 


DIRECTORS:  Bradford  D.  Davol.  David  A.  Bnyton.  Jr., 
Charles  M.  Shove,  Simeon  B.  Chase,  Thomas  E.  Br»ton,  Edward 
L.  Anthony,  James  E.  Osbom,  Andrew  G.  Pleree,  Jr.,  Qeoise  H. 
Hills.  William  0.  Devoll.  Charles  N.  Boiden.  Charles S.  Waring. 
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FALLS  aXY  GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY,  LouisviUe,  Ky. 

Plcadent,  J.  PhO  Yoons:  Seoctarr,  flattj  Kin.    Orguiued.  18M. 


'-;  S£, 

Uneuncd 
Premhuns 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Paid 

Returned 
to  P'yh'n 

Ex. 

pcnaes 

Total  £z- 
peodi  tares 

Losses^ 

liBcnncd 

1909         $19,104 
1908  :        48,079 
1907  '        45,34A 

$49,104 
48,079 
45.345 

$6,566 
4,839 
4.778 

$8,156 
8.399 
8.139 

$3,518 
1,662 
5,677 

$8,639 
3,878 
8.533 

$7,167 
5,540 
9.110 

$3,518 

••••«•       > 

1.663 





5.577 

ASSETS.  DECEMBER  31.  1909:  librtgi^B  loass  on  red 
otote,  $41,840:  cash  m  offiee  and  bank,  $6,715:  interest  aoemed. 
t5«;  total  admitted  aesets.  $49,104.    No  liabilities. 

RISKS  AND  FREmUMS:  Fire  risb  in  forae  December  SI. 
t43M.748;  praDimaB  thereon,  $72,906. 


BUSINESS  SINCE  ORGANIZATION:  Premioas  reoelTwi. 
$100,351;  losses  paid.  $55,620. 

MORTQAQB  LOANS:  There  are  78  loans  asgrefaUng  $41340 
and  are  protected  by  improyed  real  estate  m  LouiBville, 
▼allied  at  more  than  oonUe  the  amount  loaned  thereon.  The 
company  holds  $79,780  of  fauiiraaes  on  the  mortgafled  bidldingi* 


FARMERS   ALLIANCE   INSURANCE   COMPANY,   McPhcrson,   Kan. 

Presideiit,  I.  F.  Talbott;  Secretary,  C.  F.  Mingenback.    Organised.  1888. 


— 

Unearned 
Preminms 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909t 

1 

1908 

$195,036 
163,543 

m93,48r 
•159.076 

$131,773 
119,436 

$144,376 
130,016 

$55,566 
46.564 

$57,338 
52,037 

$112,894 
98,591 

$53,768 

1907 

51.050 

•  Including  reserve  funds,    t  Statement  for  1909  had  not  been  received  when  this  page  went  to  press. 


REAL  ESTATE  OWNED:  On  December  31.  1907,  consisted 
of  the  3«tof7  and  basement  bilek  and  stone  building.  Insurance 
ofiee  ta  froert:  U.  8.  Post  Offiee  la  rear.  Rented  for  ten  yean  at 
%UXO  per  annum.  Front,  one-half  btriMlng  rents  for  $900; 
aptsfas  rents  for  $600  per  annum. 


MORTQAGE  LOANS:  On  December  31. 1907.  these  MffefeOsd 
$134,036  on  fanproved  farms  located  in  MePbierson,  Reno  and 
Sedgwiek  Cos.,  valued  at  nearly  three  Umes  the  amount  loaned. 


FARMERS  FIRE  INSURANCE  COMPANY,  York,  Pa.  a 

President,  W.  H.  Miller:  Secretary,  E.  K.  McConkey.    Organised,  1853. 


*"»'  ^ 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Loeecs 

1909    $1,048,610 

$502,837 
547.859 
565,385 

$484,189 
409.580 
489.855 

$625,057 
592,011 
646.956 

$569,682 
638,856 
686,363 

$323,215 
466,117 
307  836 

$228,848 
256.442 
269,054 

$552,063 

\  721,559 

576,890 

$316,768 

1998      1,021,363 

479,113 

1907      1,106,27^ 

803,084 

premiums  faadude  amounts  reels  imahle  on  perpetual  policies. 


31,  1909. 
Real  estate  owned  (book  vahie) $41,000 


Mortgage  loans  on  real  estate 

Boodi  and  stocks  owned  (market  value). 

Cotlateral  loans 

C^  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 
Interest  accrued. 


220,781 
482,270 
101.600 
130,471 
58,337 
0.261 


Total  admitted 


$1,043,610 


LlABIUTIES,  Decsmbes  31,  1909. 

Net  losses  unpaid  (including  $4,725  resisted). . . . 

Unearned  premiums  (except  perpetuals) 

Amount  redaimable  on  popetual  policies 

Other  liabilities 


$62,350 

499,562 

3,275 

4,234 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders. 


$559,421 
484,189 


Total  liabilities  and  surphis. $1,043,610 


RISKS  AND  PREMIUMS:  Fire  risks  hi  force  (except  per- 
petnaJi),  December  31,  $87,120,271;  premiums  thereon,  $090,804; 
perpetual  fire  rsks.  $114,825;  deposit  premiums  thereon,  $3,447. 

BUSI.VES8  SINCE  ORGANIZATION:  Preminms  received, 
II4J77,101;  kMses  paid,  18.284,122. 

BEAL  ESTATE  OWNED:  Oonslsts  of  the  3-«tory  brick 
bi^diag,  with  S^toiy  bride  back  bufldhig.  at  S3^  East  Market 
ft,  York.  Ps^  oeeupied  fai  pari  as  the  oompany's  offiee  (carried 
at  book  value,  UlJoOOh 

MORTQAGE  LOANS:  Tliere  are  65  bans  ranghig  from  $25 
to  815,000,  and  aggrenting  $201,131.  Th^  are  secured  by 
prapoties  In  and  near  York,  n.,  ralued  at  $613,670.  There  was 
%lSn  of  interest  past  due,  upon  9  loans,  which  seem  amply 
PKOtected.  In  addition,  the  company  held  10  bonds  and  judg- 
me&ta,  i^Kregattng  $19,660,  behig  first  bens  on  properties  valued 

COLUTERAL  LOANS  are  as  foUowi: 


Securities. 

TorkWaL(;D.stk.,20Oshs 

Gurdian  Tr.  (}o.  stL,  60  shis. . . 

Yofk  Nat  Bk.  stk.,  17  shrs 

Tna.  Xat  Bk.  itk..  York,  4  shis. 


Msrket 

Amount 

Value. 

Loaned. 

$8,000 

$2,500 

1.600 

833 

2.000 

460. 

CoLLAnsAL  Loans.— Con<.  Market 

Securities.— Con<.  Value. 

First  Nat  Bk..  York,  Ptu.  stk..  66  shares  $7,590 

Mlddletown  ft  Swatora  Wat  Co.,  bs.. . . .  10.000 

Bilhneyer  k  SmaU  Co..  2  bs 2.000J 

Mlddletown  A,  Swatora  Wat  Co..  bs.. . . .  15,000 

York  Gas  Co..  stk.,  200  shares. 19,000 

York  Gas  Co..  stk..  200  shares. 19.000 

Netheriands  Tram.  Corp.,  stk..  50  shares  5,0001 

Netherlands  Tram.  Corp.,  stk.,  50  shares  2,500/ 

Western  Nat  Bk.,  York.  Pa..  15  shares.  2.295 

York  Trust  Co.,  York,  Pa.,  33  shares ...  3,135 

York  Gas  Co.,  York.  Pa.,  33  shares. . . .  3,135 
Keystone  Farm  &  Maeh'y  Co.,  York,  Pa.. 

20  shares 1,500 

City  Bk.,  York,  Pa.,  9  shares. 810 

Deer  Creek  Wat  k  Wat  Pow.,  bs 900 

First  Nat  Bk..  Wrightsvllle.  stk.,  20  ahis.  3.300 

York  Ry.  Co.,  p.  stk.,  400  shares. 6,000 

York  Ry.  Co..  com.  stk.,  1,000  shares. ...  7.200 

York  Ry.  Co.,  15  bs 14,250, 

Totals, $135,368 


Amount 
Loaned, 

$18,000 

15,000 

13,500 

/ 12,000 

\  1,100 

6,000 

1.800 
1.500 
3.300 

800 

509 

600 

2.000 

20.000 


$101,509 


s  Company  does  business  on  cash  plan  only. 


REPORTS   OF   FIRE  INSURANCE  COMPANIES. 


FAR  MERS  FIRE  INSURANCE 

BONDB'AND  BTOCSS  OWNED:  Pu           Vvkat 

Boms.  Vdu.          Vilu. 

17  B.  Qov.,  1925,  4'7c ...  110,000 

BsuIIdeR.  It..  1W7,  4'"r                   ...  1.000 

bhiiTVuIlcy  R.  a-.  2003  4% 20,000 

PUIi.  t  Erie  B.  B.,  sa.  m..  IVK,  G%. .  lfi,000 

pQlonu  ViUey  B.  R..  dl,  IHl.  i%. . .  laOOO 
Bliuioldii.  BiuOno?  A  Lmrinbant  B.  K- 

l«Eih"ViU(3r(^,ilW3,'5%l  "'".'"•  lOJWI 

Cbai.  Ntrkel  Hduk.  YoA,  i^  ItOB,  <%  10,000 

T«k  Fslt  A  Btpo  Od.,  Turk.  lOlB,  Ifjb  fi.OD0 

TMh  HoM  Co,,  1  m.,  1028,5% 10,000 

D.  3.  Starf  Corp..  ISfa  6% 1,000 

Blttmayu  A  SmtD.  im,  0% S,000 

Oemuid  n.,  York  Gu  Ce  .               . . ,  10,000 

Demud  n.,  York,  Wu.  Co              ...  18.000 

h.tL&. a$,ooo 

Runm  Nmt.  Bk.,  ToA 1,»0 

Pint  Nat.  Bk.,  York ISMO 

TotkNmt.BL 84,060 

Tori:  Co.  Nil  Bk. 1,000 


tll.131 
IMO 
10.36T 


iW 


COMPANY,   York,  Pa.—ConUiuiai. 

Soma  im  Sncii  Oimu.— Cml.               Fv 
»i<Ka.-C<M.                            Vilw. 

VJ<r. 

^ss^^.'^^'"^ w 

W 

TaUli  (book  nln.  t' 

HSCELLANEOnS: 
IllT.lU:  S«ii  rnmitai 
DIRECTORS:    W,  H. 


i  Dtonler.  E.  K.  HoOonkiT, 

\l,  Jno,  SUui.  Jr.,  B.  atrieklec,  dot.  H.  Keir,  Jiu. 


T.  Smith,  lit.  W.  Klvm. 

FIELD  MEN  AND  TEBBITOKr  COVERED;  Q.  E. 
Doiuhix,  ipKial  igeiit  for  N.  Y.  ud  N.  J.j  Chu.  H.  Kerr, 
•iHkl  u«>t  for  yd.  Sn.  N-.  J.,  E.  Ph.:  Arthur  H.  Witam.  ■peckl 

.„  ._. „  Bid&ld,  Jr.,  tffrml  KCDt,  ud  Fml 

QiA.  gpooiil  acm(  loi  Wattm  Sttlta.    Tba  camcanr 
-  =-  -—     "'    •-'    '-    "J,,,  H^.,  KUA.  MiaB.,  Ho.. 


ri: 

opanta  m  Codn.,  IU.,'Iiid..  In. 
O.,  N.  Y.,  ?>.,  R.  I.  ud  ffk. 


FARMERS  FIRE  INSURANCE  COMPANY  OF  UPPER  AND  LOWER 
SAUCON  TOWNSfflPS,   Bethlehem,  Pa. 

SsTctUT  uul  TrcuurcT,  I.  M.  LcibsL     OrguUitd.  I8R. 
Reluroed  £ 


t.  I.  S.  Knua 


Ttunme 


jP-^'n 


IIBI).&30 


tSS,l»      1107,0! 


IISJWO 


CT.Sf 


ta.K4 


117,718 


(1.18a 


87,fi7l| 


»2,71 


2,722 
Muket 

11,050 

11,000 
1,000 
s,oao 

1,250 
B.UO 


mortcice  loui  on  ml  oMa.  1131.171;  bondi  ud  ati 
<mtfb(  nluE),  IIH,210;  tub  B  cAu  ud  buk.  t&St 
uenwl.  1380;  loUl  idmittad  hkU,  tl»0330. 
Amouat  rediiiubl*  on  perprtw]  polian.  888,138. 

BI3KS  AND  FREMIU118;  Ftrpgtial  tn  rigb.  : 
depont  pmuunu  therwa.  888.138. 

HORTOAOB  LOANS:  ThMg  vDmle  8131.17!  ii 
iHlad  by  Impronid  ml  nbile  li  or  nnr  Btthlcbam, 
mort  thu  double  (he  uuimt  louol  (hoiwB. 

Pu 

BONSe  AND  STOCKS  OWNED:  Vilue. 

LdJfb  Velln  R.R.,  or  tr. IIJWO 

Uhifh  «  Wilkn-Bun  R.B. S.O0O 


vSliXti 


BaHH  WD  Bncu  Own 
Fl  A  N.  Y.  Ckul  R.R.  .  . 

ADWicu  Dook  A  lap.  Co.. . 

Oreno  B.R  ANiT.Co 

B<tEl8bMiiANuuMlii3.... 
LekJdVilleTR.R.,a.B,... 
Nortlwm  ft--*-  "  " 


801^00        804J10 


FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  THE  STATE 
OF  DELAWARE,  WUmington,  Del. 

PiRldnl.  Wnj.  H.  Swifl:  Vke-Prnidcnl,  Pralmi  La;  TmsurFr.  Iwi:  V.  L]D|rd.     OrgulzH!.  1S8S. 


Veah 

S?. 

Premimni 

Net  Cuih 
Surplu. 

,.Si„ 

— TWl- 
iDcsnu 

fsr 

to  P'yb'n 

El- 

ToUl  Ei- 
p^dit™ 

.ii^S^ 

8282,022 

8271, ftOO 

« 

« 

•'S 

'S 

s 

S.OM 

Totil  idmllled  uwU 8283.022 


Sorplui  u  10  palhirb^en — 
Tolil  lUbDUiei  uid  airp 


>'  lUbiUty.  DeceiDber  81,  8801.6( 


BEAL  E^ATE  OWNED:  Co 
eompur,  iltuited  at  S33  UvkBt 
IL    The  bnildinj  It  •  ^lorr  t>n 


HORTOAOE  LOANS:  Tbae  M 
ttdfld  bt  Improred  nd  aitAle  Tell 
doublE  Uie  enHuot  kiued  Ibereoa 
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FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  THE  STATE  OF 

DELAWARE,  WilmiDgton,  J>tl--Cofainued, 


fiOMSB  AND  8T0GKB  OWNED: 
Boast. 

W.  Ya.  Pulp  4  Fsper  Oik,  6% 

naa-  Wfl.  A  Balta  B.  R.  Oo..  4%.. 

I^A  VaDej  B.  R..  eonwb  6%. 

Bttdbf  Ob.  aad  FUIa.  ft  RrndL  Ood  4 

Iran  Oo^  gB.  m.  bt.,  4r 
Ldi^k  Valley  OcMlGoL,r 
I%u^f  Inala  R.  R^  er. 
Fhih.  ft  Readily  lOrnr  si  f^  4% 

AtlutieCltrR.^6% 

Xocfolk  ft  Wcrteni  «i.  tr.,  4%.. 

..eq.  tr.,4Vo 

Fk.  ft  N.  T.  Cual  ft  R.  R.  Co.,  H%... 

Oo~  mc  tr. 


LeU^  VaOqr  R.  R.,  eq.  tr.,  45i 
^Tft  N.  T.  Cual  ft  R.  R.  ~ 
FUa^  WO.  ft  BiUto.  R.  R. 


ft01iloR.R.,eartr.,  4%.. 
WUBiBSteD  Clfer  Rj~  1  Bu,  4%. . . 
Hoitied  Lt.,  Ht  ft  IW.  Co..  4% 


Fkr 
Value. 

$16,000 

20,000 
11,000 

10,000 
10,000 
3,000 
10,000 
2.000 
6.000 
6,000 
6.000 

16,000 
6^ 
6.600 
8,000 


Book 
Value. 

$16,000 
30,fl00 
13,472 

0,988 
0,602 
3.006 
10.060 
2.116 
4.884 
4.662 
6.060 

14.687 
4373 
6341 
8,076 


BoRM  Aim  9ioGU  Owns.— Cm(.  Ftf 

Bonds.— Cml.  Value. 

Fenuejlyaiiia  Oo.,  eol.  tr.,  4% $5,000 

N.  Y.,FhI]a.  ft  Norfolk.  Im.,  4% 10.000 

Rlehnumd-Waah.  R.  R.  Oo.,  eol.  tr.,  4%  10.000 

Hoeklng  Valler  R.  IL.  eq.  tr.,  4% 10.000 

Ontario  Power  Oo..  6% 8,000 

FhiltddpUa.  Bait  ft  Wadk.  RR  Oo..  4%  10.000 

WilmlDitoa  Qaa  Co.,  6% 8,000 


little  SehoylkiU  NaWsatton  R.  R  ft 

OoalQ). 6,000 

Mine  Hffl  ft  SehqyOdll  Hattn  R  R  Oo.  6.000 

DolawaR  R  R.  Oo. 8.775 

PennaylTaaU  R  R  Oo 15.650 

SubMription  Receipt  for  Fft.  R.R.  itoek.  1,170 


Book 
Value. 
$4,968 

10,200 
0.700 
0,197 
7.780 
9.906 
7340 


6.406 

6.387 

11.026 

16366 

1,170 


Totab $840,100      $246349 


FARMERS  AND  THRESHERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Huron,  S.  D. 

PreeMent.  H.  C.  Shober,  Secretwry.  W.  N.  Farmer.    Orsanixed.  1002.        


YzASt 

Cash 
Aaeets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
PaU 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

1900 

1906 

$30,692 
28.741 
21,941 

$2,449 
4,227 

$37,243 
24,314 
21.360 

$48,441 

36,384 
26.621 

$40,693 
36,474 
26,831 

$22,362 

14,537 

9,793 

$342 

$17,226 
13,201 
14,920 

$89,919 
27,788 
26,866 

I9Q7 

642 

Incurred 

$22,862 
14,166 
10,264 


ASSETS,  DECEMBER  31,  1000:  Mortage  loans  on  real 
estate,  $4,750;  biDs  reoerrable,  $1&966:  eashm  offiee  and  bank, 
$14,371;    uneoQeeted  praniuos,  $1,356;   intenst.  $250;   total. 


$39,692.    liabflitiBT    Unearned  praniume,  $2,449. 
nRE  RISKS  IN  FORCE:    Deeember  31,  $301,250. 


FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Salem,  N.  J. 

President.  Joeiah  Wistar;  Secretary.  Woodnutt  Pettit.    Organiaed.  1851. 


Y«A« 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'iB 

Ex. 
penses 

Total  Ex- 
penditures 

Losses 

1900t 

190S 
1907 

$107,620 
111,631 

$28,702 
26,743 

$76,889 
84,308 

$16,540 
13,531 

$21,664 
18,423 

$13,665 
3,107 

$6,810 
176 

$6,138 
4,286 

$26,613 
7,560 

$16,182 
8,107 

t  Statement  for  1009  had  not  been  received  when  this  pace  went  to  press. 


REAL  ESTATE  OWNED:    December  31,  1908.    Consists  of 
tvD  and  a  half  stoty  double  frame  dwdling  at  Efanira,  N.  J. 

MORTQAGE  LOANS:    Deeember  31.  1908.    There  are  25 
losBS  accrefatiag  $62,700.  protected  by  improred  real  estate  in 


Salem,  Oamden  and  Gape  May  Cos..  N.  J.,  valued  at  $88.75a 
There  wss  $75  of  tnterest  psst  due  on  December  31.  ]ML  Com- 
pany holds  $46,650  of  insurance  on  the  bdldingB. 


FARMERS  RELIANCE  INSURANCE  COMPANY  OF  NEW  JERSEY, 

Camden,  N.  J. 

President,  Edmund  Braddock;  Secretary,  R.  L.  Shivers.     Organized.  1807. 


Yeas 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

:$32.997 
112.888 
118.641 

$22,007 
12,888 
18,641 

$17,087 
17,630 
17,628 

$81,013 
70.604 
18,085 

$67,615 
77.502 
27.782 

$4,700 
2,855 
1,480 

$72,324 
80,447 
20,271 

$67,616 

1908 

77.502 

1907 

27  782 

tCa^ 


KCSSS  AND  PREMnmS:    Fire  risks  in  force  December  31,  $21,715,382;   premiums  thereon,  $17,037. 


FINNISH  MUTUAL  FIRE  INSURANCE  COMPANY,  Calumet,  Mich. 

President.  Charles  Heusa;  Secretary',  Chas.  J.  Toloncn.    Organised,  1800. 


YlAB 

Cash 
Assets 

Unearned 

Net  Cash 
Surphis 

Cash 

X^COUUIllft 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'n 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

IMO 

$106,n9 
96,031 
77,621 

t$103,619 

t96,690 

68;  348 

$39,229 
89,185 

37,859 

$42,841 
42,027 
40,198 

$14,215 
4,994 
8.065 

$13,563 
13,875 
17,551 

$6,988 
6.102 
6.210 

$33,766 
24,061 
30.836 

$16,200 

IMS 
1907 

"tiim 

4,744 
8.065 

t 


ASSETS.  DECEMBER  31.  1000:  Mortgsfe  loans  on  real 
crtste,  $8^00;  bonds  owned  (book  value)  $25,000;  cash  in  oflSoe 
aad  hsak.  $75434;  uneolleeCed  pcemhims,  $1,418;  other  assets. 


$767;  total.  $105,719.    Liabilities.    Net  losses  unpakl.  $2,100. 
FIRE  RISKS  IN  FORCE:  Deeember  31.  $2,707,000. 
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FIRE  INSURANCE  COMPANY  OF  NORTHAMPTON  COUNTY,  Easton,  Pa. 

President,  H.  P.  Kinsey;  Secretary.  A.  C.  Rodenbough.    Organized,  1830. 


Yeak 

Canh 
Assets 

Unearned 
Premiums 

Net  Cish 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 

1909 

$299,580 
290.042 
286.124 

$200,816 
199,051 
197,62f 

$98,704 
90,991 
87,594 

$2,032 
4.802 
0.192 

$50,726 
48,164 

$6,020 
7,712 
0,995 

'$03,a66 
01,851 

$2,032 

1908 
1907 

$52,150       $07,854 
54,1031         70.090 

3,959 
7.094 

Unearned  premiums  includes  amount  reclaimable  cm  perpetual  policies. 


ASSETS,  DECEMBER  31,  1909:  Mortgage  loans  on  real 
estate,  $140,802;  bonds  and  stocks  owned  (market  value),  $80,580; 
cash  in  office  and  bank,  $2,154;  mterest  and  rents  aocnied,  $4,440; 
bills  receivable.  $71,493;  total  admitted  assets^  $299,580.  Lia- 
bilities:   Amount  reelahnable  on  perpetual  policies,  $200,810. 

MORTGAGE  LOANS:  There  sre  $140,802  of  mortgage  loans 
protected  by  propertv  in  or  near  Easton,  Fk.,  valued  at  more  than 
double  the  amount  loaned  thereon. 


BONDS  AND  STOCKS  OWNED: 

Wabash  Pitts.  Term 

Coal  River  R.  R.  Go 

Mason  aty  dc  Fi  Dodge  R.  R.  Co 

Norfolk  dc  W.  Poo.  Goal  ft  Coke  Co 

Easton  ft  So.  Bethlehero  Transit  Go.. . . . 

Atlanta  ft  Birmingham  R.  R.  Co 

Kansas  GIty,  Ftdcottft  Mem.  R.  R.  Gb. 


Par 

Market 

Value. 

Value. 

$4,000 

$3,822 

6.000 

0.000 

8.000 

7,421 

5.000 

4,595 

4.000 

3.922 

7,000 

7.332 

0,000 

5,020 

Bonds  and  Stocks  Ownsd.-tCoiU. 

No.  Pacific  ft  Gt  No.  R.  R 

Toledo  ft  Ohio  Central  R.  R.  Go 

Easton  ft  PtJmer  ft  Beth.  St.  Ry.  Go . 
Atlanta,  Birm.  ft  Atlanta  R.  R.  Go. . 

Denver  ft  Rio  Grande  R.  R.  Go. 

Lehi^  Vall«y  R.  R.  Go 

Southern  R.K.C0 

Delaware  Gas  Light  Co..  bs 

Buffalo  ft  Susquenanna  R.  R..  bs 

Pennqrlvaola  Co.,  bs 

Borough  of  Northampton  Heights... 
School  District  Wilkes-Barre 


Par 

Market 

Value. 

Value. 

$4,000 

$3,750 

5,000 

5,312 

1,000 

1.040 

3.000 

2,810 

1,000 

854 

7.000 

0,735 

3,000 

2,797 

5.000 

5,072 

3,000 

2.743 

7,000 

7.090 

3.000 

3.073 

1,000 

1,086 

Totals.. 


$83,000       $80,586 


FIREMENS  MUTUAL  INSURANCE  COMPANY,  Providence,  R.  I. 

President,  Frederick  W.  Moses;  Secretary.  Joseph  T.  A.  Eddy.    Organized.  1854. 


Yeas 


1909 
1908 
1907 


Cash 
Assets 


$1,731,703 
l,547,45r 
1,311,2201 


Unearned 
Premiums 


$025,728 
657,174 
520,485 


Net  Cash 
Surplus 


$1,083,278 
909,492 
703,812 


Cash 
Premiums 


$1,204,504 
1,112,182 
1,073.298 


Total 
Income 


$1,330,004 
1,189,237 
1,129,888 


Losses 
Paid 


$20,481 

84,058 

123,208 


Returned 
to  P'yh'rs 


$1,071,011 

$909,540 

881,205 


Ex- 
pcnses 


$77,900 

$00,040 

53,983 


Total  Ex- 
penditures 


$1,175,452 

$1,004,238 

1,058,516! 


Losses 
Incurred 


$25,186 

84,403 

125.002 


Assets,  DECUfBES  31,  1909. 

Bonds  and  stocks  owned  (market  value) $1,452,628 

Cash  in  office  and  bank 255,330 

Premiums  m  course  of  collecticm 19.681 

Interest  accrued 4,124 


Total  admitted  assets $1,731,763 


Ijabilities,  Decembek  31. 1909. 

Net  losses  unpaid. 

Unearned  premiums 

Taxes  accrued 


$2,310 

625.728 

20,447 


Total  liabilities,  except  surplus $048,485 

Surplus  as  to  poUcyholders. 1,083,278 

Total  liabilities  and  surplus. $1,731,763 


Net  amount  of  premium  notes  or  members'  liability,  December  31,  $0,257,277. 


RISKS  AND  PREMIUMS:    Fire  risks  In  foroe  December  31. 
$105,370,700;  premiums  thereon.  $1,251,455. 

BUSINESS  SINCE  ORG.^NTZATION:    Premiums  recelvMl. 
$19,811,008;  losses  paid,  $2,787,791;  cash  dividends,  $15,296,803. 

BONDS  AND  STOCKS  OWNED:  Market 

BoMss.  Value. 

U.  S.  Gov.«  4%  of  1926. $40,000 

U.  8.  Gov.,  3%  of  1918. 40,800 

Stote  of  Rhode  Uand.8i%  of  1924. 101.000 

State  of  Rhode  Island,  highway,  8%  of  1940 04,400 

State  of  Rhode  Island,  armonr,  3%  of  1930 27.900 

GhL.  Burl,  ft  Qufaior  R.  R.  Go.,  3i%  of  1040 3,000 

Cleveland  Electrle  Sj.  Co.,  5%  of  1913 9,700 

OolumbuB  Street  Ry.  Co..  5%  of  1032 20.800 

Detroit  United  Ry..4i%  of  1932 8,200 

E.  St  Louis  ft  Suburban  Co.,  5%  of  1932. 20,000 

Lake  Shore  ft  Mich.  So.  Rv.,  4%  of  1928. 24.000 

Long  Island  R.  R.  Co.,  4%  of  1949. 9.000 

N.  T.,  N.  H.  ft  H.  R.  R.  Co.,  8i%  of  1950 4,590 

N.  Y.,  N.  H.ftH  R.  R.  Co.,  0%  of  1948 8,040 

No.PadficftGt  No.Rm.  4%of  1921 53,350 

Portland  Ry.  Co.,  Ore.,  5%  of  1930 9,800 

Toledo  Terminal  R.R.  Co.,  4}%  of  1957 10.450 

United  Traction  ft  Electric  Co.,  5%  of  1933 21.200 

Amer.  TL  ft  Tg.  Co.,  4%  of  1929 9,300 

Sflversmlthe  Go.,  8-year  0%  n..  1910 25,000 

Stocks. 

Chleago  ft  Northwestern  Ry.  Co.,  com 74,000 

Ghieago,  Milwaukee  ft  St  Paul  Ry.  Co.,  com 15.800 

Chloago,  MUwankee  ft  St  Paul  Ry.  Co.,  p. 17,200 

devc  Gin..  ChL  ft  St  Louis  Rj.  Go.,  p 10.700 

Cleve.,  Qn.,  GhL  ft  St  Lods  Ry.  Co.,  com 8,008 

Cleveland  ft  Ptttaburc  R.  R.  Co.,  eom 17,000 

Detroit  Hillsdale  ft  Southwestern  R.  R.  Co..  eom. .  10,000 

Fort  Wajme  ft  Jackwn  R.  R.  Co.,  p 13,900 

Gt  Northern  Ry.  Co.,  p 14  400 

Heretoni  ivy.  Co.,  eom. 9,000 


Bonds  and  Stocks  Owned.— CoiU.  Maz^et 

Stocks.— Cont.  Value. 

Illinois  Oentral  R.  R.  Co.,  com. $68,060 

Manhattan  Ry.  Co.,  00m. 28.200 

Mocris  ft  Essex  R.  R.  Co.,  eom 18,500 

New  Yoric,  Lackawanna  ft  Western  By.  Co.,  com. .  38.100 

N.  Y.,  N.  H.  ft  H.  R.  R.  Co..  com 23.700 

N.  Y..  N.  H.  ft  H.  R.R.  Co.  subscription  stock,  com.  3.120 

Northern  Pacific  Ry.  Co.,  eom. 14,600 

Old  Colony  R.  R.  Ob.,  com 19.800 

Pennsylvania  R.  R.  Co..  00m 104.462 

Pittsburg,  Bessemer  ft  Lake  Erie  R.  R.  Co.,  com. . .  7,000 

Pittsburg,  Ft  Wayne  ft  Chloago  Ry.  Co..  eom 35.200 

Pitts.,  McKeesport  ft  Youghlof^eny  R.R.  Co.,  eom . .  25,800 

RenaseUer  ft  Saratoga  R.  R.  Co.,  com 3930O 

Rome,  Watertown  ft  Ogdensburg  R.  R.  Co.,  com..  87300 

Upper  Coos  R.  R.  Co.,  eom 1§*3M> 

Wot  End  Street  Rv.  Co..  com 22300 

Blaekstone  Canal  Nat  Bk.,  eom 3.200 

NatUmal  Bk.  of  Gommeroe,  00m 13.600 

Unton  Trust  Co.,  com 4,800 

Amer.  Tl.  ft  Tg.  Co.,  eom 71.500 

Gold  ft  Stock  Telegraph  Co..  com 1 1300 

Narragansett  Electric  Lighting  Co..  eom 46300 

Provioence  Gas  Co.,  subscription  itoek,  com 0.O18 

Providence  Gas  Co.,  com. 27.gjO 

Providence  Telephone  Co.,  com ^I'SS 

Pullman  Co.,  com ^S*999 

St  Louis  Bridge  Co.,  p 17.780 

Total $1,462.628 

DIRECTORS:    Royal  C.  Taft,  James  H.  ChaoN  John   W. 

Danielson,  a  Preseott  Knight.  Gharies  Warren  lippttt.  Frank  H. 
Maynaid.  Stephen  0.  Metcalf .  Robert  W.  Taft  Ruesall  QriuMU. 
Frederick  W.  Moses.  Herbert  E.  Guihman.  John  P.  Elton. 

TERRITORY  COVERED:    The  company  operates  in  R.   I. 
and 
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FITCHBXIRG  MUTUAL  FIRE  mSURANCE  COMPANY,  Fitchbuig,  Mass. 

Pntidcot,  H.  G.  Man.;  SeeMMZj.  L.  R.  Welch.     Orfud«d,  1847. 

v».i  a  ite^i'SiSs' 

Cut. 

FnmJunu 

ToBi           Low 
Idohbc           PiM 

Rdunial 

to  P'yh'a 

Ei- 

5S^ 

,JSS, 

ill  3  iSi  li 

|132,On 
lIT.tH 

1145, 14a        (48.814 
14&,!4T          Km 
1M.«B          1T,(M 

li 

MS.OM 

S:8g 

tl2B2<& 
118,140 
llllMO 

li 

BOIAUU 


and  stocki  oned  (miifcet  vahu). . . 


CnUiIenl  loan*.. 


Total  admillfd  u 


•01.500 

lT.su 
118.010 

11.20(1 
13.001 

ia.»gc 
i.fisa 


LuBUJtiis.  Dicuni  81.  ISOS. 


Unpaid  dividokb.  taxt%y  «ic. ,  - , , . . . , 

ToEil  liibilidH,  eictpt  turplui.., 
Surpliu  u  lo  poUcrholden. 


BDber  31,  •31«.4B:. 


KBtS  A.ND  PRGHnnO:  FIra  rUo  bi 
tn.SCJiOT:  PRndmiM  tbemn,  |gl<t,3a2 

BUSINESS  BIKCE  OKQANIZATION:  1 
KS10.7I*:  loMa  paid.  tiU84.K»,-  (Mb  dir 

Km,  SOTATE  OWNED;    Afr^tofrbrfcil 


■1«.  mjop-ud  I 
n-n.   ToW  RBta  KMhcd  U  IMB,  ».M 

HORTQAQE  LOAXS:  Tbenwallla 
OB  divcBlna  bk  FUdibun  sod  '"*"**"■ 
KUSOTbe  (mpaiir  >uUi  tlt^SO  bu 
tl9a  -muattl  IM(  due  «  Dnnnba  31.  U 

COLLATERAL  LOANS  an  ■  Followi 


^K^  Ufc  dk,  40  ahara.. . . 
Smnds  ICe.  Co..  M  ahuta.. . , 
Onat  7an  Co.,  SO  AaRa 


ianda,  tLWI.OaS. 


a  ugRgaDng  t  IT  025 
I  Tidalty.  TiluH  at 
nji«e,  aod  thtn  vai 


tiB.»o     •ii.aoa 


Fltchbori  A  LeomlBrtar  Stieat  Kt..  . 

lAfai  Shor*  A  Mki.  So.  R.  B. 

N.  Y..  N.  B.  4  H.  tt.  H 

SouUuni  FadEe  R.  R 

AmericmTl,  ATi  Co 

HaHed  Frail  Co,.  1IB3_ 


FltghbUK  VaLBk.,.. 


n  No  Enfiud  TL  A 


TotabKbook  nin  I10S.S41). .. 


HtSCELLANEODS:    ConaagraHoD  low    Chtbta.  ItOS,  120,- 
ma.    Tba  Domiwv  opwalM  in  Odhd.,  Mam.,  N.  H.,  R.  1.  and  Vt. 

DIRECTOBS!  a.  W.  A 
H.  0.  Rime.  D.  Bbnindi, 
F.  F.  Woodmrd,  0.  rTW 


FRANKFORD    MUTUAL    FIRE    INSURANCE    COMPANY,    Philadelphia,    Pa. 

Pretidciit,  W.  W.  Fdulkiod:  SecreurT,  H.  St.  Cliir  Than,    Ocganiied,  1843. 


Vmi 

Cub 

U».md 

NttCash 
Surplu. 

C«h 
Prcmmmi 

■Jis, 

■«!? 

Relurnrf 
H.  Pyh-r. 

Ex- 

ToulE.. 

liSSSd 

Diane 

301.01 

134, 201 
34,700 
34,M1 

•as 

2U.0H 

'li 

li 

■si 

tl2.«M 
10.1K 

S 

tl,«» 
3,426 

Asscn,  DicmBEl  31.  ISOS. 


B<a£iuidB(i 

Cabiaoff 


nable  on  peipetDll  poUdu. 


(40.800 

108,823 
40.130 


nSE  RISES  m  FORCE,  Demaber  31,  (SJi4.81A. 


ae  anrente  (20832S 
bi  nOlMihla  ud  tI 
iDl  loaned  tbereoo. 
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FRANKLIN  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,   R.  I. 

President  and  Treasurer,  Joseph  G.  Henshaw;  Secretary,  Rkhard  Bowen.    Organized,  1854. 


Yta^ 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Canh 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 

1900 
1908 
1907 

$65,681 
50,231 
40,8281 

$24,313 
28,522 
23,144 

$30,686 
26,140 
17,320 

$9,956 
8,937 
8,000 

$12,184 
11,117 
10,187 

$1,554 

978 

2,829 

$3,647 
8,512 
2,822 

$3,748 
8,557 
8,495 

$8,949 
8.047 
8,646 

$1,649 
1,009 
2,386 

Assets,  Dbcembek  81, 1909. 

Stocks  owned  (maricet  Tafaie) 

Onh  in  office  and  bank 

Premiums  in  course  of  coUcctioo 


$48,251 
6,286 
1,094 


Total  admitted  assets. 


$55,581 


LxABiunxs,  Ditrnfimr.  81,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Unpaid  dividends,  taxes,  commissions 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholdeni. 


$20 

24,818 

502 


$24,895 
30,686 


Total  liabilities  and  surplus $66,681 


Net  amount  of  premium  notes  or  members'  liability,  December  81,  $66,046. 


RISKS  AND  FREMIUVS:    Fire  risks  in  fores  Deeember  81, 
$4,670,456;  premiums  thereon,  $46,066. 

BUSINESS  SINGE  ORGANIZATION:    Premiums  reeelTwi, 
$804,660;  losses  iMid,  1100,707^  eash  dlTidsnds,  $149,868. 

Vvt  Karket 

BONDS  AND  STOCKS  OWNED:  Value.         Value. 

National  of  Commeree,  ProT $5,000         $6,900 

ininota  Oentral  R.  R 5^00  8,526 

FtaimyhraBia  R.  R.  Go 10.000         13.700 


BORDS  Ain>  SlOCKB  OWMID.— Coflf. 

Cbieaio  ft  Northwestern  Ry.  Go 

Northern  Padfie  Ry.  Co. 

Industrial  Trust  Co.,  Piov 


Ptf 

Vahw. 

$5,000 

2,500 
2,500 


lUricei 

Value. 

$9,100 
3,026 
O.400 


Totals  (book  Taiue,  $40,860). 


$30,800        $48,261 


GERMAN  MUTUAL  INSURANCE  COMPANY,  Cincinnati,  O. 

President,  Leonard  Schreiber;  Secretary,  H.  A.  Rattermann.    Organized.  1868. 


Yfar 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh*rs 

Ex- 
penses 

Total  Ex- 
penditures 

Incurred 

1909 
1908 
1907 

$518,210 
506,156 
498,330 

$108,995 
107;576 
102,511 

$406,695 
898,580 
886,294 

$48,336 
50,667 
48,441 

$71,285 
84,316 
65,014 

$12,680 
19,198 
16,143 

$21,466 
22,420 
18,462 

$21,902 
22,142 
20,020 

$56,048 
68,756 
64,615 

$15,201 

9,068 

26.M8 

Assets,  Decxmbes  81,  1909. 

Real  estate  owned $105,099 

Mortgage  loans  on  real  estate 61,865 

Bonds  and  stocks  owned  (market  value) 342,827 

Cash  in  office  and  bank 134 

Interest  and  rents  accrued 7,095 

Total  admitted  assets $518,210 


Liabilities,  Decxmbek  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 


Total  liabflidesj  except  surplus. 
Surphis  as  to  policynolders 


S2,62D 
lQa>996 

$111,515 
400,095 


Total  liabilities  and  surplus $518,210 


Net  amount  of  premium  notes  or  members'  liability,  December  31,  $885,087. 


RISKS  AND  PREMIUIIS:  Fire  risks  in  foree,  Deeember  31, 
$23,225,038;  premiums  thereon,  $212,667. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeired, 
$1,758,604;  losses  paki.  $628,567;  eash  dividends,  $640371. 

REAL  ESTATE  OWNED:  Comprises  4  tots  In  CSneinnati, 
book  value,  $106,009.  Rents  reodved  hi  1906,  $4,578;  expenses, 
$019. 

MORTGAGE  LOANS:  There  are  loans  aggregating,  $61356 
protn^  by  improved  real  estate  hi  Ondnnatl  valvmi  at  $274,460 
The  company  holds  ampto  msuranoe  oo  the  mortgaged  buildmgs. 

BONDS  AND  STOCKS  OWNED:  Pftr  Market 

Bonds.  Value.         Value. 

Ghieinnatlse $26,000       $24,700 

ClnelnBatts.f 10.000  9.700 


BOMDS  AND  SlOCIB  OwNID.— Coflf. 

Bonds.— Conf. 


Clndnnatl  s.  f 

C^dnnati  wat  wks. 

Giadanati  s.  f 

(%Bdnnati  s.  e 

Ctevelandse. 


Stocks. 

Ondnnati  St.  Ry 

little  Miami 

Clndnnatl  Gas  A  Eleetrie. 
CN.O.T.AP.Ry 


Fir 
Vahw. 

$30,000 

63.000 

6.000 

8.000 

6300 

60.000 
10.000 
60.000 
60.000 


Value. 
$30,710 


4.512 
ZJ09O 


05.750 
21.200 
M.0OO 
51.500 


Totals. $842,000 


GERMAN  MUTUAL  FIRE   INSURANCE  COMPANY,   Chicago,  lU. 

Preskient,  John  C.  Cremer;  Secretary,  N.  J.  Schmitz.    Organized,  1867. 


Yeas 


1909 
1908 
1907 


Cash 
Assets 


$134,764 
127.795 
124,015 


Unearned 
Premiums 


Net  Cash 
Siirplus 


$134,754 
127,795 
124,016 


Cash 
Proniums 


$4,836 
4,724 
4,468 


Total 
Income 


$9,620 
9,404 
9,1101 


Losses 
Pkkl 


$502 
8,602 
2,064 


Returned 
to  P'yh'rs 


Ex- 
pcnses 


$2,111 
2,022 
2.019! 


Total  £z- 
peoditures 


$2,613 
6.624 
4,088 


«5oa 


ASSETS,  DECEMBER  31,  1909:  Cook  County,  City  of 
CUeago  and  Sanitary  Distriet  bonds  (market  value),  $126,600: 
eaafam  olBee  aod  bank.  $8,264;  total.  $184,764.    No  liabflities. 


Net  amount  of  premium  notes  or  mflmben*  UabiUW,  Do 
31.  $42,994. 
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GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Covington,  Ky. 

Pwiidfnt,  Charlcf  MiUmtim;  SscteCur,  Wm.  F.  ScUld.    Oisudjed,  1874. 


YlAK 

GHh 

A«ets 

Uneuaed 

NetCadk 
Surplus 

Cash 

Total 
Income 

Losses 
Pdd 

Returned 
to  Fyh'rs 

Ex. 
penses 

Total  £z- 
pcodituies 

Losses 
Incurred 

1900 

$149,868 
145,188 
143,844 

17.542 

$131,885 
127.419 
125,802 

$8,798 
8,244 
8,590 

$16,385 
15,942 
15,978 

$8,023 
6.678 
2,484 

$7,09a 

flO.116 

$3,028 

1908 

6,69a       ^13.'86A 

6:678 

1007 

7\m 

9;e98 

2,484 

AaSETg,  DECEMBER  31, 1909:  R«sl  estote  owned,  $52,000; 
boDdi  sad  stoeks  owned  (msrket  Tshie),  102.630:  essh  in  ofBee 
iBd  bsak,  $2,839;  uneoUeeted  nremiums,  $306;  mtezest,  $1,528: 
other  saseti.  $500;  totsl.  $140,863.  Liabilities:  Unearaed 
VRBUBaH^  $18,028. 

Ntt  saount  of  pramlum  notes  or  member^  Usblllty,  Decsmber 
82.81001777. 

RISES  AND  FREMIUIIS:  firs  risks  In  fores.  Deesoiber  81, 
aSMOflS;  pnmbims  theieoii.  $36,057. 

BUSINESS  SmCB  ORGANIZATION:  Pitnlums  ncslvsd. 
«r790S,  lossnuid.  $74,590. 

REAL  ESTATCOWNED:  Oompites  3  sod  2«toi7  bflek 
Wdisfi  ritnatod  &  W.  FOdb  st,  Goylngton.  E7 ,  75  feet  on  Pike 


stsadl28feetonlCsdiiooaYe.    Rents  zeeetTsd  In  1909.  $3,714; 
sad  szpeoses,  $1,852. 


BONDS  AND  STOCKS  OWNED: 

Fsnaeis'  ft  Trsdec^  Nat  BL  stk. . . . 

Gitinnir  Nat  Bk.  stk 

First  Nat  BL  stk 

OovtngtoB  SaT.  Bk.  ft  Tr.  Oou  stk 

OoTlngtoo  4%  bs 


Fte 
Vslos. 

$10,000 

8.000 

4.000 

800 

58.700 


Msxkefc 

Vslue. 

$19,000 

5.100 

74)55 

700 

89375 


l\>tals. 


$76,500        $92,630 


GERMANTOWN  FARMERS  MUTUAL  INSURANCE  COMPANY,  South 

Germantown,  Wis. 

President,  George  KUppd;  Secretsry,  J.  A.  Scbwalhach.    Organised,  1854. 


YSA] 

Cuh 

Unesmed 

Net  Cash 
Surplus 

Cash 
Premiuins 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

1909 

1908 
1907 

$305^32 

$17,160 
16,498 
16,079 

$198,072 
284,822 
218,408 

$16,228 
15,345 
15,189 

$27,703 
28,109 
27,941 

$4,309 
1,298 
7,760 

'$isb;666 

$9,744 

8.995 

•21,939 

Total  Ex- 
penditures I  Incurred 


$14,05J 
60,291 
29.f 


$4,309 
1,298 
7.728 


•  bdndes  $11,286  pakl  attomeja.  etc.,  for  defending  suit  against  company. 


Assns,  DxcBMBnt  31. 1909. 

Real  estate  owned  0>ook  value) 

Mortpige  k»ns  on  real  estate 

Ciih  in  office  and  bank 

Uncollected  premhnns. 

lalerest  accraed. 


$7,518 
217.285 

34,881 
2,851 
8,298 


Total  admitted  assets $265,282 


LxABiunxs.  DurmnwB  81. 1909. 

Unearned  premiums $17,160 

Dividends  declared  in  1909.  payable  in  1910. . . .         50,000 


Total  liabilities,  except  surplus. 
Surplus  as  to  poUcyndden. 


$67,160 
198.072 


Total  liabflities  and  surplus. $265,282 


^RIBES  AND  PREMIUMS:  Ftae  iteks  In  forae,  Deoember  31, 
$1804,575;  pnBBloms  thereon,  $38,422. 

BD8INE8B  SINCE  ORGANIZATION:  Premiums  reeetved. 
IUtt7,407:  hMKS  paid,  $000470;  essh  dlTldends,  $100,000. 

REAL  ESTATE  OWNED:  Oonsisis  of  eompaay's  home  offiee 
Wdisg  and  lot.  esnied  at  book  ralue. 

MOETQAaE  LOANS:  Then  aie  70  loaas,  sgzrogating  $217,235 
■id  seemed  by  first  liens  on  real  estate  and  buUdlags  valued 
St  iBon  tian  doable  the  amount  k)aaed  thereon.  No  interest 
put  due  on  Deeember  31,  last 


MISCELLANEOUS:  The  eompaay  was  established  In  1854, 
Ineofporated  under  a  speelal  charter  and  the  busbese  of  the 
eomnany  is  done  on  a  cash  plan.  Duilng  1908  a  dividend  of 
850,000  was  paid  to  policyholdere,  and  in  1900  the  eompany 
deelared  another  dividend  of  $50,000  the  same  bemg  payable  to 
the  polieyhoklen  in  1910. 

DIRECTORS:  J.  F.  Schvalbadi.  Qeo.  Kllppel,  Jaeob  Beeker. 
Jaeob  Marten,  Andrew  Sehnaider. 


GERMAN  WASHINGTON  MUTUAL  FIRE  INSURANCE  COMPANY, 

Louisville,  Ky. 

President,  H.  A.  Brinkhaus:  Secretary,  G.  W.  Frank.    Organised,  1860. 


YlAX 

Cash 

Asaeis 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$104,780 
98.418 
9S.475 

$104,780 

1  98,418 

95.475 

$7,660 
5,195 
5,422 

$14,927 
10,740 
12.127 

$1,720 
1,258 
3,901 

$6,646 
6,794 
4,993 

$8,866 
8,047 
7,894 

$1,720 

1908 

1,258 

1907 

2,901 

A3SETS.  DECEMBER  31,  1909:  Mortgage 
ertate,  $99,625:  eash  m  offiee  and  bank,  $5,105; 
iMta.  $104,780.    No  Itabifitaea. 

FIRS  RISKS  IN  FORCE:  Deeember  81.  86,184,657. 


on  real 
total  admitted 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$180,891;  kMees  paid.  $64,861. 

MORTGAQE  LOANS:  There  are  201  loans  aggregating  899,625, 
on  proper^  valued  at  $299,375.  Loans  range  in  amount  from 
$25  to  $3,500  and  are  all  on  property  in  the  eltv  of  LouisvUlAi 
Oofflpaay  hoMs  $185,615  of  huursnee  on  the  buildingk 


GLEN  COVE  MUTUAL  INSURANCE  COMPANY,  Glen  Cove,  N.  Y. 

President,  Jsmes  H.  Ludlam;  Secretary,  James  W.  Townsend.    Organized,  1837. 


Ttia 


{Unearned 
Frenunms 


1909 
1998 
1997 


$146,884 
187.099 
121.677 


$24,601 


Net 

Surplus 


$122,288 


28.620        111.861 
22,8381        99,844 


Net 

Premiums 


$34,104 
85,912 
29,471 


Total 
Income 


$48,016 
45.121 
87,298 


Losses 
Paid 


$21,415 
10,765 
23,682 


Div- 
idends 


Ex- 


818,547 
15.089 
17.564 


Total  Ex- 
penditures 


$39,962 
25,854 
41,236 


Losses 
Incurred 


$19,167 
12,870 
23.682 
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GLEN  COVE  MUTUAL  INSURANCE  COMPANY,  Glen  Cove,  N.  Y.-^cfUmmd. 


Assets,  Dxceiibxx  81, 1909. 

Real  esUte  owned  (book  value,  $20,000) $27,000 

Mortgase  loans  on  real  estate 102,679 

United  States  Steel  sinking  fund  bonds,  1968,  6% 

(oar  value,  $6,000) 4,888 

Cash  in  office  and  bank 10,669 

Agents'  balances,  not  over  3  months  due. 601 

Interest  accrued 1,812 

Total  admitted  assets $146,834 


Lubhitibs,  Drcmro  81, 1909. 

Unearned  premiums 

Suifdus  over  all  liabilities. 


$24,601 
122.288 


Total  liabiUtics  and  surplus. $146,884 


RISKS  AND  PREMIUMS:  Fire  tUs  in  foree,  Deoember  81. 
$0,860,100:  pcemloms  thenoa,  $34,104. 

BUSINESS  SINCE  OROANIZATION:    Prenioms  zeostved. 
$1,007,644;  kMses  paid,  $626,768. 

REAL  ESTATE  OWNED:  Oooiisli  of  a  a^lory  brick  building 
on  Glen  st,  Glen  Oove,  and  frame  bone  shed. 


MORTGAGE  LOANS:  Tbmt  an  60  kMaB  taagbig  bom  t» 
to  $6,000  and  aoiegating  $102,679.  Thavareseeored  byBiook- 
lyiLGlen  Gov^Stt  (M  and  other  Long  I8^d  pra^^ 
to  be  worth  A61,760.  and  the  sompaay  hoUs  SHlfJOO  <if  tesiii^ 
anes  on  morCgagBd  buUdingiL  Tuan  was  but  948  of  tntanst 
past  dus  OD  Deoember  81,  last 


GLOBE  MUTUAL  FIRE  INSXJRANCE  COMPANY,  Huron,  S.  D. 

Preadoit,  H.  C.  Shobcr,  Secrrtarr,  W.  N.  Fanner.    Oiganited,  lt03. 


YlAS 

Cash 
AMets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 

Losses 
Paid 

Returned 
toPyh'n 

Ex- 
penaes 

Total  Ez- 
penditores 

Incmred 

1909 
1908 
1907 

$88,048 
40,669 
86,264 

'$26,646 

t$84,668 

8,780 

t28,916 

$68,868 
61,740 
46,981 

$68,134 
62.748 
48,086 

$88,206 
18.416 
11.728 

$28,769 
20,812 
19.180 

$66,890 
48,660 
86.686 

$26,026 
24.184 
16,873 

t  Including  reinsurance  reserve. 

ASSETS,  DECEMBER  81, 1909:  Mortgage  loans  on  real  estote. 
$10,700;  em  in  offiee  and  bank.  $18,276;  unoolleeted  premiums, 
$6,433;  mterest,  $200;  bOls  receivable,  $2,434;  totaT  $38,043. 
Liabilities:  Net  loaws  unpaid,  $2,250;  expenses  aoerued.  $1,125; 
total,  $3,376. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force,  December  31. 
$4,066,809;  pramhuns  thereon.  $72,069. 

MORTGAGE  LOANS:  These  aoragate  $10,700  and  aie  pro- 
tected by  improved  real  estate  Tamed  at  more  than  double  the 


amount  k)aned  theremi.  No  mterest  past  due  on  Deoember  31. 
hut.  Company  holds  ample  fire  msurance  on  the  mortgaeed 
buildings. 

MISCELLANEOUS:  This  company  was  orgsolaed  in  1903. 
mider  the  Mtle  of  the  Pnbliihen  Mutual  Insurance  Aaodatlon. 
Early  hi  1907  the  name  was  changed  to  the  present  title.  It 
writes  fire.  Uditnhig  and  tonado  taisonnse  In  North  and  Sootli 
Dakoto  and  MfauMSota. 


GRAIN  DEALERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Boston,  Mass. 

President,  Dean  K.  Wdister;  Secretary,  A.  Shirley  Ladd.    Organised,  1907. 


Ybax 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paki 

Returned 
to  Pyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

1909 
1908 
1907 

$80,660 
26.480 
18,892 

$16,462 
14,861 
12,489 

$21,824 

11,672 

6,208 

$88,479 
29,240 
24,618 

$86,806 
80.600 
26,281 

$10,600 

14,278 

2,606 

$4,480 
2.428 

$8,489 

6.727 
8,614 

$28,669 

28.488 

6,120 

$10,780 

14.278 

2,506 


Assns.  Decucbes  81,  1909. 

Bonds  owned  (market  value) $22,240 

Loans  on  Connecticut  Valley  6%  bonds,  Butte 

Coalitton  Super,  and  Pitts,  (market  value,$7,400)  6,000 

Cash  bi  office  and  bank 11,339 

Uncollected  premiums. 869 

Interest  accrued. 112 


Total  admitted  assets $39,660 


LiABiLiTixs,  Degzubbi  31. 1909. 

Net  losses  unpaid. 

Unearned  premiums 

Other  Uabuities 


$180 

10.462 

1,675 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders. 


$1S.226 
21.824 


Total  Uabilities  and  surplus $39,560 


Net  amount  of  premium  notes  or  members'  liability,  December  81,  $41,708. 


RISKS  AND  PREMIUMS:    Fiie  rkks  m  force,  December  31, 
$2,074,498;  ptemhuns  thereon,  $41,706. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
$87,338;  kMses  paid,  $27,386;  cash  dividends.  $6,906. 


BONDS  OWNED: 


FaD  River.  Masi... 

Meriden,  Cbnn 

Waltham,Maas.... 
Boston  ft  Albany.. 
Boston  ft  Maine. . . 
Boston  ftMafaie. .. 
Boston  ft  Northern 
LakeShoreft 


Southern. 


Par 

Market 

Value. 

Value. 

e,ooo 

$1,980 

2,000 

2,000 

1.000 

1,040 

2,000 

2,020 

2.000 

1,900 

1.000 

1,060 

8,000 

2.670 

2.000 

1.900 

BoRM  OwRm.— Cent. 


N.  z .,  N.  H.  ft  H.  R.R. , 
N.  Y.,  N.  H.  ft  H.  R.R.. 
West  End  St.  Ry... 
American  Tl.  ft  Tg. 


Go. 


Pfer 
Value. 

$2,000 
1.000 
2,000 
8,000 


lUiket 
Value. 

Sl,940 

050 

2j000 

2.790 


Totals  (book  value,  $22,190). 


$23,000        $22,240 


MIS(XLLAN£OUS:  This  company  was  bcorporated  under 
the  laws  of  Maanehusetts.  Februarv  27.  1907.  ft  Is  n  striotly 
mutual  company  and  taisures  the  ouslness  rides  of  the  gnim, 
whdesale  grocen  and  coal  trade  of  New  Endand.    I>Des  buHnesa 

direct  with  the  insured  on  plan  of  lumber  Mutual  Fire  of  Boatoo. 

M  • 
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GRAIN  DEALERS  NATIONAL  MUTUAL  FIRE  INSURANCE  COMPANY, 

Indianap>olis,  Ind. 

Pirerident,  H.  N.  Kniglit;  Seoetary,  C.  A.  McCotter.    OrvuiiMd,  1902. 


Yeas 

Cub 

A«ets 

Upcanicd 

NetCaah 
Surphis 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex. 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1900 
1908 

$138,029 
114,141 
120,730 

$73,070 
02,985 
58,413 

$57,309 
49.919 
02,194 

$158,100 
183,895 
127.001 

$103,378 
139,579 
138.888 

$79,479 
90,780 
72,266 

$00,020 
50,202 
40,137 

$140,099 
140,982 
118,403 

$84,579 
90,780 

1807 

08,208 

AssBTB,  Dbcbmbee  31, 1909. 

Mflf^pafe  losns  on  real  estate 

Municipal  bonds  (par  Talue) 

Caab  m  banks. 

Ageataf  habnrfs,  not  ortx  8  months  due. 


$54,700 

50,000 

27.903 

3,009 

1,097 


Total  admitted 


ts $138,029 


LiABiuTiBS,  DEcnom  31, 1909. 

Net  losses  unpaid 

Unearned  premiums , 

Taxes  accnted 


$5,100 

73,070 

1,890 


Total  liabilities,  except  surphis. 
Surplus  as  to  policyholders. 


$80,000 
57,309 


Total  liabiUties  and  suiplut $138,029 


USKB  AND  FREMIUIIS:    Fire  risks  In  fores.  Deeember  31, 
$10,774,127;  prasuona  tiienon,  $147,310. 

MOSTQAOS  LOANS:    These  agpcgate  $54,700,  all  fiiat  lisBS 
nal  estate  k  IndJana  worth  three  times  the  amount 


TERRITORT  COVERED:    The  eompany  opentss  in  lU. 
lad..  llinB..  Ma.  0.  aad  8.  D. 


GRAIN  SHIPPERS  MUTUAL  FIRE  INSURANCE  ASSOCIATION, 

Ida  Grove,  la. 

PreaUent.  W.  E.  Jdmston;  Secretary.  F.  D.  Babcock.    Organised.  1897. 


V           Cash 

Uneaned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'ri 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1999 
19(» 
1907 

$44,817 
37JS05 
50.197 

$26,833 
14,492 

$14,004 

15.002 

t45,402 

$103,330 

94,782 

100,285 

$104,389 

95,581 

100,706 

$49,590 
53,793 
40,227 

$15,255 
10,708 

$34,492 
34,888 
84,900 

$99,337 
99,449 
75,138 

$50,305 
00,918 
40.227 

T  sfoajmm  mcunies  remsurance  reserve* 

AssKTS,  DECEKsn  31,  1909. 

Real  estate  owned  (book  valne) 

Mongage  loans  on  real  estate 

Bills  reccmUe. 

Pieuiimus  in  course  d  collection 

Cash  in  office  and  bank 


liapa,  aopplies,  etc. 


$7,115 

20,200 

828 

533 

0,794 

7.250 

342 

800 

949 


Total  admitted  assets. 


$44,817 


LxABXLrriES,  Dxcembsx  31,  1909. 

Net  losses  unpaid  (including  $2,800  resisted). . . 

Unearned  premiums 

Dividends  uncalled  fOT 


$4,700 

25,833 

280 


Total  liabilities  except  surplus. 
Surplus  as  to  policyholders. 


$30,813 
14,004 


Total  liabilities  and  surplus. 


$44,817 


FIRE  RISES  IN  FORCE,  Deeember  31,  $8,022,900. 
LOSSES  PAID  SINCE  OBOANIZATION:    $512,504; 


eash 


SEAL  ESTATE  OWNED:  Oonsists  of  eompaay*s  hosBe  ofBee 
-^^       — ' "^ — -*-  2-stoi7  pressed  briw  strueture. 


MORTGAGE  LOANS:  These  aggreaate  $20,200,  protected 
by  property  valued  at  mors  than  doune  the  amount  loaned 
thereon. 

MISCELLANEOUS:  Cbmpany  transacts  a  surplus  line  bustnesi 
outside  of  Iowa,  through  R.  Q.  Johns,  Los  Annies,  OaL;  H.  C. 
Klrkpatriek,  San  Fraaciseo.  Gal.:  a  E.  Rkuc  New  York  Cltjr. 


GRANITE  MUTUAL  INSURANCE  COMPANY,  Barre,  Vt. 

Frank  G.  Rowland;  Secretary,  Rufos  G.  Robmson.    Organized,  1907. 


YZAK 

Cash 
A«eti 

UiBearned 

Net  Cash 
Surplus 

Cash 

Total 
Iiux>me 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$17,307 
14.857 

ni5,718 
•10,284 
•12,470 

$4,698 
7,446 
2,306 

$14,080 
8,054 
2,900 

$10,407 

2,122 

946 

$6,043 

2,698 

800 

$16,450 
4,820 
1.746 

$0,213 

1906 

tl.lM 

3,007 

1907 

12,470. . . .  .v::t: 

94$ 

• 

lBdi«ica$1 

10,000  gnan 

inty  fund. 

ASSETS.  DECEMBER  31,  1909:  CoOateral  loaas,  $10,000; 
esih.  Uak  agcatf  baknees,  $756;  other  sasets,  $6,002;  total, 
$17J07.  iiafaiBtim:  Due  bank,  $1,00Q-  other liabiiities,  $589; 
tst«l.$U89. 


Net  amount  of  premium  notes  or  members'  liability,  December 
31,  $322,174. 
HRE  RISKS  IN  FORCE,  Deeember  31.  $2,604,731. 
LOSSES  PAID  SINCE  ORGANIZATION:    $18,403. 
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GRAPHIC  ARTS  MUTUAL  FIRE  INSURANCE  COMPANY,  PhUadelphia,  Pa. 

President,  E.  Lawrence  Fell;  Secretary,  Alfred  J.  Ferris.    Organized,  1907. 


Yeak 

Cash 
Anets 

Unearned 
Premiums 

Net  Cash 
Stirplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

pcnses 

Total  Ex- 
penditures 

LOSKS 

Incurred 

1909 
1908 

$11,230 
7,826 

■""•4,841 

$11,116 
2,732 

$4,600 
4,483 

$4,916 
6,334 

$65! 
941 

$1,786 
181 

$1,118 
982 

$8,567 
1,964 

$653 
941 

*  Guaranty  deposits  of  members. 


ASSETS,  DECEMBER  31,  1909:  Buff,  ft  Susq.,  gold  4's, 
Leh.  NaT.  Fd.  k  Imp.  4's  (market  value),  $6JM0;  cash  in  oflBoe 
and  bank,  $4,783;  premiums  due,  $778;  bills  receivable,  $120; 
total,  $11,230.    liabilities:    Reiosuranoe  premiums  due,  $115. 

RISKS  AND  PREHniMS:  Fire  risks  In  force,  December  31, 
$607,701;  premiums  thereon,  $6,660. 


BUSINESS  SINGE  ORGANIZATION:  Premiums  reeetved, 
$14,020;  losses  paid,  $2,231:  cash  dividends.  $1,978. 

lOSCELLANEOnS:  This  company  was  bconncated  In  May, 
1907,  and  confines  itself  to  insurance  of  printing,  bookbfaidlns 
and  kindred  risks. 


GREENE  COUNTY  MUTUAL  FIRE  INSURANCE  CO.,  OF  GREENE  COUNTY, 

Greenville,  N.  Y. 

President,  Richard  Earl;  Secretary,  James  Stevens.    Organized,  1893. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1009 

$29,576 
•27,844 

$26,304 
27,844 

$21,116 
23,201 

$22,277 
23,201 

$11,222 
16,940 

$8,m 

7,660 

$19,889 

1908 

24,600 

$16,940 

*  Assets  consist  of  mcmey  in  treasury. 


GROCERS  CASH  DEPOSIT  MUTUAL  FIRE  INSURANCE  COMPANY, 

Huntington,  Pa. 

President,  T.  Frank  Bayer;  Secretary.  G.  E.  Simpson.    Organized,  1906. 


Year 


1909 
1908 
1907 


Cash 
Assets 


$16,220 

11,301 

9,682 


Unearned 
Premiums 


Net  Cash 
Surplus 


$14,967 

11,292 

9,682 


Cash 
Premiums 


$17,766 

12,679 

9,470 


Total 
Income 


$19,741 

13,816 

9,760 


Losses 
Paid 


$4,399 
6,222 
1,797 


Returned 
to  Fyh'rs 


$6,420 

2,644 

269 


Ex- 


$3,914 
8,793 
3,723 


Total  Ex- 
penditures 


$14,733 

12,669 

6,789 


$4,399 
6,231 
1.797 


ASSETS.  DECEMBER  31. 1900:  Tidewater  Co.,  0%  notes  (par 
value,  $2,000);  FemuylTania  R.R.,  3i%,  ev..  1916  (par  value, 
$4,000);  FhlladelE^  Co.,  ev.  and  ool.  tr.,  5%  (par  valueJ3,000) 
(market  value),  $8,845;  cash  in  office  and  bank,  $6,628;  pre- 
miums due.  $306;  mterest  accrued,  $34;  other  assets,  $607; 
total.  $16,220.    IdabOities:    Prepaid  by  policyholders.  $263. 


RISKS  AND  PREHIUKS:    Fire  risks  m  force,  December  31* 
$1,000,966;   premiums  thereon,  $14,702. 
LOSSES  PAID  SINCE  ORGANIZATION:    $16,445. 

MISCELLANEOUS:    This  company  writes  a  turploi    Un« 
businesB  outmde  of  Fennsylvaaia. 


HAMPSfflRE  MXJTUAL  FIRE  INSURANCE  COMPANY,  Northampton,  Mass. 

President,  CSuis.  N.  dark;  Secretary,  Oliver  Walker.    Organized,  1830. 


Year 

CsKh 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Proniums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$66,62e 
64.08f 
58,661 

$31,621 
31,368 
30.334 

$38,100 
32,227 
27.090 

$17,386 
18,169 
16,174 

$20,320 
20,086 
18,728 

$6,399 
6,444 
9,186 

$7,096 
7,269 
6,074 

$5,135 
4.875 
4,604 

$18,630 
17.578 
19,864 

$7,649 

4.517 

10.113 

Assets,  Decembxs  31, 1909. 

Mortgage  loans  on  real  estate $18,100 

Bonds  and  stocks  owned  (market  value) 41,849 

Cash  in  office  and  bank 6,322 

Premiums  due 736 

Interest  accrued. 683 

Other  assets 37 


Total  admitted  assets. 


$66,626 


Liabh-itibs,  Dzcembbr  81,  1909. 

Net  losses  unpaid. 

Unearned  premiums 

Other  liabSitics 


$1,250 

31.521 

7&5 


Total  liabilities,  except  surplus $3S.526 

Surplus  as  to  policynolders. 3S,100 

Totalliabilities  and  surplus. $60,026 


RISES  AND  PREMIUMS:  Flra  risks  in  foree,  Deeember  31, 
$3,994,177:  premiums  thereon,  $61,397. 
LOSSES  PAID  SINCE  ORGANIZATION:  $366330. 

MORTQAQE  LOANS:  Theze  are  6  bans  aggiegaUng  $18,100 
protected  by  improved  real  estate  valued  at  more  than  double 
the  amount  loaned  thereon.  There  was  no  taiterest  past  due 
on  December  31,  last  The  company  holds  $22,400  of  insunaoe 
on  the  buildings. 

BONDS  AND  STOCKS  OWNED:  Market 

Bonds.  Value. 

N.  Y.,  N.  H.  A  H.,  cv.  d $4,020 

Northern  Fkcifio  (Qt  Northern  Bd.) 5,820 

Unkm  Pscifio  (Oregon  Short  Line) 1.900 

West  End  St.  Ry 1,000 


BOMSS  AMD  StOCD  Owi(ID.--Coilt. 

American  Tl.  k  Tg.  Oo.,  n 

United  SUtes  Envelope  Co. 

United  Stotes  Steel  Cbrpn 

Massachusetto  Qas  Co 

American  Tel.,  col.  tr 

Connecticut  River  R.R.  Co. 

Pennsylvania  R.R.  Co 

Northampton  Nat  Bk. 

United  SUtes  Steel,  p 


Value. 

92.000 

1,000 

2.100 

080 

930 

17.130 

1.713 

2.000 

1.2S0 


Totals.. 
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HARBOR  CREEK  MUTUAL  FIRE  INSURANCE  COMPANY,  Erie,  Pa. 

Flcddent,  R.  H.  ArbucUe;  Seoctur,  S.  H.  Willis.    Orfudied,  18S7. 


7?AI 

Cash 
AaaetB 

Unearned 
Pmnhmu 

Net  Cash 
Surpliu 

Cash 

Total 
Income 

Losses 
Paid 

Returaed 
to  P Ww 

Ex- 
penses 

Total  £z- 
penditaies 

Losses 
Incurred 

INQ 

145.763 

$38,679 
36,376 
85.849 

$27,776 
23,692 
82.638 

$28,020 
23,971 
82,688 

$27,751 
19.796 
18,974 

$3,969 
6.968 
6.449 

$31,710 
26.787 
24.429 

$29,632 

1906          41.769 

$28 
6 

24.178 

1907 

36.349 

14.992 

ASSETS,  DECEMBER  31.  1909:  Cbah  in  office  and  bank, 
n,lH;  pnanhims  doe,  $412;  ■iisiiMinints  in  ootine  of  eoUeetioD, 
W2I;  other  aaets.  9900;  total.  $46,763.  Liabitities:  Net 
km  upsid.  $7,174. 

Net  sBiogBt  of  premiinn  notes  or  membenT  liabflity,  Deeember 
31.  l60fi,4U. 


FIRE  RISKS  IN  FORCE.  Deeember  31,  $10,813,362. 

BDSINESS  SINCE  ORGANIZATION:    Premimns  leeeived, 
$641,229;   losses  paid.  $482^39. 


HARDWARE  DEALERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Berlin,  Wis. 

President.  O.  P.  Schlafer;  Secretary,  C.  A.  Peck.    Organized,  1904. 


YcAi 

Cash 
Aasets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

I90t 

$63,895 
43.826 

$47,296 
42.026 
26.366 

$68,236 
60,178 
28,086 

$70,767 
61,177 
28,276 

$26,382 

16.739 

7.439 

$24,466 

15.692 

7,790 

$6,491 
4.842 
8.644 

18,873 

$27,766 

IIOS 

16.739 

1907 

27.866 

7;439 

AaBETS.  DECEMBER  81,  1900:  MortgaeB  Kmuis  on  nal 
■tite.  $45,481;  eash  in  offiee  and  bank.  $6,410:  inteitsi.  $li24; 
ote  assets.  $1,780;  total  admitted  sssets,  $63,805.  liabilitiee: 
^  \ma  uBpud.  $5,100;  other  liahilitie8r$1.600;  total  liabilities, 

USES  AND  FREMIUIIS:  FSre  risks  in  foree.  Deeember  81. 
IU19,S42;  premiuBM  thereon,  $68,286. 


LOSSES  PAID  SINCE  ORGANIZATION:  $63,621;  eash 
dividends,  $63,675. 

MORTQAOE  LOANS:  Then  aie  9  bans  aoncatfaff  $46,481. 
pioteeted  by  real  estate  hi  Rock  Co.;  mostly  utnn  lands,  ralaed 
at$200,000.    There  was  no  hitercft  past  doe  on  Deeember  31,  Isst. 


HARDWARE  MUTUAL  FIRE  ASSOCIATION  OF  PENNSYLVANIA, 

Huntingdon,   Pa. 

President.  C  H.  Miller;  Secretary.  W.  P.  Lewis.    Organised.  1902. 

Losses 
Incurred 


'-^,  ^ 

Unearned 
Premiuins 

Net  Cash 
Surplus 

Cash 
Premhuns 

Totd 
Income 

Losses 
Paid 

Returned 
to  P'yh^rs 

Ex- 
penses 

Total  Ex- 
penditures 

1999      t$45.648 

t$46,648 
t2S.176 
124.663 

$27,198 
22,469 
21,229 

$29,270 
23,696 
21.900 

$4,166 

16,238 

6,793 

$8,139 
6,742 
8.162 

$12,295 
20,980 
13.637 

l»7i      126,406 

■"   ■$4;682 

$4,166 

16,380 

6,793 


tlndudes  caaxanty  fund. 

ASSETS.  DECEMBER  31,  1009:  Bonds  and  stodcs  owned 
rasfcet  valne),  $40,162;  eash  in  offiee  and  bank.  $4^12;  aaento' 
wnees.  aot  orer  8  months  du^  $1,274;  total  admitted  assets. 
«S^fi48.   No  fiabSitiea. 

FI1£  RISES  IN  FORCE,  Deeember  31,  $2,280^12. 

..BUSINESS  SINCE  ORGANIZATION:    Ftamhnns  reeetred. 
tUg.«2;  lomes  paid,  $48,443. 


BONDS  AND  STOCKS  OWNED: 

Atlanta  ft  Binnmgham  R.R.  bs 

Ghioaco.  Roek  Island  ft  Fteifie  R.R.. . 

New  York  Oentral  Lines,  eq. , 

PtoTident  Securities,  1917 

Union  Paci6c  Ry 

New  York  Telephone  Go 

Chicago,  Rock  Islaad  ft  Pseifie  R.R. . . , 

Southern  Fteific  R.R. 

Buffalo  ft  Susquehanna  RR. 


F^ 

ICarket 

Value. 

Value. 

$6,000 

$6,000 

1.000 

910 

6,000 

6,816 

4.000 

4.200 

6,000 

4,888 

6,000 

4,920 

6.000 

4.948 

6,000 

4.917 

5,000 

4,664 

Totals.. 


$41,000       $40,162 


HARMONIA  MUTUAL  FIRE  INSURANCE  COMPANY,     Buflfalo,  N.  Y. 

President,  John  H.  Knepper;  Secretary,  John  G.  Klein.    Organized,  1877. 


YtMM'     Cash        Unearned 
Assets      PreminiBS 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

Iffii    «M.017t       $10,846 
^908        168JS79         10,886 

$164,941 
147.928 
141,324 

$10,446 

9.784 

11,601 

$17,612 
16,477 
17.464 

$4,396 
6.707 
3,324 

$5,799 
6.647 
4.786 

$10,194 

11,864 

8,109 

$4,395 
6.672 

^Wl        152.6881         11.063 

3.626 

Assets,  Decehbks  31, 1909. 

^forilage  loans  on  real  estate 

Cash  in  office  and  bank , 

isteiest  accnicd. 


Total  admitted  assets. 


$107,516 

67,378 

1.024 


$106,917 


I^ABILITIZS,  DXCEMBEl  31,  1909. 

Net  losses  unpaid  (resisted) , 

Unearned  premiums , 


$180 
10,846 


Total  liabilities,  except  surplus $10,976 

Suiidus  over  all  liabilities. 164,941 

Total  liabmties  and  surplus $165,917 


^IB  AND  FREMnmS:  firaiisks  hi  foree,  Deeember  81. 
•MVr^O^pRBfBDH  fberaoo,  $18,269. 

BpaSEST  SINCE  ORGANIZATION: 
t»UlS;  bsHS  paid.  $104301. 


Premiums  leeeiyed, 


MORTGAGE  LOANS:  There  are  66  loaos  aggregaUng  $107,616 
on  properties  wortii  $284,965.  on  whidi  the  oompany  holds  $181.- 
450  of  Insunnee.  The  loans  range  in  amount  from  $150  to  $4,700 
and  all  are  upon  local  real  estate. 
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HARTFORD  COUNTY  MUTUAL  INSURANCE  COMPANY    Hartford,  Conn. 

President,  R.  H.  Ensign;  Secretary,  Wm.  A.  Erving.    Organiaed,  1831. 


Yeab 

1909 
1908 
1907 


Cash 


11,172,666 
1.102,600 
1,002,429 


Unearned 
Premiums 


1100,187 
101,062 
101,458 


Net  Cash 
Surplus 


Cash 
Premiums 


•1922,279 
*876,538 
•800,471 


$67,389 
68,835 
68.278 


Total 
Income 


$117,216 
114,971 
114,262 


Paid 


$28,870 
87,629 
27.928 


Returned 
to  Fyh'rs 


Ex- 


$33,764 
37.790 
37,400 


Total  Ex- 
penditures 


$62,684 
75.419 
65,323 


$2S,070 
33,129 
27.906 


*  Excluding  $100,000  reserve  for  aU  condngenctes  in  1007,  $125,000  in  1908,  and  $150,000  in  1909. 


Assets,  Deceicber  31,  1900. 

Bonds  and  stocks  owned  (market  value) $1,145,142 

Cash  in  office  and  bank 20,625 

Agents'  balances 899 


Total  admitted  assets $1,172,666 


LiABiuTiES,  December  31, 1909. 

Net  losses  unpaid. 

Unearned  premiums 

Contingent  fund 


Total  liabilities,  exc^t  surplus. 
Surplus  as  to  policyholders 


$200 
100,187 
150.000 

$250,387 
922,279 


Total  liabilities  and  surplus. $1,172,660 


RISKS  AND  PREMIUMS:    Fire  rvks  m  foree.  December  31, 
$27,917,184;   premiums  thereon,  $199,998. 

BUSINESS  SINCE  OROANIZATION:    Premiums  reeetred. 
$2,328,149;  losBes  paid.  $1,286,857. 

BONDS  AND  STOCKS  OWNED:  Market 

BoRw.  Value. 

New  Haven,  Middletown  and  Fbrtland  Town $57,550 

Baltimore  A  Ohto  R.  R..  1  m.,  1948. 23.500 

Boston  ft  Albany  RR..r,  1962 8,400 

B.  ftM.R.  R.,deb.,1920 25.000 

Central  R.R.  of  N.  J..  1987 11300 

C,  B.  ft  Q.  R.  R..  III.  Dfv..  1940 24,900 

Chi.  ft  Erie  R.  R..  1  m..  Int  gr.  by  N.  Y.,  L  E  ft  W.  R. 

R..  1982 32.400 

Ch    Je.  Ry.  ft  Unton  StL  Yard.  1915 9.700 

Chi..  R.  I.  ft  Pac.  R.  R..  eol.  tr.,  1916-18 34,000 

Chicago  ft  Western  Indiana  R.  R..  1932 40.200 

aev^d  EL  Ry..  1913 18.000 

Delaware  ft  Hudson  Canal  Co..l917-22 24.800 

Hartford  St  Ry..l930 24,250 

Lake  Shore  ft  Mich.  So.  Ry.,  deb..  1931 67.500 

Louisv.  ft  Naabv.  R.  R..  N.  0.  ft  M.  Div..  1930 25.000 

Morrif  ft  Essex  R.  R..  stk..  gr.  by  D.Lft  W.  R.  R.,  1914-15  30.460 

New  England  R.  R..1945 16.650 

N.  Y..  ^H.  ft  H.  R.  R..  ev.  d.  cfcf..  1956-48.  3i-6% 84..^40 

No.  Pae.  ft  Gt  Northern  R.-R..1921 45.000 

Western  Maryland  R.  R..1952 16.000 


Boims  AND  Stocks  Owned.— Cm(. 

Bonos.— C'ofU.  Vidue. 

Winona  ft  St  Peter  R.  R.,  gr.  by  C.  ft  No.  W.  R.  R.  1916.  $10,800 

So.  Se.  DIs..  Hartford.  1931 17,200 

Swift  ft  Co..  m.,  1914 23.750 

Stocks 

ChL.  Gt  Western  Ry.,  p.  tr.,etf 10.140 

Louisville  ft  Nashville  R.  R 1S.00O 

N.  Y..N.H.ftH.R,R 152.640 

Pa.  R.  R. ^.750 

P.  ft  B.  V.  R.  R..  stk..  gr.  by  a  R.  L  ft  P.  R.  R 36.000 

P..  Ft  W.  ft  C.  R.  R..  stk,  gr.  byP.  R.  R. 33.600 

R.  ft  S  R.  R.,  stk..  gr.  by  D.  ft  H.  C.  Co 38,000 

U.,  C.  ft  S.  V.  R.R.,  gr.  by  D.,L.ft  W.R.R* 7.200 

iEtna  Nat  Bk.,  Hartford 1,680 

American  Nat  Bk^  Hartford 5.040 

Charter  Oak  Nat  Bk.,  Hartford MO 

Hartford  Nat  Bk..  Hartford. 13,500 

Nat  Exchange  BL,  Hartford O.OOO 

Phoenix  Nat  Bk..  Hartford 2,062 

Hartford  Steam  Boiler  Insp.  ft  Ins.  Co 47.000 

New  York  Dock  Co..  p.  stk..  1051 8300 

Nwn  Teg.  Co.,  gr.  by  Western  Union 10,000 

Totals $1,145,142 


HERMAN  FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Herman,  Wis, 

President,  John  M.  Schott;  Secretary,  H.  F.  Ringle.    Organized,  1857. 


Ykak 


1909 
1908 
1907 


Cash 
Assets 


$78,708 
75,597 
68,537 


Unearned 
Premiums 


$41,753 
41,797 
39,811 


Net  Cash 
Surplus 


$36,930 
32,888 
28,126 


Cash 
Premiums 


$25,174 
26,418 
23,214 


Total 
Income 


$27,924 
29,098 
25,981 


Paid 


$17,937 
15,163 
15,695 


Returned 
to  P'yh'rs 


Ex- 
peoses 


$6,969 
7,066 
6,698 


Total  Ex- 
penditures 


Incurred 


$24,906 

22,229        S16,676 
22.2931  15.081 


ASSETS.  DECEMBER  31. 1909:  Mortfrnge  bans  on  real  estote. 
$67,750;  collateral  loans,  $4,400;  cash.  $177;  premiums  m  course 
of  collection.  $3,598;  inteiest,  $2,783;  total.  $78,708.  Liabilities, 
unpaid  loens,  $125;  unearned  premiums,  $41,753. 


Premium  notes  or  memben  liability.  Deoember  31,  IIMIO.  S134 
509. 

MORTQAGE  LOANS:    These  loans  aggiegate  $67,760  oq  f, 
property  valued  at  nearly  Uiree  tunes  the  amount  k)aiied. 


YEAa 


1909 
1908 
1907 


HIBERNIAN  MUTUAL  INSURANCE  COMPANY,  Charleston,  S.  C 

President,  E.  F.  Sweegan;  Secretary,  M.  F.  Kennedy.    Organised.  1885. 


Cash 
Assets 


$38,750 
40,800 
41,072 


Unearned 
Premiums 


$24,384 
24,679 
24,657 


Net  Cash 
Surplus 


$14,367 
16,121 
16.415 


Cash 
Premiums 


$2,404 
2,726 
4.380 


Total 
Income 


Losses 
Paid 


Returned 
to  P'yh'rs 


Ex- 


$4,071  $3,307 $3,555         $6,862  $9,307 

4,303  1,007 3,592  4,599  1  St 

5,937  1.907 3,422  5.829 1^7 

RISKS  AND  PREMIUMS:    Fire  rkks  m  forae.  Deeember  sT 
$1,523,050;   premiums  thccron,  $27,093.  * 


Total  Ex- 
penditures 


locnrred 


ASSETS,  DECEMBER  31, 1909:  South  Carolina  bonds  owned 
(market  value).  $22,880;  cash  in  office  and  bank.  $12,404;  ua- 
eoUected  assessments.  $3,466;  total.  $38,750.  liabilities:  De- 
posit premiiuns,  $24,384. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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HINGHAM  MUTUAL  FIRE  INSURANCE  COMPANY,  Hingham,  Mass. 

PiesideDt,  Frauds  H.  T.ificnln,  Secretary,  Hennr  W.  Cushing;  Treasurer,  Edward  W.  Thayer.    Organixed,il820. 


Ykas 

Cash 
Aflsets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$282,008 
288,297 
323.806 

$178,209 
206,529 
221,008 

$101,080 
80,990 
97.882 

$71,280 

84.702 

118,881 

$107,121 

98,419 

128,704 

$81,170 
08.C96 
88.850 

$82,487 
48,804 
59.281 

$27,994 
29.045 
81,049 

$91,057 
140,005 
129,180 

$81,818 
07,011 
87.682 

Assets,  Ditrnfmnt  81,  1909. 

Real  estate  owned  (book  value) 

Morteage  Ioolbs  on  real  estate 

BoooB  and  stodks  owned  (market  Tahie) 

Ca^  in  office  and  bank 

Agmts'  bahinrfs,  not  over  3  months  due. 

iBlCRst  and  rents  accrued 


$7,600 

25.200 

281,588 

12,204 

2,540 

2,970 


Total  admitted  assets. 


$282,008 


LlABIUTIBS, 

Net  losses  unpaid. 

Unearned  proniums 

Other  liabilities 


December  31,  1909 


$737 

178,209 

1,382 


Total  liabilities,  except  surplus.. 
Surplus  to  policyholders 


$180,328 
101,080 


Total  lUbiUties  and  surplus $282,008 


Net  amount  or  pcemimn  notes  or  members'  liability.  December  31,  $880,240. 


RISKS  AND  FREmUMS:  Fire  riika  in  force,  December  31, 
1909,  $26^828,942;  premiums  thereon.  $385,034. 

BUSINESS  SmCE  ORGANIZATION:    Premiums  raodved, 
81,488.419;  kisM  paid,  $U40,789;  cash  dividends.  $1,960,882. 

REAL  ESTATE:  (Tomprlses  company's  home  office  buUdtag 
at  Hiagham,  Mass..  sad  land  in  Anburadale  earned  at  book  Tslue. 


MORTGAGE  LOANS:  There  an  7  bans  aggrenting.  $25,200. 
and  protected  by  Improved  real  estate,  valued  at  m075.  Insure 
ance  to  the  amount  of  $80,400  is  carried  on  the  mortgaged  build* 
ings.    No  interest  past  due  on  December  31.  Isst 


HOLYOKE  MUTUAL  FIRE  INSURANCE  COMPANY,  Salem,  Mass. 

Presdent,  Chas.  H.  Price;  Secretary,  L.  O.  Johnson;  Treasurer  and  Sdanager,  W.  L.  Harris.    Organized,  1843. 


Yfai 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Prenuums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$1,001,227 

099,642 

1.012.091 

$814,173 
824,000 
820.420 

t$001.013 
1618.242 
:  070,983 

$170,436 
184.790 
187,713 

$224,119 
285,674 
280,923 

$58,303 

109.045 

89,920 

t  $78,784 
t82,808 
+76,872 

$09,775 
00.369 
04,078 

$206,922 
318,217 
181,470 

$54,677 

172,838 

39.474 

I  Indndes  $100,000  guaranty  capital,    t  Includes 

Assets,  Decbmbes  81,  1909. 

Real  estate  owned  (book  vahie,  $47,000) 

Mortgage  loons  on  real  estate 

BomS  and  stodcs  owned  (market  value. 

Cash  in  offiee  and  bank 

Agents'  ^a^T*1^Tf,  not  over  3  months  due. 

huerest  and  rents  accrued 

Other 


$7,000  dividend  to  guaranty  capital. 

LlABILZTIZS,  Decembbr  31,  1909. 

Net  losses  unpaid 

Unearned  pronitmis 

Dividends  due  policyholders 

Salaries,  commissions,  etc 

Return  and  reinsunmce  [nremiums 


$50,000 
24.000 

877,907 

13,742 

23,489 

11,098 

270 


Total  admitted  assets. 


$1,001,107 


$8,553 

314,173 

10,861 

5,566 

941 


Total  liabilities,  except  guaranty  capital  and 

surplus $340,094 

Guaranty  capital  paid  up 100,000 

Surplus  over  all  liabih'ties 561,018 


Total  liabilities,  guaranty  capital  and  surplus.  $1,001,107 


RISKS  AND  FREMITJMS:  Flie  ilda  hi  force,  December  31, 
SI3J81.758;   premiums  thereon,  $030,207. 

REAL  ESTATE  OWSED:  The  book  value  of  the  real  estate 
••Bed  li  $l7.00a 

KORTQAGE  LOANS:  There  are  bans  amounUng  to  $24,000 
«  pnperi/  valued  at  more  than  double  the  amount  loaned.  The 
•Qapanj  holds  ample  insurance  on  the  property.  No  biterest 
pist  due  on  December  81,  last 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Boms.  Value.         Value. 

Bdaont,  MaasL,  1930;  3}% $6,000  $4,060 

Bevecty,  MaasL.  1911,  31-ie  4%. 19.000  19,860 

Boelfla,  Mass.,  1928. 3|% 5,000  4350 

CiBfaddgB.  Maas^  1924,  4% 6.000  5.150 

OihBirfiia,  O.,  1910, 5% 10.000  10.100 

EaKx  Gb,  Maa.,  1908.  12.  13.  14.  4%, 

4i%j8% 25.000  25,200 

Eraosvilk,  I»i-.1913, 44% 6,000  0,000 

EverettTMaM.,  1923.  ^  4% 10,214  10.366 

FiBmtBj^mrMMS..  IW.  26.  29.  4%. . .  10,000  10,300 

Josey  Q^Tn.  J^  1916,  22.  5% 8.000  8.630 

Uvreace,  MsML,  1923,  4% 5,000  5.050 

IiiveQ,Ms8B..1913.4i% 0.600  0.732 

Han.  State.  1930. 3^0 5,000  4^50 

Lroa,  MsM.,  191S,  4C 8,000  8,080 

Oiaase,  N.  J.,  1930, 5% 10,000  10.900 

Pfewtodet.  R.  L.  1923.  44,  i%. 15.000  15.200 

Pfcabody.  Mas^  1923.  24. 4% 10,000  10.000 

(^ihicy.  Mass..  1911,3.05% 10,000  10.000 

SakD.lfasB.,1911-28.3i%.4%. 11,000  10.080 

St  Paul.  Mfam^  1913. 17. 18.  ii  5%. . . .  26.000  20.000 


Bonds  and  Stocks  Ownxd.— C<wtf.  Par 

Bonds.— CofU.  Value. 

Taunton.  Mass..  1915,  4%. $3,000 

Waltham.  Mass..  1913.  4% 2,000 

Waterbury.  Oonn.,  1915-16.  4% 10.000 

Watertown,  Mass..  1912.  4% 4.000 

Wayne  Co..  Mich.,  1910,  4% 10.000 

Weymouth.  Mass.,  1925.  4% 5,000 

Woonsocket  R-  L.  1923.  27,  4,  44% 10.000 

Atch..  Top.  A  S.  Fe..  1995,  4% 14,000 

Baltimore  A  Ohio.  1925.  48.  3|.  4% 12,000 

Boston  A  LoweU.  1918.  4% 5.000 

Boston  A  Maine.  1920.4% 15,000 

Boston  A  Providence.  1918.  4% 9.000 

Canada  Southern.  1906.  5% 5,000 

Central  New  Jersey,  1087.  5% 7.000 

Central  Pacific.  1929.  49.  ^,  4% 3,500 

Central  Vermont  1920.  4% 2,000 

C  B.  A  Q..  1913,  5% 10,000 

C.  B  A  (1.  Neb.  Ex.,  1927,  4% 5,000 

C,  B  .A  Q.,  lU.  Div..  1949.3i% -. . .  5,000 

Chic  A  West  Ind..  1932,  6% 8,000 

Gin..  Ham.  A  Dayton,  1942.  5% 10.000 

aeveland  Electric.  1913.  5% 2.000 

aev..  Lor.  A  Wheeling.  1933,  5% 15.000 

D.  AH.  Canal.  1917.7% 5.000 

Erie  A  Pitts..  1940. 3J% 5,000 

Erie,  Pa.,  col.,  1951,  4% 6,000 

Fltchburg,  1916,  4% 10.000 

Hotiaatonic,  1737.6% 10.000 

111.  Cent.  Cairo  BIdg..  1950,  4% 3,000 

111.  Cent.  Purch.  Lines.  I952,3i% 5,000 


Market 

Value. 

$3,060 
2,000 

10,000 
4.000 

10.000 
5.050 

10.300 

13.700 

11.250 
5.000 

14350 
9.000 
5.200 
8.750 
3,355 
1,720 

10,200 
5.000 
4,500 
8,880 

10,700 
1,940 

10,950 
0.000 
4,700 
4.300 

10.000 

11,700 
3,000 
4.450 


REPORTS   OF   FIRE  INSURANCE   COMPANIES. 


Da.— Cntf. 
TUn,  Cv,.  Fi,  S.  i  M=inpik,  loa,  i%  . 

like  8bon  A  UiEh.  So.,  182a  *% 

LehlKh  VjJIdj,  1933,  8% 

■oTciBt.  ft  Gar.  A  K  A.,  1933,  4%. . . . 

NinuiDHtt  PlH,  IIIB,  t% 

New  &S"<I.  !•«,*% 

Now  HiTCD  A  Dutn,  igiS.  E% 

W- T.  a  4  a  R.,  WW,  81% 

Y.  C.  H.  R..  Hfch.  Cmt..  IMS,  3)% 
T.  a  &  H.  IL,  UlwSbon!,  1MS.3)% 
Y.,  H.  A  B.  H.  R.  i  F.  C.  IBM,  4% 
Y.,  N,  H.  k  R.,  IMH.  SE,  H.  3t,  4,  e7c 
Y.  OiLAW.,  INZ.1%. 

—  P«o.,  Gt  No.  a  B.  4  Q..  1921,  t% 

Noithmtcm  UnlDa,  1917.  /i^, 

Munmih  4  Worwetor.  1927,  4^^; 

OldCkilaDT.  1924,  Z£,  4?;.. 

OretDfl  Short  lice.  1929.  t^r, 


.  HRE   INSURANCE   COMPANY,  S«lem,  Mass, 

Boms  un>  Srocn  Ovjced'— CnL 

Borne.— C«ni. 

aiakio  W.  W.  Co.,  1939,  S%^.. 


FmU  4  NorttinMtni,  IB 


41,41%    . 

.  1930,  i% 


1  FuiGc,  I94T,  4%. 
End  Sl.  Bnlon.  I9]fi,  31,  4 
.  Cotlon  OU,  1916,  UTr     . 
.  Tl.  4  Tt,  Co.,  1939,  4^. 


I.  ftiw.  Tim.  Oj.,  11 


Btiaa  Q.  LtcCo.,  1911,4% 1,<»0  I.MO 

WiiKni  Diion  TL  Co.,  UK,  G% &000  £.000 

Woonnket  Q.  H.  4  P.  Co.,  IW.  >j%  S,roO  2310 


Barton  4  Mum 

OldCotoBT 

Pittal»ri,Ft.  W.iOiw.... 


WatBid^Uwt. 

Attiiilie  Nitnul  But  Bortoa 

BcTslir  Nitiona]  Bub  Butoi.. 

dot  Nmtloal  BukEUBS  (liq.) 

Utntntit*  NWiontl  biak.  Silui 

■bidiula  Natioul  Buk.  BortoB. 

HcnbuH  Nitioiua  Bank,  Sdem 

NiamkBu  Nrntionai  fiuk,  Sikni  (Uq.) 
Nitioul  ItQHiblw  BtnkTBoriM  {liq.). 


Noioiul  Sbinniit  Buk.  Baton. . . 

H.  B.  akfin  Co.,  N.  Y..  1  p. 

Edin  E),  lU.  Co..  Baton 


3,310 

i.oao 

3,780 


iaM,!IU      tsn,MT 


MISCELLANEOnS :  Coahfntkn  Ichh,  Baton,  lft7I, 
tlia,»S;  Fortlud,  13W.  IUS,79t;  awlMTim  tll9,433L 

HELD  MEN  AND  TERSITOBY  COVERED:  Curia  P. 
FuM,  CBtnl  uut  fur  New  Enflud.  Compuj  U  Uanatd 
In  ilim.,Coaa..  Ma.,  N.  H..  R.  I.  ud  Vt. 


HOME  MXJTUAL  FIRE  INSURANCE  COMPANY  OF  BROOME  COUNTY, 
Bingfaamton,  N.  Y. 

Pnaident,  John  BiTlen;  Sccntur,  F,  J,  Bayleo.      Orfulicd,  IWl, 


Vm» 

~aS" 

Unanud 

N«C.^' 
Surphu 

Pmnhimi 

ToBi 

Fiid 

loFyh'Ti 

X 

ToalE.. 

.iss. 

l^t\l 

llt.»47 

|ij.a»« 

I1S.W 

Miss 

w.m 

tis 

"S 

■JS 

ASSSrS.  DECEMBER  31,  Um  Mortftge  loui  on  nil 
Mtot>,  ll^UO;  Dolkttnl  loui.  •400;  a>h  b  oSct  ud  buk, 
I14.06A:  iinooUeotod  prenuunu,  13,130;  btuafc  ud  mio  acoiied, 
tm:  DOU,  3530;  toUl,  mS43.  UiUUtiw  Dnnmd  pn- 
Dinnu.  tlU4T. 

FIRE  RISKS  IN  FORCE,  Dnmbn 


BUSINESS  SINCE  ORaANIZATlON:  Pnoim  nemtd. 
tl0;,0t7;  Imm  pud,  10331 

MORTOAQE  LOANS;  Then  an  T  loui  for  tll,UO  mteelcd 
^  ml  Htito  is  the  OIt  o(  Bincfauiloo,  n2aBl  at  61,400. 
^. i™  j' *>i«iBom»mi  buiUbct. 


C&Bpui]' bold!  tiOOO  ol  la 


HOPE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

Pnddml,  Fiank  L.  IMcne  AiriHinI  Secntmij.  Charia  A.  Tompklni.    Offasiicd.  187S. 


Ywr 

ai 

Pnmium. 

"Sis'"" 

"3^ 

Praniumi 

Toul 
Income 

•St 

"Reiumcd 
to  P'lh'n 

--- 

SS,S; 

.isa 

1907 

If 

li 

s 

(429.132 

t44T,fiig 
412,U9 
40S,1Z2 

t20,3TS 

■s 

Is 

(401,1*4 

SSI 

Cull  In  office  and  bank. . 
Afoiti'  balaacn,  of  -  - 
iDlFial  accrued.... 


or  mm\Mit  HnUUt^,  Dwantwr  8 


Smiitiii  11  to  potloika 
ToUl  lUbmUea  ai 
11,178,831. 


BISKS  AND  PREMICH8:  Fin  riaki  ki  (one  DHHnber  31, 
t«,S71Jll7;  pmnlmna  tlnnu.  H3t,770. 

BONDS  AND  STOCKS  OWNED:  Book  Ha^t 


srVite. 


eODit.),  7a,  l»3«        «U,tt7 


Vibi. 

tiuao 

UJOO 
40.771 


t1,31« 

Z17.8B1 
ll,7(S 


*ii.«n 

1,000 

SSI 


BEPOKTS  OF  FISE  INSURANCE  COMPANIES. 


HOPE  MUTUAL  FIRE  DfSURANCE  COUPANY,  ProndeuM,  R. 

fa 
ViJoe. 

nrieilKUnvajL  Q>. tUJDO 

HmfodRr.O. IIUI 

nSnoifCtetnintMedlina] U,Ma 

MwkbutKRr.Qi..  lUU 

Omv  A  »rBKWB  K.  B.  Qi. BM 

h.B.R.Ci... 37J37 

FHU,  n.  Wn«  A  Od.  B.  B.  Co 17.«00 

Fitttbtt.  McKnfOft  A  Yoi^iDcbaiT  <Ug7 

B  niLhii*aM»toi>lt)r.  CB. 18.708 

CnvdHi  B.  B.  Cb. IB.lltT 

G«u  t  akiA  lucd^  0* wm 


Wdtoo,  John  H.  HuoUt.  WOlhiB  C  OtMn  Alb>t  H.  8vln 
ttAMritkOHlmJiilSiE.  WHM,  Bm,f$.  dan.  JwM  It 


IMPLEMENT  AND  VEHICLE  MANXJFACTURERS  MUTUAL  FIRE 
INSURANCE  COMPANY,  Indianapolis,  Ind. 


Pmidnt,  B.  E.  Pen;:  5ecnlu)r  and  TKMonr,  Join  W.  Wikn. 

Onulvd.  1«(M. 

Y«l 

AmtU 

Dsancd 

Pmiuo. 

■sac 

p^ 

.ss. 

is 

S-BS 

^ 

ToalEi- 

Lawn 

Is 

11 

W1.D14 

Si 

"S 

H 

13^ 

H.<e8 

ItDll 

13.IIB 

BIBKS  AND  PBBMIUW:    Pin  n 


■  ■  leat,  DMH*b«  SI- 


IMPLEMENT  DEALERS  MUTUAL  INSURANCE  COMPANY, 
Grand  Forits,  N.  D. 


Yuil 

(U, 

gsss 

"ssi 

pSL 

S. 

■as- 

SS!l 

Ei- 

ss± 

Lmm 

sll 

«1I06 

!.278 

'KJS 

M 
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tlO.111 
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ASBEIS.  DECEMBER  31.  IMS:  (Ui.  1173181  1 
MBloKnMB:  UHBbk  lutH.  I13JM;  (oU  lUHla.  133.047.        tUlSJtO;  pj 
Ti,tJim—  Unpitil  lu— ,11.001):  nuuBed  nreiilumi.  tl4,I(K;    : 
Hbr  IhUttla.  »«I;  total,  ttUOS.  I 


:    Fta  iMi  k  bin  DMnbcr  It, 


INDIANA  LXBIBERMENS  MUTUAL  INSURANCE  COMPANY,  Indianapolis.  Ind. 

PiBBdcnt.  C.  C.  ¥iMm;  &cnUiT,  F.  B.  Fawla.    Or^aagi.  18B7. 


Iiu 

-^ri 

^ 

NetCuh 
Suriiu. 

,^. 

£i 

Lons     1  RitunBi 
Pdd         to  P-rh'n 

-eS — 

is& 

^ 

1MB 

"S 

•s^ 

tiza.419 

si,4i; 

«3,103 

•s 

iS 

4S:«3S|        2s;t31 

"S 

'ii: 

MixKice  loam  on  n«l  Htati. . . 
CmA  ia  cffice  aod  b*nk 


121,274 
ISLOOD 

H.lSt 


IjABiums,  Dtcanata  81.  IMN. 


er  lul^lia. .  , 


te,S7D 

«8.>7T 
3.3A1 


a  uui  nipliu. (330,31* 


X  AND  FBEmUUB:   Fin  iMi  la  lura.  DHinbai  31, 

B  8INCX  OBOAKIZATIOK:  Fncolmni  rcodnd, 
tSOMt:  lam»jM.m*.nSi  tub  dMdmik.  tl72:.»35. 

SBAL  ESTATE  OWNED:  Cniati  el  •nuvur'i  offin  biild- 
BC  Sll  M.  Dtlwnw  t,  iBdiuwolii,  nirwl  tt  book  nlix, 
XrW  nlw,  tnOOIL 

aOSraiOB  ■jOANS-.  nn  «  M  Ihu  amxitbic  I131M0 
«  ^iKcito  T*hKl  X  niLUO,  Btmto  B  H^Joo,  IMiwun  ud 
!«»■  Omiliea.   Jbn  mi  no  iBlcnM  pxt  due,  tod  tht  Km- 


BONOS  OWNED: 


BudDlDb  Cdu 
TaUli..,. 


tIl7.T30        tMUf 


L,  Uim.,  Ho..  O.,  Tni.,  Wuli.,  W.  Vl  ud  n 
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INDIANA  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Indianapolis,  Ind. 

President,  M.  S.  Blish;  Secretary,  E.  E.  Perry.    Organized,  1889. 


YSAR 

Caah 
Aaaets 

Unearned 
Fremiunm 

Net  Cash 
Surplus 

Cash 
Proniums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

1354,781 
323,849 
818,442 

tS352,849 
255,262 
286,584 

8121,302 
126,456 
172,489 

8127.800 
137.609 
182,487 

137,918 
98,992 
88,809 

148,671 
42,892 
42,868 

886.589 
141,884 
181,672 

136.325 
100.585 

1908 

$66,493 
81,908 

1907 

88.809 

t  Includes  unearned  premiums. 


ASSETS.  DECEMBER  81, 1909:  Beal  esUte  owned.  855,000; 
mortgaM  loans,  86,100;  bonds  and  stocks  owned,  (market  value), 
8242  JM;  collateral  Kmjis,  $7,100;  cash  in  office  and  hank.  $39,623; 
premiums  in  ooune  of  eoUeetwn,  $1376;  interest  accrued.  $2^323; 
total  asKts,  $354,781.    Uabilitiss:  Accrued  tans.  $1,933. 


RISES  AND  PREMIUMS:    Fire  risks  m  forte,  December  31 
$11,986,228;  premiums  thereon,  $121,302. 

TERRITORY  COVERED:    The  company  is  licensed  in  lU.. 
Ind.,  Mmn.,  0.  and  Wis. 


INDIA  MUTUAL  INSURANCE  COMPANY,  Boston,  Mass. 

President.  H.  B.  Alden;  Seoetary,  George  H.  Crowell.    Organised,  1867. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Caah 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex. 
penses 

Total  Ex- 
penditures 

1909 
1908 
1907 

C$388,580 
C337.204 
5308.574 

$72,416 

82,551 

101,590 

C$243,983 
C234.280 
5189.906 

$102,204 
114.841 
151.074 

$108,062 
121,238 
157,482 

$66,475 
81.034 
91.647 

(m,276 
(<7,a08 
<».750 

$42,380 
46,528 
54.628 

$115,081 
184,865 
158.020 

$67,071 
81.811 
84,371 

b  Includes  guaranty  fund  paid  up  m  notes,  $150,000.    e  Includes  guaranty  fund  paid  up  in  notes,  $175,000.    d  Includes 
payment  to  Kxip  holden  and  subscribcn. 


Assets,  Dkceboizk  31,  1909. 

rage  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value) 

Cash  in  office  and  bank 

Agents'  balances,  not  over  8  months  due. 

Interest  and  rents  accrued. 


$450 

142,697 

4,888 

15,775 

220 

Guaranty  fund. 175,000 


Total  admitted  assets $888,530 


LiABiLmzs,  Decbmbxr  31,  1909. 

Net  losses  unpaid  (including  $2,200  resisted). . . . 

Unearned  oremiums 

Other  liabilities 


$18,560 

72.416 

3.621 


Total  liabilities,  except  guaranty  fund  and 

surplus. $04,507 

Guaranty  fund 176.000 

Surplus  over  all  liabilities. 68,033 


Total  liabilities,  guaranty  fund  and  surplus. .     $838,630 


RISKS  AND  PREMIUMS:  Fire  risks  in  Coro^  December  31, 
$10,769,987;  premioms  thenon,  $148,069. 

BUSINESS  SINGE  ORGANIZATION:  Premiums  received, 
$4,812,174;  losses  paki,  $3,299,431;  cash  divklends.  $168,468; 
scrip,  $156,272. 

BONDS  AND  fftOCKS  OWNED:  Maikwt 

BoKDB.  Vahie. 


N.Y.,N.H.AH..ev.d.il94846.50%pd0i $67,000 

--  22.050 

5.300 


N.Y..N.H.AH.,cv.i,8*% 22.050 

Amer.  TL  ft  Tg..  ev..  1036.4s.. 


SrodiB. 

Boston  ft  Albany  R.  R 

Boston  ft  Mahie  R.  R 

Fltchburg  R.  It,  p. 

01dOok»yR.R 

Pa.RR 

West  End  Street  Ry.,  p 


5.750 
22i850 

8,800 
20.700 
13.700 
18.437 


Bonds  amd  Stocks  Ownd.— Coirf.  ICarket 

Srocn.— Cm<.  Value. 

Amer.  Tl.  ft  Tg.  Co $10,010 

PuUmanOo 0,500 


Totals,  (book  value.  $123;808) 


$96,750      $142,007 


MISGSLLANB0U8:  Oooflsgratton  kMses:  BaltimoK.  1004. 
$15,000;  San  I^andsco.  1006,  $1,015. 

DIRECTORS:  John  Dane,  John  G.  Moseley,  H.  B.  Alden, 
Beoiamin  W.  Wells,  Khij  Upton,  a  H.  GoUlns,  Eugene  P.  Ckrcer. 
J.  EUot  Baker.  Emery  BemJs.  Ciilbert  Tdman. 

FIELD  MEN  AND  TERRITORY  COVERED:  WQUaasport 
Insniance  Exchange,  Wllliamsport,  I^,jnneral  agBota  for  1^, 
outside  of  Phfladdphia  and  Pittsburg.  Tbe  company  Is  lioensed 
In  Mass.  and  I^ 


INDIANAPOLIS  GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY, 

Indianapolis,  Ind. 

Presklent,  Otto  Wagner;  Secretary,  Charlotte  Dnikelaker.    Organized,  1884. 


Yeas 


1909 
1908 
1907 


Cash 
Assets 


$25,272 
21.260 
19.094 


Unearned 
Premiums 


Net  Cash 
Surplus 


$25,187 
20.978 
19.094 


Cash 
Premiums 


$9,052 
8,575 
8,791 


Total 
Income 


$9,947 

9,869 

10.092 


Losses 
Paki 


$1,812 
2,977 
3.217 


Returned 
to  P'yh'rs 


Ex- 


$4,389 
4,363 
3.656 


Total  Ex- 
penditures 


$6,201 
7.840 
6,878 


Inoixred 


$1,660 
3.266 
3.217 


ASSETS,  DECEMBER  81.  1909:  Mortage  bans  on  real 
estate,  819.500;  cash  m  office  and  bank,  $4,544;  uncoUected 
premiums,  $698;  mterest  acenied.  $381;  other  assets,  $250; 
total.  $25,272.    Liabilities:    Net  loens  unpaki,  $135. 

Net  amount  of  premium  notes  or  membenT  liability,  December 
81,  $888,764. 


FIRE  RISKS  IN  FORCE.  December  81.  $5,125,104. 

BUSINESS  SINCE  ORGANIZATION:    Csah  pcetniums 
ceived.  $166,604;  losses  paid,  $82356. 


re- 
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INDIANA  RETAIL  MERCHANTS  ASSOCIATION  MUTUAL  FIRE 

INSURANCE  COMPANY,  Anderson,  Ind. 

President.  T.  J.  McKienum;  Secretary,  Ralph  B.  Clark.    Organised,  1907. 


Yeab 

Cash 
Assets 

Uneanied 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Retained 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$36,627 

$35,527 
31,001 
29,293 

$20,369 
17,658 

$21,969 
17380 

7;723 

$8,317 
2,089 

$6,373 
|6,713 
|l,000 

$11,104 

16,524 

1,000 

$1,414 

19(S 

31.001 

7,728 

1W7  i        30,629 

t 

lodDdes  or] 

{anizalkiu  expenses* 

ASSETS.  DECEMBER  31,  1909:  Ossh  in  offiee  and  bank, 
I33JS9;  uaeoUeeted  premhimi,  $1,838;  other  aaseta,  $800;  total, 
135327.   No  liafaOxfeieaL 

.Vet  iiBoait  of  praninm  notes  or  aombers*  Uability,  Deeember 

as»34&. 

RISES  AND  FBEmTnUS:  fire  rinks  la  force,  December  31, 
SLtfil65;  pRahma  thereon,  $21,909. 


LOSSES  PAID  SINCE  ORQANIZATION:  $0,137:  cash 
dividends.  $6,405. 

MISCELLANEOUS:  This  company  beffsn  business  October 
3,  1007.  Its  buafaieBS  Is  rastrteted  to  Indiana  and  to  members  o( 
the  Indiana  Retail  Merchants  AsiodatkMi,  an  oisanisatloa  of  more 
than  11,000  retafl  liraia. 


INDIANA  STATE  FIRE  INSURANCE  COMPANY,  Indianapolis,  Ind. 

President,  John  H.  Fomas;   Secretary,  Alvin  T.  Coate.    Organucd,:1907. 


Yiit 

Cssh 
Aoets 

1  Unearned 
Prrmhims 

Net  Cash 
Surpfais 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

190Q 
1908 
1107 

$19,800 
24,476 
30.6341 

$18,236 
20,848 
16,215 

-$4,418 
—938 
12,591 

$33,771 

(82,902 

32,904 

$35,011 
35,069 
82,904 

$17,103 

16,099 

2,411 

$5,685 

3,167 

14 

$12,772 

17,738 

tl8,104 

$35,560 
37,004 
20,529 

$18,094 

16,099 

2,411 

— ExBM  of  ttaUtttka.       f  Oisanisation  expenses  about  $7,000. 


Deckmber  31,  1909. 

Mnr^age  loans  on  real  estate 

Ctdi  in  office  and  bank 

Preniams  not  over  3  months  due. 

laiotst  and  rente  accnted 

Dee  farm  odier  companies. 

Other; 


$6,650 
4,160 
4,638 
122 
1,709 
2,530 


Total  admitted 


$19,809 


LlABtLITIES,  Decembks  31,  1909. 

Net  losses  unpaid  (including  $1,500  resisted)..... 

Unearned  premiums 

Other  liabilities 


$5,307 

18,236 

684 


Total  liabilities,  except  soridus. 
Excess  of  liabiUties 


$24,227 
4,418 


Total $28, 645 


.Vet  sBiovBt  of  premium  notes  or  memben^  liability,  Deeember  31,  $188JM8. 


USES  AND  PREMIUMS:   Plre  risks  in  force,  December  31, 
tUQSMt;  pccmlnma  thereon,  $37,662. 

B1J3IHES8  SINCE  OROANIZATIOK:    Premtams  recelred, 
mm-,  kNMs  paid.  $35,613;  cash  dividends,  $8366. 


MORTGAGE  LOANS:  There  are  4  kttns  aoiegating  $6,660, 
^^:«eGted  bj  improred  real  estate  situate  hiManon  County, 
^dised  St  more  than  double  the  amount  k)aned  thereon.  Com- 
psj  kkk  $0,300  ol  fire  insurance  policies  on  the  mortgaged 


MISCELLANEOUS:  The  laws  of  Indiana  do  not  require  a 
mutual  fire  Insurance  company  to  charge  Itself  with  a  reinsunnw 
reserve,  but  this  company  voluntarily  debits  itself  with  a  50% 
reinsurance  reserve.  If  tUs  procedure  was  not  followed,  the 
Indiana  State  would  show  a  considerable  net  cash  sulcus.  The 
apparent  decrease  in  net  aisets  for  1909  Is  occssionea  by  the . 

¥iiyment  of  $17,500  of  the  original  guarantee  fund  of  $20,000. 
he  Indiana  Insurance  Department  made  a  report  on  this  com- 
pany as  of  December  31, 1909,  showing  cssh  assets  of  $17,146: 
unearned  premium,  $20,365  and  total  liabilities  of  $28,855.  The 
department  listed  as  a  liability  a  balance  of  $2jS0O  due  on  guar- 
antee fund. 


INDUSTRIAL  MUTUAL  INSURANCE  COMPANY,  Boston,  Mass.* 

President,  C.  T.  Phmkett;  Secretary.  Benj.  Taft.    Organized,  1890. 


^•-fiii 

Unearned 
Pcemnuns 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1^  'gJSSi 

1907        257,797 

$153,068 
150,316 
167,521 

$155,500 

127,932 

87,196 

$306,843 
320,295 
332.810 

$318,606 
331,918 
343.563 

$18  693 
38.345 
61.420 

$248,754 
246,997 
245.501 

$23,519 
31,067 
31,429 

$290,966 
316.409 
338,350 

$19,224 
37,536 
48,185 

Assets,  Dkcbmbxs  31,  1909. 

B<»is  owned  (maricct  value. 

C^  B  office  and  bank 

haaiaaa  in  coaxse  of  collection. 

Isierat  aconed. 


Total  admitted  assets. 


$265,140 

37,892 

9,369 

4,261 


$316,662 


LlABIUTIZS,  DECEMDB£S  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Taxes  accrued,  etc 


$3,024 

153,068 

5.070 


Total  liabil  ties,  except  surplus. 
Surplus  as  to  policyholders. 


$161,162 
155,500 


Total  liabilities  and  surplus $316,662 


Net  amount  of  premiom  notes  or  members'  liability,  December  31,  $1,530,681. 
*TiaaaetB  a  nse  and  oeevpaaey  boalnesB. 
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INDUSTRIAL  MUTUAL  INSURANCE 


RISKS  AND  PREMIUMS:    Fire  mks  in  force,  Deoember  31. 
$84,509,618;  premiuniB  thereon.  8800,136. 

Market 
BONDS  OWNED:  Value. 

$14,850 
3,880 
8.730 
3.300 
3.000 
1,000 
4,000 
4.800 
4,950 
8,000 
14.250 
4,900 
2,100 
5,060 


Cy,  of  F«U  Ri w.  1915,  3f% 

OMnmonwealth  of  MaasMbiuetti.  1033,  U's.. . 
OonmoBiraalth  of  MaaneliuBetta,  1940,  3}'e.. . 
Bangor  A  Arroitoek  R.R.,  cs.  m.,  1051, 4*s. . . 

Boston  Eterated  Ry..  1935. 4*8 

Boston  k  Lowdl  R.R..  1913, 4's 

Boston  k  Lowell  R.R..  1916, 4's 

Boston  ft  LoweU  R.R.,  1919,31*8 

Boston  ft  Maine  R.R.,  1926, 4*8. 

Boston  ft  N.  Y.  Air  Line  R.R.,  1955.  4*8 

Chicago.  Indiana  ft  Southern  rX,  1956.  4*8. 

Oolorado  ft  Southern  Ry..  1985. 41*8 

El  Fkso  ft  Rock  lalaad  R.R.,  1951.  5*8 

lo^nn  ft  Boston  R.R.,  1912,  5*8. 


Ibme  Oentnl  R.R..  1916.44*8 5.150 

Maine  Oentral  R^  1912,  4^8 3.000 


COMPANY,  Boston,  U^s.-^ConHnued. 

Maiket 

BoMM  OvMU.— CmC  Value. 

Manriaad.  Delawan  ft  Viicinia  Ry..  1055.  6*8 $5,000 

N.  T.  a  ft  H.  R.  R.R.  (Lake  Shore),  1908,  84*8. . . .  8,100 

New  York.  Cbiafo  ft  St  Loins  R.R..  1931.  4*a. . . .  7.860 

Northern  IfaiarSeaport  R.R..  1935,  5's 16.aS0 

N.  Y.,  N.  H.  ft  H.  ILR.,  1956.  4's 14,550 

N.  Y.,  N.  H.  ft  H.  R.IL,  1914.  4*s MO 

Northern  Fuafio^t.  Northern  Ry.(C.B.  ft  Q.)1921.4'8  10,670 

Pennqylvania  R.R..  1915.  3^*8 070 

Riehmond-Waaliington  Co..  1948.  4*8 7,000 

American  TL  ft  Tg.  Go.,  1099,  4*8 21.380 

American  Writing  Paper  Go..  1019.  5^8 17.600 

New  England  TL  ft  Tg.  Co.,  1030,  4*8 18.800 

New  England  TL  ft  Tg.  Go..  1919,  5*8 19,670 

Western  Tl.  ft  Tg.  Go.,  1032,  iTs 2,040 

Western  Union  Tg.  Co.,  1900.  41*8 28,130 

TotaL 8265.140 


IOWA  ASSESSMENT  MUTUAL  INSURANCE  ASSOCIATION,  DeWitt,  la. 

President,  T.  W.  Large;  Secretuy,  G.  M.  Smith.    Oiganised,  1900. 


Ybar 

Cssh 
Aaaets 

VatUBtd 

Premluxna 

Net  Cash 
Surplus 

Cash 

Premiums 

Total 
Income 

Paid 

Returned 
to  P'yh'n 

Ex- 
penses 

Total  Ex- 
penditures 

Inoored 

lOOO 
1908 
l907 

$31,425 
25,825 
21,497 

$15,840 
9,938 

$13,585 

13,892 

♦21,197 

$67,907 
58,278 
55.900 

869,363 
66,852 
57.005 

$84,210 
81,007 
80,828 

$5,804 
2,930 

$25,380 

21,708 

9,910 

$64,804 
55,640 
40,788 

$84,210 

33,607 
90,828 

*  Including  reinsurance  reserve. 

Assets,  December  31,  1909. 

Morti^age  loans  on  real  estate $18,835 

Cash  m  office  and  bank 4,050 

Due  from  agents 3.657 

Interest  accrued. 631 

Assessments  in  course  of  collection. 2,000 

Other  assets 2,000 

Bills  receivable. 252 


Total  admitted  assets. 


$31,425 


Liabilities. 

Net  losses  unpaid. 

Unearned  premiums 


Decbkbek  31,  1909. 


$2,600 
15,840 


Total  liabilities,  except  surplus. 
Sundus  as  to  policyholders 


$17,840 
13,685 


Total  liabilities  and  surphia. $81,425 


FIRB  RISKS  IN  FORCE,  Deeember  31.  $13,730,133. 
MORTGAGE  LOANS:  Tliese  aoregate  $18,835  and  are  pro- 


tseted  by  Improved  real  estate  valued  at  ommv  than  double  the 
Aioaiied 


ainount 


thereon. 


IOWA  HARDWARE  MUTUAL  INSURANCE  ASSOCIATION,  Mason  City,  la. 

President,  S.  K.  MOea;  Secntuy,  A.  R.  Sdc    Ornnized,  ItOS. 


Year 

Cash 
AsseU 

Unearned 

Net  Cash 
Surplus 

Cash 
Premtums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'is 

Ex- 
pcnsea 

Total  Ex- 
penditures 

Incurred 

1909 

$46,101 
22,544 
20,680 

■ 

846,101 
22,544 
20,680 

$39,038 
23.933 
20,296 

$44,894 
25,189 
21,849 

$18,250 
12,910 
14,421 

$15,896 

12,872 

8,865 

$3,008 
4,904 
4,506 

$32,154 
80,686 
27,792 

$13,250 
12.010 
14,421 

1908 

1907 

ASSETS.  DECEMBER  81. 1909:  Real  eatote  owned,  $10,757; 
cssh  in  office  and  banlc,  $27,750;  famitin«,  fixtures,  etc.,  $2,219; 
nremiums  doe^  8688;  other  aa8et8,$4,477;  total.  846.101.  No 
liabilities. 

RISKS  AND  FREMIITMS:  Fiie  rkks  in  fores,  Deeember  31. 
83,007.654;  premiums  thereon,  863350. 


CASH  DIVIDENDS  SINCE  ORGANIZATION:    850,364. 

REAL  ESTATE  OWNED:    Oonsbts  of  home  office  buikfinc 
m  cowse  of  construction;  estimated  cost.  820,000. 


IOWA  IMPLEMENT  MUTUAL  INSUTRANCE  ASSOCIATION,  Nevada,  la. 

Pioidciit,  F.  F.  Amejr;  Srcretuy,  D.  M.  Grove.    Oisaniz«d,  IMS. 


Ybae 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premhuns 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Incurved 

1909 
1908 
1907 

$11,129 
7.239 
6,148 

88,252 
5.303 
2,629 

$2,083 

936 

2,846 

$21,872 
14,949 
19,023 

$22,186 
14,949 
19.023 

$4,986 
7,430 
9,345 

$2,820 
2»352 

$11,491 
9,453 
8,572 

819,247 
19,235 
17,917 

$4.9ao 

7.430 

5.70O 

Assets,  Decembeb  31,  1909. 

Mortffa^  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value) 

Cash  in  office  and  bank 

Premtums  due 

Interest  accrued 


$3,800 

1,500 

8.731 

1,943 

156 


Total  admitted  assets $11,129 


LlABIUTIEB,  DXCEMBBK   31,    1909. 

Unearned  Dremiums 

Other  liabilities 


$a,2S2 


Total  liabilities,  except  snrjdus. 
Surplus  as  to  policyholdm. 


$0.0«« 
2,083 


Total  liabilities  and  surplus. $11, 


Net  amount  of  premium  notes  or  members'  liabOity,  December  31,  $29,484. 
FIRE  RISKS  IN  FORCE  Deeember  31.  81,682,332. 
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IOWA  MERCANTILE  MUTUAL  FIRE  INSURANCE  ASSOCIATION, 

Spencer,  la. 

President,  A.  W.  Greene;  Secretary  D.  L.  Ryder.    Organiaed,  1898. 


TXAB 


1909 
]9(» 
1907 


$7,721 
8.020 
4.689 


$4,444 

4.429 
1.488 


T^ 


$3,189 

060 

2,064 


Caih 


$21,460 
82.806 
86,661 


Total 


$28,881 
87,048 
86,661 


Paid 


$8,816 
19,809 
16,849 


Returned 
toFyii'rs 


$618 


"ET 


Total  Ex. 
panditiirai 


$10,682 
18.4861 


$20,011 
36,392 
34,834 


$8,816 
21,890 
16.840 


AaSETS.  DECEMBER  31,  1900:  Cbdi  in  office  and  bank, 
S3i2S2;  dae  fnm  aseati,  $1617;  doe  from  aaBociatioM,  etc, 
12.772;  total,  S7,7S1.  liabiUti^:  Voeataed  mmiuma.  $4,444; 
o^er  IkbiitieB,  $88;   total  $^532. 

HBE  RISKS  IN  FOR%  Deeraiber  31,  $3,064,067. 


MISCELLANEOUS:  OoBpany  wiltee  inaaranee  on  floek  and 
dwaUlncB  and  ooOeeta  omiy  76  per  eent  of  the  prendom  written  oa 
■uiiial  poUdea  and  on  term  dwdta  polMii  km  than  50  ner 
cant  of  the  pnndnm,  the  tnaured  retainlnc  the  babaee  aa  nli 
profit  or  dMdend. 


IOWA  STATE  INSURANCE  COMPANY,  Keokuk,  la. 

Preaident.  William  Logan;  Secretary.  G.  C.  Tudter.    Otsaniaed,  1866. 


Teas 


1M9 
1906 
1907 


$338,237 
328.313 
810,102 


Unearned 


NetCaah 
Surplna 


$318,647 
812.660 
208,626 


Caah 


$882,680 
344,478 
887,10r 


Total 


$848,477 
862,077 
845,0701 


F^d 


$162,848 
172,774 
166,168 


Retimed 
toPyfa'ra 


Ex- 


$167,281 
166,775 
160,071 


Total  £z- 
penditurca 


$810,674 
380  640 
815^2201 


$158,604 
167,753 
148,827 


ASSETS.  DECEMBER  81,  1000:  Real  eatate  owned,  $8,000. 
eaih  k  oftoe  and  bank,  $K6.067;  due  for  premiuma,  $5,170; 
totd, $338,237.  LiabilitMe  Net loMea onpaadCinelodins $2,160 
rcasted),  $6,538;  other  liabifitiea.  $13,062;  total.  $10,500. 

Net  amoont  of  premium  notea  or  members'  liabily,  Decem- 
ber 31,  $413,073. 

RISKS  AND  FREMnmS:  Fbe  liika  In  Ibrea,  Daeanber  81, 
VU0S374:  picBiama  thereon,  $1478.806. 

BUSINESS  SINCE  ORflANIZATION:  FtemlinaB  reeelTwi. 
15^.240:  loaM  paid,  $2,746,804. 


I 


REAL  BBTATE  OWNED:  Oooalata  of  fbe  company'a  home 
olBea  building,  a  44toqr  bclelc  ■traetoie  altnalad  oomer  3d  and 
Maia  sta.,  Keokok,  la.,  earned  at  book  ralua. 

DIRECTORS:  William  Lqaan,  Hugh  Bobertam,  G.  a  Toeker 
Alex.  E.  Jdbnitone.  WeOa.  If.  Irwin. 

HELD  MEN  AND  TERRITORY  OOVERED:  G.  B.  Wii|bt, 
Dee  Ifomea,  adiwter;  Seott  Humbert.  J.  N.  8terim|, 
C.  M.  O^eteia  and  Chaa.  T.  Mlllaid.  epedal  a«enti  for  la.;  G.  E. 
Bomba,  Mo.,  State  a«ent;  T.  A.  F.  MiteheU,  apeeal  a^ent  for  Mo. 
The  oompaay  oper^ea  only  in  la.  and  Mo. 


JEFFERSON  MUTUAL  FIRE  INSURANCE  COMPANY,  St.  Loub,  Mo. 


neaidcBt,  Wm. 

Reipaddacv 

t;  Secretary  and  Tkeasixrer,  Lonia  W.  Schonebedc.    Organized,  1861. 

'^-:  Si 

Unearned 
Preuumns 

NetCaali 

Sitrplna 

Caah 

Total 
Income 

Paid 

Returned 
to  Fyh'rs 

Ejc- 
penaea 

Total  Ex- 
pcnditnrca 

Loaaea 

1909 

1101,112 
96,608 
88,449 

$28,034 
2r,684 
27,826 

$09,987 
68,628 
60,624 

$23,171 
22,638 
24.687 

$28,687 
27.923 
29.512 

$7,417 
7,821 
8,718 

$16,306 
16.814 
15,826 

$28,818 
28,136 
24,544 

$8,038 

lfi« 

7^821 

tt07 

8,718 

ASSETS,  DECEMBER  31,  1000:  Mortgage  kiaos  on  raal 
state,  180,400;  bonda  and  stoeka  owned  (market  ralue),  $73,113; 
anbb  office  and  bank,  $4,337;  intereat  and  rente  aeorned.  $1,683; 
imBa  B  cooneW  eoUeetioD,  $1,578;  total  $101,112.  Ua- 
-^nK  Net  hjaaea  nnpaki,  $617;  unearned  preouuma,  $28,034; 
liihiftiea,  $473;  total  $31,124. 


Set  aaioant  of  premium  notea  or  member^  liability,  December 


mjsa  AND  FREMIUMB:  Flra  rUa  in  focee.  December  81, 
U.S624»7;  premimna  thenon,  $860,033. 

KOBTGAGE  LOANS:  There  an  6  ktana  for  $20,400  protected 
^BBideBtBa  pnpectj  ralued  at  $A2300.  Oampany  hoUa 
kUMO  of  fire  Bsaranoe  on  the  buiidiaff.  There  waa  $318  ot 
^■temt  put  doe  on  December  31,  last. 


BONDS  AND  STOCKS  OWNED: 

East  St.  Louis  Sub.  Ry.  Go.. . . 

United  Ry.  Q>..  4%.  1035 

Mo.  Edaon  EL  Co..  5%,  1021 

RepQblieofMe3doo,5%.  1040 

Tri  City  Ry.  &  Lt  Co.,  5%,  1023. . . . 
East  St  Louk  Gas  Lt.  Co..  5%,  1022 
LindeaRy.Co.,6%,  1011 


*  ■  ■  • 


Totab  (book  Taloe,  $74,366) . 


F^r 

Market 

Value. 

Value. 

$16,000 

$16,000 

26.000 

21,450 

3,000 

3.003 

14,000 

13,930 

4,000 

3320 

2.000 

1.975 

13,000 

12,935 

$78,000        $73,113 


JORDAN  MUTUAL  FIRE   INSURANCE   COMPANY,   AUentovvn,   Pa. 

Preaklcnt,  William  H.  Deshlcr;  Secretary.  Leiria  P.  Hecker.    Orsanixed,  1870. 


m 

IKS 
1107 


$48,061 
40,880 
80,618 


Unearned 
PrcDUoms 


NetCaah 

Surplua 


$48,061 
40.880 
80,518 


Caah 

Premioma 


$3,823 
2,968 
8,184 


Total 
Income 


$4,728 
4,417 
4,614 


Paid 


$668 

309 

2,527 


Returned 
to  P'yh'n 


$102 

88 


Ex- 
pensea 


$1,987 
1,902 
2,016 


Total  £x- 
penditnrea 


$2,655 
2,313 
4,631 


Incurred 


$668 

809 

2,627 


ASl^  DECEMBER  31,  1900:  MortstflC  loaas  on  real 
«<<>tt,f*<3^  AOeotownaefaooldiBtriet  bonds.  Alientown  water 
nadi,  Sitte  Belt  Eleetrie  By.  bonda,  iudgment  bond.  $4,632; 
2*B  office  and  baalL  $8,796;  uneoileetsd  premhmis.  $118; 
*>«<.  1318:  MaK  $3.06L    No 


FIRE  RISKS  IN  FORCE,  December  31,  $1,371,506. 

LOSSES  PAID  SINCE  ORGANIZATION:    $125,028. 

MORTGAGE  LOANS:  There  an  6  k>ana  aesre^tiag  $89,300. 
mainhr  upon  improved  city  property  worth  about  twice  the  amount 
kwnea.  uid  are  secured  by  fire  insurance  poUoies  as  ooOateraL 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


KANSAS   FARMERS   MUTUAL  INSURANCE    COMPANY.   UpUnd,   Kan. 

PrtBdcnt.  John  Wilkin.;  ScorUr,,  C  J.  OIko.    Oniniud,  ISM. 

v„ 

A»cto 

Uaanwd 

NclCaiti 
Surpln* 

FRmiunu 

:?- 

Leon 

10  T'jh-n 

El- 

PCDH 

^^ 

Imumd 

IMN 

118.324 

I18.3M 

tlM» 

t2a,H2 

W.130 

I8.SST 

118.417 

n.m 

mortpce  louu  on  ml  cMiM.  tB^lO;  w 
U.3g*:rniBhiiiii  due,  1800:  ottacrwU, 


e  cxnitd.  tl.tt7; 

oSa  ud  huk. 

tUItS;  total  118.331 


FIRE  BISKB  IN  TOBCE.  DMBobo  31,  lUlUTI). 
BUSINESS  SINCE  0RQAJ4IEATI0N:  FnniiBU  n 
I8U87;  loH*  pud.  tU,T3S. 


YlAS 

Cuh 

Pmnhuiu 

NelC^ 

Smpliu 

^ 

~sr 

■s? 

Rtninud 

Ei. 
pcua 

Total  El. 
poKlllora 

■^ 

3123.810 
1S8,0« 
1M.027 

Is 

K 

S 

ii 

S.J11 

wlrai 

11 

1907 

iUSKS  AND  PHEMtUlli?:  Fire  risk,  la  toret. 
tll.WT.aiSr   Dnnnlumi  OienoB.  K8.443. 

BDSINESS  SlNCt;  ORGAN  IZATIO.M:  Pnml 
tlA3ffia-.  loMt  jbU,  t«M.M8:  euh  dlilileDds, 


IIORTOACE   WANS:    Ttart 
tlll).SiO,  namly  UDon  Furm  and  M 


s.Y.oeit!i'R\'i^uV^v^v^'//^\\v^'.'.'.'.'.'^ 

Radla&n.B.,  <• 

RwltaC  rCL.  BL  <• 

DtamoBd  SUM  n  Co..  H 

Unloa  hs..  1  SL.  fa 

Totab  (book  nhi^  Ml.im,  oulnt  nhx.  MLOaT) 


[or  D>L    71h  mupnj  oiHmtat  lii  M.  ud  Kd. 


liflW 


Ye*« 

Cuh 
Awti 

Uasmtd 

NelCuh 

Surplu. 

iwitn. 

jSS. 

I«H 

R«ui»d 

^ 

ToulEi- 
P»litam 

liSSi 

i 

'SZ 

Hi 

Ill 

3ISg,1S9 

« 

'tSiS 

(233,021 

•Us 

32T6.4E: 

•ii 

AssiTS.  DECEun  31,  ISM. 


Cash  ID  office  42id  bank  -  - 


Total  llabilltia  ud  nn^n*.. , 
iber  31.  tl,4ai,3U. 


»>,248. 

V»lag. 


FUh-WltaliiAn*B>lll.lLR.Co^4«. tSUno 

Uh3  ViUqrlLIL  Co.,  Ui 1S,»00 

nrw.ADmntCj'-^.Co-.Ot.  HJM 


Beabowd  Air  Um  Rf .,  5) lOJMO 

FItU..  Clo.,  CU.  A  St.  Lonli  Rj.  Co.,  3(t 9,400 

St  L.,lRinlItii.*So.  By.  (%.,  4i 8.800 

WhAg  Alak«EileR.R.Co.,4i.. 8.700 

Wabi^tta  Teno.  R.  R.  Co..  li S,40D 

St.  PiuL  MtanniMlli »  Mm.  Ry.  Co.,  *!■ 10,100 

Wnuapoito  i  3L  Loiiii  fty.,  4i B 300 

Fenn,ytnM,l»0...4ti...  ■"'" 
UUthVtOi    —  " 
CaliunbU  ft  — . 

So.  Rf.  Co..  Hi 

Dnlutb.  Hlnn.,  ntcr  &  ll^t  te S.UO 

PbUndclphli  A  Eile  R.  R.  09.,  4i 5,001 

Feopla  FuntB  Rt- Co.,  <• ^^30 

Cfalaito,  UL.  RlTirlDpmwDntCo.,  4a 3,000 

R««ltocCo..4< ifXM 


Elaetrts  *  Fcoph*  Tnetlm  Co.,  4 

St  Louk  Tnnalt  Co..  la 

So.  Pat  R.  B.  Co.,  4a. 

WlaeonalB  Cent  Ry.  Co..  4l 

Attantlo  COHt  Lino  R  R.  Co..  4a. . . 


-  -     EriaR.B.Co,V 

Long  lalaad  aty  A  Flial^  R.  R..  la 

Baltimore  lOUoR-R.  Co,  31a 

ewtL&.\o>l,u///^'/^'/////^y.'.'.'.'.'.'.'.'.'.'.'.'.'.'. 

Total)  (book  ralua.  1»S.133.  pu  value.  tXljm). 

HISCG  LUNEODS:  Thia  oomiwiy.  togrthei  wKb  Uw  Mas 
NatlDnal,  Odtton  Batd  &™h«a.  and  .■■ — '^—  "-'—  "  • 
Inaurance  CbmiaDlea  an  oader  the  ■ 


ODtban  StatB*  Uuli 


BaltbDon,  1004, 130 
AND  TERRITORY 


D.BaiidaU.Jr.,31Mllka 


.    dnnpany  a  tkeiiMd 


KEPOHTS  OF  FIRE  INSURANCE  COMPANIES. 
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KNOX  COUNTY  MUTUAL  INSURANCE  COMPANY,  Mt  Vemon,  O. 

Pnwknt,  Wm.  Bird;  Stattuf,  H.  H.  Greer.    OrKmiied.  1838. 


YZAB| 

Cash 
Aoete 

Unearned 

NetCkah 
Snrpliu 

Cash 

■Total 
Inamie 

Paid 

Returned 
to  Fyh'M 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

tl5ft.lM2 

$156,474 
147,415 
187,472 

$12,880 
60.099 
70.509 

$71,574 
71.7S9 
71,542 

$37,143 
23,458 
40,952 

$31,139 
28,818 
29,059 

$68,282 
52.276 
70,010 

$35,379 

1906  '     ^163.131 

26.013 

1907 

140,410 

42,172 

ASSETS,  DECEMBER  31,  1900:  Real  estate  owned,  $0,000; 
Bocteace  loans  on  real  estate.  $7,461;  U.  S.  rscisteied  2%.  Home 
B.  Ic  L.  stock  (market  yalue),  $43,320;  essh  m  oilioe  sad  bank, 
$96,590;  sasesaments  in  eomae  oif  eoUeetion,  $1,105;  interest 
sad  rente  aeemed,  $1,266;  total  admitted  assets.  $158,682. 
Labiitiesc  Net  kMes  unpaid,  $1,600;  other  liabilities,  $1,706; 
total  $3;90a 

Xet  aoouBt  ot  premium  notes  or  membeis'  liability.  Deoember 
31.$l«77436a 


RISKS  AND  PREmUlfS:  Fire  riske  in  force  Deeember  31. 
$12,282,278;  premiums  thsrson.  $57,545. 

BUSINESS  SINCE  ORGANIZATION:  PiemiunM  leoetYed. 
$1,406,177;  kMses  pakl,  $8104117. 

REAL  ESTATE  OWNED:  Comprises  bt  In  Mt  Vemon.  cost 
and  book  Tshie,  $9,000. 

MORTQAQE  LOANS:  Tbere  were  loans  for  $7,461  protected 
by  fanprored  real  estate  yalued  at  more  than  double  the  amount 
loaaeo.    Company  holds  smpls  fire  insursnoe  oo  the  buildittflk 


LEBANON  MUTUAL  INSURANCE  COMPANY,  Lebanon,  Pa. 

Pndieat,  J.  M.  Shenk;  Seaettrf,  J.  E.  Writer.    Ocgmfaed.  1883. 


Yeab 

Cash 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 

IncuTfed 

1900 
19(» 
1907 

$78,083 
70,244 
57,885^ 

$18,403 
16,870 
16,005 

$36,526 
28,852 
21,070 

$63,569 
60,851 
67,638 

$63,592 
67,481 
67,982 

$41,754 
38,211 
41,820 

$6,883 
6,064 
0,091 

$15,627 
16,645 
14,706 

$63,264 
68,920 
62,116 

$40,296 
41,498 
40,796 

Assets,  Decembee  31,  1909. 

Mortasce  loan  on  real  estate $4,000 

Cash  m^offioe  and  bank 21,411 

Balances  in  hands  of  amenta. 13,126 

Preminma  and  assessments  in  course  of  collection .  37,829 

Interest 261 

A«ets 1,956 


Total  admitted  assets. 


$78,083 


LlABILinXS, 

Net  losses  unpaid.. . . 
Unearned  premiums. 

Directors*  fund 

Other  UabiUties 


Deceubxs  31,  1909. 


$10,189 

18,498 

12,600 

376 


Total  li&bilitie^  except  surplus. 
Surplus  as  to  policynolders. 


$41,657 
86,526 


Total  liabUitiiv  and  surplus. 


$78,083 


Net  amoont  of  premium  notes  or  mrmbcxs'  liabOily,  December  31,  $68,967. 


FIRE  RISKS  IN  FORCE,  Deeember  31,  $15,564,543. 
LOSSES  PAID  SINCE  ORGANIZATION:    $1,283,11L 


MISCELLANEOUS:  Besides  the  assets  Usted.  the  company 
hss  $4,035,030  of  unlimited  assessaUe  insuranee  in  fores  where 
no  premium  notes  were  taken. 


LIBERTY  MUTUAL  FIRE  INSURANCE  COMPANY,  Philaddphia,  Pa. 

Presklait,  James  B.  Coryell;  Vice-Presklcnt,  Eli  B.  HaUoweU;  Secretary  and  Treasurer,  Henry  Famtun;  General  Manager. 

Geo.  J.  Chetwood.    Organized,  1906.  


»"^  iS^ 

Unearned 

Net  CAith 
Surplus 

Cash 
Premiums 

Total 
Income 

IiOSBffS 

Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Incurred 

1909        «S84.498 

a$77,340 

tll2,439 

*65,804 

$16,428 
19,920 
22,296 

$20,728 
22,486 
26,053 

$16,166 

11,717 

6,190 

t$2,455 

3,692 

t2,500 

$11,657 
8.230 
9,824 

$29,278 
23.639 
17,514 

$14,818 

190^        1115.080 

12,377 

1907  .        •67,924 

7141 

ASSETS,  DECEMBER  31,  1909:  Guaranteed  bond.  $75,000: 
n  offioe  and  bank,  $1,479;  sfent^  balances,  not  over  3 
Beolhs  doe.  S7/)19;  other  assets,  $1,000;  totel,  $84,408.  Lia- 
biitiea:  Net  loases  unpaid,  $2,006;  boRowed  numey.  $5,162; 
total,  $7,158. 

Net  amovmt  of  premium  notes  or  members'  liability,  Deeember 
31.  $10,734. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$1,200,631;  premhfflis  theieon.  $20,207. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  reoelTed. 
$142,207;  losees  paid,  $36,331;  cash  dividends,  $9,163. 


MISCELLANEOUS:  OomjpanT  transacts  a  surfdus  line  business 
through  McLean,  Stimion  A  Co.,  New  York,  and  Greene,  Percival 
A  Co.,  of  Chicago. 


LINCOLN  MUTUAL  FIRE  INSURANCE  COMPANY,  Phfladelphia,  Pa. 

Prcridcnt,  James  B.  COryell;  Secretary,  Henry  Famum;  General  Manager,  Geo.  J.  Chetwood.    Organized,  1906. 


'"•       A^ 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1S09        a$84,137 

a$78,231 

{108,460 

♦68,837 

$18,839 
22.433 
12,119 

$20,589 
22,721 
12,119 

$12,844 

10,310 

2,650 

$1,967 
3,032 

$12,603 
7,430 

$27,314 
20,772 
10,472 

$12,101 
11,220 

1906  -      ^111,110 

1907  .        *00,707 

t2,500 

5,322 

4.520 

a  incindes  $75,000  guaranty  bond.    *  Includes  guaranty  bond  of  $60,000.      t  Interest  on  guaranty  bond,      t  Includes 
$1004)00  snasantv  bond. 


ASSETS,  DECEMBER  31.  1909:  Guaranteed  bond,  $75,000; 
aA  'm  office  and  bank.  $1,179;  agentsi'  balances,  not  over  3 
Boatfas  doe.  $7,967;  total,  $84,137.  LiabOities:  Net  losses 
xspsad,  $M06c  boiniwed  money,  $4,000;  total.  $5,906. 

Net  asaooat  of  premium  notes  or  memben^  UabOlty,  Deoember 
3t 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  Deeember  31, 
$1,043,839;  premiums  thereon.  $18,390. 

BUSINESS  SINGE  ORGANIZATION:  Premiums  reeeived. 
$64,112;  kMses  paid,  $25,804:  cssh  diridends,  $8,531.     . 

MISCELLANEOUS:  Company  transacts  a  surplus  line 
bueineas  through  McLean,  Stimson  k  O).,  New  York,  and  Greene, 
Percival  ft  Co.,  Chicago. 
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LITCHFIELD  MUTUAL  FIRE  INSURANCE  COMPANY.  Litchfidd,  Conn. 

Preridcnt,  Geo.  W.  WoodnriT;  Secretary,  Frmk  B.  Maion.    OfiMriiBd.  18SS. 


YXAS 


1000 
1008 
1007 


^aiT 


I12ft,74a 

iio,tor 

110,008^ 


Unearned 
Itbuiii 


N7,175 
40,880 
40,720 


NetCuh 
Suzphu 


178,871 
70,882 

oasio 


Cash 
Fftniiuns 


110,800 

86,820 

0, 


Total 


818.418 
40,248 
14.828 


Paid 


80,847 
8,088 
8,807 


Re  tuned 
toFyh^ 


824.780 


Ex. 


88.078 
8.008 
2,008 


Total  Ex- 
penditores 


884,882 

10.088 

8,808 


IncofTed 


80,847 
8.430 
8.806 


AflBETS,  DBGEMBER  81,  1000:  MartgagB  loana  on  real 
eitate,  811200;  bonds  and  atoeks  owned  (market  yalne),  878304; 
oaah  in  oflSoe  and  bank,  884,178;  nremiums,  not  over  8  montha 
doe.  82,008;  interat  aoonied.  81,712^  total,  8126.74& 
Unearned  praminma,  847,175. 


RISKS  AND  PREMIUIIB:  Firs  liab  in  foiee,  December  81, 
84.006,738;  pnadmim  tbenon.  831,108. 

MORTQAGE  LOAMS:  Theae  loana  aope^te  818.200  and  are 
Moteeted  bj  iminoved  real  eatate  Taluad  at  mora  than  doable 
the  amount  loaned  thereon.  No  mtereat  paat  doe,  and  company 
holda  fire  maonnee  polieiea  on  the  "^M^pfH  buOdingk 


.    BONDS  AND  CrTOCEB  OWNED: 
Bona. 

C^.o(Dafarth,bB.,102O,8% 

N.  T.,  P.  AB.  R.  Rh  be..  1046, 4%... 

N.  H  ft  N.  R.  Rh  ba.,  lOhVoS 

No.  Wertem  Union,  bB.,10t7. 7%.. . . . 


Valae. 

88,000 

82,000 

8,000 

1,000 


MariEet 

Yalna. 

88,800 

82,000 

8.000 

1.180 


Boma  am  Sfoon  Ownm.'^miL 


GhL,  MIL  A  St  ntol  R.  R.,  10S4  4%% 
ChL.  ICIL  ft  St  Flud  R.  R.,  mTp.  &fl 

^ba..l0l0,8% 

OragDD  ebort  Line,  be.,  1028, 4% 


N.  y.  4  N.  H.  R.  k.. 

mddloaas  Bkf.,  d^  faa..  1014.  6%.. . . . 

FtoTidence  Securitiai  Co.,  1057.  4%. 

Sioais. 

N.  T..  N.  H.  ft  H.  R.R.,  righta 

GhL  ft  Nwn.,  p.  atk 

ChL  ft  Nwn.,  com  atk. 

Dnhm  Fmm>  atk 

Oonn.  Ry.  ft  Ltc.  Co.,  atk 


Par 
Valne. 

14.780 

2.000 
1,000 
8.716 
8.000 

2,882 

160 
8,000 
1,100 
0.000 
2,482 


Maikel 

Valoe. 

84,050 

2,000 
04O 
2,700 
6.00O 
2,680 

188 

4.20O 

2,087 

10.100 

8,000 


Totak. 


808,880       8n.8M 


LOUISVILLE  GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Louisville.  Ky, 

^ Preaident.  Antoo  Geiatlick;  Secretary,  Joe.  Hnbbuch,  Sr.    Organiaed,  1866. 


TSAK 


1000 
1008 
1007 


Caah 


838,857 
37,860 
86,481 


Unearned 
Ptcnuoma 


Net  Caah 
Sorplna 


838,857 
87,860{ 
86,481 


Caah 
Pieninina 


82,801 
2,871 
8,425 


Total 


84,005 
6.180 
5,107 


PaU 


81.001 

028 

1.075 


Retnmed 
toPyfa'n 


Ex' 


82,375 
2,088 
1,064 


Total  Bz- 


84,060 
2,711 
8,020 


$1,001 

628 

1,076 


ASSETS,  DECEMBER  81.  1000:  Mortmce  loana  on  real 
eatate,  80360;  bonda  and  atodta  owned  (maftet  valne).  830,204; 
eoUatenJ  loana,  8000;  eaah  m  office  and  bank,  81,036;  mtereat 
aeemed.  878;  total  admitted  aaaeta,  838.857.    No  liabiUtiea. 

HRE  RISKS  IN  FORCE,  Deoember  81,  88JI75322. 

BUSINESS  SINGE  ORGANIZATION:  Pramittma  reeeiyed. 
887343;  kMBca  paid.  810,748. 

MORTQAGE  LOANS:  There  are  12  kMM  for  863B0  en  in^ 
ptored  laal  eatate  valued  at  more  than  doable  the  amount  loaned 
theieon.    Oompany  hoUa  80406  of  hiaarance  on  the  boUdings. 


BONDS  OWNED: 

Louisville  R.  W.  Go 

Loniaville  Water  Gb 

Louiaville  Water  Go 

Central  Oonaumen  Co 

Qy.  of  Louiaville 

Cy.  of  Louiaville 

Louiaville  Home  Tl.  Cb 

SprincfiekiA  Light  Co. 


Fte 

Market 

Value. 

Vahie. 

87.000 

87,437 

8.000 

8,196 

4,000 

4,002 

4,000 

4,160 

2,000 

2/100 

2.000 

1368 

8,200 

6,675 

1,000 

007 

T^>«Bla. 


881,200       880,2m 


LOWELL  MUTUAL  FIRE  INSURANCE  COMPANY,  LoweU,  Mass. 

Preafaient,  Chaa.  A.  Stott;  Secretary,  Joa.  Pteabody.    Organiaed,  1882. 


Ybax 

Caah 
Aaaeta 

Unearned 

Net  Cadi 
SuipKia 

Caah 
PremiiiBui 

Total 

Pafci 

Returned 
to  Fyh'ta 

Ex. 
penaca 

Total  Ex- 
pcnditurea 

Incurred 

lOOOt 

1006 
1007 

8207,284 
217,00£ 

808,672 
80,821 

808,874 
126,801 

808,861 
06,270 

876,040 
n,180 

872,484 
21,061 

822,080 
22.121 

822,040 
22.068 

8117.610 
00.140 

878,207 
21.223 

t  Statement  for  1000  had  not  been  received  when  this  page  went  to  prcaa. 


MORTGAGE  LOANS:    Deeember  81.   1008.    There  an  8 


loana  aegrMa^i|  ^070;    protected  by   improved  real  eatate 
valued  at  821300.    Hiere  waa  no  intereat  peat  due 


on  December 


31,  bMt    The  company  holda  811.000  of  manranee  on  the  mort- 
gaged buHdings. 


THE  LUMBER  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Mass. 

Preaident.  Geo.  W.  Gale,  Secretary.  H.  E.  Stone.    Oganiaed.  1888. 


Ybai 


1000 
1008 
1007 


Caah 


8606,803 
464,170 
867,784 


Unearned 
Premhuna 


8103,806 
141,679 
128.076 


Net  Caah 
Surplua 


8887,722 
804.088 
228,602 


Caah 
Premiuma 


8838,631 
204,180 
262.848 


Total 


8374,198 
318,896 
270,099 


Pakl 


882,700 
98,756 
79,101 


Returned 
to  Pyh'ra 


8120,827 
70,472 
80.855 


Ex- 


866,626 
66,649 
48,123 


Total  Ex- 
pandimrea 


8209,618 
220,776 
208.079 


•00.223 
90,6S6 

76.e4« 


Assets.  DscEicaER  31.  1909. 

Bonds  owned  (naaiket  value) 8446.560 

Caah  in  office  and  bank 99.077 

Premiums  in  course  of  collection. 17,110 

Interest  accrued. 4.156 


Total  admitted 


8606.893 


LiABiLrriES,  DECBiCBxa  31,  1909. 
Net  loaaes  unpaid  (indudiog  82,600  resisted). . . 

Unearned  premiuma 

Expenaes,  taxes,  etc 


Total  liabilitiesw  except  surplus. 
Surplus  as  to  policynolders. 


810,821 

108.806 

8.544 

8178,171 
387,722 


Total  liabflities  and  surplus. 8666.803 


Net  amount  of  premium  notes  w  members'  liability,  December  31,  8982,834. 


SEPOKTS  OF  FIRE  INSURANCE  COMPANIES. 
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THE  LUMBER  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Maas.— CmMmmI. 


BIBKS  AND  FREmnMS:  ftre  itaka  in  forw,  DNHnber  31, 
Il8jiy7.ia4;  pNBlniM  thenan.  0827,612. 

BOBIKESS  9INCB  08OANIZATI0N:    FnmiiiiiM  neelftd, 
a92S,4fl8;  kmm  iMld,  $000,467;  wh  dhridnds.  1615.674. 


BONDS  OWNED: 

1925-1935. 8i%. 
.&.lftM.3i% 
,»17-2^3|f 
ref^l921, 
asitirii|pB;]ljMi..R|cl925.   , 
Tnmtntfnm,  M— ,  e^  1926. 4^ 
AaoiivJham.  Mml.  e^  1926^  4^ 
GcarslB.  Stete  <tf.  tec  1915.  4i< 
<aofQenter.  Mmb^  e^  1910-22. 4: 

I^an,  Mml.  ng^  1914. 3)%. 

IUvilfe.TBBii.,e..  1923.0%. 

^vMfoni,  Mmi..  nc^  ttuC 4%.. . . . 
[^■tutkvt*  R>  L.  priD.  rag  •  1944, 4%. . . 
Haafield,  Kmb.,  pnii.A  hit  rag ,  1915-17. 

31% 

BarthiMlOte.  e.,1934.4%. 

oCnrford,  Cbtoi..  e^  1998,  4% 

WallkttB,  M^.,  ng^  1921. 34%. 
Watertwy.  Odocl.  leg.,  1941.  4% 
"  t,l914,4r 

&,1915, 
c:,  1916. 4^ 
e^  1917.  4«/e.. 
k  AIlMiiy,  prio.  A  fat 

1933.4% 

aeloB  ft  Albay.  frm.  ft  mt  ng.. 

ft^^dae,'  &.'  1926^1999. 4%.' 
Bosloa  ft  N.  T.  Air  Due.  rag.,  1955. 
gatoB  ft  Northern  St  Rv.,  c,  1954,  i% 
HortUH.  aBwtn  Bmim  ft  Lynn,  prin.  n^ 

1927.41%, 

C.  B.  ft  Q..  prin.  ft  Int  rn.,  1949, 4%,. 

ChieBgD  Rjn.  Go..  iM,  1927, 5%. 

Orie^D  ft  Westen  bd.,  ng.,  1952. 4%. 

DitcteanCb.  c^VHM^ 

ftehlwfg.  n»-M8.^4|%r: 

RttUraiv.  e.,  1928. 44%. 

Ufce  Shore  k  Mefa.  So.,  rag..  1981,  4% 

Loci;  Uaod.  r^..  1949. 4%. 

Hake   Ctotral   and   Eoropean   ft  No. 

Aflwr^  c^  1933, 4%. 

X.  Y.  GL  ft  H.  1^  icg.  1934,  4« 
y*  z^  N.  H.  ok  Ki,  reg.,  194a^ 
m.  Y..  N.  H.  ft  H.,  Kg.,  1966.  4« 

K.  Y-,  N.  R.  ft  H*.  xcgi«  1050,  45  e 

X.  Y^  N.  H.  ft  BL,  fr,  1966.  4% 

Old  Colony  R.R.,  pmM  fat  reg.,1938.4% 


Vk 

Market 

VnhM. 

Valne. 

019,000 

61&340 

14,000 

13,440 

17,000 

10.460 

5,000 

4.900 

15,000 

14.550 

4.000 

4.120 

4,000 

4.120 

10.000 

10,500 

12,000 

12,230 

3.000 

2.940 

10.000 

10,500 

5.000 

5.000 

10,000 

10,200 

5.000 

4,940 

11,000 

11.000 

5,000 

5,000 

7.000 

0,790 

5,000 

5.000 

1.000 

1,010 

tjooa 

3^080 

3.000 

3,030 

3.000 

SwOOO 

15.000 

15.150 

4,000 

8,600 

13.000 

■  13,170 

10.000 

laooo 

2<000 

1.780 

lOJMN) 

10.300 

5.000 

5,050 

AOOO 

5,050 

10.000 

9,400 

5.000 

5.150 

10,000 

10,600 

1.000 

tooo 

10.000 

9,500 

10.000 

9.900 

5,000 

5,000 

5,000 

4.800 

10.000 

13.400 

10,000 

9.700 

10,000 

9.500 

64K)0 

5,700 

5.000 

5,000 

44% 


BoRBs  Owmn.— CmiI. 

Old  Colony  St  By.,  e..  1954,  4% 

PBoa.,  «▼.  rag.,  1915. 34% 

FMthnd  ft  QnleMbaig.  rag..  1928, 44% 
Tbe  Am.  Agr.  Gii*in.OD..fiT.  Ngnl928. 5% 
West  End  St  fiy..  prin.    ft   fat  rag.. 

1916.4% 

W«t  End  St  Ry.,  prin.    ft    fat  ng., 

1917,4% 

West  End  St  Ry..   prin.  ft   fat  rag.. 

1923J4% 

Amer.  Tl.  ft  Tg.  Co..  e.,  1929,  4%^ . 
Annoor  ft  Co.,  prin.  a  fat  Reg.,  I989,'>i  /o 
Oommonwealtii  Vow,  Co..  of  KaUmnioo, 

Battle  Greek.  Jaeknoo  and  I^nong, 

Mksh,,  c,  1924, 5%. 

Hie  Detroit  EdiMo  Co..  piia.  rag..  1933, 

5% 

Dookinton  ?cm.  ft  Tnm'n  Co.,  c,  1932. 

Ed.  BL  Go!  o£  Lot  Angdea.  prfa.  rag., 

^1922.5% 

Grand  Raplda  Mvik.  Fow.  Co.,  prin.  ra^, 

1981. 5%r. 

Haas.  Qas  Co..  prin.  ft  fat  rag..  1929.44% 
N.  Y.  TeL  Co.,  prin.  ft  fat  ordered  reg.. 

1030,  44%- .  • VT. 

Omaha  EL  lit  ft  Fow.  Co.'' e.!  1938,  5% 

Seattle  EL  Co..  xeg.,  1929, 5%. 

United  EL  SeemiUee  Co.,  e.,  1907, 5%. . 
Uttea  Gae  ft  EL  Co..  e.,  1957, 5% 

Total  (book  ndne,  6429.028) 


Fw 

88,000 
5jOOO 
5^000 

10.000 

0.000 

8,000 

5,000 

12,000 
5,000 


5.000 
5.00O 

5.000 

5,000 

5,000 
5.000 

8,000 
5,000 

oJqqd 

5.000 
5,000 


Maiket 

Valve. 

86,280 

6jm 

lOJOO 

2)000 

5JS0 
11.160 

4.760 

6^0ffl^ 
5.058 

4.010 

5.100 

54)80 
4.800 

7340 
4,950 
4.950 
5,060 
5.060 


8446^)00      8445.560 


mSCELLANEODB:  Onaflagration  Ummk  Baltimore,  1904, 
82.000. 

DIRECTORS:  Alfred  W.  Booth.  Jerome  a  Bofden.  Bdwi* 
Bradley,  John  B.  Bvgbee,  R.  K  Gmrier.  Wm.  0.  Oortl^  Geo.  H. 
Davenpoxt^  Geo.  W.  Qaiek  Qeoige  E.  Kfaiball,  Loiiia  A.  llaarfeld. 
B.  S.  NaiL  Wm.  M.  PMd,  WiMfam  H.  Sawyer,  Horace  B.  Shepaid. 
John  F.  Stoevea. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  L.  Arte. 
A.  Q.  Baker  and  W.  J.  Stanley.  inapeeCon.  Oenernl  agntR 
Edwaid  W.  F^rkhiU,  Bwtington.  Vt,  for  Vt.  Lonia  A.  Ifanafidd. 
New  Haven,  Oonn.,  for  Oonn.;  E.  S.  NaiL  Maaafield.  0.,  for  O4 
R.  E.  Morrv,  Detroit  Mich.,  for  Mich.;  F.  K  Fowler.  Indiaa- 
apoUs, Ind., for Ind.;  fi. J. Gmmfaghwi, JanesvillefWIa., for Wiai 
and  Mfan.;  Wm.  Onnnlnrfiam,  oiF  Wfaefaester,  Ky.,  for  Ry.; 
E.  B.  Herod,  Memi^  Tenn.,  for  Tenn.;  F.  Wade  Vanghan, 
Atlanta.  Ga.,  for  Ga.;  Joelfa  Feten,  Fhifadelphia,  Fk.  and  Frank 
M.  Neff,  Fittobing,  Fk,  for  F^;  F.  J.  Marta.  Seattfe.  Waih..  for 
Wash.  The  company  operates  m  Conn..  Ga..  Ind.,  Ky. 
Mich..  Mmn.,  0.,  Fk.  iWi.,  Vt.  Wash,  and  Wis. 


LUMBERMANS  MUTUAL  INSURANCE  COMPANY,  Mansfield,  O. 

PresideBt,  E.  S.  Nail;  Seovtary,  W.  H.  G.  Kegg.    Orgaaiaed,  1895. 


V            Caafa 

Unearned 

Net  Cash 
Surploa 

Cash 
Premiuma 

Total 
Income 

Losses 
F&id 

Returned 
to  Fyh'ra 

Ex- 
penses 

Total  Ex- 
penditures 

Losses^ 

1W9        $481,030 
IS1O6          4MM6 
1907          333.7» 

1155,521 
135,748 
123,024 

$316,154 
264,575 
202,485 

1318,534 
278,868 
248,947 

1334.284 
291,724 
259,538 

186,480 
81,978 
84,728 

1108,506 
80,064 
74.902 

170,209 
55,711 
48,236 

8265,195 
217,748 
207,866 

•65,626 
80.107 
84.811 

Assets,  Decexbex  31, 1909. 

Seal  estate  owned 

Mntnge  loam  on  real  estate 

Bomfiaxid  stodcs  orwned  (mai^et  value) 

Ca^  In  office  and  bank 

Agents'  balances,  not  over  3  months  due. , 

Interest  and  rents  accrued 


119,000 
30,341 

381,881 

28,625 

21,628 

5,161 


Total  admitted  assets » .     8481,636 


Liabilities,  Decembek  81, 1909. 

Net  losses  unpaid  (induduig  81.000  resisted) 

Unearned  premiums 

Other  liabilities 


88,550 

155,521 

6,411 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholden. 


8165,482 
316.154 


Total  liabilities  and  surplus. 8481,636 


Net  asKxmt  of  premium  notes  or  members'  liability,  December  31,  8933,124. 


RBKS  AKD  FREMIUMS:  fire  risks  fai  force,  December  31. 
S8;iOB.547:  premioms  thereon,  8811.041. 

Bi:^.VESS  81NCB  OBOAIHZATION:  Fkemhmis  iveeived. 
tIJI7.245:  kMMs  paid.  8515.710  eash  dlvfciends,  8478,522. 

REAL  ESTATE  OWNED:  Goosists  o£  oomMny's  home  office 
hefldbiC.  &e  unalsed  value  of  wfaldi  is  819.000  and  the  market 
vslae  (nisi)  BkiOtni 

MOBTQAGE  LOANS:  There  am  11  kMM  amounttng  to 
139.341  on  property  vafaied  at  888,900.  Six  of  the  k>ans  are 
on  dty  property  dtoaied  tn  Mansfield,  4  on  Cams  in  Riehland 


Oo.,  0.,  and  the  other  on  6  acres  of  building  lots  adjotning  Shdby. 
O.  The  companv  holds  820,200  insurance  on  the  buOdings. 
There  was  8240  of  interest  past  due  on  December  31.  last 

BONDS  AND  STOCKS  OWNED:  Fkr  Maikat 

BoMsa.  Value.         Valne. 

Ashtabula,  0.,se 810/Xn  810,460 

Oanton,  0.,  imp.,  p.,  f.  a.  and  p 12J0OO  12,940 

Gfaietenati,  0.,  wat  wks 15,000  15^800 

Gbehmati,  0.,  St.,  1940,  4% 90,000  21,030 

develand.  0.,  grade  oroesing 9,000  9,090 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


LUMBERMANS  MUTUAL  INSURANCE  COMPANY,  Mansfidd,  C-^afUinued. 


Bonds  and  Stocks  Owmo.— C<m<. 
BOMDS.— CofU. 


CbTBlaad,  0..  wai  wks. 

CbTBlaad.  0..  parks. 

Ckvelsad,  0.;  wst  wks. 

Oolumbas,  0.,  stlmp 

OoDnesut,  0..  se 

Oqrshogs.  Go.  0..  e.  h 

East  derebuia.  0.,  se 

Bbrris,  0..  wai  wks. 

Fremont,  0..  st.  Imp 

Inrnton,  0.,  r 

Kenton.  0.,  si  imp 

lJoia.OMf. 

Lonln,  C  river  front 

Kansfield.  0.,  so 

Kailon.  0.,  se 

lUilon.O.,  r 

Jbrion.  0..  r.,  1917.  4% 

Oberifn,  0.,  r 

Ottawa.  0..  St  imp 

Faaldln£  Co..  0..  pike 

Blehland  Go..  0..  bg. 

Salem.  0..  wat  wks.,  1036,  4%. 

Salem.  0..  r..  1031.  4% 

Sandusky.  0.,  wat  wks. 

Tiflin,  0..  r. 

Toledo.  0..  bg..  1933.  4i% 


Far 
Value. 

11.000 
8.000 

26.000 
6.000 
6.000 

50,000 
3.000 
6,000 
6.000 
5,000 
7,000 
6,000 
6.000 

10,000 

21,000 
5,000 
7,500 

17,000 
3,860 

17.000 
6.000 
6,500 
5.000 
2.000 
4,000 

16.000 


Market 
Value. 

11.010 
8.160 

26.413 
5.050 
6.099 

61,434 
3.076 
6.060 
6.020 
6.119 
7.063 
6.061 
5.676 

10.602 

22,641 
6,060 
7,639 

17.921 
3.946 

17.199 
5.050 
6.586 
6.040 
2.000 
4.040 

16,022 


Bonds  and  Stocks  Owm^—CmU, 
Bonos.— Cent 


Upper  Sandusky,  0..  r. 

Wauseon,  0.,  so , 

Youncstown,  0.,  se 


Stocks. 

littie  Miami  R.R.  Co.,  8%  sr.  by  F^ 
xtR.  vx)..  MBsee. 

FSimeiB  Say.  A  Tr.  Co..  orsanised  April 
1,1906 


FSr 
Value. 

Marioet 

Valus. 

ill 

•6.060 
6,277 
3.214 

17.000 

36,550 

3.750 

5.887 

Totals  (book  Talus,  $881,235) 1349.600      8381^1 

DIRECTORS:   E.  S.  Nsfl.  G.  W.  Osmpbell.  F  D.  Torrenoe, 
B.  F.  Weybreoht,  W.  S.  Farker.  H.  D.  Henry.  J.  W.  Frankebenser. 

FIELD  MEN  AND  TERRITORY  COVERED:  Gale  A  Stone. 
Boston,  MasB.,  for  New  England  States;  R.  £.  Morris.  Detroit 
Miflbn  for  Mieh.;  H.  J.  Cannlmdum.  Jsneiville,  Wli..  for  Wis.  aod 
Minn.;  F.  J.  Martin,  Seattle,  Wadi..  for  Wssh  and  Western  coast 
States;  F.  B.  Fowler.  IndianapoUs,  Ind..  for  Ind.;  William  Cun- 
nlniSiam.  Wincfaester.  Ky.,  for  Ks.:  Justin  Fsteis,  FhlladelplUa, 
H^  for  Eastern  Fa.;  Frank  M.  Neff,  Flttrt>uig;  Fa.,  for  Western 
Fk;  E.  B.  Herod,  Memphis,  Tenn.,  for  Tsnn.  The  eompany  is 
Ueensed  m  Ind..  Ky..  Mass..  MieL,  Minn.,  0.,  Fs.,VI^nm..  Wash, 
and  Wis.,  and  writes  busmess  in  inost  of  the  other  States  of  the 
United  States,  from  the  home  office  of  the  eompany. 


LUZERNE  MUTUAL  FIRE  INSURANCE  COMPANY,  Hazelton,  Pa. 

Fresident,  Lorens  Hohman;  Secretary,  Chas.  Altmiller.    Organised,  1876. 


Ykax 

1909 
1908 
1907 


Cash 
Assets 

Unesmed 

Net  Cash 
Surplus 

Cash 

Total 
Inoome 

Paid 

Returned 
to  P'yh'rs 

Ez- 
pfnsfs 

Total  £s- 
penditurcs 

182,025 
80,129 
28,768 

182,025 
80,129 
28,768 

11.328 
1.256 
1,861 

$2,520 
2,468 
2,480 

111 
480 

1612 
672 
686 

1623 

1.102 

829 

144 

Sll 
430 
146 


ASSETS,  DECEMBER  31,  1909:  Mortgaffs  loans  on  real 
estate,  816,630:  bonds  owned  (msrket  value).  16,200;  essh  in 
office  and  bonk,  811.196;  total  admitted  assets,  132,026.  No 
liahiHtisSi 

FIRE  RISKS  IN  FORCE:  Dseember  31. 8284,85a 

BUSINESS  SINCE  ORGANIZATION:  Fiemlums  rseeired, 
842.601;  kMes  paid,  I3.ni. 

MORTGAGE  LOANS:  Thess  sgnente  116,630  and  ara  pio- 

InHasletoi 


teeted  by  Improved  real  estate 

at  more  than  double  the  amount  kianed. 


tton  and  vidnitjr  valued 


re  pi 
valu 


BONDS    OWNED: 

Hasleton,  se. 

Haaleton.  imp. 

Janesvllle  Iron  Wks. 

Hasleton  aty 


Fto 
Value. 

81.000 
200 

1.000 
3,000 


Value. 
ILODO 

aoo 

1.000 
3.000 


Totals. 


86.900         85.200 


LYNN  MANXJFACTURERS  AND  MERCHANTS  MUTUAL  INSURANCE 

COMPANY,  Lynn,  Mass. 

President,  Patrick  B.  Magrane;  Secretary.  John  H.  Madden.    Organised.  1906. 


YXAX 


Cash 
Assets 


tll20.966 
1114.776 
1106.865 


Unearned 
Premiums 


16.017 
4.692 
2.921 


Net  Cash 
Surptns 


tlll4,944 
ilia083 
{103,939 


Cash 
Premiums 


85.682 
4.618 
3.977 


Total 
Income 


112.326 

10.066 

6,970 


Paid 


8382 

2,682 

85 


Returned 
to  Pyh'rs 


84,267 
222 


Ex. 


88.066 
1.997 
2,619 


Total  Ex- 
penditures 


86,716 
4,901 
2,604 


t387 

2.071 

91 


t  Includes  8100,000  guarantee  capital. 

ASSETO.  DECEMBER  31,  1909:  Mortssos  loans  on  real 
estate.  8109.300;  bonds  snd  stoeks  owned  (nmrket  value).  87.796; 
eash  in  office  and  bank,  81.522;  premiums,  not  over  3  months  due, 
81j^;  interest  and  rents  aeenied.  81.114;  total  admitted  anets. 
8120.066.  liabilities:  Net  losses  unpakl.  86;  unearned  pi»- 
nuums.  86.017;   total.  86,022;   guaranty  capital.  8100.000. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree.  December  31, 
81,392375;  piemiums  thereon,  811.407. 

BUSINESS  SINCE  ORQANIZATION:  Piemiums  leeeived, 
814.177;  kMses  pakl,  83,160. 

MORTQAGE  LOANS:  There  ara  44  loans  for  8109.300.  pro- 
teeted  by  property  k)eated  in  Lynn.  Swampsoott  and  Marbldiead. 
MasB..  valued  at  8264^800.  There  was  8198  of  interest  past  due 
December  81.  lart.  Company  holds  8146300  of  insursncs  on 
ths  buildingi. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

U.  S.  Govenment.  8*8 

Stocks. 

Centrsl  Nat  Bk..  Ljnn 

Manufaeturen  Nat  Bk..  I^mn 


Fhr 

Value. 

81.000 


2.500 
2.600 


Maricet 
Value. 

81.020 


4.37S 
2.400 


Totals  OMok  value,  88.076) . 


85.500         87.796 


MISCELLANEOUS:    This  eompsay  was  hensed  under  the 
mutual  lawf  of  Massachusetts,  late  in  1906.    It  has  a 
fund  of  8100.000  and  transacts  business  only  in 


LYNN  MUTUAL  FIRE  INSURANCE  COMPANY,  Lynn,  Mass. 

President.  Jas.  S.  Newhall;  Secrrtary,  I.  A.  Newhall.     Organised.  1828. 


Yeax 


1909 
1908 
1907 


Cash 
Asseta 


878,643 
76,727 
70.347 


Unearned 
Premiuins 


819.940 
19.247 
18.201 


Net  Cash 
Surplus 


858,619 
66.408 
51.952 


Cash 
Prcmnuns 


89,796 
9.349 
9.008 


Total 
Income 


813,938 
12,898 
12.609 


Paid 


83,182 
1,826 
1,385 


Returned 
to  Pyh'rs 


84.407 
8,608 
3.871 


Ez- 


84.001 
4,828 
8.988 


TotslE«- 
pendititrcs 


811.680 
9J62 
9.244 


RBPOKTS  OP  FIHB  INSURANCE  COMPANIES. 


LYNN  MUTUAL  FIRE  INSURANCE  COMPANY,  Lynn, 


Asizn.  Dkxmbu  Jl.  I»W. 

Apnli'  tHluoBt.  DM  onr  i  moDthi  due. 

m 

I    Net  lean  mipild. 

Uneuned  prsbiiu 

I   OlhTliibOitiei.. 


Tonl  UibiUiia  ud  raiptiu.. 


RISES  AND  FRBKIITIIS:  Fin  iWa  hi  lom,  DBOobs  tl, 
tVSfSn:  imiihiD*  Ihenon.  eM6L 

REAL  ESTATE  OWNEth  Oi^rti  ol  >  M  U  Nihut,  ouiM 
UtustnliK. 

KOKTQAaE  LOAKB:  Tim  u*  IT  Imu  Ibr  UiUO  uid  •» 
•nWctcd  br  la;n7TnJ  ihI  nUM  nhad  It  tSl.na  NabMM 
|M  da  «  D«aba  11,  ImL    Coopuj  holdt  117,100  el  to- 

BONDS  AND  ffTOCKS  OWVED:  Pu  IbiW 


Alctk.  Top.  A  SuU  Fk,  ID.  nu  IMS.  4% 
Bupr  i  Annrtook  R^  {^aUqa* 

DirtioB,  1  B,  6"«. 

(U  1  Ot.  W..  1  m..  1988. 1%. 

Ol.  R.  L  A  Flc  USl.  4%. 

iKtMonS Si  i»«yS%^\' '.'.'.'.'.'.'.'.'. 
Uki  ahon  Albdi.  BiL,  IL,  U 10,  Ift . . . 
?i>tiai^  iJ  HBdeo,  pnor  Ka 

k.  T.  e  A  a.  B„  iL,  auL  s%. 


Obhi  *  Wen  rininu.  1  Ti 

Sp-illiiTn  P»c.  R.II.,  Ituut  I.  •. . . 

AsjinnnTTL  A  Tk.,  ed,  ti 

Oftrimonvedth  ftmr  Cb 

"-      ■       W«ter  Dil..  H%-- 

f  t     L  B —    nj    lis 


VlllB. 

tt.om 


3.  U  A  Few.  Qi..  t«.  1^. . . 


Gat.  Hit,  (^m.. 
EhbiTc.  Uk.  bm 
MKdiutf  NtLBI 
NitatT.Itfu... 

Totak 


IRtOO        H8,<IH 


MANSFIELD  MUTUAL  FIRE  INSURANCE  COMPANY,  Mansfidd, 

PrertJatt,  E.  J.  Foniw.  S««t«T,  J.  M.  Cook.    Orfuilad.  1B7>. 

0. 

.-aa 

gsssi-fesf 

.SS„ 

TatiJ 

Lo«. 

RHunxd 

X. 

3,^; 

iBcisnd 

tM.lIl 

IS 

48,e70l 

»4a,231 

44,782 
44:S70 

(22,44) 

tlS,M2 

42.Gm 

»:»To 

AdSETS,  DUXMBBB  31,  UOth    D.  B.  ncbUnd  4%  bondi,    1       N*t  uwui  of  mmhiD  n 
KOOO-  OIUD  Hnnul  bowk  tSJSm,  {an  viln),  141,000:       II.  tHS.SS&. 


11.  H.TSg.tfiS. 

BmilNESfl  SINCE  ORQANIZATION:     Pnmimu  f« 
1800.134:  loM  pud,  1411.153. 


MANTON  MUTUAL  FIRE  INStJRANCE  COMPANY,  Philadelphia, 

Prwdent,  F.  A.  Doiroei;  SeenBir,  W.  U.  Bius».     l>giBl«d.  ISM. 

Pa. 

H  SS. 

Uiwuticd 

Nel'a^ 

Sorplu* 

P,S£n. 

Wh 

tUd 

u  l",!.'™ 

PSB 

TobdEn- 
paditun. 

x»» 

si  M 

114.WS 

tl28.98t 
100.1K 

12*1.371 
210.43J 

•2T1.21( 
I2t!b» 

t20.4M 
20,B11 
2&.MS 

1209,481 
18E,t04 
18S.£71 

118.771 
18,777 
18,«« 

•^Si 

ItH 

Kgra  A-VD  FREUTHIB:  Rn  iUj  In  lorn  DnMabw  31 
CUnjOk  pnaioDi  Ibmoa.  tl8a.737. 

BOSCnaS  SDICE  OHOAmZAIION:  Fnmluiiii  mind 
tU7ilU;  kiwap^BU,14B:  ihIi dhUuk  11.488,188. 

BONDB  OWNED: 


h  Wartk  A  D«nr  Oto  Bj,  Od» 
C°WaATaU<>ILlCb..4L 
Ul*  A  Hn  Tsik  H.  R.  Cb^  4l 
g^MnA0UDB.B.ai,4t... 
R«.  (K.  CU.  A  St  La±^.  Odl 
«('LIi<alb..*Bo.B«.%.,«i 


Total  lUbBitlei,  eicepl  lorpliu tl!7,TIl 

irpliii  H  n  polbTlioldm. 11B.»BB 

Toul  liibaitita  uid  turplu*. I2M.70D 

J,  DKBnba  11,  tl.llS.B»i. 

BoKin  tm  Sioen  Ommi.— C«n(.               P«r  Hiriiet 

Baii».-Cail.                             Vilw.  Viiw. 

Ohio  Rlnr  R  R.  Co.,  V 111,100 

C.  a,  C.  A  81.  U  Rj.  On..  4i 9.100 

HlBDMpoUa  A  81.  Loub  R.  R.  Oo»  <• 8.300 

StLoi^Tenn.AHi,tH. TJMO 

FUlwMpUiAEri^R.0!>..8i S,8S0 

Bo.  Kt.  Co.,  b E.e00 

Dululli.  HlmL.  nt.  *  It.  Si t.4M 

P».Qi..  41f S,300 

DMiTerARIi]QniideaR.0>,5> S.UO 

Rio  Orudt,  Wston  R.  K.  Co.,  4i 4.TtO 

FttU.  Tom.  R.  R.  A  Coal  Co..  b S.1D0 


REPORTS   OF   FIRE  INSURANCE   COMPANIES. 


MANTON  MUTUAL  FmE  INSintANCE  COMPANY,  Philaddphia,  Pa. 


CSil-R. 

sTp.,  1 


ORfOB  Shnt  Udo  R.  R.  Cb., «.. . 
-MWin  If.  Y.  A  fu.  By  r^-  •»-  - 


Ko-Pk.  Rv  Co.,  Si 

(M.  R.  I,  i  Ph„  4.. 

New  Vorti  Erit  R.  it.  Co.,  St.... 
BilOnBrc  *  Ohio  R.  R.,  J(i 


TdWci,  St.  Look  i  Wartem.  lii 

IQboibI.  irmn, ToB of  Tkni.  It...  

Ondud,  0.,  Bd.  of  EdunBtkn.  «• 

JImiUBgdDB  ft  Bnnd  Top  R.  R.  Q).,  4i 

Totak  (book  mJne,  t!B»,«0) Pia.501) 

UBCELUHEOUa:  Tlik  ohwut,  bnthet  with  lli* 
NiOmal  CdHco  Swd  QtMbm  ud  SMlbMfi  Sttta  Ki 


FtBU}  UN  AND  TEBBTTORT  COVERED: 
Hills.  WoWn  Mut.  77  J»daoD  BoiilennI,  Ounto. 
p.  RuiUL  Jr..  U  Milk  It..  Bortoo.  Hm.    Tha  < 


FUltp  J. 
in.;  DiTia 


MANUFACTURERS  AND  MERCHANTS  MUTUAL  FIRE  DJSURANCE 
COMPANY,   Concord,  N.  H. 

Praidenl.  E.  G.  Leach:  Snntaiy.  Lrmu  Ji^mu.    Or^iiml,  1880. 


1907 


M.287 


87.7M 
S3.0IM 


Assets.  Dkzuui  31,  I«0«. 

MortgH^  loHDs  cm  real  aULc 

BoadB  ud  Btocki  owDtd  (Duitket  nluc). ...... 

CoIUnxiJ  losns 

Cash  is  office  snd  bank 

UncDDccta]  prnnimns. , . . 


LUBlLiniS,  DEdUBBR  31,  IWt. 

Net  loua  unpaid-.... 

Diuinn]  pmniiuna 

Oibtr  liibOidM 


at  and  rents  accrued. . . 


Total  liabDJIlea,  snpt  ai 
Surpluiaa  lo  poUcybolden 


RISKS  AMD  PRKHTDlIft  Fb*  ii*i  to  fans.  Di 


1       USCELLANBOUS:   Vm  totcnatg  IdeatUlHl  with  thl* 

Qako  eoBbol  thi  CwHitl  Fire  of  OoDaord  and  tbr  N»r 
Underwrilen  Aieney.    Tie  taatjicy  ■  not  admitted  I 


MANUFACTURERS  AND   MERCHANTS  MUTUAL  FIRE  INSURANCE 
COMPANY,   PhiladelphU,  Pa. 


PRsklent.  John  P 

Haifan 

SecrUuT. 

Henty  Drake.    Onaulwl.  1WJ8. 

Y«u 

ss. 

ssss 

NetCaihl 
Surplui    |Fi 

SL 

.^ 

Lorn 
Paid 

Retufned 

toP-l*'!. 

^ 

sas 

locmnd 

a 

a 

IS 

11 

"S 

!i 

St2,SIl 

•  lfi.344 

3.688 

t  Includhix  l£lt,000  piaranlec  bcod. 

ASBETS,  DECEMBER  31.  IMD:  Coih  in  oC 
SUM;  HTsniumi  in  uune  ol  celledkiB.  H.tta: 
Uiumio:    Net  kw.  unpaid.  t3.i31. 

FIRE  RISKS  IN  FORCE,  December  II.  I2.T0(UT0. 

LOSSES  PAID  SI 


MANUFACTURERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  RHODE 
ISLAND,  Providence,  R.  I. 

Proident,  John  R.  Freeman;  SecnBrr.  Theodore  P.  Bogert.     Otcanieed,  IU& ^^____ 


18.120!       tlE.T< 


(TM.Ml 
eT4.111 

»a>.»M 


»1&.12 

21.M 


BEPOKTS  OF  FIRE  INSUBANCE  COMPANIES. 


Anm.  Dicmn  II.  IMN. 

Bowb  mud  UDdu  owned  (mutct  nluc) |M2,ST8 

Cuh  in  office  ud  buk. 8S.S70 

Uapud  pRniunu.  ■»»  OTcr  3  monltu  due. , .  18,101 


RISKS  AND  PREVnnG:  Fin  iliki  bi  [ona,  EWinmlur  11, 
•l(M.tU.Uk  pruluiH  tlmoa.  tSOl.irr. 

BUBINEaS  SINCE  ORQANIZAnON:  Pnaivm  narind. 
tf  JM.11S:   kw  iMld.  tl.lBOJtt;  ouh  itwiiaiit,  VMHIS. 

BOinS  AND  SrOCKa  OWHED-.  Fu  KuU 

Bon&  Vilna.         Tilne. 

caAQ-iobtb^iiGiini tatuxn      tiii.uo 

K.  r.,  N.  H.  *  H.  R.  R.,  «r.  U.Ht,  Ull  1,000  1,080 

V  T^  K.  a  *  B.  B.  B.  Ol  tail 1,000  MM 

tBkapH.R.ILOo.,«iorU>7. X.OaO  33,ll» 

SUM  afRL,)hl»<i(MH WWO  SkOOO 

u.  a.,  nc  4%  bit  o(  ina 10.000       iijoo 


OUOnkBrR-RCD,. 

PnildwM*Wii™nrlLR.Oo. 

R«B,  Wstnton  A  0|d«»  B.  R  0). . 

a,  B.  *  Q.  Kit.  Co. 

Oil.  HE.  A  Si.  P.  S)>.  Ok,  ton 

OiL,IULASLFHia>.CD-p 

a^  Bt  FaoL  HbuUt  OmW  Rt-  Oh... 

CU.  *  Nwn.  Rj.  Co. 

One..  Cln„  Oil.  *  Si.  Ln*  Bj.  Qk,  p. 

GL  NortbvB  Bf .  Co.,  I> 

nL  CkBt  R.  H.  Cb 

KuL,  St.  F.  A  8.  at*.  lbd*RT.O>.,  n. 
Hta^  St.  F. «  3.  Sm.  MuH  Bj.  CtL,  p. 


Tonl 


100,WI) 
1S,MI 


Total  ttahairU*  nod  mrpl 


NaUoul  Bank  dI  ComiurQa,  PraT. . .. 

VortlMi)  SHiirltlaa  Co. 

FdUbuCd 


na.  H* 


H«rj  E.  lip^tt,  A.  B.  TiDinaiwt,  B 


MARYLAND  MUTUAL  FIRE  INSURANCE  COMPANY,  Baltimore,  Md. 

Pmident,  Frank  SUmihig;  Segatary,  W.  H.  Pantll,    Ori^gd,  IBOl^ 


Ywi 

^ 

UHtpad 

Not  Cadi 

Ch      1      To^ 

Paid 

Retuniecl 
10  Pyhi. 

£1- 

mdilBn^     iDcumd 

itas 

•^i 

U.»8 

'iS:ia 

■siS 

1!S 

13.M; 

40.800 

If 

3sS  ^M 

BUSINESB  SINCE  OROANIZATION:  LoMa  paid,  ttiWH; 
cadi  drndoda.  (»S.UO. 

Ite  Maikiit 

BONDS  OWNED:  Taha.  Vaka. 

SW*<rflU,><w>,U!l,nt tULOOO  ltl,I« 

S^DZM^AELO^imR  0,000  t.W 

3(1.  Br.  Od-,  um.  t%. ueo  &mei 


MISCELLANEOUS:  ITiukr  the  Kairlaod  hn  »>  Rdaniasoa 
naem  ta  raotilrad  of  mntual  An  buuraaa  compaBka.  Hw 
HuTltDd  Hnioal.  bomnr.  diowa  a  nasm  of  M  pa  Mnt  of 
a*  pnolOM  la  lent.  CeBivMn  loaac  BalOnuit,  1901 
ntO  (watac  damiia}. 

DIRBCrORB:  S.  W.  TriTtn,  Darid  L.  Lukt,  Fnnk  Slinilull,' 
Wiii.£.aaAiD.J.Edwiallnn.HaBnS.bU.  Ernat  SchmcBiR. 
RobHt  D.  Hopkina,  Wm.  K.  Cnmnll,  WiUiaa  B.  PmtoU,  Jolui 


MECHANICS  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence, 

PmUoil.  Joka  R  F««m»;  Swrtan.  Theodore  P.  Boem.    Onwuied,  18TI. 

R.  I. 

Tim 

Cadi 

■ss^\ts 

Oui      1      To«l 
PnraiiiBia{    Inooiai: 

■s- 

EoP^'n 

El- 

Total  Ei- 
pcnUluna 

.i^ 

8S 

im 

If 

liii 

3tS 

I1D,»77 
14,1K 

jilwa 

s 

« 

"S 

E 

REPORTS   OP  FIRE  INSURANCE  COMPANIES. 


MECHANICS  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  l.—Ciml 

LiABTLrms,  Dkxuek  tl,  IMQv 

I8.(MS        Net  Iowa  imiiaid. 

IB.SSS         VnoHIKd  prBnliun) 


ToUl  lUbDltla  ud  « 


RISKS  AND  FREMITIIIS:  Rn  iWn 

bmii&S  SINCE  OROANIUnON 

»,tl>3H:  loHM  iwld,  mMn:  auh  i 

BONDS  AND  eroCKS  OWNED; 


Amur.  TL  4  Tt,  liMI,  4?^ 

ChUBumiRf.,  j.,  1M1,4%... 
bTfu.  K  R,  Ocl,  ddst..  ISIK,  t% 

U.  &.!«..  Sat,  4% 


X  Y..  ladL  *  W.  ILR 

Rome.  WiKrlon  A  Ogdo.  R.  R.... 

Atoh^Top.  4  S.  Fe  Ry..  p. 

(M.  BuL  AQ.  Rj.  Co 

Oil.,  WL  A  St  F.  Ry.  CO^  torn 

Chi,  WL  A  3i.  P.  Ry.  Co.,  ml 

CU.,  SL  P..  MlBO  AOiiul»R.R.a 


CU.  A  NonlnMcni  Ry.. 

dan..  On.,  ChL  A  81.1.  Rl-.p.... 
Onat>)W1fcvnRy„  p 


Km 
ia,7oo 

njaoo 
VMO 
si,a» 


10.700 

2JT1 


»,TDO 
ICOOO 

n.soo 


mSCELLANSOITS:  Ilk  smpur.  Ibb(1k  wHh  tht  Aibh. 
1MB.  EatopdM  IbaafMtiuMit  Rboda  Ubai  ud  Stata  Matul 
Fin  Imrun  ft-ip^"!-.  ill  of  PmrldnH,  in  nds  Oa  ana 

DIBBCT0B8:  Bobtrt  I.  OuBd,  Honrd  0.  Btmva, 
Edwwd  D.  hana,  Joha  R.  Fnnua,  JooaUaa  CbaaL  AncM 
B.  dwa.  Wm.  Amia,  Rnil  C  Talt.  Wm.  Ouundl.  1.  V.  VmaM' 
urn.  Hmj  F.  liptaU.  £  H.  TilHaihMt. 


YlAB 

Ch 

"^' 

■as? 

pSI. 

Tcul 
Income 

■ST 

loP^'t. 

El- 

pexlilun. 

fe 

11 

Hi 

Is 

JBllU 

"lii 

••'B 

lOlwi 

ASSETS.  DECEHBER  it  IMS:  Hortad  toai 
•ataU.  HOW:  eaili  b  iSte  and  bank.  n.SlTmlai 
MaLtuifiSr  NolUdilM. 


FIRE  RISKS  IN  FORtX  Dasnbw  SI,  tljaO^U. 

MOBTQAQE  LOAN&ltaa  ao^M  of  flnt  Un  M 
pnpertr.  nload  at  men  thai  dosUt  Hw  anmBt  Imnad  Or 
No  iBtKHl  paat  dH. 


Xwa 

Caah 
AaKU 

UDHraal 

Net  Cub 
Surphii 

Ch 

^ 

^W- 

wss 

£^ 

bfr% 

1009 
lOOS 
1007 

•ll^Kl 

Hit? 

ISi 

li 

K 

Is 

TS 

M 

lis 

on... 

. 

LujBUJiiia 

Dhxuoeb 

31   lOOO 

di  and  itocks  o 

Cuh  In  office  and  I 


Total  admilted  BBcti^ .  ■ 
Net  amount  li  prtralun 


Tans  Kcriied 

Total  UaUUtira,  ncepl  au 
Surplus  a*  to  policytioldeT^. . . 

Total  llabiUlia  and  muiiI 

mber  SI,  tl.:i7,l(8. 


S  SINCE  ORGANIZATION! 

tt,S81.«l»:  liHB  paid,  nOMMi  <Hb  dh 
BONDS  AND  ffTOCKS  OWNED: 


DarloD  Ltc.  Co.. 
IbLkUT  &  S.  Co. 


hi  [ona,  Daoambat  SI 

■faada,  c|b1I.707. 
Par  Markat 

Value. 


ua  9nca  Ovmi.— C«iL 
Sioou.— CmI. 


St.  Loak  A  San  FnuxilMO  Co.,  p. 

lliiDOB CeatiaJ  R.R.CD. 

Nortli*nir--i6eR»,  Co 

N.  Y..  N.  h.  A  hTilR.  Oa. 

N.  v..  N.  H.  A  H.  R.R.  Co..  1  paid. . , 


lUrktt 
Value. 
tlB3U 
11.000 


WSCELLANGODS:    I 


07.000  DIRECTORS! 

3&eOD        W.  3.  Giaqaar.  C. . ,  ., 

10,000  H,MO        Biuy  T.  Oiut.  AHied  U.  EMj. 


iLvrttht.  K.  W.  Swllt, 
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MERCER  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY,  Pennington,  N.  J. 

President,  James  IL  Bergen;  SecrcOry.  Joseph  C.  Btmn.    Orgmigcd,  1844. 


YXAE 

Cuh 
Amis 

Unoroed 

NetOwh 

Owh 
FrcnuuiBs 

Total 
Jacano 

Losses 
Paid 

Returned 
to  Pyh'iB 

Ex- 
penses 

Total  Ex- 
penditures 

1909         $12,958 

$10,359 

20,481 

—8,886 

$27,899 
25,448 
24,887 

$46,018 
54,436 
24,895 

38,822 
44,918 

$4,775 
4.956 
3,628 

$86,976 
48,278 
48,541 

$84,040 

1908            23.418 

S^604 

1907 

6,087 

28.476 

of  UabiB 


ASSEia  DBCEMBER  81.  1909:  Bsal  estate  owned,  $1,200; 
cash  n  offioe  sad  baak,  $10,009;  pnmimiis.  not  over  8  mooths 
dn^  $L4fi9;  other  assets,  $200;  total  admitted  asssts,  $12,068. 
UMStK  Net  losses  mpaid  rndtidiiis  $800  leristed).  $1340; 
other  liibiitaeB,  $759;  total  $8,6W. 


Net  anomt  of  premloB  notes  or  merabenT  liabOlty,  Deeember 
81.  $445,202. 

RISES  AND  PREMIUIIS:  Rrs  lisb  tai  foiee,  Deeember  81ft 
$11,888,810;  pranimns  thenon.  $108,652. 

REAL  ESTATE  OWNED:  ObosMs  of  sompan/s  home  offiee 
hnfldlng. 


MERCHANTS  AND  MANUFACTURERS  MUTUAL  INSURANCE  COMPANY, 

Mansfield,    O.  • 

President,  S.  N.  Ford;  Secretary  and  Treasurer,  G.  W.  DeYarmon.    OrB&nixed,  1876.     


YSAJt 

Caah 
Aaaeti 

Unranicri 
Premiums 

Net  Caah 
Surplus 

Caah 

Total 
Income 

Paid 

Returned 
to  Pyh'rs 

Ex. 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$36,888 

$10,689 

$28,620 

$88,020 

$88,956 

$16,785 

$1,988 

$11,000 

$29,822 

$17,575 

Afisrrs,  Dxcxicbkr  31, 1909. 

_   lonna  on  real  estate 

^  ofwned  (market  Taloe) 

Caah  in  n^f*»*  ^iwl  h^nfc ,, 

Premiums,  not  over  8  months  due 

Interest  aoonttd. 


$2,000 

24,500 

6,416 

8,606 

866 


Total  admitted  assets. 


$86,888 


Total  liabilities  and  surphis.. 
Net  amount  of  premium  notes  or  members'  liability,  December  81,  $157,074. 


81, 1900. 


Net  losses  unpaid.. . . 
Unearned  premiums. 
Taxes. 


$2,400 

10,680 

170 


Total  liabiUdeiL  except  surphis. 
Surplus  as  to  poUcyholden. 


$18,268 
28,620 


$86,888 


RSKS  AND  FREMIUIISc    Fire 
$2,2361732;   premiums  thereon,  $21,878. 

MORTGAGE    LOANS:    On    dwelling 
MaatfeU.  C  appcaised  ▼alo%  $4,600. 


in  foree,  December  81, 
property   located    m 


BONDS  OWNED: 


Market 

Value. 

0.,  muniehial,  4%. $6,500 

Oeveland.  0.,  mmiemal,  4%. 10,000 

StMazy's,0.,munieipaL5% 2,000 

Middlepori.  0..  8.06%. 5,000 

Napoleon,  0.,  4|%. 1^000 


Totals.. 


$M.500 


^MERCHANTS  AND  FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF 
SCHOHARIE  AND  ALBANY  COUNTIES,  Middleburgh,  N.  Y. 

President.  Daniel  D.  Friable;  Secretary,  George  D.  Friabie.    Organized,  1897. 


YXAK 

Cash 
Assets 

Unearned 
Ftemhims 

Net  Cash 
Surplus  . 

Caiih 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 

\909 

$10,834 
•14.754 

$9,606 
14,754 

$16,181 
11,426 

$16,200 
11,426 

$5,154 
10,822 

$12,800 
11,140 

1908 

$827 

*"  $10,822 

consist  of  cash  and  amounts  due  from  agents. 


MERCHANTS  AND  FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Woicester,  Mass. 


Presid 

ent.  Henry  M.  Witter; 

Secretary,  Harry  S.  Myrick.    Organised,  1846. 

V-:  s^ 

Unearned 

Net  Cash 
Surplus 

Caah 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Totsl  Ex- 
penditures 

Incurred 

1900 
1906 
1907 

$256,873 
231,568 
900,176 

$188,102 
140.854 
147,994 

$105,987 

82,620 

108,554 

$86,589 
82,448 
92,160 

$108,764 

06,725 

105,248 

$80,417 
65,589 
84,958 

$26,716 
33,778 
39,190 

$32,101 
8a004 
28,208 

$89,284 
180.266 
102,446 

$27,462 
68.098 
80,967 

Real 


Oahin 

AfOBtS' 

Interest 


81,  1909. 

<book  value,  $57,482) 

loans  on  real  estate 

stodcs  owned  (market  value) 

oBbct  and  bank 

balances,  not  over  3  months  due. 

and  rents  <hie  and  accrued 


Total  admitted  assets. 


$60,000 

19,650 

151,732 

18,440 

10,261 

3,050 

750 

$258,878 


LiABiunzs,  DiGXKBBX  81,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Dividends,  salaries,  taxes,  etc 


$214 

138,102 

14,570 


Total  liabilities,  except  surphis. 
Surplus  as  to  policyholders 


$152,886 
105,987 


Total  liabilities  and  surphis. $258,878 


Net  amount  of  premium  notes  or  membcn'  liability,  December  81,  $278,979. 


REPORTS   OF  FIRE   INSURANCE   COMPANIES. 


MERCHANTS  AND  FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Worce«»r, 
Mass. — CmUiimtd. 
RISKH  AND  PHEUDHa:  Tin  iliki  Is  lorai,  Dh 
tlO,injM;  mmHu  thHeM.  «J7S.«». 
mu,  ESTATE  OWNED:   ComM  of  i<btrj  brtok  buUd- 


HOBTQAQE  LOANS;  Ita*  an  T  km*  innmUu  tlB.WO, 
iM>ii*iii  br  dirjfeit  prapit^  U  Wonirtgr,  Hih,  nlwd  it 
lu  dDabh  the  uuomt  louad  thntm.    Tban  vh  tl7S 

'        "    ^      '         d  tlH  DOBfADf  hfildl 


t.mi.u... 


Bt.  L,  Inn  Mia.  A  3a 


Atcib..  TcfL  A  9u(s  Ft, 
At^  Tcfi.  A  Suti  Fi, 
BoWo  i  Albuj  R.R..  ( 


L   at.   Ry     (WortHte') 


UUIOO 


Uikn  Pm.  B.  L.  p. 

Woittitu  Safe  Dtp.  4  Tr.  Cb., 

Ann.  n.  A  Tt  Cki^  eom. 
WonstaOHLt.  Oa.,  « 

Totib  (book  nlua.  KU^IT) . 

MISCELLANEOUS: ^ 

HOOOOO;   Su>  Pnnraw.  ItOt, 
GoiDiwiy  opmta  '    " 


MERCHANTS   MUTUAL   FIRE   INSURANCE   COMPANY,   Providence 

FlaidHit.  W.  B.  McBa;   SetntUT,  Emat  W.  Bnnrn:  AnbDnl  Secrrtsiy.  HowErd  I.  La.    Oinniad 

R.     I. 

1874. 

Yui 

Cut 

Awn 

N»Cuh 
Swpin, 

Cuh 
Prendura 

Tot.1 
In™™ 

Lo» 

Puid 

toP-yhr, 

pcuet 

TduIEi- 

iss, 

■•M 

171.  IM 

tMS,S74 
««.4W 

2W.MS 

IS 

127,4M 

MM.IM 

msos 

KB.1M 

tlO.TDl 

itIiS 

MERCHANTS  MUTUAL  INSURANCE  COMPANY,  Redfield,  S.  D. 

Pruridrnt.  G.  F.  Johimi  ShrOit,  H.  P.  P>i±ud.    OtruIh].  ISU. 

Yeai 

Cuh 
Aaeli 

ffissi-sir 

P,S!L. 

lSS. 

^ 

»,Kl 

.s. 

Siis.\iss, 

iSSS 

■SIS 

■li  « 

S 

'Isl 

'iSS 

■■» 

li 

ai  '^i 

A88 

Kn 

s^'S^ 

SIS. 

•■•S:  1  ! 

i.s3 

SI 

bUlannin 

E'SfSse' 
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MERCHANTS  NATIONAL  MUTUAL  FIRE  INSURANCE  COMPANY, 

Faigo,  N.  D. 

Pireaklmt,  Lu«  Chibtiuiaa:  Secntary,  J.  P.  Read.    Oigaaixed.  1004. 


YZAK 


1«08 
1907 


$37,061 
66.076 


$$6,883 

23,95$ 
27.290 


Net  Cash 


$3,676 

12,67$ 

2,018 


Cash 


$62,721 
46.1301 
67,406 


TotaJ 
Incwine 


$67,086 

48,667 

*92,817 


P^ 


$36,364 
28,034 
62,662 


Rfetimed 
iDP^*n 


$».066 

8,700 

13,933 


Es. 


t$36,340^ 

ii.iir 

28,624 


Total  Ex- 


$70>60 
47,876 
90,109 


iDcarred 


$29,866 
28,224 
67.310 


•  Indadisg  $20,000  paid  in  by  directors,    t  ladudes  $0,700  returned  to  directors  of  amount  advanced  by  them  in  1007. 


AsBRS,  Dbcxmbss  31, 1909. 


Mortgage  loans  on  real  estate. 

Collatenl  loans 

Cash  in  office  and  banli 

Premiums,  not  over  3  months 
Interest  axid  rents  acaued. . . . 


due. 


Total  admitted  assets. 


$26,800 

1,400 

2.361 

6,610 

790 


$37,661 


LiABiuTiss,  DxcncBU  31, 1909. 

Net  losses  nnpaid  (mduding  $4,100  resisted). . . , 

Unearned  premiums 

Return  premiums. 


$7,497 

26,383 

196 


Total  liabQities,  except  surplus $34,076 

Surplus  as  to  poUcyholden. 3,676 

Total  UabilitieB  and  surphis. $37,661 


RISKS  AND  PREMJUMB:  Fin  iMcs  In  fores,  Deeember  81, 
$2^73,835c  prantom  thstsoa,  $<S4I57. 

MORTQAQE  LOANS:  Then  an  16  Imum  aggRgsting  $36,800 
cored  by  §ai  Bom  of  North  Dalfcota  farm  property,  valued  at 
more  than  doidile  the  amount  loaned  thereon. 


MISCBLLANE0U8:  In  1907  the  dineton  of  the  company 
|Miid  In  $30,000  on  aoeount  of  WTwisslii  loans,  Impaiitng  the  n- 
iDsuranee  reserve.    In  1909  $6,700  was  paid  buk  to  direoton. 

FIELD  MEN  AND  TERRTTORT  OOVERED:  C  L  Tfavber. 
ChatfieU.  MiniK.  State  agent  (or  Mkn.    The  eompany  is 
in  N.  D.  and  Minn. 


MERRIMACK  MUTUAL  FIRE  INSURANCE  COMPANY,  Andover,  Mass. 

President,  J.  A.  Smart;  Secretary,  B.  S.  Fbgg.    Origaniaed,  1828. 


YCAB> 


$211^1 
201,666 
248,723 


Unearned 


$112,717 
107,826 
180,228 


Net  Cash 
Surplus 


$63,37( 
31,641 
62,94J 


Cash 
Premiums 


$97,330 

60,060 

119,064 


Total 
Inoome 


$106,746 

72,944 

130,788 


Psid 


$29,006 

116,443 

88.416 


Returned 
to  Pyh'n 


$28,131 
26,868 
46.713 


Ex- 


$31,406 
31,246 
36,162 


TotslBi- 
peDditures 


$88,642 
173,667 
121,290 


$29,94$ 

117,666 

37.029 


31,  1909. 

Mortgage  loans  on  real  estate 

Ban£  and  stocks  owned  (mszket  value) 

Cash  in  office  and  bank 

.\genls'  balsmrs,  not  over  3  months  due. 

Interest  seemed. 


Total  admitted  assets. 


$78,168 
111,942 

6.686 
12,709 

8,382 


$211,881 


LxABiunES,  DiCEMBn  31, 1900. 

Net  losses  unpaid. $2,264 

Unesmed  premiums 112,717 

Salaries,  rent,  taxes,  etc 3,^29 

Bonrovred  money 40,000 

Total  liabtUties,  except  surplus $168,611 

Surplus  as  to  policyholders. 63,370 

Total  liabilities  snd  sorplus. $211,881 


KISKB  AND  FREMIITMB:  Fin  risks  tai  fbne,  Deeember  81, 
tPUSSMS:  pnnfanDs  thsnoa,  $235,353. 

MOBTQAOE  LOANS:  Then  scgregats  $78,163  snd  an  pro- 
by  Impravvd  reel  estate  vafaMlat  mon  than  double  the 

The  boiMfap  an  weH  eovend  by 


BONDS  AND  STOCKS  OWNED: 
Boma. 


., ,  1019-28, 

k  AiDoatook,  ea^l9 
Ol^A  Northwasfeen.  in9.  ( 
GkU  W!ta.  Jk  Mfauk,  1916, 
Aaer.  11  ft  Tg^  1929,  4 
Boston  ft  Albany,  1933, 4 
Rys.  On.,  1929. 6% 
1927.6%. 


Put 

Maikst 

Vslue. 

Value. 

815,000 

$16,870 

2000 

2,000 

4.000 

4,360 

5,000 

6300 

11X187 

11,160 

3,075 

8,030 

3.030 

3,030 

2.100 

1,980 

Boms  AMD  Sroon  Owm^'^tmL 


Psdfie  Tl.  A  Tg.  Oo.,  1907,  5%. . . 
AtdL,  Top.  ft  £nta  Fe,  1958.  4%. 

Boston  bL  1987, 44% 

N.  T..  nTe.  itfL,fm,i% 


n!  t!.'  ChL  ft  St  £oal8, 1«C4%.'. 
So.  Aw..  1  p.,  1906,  4% 


Lawnnee  Nai  Bk.,  stk.. 
Andow  Nat.  VL,  stk... 
Ameriean  H  A  Tg 


Fto 
Value. 

Maikel 

Value. 

$2,940 
9,625 

10,000 
9,562 
9.400 
9,450 

$3,000 
9,400 

10300 
9,600 
9,200 
9,500 

1,500 
1.000 
9,500 

1.710 

1,920 

10382 

Totals. $108,770      $111,942 


METAL  MANUFACTURERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Indianapolis,  Ind. 

Preskicnt,  C  C.  Hanch;  Secretary,  B.  E.  Perry.    Organized,  1907. 


Yeas 

Cash 

Unearned 
Picnions 

NetCssh 

SUfpiQS 

Qish 
Prenhms 

Total 
Income 

Losses 
Pskl 

Returned 
to  Pyh'n 

Ex. 

Total  Ex- 
penditores 

Losses 

14M 

^-SS 

$37,369 
28,816 

835.382 
16,667 

$30,061 
17,197 

$82,234 
6,642 

$8.82^ 
7,961 

$17,066 
14,608 

$0,634 

1908 

8,236 

ASS 

Xartn 

m.  DECE 
tvnhK.$21.1 
MS.  $858;   i 

HBER81.  ] 
20;  enhinoi 
Dtenst  seen 

1900:    Bondi 
iBeesndbanI 
led.  885.    N( 

i  and  stoeks 
;$5300;  one 
Dliabmties. 

owned, 
olleeted 

1 

RISKS  AN 
8,686,675;  p 

DPREMIUl 
raniums  thei 

13:    Tmtm 
reon,  $25,382 

Ics  m  force.  1 

)eoember  31« 
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METAL  WORKERS  MUTUAL  INSURANCE  COMPANY,  Providence,  R.  L 

PmideDt,  Wmlter  V.  Eddy;  StaeUxj,  AIliii  P.  SMncu.    Oituixed,  18M. 


Yeas 

Cash 

AiMtS 

Unearned 
Preminmn 

Net  Cash 
Surplus 

Cash 
Pzemiums 

Total 
Income 

Losses 
Paid 

Returned 
to  VjWn 

Ex- 
penses. 

Total  El- 
pcndlturcs 

Incurred 

1909 
1908 
1907 

811,229 
26,223 
38.173 

87.182 
13.684 
19.184 

83.595 
11.807 
12.096 

811.177 
26,486 
87.090 

811,902 
27,628 
88,498 

811,158 

8.928 

11.808 

87,396 
20.978 
26.642 

1:i 

847.474 
88.684 
48,608 

811.178 
3.400 
0.809 

ASSETS.  DECEMBER  31.  1909:  Bonds  and  stocks  owned, 
(marbet  Talue).  87.390;  ossh  in  office  and  bank,  82.679;  anntr 
Manoes.  8800;  intenst.  8270;  totaC. 811.229.  Liabflities: 
Unpaid  losses,  8142;  unearned  premiums,  87.182;  other  liabilities, 
8311;  total.  87.634. 


Net  amount  of  premhnn  notes  on  membsnT  liabflity.  Deeember 
81.844,868 

RISKS  AND  FREHIUMS:    Fire  risks  in  foroe.  Deeember 
31.83.262.881;  premiums  thereon.  814368. 


MICHIGAN  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Lansing,  Mich. 

President,  Robert  Hcnkd;  Secretary.  A.  D.  Baker.    Organised.  1881. 


Ybab 

Cash 

Assets 

Unearned 

NetOsh 
Surplus 

Cash 
Prcosiums 

Total 
Income 

Losses 
Paid 

to  Fyh'rs 

Ex- 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

8838.801 
811.666 
688.670 

8896.493 
817.062 
208.692 

•8407,463 

*442.920 

465.062 

8666.081 
636.891 
419.172 

8683.478 
676.100 
447.780 

8467.239 
866.164 
262.947 

8228,003 
187.080 
112,476 

8686.242 
643,244 
876.423 

8448,704 

1908 

386,262 

1907 

278.069 

*  Includes  8100.000  permanent  fund. 

Assets.  Dvckkber  31.  1909. 

Real  estate  owned  (book  value  86.000) 812.000 

Mortcage  loans  on  real  estate 142.680 

Bonds  owned  (market  value) 811,074 

Agents'  ^fi««^^— ,  not  over  8  months  due 81,026 

Cash  in  office  and  bank 279.888 

Interest  and  rents  accrued 12.189 


Total  admitted  assets 8838.801 


LiABXLiTiKs,  Decembki  81.  1900. 

Net  losses  unpaid  (faicluding  812.600  resisted) 

Unearned  premiums 

Taxes  due  and  accrued 

Other  liabmties 

Total  liabilities,  except  permanent  fund  and 
surplus 


831.845 

895,403 

4.000 


N81.S88 


Permanent  fund 8100.000 

Surplus  over  aU  liabflities 307.463 

Total  liabflities,  permanent  fund  and  iuxphia.     8838.801 


Net  amount  of  premium  notes  or  members'  liabilily,  December  81.  82.191.276. 


RISES  AND  FREMIUlfS:  Fire  risks  In  force.  Deeember  31, 
849.190.616;  premiums  thereon,  8626947. 

BUSINESS  SINGE  ORGANIZATION:  PremluuM  received. 
84.688.270;  Umcs  paid.  88342,768. 

REAL  ESTATE  OWNED:  OmsMs  of  brick  office  bufldlnc  and 
ot  kMated  at  120  West  Ottowa  si.  Laasini. 

MORTOAQE  LOANS:  There  an  66  loans  afKiegattaig  8142.630, 
befcu  all  first  liens  on  real  estate  situated  In  Lansing,  Detroit. 
Battle  Greek,  Oiand  Rapids.  HoUand  and  (SOmoo.  valued  at  more 
than  double  the  amount  loaned  thereon.  There  was  8308  of 
interest  past  due  on  Deeember  31.  bst  The  company  holds 
81^660  of  insunnce  on  the  buUdiags. 

Fkff  Karimt 

BONDS  OWNED:  Vahie.         Value. 

U.  S.  Government,  c.  1918. 3% 84.200  84.274 

Ahna.  Mich..  VUlacB  of.  pub.  imp..  1909- 

10.6% 2.000  2,007 

Alpena.  HieL.  Qty  of.  wat  wks.,  1926- 

34,6% : 37.000  89.141 

Broekway  Twp.,  Mich.,  se..  1918.  44%.  1,600  1.609 

Brockway  Twp..  MlcL,  se..  1914,  iWc  14.600  14,677 

Chebogvan.  Hleh.,  City  of.  wat.  wks..  

1910.  iR& 2,000  2.009 

Cbeboygaa.  lOefa..  City  of.  wat  wks., 

19lV6% 6.000  6.126 

Cheboygan.  Ifieh..  Qty  of.  r..l983.  6%.  3,000  8,276 
Coopenville.  Mleh..  Village  of.  wat  wks., 

lteB.6% 10.500  10,943 

Dowagiae.  Ifieh..  CLtj  of.  se..  1909, 4j% .  1.200  1.200 

Dowagiae.  meh..  Oitr  of,  se..  1913. 4}%.  3.600  8,621 
Durand,  Mich.,  Vfltage  of.  wat  wks.. 

1939.6% 4,000  4.262 

Grand  Haven.  Mich.,  Cltv  of,  sr..  1917.6%  25.000  26.275 
Hastfnp,  MicL,  City  of,  st  imp.,  1910- 

19.4% 8,000  7,908 

HoDand.  Mich..  City  of.  sr..  1909.  6%. .  450  450 


PW  Market 

Bombs  OwmB.—CoiU.  Value.  Vahie. 

HoUand.  Mich.,  aty  of,  sr.,  1912.  6% . .  8900  8013 
Holland,  Midi ,  aty  of ,  wat  wks.,  1017 

5% 18.000  18.565 

Ionla,Micfa.,a^of,ey.h.,  1912,6%..  8,000  2.085 

Ionia.  Mieh..  aty  of.  ey.  h..  1918,  6%. .  1.000  1,024 
Kansas  Oty.  Mo.,  a^  of.  no.  park.  dis. 

1919  7%  M6  487 

Lineoln.  Neb..'  dty'of,'r.i  m7.'4%.' .' .' .'  6.000  4.838 

Lansing.  Ifish.,  aty  of.  nav..  1911.13. 6%  83,000  88.787 

Lansing.  Ifidi..  Oty  ofTsr..  1910.  6%. .  4.000  4.038 
Mariette.  Midb.,  VlOagB  of,  wat  wks.. 

1915.6% 14,000  14.441 

Mklland,  Mich.,  aty  of.  r..  1913.  4% . . .  82,000  21.475 

Montgomery  CV>..Tenn..h'way.l936.M%  26.000  35.120 
NorthviUe.  Mich..  VUlagB  ol,  wat  wks., 

1922,6% 20,000  81.520 

Ryrtland.  Mieh..  Vflkge  of.  cL  It.  19116%  2.000  2,000 

Fbrtiand.  Mich.,  Vflh«e  of.  cL  It,  19166%  6/100  6.066 

Royal  Oak  Twp..  Ml£,  se..  1912,  4f  % .  8,000  8.028 

St  Clair,  Mich.,  aty  of.  r..  1922. 6% . . .  6.000  5.147 

Shepherd.  Midi.,  wat  wkc  1924. 6% . . .  14.60n\  , .  yjf. 

Shepherd.  Mich.,  wat  wks..  7988, 6% . . .  14.000 J  "*^^ 

Totals  (book  value,  8301.847) 83013*7  8811.074 

MISCELLANEOUS:    Oonflaaation  Umsbs:    Baltimaie.  1004. 
816.000;  San  Frandsoo.  19006.847. 

DIRECTORS:    Robert  Henkd.  H.  F.  Colby,  B.  W.  Jenka. 

S.  J.  Titus.  G.  J.  DeRoo.  A.  D.  Baker,  G.  F.  AOmendln0Br,  David 
Stott  0.  D.  Chapman. 

TERRITORY  COVERED:  The  company  is  Hesased  in  III., 

lad..  La.,  MidL, Minn.,  Mo.,  N.  D.,  Flu,  &!.•  &  D^  Wadi.  and 
Wis.  and  in  Manitoba. 
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MIDDLESEX    MUTUAL   ASSURANCE    COMPANY,    Middletown,    Conn. 

Ptoidait,  O.  VbMoit  Coffin;  Secntary,  C  W.  Huiit.    Oiiuiad,  183S. 


Yka^ 

Cuh 

Uneanied 

fn^BIXUUIIW 

Net  Cash 
Sorphit 

Cash 

Total 
Income 

LOMCB 

Paid 

Returned 
to  Pyh'n 

Ex- 
penses 

Total  £z> 
pcndituras 

YnnimpH 

■ 

1000    SL119.052 

8100,872 
188,851 
180,012 

8021.282 
825,006 
084,244 

8121.184 
120,115 
110,010 

8108,081 
100,074 
103.610 

860,061 
78,044 
58,821 

803,203 
65,141 
60,147 

1121,844 
138.786 
114,408 

800,808 
75.448 

lOOS 

1,025,005 
888.798 

1107 

55.220 

81,  1000. 

Seal  estate  owned  (book  vahie,  8160.000) 8180.000 

Bonds  and  stocks  owned  (market  value) 860,000 

Cash  in  office  and  bank 60,030 

Afents'  halanres,  not  over  8  months  doe 16,150 

Interest  and  rents  aocmed 2,803 


Total  admitted 


ts 81,110,062 


LiABninEs.  DmcxMSEM.  31,  1009. 

Net  losses  unpakl  (mduding  81,050  resisted). . . . 
Unearned  premie 
Other  liabiUties. 


80.018 

100,872 

30 


Total  liabilities,  except  sarplns. 
Surplus  as  to  poUcyholders 


8107,820 
021.232 


Total  liabaities  and  surplus 81,119,052 


USEB  AND  FRElOUlfS:  Fbe  risks  in  fates,  Deeenber  81, 
SlOjOO^fiOl;  pranfams  theiean,  8375,063. 

BEAL  ESTATE  OWNED:  (Consists  o(  improved  teal  estate 
ta  XiddlBlown,  cwrfad  at  book  Tah»;  market  value,  8180.000. 
Totsl  lenlB  fa  1S08L  811.048;  taaes  and  expenses.  8&53Su 


BONDS  AND  STOCKS  OWNED: 
BoBDa. 

State  of  GoBn»  1984,  3i% 

BsMmate  d(  OUo.  &  W.  fittr. 

Befiab  A  Snaqoehanna  R.  B. 

Baritocton,  Oedar  Bapids  A  No. 

GkLAEaotenlB 

Qa.,  Indbmspolk  A  Western. 

CSem,  CfaL,  GfaL  A  St.  L.,  Cbfao  Dhr. . 

Costlnantal  Coal  Go. 

Esit  OnnsB.  N.  J.,  wat 

kmaFaHsASIoaxG^r 

KiBssa  Cttj,  Ft  Seott  A  Ednphk. . . . 

Ute  Shose  A  lAeh.  So.,  e.  n 

Lsninrflle  A  Narinrille,  (mdfled) 

la  Fae.,  Cbstial  Bfandi 

K.  T.,  N.  H>  A  H.V  ev.  bs., 
3.  Y.,  N.  H.  A  Dm,  ev«  bsL, 

Oaaha  Water  Co 

St.  Lams,  lion  Eta.  A  So..  1031.  6%. 


Book 

EaAet 

Value. 

Vahie. 

826.000 

826,488 

40.000 

80,100 

10.000 

8,800 

10.000 

11,600 

30,000 

84,060 

10.000 

8,800 

40.000 

87.800 

uooo 

12.000 

15.000 

15,000 

10.000 

1^700 

12,000 

0370 

80,000 

20,826 

40,000 

40.000 

10.000 

0.450 

22.600 

23.804 

25.100 

83,034 

10.000 

0.000 

5.000 

6.476 

Bombs  am  Stocks  Owmid.— Conl. 

BORDS.— Cm<. 


StriuI.M.AE 

Town  of  IVvtlaad,  Gona. 
W.AB.Doi«las 


Cm,  A  NwD.  R.  R.  Go.,  oom. 

ChL  A  Nwn.  R.  R.  Go.,  p 

DL  Gent  R.  R.  Go 

LoulivlUe  A  Nashville  R.  R.  Cb. 

N.Y.,N.H.AH.R.R.Go. 

N.T..N.H.AH.RJELO0.,  Isub 

Ps.R.R.Cb 

Union  Psc  R.  R.  0> 

Osnt  Nat  Bk.,  Ekldletown,  C!bnn 

First  Nat  Bk.  Elddletown.  Oonn. 

MkkOetown  Nat  Bk.,  EiddletowiL  Gonn. 
EkldksBS  Go.  Nat  Bk.,  Mkldfctown. 

Conii. 

Omaha  Water  Go.,  1  p. 

Omaha  Water  Cb.,  2  p. 


Book 
Value. 

886,000 

20,000 

6.000 

60,000 

10.000 

23,000 

10.000 

00,600 

7344 

07.800 

30300 

3!380 

4,000 

11350 

4300 

1300 

800 


Eaiket 

Value. 

882,000 

34.440 
4.750 

91,125 
83.600 
83.968 
15.700 
96.500 
18.017 
02380 
40300 
2,400 
8,000 
15,760 

8,270 

1324 

784 


Totals. 808S.444      8860.000 


MIDDLESEX  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord,  Mass. 

Preadent,  R.  F.  Barrett;  Secretary,  Adams  Tofanan.    Organised.  1820. 


«      >      Cash 

Unearned 

NetOsh 
Surplus 

Cash 

Total 
Income 

Losses 
Pakl 

Returned 
to  Pyh'rs 

Ex- 
penses 

Total  £x- 
penditnres 

Losses 
Incurred 

1809  ;     8653379 
1808         64AM6 
1907         008,854 

8353303 
867,973 
352,370 

8294,484 
282,029 
334,511 

8187,278 
198,041 
107,274 

8213,103 
222,727 
225,100 

878.070 

136.960 

54.002 

886,612 
80,098 
87,510 

860,654 
00,182 

68,848 

8210.042 
282,231 
201,820 

873.707 

138,004 

64,680 

31,  1000. 

Seal  esUte  owned  (book  value,  822,308) 840,876 

Mort^^e  loans  on  real  estate 38,300 

Bonds  and  Stocks  owned  (market  value) 642,006 

Loan  on  25  aliares  American  Powder  Mills  stock, 

(market  value,  85,000) 8,100 

Cadb  in  office  and  bank 10,051 

A^enti^  halanrfs.  imt  over  3  months  due 11,215 

lo^rest  and  rents  accroed 7,003 


Total  admitted  assets. 


8063,270 


LiABiums,  DxcsiiBES  31,  1909. 

Net  losses  unpaki 

Unearned  proniums 

Diindends,  rents,  salarict,  etc 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders. 


82,338 

363,203 

3,194 

8358,795 
294.484 


Total  liabQities  and  surplus 8063,279 


RISKS  AND  FREMnniS:  Fbe  lisb  in  foree,  December  31, 
M7.I9837L*  pRmtims  thereon.  8006308. 

REAL  ESTATE  OWNED:  GonsistB  of  eompan/s  home  office 
bsidlBg;  caoled  at  market  value. 

MOBTQAGE  LOANS:  Tlieie  an  loans  aanefXtng  838,300. 
profeerted  by  ieaproved  real  estate  In  and  near  umcord,  vahwd  at 
msmlcrably  over  double  the  amoimt  loaned  thereon.  The  eom- 
puy  hoUs  ample  insaranee  on  the  mortgaged  buOdinsk 

BONSB  AND  STOCKS  OWNED:  Book  Kaiket 

Bon*.  Value.  Value. 

1912.13.14,3}% 86.000  84,920 

]93t^ 15,840  10320 

CiBMasd,  Mml.  1910, 4%. 2.010  2.000 

H(4yoke,lfMB,]987.4%. 10.060  10,300 

LnarimBTSlS.  4% 0,000  0300 

lbidcn,]faaB^  1910^.12,4%. 8300  8.010 


Boms  AHD  Sroon  Owmis.— C«i<.  Book 

BoMDS.— Cent  Value. 

Haas.,  State  of.  1030,8%. 810.138 

New  Britain,  Oonn.,  1989, 4% 5.009 

New  Britain.  Gono.,  1030, 4%. 0.226 

Norwich.  Gonn..  1081, 4% 4,060 

Fkwtueket  R.  I.,  1010,  »,  4%. 20,038 

Htisfiekl,  E^,  1016, 8|% 4.031 

Stamford.  Gonn.,  1038, 4% 5,092 

Woonsooket  R.  I.,  1934,  ^0 2,022 

Boston  A  Albanv,  1013. 4% 10368 

Boston  A  Lowell,  1013-28, 8H% 20306 

Boston  A  Mafaw.  1044, 4i% 11.776 

Central  FSe.,  1054,  4% 4.487 

ChL,  Bttri.  A  a.  1021.  40,  3M%.. 7.035 

ChL  J.  Rv.  A  U.  S.  Yds.,  1940, 4% 10,250 

ChL.  A  Nwn.,  Boyer  Val.,  10^,  3}%.. . .  10326 


Market 
Value. 

80.000 

5,000 

0.000 

4,000 

20.200 

4,050 

5.060 

2.000 

10.000 

19.760 

10.700 

4.000 

7.000 

9.200 

9.400 
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MIDDLESEX   MUTUAL    FIRE   INSURANCE   COMPANY,   Concord,   Mass. 
Bores  imd  Sioei*  Owms.— CM. 
Bom«.-C«l. 

an.,  Hnio.  1  Di.ton,  IWJ,  5% 

aevtiPlUi..  Pi.  1948.3)2,.. 

dsn.  *  PltU,  Pi..  IBSO,  31% 

Cannrd  t  Ibntni.  IBSO.  i%  .... 
OnL  *  Fw,  IMM% 

a*i*piurvpi,ilMo;M% 

I^kc  Bbon  k  WuhTSo.,  1M7,  34%.. . 
L.  U  No-flbcn  Btioi,  1BK(.6%..^ 
Uolnvk  &  lUotw,  nTT.  C.  inf.  ffi 

Nunmowtt  Pier,  ISIS,  4% 

New  IS^d,  1W,  4% 

N.  Y.  a  ft  H.  R..  1W7,  at%. 

N.  Y,  N.  R.  *H..1047,9J%..   ..  .. 

N.  Y..  O.  ft  W.,  1993.  4% 

S.  Y.,  ProT.  ft  BojWn,  lS42.  4% 

h'orvlih  &  Woiceiler,  1927.  4% 

Old  Colmy.  1925,  4% 


tio,iao     110.70) 


IIUII 

G,TI>3 
11,001 

I0,3Tt 


SL  P.,  Wdd.  k  Mh-  in! 
BmuiCr.  AF.^TftK.  1..,. 
Bonlligni  Fudfib  Mil,  e%... . 
Teno.  R.  K.  Am.  a(  BL  L,  Iftn  i 
U.  T.  4  EL  Co.,  PiDT.  I»3i  6%. . . 
Wat  Ewl  BL,  IBIS,  &  4%. 


BHtondtAlbuir... 

Fltefabnrf.... 

(:oii(»K]Ntt.Bk.... 
PuUinuiCD.. 


Book  HwkM 

Vilne.  Vtlue. 

MM)  Kuno 

31JB  n.UD 

•,S»  »,200 

II.4U  i/xa 

itxin  itS4D 

uju  ii>,aoo 

lun  luno 

E.T1K  U.100 

s.m  i3,a» 


Tolili. 

UISCGLLANEOUB;   Compuj  openM   Id 


lUgjSt      tM2,0O5 


SOLLERS  ifUTUAL  FIRE  INSURANCE  ASS'N  OF  ILLINOIS,  Alton,  lU. 

PmidEat.  Geo.  P«(d:  Secnterr,  A.  R.  McKtoaer. 


rotal  Ei-       Lows 


il*.«W       IBOiBM 


SS.<>36 
«1.0M 


itajw     ii^M' 


AssiTS.  DscEinn  31 

Ral  estate  owaed  (book  ralue.  13,000; 

ficndi  owned  (mutct  •nixm) 

Cuh  in  oSce  ud  buk 

Acena'  biluccs.  not  <na  3  raonthi  di 


Total  admilled  ai 


Total  llabllilia  aul  n 
a  or  Dwoibni'  liablllt]>,  December  II.  11,371,1131. 


i,  Detekbu  11,  im. 


RISKS  AND  FREHIUIIS:  Vtn  rWa  to  Iota.  DoMnbir  Bl, 
■tajmSMi   pnultmn  (iHnoa.  tl71,SDT. 

BUSINESS  SINCE  OROANIZATIOK:  PreBlinni  reortTKt. 
M3UMI:  kMH  iMld.  lUnns. 

REAL  ESTATE  OWNED:  OatMu  ti  oBm  bidUIni  ud  lot 
Miatsl  Bl  13  W«t  Ilitd  (L,  Alton.  UL,  book  nlue,  tS.BOO. 


BONDS  OWNED: 

Alloa!  l1t.|^iMPMt'it.riinp..'.!! 


Vitw. 


Value. 


Qtr  dI  Cairo.,  ill.,  i 

Cook  Co.,  IlL,  K. 

ChUBuiift  Q,  B-R-Co.. 

CTSI.  P..  lUriDeaiiolli  ft  Omdl*  VJL  Cb. 


il-Cca 


IIMW*  t,MO 

SMMO  IS,MO 

xsm  »<M» 

Eaat  St.  Louli,  HI.,  I IMOO  U,8S1 

aty  o(  Fn-eport,  IlL.  r WW  i,OW 

HKlilasdPvk,llI..K...... SMS  •,3te 

tU.  Cent.  B.  R.  Co..  litchSelil  DI* 10.000  7,WD 

Dt.  C^t.  R.  R.  Co.  Omstit  DIT tOJMO  7.000 

UL  OmL  R.  B.  Co..  Punhued  Uhl...          lOMO  B,03t 

IiOQiDli  Co.,  ID.,  K ITjm  17,U8 


Bomt  OwiriD.— C«l. 

01^  ol  JaAnnfll*.  UL,  t 

aq>  o(  Lhitota.  UL 

Muoimln  Cb.,  DL.  (. 

air  oTlltfiMib.  IIL.  li«. 

KoanjeOi>.,Ill.r. 

Fu>  Towaibp,  IU„  *g. 

aty  Tjf  Pooltae,  m.  Imp. 


wogjoo     tao6.A 


MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Harrisburg,  Pa. 

FreilikDl,  To>B>  U.  Hajai  Secreterr.  B.  K.  BmiCdiitcr.    Onaniied.  1889. 


Vm 

^ 

Uaaned 

NetCdi 
Stirplu. 

Ca^ 

Premhima 

TotJ 

iHODie 

■Sf 

toP-jh'tt 

El- 

Total  Ei- 

peodUoa 

Incom 

iiii 

IMT 

li 

"S 

81.226 

»3S.»6» 
BLSfiB 

1124, ME 

"S 

s 

"B 

»7,1M 

•^ 
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MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Harriabuig,  V^.-^ConHnned, 


Aaiels,  December  31, 1000. 

ItMua  on  real  estate 

^  owned  (mazket  nJue) 

Ca^  fw  pt^it^  ^ttA  tiynit 

fteraimns  not  over  3  numths  due 

latoest  mnd  rents  acczved 


826,400 

168,160 

81.446 

500 

3,056 


Total  admitted 


ts 8318,468 


Net  amoant  of  premium  notes,  December  81,  81.053,580. 

RISKS  AND  FREMiniiS:    Fue  rkks.  86.443,280;  lecUlm- 
afafe  premimBS  tbenon,  8101.75S. 

BUSINESS  SINCE  ORGANIZATION:    Freauami  leceiTed. 
8K2,8BO:  kwm  paid,  8470,236. 

WSKtQkSM  LOA]«S:   TWis  kMas  aggnsato  82&400,  pio- 
by  Imiwufed  real  ciUta  Tahied  at  mofe  than  ooaUa  the 


BONDS  OWNED: 

GtoroQ^Boia 

TvEtie  Oeak  Bonw 

VCMWOIK 

06 


oWQicnville  BoffOk. 


RtAity.  Water  A  U. 
AanriDe  Water  06 


Value. 

86.000 

8»500 
5,000 
5,000 
2.000 

10,000 
3,000 
3,000 
6,000 
5.000 
5,000 

17,000 


Maitot 

Value. 

85,028 
2,035 
5,098 
5.1U 
2,040 

10,051 
3,187 
8.030 
6,060 
5.233 
5.173 

17,000 


LiABiuTzss,  Decxmbxi  81,  1000. 

Net  loaies  un|Mid 813,420 

Amount  redaunable  on  poUciea 101,755 

Total  liabilities,  except  surplus 8115,175 


Surplus  as 


uaoiutiesi  except  surplus viio, 

to  policyholdcTB 103, 


287 


Total  liabiUties  and  surplus 8218,462 


BoaM  OwRD.— CenL 
Nlacira  Lt.  Hte.  k  Fdw.  06.. . . , 
Ooliunbia  LI.  Htg.  A  Fdw.  Co.. . . 

SpriQKfield  Rj.  U 

HutcUnaon  water  Oo 

Loolrrina  A  Nortben 

La  Grosw  Water  A  Fbwer.  5i%.. 
UCraan  Water  4  Power,  .5%. . . 

AUentomi  Gas. 

Fatnnont  A  Oarkaborc. 

CoDD.  River  Power  Go. 


Readiac,  jOm  4a 80.000 


lL,K.4f. 

Atiaiitif  4  BjmitB^UHB. 


Pkr 

Value. 

Ifaitet 

VUue. 

85.000 

84.000 

10,000 

10.200 

54100 

4.000 

4.000 

8,400 

1000 

8300 

4.000 

8.680 

ObOOO 

5.400 

5,000 

5.000 

5,000 

4,860 

5.000 

4.600 

80.000 

10,060 

5.000 

1050 

10.000 

8,560 

5.000 

6.000 

Totala. 8161,000     8158.160 

FIELD  MEN  AND  TERRITORY  OOVERED:  W.J.Shufert. 
J.  L.  Bateee.    Tbe  eompaay  ii  tteennd  In  Fa.  and  N.  a 


MILLERS    MUTUAL    FIRE    INSURANCE    COMPANY    OF    TEXAS,     Fort 

Worth,  Tex. 

B.  R.  Neal;  Secretary.  Glen  Walker.    Organised,  1808. 


YZA>{ 

Cash 

Unearned 
Premiums 

Net  Cub 
Surplus 

Casb 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penaes 

Total  Ex- 
penditures 

1809  ' 

8140.151 
95,112 

iioiosi 

8146,021 

85^038 

110,425 

877,334 
72,418 
73,180 

882,611 
76,563 
77.614 

846.672 
48,517 
76.714 

40% 

• 

• 

822,067 
16.233 
15,612 

868,730 
50.750 
02,326 

838,002 

1908  , 

53.538 

1907. 

76.714 

*  Ompamy  states  that  dividend  to  polic^M>lders  was  betireen  35  and  40  per  cent  of  tlie  rate. 


ASSETS,  DEGSaiBER  31.  1809:  Mortgafe  loaos  on  real 
eAate,  S7M)75;  TcaviB  Oouaty,  Dallas  City  and  Fort  Worth 
boDdi  (nniket  value).  810/)65;  Loan  on  10  sfaares  Fort  Worth 
Beak  stock  (marfat  Talue,  82,000),  81.000;  cash  m  office  and 
hmk,  $S7^^  agents  balaaees.  not  over  3  months  due,  81356* 
BteieBt  and  rents  aeeruel  81300:  other  aasets,  817303;  total 
nhaitted    aaaets.    8140J5L    Uabittiea:    Net    lomm    unpaid, 

p'm 

!iet  anMNBt  «f  premium  notes  or  membns'  liability,  December 
It  8160^130. 

FIBE  RISKS  IN  FORCE.  December  81.  86.680,400. 


MORTGAGE  LOANS:  The  31  loans,  amounthic  to  871.075. 
are  aeeured  by  property  looated  hi  Tarrant  Ga.  Tte..  valued  at 
8175.400.  on  which  the  company  holds  880.975  insurance.  There 
was  BO  Inteiesf  past  due  on  December  31.  last. 

MISCELLANEOUS:  This  company  transaots  bualnem  on  a 
plan  similar  to  that  followed  by  we  New  En^md  mntuala. 
Ftoileyholders  give  a  premium  note  for  an  annual  premium  and 
BuUce  a  caah  deposit  equal  to  the  face  value  of  the  note  as  a  guar- 
aatee  for  the  prompt  payment  el  aasessments  which  are  levied 
at  tiie  end  of  the  poUey  year  to  cover  loseee  and  expenses.    The 


saving  to  poUeyholdere  of  the  company  since  its  organisation 
has  averaged  about  40% 


%  of  the  regular  cates. 


MILLERS  NATIONAL  INSURANCE  COMPANY,  Chicago,  Dl. 

PluUcBt,  C  H.  Seyfat;  Seactary,  M.  A.  Rcjmold..    Orcuiiied.  1865. 


¥«.     jg* 

Unearned 

fnrttolQXDs 

NetCaA 
Surplus 

Cash 
Premiums 

Total 
Income 

LOBOCI 

Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

1909  ,  81.688.057 

8588.735 
528,606 

466.711 

8084,860 
080.167 
888.105 

8607,222 
585.371 
408.442 

8762.686 
651,239 
552,004 

8466,366 
420,561 
328,136 

8166,279 
141,927 
117,921 

8632,645 
571,478 
446,057 

8401,999 

1908       1>06.028 

458.012 

1907  1    1^73831 

894.976 

Loan 
in 

Caah 


AaSBTS,  DlCKMBKB  81,  1909. 

loans  on  real  estate 8132.550 

owned  (market  value) 1,308,758 

on  bill  of  sale  of  6  cottages  and  furnishings 
Washington  Townshiis  O.,  Unarket  value 


in  office  and  bonk 

bislancfs,  not  over  8  months  due. 


1,000 

103.900 

60,467 

25,530 

5.852 


Total  admitted  assets. 


81,638,057 


LiABiUTiEs,  Deckmbxr  31,  1909. 

Net  losses  unpaid  (including  89,463  resisted) 

Unearned  premiums 

Guarantee  deposits 

Other  liabilities 


844,030 

841.448 

247.287 

20,432 


Total  Uabilttles  except   pennanent  fund  and  *^ 

surplus 8653,197 

Permanent  fund 500,000 

Surplus  over  all  liabilities 484,860 


Total  liabilities,  pennanent  fund  and  surplus. .  81,638,067 


Kct  amount  of  premium  notes  ce  members'  liabflity.  December  31, 84.587,654 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


MILLERS  NATIONAL  INSURANCE   COMPANY,  ChicHO.  01.    Ctmtint»4. 


RISKS  AND  PHEMIUIiBi   Ftn  riiki  [n  Fom,  Dgggmbgr  ... 
UUS7.SU:  i»imltJU  thmon,  tSSl.OU 
BtUNESa  BINCE  ORaANIZATION:    Fnmliini)  miRid 

BOBniAGE  LOAMS:  Then  in  £1  lovu,  uioiiDttiK  to 
tl32JIM  tod  Koiind  br  Uvt  dgedi  oa  Imrrond  CUofo  ihI 
(•tele  ud  Gnt  mortciL(s  on  N.  D.  and  lUii.  turn  juvfati, 
nluoi  (t  $377^30.  Tlwn'uiioiiilentiutdiKDiiDeanbu 
11,  lut.    The  smpuj  Uodi  tilMi  of  inwTwn  od  the  murt- 


SlAilct  of  ColiuDbU.  IB 


.,'f»lS-2t,'5 


BouK  Tcrit,  Ho.,  H.,  igiO-IS.  S%. 

Bninen].  kbuL.  K..  IK4,  4)% 

CtBon,  a.  D.,  gt.,l«]3-23.  i% 

CuvtliwiTlUc  Mo.,  wat.  nki..  IXa.U 
Cltnton,  III.,  hlih  K..  nw,  32.  ti%.. . 

dau  Ltie,  la.,  k..  ISIT,  B% 

Colonilo  Sjiringh  Colo.,  K.  dlL  No. 


Fumbiclfiii,  111.  ■ 
Pam*  PiJIi.  Uu 
TlomiK.  Oilii.,  t^  I 
Fmbors  Co.,  MIdd. 


and  J  Cb^  OUl. 


OUl.  ic,  1S2V.  S%... 


..  isio-a^  4 


HMUofu  Co.,  a',  a 

EkliuTUk.  Mo,.  K..  imu-ai,  u"/,  . 

Hauion,  III.,  K.,  mo-n,  fi% 

Bwkfu  DnlDue  Db.,  KulnliM  Co., 

Bl.  dnlniic  IBII.  1B13.  D%, 

Johiutaii  Co..  OklL,  lSlfr-».  B% 

Kiboti.  Mo.,  wiL  bU,  IB2i,  G% 

KlngiboiT  Co.,  S  ■-  *" 


A.S%... 


lAthnii,M[>.,H.,l(IZ7,A%.. 
Lmi1i,8.  E.,  m..  lSlft-23,61* 

Liii«ln.[ii.r.  mo-ia.4%  .... 

KcClun  Co.,  Okk.,  ac,  »»,  e%. 
McCurtab  Co.,  Okk,  K.,  [B29,  6%  ■ 
McCurtun  Co.,  Okla.,  mr..  1«2>,  8%. . 
Ml.  VBtnon,  N.  Y.,  liidwaj,  1W7-S,  4% 
ML  Vamor,  N.  Y.,  «.,  1W8,<1%.  ... 
MuDfflb,  III.,  >at.wki,  IlIO-H,  S?r 
MinlitJI  Co.,  Mlno.,  t..  1010,  20.  4)% 


Redvs 


Si.  Stir  Ct 


36.000 
9.000 
<U00 


Z1,M0 
7.230 

18,000 


i,  iviv,  Hy. 

-wki.  192J.S%... 

!»:;;.:.■.:::: 

Unclon,  111.  ni.  wki.,  IKi 

.  ...w  PiJIa.  Mlu,.  H.,  IBIB,  4% 

yionm™.  Cob.,  r-  IVU,  3% 

P_i —  ^-    i.,..     J— -,(,.  1B15, 17. 


UOO 

cooo 

7,000 


Honelt,  Mo-  n..  1B27, »%. Ijno 

Konatt,  Md„  r.,  11)24,  4.76%.  - I83» 

Mouitalii  Onre.  Ha,  ai,.  1927.  S%.  Sjno 

New  RocIhIIi,  N.  Y.,  w..  1920-31,  S7, .  »JMO 

Onn, !»..  vat  wki.  1918,8%. 7.000 

OiwoB  Co.,  Mo.,  at,  1W9,  8% 8.7*) 

OlUm  Co.,  Oku.,  H..  1924,  6%  ..     .  IJHU 

Pclkam,  N.  Y.,  k..  lBS3-8a.  4% 30J»0 

Ttmmral  Co..  Mn.,  .c,  W10-2S,  8"i.   -  2,780 

Fontlac.  Hlcb,.  i.I>  lOlfi,  fi% lOAU 

Poplai  bluff,  Mn..  tr..  1914,  RK  .  4  OOD 

RHwoodro,.  HiTin,.5c..lS19..^i<^..     .  SJOO 


22.480 

liso 


St  Low  Co^  Ui.  kapln^od  ae 
SL^tiia'Co.'.'ui.*i 


St.  L  Co..  Mo..  M.  dk.  No.  t,  IVM,  S< 
St.  L.  On  Ho.  a^  dta.  No.  3, 1027.  Si 

Bt.L.  Co..  Xa..  NorauBdrM.  dh  No. 


I.,  at.  I9IS.  0%.. , 

1.1018,8%. 

K- 1912.1^ 


-%19IJ.6H 

Mo,,  diilnan.  1910.22. 0% 
m..ac.,  imS%. 


Tul.uir..,OU..,at„  1928,0% 

Wu.k.  )ll    r.,  l9lO-14.  li% 

Wi,lli  Wall,,  Waah..  a.  h.,  1928,  »%.. , 


dI  Si.  Louli.  Ho., 
ra'MkniHtta  Rr.'  Do!,'  ISb,  ti 


ru.  Q.  Tl  Cd.,  No..  1*14,  e% 

ChL  a.  Ta.  Co..  Wart.  U14,  0% 

Na.ChLa  Rt.  Oi..  MIL  «« 

CU.  Rri.  Co..  a«fH  A  to  1912  4%  to 

1027.*%.  1927 

SL  L  A  Sulk  Br- Co..  Bt  Lnda.  Ho..  1921. 

B.'»°  L  ft  iiiib.'  RJ.'Co.'.  e.' ».'  ii>iik.'ilL, 


SuJiBiT  DIa..  C 

Cloan  Oaa*Co.Vi*i.'im  5%" ! ! " ! !  i 


>»  Lt  A  Coka  Co..  ( 


10,000 
7800 
O.O0O 
0.000 


8.240 
8'000 


CbicuD  Jt  Rr.  Co..  IMI,  i% MUMO 

agTnKUw*n.w.Rr.Co.,t9ii,i%       ujiaa 

Ciaa  An.  k  Fair  Oraunda  Rj.  Co..  Bb 

Uvk.  Mo^  te..  IBI2.  S% "  ■*" 

Ssiith  Sida  Elar.  Rj.  Co..  CSdoito,  1914. 


Bjno 

ISAM 
10,000 
10,000 

10,000 

1S.0OO 


Undecwritata  Salnta  Co 

Totik  (book  nliK,  tl.lte.OtO).. 

MISCELLANEOUS:  Hh 
fuod  of  1800.000.  eultiiUMa  on   a  na  aan 
CanBartlvn  kmrr.    B*lliD«a,  1904.  17400: 


tl.l9»J)40   llJ08.7aa 


Valnaotdi 


aB.aiia,Si 


H.  M.  OOaa,  HbampoHL  Kii 
Rldcnr,  Suiw  O^rHOn 


aarwtj,  nan—  uct,  aon  aniyiwavarB  wnn;  n.  u.  iirw* 
DU,  Isdltfinptk,  IhL.  for  Ind..  0.  ud  MlaL:  E.  K.  SdiiilU. 
FUUdalphKh.:  EdwudJ.Johii«)>i.BoatOD,HM.  TV  nm- 
BU»  ta  Uowvdb  [IL.  Iiid„  Kik,  MM.,  Hbin..  Mo..  Neb.  N.  J- 


YmAi 

Cub 
A-. 

K^s:^ 

I^IrS^ 

,SL. 

Tottl 
iDconie 

■ST 

Returned 
to  P'yh'r, 

£x- 
pmaet 

Total  Ei. 
pendlture. 

liSSd 

1909t 
190S 

'Sffl 

100.7*3 

s 

tM.302 

'ilsf 

t130,!77 
121.983 
Il«:i8« 

t«,011 
17,30. 

190,22] 

*{kP^ 

1111,091 
llI,tSI 
111.8M 

17,309 

IS 

: 

UmOKBao 

Dewmber 

31,  1900.  of 

u«Uu>dl 

abilhm  bad 

thiapM.- 

miloinM 
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imX  OWNERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Chicago,  m.-^antinrnd. 

MORTGAGE  LOANS:  Deeomber  81,  1906.  There  are  3 
km  upB^mg  811.000,  the  nopeitjr  m  dtuated  b  Cook  Co. 
tad  on  whia  the  oomnoj  holds  £tl,000  beunaoe.  There  wm 
to  ktenrt  peit  due  OD  I)eeember  31.  lert. 

MISCELLANEOUS;  Oniifagratfcw  Ioimk  Beltlmon,  190i 
lUO. 


DIRECTORS:  December  81.  1908.  H.  N.  Wade.  John  C. 
FetMr,  Clayton  Mark,  H.  A.  VJeta.  £.  8.  Hobbi,  E.  A.  RuMell. 
F.J.HaJla. 

FIELD  MEN  AND  TERRTTORT  COVERED:  W.  a  RimmU. 
Detroit.  Mioh.  Hm  eoopany  opentea  in  all  Statea  eait  o(  the 
Eo^  Mbuntaina  and  In  CuMda. 


MILL  OWNERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  IOWA, 

Des  Moines,  la. 

H.  J.  Beaaan;  Secretary,  J.  T.  Sharp.    Orguiiaed.  187S. 


YlM 

Quli 

Unearned 

E^PCflAlUflCKS 

NetCuh 
Snrphia 

Ckah 

Total 
Income 

Loseea 
Paid 

Returned 
to  Pyh'ra 

Ex- 
penaes 

Total  Ex- 
pcndituxea 

Incuxted 

1909 

8800.737 
201,480 

$147,830 

8212.842 
248.980 
272.120 

8180.792 
104,804 
170.776 

8196.799 
177,881 
188.208 

872.905 

184,877 

94.802 

832.043 
80.240 
29,640 

8104.948 
184,023 
123,902 

807,048 

1908 

140.877 

1907 

272.120 



94.802 

Assets,  Dicxkbxe  81,  1909. 

Morigafe  loans  on  real  estate 

Cash  in  office  and  bank 

Preminms  and  aifsammts  m  course 

Interest  and  xcnu  accrued 


Total  admitted 


8800,972 

47,099 

9.912 

8,164 


8300.737 


LiABiLxnxB,  Dkcxmbkb  31,  1909. 

Net  losses  unpaid  (tnduding  84,404  resisted) 84,604 

Unearned  premhims 147,880 

Reserve  for  taies 2,000 

Total  liabflltieB.  except  surplus $168,896 

Surplus  as  to  poUcybolders 212,842 

Total  UabiUties  and  surplus 8800.787 


Net  amount  of  premium  notes  or  members'  liability,  December  81,  81.049.178. 


RfSES  AND  FREMIUMSc 
81U44.96S; 


Fire  risks  m  fores,  Deesmber  81. 
$177,498. 


BUSINESS  SINCE  ORGANIZATION:  Fkcmhims  iceeived, 
82.181.074;  loans  paid,  81,640,086. 

MORTGAOE  LOANS:  There  are  87  loans  sonsstfaig  8300.972, 
sU  fimt  Hens  on  fanpcored  Iowa  fsnns  Talned  at  8880,112,  and 
oa  vUch  the  eompaaj  holds  872.346  Insuraaee.  Then  was  no 
ifttereit  past  doe  on  Deeember  8t  hNt 


DIRECTORS:  a  a  Dwishft,  J.  T.  Sharp,  H.  J.  Benson. 
L  W.  Shambai«fa,  B.  A.  Loekwood. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  H.  Ryenon, 
Geo.  F.  Sharp,  0.  R.  Van  Dyke,  L.  R.  Dond.  hiapeetore.  Hm 
eompaaj  aeoepts  flouring  milLeleratw  and  (mdoty  risks  from 
Ark..  GU..  Cola.  Ga.,  IdiLTllL,  Ind.  la..  Kan.,  Ky..  Mldu, 
Minn.,  Miss..  Mo..  Mont.  Neb..  N.  Y..  0..  Okla.,  Fs..  S.  D., 
Teno,  Tex..  Utah,  Va.,  Wsah.,  W.  Va..  Wis.  Wyo.,  Md.,  Ore. 
and  Can.    It  is  Ileensed.  in  Ind.,  la..  Minn.,  Ma  and  Wis. 


MINSTER  MUTUAL  FIRE  INSURANCE    COMPANY,  Minster,  O. 

President.  Wm,  Nienberg;  Secretary.  J.  E.  Schmekier. 


Ykas 

Cash 
Aaaeia 

Unearned 

Net  Cash 
Surplus 

Cash 

Premiums 

Total 
Income 

Losses 
Paki 

Returned 
lo  P'yh're 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1109 

832.626 

818.816 

810.961 

828.351 

829.047 

86.01^ 

8134 

87.869 

814,611 

87,118 

AssRS,  Dbcbicbkk  81,  1909. 

Sol  estate  owned 

Bonds  and  stocks  owned  (par  >-alue) 

Cash  in  office  and  bank 

PEeaiumsi,  not  over  3  months  due 

Interest  and  rents  accrued 


Totsl  admitted 


8006 

14,500 

11,604 

6,363 

318 


832,525 


LlABILITXIS,  DSCXIIBBS  31,   1909. 

Net  losses  unpaid 

Unearned  prttnhims 

Taxes,  rommiwions,  etc 


8600 

18,810 
1.268 


Total  liabilities,  except  surplus. 
Surplus  as  to  policynolders 


816,674 
10,961 


Total  Uabflities  and  surplus 832,626 


Net  aznooBt  of  premium  notes  or  members'  liability,  December  81,  8138,106. 


RISKS  AND  PREMIUMS:    Fire  risks  m  fores,  Dsoember  31, 
^76,202;  pnminms  thereon,  $27,088. 

BUSINESS  SINCE  ORGANIZATION:    Fremhuns  reeeived, 
I178J00;  kxKO  paid,  880,960;  cash  dirkiends,  89.460. 

REAL  ESTATE  OWNED:    ansists  of  one  lot  09x60  feet 
vitk  one  steiy  fssow  dun^  roof  office  buHding. 


BONDS  AND  STOCKS  OWNED: 

OoUmwood,  0.,  wat  bs 

Minster,  0.*  sc.  bs. 

Minster  Loan  A  Say 

Peoples  SsT.  k  Loan  Asan 


Ptf 

Value. 

88.000 

600 

4,000 

2.000 


Totals.. 


814,600 


MONROE  COUNTY  CO-OPERATIVE  FIRE  INSURANCE  COMPANY, 

Rochester,  N.  Y. 

President  F.  P.  Van  Hoesen;  Secretary.  £.  E.  Bohachek.    Organized.  1896. 


Yeae 


1909 
1M8 


$27,604 
n6,040 


$21,011 

t 


Net  Cash 

Surplua 


U,377 
.040 


Cssh 
Premiums 


$38,184 
40,732i 


Total 
Income 


$39,377 
40,732 


Losses 
Paki 


$26,981 
23.098 


Returned 
to  P'yh'rs 


$996 
960 


Ex- 

pcnst 


$13,782 
14.814 


Total  Ex- 
penditures 


Incurred 


^  Cash,     t  Rexnsnrancs  reserre  not  requfa'ed  by  law  in  1008. 


841,709 
88,362 


828.550 
28,008 


AaSEIS,  DECEMBER  31.  1909:  Cash  m  office  and  bank. 
OtUU;  pnnunnts  m  comsa  of  collection.  84.149;  mterest 
Mtreed.  8101:  total  827.604.  liabOifeies:  Net  kMsm  unpaid, 
SUOB;  naeanied  piemhnM,  821.011;  total.  $23,18L 


RISKS  AND  PREMIUMS:    Fire  rkks  m  force,  Deeember  31, 
$10,363,607;  premiums  thereon,  846,229. 


KEPORTS   OF    FIRE   INSURANCE    COMPANIES. 


MORRIS  COUNTY  INSURANCE  COMPANY,  Morristown,  N.  J. 

pRadeoC,  J.  B.  Vu  Dotsi-.  SKnCur,  GoT  Mln 


i>oe 

H07  I 


15.434 
1,817 
4.687 


n  uid  buck,  !_,.... 

H  mnied.  1854;  otber  u 
-    "it  loM*  usiMid.  tHT 


tforifsn  kn 


0,  re;    tobi,  S3a,3T0.    Ia- 


RIBKS  AND  FREnDVa:  Fin  rUa  III  (one.  Dcwte  3t 

t2.72&ai«:  praiiluiiuUiucaii.taa.4S. 

HORTOAQE  LOANS:  Then  in  low  icvvi-tlu  tSl,7D0, 
pntccMd  bf  Impicmd  nl  taUlg  la  HbttIi.  Bhu  and  Ustai  Ooa. 
Gnapuij  luidfl  uniJa  iciar»a»  OB  tlu  bimdinfL 

HISCELLANEOUB;   OnpHj  tnouM  *  ntplia  Hh  bi^- 


MUTUAL  ASSURANCE  COMPANY  FOR  INSURING  HOUSES  FROM  ] 
BY  FIRE,  Philadelphia,  Pa. 


OitlnnaD,  Heniy  W.  Biddic; 

rianiRT.  aiBoni  Lewb.     OiauiiBd.  1780. 

y.A. 

S?. 

sss 

"SSS- 

pS^ 

Tow 
Inramc 

■fflr 

sw 

Ei- 

a^ 

iDcmnd 

itot 

IMW 

13.831.082 

MRS 

'iis 

IS 

tlSfi.teO 

til 

Is 

Is 

"B 

tZ.BOS 

RISKS  AND  PREHIUHS: 


FCrntoi 

i,H<r 


BONDS  AND  amoia  OWNED: 
N,  Y,.  Phllii,  &  S(,r.  R.R,  Co.,lr.  ctf..  4% 


Clunpake  ft  Delanure  Oinll  Co.,  t%. 

DtIkio  L»nd  Co..  S% 

EqultabI'  111;.  Cu  Llebt  Ok, «%. 

Qty  ot  AilcBbHiy,  4% 

City  of  F\ilhdt\vtJa,Kikt"l.^.... 


NortberaCenL 
EtaUn  ft  WUlt 


ilKjR.fLao^i%.. ...... 

ilnJR.RT_fl%. 

-- JlliiiiipiBiR.R.Co.,8%... 

Waton  N.  Y.  ft  A.  Rr.  Co..  4% 

RMdloi  On.  tod  FhiUelidila  ft^wbi 

UiiA  OmJ  a  Nit.  On.,  4%^ 

LeURhCDdftNH.ai>.,4t% 

UUA  CmI  ft  Nit.  Ok,  4t% 

Fhik.,  WUnlngloD  ft  EUUmon  R3.,4% 


truniorUtion  Krtl»,4% 

PtniiqrlTuli  R.  R.  Ok.  (D.  DL,  9%.. . 


A>(«  owned.  WOW:    1 

ind  hink,  i«a,ua;  1 

mot    re- 

irenb.  N 

xnmi 

VlIlH. 

ecMxo 

so,ina 

88,000 

Bdh*  uw  SKxm  OwmiL— Cm(. 

s 

40.000 
Holwo 

iojwo 

S3 

'sSI 

^JSKa^i'-"*- 

^1 

43.400 

K.  Y.,  Pidli.  ft  Norfolk  R.R..  tr'  <^'.  4% 

BUOO 

lu^  ft  iui^iviib.  bI  r.'.  i»i4% 

Stood. 

TfcOOO 

SSJJ.'SStfSrE.":.":::::: 

:::i 

Told* ' 

xn.000 

B,«81.174 

MUTUAL  ASSURANCE  SOCIETY,  Richmond,  Va. 

PriDdial  A««t.  Edwin  A.  Palmer;  Asgudinl  SmrUrj.  Tim.  BdUnf.  Jr.    Orginlicd,  17M. 


YlAI 

Oub 

"ss^ 

»^^ 

.a^ 

IncsDW 

fst 

^fffii 

~S~ 

ToUlEi- 

fc. 

iiS 

111 

*iSi! 

« 

144,081 

li- 

'Snl 

U.111 

"ais 

7*.1»« 
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ICUrUAL  ASSITRANCE  SOCIETY,  Richmond,  Va.— CMfAwdrf. 

LlABIlLTIES,  DBcnoBK  81,  1900. 

Net  losws  unpaid 88,944 

Unearned  premiums,  except  perpetuals 6,718 

Amount  recUimable  oa  perpetunl  poUriet. 21^,815 

Other  liabOitiea 12,092 

Total  liabilities,  except  surplus 8287,664 

Surplus  as  to  policyholdcn 1,871,402 

Total  liabaities  and  surplus 82,100,066 


31, 1909. 

fical  eUate  owned  (book  value) 8776,600 

Bonds  and  slocks  owned  (market  vahie) 1,243,107 

Cish  m  office  and  bank 68,096 

Pktmionis  in  course  of  collection 3,919 

lotemi  and  rents  accrued 21,784 


82,109,066 


Tocal  admitted 


RISKS  AND  FEEMIUIIS:  Ffae  risb  in  foroe  (exeepi  per- 
pekads).  I^oember  31,  8792,018;  premiums  thereon,  810,o61: 
mitiml  fire  zaks,  820^11,700;    deposit  premiums  thereon, 

REAL  ESTATE  OWNED:  Gonsisls  ol  eompaa/s  home  olfies 
baidfag  oBifisd  at  book  falue;  rents  list  year,  876,128;  rapaim. 
ete,  833,100;  net  inoome,  848,014. 


B0.VD8  AND  fftOCKB  OWNED: 
BoasB. 

I^cUiug  CSy.. 

ntenburs. 

P^enboR  R.B.  Go 

RiduaoMr(Sty. 


Vi 


(Jbafinnr.. 
A.&LRJLdbL. 
l.kD.ILB.Gbu. 
C*0.Ry.Ot>... 


Fto 

Maiket 

Value. 

Value. 

81,800 

81300 

15,000 

15,U1 

12.000 

18.668 

276,000 

279.707 

90.000 

90.000 

8921)00 

860,640 

40.000 

38,502 

1,000 

1.056 

15,000 

15.460 

Bonw  an  Biooks  Ownob— Csni. 


VatM. 

810,000 

20,000 


Fennajrlrania  RJL  Oo. 

Southern  Rjr 

Unirerri^  of  Vircinia 10,000 

C^-Osr.  OiemiearTr 10.000 

'  "    ~  10.000 


DeoTer  4  Rio  Grande  Rjr 
Stocu. 

A.  G.  L.  R.R.  Go. 

C^  Bk^  Riehfflond.. . . . 

fiist  Natkmal  Bk. 

R.  F.  A  P.  RJl.  Cb 

National  Bk.  of  Vinmia 

State  BL 

ViKinasTruetOo 

N.2rW.R.R.Co 


42.100 
22,525 
103)0 
53,400 
18,100 

20^ 
13,000 
80,000 


Maifcel 

Value. 

810,400 

19,754 

10.200 

9.813 

9,400 

51,486 
301188 
82,400 
150i802 
38,488 
36.400 
18,000 
18,750 


Totak 81.102,728   81,243,107 


MUTUAL   FIRE    INSURANCE  ASSOCIATION    OF   SCHOHARIE,   OTSEGO 

AND  ALBANY  COUNTIES,  Middleburgh,  N.  Y. 

President  W.  E.  Basslcr;  Secxetsry,  G.  B.  Wheeler.    OrB&niaed,  1804. 


'r  ^ 

gleamed 
PicBsinms 

Net  Cash 
Surphis 

Cash 

Total 
Inoome 

Losses 
PaU 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
pendituies 

Inonmd 

im 

841,903 

840,121 
37,268 

819,447 
17.224 

821,415 
17,224 

88.719 
11,282 

8J.171 
3,841 

812,890 
15^128 

88.719 

w 

11.282 

of  cash  in  treasury. 


MUTUAL  FIRE  ASSURANCE  COMPANY,  Springfidd,  Mass. 

President.  Geo.  B.  Holbrook;  Secremry,  Herbert  E.  Hule.    Orpniaed,  1827. 


Yuij 


im 

M 
1107 


8265.807 
249,051 


854,200 
66^672 
58,996 


Net  Cash 
terpios 


8211,800 
198,592 
172,661 


Cash 

Pranhuns 


819.206 
21,928 
24,014 


Total 
Inoome 


831,042 
83,053 
35,752 


Paid 


8428 
2,157 
2,867 


Returned 
toP'yfa'rs 


815,876 
18,502 
20,780 


Ex- 


84.730 
7,749 
5.822 


Total  Ex- 
penditures 


821,084 
28,408 
28.460 


8428 
2.157 
2,867 


AssXTS,  DscxMBzit  31.  1909. 

Jwtc^^e  loans  oa  real  estate 

gwis  and  9todcs  oivned  (market  value) 

gttfch  office  and  bank 

Iwereit  seemed 


859,800 

196.372 

7.350 

2.285 


Total  admitted  assets 8265.807 


LiABiLinxs.  Decekbex  81,  1900. 

Unearned  premiunis 

Dividends  due 

Taxes  accrued 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders 


854,200 

245 

62 

854,507 
211,800 


Total  liabaities  and  surplus 8266,807 


RgKB  AND  PREHnniS:  Ptae  ririo  fai  fbree,  December  81, 
•Un.735;  prantans  flRnon,  $107,088. 

■OBTOAGE  LOAMS:  There  tie  27  kians,  smeoUfatf  850,800, 
ttdwoed  by  dwdlfaff  In  SpringBeU,  Hsse.,  valued  atll  16,850. 
»  blenit  pesi  doe  on  Deeember  31,  last.  Oonpuy  holds 
IMJX)  of «— mmiTit  on  ■*i**«tPtH  bdhmffi 

BOSBS  AJiD  STOCKB  OWNED:  Fsr 

Boot.  Value. 

AawWritfagPtoer 88,000 

t»«.TL4TtU»^ 3.000 

SwMAAIfaMyB.R 10,000 

SQ««AlUnBE.B. 4,000 

«*nHev.B.R. 2.000 

^AOiil»a.R 4,000 

aL.Bort.AQnJafyR.R 4.000 

«-%»wB.E 2,000 

«5tt8^a8aDiv..RR    8,000 

&»!!*e8LR.B 6,000 

JL  GeoL  R.  R^  nmhMed  IhMS 8.000 

^^ftKleh.So.R.R 5.000 

vv^^^J-^I'^SlHnlLE 8,000 

»  V.  MH.4H.R.R..d 5,000 


Market 

Value. 

81,760 
2.790 

10,000 
3,960 
2,160 
4,560 
8,600 
1.900 
2,220 
6,120 
2,670 
1,900 
4.750 
6.480 
4360 


Boiuis  AHB  Stood  Oman.— Csni. 
Boin>B.-^MiL 


Norfolk  ft  Southern  R.R 

Fhlla.,  WIL  A  BaltL  R.  R. 

Resding,  Jeremy  Gent  R.  R 

Southern  R.  R.  Cb.,  eq 

Springfield  St.  R.  R 

VnnKntVsLR.R 

Wofonooo  St.  R.  R 

Stood. 

Boston  A  Albsny  R.  R 

C!hL,  BuiL  t  Quiney  R.  R 

Hoboke  A  WestfieM  R.  R 

N.Y.a*H.R.&R 

Ghapin  Nat  Bk.,  SpringfieU 

Ghioopee  Nat  Bk.,  Springfield 

Sprinifield  Nat  Bk..  Springfield. . . 
Hsdley  Falls  Nat  Bk..  Springfield. 

Mbnso&Nat  Bk..  Monson 

Nat  Bk.  of  Gomffleree,  Boston. . . . 


Pkr 
Vslus. 

82.000 
4,000 
3.000 
3,000 
3.000 
4.000 
5.000 

10.000 
6.900 
2,000 

20.000 
2,500 
6.100 
2.500 
5.000 
1.000 
5.000 


Msikat 

Vslus. 

81380 
4.040 
2,910 
2,910 
8,000 
4,000 
5.100 

23,000 

17326 

4,000 

84.168 
2375 

10.248 
5.000 
6.400 
1,200 
8.700 


Totals  (book  value.  8167387) 8154.900      8190,872 
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MUTUAL  FIRE  INSURANCE  COMPANY  IN  HARFORD  COUNTY, 

Belair,  Md. 

President,  Richard  Dallam;  Secretary,  Georse  R.  Caimes.    Oivanized,  1848. 


Yeas 

Caflh 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

LOBOCI 

Ptiid 

Returned 
to  P'yh'rs 

Ex. 

Total  Ez- 
pcnditores 

LoBlff«| 

1909 

890.704 
69,463 
51.509 

813.577 

11.192 

9,144 

876,927 
58,272 
39.582 

854,702 
58,187 
50,332 

858,144 
56,418 
52,014 

828.491 
24.012 
24.386 

813.010 
12,200 
11,464 

886,5101      823.491 
36.2121        24.2fl0 

1908 

1907 

35,850 

27.183 

ASSETS.  NOVEMBER  30,  1909:  Real  estate  owned.  86.000; 
bonds  owned  (market  value).  8<S.407;  Ossh  in  baoln.  814.196; 
Interest  and  rents  aocrued,  81,254;  other  sssets,  8847;  total. 
800.704.  Liabflities:  Net  losses  unpaid.  8200;  Unearned  pre- 
miums. 813.577;  total.  813.777. 


FIRE  RISKS  IN  FORCE:  November  30,  811.61U1& 

REAL  ESTATE  OWNED:  Constate  ol  eompan/s  home  office 
bolldtac  eor.  d  Fenniyhranla  av«.  and  ODUrtland  sit  Bel  Air 
valued  at  86.000. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  ALBANY,  Albany,  N.  Y. 

President,  Georse  R.  Meneely;  Secretary.  H.  S.  Foster.    Orgsnind,  1886. 


Ybas 

Cash 
AsseU 

Unearned 
Premfauns 

Net  Cash 
Surplus 

Cash 

Total 
Inoome 

Losses 
P&id 

Returned 
to  Fyh'rs 

Ex- 

Total  Ex- 
penditures 

Incurred 

1900 

8257.850 
262.188 
24a982 

810.893 
10.529 
10.590 

8246,245 
341.507 
280,800 

88.955 
8.657 
8.839 

819,257 
18.231 
24.820 

82,993 
1.807 
1,428 

87.897 
7.884 

7.887 

810.890 
8.641 
8.810 

82,941 

1908 

1.281 

1907 

l,42j 

Assets.  Deceicbes  31.  1909. 

Real  estate  owned  0>o6k  value.  820,000) 825,000 

Mortgage  loans  on  real  estate 7.500 

Bonds  and  stocks  owned  (market  value) 217,863 

Cash  in  office  and  bank 5.844 

Bills  recdvaUe.  taken  for  premiums 1,292 

Interest  and  rents  accrued 801 

Other  assets 50 


Total  admitted  assets 8257,850 


LiABiLXTiBs,  Decxmbee  81, 1909. 

Unearned  nremhuns 

Other  liabilities 


Total  liabilities  except  surplus. 
Surplus  as  to  policyholders 


810,  g» 
7i: 

811.60J 
240»24j 


Total  liabflities  and  surplus 8257,85 


Net  amount  of  premium  notes  or  members'  liability,  December  31,  8100,610. 


RISES  AND  PREMIUMS:  Firs  risks  In  foroe,  Deoember  31, 
88.119.015;  premiums  thereon.  821.307. 

REAL  ESTATE  OWNED:  Consists  of  eompany*s  office 
building,  446  Broadway.  Albany,  a  5'Story  biick.  aUaub  front 
strueture.  of  wfaieh  tiie  book  value  k  820,000,  and  iraJch  Is  carried 
at  825,000. 

MORTQAQE  LOANS:  There  an  8  kNUis,  1  of  81.500  snd  1  of 
86/)0a  That  for  86.000  k  upon  887-341  Hudson  ave.,  246 
Wsshlngton  ave.,  sad  91  Spring  st,  Albany.  Tits  87,500  kwned 
is  protected  by  83U500  worth  of  propw^.  Company  holds 
812,975  of  insivaacs  on  the  mortgaged  buiklmgs. 

BONDS  AND  STOCKS  OWNED: 

BORDS. 

New  York  Qty.  1928, 
New  Yoric  City,  1917, 
New  York  Qty.  1966,  4^/o 
Albany  City.  1925, 4% 


Albany  Qty.  1926-29.  4% . 
New  York  SUte,  1958. 4% 


Par 

Market 

Value. 

Value. 

885.000 

823,500 

10.000 

9,700 

80,000 

80,000 

5,000 

5.050 

8.000 

8,160 

5,000 

5,600 

Bonds  and  Stocks  Owned.— Coal. 
Srocsa. 


Rome.  W.  &  O.  R.  R 

Renssdasr  &  Saratoga  R.  R 

DL  Oent  R.  R..(L.  L.) 

Ft  Wsyne  k  Jsekson  R.  R..  p. . . 
Pitts..  Ft  Wayne  &  GhL  R.  R.... 

Morris  &&MXR.R 

Ksa.  aty.  St  Louis  4  GhL  R.  R. 
GbL,  SaaduBbr  &  OevelaBd  R.  R. 

Oeveland  &Fltts.  R.  R 

N.  Y..  Laoka.  4  W.  R.  R 

Utfea  &  Blaek  River  R.  R 

Csyuga  4  Suq.  R.  R 

Uties.  Chen.  4  Suq.  R.  R 

Msahattaa  Rt.  Co 

Gent  F^  No.  4  E.  Rhrer  R.  R. 


Par 
Value. 

815.000 
5.000 

10.000 
2.000 

14.500 
iJKO 
5,000 
5.000 
2.500 

laooo 

1.000 

UBM 

800 

15.000 

2^500 


Marke 

Value 

818.90 
0.05« 
9,80 
2,7» 
25,52 
7,40 
7,00 
7.00 
4,40 
13,84 
1.76 
4.12 

21,  U 
1.0( 


Totals  (book  vahie.  8194,418) 8178,030      8217^ 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  CARROLL  COUNTY. 

Westminster,  Md. 

President,  J.  W.  Herinj;;  Secretary,  C.  Gloyd  L3mcfa.    Organised,  1869. 


Yeas 

Cash 
Assets 

Unearned 
Premiums 

Net  Caflh 
Sxirpliis 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Totsl  Ex- 
penditures 

Incnrrec 

1909 

858,221 
47,767 
34.337 

853.221 
47,673 
83,600 

815,064 
14,657 
14,395 

817,510 
16,595 
16.058 

89.518 
5.531 
7.952 

83.621 
8.530 
8,212 

813,139 
9,061 

89,5 

1908 

5.& 

1907 

11.164 

7,9 

ASSETS,  DECEMBER  31.  1909:  Real  esUte  owned.  82.635; 
Bonds  and  stocks  owned  (market  value),  847,165;  Cash  in  office 
and  bank.  83.271;  Other  assets,  8150;  total  admitted  sssets. 
853.221.    NoliabUities. 

Net  amount  ol  premium  notes  or  members'  liability,  December 
81,  8417,435. 

RISKS  AND  PREMIUMS.  Firo  risks  in  force,  Deoember  31, 
84,538.685;  premiums  thereon,  815,964. 

REAL  ESTATE  OWNED:  Consists  of  building  sad  lot  situated 
on  East  Main  st,  Westminster. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

GeocKia  Southern  A  Florida  R.R 

Wabash  Equipment  R.R. 

Erie  R.R 

Central  Pacific  R.R 

United  Electric  R.R.  of  Baltimore 


Par 

Market 

Value. 

Value. 

84.000 

84.002 

2.000 

2,040 

2,000 

2.000 

2,000 

1.940 

7,000 

6,020 

Bonds  and  Stocks  Ownu).— ConC 

BOND8.--C0ll(. 

Western  Union  Telenaph  Co 

Georgia,  Carolina  &  Northern  R.R 

Trinity  &  Brazos  Valley  R.R. 

CoalACokeR.R 

Atlantic  Coast  Line  R.It 

American  Tele.  &  Tel.  Co 

Tidewater  R.R 

Stocks. 
Commercial  &  Farmera  Natl.  Bank,  of 

Baltimore 

National  Exehance  Bank  of  Baltimore . . 

Natwnal  Unkm  mnk  of  Maryland 

Union  National  Bank  of  Westminstar. . . 


Par 

ValuB. 

82,000 
3,000 
3.000 
8,000 
3.000 
2.000 
4,000 


700 
8,300 
1,900 
2,000 


Valu 
$l.$i 

2.fi 
3,C 
2.C 
IS 
4.C 


i 
4,< 


Totals., 


UlM        S47, 
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MUTUAL  FIRE  INSXJRANCE  COMPANY  OF  CALVERT  CO.,  Fwderick,  Md. 

Pieifafatt.  George  W.  Powdl;  Secwtify,  Jno.  B.  Or«ir.    Ortiniad.  1860. 


Teae 

Cuh 
AaKtB 

Unearned 

Net  Cuh 
Surplas 

Cash 

Total 
Income 

Paid 

Retuned 
toVyh*n 

£x- 

Total  Ex- 
penditures 

Lones 

1609 

621,599 
20,650 
20.646 

621,599 
20,200 
19,843 

61.741 
1,608 
1,586 

62,762 
2,786 
2,628 

61,615 

2,354 

982 

6610 
605 

m 

62.225 
2.959 
1.648 

61,615 

1906 

2.804 

1907 

"'6793 

982 

ASSETS  DECEMBER  81.  1909:  Mortcage  loaos  on  ml 
estate,  69.450;  bonds  and  sioeks  ovned  (martet  Talue),  610.109: 
eoOatezal  loaaM,  6600;  easb  in  office  and  bank.  6752;  Interest  and 
R&ts  aceraed.  $768;    otber  aaseta,  690;    Total,  621,590.    No 


RISKS  AND  FREMIUIfS:  Firs  liski  in  fores,  Dseember  31, 
6446.500:  pramiums  theraon,  644.986. 

HORTGAQE  LOANS:  These  aggncate  69.450  protected  by 
fanpTOTsd  real  estate  ta  Oahrert  Go.,  Md.,  valued  at  neax^  three 
times  the  amount  loaned. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  CECIL  COUNTY,  Elkton,  Md. 

PiciMeat  J.  H.  Stede:  Secntvy.  J.  M.  Todcer.    Ornniied,  1847. 


YXAX 

Cuh 
AsMta 

Uneaned 

Net  Cash 
Surphtt 

Cash 
Premiums 

Total 
Income 

LOBOCI 

Paid 

Retumed 
toPyfa'n 

£x- 

Total  Ex- 
penditures 

liosses 
Incurred 

1909 

641.314 
3M25 
2A.614 

639,617 
84.364 
26.170 

613.288 
12,651 
12.718 

614,148 
18,453 
18,610 

64.285 
1.405 
9,204 

63.702 
8.588 
8,208 

67.987 

4.493 

12.407 

64,285 

1906 

1,097 

1907 

7,248 

ASSETS,  DECEMBER  31. 1909:  Gbsh  in  office  and  bank.  640.- 
761:  pcesunras  uncollected.  6S8;  other  assets,  6600;  total 
sdnictad  aaseta,  $4U14:  liabDities:  Net  Ioms  unpaid.  61.162; 
other  fiafaffitiea,  6535;  total  61.687. 


Net  amount  of  i»enuum  notes  or  member^  liability.  December 
31.  6216,424. 

RISKS  AND  PREMIUMS:    Pin  risks  in  force,  December  31, 
62,972.640;  premiums  thereon,  613,288. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  CHESTER  COUNTY, 

CoatesviUe,  Pa. 

Presklcnt.  Marshall  S.  Way;  Secretary.  B.  P.  Cooper.    Oreanixed,  1840. 


Yeas 

Cadh 
AMeta 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Loases 
Pski 

Retumed 
to  Fyh'rs 

Ez- 

Total  Ex- 
penditures 

Losses 
Tncurre'^ 

1999 
1968 
1907 

6341.749 
314,182 
278.298 

662,127 
88.560 
29.715 

6236.405 
253.137 
244,180 

6138.094 
128,803 
126,621 

6150.897 
140,628 
132,313 

6108,424 
72,214 
74,441 

63.066 
2,799 
8,034 

641,402 
27.230 
28,086 

6152.892 
102.243 
105,511 

6108,424 
86,502 
64,921 

Assets,  Decembxr  31,  1909 

Real  estate  onmed  (book  value) 

Bonds  and  stocks  owned  (market  value) 

Cash  in  office  and  bonk 

Agents'  balances,  not  over  3  months  due 

Interest  and  renta  accrued 


620.000 

186,097 

25,071 

79,941 

8,640 


Total  admitted  asseta 6314,749 


LiABiLrnss,  Dbckicbxx  81,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabSties 


Total  liabflidesj  except  surplus. 
Surplus  as  to  policyholders 


613,744 

62,127 

2,473 

678,344 
236,405 


Total  liabflities  and  surplus 6314,749 


TIRE  RISKS  IN  FORCE:  December 31. 651.983,733. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
13^87.801;  losses  paid.  62.501,205. 

REAL  ESTATE  OWNED:  December  31.  1908.  Consista  of 
bride  office  bnildiag  situated  m  CoatesviUe,  Pa.  Market  value 
OUXXk 


BONDS  AND  STOCKS  OWNED: 

BOHOO. 


GbatesvfOe  Boro..  bs 

SvarthsMMc  Btoro.,  bs 

Xorthampton  Height  Boro.,  bs. 

Ba&gDff  BcHOi.,  bs 

Ibwnt  Fenn  Borou,  bs 

.^Ssrberth  Boeou.  bs 

DubyBocD.,  ba 

Lofsa  Tovnabtp,  se.  bs 

Rdb.  ft  Rcadlog.  gn  4s 


Par 
Value. 

622,500 

7.000 

12.000 

10.000 

10.000 

8.000 

laooo 

10.000 
25.000 


Market 

Value. 

122.500 
7.000 
12.000 
10.000 
10.000 
8,000 
10.000 
10.000 
24.969 


BORM  AMD  SlOCKB  OwinB).— CsmL 

Boims.— Csni. 


American  Ry..  5s 

Pa.  R.  R.,  cs..  8is 

Lehigh  Valley  R.  R.,  bs..  6s 

Stocks. 

Phlla.  Traction  Co.,  stk 

Lehigh  Vallegr.  gn..  4s 

Buffalo,  Rochester  ft  Pittsburg,  4^. 

Lehkh  Coal  ft  Nav.,  4s 

Ps.Oo.,48 

Home  BIdg.  ft  Loan  Assn..  rtk 

Phila.  Balto.  ft  Wash.  R.R..  4'b.  . . . 
Lake  Shore  ft  Mich.  So.  R.R..  4*8. . . 


Psr 

Ma^t 

Value. 

Value. 

65.000 

64350 

6,000 

4.825 

8,000 

9.520 

2.000 

8.560 

5.000 

4325 

5.000 

5.000 

5.000 

4.812 

5.000 

4.900 

14.5S0 

14,580 

5,000 

5,006 

5.000 

4,787 

Totadi  (book  value) tl84,080      $186,097 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  FREDERICK  CO.,  Frederick,  Md. 

President.  A.  C.  McCardell;  Secretary,  O.  C.  Warehime.    Organized,  1844. 


YlAt 

Cash 
Assets 

Unearned 
Premhims 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Retumed 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
I)enditures 

Losses 
Incurred 

1909 
1908 
1907 

628.186 
27.877 
27,958 

62,139 
2,085 
1.981 

624.803 
24,322 
22.175 

64,279 
3,780 
3,679 

66,674 
5.563 
5.861 

6513 
3,410 
2,898 

691 
56 
52 

62,669 
1,733 
1.808 

63.273 
5.199 
4,758 

6513 

318 

5.998 

ASSETS.  DECEMBER  31, 1909:  Real  estate  owned,  612,000; 
bs&k  itock  and  raUway  bonds  (market  value),  69,287:  cash  in 
effioe  sad  bank.  6799;  mterest  and  rents  accrued,  6549;  other 
ia^  6S0;  total,  628,186.    Liabflities:  63,383. 

NetOMnrai  of  premium  notes  or  members'  liability.  December 
31.63033TL 


FIRE  RISKS -in  force  December  31.61,429.528. 

REAL  ESTATE  OWNED:  Consists  of  company's  home  office 
building,  book  value.  612,000;  carried  at  assessed  value. 

MORTGAGE  LOANS:  There  are  2  k)ans  sggregating  65J00. 
1  for  65,000  on  188  acres  ot  land  near  Frederick,  Md.,  ana  the 
other  for  6500  on  one  bilck  dwelling  in  Frederick.  The  eom- 
I>any  holds  68.900  of  insurance  on  the  buildings. 
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MUTUAL  FIRE  INSURANCE  COMPANY  OF  GERMANTOWN  AND 

VICINITY,  Phfladdphia,  Pa. 

Ftoident,  Jomfk  Flinc;  Secntary  «ad  Tteuunr,  Chu.  H.  Wda.    Oraniad.  tSU. 


»"»  JS& 

Uneanied 

Net  Cash 
Surplus 

Caih 

Totel 
Inoome 

Pfeid 

Retanad 
toPyli'n 

El. 

ToldEs- 
pauUtnw 

1000    61.230,147 
1008      1,317,467 
1007      1.104,010 

6333,086 
334,660 
838,608 

6010,603 
886.888 
868,689 

624,176 
30.027 
28.630 

681.480 
84,004 
87.633 

616.664 
31,068 
16.348 

"     '6i638 
4,868 

636,363 
34,876 
36.016 

640,816 
40,677 
46,633 

616,160 
30.881 
14.070 

Unearned  pttmiums  Includes  amount  redaimable  on  perpetual  poUdc 
Assets,  Decembeb  31, 1000. 


Real  estate  owned 

Ground  rents 

Mortgage  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value) . 

Cash  in  office  and  bank 

Premiums,  not  over  3  months  due 

Interest  and  rents  accrued 

Other  assets 


640,000 

0.000 

638,807 

626.600 

11,038 

8.166 

10,051 

307 


Total  admitted  assets 61,330,147 


LiABiLrms.  DscBMBxa  81, 1000. 


Net  losses  unpaid 

Unearned  picmiums  (except  perpetuals). . 
Amount  redaimable  on  perpetual  policies. 
Other  llabflitin 


Total  UabOities.  except  surplus. 
Surplus  as  to  policyholders 


$1,073 

27,218 

206.767 

4,487 

6328,545 
010,002 


Total  liabflities  and  surplus 61,230,147 


Net  apnount  of  premium  notes  or  members'  llabiUty,  December  81,  640,156. 


RISKS  AND  PREMnmS:  Fire  itoks  in  force  Dsesmber  81, 
618.404,808;  premiums  thereon,  640,460;  peipetual  deposits  held, 
6334,125. 

LOSSES  PAID  SINCE  ORGANIZATION,  6610,970. 

REAL  ESTATE  OWNED:  Oonsists  of  oonuwDVs  home  offiee 
boildlBft  and  three  dweUng  hoases^  ooitiBg  672jD0.  Bents  re* 
oeiTed  hi  lOOB.  61.164. 

MORTGAGE  LOANS:  These  loans  atfrecale  6638307.  and  are 
pcoteeted  by  jaopaiy  situated  in  Fhilade^ta  Co.uidlIontgomery 
Go.  and  valued  at  60  per  cent  more  than  the  amount  kwned  thereon. 
The  kians  rsnge  in  amount  from  6100  to  610,000;  the  average 


being  about  63,600.    Then  was  62,268  of  mterest  past  due 
Deeember  31,  last. 

MANAGERS:  H.  B.  Broner.  M.  L.  Fiaekel,  Morns  R.  Boddua, 
James  R.  Gates,  Charles  L.  Eberle,  John  S.  Smith,  Joseph  FlinK. 
Charles  H.  Weim,  C.  L.  Loekwood.  Wm.  J.  Flmg,  J.  V.  Kelly, 
George  G.  Lfttlewood,  Wm.  H.  Emhaidt,  Jr.,  Stewart  A.  Jellett, 
George  P.  Darrow. 

FIELD  MEN  AND  TERRITORY  COVERED:  Geoces  E. 
Wacner  t  Co..  401  Wahui  at,  Philadelphia.  Oompany  opetatea 
to  tte  counties  of  Phfladalphia,  MoatfosMry  and  Boeka  of  Ri. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  KENT  CO.,  Chestcrtown,  Md. 

Prendent.  Thoa.  W.  EUaaon;  Secretary.  Geo.  B.  Westcott.    Organised,  1847.  


YXAB 

Cash 

Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Xiosses 
Paki 

Returned 
to  P'yh'rs 

Ex- 
penses 

TotsIEx- 
pendltares 

Incofred 

1000 

676,214 
60,888 
60,806 

676,214 
68,888 
60,806 

610,377 

10,386 

0.706 

616,463 
14,678 
18,781 

63.638 
1,610 
8.080 

64,080 
3,748 
3,444 

62,503 
3,638 
3,781 

610,006 
7,806 
0,164 

$8,523 

1008 

3.0M 

1007 

3.0.S0 

ASSETS,  DECEMBER  31.  lOOB:  Real  esUte  owned.  612,281: 
mortgage  loans  on  real  estate,  68,184;  bonds  and  stocks  owned 
(nuuket  value),  640,088;  cash  in  office  and  bank.  66.100;  mterest 
accrued,  6667;  total,  676,214.    No  liabilities. 

RISKS  AND  PREMIUMS:  Fiie  riski  m  forae,  Deoenber  31, 
61,047,160;  premhuns  thereon,  6206.543. 


REAL  ESTATE  OWNED:  OomristB  of  company's  home  offiee 
boUdinie,  370  acres  of  hmd  hi  Kent  Ooi.,  and  a  stonoooss  and  haU. 

MORTGAGE  LOANS:  There  are  kwas  aggrenting  68,134 
protected  by  piupeity  at  Cbestertown  and  tiie  immediate  vidnlty. 
worth  double  tiie  amount  UmobA  theraon.  Oompany  hoMs  ample 
fire  insurance  on  tha  mortgaged  buiUiaga. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  LOUDOUN  COUNTY, 

Waterford,  Va. 

President,  Arthur  W.  Phillips;  Secretary,  J.  L.  Gill.    Organised,  1840. 


Ybab 

Cash 

Assets 

Unearned 
Premhims 

Net  Cash 
Surplus 

Cash 

Total 
Income 

I-OMCO 
P^ 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

1000 

684,130 
70,715 
61,124 

678.040 
68,830 
66.208 

657,583 
60,606 
•6,100 

661,003 
62,684 
«  8.808 

636,540 
41,186 
33.740 

621,060 

10,888 

6,866 

656.500 
62,028 
28.606 

1008 

1007 

$30,699 
88,890 
24,152 


*  Bttsnicss  from  April  1  to  January  1;  does  not  indude  January  renewals. 


ASSETS,  DECEMBER  31.  1000:  Real  estete  owned,  63,800: 
Mortnge  loans  on  real  estate^  68,000;  bonds  and  stocks  owned 
(market  value),  666.172;  Ouh  m  office  and  bank,  64,027:  premiums 
not  over  8  months  due,  61,854:  mterest  accrued,  6l27;  other 
assets,  6160:  total.  684,130.  LaibilitMs:  Net  losses  unpakl.  65.506. 
other  iia^ties,  6575;  total,  66.081. 


RISKS  AND  PREMIUMS:    Fire  risks  m  force.  Deeember   31, 
613.708,887;  pramhmis  thereon,  668,773. 

MORTGAGE  LOANS:  These  amount  to  66,000  and  are  nro- 
tested  by  farm  pioperttes  hi  Plerps,  WHUam  and  fnaqaior  Cob. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  MONTGOMERY  CO.. 

Sandy  Spring,  Md. 

President.  Ed.  P.  Thomas;  Secretary,  Allan  Farquhar.    Orgaaiaed,  1848. 


Yeab 


Cash 
Assets 


6270,280 
270,041 
288.0701 


Unearned 
Premiums 


Net  Cash 
Surphis 


6273,286 
267,087 
226.666 


Cash 
Premiums 


668,070 
65,881 
64.003 


Total 
Income 


678,743 
74,474 
72.403 


Paki 


645,700 
82,486 
86,054 


Returned 
to  P'yh'ra 


Ex- 


613,438 
13,717 
18.006 


Total  Ex- 
penditures 


660,812 
46,308 
40  040 


Incurred 


644,429 
39,619 
8«,142! 


RBPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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MUTUAL  FIRE  INSURANCE  COMPANY  OF  MONTGOMERY  CO.,  Sandy  Spring, 


ASSETS.  DECfaiBER  1,  IfOO.  Boa^  omMd  (madcet  value) 
tlBGJOO:  depiMit  m  Svmn  Institute.  BMidy  ^K,  15342; 
Cbih  11  offioe  and  bank  and  due  from  afenti,  87,147:  total,  8270.- 
m  liafaiUtiMe  Net  loiaca  unpaid.  85.063;  other  liabiljtin. 
lUnO:  totel.86.063. 

Net  anoiDit  of  pvemhim  notea  or  member^  liability,  Deeamber 
31.  tX5f7,0n. 

FIRE  BIBKS  IN  FCAOB:  December  1. 815.546.800. 

Far  Market 

BONDS  OWNED:                        Value.  Vahie. 

BiltiBon  Cy..  buu  1J9I7-80.  84%. . . .      8148,500  8147300 

8lileeflhnind.k)aB,11N»-li8%..          25350  2«300 

Ouberof  QimDeiteBlg.00..  5%...           7300  7300 

IfoatBQBny  Qk..  tuniinke.  4% 8.600  8300 


Boma  OwND.— Canf. 

UantoDmery  Go.,  bi|^  ae.,  4%.. . 
Montgomery  Co.,  lOtb  dii.  road. 
Waab.  Tena.  C6.,  1945.  3i%. . . . 
U.  &  Gorernment.  1025.  4%. . . . 
N.  Y.  (Hr..  epi  loan.  U»7,  4}%. . 
New  Wmdaor,  wat,  4% 


Fkr 
Valw. 

812.000 
10300 
20,000 
14,000 
10,000 
5.000 


Value. 

$12300 
10300 
18300 
14300 
10.000 
5300 


Totak. 8208,060      8265300 


FIELD  MEN  AND  TERRITORY  OOVERED:  Elgar  U 
TkhiffBiy,  RoeMUa,  Md^  Cor  Md.  and  D.  a  Oorapaoy  operatea 
In  Md.  and  D.  a 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  READING,  Reading,  Pa. 


Preaident.  Ckaa. 

E.  LeSppa; 

Secretary.  W.  M.  Dciahar.    Oipniaad.  1870. 

Ybab 

Cash 
AflKia 

Unearned 

NetCadb 
Siirploa 

Cash 
Premhuna 

Total 
Income 

Loaaea 
PaU 

toFyb'ra 

pesaea 

Total  Ex- 

Loaaea 
Incurred 

1M8 

837,504 
28.540 
25,738 

825.343 
25.844 
24.838 

815.250 
14.578 
18.850 

821,255 
22,030 
23.125 

83,575 
7,004 
0.800 

814,510 
11,520 
15.044 

818,324 
20.047 
27.851 

83.575 

1808 

81.414 
2.027 

8,800 

1S07 

0.890 

ASSETS.  DECEMBER  31,  1900:  Real  aetata  owned  (book 
nine).  826360;  eaih  in  offiae  and  bank,  8781;  amntir  balanoea, 
nOB;  iateRat*  804;  total  admitted  aaaeta,  WMi  liabilitiee. 
Deeeskber  3l  1900:  net  loHoa  onpakl.  8151;  bonovred  money, 
82,100;  toteL  S835L 

fIBE  RISKS  IN  FORCE:  Deeember  81.  8335a887. 


BUSINESS  SINCE  ORGANIZATION:  Fkemioma  Moefred. 
8875.040;  loana  paid,  815438& 

REAL  ESTATE  OWNED:  Condsti  of  4-ator7  offiee  budd- 
ing TBlued  at  845.000,  carried  at  886,000.  wfth  en  Ineombnuioe 
of  813,000.  Also  a  traet  of  land  reoenttj  aequfred  for  820.000  and 
Tallied  with  tmpraveaenti  at  845.000,  eanled  at  842,000.  with 
an  incmnbranoe  of  838.000. 


ifUTUAL  FIRE  INSURANCE  COMPANY  OF  ST.  CHARLES,  St.  Charles,  Mo. 

Pnridoit  J.  H.  Bode;  Secmur  Chtilea  J.  Daudt     Oifuiied,  1880. 


Year 

Caab 

Uneaiaed 
PrenantBa 

Not  Cash 
Surphia 

Cadi 
PrcmittiBa 

Total 
laoMne 

Losaea 
Paid 

Retomed 
toP*3^'r8 

£x- 
penaea 

Total  Ex- 
pendlturea 

Ijoases 

1900 

8211.088 
205.077 
lt7.780 

8301 

8200.758 
204.025 
105.428 

87,704 
8.7a 
9.170 

815,809 
15,822 
17.785 

85,321 

2.137 

040 

85,586 
5,825 
7.589 

811.905 
8.052 
8.529 

85,321 

2.137 

940 

NM 

no7 

322 

Assets,  Decembkk  31. 1900. 

loana  on  real  estate 8100.860 

U.  S.  bonds  owned  (market  value) 21,225 

Cash  in  office  and  bank 74,388 

btcreM  and  venta  accrued 5.575 


Total  admitted  aaaeta 8211,088 


LxABiLrnES,  Deceicbeb  31,  1009. 

Unearned  premioma 

Salarifw,  renta.  etc 

Commiaaiona.  etc 


8301 
855 
113 


Total  liabOities,  except  sun^ua. 
Surplus  aa  to  poUcybolden 


81.280 
200,758 


Total  liabiUtiea  and  nirplus 8211.038 


Net  amount  of  pceminm  notea  or  members'  liability.  December  31.  8400.200. 

FQtE  RISKS  IN  FCffiCS:  December  31, 83.470373.  I      HORTQAOE  LOANS:  Tfaeae  kMna  aie  lint  Hena  on  improred 

real  catate  valued  at  more  than  double  the  amount  loaned. 


MUTUAL  FIRE  INSXJRANCE  COMPANY  OF  WASHINGTON  COUNTY, 

Hagerstown,  Md. 

PreaUent.  Sarnl  B.  Loaee;  Secretary.  Wm.  H.  Armatrong.    Orsaniaed.  1845. 


Yw 

Cadb 

Uacamed 

NetCaah 

Caaii 
PNniuna 

Total 
Income 

Loaaea 
Paid 

Returned 
to  P'yh'ra 

Ex- 
pouea 

Total  £x- 
penditurea 

Loeaea^ 

1909 
1908 
1907 

8150,045 
155,435 
150,252 

812.480 
11.910 
11,570 

8147.556 
144325 
138.581 

810,804 

0.798 
8.712 

819.259 
17308 
15.581 

87.786 
8,535 
5.412 

82,822 
2,010 
2,530 

55,338 
5.277 
4,135 

815,945 
11,723 
12,m 

87,785 
3,535 
5,112 

Daeatned  picmiimia  indude  amounts  redaimable  on  perpetual  polidea. 


ASSETS.  Dmbmbbr  31.  1900:  Real  eatate  owned,  825,571: 
■ortpga  loaas  on  real  estate.  805.292;  bonds  and  stodcs  owned 
(aazEtvalw),  868.408;  eash  in  offiee  and  bank.  87,845;  inteieet 
lad  nntB  aeemed.  81,070;  other  aasets,  855;  total  5150.045. 
lahgitipr  Uoearned  piemiuma  (except  perpetuals),  512.090; 
■■aaat  mdaimabte  on  perpetual  polkaea.  8300;  total.  812.480. 

RISKS  AMI)  PREMItniB:  Fha  ikb  hi  foiee.  exeept  per- 
petoals,  Deeonber  31.88,006^454;  pranlums  therBon,  811.758; 
pvpstnl  fire  lida,  85.714;  dmorft  premiuma  thereoa.  8800. 

SEAL  EBTTATB  OWlOQk  (bnalslB  of  bwlMas  kouaia  sftu- 
i*ed  in  Hmenfama. 


MORTQAGE  LOANS:  There  are  55  loans  aggregatmg  855,202 
protected  bv  farms  and  buiMinfli  in  Washington  Co.  valued  at 
nearly  double  the  amount  loaned  thereon. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


N.4W. 

Missouri  Southern.. . 
Oxegon  Short  line. . 
Atlaatie  Coast  line. 
Qeorgla  A  ndne. . . 


Ptf 
Value. 

824XX) 
5.000 
5,000 
5,000 
5.000 


Market 

Value. 

81.910 
5.400 
4.800 
5jM 

5.550 


REPORTS  OF  FtBE  INSURANCE  COMPANIES. 


BoNU  im  Sncu  OwnD,— Cmf. 
8TOCM.— Crnl. 

attamNiLBk 

WmenHkLBk 

Hutid  HuliH 

niaNitlaiiid. 


ToWi U6JB3i        %S».Xa 

FIELD  HEN  AND  TEKRITORr  COVERED;    Arantnnii 


MUTUAL  FIRE  INSURANCE  COMPANY,  Saco,  M 

PicridEfil.  A.  Q.  PrmdH'.  Sfatttiy,  M.  H.  KtJly.    OrgulBd,  I81T. 


T.IM 


taaKIS,  DECEUBER  31.  IMft  Rol  «UI 
bondi  tad  toekt  OVMd  (piulvt  nlat).  tlSl^ 
*a(lbMikl8,7aSi  ifnWI]alun*,aMcmrtiD 

UDO;  n«n»lpniiuiMii>.le,7S7:  Mt\.nM 


RISKS  AND  FKEHmUB:  Ftai  raki  in  lone.  Dcgmt 
•I,m.MO;   Dnmimiu  tbenoii.  tI3.MB. 

REAL  EffTATE  OWNED:  Qnnta  of  vmu  lot  on 
■t^  opinut*  (Stj  HtU.  il  3ho.  lb.,  ud  nlnid  it  M,00 


B.  tWBJniB/.,  WIS.  6% 1300 

C.  B.  A  a.  IM).  »% IJMO 

CshnbH  L.  t  6tn£iM,  UW,  t%. .  "™ 

Cbian  FHTli  ASCL.  USO,  «%.... 
DMHaBH.  Ion  FtUi  i  N.  101.  E% 

UlthfiiM  ftlMiwii.  10M.H 

KiUne  Onitnl,  Ull.  T% 

NortlKni  PKific  A  Ot.  K..  1>21.1%... 

Orford  *  N..  Ulfl,  B% 

rr  Supul^  Co..  1SIS.S% 


Bntca  d  ClwlKk 

Iflnnillg  A  NHhriDa... 

MuuOraBil 

Mim.  ElHjtrig.p, 


IVmlluiint 


lAdnnodCo. 

?.!fg"="::;:::: 

AtlHti(iNBt.Bk.... 
CumbcrludBk..... 


S1.IM 

i«o 


tltajMO      tl71.U9 


MUTUAL  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

Prerfdent.  Geo.  T.  Deufni;  S«R>U7.  I.  Ffenz  BottJa.    OrauiiEil.  ISU. 


y>u 

Cuh 

AaBM 

UDonicd 

Net  Cuh 

Prcmhuiu 

ToW 
iDcomc 

■ffl- 

Ed  Pyh'r. 

El-       1  Total  Ex- 

i^ 

E 

%m.w. 

122:40! 

'S 

»11.00B 

«,1W 

3 

'id  S 

IS.23i 

tiS! 

u  ud  liibilitia  »  of  DMemb 


11  beea  rtc^vcd  wben  (lui  pafe  vent  lo  pnu. 


REAL  ESTATE  OWNED:  Coouti  of  nib.  lot  30,  aqun 
UO,  N.  W.  on.  N.  Y.  iTe.,  IStli  uid  H.  lU.,  N.  W.,  oEoe 
bnOitiiic.  cot  003,120. 

MORTOAOE  LOANS:  Then  in  77  b<in>  iffiTacatiu 
ttU.7i3,  uoplT  frolecled  b/  bnimmd    ral    Hltte    utiuted 


Is  tin  Dirtriet  ol  Colnmbu.  Tlwra  ■  one  lata  ol  ttOjOm 
on  tOMna  Pcoiuylnuik  iTe.,  N.  W.,  nlusd  at  MMnO:  tbe 
bclunn  bainc  moitlT  suli,  llw  lufcat  UBountint  to  tlfi.00a. 
Then  iru  tU  blunt  net  due  so  DeoeDber  31,  liaL 


MUTUAL  FIRE,  MARINE  AND  INLAND  INSURANCE  COMPANY, 
Philadelphia,  Pa. 


Pmid 

TlAI 

Ceb 
Anet* 

VartlDtd 

Net  Cash  ]      Cuh      I      Total 
Suiplui    1  PranlmiiB  |    Itusme 

■ffl? 

Retuni«l 
to  P-jh-n 

Ei- 

Total  E.- 

LOMS 

locornd 

(382.100 
321,87! 

\ 

a  'isi  s 

ii 

'iS 

■IW 

10I,H7 

"li 

iis 
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MUTUAL  FIRE,  MARINE  AND  INLAND  INSURANCE  COMPANY,  Philadelphia, 

Pa. — CanHnned. 


ASSETS.  DBCEUBER  31. 1909:  Boodi<ywii«d(iiiarlttftTmlue), 
8270.384;  e«h  m  office  and  bank,  $80,711;  premium  Ukneee. 
Dol  over  3  montifai  doe,  $28388:  due  for  reineaiBaoe  on  lomtM  paid, 
12.423;  total.  $382,386.  I^DitieK  Net  loans  nnnid,  $60,346; 
■iiTideadi  mpaid,  $18,317;  zeinauxanoe  pcemiuma,  $7,673;  total, 
S76J36. 

Ket  laomt  d  pnmiam  notes  or  memben^  liability,  Dsoember 
3181,144,274. 

RISKS  AND  FaEMnmS:  Fiie  riala  in  force,  December  3L 
S32,43S.90i*  mnimns  thneon.  8173^967;  marine  and  inland 
nab  ia  font.  82.617,1(Q;  premimna  thereon.  $37,022. 

BUSHfraS  SINCE  ORGANIZATION:  Fhnniuraa  receiyed, 
tU19.178;  losses  paid,  $677,386;  cash  dlridends,  $18,817. 


BONDS  OWNED. 

P.  R.R.  Co..  08.  m..  1048.  4% 

C.  k  0.  Ry.  Co.,  gn.  m.  c»  1902. 4)% 

B.  &  0.  R.  R.  Co.,  P.  L.  £.  k  W.  Va.,  r jn., 

40  year  g.,  4% 

N.  k  W.  Ry.  Co.,  P.  C.  A  a  Co.,  Istm.  g.. 


P.  B.  k  W.  RJL  Co..  d.  ser.  g..  ser.  ''B** . 

Series  "C" 

8eries"A- 


Value. 

850.000 
86,000 


Market 

Value. 

860.000 
86,408 


26.000         28,346 


26.000 
60.000 
60.000 
60,000 


22.426 
49.760 
49.750 
40,712 


Totals. 8276.000      8270.884 


MISCELLANEOUS: 
$46,473. 


Gonflagntioa    loss,    Baltimore     1004, 


ilUTUAL  PROTECTION  FIRE  INSURANCE  COMPANY,  Charlestown,  Mass. 

Ptesdent  G.  H.  Pefadergast;  Secretary,  Frank  V.  Noyes.    Organiaed.  1801. 


Unesrned 
Premiums 

Net  Cash 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Ex- 
penses 

Total  Ex- 
pendi  tores 

IM»       $156.84« 
1W8         117.441 
1907         127,72a 

$63,380 
02.496 
02.241 

$64,309 
61,704 
02.416 

$45,834 
44.801 
40.280 

853.964 
52,070 
68,060 

$10,115 
33,137 
16.080 

$16,627 
16.768 
14,867 

$22,080 

19.677 
20,082 

867,722 
69.682 
60,086 

817.846 
82.047 
16.040 

Assets,  D: 

Marte^  loans  an  real  estate 

Boaib  and  stocks  owned  (market  value). 

Cash  in  office  and  bank 

Agents'  halanrrn.  not  over  8  months  due 
lattrest  and  rents  accrued 


81,  1909. 


838,100 

00.852 

20,446 

4,673 

1,375 


LlABIUTXKS,  DXCEMBO  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Dividends,  taxes,  salaries,  etc 

Return  and  reinsurance  premiums 

BoRowed  money « 


8873 
03.380 

2.004 

273 

86,000 


Total  sdmitted  assets $166,846 


Total  liabflidesL  except  surplus. 
Surplus  as  to  policynolden 


$101,636 
54,310 


Total  liabflities,  and  surplus $156,846 


RISKS  AND  FREmUMS:  Firs  risks  in  fores.  Deesmber  81. 
t7.517  JQ2;  pnmhBia  thereon,  $124,762. 

KOBTGAOE  LOANBe  There  are  Vmm  a«gregatias  $88,100 
mteetsd  by  firsi  lleos  on  improred  real  estate.  Valuea  at  more 
^Ua  doable  the  amount  loaned. 

BONDS  AND  STOCKS  OWNED: 
Bonn. 

^(rfMasL,l»31, 

^uteonbii..  194t 

jWdkrtown.  CJonn,  192S.  3|%. 
Milda.Mast.1914.4%...... 

5«  York  City.  1950.4%.... 

PrcTidaoe.  R.  I.,  1930.  3%. . . 
Jrarfdd.  Haas..  1920.  3J%. 
*  iterbery.  Coon,  1926.  M%. 
-VT..X.M.  ft  H^  1964,^3%. 


Book 

Market 

Yalos. 

Value. 

$10,168 

110,600 

0,326 

6.720 

7.710 

7.520 

5,000 

5.050 

3.826 

4.000 

13,612 

13.200 

980 

1.040 

902 

950 

1,910 

2,580 

Boms  AHB  SiocD  Omnm.— Csitf. 


N.  Yn  N.  H.  k  H..  1948, 0% 

Amer.  TeL  k  TbL.  1929.  4% 

SmcKS. 

Atefa.  T.  &  S.  Fe..  p. 

N.  Y.,  N.  H.  k  H 

N.Y.  Central , 

N.  Y..  N.  H.  A  H..  (1st  payment). 

Pa.  R.R.  (1st  payment) 

ftuILR. 

Amer.  T.  ft  T.  Co 

Chas.  Qss.  k  Else.  Co 


Book 
YahM. 

$400 
0,978 

266 

2,719 

2,673 

125 

600 

12,789 

8.736 

2^833 


Market 

VahN. 


526 
2,064 
2,540 

108 

1,434 

12,741 

9,009 

9,250 


Totsls. 


189.775        890,852 


MUTUAL  PROTECTION  INSURANCE  COMPANY,  Washington,  D.  C. 

President.  Jas.  L.  Norris;  Secretary,  James  E.  Fitch.    Orffanized.  1878. 


A.«isete       Premiums 

Net  Cssh 
Surplus 

Cash 

Total 
Income 

Looses 
Paki 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

iwj:.... 

1»7         80.844 

$2,104 
2,158 

$27,404 
27,827 

$8,901 
4,047 

$6,886 
5.805 

81,680 
666 

81,867 
1,395 

82,679 
2,655 

$5,726 
4,716 

$1,680 
600 

X  Statement  for  1909  had  not  been  received  when  this  page  went  to  press. 


,  lOSTQAOE  LOANS:  Deeember  81,  1908.  There  are  18 
Ijaas  for  SZ7.70O.  all  prateeted  by  improyed  real  estate  in  District 
«  Ccsofak,  valued  at  more  than  dotiUe  ths  amount  loaned. 


NARRAGANSETT  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

President,  W.  S.  Granger;  Secretary,  Stephen  M.  Pitman.    Organized,  1896. 
W     Cash 


1901 

1908 
IW 


1130.011 
114.8131 
109.749 


Unesrned 

Net  Cssh 
Surphu 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P*yh»rs 

Ex- 
penses 

Total  Ex- 
penditures 

860,794 
61.662 
68.768 

866,170 
46.421 
42.498 

8119,220 
120.080 
180.469 

8125.486 
127.400 
135.495 

814,307 
18,111 
16.193 

892,441 
98.984 
90.426 

814,352 
14.634 
13,474 

8121,101 
131.629 
120,093 

Incurred 

811,804 
21,940 
12,186 


REPORTS  OP  FIRE  INSURANCE  COUPANIES. 


NARRAGANSETT  MUTUAL  FIRE  INSURANCE  COMPANY,  Providtnce,  R.  l.—Cimt 


i  niM),  Ill&StL.  - -  . 

mmml  immiiBii  not  ont  tluM  mmtla  dw,  lUW:  uivw 
mninBl.  WtT;  totU  mdmittod  ■»«■.  1130,611.  labilitK 
Nat  liHB  mpud,  1X31)3:  UHWiMd  pnohuu.  I(I0,IM:  l«M 
»>Hd.  t2,3t4,-  WU,  t«,«l. 

NM  tmoiBt  ol  pmium  noM  n  nUDba*'  UibiUty.  Dcombct 
Il,nM.T<M. 

RIBKa  AND  PREHIUHS:    Rn  n<k>  m  fora  Thteaht  31. 
II3M3.4et:   pnmiuiiu  thanan.  tUlJSB. 

BtBWEaB  SINCE  ORQANIZATION:     Fmnnnu  nmni, 
UXI31B;  !»■  pud.  ia».Me;  <«>i  dnidtDdi,  IB10«I3. 


BONDS  AND  ^TOCKB  OWIfED: 


-■N.-lCo 

tersa^-iS'*;::::::::: 

IT7W      tllS, 


DIRECTORS:  W.  8.  Qiu^.  £.  B.  Homid.  EL  H.  Rt 
H.  T.  Onut,  W.  a  HskUMOK  A.  B.  Omo.  &  B,  Suiptmi. 
FUk  J.  KOioiK,  Id^  an^iB,  E.  K.  Bstte. 

NATIONAL  HARDWARE  MUTUAL  FIRE  INSURANCE  COMPANY, 


YlAl 

Si 

g=ss- 

■&af 

C>A 

ProBiani 

ToMl 

IBODDW 

PakI 

top-)*-™ 

p2L 

TottlEi- 

■^ 

li 

IS 

18.111 

Is! 

in 

ta 

tlTJl! 

'"nmi 

8.7 

ABSETS.  DECEMBER  31,    19».    Boadi  Hd  rtoda  onud  PIRE  RI8XB  IN  FORCE:   Dnoilw  31.  tl.ia.X2SL 

(DUkrtnlgg),  (43,100:  c«li  m  offinuil  buLtlMT;  tmU 
UbiM,  out  OTB  1  montbi  due.  32,113;  otbet  UKti,  MOO: 
total  idiiiilUid  wU,  H7,£S0.    No  li*biUli«. 

NATIONAL  MANUFACTURERS  MUTUAL  INSURANCE  COMPANY, 
"le,  TOs. 


Pr»ld«t.  B.  F. 

!!.«.«  S; 

Y«*> 

^ 

Onantul 

N<tCuk 
Suiphu 

Cm* 

Inin, 

'ST 

sss 

^ 

To<il£>-i     L«> 

iffiS 

«.«( 

SI 

•li;S 

1&.M» 

li 

•IS 

S.H7 

•^is 

n 

'IgJ    'la 

Imt 

ASSETS,  EffiCERBER  31,  ItOO:  CMb  la  buk.  tWl: 
tnat^  hi^KM,  llJtT^  JBterst  Mined,  331;  total,  tSL.*lt. 
aSmki    Net  loHi  mpHl.  «,4M. 

FIBB  aiBKS  IN  FORCE  DNtnbu  St.  rSI,TU. 

LOeSES  PAID  SINCE  OBflANlEATIDN,  335,711. 

mSCELUUIBOnS:  TUitMiTWWMkvKli^b  Hair,  ItOO, 
wd  k  twfad  bjr  Ito  NHknl  AhhMoq  of  Bu  HurfMbinn, 


■  Jm  U.  UOb  Md  D  lOUiUd  >l 


oUwr  iHU  BBtqd  annnMilw  wtftlic  IbbIib  and  moiisc^ 
■tab.   Tfctampmj  wllnh»MwApwpU»L«tQralntoJ 

bi^iHi  of  Iht  Mop^  li  huMbr  Uw  BotiMl  J.  CbbdIs^ 
itmm<diiamtVk,n4  I  F  TliiiiidliiMlilipiiiijuilhl 


(Jmuiwd     Net  Cub  I      Cub 


ToBlb- 1     Loan 


315.729        *4<L3H 
U,W9  34,7111 

37.301  17.IIM 


81,  IU7,n5. 

RISKS  AND  FREUmiS:   Fba  lUi  b  Ion 
tt.418JIBl:  Dnnlaiu  tbtnoi,  IBl.ia. 
_     _       t  ORQAHIUnON: 

ISM.817:   kH  paid,  347^17;  i    


?  ('(.asl  Lino  n.  R.  Col,  da, 
R.Co-.U 

ILaater7>imnoltlt.iL'a>J 
u  A  Ukf  Erir  R.  !l.OMi 


Tstali  (book  nine.  miMS.PMnlM.nomi)).  f*9 

lOBOBIJiANEOUS:    Thia  goaon,  tbt  Kantcae,  tm 
ud   CMtm   SMd    CnriKia,   Bmtlm   Bbba   Holal    H 
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NATIONAL  MUTUAL  CHURCH  INSURANCE  COMPANY,   Chicago.  Dl. 

Preddent,  Jas.  B.  Hobba;  Seoettnr,  Hemr  P,  MaciU.    OrfMiiied,  18M. 


«r            Caah 

Unctined 

Net  Canh 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 

Total  £z- 
penditincs 

Losses 
Incurred 

1909          $02,059 
1908            02,173 
1907  .         57.453 

$37,205 
41,175 
30.073 

$7,021 

13,409 

8.350 

$101,180 

101,811 

99,825 

$110,735 
118,058 
108,929 

$48,893 
42,088 
50,224 

$8,115 
0,050 
0,200 

$53,579 
00.804 
58,997 

$110,587 
109,002 
110,427 

$03,149 
87,099 
48,055 

Assets,  Decimbei  31, 1909. 

Mcctgage  loans  on  real  estate $1,200 

Boods  ofwned  (market  value) 40,584 

Cash  in  office  and  bank 8,987 

UncoUecled  premiums,  not  orer  8  months  due.. . .  4,557 

Interest 577 

Other  assets 204 


Total  admitted  cash  assets . 


$02,059 


Liabilities,  DxcEiant  31, 1909. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


$8,019 

87,205 

8,014 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders 


$54,438 

7,021 


Total  liabflities  and  surplus $02,059 


Net  amount  of  premium  notes  or  members'  liability,  December  81,  $255,071. 


BISKS  AND  FREMTDIIS:  Fire  risks  In  foroe,  Deeember  81, 
822^17,477;  preminms  theieon,  $74,410. 

BUSINESS  SINCE  OBGANIZATION:  Fkemluns  reeshred. 
$1,260,421;  losns  paid.  $401,975;  eash  divldendi,  $51,734. 

MOBTOAOE  LOANS:  Thtn  k  I  Vma  (ot  $1,200  on  prop- 
erty Tshied  at  $5j000^  sad  on  whleh  the  oompaur  has  ^OOO 
iBSQESBse.  Than  was  no  Interest  past  due  oa  Ileeember  81, 
last. 

Far         Maikst 
BONDS  OWNED:  Yalus.         Value. 

aiLGMLLftOokeCo.,Chiea«o,lm.,5s  $5,000  $5,226 

Conmmn  Qm  Co..  Cadcago,  1  ul,  5s. . . .  6,000  5,125 
Peoples  Can  Light  ft  Coke  Co..  Chicago, 

lstmtg.,5s 5,000  5.103 

Comsaenwenlth  EL  Co.,  Chieago,  1  m..  5s  5.000  5.181 

Mo.  EdtaoB  EL  Co.,  St  Louis,  1  n..  5s. .  5,000  5.100 


Par  Market 

Boms  OmoD.'-CmL  Valne.  Value. 

Unkm  EL  Lt.  ft  Fow.  Co.,  St  Louis,  1  m., 

5s $5,000  $5,150 

Fere  Marquette  R.  R.  Co.,  1  m.,  4^. . . .  5.000  4,950 

Indiana  By.  Co.,  Im.,  5s 4,000  4,000 

DBS  Moines  Qbr  Ry.  Co.,  Des  Moines, 

Is.,  1.  m.,  r.  6s 5,000  4,050 

Village  ol  Lake  Bluff.  Lake  Bluff,  ID., 

lmpH5s 2,200  2,090 

Totals $40,200  $40,584- 


MISCELLANEOUS:  Conflsgimtlon  Urn:  San  Fraaelseo.  1900,. 
$2,500. 


NEW  BRUNSWICK  MUTUAL  FIRE  INSURANCE  COMPANY, 

New  Brunswick,  N.  J. 

Preskient,  W.  £.  Florance;  Secretary,  John  W.  Helm.    Orgsnized,  1840. 


Cash 

Unearned 
Premiums 

Net  Cash 

Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pakl 

Returned 
to  P'yh'rs 

Ex- 

Total  Ex- 
penditures 

Losses 
Incurred 

1909        $105,009 

1908  1        101.790 
1907  >          98.18^ 

$3,118 
8.880 
8,609 

$101,891 
98,459 
94,020 

$2,272 
2,178 
1,972 

$0,720 
0,421 
0.099 

$743 
117 
884 

$501 
520 

$1,204 
2,215 
2,009 

$3,508 
2,858 
8.558 

$743 
117 

884 

ASSETS,  DECEMBER  31.  1900:  Mortgage  loans  on  real 
estate,  $26,080;  boDds  owned  (market  value,)  $67,500;  cash  in 
oSee  sad  bank.  $9,408;  interest  scenied,  $1,301:  total  admitted 
$105J009.    Liabifitier.    Unearned  premiums,  $3,118. 


Set  amount  ol  preminm  notes  or  members'  liability,  December 
31.  $18,706. 

RISKS  AND  PREMIUMS:  Fire  itoks  In  forae,  December 
3L  fSSOgdOO;  premiums  thereon,  $6,23& 

MORTGAGE  LOANS:  There  are  12  loans  sagregating  $20,080 
prctoeCed  by  Improved  real  estate  \n  New  Brunswidc,  Talued 
at  tBOJSOO.  There  was  no  interest  psst  due  on  December  31,  Isst 
Cmpany  hoUs  $45«800  of  Insurance  on  the  buUdingk 


«^.^^  ^ Pw  Market 

BONDS  OWNED:  Value.  Value. 

Esston  sad  Amboy  R.  R.,  Se,  1920. . . .  $5,000  $5,106 

United  N.  J.  R.  R.  ft  Csnal  Co.,  4s,  1029  5.000  6,000 

ChL.  R.  L  ft  Pae.  Ry.  4s,  1988 2,000  1.920 

Ches.  ft  0.  Ryj,  4is 2,000  1,920 

Ateh.  Top.  ft  8.  Fe  4s 2.000  1,920 

Unk>n  Pao.  R.  R.  4s 3,000  '  3,000 

Union  Pae.  R.  R.  4s 3,000  3,000 

Norfolk  ft  W.  Ry.  4s 2,000  1,840 

New  Brunswick  Cy.  4s 10,000  10,000 

Pterth  Amboy  Cy.  4i8 10,000  10,000 

Middlesex  Co..  3}^  1918 5.000  4.750 

Mkidiesex  Co.,  4s,  1913-21 8,000  8,000 

Hudson  Co.  te.  1940 5,000  5.000 

Totsls $08,000  $07,500 


NEWBURYPORT  MUTUAL  FIRE  INSURANCE  COMPANY,  Newburyport,  Mass. 

President,  Wm.  R.  Johnson;  Secretary,  C.  C.  Donnell.    Organized,  1829. 


v«"  >as. 

Unearned  |  Net  Cash 
Premiums  ■    Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909         $47,851 
1908  ,         44,721 
1907  '         89.685 

$0,241 
0,121 
0.840 

$41,530 
88,408 
88.214 

$3,058 
8,310 
8,014 

$7,958 
5,557 
6.925 

$16S 
134 
111 

$3,553 
3,142 
8,194 

$3,003 
1,007 
1.053 

$0,724 
4,283 
4,35» 

$108 
134 
111 
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NEWBURYPORT  MUTUAL  FIRE  INSURANCE  COMPANY,  Newburyport,  Mass.— C<w*. 


ASSETS.  DECEMBER  31,  1900:  Mortnge  k>aiu  on  real 
«aUte,  1000:  bonds  and  itooks  owned  (market  value)  842.232; 
eask  m  oi&ee  and  bank.  84.327;  interest  aeemed,  8392;  total 
admtted  assets,  847,851.  Liabilities:  Unearned  pramtums, 
80.241:  other  liabiUtiss,  888;  total.  80.820. 

RISKS  AND  FREHinilS:  Fire  risks  in  foree  December  81, 
8822,100;  premiums  thereon,  812.529. 

MORTGAGE  LOANS:  There  Is  one  loan  for  8900  on  dwell- 
Ittc  houses  at  Newbuiyport,  Mass..  valued  at  83,000.  Company 
bdds  81,000  of  insuranee  on  the  buildings. 

BONDS  AND  STOCKS  OWNED: 

BOITDS. 

Meilden.  Conn.,  bs 

Newport  News,  Va.,  bs 

So.  Bend,  Ind.,  bs 

Penobsoot  Shore  line,  bs 

Bangor  &  Aroostook,  4% 

a,  8.  &  Q..  4% 

Wabash  R.  R..  ea.  bs 

Amer.  TL  4  Tg.  Co.,  bs 

Mieh.  State  Tl.  bs 

Minneapolis  On.  El.  Cb.,  bs 

New  Eng.  Cotton  Yn.  bs 


Bonos  jlkd  Stocks  Owhid.— Cor/. 
Stocks. 


Par 

Market 

Valup. 

Value. 

81.000 

8980 

2,000 

1,920 

1.000 

990 

2,000 

1,900 

2.000 

1,880 

2.000 

2.000 

1,000 

980 

8,000 

2.790 

1.000 

090 

1,000 

1.000 

1,000 

1,050 

W.  Tl.  &  Tg.  Co.,  bs 

Westiaahouse  EL  os.  bs 

Atch.,  Top.  ft  Santa  Fe  R.  R..  stk. 

Boston  A  Me.  R.  R.,  stk 

GhL  Je.  Stk  Yd.  Co.,  stk 

St.  Paul,  p 

St.  Paul,  com. 

N.  Y.  Cent.  R.  R.,  stk 

Mer.  Nat-Bk.,  Newbuiyport,  stk. . 
Ooean  Nat.  Bk.,  Newbuiyport,  stk. 

SUte  Nat  Bk.,  Boston,  stk 

Michigan  State  Tel.,  oom 

Michigan  SUte  TeL.  p 

Riveitank  Court  Sea  Co..  stk 

U.  S.  Rubber  Co.,  stk 

W.  Unfcm  Tl.  Co.,  stk 

Westinghouse  El.  Co.,  stk 

Westmghouse  El  Co..  assessment. . 


Par 

Market 

Value. 

Value. 

83,000 

82.940 

2,000 

1.M0 

1.100 

1.335 

2,400 

3^76 

500 

500 

1.400 

2.406 

400 

632 

1.000 

1.270 

2.000 

2.540 

1*550 

1.068 

400 

728 

800 

SOS 

400 

384 

2,100 

1,785 

1,000 

1.170 

1.000 

780 

500 

600 

450 

373 

Total  (book  value.  838,506). 


839.000        842.232 


NEW  CASTLE  COUNTY  MUTUAL  INSURANCE  COMPANY,  Wilmington,  Del. 

President.  M.  M.  aeaver;  Secretary.  S.  G.  Cleaver.    Organized,  1860. 


Ykaji 

1909 

1908 
1907 


Cftsh 

Assets 


8182,005 
124.462 
118,819 


Unearned 
Premiums 


83,000 
4,142 
2,886 


Net  Cash 
Surplus 


8129,065 
120,320 
105,721 


Cash 
Premhuns 


821,051 
20,598 
18,985 


Total 
Income 


825,828 
25,609 
28.257 


Paid 


80,234 
5,986 
4.166 


Returned 
to  P'yh'rs 


Ez- 


89,355 
8,9K 
7,44C 


Total  Ex- 
pcndituxes 


815,589 
14,905 
11,612 


Losses 
Incurred 


86,234 
5,006 
4.106 


ASSETS.  DECEMBER  31.  1909:  Real  esUte  owned.  822,000; 
mortage  loans  on  real  estate.  826.300;  bonds  and  stocks  owned 
(market  value),  878.fii0;  oash  in  omoe  and  bank,  82,513;  mterest 
aoerued.  81.532;  bills  xeeeivable,  81.200;  total  admitted  assets, 
8132.065.    LiabUities.  83.000. 

Net  amount  of  premium  notes  or  members'  liability.  Deoember 
31.8424.796. 

FIRE  RISKS  IN  FORCE:  December  31  87.542.221. 


REAL  ESTATE  OWNED: 
buildhig. 


Comprises  company's  home  office 


Boma  A«D  Stocks  Ownsd.— CmiL 
BoHDa.— Conf. 


Duluth  Edison  Electric  Co.,  5% 

Birmingham  Ry.  A  Lighting  Co.,  4i% 

Chicago  City  Ry.  Co.,  5% 

Chicago  R.  I.  ft  Pac.  Ry.  Co.,  4% 


BONDS  AND  STOCKS  OWNED: 

Bonds. 

Utica  &  Mohawk  Val.  Ry.  Co..  4i%. . . . 

M.,  K-  4  0.  Ry.  Co.,  5% 

U.  B.  L  4  P.  a>.  of  B..  4i% 

Mont  Lt,  H.  &  Pow.  Co.,  4l% 

Uakm  El.  Lt.  ft  Pow.  Co.,  5% 

Commonwealth  Power  Co.,  5% 

Fbrtland  On.  El.  Co..  5%. 

Rk)  QrsDd  Western  Ry.  Co.,  4% 

Mawaukse  Eleetric  R.  ft  L  Co.,  44% 

Honrton  Lighting  ft  Power  Co.,  5%. . . . 


Book 

Market 

Value. 

Value. 

82.985 

83.120 

3.000 

3.210 

2.835 

2.880 

5.120 

5.000 

3.075 

3,060 

3.030 

3.000 

4.140 

4.080 

4.510 

4,350 

4.060 

3340 

1.028 

1.020 

A.,  T.  ft  S.  Fc  Ry.  Co..  4« 

Southern  Psc.  Ry.  Co.,  i% 

Stocks. 

First  Nat  Bk.  of  Wihntngton  stk 

Little  Schuylkill  R.  R.  N.  ft  C.  Co.  stk. 

M.  ft  S.  H.  R.  R.  Co.  stk 

C.  C.  R.  R.  Co.,  stk 

Delaware  R.  R.  Co 

Farmers  Bk.  of  Delaware  stk 

Pioneer  Dub  Stoble  Co.  stk 


Book 
Value. 

82,020 
1,030 
5,880 
3,770 
2.888 
2.880 


Market 

Value. 

82.020 
1.800 
6.240 
3.640 
2.880 
2,820 


12,368 

14.000 

3.688 

4.060 

1.379 

1.200 

1.235 

1.320 

1,229 

3.200 

580 

1.360 

300 

400 

Totals. 


$73,930        878.520 


MORTGAGE  LOANS:  These  loans  soregate  826,300  protected 
by  improved  property  in  Wilmington,' Dd.,  valued  at  more  thao 
double  the  amount  kianed. 


NEW  JERSEY  ASSOCIATION,  Crosswicks,  N.  J. 

Preddent,  A.  Satterthmithe;  Secretary.  S.  T.  Vansndale.    Oncaniied.  1823. 


Yeak 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Sxirplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

833,674 
82,408 
31,301 

.84.29C 
4,44/ 

4.53: 

129,244 
27,818 
26,630 

891 

81,498 
1,701 
1,735 

8333 
240 
243 

8333 

240 

2.960 

1908 

1907 

*ii2 

■"*  82,726 

"**82;726 

ASSETS,  DECEMBER  31,  1909:  Real  estate  owned,  81,500: 
mortgage  loans  on  real  estate,  824,250;  Hamilton  Co.  sc  bs.,  4i% 
(market  value)  83,001:  cash  in  office  and  bank,  84.305;  mterest 
accrued,  8618;  total  sdmitted  assets,  833,674.  Liabilities: 
Unearned  premiums.  84,290;  other  liabflities,  8140;  total,  84,430. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree  Deoember  31, 
81(KI.805;  premiums  thereon,  85.720. 


REAL  ESTATE  OWNED:  Consists  of  1  11-100  .acres  of 
land  at  No.  Crosswicks,  Hamilton  Township,  Mercer  Co.,  N.  J., 
with  two  frsme  dwellings  thereon. 

MORTGAGE  LOANS:  There  are  loans  agnegatang  824,250 
protected  by  real  estate  in  Ocean,  Mercer  and  Burlington  Cos., 
valued  at  more  than  double  the  amount  loaned.  Thne  was  no 
interest  past  due  on  Deoember  31,  last  Company  hdds  ample 
fire  insurance  on  the  buildings. 


NEW  LONDON  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY, 

Norwich,  Conn. 

President.  H.  H.  Gallup;  Secretary.  W.  F.  Lester.    Organized,  1840. 


YZAB 


Cash 
Assets 


8268,841 
266,517 
248,880 


Unearned 
Premiuffls 


803,183 
81,896 
80,875 


Net  Cash 
Surplus 


8175.158 
170,121 
162,955 


Cash 
Premiums 


868,449 
55,202 
53,822 


Total 
Tnrome 


880,188 
66,265 
65,659 


Losses 
Paki 


844,666 
42,857 
27.214 


Returned 
to  Fyh'rs 


Ex- 


823,789 
18,987 
18,980 


Total  Ex- 
penditures 


868.855 
61,294 
46,194 


Incurred 


840.645 
42.357 
27.214 
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NEW  LONDON  COUNTY  MUTUAL  FIRE  INSURANCE  COBdPANY,  Norwich, 

Conn . — CanUnued, 


ASSETS.  DECEXBER  31,  1909:  Xortai«e  \oua  on  real 
Mtate,  $4,000:  bonds  and  stocks  owned  (mariut  tbIos)  $207,481; 
deposits  m  ssiTm|s  banks,  $41,343;  cash  in  office  and  bank,  $9,892; 
oaodlected  ivannnna,  not  over  three  months  due,  $4,959;  interest, 
aeenied,  $787;  total  admitted  assets,  $368,341.  LiabiUtiee: 
Uneaned  pcernhnas.  $93,183. 

RISKS  ASh  FREMnmS:  FSie  risks  m  force  December  31. 
$19,722,090;  pramhrnis  thereon.  $173,093. 

WeSBS  PAID  SINCE  ORQANIZATION,  $691.87L 

MOETGAQE  LOANS:  There  is  one  ban  for  $4,000  fully  pro- 
tected bj  propertj  valtied  at  $8,000. 

BONDS  AND  STOCKS  OWNED:  Book         Market 

Boaras.  Value.         Value. 

N.  Y..  N.  H.  A  H.  R.  R..  6%.  1948.... 
Tore  Haute  Te.  ft  Lt  Go^  0%,  1944. . . 
Blaefartoae  VaL  Gas  &  EL.  1937. 5%. . . . 

Hooghton  Co.  EL  Li 

IfidL  State  T1 

W.Pk.R.B 

SL  ixmptk  R.  R.  U.  Ht  &  Fow 

Belt  United  Ht..  U.  ft  Fow 

Nev  London  ft  E.  I^rme  St  R.  R 

IMoo,  Ooviwton  ft  Piqua  R.  R 

W!lkM^BarTeftHaseltonR.R 

])anMGM.5%,192S 


$1,700 

$2,516 

9,500 

9.850 

4375 

5.000 

10,000 

10.000 

10,000 

9,860 

10,000 

10,000 

5,000 

5,050 

4,075 

4.750 

5,000 

5,000 

4.750 

4,600 

6.000 

5,100 

5.000 

4,750 

BONDe  AMD  StOCU  OWHID.— COfiL 

Boms.— Coii(. 

Davenport  Fire  Arms,  6%.  1914 

Atlanta,  Birmingham  ft  Atlantic  R.  R.. . 

Ind,  GoL  ft  Easton  To 

Cent.  R  R.  of  Ore 

Duluth.  Bjifaiy  Lake  ft  Winnipeg  R.  R.. 

Tri-Cy.R.RftU 

Fort  Dodge,  Des  Moines  ft  So.  R  R. . . . 

Stocks. 

OomEzefaanae  BL.  N.  Y 

Amer.  Ex.  Bk..  N.  Y 

Nat  Fk.  Bk.,  N.  Y 

Bk.  of  Amer.,  N.  Y 

Merchants  Ex.  Nat  Bk..  N.  Y 

Nat  Bk.  of  Com.,  N.  Y 

Thames  Nat  Bk.,  Norwich 

Kan.  C^.,  St  Louis  ft  Ch  .R  R 

Ft  Wayne  ft  Jackson  R.  R.  Co 

Kalamasoo,  Alliaui  ft  G.  Rapids  R  R.. 

N.  Y.,  N.  H.  AHTr. R 

Fa.RR 


Book 

Market 

Value. 

Value. 

$2,500 

$3,500 

7.800 

7300 

4.788 

4.550 

8.750 

8,750 

5.000 

5,000 

4.625 

4.875 

2.000 

2SM 

4,000 

9.750 

4,000 

10,000 

10,000 

27,600 

500 

2,975 

600 

1.980 

1,458 

3.060 

16.637 

20,125 

2,000 

2,600 

1,000 

1.350 

4.000 

5.600 

9.307 

8,543 

6,750 

6,806 

Totals $167,215      $207,481 


NEWPORT  MUTUAL  FIRE  INSURANCE  COMPANY,  Newport,  Ky. 

President,  Jas.  E.  McCracken;  Secretary.  C.  W.  NageL    Organiaed,  1880. 


Yeae!     P^ 
"^       Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Praniums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losaes 
Incurred 

1909         $27,720 

$9,692 
9.460 
9.238 

$18,027 
17,773 
16,072 

$3,855 
3,910 
4,050 

$5,662 
5.639 
5,795 

$739 
1.005 
1.144 

$4,809 
4,489 
3,883 

$6,048 
5,494 
5,027 

$7ao 

1906  I         27.233 

1.006 

U07  t         25.906 

1.144 

ASSETS.  DECEMBER  31.  1909:  Real  estate  owned.  $11,719; 
bomb  aiad  stoeks  owned  (market  Talne)  $15,199;  cash  in  office 
and  bank.  $478;  other  assets.  $324;  total  admitted  assets, 
$27,720.    TAihiKtiBr  uneaned  pfemiums,  $9,692. 

Fremhnn  notes  or  membefs  liability,  December  31,  $16,498. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force  Deeember  31. 
32,400.034;   premiums  tfaeieon,  $19,385. 

BUSnTESS  SINCE  ORQAmZATION:  Premiums  received. 
$136,402;  loans  paid.  $^.371. 


REAL  ESTATE  OWNED:  Consists  of  a  flat  buiding  at 
BeOerw.  Ky..  valued  at  $4,366.  and  an  office  building  at  New- 
port, Ky..  Tahied  at  $7,365.    Rents  received  In  1906  were  $961. 


Par  Market 

BONDS  AND  STOCKS  OWNED:  Value.  Value. 

Bzoadwav  A  Newport  Bdg.  Go.  stk. $1,200  $305 

German  Nat.  Bank,  Newport  stk 2,000  3.200 

Broadwaar  A  Newport  Bdg.  bs 1,200  1,200 

Phoenix  L.  A  B.  Assn.  stk 5,000  1,460 

Fidelity  Big.  Sav.A  Loan  Assn.  stk. . . .  8,500  1.948 

Home  Sav.  A  Loan  Assn.  stk 4.000  3,390 

lioking  Val.  Big.  Assn.  No.  3  stk 3,000  1,646 

UoionBuilding  Assn.  stk 1,200  1,000 

Newport  Bldg.  Sav.  A  Loan  Assn.  stk. .  1,250  1,000 

Totals $27,350  $15,199 


NEW  YORK  CENTRAL  MUTUAL  FIRE  INSURANCE  COMPANY, 

Edmeston,  N.  Y. 


President,  C.  T.  Coats;  Secretory.  V. 

D.  Robinson.    Organiaed,  1899. 

Yeas 

Cash 
Aasete 

Uneained 

NetCaA 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
toP'yh'rs 

Ex- 
penses 

Total  Ex- 
peodlturea 

Losses 
Incurred 

1009 

$29,647 
J29.454 

* 

$29,047 
20,454 

$20,517 
20,444 

$20,517 
20,444 

$17,642 
8,012 

$2,682 
2,707 

$20,324 
10,719 

$17,642 

1908 

8,012 

t  Assets  couast  <A  cash  on  hand  and  due  from  agents,  and  office  furniture  and  fixtures. 

NORFOLK  MUTUAL  FIRE  INSURANCE  COMPANY,  Dedham,  Mass. 

President,  James  Y.  Noyes;  Secretary,  Theodore  T.  Marsh.    Organiaed,  1825. 


Yeax, 

1909 
1908 
1907 


Cash 


$671,181 
663,713 
648,990 


Unearned 
Premiuins 


$192,969 
190,964 
184,47? 


Net  Cash 
Surplus 


$472,038 
456,242 
449,330 


Cash 
Preaiiums 


$86,784 
90,121 
89,821 


Total 
Tnfomn 


$115,678 

118,970 

1 118,386 


Losses 
Paid 


$21,415 
61,845 
24,789 


Returned 
to  P'yh'rs 


$50,586 
58,122 
50.891 


Ex- 
penses 


$26,235 
26.063 
24,543 


Total  Ex- 
penditures 


$98,236 
146,050 
100,223 


Losses 
Incurred 


$25,514 
61.955 
24,789 


Assets,  Dzckicbbr  31,  1909. 

Real  estate  owned 

liortgage  kans  on  real  estate 

Bonds  and  stocks  ofwned  (market  value) 

Cash  in  office  and  bank 

Agents'  balances,  not  over  8  months  due 

Interest  and  tents  accnied 


Total  admitted  assets. 


$15,000 

18,550 

612,840 

14,273 

3,409 

7,109 

$671,181 


LxABiLiTZBS,  Deckmber  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Dividends,  taxes,  etc 


$4,134 

192,969 

2,040 


Total  liabilities,  except  surplus, 
Surplus  as  to  policynolders 


$199,143 
472,038 


Total  liabflities  and  surplus $671,181 


Net  amount  of  premium  notes  or  members'  liability,  Deeember  31,  $373,478. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


LDlT^  tlig,4%,. 


NORFOLK  MUTUAL  FIRE    INSURANCE  COMPANY,  Dedham,  MaM.- 

KISKS  AND  PREUTHS:  Hit  lUa  bi  Idcw,  Dcnmbw  31, 
IS0.11l,aW;  pnnlnn  tlunon.  t3TS.47S. 

BOBINBBS  SUCE  OROANIZATION:  FniniDmi  ngelTsd. 
■SJI»,I»S:  loMM  pild,  tl.lS5.Ul;   CMh  dtrldcmiU,  tl.aiO.TlO. 

Il£AL  ESTATE  OWNED:  ConiUta  ol  the  eompuiT'i  hocH 
oOm  bslldtnf.  nliiad  >t  tIS.OOO.  Roili  neelyHl  io  1«W. 
ll,3Sft  UjmtaAtztnmt,%iJ)a. 

UOSTOAOE  LOANS: ,  Than  wa  lOjoui  MSRt^  tl&UO. 


»  nJiKd  kt  »3i!00,  ud  oi 


ti  by  pnoratap  n 

. -DiibmnoDtiii. 

■ItiuUd  b  Dtdluua.  Baibun  I>1l  i. 

*u  I7fi  Intenat  put  dw  dd  Docembw  di  iih. 

BONDS  AND  StOCSB  OWNED:  Fu 

Bon*.  Vi]». 

BorioD  Cy.  n«.  pk.  lou,  1«1.  «!%....  tlUOO 

BoWoa  &.««.,  Iflii  (H S.0O0 

ai^BHL.imi% 10.000 

GUcuo,  lOMi  *% S-000 

tidlUnr.ibK,  k,  1)20,  1% 2.000 

ImasM.  ^lHi„  isl?;  1%  It  OflO 
bsn.  Mw.,  ne.  UlS.  1$ 

te.»BJs,a^, -.-- 

K.  Y.  &..  no-,  IBBT.  4t% 10.000 

No.  AndoTH.  HllL.  im  t% 4.000 

8>km.  ICuL.  nL.,  U14, 1% 5.000 

TiBnlon,  Uw.,  nt.,  ISIl.  4% UOD 

Tunlon.Uu.,  rH.,  1038,4%...  . 
A.,  T.  *  S.  T.  R.  fi.  oi-  m-,  1W5.  4' 
A..  T.  4  fi.  F.  H.  R.  Ad..  IB"  ■" 

Balon  &  Albaii>  R.  R.  rc^. ,  . 

BoaioD  «  Icvell  R.  R.  Q>.,  1913.  4; 
Baton  i  Lowetl  R.  R.  Co..  IIOI,  t'^ 
BdMod  &  Hi.  IL  R.  Ob.,  1I»41.  4%. 
Bntmi  *  Mi.  R.  S.  Co..  1H4. 4i^ 
BoMon  A  PiOT.  a.  R.  Co.,  Ulg.  4^ 
"  -  "    di4LyiinR.R. 


13.44'° 

a.*%... 


Hutet 


&000 


*i%... 


10,000 


ItETioii 


FllchbunR.lL.191S.  4%. 


nHKnt,BkbaniUla.  VdT  RJL,  IB3i.t% 

HL  CMt  R.  R.,  ~.,  IMl,  Jjft 

Ks.  Cat.  R.  R..  1)11. 11% 

He.  Omt  R.  a,  IMS,  5% 

N.  Y.  C  A  H.  R.  R.  R..  L  S.  mL  nt.IWS 

N.'l?N.H!4H!iR.&i.Vi»47,'4%:; 
No.  he.  i  at  No.  jt.  b.  (C.B.A  Q.O'I.), 

ii»,IOM,4% 

NoiwM  k  WoRHtu  R.  R_  U27,  4%.. 

OM  Colom  R.  R.,  IViS.  1% 

Old  ColoBT  R.  B.,  M..  lOffi,  4% 

OUa>kBTR.R..m^% 

On.  nl^uu,  ims% 

null,  t  r^Tr.  r.,  iBii,  7% 

Fattlud  t  Rmnfofd  Filb  fir..  IMS.  4% 
"   '  tF..T».RT.Gi>.,liB.,I«T,5%.. 


BoloD  k  Lonil  B.  R.  On. , . 

BcttoB  *  Fnn.  R.  R. 

(»dColi»rR.R 


TlllB. 

VilM 

lO/MO 

1S.*3I> 

nm 

31.340 

14.000 

10,000 

HMO 

NORTH  AMERICAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Mansfield,  O. 

PntidHit,  C.  W.  Dpaoo',  Saretur,  Ho^  Youn(.    Otguind,  ISOI. 


t!.8T4        tl3.040l       »aa.77B 
1.4(0  14.7711         4t.5ti 

i,MT  14.585  »l,a7l 


■10.S7B 
14,M7 
20.85a 


otWc  ll.eOO;  aita  in  officii  ud  buk,  (15,248;  t^cU  baluot, 
»t  OTir  Ihne  moathi  diM,  K33S;  iulenal  uenxd.  t7&  total 
■dmittnl  MilA  I2fi.761.  Idliililiei,  Nit  Ion  ODput,  tMS5; 
mwuned  pmshDU,  tlSJM     other  liibiUliei.  tl.lS8;    toUl, 


membRi'  litbDitj.  Deetmbir 


RISKS  AND  PREHIDHS: 


LOSSES  PAID  SINCE  ORGANIZATION,  tJ6M»-  CMh  dm- 
dtf.dLN.80S. 

HORTQAOE  LOAN:  Then  ■  on*  lou  [or  11,000  as  Cnt 
due  dvdlini  property  in  Toledo,  O..  nlued  it  S3.000.  There 
wu  148  oI  Btaeat  put  due  on  Deounber  31,  brt.    COoipuj 


NORTHWESTERN  MUTUAL  FIRE   ASSOCIATION,  Seattle,  Wash. 

Pnaidcni,  A.  I,  Piper:  SecrtUTT,  F.  J.  Mutlu. 

YlAI 

S?. 

Umamed 
Pnmhinu 

Net  Ceih 
Surplu. 

Cuh 
Pronhuni 

T0..1 

tlKODIU 

fs 

fK 

El- 

ToBl  Ex-      LoM. 

iSSI 

165,031 

'Si 

aim 

s 

IS 

lil 

Hi 

(11S,3S1 

IMM.713!       tBS.aS5 

972,711.       132.878 
1«(,M0        se,»2 

ASSEII.  DiCEHBIR  81,    IMt. 

UonaaK  loem  oo  roil  J»i»te 

Boodi  lai  itockt  owned  (lurkcl  nliK).. , 
Cuh  in  office  uid  buk 


31.8SS 
2.6SS 
5.443 


Total  liabBIIlM,  ciRpt  uicliu 1124,067 

upliu  u  to  pdicylulden 1M.7M 
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NORTHWESTERN  MUTUAL  FIRE 

RISKS  AND  PaEHnmB:  Fire  riika  m  fone  DMember  81. 
831,1»,38S;   pmnimM  tlwreoD,  $318,256. 

BUSINESS  SINCE  ORGANIZATION:  PKnuwDs  neeiTed, 
SU36,207:  kmm  paid,  $518,072;  eMh  diridends.  $177,600. 

MORTGAOE  LOANS:  Tliere  are  18  kwnt,  tcDMattnc  $46,800. 
oe  improred  propeftiM  in  Seattle,  valued  at^l78.800,  aad  on 
viikh  the  company  boUb  $27,875  tauoranee.  There  was  no 
iBterest  past  doe  on  Deoenber  81,  last. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

BosiM.  Value.         Valoe. 

&attfe  Loc  Imp.  ba $1,100  $1,100 

Seattle  Lo&,  im]>.  ba 10.600  10,600 

Ufemdam  Loe.,  fanpu  ha 0.668  0,658 

WaahioKtan  Iron  Worio 10.000  10,000 

Wuiifciictoa  PoOey  Go 10.500  10,500 

Seattle  Condemnation  Faad 4.518  4.518 

Aberdeen  Loe.,  Imp.  be 5.700  5,700 


ASSOCIATION,  Seattle,  WtL^.-^ontinued. 

BoNM  AND  Stoou  OwiOD.— Cen/.  Par 

Value. 
Siocn* 

Oebome.  Temper  ft  Go $4,800 

Seattle  Trwt  ft  T.  Co 6.000 

Totnle 


Market 

Value. 

$6,146 
7.000 


$61,466        $66,222 


DIRECTORS:    A.  L  Piper,  F.  J.  Martin.  Conrin  S.  Shank. 
F.  A  Emat.  J  H.  Edwarda. 

TERRTTORT  COVERED:  The  company  to  Ueenaed  in  Waab., 
Ida.  and  Utah. 


OHIO  FARMERS  INSURANCE  COMPANY,  Leroy,  O-t 

President,  Jas.  C.  Johnson;  Secretary,  W.  E.  Haines.    Organized,  1848. 


Teai 

Cash 
Aaaeta 

Unearned 

NetCaflh 
Snrplua 

Cash 

Total 
Incxnooe 

Losses 
Paid 

Returned 
to  Pyh'iB 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1100 

$2,401,783 

tl.544.604 

$666,234 
682.027 
600.477 

$1,153,616 
1.106.806 
1,148.020 

$1,288,400 
1,186,407 
1,207,102 

$611,804 
687,081 
582,378 

$480,473 
482.811 
886,757 

$1,101,277 

1,070,742 

018,135 

$604,750 

190R 

2.206.212    'l!478!08l 

662,106 

1907 

2.188.610 

1.482.742 

521,120 

Assets,  December  81.  1000. 

Seal  estate  owned $38,500 

Mortgage  loans  on  real  estate 1,273,047 


Bonds  owned  (market  ndue). 

CoUateral  loans 

Cash  in  office  and  bank 

Agents'  H'°'y***j  not  over  8  months  due. 
Inicfcst  wad  rents  accrued 


600,723 

04,600 

246,805 

141,207 

37,811 


Total  admitted  assets. 


$2,401,783 


LxABiLiTiES,  Deczmber  81.  1000. 

Net  losses  unpaid  (including  $1,000  resbted) 

Unearned  premiums 

Reserve  for  contingencies 

Taxes  accrued 


$42,500 

1,544.604 

125,000 

28.445 


Total  liabflities.  except  surplus $1,735,540 

Surplus  as  to  policyholders 666,234 

Total  liabiUties  and  surplus $2,401,788 


RISKS  AlCD  FREMIUlfS:  Fin  rlaks  In  fone  Deeember  81. 
1307,901406:  praniumB  thenon.  $3,096,736. 

BUSINESS  SINCE  OBGANIZATION:  FMnimnfl  ncelved. 
IH039,aOO;  loaea  paid,  $16,216,016. 

REAL  EffTATE  OWNED:  Oomprfsea  eompony^s  home  offiee 
bdUing,  book  valoe.  $804NX).  aad  dwelling  houae  at  Leroy.  0.. 
book  Talae,  tSJBlOO,  and  additkm  to  home  office  building  carried 
at  15.000. 

XORTQAQE  LOANS:  Then  an  208  loans  aggregating 
tl.273,047  on  fint-elasa  real  estate  conserratiTely  estimated  ana 
located  in  the  most  prasperona  parts  of  Ohk>  Talued  at  $3,663,362. 
Tjun  namd  in  amount  from  &,000  to  $10,000.  Then  was  bat 
600  of  interest  past  doe  on  Deoonber  31.  last.  Company  holds 
$307,060  of  inauranee  on  the  buildings. 

COLLATERAL  LOANS  an  as  foUows: 

Market       Amount 
SncnunB.  Value.         Loaned. 

Oevdaad,  OdL  ft  Svn.  Ry.  ba $62,400        $50,000 

Vnt  Nat  Bk.  of  Cleveland,  Stic.  20  shn.  6.0001          7,500 

OU  FboDiz  NaA.  Bk.  atk!jledina0.42  sh  10,400/ 

(Hd  PhflBBiz  Na«.  Bk.  stk..  Medina.  0..  aOi  6,000 

Central  8aT.Bk.8tk..  Toledo.  0..  16  sbiB.  1,500|          5,500 

Medma  Go.,  ereamery  stk..  10  shn 2.000J 

ExehaB8eNaLBk.8tk..l4>di.0..13shn.  1.050           1,000 

Total $80,250        $64,600 

BONDS    OWNED:  Par  Market 

Value.         Value. 

Akron,  sever $18,000  $18,066 

isiitsbdaOo.,randi 18.000  18.473 

Bedfoidaehiooi 20,000  20.018 

CaBfaridge.  street  fanp. 6,783  6.897 

Cuton,  stiMt  Imp 6.000  6.081 

aaidoa.0..stnettaBa 7.000  7,175 

Qadanati. Ofafo.  gen'Irtnet imp 14,000  14,245 

CtadnnatL  OhkN  aewer. 7.000  7,170 

am^&W.By.Cb 60,000  40.000 


Par         Market 

Bonds  Owned.— CoM.  Value.        Value. 

Oonneaut.  stnet  Imp $5,750  $6,116 

Creaton,  street 730  780 

Cuyahoga  Co.,  Ohio,  eourt  house 20.000  20.841 

DeUwan  Co..  road  Imp 28.014  20.013 

Elyria  Water  Works. 5.000  5.010 

Fneport  Water  Woiks 8.000  8.285 

Gosben  Funding 4,000  4,087 

Gullfoid  Twp..  roads 18.000  18.624 

Henry  Co..  dltoh. 2.500  2.614 

Lakewood.  street  Imp 3.740  8.817 

Le  Roy,  sehool 3JSO0  8.601 

Lueas  Co..  turnpike 4.800  4.887 

Medina  Co.  roadLV 25,000  26.140 

Meroer  Co.,  oak  lerel  turnpike 8,600  0,116 

NOeslmp 775  701 

Roseyille  sehooL 2,000  2.860 

South  Newburg,  road. 15.000  16.417 

Springfield.  Twp..  road  bonds 20,000  22,600 

T&edoQty 6,000  5,086 

U.  S.  GoTemment,  reg 25,000  25,000 

U.  S.  Government  reg 75,000  86,250 

U.  S.  GoTemment,  ng 102,400  103.036 

Wadsworth,  street  Imp 10.000  10,326 

Wood  Co.,  road  unp 11,000  11,400 

Wooster,  school 12.500  13,306 

Youngstown  school 28,000  28,068 

Totals  (book  value,  $587,001) $587,001      $600.723 

DIRECTORS:  J.  C.  Johnson,  J.  H.  Freeman,  N.  Harris,  Lee 
Elliott,  Thomas  Fbrriman.  N.  P.  Nichols,  F.  H.  Hawley.  G.  R. 
McOmneO.  M.  F.  Jones. 

HELD  MEN  AND  TERRITORY  COVERED:  J.  H.  Beecher. 
Cleveland.  0..  J.  E.  Smith,  Chardon.  0.  and  Geo.  R.  McConneil. 
Troy,  Ohki,  adjusten  and  special  aoents  for  0.;  J.  W.  Coleman. 
Wanaw.  Ind.,  State  agent  and  L  E.  Coleman,  special  agent  for 
Ind.;  A.  E.  Webb.  L6nton.  Ind.,  special  agent  The  company 
operates  in  0.  and  Ind. 


i  lintnal  oompnayi  but  by 


act  of  LegisUture  does  buaineas  on  cash  plan  only. 
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OHIO  GRAIN  DEALERS  MUTUAL  FIRE  INSURANCE  ASSOCIATION, 

Columbus,   Ohio. 

President.  H.  S.  Grimes;  Secretary.  J.  W.  McCorcL    Organised,  1001. 


Yeas 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Prcanhims 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

1000 

W,412 

$4,412 
5,838 
4.003 

$3,508 

11,370 

8,281 

$3,800 

11,500 

8,087 

$1,240 
0,015 
2,021 

$4,077 
4,718 
8,073 

$5,317 

10,738 

5,004 

$1,240 

1008 

0,016 

1007 

2.021 

tCash. 
FIRE  RISKS  IN  FORGE:  December  31.  $840,400. 


OfflO  HARDWARE  DEALERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Coshocton,   O. 

President,  J.  P.  Duffy;  Secretary,  G.  M.  Gray.    Oiiaaised.  1002. 


Ybab 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh*r» 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1000 
1008 
1007 

$30,414 

$11,558 
8,514 
7.500 

$24,007 
20,000 
17,5n 

$22,748 
10.404 
15,011 

$24,042 
17,322 
15.782 

$8,210 
0,888 
0.410 

$3,007 
8,014 
8,805 

$4,583 
8,511 
8,482 

$10,700 
18,513 
18,287 

$8,219 
0,388 
0,410 

ASSETS,  DEGEMBER  31,  1000:  Bonds  owned  (market 
▼aloe),  $24,002;  cash  in  oifioe  and  bank.  $8,502;  ageuts*  balances, 
not  over  three  months  due.  $2,544;  mterest  and  rests  sowed, 
$810;  total  admitted  sssets,  $80,414.  Liabilities:  Unearned 
premiums,  $11,558;  other  liabilities,  $100;  total,  $11,748. 

Net  amount  of  pnmiom  notes  or  membenf  liriniity,  Deoember 
81.  $00,347. 

BISKS  AND  FREMIU1I8:  Deoember  31,  $1,702343;  prem- 
iiMS  theraon,  tX2JS9h 

BUSINESS  SINCE  ORGANIZATION:  Ficmiums  reoeivwl, 
$113,077;  loons  paid.  $35,410;  essh  dividends.  $10,514. 


BONDS  OWNED: 

Coshocton,  Ohio,  sr 

Coahooton,  Ohio,  Ore  dH>t. . . . . 

Coshocton,  Ohio.  st.  Impt 

Defiance,  Ohio,  nt 

HamUton.  Ohio.  st.  Impt 

SpiingOeld,  Ohio,  se 


Par 

Karkftt 

Value. 

Vahm. 

$2,100 

$2,204 

10.000 

10,401 

4,000 

4.131 

ifiOO 

4.02O 

080 

063 

8.000 

8,273 

Totals.. 


$2i030       $24,082 


OfflO  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Canton,  O. 

President,  J.  W.  Hahn:  Secretary,  Wm.  H.  dark.    OrKaniaed,  1880. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ez- 
penditttves 

T-Omri 
Incurved 

1000 

$587,818 

1158.000 

$415,708 
415,420 
875,820 

$275,018 
204,085 
228,517 

$804,443 
202,074 
242,010 

$824,103 
140,408 
141,000 

$40,150 
47.800 
42,088 

$278,310 
107,307 
188,787 

$287,061 

1008 

550,724      'l84!72a 

151.0«7 

1007 

404,8071 

1       117,104 

141.140 

Assets,  Decxmbeb  81,  1000. 

Mortcage  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value) 

Collateral  loans 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 


$10,000 
243,070 
174,900 
152,053 
7,280 


Total  admitted  assets $587,818 


LiABiLiTiKS,  Dbcehbbk  81,  lOOOl 

Net  losses  tmpakl  (includfaig  $4,500  resisted) — 

Unearned  premiums 

Taxes 


Total  liabilities,  except  permanent  fund  and 

surplus 

Permanent  fund 

Surplus  over  all  liabilides 


$12,030 

153.800 

5,500 


$378,020 
200,000 
215.708 


Total  liabilities,  permanent  ftmd  and  surplus. .     $587,818 


Net  amount  of  premium  notes  or  members'  liabflity,  December  31.  $2,400,848. 


RISKS  AND  PREMIUMS:  Flie  risks  in  force.  Deoember  81. 
$18,088,180:  premiums  thereon,  $307,200- 

BUSINESS  SINGE  ORGANIZATION:  Premiums  reeeived. 
$2,080,300:  losses  paid,  $1,578,020. 

MORTQAQE  LOANS:  There  is  1  loan  of  $10,000  secured  by 
nroperty  valued  at  $30,000,  and  on  which  Uie  company  holds 
$0,000  of  insurance.  The  property  is  a  3*stoiy  brieic  building 
situated  8.  W.  comer  Tuscarawas  and  Court  sts.,  Canton,  0. 

COLUTERAL  LOANS  are  as  foUows: 


Securities. 

Winton  Motor  Carriafe  Co..  Cleveland, 
0..  100  shares 

Diamond  Portland  Cement  Co.,  Cleve- 
land. 0.,  100  shares 

American  Stove  Co..  St  Louis.  Mo..  100 
shares 

Diamond  Portland  Cement  Co..  Cleve- 
land. 0.^300  shares 

American  nano  Co.,  p.,  300  shares. 

United  Surety  Co.,  200  shares 


Market 

Value. 

$30,000 

10,000 

10,OOOJ 

30,000 
30.000 
20.000 


Amount 
Loaned. 


$40,000 

30.000 
25.000 


COLLATHUL  L0A]IB.-~Ceil<. 

Seourities-CoaL 

J.  H.  Mclain  Co.,  com..  300  shares 

The  Outon  Staminng  k  £^iamelmg  Co., 

05  shares 

Tbt  Canton  Art  Metal  Co.,  eom.,  200  shn. 

Dime  Savinp  Bank,  85  shares 

Osaton  Stamping  k  Enameling  Co.,  88 


The  Massillon  Qrystal  Co..  cumulative  p., 
7%,  240  shares 

The  Massillon  Crystal  Co.,  com.,  250  shrs. 

First  Nat  Bk.,  50  shares. 

The  Oanton-Hugbes  Pmnp  Co..  and  two 
notes  of  $5,000  each,  executed  by  R.  A. 
Mav  and  secured  bv  150  shares 

The  Osnton-Hughes  Pump  Co.,  100  shn. 

Ghas.  P.  Harrison  Co.,  70  shares 

The  City  Nat  Bk.,  28  shares 


Market 

Vahie. 

$21,000 

15,200 
10,000 
14,450 

14,080 

0,000 

Unknown 

10,000 


13.5001 
0.000] 
0.820 
3,020 


$14,000 

11,000 

10,000 

8.400 

8300 

7,000 

0,000 


OjOOO 
5.0OO 
3,QQ0 


Totals $272,070      $174,200 
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OmO  MILLERS  MUTUAL  FIRE 

BONDS  AND  fiTOGXS  OWNED:  Pw 

BoHM.  Valtw. 

Cy.dCuUm^O^T $11,500 

Cbicmi  Lfekfr  OoL,  1  m 10,060 

CtaitoB-lfaadkin  El.  Ry.  Go.,  1  m 10,000 

Cy.  ol  AKaoee.  0.,  w»t  wki^  r. 6.000 

Cy.  qT  Kndhj.  a,  w»t  vka,  r 5.000 

Cy.  of  iUbB.  0.,  pftTiBff 5,000 

Cr.dTnltonk,0^\nLwkM^T 4.000 

C>.  of  Cbaton,  0.,  r 2.000 

C>.  or  Cbatan,  0.,  r 2.000 

Siocn. 

little mamllLR.  Go.,  nv 90.000 

Qfy  NaL  Bk^  CkaUm.  0 31.400 

SuTtan  ft  Lou  Od..  QuitOB.  0 20.000 

aev£adftI1ttrinii|R.R.Oo..rav....  12,000 

J.  H.  VeUiB  Cb^  n^  ObnftoB.  O. 20jOOO 

Gohmboi  ft  X«nlm  R.  R.  Go^  gov 5,500 


INSURANCE  COMPANY,  Canton,  0}do.-^anHnued, 


Vilw. 

$11,193 
10.000 
9.000 
6.000 
5.631 
5,032 
4.000 
2.050 
2,045 


42.000 
40,030 
90.000 
19.200 
16.000 
11.000 


Bomt  AMD  SiocES  Owinn.--^Mrf. 


D«]rtoii*ft  Mieh.  R.  R.  Ok,  gov. 
f5nehiTi>fci  Tenninal  By.  0». 


Pw 

Market 

Valve. 

Valve. 

$s.ooo 

$10,000 

10,000 

9.875 

10,000 

9,000 

9,900 

7.980 

2,000 

8.400 

1.000 

800 

Ouatoo  Art  Metal  Go.,  7%  n.,  OMtoa,  0. 
Chaflk  8.  HanteQ  Go..  IK.  Caatoo,  0. . . . 

Dime  SaTmai  Bank  Ob.,  OiotoB,  0 

Qao.  D.  Haiiv  Bk.,  OMtoa.  0 

Tolab  (book  Talue,  $948,676) $802,800      $248,676 

DIRECTORS:  Join  W.  Halm,  Wm.  H.  dark,  J.  F.  T.  Walker. 
Cyrm  S.  Ooup,  0.  E.  Aleaoder. 

FIELD  MEN  AND  TERRTTORTOOVERED:  Geaeral  aceota: 
Jolm  W.  Hahn,  Toieda  0.:  GlarMee  E.  Aleaoder,  Oantoii,0.; 
I.  N.Juat,  Seattle.  WadL;  H.  M.  Qflee,  MiaiieapnMi,  Mlaa.,-  Ghaa. 
H.  Ridgwagr,  KaMaa  Gll^,  Mo.  Tte  eompaiiy  ii  UeMeed  ia  111.. 
Mlaa..  Ifo..  N.  D.,  OUo,.  &  D.,  ami  Weak  and  la  Proftaee  of 
Maalloba. 


OHIO  MUTUAL  INSURANCE  COMPANY,  Salem,  O. 

Presideat.  J.  R.  Vernon;  Secretary.  J.  Ambler.    Orgaaiaed,  1876. 


Yeai 

Caafa 
Aaaeta 

Uaearned 

NetCaah 
Surploa 

Cash 

Total 

Loaeea 
Paid 

Returned 
to  P'yh'ra 

£z- 
penaes 

Total  Ez- 
penditurei 

Loeaea 
lacnrred 

1M9 

$122,258 

109,804 

96.752 

$120,284 

107.244 

92,811 

$58,786 
59,500 
60,962 

$64,165 
68,441 
64.504 

$27,827 
21.985 
85,799 

$22,473 
21,615 
20,207 

$49,800 
43,600 
56.006 

$28,246 

1908 

19,872 

1967 

80,299 

Assets,  Decembes  31,  1909. 

Bcal  estate  owned  (book  value) 

Beads  and  stocks  owned  (par  value) 

Cash  in  office  aad  bazkk 

Ageots'  balances,  not  over  3  months  due 

Interest  and  rente  accraed 


Total  admitted  aaaets. 


$8,000 

89,021 

22.993 

1,447 

797 


$122,258 


LlABUJTIES.  DSCEKBEE  31,  1909. 


Net  loeaea  unpaU. 
Other  Ikbaitinr. 


$1,601^ 
474 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyoolders 


$1,074 
120,284 


Total  liabilities  and  surplus $122.25& 


riRE  RISKS  la  foree  Deeember  81,  $01347.548. 

B1JSINESB  SINCE  ORGANIZATION:  FMaiums  reedved, 
tU37,823:  loana  paid.  $947,548. 

REAL  ESTATE  OWNED:  Gonrista  oflot  28  z  197  feet,  south 
ride  of  EM  Maia  sL  Salem,  0..  ooet  $84120,  aad  34tory  bilek 
InddiBg  thereon  bailt  fay  eoaipaa7,ooet  $6,464.  Value  of  properlgr 
wHsiablj  m>ei  eoet. 

BONDS  AND  STOCKS  OWNED:  Par 

BoiiDa.  Vahie. 

0.&,4%ieg.be $15,000 

Siica.  a,  mnaielpal  ba 11.000 

^fehBd.O.,iBuaieipalba 10.000 

Ovahoga  Cooaty,  maaieipal  be 10.000 

tanfald.  0.,  moaidpal  be. 5.721 

Chatao,  0„  maaleipai  be 5.000 

IhBboDCb^O^ba 5.000 

GdBaCo.O.,ba. 8.000 


Bonds  and  Stoces  Owned.— Coiit.  Per 

Bonds.— Cofi<.  Value. 

Budceye  EngfaM  0>.,  Salem,  be $1,000 

Stoces. 

FInt  National  Bk..  Salem. 5.000 

Eaimen  National  Bk..  Salem 1.200 

a  ft  P.  R.  R..  guar,  by  Pa.  R.  R. 15.000 

Salem  Pub.  Go.,  Salem,  n.  atk 2,000 

Western  AdjustmeDt  ft  Inspection  Co.. 100 

Totab(fflaiket  value,  8^,386) $89,201 

MISCELLANEOUS:  This  eompanv  levies  aa  aaseasment  an- 
nually September  1.  for  the  loeaes  and  expenses  of  the  fiaeal  year 
endlns  on  that  date.  Hie  aasessments  are  net.  heaee  ao  dhrldeada 
an  paid,  aad  there  is  no  liability  for  unearned  piemiuBM. 

DIRECTTORS:  J  R.  Vernon.  J.  M.  Woodruff,  Hon.  Henry 
Bohl.  C  a  Snyder,  L  H.  Bmeh.  J.  Ambler,  D.  B.  MeCune. 


OfflO  RETAIL  GROCERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Springfield,  O. 


President.  E. 

G   Ashley; 

Secretary   W.  H.  Cook. 

Organized.  1905 

'-!  ^ 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Loases 
Paid 

Returned 
toFyh'rs 

Ex- 
penaes 

Total  E^ 
penditures 

Losses 
Incurred 

IS:     M 

1M7            9,881 

$5,210 
5,687 
5,995 

$9,018 
2,877 
8,886 

$10,049 

9.327 

10,887 

$10,748 

9  871 

11.083 

$741 

7.589 
19 

$1,939 
1,608 

$2,404 
1,907 
1.218 

$5,084 

11.009 

1.237 

$741 

7.589 

19 

^  ASBEIS,  DECEMBER  31,  1900:  Gash  fai  offioe  and  bank. 
tl4^:  saeoileeled  pnmhima,  $234;  total  admitted  aseets, 
tli^L  LaabaitaeB:  Uneaned  piemrams,  $6,210:  other  liabil- 
ihiB,IS3;  total,  $5,268. 

Jki  uuemA  of  pnmiom  notes  or  memben^  Kabflity,  Deeember 


RISKS  AND  PREMIUMS:    Fire  risks  m  force  Deeember  31, 
$1,069,297;   premiums  thereon,  $11.34a 

BUSINESS  SINCE  ORGANIZATION:    Premiume  reeeived^ 
$30,213:  kmes  paid,  $8,856;  cash  dividends.  $3,542. 


REPORTS  OF  FIRE  INSUR.\NCE  COMPANIES. 


OREGON  FIRE  RELIEF  ASSOCIATION,    McMinnviUe,   Ore. 

Pnsidoil.  B.  F.  Rhoda;  S«nliTy,  W.  C.  HiierlT.    Orguiad,  ISSl. 

Yw 

Cuh 
Aael, 

Unanud 
Premiums 

"stS^ 

nS.. 

iS,S. 

■ss- 

S-BS 

E,- 

ToalE,- 
mdiom 

iDcuned 

tlBO.384 

IS!!! 

t«E.33S 

issr. 

tias.Mo 

l»!i! 

13 

I8.«M 

'E 

'W? 

MM.  tia0.3S4.    Lb- 


OTSEGO  MUTUAL   FIRE   INSURANCE 

PnMmt.  E.  W.  Wri^l:  Sttreliry. 

COMPANY,  Burlington  Flats 
S.  I.  KdMT.    OxuiHd.  18S7. 

N.  Y. 

y.*J 

AlMIl 

Premhumi 

-ss 

pa„ 

,Si 

■as- 

S-ffi 

,s» 

Tot.]&- 

Loos 

•.S:d 

•a 

•ns 

•ass 

«! 

1!1S 

•S:Si! 

PAPER  MILL  MUTUAL  INSURANCE  COMPANY,  : 

Pmiiiml.  R.  W.  Toppu:  Secwiiirsr,  D.  W.  Uiie.    Oig»iilwd,  1 


Yeai 

Abhu      Pranhims 

Surplu. 

Cuh 
Pranhims 

tss.  1  -fflr 

WK 

SSitSS, 

IMS 

lii; 

IS  'is! 

"Si 

ass 

'Si  S 

'S 

tis.otr 

IS 

1« 

H 

ii,  WW. 

ToUl  ILtbOitio,  ocnx  lurplui. 
Total  liabnitinuduiclu.... 

1 11X1.760 

10(i:264 

1207.020 

r,  Denmber  31.  t9ai,70a 


\:  pnniiuiiu  tbemm,  I 


BONDS  OWNED: 


20.000 
SMO 

S.3S0 


OhinfD  Jt.  A  Vnkn  SCL  rud(.,19«0,t° 
■O.BXi,  OB.  IKv.)  1MB,  t%. . 

■CaaiBti  i  Uontml.  IHO,  <%. . . 


Delinn  t  Hodm.  1M3. 1%. . . 

Rtdiburg.  IDTT.  1% 

Uihie  Cttnnl,  im.  t%. . . 
-  "»I.  4' 


N.  Y.,"N.  STh.  CPt.'C.'tiii.),i»*i,  <% 

PouuylTiDk,  I9lA  a% 

PeiuuylvuiL  1IM8,  i%. 

WhTEikI  Sunt,  ISIS,  4% 

WMlEndSlnet.  I»S2,4« 

Amer.  TL  ft  IV  Co.,  im  4% 


vi';;, 

Vilw, 

177,000 

•17«.»30 

TBRRIT0I17  COVEK&D:    OmDnuj  k  Ikcuxi   ia   1 


PATAPSCO  MUTUAL  FIRE  INSURANCE  COMPANY,  Baltimore,  Md. 

PresideBi,  Ffink  SUngluff;  S««i«t.  Wm.  H.  PraotU.    Orgudad,  ISW. 

Ym« 

Si 

Ksr, 

N.lCuh 
Suiplu, 

pS„ 

Total 

Los» 
Paid 

Rctumed 
ttP-jrh'n 

E.- 
peoto 

ToldEi- 

pcodlcm* 

.ISS, 

1*09 

1»0T 

ttO.»7! 

Sis 

'»7?7 

*m'ibb 

IK 

1110,101 

io«:7» 

tlLMI 

11 

tU,lMI 

I0».II7 

I0.IO7 
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PATAPSCO  MXn'UAL  FIRE  INSURANCE  COMPANY,  Baltimore,  Ud.'-C<miintied, 


Asms,  Dkcbkbis  81, 1909. 

Bonds  ovnad  (maiket  value) 

Cash  in  office  and  bank 

laiexest  and  rails  accrued 

Premioms  in  oonne  of  coUectkm 


Total  admitted 


$72,817 

12,977 

1.218 

8,960 


$90,972 


LiABiuiiis,  Dicnon  81,  1909. 

Net  loflMs  unpaid , 

Unearned  pgremiumB , 


$927 
59,258 


Total  liabilitiei,  except  surplus $60,190 

Surplus  as  to  policyholders 80,782 

Total  liabQities  and  surplus $90,972 


Net  amount  of  premium  notes  or  members'  liability,  December  31,  $592,626. 


RISKS  kSD  FBEMIUIIS:    Fn«  risks  in  fores  December  81. 
912.349429;  pnauums  thereao,  $118,525. 

LOSSES  PAID  SINCE  ORGANIZATION,  $215,878;    cssh 
(iiTideadi.  $844,197. 


BONDS  OWNED: 


BtlthBore  Qty.  1920, 4% 

Bahteoreaty.  1926.4% 

BattinKxeCKy,  1927. 

Biitinnfc  0^.1980,. 

State  of  Kaiyiaad.  191 

State  of  Mai^iaDd,  1919,, 

CiiTofllohde.1990.44% 

lab  BobMl  EL  By.  Co..  1942,  5%. . . . 

BahL  United  Bya.  &  EL  Co^  1949.  4%. . 

Bahi.  Uaitad  Kys.  k  EL  Co..  1936.  5%. 

Tbe  United  Bya.  Gar  Trust.  1914,  5%... 


Fte 

Maiket 

Value. 

Value. 

$8,000 

$3,060 

1,000 

1,035 

5.000 

4,600 

11.000 

10,175 

15,000 

14.325 

2.000 

2.000 

5.000 

5.025 

2.000 

2,250 

10.000 

8.700 

1.000 

840 

5.000 

4.987 

BORM  OWRID.— Csuf. 

Southern  Ry.  Go.,  199i  5% 

Omt  of  Ga.  Ry.  Eq.  Assn..  1918. 4i%. . 
Comberiaad  Lumber  Go..  1914, 6% 


Par 
Value. 

$7,000 

8,000 
5,000 


Market 

Value. 

$:.770 
2.985 
5.075 


Totals 


$75,000       $72317 


MISCELLANEOUS:  Althoush  the  kws  of  Maryland  do  not 
require  a  reinsuranoe  reserre  of  mutual  fire  tnsursnoe  oimipaales, 
the  Fktopseo  Mutual  Fire  Insuianee  Oompainr  debits  Itself  with  a 
reserre  of  50  per  eent  of  the  pmniuns  In  fores,  nutklng  Its  net 
essh  surplus  mat  much  less.  Goaflacration  Iosms:  BiMtimore, 
I,  $187(1 


1904. 


(water  damage). 


DIRECTORS:  S.  W.  Traven,  David  L  Luke.  Frsnk  SUng- 
Inff,  Wm.  H.  Qrafflin.  J.  Edwin  Myers,  Henry  S.  Zell.  Ernst 
Schmeiner.  Robert  D.  Hopkins,  Wnu  K.  Cromwell,  Wilnam  H. 
Furcell,  John  M.  Geer. 


PATVTTJCKET  MUTUAL  FIRE  INSURANCE  COMPANY,  Pawtucket,  R.  I. 

President,  A.  A.  Mann;  Secretary,  Frank  Bishop.    Organiaed,  1848. 


Yeas 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  £z- 1     Losses 
penditures    Incurred 

1109 
1106 
1907 

$475,744 
462,884 
442,549 

$217,178 
209,641 
189,775 

$253,259 
244,n3 
244,904 

$128,007 
138,888 
107,309 

$145,487 
151,123 
122,915 

$58,491 
44,724 
52,048 

$32,851 
84,483 
35.859 

$43,948 
46,893 
82,795 

125,600 
120.697 

$51,248 
44,628 
58.478 

Assets,  Decembek  31.  1909. 

Real  estate  owned  (book  value) 

Mongace  loans  on  real  estate , 

Boods  and  stocks  owned  (market  value) 

Cish  in  office  9^  bank , 

Afats'  balances,  not  over  3  months  due , 

Iflwest  accrued , 


$36,445 

31,100 

312,555 

84.340 

9,449 

1,865 


Total  admitted  assets $475,744 


Liabilities,  Dbcxmbbr  31,  1909. 

Net  losses  unpaid 

Unearned  premiums 

Dividends  due 

Taxes  accrued 


$1,858 

217,179 

1,436 

2,017 


Total  liabilities,  except  surplus. 
Surplus  as  to  policynoldcrs 


$222,485 
258.259 


Total  liabilities  and  surplus $475,744 


RISKS  AND  PREMIUMS:  Fire  risks  hi  force,  Deeember  31, 
69J57464;  pceminms  thereon.  $416,972. 

R£AL  ESTATE  OWNED:  (Consists  of  company's  new  office 

.KOirrGAGB  LOANS:  There  are  kwns.  sggrentiBg  $31,100, 
>fi  of  which  an  protected  by  dty  dweOinfli  in  Pswtueket  and 
l^bal  FaOs,  worth  more  than  double  the  amount  kwned  thereon. 
^  anpeny  faoUs  ample  hisunuiee  on  the  buikUnff. 

B0]ID8  AND  STOCKS  OWNED:  Book         Market 

Bona.  Value.         Value. 

$.1,1941-46.3% $246,293      $224,110 

8.1.1968.3*% 19,360  19.360 

R-l.rab.R.R!,19S0.4% 19.400         17.000 


Bonds  and  Stocks  Owned.— Cont 

Stocxs. 

N.  Y..  1m  ft  W.  R.  R 

PS.R.R 

Provklfloee  k  Worcester  R.  R 

Rome,  Watertown  k  Ocdensburg  R.  R. . 
Amer.  Screw  Co. 


Book 
Value. 

$7,038 

22,811 

4.704 

7.037 

1.000 


Market 

Value. 

$6350 

23.975 

13,230 

6.300 

1,640 


Totsls $327,632      $312,555 


MISCELLANEOUS:  Gonfhsratton  loss:  Chelsea,  1908,  $11,500. 

FIELD  MEN  AND  TERRITORY  OOVERED:    Harold  P. 
Warren,  special  agent  for  Mass.,  Conn,  and  R.  L 


PENN  MUTUAL  FIRE  INSURANCE  COMPANY  OF  CHESTER  CO., 

West  Chester,  Pa. 

President,  A.  P.  Reld;  Secretary.  Barclay  Lear.    Organized.  1867. 


^-  ^ 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Ex- 

Pfngfg 

Total  Ex- 
penditures 

Losses 
Incurred 

1  ^^ 

1W7          63.256 

$5,182 
4.954 
4,172 

$29,860 
51.174 
56.174 

$33,071 
28,565 
27,838 

$39,500 
82.682 
28.892 

$42,100 
26.645 
16,233 

$422 
430 
396 

$4,555 
4.008 
1.167 

$47,077 
31.092 
17,796 

$28,095 
81,736 
16.211 

ASSETS.  DECEMBER  31,  1909:  Bonds  owned  (market 
vahe)  |2tl32;  cash  m  office  snd  bank,  $11,904;  agentaT  bahuces, 
ft  over  Ouse  months  due,  $2,006;  total  admitted  assets,  $35,042. 
I«faflilaeK   Unesnied  praniums,  $5,182. 

Nrtjnoaat  of  prenunm  notes  or  memben^  lialnli^,  Deeember 

RBE  RISKS  IN  FORCE:  Deeember  81,  $14.11^823. 

^BOBDIESB  SINCE  ORGANIZATION:    Premiums  reeeiyed, 
*^HS» :  kaM  paid.  $406,405. 


BONDS  OWNED: 

CoatesriUe.  so 

Nat  Bk.  of  Chester  Go 

Flist  Nat  Bk.  of  W.  Chester. . 

W.  Chester  sc 

Ardmore  Gas 


Totals 


Far 

Value. 

$4,600 

250 

1.000 

4,000 

10,000 


Market 

Value. 

$4,784 
770- 
1.710 
4.000 

10,000 


$19,850        $21,964 
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PENNSYLVANIA  LUMBERMENS    MUTUAL  FIRE  INSURANCE  COMPANY, 

Philadelphia,  Pa 

President.  E.  F.  Henson;  Secretary,  Barry  Humphreys.    Organised,  1805. 


Yeak 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P*yh'rs 

Ez- 
penses 

Total  £z- 
pcDditnres 

Losses 
Incurred 

1000 
1008 
1007 

$442,331 
362,066 
284.018 

$140,387 
120,267 
106,666 

$200,880 
238,352 
180,062 

$280,560 
244321 
102,876 

$307,106 
260440 
204,005 

$78,017 
60,835 
60,188 

$84,005 
68,534 
52,748 

$61,125 
55,037 
40.845 

$223,237 
104.306 
18a,rT6 

$81,093 
73,040 
65.030 

Assets,  Decembbb  31,  1000. 

Mortgage  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value) 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  and  rents  accrued 


$8,500 

862,248 

51,763 

10,450 

5,870 


Total  admitted  assets $442,831 


LlABZLITIBS, 

Net  losses  unpaid 

Unearned  premiums 

.State  taxes,  etc 

Other  liabilities 


Decbobr  81,  1000. 


Total  liabilities,  except  surplus. 
Surplus  as  to  pdicynoldos 


$7,674 

140.387 

2,054 

1,317 

$161,442 
200,889 


Total  liablUties  and  surplus $442,33 1 


Net  amount  ci  premium  notes  or  members'  liability,  December  31.  $842,825. 


RISKS  AND  PREMIUMS:  Fire  risb  in  foroe,  Deeember  31, 
$12,408,056;  premiums  thereon.  $280,775. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  lecelTsd, 
$1,525,600;  Iosms  paid.  $456,631-  eash  dlTfdeodi,  $348,643. 

MORTGAGE  LOANS:  There  is  1  k)aa  for  $3,600  proteeted  by 

Soperty  sttnate  4713  Whidsor  are..  27th  Ward,  Phihkdelphia,  Pa. 
tmpaay  hoMs  $3,500  of  fin  taisuranoe  on  bulMiog. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

IjDitod  Ry.,  tr.  etis.,  1040.  4s 16.000  $3,050 

ELftFtoptosTctr.ctfs.,  1045,4s 16.000  14.400 

Phila.  EL,  g.  tr.  ctfa,  1948,  5s 10.000  10,200 

Ptoples  Pssi.  Ry.,stk.  tr.  etfs..  1043,  4s..  '  83,000  22.260 

Lehigh  Goal  ft  NaT.  Co..  gn.m..  1024, 4^  10,000  10,600 
Lehigh  Coal  k  Nav.  Go.,  os.  loaa,  1884. 

1014. 4Js 8.000  8.000 

Lehigh  Coal  ft  NaT.  Co,  es.  m..  1011.  78.  26.000  27,040 
Lehigh  Coal  k  NaT.  Co  R.  R.,  m.  g.  loan, 

1897, 1014, 4«,  1014 L300  U13 

Debware  Co..  Ry.  g.  tr.  etfa.  1040.  4s..  4,000  3,000 

Fhila.  ft  Erie,  R.  R.  g.  m.,  1020,  4s 2.000  2.000 

Oley  Vslley  Ry.,  s.  g.  tr.  etfs.,  1981, 5s. .  8.000  3,060 

United  Seeority.  col.  tr.,  1012.  4b 5,000  5,060 

Fhila.,WiL  ft  &ltL,  Btk.tr.  etfs..  1021,4a  12,000  12.000 

Fa.  R.  R.  Co.,  gn.  m..  1010.  6b 1,000  1.000 

Fhila.  ft  ReaflUng  R.  R.  Co.,  eoL  m.  loan, 

1911,7b 14.000  14,560 

Lshidi  VaU^  R.  R.  Co..  1010.  7s 6,000  5.100 

Fhila.  ft  Reading,  d.  g.  r.  tm.,  1041,  5b.  2,000  2,300 

John  Wanamaker.  1018.  5b 15.000  15.000 

Oty  of  Philadelphia.  1038-80. 4a 47.000  48.410 

FUla.  Co.,  earn,  fte.tr.,  1051.5b 10.000  0,800 

Fhila.  ft  Reading,  d.  g.  r.  tm.,  1041,  5b.  .  4,000  4,720 

FhUa.  ft  Reading.  1  m..  1010.  6b l^WO  1.515 

Readtaxg  Co.  ft  P.  ft  R.  C.  ft  I.  Co..  g.  m.. 

1007,4a 11,000  11,000 

W.  N.  Y.  ft  Pa.  R.  R.,  gn.  m..  1043.  4b.  .  10,000  0.000 
Lebanon  VaL    St.    Ry.    Co..    1    m.. 

1020.5b 3,000  3.18C 

Litemational  NaT.  Co.,  1020.  5b 2.000  1.660 

E..C.ftN.R.R.Co..lm.,  1014,5s....  0.000  0.000 

Lehigh  Goal  ft  Nst.Co.,  m.  g.  r.  c.  1014.  4b  2.000  2.020 


Bonds  and  Stoou  OirNBD.~CMi<.  Par  Macket 

Bonds.— Conf.  Value.         Value. 

Lehigh  VaU^  R.  R.  Co..  gn.  m.,  2008. 4a  $8,000  $7,760 

Readbg  Co..  Jersey  Oant  CbU  1961,  4s .  5,000  4.850 

Tndtanapols  No.  To.  Co.,  1  m.,  g.,  1032,  5b.  5,000  4,.SS0 
N.  Y.  ft  Queens  Gas  Co.,  1  ft  gn.  m.,  g., 

1934,5b 6.000  5.100 

P.  ft  E.  R.  R..  a.  eoin  m.,  1020,  6b 14,000  16.S80 

Buflsb.Roeh.ft  Pitts.  By.  Con  1922, 4iB  11.000  11.220 
Phila.  ft  RsadiBg  R.  R.  Co.,  ob.  b.  loan, 

1011.6b 6.000  5.100 

AlleiJMny  VaL  Ry.  Go.,  1  m.,  1010,  7b.  .  9.000  9.000 
FhibL  ftReadhig R.  R., es.  m. loan.1011. 

7b 1,000  1.040 

B..  R.  ft  P.  Ry.  Co.,  eq.  bs.  (serieB  F)* 

1927.  4Jb 6.000  5.000 

Eq.IlULGaBLtCo.ofPhlU..lm^l028t5s  6,000  6,300 

WeBtEndTe.Go.gn.m..  im6s 10.000  10,000 

Atl.  Cy.  R.  R.  Coaf-  m.  bs.  1010, 5s. . .  1,000  1,000 

VaLR.RrOo.(Berie8  J).1912,4is  1,000  1.000 
Peoples  ?im.  Ry.  Co.  of  Fhila.,  es.  m., 

1012,5b 2,000  %.020 

Booh.  By.  ft  L  Co.,  e.  m.  g..  1954,  5s. .  6,000  6.000 

Y.  M.  C.  A.  of  Laneaster.  1010,  4s 6,600  6.600 

Siocis. 
Gsmbrla  Iron  Go.,  (50  sham) 2,500  2.375 

Totab $360,900 

DIRECrORS:  Edwin  H.  Cbioa,  Wm.  0.  Oaltis.  R.  R.  Octe- 
wold,  Bdwaid  F.  Hanson,  Hany  Himiphnia,  Lods  A.  Mtnafield. 
Hugh  MeLean,  Albro  J.  Nearton,  T.  F.  Bynsn.  W.  Z.  Seoer. 
WOliam  Henry  Smedley,  Riehard  Toipin,  T.  AtUsa  MoqilMy. 

FIELD  MEN  AND  TERRITORY  COVERED:  Gab  ft  Stone. 
141,  Milk  St.  Boston.  Msss.;  Herbert  J.  Cunningham,  JaneavUle. 
Wis.;  R.  E.  Morris.  Detroit.  MieL;  F.  J.  Martin.  Seattle,  Wash.; 
Lumber  Insursnee  Agency,  IndiaaapoUs,  Ind.;  E.  S.  Nail,  If mi»- 
field.  0.;  A.  N.  Gleason.  Minaeapolo,  Minn.;  Edmund  B.  Herod, 
Memphis,  Tenn.  The  eonpsny  m  lieensed  in  Ind.,  Mass.,  HiAu, 
Minn.,  Ohio,  Fa..  Tenn..  Waek.  and  Wk. 


PENNSYLVANIA  MILLERS   MUTUAL    FIRE   INSURANCE    COMPANY. 

Wilkes-Barre,  Pa. 

President.  Asher  Mmer;  Secretary,  J.  Hoffa.    Organised,  18S7. 


Yeas 


1000 
1008 
1007 


Cash 


$243,400 
202,046 
170,068 


Unearned 
Premiums 


fr$118.035 
6:02.206 
6100.118 


Net  Cash 
Surplus 


$122,055 

103,155 

78,040 


Cash 
Premiums 


$147,208 
182,186 
122.644 


Total 
Income 


$156,022 
140,608 
128,141 


Paid 


$52,601 
58,820 
27.014 


Returned 
to  P'yh'rs 


C$38,051 
c88,714 
c82,863 


Ex. 


$25,107 
21.802 
18,855 


Total  Ex- 
penditures 


$116,830 

110,436 

78,722 


$52,543 

S$»42a 


b  Deposit  premiums,    e  Deposits  returned  to  members. 
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PENNSYLVANIA  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Wlkcs-Barre, 

Pa. — Conimued, 

Fir 

Bonds  0wwaD.~C9iiL  Yalat. 

Johortowtt,  Fk^  to.  df 810.000 

Kwoirllle.  F^  bcmash 5.000 

LMbtwaniui  06..  Ft 5.000 

LanoMtor,  Pfc..  ic  dit 5.000 

LoDsdale.  Fk.wAter  Go. 2300 

Utrebe.  Fk..  le.  dJa 5,000 

LewMown.  Fa.,  borough 10.000 

Mount  Fleaaaat.  Fa.,  boroogh 2,M0 

Nortihumberiaiid  Co..  Fk 9.500 

NorthamptoB.  T%.,  m.  dla 10,000 

Peui  Twp..  AUegheny  Go..  Fa ZjOOO 

Sfaeriden,  n^,  ic  dta 4J00O 

UnkmtowD,  Fk..ie.dii 10.000 

Venango  Co..  Ai. 5j000 

WUkea-Bam.  Fa 5<000 

Washington.  Fa..ie.dto 9^ 

Chioago,  Roek  Uand  k  Fae.  lat  and  td.  m..  1984.  4a  5,467 

LakeSbore  A  Mich.  So.  R.  R.  Co..  1997, 8^ 4,613 

N.  Y.,N.H.  ft  H.R.R..Gb.,d..  1996,48 5.700 


AaSEIS.  DECEMBER  31,  1900:  Mortgage  loana  on  real 
flUale,  $27,766;  bonda  owned  (par  value)T$176,480:  caah  m 
offiee  and  bank.  $394^8;  agents'  balancea,  not  over  three  months 
doe.  $3J91:  ktereat  and  rents  aeenied.  $44M2;  total  admitted 
aiRts.S242.490.  liabiiitiea.  Deoember  81, 1909:  Net  Irases  ud- 
9aii$5iRX)L 

Xet  amonat  of  premhsn  notae  or  members'  liabOity,  December 
31,$ia)79,OI& 

FIRE  RISKS  IN  FORCE  December  31.  $8J»46,2Q0. 

L06SB3  PAID  SINCE  ORGANIZATION,  9608,880. 

■ORTQAGE  LOANS:  Tliesa  k«ns  aggnttte  $27,765  on 
ispcovad  real  estata  to  Northumberland  Cb..  Wyoming  Flatns, 
Fl.  WSkes^Barre,  Fa.,  and  Doraneeton,  F^,  ^uad  at  more  than 
dmbfethteamoaBtkMned.  Tlie  bolldlngB  are  Insured  as  additional 
No  Interest  past  due. 

Far 
BONDS  OWNED:  Value. 


AaBtin.Fia.,boioadi , 

Avosa.  Vtm,  bowugn , 

Bcrfia,  Fa..  Water  Gb 

C^hwiffle,  Fk..  as.  dta 

Draroaborg,  Pa.,  se.  dis. 

Dotaaeeteii,  Pa.,  se.  dis 

Dufaoa  Q^,  Fk.,  sewer  eonatmetion. 
Obaoca,  Pa.,  sc  dIs. 


Frssdam,  Al,  borough. 
udiaBa,Bs^  borouflpa.. 
Inrta.  Fa 


$2,500 
8,000 
5,000 
5,000 
5.000 

10.000 
5,000 
3,000 
5.400 
6.000 
5.000 


Totals $176.480 

DIRECTORS:  Asher  Mhier.  0.  A.  Dayton,  QtifBth  Ellis,  E. 
K.  Freed.  Landls  Leraa.  John  D.  Ornrbill,  B.  F.  laenberg.  Harnr 
a  KUni^,  W.  B.  Foresman,  0.  F.  Shope.  Wm.  J.  Yeager,  E.  8. 
MUlard,  Henry  N.  Neal. 


Yeab 


1909 
1908 


PEOPLES  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

Fresident,  H.  L.  Engel;  Secretary,  Harold  A.  Lyle.    Organized,  1908. 


Cash 


tt3«,019 
♦14.218 


Unearned 

NetCftsh 
Surplus 

Caah 
FreniittBU 

Total 
Income 

Losses 
Faid 

Returned 
to  P'yh'n 

£z* 
penaea 

Total  Ex- 
penditurea 

tt36,lll 

♦18,786 

$12,923 
2,290 

$13,022 
2.338 

$2,808 
8 

$9,690 
1,868 

$12,553 
1,866 

♦lasludaa  910^(56  gmmntee  bond  paid  in  In  eaah.      t  Includes  $25,000  guarantee  bond. 


Incurred 

$2,863 
431 


.ASSETS,  DECEMBER  31, 1909:  Subseriben  guarantee  bond, 
125,000;  morleage  loans  on  real  estate,  $600;  bonds  and  stocks 
oned  Omtet  Taioe),  $7350;  cash  m  office  and  bank,  $1.M2; 
ageats'  balanees,  not  over  three  months  doe,  $4,665;  mtMVMt 
aeerosd.  $62.  total  admitted  assets.  $39,019.  Liabilitiea:  Net 
kens  unpaid.  $2,907. 

RISKS  AND  FREMIUMS:  Fire  risks  in  force  December  31. 
$1,338J07;   premjoms  thSKon,  $12,153. 


BOSINESS  SINGE  ORQANIZATION: 
m,960;  feosea  paid,  $8»865u 


Preauums  reeeiTcd, 


MORTG AOE  LOANS:    Tfaeie  ib  one  fean  of  $500  on  dwelling  in 
taflnr  Fkric,  I^  ralued  at  $5,000.    There  vas  $25  of  interest 
loe  on  December  31,  last.    Company  holds  $500  of  fire  uisur- 
SBttoo  the  dwcOiac. 


BONDS  AND  STOCKS  OWNED:  Far  Market 

Value.  Value. 

FbehantcflGolliery $500  $514 

OBntralT.48 500  750 

Independence  B.  ft  L.  A 5,000  5,000 

Mutual  Aid  AsBB 1.000  1.180 

Q.  U.  ft  W.  K>  K 100  106 

Totals $7,100         $7,580 

MISCELLANEOUS:    Company  transaets  a  surplus  line  business 
outskie  of  Al    Quanntee  bond  is  to  be  ineresssd  to  $100,000. 


PHILADELPHIA  CONTRIBUTIONSHIP  FOR  THE  INSURANCE  OF  HOUSES 

FROM  LOSS  BY  FIRE,  PhUaddphia,  Pa. 

Chairman,  John  T.  Morris;  Secretary  and  Treasurer,  J.  Sornvs  Smith,  Jr.    Organised,  1752. 


^-  JS^ 

Unearned 

Net  Cash 
Surplus 

Cash 
Fremiums 

Total 
Income 

Losses 
Faid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909    $5,798,504 

1906  5,627.027 

1907  &814,108 

$583,995 

589,596 
598.792 

$5,218,597 
5,087.432 
4,719,414 

$19,115 
17.598 
25.850 

$264,434 

258.282 
257.960 

$8,356 

6.122 

11.024 

$62,711 
60,62^ 
61,87t 

$33,375 
83  382 
32,857 

$104,442 
100.132 
105.76C 

$8,699 

5,629 

11,079 

Uncanaed  pccmioms  are  those  redalmable  on  perpetual  policies. 


Assets,  Deckkbex  31,  1909. 

Keal  estate  and  ground  rents  owned $49,417 

Mortaee  loans  on  real  estate 770,000 

Boa£  and  stocks  owned  (market  ▼aloe) 4,941,165 

Cash  in  bank 26,457 

Imerest  accnied 10,955 


Total  admitted  assets. 


$6,798,594 


LXABILITZES,  DXCKMBEl  81,   1909. 

Net  losses  unpaid $580 

Amotmt  redaimable  on  perpetual  poUdea 588,995 

Other  liabilities 416 

Total  liabilities,  except  surplus $584,997 

Surplus  as  to  policyholders. 5,218,597 

Total  liabilities  and  surplus $5,798,594 


nivatltbmi 
ItORTSAqELOANB:  TlHnutWla>u.>kKrtgttlof  rRWO. 

d  Ukcd 
BONDS  AND  BTOCKS  OWHED: 
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PHILADELPHIA    CONTRIBUTIONSHIP    FOR   THE   INSURANCE  OF  HOUSES   FROM 

LOSS  BY  FIRE,  Philade1ph[a,  Fa.—Cimtinittd. 

RISES  AND  FREHIUIIS:      Ftrpctul   fin   itaLi    In    [onx.  Boim  iro  Bioceb  OimD.— Cail.  Pu  IUrk(l 

"- — '- "'"-    '---■ ■ — ■' — .—  Bonn.— Can.  Vdm.         V«li». 

FtBuytnoU  Co.,  lBIT-1844, 31s. 1100,000        Wl.TTS 

n "TuiliCo.,  lOSLd.., M-OM  rt  TM 

ruliCo    R(-  lOSl.  Ita 

ruii  a  R.  &..  eonv,  ISU  ll. 
..  ..  fVl!iiIt.a.Co.,  a.  m..  IMS.  4i. 
kniUT  Tuli  R.  R.  Co ,  ».  m.,  1019,  Sl 
•.ANY  OuinJ  A  R.  K.  Co..  1038,  Hi 
L  4  N  Y  CutI  A  R.  R.  Co..  lOSO,  5a. 

0  «CH  R.R.CO..  Kg.  lSia,4ti. 
ill.  *  Ertt  R.  R.  Co .  ES.  CO.,  1020.  it 
'  r     r  r  To   fB.m..ns.  103D.SI 

1       I  X)   ID)  m.,  no..  1020,  tt 

\  I  ]     R.Co,na..l01t.5i.. 

1  I  R  I  R.  R.  Co..  Bit.,  1H7,  U 
I  A  i  I  II  R.B.  Co.,  1039,51... 
I  H  h  R.R.C0..I111..  lSlD.h 
\  t.\  i  R.B  C<i..ia.iii.,101i,8i 
I  il  I      R.R.ai.,a.iiLlSll.Ti 

1    I         W     i  R.  C.  *  L  Co..  IB. 


3EL0ANB:  Tli<nutg5louu.iKrtgttl>igr' 
fint  Bnu  OD  i«l  aMs  In  fUliiMplili  aul  ul 


ai;  d(  Pblliidelphla  11 


W,OaO        4M,00S 


ty  of  FltUburB,  l< 


umw*™  Co.,  Ft,  Ibi?,  aift, .. . 
WHUnctoD  Co.,  PB..IOIG-162T.  4^ 
iJMuiiT  i  W.  R.  R.  C(     '       " 
iUlntDnTBi.R.R.C[>., 
Uvldtre,  Dd.  R.R.  Co..  1 
aMimB.H.Co..Im. 
luloa  *  AmtwF  R.R.  Co..  irf.. 
"■    ■  ~  ileniTr        - 


i.l6S7.4«...... 

I..  IC  in&fa 

1  m.  t,  101).  4g 


EMcAValUDTr 


10%  4i.        lo.ixn 


Siooo 

gg|fc|:|.«!g! 

SrftTS.'-iS.Ml-;:::: 

100.IM0        lOe.TEO 


100.000        100.831 


tOO.000        102.MW 


lOlT.  ^ 


I    Co   *Tt.  M..  lOlT.  I 
Co,R»lr.<£.,l>ll.< 

R.Q)   n«.  d.,  1030,  «■. 


51,000 


SI. 76 


St.  L.  B.  R.  Co..  nc  IMO- 

?.!&%  i2irE,ii,'ii  R.'ci>^,'i!^'  ioio.'  si 

Fltti..  Ft.  W.  ft  ChL  R.  R.  Oo.,  1111,  Ti 
Wotem  F*.  R.  R.  Co.,  I  m.,  ie2S.  fa. . 

TIh  fik.  o(  North  Amsila,  dk 

The  Notth  Ftaniylruli  B.  &.  Oo..  Hk. 


ToUli KTWJOl    M:W1.1C& 

HISCELLANEOirS:   Tba  eaapu;  M 
(ha  StiM  d  PeDujlnata. 

DIRECTORS:  Joho  T.  Honk.  ElMa  P.  Honk, 
PlulWin.  Roltti  Wlilu,PnnciliA.Lnrk,Cbwla8.  ti.  m>ra 
WilUr  QHtK  Smltti.  Wliutoo^SliiUir,  M.  D;._  OivIm  BlikU* 


mlth,  Whutoo  SliiUir,  M.  D..  Oaik* 
iHtrRoiiBd  S.  IloRk.  Oaocv  McCiU. 


PHILADELPHIA  MANUFACTURERS  MUTUAL  FIRE  INSURANCE 
COMPANY,  PhUadelphia,  Pa. 


PTMident.  Edwin  I.  Met: 

Yui 

Cuh 
Aaeti 

Pnniumi 

.St. 

ToBl 

iDconu 

Lo» 

ReMTMd 

»  Pyh'n 

X. 

TodE.- 

■iss, 

11 

sill 

•!!Si;!}'. 

•SSffi 

■!8i:ffl 

•!£'»■! 

ati.ioT 

t2S.4aB 
W.M; 

"ii 

•s 

371,971 

•18,7WS 

Bonds  and  fllocks  ovriud  ( 
Cuh  b  office  and  bank , . 
AgenLt'  balucfl 


initmi  ncirued . . , 


Total  idmiiwd  is 


Nello 


Total  liabilltiH,  eic«p4  auiplnj 
Suiploiu  10  poticybolden. 

Total  liibiUtitt  and  niridut, , . 

r.  Dcctmba  SI,  ti.ai8.13Z. 


RISKS  AND  FREHIDHS:  Fire  riiki  to  (orn,  Dcoanber  31, 
HOMLtOO:  pmlau  Umin.  1103  J30. 

BUSINESS  SINCE  ORGANIZATION:  Fnmlnnu  n«ml, 
.     ap^,  I701J33,   aah  dindnda,  13,168,068. 


Auron.  FlDn  A  CfaiofD  Ry.  Ok.  I  m., 

1041.  &'•.. I10.0DO  tlO.lOO 

Biniini^iam  Ry.,  U.  Ji  Pm.  Co,  (D.  m.. 

10H,<)'a. 10,000  B.300 

Cunbni  Ckufidd  KK.  1  n.,  lB41,Fa  10.000  tO,MO 

CWdHidAllMieltoR.R.,lnL,113S.41'a  S.OOO  fi.lOO 

-       ■■■   •dTfc_Cn._£iN.J.,Jo.,l«S,?.  5.000  tM) 

lt.000 


Bomn  kso  Stocxb  Owhid.— Cml. 

Uke  SlKira  □.  By.  Co.,  1.  m.,  1023,  Vt 
Unoaaltr  Co.  Ry.  A  U.  Co.,  1  m..lDSlJi 
Ijurjaton,  Aufuita  A  WatflrriQe  Bt  Ry.. 

lni.,S37,ffa. 

N.  1.  Ji  B.  R.  Ry.  *  Ferry  Co,  1  b., 

ItSO,  4V 

Norfolk  Ji 

FhOb  A  Baho.  Cant. 
Bmhorj,  "    '  '      ' 

Tohdo^  FrtDODt  A'Nari 


10.000 
ICOOO 


Ri^eq.  If.,  1013,  4'l 
LR.a,lm..tll!,4J'a 
ft  Wilka  Bam  R.&, 


Muket 
Vmlue. 

>0.000 

>s.cno 
».»oc 
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PHILADELPHIA  MANUFACTURERS  MUTUAL  FIRE  INSURANCE  COMPANY, 


BoaHS  AID  SfOGKB  OWKMD,—CctU, 


Wabadi,  PHti.  Tm.  &r..  1  m..  1954.  4'a 
West  hney  k  Season  R.R..   1  m.. 

1936^  4'i. 

ABbareGHOQ..lm..l930.5'a 

Oatal  In»  k  Steel  Gb^  1  m.,  1925.  5*1 
CoHoUibted  Oes.  El  U.  A  Fbw.  Co.. 

1  It,  1835.  $8 

HiatofdoB   Ya^Bf  IL  A   Fbw.   Co.. 

1  m..  2947.  5'8 

Lehidi  Ooal  k  Nat.  Ob.,  emaol  (f  undiiig 

•niimpL).  19«8.  4'b 

Lehiih  Vailij  Cm  Go^  1  m^  1933, 5'a. . 
MenpUi  Gb.  Gfls  A  Et.  Go.,  oonsol  ud 

r..  1913^  5*8 

MUhrille  MFs.  Go.,  1  m.  (MillTiUe,  N.  J.). 

.1929,5a 

i  OmJ  Miniiic  Co..  1  iii.,1917.6r8 


Philadelphia,  'PA.^-CanUnued, 


Par 
Value. 

$10,000 

10.000 
10.000 
10,000 

10,000 

10.000 

10.000 
20.000 

15,000 

10.000 
6,000 


Harket 

Value. 

$6,400 

10,100 
10.000 
10,000 

8.000 

9.750 

10,000 
21,800 

14,700 

10,000 
6.000 


BoNDe  AND  Stocu  Owicbd.— CofU. 
Bonds.— CoiU. 

Momi  Run  Goal  MjaingGo.,  1  m..l919,6'8 
PenuoriTMiia  Steel  Co.,  1  m.,  (Oornwatt). 

Pittsburg  ft '  Westmorebnd  Coal  Go.i  i 
m.,  1925, 5*8 

York  Hayea  Wat.  k  Fow.  Go.,  3-7ear  g., 
1912,6*8. 

Stood. 

Erie  k  FSttsbtn  R.R.  (P.  R.R.) 

Weat  Jeney  k  SeaBhoiB  R.R.  (P.  R.R.) 
Land  Title  k  Traat  Go..  Philadelpliia. . 
Philadelphia  National  Bank,  Fhfladeliphia 
PennsylTania  Sted  Co.  Steelton,  Fk,  p. 


Par 
Value. 

Market 
ValiM. 

$9,000 

$9,000 

10.000 

10.000 

10,000 

9.400 

10.000 

10,000 

7.500 

37.850 

2.500 

2,600 

10.000 

11.625 

41.635 

7.525 

8,320 

11,600 

Totak  (book  Talue,  $385,119) $386,240      $393,515 


PITTSBURG  LUMBERMEN'S  MUTUAL  FIRE  INSURANCE  COMPANY, 

Pittsburgh  Pa. 

President,  J.  C  Paraoos;  Secretary,  Cari  Van  der  Voort    Organlxed,  1907. 


'"*  ^ 

Unearned 

Net  Cash 
Surplus 

Cash 
Premhmu 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
pcnaes 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$22,061 
•21.131 

$21,868 

14.899 

7,686 

$23,950 

14,279 

9,844 

$24,673 
16,105 
10,716 

$11,256 
8.650 

$2,397 
2.028 

$5,827 
4.083 
8,564 

$19,480 
9.706 
8.564 

$11,256 

190S 

3,660 

1907 

•17,595 

•  Indndes  $10,000  ''directors'  guarantee"  in  1907  and  $6,000  in  1908. 


ASSEIS.  DECEMBER  31.  1909:  Gaah  in  bank.  $17,927; 
IBmioms  due,  $2,112;  bills,  leoeivable  $70;  other  assets,  $1,055; 
doe  for  reinsoraoee  on  losses  paid,  $897;  total  admitted  assets, 
$224)61.    LiabiKtaes:    Doe  for  reinsuiance,  $193. 

Net  amoont  of  premium  notes  or  member^  liability,  December 
31.183,669. 

RISKS  AND  PRElCnTllS:  Fire  risks  in  foree.  Deeember  81. 
$1191.790;  pcemhmw  thereon,  $27300. 


MISCELLANEOUS:  This  company  secured  its  charter  JanoaiT 
28, 1907;  starting  with  applications  for  Insurance  for  over  $200,000, 
and  bei^  Issuing  poUotes  Februwy  28.  All  poUcyholdefB  iiaTe 
an  assessment  liabiB^  of  three  times  the  annual  premium.  No 
non  assessable  poUdes  are  issued.  As  Its  names  ImpUes  tiM 
oompany  writes  lumber  jrards  and  wood  workers.  Its  directors 
are  men  aetlvdy  engaged  in  the  lumber  business.  A  fund  of 
$10,000  was  advanced  by  the  directors  m  1907  which  amount 
has  been  paid  off. 


PLANTERS  FIRE  INSURANCE   COMPANY,  Little  Rock,  Ark. 

President,  M.  H.  Johnaon;  Vice-President  and  Sccretiry.  T.  T.  Cotnam.    Organized.  1896. 


Teas 

Cash 
Aaseis 

Unearned 
Premiums 

Net  Cash 
Siirplns 

Cash 
Premiums 

Total 
Income 

Losses 
Paki 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1S09 

58106.158 

taiL&fM 

836.513 
14.059 
10.100 

8121,533 

114.686 

95,677 

8128,493 

114.686 

95,677 

$74,762 
56.100 
60.051 

$39,095 
54.831 
45,047 

8113.857 

110,931 

95,098 

883,807 

1908 

580,609f        ^A&TTS 

54,316 

1907 

579.182 

67.298 

48.474 

5Inclades  premium  notes. 


UABIUTIBS.  DECEMBER  31,  1909:    Unearned  premiums, 
165408;  other  liabilities,  $4,136;  total.  $69,644. 

FIRE  RISES  IN  FORCE:  Deeember  31,  88,236.376. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received 
$1,421,679;  loeaee  paid.  $546,237. 

FIELD  MEN:  Johnson  k  Cotnam.  aeneral  agents.  Little 
Rock,  AtIe.;  K  C.  Johnson.  little  Rocl^  Arlc,  and  T.  J.  Raoey. 
Newaric,  Arlc.  special  agents. 


PREFERRED  MUTUAL  FIRE  INSURANCE  COMPANY,  New  Berlin,  N.  Y. 

President.  I.  L.  Richer;  Secretary,  F.  £.  Holmes.    Organized,  1896. 


^"-i  ^ 

Unearned 
Premiums 

Net  Cash 
Surplos 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$89,397 
82,631 
70.879 

$27,723 
25,121 
25,106 

$61,674 
57,510 
45^273 

$39,663 
30.347 
28,872 

$42,026 
33,197 
80.939 

$18,498 
17,858 
18,016 

$5,371 
4,040 

$23,869 
21.907 

$18,773 

1908 

17.858 

1907 

3.792I 

21,808 

18,016 

ICQCELLANBOUS:    This  eompanv  is  a  purely  cooperative   I    signed  by  the  insured.    Advance  premium  is  charged  and  no 
ac«n  Bad  Isises  policies  from  the  home  omoe  on  application   i    assessment  has  ever  been  m*He. 
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Lasso     {  Rcnnncd 


I  204  «1t 

«li,B13 
f  DetaOfl  of  a 


tl(».IBO|     tIll.SS7 

'       »l,SM 

187,  BIO 


(13,S«7;     tlfiZ.7B7 


134,782 

I4g,«71  13,118 

i»a,aei        ig,»08 


u  of  Dece^'bci  ai.  1*09,  bud  nol  b«a  rccclvn]  whsi  Ibh  pace  in 


REAL  ESTATE  OWNED;   Dnanibu  31,  1906.    CodibIi  of    i 
property  knlcd  it  107  W«t  TtyLor  it..  Chliico.  nluHJ  tt  tS.DM. 
UORTQAQELOANS:  DMeiiba3l,l«as,    Tim *n  16 lovw, 


tlOi7SO,  pnlHtBJ  bj  pniwty  loattd  k  Cook  Ot..    I    WO. 


[II..  nJiKd  «(  nun  Uun  Dun  timig  the  u 
rbt  (cmpuy  holdi  118.800  of  inninncc  on  1 
USCELLANEOUS: 


tltlM 


tl83.eie      tB8:.373        tl..,.. 

,  7D0.BU         174,710       Sia.lM  88.388 

W3.TW        ltt8.Ml        <17.4M  78.M4 


132,  iOl        t32.4ET        IIKI.478 
2S,e32  28.020  98,888 

a3,»71  28.447  f  — 


u          i™^^ 

DECEUBn  81. 

1M» 

(n.uk.1  nlw) 

J^'^h^BCtt,M,<n 

LuuLmp.s,  Dnrnou  3 

Net  loaui  uniHJd -,.,..-..,.-.. 

Upaisod  mRuuns 


Toul  lUbOiiin,  eictpt  niriliii. . . 
SuiiJuiu  lo  pcJicybiJdni 

Toul  liibailin  and  nupliu 


NM  UDOunl  ol  msiibcn-  UabOllj.  DcccmlRT 
RffiKS  AND  FBEHinilB:   Fin 


bi  forcfl,  DeiKmbar  31, 


KOBTQAQE  LOANS:  Then  in  18  louu  ifcrKitl 
inlMiil  bj  ptopirQ  la  Btuda  Iilud.  nlned  it  man  I 
O*  uutullouad  Ihenou.  Tbtn  ni  1230  (tf  bi 
dm  Deuuibn  31,  iMt.  Tbe  comiiuj  koldi  t7G,H»  a 
on  tha  bidldiDI^ 

BONSa  AND  nOOKS  OWNS):  hi 

Boma.  Vain*. 


N.V.C.UOt.S% 

FnlIin|ia<toB;H.CD... 


BetUa  i  Pnnideiiw 

ChlawiOt.  WatanLd.... 
CUmoo  a  NortbwaSani... 
CU.,ltfl.&et.FKil,p.... 


- ib  A  SonUiwatFm. 

RtcbbBt&B 

FtWineiJaekiDa.p 

Gnuid  Tlitfj  Valler 

Onal  Norlliain,  p .. 

Henford .,,..,,... , 


N  Y..  N.  H.  *  H. 

NwtlwiiiFacUc... 
OtdOnbaj... 


ValDt. 

VbJbb. 

tl&BOO 

^W 

St  I>  A  ian  Plaa..  itk.  It.  Ml.,  CU.  *  B. 

BL.fc 

UilM  hdlo,am 

{JnlMiFuU(,p 


t,00O 
10.800 


O..  I.  i  W.  Coal  Co  . .  

Totafa(lx»kTalw),IMDJ93 I44M7B      WH.lll 

SIKECrORS:  WUUim  Q.  NUittnnla,  Edward  C.  Bb^IIb. 
UBnr  Dtib,  vrnta  OusnBnT  WaUlir  KnMt.  JaniM  K. 
ScDtt,  Rowland  0.  Hitard,  Edwwd  L.  WttKiB,  mDam  L,  Bode- 


PROVIDENT  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

Pmidait.  Wm.  H.  Richard™;  S«T«arj.  C.  D.  R^p.     Orfpniad,  IBOi. 

Via. 

Cnth 
Awn 

Unearned 
Prmium. 

Net  Caih  '      Cash 

In^ 

P^ 

lo'p>Jh-r» 

P^ 

Total  En- 
pendiBjiB 

Loaeo 

iBcumd 

V£ 

ll.4S8|         88.321 

18,333 

13,788 

3177 

18,73! 

4.870 

408 

L-SSETS,  DFCEITBER  31,  1808:  Cub  Ir  oS«  and  bank, 
8800,'  agnta'  balanm,  not  oyef  3  monthi  due,  83,116:  total 
adcuilMd  uHti.  83,810.    LiabiliticE     Net  kwa  unpaid.  82.418. 

FJRE  RISKS  IN  FORCE:  DecRnber  31,  1887,188. 

BliglNESS  SINCE  OROANIEATION:  Pr«mluu  mxlni. 
83I.US;  lowi  paid.  lejHL 


MISCELLANEOUS:    Thli  ei 

biuliieH  thnugh  Iho  A.  R.  Diake  Oompa; 
EribFa.    IllmeepolldHODtlie — '  -^ - 

the  Eiehawn.  MaouIaeUtren  a ,      .._ 

Dolled  Slala  Htrdiaat*  Halual   Fin   InnnBM  0»ip«il— . 
(iiannlMi  tlie  p-dldn  of  the  Security  Dndenrrtln  of  FUIkM- 


ike  Oompaiiy  of  FhUiulalphla  a 
bemututapru:  and  tonth«r  wi 
and  UerdiBiita.  ProrUat,  a: 
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QUEEN  OF  ARKANSAS  INSURANCE  COMPANY,  litde  Rock,  Ark. 

Pnrident,  R.  E.  Woodwwd;  Secretary.  G.  H.  KimbtU.    Orguiiaed.  1903. 


^"»  ^ 

Uneanied 

Net  Cash 
Svplns 

Cafh 

Total 
Income 

Loaaefl 
Paid 

RetBTsed 
to  Vyh*n 

Ez- 

Total  Ex- 
penditures 

IxMses 
Incurred 

1999         $14410 

*     '$6,666 

$4,672 
2.469 
4,063 

$28,777 
31.462 
24,029 

$29,036 
84.140 
27.946 

$18,662 

9.036 

18.906 

$17,886 
19.102 
16.638 

$31,488 
28,188 
29.444 

$18,386 

1108  i         17.064 

10.836 

1M7  i         1Z06« 

13,702. 

iSSETS.  DECEMBER  31.  1900:  Ouh  in  offiee  and  bank. 
tlJ82:  nncoUtfcted  pRmimni.  $8,034;  other  aaeeti,  $3,284; 
total  adaittod  awta.  $14,210.  Liabaitiet.  Deeember  31.  1900: 
Net  loaaeB  nnaid  (indudinc  $1,860  reavted).  $7,883;  other 
labOitiea,  $1,055;  total.  $9i». 


RIS1CS  AND  PREMIUIIS:  FIr  rlaka  hi  foree.  Deeember  31,. 
$1,420,603;  piemiuma  theieoo.  $44,014. 

DntEOTOBS:  R.  E.  Woodard,  A.  W.  Fllea,  G.  H.  EfanbaU. 
T.  B.  Haonon,  W.  H.  Lfaidaey. 


QUEENS  AND  SUFFOLK  MUTUAL  INSURANCE  COMPANY,  Freeport,  N.  Y. 

President.  Wm.  G.  Miller;  Secretary.  Rosirell  Da^ia.    Onpuiized.  1896. 


YXASI 


Cash 


1909 
1908 


$13,613 
13.416 


Unearned 

NetCaah 
Surpiua 

Net 
Premiums 

Total 
Income 

Loaaea 
Paid 

Retuined 
to  Pyh'ra 

Ex. 
penaea 

Total  Ex- 
penditmnes 

$1,932 
1.921 

$9,292 
9.848 

♦$2,310 
2.714 

$2,907 
3.736 

$1,436 
886 

$898 
971 

$2,333 
1,866 

Incurred 

$2,153^ 
1.620 


Assets,  Dscxmbkk  31.  1900. 

Mortgage  loans  on  real  estate $3,000 

Boods  ovraed  (market  value) 7.922 

Loan  on   F.   McCrellea  ft   Co.  (market  value 

$1,140) 626 

Cash  m  office  and  bank 1,947 

Interest  aocraed 118 


$13,613 


Liabilries,  Dkbibbb  31,  1909. 

Net  loasea  unpaid  (mdudmg  $333  resisted) 

Unearned  proniums 


$1,880 
1.932 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders 


$4.32r 
9.292r 


Total  admitted 

Net  amoaat  ol  premium  notes  or  membos'  liability.  December  31,  $60,800. 


Total  liabflities  and  surplus $13,618 


SISES  AliD  PREMIUIIS:  Fin  rtaka  In  foree.  Deeember  81, 
i^XJBOi;  premiums  thenon.  $8,804. 

BUSINE88  8TSCB  ORGANIZATION:    Premlomi  leeelved, 
t]74,167;  loaaen  pak!,  $106,687. 


MORTGAGE  LOAN:  la  aeemed  by  property  vahied  at  $8,000. 
m  vUah  $1,000  iBsoanee  ia  held. 


BONDS  OWNED: 

F.  H.  Leggatt  A  Oow.  ba,,  1928. 0%.. 

Den.  Ok)  G..  1965.  6% 

IH>taitO*WoodaAaaa..  1928,6%.... 


Par 
Vahie. 

$6,000 
1.000 
2.000 


Maiket 

Value. 

$6,000 

92t 
2,000 


Totala  (book  valuB,  $74^8). 

MISCELLANEOUS:  Hub  eoi 
in  the  Hartford  Fin,  mmI  lesumed 


$8,000         $7.92t 


1/  reinsured  Its  rlaka,  in  1901, 
in  1906. 


QUINCY   MUTUAL   FIRE    INSURANCE   COMPANY,   Qvdncy,   Mass. 

C  A.  Howland;  Secretary.  J.  F.  Young.    Organised.  1861. 


Yitt 

Caab 
AsKts 

Unearned 

NetCaah 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pakl 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex> 
penditures 

Loases 
Incurred 

1199 
IMS 
1907 

$700,117 
730,476 
791.160 

$276,387 
266,830 
266,271 

8606,706 
463,671 
680,809 

8166.269 
166.260 
166.477 

8197.167 
197.689 
198.668 

$63,618 

121,007 

40.627 

$63,840 
64.271 
66.938 

867.621 
66.683 
66,831 

$176,079 
241.861 
161.886 

$66,963 

123.679 

40,697 

31,  1909. 

Real  estate  owned  (book  Tslue,  $20,433) 

Mortfsge  loans  on  real  estate 

Bonds  and  stocks  owned  (market  value) 

Coflatoal  Loans 

Cash  in  office  and  bank 

Afeats*  balances,  not  over  3  months  due 

lotercst  and  rents  accrued 


$27,761 

76,979 

607,357 

130.600 

32,696 

10,461 

4,373 


Total  admitted  aawts $790,n7 


LlABIUTIBS,  DeCSMBES  81. 

Net  losses  unpaid 

Unearned  premiums 

Di\ndends.  mlsrirs,  etc 


1909. 


$6,007 

276,887 

3,017 


Total  liabilities,  except  surplus $284,411 

Surplus  as  to  policyholders 606,706 


Total  liabflities  and  surplus $790,117 


eompaoy's  office  building 


BISEB  AND  PREMIUMS:  Ftae  risks  in  foree.  December  31. 
I«.tt7.167;  premiums  thereon,  $632,761. 

&EAL ESTATE  OWNED:  OonsiatBofeoi 
Med  at  maiket  value. 

MORTQAOB  LOANS:  Theae  aegns^e  $76,979  and  are  pro- 
l^cied  \n  faapcoved  real  eatate  In  Maaaaohuaetts  worth  over 
dooUe  the  amount  loaned.  The  company  holda  ample  insurance 
oa  Ike  BMtcaged  bnlUlags. 

CDLUTERAL  LOANS  are  as  follows: 


^Blaey  a  U  ft  Flow.  Co.  250  shrs.. 

jKrtsiceBoteofQ.  W.HoIlls 

■oneace  Bo«e  of  John  E.  McDonald. 


Market 
Vslue. 

$30,000 
49.0001 
9.000/ 


Amount 
Loaned. 

$25,000 
30.000 


GoLLATrntAL  Loans.— CofU. 
Securitlea.— CoiU. 
National  Granite  Bk..  103  sbrs. . . . 

Lawrence  Duck  Ck).,  125  shrs 

National  Granite  Bk..  41  ahrs 

Wachusett  Nat.  Bk.,  70  shrs 

Dalbu  Cotton  MUis.  6  bonds 

Kinff  Coal  Co..  50  ahrs 

North  Pack,  ft  Prov.  Co^  100  ahra. 

Swift  4  Co.,  360  ahrs 

N.  E.  T.  A  T.  Co.,  24  shrs 


Market 
Value. 
$16,480] 
12.500  f 
6.660J 
7.0001 
6,000/ 
5,0001 
10.000/ 
39,960 
3,312 


Amount 

Loaned. 

$10  600 

15.000 

10,000 

7.600 

30,000 
2.600 


Total* 8194.812       $130,600 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


BONDS  AND  STOCKS  OWNED: 

Hm>..  »Ule,  1030.  i%   .        . 
{■RiTtdBin.  R.  i„  1830, 3%. . . . 
Oftpm  SbaH  lint,  1K»,  1%. . 
pMiri>Rf.Ta.Co„19n.4%. 
AtBH.T.tTCg^iKa,i%... 


QUINCY   MUTUAL   FIRE    INSURANCE    COMPANY,  Quincy,  Mass.- 

BoHH  iHD  Sraca  Oitkid.— CmL  Book  MiHtft 

Smca.—Cm:  Vtlut.  Vtlue. 

I'..:ijrr  ■■  .».  '.ill.  Tm  !  i'..  ,  [;.-.«» l37Ma  KIJBO 

Hnl.S.t.  »k.,  tH,,  >W.)-mouUi  U3»  3.»0 

Gnalw  Nut  Qk..  QuiDFi      I3>i  7.<M 

Hli>iibus\>t.Bk..HtDghui>.. S.SW  4.«a 

UcinhuU  Nit.  Bk..  BoatoD. UMO  HXIMO 

Ul  WnllHlan  Nil  Bl[..  QulDcf tOW  <LU& 

OldColDd^NiLBk.,  Pijooutb UOO  2^0 

Ptymoulb  Nsl.  Hk.,  FJymouUi t,4»  3.1S0 

R»Uud  Nil  Bk..  BcHtoD U,OH  IS.04S 

Rockland  Trvl  Co..  RocUud t.OOO  SJOO 

^MDd  N'st.  Bk.,  BoUD HUM  a),»(R 

Shu  Sal.  Bk.,  Boalon S,7Ba  ICnO 

SUtf  [^t.  SiJc  Dcp.  i  Tr.  Co.,  BiMleB. .  MOO  lUOO 

WirhuKii  S'ai.  Hk.  Fllulibijts HKOOO  S.000 

Javiuiw  Dusk  Co a,0OI>  lO.OOO 

QubnuiHoil  Nit.  BL  (b  Bq.) ISS 

Total! utMSt  laatx: 

WaCELLANBOUS:  Tba  toDiMT  b  llaewd  la  a  Ibc  New 

EndudBtata. 


„  aw,  5%... ■,",■."."! 

■ii-,'a%.v. 


Pu.&dLNo.,'lKl,  t%. 
-    "      WIO.  5.  Bi%. 
1S24,  S% 


Co..  itflO.Si.fl^ 

k  Few.  Co..  IfllO.  S%.,. 
Co.,  1B31,  5%  . 


Co,p,.. 

Co.,  oom 

NU.Bk 


REPUBUC  COUNTY  MUTUAL  INSURANCE  COMPANY,  BelleviUe, 

Fraidcsl,  H.  B.  Collins:  Setntuy.  Emcwlt  Keith.     Or(ui«d,  1881. 

Kan. 

Yku 

Awli 

&S 

■ass- 

r.Sif„. 

a;. 

■ffl- 

Kttunud 
toPrh-n 

p^ 

Tol.]Ei. 

Low 
tocumd 

'|:ffi 

1i 

ii.»a3 

'Ill 

"If 

•E 

11 

ASSFTTS.  DECEMBER  31.  l«Ufc  MDrton  loui  on  ma 
otaU.  tllJOO:  adi  m  oAce  ud  buk.  tSitl:  oUw  imI*. 
tlW;  loUl  (diailKd  hkIi.  t»,I«TLi>b^tiw  Net  liw> 
impud  (iDdudiag  tl.TOD  nulcd).  81,700;  stlier  liabilitis,  8U»: 
totil,  IIJOO. 

Net  UDausI  of  [inBiiiim  adIh  u  ratuben'  liibOiti,  DMtmbu 


FIRE  RISKS  IN  FORCE:  DtuaAt  >1,  HOtl.On. 
MORTQAaE  LOANS:  TIk«  kiui  ifm^ta.  811800  u 
piotactAd  hj  ImpfDvtd  ml  eiti '       ' 


RETAIL  DRUGGISTS  MUTUAL  FIRE  INSURANCE  COMPANY,  Cincinnati,  O. 

President.  PhUlp  X-ehr.  Secniuy.  John  Wer«.    OffuiiBd,  1800. 

Yi*t 

SA 

ssss 

NotCxrii 

Cd. 

Tot-a 

LOMO 

Relunied 
to  Pyh'n 

Ek- 

Total  Ei- 

peoditures 

Isamed 

iSI! 

li 

'H 

ai.M3 

•f!:?S5 

1B.83B 

'ifS 

n:SiS 

•iJS? 

•IJSli 

82,611 

nhM),  838.TM;  CMh  n  oAn  ud  buk.  81.«1 


31.MtMT. 

RISES  AND  FREHIUKS:  I%e  mka  In 
81,Tm,3«:  pnmiuiu  thenon.  8%M0, 

BUSINESS  SINCE  OROASIZATION: 
•201.217;  lo«a  put,  t«7,«S0;  cub  dividi 


lotm  Demtabei  31, 


Cineiiiiak  wiL  wks..  IftM.  3t%... 
■     .=iti...lBM,«%..... 
le.  btc.  IMS.  3i%. 


D*Tl«i,0.,ee.bli.,  m7,  4% 

OndnuliSa  Ot.,  [.,  ISM,  34%..... 
Kuifidd  Ry-LLi  Foir..  ISIB.  S%.. 
SI.  Beravd.  0..  ■(.  extn.,  1936, 1%. , . . 

develud  Wa.  Wki..  ItX.  i% 

Columbia  Rf.  A  LL,  1«N,  <% 

DirloB.  It.  iMTini,  lSiD.31% 

dmlKid  P»fk,  fl«.«i 

Toledo  Fuk.  1S2I.  4% 


St.  Nuya.  O.,  higiivi 
E.  ClerelUHl,  nL  wk 
Mt.  Heilthy.  0..  nt. 

Totak 


84AO0O»8.T2e 


RETAIL  HARDWARE  MUTUAL  FIRE  INSURANCE  COMPANY, 

Minneapolis,  Minn. 


Preadent.  C.  F 

L«lner;  Secretary.  M 

S.  Miihen 

«.     Org»nf«ed 

1900. 

Yea., 

C«h 

Piemiumi 

fiSf 

PrS^. 

Total 
Income 

Pa^ 

to'pVh'tj  i 

penM 

p<^nn^ 

Incnrrai 

8I17,3M 

Is 

I173.SB9 

I1»7B6 
74:S7! 

I61,J2S 

14.131 

877.8K 

B».7i: 

li 

ri 

tCoDtiraeat  liability  of  pr 
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RETAIL  HARDWARE  MUTUAL  FIRE  INSURANCE  COMPANY,   Minneapolis, 

Minn . — Contmued. 

LlABIUTXZS,  DSCEMBBB  81,   1009. 

Net  losses  unpaid 

Unearned  premiums 

Taxes,  etc 

Advance  premiums 


Assets,  Dbckmbex  81,  1909. 

Bonds  onrned  (market  value) $218,469 

Cash  in  office  and  bank 7,557 

Premiums  in  ocurse  of  collection 6,867 

Interest  accrued 4,502 


Total  admitted  assets $337,894 


$5,150 

53.404 

2,065 

2.786 


Total  liabOities.  except  surplus $63,405 

Surplus  as  to  policyholders 173,989 

Total  liabilities  and  surplus $237,394 


RISKS  AND  PREMinilS:  Fire  risks  in  force,  December  31. 
$11,006^710;  pRntame  thereon.  $211,681 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$748,470;   loeaes  paid,  $222,640. 


BONDS  OWNED: 
^oa  Go.,  Mma, 


'^. 


LecQuT Fkrie,  Minn.,  5%... 
Red  lake  P!dh.  Minn..  6l%. 


East  Gnad  wSa,  Mmn.,  5%.. 

Bd  Uke  Cb.,  Minn.,  5i% 

Earflmm,  la.,  5% 

lfinn.Lo«aAThH(Co.,etb 

Deoasad  Town  Oiden 

Co..  Minn..  0% 


Pkr 

Value. 

$17,000 
6,000 

15,000 
5.000 
7,000 

10,000 

9.200 

7,000 

3.000 

826 

15.100 


Market 

Value. 

$17,705 
6,300 
15.706 
5,363 
8.066 
10,300 
9.950 

3,000 

826 

16,610 


BoifM  OwMBD.— Cent 

Kanabec  Go.,  Minn.,  5% 

Sherbom  Co.,  Minn.,  5% 

Villaie  of  Renville,  1^.,  5%. 

Pine  Go.,  Minn.,  4% 

Beltrami  Co.,  kinn.,  5% 

St  Louis  Co.,  Minn.,  6% 

Staples,  Minn.,  6% 

Lincirfn  Co.,  Minn.,  6% 

Wariibum,  Wis..  5% 

Watonwan  Go..  Minn.,  5% 


Pfer 

Market 

Value. 

Value. 

$13,800 

$14,064 

4,000 

4.090 

3.000 

3.098 

2.600 

2,600 

17.000 

17.680 

13,000 

13.650 

25,000 

25.937 

5,200 

5.642 

18,000 

18.180 

12.000 

12.480 

Totals. . 


$206,726      $218,460 


TERRITORY  COVERED: 
and  Mo. 


Company  is  licensed  in  Minn.,  111. 


RETAIL  IMPLEMENT  DEALERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Minneapolis,  Minn. 

PresidcPt.  D.  H.  Evans;  Secretary,  W.  A.  Ziloudek.    Organized.  1906. 


'^^  JS^ 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1900t 

1906  $6,166 

1907  7,514 

$3,086 
8,790 

—$687 
3,724 

$10,173 
15,159 

$10,505 
15,321 

$7,588 
5.221 

$1,320 
1,049 

$4,064 
6.379 

$12,922 
12  649 

$18,800 
5221 

ol  liabilities.      %  Statement  for  1909  had  not  been  received  when  this  page  went  to  press. 

a  mutual,  found  that  it  could  acquire  the  Minnesota  Mutual,  and 
heooe  took  it  rather  than  form  a  new  concern.  The  name  was  then 
changed  to  the  Retail  Implement  Dealers  Mutual. 


MISCELLANEOUS:  This  company  was  originally  oiganiscd 
M  the  Mfamesota  Mutual  Fixe,  but  bite  in  1906.  the  Mtanaeota 
Refesfl  Implement  Deafen'  Assodatfon  having  dedded  to  organiM 


RETAIL  LUMBER  DEALERS  MUTUAL  INSURANCE  COMPANY, 

Milwaukee,  Wis. 

PresUent,  IC.  H.  Hand;  Secretary,  Paul  Lachmund.    Organized,  1897. 


Y-.  i      Cash 
*"■     Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Lossfs 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
pcDditures 

Losses 
Incurred 

1909         $23,949 

$23,949 
20,886 
21,637 

$5,065 
5,585 
5,040 

$5,857 
6,476 
5.404 

$1,516 

6.485 

846 

$1,158 
960 
953 

$2,674 
7.445 
1.299 

$1,516 

1M8           20,226 

6.485 

1907           21,637 

346 

ASSETS,  DECEMBER  31,  1909:  Mortnge  loans  on  real 
estate.  $14,100;  cash  m  office  and  bank.  $7,920;  assessments 
TBcoOected.  $1  J^73;  interest  aoerued,  $356;  total  admitted  assets, 
$23.94».    NolmbiUtiea. 

FIRE  RISKS  IN  FORCE:  December  31.  $1,022,010. 

LOSSES  PAID  SINCE  ORGANIZATION:  $17,063. 

MORTGAGE  LOANS:  There  aie  3  loans,  aegregatlns  $14,100, 
pfotccted  by  farm  fends  hi  Dane  Co.,  valued  at  $45,000. 


MISCELLANEOUS:  On  January  1,  1905,  a  second  series  of 
poUdfls  was  opened  under  the  corporate  name  of  the  Wisconsin 
Retail  Lumber  Dealers  Mutual  Insurance  Company,  the  object 
being  to  allow  the  members  of  the  Retail  Lumber  Deafen  Mutual 
to  Insure  an  additional  amount  not  exceeding  $3,000  on  their 
lumber  yards.  On  December  31,  1909,  this  company  possessed 
cash  assets  amounting  to  $10,419.  Tne  management  of  both 
companies  is  eesentially  the 


RETAIL  LUMBERMENS  INSURANCE  ASSOCIATION,  Minneapolis,  Minn. 

President,  J.  H.  Queal;  Secretary.  Willard  G.  Hollis.    Organiged.  1894. 


YSAX 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Pftid 

Returned 
tn  P'yb'r* 

£x- 

Total  Ex- 
penditures 

Losses 

Tnnimvl 

***  *  /»» »•      p-— _.. 

1909 

$282,835 
278,997 
267,038 

$45,840 
46,428 
46,682 

$236,689 
227,260 
203,806 

$74,815 
77.776 
92,865 

$88,443 
89.420 
04,813 

$38,047 
56751 
00,069 

$15,205 
16,359 
17.047 

$53,252 

73,110 

107,116 

$38,047 

19fft 

50.474 

1907 

96,669 

ASSETS.  DECEMBER  31,  1900:  Bonds  and  stocks  owned 
(narket  rahie).  $230,860:  cash  in  office  and  bank,  $45,507; 
uncollected  premiums,  $646;  interest  aoerued.  $5,832;  total  ad- 
mitted aasets.  $282,835.  Uabttities,  December  31.  1909:  Un- 
esned  prenuume,  $45340;  other  liabilities,  $307;  total.  $46,147. 

*"  Net  acK>uat'ol^];»emium''notes  or  cembers'  liability,  Tecembcr 
3l.f»J560.    ' 


RISKS  A\D  PREMIUMS:   Fire  risks  in  force.  December  31. 
$15..576,375;  premiums  thereon,  $183,359. 

MORTGAGE  LOANS:  There  are  70  loans,  agnenting  $230,850. 
protected  by  farm  lands  in  Iowa.  Minnesota  and  North  and  South 
DaVotfi.  vf(Miod  at  $747,020.  No  Interest  past  due.  Company 
holds  $11  020  of  Insurance  on  the  mortgaged  building!'. 
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RETAIL  MERCHANTS  ASSOCIATION  MUTUAL  FIRE  INSURANCE 

COMPANY  OF  ILLINOIS,  Springfield,  lU. 

Prerfdent,  G.  S.  Connelly;  SecreUry.  W.  W.  Swett.  Jr.    Orvuiifled.  1808. 


YSAS 

Cash 
Aoets 

Unearned 
PremiumB 

Net  C^iHh 
Surplus 

Cafth 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rt 

Ex- 
penses 

Total  Ex- 
penditures 

1000 
1008 
1007 

$85,260 
36,906 
87,578 

$31,747 
30,000 
80.406 

$2,013 
6.207 
7,088 

$60,027 
50,220 
68,574 

$61,580 
50.888 
50,262 

$24,436 
10,674 
12,214 

$14,828 
14,078 
12,827 

$26,515 
28,063 
27,146 

$04,270 
61.700 
62,187 

$25,936 
19,674 
12,214 

ASSETS.  DECEMBER  31.  1000:  Ftoria  imptovement  bonds 
owned  (market  raloe)  $2,400:  cash  in  office  and  bank,  $24,758; 
uncoQeeled  nremiams  not  over  three  months  due,  $8,060;  interest 
aeenied,  $^;  total  admitted  assets,  $36,260.  liabilities, 
December  31,  1000:  Net  loeses  unpaid,  $1,500;  unearned  pre- 
miums, $31,747;  total.  $33,247. 


Net  amount  of  premium  notes  or  members*  liabilifar.  Deeember 
31,  $818,606. 

RISKS  AND  PREMIUMS:    Fire  risks  in  foroe  Deeember  31. 
$5,3664)05;   praniums  thereon.  $62,010. 

BUSINESS  SINCE  ORGANIZATION:    Fkemiums  reoBrred. 
$720,025;  k)eses  paid.  $285,233;  cash  diridends,  $110,868. 


RETAIL  MERCHANTS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Minneapolis,  Minn. 

President,  H.  J.  Dahn;   Sccretsry,  J.  H.  Tenvoorde.    Organised,  1900. 


Ybai 


Cash 
Assets 


$28,732 
24.644 
36.507 


Unearned 
Ptemiums 


$19,000 
120.288 
{21.921 


Net  Cash 
Surplus 


$3,006 
—212 
—878 


Cash 
Premiums 


$65,728 
68,880 
06.172 


Total 
Income 


$06,829 
*68,880 
100.286 


Paid 


$31,453 
86,284 
46,086 


Returned 
to  Fyh'rs 


$0,684 


£x- 


$80,400 
84,621 
83.824 


Total  Ex- 
penditures 


$61,043 
70,805 
78,0481 


$S8,M« 
S4.ftM 

47,801 


—  Excess  of  liablUlies.    t  Contingent  liabQity  of  members.    *  Includes  $6,000  advanced  by  directors. 


ASSETS,  DECEMBER  31,  1000:  Ouh  m  office  and  bank, 
$12,066;  agents  balances,  not  orer  three  months  due,  $16,108; 
interest  aeoued,  $70;  notes  for  premiums.  $460;  other  sssets, 
$348;  total  admitted  sssets,  $28;732.  Labilities:  Net  lasses 
unpsjd.  $2,610:  unearned  premiums,  $10,000;  other  liabilities, 
$3,120;  total,  $24,736. 


Net  amomt  of  premium  notes  or  memben^  liability.  Deeember 
31.  $76306. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force  December  31. 
$3,001,776;  premiums  thereon,  $75306. 


RHODE  ISLAND  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

President,  John  R.  Freeman;  Secretary,  Theodore  P.  Bogert.    Organised,  1848. 


YXAI 


1009 
1906 
1907 


Cash 
Assets 


Unearned 
Premiums 


$1,484,906     $62$.280 

1,204,009       482,017 

940,8801       441,144 


Net  Cash 
Surplus 


$888,087 
703.030 
487.711 


Cash 
Premiums 


$1,002,513 
002,138 
804,880 


Total 
Income 


$1,110,814 

1,011.670 

040,806 


Paid 


$21,428 
28,100 
88,408 


Returned 
to  Fyh'rs 


$910,958 
810,787 
099,660 


Ex- 


$60,887 
62,911 
48,872 


Total  Ex- 
pcndltiiRs 


$994,728 
891.807 


$90,722 
28,Me 

89,9Sa 


AssRs,  Decxmbsi  81, 1909. 

Bonds  and  stocks  owned  (market  value) $1,299,478 

Cash  in  office  and  bank 113,058 

Agents'  balances,  not  over  3  months  due 19,098 

Interest  and  rents  accrued 2,151 


Total  admitted  asseU $1,434,906 


LiABiLniss,  I>scBicBxs  81, 1909. 

Net  losses  unpaid $2,131 

Unearned  premmms 620,230 

State  Taxes  accrued 17,967 

Total  liabilities,  except  surplus $646,328 

Surplus  as  to  policyholders. 888,637 

Total  liabiUties  and  surplus a,484,90S 


RISKS  AND  PREMIUMS:  Fire  riiks  in  force  Deeember  81, 
$187,074,418;  premiums  thereon.  81,062,460. 


SINCE  ORGANIZATION:    Premiums  received, 
paid,  $1,611,602;  cash  dividends.  $10,225,474 


BUSINESS 
$12,406,480;  1 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Amer.  Tl.  ftTx-Go..  1020,4s 

ChL,  Burl.  &  Qulney,  joint  be.,  1021.  4s . 
N.  Y.,  N.  H.  A  H.  R.  R.,  ev.  fas..  1011,3is 

N.  Y.,  N.  H.  k  H.  R.  R..  1023, 6s. 

Union  Padfie  R.  R.  Co»  1027,  4s 

U.  S..  leg.  be..  1026.  4% 

Stoou. 

Manhattan  Ry.  Co 

N.  Y.,  Laoka.  k  Western  R.  R.  Co 

Pitts..  Ft  Wayne  ft  ChL  Ry.  Co 

Providence  k  Worcester  R.  R.  Co 

Rome,  Watertown  k  Ogdens.  R.  R.  Co. . 

Atdi.,  Top.  k  Santa  Fe  Ry.  Co.,  p 

Baltimore  k  Ohio  R.  R.  Co.,  com 

Baltimore  ft  Ohk)  R.  R.  Co..  p 

Chi.,  BuiL  ft  QuiQcy  Ry.  Co 

C,  M.  ft  St.  Mr.  Ky.  Co.,  p 

C,  M.  ft  St.  P.  Ry.  Co.  (5th  Instal.  pd.). 
ChL.  St  Paul.  Minn,  ft  Omaha  Ry.  Co.. . 

Chi.  ft  Northwestern  Ry.  Co 

Cleve..  an.,  ChL  ft  St.  Louii  Ry.  Co ,  p. 

Delaware  ft  Hudson  Co 

Gt  Northern  Ry.  Co.,  p 

UliDoia  Central  R.  R.  Co 


Par 
Value. 

$25,000 
20,000 
18.000 
20,700 
20,000 
26,000 


Market 

Value. 

$23,250 
10.400 
18,860 
27.738 
28,400 
28.750 

28,200 
12,700 
26,400 
67.500 
25.200 
10.500 
1.770 
0,200 
55,880 
86.056 
64.156 
81.000 
111.000 
10,700 
1i,500 
50.112 
51.060 


Bonds  and  Stocks  Owhid.— Cent. 
Siocxs.— Cofil. 

Mtain.,  St.  Paul  ft  8.  Ste.  Marie  Ry.  Co.,  e. 
lOnn.,  StPsul  ft  S.  St.  Marie  Ry.  Co.,  p. 
N.  Y.  Cent  ft  Hudson  Rhrer  R.  R.  Co... 

N.  Y.,  N.  H.  ft  H.  R.  R.  Co 

N.Y.,N.H.ftH.  R.R.  Co.,(lst  instal.  pd.) 

Northern  Fsdiic  Ry.  Co 

Pennsylvania  R.  R.  Co 

Reading  Co 

Southern  Rv.  Co..  p 

Unkm  Pfedfic  R.  R.  Go.,  e 

Union  PseiBe  Ry.  Co..  p 

Amer.  Tl  ft  Tg.  Co 

Gt  Northern  Ry  Co.,  ore  ctis 

Merchants  Nat  Bk.,  Frov 

Nat  Bk.  of  Commeroe,  Prov 

Northern  Securities  Go 

PuihnanCo 


Par 
VahK. 


Vahse. 


10.950 
10312 
70,000 

6^250 

40,0«O 

162,887 

84,200 

7300 
803OO 
41,000 
42L0QO 

9.720 
17.000 

8300 


19,000 


Totsls. 


81,299,478 


MISCELLANEOUS:  This  company,  together  with  the  Amert> 
can.  Enterprise,  Manufacturers,  Meclianles  and  Stale  Mutunl 
Fire  Insurance  Companies,  all  of  Provfclenee.  are  under  the  same 
management. 

DIRECTORS:  Robert  Knidit,  J.  W.  Danlelson,  J.  K.  H. 
NlghUngale.  Henry  F.  Uppltt,  Robert  W.  Taft  John  R.  Freeman. 
Eben  S.  Draper.  Jonathan  Chace,  Royal  C.  Taft,  JeM  H.  Metcalf 
Henry  D.  Sbarpc,  Wm.  Ames,  Robt  I.  Gammdl. 
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RICHLAND  COUNTY  MUTUAL  INSURANCE  COMPANY,  Mansfield,  O. 

Picadeat.  H.  R.  Smith;  Seactur,  R.  Smith.    Otpaitti,  1861. 


Yeas 

Cash 
Aasefa 

Unearned 

NetCaah 
Surplus 

Cash 

Total 
Income 

losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

$138,663 
128,608 

$138,663 
123,215 
110.339 

$92,400 
90.600 
88.600 

$93,090 
91,057 
88,992 

$49,995 
52.886 
58,350 

$28,931 
24,972 
24.471 

$78,926 
77,857 
82,821 

$49,995 

190% 

48,425 

1907 

114.709 

62.810 

j^SBEia  DECEMBER  31. 1909:    Real  estate  owned,  $26,000; 
office  and  bank.  $112,663;  total  admitted  assets,  $138,668. 


Net  amoaQt  oC  premiom  notes  or  monbeis'  halrility,  Deeember 
31.  $2,140,719. 


FIRE  RISKS  IN  FORCE:    Deeember  31,  $24,067,077. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  teoeived, 
$2,260,504;  lossn  paid,  $1,471,608. 

REAL  ESTATE  OWNED:    Omsists  of  home  offiee  building 
and  lot  at  Mansfield. 


ROCKVILLE  MUTUAL  FIRE  INSURANCE  COMPANY,  Rockville,  Conn. 

President.  A.  Park  Hammond;  Secrelnry,  A.  T.  Bissell.    Orsanised,  1868. 


v««,  JS^ 

Unearned 
Ptemiuins 

KetC«sh 
Surplus 

Cash 

Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 

Total  Ex- 
penditures 

Losses 
Incurred 

1900          $10,475 

$1,922 
1.980 
2.165 

$17,553 
16,050 
15.485 

$1,118 
1,006 
1,358 

$1,922 
1,778 
2,085 

$235 

1.001 

119 

$368 
298 
880 

$603 

1,294 

499 

$235 

190B            18.029 

1,001 

1907            17.649 

119 

ASSETS.  DECEMBER  31.  1909:  Bonds  and  stoeks  owned 
(BsriDel  ▼aioe).  $144128;  essfa  in  offiee  and  bank,  $4,525:  iateiest 
aceraed,  $22;  total  admHted  aawta.  $19,475.  liabilities:  Un- 
caned  pmioms^  $14)22. 

Net  aoMMDt  of  premium  notes  or  mambeii^  liabilityf  Deeember 
31,  $19,600. 

RISKS  AND  PREMIUMS:  Fire  rklcs  m  foree.  Deeember  31, 
$ttM68;    premiums  thereon,  $34^. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  reoeived, 
paid.  $12,930. 


BONDS  AND  STOCKS  OWNED: 

Ooon*  Ry.  ft  Lt  Go 

First  Nat  Bk',  RockriDe 

Roekrille  Nat  Bk 

iStna  Ins.  Go. 


Totals.. 


Pkr 

Value. 

$1,000 
7.900 
2.100 
1,000 


Value. 

$1,035 
8,378 
2.415 
3.100 


$12,000        $14,928 


RUBBER  MANUFACTURERS  MUTUAL  INSURANCE  COMPANY, 

Boston,  Mass. 

Preskknt  Arthur  H.  Lowe;  Secretary.  Benjamm  F.  Taft    Orsanized,  1885. 


Ykas 

Cash 

Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 

Total 
Income 

Losses 
Paki 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1008 
1907 

•439,711 
410.072 
375,072 

$228,981 
235.221 
240^672 

$199,603 
172.569 
130.535 

$459,607 
474,771 
480.917 

$476,136 
490.116 
496,408 

$22,950 
54  949 
85.971 

$383,553 
374,484 
355,312 

$89,362 
48,282 
47,724 

$445,866 
477,665 
489.007 

$28,998 
53,524 
65.429 

Assets,  Dec3eiibek  31. 1909. 

Bonds  owned  (market  value) $371,410 

Cash  in  office  and  bank 48,978 

Afcnts'  balanrrs.  not  over  3  months  due '   13,441 

Interest  accrued 6,882 


Total  admitted  assets $439,711 


LiABiLiTXEs,  December  31,  1909. 

Net  losses  impaid 

Unearned  premiums 

Taxes,  expenses,  etc 


Total  liabilities,  except  surplus. 
Surplus  tLS  to  policyholders 


$3,857 

228,931 

7.420 

$240,208 
199,503 


Total  liabilities  and  surplus $439,711 


Net  amount  oi  fvemium  notes  or  members'  liabflity,  December  31,  $2,289,311. 


RISKS  AND  PREMIUMS:  Fire  risks  hi  force,  Deeember  31. 
182.132.002;  premiums  thereon.  $457,862. 

Market 

BONDS  OWNED:  Value. 

Cy.  of  Fan  River.  1915, 3i's. $19,800 

CmmoBwedth  of  Maaiadiwetts,  1940,  3i's. 17,460 

Atefawea,Topekal:St  FeRv.,  1928,4*8 9,700 

Btt«or  *  Aroostook  R.R.,  Cods.  Mtg..  1951, 4's 4,200 

Bai«er  k  Aroostook  R.R..  1943, 5*8. 11.200 

Bo«oo  Elevated  Ry.,  1935,  4*8 6,000 

BestoB  *  Lowell  R.R.,  1919,  Si's 19,200 

Boston  A  Maine  R.R.,  1928,  4*8. 9,900 

Beaton  Ji:  New  York  Air  Line  R.R.,  1956, 4*8 3.000 

OdeaeD  £  Eastern  Illinois  R.R.,  1914,  4i'8 4.950 

El  Pte  A  Rock  Island  R.R..  1951,  5'8 5.250 

ntehbamR-B-.  1928,4's ^,900 

Fitehbais  R.R..  1927, 4*8 0,900 

Lake  Shore  A  Miehignn  Southern  Ry.,  1928.  4'b. 2,880 

Lake  Sliore  A  Michigan  Southern  Ry..  1931,  4'b. 16.150 

Kane  Catrai  ait.  1916, 4^8. 16.480 

Maae  Gntral  R.R..  1912.  4'b. 4.000 


Market 

Bonds  Ownbd.— CotU.  Value. 

Maryland.  DeUware  ft  Virginia  Ry.,  1955,  5*8 $10,000 

N.  T.  C.  ft  H.  R.  R.R.  (Lake  Shore),  1998, 3i's 12,150 

N.Y.,C3iieagoftStL.R.R.,1931,4'B 9,200 

N.  v.,  N.  H.  A  H.  R.R.,  1965, 4'8 19,400 

N.Y.,N.H.ftH.R.R-,  1914,4'8 990 

No.  Maine  Seaport  R.R.,  1935.  5*8 16,500 

No.  Pac-Gt.  No.  Ry.  (C.  B.  ft  Q.).  1921. 4'8 16.490 

Pennsylvania  R.R..  1915.  Sfs 970 

Riehmond- Washington  Co.,  1943,  4*8 9.000 

St  Louis  Merchants  Bridge  Tm.  Ry.,  1930, 5's 27,250 

West  End  Street  Ry.,  1917.  4'b 5,000 

American  Tele,  ft  Tel.  Co..  1929.  4'b 20.460 

American  Writmg  Paper  Co.,  1919,  S's 8,800 

New  England  Tele,  ft  Tel.  Co.,  1919.  5*8 10,300 

New  England  Tele.  *  Tel.  Co.,  1930, 4's 16,980 

Western  Union  Telegraph  Co.,  1950,  4J'8 19.400 

Total $371,410 
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SAFETY   MUTUAL  FIRE  INSURANCE   COMPANY,  Ubanon,  Pa. 


Pmidmt.  J.  R 

Beckley;  StaeOiT.  Ju 

DC  M.  Snr 

der.     Oixu 

«d.  18Bt 

v„ 

A«W. 

Uncuned 

'^S^ItT 

Cuh 
Pmnhira. 

Totil 

■fflr 

Wfyb'n 

PCDM* 

ToalEi- 
ptodii>n* 

LOMC 

iBcnrRd 

*ia,83S 

i!:!!S 

ij|o« 

2s.gii 

17.303 

U2.-IK 
17,80) 

*!i 

•10.080 

H 



:::::::::: 

aiXCE  OROAtnZATiON:     PnmiiMu  i 
»i<n.s»;  low*  pud,  tUO.33*. 

mSCELLANEODH;    Tbli  samiiut  trunsti  ■  m 
butnia  IhnMih  Bout  L  Enfd  oI  RiIlidglpblE,  H. 


SALEM  COUNTY  MUTUAL  INSURANCE  COMPANY,  Salem,  N. 

PrnMrnl.  Owm  I.  Jdub;  StcrMnrT.  J.  B.  Hilluird.     OrpmiiB!,  IMO. 

J- 

Yw 

Cuh 
Aneti 

Unomcd 

Net  Cuh 
Surplu. 

C^ 

ToBl 

Incmn. 

Laud 

lo'p'yhTj 

^- 

TotilE.. 
poditun* 

iDcumd 

t7S,6SI 

tl,4<ll 

173, 73( 

11 

t8.1IIE 
S.Oft( 

tl.tSl 
«7 
3,034 

U.7W 

•■s 

l.OH 

lil 

•^i 

IJHO;   moiicug  lovu  m  it*I  hUU,  132.250,'    bi 
a  owiwd  (nuriiel  nlue),  t3B.B3l).'   cuh  in  oE« 

.903;   bMnt  »crwl,  MM:     -  '     ' 

I    weU,    nS.OSS.    Uibilitif 

alber  lyrilitH. 


71  Ihmn  doubLc  the  u 


iSOjinj- 


R16KS  AND  FREHIUHS:     Fin 


ii  a  lone,  DRcmbo-  31 


SALEM  MUTUAL  FIRE  INSURANCE  COMPANY,  Salem, 

Fraldsic.  S.  HfTbai  WilUns;  Sftreaty.  Arthur  TtnbT-    Orguiia],  1S38. 


Unnmcd     Net  Cash  I      Caih 


IMS  nE,7Sl       148.702 

80,030         S3.tm 
BH.0OT         53,H7 


U*Mti       837.018 


H,430 
87.0821 


tio,»4«     taaoi 


Assets,  DEmiui  31,  ItOO. 

Bondsiiiid  stocks awwd  {aarkei  value) 

Cuh  m  office  snd  bank,  --  -,  -, ,- -, ,, 


SS,0«8 
1.063 
3.327 


Other  UHI9 

Total  admiited  u 


LuBn-rriEs.  Defzkbei  31.  ItOO, 


Uneampi  nremiufni,, 

Olber  lobililiej 

TduI  liabaUieo,  eiccpl  s 
Surplus  u  10  pcjiicyholders,.. 


tl.O«> 
«8.7a2 

i,3«a 

tSl.lM 


Nei  ■aunint  of  pnmiuDi  notes  or  member)'  luibDitr,  December  31.  tl03,IH 


RISKS  AMD  FREIaUHS:  Fire  rlika  la  laice.  Deeember  31. 
M.03S.8flf:  pmnluiiii  tbeiwn.  tW,033. 

KORTQAGE  lOAHS;  Then  b  1  bu  (or  1300  aa  land  at 
Lyoo,  Hw..  Tihad  al  81.1110. 

BOHOe  AND  STOCKS  OWNED:  Fir  Huket 

OMOohnTiLR 81.000  81.11(10 

AkKO-Ohto 3,000  IMO 

WatEod  St.  Rj.  Q> l.OOO  1,000 

BoM«i,llui S.000  4,030 

Portlaiid  Water  DWilct 1,000  t.150 

BnMktoiL  Miu 3,000  3.DW 

CkBKfflTOhla 1,000  960 

(awWi.lliii S,00O  2,090 

aneva.  ni 3,000  3,030 

CelsiBbiB,  0 G,00a  E,020 

CtaiutoB.R.1 1,000  1,010 

Dart™,  0 3.000  2,wa 

OloiieeMet,llHe,.,.. 3.000  3,120 

HitrIiI',  Mm 1,000  1,030 

lyiiii,  Man 3,000  2,000 

HarlbonnKh,  Haa 1.000  1,010 

llaH,b> 3*»  3,000 

IMrord.Ilia I/MO  1,020 

Hetldeii.  Conn 1.000  f80 

HlDoeapolD... 1.000  1,020 


BoRM  un  8tocii  Owim.— Cnl. 

BOITD         "     ■ 

Nev  Bedford 

pDrttmouth,  N.  H 


Boalon  i  KaJsa  R,  IL 

Total)  (book  valw,  888,008). . 


>,000 
2,090 
S.130 


_*MS 

tatMs 
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SCHOHARIE  AND  OTSEGO  MUTUAL  FIRE  INSURANCE  COMPANY, 

of  CobkskiU,  N.  Y. 

President,  Judson  Burhans;  Secretary,  W.  D.  Colclough.    Organucd,  1806. 


Ykab 

Cksh 
AaattB 

Uaomed 
Premittms 

NetOuh 
Surplus 

Ca4i 
Premhima 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

1900 

$23,008 
•20,281 

$12,272 

$10,041 
20.281 

$18,126 
18,224 

$18,571 
18,478 

$7,126 
7,324 

1908 

Ex- 

penses 


I  Total  £z- 
'penditures 


-h 


$7,054 
6,llll 


$14,180 
13.435 


Incurred 


$8,781 
7,324 


•  Assets  consist  of  cash  in  bank  and  amounts  due  from  agents. 


ASSETS,  DECEMBER  31,  1900:  Cash  in  office  and  bank, 
S21.689;  imeolleeted  premiums,  $2,270;  total  admitted  aaseta, 
$23,966.  Liabilitiea:  Net  loma  unpaid.  $1,655;  uneanied 
premiums,  $12,272;   total,  $13,927. 


RISKS  AND  PREMIUlfS:    Fiie  raks  in  force.  December  31« 
$3,404,406;   premiums  thereon.  $23,017. 

BUSINESS  SINCE  ORGANIZATION:    Franiums  received, 
$143,288;   lossn  paid,  $01,719. 


SEABOARD  FIRE  INSURANCE  COMPANY,  Atlantic  City,  N.  J. 

Preaideat,  Theo.  Liprcs;  Secretary,  James  B.  Springer. 


Thia  company  was  incorporated  as  a  mutual  company  in  August. 
1907.    It  was  reorganised  as  a  stock  company.  February  23, 1910. 


with  a  capital  of  $50,000. 


SECURITY  MUTUAL  FIRE  INSURANCE  COMPANY,  Chatfield,  Minn. 

President,  Frank  L.  Tesca;  Secretary,  Charles  L.  Thurber.    Organized,  1808. 


Year 

1909 
1908 
1907 


Cash 


-1- 


$72.80G 
66,58f 
47,41C 


Unearned 

Net  Cash 
Surplus 

Cash 

l^rxiiiiiim  y 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex. 
penses 

Total  Ex- 
penditures 

$33,188 
30,877 
26.078 

$24,103 
17,913 
14.800 

$117,603 

106,881 

87,182 

$120,336 

110,374 

88,882 

$49,194 

47,m 

37.784 

$15,191 
13,430 
10,67V 

$30,756 
80,731 
34,312 

$104,141 

100,989 

82.775 

Losses 
Incurred 

$55,667 
46,497 
42.527 


Assets,  DECEMBnt  31, 1900. 

Seal  estate  owned 

Mongage  loans  on  real  estate 

Bank  certificates  of  deposit 

Cash  in  office  ami  bank 

Agmts*  balances,  not  over  3  months  due 

htttnst  snd  rents  accrued 

Other  assets 


$1,247 

31.150 

20.000 

7,558 

11,027 

802 

207 


Liabilities,  Decembss  31, 1000. 

Net  losses  unpaki 

Unearned  premiums 

Reserve  for  taxes 

Other  liabilities 


$0,307 

33,188 

2,368 

3.834 


Total  admitted  assets. 


$72,890 


Total  liabilities^  except  surplus. 
Surplus  as  to  policyholders 


$48,787 
24.103 


Total  liabilities  and  surplus $72,800 


Net  anMont  ol  premium  notes  or  members'  liabflity,  December  31,  $146,084. 


RISKS  AND  FREMinifS:  Firs  risks  fai  force,  December  31. 
I7,79j306:  premlmns  thereon.  $146,084' 


BUSINESS  SINCE  OBOANIZATION:    Premiums  recelTed, 
SB32.622;  kwM  paid.  $306,862:  cash  dlvkiends.  $72,484. 


REAL  ESTATE  OWNED:  Gonsisto  of  200  acres  of  agricultural 
vA  timber  lands,  untanprored, 

MORTGAGE  LOANS:  Tliere  are  21  knns,  aggregating  $31,150. 
Meeted  hy  first  Bens  on  fanproved  farm  property  valued  at 
iOIjOBOl  Tbee  was  no  Interest  past  due  on  December  31.  last. 


MISCELLANEOUS:  This  company  reinsured  the  business 
of  the  Citisens  Fire  Assodataon  ol  Mankato,  Minn..  February 
14,  1010. 

HELD  MEN  AND  TERKITORY  COVERED:  J.  P.  Read. 
State  agent.  Farso,  N.  D.;  N.  S.  Tyler.  State  agent,  Sioux  Falls, 
S.  D.;  Willard  Snow,  special  agent.  Sioux  Falls,  S.  D.;  F.  H. 
Tuper,  Chat6eld,  D.  B.  Franklm,  Rochester  and  J.  C.  Durfee, 
FeiiEUfl  Falls,  special  agents  for  Minn.;  A.  F.  Pierce  and  M.  D. 
Clark,  Valley  City.  N.  D.,  spedal  agents  for  N.  D.;  Pettibone  & 
Krouse,  Fhuadelpnia,  Pa.,  and  Doufflass  Bros.,  New  York 
Ciiy,  Eastern  representatives  forsurplua  Imes.  Tbe  company  is 
licensed  in  Minn.,  N.  D.  and  8.  D. 


SECURITY  MUTUAL  FIRE  INSURANCE  COMPANY  OF  DELAWARE 

COUNTY,  Delhi,  N.  Y. 

Presklent.  J.  R.  HoneyweU;  Secretary.  O.  C  Nichols.    Organized,  1807. 


^•-'  s^ 

Unearned 
PrfynJoms 

Net  Cash 
Surphis 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

Z   }%^ 

$24,793 
80.925 

$19,083 
18,821 

$20,426 
18.821 

$17,024 
4,101 

$25,964 
10,766 

$6,575 

'$4,ioi 

«CadL 


SHREWSBURY  MUTUAL  FIRE  INSURANCE  COMPANY,  Eatontown,  N.  J. 

President,  Joseph  W.  Johnston;  Secretary  Henry  Wolcott.    Organised,  1838. 


Unearned 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

la       141.707 
IM        3fi.0$8 
1807         SSS 

$94,008 
0,468 
9,692 

$31,766 
25,061 
20.861 

$9,686 
10,773 
10,860 

$11,430 
12.082 
12.067 

$4,285 

4,924 

656 

$1,996 
1,926 
2,107 

$6,281 
6,850 
2,763 

$4,285 

4.024 

656 
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SHREWSBURY  MUTUAL  FIRE  INSURANCE  COMPANY,   Eatontown,  N.  J.— Ccwrf- 


ASSETS.  DECEMBER  31,  1909:  Mortgage  loana  on  real 
estate,  $11,700;  bonds  and  stocka  owned  (market  value),  $15,500; 
eoUateral  loans,  $5,000:  cash  in  office  and  bank,  $4,022;  un- 
ooUeeted  premiums,  $4318;  interest  accrued,  $564;  other  assets. 
$103;  total  admitted  assets,  $41,707.  Liabilities:  Unearned 
IM«mimns,  $0,408;  eommissions,  etc..  $533;  total,  $9,941. 

Net  amount  of  premium  notes  or  members'  lialulity,  December 
31,  $214,748. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31* 
$2,338*397;   premiums  thereon,  $18316. 

MORTGAGE  LOANS:  There  are  loans  aggregatinc  $11,700. 
Protected  by  real  estate  in  Monmouth  Oounty,  valued  mt  more 
than  double  the  amount  loaned.  There  was  no  interest  past  doe 
on  December  31,  last  Company  holds  ample  fire  inraranoe  on 
the  buildings. 


SOUTH  DANVERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Peabody,  Mass. 

President,  G.  H.  Merrill;  Secretary,  Frank  Taylor.    Organiaed,  1829. 


Yeab 

Cash 

AaaetB 

Unearned 
Premhuns 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

]Loases 
Incurred 

1909t 

1908 

1907 

$84,448 
82,636 
28.497 

$15,460 
14.881 
14,959 

$17,267 
16,028 
18,024 

$6,204 
3.034 
4,888 

$9,248 
5,442 
5,898 

$1,775 
2,148 
1.029 

$2,848 
2,226 
8,025 

$4,336 
1,788 
1.842 

$8,954 
6,162 
5,890 

$3,090 

2,143 

622 

t  Details  ol  assets  and  liabilities  as  of  December  31, 1909,  had  not  been  received  when  this  page  went  to  press. 


SOUTHEASTERN  MUTUAL  FIRE  INSURANCE  COMPANY,  Macon,  Ga. 

President,  C.  J.  Rambo;  Secretary,  H.  E.  Harrbon.    Organized,  1907. 


Yeas 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P»yh'rs 

E.T. 

penses 

Total  Ex- 
penditures 

Incurred 

1909t 
1908 

'$S2,m 

" "  ujii 

$27,2i6 

X  Statement  for  1909  had  not  been  received  when  this  page  went  to  press. 


MISCELLANEOUS:  The  company's  limit  is  $1,000  subject 
to  a  single  fire;  and  its  loss  ratio  to  December  31,  1906,  was 
given  as  18  per  cent  of  ptemlums. 


SOUTHERN  MUTUAL  INSURANCE  COMPANY,  Athens,  Ga. 

Pieaident,  Billups  PUnizr;  Secretary,  A.  E.  Griffith.    OrguUxed,  1847. 


YSAV 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Sorplui 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$1.109,70( 
1,118,387 
1.046,484 

$179,704 
176,424 
167,618 

$790,063 
761,842 
747,704 

$369,408 
860,848 
886,226 

$404,661 
891,614 
879.029 

$109,340 

110,272 

66,668 

$184,661 
201.100 
202,406 

$81,282 
88,774 
79,160 

$376,183 
896,146 
848,118 

$115,044 

117.480 

60.992 

Assets,  December  31, 1909. 

Real  estate  owned $266,000 

Bonds  and  stocks  owned  (market  value) 792.170 

Cash  m  oflice  and  bank 28,766 

Agents'  balances,  not  over  3  months  due 8,461 

Interest  accrued 16,313 


Total  admitted  assets $1,109,709 


Liabilities,  Dscembee  31, 1909. 

Net  losses  unpaid 

Unearned  premiums 

Dividends  (outstanding  scrip) 


$14,882 
179.704 
125,060 


Total  liabilities,  except  surplus $319,646 

Surplus  as  to  policynolders 790,063 

Total  liabilities  and  surplus $1,109,709 


RISKS  AND  PREMIUMS:  Fire  risks  In  fone.  December  31. 
$86,942,022:  premiums  thereon.  $359,408. 

LOSSES  PAID  SINCS:  ORGANIZATION:  $4,950,676:  cash 
dividends,  $6.455.42a 

REAL  ESTATE  OWNED:  Seventtory  relnforaed  conerete 
office  bidldlng,  cost.  $242  600  and  a  3*story  brick  office  bulkllng 
iltiiated  In  Atbeds,  Qa.,  value  $22,500. 

BONDS  AND  STOCKS  OWNED:  Psr 

Bonos.  Value. 

StateorQeoisla,4i% $247,000 

Stateof  (3eoisla.4%. 44,000 

Stale  of  Georgia,  34% tO6,O0O 

CentnIofGeofglsR.R.,  (2iin&).5% 30.000 

Cential  of  Georgia  R.  R..  (Ss  Ine.),  6% 6.000 


Bonos  AMD  Stookb  Owms.— C«i(. 
Bonos.— Cent. 


Cbrke  Oo^  Ga.,  4% 

City  of  Athens,  4% 

Stocxs* 

Ai«usts  ft  Savannah  R.  R.  Co.. 
Georgia  R.  R.  ft  Banking  Co. . . 

Southwestern  R.  R.  Go 

Nat  RTffihange  Bk.,  Augusts. . . 

Ga.  Nat  Bk..  Athens 

Univeralty  Ssvlngs  Bk.,  Athaia. 


Vslne. 

$15,000 
39,000 


50.000 
50.000 
50.000 
10.000 
15,000 
4J0OO 


Totals  (market  vshie.  $798.170) $664,000 


SOUTHERN  STATES   MUTUAL  FIRE   INSURANCE   COMPANY, 

Philadelphia,   Pa. 

Presklcnt  F.  A.  Downet;  Secretary.  H.  C.  Cornwall.    Organized,  1907. 


Yeae 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
PaU 

Returned 
to  Fyh'rs 

Ex- 
penses 

Totsl  Ex- 
penditures 

lacarred 

1909 
1908 

$39,891 
84.612 

$24,499 
28.044 

$16,162 
10.92t 

$43,639 
32.168 

$44,662 
83.421 

$2,836 
14,691 

$28,090 
4.469 

$8,197 
6,168 

$39,122 
21.228 

$2,646 

10,569 

REPORTS  OF  FIBE  INSURANCE  COUFANIES. 


SOUTHERN  STATES  MUTUAL  FIRE  INSURANCE  COMPANY,   Philadelphia,  Pa.— Cent. 


RISKS  AND  PRBHIUie:    Rn  rUj  In 

BtlSniEea  since  OROANIZATION:     rnmi 
SlMAl   Iowa  s»id,  BUM;   luta  diriUnli,  K 


MiMwi  Khhi  k  Ton  Rj.  Co.,  Vi. . . 
Norfolk  *  Woltn  Bf .  Qk.fK 


Huktt 
ViIh. 
tt.130 


Colondo  k  SouUien 


St.  LuBM,  litm  MlB.  k  Sovthan  R).  0>..  4* <,<0D 

VvlvniiuvljiiKl  R.R.  Co..  4'i IJOO 

KBOHinlB  i  St.  louM  B.R.  Co.,  4'*. 4,150 


STANDARD  MUTUAL  FIRE  INSURANCE  COMPANY ,  Phikdelphia 

Proldau,  JimaHtarr.  SeoMur,  E.  I.  Atlec.    Omnliisd,  1891. 


Loswg        Renim«l 


HOI  I     1183.7(11        tl4,U2      tl8a.fi<»      1174,1170      tl82,50e        tlS,B04      •134.013        t13,SI4      tlSt.Ul 

im       laa^a       im)2i      ub,**:      is«,ti!      i7s,0S3       21.142      1(1.102       i4,02i      iw,4» 

1W7  I       MftOBl  IB.WW        l«3.13t        lW,a>B        187.081  18.1(00        118.880  13,078        187.418 


Til«).  tlWIlD;    wh 

M  mr  3  BUDthi  doe,  18,782:  tab 
Liibiitiac  Net  Ihh  mt«^  tl.200; 
Vti  uvnl  of  inaiua 


RBKS  AND  I-REMtnlfS:  Rn  rUi  in  [o 
t».lt3,lS4:  pRtDlaia  Uitnca,  1177.810. 

BOaiNESS  SINCE  ORflANIEATlON:    ____„  

U.4Ujai;  kH  paid.  tlM.tS3:  cvh  dlrlikiub,  t87X87«. 


BONOe  OWNED: 

k  Vj.  VJ.  Tr.Co„  1  a... 

Ow.  Rr.  A  litbtbu  Co.,  1  m 


Toil HifCB  WsIbRivb Cki,  1  m. , 
Tort  HsT«  Witar  hnt  Co,  1  a. 
Uifaa  TiMtka  Co.  of  IscU  1  m 


1100 

•80 
ITSO 


ORin  Water  niinr  &  Bj.  Ckh,  iB... 

PuaTlTHil>3MlCo..(u»r.  1b 

Ti£.  3t  L.  *  Vat.  B.  R.  Ctk.  1  m . . . . 
jM^CtetalTnctlwOiL.  Im 


Bona  Ownn.— Cm(. 


Lin*^.,l'iiV. 
I.  lty.Co.,lB... 


Illlnnb  C«nlrA[  Tnir:u»ii  I 
ChrtalUn  r.j.  Tl.  C      " 


IWi 

NorilKn  IndiuiOw*  ElaetricCiL,  Ib 

4.7SO 

STATE  FARMERS    MUTUAL  INSURANCE  COMPANY,  South  Omjih«,  Neb. 

FnaUat.  T.  B.  Hutnun;  Strm^rr,  J.  E.  Cuni.      Oriuiztd,  1BV8. 


lu. 

Cad. 

A«n* 

Unw»d 

Nncub 

p,S£„ 

Toai 

■ffl- 

i^psi 

E.- 

Sffl.S 

£S 

TStS! 

li 

li 

•80.821 

Hi 

■il 

"Isi 

;:::::;::: 

nSCEUANEODS:   Thk  « 


STATE  MUTUAL  FIRE  ASSOCIATION,  Canton,  S.  I 

Pnridcai,  O.  A.  Rudolph:  SeadaiT.  J-  B.  WotatmBlh.    Ociuiied.  I«00. 


'">!  SS, 

UMan»l 
Ptaatan. 

NoCh 

S«rplu. 

Cadi 

Taul 

LOHH 

Rcmmad 

a  Pyb'n 

^ 

£S^ 

Lean 

laound 

li 

•tT.4»4 

tll,4S> 

m.334 

11.68J 

i»:7M 

•  1.180 

10,188 
8.881 

"ji 

'SS! 

■E 



_JSSES   PAID  SINCE  ORQANIZATION:     tMUOl;    nA 
dlTldciuk  874.881. 

KORTOAOE  LOANS:  Tb«aa  uinala  17.000  ud  an  ;>e- 
Icctod  br  impninii  [arm  laad  Id  Soiilh  Dabita,  Taload  at  nun 
'    •^--  ckiuble  the  araouit  ku«I  thmon. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


STATE  MXJTUAL  INSURANCE  COMPANY,  Oklahoma  City,  OUa. 

President  R.  I.  Boyiofton;  Secretary.  W  H.  Sweatt    Orgmiaed,  18M. 


YVAV 

Caah 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

i  Losses 
Paid 

Returned 
to  Fyh'rs 

Ex. 
penses 

Total  Ez- 
penditoiM 

Losses 

1909 
1908 
1907 

a$50.701 
a46,730 
058.495 

828.451 
31.806 

all0,947 

a9,586 

052.093 

121,882 
29,974 
49.329 

125,481 
32.664 
49.828 

S5.557 
14,268 
2a648 

5.082 

$16,733 
27.079 
26.437 

$22,290 
44,658 

60.167 

$4,757 
14.601 
28.648 

a  Includes  premium  notes. 


ASSETS.  DECEMBER  31.  1909:  Mortgage  loans  on  real 
estate.  $3,600;  cash  m  offioe  and  bank,  $1,462;  interest  accrued, 
$70;  premium  notes,  $45,509:  total,  $50,701.  Liabilitief: 
Net  kMses  unpaid  (insluding  $4,939  rosiited),  $4,939;  unearned 
premiums,  $28,451;  reienre  fund,  $2,627;  other  liabilities.  $3,787; 
total,  $39,754. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree.  December  31. 
$3,487,775:   premiums  thereon,  $133,710. 


BUSINESS  SINCE  ORGANIZATION:    Ptemiuras  reeeiTed. 
$456,440;  lossn  paid.  $190,153. 

MORTGAGE  LOANS:  There  are  3  kians  for 
teeted  by  improved  real  estate  valued  at  $18,000. 
past  due  on  Deeember  31,  last. 


$3,600  pro- 
No  mteRst 


STATE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

President.  John  R.  Freeman;  Secretary.  Theo.  P.  Bogert.    Organised,  1855. 


Year 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh*r» 

Ex- 
penses 

Total  Ex- 
penditures 

Incurred 

1939 
1908 
1907 

$1,814,379 
1,618,595 
1,269,276 

$761,993 
706,960 
652,311 

$1,023,788 
883,905 
579,764 

$1,535,905 
1,410,733 
1,322.335 

$1,602,776 
1,471.521 
1,377,559 

$31,266 

43,228 

182.864 

$1,342,172 
1.198.704 
1.050.949 

$82,191 
77,391 
72.301 

$1,455,620 
1,819.322 
1.266.1li 

$20,911 

44.041 

186,263 

Assets.  Deceubes  31, 1909. 

Bonds  and  stocks  owned  (market  value) $1,626,709 

Cash  m  office  and  bank 159.856 

Uncollected  premiums,  not  over  3  months  due.. . .         26,247 
Interest  accrued 2.067 


Total  admitted  assets $1,814,379 


Liabilities,  December  81, 1909. 

Net  losees  unpaid 

Unearned  premiums 

State  taxes  accrued 


$2,907 
761.093 
25,601 


Total  liabflities.  except  surplus $790,691 

Surplus  as  to  policynolders 1,(B3,788 

Total  liabflities  and  surplus $1,814,379 


RISKS  AND  PREMIUMS:  Fire  risks  fai  force,  December  31. 
$197.056J60;  premiums  thereon.  $1,538,986. 

BUSIN^  SINCE  ORGANIZATION:  Premiums  received. 
$21,192,618;  kMses  paid.  $3,091,418;  eash  dividends,  $17,041,759 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Amer.  TL  ft  Tg.  Co..  1929,4s 

aty  of  Boston,  IMd,  84s 

City  of  Boston,  1937,  3|s 

atv  of  Providence,  1926, 4s     

N.  v.,  N.  H.  k  hTr.  R.,  ev.  bs..  1911. 81s 

N.  Y.,N.H.  ft  H.R.R..  1928.6s 

Soufhem  Fkdfic  R.  R.  Oo..  cov.  1919, 4s 
Union  Psdfic  R.R .,  Co..  1927, 4s. 

Stocks. 

Albany  ft  Smqudumna  R.  R.  Co 

Boston  ft  Provldenoe  R.R.C0 

Oeveland  ft  Rttsburg  R  R.  Go. 

DUnols  Central  R.  R.  Go.,  leased  linei. . . 

Manhsttsn  Ry.  Go 

Morris  ft  Ehcx  R  R.  Go 

N.  Y..  Laeka.  ft  Western  R.  R.  Co 

Oki  Cblony  R.  R.  Go 

Pitts.,  Bess,  ft  Lake  Erie  R  R.  Co..  p.. . 

Pitts..  Ft.  Wayne  ft  GhL  Ry.  Go 

Rome,  Watertown  ft  Oicdens.  R.  R.  Co. . 

West  End  Si  Ry.  Co 

ChL  Qt  Westein  Ry .  Co.,  p 

C,  M.  ft  St  P.  Ry.  Co.,  eom 

C.  M.  ft  St.  P.  Ry.  Co.  p 


Par 

Value. 

$20,000 

80.000 

14.000 

60.000 

6.000 

6.300 

6,000 

10.000 


Market 

Value. 

$18,000 

28,800 

13.440 

60,500 

6.120 

8,442 

6.860 

11.700 

6,300 
59,600 
61,600 
29,400 
56.400 
46.260 
44,450 
99,000 
28,400 
70,400 
50,400 
43.753 
36,200 
56,406 
72,756 


Boifse  AND  Stocks  Owned.— Conf. 
Stocks.— Con/. 

CL,  St  P.,  Minn.,  ft  Omsha  Ry.  Cb 

Chlesgo  ft  Northwestern  Ry.  Co 

Cleve.,  Cfn.,  ChL  ft  St  L  By.  Co^,  p 

Qt  NorthenRv  Go..p 

Minn.,  St.  P.  ftS.Ste.MariaRy.Co^  com. 

Mlnn^  St  P.  ft  &  Ste.  Marie  Ry.  Co.,  p 

N.Y..N.H.ftH.R.RCo 

N.YMN.H.ftH.R.R.Co..(lstlnstaLpd.} 

No.  FM.Ry.  Co 

Pennsylvanht  RR,Co 

Southern  Paelfie  Ry.  Go^  p 

Southein  Ry.  Co.. j> 

Unk>n  Pacific  R.  R.  Co.,  com 

Unkm  Pacific  Ry.  Co.,  p 

Amer.  Tl-  ft  Tg.  Co 

Merchants  Nat  Bk^  Ptov 

PuIhnanOo 


Market 

Value. 
$46,600 

90.900 

21.400 

1CO,800 

6316 
60368 
28.700 

2,002 

46.720 

119375 

27.400 

7.500 
41.200 
41.000 
67,200 

9.350 
19,000 


Totals  (book  value  $1.504.667) $1,626.706 

MISCELLANEOUS:  This  company,  together  with  the  Ameri- 
ean,  Entecprlw,  Manufaetureis.  Meoianlcs  and  Rhode  Island 
Mutual  Fire  Insurance  Companies,  all  of  Provideaee,  are  under 
the  lame  mansgement 

DIRECTORS:  John  W.  Danlelsoo.  Heniy  F.  Uppttt.  Bobert 
I.  Qammell,  John  R.  Freeman,  WilUam  Ames.  Jesse  H.  Metealf. 
A.  Loekwood  Danielson.  Ckas.  H.  Menimsn,  Webster  Knight, 
Samuel  M.  Nleholson,  E.  D.  Psaroe. 


SUFFOLK  COUNTY  MUTUAL  INSURANCE  COMPANY,  Southold,  N.  Y. 

Prewient  Jonathan  B.  Terry;  Secretary,  Albert  A.  Folk.    Organised,  1886. 


Year 


Cash 
Assets 


$81,011 
76,329 
69.556 


Unearned 
Premiums 


$4,471 
4,817 
4,152 


Net  Cash 
Surplus 


$76,540 
71,012 
66,404 


Cash 
Premiums 


$8,866 
8,572 
8,259 


Total 
Income 


$12,645 
11,680 
11,093 


Losses 
Paid 


$2,617 
2.420 
6.145 


Returned 
to  P'yh'rs 


Ex- 


$4,834 
8,669 
4,241 


Total  Ex- 
pendi  tores 


$6,951 

6,079 

10.886 


$2,617 

2,4ao 

0,146 


ASSETS.  DECEMBER  31,  1900:  Mortgage  bans  on  real 
cstote,  $60,150;  cash.  $19,721;  mterest  $1,140;  total,  $81,011. 
Liabihties:    Unearned  premiums,  $4,471; 

Net  amount  of  premium  notes  or  memben'  liability,  December 
31,  $407,436. 

RISKS  AND  PREMIUMS:  Fire  risks  fai  foree,  Deeember  31, 
$4,327,205;  premiums  thereon.  $8,943 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$316,268;  kMses  paid.  $227,606. 


MORTGAGE  LOANS:  There  are  87  feans  raagtag  frem  $100 
to  $8,000,  all  but  one  befaig  secured  by  Suffolk  Go.  properties, 
llklrty  are  upon  dwellings  and  tots  (or  aerean);  one  of  $2,200 
b  upon  a  bri^  etore  at  Southold.  valued  at  $4^)00:  one  of  $6,000 
Is  upon  a  lumber  yard  and  wharf  at  Greenport,  valued  at  $14,000 
(insurance,  $2,000);  and  six  small  feans  are  upon  acre  pwrnetty 
at  Peeonic,  Comae.  Easthamptoa  and  Southold.  But  $A  of 
hitereet  was  past  due  on  December  31,  last,  and  the 
for  $60,150  oTloans  Is  estfanatod  at  $2ia000. 


SEPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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THE  SUN  MUTUAL  INSURANCE  COMPANY,  Cincinnati,  O. 

Presideni,  Samuel  Nieman;  Secretary,  H.  B.  Eckelinann;  Assistant  Secretary,  Jno.  H.  Tuke.    Organized,  1862. 


YlAX 

1908 
1W7 


Cksh 


$171,873 
158,840 
162,067 


Unearned 


$50,414 
48,541 
40,256 


Net  Cash 
Surplus 


$118,010 
107.804 
108,078 


Cash 

Premiums 


$24,813 
22,477 
23,461 


Total 
Income 

$85,433 
33,101 
34,331 


Paid 


$7,823 

16.428 

5,387 


Returned 
to  P'yh'rs 


$5,561 
4,707 
5,134 


Ez- 


$11,370 
11.524 
13.435 


Total  Ex- 
penditures 


$24,754 
32.740 
28,056 


Losses 
Incurred 


$7,851 

8.552 

13.581 


^   ,  Assets.  Deckxber  31, 1000. 

«ai  estate  owned 

Bonds  and  stocks  owned  (maxket  value) 

Cash  in  office  and  bank , 

ftenunms,  not  over  3  months  due 

latexesi  and  rents  accrued 

Oiber 


$63,000 

105,000 

768 

821 

1,111 

188 


Total  admitted  assets $171,873 


LiABiUTxss,  Decbiibss  31. 1000. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


$1,040 

50.414 

1.500 


Total  Uabflities.  except  surplus. 
Surplus  as  to  policyookiers 


$52,054 
118,010 


Total  liabilities  and  surplus $171,873 


^RI3KS  AND  PREMIUIIS:  Fire  risks  in  force.  December  31. 
S7  JS4.710:  pRmhnns  thereon.  $08,530. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  recelTed. 
1888,668;  kMses  paid,  $283,186;  eash  dlTldends,  $78,547. 

REAL  ESTATE  OWNED:  Consists  of  the  oompany's  home 
oStt  sod  apartment  boildfais.  The  rents  ncelyed  for  1000  were 
6,474,  sad  the  expenses  were  $2,303. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bona.  Value.         Value. 

Qadaaati  Water  Works.  3i% $ia000  $0,600 


Boifse  AMD  Stockb  Ownbd.— CofU. 
Stoces. 

Ondnnatl  St  E.  R.  Cb 

Chiefamatl  Qas  ft  El.  Cb 

Cbicbmati  *  Sub.  BeU  TL  Co 

The  John  Shlllito  Co 

OhtoTraetion  Co 

Barney  A  Smith  Ckr  Cb. 

Cuyahoca  Tl.  Co 


Par 

Value. 

$25,000 

31,000 

8,600 

4.000 

9JO0O 

3.000 

3,750 


Totals. 


Market 

Value. 

$32,875 

28.055 

15.010 

4.280 

8320 

3.450 

3,000 


$04,350      $105,000 


THE  TANNERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF 

PENNSYLVANIA,  Philadelphia,  Pa. 

Prerident.  J.  Clinton  Smoot;  Secretary,  Samuel  Kurtz.    Organised,  1874. 


Y,^^      Cash        Unearned 
1     Assets       PtemJums 

Net  Cash 
Surplus 

Cash 
Premiuffls 

Total 
Income 

Looses 
Paid 

Returned 
to  P'yh'n 

Ex. 
penaea 

Total  Rx- 
pcoditnies 

Losses 
Incurred 

1900 

$37,303 
10.443 
14.006 

$37,276 
10.443 
14,006 

$26,157 
28,807 
25.12: 

$28,276 
28,807 
25.247 

$028 

12,758 
0.114 

$2,817 
3,645 
1.427 

$8,085 
7.113 
6.285 

$11,830 
23.516 
16,826 

$028 

1908 

12.758 

1907 

0,114 

ASSETS,  DECEMBER  31.  1000:  Bonds  owned  (market 
n!v),  110.000;  caah  in  office  and  bank,  $13,680:  outstanding 
mnms.  $3,714:  total  admitted  assets,  $37^03.  UabiUties: 
Ad  losHs  unpaid.  $117. 

Xet  smomt  of  premium  notes  or  members'  liability,  December 
31. 1130,060. 

^RISKS  AND  PREMIUMS:    Kre  rkks  in  force.  December  31, 
12^13.103;  premrama  thereon,  $26,157. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  raceired, 
M)6,576:  losses  paid.  $582,038;  csah  dividends,  $53,382. 


BONDS  OWNED: 

Readms  R.R..  Jerrey  Central,  4%. 

Lehigh  Valley  R.R.,  4% 

PennsyWania  R.R.,  4% 

West  Pittston.  sc,  4% 


Fkr 
Value. 

$5,000 
5,000 
5,000 
5.000 


Market 

Value. 

$4,850 
4.810 
5.210 
5.102 


Totals  (book  Talue.  $10,000). 


$20,000        $10,000 


TEXTILE    MANUFACTURERS    MUTUAL    FIRE    INSURANCE    COMPANY 

Providence,  R.  I. 

President,  Wm.  S.  Granger;  Secretary,  Alfred  U.  Eddy.    Organised,  1002. 


YlAI 


Caah 


1900 
1906 
1907 


$75,452 
71,6n 
65.741 


Unearned 
Premiums 


$38,700 
38,603 
36.608 


Net  Caah 
Surphis 


$33,807 
20,530 
27.655 


Cash 
Praniuma 


$75,865 
75.774 
73,745 


Total 
Income 


$70,107 
78,575 
76,043 


Paid 


$10,877 

11.845 

0,027 


Returned 
to  Fyh'TB 


$61,301 
57,853 
46,823 


Ex- 


$7,030 
7.014 
4,860 


Total  Ex- 
penditures 


$70,208 
76,712 
60.710 


Incurred 


$7,325 

11.514 

0.040 


Assets,  Deckmbbk  31, 1000. 

Bomb  and  stocks  owned  (market  value) 

CoUatcxal  k»ns 

Cash  b  office  and  bank 

fremiiimft,  not  over  3  months  due 

Interot  accrued 


Total  admitted  assets. 


$61,032 

2,650 

7,366 

2,874 

631 


$75,452 


LiABzuTXES,  December  31, 1000. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


$630 

38,700 

2,117 


Total  liabilities,  except  surplus $41,555 

Surplus  as  to  policynolders 33.807 

Total  Uabflities  and  surplus $75,452 


Net  amount  of  premium  notes  or  members'  liability,  December  31.  $232,706. 


RISKS  AND  PREMIUMS:  Fire  risks  hi  foree.  December  31. 
«.l3t061.*  pranfamis  thereon.  $77,500. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  reeelred, 
tmm:  kMses  paid.  $56,027;  eash  diTklcnds.  $281,064. 

Pftr  Market 

BONDS  AND  STOCKS  OWNED:            Value.  Value. 

2»*8Ahs $10,000  $0,600 

S'biyS.Su.bs 5,000  4.500 

gtSoith««R.R^p 5,000  7.200 

|^ivflhElecLL.Cb 1000  000 

I^I^Ut-OoL 5,000  4.850 


Bonds  aitd  Stocks  Owneo.— CoiU. 

R.  I.  Investment  Co 

Pullman  Co 

Amer.  Tl.  A  Tg.  Co 

Fere  Marquette.  1  p 

Fere  Marquette,  d.,  6% 


Par 

Market 

Value. 

Value. 

$5,000 

r.ooo 

800 

1.440 

10.000 

14.300 

11,500 

7.465 

5,000 

5.000 

Totals  (book  value,  $65,030) 


$58,300        $62,255 
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TOMPKINS  COUNTY  CO-OPERATIVE  FIRE  INSURANCE  COMPANY, 

Ithaca,  N.  Y. 

Proidait,  Rob«Tt  G.  H.  Speed;  Secretur.  M.  F.  Webatn.    Orsuiited.  1B87. 


Ybaii 

-(Sir- 

Kg- 

i«^ 

Ptonhioa 

"T£~ 

^ 

.^ 

S3S" 

■sss. 

lE 

M».817 

la 

11 

s 

?S 

•SSi 

TRADERS    AND    MECHANICS    MUTUAL    FIRE    INSURANCE    COMPANY, 
Lowell,  Mass. 

Pioldtsi,  C.  C.  Hntdiliuai:  Seataij,  E.  U.  Twte.    Orpnlteil.  1848. 


Ybu 

aj^ 

Umnifd 
Pmmmu 

"ASi 

Premiunn 

ll^e 

"OT 

»,s 

j&^ 

sss 

iSS, 

IMt 

878,914 

8370.317 

IZTO.77S 

aiSI.BM 

Z«,'S21 

mIdi: 

iyj 

S 

Hi 

ao.7» 

Astsn,  DECXHBn  SI,  1908. 


nrala 


Bnidi  and  iiodu  oWiiid  (luritet  nhn).  ■  ■ 

Collilcn]  kui 

Cuh  hi  office  uid  bu>k 

Prtmhimi.  nol  onr  3  mcoila  due 

Isteml  end  rests  accnted 

Tottl  (dmhled  UMt* 


3.319 

«li3» 

msam 


lAJiMLnna.  Dicekbei  31 


Uocuned  prtfniuau. 
Other  liibGldn 

Total  liibHitiH,  einpt 


pcterliahlen 

Tgial  liibOiikt  ind  uniui. 


RIBKB  AND  FREKnJHB:  Fin  lUi  ta  font.  DumUr  81, 
ItUTMMi  iKtailiiiiii  thmtn,  t7fil.ll0>. 

BUSINESS  SINCE  OROANIZATION:  PitDlumi  rtohed, 
8t,t7>.eiO;  loMS  pUd,  83.US,71«;   c^  dlTkhedi,  82.M7JM. 

SEAL  EffTATE  OWNED:  CttnAta  td  ■  brink  blmi  bi  CUoicd, 


810,174, 


MORTOAOE LOANS:  Hun u*  1« luu. ■ . ,„ 

ud  m  Hotaetod  bj  iBsnmd  nd  mMc  atB<ti»B)  dn 
k  iMiAMMm.,  nhad  ti  un  tbu  donbk  (he  uuimt  1l___ 
Ihneai.    n«rt  me  lOMi  et  Utanrt  pMt  dM  on  Dtetrabar  31, 
[Mt    Tba  taafBj  SUi  8UIM  luiueg  on  tbe  bidldtaigi. 
COLLATERAL  LOANS  u*  H  folkm: 

Uirket       Amomt 
SKorittia.  Value.       Loaned. 

«■!"!      8ii»o 


Low^  Oai  Lt.  Cto.,  1  abi 

T«oiflrt*Sii>olkHilktrii» 

Henlnak  Mb.  Ox.  p..  B  dm 

IbntaMt  m  Co.,  so.,  10  An . . . 

SwUt Oi.,  Uahn 

"■.G»iO».,»-     


6<„iadin... 
..-alUiiri  in>>"' 

UAta... 


m.  El.,  iL.  u  Ota 

E.TL  AttOo.,  12>hn,., 
in  D..  p.,  lOQ  alurea 


ToUb 

BONES  AND  STOCKS  OWNED: 
Boinw. 

o,III.,19M,4%.,^, 


ChiiuD,  IN.,  19U 

FIMGw&Haaa. 

Bolp*illtm..im.i% 

MarUebead, leaen  1831,  *%■  ■ 

lUda.  Haa .  ms.  4% 

Ihribon.  Has.,  1<K4,  j% 


BoHHa.-^Cenl. 


>»M"'. 


OidaiBblnAI'kaChaBplaJd,  1M8,4% 
■  ■■  id  4  CioadlsnTimTl. •■.«- 

I  ;■■  .■.  II  -■..   I'll';.-/?. 11,000 


HaaUloa  Mlf.  Co. . . 
Ijiwmioe  Gw  Cb — 
LowdlOuU-Oo... 
Maa  CoUoB  Mdla. . 
HaK  Cotton  nub.  Q 


tOBiwt  AStAI 
Totali 


1,000  i.«8a 

8,100  18,430 

40JD0  131.870 

B.ooo  ii.an 

«J00  8.088 

ILOOO  MOt 

8.8D0  0^ 

UtO  7*0 

a»jm  18,800 


lOSCBLLANBOnS:  I 

000;  OielaH.  IMS.  8113,000. 

HELD  MEN  AND  TERRITORY  COVERED:  Fred  0. 
Haaoa,  asedal  aant  Tht  eompanT  opjataa  li  OeniL,  X*.,  HMi., 
N.  H,  BriTaodVl. 


TRANSPORTATION   MUTUAL  INSURANCE   COMPANY,  Philadelphia,  Pa. 

:t  E.  Mitberi  SecRtU),  HenrrF.  auk.    Ortaniitd,  IOCS. 


Yuii 

AMta 

Premlomi 

Surplus    1  Premiumi 

AS. 

Lo». 

Retumed 
to  P'yh'ti 

£.\l^^ 

lifcSS, 

melt 

"B 

ZSO.DN 

I81.4SI 

li 

1i« 
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TRANSPORTATION  MUTUAL  INSURANCE  COMPANY,  Philadelphia,  Tti.—CofUiniied. 


ASSETS,  DECEMBER  31,  1000:  Gbdi  in  buk,  $248^10; 
pRBhint  in  eoime  of  eollertiop,  137.066;  leiiunmDoe  due  oo 
km  pnd,  80,500:  other  mwU.  1806;  totel  admitted  awta. 
C08.07L  TirfiiilitiML  N«t  lones  in  prooeM  of  adjiiBtineni, 
S13US3;  letim  aod  rebionnee  picuuumfl,  04.644;  other  li»- 
fafitin.  $14,175;  total,  $160,661. 

RISKS  AND  FREMKHIS:  Fire  raikB  in  farcBp  Deoember  31, 
$38,465,177;  pieiniiauB  thereon,  C!24,063:  marine  and  inhma 
nb  in  force,  $406,636;  piemiuma  thereon.  $10,707. 


I 


BUSINESS  SINCE  ORGANIZATION:    Fremiuma  reoeired 
$1,613,761;  kMBM  paid,  $1,164,886. 

MISCELLANEOUS:  .This  oompaBj  waa  Ineoiporated  under 
the  bwa  of  FennajlTanla,  April  2/,  1106,  and  besui  bnalneai  In 
June  of  the  aame  year.  It  Insuna  only  the  property  of  tranepor- 
tatkm  oompanies  and  eanieia. 


UNION  MUTUAL  FIRE  INSURANCE  COMPANY,  Lincoln,  Neb. 

Preddent,  G.  P.  Watioa;  SterttMTj,  E-  B.  Mtnhall.    Oigaaiwl,  1886. 


Yeai 

i      Cash 
Aaaets 

Unearned 

NetCaafa 
Surphia 

Caah 

Total 
Income 

Lones 
Pltid 

Returned 
to  Fyh'ra 

£x- 
penaea 

Total  Ez- 
penditurea 

Losses 
Incurred 

IMO 

$301,063 

$37,603 

$170,655 

$170,750 

$64,250 

t$02.774 

$157,624 

$40,250 

1906 

1007 

280.568 

'27,8i0 

"*147ji6 

""46,557 

""mwi 

"  "oiiw 

46,370 

t  Dtahmaements  otbcr  Utan  lor 


ASSETS,  DECEMBER  31,  1000:  Deposit  notes,  $285,737; 
eaab  in  office  and  bank,  $15,330;  nneoUeeted  premiums,  $511; 
Icterot  aeeraed,  $75;  total,  $301,663.  LkbiUties:  Net  losses 
aipaid.  $885:  mieamed  premrams,  $250,144;  other  liabilitiea, 
Hjm  total,  $284,040. 


RISKS  AND  PREMIUMS:    Fire  ririBs  in  fores.  Deeember  81, 
$44,420,712;  premiun«  thereon,  $684,451. 


Yeab 

1909* 
I»7» 


UNION  MUTUAL  FIRE  INSURANCE  COMPANY,  MontpeUer,  Vt. 

President,  Janes  W.  Brock;  Secretary,  H.  W.  Kemp.    Organized,  1875. 


Cash 


$96,145 
94,745 
92.123 


Unearned 
Premiums 


$51,730 
10,660 
18.810 


Net  Cash 
SuTphis 


$10,372 
53,402 
38,582 


Cash 
Premiums 


$126,706 
128,000 
110,203 


Total 
Income 


$126,025 
123,000 
110,203 


Paid 


$06,510 
84,430 
60,661 


Returned 
to  P'yh'ra 


pen 


$29,216 
27,103 
25,481 


Total  Ex- 
penditures 


$125,726 

111,623 

86,1421 


Incurred 


$100,855 
81,202 
64,025 


*im  of  Jolr  31. 


ASBETS.  JULY  31.  1900:  Caah  m  ofRoe  aad  bank.  $1,375; 
veoBectad  premiimis,  $3,461;  assessments  in  oourse  of  eoUection, 
ttUOO;  total  admitted  assets,  $96,145.    Liabifitics:    Net  k 


unpaid,  $6,500;  unearned  premiums,  $51,730;  eommissions  due, 
$7^  borrowed  mooegr,  $10,000;  other  liabflifeieB,  $681;  total, 
$76,778. 


UNION  MUTUAL  FIRE  INSUTIANCE  COMPANY,  Providence,  R.  L 

Preadent,  Joseph  T.  A.  Eddy;    Secretary,  Charles  G.  EasTon.    Organised,  1863. 


YlAt. 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'ra 

Ex- 
penses 

Total  Ex- 
penditures 

Los«s 
Incurred 

1000 
1108 
1107 

$410,028 
399,911 
332.086 

$100,074 
111,097 
111,823 

$207,627 
284,778 
218,564 

$34,563 
37,205 
40,758 

$53,266 
53,120 
57,428 

$13,470 
7,840 
5.785 

$23,302 
24,470 
26.512 

$10,731 
10.856 
14,547 

$47,512 
43,184 
46,844 

$13,627 
7,022 
5.746 

Assets,  Dxceicbes  81,  1000. 

Bcadi  and  stocks  owned  (market  value) $387,086 

Cash  in  office  and  bank 20,085 

Premioms,  not  over  3  months  due 1,007 

ln»est  accrued 100 


Total  adnhted  assets $410,028 


LiABiLiTiKS,  Decexbex  31.  1000. 

Net  losses  unpaid 

Unearned  premiums 

Other  liabilities 


$123 

100.074 

3.204 


Total  liabilities,  except  surplus. 
Surplus  as  to  policynolders 


$112,401 
207.627 


Total  liabflities  and  surplus $410,028 


RISKS  AMD  FREmUMS:  Fire  risks  In  force,  December  31, 
1201107.877;  piemiams  thcnon,  $316,816. 

BUSLVHB8  SINCE  OROANIZATION:    Premiums  received. 
11,018.233;  Umm  pakl,  $102,410;  cash  dhrldeads,  $564,548. 

Market 

Value. 

$23,000 

20,400 

0,200 

0,700 

20,000 

0,600 

4,650 

74.185 


BONDS  AND  STOCKS  OWNED: 

BORSS. 

t  •  S.  GoveruBMot 

C.  S.  Qovcnnneat 

R  L,  State  of,  annny 

C3neiaiidB.RT.Cb 

f«t  St  Loob  A  Suburban  Co 

Lake  Shore  ft  MidL  So.  Ry.Oo 

Aaier.  TeL  ft  Tk.  Go 

ChkacB  ft  NorttvcifeiB  Rj.  Co 


BoMsa  AMD  Stdces  Owmbd. — Coni. 
Stocu. 

Chi.,  Mil.  ft  St.  Paul  Ry.  Go 

Hereford  Ry.  Go 

IILOMitl&.Go.... 

N.  Y.  C.  A  H.  R.  R.  R.  Go 

N.  Y..  Laeka.  ft  Western  Ry.  Co. 

Pttmaylvaaia  Ry.  Go 

Rtts.,  Bessemer  ft  Lake  Erie  R.  R.  Go. 

Rennsdaer  ft  Saratoga  R.  R.  Cb 

Nat.  Bk.  of  Gommerce 

Amer.  Tl.  ft  Tg.  Go 


Market 

Value. 

$7,000 

0,000 

51«060 

34,544 

25.400 

46.237 

7,000 

10,000 

8.160 

7,150 


Totals.. 


$387,066 
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UNITED  DRUGGISTS  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Mass. 

Praaideot,  Louis  K.  Liggett;  Secretary,  A.  W.  Campbell.    Organind.  1908. 


Yeas 

Cash 

Assets 

Unearned 
Premiums 

Net  Cash 

Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Incurred 

1909 
1908 

$$131,117 
$104,689 

$22,689 
4.427 

$$107,202 
$99,103 

$44,890 
4.767 

$47,298 
6.094 

$5,768 

t$8,660 

•••f,s 

$20,646 
630 

$7,734 

$  Includes  $100,000  guaranty  fund,    t  Includes  dividend  on  guaranty  fund. 


ASSETS.  DECEMBER  31.  1909:  Cssh  m  office  and  bank, 
$126,353;  premiums  in  course  of  collection,  $4,761;  interest 
aeenied.  $3;  total  admitted  sssets.  $131,117.  Inabilities:  Net 
losses  unpaid,  $1,063;  unearned  premiums,  $22,589;  other 
liabilities.  $273;  total.  $23,916. 


RISKS  AND  PREMIUHB:    Fire  rvks  in  force,  Deoember  31, 
$2,549,209;   premiums  thereon.  $43,276. 

BUSINESS  SINCE  ORGANIZATION:    Premiums 
$52,034;  losses  paid.  $5,769;  cash  diridends  declared.  $5,650. 


UNITED  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

President  J.  H.  Bucher;  Secretary,  W.  A.  Rosen.    Organized,  1903. 


YlAK 

Cash 
Assets 

Unearned 
Premhuns 

Net  Cash 
Surplus 

Cash 
Praniums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

1909 

$43,992 
38.849 
32,633 

$43,992 
88.849 
32.633 

$3,736 
3.871 
4.071 

$6,730 
6.393 
4.861 

$337 
132 
166 

$337 
132 
219 

1908 

1907 

$63 

Incurred 


ASSETS,  DECEMBER  31,  1909:  Bonds  and  stocks  owned 
(matket  value),  $42,786;  (»sh  in  office  and  bank;  $206;  Total 
admitted  ssBets.  $43,992.    No  liabiUties. 

Fire  risks  m  force.  December  31.  $505,000. 

PREMIUMS  RECEIVED  SINCE  ORGANIZATION.  $30,459. 


BONDS  AND  STOCKS  OWNED: 

Schuylkill  Val.  To.  Co.,  bs 

Meroer  County  Te.  Co..  bs 

Boyertown  A  Pottstown  Ry.  Co.,  bs. . 

Phila.  Tc.  Co..  stk 

Chester  A  Media  El.  Ry.  Co.,  stk 


Par 
Value. 

Mstfket 
Value. 

$2,000 

39,000 

600 

2.100 
1,150 

S2,000 
37.O50 

487 
].8f» 
1.380 

Totals. 


$44,750        $42,786 


UNITED   STATES   MERCHANTS   MUTUAL  FIRE  INSURANCE   COMPA>TY 

OF  GERMANTOWN,   Philadelphia,  Pa. 


Presi 

dent.  Arthur  Freestoa; 

Secretary,  J 

.  S.  Campbdl.    Onsanised,  1906. 

Yeas 

CAsh 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Incurred 

1909 

$4,042 
4.326 
1.246 

—$212 

1,364 

—117 

$26,663 

11,262 

8.737 

$28,236 
11.652 

8,737 

$8,733 

2,472 

291 

$10,944 

6,148 

*8,088 

$19,677 

11.126 

8.618 

$10,746 
4.555 

190R 

$2,506 
239 

1907 

291 

—  Excess  of  liabilities.    *  Includes  $1,026  reinsurance  and  organization  expenses. 


ASSETS.  DECEMBER  31.  1909:  Cash  in  office  and  bank. 
$787{  agents'  balances.  $3,256;  total  admitted  assets,  $4,042. 
Liabilities:  Net  losses  unpaid.  $3,736;  other  liabilities.  $518. 
Total,  $4,264. 

FIRE  RISKS  m  FORCE:  Deoember  31,  $1,009,036. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$63,092;  losses  paid,  $11,497. 


MISCELLANEOUS:  This  eompany  tnnsaetB  a  sarplos  line 
business  throu^  the  A.  R.  Drake  Oompany  of  Philadelphia  sutd 
Erie,  Ps.  It  issues  poUciei  on  both  the  mutual  and  eadi  hoq. 
asMsaable  plans,  and  together  with  Uie  Exduuigs,  Manafaeturen 
A  Merchants,  and  Provident  Mutual  Fire  Insurance  OompaxUaa 
guarantees  the  policies  of  the  Security  Undenrriters  Poller* 


UNIVERSITY  GEGENSEITIGEN,  Cleveland,  O. 

Praidcnt,  J.  M.  Hiit;  Secntary.  G.  Buoch.    Orftnixed,  1871. 


Yeah 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

1909 

$16,748 
21.266 
18.666 

$16,748 
21.266 
18,666 

$3,006 
3.027 
2.909 

$3,801 
3,817 
3.668 

$546 

167 

i67 

$7,717 
1.119 
1.124 

$8,263 
1.286 
1.181 

1908 

1907 

S546 

167 

67 


ASSETS.  DECEMBER  31,  1909:  Mortgage  loans  on  real 
estate,  $5.3C26:  cash  in  office  and  bank,  $11,166;  interest  aeerued, 
$367;  total  admitted  sssets.  $16,748.    No  liabilities. 

FIRE  RISKS  IN  FORCE:    December  31.  $1,304,955. 


BUSINESS  SINCE  ORQ.\NIZATION:  Premiums  leceiwl. 
$63,984;   losses  paid.  $7,443. 

MORTGAGE  LOANS:  There  are  10  loans  agrreoatlQg  $5,325 
on  improved  real  estate  In  Cleveland,  0..  varoed  at  $18.6Q0l 
Company  holds  $11,300  o(  Insurance  on  the  buildings. 


VERMONT  MUTUAL  FIRE  INSURANCE  COMPANY,  Montpelier,  Vt. 

Preiident,  G«o.  O.  Stntton;  Secreluy,  J.  T.  Sabin.    Otgaaind,  1827. 


Ybas 

Cs^ 
Assets 

Unearned 
Piyin*viT*s 

Net  Cash 
Surplus 

Cs^ 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
peases 

Total  Ex- 
pcndltures 

1909 

$330,963 
$41,681 
860.26^ 

$47,826 
43,476 
48.284 

$246,366 
241,666 
276,039 

$430,804 
384,477 
106.916 

$439,472 
889,669 
374.952 

$311,529 
333.603 
263.721 

$04,462 
77,406 
74,908 

$405,981 
411,009 
$$8,719 

1008 

1907 

$802,186 
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VERMONT  MUTUAL  FIRE  INSURANCE  COMPANY,   MontpeUcr,  m.^C<miinued. 


ASSETS.  DBCEMBER  31.  1900:  RmI  «etate  owned.  $40,000; 
baoda  owacd  (mvket  yalue)  $10,500;  caah,  $154,396;  agents 
balwees.  $10^43:  ■■n.nnuento  in  eoune  of  ooOeetion.  $115,721; 
toUl  aawta,  $330,963.    Liabilities;    Net  looses  unpaid.  $20,475; 


unearned 


miums,  $47,825.    Commissions,  taxes,  brokeneB, 
Consists  of  the  company's  home 


a  prei 
etc.  $17,206;   total.  $85,596. 

REAL  ESTATE  OWNED: 
office  building  at  Montpelier, 


VILLAGE   FIRE  INSURANCE  ASSOCIATION  OF  GREENVILLE,  N.  Y. 

President.  W.  A.  Wasson;  Secretary,  O.  C.  Stevens.    Organized,  1856. 


Yr"     iSi 

Unearned 
PrtmhinM 

Net  Caah 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

IKM  1       t3»,068 

$15,04S 

$19,265 
34.606 

$21,944 
23.702 

$22,593 
23.702 

$11,242 
15.035 

$8,697 
8,015 

$19,939 
23.050 

$12,857 

1906  >       ^606 

15,735 

*Ckah. 


WASHINGTON  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY, 

Washington,  Pa. 

President,  J.  H.  Murdod:;  Secretary,  A.  C.  Marsh.    Organized,  1873. 


^•"»,  ^ 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909  !        $92,107 

$92,107 
87,007 
83,943 

$11,726 

12.161 

8,821 

$14,180 
14,069 
11,660 

$3,018 
5.511 
2.538 

$5,749 
5,940 
5,217 

$8,767 

11.604 

7,865 

$3,018 

1908            87,007 

$153 
110 

5,610 

1907            83,943 

2,588 

ASSETS.  DECEMBER  31,  1900:  Mortgage  loans  on  real  es- 
tate, $76328;  Gash  in  office  and  bank.  $15,279:  Total  admitted 
asseta,  $02,107.    No  liabilxlies. 

HRE  RISKB  IN  FORCE:    December  31,  $2,996,720. 

BUSINE^  SINCE  ORGANIZATION:  Premiums  received. 
S21S.9S7;  kMsea  paid.  $106,066. 


MORTGAGE  LOANS:  These  afflrecate.  $76,828  and  are  pit>- 
teeted  by  improved  real  estate  valued  in  each  Inftanoe  at  more 
than  double  the  amount  loaned.  Buildlnp  an  amply  protected 
by  hisurance. 


WASHINGTON  HARDWARE  &  IMPLEMENT  DEALERS  FIRE  INSURANCE 

ASSOCIATION,  Spokane,  Wash. 

President,  W.  P.  Lucas;  Secretary  and  Manager,  E.  W.  Evcnson.    Organized,  1905. 


Teak 

Cash 
Aaeeti 

Unearned 
Premiums 

Net  Caah 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 

Total  Ex- 
penditures 

Losses 
Incurred 

IIOO 
1106 
1107 

$18,641 
13.726 
11,421 

$9,430 
5,869 
1.S20 

$6,130 
7,075 
7.519 

$35,616 
27,527 
18.302 

$35,616 
27.527 
18,302 

$8,102 
6.887 
1,189 

$9,175 
7,898 
6.100 

$6,057 
4,112 
2.448 

$23,334 

18,892 

0.737 

$10,102 
6,887 
3,189 

ASSETS.  DECEMBER  31,  1900:    Investments.  $7,250;   eash 
k  offiee  and  bank.  $1,017;  oncolleeted  pramhuns.  $333;  due  from 
$240;  interest  aoenied,  $228;  estimated  retom 
on  remsoranee.  88.642;    other  assets,  $030;    total 


admitted  assets,  $18,641.  Liabilities:  Net  losses  unpaid.  $2,000; 
Unearned  premiums,  $0,430;  unpaid  dividends,  $658;  other 
liabilities,  $423;  total.  $12,511. 

FIRE  RISKS  IN  FORCE:    December  31,  $1,424,180. 


WASHINGTON  MUTUAL  FIRE  INSURANCE  COMPANY,  St.  Louis,  Mo. 

President,  William  C.  Uhri;  Secretary,  Edwin  J.  Meyer.    Organized,  1857. 


Yeas 

Cash 

Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ex- 
penses 

Touil  Ex- 
penditures 

Losses 
Incurred 

1909 

$62,016 
59.134 
60.6o5 

$10,461 
10.598 
11,130 

$51,057 
48,441 
48,825 

$10,416 
10,760 
10.028 

$13,521 
18,841 
13.260 

$1,783 
5,939 
9.622 

$8,871 
9,324 
9.425 

$10,654 
15.263 
19,047 

$1,783 

1908 

5,939 

1907 

10.322 

ASSETS.  DECEMBER  31,  1909:  Iforteage  loans  on  real 
tttate,  $50,010;  cash  in  <^ce  and  bank,  $2,175;  interest  accrued, 
$S31:  total  admitted  assets.  $62,016.  liabiUties:  Net  losses 
isapakl,  $20;  unearned  premiums,  $10,461;  other  liabilities, 
$478:  total,  $10,950. 

Ket  amount  of  premium  notes  or  members'  liability,  December 
31.  $245.425l 


MORTGAGE  LOANS:  There  are  14  loans,  aggregating  $59,010. 
upon  property  situated  In  St.  Louis,  worth  about  double  the 
amount  loaned  thereon.  There  was  no  interest  past  due  on 
December  31,  last.  Company  holds  $65,275  of  fire  Insuranes 
on  the  mortgikged  buildings. 


WEST  BEND  MUTUAL  FIRE  INSURANCE  COMPANY,  West  Bend,  Wis. 

President,  P.  O'Meara;  Secretary,  C.  F.  Leins.    Organized,  1894. 


Yea» 

Caah 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premhims 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

f40.965 

$49,222 
38,398 
30.156 

$26,622 
21.408 
17,883 

$27,886 
23,643 
18,877 

$6,373 
6,421 
6,157 

$12,197 
9.207 
6,464 

$18,670 
16,205 
12.621 

$7,116 

1908  '        ~a&708 

6.421 

IW! 

31,343 

6,976 

ASSETS.  DECEMBER  31,  1909:  Real  esUte  owned,  $3,878; 
mortgage  loaafl  on  real  estate,  $39,370;  cash  m  office  and  bank, 
13.540:  premiuaj  outstanding,  $901;  interest  and  rents  accued, 
1857:  other  assets,  $1,318;  total  admitted  assets,  $49,965 
liabffitieK    Net  kMses  unpaid  (induding  $363  rensted).  $743. 

HRE  RISKS  IN  FORCE:    December  31,  $4,962,121. 

LOSSES  PAID  SINCE  ORGANIZATION:    $63,075. 


REAL  ESTATE  OWNED:  Consists  of  company's  offiee 
building  and  lot. 

MORTGAGE  LOANS:  There  are  21  loans,  aggregaUng  $89,370, 
mainly  upon  farm  property  in  Washington  Co..  valued  at  about 
$80,000.  The  company  holds  $11,000  Insurance  on  the  mort- 
gaged buildings.  Thtn  was  $85  interest  past  due  on  December 
31.  last. 
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WESTERN  INSURANCE  COMPANY,  Urbana,  O. 

Preadent,  W.  R.  Ross;  Secretary,  C.  A.  Ross.    Organixed,  1846. 


Yfav 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 

Incurred 

1900 

$48,839 
46,681 
37,886 

$46,373 
45.433 
33,770 

$50,717 
49,222 
48,234 

$51,697 
50,058 
49,024 

$32,006 
23,791 
82,529 

$17,582 
16,479 
16,348 

$49,538 
40,270 
48,872 

$33,806 

1908 

23.840 

1907 

35.711 

ASSETS,  DECEMBER  31.  1900:  Bonds  and  stooks  owned 
(market  value),  $30,520:  cash  in  office  and  bank.  $16,505,-  pre- 
miums in  course  of  eolleotkm,  $1,724,-  total  admitted  assets. 
$48,839.  liabilities:  Net  losses  unpaid,  $1,800;  oommissions 
and  taxes.  $666;  total,  $2,466. 

Net  amount  of  premium  notes  or  members^  liability,  Deoember 
31,  $671,108. 

HRE  RISKS  IN  FORCE:    Deoember  31,  $5,817,794. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  rtoeiyed. 
$875,524;  losses  paid,  $529,982. 


BONDS  AND  STOCKS  OWNED: 

U.  8.,  2%  oonsols 

UrbMia.  0.,  city 

Nottinmuum,  0.,  sc 

Mingo  Junetioa.  so. 

BeUefontaine  Big.  ft  Loan  Assn 


Totals.. 


Pkr 

Value. 

Market 

Value. 

$10,000 
4.000 
6.000 
4,000 
6.000 

110.150 
4.000 
6.210 
4,100 
6.000 

$30,000        S30.520 


WESTERN  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Kansas  City,  Mo. 

President,  W.  H.  Waggoner;  Secretary,  Chas.  H.  Ridgway.    Organised,  1883. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pakl 

Returned 
to  Fyh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1900 

$187,970 
172,708 
116,014 

$183,527 
149,488 
114,783 

a$97,575 
al04,542 
alOO.457 

a$105,114 
allO,977 
a104,578 

$75,390 
86,776 
67,136 

$16,334 
15,048 
15,565 

$91,724 
62,724 
82,701 

$71,631 

1908 

$1,603 
1,192 

46,276 

1907 

65.710 

a  Includes  amounts  received  from  assessments. 


ASSETS,  DECEMBER  31,  1900:  Mortgage  loans  on  real 
estate,  $84,320:  Si  Joseph,  Kansas  City  and  Leavenworth  school 
bonds  par  value,  $52,000:  easb  m  office  and  bank.  $40,332; 
outstanding  premiums,  $0,038;  interest  and  rents  aoeraed, 
$1,385;  totaladmitted  assets.  $187,970.  Liabilities:  Net 
losses  unpaid,  $4,443. 

Net  amount  of  premium  notes  or  members'  liability,  December 
31,  $002,241. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  Deoember  31> 
$6,070,075;  premiums  thereon,  $731,206. 


LOSSES  PAID  SINCE  ORGANIZATION:  $708,074. 

MORTQAQE  LOANS:  There  are  59  kuoB,  aggregating  $84.3^), 
all  first  liens  on  Kansas  City  Improved  real  estate,  valued  at 
$231,500  The  oom^y  holds  1115,276  Insuranoe  on  the  buildlngi. 
There  was  $120  of  mtetest  past  due  on  Deoember  31,  last. 

MISCELLANEOUS:  The  pereentags  of  premiums  returned  to 
policyholders  for  1909, 1906, 1907, 1906. 1905, 1904  and  1903  hav< 
been  56%,  45%.  40%,  40%,  45%,  m%  and  43|%,  respectively 
During  1906  ttw  company  eaneeUed  all  neks  other  than  flour  miUs 
elevators  and  contents. 


WHAT  CHEER  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.   I 

President,  F.  L.  Pierce;  Assistant  Secretary.    Chas.  A.  Tompkins.    Organised,  1874. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$474,736 
426,241 
306,313 

$226,126 
206,589 
204,479 

$232,025 
210,870 
182,013 

$455,094 
414,559 
418, 37i 

$475,269 
486,411 
434,032 

$21,295 
85,894 
33,655 

$374,956 
364.989 
339,492 

$33,928 
30.710 
28,277 

$430,179 
431,503 
401,424 

$24.48J 
34,361 
34.47 

ASSETS.  DECEMBER  31  1909:  Bonds  and  stocks  owned, 
market  value,  $197, 14L  Cash  in  office  and  bank,  $64,780;  un- 
ooUected  premiums,  not  over  3  months  due,  $13,231;  interest 
accrued,  £!01;  total  admitted  anets,  $474,786.  Liabilities; 
Net  losses  unpakl,  $4,339;  unearned  premiums,  $242,711;  other 
liabilities.  $12,246;  total  liabUities,  except  surplus.  $238,941; 
Surplus  as  to  poUcyholders,  $232,025, 


Net  amount  of  premium  notes  or  member's  Uabihty,  Deoembei 
31,  $2,661,258. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31 
$53,164,681;  premiums  thereon,  $452,252. 

MISCELLANEOUS:    Conflagratton  losses:    Baltimore,    190^ 
$42L 


BONDS  AND  STOCKS  OWNED;  Book  Market 

BoKDS  Value.  Value. 

R  L  highway-con.,  1936,  3% $25,497  $25,407 

Chicago  R,  R 5.112  5.112 

Stockb. 

Union  tr 7,500  8,000 

Albany  and  Susquehanna 10.500  15,000 

Brooklyn  Cy 20,000  19,600 

ChL  A  E.  ni.  p 17,250  17,700 

Citt.,  S.  and  Clev 3,325  3,196 

Clev.,  Cin.,  Chi.  and  St,  L,  p -10,000  10,500 

Cleveland  A  Pittsburgh 9,487  8,800 

Erie  and  Pittsburgh  p 15,300  15,200 

Hereford 15,002  -13,500 

ni.  Cent.  Oeased-lmesj 21,050  20.000 

Manhattan -13.675  -14,200 

N.  y..L.andW 13.300  12,700 

Old^lony 8.931  9.750 


BoMM  AKD  Stocks  Owsv>.—Coni.  Book 

Stocu.— CoRf.  Value. 

Oswego  and  Syracuse ^SfSOO 

Pennsylvania 37.887 

Pittsburg,  Bessemer  and  Lake  Erie 6,681 

Pittsburgh,  Ft,  Wayne  and  Chi 13,475 

Pitts.,  McKeesport  and  Youghiogheny. .  13,038 

Providence  ana  Woroester 12^500 

Rensselaer  and  Saratoga 41,800 

Tunnel  of  SU  Louis  p 0.260 

Upper  Coos 7,511 

Gold  and  Stock  Telegraph.^ 204MM) 

St.  L.  Bridge  Co.  1  jp 27,676 

New  Eng,  Inv.  and  Security  p 4,060 

Totals $392,698 


ICarkc 

Value 

t5.7C 

42.5C 

S,2S 

-13.  H 

12.81 

liM 

37,1M 

6.4J 

22.a 

25,«l 

5.01 


S397.1^ 
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WORCESTER  MANUFACTURERS  MUTUAL  INSURANCE  COMPANY, 
Worcester,  M&ss. 


extMat.  WMe 

E.  Bii<±-, 

S«ntuT,  Chu.  S.  Bum.    OhuIhI,  IWt. 

7u> 

a?. 

sss 

•aa? 

P-St, 

Toal 

P.  id 

RcIuiTwd 
10  p-yh-r. 

Ex_ 

TonlE>- 

[Bldit™ 

.sa 

ii 

"ii 

•S7T.tS7 

'S 

us.u: 

M4.0M 

tT8»,0N 
717,13a 
6»D.Gtl 

»s.aii 
flil7a< 

tWH.ISO 

sals 

« 

li 

■E 

BortdA  and  stacks  oned  (mulct  vrnJua).  - , 

Cash  ID  office  lod  tank 

PmniuBB,  DUE  om  3  monttaa  due ,,.-..-, 
latoeslacCTurd'- - 


Net  lor 


Luin^nu,  Dicman  SI.  lODB. 


Total  liabilities,  except  •urpliu tSSl.lU 

SDmlus  as  to  policrlioldai 42>,1M 

Total  liabilities  and  auiplus tBID.SlS 

nber  31,  IS.TTI.gSS. 


SI5KS  AND  PBEMiniiS:  Rn  tIAi  In  toiM,  Dm* 
SUU08.T70;   pmlms  tbenoa.  tTH37i. 

BUSUreaS  since  organization:  PmnliuiH 
tll.753,27C:  Imb  [lald.  tl.n0.011;  odl  dlridmda,  18 

BONIS  AND  STOCKS  OWNED;  Fu 

Bona  ViliB. 

Aa«k>aAr>'"'<'r''CI>vr„  <:...  I92S,S4.  110.000 

ABELTLftTt  LV,  ltt:^,l> WMO 

Atdu  Top.  *  f  .ni.  Ke  By.  Co.,  1995, S.  ISJWO 

Balsa  *AnnyR,Il,  Co..  101.,  ie51.3is  UMD 

BiMaiAIsmi  R.  ILCp..  1923.  3ti..  30,000 

BiMoa  *  lan-ll  R.  R.  Cp..  I«32,  is  . . .  20.000 

BoMM  A  MtlK  R.  R.,  im  tU- SOAR 

Botiia  A  MaliK  R,  R,  1B2fl.  li.    ,      ,  10.000 

B^iloASan.  R.R,Cd„  I9SI,  b tE,0OO 

tabal  H.  B.  I'o,  of  .I,  J.,  1B87.  5t,    ,  ,  10,000 

Osa.  k  OUb  R.  R.  Co.,  1992.  «t> U,€00 

OU  B«L  A  QuDc;  R.  R.  Co..  1958.  4i.  3tJ)00 

CU..  BurL  A  Q  ..nr;  R  R.  C^i..  1949.  3)9.  11,000 

CU,Iiid.*So    "    ''.-■■    Iflfl,  «.   .  10,000 

CU.Aai.lt.         .!-■:  5.000 

Ol  ;c  Rji.  A  l.A»..  ^u.i.Ji.U.,l»l£A  IDWO 

CU-  R,  I.  A  Pbi.  R.  R.  0)..  200&  4l.  . .  lOJlOO 

Ol&I.  a  P.Rf.Co..  litA  r.  iii..1034.<l  lOAOO 

Ol  A  Ind.  WHtem  R.  R.  Co..  IDSl.  ts.  £.000 

□■^  RldoBBad  A  Kimda  R.  R..  1990.ll  10,000 

Cteocd  A  Kontieal  R.  a,  mo.  4s.. . . .  41,000 

Umn  A  Hmkn  Cii„n4S,  4s IO.0OO 

btoR,R.Ci>..Fi.0iiL,lWl,4a lO.OOO 

Ukifli«AIBili8a[^.a>.,IKS.4s,  S)fm 

UtebinAIIldi.8D.Ry.GB.,lS31, 4i.  10.000 

am.  Om  ai.,ina,  4is id,ooo 

So  Pk.,  Ot  No,.  (Dint,  lOai,  4s. a.000 

CMh.  a  Uke  Cbaop.  By.  Cb..l»4&4i  10,000 


Bonia  am  Snxxi  Ovkid.— Cnt.  Far  Hittot 

BoniL-Cmf.  Value.  Valtia. 

Old  Colmr  R.  R.  Co..  lOH.  4s tUAOO  SUOOO 

Ore.  R.  R.  A  Na>.  Co.,  1941  4i lOMO  93» 

"fi'  «l..jr-'-     "   n   r,„   I9i(),is. S.OOO  G,SW 

'                                            9,b. 10,000  10,000 

2S.000  24.2«l 

I          .    '                               1047, 4i..  C0,000  50,000 

iL,.i, ,.-„,.,.,...,...,  i^43,4s.,...  10.000  lOMO 

Rl..<',n.,i.j..  W.sl.r:.    i'.y    ( .,  .  ]03t,  4l, .  10.000  SJOO 

I{iLt)ii]cl  K.  R,  >'u,Fq.,  1913,  41i 10.000  O.MO 

R.utiiiTTL  l'«r.  Co  ,  tv.   IM«,  fc 10,000  10,800 

'Jit  .  Ilirji,  i  Riiflnio  Hv.  r.>..  1040.  4s.,  UlOO  4J00 

L'niuo  Pi..:.  R,  R,  tV,  IB47.  43 IWWO  B.lOO 

W<^3t  t:iid  .St.  Ry.  Co,.  1914,  4ti 10.000  lOJOO 

IVi-Bi  TnJ  Si.  Ry.  Co.,  1013,  4i 10,000  lOJKO 

l^  LB,  (.> nt.  Ry.  &.,  1949,  4a 10,000  0.400 

>i-  YcA  Tel.  Co.,  l»l  B.  ni,,  1B9>,  H,.  10.000  O3O0 

CouL  Hirer  R.  R.  Q>. 10,000  37,100 

Konrteh  A  WoroHter  R.  R.  Oo S.IOO  10.020 

CnlonFat  R.  R,  Co,,  p 10,000  10.400 

KorttnttHi  T>.  Co IO.OO0  11,300 

BouUum  Fk.  Co,,  eoa 10.000  1S,700 

Totals  (book  value,  UtlMS) W80,20D  lOMjai 

DIRECTORS:    Edward  Whltlii,  JuM  H,  Chsa,  Henrr  T. 

Whitin,  WUllatD  H.  H,  WUIIbil  MaHhn  1.  WUtbll,  Jokn  W, 

Fsnnli.  Jomph  A,  Baksr.  Wildo  E.  Bunk,  ffUUsm  WhltliK, 
Oeorie  W.  Wells. 

TERRlTORy  COVERED:  Compaoy  operatea  ia  IIb»  and 
R.  1. 


WORCESTER  MUTUAL  FIRE  INSURANCE  COMPANY,  Worcester,  Mass. 

Freddcnt.  lewis  N,  Gilbert;  Secretary,  R.  F,  Upham,    Orgnnljed,  1823. 


Assets      Prenuoms      Sojpias 


'^'"1  Assets      Premioias 

1W»  i  1815.113^     1181,092 

1008  7S7,13q       1»,>W 

ltC7  I  848.8171       18«.lt7 


138,878 


I28,B07 
115,720 
20,891 


_ 1190,010        132,877 

98,021         191,102         119,090 
12,4881         3B.928 


le  omRl  (book  Talue,  1100,000) (111.900 

•     -    M».TW 

434.910 

490 

3B.080 


Liabilities,  DiamBn  31, 1000, 

Net  lasses  unpaid 14,800 

(Jneu-ned  premiuiiis 281,092 

Other  liabililies 3,937 

SutpTuI"* 

Total  liabaiiii 


liabiUtT,  December  31.  »90,B19, 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


WORCESTER   MUTUAL   FIRE  INSURANCE   COMPANY,  Worcester,  Uus. 

BISKS  AND  FREUIUHS:  Ftn  rliki  to  font,  DMtobn  31, 
tn.aM.SH:   prcmlimu  Uienoii.  t&MOO. 

REAL  ESTATE  OWNED:  CouMg  o(  Ibe  S^twr  Hd  Fmch- 
rool  briak  buUdfiig  iltuitcd  371-377  MUd  it.,  Wonaicr.  Hul 
Rule  renived  in  ISOS  nns  tllJOO  ud  upoiM  wen  t3,Hl. 

HORTOAOE  LOANS:    Hun  *K  75  low  i 
■n  pnebioftlly  aU  itpon  rity  property, 
which  (Iw  (0011*11)'  kolda  tS2S,SM  o 
bitmtt  jait  due  on  Denmber  31,  li 


NowTorfc  Ctty, 

AArooi 

t  Alhux,  igis. 


J   U,!^.    piliou  u 
<,  fi.,  164-,,  li% 


Buur  A  AroaUoQk.  a 

Boiioli  t  Alhux,  igiS.  4^ 

'  Albuir,  liii,IBSl,3(%.... 


Bcotoi 

Bonon  ft  Lownli.  US], 
BoetoD  k  Kdne,  bop.,  i 

BortoB  ft  ifuni,  ina, 

" ■,PA: 


Cl±,ltii.isL?.,ga.m..t-.  1930.4%. 

Cbi„MlL4StP 

OH.,  R.  I.  ft  Fk.,  1  [.,  f.,  I«3t,  i%.... 
CU,  R.  1.  &  Fm  ,  CL  D.,  f.,  ItSS,  4% . 
CU.  A  W.  luL.  a.,  c  Ml,  1% 


SOWt 
10,000 
10.000 


ITJOD,  ud  00 
HiAet 


BoMon ft  HiliH,  E.  oi/..  1944.41% 1,000 

Cml.  Ph..  RtiDrt  fjne,  1  m.,  t-.  1M4-  4%  iOOO 

Qn.. Hkb.  A Dajlon, en  m.,|.^^ttS%  IJOOO 

IMfcH^:: 


I,  ia..ma.i%... 

.  lAT;,'ini.'i'iii.','i.', 
ciiVU>D0"'6,'*«i.",'i.'. 

.,  m'iit:::::;;: 


IWT,  4%.- '■■■■■■■ 

si::;::;: 

(..1»43.4%. 

.BL^,ll>a,4i?{ 
ft  (Als,  1  m..  c 


v:i;;. 

vdi;' 

M,7S0 

IMOO 

11.570 

18.000 

11.570 

»ff 

W? 

Totik  (boiA  nine.  HSO.OOO) W0,000       t434J10 

E  Chebifc  1906,  obont 


COMPANIES  SUPPOSED  TO  HAVE  CEASED  BUSINESS. 


.__ J.,  fhiriatoB.  ff.'v_. 

Amenus  liu.  Co,.  Tfito  HiuK.  Ind, 
Amcnai)  Ptre  liH.  CU.,  ffUmlniloD,  M. 
Amerleui  Tml  ft  lu.  Co..  Oucuo.  111. 
AgKiiaa  UadcrvrlUin.  Ch)m«a.  III. 
CoDtnJ  lu.  Co.,  Chlofs,  [IL 
OmupeUv  F.  ft  II.  liu.  CO.,  Rlduoand,  Va, 
QtlHiii  lu.  Co..  Chlcaxn,  lU. 
Cullwibl*  lnM.  Co.,  Chloco.  ID. 
Columbton  Int.  Co,,  Cbkwo,  III. 
ComiiiffdBl  Ftn  Inn  Co.,  Chlci^,  111, 
CommoEwtdlh  [u.  Ce^  Chlaieo.  III. 
Elllo  KnUoiul  Jiu.  Co..  Qgln  ud  OUfsro. 

Knultahb    liu    PVi.     TndlBiiuoUl.  lod. 

CUruii.  ID.,  tni  U  Porte,  bd. 
.  ».«...  ...  _.»  .»  ^J.,  ChartesioB,  W.  Va. 

Prdnil  Fitf  lu.  Oo^  ChlacD,  tU, 
Flnon-i  Fin  tu.  Co.,  Chitrnto.  ID. 
Gtmnl  Tnut  ft  Ib«.  Co.,  AUuU.  Gj. 
QeunJ  ftn  Ahut  Oni>-  Rtdunood.  Vt. 
Onnla  Iniiciiuatv'AiKdUlon,  AiUnlo,  On, 
OeDTKli  Indwflil  lu  Co..  AUulL  Oi. 
Getnul*  Fin  lu  Co..  Chla«o,  111. 
GertiUin  DnLon  Ids.  Co..  WUmkifUin,  D«l, 
Otoi  Uk™  Fire  ft  MuIm  Iiu.  Co..  Cblcuo. 
Omt  Nortbem  Inr.  Co..  Chlcwo.  III. 
OiMl  ffmm  CodmtrlMpi,  ^Inwo.  lU- 
Ouudlu  loi.  CorportUoD,  Norfolk,  va. 
Birtford  Im.  Co.,  Soolh  McAlortti,  1.  " 
Home  lu.  Buklni  i  TriBt  Co..  Qtlveel 
niUoO  1d>.  Co..  CUaso.  tU. 
Imperiil  1b>.  Co,  et  ADi«>l«a.  Chlisfm.  I 
lolnad  Fin  Iol  Co,  el  Amoho.  Cblraco, 
■      iJ  Fin  l™.  Co.,  Chlom. 
FlRliu.Co.Connii3,  N.  i 

_  .  .  «.  Cto..  CbliwtD.  III. 

ID  F.  ft  H.  lu  Co.,  RjelimoDd,  \ 


n  ft  Mln.  In 


Le*  Fir*  In*.  Co.,  Aluui 

UBooh  lu  ft  BuUsf  Ci... ... 

Iluirfattvrta  ft  HereuUc  Ini.  Oo.,  CUcuo. 

HenutUe  A«ru«  Co^  WUmlBgloii,  DeT 

■Cercutlle  F  ft  H.  lu.  Co.,  WwOilDgtoa,  D.  C. 

HenuUle  lu  Co.,  Indiuipolk  Isd. 

HanhuM  In*.  Co.,  Chtrlntmi,  W.  Vl 

Hmt.  A  Uln.  nn  lu  Co..  boyer,  Del 

MttA.  ft  Uln.  Ine.  Co.,  Ouriuloii.  W.  Vl 

Herohuli  Eicliu«e  Rre  lu  Ca,  CUoco.  ID.,  ud  Hunmond 

Motul  lu  ft  Indut.  Oi-CUcUD  (ud  Dd.) 
Mutiul  Tnal  ft  lu  Co..  DomTDd. 
NlUonl  Amer.  Hfn.  lu.  Co.,  DmlMa.  N.  C. 
Nktkuttl  Amr.  Oan,.  Rlelmnid.  Vi. 
Nitloul  FIr  lu  &.  ot  Ametla,  UMBVit 
NMmu]  Iw  Co.,  Dover,  DeL.  ud  Mhhomi. 
Natloul  lu  A  IsTstneDl  Co..  Dofcr.  EM. 
NtOoul  Ise.  Co.,  Vvloii,  9.  C. 
Nortk  Amerku  lu  Co.,  CUaco,  ID. 

lu.  Co.,  CUeuo.  ID. 

Fire  lu  Co.,  Chlago,  ID. 

Fin  In*.  Co.  (loe.),  BkhoioDd. 

„  _ermu  lu  Co..  Pirkenburg,  W.  V». 

Pe^ln  Im.  Co.,  CIiIdvd,  ID. 

I^mlei  Ini.  Co..  CUojo  ud  Keooeiii,  Wit. 

Prtlift  Ststf  Ini.  Oi.,  CblHso,  ID. 

Rewn  F.  ft  M.  lu  Co..  Oiam.  Ill-,  ud  La  Porte.  Ind 

Rrnvl  StaDduil  UnderwilUn,  CUaco.  IIL 

Sibmudef  Fire  lu.  Co..  Widiliiftaii,  D.  a 

Becnilti  F.  A  H.  Awir.  Co.,  WuhlnfUm.  D.  C. 

Smith  Etitem  Fire  lu  Co.,  Chleuo,  1" 

Soulbn  Fin  lu.  Co..  AUuU.  Ql 


tlnkiB  nre  lu.  Co.,  CUngo.  ID. 
DnlM  Btsta  Fin  k  Hulu  lu  Co,  W.  Vt. 
VIrgliill  HoiM  lu.  Co.,  Rldmond.  Vl 
Wibab  lu  Co,  ol  ladlut,  HuuBaod,  Ind. 
WuhlDfton  Flra  lu.  Co.,  WMUmtog,  D.  C 


UNDERWRITERS*  AGENCIES 


Bout  in  inraniioe  wimpMiIn  iarae  or  guanntoe  polldei  under  tttfci  other  than  their  ]>roper  corporate  titlei,  either  faidiTidually 
or  ktatlj  with  other  eomnMiVe  Such  titlee,  together  with  the  namee  of  the  reepectiTe  eompaaiei  gaaranteeinc  poheiei  iaioed  there- 
ottder,  are  preKnted  i&  the  fbllowing  peget. 


AMERICAN  UNDERWRITERS  AGENCY,  Philadelphia,  Pa. 


Vobdn  iMMd  QBder  thb  title  are  guaraoteed  by  the  Bpclng 

It  wiitea  an  entfarely  different 


Guden  of  miadelphia.  which 
liae  Eran  the  gnaraator  eompaay. 


ATLANTIC  UNDERWRITERS  AGENCY,  AUantic  City,  N.  J. 


Unfa 


imder  thli  title  are  guaranteed  hj  the  faaitem 
Cbaiipaay  of  Athatie  Qty,  N.  J.,  which  lee. 


CINCINNATI  UNDERWRITERS,  Cincinnati,  O. 

President,  F.  A.  Rothier;  Secretary,  Adam  Bonus.    Organised,  1883. 

r  FoKdes  IsBOfed  under  the  above  title  are  guaranteed  hf  the  Eureka  F.  and  M.  and  Security  Fire  of  Cindnnati. 
The  foDoiring  tabulation  exhibits  the  combined  statistics  of  the  constituent  companies. 


Yeas 

ASBCtB 

Unearned 

Net 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premiums 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

im 

$735,996 

$367,526 

1176,010 

1278,108 

8306.636 

3119.006 

317,000 

3187,626 

3273.632 

1124,957 

1108 

741,463 

288.167 

227.805 

258,007 

283.295 

115.332 

17.000 

115.427 

247.759 

122,370 

iN7 

706,159 

222,284 

212,675 

237.957 

265.720 

128.801 

17,000 

109,754 

255,555 

119,032 

1906 

n2,105 

218.507 

211,703 

245,764 

267,469 

122,492 

17.000 

111,747 

251.239 

127.670 

\W 

700,728 

809,493 

212.124 

246.006 

277.260 

103.996 

17.000 

107.129 

228,125 

103,589 

HELD  MEN  AND  TEERTTORY  COVERED:    Rollin  B. 
BesloB  and  Charles  Benus,  spectal  scents  for  0.;  H.  C.  Kloek- 


stem,  State  scent  for  Mleh.;  Charles  Benui,  speelal 
The  asMoUtioQ  operates  In  UK.  Mleh.  and  0. 


t  for  lo: 


COLONIAL  FIRE  UNDERWRITERS,  Hartford,  Conn. 

McNear  &  Wayman.  San  Frandsco,  Cal.,  General  Agents;  F.  E.  Stone,  M.  H.  Thomsoo.  Assistant  Genaral  Agents. 


Fbiteles  isswd  under  the  above  title  are  suaranteed  by  the 
Ktttooal  Fbe  of  Hartford,  which 


COMMERCIAL  UNDERWRITERS  AGENCY,  Salt   Lake  City,  Utah. 


Tunder  this  title  are  guaranteed  by  the  Home 
nreof  SaH  LakelCtty.  which  — 


EASTERN  UNDERWRITERS,  PhOadelphia,  Pa. 

President,  J«s.  B.  Coryell;  Secretary  and  Treasurer,  Henry  Famum;  General  Agent,  Geo.  J.  Chetwood.    Organized.  1906. 


Ycu 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$252,916 
226.199 
128.631 

S27,949 
22,088 
11,610 

3204,726 
201.461 
113,031 

361.906 
42,353 
34,415 

870.624 
45.206 
37,172 

325,723 

22,027 

7,840 

14,243 
6.724 
5,000 

312,635 
16,660 
15,146 

142.601 
44,411 
27.986 

838.622 
23,597 
11.661 

?dUk»  bmmd  under  this  title  are  guaranteed  by  the  Liberty 
lad  the  Lfneefai  Mutual  Fire  Insurance  Companies,  whose  eom- 
teedfgms  SIC  hoeriMiwn. 


ENGLISH-AMERICAN  UNDERWRITERS  AGENCY,  Hartford,  Conn. 

A.  G.  Mcllwaine,  Jr.,  Manager. 


PoEdes  issued  under  the  abote  title  are  guaranteed  by  the 
Loodon  snd  Lancashire  Fire  of  Liverpool,  which  see. 
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FEDERAL  UNDERWITERS  AGENCY. 


Policies  issued  under  this  title  are  euannteed  by  the  Potomac 
and  the  Franklin  of  Washington.  D.  C..  which  see. 


FIDELITY  UNDERWRITERS,  New  York. 


Year 


1909 


Assets 


$36,414,176 


Unearned 
Premiums 


$14,942,488 


Net 

Stirplus 


Net 

Premiums 


$15,576,83G'^14.019,571 


Total 
Income 


Losses 
Paid 


$17.496,479)  $7,213,701 


Div- 
idends 


$930,03S 


Policies  issued  under  ^lis  title  are  guaranteed  bv  the  Contmental 
oi  New  York  and  the  Fidelity-Fhenix  Fire  of  New  York,  whose 
combined  figures  as  of  December  31,  1900  are  shown  below. 


Ex- 

puucs 


Total  Ex- 
penditures 


$5.316,177)$13.458.913 


Incurred 


$7,292,896 


FIRE  UNDERWRITERS  AGENCY  OF  THE  NATIONAL  OF  CINCINNATI, 

Cincinnati,  O. 


Policies  issued  under  the  above  titk  are  guaranteed  by  the 
National  ol  Cincinnati,  which 


GENERAL  MOTOR   UNDERWRITING  AGENCY,  New  York. 

Sewall.  Alden  &  Crosthwaite,  New  York 


Policies  issued  under  the  above  title  are  guaranteed  bv  the 
Ameriean  &  Foreign  ICarine.  British  A  Foreign  Marine,  Ocean 
Marine  and  Reliance  Marine. 


GERMAN  ALLIANCE  INSURANCE  ASSOCIATION,  New  York,  N.  Y. 


PoKdes  issued  under  the  above  title  are  guaranteed  bv  the  Gernuui  Allianoe  and  the  German  American  of  New  Yock. 
The  folkfiring  Ubulatioa  exhibits  the  combined  stanstica  of  the  constituent  mmpanJet, 

Year 

Assets 

Unearned 

pri^fl|tffffty 

Net 

Surplus 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex. 
penses 

Total  Ez- 
peoditnres 

1909 
1908 
1907 
1900 
1005 

$17.753,89€ 
16.267.28C 
14,816.176 
15.192.439 
15,537.807 

$7,424,734 
7.122.064 
6.738.186 
6,486.525 
5.616,274 

$7,071,042 
5.984.287 
4.759,944 
5.589.843 
7.071.807 

$7,444,476 
7.304.890 
7.035,051 
6.957.593 
6.168,867 

$8,121,810 
7.980.088 
7.600.923 
8.156.443 
6,922,722 

$3,667,323 
4.135.776 
3.425.722 
5.340.087 
2.942.311 

$498,000 
4<»8.00C 
498.000 
498.00C 
490.000 

$2,044,028 
2.588.704 
2.493,666 
2.376.242 
2,118,047 

$6,800,851 
7.222.480 
6,417.388 
8.214.829 
5.550.868 

$3,068,277 
S.968.241 
S,fi32,654 
5,501.063 
2,818.298 

GERMAN  UNDERWRITERS   DEPARTMENT,  (MUwaukec  Mechanics 

Insurance  Co.)  Milwaukee,  Wis. 

Thit  Gernuui  Underwrlteis-  Department  is  a  department  of  the 
MilwaukM  MeehanlcB,  Milwaukee.  Wis.,  whieh  see. 


GLOBE  UNDERWRITERS  AGENCY,  New  York. 


This  is  a  branch  of  the  Globe  and  Rutgers  Fire  Insurance  Co. 
of  New  York,  which  see. 


GULF  STATES  UNDERWRITERS. 


Policies  issued  under  this  title  are  guaranteed  by  the  Austin   I    Meridian.  Miss.    It  operates  in  MississtpiH  only  throuch  H.  M« 
Fire,  Commonwealth  Fire  of  Dallas,  and  the  Merchants  Union  of   |    Street,  manager. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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HUDSON  UNDERWRITERS,  New  York. 


Policies  issaed  mider  this  title  sre  guacsnleed  by  the  Adirondack  Fire  And  the  Lttmbcr  Insunnce  Companies  of  New  York 
whose  oombined  statistics  are  here  shoirn. 

Yeab 

Assets 

Unearned 

Net 

SuTplns 

Net 

Total 
Income 

Pftid 

Div- 
Uends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 

$908,474 
920.647 

$339,107 
279,790 

$194,855 
159,850 

$574,810 
516.170 

$008,119 
649,875 

$345,230 
308,595 

$20,000 
40.000 

$196,009 
176.874 

$561,835 
680.469 

$328,711 
886.678 

IMPERIAL  UNDERWRITERS  OF  CANADA  AGENCY, 


Foiieiis  issued  under  the  abo?e  title  are  gusraateed  by  the 
SoPNcigB  VvK  of  Toronto,  which 


INSURANCE  UNDERWRITERS,  New  York. 

J.  S.  Frelinghuysen,  Manager.    Organised.  1903. 
Policies  issued  under  die  above  tide  are  guaranteed  by  die  Spring  Garden  of  Philaddphia,  whoee  figures  are  here  shown. 


Yeas.     Assets 

1 

Unearned 

Net 

Net 

Total 

Losses 

Diy- 

£z-       1  Total  Ex- 

Losses 

Surplus 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

1909    $3,187,831 

$1,941,567 

$536,020 

$2,342,773 

$2,480,807 

$1,285,126 

$32,000 

$817,012 

$2,134,138 

$1,225,564 

1908      2350.719 

1.722,816 

860,499 

2,005.774 

2.118,858 

993.348 

24.000 

090.666 

1.707.904 

1.120,077 

1907      8,ia0,820 

1.468,469 

140.324 

1,074,918 

1,766.100 

750,566 

24.000 

608,809 

1,877,866 

861,331 

1006      2,067,333 

1.357,779 

179,642 

1,428,778 

1.519.058 

880,876 

13,000 

603,719 

1,306.595 

896,841 

1906      24)13,789 

1,202.750 

802,884 

1,242,510 

1,820,442 

457,786 

24.000 

484,138 

916,864 

474.467 

Unearned  pcemiunis  indudes  amount  redaimaUe  on  perpetual  policies. 


JEFFERSON  UNDERWRITERS  AGENCY,  PhOadelphia,  Pa. 

PoBcies  fmmd  under  the  abore  title  are  guaranteed  by  the 
JcfldsoB  Fire  of  Fhihdelphia,  which  see. 


KEYSTONE  UNDERWRITERS,  Pittsburg,  Pa. 

Henry  Wachter,  Manager.    Organised,  1906. 


Policies  iasncd  ondcr  die  above  tide  are  guaranteed  by  the  German  Fire,  German-American,  Mononythela  and  Union  of 
PtUsbori.    It  was  organised  b  May.  1906,  and  for  the  present  transacts  buimess  hi  PennsylTank,  lUfaiois  and  Ohio. 

Ykab 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Total 
Income 

Ijomcb 
Paid 

Dividends 

Ez- 
penses 

TotalJ&i- 

Losses 
Incurred 

1909 
1908 
1907 
1906 

$2,602,338 

2,104.464 

;    2,108,032 

'    1.768,763 

$976,520 
806.363 
777.311 
670,003 

$570,805 
481.457 
565,501 
446.669 

$1,264,974 

1.064.299 

1,089.770 

834,600 

$1,482,283 

1,173,397 

1.130.282 

947,407 

$570,073 
015,872 
442,301 
887,275 

$67,160 
66.295 
60,214 
61,011 

$646,633 
469.461 
446,010 
866,561 

$1,184,456 

1,150,128 

049.126 

804.847 

$012,388 
631,794 
463,916 
389.984 

MEMPHIS  UNDERWRITERS,  Memphis,  Tenn. 


issued  under  the  above  title  are  guaranteed  by  the 
and  the  Bluff  City  of  Memphis.  Tnm. 


MERCANTILE  UNDERWRITERS,  Denver,  Colo. 

under  the  above  title  are  guaranteed  by  the 
Vim  of  Denver,  Oolo^  whiefa  see. 


MERCHANTS   UNDERWRITERS,  Fordyce,  Ark. 

Mida  asned  under  the  title  are  guaranteed  by  the  Home  Fire   I   policies  issued  under  the  title  of  the  Lumber  Underwriters  and 
of  Foidyee,  Arfc.,  which  see.     The  Home  Fire  also  guarantees   |    the  Home  Underwriters. 
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KBPORTS  OF  FIRE  INSURANCE  COMPANIES. 


NEW   ENGLAND   UNDERWRITERS   AGENCY,   Concord,   N.   H. 

L.  Jackman,  Manager. 


Policies  laraed  under  the  above  title  an  guarantedd  by  the 
Capital  Fire  of  Oonoord,  which  lee. 

FIELD  MEN  AND  TERRITORY  COVERED:  L.  Jackman. 
manager;  C  L.  Jackman  and  R.  N.  Elwell,  aiilatant  managen. 
OeBflral  agenti:  Jamee  A.  Jonct  Agengr.  Inc.,  Detroit,  luch , 
for  Minn.,  Mo.,  Wli.   Mleh.  and  0.:   Courteney  A  White,  for  | 


Southern  Wis.;  R.  R.  Tuttle,  Syraeuse,  N.  Y.,  general  apnt  for 
N.  Y.  Spedal  agents:  Qeo.  E.  Howard  of  Dover  Me.,  for  Me  ; 
F  W.  Cheney,  spedal  agent  for  N.  H.,  Mass.,  Vt  and  R  1 ;  J.  W. 
Galley,  for  Ps.  The  agency  operates  in  Conn.,  Me.,  Mass.,  Mldu 
Minn..  N.  K,  N.  Y..  0..  Pa..  Cl.,  Vt  and  Wis 


NEW  YORK  UNDERWRITERS  AGENCY,  New  York,  N.  Y. 

A.  &  J.  H.  Stoddart,  General  Agents. 


Fbttdes  issned  under  the  above  title  are  guaranteed  by  the 
Hartford  Fire  of  Hartford,  Conn.,  which  see 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  R.  Mann, 
mananr,  San  F^andsoo,  Ckl..  PMdfie  coast  department  comprising 
Oal.,  On.,  WasL,  Ida.,  Mont.  Utah,  Nev.,  B.  a  and  Aria.:  D.  W. 
FlerBe.  superintendent  of  agendes,  San  Frandsoo,  OaL;   F.  M. 
Brancn,  special  agent,  Portland,  Ore..  A.  F.  Seweli,  San  Francisco, 
OsL  qpecial  sgent;   B.  Lb  Penfield,  San  Frandsoo,  Cal.,  special 
agent;  A.  E.  Bailey,  spedal  agent,  Spokane.  Wash.;  J.  C.  Howud, 
special  agnit,  Los  Anneles,  Cal.;  Walter  A.  Lauler,  special  agent, 
141  Milk  st,  Boston,  Mass.:  Richard  N.  Crosby,  special  agent,  141 
Milk  St.  Boston,  Mass.:   Alex  J.  Bato.  Albany.    N.  Y.  Special 
agent    for    Eastern     N.    Y.;    A.    A.     Kiiu(,     Rochester.N. 
v.,  spedal  agent  for  Western  N.  Y.;  John  ^I^Uaoe,  128  Mon- 
tague st,  Brooklyn,  manager  for  Long  Island;  Curtis  C.  Way- 
land,  manager  for  New  York  Oty,  100  William  st   New  York 
Qty,  N.  Y.:  Charles  F.  Enderly,  spedal  agent  for  N.  J.,  except 
Hudson  and  Bergen  Cos.,  100  WlUiam  st.  New  York  City;  Russell 
M.  Young.  Huntington,  N.  Y.,  spedal  agent  for  Putnam.  Rich- 
mond. Rockland  and  Westchester  Cos..  N.  Y.,  Hudson  and  Bergen 
Cos..  N.  J..  Washington,  D.  C.  Md.  and  W.  Va..  east  of  the  Alle- 
gheny mountains;    W.  G.  Munroe.  Philadelpnia,  Pa.,  spedal 
agent  for  Eastern  Pa.  and  Del.r   Arthur  F.  Sanford,  Pittsburg, 
n.,   special   agent   for   Western    Pa.;    H.    T.   Ndson,  Rich- 
Hunter,  AUanta,  Ga.,  State  amnt  for  Ga.  and  Fla.    W.  R.  Latimer, 
State  agent  for  Ala.;  G.  M.  Beattie,  Memphis,  Tenn.,  State  agent 
for  Northern  Miss,  and  Tenn.;   R.  W.  Davis,  State  agent  New 
Orleans,  La.,  for  La.  and  Southern  Miss.;  L.  B.  Leigh  A  Co.,  Little 
Rock,  Aric,  general  agents  for  Ark.;  Eugene  Bulloci,  Dallas,  Tex., 
spedal  agent  for  Northern  Tex.;  0.  T.  Klepinger.  Dallas,  Tex., 
special  arait  for  Southern  Tex.;  Ed.  S.  Harris,  special  agent  rallas, 
Tex.;  CTE.  Monroe,  Cindnnati.  0..  special  agent  for  Western  Ohio; 


R.  E.  Momberger,  special  agent  for  Eastern  Ohk).  Qeveland,  0.; 
Walter  R.  Fogg,  special  agent  Columbus,  0.,  for  Central  Ohio.; 
Robert  Forrest  State  agent,  Wheding,  W.  Va.;  Robert  McHatton. 
Indianapolis,  Ind.,  State  agent  for  Ind.;   W.  W.  Fulton,  spedal 
agent,  Indianapolis^nd.;  E.  J.  Hicks,  Detroit  Mich.,  State  asent 
for  Mich.;  George  W.  L^ons,  Saginaw,  Mich.,  spedal  agent;  Con- 
vers  Goddard.  general  uspector,  163  La  Salle  st,  Chicago,  IlL: 
Robert  M.  Bennet,  Chicago,  III.,  State  agent  for  IlL,  outside  of 
Cook  Co.;  D.  P.  Coffman,  spedal  agent,  Lincoln,  IlL;  J.  F.  Throg- 
morten,  spedal  agent,  Ihrion,  III.;  R.  L.  Tton^  special  agent 
Chicago,  111.;    John  ?.  Young,  Louisville,  Ky.,  State  agent  for 
Ky.;   Walter  L.  Mailfet,  Kansas  City,  Mo.,  State  agent  Tor  Ma; 
F.  M.  Bishop,  special  agent  Kansas  City,  Mo.;  L.  A.  Warfidd. 
Manager,  St  Louis,  Mo.;  W.  M.  Palmer,  Des  Moines,  la..  State 
agent  for  la.;  C.  H.  Carpenter,  spedal  agent  Des  Moines,  la.;  Geo. 
C.  Mott.  St  Paul,  Minn.,  Stote  agent  for  Minn.;  Morris  W.  White, 
special  agent,  Minneapolis,  Mmn.;   C.  0.  Young,  Faigo,  N.  D., 
»tate  acent  for  N.  D.  and  8.  D.:  Robe  Bird,  State  agent  for  Wis., 
Milwaukee,  Wis.;  Frederick  W.  Edler.  special  agent  Milwaukee, 
Wis.:  E.  D.  Marr,  Omaha.  Nob.,  State  agent  for  Kan.  and  Neb.- 
R.  F.  Howe,  special  agent,  Omaha,  Neb.;  Edwin  E.  Wells.  Den- 
ver, Colo.,  State  sgent  for  Colo.,  Wyo.  and  N.  M.:  T.  D.  Richardson, 
superintendent  Canadian  Department,  10  Wellington  st.  East 
Toronto,  Ont,  Can.;  H.  M.  Sampson,  Inspeetor,  Wmnipog.  Man.: 
Can.  Provincial  agents:    Ontario,  Murpliy.  Love,   Hamilton  k 
Baseom,  Toronto;   Quebec,  Jno.  Wul  Molson,  Montreal;    New 
Brunswick,  White  &  Calkin,  St  John;  Nova  Sootla,  Alfred  J.  Bell 
Halifax:  Manitoba  and  Alberto  and  Saskatchewan.  Osier,  Ham- 
mond a  Nanton,  Winnipeg;    Horace   Hassard,  Chailottetowa. 
P.  E.  I.    The  company  operates  in  all  the  Stotes  and  Territories 
of  the  United  States  and  In  Haw.  and  the  Dominion  of  Canada. 


NORTHWESTERN  UNDERWRITERS  AGENCY,  MUwaukee,  Wis. 

John  B.  Faatz,  Manafcr. 


ms  Is  a  general  agency  of  the  Northwestern  National,  MU- 
wnvkee,  WISm  which  see. 

FIELD  MEN  AND  TERRITORY  COVERED:  E.H.  Hoffman. 
•Mistant  managsr:  John  J.  Lynch,  Blnghamton.  N.  Y.,  spedal 

Kt  for  New  York,  Pa.  and  N.  J.;  Theodore  E.  Flanegin,  Detroit, 
u,  spedal  agent  for  Mich.,  0.,  W.  Va.  and  Ky.;  J.  A.  Bawden. 


Chicago,  DL,  spedal  agent  for  Ind.  and  HI.;  Wm.  H.  Ron,  Fari- 
bault, Minn.,  spedal  agent  for  Wis.,  Minn,  and  &  D.:  N.  F.  McAl- 
lister, Kansas  Citv,  Mo.,  spedal  agent  for  Mo.  and  Kan.;  J.  A. 
Rice,  Lincob,  Neb.,  speidal  annt  for  la.  and  Neb.    Tne  oom- 

Bmy  operates  in  N.  Y.,  N.  J.Tra.,  0.,  Mich.,  Ky.,  Ind.,  HL,  Wis., 
inn.,  la.,  Mon  Kan.,  Neb.,  S.  D.,  W.  Va.  and  Colo. 


PHILADELPHIA  UNDERWRITERS,  Erie,  Pa. 

J.  F.  Downing,  General  Agent;  W.  N.  Johnaoo  and  B.  L.  West,  Assistant  General  Agenta. 


PoUdes  issued  under  the  above  title  are  guaranteed  by  the  Insurance  Company  of  North  America  and  the  Fire  AsMda* 
tion  of  Philadelphia. 

The  following  tabulation  exhibits  the  combined  statistics  <rf  the  constituent  companies. 


Yeas 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 

Total  Ex- 
penditures 

T-OSDCi 

Inairred 

1909 
1908 
1907 
1900 
1906 

121,916.240 

[20,104.409 

19.108,779 

18.032,232 

19.968.262 

111,960.409 
11,464.424 
11,287,411 
10,060,859 
10,292,604 

$4,804,973 
8,762,171 
2,864,729 
2,407,108 
5,003,430 

*$12742469 
12,020,170 
12,410,967 
11,403,399 
10,928,987 

118.090,779 
12,849,780 
18,182,406 
13,622,404 
11,710,309 

n0,636,029 

7,220,728 

0,327.922 

10,880,874 

6,741,887 

$000,000 
000,000 
010.000 
678,062 
500,076 

$4,060,097 
4,483,029 
4,899.448 
4,000,874 
3.884,098 

$11,846,120 
12,819,767 
11,337.370 
16.620,810 
10.180.001 

$0,065,280 
7,110.428 
0,428.718 

10,799.373 
6.0S4.040 

e  Indudes  $3,048,627  marhie  premiums  and  $1,867,340  marine  losses.    Unearned  premiums  include  amounts  redaimable 
OD  perpetual  policies. 


RSPO&TS  OF  FIRB  INSUKAKCB  COMPANHS. 


PHILADELPHIA  U>rDERWRITERS,  Erie,  FtL.-^oniinued. 


FIELD  MEN  AND  TERRITORY  COVERED:  J.  F.  Downins. 
snenl  a^nt.  Erie,  Fl.  for  the  Westeni  Departmant:  J  T.  Kirk- 
wood,  Cfevcknd.  0..  State  acent  for  Ohio  and  W.  Va:  A,  C. 
KathevB,  lodiaBaimlk.  Ind..  State  acent  for  Ind.  and  Mieh.; 
Bfibert  fi.WHIiaaii.  NaahTiDa,  Tenn.,  State  agent  for  Ky.  and  Tonn. 
FM,  H,  Sabm,  Oahkoeh,  Wii..  State  aoent  for  Wis^  Mmn.  and 
K.  D.;  DaTid  H.  Sterena.  Monroe  City,  Mo..  State  agent  for  Ma; 
ShelbyA.  Fowler  Omaha,  Neb..  State  agent  for  Neb.,  la.  and  S.  D.; 
SuHid  McAIiater,  Denver.  Cola;  Stote  acent  for  Colo.,  W70. 
aad  S.  M.;  W,  A.  Holman,  manager,  middle  department,  Philm- 
ddphia.  Pa.;  M.  R,  Bladcweil,  ageney  secretary,  Philadelphia, 
Fi.;  J.  H.  Ansley.  Philadelphia- P^.  special  agent  for  Eastern  Pa. 
vd  Del;  D.  C,  MeKehray,  Pittabnrg.  Pa.,  ipeeial  agent  for 
Western  Pa.;  P.  Turner,  Jr^  Baltimore,  special  agent  for  Md., 
Ya..  and  D,  of  C.  Q.  E.  Lyon,  Arlington,  N.  J.,  special  agent  for 
N.  J.:  H.  L.  Piatt.  Albany.  N.  Y..  special  agent  for  Eastern,  N.  Y. 


QeoraB  R.  Johnson,  HoneoveFalln,  N.  Y.,  special  agent  for  Western 
N.  Y7;  Whilden  A  Haneook,  New  York,  N.  Y..  managers  suburban 
New  York;  Treierant  A  Cochran,  general  agents,  Dallas,  Tex., 
for  Tex..  La.  and  Aik.;  Bailey  A  Johnston,  genenl  agents,  San 
Francisco,  Ckl.  for  the  Pacific  Coast;  Charles  E.  Pftrker  k  Co., 
managers.  Hartford,  Conn,  for  the  New  En^and  States.  George 
E.  Maeomber,  Augusta,  Me.,  State  agent  for  Me.;  William  H. 
Winkley,  93  Water  St..  Beaton,  Mass.;'  special  agent  for  N.  H., 
Eastern  Mass..  and  R.  I.;  John  W.  Munroe,  Hartford,  Coon., 
special  agent  for  Vt.,  Western  Mass.  and  Conn.;  Edward  3.  Gay, 
mananr,  .Atlanta,  Ga.  for  N.  A  S.  C,  Qa.,  Fla.,  Miss,  and  Ala.; 
Carv  P.  Carr,  Vieksburg,  Miss.,  special  agent  for  Miss.:  W.  C. 
Rader,  Birmingham,  Ala.,  special  agent  for  Ala.;  R.  N.  Clark, 
Atlanta,  Ga.,  special  acent  for  Ga.;  J.  H.  TaUey,  Jacksonville. 
Fla.,  special  agent  for  Fla. 


PITTSBURG  UNDERWRITERS,  Pittsburg,  Pa. 

Irvan  Neckerman,  Manager.     Onfcanized,  1898. 

PoGciea  inned  under  the;  above  title  are  guaranteed  by  the  Ben  Franklin.  Humboldt,  lladooal,  Teutonic  and  the 
Anrmsnnii  d  Plttaborg. 

The  foiiowinc  tabolatian  exhibits^the  combined  statistics  of  the  constituent  companies. 


Yeju     Aasett 

Unearned 

Net 
Surplus 

Net 
Premhuns 

Total 
Income 

Losses 
Paid 

Div- 
fclends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909    S6.I53.681 

1906  5.627.468 

1907  5.I3I.214 
1906      4^7^66 
1905      3.640,463 

$2,802,886 
2.460.106 
2.099.861 
1,660.049 
1.367,190 

$1,699,111 
1,602,772 
1,640.983 
1,425,893 
1,140,199 

$3,052,384 
2,791,589 
2.456,731 
1,880.700 
1,541,071 

$3,365,001 

3,06a854 

3,331,598 

*2.181.215 

tl,752,489 

$1,357,240 

1,204.734 

948.613 

677,548 

690,440 

$216,038 
211.864 
184,000 
144,087 
126,112 

$1,259,945 

1.148.729 

989.640 

764.945 

597.485 

$2,833,223 
2,565,327 
2.122,253 
1.586,580 
1.312,040 

$1,435,382 

1,232,811 

971,894 

708,463 

611,381 

♦Tnfhtdrs  $111,018  premium  00  new  stock,    flnchides  $39,260  premium  on  turn  slock. 


PROTECTOR  UNDERWRITERS  OF  HARTFORD,  CONN. 

G.  EL  Tyson,  Manager.  San  Francisco,  Cal. 


Fbfides  issoed  under  the  abo?e  title  are  guaranteed  by  the 
IhoBlx  of  Hartford,  which  see. 


REPUBLIC  UNDERWRITERS,  Dallas,   Tex. 

Geo.  W.  and  L  Jalonick.  Managers.    Organised,  1906. 

Bolides  issued  under  tlie  above  title  are  guaranteed  by  the  Austin  Fire  and  tlie  Comnionwealth  Fire  of  Dallas,  Tex.,  whose 
qimbiBed  figmres  are  here  shown. 


Teas 

Assett 

Unearaed 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Pakl 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 

$088,034 
968.226 
944,424 

$317,804 
296.364 
286.624 

$186,297 
191.276 
178.848 

$439,411 
392.099 
376.211 

$508,044 
453,906 
444,061 

$262,956 
285.701 

185,777 

$43,000 
30,537 
18,240 

$178,884 
167,771 
154.012 

$484,840 
434,009 
358.029 

$261,370 
222,416 
192.997 

SCOTCH  UNDERWRITERS,  San  Francisco,  Cal. 

Conroy  A  Qrlm«  Managers. 


issued  under  the  above  title  are  guaranteed  by  the 
of  Edinbung^,  which  see. 


SECURITY  UNDERWRITERS  POLICY,  Philadelphia,  Pa. 


^FoUdes  iBsned  under  this  tttle  are  guaranteed  by  the  Exchange. 
■SBitfaetuRta  A  Merehants,  Provident,  and  United  States  Mer- 
wDfti  Xntual  Firs  Insuraaee  Companies  of  Philadelphia.     A 


surplus  line  business  is  transacted  through  the  A.  R.  'Drake  Com- 
pany of  Philadelphia  and  Erie,  Pa. 


s^e 


STUYVESANT  UNDERWRITERS,  New  York. 


.  ^DfieisB  isned  under  the  above  title  are  guaranteed  by  the 
dtByvasaatofNew  Y  rk.  whieh  see. 
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KEFORTS  OF  FIKE  INSURANCE  COMPANIES. 


UNITED  STATES  UNDERWRITERS,  New  York. 


Policies  ifsued  under  the  tiUe  are  {nianuiteed  bv  the  Nordi 
River,  Empire  City  Fire,  Naanu,  and  ue  United  Statee  Fire. 


PROJECTED  AMERICAN  STOCK  FIRE  INSURANCE  COMPANIES. 


Naigb  and  Location. 


American  Railway,  Qevdand,  O 

American  Union  Fire,  Phila.,  Pa 

Arizona  Fire,  Phoenix,  Ariz 

Associated  Railway,  Cleveland,  O 

Automobile  Insurance  Co.,  of  America,  Indianapdis,  Ind. 

Baltimore,  Baltimore,  Md 

Baltimore,  Md.,  Fire^  Baltimore,  Md 

Bankers  Fire,  Phoenix,  Ariz , . . 

Central  Union  Fire,  Kansas  City,  Mo 

Cincinnati  Fire,  Cincinnati,  O 

Commercial  National  Fire.  Chicago,  111 , 

Cotton  States  Fire,  Mempnis,  Tenn 

George  Washington  Fire,  Phfla.,  Pa 

Globe  Fire,  San  Antonio,  Tex 

Greenwich  Fire,  New  Ywk 

Independence  Fire,  Philadelphia,  Pa , 

Ins.  Co.  of  Island  of  Cuba,  Havana 

IntematioQal  Fire,  St.  Louis,  Mo 

International  Fire,  Philadelphia,  Pa 

Interstate  Fire.  Birmingham,  Ala , 

Lone  Star,  Dallas,  Tex , 

Los  An^es  Fire,  Los  Angeles,  Cal , 

'  Ma|;nolia  State,  Jackson,  Miss 

Mame  Fffe,  Sanford,  Me 

Manufacturers  Fire,  St.  Louis,  Mo , 

Maryland  Motor  Car,  Baltimore,  Md , 

Massachusetts  Fire  &  Marine,  Boston 

Merchants  Fire,  Providence,  R.  I 

Merchants  &  Manufacturers,  Atlanta 

Michiflonne,  Gorham,  Me 

Mid-Cbntinental  Fffe,  Kas.  City,  Mo 

Minnea^is  Fire,  Mnmeapolis,  Minn 

Missouri  Valley  Fire  Fire,  Omaha,  Nd> 

National  Assurance  of  Del.,  N.  Y 

National  Insurance,  Dallas,  Tex 

New  Jersey  Fire,  Newark,  N.  J 

Ncn-th  American  Fire,  Indianapolis,  Ind 

North  Pacific,  Tacoma,  Wash 

Pacific  States  Fffe,  Pordand,  Ore 

Peoples  Anthracite.  Saanton,  Pa 

Phoenix  Fire,  Baltnnore,  Md 

Protective  Fire,  Syracuse,  N.  Y 

Republic  Assurance,  New  York 

Rio  Grande  Fire,  San  Antonio,  Tex 

Sagamore,  Sanford,  Me 

San  Diego  F.  &  M.,  San  Dieso.  Cal 

Security  National  Fire,  Phikiaelphia,  Pa 

Sapulpa  Fire,  Sapulpa,  Okla 

Seneca  Fire,  Buffalo,  N.  Y 

South  Carolina,  Cdumbia,  S.  C 

Southwestern  Fire,  Memph^.  Tenn 

Trans-Mississippi  National  Fire,  Uttle,  Rock,  Ark 

Union  National  Fire,  Kansas  City,  Mo 

United  Fire,  Arizona 

Western  &  Southern,  Shawnee,  Okla 

Western  States  Fire,  Kansas  City,  Mo 

Wichita  Fire  &  Marine.  Wichiui,  Kan 

Wisconsin  Fire,  Wausau,  Wis 

Woodmen  Fire,  Lincoln,  Neb 

York  Fire  &  Marine,  York,  Pa 


Promotes. 


Heniy  L.  Staats 

Jas.  r.  Stone 

£.  E.  Fostall,  Secretary 

H.L.  Staats 

D.M.  Parry 

N.  Winalow  WiUiams 

N.  Wmslow  Williams 

A.  G.  Hulett,  Pres 

J.  A.  Long,  et  al 

L.  H.  Schweer 

R.H.  Hunter 

C.  J.  Hebert 

H.  L.  Ilngd 

F.  C.  Groos 

M.  A.  Stone,  Pres 

L.  A.  Amonson 

W.  G.  Chapley,  C.  M.  Fort. 

H.  B.  Gardner,  Sec 

I.  Zunmerman 

B.  H.  Cooper,  Pres 


B.Miller 

W.  D.  McRaven,  et  al. 
G.  B.  Goodell,  etal... 
H.  B.  Gardner,  Secty.. 

J.  P.  Bonsai 

E.  C.  Benton,  Pres.... 
Wm.  P.Goodwin.... 

H.  CStockddl 

W.  J.  Knowlton,  et  al. 

I.  J.  Ringolsky 

H.  B.  Domberg 

B.L.Baldwin 

S.  H.  Buck,  Pres 


Clarence  E.  Hodson. 
W.H.Latta 


R.  F.  Bryan,  et  al. 


Paul  Turner.. 
R.  R.  Tuttle.. 
H.  N.  Vedder. 


Coronado  Securities  Co. 
£.  Rodney  Moore 

.W.McRae 

n.  R.  Morley . . .- 

E.  G.  Seibels. 


{ 


W.  J.  Richardson 

B.  F.  Schwartz 

G.  A.  Becker 

Stewart  Goodrell,  et  al 

".W.McRae 

.  C  Peck,  Pres 

W.  C.  King,  V.  G.  Rkhardson. 


V 


Joseph  Walt 

W.  F.  Raffenberger. 


Capital. 


$200,000 
1,000.000 

200,000 

1,000,000 

1,000,000 

1,000,000 

200,000 

1,000,000 

100,000 

200,000 

500,000 

100,000 

200,000 

200,000 

1,000,000 

1,000,000 

500,000 

100,000 

500,000 

150,000 

200,000 

300,000 

500,000 

1,000,000 

100,000 

500,000 

200,000 

1,000,000 

500,000 

1,000,000 

100,000 

1,000,666 

•  ■•••■ 

500,000 
400,000 
500,000 
200,000 

1,000,000 
200,000 
250,000 

2,000,000 
500,000 
100,000 
500,000 

1,000.000 

1,000,000 

2oaooo 

100,000 

250,000 

1.000,000 

io,(xiibi666 

1,000,000 

500.000 
100,000 
100,000 
500,000 


SUKFLUS. 


$300,000 
1,000,000 

•  ••••• 

300,000 
1,000.000 
1,000,000 
1,000.000 

•  ■•■•■ 

400,000 

50,000 

200,000 

600,000 

50,000 

100,000 

25,000 

1,000,000 

1,000.000 

750.000 

800,000 

i'6b',666 


1,000,000 

25.000 

600,000 

•  •••>• 

1,000,000 

3iM^666 


500,000 
100,000 

■  ••••• 

60,000 

1,000,000 

200,000 

250,000 

8»000,000 


1.000,000 

1,000,000 

200,000 

100,000 

i,6bb;666 
40,6bbi666 

600,000 

•  ■••«* 

250,000 

26,000 
260,000 


INCREASES  IN  CAPITAL. 

Below  will  be  found  a  list  of  companies  that  have  either  increased  their  paid  up  capital  to  the  amount  specified 

December  31,  1009,  or  plan  to  do  so  in  the  near  future. 


Paid-up 
Name  and  Location  of  Coicpany.     Capital 

Dec.31,lM9 

Acme  Fire,  Cedar  Rapids tlOO.OOO 

i£tna  Hartford. 4,000,000 

Allegheny,  Pittsburg 200,000 

Citizens,  Charlestown 200,000 

Continental.  New  York 1,000,000 

Eastern  Fire,  Atlantic  Cltj,  N.  J 207,007 

Franklin,  PhOaddphia 400,000 

German  Fire,  Omaha 100,000 


Increase 
To 

1200,000 

5,000,000 

*100,000 

400,000 

2,000,000 

250,000 

500,000 

200,000 


Name  and  Location  op  Co.-Coni.      CapitaJ        ^  nf?* 

Dec.  31. 1900       ^** 

Insurance  Company  of  North  America, 

PhOadelphu $3,000,000  $4,000,000 

Minnesota  Fire,  Chatfield 100,000       200,000 

New  Hampshire,  Manchester 1.100,000    1,200,000 

Niagara  Fire;  New  York 750,000    1,000.000 

Roger  Wflliaro,  Providence 100,000       200,000 

Refiance,  PfaUadelphia 300,000       400.000 

Staodaid,  Keokuk,  N.  J 100,0001      300.000 

St.  Loub  Fire,  St.  Louit 200,000      $00,000 


*  Decrease  to. 


LLOYDS  AND  RECIPROCAL  UNDERWRITERS  ASSOCIATIONS 

Aade  bom  tiie  Lfcydt  and  Interinaumiee  uwcUtlons  located  in  New  Yoik  State,  aad  whieh  ue  nqolred  to  file  iwora  anniial  itate- 
BMafci  with  tbe  New  York  Ineomnoe  Depertmoit,  there  m  few  lueh  aaiocUtioDa  whidi  do  report  to  any  State  Inaaianee  Depaitmeat. 
Tkm  wUeh  do  not  lo  report  moet  be  judced  la  aeeordanee  with  the  chaiaeter  and  paet  reeord  of  their  maaaflenL  in  eonjoneHon  with 
theiDaodaletaadiBf  aadiepotatloaof  theiinderwiiteri.  The  enbectJbeia  ueuaUy  eiiming  obUntloni  for  iPeeitoQ  uuwmtt  in  addition 
to  aqy  initial  depoaiti  which  they  may  lia?e  made— and  in  aome  oaaea  aeewntng  an  tmBmJted  additional  HuUi^y-^mudi  dqienda  upon 
tlN  mpondbditj  of  the  aaderwxiteia.  as  weU  as  upon  their  punctuality  in  meetlnc  ohIigationB.  Am  the  liability  aaiumed  is  individual, 
«adao<iolDt  (with  oim  or  two  eiceptiona),  it  is  cownllal  to  the  Tahie  of  a  poliy  In  iteentiiety  that  each  and  eteiy  underwrite 
thereto  ifaaQ  be  food  for  hie  share  of  the  agDMate  insurance;  for  If  one  underwriter  proTes  to  be  unable  to  pay  his  share,  it  cannot  be 
reeotwed  fram  the  othsis.  The  eharaoter  of  the  management  also  eounts  for  a  great  deal,  hi  eetimating  the  Yum  of  a  Ltoyds  policy; 
far,  slthoogh  the  Lloyds  may  hare  a  strong  list  of  underwriters,  a  reddess  or  plunging  managiv  m«y  inyol?e  the  concern  so  deeply  m 
lows  that  tile  latter  would  ffwatbr  exceed  the  maTimnm  liability  of  the  underwriters,  with  eoneequent  loes  to  the  insured.  In  the  past. 
Uqydi  pollcfBS  have  been  sold,  whose  underwriters  were,  hi  some  caeca,  found  to  be  tranaient  oecqpants  of  cheui  lodgiag  houses,  who 
Amiwr  assumed  aa  rniWmttwd  future  ilabiUtir  for  a  five  dollar  bill  in  hand,  and  would  throw  in  an  affidavit  that  tM  subscriber  was 
worth  one  million  doUaisl  Some  of  the  "eecnnttBs"  claimed  by  eertafai  fraodalent  eoneema  had  aa  little  tangible  value  as  the  affidavits 
referred  to.  Theee  matters  are  merely  dted  to  Indleate  the  importance  of  Investigatias  the  character  and  stamling  of  Uoyds  associations 
and  eompaaies  before  aeceptfaig  and  relying  upon  their  poUey  eontraets.  There  are  Uovds  and  inter-hisurance  aasodations  In  business 
to-day  wUdb  have  long  and  hraorable  recorda,  and  whose  polictas  may  be  accepted  with  confidence.  Gareful  discrimination  should  be 
enreked  between  such  associations  and  those  which  m«y  be  ebssed  as  totally  Irresponsible,  or  those  whieh  haUtnally  ecale  their  loss 


ALLIED  UNDERWRITERS  AT  NEW  YORK  AND  CHICAGO  LLOYDS, 

New  York. 

Attomey.  E.  A.  G.  Intemann,  Jr..  61  Sixth  Ave.    Organised.  1883. 


Yeas 

Assets 

Unearned 

Surplus  as 
to  Pyh'rs 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1109 

i2ft.O07 

83.512 

8,360 

8,300 

2.292 

29 

824.214 

18,677 

16.421 

8.004 

30 

86.707 

6,668 

6,607 

4,686 

68 

87,909 
7,720 

817 
3,132 
1.103 

106 

81,606 
1,830 
2.526 

88 
9 

81,623 

4.962 

4.831 

193 

9 

817 

1908  '          22.A7S 

8.298 

1907 
1«06 

10.721 

tlO.296 

t40 

8693 

1.103 
106 

1905 

X  Cash.    (  Excluding  85,687  deposited  by  underwriters  in  1906.  and  86,668  in  1907. 


Assets.  Deceubzs  31. 1909. 

Mortgage  loans  on  real  estate , 

Cub  in  office  and  bank 

Agents'  balancrn.  not  over  3  months  due 

latcrest  accrued 


820,000 

8.671 

157 

260 


Total  admitted  assets. 


829,097 


Liabilities.  Dbcembbs  81. 1909. 

Unearned  Dremiums 

Other  liabilities 


83,512 
1,371 


Total  liabflities,  except  surplus. 
Surplus  as  to  policybolders 


84,883 
24.214 


Total  liabflities  and  surplus 829,097 


RISES  AND  FREMmifS:  Fire  risks  in  force.  Deeember  31, 
IKM.4S3:  pnmiiDtt  thereon.  86.943. 

MOBTGAQE  LOANS:  A  kMn  of  815.000  to  secured  bv  a 
prDBcrfar  on  lineohi  Road,  near  Rodgers  ave..  Brooklyn  valued 
■tOIMnO,  and  mppn  whidi  the  association  holds  815.000  faisuranoe, 
ttd  two  of  82.500  each  on  properties  on  Cbestnut  st.  near  At- 
liBtk  SVC  Brooklyn,  valued  respeetively  at  85.400  and  84,700. 

MISCELLANEOUS:  Formed  as  Spaniah-Ameriean  Under- 
niten;  daaged  to  New  Tovk  and  Chicago  Uoyds  In  1800;  present 


tttle  adopted  in  December.  1901.  Conflagration  losses.  Baittanore 
1904.  83.450.  A  receiver  was  appobted  in  1906  for  the  firm  of 
Boughan  A  Co.,  which  previouuy  managed  this  Uoyds.  That 
firm  was  composed  of  Ben.  A.  Boujdian  and  David  F.  Casey.  A 
receiver  was  also  appointed  for  the  Uoyds.  In  1906,  this  Uoyds 
passed  under  the  management  of  E.  A  Q.  Intemann,  Jr. 


UNDERWRITERS:    There  are  178  underwriters  who 
respectively  liable  for  their  proportion  of  risks  written;  but  no 
po^ey  may  be  written  for  mote  than  85.000. 


AMERICAN  EXCHANGE  UNDERWRITERS,  New  York. 

Attocneri  and  Maiugen,  Weed  &  Kennedr,  123-33  WUUmd  St.    Orcaatzed,  18»2. 


VzAx.     Aaaets 

Unearned 
Premiums 

Surplus  as 
to  Fyh'rs 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909       8136.182 
1903          81,388 
1907  1        44,556 
1906          18,703 
1905  1           il42 

831.010 

18.530 

16.416 

6.435 

33 

8105.172 

62.020 

26.838 

11.897 

119 

863,488 

37,301 

37,638 

12.620 

32 

867,017 

39,818 

28,427 

12.789 

144 

8713 

64 

1,941 

810,781 

6,840 

§3,471 

1,660 

811,494 
6,004 
6,156 
1,660 
♦110 

8713 

1,941 

♦  Paid  retiring  sobocribers.    X  Cash.    I  Excluding  payments  to  retfaing  subscribers. 


Assets,  Dxczmbsx  31. 1909. 

New  York  Oty  bonds,  4%.  1958-0,  (par.  880.000)  880.200 

New  York  City  bonds,  4|%.  1957  (par.  830,000)  32,850 

Cash  b  office  and  bank 20,759 

Uncollected  premiums  not  over  3  months  due. . ..  1,615 

Interest  accrued 758 


Total  admitted  assets. 


8136,182 


LiABiLmzs,  Decembsk  31,  1909. 

Unearned  premiimis 831,010 

Surplus  as  to  policyholders 105,172 


Total  liabaities  and  surplus 8136,182 


REPOSTS   OF  FIRE  INSURANCE   COMPANIES. 


).  CUBln  CDm 


n  UmlM  to  IS  per 

VUU  A  OfhiM,  Tl«  _.  _. 

jlor,  Sew  Yoit  CouolldiUd  Cud  uo., 

.1    ,  <     .  J.  E.  LInde  Fuv'Co.,  Laliii  A  Rnk. 

'"-  J.H.Thoi9iCD.,Di)wniii(.CIuk  &Co,. 

F.  amtkCa..  DuUd  MUltr  Co.,  SeUw 


Innd  Riplifa  RgMnntor  On.  S. 
Co..  Qnnd  lUpldt:    Browa,  T 


AMERICAN    EXCHANGE    UNDERWRITERS,  New  York.— Conftntted. 


_„,._  Dn  O«odi  Co,  Mlouaipalii;  IbnV 

__isT  PUi,  NoDtcDrnMrr  OibKr-KiBU  Dry  Good*  Co, 
Borau  Bna.,  LbuUiura  A  Co.,  Vvnn,  Ntdr  A  Cc  NubviUa: 

Onulu:   Lit  BcDtlxn,  OlnM  Bnthen,  C.  F.  Raofa  A  Sou 

Co.,  FltMnri.'  CdloidB,  lltAialaB  A  Trotv  Col^  PnnldeBBa; 
DITM,  PDnMnr  A  Slenrt,  Badhf;  Lnrb  P.  Bo«  SIble?, 
linibiT  ACurTO>.,BotliMtw:  WMnMotk,  LidXn  A  Ol,  9u»- 
manlo,'  Hal*  Bra*.,  [bc,  Bu  FniMtao:  RkeJtli  Dij  Oood*  Co, 


___  rliki  111  forte,  DHBDbtr  SI, 

V,a»a,7K;   pmnlmu  Ibenon.  tS2,0U. 

BDHINE3S  SINCE  ORGANIZATION:  PrraUunu  iwdTtd. 
•80S,TH:   Uh  paid.  tZ«4J)T3. 

MiaCELLANEODS:  Pmsd  h  Lkmb  ot  New  York  Catr 
la  antmber,  1903,  nam  duond  In  liOB  to  Uwatlii  Fin  A*- 
ntatlaa,  mavit  Utb  ■anmtd  Dsmnbei  30, 1(05.  TUnmaim- 
tloQ  *»*iH»*niiwj  biMlnwi  on  111*  iDtor-lDiurwuB  pbo  on  Novou- 
lier,M,l(aS.  Odruriaklai«lrIiki*i«*MtptedaaniutiiiiHi 
Uh  bsla(oii»toiirUioftlutatdliiblll^olHAHbKribetontMli 


Brhkel  A 


I.  itULBet 
itb^rVid 


ih  titibon  m  Labi*  fo 


UNDERWRITERS  AT  AMERICAN  LLOYDS,  New  York. 

Anonien.  Hill  &  Trowb()d|c,  U  Ccdu  Si.    OriuiiKd,  18(0. 


Viuj    Amu 

s:".-. 

ws-s 

12:: 

To»l 
Income 

■S5- 

£5. 

Ex. 

SS^I-isa' 

pip 

tlS0.I3E 
1M,S7» 

'sis 

a7s:7« 

•Miisi: 

•2»7.8aB 

t7fi,a!i 

li 

»,IM 

hIui 

t  07,BOO 

B3  li 

IM/US          tS.87T 

twilrul      48;sBa 

*  Etelndftig  deiioilli  of  mbKiDicn.     t  Eidudiiii  punnrBti  to  mlHag  tubocrflMO. 


Aui 

I  31,  1(09. 

ukU 

Una , 

ConflunlKtn  nservc 
Olherlubaitiei 

Toul  liiblities. 

Depo»ill  o(  BibKribt— 

Suniliu  O'er  >11  liibiliiia.. . . 

ToUl  Ikblliliei,  depouU 


1M,1U 
11,471 


depoaiu  iBi  viuiiiu. . 


Memben-  uddiik 


.   liabDili.   KOO.OOO. 


BIBK8  AND  FREHinMS:  Fin  tUi  b  Ibna  Deeimbar  II, 
Ml,lM.7tT:  pnmlimu  thenoD.  1333,170. 

BUSINESS  SINCE  OKQANIZATION:  Fmmiiiiiii  rteeJTad, 
tU01.U>;loM>i>ud,ll,U3,W7;  diTidmd>dcc!iind,eHb,t<ltt, 

COLLATERAL  LOANS  m  H  loUon: 

Marlret  Aaamt 

BeenritlM.                                 Vilua.  Louwd. 

>*tdiuH  Nit.  Bk..  ftk Mjmi 

rint  NiL  Bk.,  nk 1Z,H10  110,000 

Vnliii  Nik  Ex.  Bk..  itk 10,3tOj 

Totih 138.770  110,000 

Pir  Huket 

BONDS  OWNED:                          Viln,  Viln. 

eiat*  It  Him.,  i.,  1(U.  H% tSO.OQD  131 JUO 

Em  Ol.  Pirt,  N.  J.,  ■.,  im  4% £0,000  MOOO 

N.  Y.  air.  n.  c  itk.,  IWt,  31% SS.DOO  31,100 

N.  Y.  CIlT,  s.(.ilk.,  1920-linit3%...         IfiO.OOO  135,180 

S.  Y.  City,  «.  1.  Mk.,  1957,  4(% 811,000  149,850 

N.  Y.  Q^,  cp.  (tk.,  1(59,  4% saoOO  50,000 

Brookin  Ci.  <E.  B.  Bg.).  a,  fB3T,  11%.  W,IX»  40^500 
A , T.  A S. TtK  R.  Co.. ga.  m„ g.,  1095, 

4% 11,000  15,000 

B.  AG.  K.  R.  Co.,  lni..g.,  1943,4%. ..  15J»0  !i7ta 
C  C.  C  A  St.  I.  R  R.  Co.,  ga.  ai.,  g, 

1993.  t%.. 15.000  H.1S0 


Fu  Mufcet 

Bdhh  O1lI(U^-C0ll(.  ViliK.  Value. 

Met. SL  Br, JB. n.,  1(97, S% 50,000  40,000 

PltU..  Cla,  Ol  A  81.  Loiik  R.  R.  Co. 

1945,  t% »j)00       isjno 

WnthixboiMEI.  Co..  D.,  niO.  >%....  IS/WO  HMO 

Totib  [book  T»]».  8837,903) 1655,1X10      88W.430 

MIBCELLANEOnS:  Tliii  Lioydi  vrltei  flre  lad  mriaUei 
bikue  bnimnoB  upm  ipilnklend  rtiki  ddIt.  Ot  Iti  leeiiiltki, 
nOOiOOO  in  on  depodt  vttb  Uie  Neir  YoA  IJIa  lanrua  A  Tnst 
Co.,  w  trmUe,  loi  Dm  pnttctkHi  of  poUorboldBi.  Euh  eub- 
wlber  unmi*  a  UibllllT  ot  tlOjJOO  oa  laoli  ud  ITerr  tanfla- 

Uaillot 
LlaUUtjrta 

DNDERWRITEBS:  CoohgnUoB. 

0«i>neC.C1uke,pra.iilTeIIW«lltrOi>.N.y.....  tlOjno 

WlUlim  T.  Etuu,  ot  HlUi  a  OUib,  Ins,  tt.  T. UUm 

SUntun  a  F>b»r,  prta.  of  the  N.  J.  Zlao  Co.,  N.  Y ,  lOMI 

DiTld  B.  Walton.  olD.  8.  Wilton  A  Co.,  N.  Y lOJXn 

/ohn  N.  Bucb.  TlnH>»*-  of  Teft  W«ll«  Ob.,  N.  Y . . .  KUMO 

WlUtaD  Wlcke,  pm  of  Wai.  Wkk*  lUbbOD  Co..  N.  Y.  IMOO 
Andrew  B.  WiUue,  ol  FMbei  A  WaUaee,  8;*lBt<Md, 

Mw lOJWO 


BEPOBTS  OF  FIRE  INSURANCE  COMPANIES. 


UNDERWRITERS  AT  AMERICAN  IXOYDS,  New  York.— Cmrtwufti. 


«i»a  OkBadiT,  rf  (UlnilB.  McAsd*!!  A  Tmv  Gil, 
?rQTMM«.B.I 

hnod  W.  Vooiwvi,  ol  Waodwuil  A  Uthnp.  * 
GonmnUaa.  WmUaftia,  D.  C 

ChBia  J.  FoOmcr,  ol  FdUidk.  Oon  A  Co..  1st,  N.  ¥ 

"-~        —  ■  .  ol  W.  WTUwniiB  i  Co. 


of  Jacob  AdlR  k  Cc 


liui  OlMi  On..  FltMiuig.  Ft  . . 


of  Anutmi  Im,  Oi^  Flttt- 
Uk  b.  0.  OsuIdi- 


UMltOl 

tllMMO 

B«U7  A.  Btmwia.  prw.  Ob  Slwwin-Wmiuu  Co., 

10.000 

io.oeo 

UMMO 

mm 

S 

%^^,.",''-rr..*=r^.r,'^ 

J0,000 

10,0()0 

H^  bEST  j/'^r&^' 4  E,J,C.  oo^:  ■  Piiibii. 

C..n,..|,.j.  !■:   l<um..y.f..-,«trtn».N>tkll»IBlHnIt 

IMS 

!jEak;='ii,;LSi-eSi.V^:'''.'; 

Isola  Slonit.  pen. 


Biol  i  Co..  N.  Y.  *ad 

lejux) 

al  Itaa  HeCrwr  *  On.,  N.  Y.  iOJXX) 

silica  t  RoK.  N.  y lO.OOO 

m.  Tta  Fmicn  iMa  A  Trul 


Edwin  H.  WntbabK.  ol  Anwld.  ConXibln  i 


Ckttitt  U.  Ukm.  tHH.  of  TriK  WelW  Co..  N.  Y. . . . 
Wilts  H.  Upe.  b;  WHJ  tna.  BcKtHNut  FiddOi 
Ce..  Cw^Silr.  N.  y 


r.  Bnn  A  Co.,  Ibi.,  Onah*. 
'>j  'Ui*  *Aibn>' J!  Nnrtiu'Co.', 


»  of  Tefft  Wdller  Co..  N.  Y. 
/..».£v-  LJ-Um>p<4,  hiA^^ive.  theEovLudDrj  Qoodi 

Co..  Briiraport.  Coon 

OmrlM  P.  mnw,  lr«H.  HuilIloD  Witcb  Co.,  Ita- 

TEIuim)Ry'cb'vi»Eik''Th^'A^^rt^'U^di  k 
to  oprnte  Is  Him.,  HJeh.,  HIdd..  Ua..  ud  If.  Y.  ud  fil 
uaiBiUi  wUh  tb>  bMunnae  dnwIiiiHiti  ol  Ukm  & 
N.  Y. 


ASSURANCE  LLOYDS  OF  AMERICA,  New  York. 

Anoncj.  Frank  M.  Pmrkcr,  IM  Bntdmj.    Orcuind,  IBSa. 
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—  Defidom  of  UKU.  ■jDclodei  tT.OTA  nUcrintkicu  b^  imdmn-ilcn  t  Aflo-  dcduclnu  til 
madinf  Hska."  Alndndmi  1000  mbsmbcd  by  uadcrwrlterL  flDcludinc  t7.38D  recdvcd  froo^ 
•  Indada  Sl.lM  cmlrllniM  b)'  nulennEnn. 


•.  tl.000. 
1'  latnlily,  DHcmber  31,  tOJ.OQO. 

IS:     fit  Ma  in  [o™  Dtombw  31, 

lan    BtemlnBa  tfaenos,  tO. 

BD^nreSS  SIXCE  OEQANIZATION:  Pmnimn.  nnlTHl 
tUH,in;  kma  pud.  t8K,SZ7;  diridendi  deciutd,  euh, 
tl*7.a33. 

USCELIjINEODS:    ftom   1893  to  1B97,  Oh  Lloydi  wu 

udn  Ibe  aetjn  susatciDgiil  ol  E.  C.  RUbboao  k  Sbo,  vha 

1^—  Enulnl  t]i«  Amruce  Co.  o<  ADcrtn  (o  take  onr  m 

la  IS02,  Uk  "  duuUr' paMwl  Id  P.  K.  Farinr,  (onnerir 

.y  al  the  atbeu  Isi.  Oo.  ol  New  Yofk.  wbo  Uunaflv 

tdtliaflaln.    InS^iEmbfr,  1004.  It  Rbmnd  It*  uniprtsk- 

a  ikki  to  tba  JiACnon  Pin  i  ICarlse,  of  RJduciHid.    It  b 

F  te  ■  donaut  loiidltln.    Cbnflncntlcm  Iomk    Salttmon, 

t.  I10,nt:   Saa  PnsdiiB,  IWa,  u  Iok 


MlSStll 


Victor  A.  Hards, 


I.  loKsU,  1C8  Frcupcct  Fl.,  BKHkln 
Lh  T.  DottH  30  Burclaj  81„  «/!?.. . 


OUbtrt  C.  Bcowa.  1] 


ATLAS  FIRE  UNDERWRITERS,  Chicago,  lU. 

AttorncT,  Sam.  J.  Tnck.  IS*  U  Salic  St.     Orguiud.  IMS. 


EtUu,  Jobs  Hardy,  C  C  CKoaccI, 
BniT  CebB  A  Cc,  lonaerly  >llom< 
•DCCHded  Id  IWH  br  Bam,  J.  Tuck. 


I.  L.  DsrlduD,  J.  C.  RdUbidi, 
It,  an  undentood  to  ban  bean 
If  all  matter  addriHW)  to  tbla 
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BREWERS  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  Bruce  Dodson.  Sharp  Building.    Establbhed,  1900. 


Thb  is  an  inter-iiuuranoe  aasodatlon  wliieh  writes  only  brewers' 
risks.  Judj^K  by  a  statement  of  this  association  f  umldied  us 
la  conSdence,  in  1910.  this  institution  Is  In  a  tlirlving  condition 


and  in  posltloa  to  proteet  Its  poIieyfaolderB  to  any  reaaonable 
extent  Bruce  Dodson  is  also  nuuiager  of  the  Ice  llanufaeturen 
Ezehange  and  the  Redpiocal  Ezehange. 


BROOKLYN  FIRE   UNDERWRITERS,  44  Court  Street,  Brooklyn. 


Inquiries  IiaTing  been  reoeived  by  the  New  York  Insurance 
Department  oonceming  the  Brooklyn  Fire  Underwriters,  Assistant 
Examiner  A.  S.  Martin  was  instructed  to  investigate  the  concern, 
and  his  report  to  Superintendent  W.  H.  Hotebikiss  is  presented 
below: 

"Pursuant  to  instruotbns  oontuned  in  your  letter  dated  at 
Albany,  N.  Y.,  September  21,  1909,  to  inyestisate  the  business 
eondueted  by  the  Brooklyn  Fire  Underwriters,  I  have  to  report  as 
fdk>ws: 

"Tliis  concern  oocupies  an  office  at  44  Court  st.  Brooklyn, 
N.  Y.,  rcMm  612,  in  conjunction  with  Frank  W.  Anthony,  a  fire 
insurance  broker,  whose  name  also  appears  on  the  door  of  said 
office. 

"I  was  informed  by  Mr.  Anthony  that  the  Brooklyn  Fire  Under- 
writers was  a  firm  on  insurance  brokers,  of  which  nis  son,  Claire 
W.  Anthony,  is  the  head,  and  that  Ui^  solicited  business  only  on 
risks  located  outside  of  the  State  of  New  York,  and  further  that 
no  ctreuUn  whatsoever  were  addressed  to  any  person  witliin  the 
State  of  New  York. 

"He  further  stated  that  the  Brooklyn  Tire  Underwriten  had 
filed  a  certificate  in  the  County  Clerk  s  office  in  Kings  County. 
Your  examiner  obtamed  a  certified  copy  of  this  certificate,  which 
is  hereto  attached.  Said  certificate  was  executed  November 
12, 1908,  and  shows  that  Claire  W.  Anthony  transacts  busmess  as 
the  BrookWn  Fire  Underwriters,  such  title  being  assumed  under 
chapter  210,  laws  of  1900,  relating  to  the  use  of  assumed  names  in 
bttsmess. 


"I  was  further  informed  by  Frank  W.  Anthony  that  the  Brooklyn 
Fire  Underwriters  issued  no  policies  whatever,  but  that  all  applica- 
tkms  for  fire  insurance  were  forwarded  to  the  various  companies 
in  which  such  risks  were  plaeed. 

"I  was  unable  to  get  any  mformation  from  Claire  W.  Anthony 
direct,  as  I  am  uifoimed  he  is  now.  and  has  been  for  the  psst  two 
months,  located  at  Belgrade  Lake,  Maine. 

"Attached  hereto  is  a  circular  issued  by  the  Brooklyn  Fire 
Underwriters.  This  dreular  is  somewhat  ambiguous  and  mie- 
leading  in  its  phraseology  and  does  not  definitely  and  snecificaUv 
bear  out  the  statements  made  to  your  examfawr  by  Frank  W. 
Anthony  covering  the  busmess  transactions  of  the  Brooklyn  Fire 
Undenniters.  However,  I  have  been  unable  to  procure  proof 
that  this  concern  transacts  business  in  a  manner  other  than  as 
stated  by  Mr.  Antlionv. 

"I  have  been  fiuiner  informed  by  Frank  W.  Anthony  that 
Claire  W.  Anthony  has  not  idaoed  a  policy  of  insurance,  nor  has 
he  done  anv  business  within  the  past  two  months.  When  asked 
how  he  could  reconcile  such  statements  with  tike  faet  that  circulars 
had  been  sent  out  recently,  he  said:  *I  believe  my  son  did  send 
some  stamps  to  hb  stenographer  so  that  a  few  circulars  could  be 
sent  to  certain  Western  SUtes.'" 


CANNERS  EXCHANGE,  Chicago,  111. 

Attorney  and  Manager.  Lansing  B.  Warner,  0  Wabash  Ave.    Organised,  1908. 


This  Is  an  tnter^nsonnce  ornnliatton  wlilch  commenced  busi- 
ness January  1,  1908.  The  advisory  committee  was  made  up  as 
oUows:  Frank  Van  Osmp,  diairman,  IndlsnapoUs:  George  Q. 
Bailey,  Rome,  N.  Y.:  Chas.  8.  Crary.  Waukesha.  Wis.:  Wm.  R. 
Roach,  Hart,  Mich  ;  L  A.  Sears,  Chilllcothe.  0.  No  information 
has  been  furnished  to  as  for  publieatton  as  to  the  financial  strength 
of  this  organisation. 


A  reserve  fund  was  established  by  the  deposit  of  tSO  b^  each 
subscriber,  and  the  fund  is  increased  by  20%  of  the  dividends 
credited  to  each  member  until  they  amount  to  I2S0,  this  sum 
being  credited  to  the  individual  subscriber  and  returnable  on  his 
withdrawal.  Expenses  are  limited  to  20%  of  premiums.  It  is 
understood  that  the  organisation  has  been  successful.  It  insures 
onlv  the  prop^y  of  cannen  and  similar  and  aQied  interests, 
and  of  preserve  and  pickle  packers. 


CITIZENS  CO-OPERATIVE  UNDERWRITERS,  Chicago,  lU. 


An  association  bearing  the  above  title  was  organised  In  1908, 
by  J.  I*  Lucu  of  ChlcigD,  who  formerly  operated  a  number  of 
Llovds  organlsatlona,  among  which  were  the  American  Fire 
Underwriters  and  the  Fire  .Association  of  Illinois.  An  inquiry 
eonoemlng  this  assodatkm  addressed  to  the  Insurance  Superin- 
tendent of  Illinois  was  answered  as  follows:  "In  reply  to  your 


favor  of  the  16th  Instant,  I  can  give  you  no  Information  regarding 
the  Cltlsens  Co-operative  Underwriters  of  CUcmo,  IIL,  aa  the 
same  Is  not  licensed  by  this  Department  to  do  business  In  this 
State."  There  Is  no  provision  in  the  Illinois  lava  forlloBoa- 
Ing  Lloyds. 


COMMERCIAL  UNDERWRITERS,  Chicago,  lU. 

Attorney,  Sam.  J.  Tuck,  184  La  Salle  St    Organized,  1902. 


This  assodatton  eommenoed  operations  tn  August,  1902,  and 
has  claimed  to  liave  10  underwriters,  eadi  (rf  whom  had  deposited 
1650  and  assumed  unlimited  addlttonal  liability  under  Its  policies. 
The  underwriters  were:  John  Stirltaig.  P.  M.  Wood,  R.  A.  Potter, 
J.  a  Robinson,  A.  T.  MllUken.  J.  H.  Zeller,  John  Hardy.  C.  L. 


Frsy,  H.  L.  Davidson,  B.  E.  McDougaiL  Henry  Oohn  k  Go.  were 
formerly  attorneys  for  this  Lloyds  and  for  the  Atlas  Fbe  Under* 
writers  and  the  GeFman-.^merican  Fire  Underwriten.  Mail  matter 
addressed  to  this  concern  has  been  returned  "undalmed.** 


COMMERCIAL  UNDERWRITERS,  San  Antonio,  Tex. 

Manager,  C  W.  Cannon.    Organiaed,  1906. 


This  Is  an  Inter-Insurance  ezehange  with  a  memberdiip  number- 
Ing  about  2.500.  Its  lines  ars  understood  to  be  limited  to  bri^ 
buildings  and  mercantile  stocks,  the  maximum  Une  being  from 


|2,fi00  to  $10,000.  The  UabUitv  of  eaeh  subacribar  Is  limited  to  tha 
amount  of  the  cash  deposit  of  eaeh. 


COTTON  SEED  OIL  MILLERS  INSURANCE  BUREAU,  Dallas,  Tex. 

Attorney  and  liianager,  I.  Jaloolck.    Organized,  1906. 


This  bureau  Is  purely  an  Inter-taswen'  assodatton,  writing  mill 
risks  throughout  the  SoutL  The  organlsatloQ  deelhies  to  make 
public  any  information  oonceming  its  affairs,  other  than  that  It 


has  paid  all  of  its  losses,  and  has  abo  paid  dividends  with  grea 
regularity.  The  emcutlve  committee  consists  of  J.  W.  Aittsoo. 
Ennls,  Tez.:  F.  H.  Bailey,  Paris,  Tex.  and  J.  H.  Miller.  Roysa,  Tez. 
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CRAFT  OWNERS  INDEMNITY  EXCHANGE,  Seattie,  Wash. 

PreskiAt;  G.  W.  McCauley,    Secretary  tad  liCanager.  J.  I.  Knight,  Organittd,  1007. 


Thfi  OTfudntioo  eondaeti  fire  InrarMiee  on  tiw  motud  plan, 
(pDedhf  45  per  cent  d  the  aanval  pcemlniD  and  the  babaee 
thmof  rafaiieet  to  aHwment  ea  may  be  neeeannr  for  the  pay- 
ant  of  loBNa.    It  writes  rliks  on  geeoUne  faumebM,  eteamboate 


and  lailboata,  tofsther  with  howeboatt  aad  boathouiee. 

Mall  DuUter  aodraiNd  to  this  eoncem  has  been  returned  un- 
claimed. 


DRUGGISTS  INDEMNITY  EXCHANGE,  St.  Louis,  Mo. 

Attoney  and  Bianager,  J.  W.  Danghcrty,  606  Olhra  St    Oiganiaed,  1006. 


nil  b  aa  inter4itaraace  omnlsatioo  formed  In  1006  and 
Miused  by  J.  W.  Dandierty.  The  advisory  eommlttee  Is  made 
■p  u  foOovi:  Gharies  R.  Judge.  Fletcher  V.  Johnson,  Theodora 
r.Hi0Bov.  Edward  IL  Firaer.  Robert  C.  SeiUyTallof  St  Louis. 


While  the  attorney  deellnes  to  supply  statlsttes  for  publleatton 
he  has  (unished  us  with  eertaln  Information  which  Indleates 
that  the  issodatton  is  at  this  time  in  a  healthy  condlUon  and 
has  psid  all  losses  incurred  up  to  date. 


EQUITABLE  FIRE    UNDERWRITERS,  Chicago,  111. 


Us  asncBtioa  was  reputed  to  be  soliciting  business  m  1906, 
nader  the  suae  management  as  the  FUelity  Underwriters,  Fire- 
Fire  UaderwriterB,  Northern  Ffac  Underwriters  and  Queen 


City  Fire  Underwriters, 
standing. 


No  information  is  avulable  as  to  its 


FACTORY  INTER-INSURANCE  ASSOCIATION,  Kansas  City,  Mo. 

Attorneys,  Pratt  &  Nave,  614  Dwight  BuUding.    Organised,  1006. 


TUi  is  an  faiter-lnsnrance  association  organised  in  lOOS,  one  of  I  Inter-Insuranee  Aasoelatlon  of  Kansas  (Sty.    Reoent  requests 
tti  attoraeys.  Wallaoe  Pratt,  being  attorney  for  the  Lumbermens  |  for  a  financial  statement  hare  been  ignored. 


FIDELITY  UNDERWRITERS,  Chicago,  HI. 


T^  Uiqrds  Is  supposed  to  be  transaetlng  business  from  head- 
^svten  at  Chteagnu  It  Is  understood  to  be  under  the  same 
^Mttgrmfnt  as  the  Equitable  Flra  Underwriters.  Firemens  Fin 
^adovitters.  Northern  Fbe  Underwilten  aad  Queen  City  Fire 
U&derwiitcia,  aad  to  be  transaetlng  a  surplus  line  business  in 


eertafai  ssetlons  of  the  eouatry.  No  statement  as  to  its  plan  of 
operations,  ete ,  has  been  funUshed  us.  Subscribers  who  may  be 
offered  policies  of  this  concern  can  be  referred  to  a  party  who 
was  Insured  by  It  and  who  sustained  a  loss.  Mail  addressed  to  thk 
eoncem.  in  1010.  was  returned  unclaimed. 


FIRE  ASSOCIATION   OF  ILLINOIS,  Chicago,   HI 

Organised,  1006. 


TUiIioyds  was  organised,  fai  1006.  with  ten  subscribers  by  J  L. 
^f^  who  was  attorney  for  the  Equitable  Fire  Underwriters, 
wleaa  Fire  Underwriters  and  the  Columbia  Fire  Association, 
u  Uloydi  associations  located  in  Chioago  aad  whleh  an  supposed 


to  be  defunct  Later  advices  were  to  the  effect  that  the  name 
had  been  changed  to  the  Mercantile  Fin  aad  Marine  Underwriters. 
Mai'  matter  addressed  to  this  conoem  has  been  ntumed  ua- 


FIREMENS  FIRE  UNDERWRITERS,  Chicago,  lU. 


TUi 


Is  ondentood  to  be  under  the  same  management  as 


country.  No  financial  statement  has  been  furnished  us.  Sub- 
scribers who  may  be  offered  policies  oi  tbla  concern  can  be  re- 
ferred to  a  party  who  was  insured  by  it  and  who  sustained  a  loss. 
Mall  addrened  to  this  concern  has  been  ntumed  to  sender. 


Yeax 

1908 
1907 
1900 
19« 


GARFIELD  ASSURANCE  FIRE  LLOYDS,  New  York. 

Attorney,  Charies  F.  Mitchell,  66  Pfaie  St    Organized,  1801. 
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GARFIELD  ASSURANCE  FIRE 

ASSETS,  DECEMBER  31,  1909:  Mortmge  loam  on  real 
Mtate,  82,000;  mtereat  aconied,  1200;  total,  W,200.  UaWitiea: 
Net  lones  unpaid  (induding  $1,946  resisted),  $6,278;  unearned 
pranhims,  $1,742:  borrowed  money,  $772;  other  Uabflitiei,  $1,250; 
total  liabilities.  $10,037. 

Member^  UabiUty.  December  81,  $22,600. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree  December  31. 
$286,650'    premiums  thereon,  $3,600. 

MORTGAGE  LOANS;  A  mortage  of  $2,000  is  secured  by 
28  lots  at  Westham^n,  Lb  I.,  Taloeo  at  $2,000.  There  appears  to 
haTe  been  $200  of  mterast  due  and  accrued  on  this  loan  on  De- 
cember 31  last. 


LLOYDS,  New  York— C<wrf*»«ed. 

MISCELLANEOUS:  This  Lkords  which  had  been  ouieseent 
for  a  number  of  yean  past,  thou^  maintaining  its  legal  fonn  and 
filing  annual  statements  with  the  New  Yoric  Insurance  Depart- 
ment, benn  aetire  operations  hi  Mareh,  1907.  with  Charles  F. 
MitcheU.  56  Fine  st.,  New  York,  as  attorney. 

UNDERWRTTEBS:  Charles  F.  Mitchell.  L.  B.  Koch.  Ous. 
F.  McMaaus,  L  J.  Weim,  H.  A.  Fingerhut,  A.  J.  Roaentiial. 
J.  E.  Strauss,  E.  A.  Kates,  J.  W.  Webc^amaioa.  L  I.,  aO  of  New 
York.    MaTimiwn  liability  of  each  subseribn,  $2Ji00. 


GERMAN-AMERICAN  FIRE  UNDERWRITERS,  Chicago,  III. 

Attorney,  Sam.  J.  Tuck.  184  LaSalle  St    Organiied,  1903. 


This  association  began  operations  in  April,  1903,  It  reported 
20  underwriters,  the  number  later  being  increased  to  25.  and  each 
was  stated  to  have  contributed  $1,000  and  to  have  assumed  an 
unlimited  liabiiity.  Most  of  the  underwriters  were  not  listed  by 
the  rating  agency  consulted,  and  the  association  was  not  regarded 


as  strong.  The  underwriters  were:  A.  D.  Chandler,  John  Hardy 
P.  B  Freeman.  P.  M.  Wood.  John  Raffiiq,  D.  F.  Shay,  J.  a  Robin- 
son. A.  T.  MuUlken,  W.  Demeyn,  J.  H.  Zeller.  Benj.  Shane.  R.  A, 
Potter.  J.  F.  aark,  H.  L  Davidson.  Mall  matter  addressed  to 
this  concern  has  been  returned  to  sender. 


GINNERS  MUTUAL  UNDERWRITERS  ASSOCIATION  OF  TEXAS,  Tyler,  Tex. 

President,  W.  J.  Rutledge;  Secretary,  Dabney  White.    Re-organized,  1908. 


This  association  was  formwly  the  Qinners  Underwriters  Asso- 
ciation, an  inter-insuranoe  oreiniiation,  chartered  under  Chap. 
180,  general  laws  of  25th  Legislature  of  Texas.  The  present 
organisation  is  chartered  under  the  mutual  kw  of  Texas. 


For  the  period  ending  April  1.  1910,  the  Qinners  Mutual 
Underwriterir  Association  printed  statement  showed  that  during 
that  time  it  collected  $111,782  in  assessments,  paid  $90,712  for 
losses  and  expenses,  and  liad  no  unpaid,  due  or  contested  k 


GINNERS   MUTUAL  UNDERWRITERS  of  San  Angelo,  Tex. 


This  Is  an  inter^nsurance  association  operated  under  the  co- 
partnership laws.  Its  members  make  a  deposit  on  entering, 
and  eadi  glTcs  a  note  to  secure  payment  of  sudi  assessments  as 
may  be  necessary,  if  any.  to  meet  losses.  Its  losses  are  said  to  have 
beni  moderate  during  the  past  three  years.     N.  C.  Baldwin, 


Mayor  oi  Stephenville,  is  president  and  J.  B.  Alexander  and  L.  A. 
Mum  are  managers  and  treasurers.  The  directors  are:  W.  D. 
Lusk,  Ernest  Griffith.  J.  F.  Armstrong,  F.  N.  Foxhall.  Oscar 
Pearson.    Its  head  offices  are  hi  the  Trust  Building  Dallas,  Tex. 


UNDERWRITERS  AT  GREAT  WESTERN  LLOYDS,  New  York. 

Attorneys,  Hall  &  Trowbridge,  45  Cedar  St.    Organized,  1892. 


Yeas 

Assets 

Unearned 
Pmniums 

Surplus  as 
to  Fyh'rs 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Incorred 

1909 
1908 
1907 
1900 
1905 

$252,507 
200,189 
220,781 
224.401 
214,168 

$80,489 
85,902 
86.301 
37,883 
38,171 

$212,920 
205,713 
167.889 
177,860 
168.707 

$68,354 
65.513 
70.966 
73,009 
74,337 

t$78,837 

^73,999 

78.168 

80,451 

t80.933 

$22,542 

19,780 

8,535 

8,266 

12,785 

$16,324 

14,174 

11,408 

9,794 

9.126 

fi$25,649 
§24,532 
$27,959 
129.510 
129.250 

$64,515 
58,486 
47,902 
47,570 
51.161 

$10,525 

24.833 

14.750 

0.201 

0.8)6 

t  Excluding  subscribers'  deposits.    |  Excludes  sums  paid  to  retiring  subscribers. 


Assets,  Dzcbmbeb  31, 1909. 

Bonds  owned  (market  vahie) $215,950 

Cash  hi  office  and  bank 23,438 

Agents'  balances,  not  over  3  numtha  due 10,741 

Interest  accrued 2.378 


Total  admitted  assets $252.507 

Members'  additional  IlabQity.  December  31.  $328,000. 


LiABiLnriEs,  Decbmbbe  31, 1009. 

Net  losses  unpaid  (none  resisted) 

Unearned  nremiums 

Other  liabuities 


$479 

36.4S9 

2,619 


Total  liabilities,  except  deposits  and  surplus. 

Deposits  of  subscribers 

Surplus  over  all  liabQities 


$39,587 

82.000 

130,920 


Total  liabilities,  deposits  and  surplus $252,507 


RISKS  AND  PREMIUICS:  Flie  risks  ha  force,  December  31. 
$11.06031(1'  premiums  thereon.  $72,978. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$1,312,757.  losses  paid,  $565,700;  dividends  declared,  cash. 
$118,590. 

Par  Market 

BONDS  OWNED:                        Value.  Value. 

N.  Y..  Uwka.  A  Western  Ry..  1923.  6%        $11,000  $12,100 

New  ifork  k  Northern  R.  R..  1927,  5% .          10.000  10,800 

New  Amsterdam  Gas  Co.,  1948,  5% 15.000  15,150 

BaiU.  A  Ohio  R.  R.,  1925.  3i% 16.000  14.880 

On..  Ind.,  St  Louis  &  Chi  Ry..  1936. 4%           9,000  8,820 

R.  I.,  gn..  1988,  4% 20,000  19.800 

Chictto  ft  East  IlUnois  lU..  1937,  5%. .          20.000  22,800 

NewYork  City.  1954,  Zh% 50.000  45.000 

New  York  City.  1957.  iWo 50,000  66,600 

Totals  (book  value,  $213,864) $211,000  $215,950 


MISCELLANEOUS:  Formed  as  the  Internationa]  Lloyds, 
present  title  adopted  March  28, 1894.  It  taisures  onlysprinklered 
risks.  Each  subscriber  assumes  a  liability  of  $10,000  on  each 
and  every  conflagration. 


UNDERWRITERS: 

George  C.  Clarke,  pres.  of  Tefft  WeUer  Co..  N.  Y. . . . 

David  C.  Walton,  of  D.  S.  Walton  A  Co.,  N.  Y 

Stephen  S.  Palmer,  pres.  New  Jersey  Ztaio  Cb..  N.  Y. 
Felix  Fuld.  of  L.  Bamberger  k  Co..  Newark,  N.  J. . . 
John  N.  Beach,  vlce:pres.  of  Tefft  Weller  Oo ,  N.  Y. . 
Edward  £.  Hall,  of  (Seorge  E.  Stanton  ft  Co.,  N.  Y. . 
Cornelius  E.  Rumsey,  formerly  trees.  National  Blsenlt 

Co.,  Pittsburg,  Pa 

Hany  J.  O'Brien,  Insurance,  Chieaio,  III 

William  Wieke,  pres.  of  Wm.  WickeRlbbon  Oo..  N.  Y. 
Albro  J.  Newton,  pres.  Albro  J.  Newton  Cb.,  Brooklyn, 

N.Y TT.. 


LiablUty. 

$10,000 
10,000 
10.000 
10.000 
10.000 
10.000 

10.000 
10.000 
10,000 

10.000 


SEPORTS  OF  FIRE  INSURANCE  COllPANIES. 


UNDERWRITERS   AT   GREAT   WESTERN    LLOYDS.  New  York— CimrtnweJ. 

■b-foiK. 
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ILLINOIS  UNDERWRITERS   MUTUAL  ASSOCIATION,   Chicago,  Dl. 


a  K.  acUanr,  pnridot  <■(  tba  dc^noet  Wilb  Willi  Ftn  Is-  I 
anna  Co.  wtt,  la  IMS.  icDortod  lo  hin  onulitd  tb*  Illliiali 
UidnitKn  Hoturi  ABrtitkiB.  wT"^  •---• ■ ■  ■°'  '      ' 


AtMTWT*. 

THE  INDEMNITY  EXCHANGE,  Chicago  and  New  York. 

Wm.  ud  R.  U.  Wmkmjai.  HO  US.]].  SL.  Oucko;  »0  Bnadny  N.  Y.    OigiDtud,  18«I. 

V„j     A-. 

SftS 

PrmliKM 

Total 

LosKi           Dlv- 
Piid           idadi 

,S. 

Total  E.-       Low 
peoditun.     Incurred 

,??;US 

t£3.«« 
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iS:!!!     iS:!n 

S2.232 

cripUoiu  m  IMS.  tl07.0H 


IIW.  ud  110.(170  111  ItOt. 


18,771;  totil  tabilln 


BISKS  AND  PSEUUMS:  Fm  itAi  U  fona.  Dnwibar  SI. 
ni.77I^Sa;  pndloDa  tbanon.  I12S.016. 

BI^IKESS  SINCE  ORQANIZATION:  FnDliiDU  nealnd, 
taii.aJi    loBB  paid.  llJOaiOS;   dlTtdandi  dealusd.  aib. 
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INDIVIDUAI.  FIRE  UNDERWRITERS,  St. 

Annun  ind  VMBMtm  W.  H.  MuUum  &  Co.,  Pise  BuDdii.g. 

Louis,  Mo. 

OcCiulHl,  1902. 
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REPORTS   OF  FIRE  INSURANCE  COMPANIES. 


INDIVIDUAL  FIRE  UNDERWRITERS.  St.  Louis,  Uo.."<:ofUinued, 


Assets,  December  31, 1909. 

Bonds  and  stocks  owned  (market  value) $68,867 

Cash  in  office  and  bank 2fi7,095 

Agents'  balances,  not  over  3  months  due 7,438 

Interest  accrued 2,749 


Total  admitted  assets $336,145 


LiABiunEs,  December  81,  1909. 

Net  losses  unpaid  (including  $2,600  resisted) 

Unearned  ijremiums 

Unpaid  dividends 


$2,630 

81.154 

861 


Total  liabilities,  except  deposits  and  surplus . 

Deposits  of  underwriters , 

Surplus  over  all  liabilities 


$34,646 

260.000 

61,500 


Total  liabilities,  deposits  and  surplus $336,145 


RISKS  AND  PREMIUMS:    Fire  risks  in  forte  December  81. 
$5,781,568;   premhims  thereon.  $62,308. 

BUSINESS  SINCE  ORGANIZATION:     Premiums  leoeved, 
$674,605;  \om»  pakl,  $290,910;  cash  dividends.  $100,000. 

Par  Market 

BONDS  OWNED:                        Value.  Value. 

United  Ryf.  Co..  St  Louis.  4% $36,000  $39,700 

St  Louis  A  San  Fhmdsco,  r.,  4% 20.000  17.000 

Ameriean  Tobaeeo.  4% 9,000  6.930 

St  Louis  A  San  Franelseo,  equip.,  5%. .          15.000  15.037 

Stocxs. 

Western  Adj.  ft  Insp.  Co 200  200 

Totab  (book  value,  $69,905) $80,200  $68,867 


MISCELLANEOUS:  The  liability  of  eaefa  of  the  25  under- 
writers Is  limited  to  $40,000  (of  which  $10,000  is  on  deposit  and 
$30,000  subject  to  call)  beyond  other  assets  in  hand.  Each 
underwriter  Is  supposed  to  be  absolutely  good  for  his  subscription: 

t  Is  stated  that  tne  eomUned  assets  «  the  underwriters  is  more 
than  $80,000,000,  but  this  sasoclatlon  diflfers  from  most  others  of 
Its  kind  In  that  the  responsibility  of  each  of  the  underwriters  Is 
guaranteed  by  all  the  others.    Thii  Mganissition  writes  genuine 

urplus  insurance  on  high  grade  risksi  after  the  large  companies 


have  taken  full  lines,  requiring  a  warranty  as  to  some  spedfied 
company  being  contlnaonsly  interested.  New  York  ttwidard 
form  of  policy  Is  used.  Cbnilamtion  losses:  BaltimorSp  lOOi 
$45,000;  San  Frandaco.  19067^.000. 

UNDERWRITERS:  Qeorge  L  Allen,  capitalist:  W.  K.  Bl3d>y; 
R.  S.  Brookings,  vice-pres.  Sam'l  (Tupmes  Woodenware  Co.; 
Oeorge  Warren  Brown,  president  Brown  Sioe  Co.;  Paul  Brown, 
vloe-pres.  Mercantile  Trust  Co.*  James  Campbell,  banker;  Ifurrav 
Oarieton,  ores.  Carleton  Dry  (Soods  Co.;  H.  N.  Davis,  pies.  Smith 
k  Davis  Wg.  Co.-  John  D.  Davis,  vice-prce.  Mississippi  Valley 
Trust  (}o.;  R.  B.  Dula,  vice-prea.  American  Tobaeeo  (So.;  D.  R. 
Frands,  pres.  D.  R.  Francis  k  Bro.  Commission  Co.;  Joa.  M. 
Hayes,  ores.  Jos.  M.  Hayes  Woolen  Oo.;  Theodore  F.  Mgrer.  pres. 
Meyer  Bros  Drug  (>>..  L  H.  Lkmberger,  lawyer  P.  C.  Haffitt 
capitalist:  Oeorge  D.  Markham,  seniorpartner  W.  H.  Markham 
k  Co.;  Thomas  H.  McKlttrick.  pres.  Hargadlne-McKlttrick  Dry 
Goods  Co.;  Eben  RIdiards.  lawyer;  Daniel  CL  Nugent  first  vice- 
pres.  B.  Nugent  k  Bro.  Diy  (3oods  Co.:  John  Seullln.  capitalist* 
E.  C.  Simmons,  chairman,  boud  of  directors.  Simmons  Hardwars 
Co.;  Homer  P.  Knapp,  director  Butler  Brouiers:  D.  D.  Walker, 
capitalist;  Festus  JT  Wade.  pres.  Mareaatfle  Trust  Co.;  RoUa 
Wells,  director.  State  National  Bank. 

HELD  MEN  AND  TERRITORY  COVERED:  Fired  8.  James 
k  Co..  Chicago,  deputy  attorney  for  Cook  Co.;  E.  E.  Hall  k  Oo^ 
New  York,  for  N.  Y.  State.    The  company  is  licensed  hi  Ma 


INDIVIDUAL  UNDERWRITERS,  New  York. 

Attorney,  John  R.  Waters,  90  West  St.    Organized,  1881. 


Year 

Assets 

Unearned 

Surplus  as 
to  f'yh'rs 

Net 

Total 

Losses 

Div- 

£z- 

Total  Ex- 

Losses 

Income 

Paid 

idends 

Pfnuff 

penditures 

Incurred 

1909 

$857,748 

$151,424 

$469,175 

$385,255 

$413,864 

$63,319 

$187,558 

$66,948 

$317,825 

$63,319 

1908 

767,447 

154,664 

478,500 

898,654 

425.442 

208,497 

271,819 

67,278 

547,594 

208.497 

1907 

881,611 

187.874 

510.152 

431,622 

458.203 

88,616 

171,512 

78.785 

338.918 

88,616 

1906 

779,696 

141.129 

517.628 

434.932 

459,614 

211.772 

64,088 

78,900 

849.706 

211.773 

1905 

680,041 

146,016 

498.741 

454,253 

472,119 

225.391 

22,499 

76.875 

t324,765 

S25,391 

t  Excluding  $17,449  charged  o£f  bond  account 

A88XTS,  DZCBMBER  31,  1909. 

Bonds  owned  (book  value) $421,646 

Cash  in  office  and  bank 431,256 

Premiums  in  course  of  collection,   not  o\*er  3 

months  due 1,264 

Interest  accrued 3,583 


Total  admitted  assets $857,748 


LiABiLinzs,  Decbmbee  31,  1909. 

Unearned  premiums 

Unpaid  dividends 


Total  liabflities.  except  deposits  and  surplus . 

Deposits  of  underwriters 

Sun^us  over  all  liabflities 


$151,424 
237.149 

$388,573 
313.500 
155,675 


Total  liabflities,  deposits  and  surplus $857,748 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$45,219,032. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  leoeived, 
$7,113,885;  knses  paid.  $3,416,765;  dividends  declared,  cash. 
$2,035,743. 

Par  Market 

BONDS  OWNED:                        Value.  Value. 

Can.  Southern  Ry..  1  m..  1913.  6% $50,000  $62,000 

City  of  New  York,  1920.  3% 178.000  161,980 

aty  of  New  York,  dock,  1925,  3% 122,000  107,665 

L  S.  ft  Mich.  So.  Ry..  gn..  1910,  5%. . . .          50.000  50.000 

Mich.  Cent.  R.  R..  n..  »10.  5% 50.000  50.000 

Totals  (book  value.  $421,645) $450,000  $421,645 


MISCELLANEOUS:  The  foregoing  statement  Is  a  summary  of 
286  private  accounts  of  subscribers,  who  reciprocate  fire  insur- 
ance Indemnity  in  the  office  oi  the  attorney.  (Transacts  only 
inter-insuranoe  between  members.)  Conflagration  losses:  Balti- 
more. 1904,  $441,000;  San  Frandsco.  1906,  $209,500.  Memben 
underwrite  the  risks  of  other  members  to  the  extent  of  $500. 
$1,000.  $1,500  or  $2,000  each,  according  to  their  own  lequlra- 
ments  as  policyholders,  each  member  tn  a  particular  claM  Insur- 
ing each  other  member  of  Uut  dass  an  equal  amount,  also  each 
member  of  the  other  three  dssses.  but  not  exceeding  Uie  limit  of 
his  own  or  their  dass.  Each  member  deposits  the  amount  which 
he  wfll  assume  on  a  dngle  risk,  thus  constituting  an  emergency 
fund,  upon  which  6%  interest  is  allowed.  After  the  aoeumulatloo 
of  an  amount  equal  to  his  emergency  fund  deposit,  a  subseriber  is 
entitled  to  reodve  dividends  from  surplus  earnings.  Memben 
may  withdraw  on  15  days'  notice,  and  their  outstanding  risks  will 
be  assumed  by  the  remaining  underwriters.  But  one  risk  is 
written  In  a  dty  blodc.  and  eadi  member^  liability  by  on*  fire  k 
limited  to  ten  times  his  deposit 


INDUSTRIAL  UNDERWRITERS,   Chicago,   111. 

Polides  of  the  above  concern  emanating  from  the  office  of  N.  E.   I   by  spvrral  local  agents.    8.  M.  Moffetl  was  given  as  attorney  aad 
Oglesby  4  Co..  155  Washington  st.  Chicago,  were  received  in  1908   1   manager. 


REPORTS   OF  FIRE  INSURANCE  COMPANiJlS. 
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INTER-INSURANCE  COMPANY,  Galveston  and  El  Paso,  Texas. 


ThJi  eoneeni  is  reported  to  be  operated  by  T.  K.  Best  A  Co., 
i  k  abo  the  Fro5t  Sharing  Compaoy  of  Qatveston  and  El  Rwo. 


INTER-mSURERS  EXCHANGE,  Chicago,  III 

Attorney  and  Manager,  H.  J.  Straight,  164  Dearborn  St    Organized,  1904. 


BUSINESS  SINCE  ORGANIZATION:  Premiumi  racdred. 
lltlTS:   kMses  Incurred,  $247. 

INSURANCE  IN  FORCE:  December  31.  1909.  $296  000. 

Thb  b  aa  inter4n8arance  organization  which  began  biainesi  in 
Deeember.  1004.  Its  attorney  and  manaiter  also  operaten  the 
Merehants  Exchange  and  the  iTnderwriters  Ekebange.    It  writes 


only  sprlnldered  ritla  and  the  policies  are  guaranteed  by  reqionsible 
ana  reputable  members  of  budnest^  houses.  Its  financial  statement 
as  of  December  31.  1909,  showed  total  assets  (eash).  $8,114; 
net  cash  surplus.  $7,202.  Net  cash  premiums  receiyed  during  1909, 
$2,280:  total  income,  $2,467:  losses  paid,  $14;  dividends.  $292; 
expenses.  $597;  total  expenditures,  $903. 


INTER-INSURERS  OF  AMERICA,  Washington,  D.  C. 

President,  Hon.  Edward  C.  Stokes;  Secretary,  C.  E.  Gudebrod. 
Atloraey.  James  R.Skinner;  Deputy-Attorney,  G.  Thomas  Dunlop.    Offioes,  Fendall  Building,  Washington.    Organized.  1892. 


Yeax 

Assets 

Unearned 
Premiums 

Surplus  as 
to  Fyh'rs 

Net 
Prenuums 

Total 
Income 

Losses 
Paid 

DiT- 

idends 

Ex- 

Total  Ex- 
penditures 

Losses 
Incurred 

19$)9 

$92,380 
86,918 
80.565 

$5,396 
6,027 
6,825 

$84,576 
80,391 
16,417 

$26,898 
28.593 
18.108 

$26,898 
28,593 
15,687 

$1,793 

10,252 

5.633 

$3,725 
3,364 
3,051 

$5,518 

14,065 

8,684 

$3,652 

I907t 
1906 

$1,340 

10,252 
5.633 

t  June  1,  1908. 


ASSETS.  DECEHBER  31.  1900:  Guarantee  fund.  $71,000; 
cash  m  office  and  bank,  $18,173;  interest  accrued.  $473;  premiums 
and  naem  fund.  $2,733;  total,  $92,379.  liabilities:  Net 
koses  unpaid,  $1,859;  unearned  premiums,  $5,396;  reinsurance 
premiums.  $209;  other  liabOities.  $338;  total.  $7,803. 

Tbim  la  an  Inter-insuranoe  association  and  has  100  memben  in- 
suring each  other  for  a  limited  amount  with  a  mailaium  liability  cf 


$500  eaeh.  The  association  takes  as  members  only  those  in  good 
financial  standing  and  whose  plants  are  considered  exoellent  fire 
risks.  It  writes  Unes  ranging  from  $10,000  to  $25,000.  depending 
upon  the  character  and  standing  of  plant  to  be  insured. 

OFFICERS  AND  TRUSTEES:  Hon.  Edward  C  Stokes,  James 
T.  Wood.  C.  E.  Gudebrod. 


INTERNATIONAL  FIRE  OFFICE  of  New  York  City,  N.  Y. 

Attorney,  Chas.  F.  Mitchell.  56  Pine  St.    Organized,  1802. 


Yeak      Assets 

Unearned 
Premiums 

Surplus  as 
to  Fyh'rs 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909            $1,9891         $4,752 

—$4,333 

418 

—6,563 

—8,737 

—8.303 

$6,997 
3 
3 

10 
82 

$7,025 

203 

3 

flO 

tm 

$73 

$7,126 

10 

41 

795 

t2.882 

$7,199 

10 

274 

2.515 

4,812 

$729 

1908  ,               846 

330 
10 
16 
18 

1907                 a67 

233 
1,720 

1906  .                63 

1905  i                21 

1,930 

—  Deficiency  of  assets,    t  Excludmg  borrowed  money,  $3,125,  and  sale  of  securities,  $1,500.    t  Exdudmg  $1,075  paymen 
of  loan,     i  Excluding  borrowed  money,  $2,547  in  1906  and  $275  in  1907.    a  Cash. 


ASSFTS.  DECEMBER  31, 1909:  Cash,  $19;  agents'  balances, 
11,970;  total,  $1,969.  liabilities:  Net  losses  unpaid  (none 
lesisted).  $056;  unearned  i»«niums.  $4,752;  other  liabilities. 
1914:   total,  $6322. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$667,480;    premiums  thereon,  S9,461. 

MISCELLANEOUS:  Formed  as  Lenox  Fire  IJoyds;  changed 
to  Merchants  A  Mechanics  Ffre  Lbyds.  July  22. 1905:  present  title 
assumed  April  15,  1902.  Conflagration  losses:  Baltimore,  1904. 
S1,SOO. 


UNDERWRITERS: 

Amion,  J.,  42  W.  23d  st..  N.  Y 

Ameone.  Sam..  42  W.  33d  st,  N.  Y 

Block,  S.  J.,  116  E.  Broadway  N.  Y 

Fl>nn.  Joseph,  132  Nassau  st.  N.  Y 

Koch.  L.  B.,  34  E.  3l8t  st.,  N.  Y 

Mitchell,  C.  F.,  56  Pine  st..  N.  Y 

Pendreigh.  J.,  44  Court  st.,  Brooklyn 

Rosenthal,  J.,  1403  Lexington  ave.,  N.  Y.. 
Rosenthal.  Sam..  Ill  E.  Broadway,  N.  Y.. 


Assumed 
Liability. 

$5,000 
5.000 
5.000 
5.000 
5,000 
5,000 
5,000 
5.000 
5.000 


ISTHMUS  LLOYDS  OF  THE  CITY  OF  NEW    YORK,  N.  Y. 

Attorney,  C  P.  Hull,  Jr..  95  William  St,  New  York.    Organized,  1889. 


BUSINESS 
3416.297; 


SINCE  ORGANIZATION:    Premiums  received. 
paid.  $229,188;  dividends  declared,  cash.  $21,0n. 


Thb  Uogrdfl  was  reorganised  bi  April.  1907,  after  having  been 
inactive  for  three  years.  There  were  numerous  changes  in  the 
list  of  underwriten,  which  Is  now  as  given  below. 

The  statement  of  this  Lloyds,  as  of  December  31,  1909,  showed 
18  of  caili  in  bai^.  $4  of  uncollected  premiums  and  $3  of  liabilities. 
The  bnsineas  during  1900  was  as  follows:    Premiums,  $4;   total 


income,  $33:  expenses,  $1;  refunded  to  underwriten,  $1,546; 
total  disbursements  $1,547.  The  total  liability  of  underwriters 
is  stated  to  be  $17,500. 

UNDERWRITERS:  R.  0.  Haubold.  519  W.  173d  st.New 
York;  C.  P.  Hull,  Jr.,  380  W.  2lBt  st.  New  York;  W.  W.  Urquhart, 
Jr.,  78  Madison  ave..  New  York:  Geo.  A.  Fuich,  2823  Elliott  st, 
Baltimore,  E.  A.  Donnelly  1317  Calvert  st,  Baltimore;  W.  A. 
Fechtig.  Hotel  Imperial,  N.  Y.,  A.  L  Davis,  501  W.  143d  st, 
N.  Y. 
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LARGE  AREA  SEGREGATION,  New  York. 

Attorney  and  Manager.  John  R.  Waters,  90  West  St.    Organised.  1900. 


This  Is  a  branch  of  the  New  York  Reoiprooal  Underwriteia.    It 
eoouneneed  operation  In  Oetober.  1900.  and  ueh  of  the  60  or  more 


membeis  may  mtderwrlte  the  risk  of  eaeh  other  member  to  the 
extent  of  $6,000. 


LLOYDS,  New  York. 

Attorney.  R.  H.  Foiaom.  1  William  Street.  New  York. 


'^ASSETS,  DECEMBER  81.  1909:  $28;  unearned  premiums, 
f7:  nel  premhuns,  $15;  total  ineome,  $88;  expenses,  $140; 
vkks  in  foroe,  Deeember  31, 1909, 12,150;  premiums  thereon,  114. 

mSGELLANEOUS:  Formed  as  Firemens  Fire  Lbyds,  Mareh 
12,  1892,  durnged  to  Jefferson  Fire  Lbyds.  Oetober  19.  1805; 
ehansed  to  Seaboard  Fire  Underwriters.  Deeember  22,  1902; 


ohaoRed  to  Old  Oolony  Fire  Offioe,  April  5.  1906;   present  title 
assumed  February  3.  1909. 

UNDERWRITERS:  Luther  H.  Holton,  186  Lefferto  a?e.. 
Brooklyn;  Louis  Larenoe,  117  Clymer  St..  Brooklyn;  Ralph 
H.  Folsom,  51  W.  47th  st,  New  Yoric 


LUMBER  MANUFACTURERS  INTER-INSURANCE  EXCHANGE, 

New  Orleans,   La. 


This  organisatton  was  formed  ta  May.  1906.  with  the  (olbwfaig 
adrisory  board:  R  H.  Downman.  New  Orleans,  ehairman;  R.  H. 
Knox,  of  the  Hilton  k  Dodge  Lumber  Company.  SaTannah.  Ga.; 
R  M.  Oanler  of  the  Carrier  Lumber  A  Ifanufsietuiing  Company. 
Sardis^  Ifiss.;  A.  T.  Qenans  of  the  St.  Louis  Qfpress  CqmiMny, 


Honma.  La.:  Herbert  W.  Stover  and  E.  B. 


cer  of  WUloox. 


Peek  A  Hughes,  treasurer  and  seeretary,  respeetiTelT.  The  in- 
sursnee  firm  of  Wlllooz,  Peek  &  Hughes,  with  headquarten  In 
New  York  will  have  power  of  attorney  to  carnr  on  the  affisirs  of 
the  bureau.  The  assodatlon  will  operate  In  all  lumbeilng  seetlooa 
of  the  United  States. 


LUMBERMANS  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  J.  W.  Garvey.    Organixed,  1894. 


YXAK 


1900a 
1908a 
1907a 
1906a 
1905 


166,068 
66,892 
61.949 
05.972 
62.690 


Unearned 
Premiums 


Net 
Surplus 


t$43.703 
^43,630 
141,861 
140,039 
t87.250 


Net 
Premiums 


$45,180 
41,452 
46,690 
40.937 
43,086 


Total 
Ineome 


847.114 
44,235 
48,509 
42,567 
44,891 


Pakl 


117,867 

26,33S 

17,274 

8,832 

6,084 


Div- 
idends 


117,424 
20,089 
27,875 
27,935 
27.467 


Ex- 


$8,341 
8.134 
7,914 
7,808 
7,027 


Total  Ex- 
penditures 


$43,632 
54.561 
63,063 
44,070 
40.678 


Incurred 


$17,967 

20,338 

17,274 

8,333 

6.064 


a  Statement  dated  July  81.    %  Reserve  and  depouts. 


ASSETS,  JULY  81.  1909:  Seeuitd  loans.  $42,400;  eash  b 
olBee  and  bank,  $17,975;  unoolleeted  premiums  and  depoeite, 
K09«:  total,  $05,068.    LiabiUties:    Unpaid  dividends,  $21,366. 


BUSINESS 
$400,636; 


SINGE  ORGANIZATION:    Premiums  leoeived. 
paid.  $170,991;  eash  dividends.  $206,027. 

MISCELLANEOUS:  This  organisation  now  writes  $4,000  on 
detaehed  yards,  and  smaller  lines  on  exposed  yards,  except  those 
enosed  bv  long  frame  ranges  and  special  hazards.  It  ooUeets 
full  board  rates  (minimum,  1%).  Eaeh  subscriber  deposits 
$12.90'  his  aoeount  Is  than  eredited  with  his  proportion  of  the 


premiums  written  dally;  wlien  su«h  eredlts  amount  to  $28.  th« 
$26  is  added  to  his  (teposit.  and  the  $37JK)  is  set  aride  to  bin 
aeeount  as  his  reserve  fund.  All  amounts  eredited  to  his  aceount 
themfter  are  returned  to  him  In  dividends  at  eadi  annual  stnt^ 
ment,  less  16%  and  his  proportion  of  losses  and  eqwnses.  The 
acsoelatton  seems  to  be  carefully  managed. 

ADVISORY  COmniTEE:  John  H.  Leidlgh.  pres.  Leidirh- 
Havens  Lumber  Oo.r  Louis  L.  Selbel.  viee-pres.  Badger  Lumber 
Co.  9.  H.  Fullerton.  prea.  Chicago  Lumber  k  Coal  Co.;  Benj.  B. 
Foster,  pres.  Foster  Lumber  Co.*  R.  J.  Hurley.  R.  J-  Hurlry 
Lumber  Co. 


LUMBERMENS  AND   LUMBERWORKERS'   ALLIANCE,  Chicago.  111. 

Attorneys  and  lianagers,  William  and  Royal  hL  Wflliamsoa,  240  La  Salle  St 


This  is  an  inter4nsuranoe  institution  whidi  wss  being  organised 
in  1907  by  WilUam  Williamson  and  Royal  M.  Williamson,  who 
also   manage   the   Indemnity   Exchange.   The   Manufaeturen^ 


Allianee  and  the  Sprlnklered  Risk  Underwriteis,  but  owing  to 
the  finaadal  depresilon,  organisation  was  Indefinitely  postpoosd. 


LUMBERMENS  INDEMNITY  EXCHANGE,  Seattle,  Wash. 

Attorneys  and  Managers.  Hanford  &  de  Veuve,  \Vhite  Building.    Organized,  1903. 


Ybak 

Assets 

Unearned 
Premiums 

Surplus  as 
to  Fyh'rs 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

1909 
1908 
1907 

$120,018 
183.790 

831.002 
21,830 

$90,352 

111.980 
84.580 
76,059 
45.198 

$79,155 
72,700 
70.477 
76.017 
71.804 

[8121.848 

107.096 

119.240 

78.191 

73.442 

$67,017 
6  092 

100.403 
1.136 
1.620 

$14,810 
2,001 
1.983 
1.542 

$22,380 
19,080 
19.904 
19,426 
18.303 

$94^18 

20.783 

188,360 

22.103 

19.828 

1900 

186.080 
70.802 

1905 

$57,017 
6.092 

100,408 
1.1S5 
14S0 


Assets.  Dkcsmbes  31,  1909. 

Mort|pige  loans  on  real  estate 

Washmgton  Iron  Works  bonds  (market  value) 

Cash  fak  offioe  and  bank 

Members'  balsnces,  not  over  3  months  due 

Due  from  reinsuring  companies 


Total  admitted 


$32,470 

19,390 

84.799 

83,130 

0.823 


$120,018 


Liabilities.  December  81.  1909. 

Unearned  premiums 

Reinsurance  premiums 

Commissions  due 


Total  liabilities,  except  surplus. 
Surplus  as  to  policynolders 


$3I.0«2 
3.539 
h096 

8M.206 
90,352 


Total  l^bSities.  capital  and  surplus $120,018 


SSPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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LUMBERMENS  INDEMNITY  EXCHANGE,  Seattle,  Wash.— C^mMniMtf. 


FIRB  RISES  IN  FORCE: 


December  31.  li.913.lM3. 

Premtiiiie  reeeiTed 


ffBIISINEBS  SINGE  ORGANIZATION: 
tlB,10«;    ksM  piid.  $17D.766i 

MORTQAOE  LOANS:    There  are  8  loeos  earegBtiiig  $32,470 
protected  bj  tat  lians  on  Seattle  and  mKngTam  pcopertiea. 


MISCELLANEOUS:  This  ia  in  bter-iuiizanee 
oomprind  of  lumbw  dealen  rated  at  $100,000  or  more,  who  in- 
auie  each  other.  Attomeya  are  inauranee  men  and  in  1900 
organiaed  a  atoek  fire  inauranee  flftmpaay  known  aa  Uw  Seattle 
FvB  and  Marine  Inauranee  Company  of  iHkiefa  J.  H.  de  Veure 
waf  aecretary. 


LUMBERMENS  INTER-INSURANCE  ASSOCIATION,  Kansas  City,  Mo. 

Attorney  and  Manager.  Wallace  Pratt,  014  Dwight  Boikling.    Organised,  1003. 


Thii  aaaoclatfcm  began  bnalDeaf  Jane  1.  1902,  and  had  04  aab- 
iBifaeta  Eadi  anheafber  depoelta  aa  amount  equal  to  the 
preadmn  on  hia  polfey,  agatnat  which  hia  proportion  of  loean  and 
■aae  la  ehaivrd.  Expenam  are  eovered  by  aa  aOowanoe  of 
to  the  attorney*    Each  lufaaeriber  b  liable  In  the  proportion 


aa  hii  depoalt  ia  to  all  depoalti.  Quarterly  Inipeetlon  of  all  ilaka 
are  made.  No  reply  h%a  been  reeelTed  to  reeent  requeeta  for  a 
financial  atatement.  Aa  we  were  going  to  pram  adylcea  were 
received  to  the  effect  that  thla  amodatton  waa  In  procew  of 
Ilquldattott. 


LUMBERMENS  LLOYDS,  Eau  Claire,  Wis. 

Attorney  and  Manager,  J.  A.  Smith.    Organiaed.  1893. 


Ufa  aaaodatlon  waa  formed  In  September.  1893,  and  at  date  of 
lafemt  obtainable  report  had  20  eubaoribpra,  each  of  whom  waa 
elated  to  have  depoalted  16,000.  and  to  have  amumed  $7,500 
addltknal  liabUlty.    Ita  maximum  Una  waa  $25,000.    It  trana- 


aeta  onhr  Inter-lnauranee  (between  memben).  and  dedlaea  to 
go  into  aetalla  aa  to  Ite  operatlona.  which,  howerer,  are  underatood 
to  haTe  been  very  anoeeerfuL 


LUMBER  UNDERWRITERS,  New  York. 

Attorney,  Eugene  F.  Perry,  00  Broadway.    Organized,  1892. 


YsAa 

Aaaets 

Unearned 

Surplus  aa 
toF^'ra 

Net 

Total 

Losses 

Div- 

Ex- 

Total Ex- 

Losses 

Premiums 

Income 

Paid 

idends 

penses 

penditures 

Incurred 

190» 

$234,470 

$103,584 

$107,500 

$208,060 

$217,021 

$110,99^ 

$18,706 

$08,038 

$197,742 

$122,027 

IMS 

214.902 

115.043 

84,086 

191,730 

(198.618 

95.052 

M2,555 

51.943 

191,128 

98,331 

1907 

*2MS2 

80.308 

107,153 

153,390 

182,898 

84,820 

22,221 

45,372 

152,422 

76,879 

1900 

100,325 

74.713 

75.040 

129,494 

(137,817 

57,867 

17,600 

32,581 

tl08,048 

64,412 

1906 

168,032 

79,108          02.301 

115.452 

121.370 

40,591 

1,700 

81.505 

t73,790 

37.218 

tExdnd 
ii  1900.  and 


bu  $5^1  paid  retiring  underwriters  m  1905  and  $22,180  m  1906.    SlExcludmg  $52,000  deposited  by  underwriten 
$25,000  fai  1908.    *  Also  $25,000  divklend  tranrferred  to  underwriters  depoMt  aa»ttnt    i  Tennessee  standard. 


Assets.  Decembkr  31. 1909. 

Stale  of  Georgia,  1931.  di%  bonds  owned  (book 

lvalue) $10,000 

Cash  in  office  and  bank 195,741 

Agenta'  balanceH.  not  over  3  months  due 28,654 

Interest  accrued 175 

Total  admitted  assets $234,470 


LlABILITIZS,  DXCEMBES  31,  1909. 

Net  losses  unpaid  (none  resisted) $19,281 

Unearned  premiums 103,684 

Other  liabilities 4,105 

Total  liabflities.  except  surplus $126,970 

Surplus  as  to  policynoldeni 107,500 

Total  liabflities  and  surplus $234,470 


RI^KS  AND  FREMnJMS:  Oroas  fire  risks  hi  foree,  Decem- 
ber 31,  $0,733L78t'  pcemiums  thereon,  $207,160. 

maCELLANEOUS:  Formed  as  Underwriten  at  Mutual 
Usydr  the  word  "Lumber"  waa  prefixed.  July  9,  1900,  and  op 
Deesmber  tU  1900.  the  words  "at  Mutual  Uoyds*'  were  eltm- 
batad  As  Its  name  Indleatea.  thla  association  inakes  a  specialty 
of  fambcr  and  woodworidag  risks.  The  chief  parties  In  interest 
are  ijentlftad  with  the  iTatlonal  Wholesale  Lumber  DealenT 

Amount 
Depoalted  by 
Each 
UNDERWRITERS:  Underwriter 

/.  R.  Babeoik.    Flttabuig,  Fa.,   let  vk»i>resldent 

Kattooal  Whohsale  Lumber  Dsalen' Assn $0,067 

FM  W.  Oob^  treaa.  Nat  Wholcsah  Lumber  Dealer^ 

AsHL,  29  Broadway.  N.  Y 6,667 

(lH.QKitaB,of  MlIlvCai]etan(}o.,(aevelaad.  0...  6.666 

V.  A.  HoICk  yke^vm.  ^t  Lumber  Go..  Ooonto.  Wis.  6,607 

H.8.Lee.of  Iftaerft  Co..  Baffato.K.  Y 6,666 

W.  a  Latdbw.olLakUaw  Lumber  Co..  Toronto,  Ont.  6,067 
Bobtrt  a  Lipiinoott,  1420Gbestnut  sk,  Philadelphia, 

Pa 6,666 

Lewis  Dil  BaMmore,  Md^  es-preic  Kak  Wholesale 

''-■■'         0,Qg7 


Amount 
Deporitedby 
Eaoh 
UHDaawKiraas— Coal.  Underwriter 

Eugne  F.  Periy.  sec  Nat  Wholesale  Lumber  Dealers' 

Assn.,  New  York  Qty $6,667 

a  H.  Presoott,  Jr.^  Saginaw  Bay  Co.,  Cleveland, 

0..  ex^rea.  Nat.  Wholesale  Lumber  Dealen'  Assn.  6,666 

Frank  C  RioeL  prea.  Rice  dk  Lookwood  Lumber  Oo., 

Sprin^eld,  ICaai 6,667 

Horace  F.  Taylor,  of  Tayk>r  ft  C^rete,  Buffalo,  N.  Y. .  6,667 

Oeo.  B.  Montmmery,  «  Montgomery  Bros,  db  Co., 

Buffalo,  N.Y. 6,666 

Robert  W.  Hid)ie,  25  Broadway,  N.  Y.,  president  Nat 

Wholeeale  Dealen  Aasn 6,667 

Oeo.  F.  CJrala,  of  0.  F.  Oaig  ft  Co.,  Philadelphia,  Pa., 

ex-pres.  National  Wholesale  Dealen  Assn 6,667 

Total $100,000 

EXECnrriVE  (X>MMITTEE:  Lewis  Dill.  Baltimore.  Md.; 
Robert  C.  Upplneott  Philadelphia,  Pik;  Robert  W.  Hlgble,  New 
York. 
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LUMBERMENS  UNDERWRITING  ALLIANCE,  Kansas  City,  Mo. 

Attorney  tnd  Manager,  U.  S.  Epperwn  8e  Co..   Organiced,  1005. 


FIRE  RISKS  IN  FORCE:    January  0,  1010.  $16,050,448. 

LOSSES  PAID  SINCE  ORGANIZATION:  HS1.426. 

This  aModatlon  comprlaes  members.  313  and  inaurea  the  manu« 
facturing  lumber  planto  of  membem  only.  Each  member  de- 
posits a  sum  equal  to  the  amount  of  one  annual  premium  at  full 
tariff  rate.  This  deposit  Is  held  on  the  books  to  the  credit  of  the 
Bubseriber.  In  the  absence  of  fires  during  the  torn  of  any  policy, 
the  Insurance  oovts  the  holder  nothing  beyond  the  administrative 
expense  (20%  of  premium  deposit).  Fire  losses  are  paid  by  a 
ratable  contribution  from  the  acoount  of  each  holder  of  a  Uve 
policy  at  the  time  a  fire  oceurs.  The  attorney  Is  empowered  to 
make  a  draft  upon  a  policyholder  at  any  time  during  tlw  life  of  his 
policy  for  an  amount  not  exoeeding  the  original  annual  premium 
on  M^  subscriber's  policy.  This  draft  may  be  drawn  before  the 
funds  of  said  subscriber  are  ezliausted.  The  penalty  for  non- 
payment of  any  such  draft  Is  the  forfeiture  of  the  insiuance,  and 


the  balance  of  his  deposit  then  remaining  at  the  ezefaanve,  his 
money  going  to  the  attorney  as  increased  compensation.  It 
combmed  financial  statement  as  of  January  0. 1010,  shows  assets 
consisting  of  cash  on  hand  and  in  banks.  $441,008,  and  deposits  m 
course  of  colleetion.  fM,024.  Its  liabilities  were:  Unpaid  Iosk* 
$30,800.  admniistratiye  expense.  $7,480.  due  for  reinsuranoe,  $306; 
balance  to  credit  of  subscribers.  $453.23S.  Its  receipts  were: 
Net  deposits  collected.  $^,824;  interest.  128.284;  expenditures,- 
losses  paid,  $451,426:  admmistrative  expense  on  uncollected 
deposits.  $7,480;  sundry  items,  $1,605;  savings  returned  to  sub- 
scribers,  $15,424. 

ADVISORY  OOHMITTEE:  R.  A.  Long.  Chas.  S.  Keith.  J.  B. 
White.  Kansas  City.  Mo.;  C.  W.  Gates,  N.  W.  MeLeod.  8t  Louis. 
Mo.;  R.  H.  Downman,  New  Orleans,  La.;  H.  H.  Wheleas,  Shrevt- 
port,  La. 


MANUFACTURERS  ALLIANCE  FOR  INTER-INSURANCE,  Chicago,  111. 

Attorneys  and  Managers.  Wm.  &  R.  M.  Williamaoa,  240  LaSalle  St.    Organiaed.  1006. 


This  inter-insurance  a8sodatk>n  commenced  business  late  In 
10O5,  wriUmr  lines  from  $10,000  to  $25,000.  Each  subscriber 
deposits  75%  of  the  premium  at  tariff  rate  and  is  subject  to  a  osll 
or  additional  funds  limited  to  five  times  the  premium.  The 
attomevs  sre  allowed  20%  c(»nmi8slon.  They  are  also  attorneys 
of  the  Indemnity  Exchange,  and  Sprinklered  Risk  Underwriters. 

The  following  statement  covers  traasaetions  up  to   Deoember 


31.  1008.  Premiums,  $110,830;  aUowanoes  under  policies  issued. 
$20,066;  refunds  under  terminated  policies,  $26,100;  losses  In- 
curred, tSiJSll;  management  expenses,  $17,340;  supplementary 
deposits,  $20,422;  unexpended  portion  of  premium  depoaitu, 
$12,280;  additional  leserves,  $81,607;  losses,  Deoember  31.  IOCS, 
to  May  1,  1000,  $150. 


MANUFACTURERS  LLOYDS,  New  York. 

Attorneys.  Jameson  &  Frelinghuysen,  111  William  St.    Organiaed,  1802. 


Yeas 

Assets 

Unearned 
Premhims 

Surplus  as 
to  Fyh'rs 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 

Total  Ex- 
penditures 

Losses 
Incoired 

1000 
1008 
1007 

$102,070 

107.501 

02,032 

76.661 

61.256 

$13,733 
17,060 
10.501 
10.746 
21,143 

*$85,633 

•74,425 

•61,454 

*47,814 

82,070 

$27,569 
40.610 
85,702 
86,078 
42,228 

$32,624 
47,154 
88,578 
30,484 
43,508 

$23,768 

17.700 

8.701 

18,480 

21,582 

$5,000 
8.750 

$0,050 
11.506 
11,105 
10.358 
10.651 

$38,727 
33,136 
10.806 
23.838 
82.183 

$13,631 

22.S18 

0.577 

1006 

14,557 

1005 

10.670 

*  Also  additional  lUbQlty  of  underwriters.  $250,000. 

Assets.  Dzcembss  31. 1000. 

Bonds  and  stodu  owned  (market  value) $83,440 

Cash  in  office  and  bank 0,155 

Agents'  balances,  not  over  3  months  due 10,384 


Total  admitted  assets $102,070 


LiABiLinzs.  DxcKMBn  81, 1000. 

Unearned  premiums 

Other  liabflities 


$13,733 
3.613 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyholders 


$17,346 
85.633 


Total  liabilities  and  surplus $102,070 


RISKS  AND  PREMIUMS:  Fire  risks  In  force.  December  81. 
$3,437,456;   premiums  thereon.  $27,466. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$3,741,467;  knses  paid.  $2.408006;  dividends  declared,  cash, 
$23,750. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.         Value. 

Met.  St.  Ry.,  K.  C.  1010. 5% $10,000  $10,000 

Can.  No.  R.  R.,  eq..  1010, 4i% 10.000  10,000 

Hocking  Val.  R.  R  Co..  1  es..  1000. 4)%.  5.000  5.150 

Wheeling  A  L.E.R.R.  Co..  les.,  1040,4%  10.000  8.700 

C .  R  I.  dk  P.  Ry.  Co.,  1  r.,  1034,  4% . . .  10.000  0.100 

Pa.  R  R  Co.,  lO-year  rv.  1015,  Zi%  .  -  10.000  0,700 

Mo.  Pac.  col.  tr.,  1017.  5%  5.000  5.050 

Syracuse.  L.  S.  A  No..  1  m..  1047.  5%.. .  10.000  0.500 

So.  Ry.  d  and  g.  4%.  1056 7.000  5.740 

Stocks. 
Amer.  Woolen,  p 10.000         10,500 

Totab  (book  value.  $81.600) $87.000        $83.440 

MISCELLANEOUS:  This  association  began  business  in  1802. 
Five  years  later,  its  risks  were  transferred  to  the  new  Insurance 
Company  of  the  State  of  New  York  (which  reinsured  in  the  Man- 
hattan Fire,  In  1800).  after  which  It  took  over  the  risks  of  the 
United  Cities  Lloyds,  which  then  retired.  It  writes  sprinklered 
risks  onlv.  The  management  of  this  Lloyds  b  also  largely  in- 
terested In  the  Merchants  Fire  Uoyds.  the  Pacific  Fire  Ins.  Co.. 
the  Stuyvesant  Fire  Ins.  Co..  the  American  Fire  Ins.  Co.  of  Phil- 
adelphia, the  Spring  (harden  Ins.  Co.  and  the  Insurance  Under^ 
writers. 


Liabnity 
UNDERWRITERS:  Anumed 

F^ank  Hbooek.  Syraeuse.  N.  Y tlO.000 

Fhrnds  Hendricks.  Syraeuse.  NY lOOOO 

Jameson  k  Frelinghuysen,  1 1 1  William  st,  N.  Y. . . . .  10.000 

John  Dobson,  Fhihidelphla.  Pa 10.000 

James  Dobson,  Philadelphia.  Pa 10.000 

Charles  W.  Snow.  Syracuse.  N.  Y 10.000 

Estate  of  H.  M.  Jameson.  Ill  William  st,  N.  Y 10.000 

Wm.  B.  Cogswell,  Syracuse.  N.  Y 10.000 

Gates  Thalhefmer,  Syracuse.  N.  Y 10.000 

WiUlam  C:owie.  Syracuse.  N.  Y 10,000 

A.  E.  Nettleton,  Syracuse.  N.  Y 10  000 

Dean  E.  Brown,  Syracuse,  N.  Y 10,000 

Willet  L.  Brown.  Syracuse,  N  Y 10.000 

L  M.  Stettenhelm.  45  William  St.  N.  Y 10.000 

J.  S.  Bache  A  (^.,  N.  Y 10*000 

Chester  H.  King.  Syracuse.  N.  Y 10.000 

Wm.  H  Kellner,  Newark.  N.  J 10.000 

John  Moore,  Syracuse,  N.  Y 10.000 

Edward  Joy.  Syracuse,  NY 10.000 

Lyman  C.  Smith,  Syracuse.  N.  Y 10,000 

W.  L  Smith.  Syracuse.  N.  Y 10,000 

Wilbur  S.  Peck.  Syrseuse.  N.  Y 10,000 

Jesse  E.  Falker.  Syracuse.  N.  Y 10.000 

Joseph  S.  Frelinghuysen.  Ill  William  st.  N.  Y lOMM 

Jameson  k  Frelinghuysen.  Ill  William  st..  N.  Y. . . .  lOjOQO 

t26O,0Q0 
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MANUFACTURING  LUMBERMENS  UNDERWRITERS,  Kansas  City,  Mo. 

Attorneys  and  Managers,  Hanr  Rankin  &  Co.,  1030  East  12th  St. 


Thb  is  aa  biter-insunaee  aasoelatioiL  whidi  writep  large  lines 
spoa  the  propertlfs  of  Its  members  It  hM  about  249  subMribers. 
Beceot  lequesti  for  a  financial  itatement  have  been  Ignored. 


TUB  is 
worl 


MANUFACTURING  WOODWORKERS  UNDERWRITERS. 

Attorney  and  Manag  er,  Lee  Blakemore,  Chicago,  111. 


an  inter>iasiirsaoe  oiganisation  insuring  only  wood-    I     formerly  connected  with  the  Lombermens  Underwriting  ADianee 
*~     It  was  organised  early  in  1909  by  Lee  Blakemore,    )    of  Kansas  City. 


MERCANTILE  FIRE  AND  MARINE  UNDERWRITERS,  Chicago,  111. 


Ifafl 


matter  addressed  to  this  concern 
See  Fire  AssodatiOB  ci  HUoois. 


has  been  retmoed  to 


MERCANTILE  LLOYDS  OF  NEW  YORK  CITY,  Little  Falls,  N.  Y. 

Attorney,  The  Mercantile  Surety  Co.  anc).  Buffalo,  N.  Y.;  Secretary.  J.  W.  Fit^ierald.  Uttle  Falls,  N.  Y.    Organized,  1892. 


Yeas 


1909 

leos 

1007 
1006 
1006 


tuz 

W 

112 

85 

85 


Unearned 

JrFCflllllOlS 

Surplus  as 
to  Pyh'ra 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ez- 
pendltnres 

$25 
25 
12 
12 
16 

$18 
5 

$50 
50 
25 
25 
25 

$50 
50 
25 
25 
25 

$25 
20 
22 
50 

$25 
20 
22 
50 

23 

69 

Incurred 


—  DcfidcBcy  ol  assets.    %  Cash. 


^  RISKS  AND  FREMITTIIS:  Flie  risks  to  foree,  December  81, 
tSwOOO;   pieniums  thereon,  $60 

FUSINE8S  SINCE  ORGANTZATTON:  Premhans  lecdred. 
about  $100,000;  hMKs  paid,  about  1300.000. 

MISCELLANEOUS:  Fonned  as  Mercantile  Uoyds  of  New 
Yort  Qty;  diaoeed  to  Metropolitan  Lloyds.  September  5,  189.^: 
to  EkeMe  QtyU^s.  July  10, 1896;  and  present  title,  reassumed 
November  18,  1002L  Gonflagratloo  losses:  Bdtimoie,  1904, 
11,750 


UNDERWRITERS: 

John  W.  Fltsicerald.  UtUe  Falls,  N.  Y 

Sidney  W.  Peirle.  228  Summer  st,  Buffalo.  N. 
Jos.  C.  Henafelt,  124  College  st,  Buffalo,  N.  Y.. . 

John  C.  Bertrand,  Rochester,  N.  Y 

Jacob  Davis,  30?  Norwood  ave.,  Buffalo.  N.  Y. . 

Frank  E.  Sheldon.  1380  Broadway.  N.  Y 

Geo.  S.  Bixby,  Carnegie  Hail,  N.  Y 


Y. 


Llabllitv 
Assumed. 

15,000 

5.000 
5.000 
5.000 
5,000 
5,000 
6.000 


MERCANTILE  RECIPROCAL  UNDERWRITERS,  Fort  Worth,  Tex. 

Attorney  and  Manager.  Glen  Walker.    Organized.  1904. 


This  fnter-lasurance  assoriatlon  began  business  in  March.  1904, 
and  at  latest  advices  it  had  660  subscribers,  writing  a  maximum 
ttae  of  S3,000  to  one  block  to  first-class  towns  and  $2,000  or  lera 
fa  towns  ol  other  classes.  Members'  IfabOIty  is  limited  to  their 
cash  pmnimns,  and  the  attorney's  commiisfon  Is  16%  of   prem- 


iums, and  actual  eznenses  other  than  salaries.  Qlen  Walker 
is  secretary  of  the  Millers  Mutual  Fire  Insurance  Company, 
of  Fort  Worth,  and  the  Texas  National  Fire  Insurance  Company 
of  Fort  Worth.  The  attorney  decltoes  to  furnish  a  financial 
statement  to  non-members. 


MERCHANTS  EXCHANGE,  Chicago,  111. 

Attorney  and  Mtmager,  H.  J.  Straight.  164  Dearborn  St.    Organised,  1001. 


Yeak 


1009 
1908 
1907 
1906 
1905c 


S59.082 
70.218 
77,983 
71,802 
60,2431 


Unearned 
Premiums 


Sorplosas 
to  Fyh'rs 


$6.6101 
7.983i 
8,487 
7,002^ 


$52,471 
62,235 
69.496 
64,800 
60.243 


Net 

Premiums 


$16,238 
21.186 
20,223 
17,506 
20,797 


Total 
Income 

Xiosses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

{$17,73f 
23,216 
25,167 
19,167 

$15,238 

9,92] 

1,278 

1,534 

40.528 

$8,554 
12,259 
11,563 

$2,846 
3,57? 
3.615 
3,521 

$25,638 

fi25.758 

16,456 

5.055 

3,820         44,3481 

Losses 
Incurred 

$15,238 
9.921 
1,278 
1,534 


i  Exdnding  subscribers'  deposits,    c  As  of  Aprfl  2,  1906. 


iU^SETS,  DECEMBER  81,  1909:    Gssh  hi  office  and  bank, 
$58.^;  premiums  in  course  of  coilectun,  $845;  total,  $59,082. 
Unearned  premiums.  $6,610. 


FIRE  RISKS  IN  FORCE:    December  31.  $1,675,550. 
MISCELLANEOUS:    This  is  an  toter-tosvranee  association- 


It  wax  organised  September  15.  1901,  and  has  several  classes  of 
members,  who  deposit  from  $250  to  $2,000  each,  assuming  an 
additional  liability  equal  to  4  ttmes  the  orlstoal  deposit.  Six  per 
cent  interest  is  paid  on  deposits,  and  an  allowance  of  15  per  cent 
to  the  attorney  ooverv  all  expenses.  H.  J.  Straight  is  also  attorney 
for  the  Underwriters  Exchange. 
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MERCHANTS  FIRE  AND  MARINE  UNDERWRITERS,  Chicago,  III. 


Vhu  oonani  wu  nported  to  ba  BlidLinf  faunneii 
(M  n  ins.    No  mJonutua  ■  uniliible  u  to  iti  rti 


MERCHANTS  FIRE  LLOYDS,  New  York. 

Altomcrs,  Jamooa  b  Frrllnchuysm,  111  WOllun  SI.    Orfuiied.  ISE 


Yma 

»-"  \SSS. 

w»s 

Net 

Tooa 

Incoma 

P«ld 

idtodi 

POUM 

pmdJWRt 

iDcomd 

1 

Siil     iS 

'II 

(3a.W7 

tll,33J 

"1 

*S:S!I 

1.06! 

*Ssl 

I10.i07 

•  Ala>  uldltlaul  Idbflitr  of  midenRilB*.  1140.000. 


luxnam,  ubbbKDBit  11.  WOII:  Bondi  lai  itoeki  ownsd 
(lurlctt  nine).  VtMi;  ath  b  ofa«  ud  buk.  tB.a»e.-  ucntf 
bfbon.  iiat,OTer  Ihne  doiiUm  due,  11,008;  loUI.  nKwO. 
LubiliUec    NatloMiiiaptid.tUO;  iiiiauii«dpceD)iinM,tll.V33: 

boMeni  t7t,lBS. 

Total  UDOanl  of  nembv/  UiUUtj,  Demba  11.  ttW.OOO. 
_RlSra  AND  PREKIUHS:   Flie  iHkt  [s  (orefc  Drnmbv  SI, 
tt«S,B31;  pnmliiiiu  tlweaD,  t23,8<5, 

BUSimSS  BINCE  ORQANIZATIOK:  Fmnlimij  nodfcd. 
maa,40T:  kiwi  ptid,    tl.SQ.7S7;  dMdeiuD    dKlind.  mA, 

BONDe  AND  ffrOCKS  OWNED:  Pw  klutct 

Vilue.  Valw. 

WrfA™,^ »..«%.  bdi. KMa  n.ua 

2i™*iM«ii  OiMllr 10,000  ia,D00 

flreit  Northtni,  nl.,  itk, . .  lUMO  7,S00 

ChtlhuB  NiOml  BhL  rtk Z,fiOO  6,Kn 

QnuntldilManiiotCa.,  itk. 118,3B1  3I1.SH 

B>lttnHMAOUoR.IL,<Mii.,itfc ROOO  B,WO 

Toteli  (book  nlog,  fTSMt) tlW38I       nuM 


UibUb 

^r.,k.  Ill  n'iniam  m..  M.  Y 110.000 

llfpn,  MoniBinKn,  N.  J     lOJOO 

Jamosoti,  1UWlllliiii.fl.,H.Y umb 

Ifllh,  as  Gresno  81., -V.  Y  lOMO 

FnllDBhuyBD,  111  WillIikiD>L,N.  T lOJIOO 

(.lli-r  New«t,  N.  J         IftOOO 

,  M  E.  fllh  It..  N.  r 10.000 

T.  J,  FtrEUnD,  iirtr  Oilnuu,  Li lOjnO 

Holt  K  mibum  Ule.  Co..  PhlhdrtphU,  Fi 10X00 

F.  T.  Nublt.llO.V>M>u>t.,  N.  r 10.000 

Lit  Bros..  ?hU»<eliail>,  Fi 10,000 

ICatifravin  Bnn.,  Pitliburit.  F> 10,000 

Woodwird  A  Lothrep.  WuhlDgton,  D.C lOJJOO 

AdolpCKnothe.  ISljthiiF..  N.  V lOJM 


MERCHANTS  INTER- INSURANCE  EXCHANGE,  Baltimore,  Md. 

AltonKy  and  Maiu(cr.  Howard  E.  Paine. 


Thia  ■  a  reoijinHal  imdenvritin^  anociatiw  ORWi»d  10  wrilv  I  IMt  DDOrc  than  ofM  riik  baioc  aeaptad  b  aoj  dlj  Uwk  and  LIk 
In  riiki  oa  pnpntia  havmf  automatic  iprbUer  cquipowBl.  [  ioiiSam(iniliiiii(bnii|GT<Uiiia thaaowuiitcif  depoiit.  AUnd 
Each  membit  beeomea  liablg  lor  11,000  Da  flxib  nik  BMomed,   !    R.  L.  Dabma  ii  chairman  ot  Uw  trnatao. 


MERCHANTS  UNDERWRITERS. 

Altoney  and  Uaoigei.  F.  B.  HambliD.  DwigbC  Bulldiaii;.  Kanaai  Cilr.  Mo. 


NATIONAL  FIRE  UNDERWRITERS,  Chicago,  111. 
Anvner.  E.  Ament  IZS  LaSdl.  St. 


NATIONAL  INTERINSURANCE  BUREAU,  Kums  City,  Mo. 
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THE  NATIONAL  UNDERWRITERS  OF  AMERICA,  New  York. 

AUcncTK  BiH  &  Ttowbridic  U  Cnlu  St.:  Sccretai).  C  E.  Seitoo.     Orfulmd.  1891. 

Y.»» 

A— 

iteKi 

SffiS 

p-i. 

Tow 
iBcomc 

Lo« 
PiM 

£S.  j  ^ 

TotdE^ 

IMS 

1A3.M4 

13J.8M 

tia,B40 

i 

11 

fi!.028 

11 

SlMl 

'111 

X.Oti 

lis 

0.414 

):1S 

dudiof  ra)'Wiibai'  dtpodi*. 


1.  I«Ot. 

Bomb  crnvd  [mukcl  value).. 11(8.460 

Cuh  n  office  ud  bask U.aTO 

Arsb'  bulancn,  noi  am  3  mmltttduc S.O&S 

iDtcTsi  ucTwd a.«3 

ToBl  admitted  uwD I»0.83t 

llODben  idditioBtl  Ikbaiir.  Dtnmber  31, 1108,000. 


TUSKS  AND  FREWUHE-  nn  mki  ic  foiu,  DHcmbti  31, 
tISrSMU    mninni  CbEnae.  MT,en. 

BUSINESS  SINCE  ORGANIZATION:  PRDinuu  nauitd- 
tMCUXn^  toaapeid,  H1,17S;  diridendi  deelmd,  aih.  t34,Ti>- 

BONIH  AND  STOCKS  OWNED:  Fu  Mukel 

BoitiM.  VtiM,  Vilw. 

Ctol.  Pk.  B.  B.,  1040.  4%  126.000  tM.160 

Atch.,  Top  A  SuU  F(  R.  R..  IMS.  1%  10,000  lO.OOO 

Pi.  R  R.,  IBIS.  34%    lOJOO  B.TOO 

CU,  Biiil.^QiAiC7R.R-lKl.  4%...  ULOOO  U.OOO 

R.  I„  18S8,  4_% 10,000  1,000 

Aas.TTiTc.  Co.,  1.1110,6% 30000  30,000 

K.  T.  Gea,  EL  U.  H.  4  Few.  Cb.,  1>«,4%  6.000  4,100 

On  EEboctUoeRi..  19».4% 6.000  4.760 

SoMben  Pk.  B.  B..  1166.  4%  16000  14,160 

Brie  R.  a  Pl  Cod  Co..  IStl,  4%. 10.000  8.000 

P».Co,I92L4% lOflOO  OJOO 

ConuUdetad  On  Co.  c4  N.  Y. MOO  8,000 

Totali  (tiook  nl«  tis:,337) tlBOJOO      1168,450 

UISCELLANEODS:  Fonned  H  EqulUhb  Fin  lioydK  umat 
UUe  ^nannj  Kataaia  X,  IMS.  O,  A.  Btuton  k  Co.,  ilio 
miuce  On  Amertou  Llordi,  tbg  Gnat  Wolsii  Uojit  ud  (lie 
UdIod   UodenirltHi     No  loa  br  Baa  FnndiH).   1000,   con- 

UablUlT 
ONDER  WRITERS;  Ammtd, 

yrnjA  E.  Bnnn,  ol  Blaka  Bm.  A  Co.,  N.  Y.  ud 

Botm tW.OOO 

FiaaeM  S.  Bana.  gf  Oalbrie,  B«iw  i  Via  SnduBi.  10,000 


81,  IMN. 

Nel  loiH  UDpaid  (nooe  niited) Mil 

Uotuned  pRBiiumi 18,840 

OibcT  IkbiSitia 1,074 

Total  liabilida.  exceiM  depodli  and  maiim,  116,388 

Depoeita  o(  aoderwriten 61,000 

SmpliB  OUT  at!  tiabilitia. 113,608 

Total  liabiliiici.  depoaiu  and  niiphia tlOO.BU 

Jaaob  D.  Lit.  ol  Ul  Bna..  FUlidalpUt,  Pi 110.000 

H.  B.  Sediwlek,  of  H.  B.  BedcwliikA  Oh.  Londoa. 

Eof 10,000 

Hn-TY  nilW->  Jr.,  n(  H  iTiIld?  ft  Cb.,  Plltibnre,  Fi.  10,000 
Jt           ■                           ■    r.  t^.  H.  S.  BhinnCo, 

wjm 

R                                          .  M-Ntrril.Can lOjaUt 

'"-■  ;'..          '     .!.■.'■■  ■"l-i.""^""*'...'." 10,000 

Willuin  W.  Li^reare,  ,.f  W.  W.  U«ran»  A  Co.. 

FlUbufj.Pa UUKO 

Fruer  H.  Halal,  prei.  EaaUtn  Cut  Sole  Co.,  N.  T.  lOiOO* 

AdolphOoepgl.N.Y UUOO 

WlUlan  J.  Still,  of  Ja»b  AdJer  A  Co.,  N.  Y 10  ON 

Robert  C.  Ogden,  [onaert)'  of  the  Gna  of  John  Wau- 

makH.N.Y, ,   .,  UMWO 

dwln  H.  Ztknda.  pna.  AnitlaCnU  i  Cait  Co.,  N.V  10,00» 

Oiarlea  Adler.  of  Jmb  Adlei  A  Co..  N.  Y IMOO 

Hang  Schmidt,  ol  SchwUkopI  ft  Co.,  BuffaJo,  N.  Y.. .  10  000 

Willis  L.  Ocdtn.  of  W.  L  Opiwi  *  Co..  N,  Y 10.000 

jy,ru      D  ^Cfc.  0         »rM     .      COKE          oBt^^  ^^^ 

A  .       ■      ■                        ■      ■.  Y 10,000 

10.000 

U,  .                                                                 ....  10.000 

HeniT  G.  Umneft.  01  (iioaert  A  UeniiErt,  N.  Y 10.000 

Henrj  A,  SbcnrlD.  pni.  The  Sh«w)n-WlilluDa  Co., 

Cle«lin(i IO/)00 

Edward  E.  HaU.  of  E.  E.  Hall  ft  Co.,  N.  Y 10,000 

Wm.  H.  Andtnti,  pne.  Pratt  A  lambert.,  lao.. 

BiiIilo,N.Y. 10,000 


UNDERWRITERS   AT  NEW  YORK  AND  BOSTON  LLOYDS,  New  York. 

Atlonera,  WOlard  S.  Brown  &  Co..  i  Libert;  SL    Organiicd.  1S02. 


Ym» 

A-« 

JSES 

wss 

^^ 

In^ 

Paid 

^^ 

El-       :  Total  Ei- 

pa»     Ipendilure. 

■iss, 

i 

»7.VT 
106.630 

IS 

IS.7»7 

•100,093 
•80,341 

74.760 

110,181 

IS 

M,340 

110,77; 

3Zl6ai 

113,403 

10.65( 

13,800 
4,000 

13,637 

i 

129.3S( 

is!  321 
13,176 

KM 

BoDifa  asd  (t<Kl:i  owned  (maiket  value) 102,040 

Cash  n  ^^^^^  and  bank- 1,108 

Afcna'  balancea,  notmer  3nuiaiht  due.. 1.482 

Isinot  acdvcd. 681 
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REPORTS   OF  FIRE  INSURANCE  COMPANIES. 


UNDERWRITERS  AT  NEW  YORK  AND 

RISKS  AND  FREIIIUICS:  Fire  risks  in  force.  December  31, 
$1,744,898;   premiums  thereon,  $13,498. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoelved, 
$782,282;  losses  paid,  $330,359;  dividends  declared,  cash,  $155,- 
977. 

BONDS  AND  STOCKS  OWNED:  Par  ICarket 

Bonds.  Valoe.         Value. 

Ann  Arbor,  1. 1995,  4% $5,000  $8,950 

A..  T.  A  S.  F.,  cv..  1955.  4% 0.000  6.900 

Atl.  C.  L.  (L.  dk  N.).  1952, 4% 5.000  4.400 

N.  R-G.  N.  (C,  B.  ft  Q.),  1921, 4% 5,000  4,800 

Ore.  S.  L..  1922,  6%. 5.000  5,700 

Un.  P.  cv.,  1927.  4% 5,000  5,400 

A.,  T.  A  S.  F.,  stk.,  p. 12,500  12.500 

Del.AH.,stk. 5.000  9.000 

Pk.R.R..stk. 23.800  30.295 

Un.  P..p.8tk 10,000  10.000 

TotalCbook  value,  192,201) $81,800        $92.945 

MISCELLANEOUS:  This  association  operated  actively  from 
April,  1992,  until  1897,  when  it  reinsured  its  risks  in  the  Northern 
Insurance  Co.  <rf  New  York,  which  is  under  the  same  manage- 


BOSTON  LLOYDS,  New  York. -Continued. 

ment  It  has  since  transacted  a  relattvely  small  bustneas,  writing 
diiafly  sprinklered  risks.  All  underwriters  are  bound  by  result 
of  a  suit  against  one.  ConOagiatioa  kMses:  Baltimore.  1904, 
$10,000;  San  Fraaeisco.  1900,  estimated  at  $1,000. 

UabUity 
UNDERWRTTEBS:  Assumed. 

Vernon  H.  Brown.  21  State  st,  N.  Y $10,000 

William  Brewster,  Broadway  and  47th  st,  N.  Y 10.000 

John  E.  Berwind.  1  Broadway.  N.Y 10.000 

Arthur  A.  Fowler.  80  Church  st,  N.  Y 10.000 

Char  les  Eddy .  4  th  ave.  and  19th  st ,  N.  Y 10.000 

A.  H.  Alker,  2  Rector  st 10.000 

Howaid  WiUets,  White  Plains.  N.  Y 10.000 

Charles  Maltory,  129  Front  St.  N.  Y 10,000 

Horace  Howard  Fumess,  WalIin|tford,  Pa 10,000 

Evans  R.  Dick,  80  Broad  st,  N.  Y 10.000 

John  J.  Slater,  10  E.  Jones  st.  Savannah.  Ga 10.000 

WiUard  S.  Brown  4k  Cq^  1  liberty  st^  N.  Y 10.000 

Robert  H.  Fowler.  80  Chureh  st.  N.  Y 10.000 

Donald  Mitchell.  3(n  W.  58d  st.  N.  Y 10.000 

Nathaniel  Whitman.  670-674  Broadway.  N.  Y 10.000 

Willard  S.  Brown.  1  Liberty  st,  N.  Y 10,000 

A.  A.  Fowler  db  Co.,  30  Church  st,  N.  Y 10.000 

Leander  N.  Lovell,  17  Battery  pi.,  N.  Y 10,000 


THE  NEW  YORK  AND  NEW  ENGLAND  UNDERWRITERS  AT  LLOYDS  OF 

NEW  YORK  CITY,  New  York. 

Address  care  of  Holmes  Jones,  32  Broadway.    Organized,  1892. 


Year 

AsseU 

Unearned 
Premiums 

Surplus  as 
to  P'yh'rs 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

1908 
1907 
1906 

$1,118 

12,388 

13.744 

t33 

$2,549 

6,632 

7,32C 

2S 

-$4,650 

57 

2,094 

11 

$5,079 

18,264 

14.640 

38 

$5,079 

18,264 

14.640 

38 

$2,487 
2,511 
1,020 

'   "$5,266 

$2,492 

5,022 

8,666 

6 

$4,979 

12,783 

4,686 

6 

"  "  tiMk 

1905 

—  Deficiency  of  assets,    t  Cash. 


MISCELLANEOUS:  Formerly  Home  Protection  Fire  Under- 
writers; present  title  assumed  June  23,  1902.  Regardinx  this 
Lloyds,  tne  New  York  Insurance  Department's  report  covering 
the  year  1907,  said:  "Judgments  have  been  filed  against  the 
assodation  amounting  to  about  85,100.  Associations  counsel 
daims  that  the  present  underwrite  are  not  liable,  the  present 
attomey'^-faet  and  underwriters  not  having  been  interested  in 
said  association  at  the  time  said  Judgments  were  obtained.'* 
In  the  same  report  the  following  note  Is  appended  to  the  state- 
ment of  the  New  York  and  New  England  Underwriters:  "De- 
partment examiners  state  that  It  is  impossible  to  verify  the 
accuracy  of  the  statement  of  this  association  from  any  data 
that  said  association  has  In  Its  possession. 

We  were  advised  by  Attorney  R.  J.  Dunphy  that  the  judgments 


for  $5,100  above  referred  to  were  filed  against  the  prevk>us  at- 
torneys and  underwriters,  none  of  whom  has  been  biterested  in 
this  association  since  1905.  Mr.  Dunphy  also  stated  that  the 
daily  reports,  with  accompanying  data,  were  submitted  to  the 
New  York  Insurance  Department's  representativea,  and  thev 
declined  to  examine  same.  In  1909  and  1910  the  New  York 
Insurance  Department  attempted  to  secure  authority  to  liquidate 
this  Lloyds,  but  apparently  had  not  done  so  up  to  the  time  thb 
pan  went  to  mess. 

UNDERWRITERS:  Wm.  Warbrick,  Wilkesbane,  Pa.;  0. 
A.  Baker,  Jersey  City,  N.  J.;  Walter  Towe,  Passaic,  N.  J.;  Maurice 
Kaufmann,  Manhattan.  N.  Y.  C.  These  underwriters  act  md»- 
vidually  and  not  through  an  attorney.    Their  liability  is  unlimited. 


NEW  YORK  CENTRAL  LLOYDS,  Little  FaUs,  N.  Y. 

Attorney.  John  W.  Fitzgerald.    Organixed,  1802. 

Year 

Assets 

Unearned 
Premiums 

Surplus  as 
to  P'yh'rs 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penaes 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

t$04 

$20 

15 

7 

7 

13 

$74 

10 

8 

8 

46 

$40 
30 
15 

$40 
80 
15 

$25 

5 

15 

$25 

6 

15 

1908 

25 
15 
15 
59 

1907 

1906 

15                15 
151               15 

1905 

66 

60 

t 

Cash. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  81, 
$10,000;   premiums  thereon,  $40. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
about  $800,000;  losses  paid,  about  $606,542;  dividends  declared, 
h,  $5,000. 


MISCELLANEOUS:    This  lioyds  was  formerly  aettve,  but 
withdrew  from  general  business  In  1807. 


Liabliitj 

UNDERWRITERS:  Aasmaed. 

Watts.  T.  Loomls,  LltUe  Falls,  NY $5,000 

J.  J.  QUbert,  UtUe  Falls,  N.  Y 5,000 

W.F.  Lansing.  UtUe  Falls,  N.Y 6.000 

Robert  Earirfierkimer,  N.  Y 6.000 

John  W.  Fltcgerald.  Little  Falls,  N.  Y 6.000 

Thomas  Ryan,  Syracuse,  N.  Y 5,000 


NEW  YORK  COMMERCIAL  UNDERWRITERS,  New  York. 

Attorneys,  Henry  Stewart  8c  Son  (Inc.),  8  Sa  William  St    Organised,  1892. 


Year 

Assets 

Unearned 
Premhims 

Suxplusas 
to  P'yh'rs 

Net 

Premiunu 

Tolal 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

TotslEx- 
pcnditurea 

Lonea 

1909 

$58,891 

70.988 

t42 

88 

t24 

$86,078 

45.627 

6 

6 
7 

$604 

10,981 

86 

27 

17 

$129,262 

77.985 

18 

13 

14 

$129,836 

78.027 

13 

13 

14 

$83,259 
26,383 

ft$53,087 

89.410 

8 

8 

§$186,846 
55»749 

$91,091 
SS.620 

1908 

1907 

1906 

1905 

(Includes  $8, 167  balance  of  purchase  price  of '  'charter."    t  Cash. 
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NEW  YORK  COMMERCIAL  UNDERWRITERS.  New  York.— C(m/»»ii«rf. 


AssRs,  Dbcembbk  81,  1009. 

Cftsh  m  office  and  bank 

Afena'  haUncrs,  not  over  3  moaths  due,  or  subse- 


B 


<iu£ody^  paid 

ils  recemble  taken  for  premiams. 
Speciil  funds  paid  in  by  subscriberB. 

O-Jjer 


$13,216 

10,616 

5,000 

20,000 

69 


Total  admitted  aaaets. 


$58,891 


LiABiLinEs,  Deckkbee  31,  1909. 

Net  losses  unpaid  (induding  $2,600  resisted) 

Unearned  premiums 

Other  liabilities 


Total  liabOities 

Surplus  over  all  liabilities. 


Total  liabilities  and  surplus. 


$15,660 

36,078 

5.640 

$58,001 
604 

$68,891 


RISKS  A2n)  PREMIUlfS:  Fire  risks  in  fores,  December  31, 
t390.392;^uaniaBB8  ihenon,  $30,600;  marine  and  inland  risks 
n  fores,  $098,507.-  premiums  thereon*  $62,731 

MISCELLANEOUSc  Ornniaed  as  Gommerdal  Uofds;  pre- 
nu  title  Msmned  May  Kf,  1904.  T»aasaeted  general  bwinem 
fnm  1802  to  1800,  when  it  retasored  In  the  Philadelphia  Mutual 
Tttt.  It  lesumed  business,  but  eeassd  aetlve  operations  In  1900. 
li  1908.  Henry  Stewart  dk  Son.  aTerage  adjusters  (founded  1860; 
l3CL  1908),  wen  appointed  attorneys  for  the  underwriters.  It 
Tittes  fire  and  marine  Insuranee,  and  started  busfaieaB  on  April 
1. 1908,  with  deporit  and  underwriters  Uabdity  of  $400,000;  and 
premimns  eoHeeled  and  In  course  of  collection,  $40,000.  It  has 
ixty  tofaaoiben,  each  of  whom  is  liable  for  $10,000.  The  books 
»  lodiied  monthly  bir  Townsend,  Diz  A  Yale,  31  Nassau  st, 
.Vcir  York  City. 

Amount  of 

UKDERWRTTEBS:  Uabflity. 

Gea  W.  Bctts,  Jr.,  165  Brosdway,  N.  Y $10,000 

W.  P.  Bvekner,  340  Broadway.  N-  Y 10,000 

iVred  Boriey.  St.  John,  N.  B.,  Osnada 10.000 

.Vonnaa  R.  Burrows,  Montreal.  Osn 10,000 

C)Tiis  W.  Chadwiek.31  South  st.  N.  Y 10.000 

Jo&a  D.  Cfaipman,  St  Stephens.  N.  R.,  Canada. ....  10.000 

L  G.  Croeby,  St  John.  nTB..  Canada 10.000 

kscjii  Di  Giorna,  Cklvert  Big.,  Baltimore,  Md. . . .  10.000 

ioimA.  DonaUTlS  Broadway.  N.  Y 10.000 


Maximum 
Amount  of 
Uin>nwBxnB8'<7MU.  Liability. 

Robert  a.  Ewing,  8t  John.  N.  B.,  Canada. $10,000 

Geo.  H.  Fleminc,  St  John,  N.  B.,  Canada. 10.000 

H.  S.  OregoryTSt  John.  N.  B..  Canada 10,000 

Walter  A.  Harrison,  St  John.  N.  B..  Canada 10,000 

Thos.  N.  Jones.  18  Broadway.  N.  Y 10,000 

Robert  K.  Kelley  Exchange  Big.,  Liverpool,  Eng. .  10,000 

L.  A.  Burnett,  Aspinwall,  Pa 10,000 

Adolphe  C.  Knothe,  124  Fifth  aire.,  N.  Y 10.000 

E.  G.  Langley,  Wolfrille,  N.  S.,  Canada 10,000 

Thos.  J.  LewM,  165  Broadway.  N.  Y 10,000 

Wm.  H.  Logan,  Montreal,  Can 10.000 

Alex.  McMUlaa,  St  John,  N.  a,  Canada 10.000 

Wm.  A.  Park,  Newcastle,  N.  B.,  Canada 10.000 

.Mfred  Fbrter,  St  John,  N.  B.,  Canada 10.000 

James  Robinson,  MOlerton,  N.  B.,  Canada 10.000 

Heniy  Stewart.  3  So.  William  st,  N.  Y 10.000 

Henry  Stewart  A  Son.  3  So.  William  st.  N.  Y 10.000 

Lewis  W.  Stotesbury,  141  Broadway.  N.  Y 10.000 

J.  Royden  Thomson.  St  John,  N.  B..  Canada 10.000 

Percy  W.  Thomson,  St  John,  N.  B..  Canada 10.000 

EUwtt  E.  Van  Cleef.  463  West  st,  N.  Y 10.000 

Robert  Thomson,  St  John,  N.  B..  Canada 10.000 

Frank  S.  White.  St  John,  N.  B.,  Canada 10.000 

CecU  P.  Stewart  3  So.  WUliam  st,  N.  Y 10,000 


NEW  YORK  FIRE  LLOYDS,  New  York. 

Aitomeys.  A.  E.  Cortis,  J.  W.  Patterson;  Deputy  Attorney,  Geo.  J.  Scott,  220  West  47th  Street,  N.  Y.    Organized,  1892. 


Yeai 

Assets 

Unearned 
Premiums 

Surplus  as 
to  Fyh'rs 

Net 

Total 
Income 

Losses 
Pakl 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 

«$43 
031 

a401 

—$1,026 
—0,681 
—13,814 
—10,087 
—44,261 

$5 

$41 

$606 
428 
1,338 
2,840 
2,927 

$606 
1,180 
1.76: 
7,171 
8,03: 

1908 

$2 
14 
16 
16 

$761 

414 

4,830 

6,006 

1907 

30 

16 
19 

683 

♦16 

19,494 

190e                 642 

1905 

856 

wriitts' 


$7,768  paid  in  by  underwriters,    t  Indudhig  $9,476  paid  m  by  underwriters,    ft  Includes  $23,263  "under* 
**    —  DcfidcDcy  of  assets,    a  Caah.    e  Total liabflities,  December  31, 1909,  net  unpaid  losses,  $1,068. 


.RISKS  AND  PREMIUMS:    Fbe  risks  b  force.  December  31. 
SSOO;  pieminms  thereon.  $5. 

BUSINESS  SINCE  ORGANIZATION:    Piemhmis  reeeived, 
I4li^l4;  losMB  paid.  $250,314:  dividends  declared,  cash,  $9,800. 

UablUtv 

UNDERWRITERS:  Assumed. 

Obaiies  H.  MertflL  Exeter.  N.  H $2,000 

Georv  Holmes,  aO  Broad  St.  N.  Y 2,000 

George  Reuter.  Jr.,  12ft  W.  OUt  st,  N.  Y 2.000 

Asdrev  R.  Bfllid,  Brooklyn 2.000 


LtobUity 

UiTDmrBims:— Cenl.  Assumed. 

J.W.PstterBon.2aOW.47thst,  N.Y $10,000 

A.  E.  Cortis,  100  WUliam  St.  N.Y 10,000 

F.aPauly.  180  Water  stN.Y 2,000 

I.  J.  Merritt  Sr.,  40  WaU  st,  N.  Y 2,000 

H.  W.  Bonty ,  30  Broad  st ,  N.  Y 2,000 

I.  J.  Merritt,  Jr..  40  WaU  st ,  N.  Y 2.000 

W.  J.  Howey .  244  W.  49th  st,  N.  Y 10,000 

Horace  E.  fox.  105  W.  62d  st,  N.  Y 2,000 


U09. 


NEW  YORK  INSURANCE  ASSOCIATION,  New  York. 

Attorneys,  Daniel  Woodcock  6c  Co.,  19  Liberty  St.    Organized,  1892. 


Yeas 

1«09> 

Assets 

Unearned 

Surplus  as 
to  Fyh'rs 

Net 

TotU 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

$14,291 
16^276 
23.136 
16.08? 
12.1Tf 

$11,232 

11,804 

1&,639 

0.660 

7.668 

$101 

10 

607 

366 

1,771 

$22,690 
29,170 
36,268 
14,790 
10.265 

$23,478 

133.969 

35,347 

15,038 

19,448 

$14,482 

22,778 

19,841 

11,129 

9.091 

• 

$9,040 

11,616 

11,876 

5,310 

7.074 

$23,531 
36.703 

t33,216 
18,030 
17.166 

$0,885 

1908 
1907 
1906 
1906 

$1,600 
1,600 
2.500 
1.000 

17.306 

10,030 

18,361 

8,400 

subscriptJoQ  returned  lo  undenrriters.        t  Includes  $4,562  contributed  by  underwriters,  in  1908  and  $800  in 
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NEW  YORK  INSURANCE  ASSOCIATION,  New  York..— Cwi/»fif««/. 


Assets,  Decbhbxx  81,  1909. 

Real  estate  ofmed  (book  value) 

Cash  in  office  and  bank 

Aflents'  balances,  not  over  3  months  due 


$3,000 
1,789 
9,502 


Total  admitted  assets $14,291 


LiABiunss.  Decbhbxx  81.  1909. 

Net  losses  unpaid  (mduding  $500  resbted) 

Unearned  nremlums 

Other  liabilities 


$1,504 

11,232 

1.454 


Total  liabilities,  except  surplus. 
Surplus  as  to  policyoolderB 


$14,190 
101 


Total  liabilities  and  surplus $14,291 


RISKS  AND  FREMIUHS:  Fire  rbka  in  foree.  December  31, 
$1,521,800;  premiums  thereon,  $22,463. 

BUSINESS  SINCE  ORGANIZATION:  Premium!  reoeived. 
$306,926;  loMes  paid,  $196,660;  divxiends  declared,  eaih,  $6,500. 

REAL  ESTATE  OWNED:  Oondsta  of  a  lot  50  x  150  feet, 
OB  Sunset  ave..  near  Fine  st,  Aabury  Park,  N.  J.,  and  garsRe 
thereon,  valued  at  $1,500;  and  a  lot  40  x  100  feet  on  Lincoln 
ave.,  near  Sutter  ave.,  Brookljn,  valued  at  $1,500. 

MISCELLANEOUS:  Formed  as  Insurers  Alliance  of  the  City 
of  New  York'  chanced  to  Inaurecs  Alliance  of  New  York,  Decem- 
ber 14.  1893;  present  tttle  aaaumed  February  24,  1903.  Gon- 
fla«ntion  Umbcs:  Baltimore.  1904,  $1,338;  San  Fnnsiico,  1906. 
$1,873.  The  maxtanum  line  written  is  $2,500.  Expensea  are 
limited  to  80%  of  premiums. 


UnbOltv 

UNDERWRITERS:  Assumed. 

H.  L  Hudson,  Feari  and  Water  its.,  BrooUyn $2,500 

Edmund  T.  Willeta,  47  Ann  st.  New  York 2.500 

W.  E.  Jones.  12  Water  it.,  Brookhm 2.500 

J.  Dougbtfs  Wells,  109  JsckwD  Boulevard,  Ghioacc. .  2.500 

John  B.  Sabine,  Union  it.,  Brooklyn 2^ 

Walter  F.  Sykes,  626  2d  it,  BrooUyn,  N.  Y 2,500 

A.  J.  Willets.  88  Herkimer  St.,  Bro<^yn 2.500 

Wm.  J.  Bosert,  Westfield.  N.  J 2.500 

James  A.  Wylie,  5  Beekman  st.,  New  York 2^500 

W.  a  W.  Child,  1091  Dean  it,  BrooUyn 2.500 

Daniel  Woodcock  A  Co.,  19  Liberty  st.  New  York. .  2.500 

Daniel  Woodcock,  1219  Beixen  st.  Brooklyn 2.500 

John  B.  Sabine.  Union  it,  Brooklyn 2.500 

Edward  AnderK>n,  547  St  Mark'i  pL.  BrooUyn ....  2.500 


NEW  YORK  RECIPROCAL  UNDERWRITERS,  New  York. 

Attorney.  John  R.  Waten.  90  West  St    Organised,  1891. 


Yeab 

Assets 

Unearned 

Surplus  as 
to  Fyh'rs 

Net 
Premiums 

Total 
Income 

ToTBTl 

Pakl 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Losses 
Incurred 

1909 
1908 
1907 
1906 
1905 

$1,536,297 

1.410,602 

1,282,080 

1,160,557 

959.503 

$222,717 
190.324 
178.181 
162,410 
129.591 

$1,047,097 
972,362 
882.755 
793,503 
669,885 

$520,400 
458,567 
467,158 
422,109 
388,906 

$562,472 
500,502 
508,961 
451,430 
363,917 

$4,022 

27,416 

9.429 

4,034 

12,334 

$341,734 
278.442 
284,294 
170.035 
117,409 

$88,060 
75,828 
79,151 
70,843 
59.149 

$433,816 
881,681 
872,874 
244.412 
188,892 

$4,022 

27,410 

9,420 

4,084 

12,834 

Assets,  Decembkr  81,  1909. 

Bonds  owned  (book  value) $279,438 

Cash  in  office  and  bank 1,254,238 

Premiums  in  coutk  of  collection,  not  over  3  months 

due 940 

Interest  accrued 1,681 

Total  admitted  assets $1,530,297 


Liabilities,  Deczmbek  31,  1900. 

Unearned  premiums $222,717 

UnpaU  divUends 200,483 

Total  liabflities.  except  surplus $489,300 

Surplus  as  to  policyholders 1,047.097 

Total  liabflities  and  surplus $1,630,297 


RISKS  AND  PREMUJHS:    Fb«  risks  m  force,  December  31. 

Wl0.9sl,aW. 

Par  Market 

BONDS  OWNED:  Value.  Value. 

Atiantie  Coast  Line,  1952.  4% $20,000  $19,050 

Chieaso,  Bur  dk  Quinoy  R.  R.,  1949, 4%  20.000  20.050 

LehiS  Val..  gn.  m..  2003. 4% 20.000  10.260 

CftyorN.Y..dk,  1927.8i% 20.000  18.650 

aty  of  N.Y..  1917.4%, 50.000  50.000 

aty  of  N.  Y..  1917,  4|% 25.000  25.750 

Norfolk  A  Westeni.  1996.  4% 20.000  19.600 

Unk)n  Fte..  1947.  4% 20.000  20.250 

Ore.  R.  R.  ft  Nav.,  1946.  4% 20.000  19,500 

Pa.  R.  R..  ev.  1915,  3i% 20.000  19.200 

Fk.  R.  R.,  cs..  1948,  4% 15.000  15.637 

Pa.  R.R..  col.  n..  1916.5%. 15.000  15.000 

St  Louis.  Iron  lit  A  So.  River  ft  Gulf 

Dlv..l933.4%..- 20.000  17.500 

Totals  (book  value.  $279,437) $285,000  $279,437 


MISCELLANEOUS:  The  foresolng  statement  is  a  sommary 
of  383  private  aeeounts  of  subscriben,  who  redproeate  fiie  insur- 
ance indemnity  In  the  of&oe  of  the  attorney.  (TnttsaeCs  oolj 
Inter-Insurance  between  members.)  John  K.  Waters  is  ako 
attorney  for  the  Individual  Underwriters  sod  the  Large  Aren 
S«tp«gation  (a  branch  of  the  N.  Y.  Radprocal  Underwriters). 
Each  member  becoNmes  liable  to  the  extent  oi  $2,000  for  each  risk. 
This  amount  is  not  psid  In,  but  profits  ars  credited  to  his  aeooont 
until  they  amount  to  $4,000.  any  excess  befaig  subject  to  with- 
drawal No  more  than  one  risk  is  written  in  a  sfaigle  dty  block. 
Writes  sprinklered  business  only.  Limit  of  liability  of  each 
subscriber  In  a  k)cal  conflacratkm  is  $20,000  or  $40,000.  accoidlB« 
to  hto  reciprocation. 


NORTH  AMERICAN  INTER-INSURERS  OF  THE  CITY  OF  NEW  YORK, 

New  York. 

Attorneys,  Benedict  3c  Benedict.  35  Nassau  St.    Orcanised.  1892. 


Year 

Asseu 

Unearned 
Premiums 

Surplus  as 
to  P'yh'rs 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penses 

Total  Ex- 
penditures 

Looses 
Incurred 

1909 
1908 

$318,153 
423,141 
340,759 
301,793 
260.513 

$34,724 
33.765 
35,847 

$283,429 
388,876 
804.A3S 

$70,657 
67,402 
74,975 
61.909 
66,528 

$84,725 
80,147 
86,628 
72,779 
75.574 

$13 
205 

$105,001 

$13,810 
14,817 
15.026 
13.516 
12,438 

$178,824 
15,022 
15.026 
18,516 
12.998 

$18 
205 

1907 

1906 

30.567        260!50A 

1905 

32.694 

226.047 

'560 

560 
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NORTH  AMERICAN  INTER-INSURERS  OF  THE  CITY  OF  NEW  YORK.  New  York.-^ont. 
Assets,  DsocifBER  31,  1900. 

Bonds  owned  (market  ralue) $278,780 

Cash  in  office  and  bank 20,880 

Agents'  halanrw.  not  over  8  mooths  due 5,528 

Interest  accnied 8,959 


Total  admitted  asMts $318,153 


Liabilities.  Decembek  31,  1909. 

Unearned  premiums 

Other  liabilities 


$32,995 
1,729 


Total  liabflities.  except  surplus $34,724 

Surplus  as  to  policyholders 283.429 

Total  liabilities  and  surplus $318,153 


RISKS  AND  FREMinilS:  Fire  raks  m  foree,  Deeember  31. 
I8.888.fi00;  pnmnuns  thereon,  $66,980. 

BUSINESS  SINCE  ORGANIZATION:  PMniums  icceired. 
I8M.6C7;  bsM  paid,  $33360;  dividends  deehued,  CMh,  $165,001. 

Par  Market 

BONDS  OWNED:  Value.         Value. 

m.  Ost  R.  B..  1962-1953,  4% $10,000  $10,180 

N.y..ChLASt.LR.R.,  1937.4% 5,000  5.000 

Omt  Pkc  1940.  4% 25,000  94,250 

let  St  Bj.,  2002, 4% 10,000  5,200 

Oat  of  Qa^  1945,5%. 5,000  5,450 

gate  IV.,  1947.  4% 30000  30.000 

X.T.Oeat,d.,  1^34.4% 15.000  14,400 

;.  T.  C%,  1936.  4% 50,000  50,000 

Oie.8hortLlBe,IO».4% 15,000  14.260 

N.T.CIhr,1857.4i% 50,000  55.500 

Cklc.  B.  ft  a.  1058.  4% 15,000  15,000 

80.  Fk«L,  1055,  4% 5.000  4,750 

BeEmfaileS.Dom^l0«L5% 10,000  9.900 

Hodson  Go.  Qm,  194975% 5.000  5.200 

N.  Y.  A  Wcfltek.LtK.,  1954,5% 10,000  10.200 

lBter.Jfet  eoL  tr..  1950.  41%. 10,000  8,400 

0.8,StMl.l963.5% 10.000  10,500 

To«sh  (hook  Talue.  $285,102) $280.000      $278.780 

MldCELLANEOUS:  Fonned  as  North  American  Lloyds; 
pnsest  tftle  aaBomed  Amfl  15,  1896.  This  association  traosaots 
iKter-insoraaee,  and  has  been  under  the  present  manacement  dnoe 
llOL  Eseh  member  deporits  a  bond  for  twice  the  amount  author- 
ised to  be  written  for  him  on  a  single  risk,  and  this  bond  represents 
tke  extent  d  his  lisbi&ty. 

Uabitttv 
UNDERWRITERS:  Assumed. 

Anald,0»stable  A  Go.,  881  Broadway,  N.  Y $20000 

R.H.lfaey*Oo.  1317 Broadway.  N.Y 20,000 

3taiBraa,82W.  23d8t,N.Y 20.000 

Abnham  A  Stana.  423  Fulton  si.  Brooklyn.  N.  Y. .  20,000 

Woodwsrd  k  Lotlivro,  1007  F.  st,  Washington,  D.  G.  20,000 

B.AllaaaAGoL,357  5thaTe.,N.T 20,000 

B.  H.  White  k  Ooi,  Washington  and  Bedford  sts.. 

^BostoB,  Mass- 20,000 

7W  H.  a  Claflia  Go..  Church  and  Worth  sts..  NY..  20,000 
Stnwbridee  A  Clothier,  Harket  A  FUbert  sts.,  Phil*. 

«phJa.Pa 20.000 

mAmt  Dry  Goods  Go.,  933  Fbnn  aye.,  Pittsburg, 

H 20,000 

riedetick  Loeser  k  Co..  Fulton  A  Bond  sts.,  Brooklyn, 

NY :.:  20,000 


LtobiUtT 

UironwBinRS.— Coal.  Assumed 

The  John  Shlllito  Go..  Race  and  7th  sts..  Glndnnatl,  0.  $20,000 
C.  F.  Horey  A  Co.,  Summer  and  Avon  sts..  Boston, 

Mass 20,000 

John  Wanamaker,  Broadwsy  A  9th  St,  N.  Y 30.000 

N.  Snellenburg  A  Co.,  ICarket  and  Glrard  sts.,  Phila- 
delphia, Pa 20,000 

Lord  A  Taylor  and  Lord  A  Tsjlor,  Inc.,  805  Broad- 
way, N.  Y 20,000 

Brooks  Bros.,  932  Broadwsy,  N.  Y 20.000 

American  lithographic  Co.,  4th  ave.  and  E.  19tii  st. 

^N.Y 20,000 

Kaufmann  Bros ,  400  5th  ave.,  Pittsburg.  Ps 20,000 

Sibley.  iJndsay  A  Curr  Go..  22  CUnton  ave..  N., 

Rochester,  N.  Y 20,000 

Balch.  Price  A  Go..  376  Fulton  st,  Brooklyn  N.  Y. .  30.000 

Olmbel  Bros.,  Inc..  7  Grand  ave.,  aOwaukee,  Wis.. . .  10,000 

LBamberB»AGo..Newaric.N.J 10.000 

Lesher,  Whitman  A  Go.,  670  Broadwsy,  N.  Y 10,000 

The  H.  A  8.  Pmnw  Go..  20  W.  4th  st,  Clndnnati,  0 . .  10,000 

The  Sweeney  Co..  256  Main  st.  Buffato,  N.  Y 10.000 

H  G.  F.  Koeh  A  Go ,  132  W.  125th  st.  N.  Y 10.000 

W.  U.  Whitney  A  Go..  43  North  F^ari  st,  Albany. 

N.Y 10,000 

"Hie  Shoenberg  Mercantile  Go..  St  Louis,  Ho 10,000 

L.  F.  Domemrich  A  Co..  57  Greene  st,  N.  Y. 10,000 

Hutchinson.  Pierce  A  Co.,  842  Broadway.  N.  Y 5,000 

Emery  Bird  Thayer  D17  Goods  Co.,  1016  Orsad  ave., 

Kansas  CityTMo 5.000 

L.  S.  Donaldson  A  Co.,  001  NlooUet  ave.,  Minneapolis, 

Mhm 5,000 

PiMssvaat  A  Co.,  83  Greene  st,  N.  Y 5,000 

The  Denver  Dry  Goods  Co..  1501  Galiforaia  st. 

Denver,  Colo 5,000 

H.  Batterman,  747  Broadway.  Brooklyn,  N.  Y 5.000 

Frederick  Vietor  A  Achelis,  96  Spring  st,  N.  Y 5,000 

H.  A.  Meldrum  Co.,  460  Main  st,  Bnifalo.  N.  Y 5,000 

S.  Kann,  Sons  A  Co.,  705  Market  Space,  Washington, 

D.C 5.000 

The  Fair,  Monroe  and  State  sts..  Chicago.  Ill 5,000 

Jones,  McDuffee  A  Stratton  Go.,  25  Franklin  st. 

Boston.  Mass 5.000 

Browning.  King  A  Co.,  16  Gooper  square.  N.  Y 5,000 

L.  Grdf  A  Bro..  Baltimore.  Md. 5.000 

Wm.  Iselin  A  Co.,  1  Greene  st,  N.  Y 5,000 

Dives,  Pomeroy  A  Stewart  328  Market  st,  Harris- 
burg,  Pa. 5,000 

Boggs  A  Buhl,  Pittsburg,  Ps 3.000 

MUIs  A  Gibb.  Inc.,  462  Broadway.  N.  Y 3.000 

HochschUd.  Kohn  A  Co ,  Baltimore,  Md 3,000 


NORTHERN   FIRE  ASSOCIATION,   Chicago,  111. 


Nicies  beariag  the  above  title  have  been  Issued  in  the  Western 
Steles.  The  aaines  of  the  underwriters  printed  on  the  policy 
m  sit  ss  foOowK  B.  A.  Gooaroe,  E.  E.  Rhodes,  J.  F.  LuiUe, 
whew  Lefanen,  J.  F.  Murray.  F.  M.  O'Brien,  George  H.  Moore, 
a.  McBride,  Herbert  SulUvan  and  W.  A.  Barry,  aUof  Chicago. 


ni.  The  poUcywas  understood  to  be  issued  through  N.  E.  Ogiesby 
A  Co.,  155-157Wssbington  st,  Ghlesgo.  S  M.  Moffett  was  reported 
to  be  the  attorney  for  the  underwriters.  A  man  of  this  name  was 
reported  to  have  been  attorney  for  the  Industrial  Fire  Under- 
writers 


NORTHERN  FIRE  UNDERWRITERS,  Chicago,  111, 


Thip  Uoyifa  ta  understood  to  be  under  the  same  management 
M  the  ^dtaUe  Fbe  Underwriters,  Fkielity  Underwriters, 
vraess  nre  Uxiderwriters,  and  Queen  City  Fbe  Underwriters, 
III  of  Cfaieagog  and  to  be  trsnsarting  a  surplus  line  business  in 
of  Um  country.    No  finandsl  statement  has 


been  furnished  us.  Subscribers  who  may  be  offered  policies  of 
this  concern  can  be  referred  to  a  party  who  was  insured  by  It 
and  who  sustained  a  loss.  MaU  addressed  to  this  concern  has  been 
returned  to  sender 


NORTHWESTERN    FIRE  UNDERWRITERS,   Chicago,   III. 

Attorneys,  Frank  Bishop  &  Co.,  195  LaSalle  St 


Hh  onsalsatloB  is  understood  to  be  transacting  business,  but 
nHsUe  faifofssBtkm  has  yet  been  obtained  concerning 
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PAINT  TRADE    FIRE  INSURANCE  EXCHANGE,  SeatUe,  Wash. 


This  is  an  inter-tasurance  ornnisatioD  promoted  to  operate 
among  the  paint  and  allied  inaustries.  It  was  organised  ana 
eommenoed  operations  July  1,  1909,  by  W.  Beuiett  Gough  and 


C.  S.  Best  under  the  firm  name  of  Gough  A  Best,  with  offices 
the  Bailey  Building.  Seattle. 


PEOPLES   CO-OPERATIVE  UNDERWRITERS,   Chicago,  lU. 

Managers,  E.  Littlefidd  &  Co.,  119  LaSalle  St 


A  Lloyds  bearing  the  above  title  is  reported  to  be  hi  busbiess  at 
Chicaffo.  E.  littfefield  k  Co..  formerly  operated  the  Western 
Consolidated  Underwriters,  and  the  United  Stotas  Underwriters. 


both  of  Chicago,  two  Uoydi  whldi  an  suppoaed  to  hate 
tinued  operations. 


PORTLAND  MARINE  UNDERWRITERS,  Portland,  Me. 

Attorney  and  Manafer,  Albert  B.  Hall,  17  Exchange  St. 


This  association  has  been  transaeting  marine  insuraaee  since 
1887.  It  is  understood  to  be  composed  of  50  subscribers  and 
has  a  fund  of  150.000.  which  Is  held  for  the  protection  of  poticy- 


holden.    Albert  B.  Hall,  the  attorney,  is  connected  with  Norton. 
Hall  ft  Webster,  insurance  agents  at  Portland. 


PROFIT  SHARING  COMPANY,  Galveston  and  El  Paso,  Texas. 


This  concern  is  reported  to  be  operated  bv  T.  K.  Best  A  Co., 
as  is  also  the  Inter-Insurance  Company  of  Galveston  and  El  Paso. 


QUEEN  CITY  FIRE  UNDERWRITERS,  Chicago,  HL 


This  Lloyds  was  understood  to  be  under  the  same  management  as 
the  Eguitable  Fire  Underwriters,  Fidelity  Underwriters,  Firemou 
fire  Underwriters,  and  Northern  Fire  Underwriters,  all  of  Chicago, 
and  to  be  tranncting  a  surplus  line  bustneas  In  oeitaln  seetions  oi 
the  oountiy     No  finandal  statement  or  pbm  of  operationa  have 


been  furnished  us.  Subscribers  who  may  be  offend  polides  of 
this  concern  can  be  referred  to  a  party  who  was  insoitd  1^  It 
and  who  sustained  a  loss.  Mall  addressed  to  this  coneen  liaa  been 
returned  to  sender. 


RECIPROCAL  ANNEX,  Kansas  City,  Mo. 

Attorney  and  Manager,  J.  W.  Garvey.    Organized,  1000. 


This  association  was  organised  November  1, 1006,  by  J.  W.  Gar- 
vey, who  also  manages  the  Lumbenneni  Exchange  and  the  Re- 
ciprocal Underwriters,  both  of  Kansas  City.  Ite  third  Snancial 
statement  shows  that  the  premiums  and  mterest  received  during 
the  year  amounted  to  $21,420,  dividends,  110,100,  the  losses  to 


S2,337;  and  commissions  and  expenses  to  S8,016.  The  balance 
on  hand  after  dividends  were  paia  amounted  to  132,549,  consist- 
ing of  liability  deposit,  111,010;  unearned  premiums,  $8,432. 
and  net  surplus,  $12,507. 


RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  Brace  Dodson,  Sharp  Building.    Organiaed,  1905. 


This  is  an  inter-msurance  association  established  No- 
vember 1,  1905.  It  is  operated  in  connection  with  the  Ice 
Manufacturers  Exdiange  and  the  Brewers  Exdiange  managed  by 
Bruce  Dodson.  The  acceptances  are  limited  to  desirable  risks 
of  a  few  selected 


Judging  by  a  statement  as  of  Novoaber  1,  1000  given  to  na  in 
confidence  wis  association  is  in  a  thriving  condition  and  in  poaitiaD 
to  protect  ite  policyholders  to  any  reasonable  extent 


1 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


355 


RECIPROCAL  UNDERWRITERS,  Kansas  City,  Mo. 

Attorney  and  Manafer.  J.  W.  Ganrey.    Organixed,  1807. 


Ykab 

Aaiets 

Uncazncd 

Sorphuas 
toPyh'n 

Net 

Total 
Income 

Paid 

Dir- 
idendt 

Ez- 

penaes 

Total  Ez- 

Loeaes 
Incurred 

1900n 

$108,433 

t$73.177 
:71.655 
t67.106 
{62.367 
t64.240 

$66,493 
52,106 
72,203 
60.066 
48.201 

$60,245 
5^.500 
76,608 
52,437 
40,774 

$11,487 
23,344 
11.088 
16.425 
23423 

$30,772 
33,709 
24.203 
12.853 
11,763 

$7,144 

10.468 

0,028 

8.253 

8.280 

$40,403 

» 67,521 

46,300 

37,631 

43.166 

$11,487 

190^ 

23,344 

19076          08.242 

11.088 

1906«          82.611 

16,425 

1905 

64,164 

28,123 

a  Statonent  dated  July  31.    X  Reaerve  and  deponts.    h  Statement  dated  July  26. 


A.S8ETS.  JULY  31.  1900:  Secured  loaiia.  $62,500;  eaah  m 
office  and  bank.  $40,667;  unooUeeted  premiums  and  depodta, 
$5,269;    total  admitted  ameta,  $108,433.    liabiHtict:  DiTideDds. 

FIRE  RISKS  IN  FORCE:    December  31.  H.389.800. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$422J75:   kasaa  paid.  $110.902-   eash  dividends.  $181,646. 

MISCELLANEOUS:  Tlilf  wodatVm  now  writes  a  maximum 
line  of  $4jOOO  on  detad)ed  bflek.  stooe  or  frame  buUdlngs.  or  mer- 
tksifiB,  and  snmller  Ilnet  on  more  hasardous  propertifB, 


but  will  not  write  risks  in  lonf  frame  ranflN.  It  ooOeeta  full  board 
rates.  Tbei*  are  nearly  UXN)  subwitbefB.  Each  subscriber 
deposits  $20*  bif  account  is  then  eredited  witii  his  proportion  of 
the  premiums  written  dally:  when  these  credits  amount  to  $40 
the  $40  is  added  to  the  depoeit  of  $20.  and  the  $60  is  set  aside  to 
his  account  as  his  reserve  fund:  all  amounts  credited  to  his  account 
thereafter  are  returned  to  him  in  dividends  at  each  annual  state- 
ment, less  15%  and  his  pcoportkm  of  kisses  and  axpensee.  The 
aasodatkm  seemo  to  be  carHuily  managwl 

ADVISORY  COMMITTEE:  T.  J.  CNciU,  H.  a  Tayk>r,  H.  J. 
Hodge. 


RETAIL  GROCERY  UNDERWRITERS. 

Attorneys  and  Manigers.  Harlow  Hewitt  &  Co .  Palo  .Mto.  Cal. 

This  is  an  inter-msurance  orgaaisatbn  which  was  formed  Se^;^   I    Retail  Orocen  and  Merchants  Association.    The  maximum  line 
tember  15,  1908  during  the  State  Conventkm  of  the  Califomja   |    written  is  ^000  subject  to  one  fire;  the  average  line  being  $1,200. 


RETAIL  HARDWARE  UNDERWRITERS. 

Attomeyji  and  Managers,  Harlow  Hewitt  &  Co..  Palo  Alto.  Cal. 


This  m  an  inter-msurance  organisatkm  formed  in  October.  1906. 
It  faae  an  advisoiy  Committee  of  seven  members.  The  maximum 
line  written  subj^  to  one  fire  is  $2,000;  the  avoage  Ime,  $1,200. 


The  attomevs  and  managers  are  alao  managers  of  the  Retail 
Grocery  Underwriters. 


SECURITY  FIRE  UNDERWRITERS,  Chicago,  111. 


TUa  Lloyds  is  reported  to  have  commenced  busineas  eariy  in 
Joae,  1906.  with  D.  Regensburg,  4$44  Calumet  ave..  Chicago,  as 
attorney  and  manager  who  advises  us  that  no  business  was  written 


after  first  two  months.    AH  papers  left  with  Charles  Russell,  125 
U  Salle  St,  Chicago.  111. 


SOUTHERN   LUMBER  UNDERWRITERS,  New  Orleans,  La. 


This  la  n  atileUy  taiter-insuranoe  association,  restricting  its 
operattMM  to  lumber  mills  and  allied  industries  and  commeno«l 
bosiDeas  June  1, 1906.  On  June  1. 1909  essh  assets  were  reported 
amoonting  to  $19306,  and  eontmgent  assets  of  $20,068,  with 


liabilities  of  $11,544,  and  reserve  fund.  $8,319.  The  amount  of 
risks  in  force  was  $1,046,479.  The  attorney  for  the  subscribers  is 
J.  E.  Warner  and  the  advisory  committee  is  composed  of  A.  T. 
Gerraas,  J.  F.  Wigginton  and  L.  H.  Price. 


SOUTHERN  UNDERWRITERS,  San  Antonio,  Tex. 

Van  A.  Webster,  Manager. 


TUs  la  a  reciprocal  oiganliatian  Inaugurated  late  in  1907.  It 
tnaofes  only  menchaata  with  hif^  rating.  Only  one  rislc  in  a  block 
k  aeeeptad,  and  lines  are  limited  to  $5J)00.  A  sum  equal  to  50% 
cl  the  pRaaium  deposit  is  rsqulred  as  a  rsserye.  The  Managei^s 
'*''™''*''^'^  SS^^^''^^  elerical  help)  is  15%  of  the  premium 
denosit  In  1MB.  20%  ol  piemium  depoaits  were  refunded  to 
saoacrfbers.  Oaiy  two  losses  had  been  ineomd  from  organisation 
to  Fefaruaiy  19.  1900,  both  of  which  were  prompt^  nid.  The 
BaUHty  aaaanrnd  by  any  umlerwriter  is  Halted  to  the  amount 
d  the  unearned  pnmtom  deposit  and  the  $0%  smrplui,  poHdes 


being  non-assessable.  In  case  of  cancellation,  the  unexpended 
portions  of  the  premium  deposit  and  the  50%  sun^us  are  returned. 
it  has  about  700  subscribers  and  writes  business  In  Tex.,  Okla 
and  La 

ADVISORY  COMMITTEE:  W.  T.  MoCampbeU.  president 
State  Bank  A  Trust  Co.,  San  Antonio  and  viee-preaident  Texas 
Loan  Sl  Guarantee  Co.,  Dallas.  Tex.;  H.  D.  Gruene.  merchant, 
Goodwin,  Tex.;  C  H.  Dean,  merchant,  San  Antonio.  Tex.; 
Wm.  Aubrey,  oounsd  and  Van  A.  Webster,  manager. 
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SOUTH  WESTERN  RECIPROCAL  UNDERWRITERS. 

Attorney  and  Manager,  F.  L.  Wright  Wichita.  Kan 

Thia  exchange  bep^an  buaineM  in  1908.    It  was  organiied  for  I    to  memberB  of  the  Southwestern  Kanaaa  and  OlcUhoma  Imple- 
the  porpoee  oT furnishing  protection  on  the  inter^insuranoe  plan   |    ment  and  Hardware  Dealers  Association. 


SPRINKLERED  RISK  UNDERWRITERS,  Chicago,  111. 

Attorneys  and  Managers.  Wm.  and  R.  M.  Williamson. 


An  inter-lnsuranoe  organisation,  to  insure  sprinkler-protected 
rialcs  of  memben  only,  was  organised  under  the  above  title  early 
tn  1907.  Wm.  Williamson  is  attorney  for  the  Indemnity  Ex- 
change, and  Wm.  and  R.  If.  Williamson  also  manage  the  ICanu- 
faeturers  AUlanea  for  Inter^Inrarance.  Its  financial  statement  as 
of  Dee.  81,  1908,  showed  the  following  items:    Cash  assets.  S22.- 


789,  unearned  premiums,  tOJSO;  surjdus,  $13,032.  Qroas  pre* 
miums,  April  1  to  Deoember  31,  1906,  824.134;  dlTtdends  paid, 
$11,979;  losses,  $55;  ezpeoMs,  t&M;  total  disbursements. 
$20,238.  Premiums  in  foree,  Dee.  81,  1906.  $22^17;  subeeriben' 
subscriptions,  Dee.  31.  1906.  $162/100;  losses  Dee.  31.  190R.  to 
May  1, 1909,  $1,677. 


TELEPHONE  FIRE  INSURANCE  EXCHANGE, 

Attorney,  James  B.  Hoge,  153  La  Salle  Street.  Chicago. 


This  is  an  inter-insurance  concern  organised  by  the  Inter- 
national Independent  Telephone  Association. 


SUBSCRIBERS  AT  UNITED  STATES  LLOYDS,  New  York.§ 

Attorneys,  A.  Foster  Higgms.  Herbert  Appleton,  Douglas  F.  Cox,  3  South  William  St    Oxfanised,  1800. 


YXAM 

Asseu 

Unearned 
Premiums 

Surplus  as 
to  Fyh'rs 

Net 

Total 
Income 

Losses 
Paid 

Div- 
idends 

Ex- 
penaes 

Total  Ex- 
penditures 

Incurred 

1909 
1908 
1907 
1900 
1906 

$1,490,202 
1.876,008 
1,601,099 
1.608.172 
1.287.366 

$638,748 
496,964 
636.119 
472.283 
316.866 

$316,602 
177.076 
170,972 
249.126 
436.525 

$1,068,537 

1,185.169 

1.059,547 

851,471 

813.955 

$1,103,743 

l,224.4n 

1.349.539 

1.097,810 

968.244 

$810,255 
888,435 
818.588 
618.406 
606.570 

$25,000 
26,000 
50.000 
50.000 
50,000 

$237,345 
227.746 
468,368 
375,908 
288.747 

$1,072,000 

1,141.181 

1,336,951 

1 089.314 

945.817 

$913,550 
010.682 
901,022 
780  826 
540.888 

ft  Transacts  marine  and  inland  insurance  only. 


Assets,  Dzckmber  81,  1909. 

Bonds  owned  (market  value) $046,250 

Cash  in  office  and  bank 394.279 

Agents'  halancea,  not  over  8  months  due 441,836 

Interest  accrued 7.837 


Total  admitted  assets $1,490,202 


Liabilities,  Dicbmbbi  31,  1900. 

Net  losses  unpaid  (mcludmg  $14,990  resisted) 

Unearned  premiums 

Return  ana  reinsurance  premiums 

Other  UabOities 

Total  liabililies,  except  deposits  and  surplus.. 

Deposits  of  underwriters 

Surplus  over  all  liabilities 


$355,813 

638.748 

201.416 

77.623 

$1,173,600 
100,000 
210.602 


Total  liabilities,  deposits  and  surplus $1,490,202 


The  liability  of  each  subscriber  is  unlimited  for  his  proportbn  of  every  risk  written. 


RISKS  AND  PREMIUMS:  Marine  and  inland  risks  in  force, 
Deeember  81,  $45,133,961:  premiums  thereon,  $638,748. 

BUSINl^  SINCE  ORGANIZATION:  Premhmis  reeeived, 
$46,468,497;  losses  paid,  $26,674,463;  dividenda  declared,  cash. 
$1,989,724. 

Par  Market 

BONDS  OWNED:  Value.         Value. 

Atlanta,  Qty  of.  bs..  1922, 4i% $10,000  $10,500 

Boston,  aty  o(.  g.  be.  reg..  1942,  3}%. . .  50.000  47,500 

Mass..dtateor,g.bs.,192^,34% 50,000  40,000 

New  York.  Qty  of,  ep.  stk.;  1936,  4%  . .  50.000  50,000 

New  York,  Qty  of ,  ep  stk.  1928.  34%. .  50.000  47,000 

New  York,  aty  of,  m.  stk.,  1020, 3% . . .  25,000  22,750 
A..  T.  ft  S.  Fe  R.  R.,  gn.  m.  g.  bs..  1995. 

4% 50.000  50.000 

B.i0.aR..lm.gbs..  1948,4%....  50.000  49,500 
Chi.,  R.  I.  ft  p.  R.  R.,  gn.  m.  g.  bs.,  reg., 

1988.4% 50.000  49.500 


Par 

Bonds  Owned.— CmU.  Value. 

Long  Island  R.  R..  1  es  m.  g.  bs.,  1981. 

4% $50,000 

N.  Y.  C.  ft  H.  R.  R.  R^  g.  bs.,  leg.,  1997. 

81% 60.000 

N.  P.  ft  0.  N..  joint  bs.  C,  B.  ft  Q..  ooL, 

1921,4% 50.000 

N.  P.  Ry.,  g.  bs.,  St  P.,  D.  Div..  1996. 4%  10.000 
N.  P.  R.  K..  prtor  Hen  R.  R.  ft  land  grant 

g.bs..  1997:4% 25.000 

Scioto  Val.  ft  N.  E.  R.  R.,  1  m.  g.  bs., 

1989.4% 15,000 

Uakm  Pae.  R.  R.,  1  OB.  g.  bs.  1947. 4%.  SOfiOO 

Cuba.  RepubUeof,  g.  bs.,  1944, 5% 28,000 

Totals  (book  value.  $641,750) $600,000 


Market 

Value. 

860.000 

46.500 

48J00 
9.000 

26.730 

14.400 
51.000 
25.750 


$640,250 
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SUBSCRIBERS  AT  UNITED  STATES  LLOYDS,  New  York.— C(««n«J. 


1,  or  Bm 

.:  R.T.  WU»i.ol 


HBCELLANBOOS:   HIbIih  t  Cu  in  ■ 

gf  tht  iBdcBDl^  Hotdtll&rtH  U  LoodOO. 

CyDESWHITERS.-  Jtoo  Crwby  Brow 
i  Co.-  BItke  &«.  A  Co.;  R.  T.  Wiboo  A  O 
I  T.  worn  A  Ca;    FWnk  A.  Vudcriip, 

..  ._„.-.  jtTj.  ti  E.  D.  HoKU 

in  4  Co.:  Adriu  Iwlin,  Jr.,  rfA.  ..^ 

u:  Ma  D.  BmrU,'  H.  H.  ttoiin:  Grarft  C.  Clirk.  o(  The 
"■■'"■■         ■         -    ■   "  Fnuikim:  Jt*ii 


B.-,      &i 


Citi  Riak;    Eueu  &ij,  d  Eobih  Kelly  i  Co.: 
UidUw.  d  Ui^^A  Co.:  Jdu  TTTnry,  d  £.  D.  Hon 


lACo.: 


L«:  WUI^ 


Tod'*  Ca;    Lou  Witin..  ..      -,.. 

MiilDT.  or  C  H.  MiUarj  A  Ca.:  Silu 

t  Jipu  Tndmc  Co.:  Chula  W.  Hoiw.  >^'  I.  Uf.w: 

Jil-nm  Hagu.  o(  T.  Honn  A  Bmi:  Omtee  H.  War 


tSS- 

i  Co.;  Q.  S.  Bowdoin:   Levi  P.  Unrtwi.  Piwlenl  MortoB 
-  "      "-  -   .  F.  BUh;  GForge  B.  Afnin:  RiduKi  J.  Crow 

.  .—■-piMident  Funnrn'  Lmn  t  Trail  Co.;  OwrR 

W.  Cmaiufefr,  of  Cronmui  k  Siekken:  HtrauiD  Svlrini.  d 
Cmsnu A SKleken;  Ed.T.Bodlonl, prsidtDtCorsFroducliR*- 
BohiE  Co.;  Seth  H.  UiUi'kai,  d  Dttrmg,  HiUikm  A  Cd^-  Wood- 
wirtl,  Bddwio  A  Co.;  Cfau  A.  O'DoDDliut;  Slcpluii  W,  Canj; 
Philip  Rupnsht;  Albert  H.  DoUud;  Junn  H.  Put,  ptt^nt 
I1v.Vitiflii)Sii»rlteenngCo.;  JimaB.  Hicboo;  C.  F.  Ackw- 
Dinn;  Chirie*  F.  Torm;  JtiMa  llECiilche«ii.  d  Jinm  Ho- 
Cutcbeoii  A  Co.;  Kaaj  Y.  Dimock;  Bcrfcert  AppMoi;  I.  Ogden 
Armour,  d(  ChiiMO:  Louh  F.  Sn"     ""'  "  "  ■■— ^  - 

of  New  Orlani.  Ls.;  Alba  B.  Juu.».i,  ^  .u. 
tnd  Jh.  Doiw»i,  i^  Phitidrlphlii:  W.  J.  HcCiliu, 
H.  A.  Berwind,  d  Fhilidelpbit:  AUrtd  Wicinr.  si  DoiuiB:  H. 
K.  Biker,  of  BdllzDore:  Louii  UuUrr,  ol  Baltimon;  Riitw 
Woodi,  of  Ballimore.  Rtifui  Wood^  1  Co..  of  BiltimorF;  B. 
Uverini  A  Co.,  d  Baltirun;  WilJiui  Luibu  A  Sob.  of  Bal. 
tiiDore:  Alei.  J.  Godby.Til  Biltbisrc;  Wm.  H.  Dii.  o(  Dii  A 
WUkuik  Bdlimon;  Chu.  C.  Homor.  of  BillimoR;  JabiM 
Lfverinc.  of  Btltimon;  F.  W.  Willm  A  Baa.  d  Bdtgnon; 
Jovpti  R.  Fourd,  ol  Biltimon;  BbBehud  RuddL  of  Biltimorc.* 
R.  Brent  K»Kr.  of  Biltbnoc*;  Wildo  Ntwooaur,  of  BdloiHn; 
Edwnrd  a.  ^uford,  of  BiHmorK  Donflu  F.  Coi. 


hilwJelphB:   Jol 
ji,  of  PEibddtihi 


188, 515 
80,998 

44,408 
3«,72S 


FIRE  RISES  IN  FORCE:  Deeember  11,  (IS,TM,7Da. 
BCSINQH  SINCE  ORGANIZATION:  Proiimi-  ... 
VKm,  IsBU  pud.  t33,W9;  cuh  dividradl.  d.ITT. 


XmCERWRITING   AGREEMENT,  New   York.    Organized  1905. 


Ttm  k  ft  pool  campoftEd  of  tw«ntf-ODe  drj  cpodi  nerdiftntA  wbo 
Jsoe  tftdi  oUkt  10  ft  total  of  tU)J)O0  on  ue  prDputjr  of  oub 
—aha.  No  piAio  ire  Inn],  tbi  trndBwrlllaf  opantlou 
b^  carried  on  ombr  in  acrmDoil  idcoal  by  the  Tirioija  mrm- 
bio.  Heit  hc  bo  foraal  badquarten.  bnt  U»  ducUdb  an 
wmt,  heU  at  TB  Sprint  •(■.  New  Tork.    The  lutltHlonbxu 


M  hi  11105.  and  Hit  nwmben  ait  all  inlBUntlal  (od  irputabla 
ai  bouaea.  Tkne  tnntoH  and  a  aeoctary  an  elected 
lUjr.  The  tnjitegi  hun  entln  etiarfg  of  the  ncetpla  iwd 
nementa  aod  the  adjuatment  of  loaa,  one  of  tiutr  Dumber 
elected  trcHnnr  to  nxHn  and  pc^  out  tba  Inodi,  aubJMC 
s  approTal  of  the  (ruataea. 


UNION   UNDERWRITERS,   New  York,  N.  Y. 

Altonie;,  Oua.  P.  McMinui.  H  Pbe  Sl,  N.  Y.     Onaoiicd,  1892. 


The  laBfial  atahawt  of  IU>  liojdi  ai  of  DMonber  81. 1909, 


lOSCELLANEOCSi  Formed  u  (he  Goardian  Fin  Uoydi  In 
Martk  7,  V9k  ebuard  to  Waldorf  Fir.  Uoydi.  September  28, 
VK:  i^aBced  to  Fin  Awcialjoa  of  New  York,  Deeembar  3. 
inO:  prveal  tide  anumed,  NoreiDbec  72,  1902. 


'.  KftleL3fi2W.  USth 
lltii  at,  .Sew  York;  J 

.  .      _.rk;    Fnnk  R.  Reia. 

Chai.  F.  llitefaeU,  M  PIh  at. 


at-.New  York:  Oh*.  F.  ileMaimia,  H  Pine  at,  Ne^  Yorl 


UNION   UNDERWRITERS, 

New  York. 

OrgaoiHd.  1904. 

Vtu     Aiaet* 

Unauned  1  Surplni  ■> 
PmBiumi  1  to  Frb'n 

Net 

Total      1     Louct 
Income    1       Pmid 

Ide^e 

P^ 

sss 

L«» 

im       1119,487 

11 

68l«i 

(10.331 

3S,8S: 
82:807 

ii 

tl3.2» 

1:11 

is^soi 

1 

depostei)  ^ajwAi 

SSS"" 

2.000  itv» 

t  of  ooo  n 

-w  luliEcrib 

,.  11..I.J 

m  mm 

358 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


UNION  UNDERWRITERS,  New  YoTk-^Caniinued. 


Assets,  Deceicbek  31,  1900. 

Bonds  owned  (market  value) 

Cash  in  office  and  bank 

Agents'  balances,  not  over  3  months  due 

Interest  accrued 


Total  admitted  assets 

Additional  liabOity,  December  31.  $200,000. 


$54,650 

59.345 

4,606 

706 


$119,487 


Liabilities.  December  31,  1900. 

Net  losses  unpaid  (none  resisted) 

Unearned  nremiuros 

Other  liabilities 


1310 

20.882 

833 


Total  liabilities,  except  deposits  and  surplus . 

Deposits  paid  in  by  underwriters 

Surplus  over  all  liabilities 


$22,034 
50,000 
47.4S3 


Total  liabUities,  deposits  and  surplus $1 19.487 


RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  81, 
$6,270,229;  premiums  thereon,  $41,764. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$150,578;  kMses  pakl,  $32,202;  divkiends  deelared.  cash,  $7,020. 


BONDS  OWNED- 

Erie  R.  R..  C  Pa.  Goal.  coL.  1051,  4%... 
Atch.,  Ton.  A  S  Fe  R.  R..  gn.,  1005.  4% 
Ch(.,  Buri.  A  Qnlncv.  joint.  1021,  4%.  . . 

Pennsylvania  Co..  1031,4% 

Reading  R.R.,  gn..  1007, 4% 

Amer.  TL  &  Tg.  Co..  n.,  1010,  6% 

New  York  City.  cap.  stk.,  1057,  4i%. . . 


Par 

Market 

Value. 

Va'ue. 

$5,000 

$4,300 

15,000 

15.000 

10.000 

10,000 

10.000 

0.800 

5.000 

5.000 

5.000 

5.000 

5.000 

5.550 

Totals  (book  value.  $55.445) . 


$55,000        $54,050 


MISCELLANEOUS:  Formed  as  South  and  North  American 
Lknrds,  In  1876;  title  chanced  to  Associated  Underwriters  at  South 
and  North  American  lioyoii,  December  31, 1001;  title  changed  to 
Union  Underwriters  of  New  York,  January  16,  1006. 


UNDERWRITERS: 

Frederic  B.  FMce.  of  Fiske  Bros.,  Refining  Co.,  N.  Y. 

Fraser  M.  Moffat.  New  York 

Edwin  PSckard,  vlce-pres.  Federal  Mining  A,  Smelting 

Co.,N.Y 

Harvey  Chiids,  Jr..  of  H.  (Mds  A  Co.,  Pittsburg. . . . 


liabiUtv 
Assumed. 

$10,000 
10,000 

10.000 
10.000 


Wm.  Llttauer,  pros.  Johnstown,  GloversvlUe  ft  Eings- 


UkdbbwbribS'-  ConL 

.pr 
bOH)  R.  R.,  N.  Y. 

Eugene  S.  Pike,  capitalist.  Chicago 

T  Howe  Chiids,  2d  vlce-pres.  Oolonlal  Steel  Go..  Pitts- 
burg  

Hany  J  O'Brien,  Insurance.  Chicago 

Harry  Louderbough,  pres.  Lincoln  Trust  Go.,  Jersey 
aty 

Geo.  C.  Clarke,  pres.  Tefft  Weiler  Co.,  N.  Y 

John  S.  Sutphen,  of  Sutphen  &  Myer,  N  Y 

J.  H.  Caillds.  of  Chiids  ft  Chiids,  bankers,  Pittsburg. . 

Sereno  P.  Fenn,  see.  ft  treas.  The  Shenrin-Williams 
Co.,  (Cleveland,  0 

Stephen  S.  Palmen  pres.  N.  J  Zine  Co.,  N.  Y —  . . 

Gustav  Levor,  of  Levor  ft  New,  N.  Y 

Edmund  N.  Huyek,  of  F.  C.  Huyek  ft  Sons,  Albany, 
N.Y 

Qxaz.  A.  Trowbridge,  insuranoe,  N.  Y 

James  M.  Thompson,  Hartford,  (}onn 

Wm.  H.  HotchUss.  formerly  of  J.  N.  Adam  ft  Go^ 
Buffalo 

Albert  H.  (Thilds,  Pittsburg 

Chas.  J.  FoUmer,  of  Follmer,  Clogg  ft  Co..  ine^  N.  Y. 

David  S  Walton,  of  D.  8.  Walton  ft  Co.,  N.  Y. 

Tuomas  Dlmond,  N.  Y •• 

Felix  Fu!d.  of  L.  Bambwger  ft  Co..  Newark,  N.  J — 

Edward  E.  Bruce,  of  E.  E.  Bniee  ft  Go .  Inc  Omaha. 


LiabiU^ 
AsBTuned. 

$10,000 
10.000 

10.000 
10,000 

10.000 

10  000 
10  000 
10.000 

10.000 
10.000 
10.000 

10.000 
10,000 
10,000 

10,000 
10.000 
10.000 
1O.O0Q 
10.000 
10000 
10.000 


\^TESTERN  INTER-INSURERS.  St.   Joseph,  Mo. 

Attorney,  Samuel  S.  McCord.    Organized,  1006. 


This  Is  an  <nter-lnsuranoe  assodatlon  which  commenced  business 
April  20.  1906.  It  has  about  30  suburibers  and  no  subscriber 
eui  be  made  liable  by  the  attorney  for  more  than  $2,500  on  a  single 
risk,  and  his  liability  in  a  single  fire  Is  Umlted  to  five  Umes  that 


amount.  It  writes  sprinklered  risks  only.  Its  aSaiis  are  admin^ 
istered  by  five  tiiutees,  elected  by  the  members  A  statemeB( 
as  of  December  31.  1908.  showed  $5,209  of  assets,  with  $101  ol 
UabOiUes,  and  $1,216,000  of  risks  in  foroe. 


WESTERN  RECIPROCAL  UNDERWRITERS,  Oklahoma  City,  Okla. 


This  inter-insurance  assnciatum  was  organized  in  1007  by  W.  H.  Watlington  and  J.  M.  Campbell.  The  former  retira 
in  1908  and  the  association  is  now  under  the  management  of  J.  M.  Campbell.  It  is  under  the  suporision  of  the  OUahomJ 
Insurance  Department  and  its  sworn  financial  statement  as  of  December  81,  1910,  showed  its  conditioa  as  follows: 


Assets,  Decekbbx  31,  1909. 
Mortgages  on  real  estate $14,900 


Bonds  and  stocks  owned  (market  value) 

Cash  in  office  and  bank 

Cash  in  guarantee  fund 

Inspectors  balances 

Premiums  in  course  of  collection, 
Reserve  deposits  subject  to  call.. 
Other  assets 


Total  assets.. 


4,452 

18.696 

3,000 

278 

4,954 

22,672 

658 


$69  610 


LiABiunxs,  Decembeb  81.  1000. 

Unearned  premiums 

Reinsurance  premiums  (not  due) 

Current  accoxmts 


$19.91 

1,48 

11 


Total  liabilities,  except  guarantee  fund  and  sorplos    $21,52 

Guarantee  fund lO.aS 

Surplus  over  all  Ibbilities. 28,73 


Total  liabilities,  niarantee  fund  and  surplus.        $09.61 


WESTERN  UNION  FIRE  UNDERWRITERS,  Chicago,  lU. 

Samud  C  Wilson  &  Co.,  Underwriters. 


This  Lloyds  Is  believed  to  be  Issulngpolleles  whieh  are  apptir* 
eatly  guarant  ed  solely  by  Samuel  C.  Wilson  db  Co. 


Mail  addressed  to  this  eoncem  has  been  returned  to  sender 


UNLICENSED  AMERICAN  FIRE  INSURANCE  COMPANIES. 

Is  tUi  dhrMoB  vlD  be  foand  ttatemeiiti  of,  sad  ottier  date  eoDflerniac,  Amerieaa  firs  tngumiee  oompanlM  wfaleh,  ftfc  date  of  lateet 
adrtoei.  wen  not  Ueemed  br  tiw  Stete  Ineunaee  oAdiili  of  the  Stetea  iawhldi  the  eomptnlee  are  nepeettyely  (nominally)  domieUed.  to 
eoadmt  taaunoee  buJneBs  uereln.  Ocmoene  of  thli  ^n*  oonimonly  make  broad  ciatmi  m  to  tbe>MMirion  of  U 
bit  ai  thnr  do  not  file  mrora  itporte  with  aoT  State  tasunmee  offidak,  their  claimed  reeouroee  are  not  nibjeet  to  scrotlny  or  verifioatlon 
by  any  pnblle  offictaL  In  the  auenee  of  ioch  veitfioatlon.  It  ta  waally  eafe  to  aarame  that  the  aaaeta  claimed  are  either  Imaginary,  or  are 
Bot  ovaed  by  the  eompaay  and  are  not  arallable  for  the  payment  of  daima  agalnat  it  Oeeaaionally  a  company  baaed  upon  an  old  or 
ipadhi  ehaiter  chima  amoag  Ite  prtvUetea  thereunder  Immnalty  from  aupenrlaton  by  the  Stete  Inauranoe  official  of  Ito  home  Stete.  While 
mch  a  datai  may  be  made  In  gpod  faith  by  an  boneatly  managed  company,  ao  many  aimllar  daima  have  been  made  In  the  paat  by  concema 
vUeh  nbaaqoently  faOad  diaaatroaaly,  that  any  eompaay  faUlnf  to  report  lefulany  to  the  State  Inauraaoe  department  of  Ite  own  State  ia 
■ov  looked  opoo  with  aiHiiiofea  miftfl  tt  haa  made  aome  tedubltable  demonatratton  of  tte  nod  fai A 

mtdebte  Aa  a  fBooal  role.  It  la  aafer  to  avoid  eompanlea  which  are  unwilling  to  aubmlt  to  a  proper  degree  of  aupenrlaton  by  the  duly 
eoBitUated  State  aathocltlea,  or  which  are  unable  to  aeeure  the  Ucenae  required  to  be  obtained  before  dofaig  borineaa.  Howerer,  there  are 
BaoooiB  eompanlea  which  are  reguhxiy  licenaed  In  one  or  more  Stetea,  and  whldi  write  aome  poBeftea  upon  propertka  located  in  other 
StaleainwUcli  they  aie  not  Uoenaed.  Theae  eompanlea  may  be  peifeetly  reliable,  financially,  being  willing  to  accept  a  few  "aurplua  linea*' 
iaeertalaStataa,  but  notdeairlng  todo  agBBaral  buaineaa  therete,  and  hence  not  caring  to  go  to  the  expenae  of  eatabUahing  agency  plante 
Aa  they  an  Deenaed  in  one  or  more  Statea,  even  though  writteg  an  occaaional  ilak  In  Stetea  to  which  they  are  not  licenaed,  auch  eompanlea 
oaaot  becbaalfied  aa  "unttcenaed,"  and  will  be  found  Uated  in  other  diriatena.  Certain  brokera  in  diiferent  parte  of  the  country  have 
icqoiredthe  reputetfon  of  handling  wildcat  inaorance  ezduaively,  their  *' eompanlea,"  ao  called,  generally  failing  within  a  abort  time,  only 
to  be  flucoeeded  by  otben  of  like  character.  It  ia  a  eafe  rule  to  abeolutely  refuae  the  polidea  of  any  concern  with  which  a  notortoua  wildcat 
operatar  la  dlaeovered  to  be  in  any  way  connected. 


COMMERCIAL  FIRE  INSURANCE  COMPANY,  Wilmington,  Del. 


Thii  company  waa  Incorporated  In  1807,  with  an  authorised 
opftal  of  SSOiODO,  later  Inereaaed  to  1200.000.  Ita  officera  were: 
Preddeat,  Amoa  Cole;  vice-pcealdent.  JuUus  Bk)ck,  aeeretary, 
F.G.  Sherman;  tveararcr,  S.  RothachlU,  Philadelphia.  Thelnaur- 
nx  Comffltedoaer  of  Delaware  once  eerttfied  that  the  company 
bad  eompUed  with  the  coodlttona  of  the  law  aa  contained  in  Ite 


charter  (a  (>pecial  enactment),  but  aubaequentiy  explained  that  the 
company  waa  not  under  hla  jurladicUon  and  requeated  the  leglala- 
ture  to  revoke  the  companra  franehlcB.  Hall  addmaed  to  the 
company  has  been  returned  undaimed,  aa  were  alao  letters  ad- 
drceaed  to  F.  0.  Sherman  and  S.  Rothiichlld. 


COMMERCIAL  INSURANCE  COMPANY,  Philadelphia,  Pa. 


Thb  coaapaDT  pnnmrttag  to  be  operating  under  aa  old  apedal 
farter  granted  in  1^.  but  la  not  Uoenaed  by  the  PnmeylvaDla 
{maee  Department    Ite  latcat  obtabable  atatement  ahowed 


tlOCMttO  of  Maete,  comprUag  $!£, 

ertate;  lUMXIO  ol  coDatef^loanr  125,000  in  atmSlmd  bonda 


compriatag  il&,000  In  firat  morteigea  on  real 


cvaed.  aad  150,000  eaah  oo  hand  and  te  banka  and  tnat  com- 

Pirn.  *'Liabi]fttea-iM»e."  Ite  officers  were:  Pnaident,  Wm. 
^  Hdar  vke-prealdaBt,  N.  A.  GhamberlaJn;  aecretary.  H.  J. 
rnOkk:  but  Jo  1906  it  waalearaed  that  ita  officera  then  were: 


Preaident,  David  R.  Jonea,  of  Korriatown;  aeeretary,  0.  Fraaer 
Work,  a  Fhiladdphla  broker.  These  offlcen.  with  former  Stete 
Senator  John  C  Qrady,  Frank  L  Reardon,  of  Wttmlngton,  DeL 
(treaaurer),  and  Window  Maaon.  of  Fliiladdphla.  oonatttuted  the 
board  of  dlreetora.  It  waa  atated,  early  in  1906,  that  the  company 
tetended  resuming  bualnem  with  $100,000  capital,  but  It  does  not 
appear  to  have  done  ao.  Mail  addresaed  to  the  company  and  to 
aeveral  of  the  partiee  auppooed  to  have  been  Intereated  in  it, 
in  1900,  returned  to  writer. 


JAMES  RIVER  INSURANCE  COMPANY,  Richmond,  Va. 


I P*.^^  ^  *^  company  ia  reported  to  have  been  revived  in 
i^7. 1908.  bj  Cbariea  A.  Fdmer,  WOIiam  ManhaU  aad  W.  Qay 
^Bttb.  aO  of  Ridimoad.  William  Maiahatt.  the  aecretary,  ia 
dKtod  aa  aayiag  that  the  company  had  $100,000  of  subscribed 
a|ttal..$KMKX>  of  which  waa  paid  up.  and  that  $30,000  additional 
vodd  be  paid  In  before  January  ri909.  W.  Gay  Smith  waa 
n^eetod  in  an  official  eapadty  with  the  Oommonwealth  Savings 
fod  lamaee  Oompaoy  and  the  Cheaapeake  Fin  and  Marine, 
nth  of  Rlriimond.  wlddi  failed  aome  time  ago. 
A  eonpaav  bearing  thb  name  formeiiy  operated  from  Blch- 
0,  Va.,  but  waa  auppooed  to  have  ceaaed  buaineaa  aeveral 
*■  Lately  It  has  been  laported  that  the  concern  waa  again 
---w  iiidiiiaa  On  Inquirteg  of  the  Oommiastoner  of  Insurance 
of  Vhgtete  whether  or  not  the  company  waa  then  licensed  (in  1909 


to  tranaaet  business  in  that  State,  we  were  advised  that  the  charter 
of  the  company  waa,  by  an  overalght  of  the  Stete  Corporation 
Oommlarion  av  to  a  new  movision  of  the  law,  allowed  to  be  renewed, 
but  that  the  Ineurance  Department  waa  then  taking  atepa  to  have 
the  charter  annulled.  On  March  24,  1900,  the  Commlasioner  of 
Insurance  stated  that  the  company  was  not  then  licensed  to  trans- 
act budnees  In  Virginia.  Althoi^  we  were  Informed  that  the 
boob  of  the  company  were  In  possession  of  the  State  Bureau  of 
Insurance,  we  were  advised  by  the  Deputy  Commissioner  of  In- 
sufanoe  in  March,  1909.  that  This  department  hsM  been  unable 
to  locate  the  books,  etc..  of  the  James  River  Fire  Insurance 
Company."  Mail  addressed  to  the  company  iiv  1010  waa  returned 
undaimed. 


MERCHANTS  FIRE  ASSOCIATION  OF  AMERICA,  La  Porte,  Ind. 


•«aki 


Xlioagk  faMOfpoiated  (In  1904)  In  Weat  Vlrglnte,  the  head- 
qiarten  of  thia  eompaay  were  In  Chleagp  until  the  active  eam- 
P^  fCiteat  uniieeDaad  coaniaaiea  to  iDliioia,  in  1905,  waa  fol- 
Z?lif  JSl"""*^  •«  ^  ^»»e,  lad.  Claimed  $7A,000  capital 
ttd  QS,000  ampiaa.  Cbmpaay  was  understood  to  have  suo- 
md  to  badness  of  Mechanics  Fire  Assodatton,  a  Uoyds,  in 
*vca  Oarentt  EL  Tboinpaon.  who  waa  aecretary  of  the 
WBteay.  was  tefeerealed.  CL  H.  Thompaon  ia  a  aon  of  J.  H. 
JtempsoL  lonaerly  ol  Farmer  A  TVmipson.  who  were  attorneys 
i«  loar  Uoyds  aoaadatiDaa,  the  Interatete,  Metropolitan,  National 


aad  Northwestern,  which  failed  in  1904.  Thos.  0.  Butler 
was  praddent  of  the  Merchants  Fire  Asaodation.  No  recent 
atatement  haa  been  obtained;  the  lateet  statement  recdved  is  In 
very  general  tenns,  and  shows  $100,000  of  aaaeta,  aa  follows: 
First  mortgage  6%  R.  R.  bonds,  $50,000:  bank  stock,  $20,000: 
certificate  of  depodt,  $10,000;  Summit  Coal  Co.  stock.  $5,000; 
real  estote.  $0,800;  railroad  stodc,  $200;  cash.  $5,000.  MaU 
matter  addresded  to  the  company  at  La  Porte  and  Chicago  has 
been  returned  "undaimed,"  as  has  also  that  addreoaed  to  Ciarenc3 
H.  Thompaon  and  Thos.  0.  Butler,  at  Li  Porte. 
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REPORTS   OF  FIRE  INSURANCE  COMPANIES. 


NEW  STATE  INSURANCE  COMPANY,  McAlester,   Okla. 


TUf  aompaiiT  wmmenoed  buainen  about  May  1.  IIXM. 
Ita  fatiert  aTtUable  printed  btateioeiit  shows  tht  followfog 
aants:  Stoeki  and  bonds,  tB9,fll6;  gross  premiums  in  course 
of  ooUeetlon*  $7,751;  bUls  receivable,  111.305;  other  assets, 
furniture  and  fixtures,  etc.,  $2,601;  eash  in  offiee  and  bank, 
$17,271;  total,  $138,541.  Its  llabiliUes  were  stated  ar  Capital, 
$112,210;  retnsuranoe  reserve,  $5,570;  eommission,  $1,038; 
total,  $119,724;  net  surplus,  $18320.  The  company  transacted 
a  surplus  line  business  throudiout  the  United  States,  through 
various  brokerage  firms.  F.  C.  Frendi,  who  Is  or  was,  president, 
is.  or  was,  also  president  of  the  Western  Fire  k  Marine  Ins.  Co. 
of  McAlesiter. 

The  sesurities  stated  to  be  owned  by  this  companv  as  of  October 
L  100^  were  as  fcdlows:  Mexican  government  bonds,  $4,035; 
Oreen  Cbosotidated  Oopper,  $1,000;  Cambria  Steel.  $3,750;  Rem- 
ington Martin  Paper  Companv,  $13,125;  St  Reds  Paper  Company. 
$18,900;  Cons.  Coal  andMineral  Mining  Company.  $15,225; 
Montana  Cons.  Oopper,  $20,000;  Ariiona  Mining  and  Dev.  Com- 


pany, $16,240;  R.,W.  AC.  Railway  bonds.  $7,275;  total,  109.616. 
ilie  respective  par  values  were  not  stated.  The  exeeutive  offiee 
of  this  company  was  formerly  at  Oklahoma,  Okla.  On  Manh 
4,  1007,  tide  commmy  was  ^ven  30  days  In  which  to  eonply 
with  the  laws  of  Oklahoma,  and  on  April  10,  1007,  It  was  an- 
nounced that  the  company  had  withdrawn  from  Oklahoma. 

In  May,  1906,  we  were  advised  by  the  Insurance  CommfailoQer 
of  Oklahoma,  that  he  had  been  unable  to  secure  any  informatk» 
in  regard  to  this  company,  and  that  he  had  been  informed  that  the 
company  had  not  attempted  to  do  any  business  in  Oklahoma  ainee 
the  date  of  SUtehood.  and  that  its  then  address  Is  General 
Delivery.  Philadelphia,  also  that  a  letter  so  addressed  was 
returned  unclaimed. 

As  of  June  10, 1906.  we  were  advised  by  L  E.  Worthley,  who 
had  been  nansed  as  secretary  of  the  company  that  he  is  not  sow 
and  never  had  been  connected  with  the  New  State  Fbe,  and  that 
to  the  best  of  his  knowledge  the  company  went  out  of  buaineM 
with  the  advent  of  Statehood  for  Oklahoma. 


OHIO  INSURANCE  COMPANY,  New  Albany,  Ind. 

PreaUcnt,  Henry  A.  Fulling;  Vice-President,  Robert  A.  Wood;  Secretary  and  Treasurer,  Frank  B.  Fulling.    Chartered,  1849. 


Under  date  of  January  5, 1910,  we  were  advised  by  the  Auditor 
of  State  of  Indiana,  that  a  apecial  charter  was  granted  to  this 
•ompany  in  Indiana,  about  the  year  1849;  also,  that  some  parties 
had  recently  secured  this  old  charter,  and  were  undertakmg  to 
start  a  fire  insurance  company,  and  had  been  issuing  some  policies. 
The  Auditor  further  stated  that  he  had  notified  the  parties  that 
unless  they  oould  ahow  him  they  had  something  to  back  the  pay- 
ment of  such  policies,  he  could  not  recommend  the  company,  and 
that  up  to  the  date  of  his  letter,  January  5,  1910,  they  had  not 
shown  that  they  had  anything  whatever  behind  the  policies. 


The  Auditor  also  stated  tiiat  the  company  had  no  . 
ever  filed  witji  his  office,  as  under  the  old  law,  the  com 
a  spedal  charter  was  not  required  to  report  to  his  ' 
Subaequentiy,  on  January  25,  1910,  the  Auditor  si 
comjnny  did  not  report  to  his  Department,  and  Is  not 
supervision. 

As  of  December  31,  1909,  a  printed  statement 
Ohio  Insurance  Company,  daimed  an  autiioriaed  capital 
000,  and  showed  aaseta  and  liabilities  as  follows: 


what- 
having 
leot. 
that  the 
under  its 


by  the 


AssBTS,  Decekbes  81,  1909. 

Cash  in  bank  and  office $10,109 

Loans  on  real  estate 6,000 

Barrett  law  bonds 10,000 

Premiums  in  course  of  collection 7,827 

Uninaunbered  real  estate 2,600 

CoUateral  loans  secured 20.000 

Stock  sold  and  secured  by  note 40,000 

Agents'  net  balances 1,621 

Total  assets $97,147 


LiABiunzs,  Dbceiibek  81, 1909. 

Losses  due  and  unpaid Nooe 

Losses  reported None 

Unearned  premium  (reinsurance  reserve) $4,724 

Cxirrent  office  expenses 2,724 

Capital  stock  subscribed 80.699 


$•7,147 


DIRECTORS:    Henry  F.  Fulling,  Attorney,  Boonville,  Ind-     i   Insurance,  Marion,  Ind.;  Wm.  H.  FuUinf.  Druggist.  GransviDe, 
Robt.  A.  Wood,  Insurance.  Prinoeton.  Ind.;   Frank  B.  Fulling.        Ind.;  Chas.  Koemer.  Dairy  Products,  Indanapofis,  Ind. 
Insurance.  New  Albany.  Ind.;   James  F.  Bowstead.  Loans  and    | 


OLYMPIC  FIRE  AND  MARINE  INSURANCE  COMPANY,  Fort  Smith,  Ark. 

Organised,  1906. 


This  company,  which  was  not  licensed  by  the  State  insurance 
offidal  of  Arkansas  as  late  as  January,  0,  1010,  was  managed  by 
James  B.  More  ft  Co.  Mr.  More  was  at  one  time  secretary  of  ue 
Osarit  Qlatual)  Fire  Ins.  Co.,  which  suq;)ended  business  in  1906. 


Jss.  B.  More  is,  or  was,  president  of  the  Thrasb>Iink  Prtntiag 
Co..  of  which  some  stock  appeared  among  the  assets  of  the  Olympls 
in  tiie  Utest  sUtement  received,  which  claimed  $06,417  of  smkI^ 
a  capital  of  $80,000  and  a  net  surplus  of  $4,413. 


WESTERN  FIRE  AND  MARINE.  INSURANCE    COMPANY, '  McAlester,   Okla. 


This  company  commenced  business  October  1,  1906.  Its 
latest  available  statement,  dated  Jan.  1,  1906,  shows  assets 
as  foUows:  Bonds:  Remington  Martin  Paper  Co.,  1st  mtg. 
5%,  $9,500;  Rome,  Watertown  &  Ogdensburg  Ry.,  1st  mtg., 
7%,  $30,000;  Bloomlngton  Ry„  1st  mtg.,  5%.  $40,000;  Pine 
Bluff  ft  Ark.  Ry.,  1st  mtg.,  6%.  ($35,000;  Mexioan  govt,  6%, 
$15,000:  Consolidated  Imp.,  1st  mtg..  5%.  $39,000;  Cleveland  ft 
Qncfainati  Ry..  1st  mtg..  5%,  $17,000;  Southern  Imp.  Co.,  5%. 
$43,000;  Stocks:  111.  Cent.  R.  R..  $64,000;  Ptonn^lvanU  Fire 
Ins.  Co..  $10,000;  Mo.  Pac  R.  R.,  $63,000;  Hocking  Val..  pref., 
993.000;  Ind.  ft  W.  Ry..  $35,000;  Am.  Tel.  ft  Telg.  Co..  $53,900: 
Tonopah  Mining.  $15.0(N);  Parry  Mfg.  Co..  $90,090:  Toldo  ft 
Wabash  Ry.,  $12,600;  Mont  (Jons.  Mining,  $45,000:  Cambria, 
Steel.  $24,000;  total.  $734,000.  Cash  in  offiee  and  bank,  $27,725; 
gross  premiums  in  course  of  collection.  $15,092;  total,  $776,817. 
ne  liabilities  were  stated  as:  Cspltal  (psid  in),  $500,000;  losses 
unpaid,  none;  reinsurance  reserve,  $10,549;  commissions  and 
brokerage,  $1,523;  total,  $512,072;  net  aurplus.  $264,745.    The 


company  wrote  surplus  line  business  throughout  the  Unltad  Statoa 
through  various  bnMcerage  firms.  F.  C.  FrencL  who  was  |»eildeot 
of  the  Western,  was  also  president  of  the  New  State  fire 
Insurance  Company  of  McAlester:  H.  B.  Houston  was  aeeretery 
of  the  Western.  The  exeeuUve  office  of  this  company  was  fonneriji 
at  Oklahoma,  Okla.  On  March  4.  1907.  this  comnny  was  gfirvn 
30  dftys  in  which  to  comply  with  the  laws  of  OkUhoma,  aadl 
on  April  16  it  was  announced  that  the  o(Mnpany  had  withdrmwai 
from  Oklahoma.  In  Nov..  1907,  it  was  understood  that  Edwmr^ 
H.  Wome  had  become  nresident.  and  Wealey  A.  Hanea,  seeretmni 
of  the  Western.  In  May,  1908.  we  were  adviaed  by  the  losor^ 
anoe  Commissioner  of  Oklahoma  that  he  had  been  onable  to 
secure  any  Information  in  regard  to  this  company,  and  tbaa  bi 
had  been  informed  that  the  company  had  not  attonpted  to  dc 
any  business  In  Oklahoma  since  the  date  of  Statehood,  and  th^^ 
its  then  address  was  General  Delivery.  Philadelphia,  abo  fth«t  i 
letter  so  addressed  was  returned  unclaimed. 


UNLICENSED  FOREIGN  FIRE  AND  MARINE  INSURANCE 

COMPANIES 

In  tiK  lolloirtRS  pacM  wiD  be  fooiid  Inf onuUloo  idattnc  to  f oidiB  (In  a^ 
to  be  writtDf  taionaee  upon  Ameriflfta  tUkM,  etthar  dtawtij,  thnnigk  brokna.  or  bj  niiMiinMe  vnawmntt  with  odmiltod  oomponlm, 
iltliomh  «e  believo  that  noM  of  thm  it  lieeiMed  to  ooento  hi  any  of  the  United  Stntea.    Few,  tf  any.  of  thve  eompanhia  hwra  any  f imda 
■  tUieoBntqr.arfdefn»ipieml9mbalaneea,non0OitheiB,webelleTe,haTinc»depoittwi  Thealnte- 

■eotiimaentedin  thk  dMrioo  are.  therefore,  afaetneted  from  the  eompanW  nome  office  reporti,  whleheaebraee  their  traaeaetiooa  In  all 


eomMee.    One  dioald  be  token,  when  iniri4fltt"f  enrphv  taeorenoe  from  Ibraicn  anadmittod  onrnpanlm.  to  deal  onJIy  with  thoee  whoae 
Anedmn  oamepoodentB  are  reputable  end  reliable,  and  who  may  be  depended  npon  to  aaCacnafd,  aa  far  ae  poerfble.  the  iatererti  of 


Ae  It  le  neeeeeaiy.  la  eaee  of  the  non-payment  of  a  loae  by  each  a  eompany.  to  nee  the  eompany  at  tta  home 
itt'mofamtazJly  enbmMe  to  the  fnrlMlletton  of  Ameriean  eonrte),  it  le  obftooe  that,  ofen  if  each  a  edt  le  etteeeeeful,  it  ie  likely 
to  piDfe  a  tone  veaiteme  ead  oApeuiife  peneeeding.  In  the  eaee  of  a  policy  gnaranteed  by  aeferal  enmnanlee,  a  eqwrate  eolt  wonld 
m  to  be  entered  aft  the  home  oOee  of  eaeii  eompany.  Under  thaw  drenmatnnem,  it  le  well  to  taMM  ipon  .having  eome  prior  knowledge 
oet  only  m  to  the  eompan/e  reeponalbllity  at  home.  Dvt  aleo  of  the  ability  and  wlltingnem  of  Ito  Ameriean  eoneapondent  to  meetevrent 
lom  vlthovt  midae  delay  or  llltgatkm,  before  eeeeptInK  the  pohey  of  ena  a  eompany. 


AACHEN  REINSURANCE  COMPANY,  Aix-la-ChapeUc,  Germany. 

Meneging  Director.  Frits  Schroedcr.    OigeiiUed,  186S. 


DiCBfBSi  SI,  1906. 

Siockfaoklcn' notes 

Mortgages  on  real  estate 

Bonds  and  stocks  ofwned.. 

Cub  in  oflioe  and  bank 

AgentaT  haianrrs  (Ltfc  Biandi)  due. 

Varioee  deblon 

Inteicet  due  and  accrued 

Onlsiudittg  praniuBBa  in  course  ci  ocrflectlan. 


Total 


BUSINESS  m  1908: 
i9J65.Ml:  knees  paid.  9807,318; 


91,360.000 

895.525 

2.422,190 

1,774 

29,688 

1,393,074 

43,019 

212.898 


99,315.196 


LuBXLiTiss,  Dwaon  31,  1906. 

Net  loaeca  napaid. 

Unearned  prema  fairhwiiHg  extnordlnary  i 

Capital  reaenre. 

Varions  credltoffs 

Ditidend  rcserfc  fnzuL 


>-ii' 


9304.495 

3,499.248 

306,812 

100.232 

60.000 


Total  liabflJtieB,  eicept  capital 4,319,787 

CepitaL 91.800.000 

Plrofit  balance. 196.378 

Total 99,315,196 


91.813,071;    total  income, 
ezpeneee,  94,200,044;  diTidends 


REMARKS:  TUe  *««^r— *r  had  a 
whereby  it  beeame  tatermted  tai  rieks  tai  the  United  8tateB;^and  it 
wee  eetimated  that  ita  ihare  of  San  Frandaeo  eonngntion 
loeeee,  in  1906.  reached  91,000^000.  On  December  81,  1009,  the 
eante  df  the  Aaehen  Reinsaianee  amouated  to  97.004.791. 


L'ABEILLE  INSXJRANCE  COMPANY,  Paris,  France. 


81.1906. 

Stockhoidera  notes 91.800,000 

Bonds  and  stocks  owned 2,485,239 

CoOsxenl  loans 45,980 

Cash  in  office  and  bank 206.400 

Dae  from  aoents 167.137 

Other  smets 84,716 


Total 94,739,472 


LuBiunxs,  DBdMBn  31, 1908. 

Unpaid  loaees 

Unearned  premiums 

Conflagration  restive 

Reinsurance  premiums 

Unpaid  taxes  and  dividends 

Sundry  prormioos 

Other  liablUties 


9126,000 

427,400 

100,000 

62,125 

291,233 

40,000 

68.252 


Total  liabllitiea  except  capital 1,086,010 

Capital  (paid  up,  9600.000) 2,400,000 

Reaerre  and  profit  balance 1,254,462 

Total 94,789,472 


Urn 


a  BorplaB  line  bmanem  in  thie  country   |   Boston.  CSucago,  etc  who  hold  ample  funds  for  the  payment  of 
A  Shepiey,  laci,  Prondence.  New  York, 


ACADIA  FIRE  INSURANCE   COMPANY,  Halifax,  N.  S. 

Preeident.  C.  C.  Bhu^ador;  Secretary.  R.  K.  Elliot    Organised,  1862. 


31.  1909. 


liorig^eB  (fitt/t  liene).. . 

Cidk  oo  hand  and  in  bank. 

Sol  estate 

lateRst  and  rents  doe  and  aocnied. 

AgmfeT  tiaianfc  and  ptcuiiums  mcoUecteda. 

LtepuHi  receipts • 

Sundfy  acoownm 


9652,512 

37.000 

0,918 

19,894 

10 

8,080 

24,000 

3,306 


Total 9660.800 


LuBUxnis,  D: 

Unpaid  loases 

Resenre  premium  fund 

Dividends  declared,  but  not  due. 
Other  liabilities 


31,  1009. 


916,672 

100.567 

9,000 

10,706 


Total  liabilities,  eicept  capital 9185,946 

Cash  capital 9800,000 

Netsnrphis. 214,864 

Surplus  as  to  policyholders 9614,864 

Total 9660,809 


BOBINESB  IN  1909:  Mei  memiuma,  9175.189.  total  income, 
mXB    \amm  paid,  mM,   dividend  918.000.    espenam, 


ftU96.  Mai  ezpenditaieB,  9148.6GB. 
BEHABX8:  Bands  the  aaaete  lilted  above  the  company  poe- 


aeaaea  9100.000  of  aubaeribed  capital,  uncalled.  Thk  compeny 
obmmenoed  writin|  surplui  line  rides  in  this  oountry  on  August 
1, 1908.  through  Dougbs  Bros.,  of  Amhent.  N.  8.,  and  1  Liberty 
Sfenet,  New  York  City. 
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AMSTERDAM-LONDON  INSURANCE  COMPANY,  Amsterdam,  Holland. 

Dinclor,  G.  Van  dcr  Am.    Oivaniaed,  189& 


Assets,  Dbooibbr  SI,  1908. 

Stockholden' noiet $120,000 

Real  est&te,  bonds  and  stocks  and  cash 336,340 

Deposits  in  foreign  coontties 90,030 

Various  debtors 03,403 


Total  assets. 


$A00.473 


LlABILRIXS,  DBGDfBXK  81,  1008. 

Unearned  premiuais $335,0SA 

Statutory  reserve 98,500 

Dividenda,  1908,  4  per  cent 4,800 

Other  liabiUties 144 

Total  liabilities,  emot  capital ^29.473 


Capital  (paid  up  $130,( 


340,000 


Total $500,471 


BUSINESS  during  1906  was  ss  foUows:  Net  prsnlumi.  $484,- 
454;  total  ineoma.  JH03,488:  losses  nsid,  $339,794;  offieen'  ex- 


pensM.  ete..  $84,006:  dlTldends.  $4,81)0. 

REMARKS:  StaikweatberASbepiey.IneMof  Pr9TldeDee.R.I., 
Ifvw  York,  Boston  sad  CUesco,  an  attorneys  for  this  oompany. 


for  the  transsetton  of  surplus  line  buslnsM  to  the  United  Stntes 
snd  Osnsda.  Oompaay  writes  firs,  burglsiy,  oiarine  fawuraBos, 
Dividends.  1903-8,  M,  0.0, 0.0, 4%.  Ckpital,  $810,000,  of  whJeh 
80%  ii  paid  in. 


ANCHOR  FIRE  AND  MARINE  INSURANCE  COMPANY,  Ltd., 

Calgary,  Alberta,  Canada. 


Thii  eompany  eonuMBoed  bustnesi  b  Maroh,  1909  with  an 
authorised  eapital  of  $60,000  of  whiehOSOiNX)  was  Mid  m.  Ata 
aneral  meeting  of  the  shareholden  held  January  19, 1910  it  was 
Xioided  to  inenaae  the  authorised  esistal  to  $800,000  and  the 
p^d-up  eapital  ii  now  $88,710.   The  total  asMts  of  the  eompany 


ss  of  Mareh  $1,  1910  amounted  to  $834N)0:  rsinauranee 
$13,148,  surplv  to  poliarhoUers,  $443M.    The  eompnny  is 
writiag  some  surpha  buimsm  in  the  United  Statei  Jhrough 
W.  M.  Umbdaiwtoek  *  0&,  Chieags,  and  H.  L.  EngBl. 
Pliift.1^ 


ANGLO-AMERICAN  FIRE  INSURANCE  COMPANY,  Toronto,  Canada. 

President  and  Manager,  H.  H.  Beck;  Secretary  and  Treasurer,  P.  W.  Thomson.    Orpuiised,  1899. 

Liabujtiis,  DrpfMnr  31, 1909. 

Net  losMs  unpaid $38,680 

Reserre  for  unearned  premiums 194,148 

Duefordlridends 6.034 

Reinsurance  premiums  due,  etc 316 

'  Total  liabiUties  eiccpt  capital $330,178 

Capital  paid  up 100,406 

Net  surplus 83,101 


31. 1909. 

liortpie  loans... J^W 

Bon£uid  stocks  (msiket  value) 844,345 


Cash  fai  oflfice  and  bank 

AgentBf  hsisnres 

Due  for  rrinsuance  on  losses  paki 

Interest  due • 

Office  furniture,  etc 


64,861 
31,333 
37,049 
660 
13,849 


Total $373,687 


Total. 


$373,687 


BONDS  AND  STOCKS  OWNED:    Consist  ehlefly  of  mun- 
ielpal  and  railroad  bonds  snd  stoeks  of  other  eompsnles. 
Business  in  1900:  Net  nmuums,  $333,944;  totsl  ineome, 
$363J87;   kMses  paki,  $154,091;   expenses,  100,141;    totsl  ex- 
pondttures,  $344,881 


MISCELLANEOUS:    Tide  eompany  has  an  authorised  eastu 
stoek  of  $1,000,000;  $87^680  of  w&3i  to  subserihed  and  $10a!io8 
pahl  up.    It  transsete  a  surplus  Une  buslneM  In  this  country  as 
I  of  «be  guaranton  of  the  pollflleB  of  the  Boyal  Ouadlaa  Undorw 


writers  writiag  tai  the  United  States  through  Wsrd  A  WtaMklp. 
New  Torit  Oty. 


ANGLO-SCOTTISH    GENERAL    COMMERCIAL    INSXJRANCE    COMPANY, 

Ltd.,  London,  Eng. 

Manager,  Henry  A.  Brownfoot;  Secretary,  Arthur  O.  Davies. 

Thk  eompany  was  oiguimd  early  in  1909  and  as  of  Deeember 
31. 1909  the  total  aseets  amounted  to  £34,630.  The  authorised 
espital  is  £600,000  of  whieh  £176,358  was  sabseribed  and  £31.686 
PMd  upk  Its  businem  suiee  date  of  hoorporatbn  to  December 
8171909  was  ss  folbwe:    Net  premiums,  £7,037;  total  income. 


£7,333;  kiam  paul  and  outstandrng.  £1,176;  ,„...■»—,—, 
£1,401;  other  expeasee  £3,Cp3;  babnoe  (sufaiset  to  liabilitir  for 
unexpired  risks),  £1,765.  The  eompany  transsete  a  surplus  line 
busmese  in  this  oountry  through  A.  F.  Shaw  A  Co.,  Ghiesgn,  lU. 


ASSICURAZIONI  GENERAU  INSURANCE  COMPANY,  Trieste,  Austria. 

TLf^n^gjng  Director,  Maxkus  Besso;  Secretary  in  Trieste,  E.  Richetti  Edler  Ton  Terralba.    Orgenised.  1831. 


^Asms,  DMBCsn  31,  1908. 

Stockholdesi^  notes HIS'SS 

Real  estate  owned..... 878,300 

liortgsiekMns  on  real  estate .SJ'SSS 

Bomb  and  stocks  owned. ''SxM^t 

Collateral  hions 636,906 

Cash  fai  office  and  bank ^•ZH*i$$ 

Agents' balances. JJ0.837 

Interest 111,686 

Various  debtors ,fg.2Jg 

BiUs  receirable. 157,397 

Balances  widi  rdnsnrance  companies. ..ii$«9^ 

Agents' bondfaig,  etc 3,733,819 


Total 


.$10,963,793 


*LiABiLXTiB8.  DBcnan  31,  1908. 

Net  losees  unpaid. 

Unearned  premiums 

Due  reinsurance  companies 

Undivided  profits  reserre  fund.. 


Fund  for  deprecktion  of  securities 

Reserve  for  doubtful  balances. 

Pcnskmfund.. • , 

Due  agents , 

Various  creditors 

Agents' bonding,  etc , 


849S,9M 

3.661,718 

334.870 

680.000 

643.S28 

10,000 

1,386.568 

0.68t 

650,516 

1732,810 


Total  IbbOities,  eicept  capital. 89,353.0M 

^Pjl*!... i.36aooo 

Profit  balance. 440.808 

Total $10,068,708 


life. 
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ASSICURAZIONI  GENERALI  INSURANCE  COMPANY,  Trieste,  AvatntL.—CofOimted. 

BI^INESS  FOR  1908:  Net  pmuamf  (fin  only).  $8.6tt.M9;  VUSn;   Ban  ftiBdMO.  1000,  no  Vm.   (kmpmj  wriftet  furplui 

total  in«»Be(eiMjit  life  liKwdO*  08.000,001;  loMM  pud  (fin  only),  htm  to  the  Unttad  Stetei  thiovgh  Weed  A  Kennedy.  New  York. 

SS^tTOO;  eziMBiee.014A2.04ft.                                          m  On  Deeember  81.  1000.  tbe  Aamnmaioni  Genenii  poMeeed 

REVARKS:  Ompviy  writea  life.  fire,  plate  daaa.  bunbir  "^  ^iff^S?!?*^'  2SK2L*2f>  •"•••8.180;  ita  total  aaaeta 

lad  ■>>'fc'^  iniBiMw^    nMi<iH***»"  loeaeK    BdttMra.  lOOi  ^^  *"  bcaadiea  beng  080,306.011 


AUSTRIAN  ELEMENTAR  INStlRANCE  COMPANY,  Vienna,  Austria. 

Manatliag  Director.  GnslaT  UUmnim;  Secretary.  Fkaiuc  Zfanmer.    OifanUed.  1807. 


AflBii,  DaCBCBn  81. 1008. 


Stodkfl  and 
Loanoo 
Doe  from 
Cadi  in 
Due  from 


end  luoftiacee. 
oompeniea.... 
aadbaZak 


1680,800 

161,400 
441,456 

130,800 

01,040 

14.737 

6,300 


Total 01,078,740 


81.1008. 


Unpaid  loeeea. 
Renaunuioe 
Due  other  oompeniea. 
Sundry  credltoca. 
for 


0130.030 

460.034 

32,7M 

303.643 

6.008 


Total  Uabflitiee,  eacepc  capital 0837,860 

Capital  oaid  in \77...r. SOOioOO 

NetcaAnzplaa 46,800 

Total 01,673,740 


BUSINESS  FOR  1008:  Net  premiome  (fin  only),  01.085.031; 
total  boome  (ell  bnaefaae).  01.608.316;  keaea  pekl  (fin  only). 
tSmM;  expeoeae(an).0066.8n;  total  eipaDditan(aabraBehea). 
Sli08.31& 

kKMARKS;  Gapitel  of  OOOO^OOQ;  folly  paid  up.  (Tonpeay 
vntai  fife,  marine  end  aeddeot  boaincak    Oonfiai^atKMi  Iomb: 


Boltnom.  1004.  054)00;  Sen  AaneiMO.  1000. 01.760.  Oompeny 
writee fin enrpiv linea  in  the  United Stataa  throoih  E.  E.  HaOi 
Oo..  and  Weed*  Kennedy.  New  York.  It  haa  iS.000  dmoeitBd 
with  London  banlcen  aa  tmateee  for  Amerieaa  poUeyholden, 
Buhieet  to  dnft  of  Weed  *  Kennedy. 


BADISCHE  INSX7RANCE  COMPANY,  Mannheim,  Gennany. 

Preaidcnt,  Vidoc  Lend;  Vice-Preaident,  Louie  Hiracfa.    Oisanlaed.  184a 


Stocfcholdrf^i 

1008. 

*f  I  fftatp  fflr»'^ 

"•■■fj  erini  aaoi 

m  OB  real  ealate 

PjMff,  (A  <>ffiTT  ^*ld  hank          ...                .     . 

Afmtf  baiaac 

Eadancie.. . . . 

nuaibiie  and  fiilmifa. 

Total 


0876,000 

30,350 

848,300 

308,081 

103.540 

330.456 

6.004 

35 


01.367.164 


81,  1006. 

UMamedJSffiii;! ;;;;;!!!;;;!;.■ !!;;;;;;;;)  •*75.ooo 


Variooa  credltora. 

Capital 

Spedat 


Penaion  imuL. 


0160,000 
50.000 
50.000 
33.848 


44.600 


378,848 


Total  liaUUtiea,  except  capltaL 0703,348 

Capital TT. O6OO1OOO 

Profit  balance. 04.810 

504,816 

Total 01.357,104 


BUSINESS  FOR  1006:    FrBmhuna.  0081.800:   total  ineome. 
tLmjni;  hMBee  paid,  8370.081;  espeneai.  0113.386;  total  ex- 
01.134.158. 


REMARKS:  Dividenda:  1005.30%;  1000.85%;  1007.35%; 
1008.85%;  1000.35%.  Thk  company  ia  undentood  to  be  inter- 
eated  to  aome  extent  m  American  riaka. 


BALKAN  NATIONAL  INSURANCE  COMPANY,  Sofia,  Bulgaria. 

General  Director.  IL  Momtchilow;  Deputy  D&rcctor.  E.  Arie.    Organised,  1806. 


Assets.  Dkcsmbbr  31, 1908. 

Shaiefaohkn*  pvonuaeory  notes 0300,000 

Realeslate 118,493 

MortgBfe  kens 300,514 

Bflods 049,510 

Cash  b  office  and  bank 1,675 

Doe  from  agents 37,170 

Due  from  companies 806,008 

Kcinsarance  gnaianty  and  deposit 410,787 

loam  oD  life  polldes 113,653 

Boodinc  aeooonta 04,505 

Ptaniams  in  ooone  of  collection 34,495 

Other  aasefca 14,391 


Total 03,743,098 


Liabilities.  Deczicbxr  31,  1908. 

Net  loeees  unpaid 0317,570 

Unearned  premium 1,618,203 

PeosloD  fund 15,347 

Unpaid  dividends 2,216 

Deposit  of  remsurance  companies 7,691 

Bonding  accounts 94,506 

Other  Iiabflities 2,595 

Total 

01,958.186 

Capital  (paid  up,  0300,000) 600,000 

Surplus  uid  profit  balance 183,912 


Total $2,742,098 


RFMARKB;  Gompaay  wiltas  fire,  hafl,  marine  and  life  and 
M^tmt  laennmee*'(meet  or  by  reteeonnee.  It  writea  sarplna 
Kbcs  k  the  Vattsd  Slaiaa  thiongh  E.  T.  ManhaU  A  Go..  New 


Tork  and  Chicago.    OonflagratkMi 
S7.05a 


kMsen  San  Franelaeo,  1900 
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BRITISH  CROWN  ASSURANCE  CORPORATION,  Ltd.,  Gla^ow,  Scotland. 

Chairman,  J.  Parker  Smith,  General  Manafcrs,  J.  Buyers  Black,  D.  W.  Madcnnan.    Organised,  1007. 


Assets,  December  31, 1908. 

Investments  at  cost — 
Government  securities — British,  forei^,  colonial      ^^24,158 
British  and  foreign  railway  securities—bonds, 

stocks  and  shares 11,078 

Bonds,  stocks  and  shares  in  other  British  in- 
corporated companies 0,200 

Loan  over  feu-duties 5,700 

Office  furniture  and  fittings  at  head  office,  London 

office  and  branches 3,086 

Sundry  balances,  being  amount  due  by  other 
companies   ana   agents,   less   due   to   sundry 

creditOTB 6,764 

Organization  account,  as  per  last  balance  sheet  1,125 

Casb-^ 
Cash  in  bank,  at  head  office,  London  and 

branches 8.110 

On  deposit  receipt  with  Union  Bank  of  Scotland  2,000 

Cash  on  hand  at  head  office,  London  and 
bnuiches 426 


^71,166 


LiABiLinzs,  Deceicbex  31,  1008. 
Capital-~authorized £500,000 

Issued,  50,000  sham  of  ;C5  each ^^250,000 

Subscribed,  50,000 >g»0,000 

Paid-up,  ;^1  per  share  on  50,000  shares 

Revenue  account — ^balance  at  credit  (subject  to 
liability  for  unexpired  risk) 


i^50,000 
21,166 


;e71.166 


BUSINESS  FOR  NINE  MONTHS  (April  1,  1006,  December 
31, 1008):  Net  preminms  received,  £52,074;  total  income,  £54,275; 
loflses  paid  and  outstanding;  £17.054;  oommMBions,  £5^25; 
management  ezpenaeB,  £18,376;  total  expenditures,  £41,865; 
balance  carried  to  balance  sheet,  £10,584. 


MISCIELLANEOUS:  The  comnany  transacts  a  surplus  Ime 
business  m  this  country  through  J.  S.  FteUn^i^seB,  New  York, 
writing  on  q)rinklend  risks. 


BRITISH  DOMINIONS  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Chairman,  F.  Handel  Booth,  Secretary,  Geo.  Pritchard.    Organised,  1807. 


Assets,  December  81, 1008. 

Investments  at  cost 1460,212 

C^ash  fai  office  and  bank 110,645 

Due  from  reinsorance  companies,  agents,  etc. . . .  310,303 


Total $800,160 


LiABXuriBs,  Decekbek  81, 1008. 

Unnaki  losses 

Debenture  stock 


Sundry  creditors. 


Total 

Capital  paki  in. 


$45,210 
243,000 

384.625 
11,007 

$584,841 
805,310 


Total $800,160 


BUSINESS  IN  1008:  Net  praoimns,  1855^155;  total  income, 
1074,606:  k)ssesj>aid,  8028,085;  expenses,  $16,666. 

MISCELLANEOUS:  Oonflagcstloa  Iosssk  Baltimore,  1004, 
$20,000:  San  Francisco,  1006,  $6,000.  The  company  formerly 
transacted  several  other  dasses  of  taisnmnce,  but  now  eoafiaes  Its 


writtafgi  to  Are  reinsnrsnee, 
Koarantee,  with  some  Are 
This  eompany  writes  suntos 
B.  E.  HaO  (30.,  New  Yorfc. 


debentanaad 
in  the  United  Statea.  etc. 
tai  the  Uallsd  Statos  thfowh 


BRITISH  GENERAL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

General  lianager  and  Secretsry,  Norman  M.  Walker.    Organised,  1004. 


Assets,  Dbcembeb  81, 1000. 
Investments  at  cost $122,184 


Establishment  and  devdopment  account. 

Caah  at  bank  and  in  hand 

Agents  and  companies'  balances 

Interest  and  dividend  accrued 

Furniture,  fixtures,  etc 8,300 


Preliminary  expenses. 


17,010 
0,145 

38,807 
1,160 


016 


Total $107,620 


LiABiuTiss,  D: 

Share  capitsl — subscribed . . 

Paid-up 

Stmdry  creditors 

Due  to  reinsurers 

Reserve  account 


31,  1000. 


Total  liabilities  and  capital 
Balsncr  of  revenue  account 


$486,000 

131.500 

4,053 

5.037 

55,575 

$187,065 
ia564 


Total $197,620 


MISCELLANEOUS:  This  company  hss  a  nominal  capital  of 
£250,000.  The  company  transacts  fire,  accident,  burglary, 
fidelity,  plate  glass,  live  stock  and  liability  insurance.  The  com- 
pany wntes  some  surplus  Unes  on  sprinklered  risks  in  the  United 


States,  its  policies  being  procurable  through  Doodas  Broe.  1 
Liberty  st.  New  York.  Tne  company  has  a  deposit  of  $10,500 
m  the  American  Exchange  Nataonial  Bank  of  New  York  to  pro> 
tect  policyholderB. 


BRITISH  UNDERWRITERS,  London,  Eng. 

Fblides  bearing  this  title  are  reported  to  have  been  offered  in  |   disdahns  any  responsibility  m^regard  to  this  eonoetn. 
the  United  States  by  W.  H.  Crane  Company.    Lloyd's,  London, 
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"BULGARIA"  (FIRST  BULGARIAN)  INSURANCE  COMPANY,  Roustschouk, 

Bulgaria. 

Maniging  Director.  Geo.  Thfodoraff;  Deputy,  D.  T.  Marcoff.    Organised,  1801. 


81. 1908. 

Real  estate  owned $102,679 

llortfice  loans  on  real  eatate 346.071 

Bonds  and  stocks 1,421.713 

Loans  OQ  life  policies 171,808 

CoUatenl  loans 170,913 

Cash  in  office  and  bank 002,608 

Afents'  balanoea 02,804 

Due  from  retnsarance  coa 170,674 

Deposit  for  leinsonnce 800,794 

Prenuams  receivable  in  futore  jrears 618,093 

Varioos  asaets 12,789 

Agents'  bonding  acooont 228,406 


Total 


5la $4,178,810 


LiABaxnxs,  DxcmBn  81.  1908. 

Netloaaesunpakl $440,082 

Unearned  praniiuna 1,600.671 

Reserve  fund  deposited 60,160 

Affenls'  bonding  account 228,706 

Due  reinsurance  company 43,004 

UnpaU  dlvUends 1.830 

Interest  due  on  mortgages 6,433 

Premiums  recdvaUe  in  future  yean 613,093 

Capita]  reserve 136,190 

Reserve  for  depreciation 60,000 

Reserve  for  doubtful  balances 4,000 

Deferred  dividends  (life) 11,609 

Penskm  fund 19,971 

Various  creditors 6,060 

life  funds 768,604 

Total  liablities,  except  capital $8,809,310 

Capital  paki  up  OUe) 100,000 

Capital  pakl  up  (other) 200,000 

Profit  balance 09,000 

Total $4,178,310 


BDSDUSS  of  1008:  Premium  inoome  (fiie).  $1,804,249. 
Total  neome  (aO  bcandm).  $4,400,882.  Loases  paid  (fixe).  $1,. 
800^.  DirkieMfa.  $09.0001 

REMARKS:   Company  doca  fire.  life  and  aeeklent  b« 


Divklends  1902-1907.  20%;  1908,  28%.  Goaflacraftkm  kiam: 
BaltkDore.  1904,  $3J»0:  dan  Fraaehoo,  1900.  »i^  Oompany 
writflB  surplus  Inics  m  United  States  through  E.  T.  MamhaUi 
(3o.,  of  New  Tork  and  C3iieago. 


CALGARY  FIRE  INSURANCE  COMPANY,  Calgary,  Alberta. 

President,  T.  A.  Hatfield;  Manager,  G.  Tempest 


31,  1909. 

Red  estate , 

Loans  bearing  interest , 

Agpns'  and  other  balancea 

Interest  accmed 

Foznitaxe  and  fittinn,  indoding  Goad's  plans. . 
Cash  n  bank  asdolBce 


$30,900 

68,736 

21,802 

496 

8,477 

10.088 


Total $137,600 


LiABiLiTXBS,  Decembeb  81,  1909. 

Unpakl  losses 

Remsuranoe  reserve 

Credit  balanrp 

Balance  due  on  real  estate 

Reinsurance  doe 


Total  Uabilities,  except  capital. 

Capital  paid  up 

Net  surplua 


$7,600 
20,347 

1,640 
28,000 

4,392 

$02,779 

03.246 

1,470 


Total $137,600 


REMARKS:    Beskls  the  asMto  listed  above  the  oompany    I  company  traaaaets  a  surplus  Inie  busmesi  ta  the  United  States 
$270,256  of  eapital  subseribed  and  uncalled.    The    |  through  Shipman  k  Wayne,  Clhicago,  IIL 


CANADA  WEST  FIRE  INSURANCE  COMPANY,  Winnipeg,  Man. 

Preakicnt,  J.  B.  Persse;   Gencrsl  Manager,  Geo.  F.  Carruthers. 


31,  1909. 


iBTettnenls 

Sccnritv  deposits. 

Office  fumitnre,  maps,  etc. 


Contot ; 

AcoQOBts  paid  in  advance. 

Accmed 

Dc&dt.. 


$7,800 

6,200 

1.873 

931 

62,108 

86 

96 

1,429 


Total $09,681 


Liabilities.  Dscnozn  81. 1909. 

Reinsurance  reserve 

Other  liabilities 


$8,841 
4,220 


Total  liabilities,  except  capital. 
CaiHtal  called 


Total. 


$13,061 
66,620 


$09,681 


„  BOSINESS  FROM  MARCH  10, 1909  TO  DECEMBER  31. 1909: 
J^maani,  $18^^*  total  meome,  $19,708;  kMses  pakl,  $3,766; 
gWespsBdifasM  (iwfadiig  $26,000  otganiiatkni  expense). 


REMARKS:  This  company  was  mcorporated  by  speeial  aet  of 
the  Manitoba  iMiriatore,  March  10,  1900.  with  an  anthoiised 
capital  stock  of  $600,000.  The  company  writes  surplus  Udss  b 
thn  country  through  C.  P.  Wurts,  CThicago,  HL 
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CAR  AND  GENERAL  INSURANCE  CORPORATION,  Ltd.,  London,  Eng. 

General  Manager,  Fredk.  Thcretby.     Organized,  1003. 


Assets,  Seftembex  30,  1908. 
Investment  at  coat 1328,771 


Caah  in  office  and  bank 

Agents'  balances 

Sundry  debtors 

Interest  and  dividends 

Office  furniture  and  fixtures 

Establishment  and  organization  expenses 


•••••• 


5,518 

151,143 

8,tX)3 

2,516 

10,576 

64,082 


Total $578,407 


LlABIXJTIES,  SsPTEMBnt  80,   1006. 

Unpaid  losses 

Remsurance  reserve 

Sundry  creditors 


Total 

Capital  paid  in 

Revenue  account  balance. 


$117,540 

283,422 

62,254 

$468,225 

107,067 
2.215 


Total $573,407 


BUSINESS  IN  1008:  Net  wemhnM. 
eome.  $858358;  kwa  paid.  $618,602;  exp 
tzpenditurai,  $862,066. 


$850,276:  total  (ta- 
$844,853;  total 


REMARKS:  This  eomMM  was  omnised  in  1008  with  an 
anthoriied  capital  of  £250,000,  £100,000  of  which  is  subscribed 
sod  £22,215  paid  in.  It  transacts  a  suipliM  line  busineus  in  this 
eountiy  throiq^  J.  S.  Fkelin^uysen,  New  Yorfc. 


CENTRAL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

This  oompanv  writes  surplas  lines  m  this  country  through  Fred   I   by  the  liverpool  A  London  k  Qlobe. 
8.  James  A  Co.,  New  Yoifc  and  Chicago.    Its  policies  are  guaranteed  | 

CENTURY  INSURANCE  COMPANY,  Ltd,  Edinburgh,  Scotland. 


81,  1008. 

on  pioperty  within  United  Kingdom . .  ;£260,670 

Britiah  ^vorenuncnt  securities 6,865 

Indian  and  Colonial  GoTcnuncnt  securides 2,760 

RaOwav  debcntuxes  and  debenture  stocks. 00,050 

Other  debcntuxes  and  debenture  stocks. 67,477 

Railway  and  odicr  sharea    preference  and  ordinary  24,1 78 

Municipal  corpomtioii  secivities. 2,752 

Bank  stocks 624 

Foreign  government  securities. 4,285 

Ofke  properties  and  furniture— head  office  and 

branches 18,086 

Ground  rents 2,686 

Loans  on  personal  security,  with  life  policies 8,200 

Loans  on  life  polidcs. 5,268 

Loans  on  reversions  and  life  interests 14,266 

Reversions. 8,407 

Cash  m  bonks  and  in  hand 18,206 


Interest  accrued. 

Outstanding  premiums  and  agents'  balances — ^Ic 
provinon  for  canodments  and  commission . . 
Sundry  debtors. 


;C548,800 
4,072 

22,158 
122 


Total ;S576,061 


LlABIUTISS,  DiCIMBSK  81,  1006. 

Shardiolders*  capital — 
70,000  shares  of  i^4,lQB.  each jC815.000 


Amount  paid  up. 

Life  insurance  funds ;C278,640 


jC86,000 


Fire  funds. 

Capital  redcmptioa  fund, 

Sickness  fund 

General  fund 

Investment  reserve  fund. 


SundiT  accounts  outstanding 

Life  cudms  outstanding 

Fire  losses  outstanding 

Other  claims  outstanding 

Unclaimed  dividends. 

Due  to  odier  insurance  companies. 
Sundry  creditors. 


62,080 
5,000 
116,507 

65.107 
6,000 


628.18S 

1,681 

212 

680 

7,410 

7 

2,603 

186 


Total ;C676,061 


"^BUSINESS  IN  1006  (aO  branches).  Net  pfemhmis,  £141,- 
881;  total  income,  £161368;  losses  psid,  £48,784;  comminnns, 
£11,031;  expenses  of  management,  £28,030. 

REMARKS:  This  eompaa  was  oigaalaed  in  1885.    Henryy  W. 


Brown  ft  Go.,  73  Makien  Lane.  New  Tone,  are  Its  United  States 
representatives  to  write  surplus  lines  in  this  eountiy.  As  of 
December  81,  1000  the  Oentnry  possesspd  assets  amountinc  to 
£605.286. 


COLONIAL  ASSURANCE  COMPANY,  Winnipeg,  Maa 

PresUent,  Wniiam  Smith.;  Secretary,  John  M.  Dick.    Organised,  1006. 


AsaBTS,  Dbceicbks  81, 1000. 

Mortgage  loans  on  real  estate $12,500 

Stocks  owned  (market  value) 10,000 

Cash  m  office  and  bank 43,743 

Agents  balances 7,604 

Uncalled  balance  on  stock  allotted 87,700 

Other  assets 758 


Total 6112,800 


LiABiLTms,  DimiBFi  31. 1000. 

Unpaid  losses 

Unearned  premiums 

Reinsurance  premiums 


83,277 

37,500 

822 


Total  liabilities  except  capital. 
Surplus  as  to  policyholders 


$41,090 
71,201 


Total $112,390 


BUSINESS  FOR  1000:  Net  premhnnB,  $81,088;  total  mcome. 
$83,262;  kiasBS  paid,  $45,602;  expenses,  $27,826,  total  expen- 
ditures, $73,427. 


REMARKS:    The  company  transMts  a  sophs  line  bt 
in  the  United  States  through  McLsan,  Stinaoa  A  Od.,  Toionto 
New  York,  Oiicago. 
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COLONIAL  MARINE  AND  FIRE  INSXTRANCE  COMPANY,  Bataviat  Java. 

Maiwging  Diractar,  Jhi,  A.  Floot  van  AmilaL    Oij^alaed,  IML 


AssRs,  DxcEifBEs  31, 1908. 

StocUioklen'  notes $1,080,000 

CdUtenllouit^ 3.4M 

Monace  loans 168.044 

Caahmaffice  and  bank 30,079 

Acnts*  bahnGss. S8.008 

Sundzy  debtois. 3,100 

Funiimre,  etc 400 

Total  assets 81.307,501 


LuBiums,  Dbcembks  31, 1008. 

Net  losses  unpaid $4,606 

Unearned  premiums 19,000 

Unpaid  dividends 8.413 

Sundry  crediton 0,840 

Other  UabiUties. 4,118 

Reserve  fund 64,000 

Total  Uabflities.  except  capital $97,501 

Otpital(paid  up  $130,000) 1,300.000 

Total $1,397,661 


BUSINESS  OF  1906:  Fnaima  mcome,  $79,710;  total  ineoms, 
$107M:  losMSimid,  $99,100;  dividends  1000-1908, 6),  7, 7%. 

REMARKS:  TIm  polieieB  wued  bj  this  eom^aay  sie  guaran- 
teed  by  four  compsnifs^  all  located  in  Baftavia,  vis.:  the  Insulinde 


Ooserling,  snd  Seeond  Gokmisl  Firs  and  Rarine.  SurphiB  lines 
on  Ameneso  rkks  sre  written  tkrongfa  W.  M.  Kimbsll  k  Co.,  New 
York.    ConflagratioB  Ioshr  San  Fraadseo.  1006,  $7X100. 


LA  CONFIANCE  FIRE  INSURANCE  COMPANY,  Paris,  France. 

Msnsging  Director,  Fval  Cauvin,  Deputy  Managing  Director,  M.  E.  des  Esnrs.    OrgsBised,  1844. 


31.1908. 

RcAlcfllate  owned $168,608 

Stocks  and  bonds  owned 1,601,716 

Cub  in  office  snd  bank 133,906 

Agency  balances 338,034 

Acoitaf  bonds 316,846 

Sodry  debtors 6,044 

Tolil  cash  assets $3,433,331 

1,300,000 

Tolsl $3,633,331 


LiABmnBS,  DTPfwgr  31. 1908. 

UnpakilosBes $137,680 

Unearned  pRmhnat 316,033 

Agents'  bonds 363,313 

Contingntieserve 107.000 

Genml  reserve  fund 470,000 

Doe  far  refaunrance ^^ 

Pcnsnn  fund 41,187 

Sundry  crediton 33,808 

Total  liabilities,  except  capita ^l'^02.896 

Capital  (paid  uprS0O,OOD) 3,000.000 

Rcscrre  and  pcojit  balance ,....  330,836 

Total $3,633,331 


BUSINESS  FOR  1908:  PMnioms,  $1,340,644;  total  moome, 
tlJSaajOSI;  JoaRsnJd, $496,186;  expenses,  $436,476;  diridends 
fnminofit. $173^94;  «otsl expendituras, $1,680,067. 

RKifARKS:  Tlw  eompany'i  capital  is  $3,000,000  of  whieh  40 
per  cent  is  paid  in.  Diridends  1904-1908,6.6.  6.3.  6.3.  6.3. 
•  2  per  oent    Gonftsgration  losses:    Baltimore.  1904,  $7,000; 


San  Franeiseo,  1906,  $3,000.  Oompany  writes  surplus  lines  in 
United  SUtcs  thioQKb  Staricweatber  k  Sbepley,  IneHol  Froridenee, 
R.I.,  New  York,  Boston  and  Caiicago,  who  adrise  us  that  fchev  hold 
ample  funds,  subject  to  their  cheek  sad  deposited  in  the  Unite 
States  to  pay  all  loans  for  this  compsay  snd  that  they  are  author- 
'  to  aoeepik  senries  for  it 


CONSOLIDATED  ASSURANCE  COMPANY,  Ltd.,  London,  Eng. 


81. 1908. 

Inrvestments  at  cost ;£63,880 

Temporary  mvesimcnts 40,710 

Sowby  debtors 74,660 

Cash  m  bank 40,167 

Avents*  balances 6,334 

Loans  on  polides 630 

CoUalcxnl  loans 100 

O&e  fomltuie 1,173 

Otber  assets 0,300 

Organizatian  expenses 19,796 

Total  assets ;C203,938 


LiABurriBs,  Dscnan  31, 1908. 

Share  caoltal  issued  ;CS0.000  m  6,000  ordinary 

shares  of^lO  each,  ;^1  call  called j^6,000 

Amounts  received  from  shareholders  in  adyance 

of  calls 36,876 

Unpaid  losses 46,819 

Life  assurance  fund 31,066 

Fire  and  general  fund  (including  reserve  for  un- 
expired risks) 43,664 

Various  creditors 119,663 

Profit  and  loss  account  bahince 1,083 

Total )S263,938 


REHARKBe    Ibis  company  is  undeistood  to  write  occasional 
wmptoB  ham  m  the  United  States. 
Bancs  in  1906b    Flemiums  reeared,  £123,643;  total  meome. 


£134.813; 
ment  expenses, 
tures,  £108jU8. 


i  paki,  £604103;  oommissbns,  £83,600;  msnace- 
£14394;  other  expenses,  £683;   total  expendi- 


COSMOPOLITAN  INSXJRANCE  CORPORATION,  Ltd.,  Glasgow,  Scotland 


ssliblUwd  hi  1906  with  an  authorised 
£800u000  of  which  £136^066  is  subscribed  snd 


£14,173  pakl  up.    It  Is  reported  to  be  transaeting  a  surplus  lins 
bustaicsB  In  this  country. 
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CONTINENTAL  INSURANCE  COMPANY,  Mannheim,  Germany. 

Managing  Directon,  N.  Miihlinghauaen  and  R.  Post  of  die  Mannheimer  Insurance  Co.    Organised,  1885. 


Assets,  Junx  80,  1908. 

Stockliolden'  notes $375,000 

Marlgage  loans  on  real  estate 200,750 

Bonds  and  stocks  owned 183,878 

Due  from  reinsurance  companies 04,527 

Cash  in  office  and  bank 80.260 

Agents'  assured  balances 78,007 

Interest  and  rents  accrued 8,808 

Pension  fund 0,201 

Exchange. 8,401 

Total  assets. $909,078 


LiABzums,  Jdhs  80,  1908. 

Net  losses  unpaid. $148,750 

Unearned  premhmis 181,250 

Due  reinsurance  companies 18,853 

Due  agents 14,194 

Unjpaid  dividends. 80 

Remsurance  reserve. $8,677 

Capital  reserve. 125,000 

Pensionfund 18,010 

141,687 

Total  liabilities,  eicept  capitaL $444,820 

Capital $500,000 

Profit  balance. 25,158 

525.158 

TotaL $900,978 


BUSINESS  FOB  1906:  PMmloms  iMsived.  $460,906;  told, 
tneome,  $1^,077:  loam  paid,  $866,990;  total  expenses,  $1,244,- 
921;  dlvldimds,  $18,750. 

REMARKS:   Company  has  a  eapital  of  $500,000.  of  whieh 


26%  is  paid  in.  Paid  an  avenge  dlvkiend  of  10%  for  last  10 
years.  Company  writes  marine  tnsoranee.  Board  of  direetoca 
as  well  as  managing  dlreelon  and  offieaia  the  asffle  as  the  Mann- 
heimer  Insurance  Co. 


CO-OPERATION  INSURANCE    COMPANY,  Paris,  France. 

President,  Alphons  e  Ga'gnault;  Directing  Manager,  C.  Arisola. 


81.  1908. 

Slocks,  etc $161,303 

Cash  in  banks. 3,825 

Commisdons,  taxes,  etc,  paid  in  advance 30,614 

Fnmitnre  and  supplies 11,819 

Balanrt  due  from  agencies  and  reinsurance  com- 
panies.   9,070 

Due  fnnn  various  debtors. 7,429 

Balance  in  dispute. 644 

Balance  with  Credit  Lyonnais. 1,968 

Bills  on  hand 2,778 

Stockholders'  obligations 60,000 

Total  cash  assets $289,445 

Expenses  of  organisation 09,344 

Expenses  of  establishment 121,138 

Loss  balance 123,647 

Total $603,674 


Lubiuubs,  Dbcbkbis  81,  1908. 

Reserve  for  losses  in  process  ol  adjustment $8,020 

Various  creditors 24.464 

Due  shareholders. 2,383 

Due  reinsurance  companies 8.707 

Total  liabilities,  except  capitaL $43,574 

Capita]  ($440,000  paid  m) 560,000 


Total $603,574 


BUSINESS  FOR  1906:  Net  premimns,  $100,293;  total  income, 
$344,286;  losses  paid.  $81,802;  expenses,  $70,388;  total  expendi- 
toies.  $151,685. 


REMARKS:  This  oompany  is  leportod 
surplus  line  risks  in  this  countey. 


written  some 


CORNHILL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Managers,  Willis  Taber  &  Co.,  Ltd.    Organised.  1905. 


AssxTS,  December  81, 1908. 

Investments $88,875 

Cash 10,978 

Sundry  accounts 2,097 

Total $101,950 


LiABiLiTiBs,  Drcxmbex  31,  1908. 

Sundry  creditors $13,188 

Balance  of  revenue  account  and  profit  and  loss . . .  64,462 

Capital  pakl  up $24,300 

Total $101,950 


BUSINESS  IN  1908:  Net  pfemhnns  leeelved.  $76,285;  total 
iDoome  $78,702;  keses  paid,  $34,612;  expenses,  $4^87;  total 
expenditures,  $80,409. 


This  company  commenced  bosinesi  m.  1906.  It  has  an  author 
ised  eapital  of  £100,000. 

It  is  writing  sumus  boNBesi  in  this  sountiy  thiwigh  J.  S. 
FreUnghuysen,  of  New  Toriu 
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CROWN  FIRE  INSURANCE  COMPANY,  Toronto,  Canada. 


Assns,  June  30, 1909. 

Securities  deposited  with  Ontario  Gofvenunent. . .  $25,000 

Cash  in  bank  and  cash  and  checks  in  office 34,080 

Due  from  otha  companies 7,131 

Accounts  itcertable 1,700 

Current  acents'  balances 15,508 

Capital  stock  and  premium  thereon,  in  process  of 

payment 15,200 

Omce  fumitore,  fixtores  and  plans 1,100 

Accnied  interest 75 

Orher  miscellaneoas  assets. 3,500 

Slureboldccs' uncalled  capita] 297,000 

TottL M01,209 


LlABIUTXES,  JUMX  80,  1000. 

Full  reserve  lor  reinsurance  of  all  unexpired  risks 

(Government  standard) $35,850 

Unadjusted  losses 1,420 

Accounts  payable 17 

Current  reinsurance  premiums  accrued 10,086 

Surplus  to  policyholders 303,677 


Total $401,209 


&QIARKS:  This  eompsay  wss  orgniised  late  in  1906  and 
cooBMBeed  busiiMBS  January  2,  1009,  with  an  authorised  capital 
d  $500,000.    It  is  writios  surplus  lines  in  the  United  Stotas 


through  MeLeaa,  Stinson  *  Cb.,  48  Oedar  si.  New  Torfc.  Hie 
Crown  Fire  posseaed  assets  amounting  to  $416,076  on  Deeember 
31,1900. 


DANUBE  pONAU)  INSURANCE  COMPANY,  Vienna,  Austria. 

Maifginj  Director,  Hans  CamiUo  Raabe,  Secretary,  Fnia  Fkaucndocfer.    Organised,  1867. 

(Excepting  Life  Branch.) 


AssKTS,  DzczMBxa  81, 1008. 

Mortgage  feana  on  real  estate $150,400 

Bonds  and  slocks  owned 1,341,896 


Dae  from  reinsurance  companies . 

Ca^  in  office  and  bank 

Agents'  hahnrrs 

Various  debtors 

Boading  accoont  (agents  and  management) 


150,297 
50.432 

161,859 
54,180 
14,400 


Total $1,923,464 


LiABiuiixs,  Dbcboes  81, 1908. 

Net  losses  unpaid 

Unearned  premiums 

Due  to  reinsurance  companies 

Various  creditors 

Agents'  and  management  bond  aoooont 

Unpaid  dividends 

Balance  of  life  insurance  branch 

Profit  reserve $200,000 

Special  reserve 25,000 

Speckl  reserve  (haO  fassurance) 40,000 

Flmd,  depreciation  of  securities 59,506 


$124,087 

666,770 

40,067 

17,788 

14,400 

12 

276,985 


824,505 


Total  UabiUtles,  except  capital $1,464,614 

Capital  paid  up 400,000 

Profit  balance 58,850 

Total $1,923,464 


BUSINESS  FOR  1906:  PRmium  (lire)  net,  $558,295;  total 
leome,  exeept  life,  $2,743,393:  ktasea  (fixe)  paid,  $630,488:  divi- 
inda.  from  sD  branebes,  $40^10;  total  expenditure.  $2,743,393. 

KEMARKS:    TUs  eompany  is  Interasted  In  Amerieaa  risks 


by  relnsuraaee  of  admitted  eompanles.  It  writes  life,  rent,  te 
marine,  glass,  kail  and  burglary-theft  Insuranee.  Oapltal  o( 
$400,000  paid  up.  As  of  December  31, 1909  the  Danube  poaessed 
cash  assets  (exeepting  life  branch)  of  $2,512,923. 


DRAPERS  MUTUAL  FIRE  AND  GENERAL  INSURANCE    CORPORATION, 

London,  Eng. 


Tim  eompsay  wss  reeently  orguiised  and  is  principally  managed 


Md  owned  hv  some  of  the  most  prominent  dr^  coods  'merchants 
ii  Lnuioa.    Jolm  L  Dodl^,  Jr.,  Company,  oi  New  York,  are  its 


United  States  representative  for  surplus  lines.  The  company 
hss  an  authorised  capital  of  $2,500,000,  of  which  $l,000.000n 
subscribed  and  $200,000  paki  up. 


EAGLE  FIRE  INSURANCE  COMPANY,  Paris,  France. 


31, 1908. 

Cash  in  office  and  bank $82,871 

^(odaand  bonds 1,658,336 

Oatstanding  praniums 61,480 

Asent^  babnces 07,760 

I>ce  from  reinsuiances 120,036 

>  vioQs  debtors 2,740 

Boodmg.etc 200,747 


Total 


$2,223,970 


LiABiLXTiEs,  Deoehber  81,  1908. 

Unpaid  losses 

Unearned  premiums 

Creditors 

Taxes,  fees,  etc 

Bonding,  etc 

Due  for  reniusanrce 

Pension  fund 

Rents 

Reserve  fund 


$170,067 

520,586 

15,607 

63,860 

200,747 

56,007 

111336 

2,908 

582,500 


Labilities  exclusive  of  capital $1,624,518 

Capital 400,000 

Profit  boLince $199,152 

Totalliabaities $2,223,970 


Thii  eoaasny  wm  oisnissd  k  1848,  and  has  a  paid-up  capital   \   and  its  Iosbps  to  $816,716.    The  eompany  writes  surplus  line  fire 
of  lttO,OOQLBi  1906,  its  premhnns  amounted  to  $11,888,902.   1    risks  in  the  United  SUtes. 
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EL  DIA"  INSURANCE  COMPANY,  Carthagcna,  Spain. 

liMXtMgbg  Director,  Luis  de  Agoiire,  et  aL    Oivaniaed,  1001. 


IM 


81.  IMS. 

Stockholden' notes $1,760,7M 

Rati  estate 88,025 

Ctah  in  bank  and  oflBce 7,160 

Deposits  with  reinauiing  companies 846,233 

Stocks  and  bonds. 226,728 

Acnts*  balances. 03,622 

Installation  and  organiflttion. 40 

Sondry  items. 4,808 

Fomitnre  and  fixtures. 20 

Vsrious  debtors 1.706 

Fire  sad  txansportation  premiums 180,864 


Total 


83,166,061 


81.  1008. 


Net  kMses  nnpsJd. 

Unearned  premiums 

Bonuwed  money  (Bank  of  Spain) , 

Diridends  unpaid. 

Pension  fund. 

Sundry  creditors. 

Accounts  payable. 

Due  reinsuranoe  companies 


8283.600 

808.900 
100.00O 


Total  Uabilities. 

Capital  (8200.000  paid  in). 
Profit  bidance 


l.i 

230,»1 

35,000 

26.001 

1,030,701 

2,000,000 

135,160 


Total 83,165,001 


BUSINESS  FOR  1008: 


Net  nemiums  (file).  81.475,534; 
8418.784;   totsl  sxpenditures. 


REMARKS:  Does  fiie,  marine  eiedit  and  insarsaes  m  Europe. 
Oompsoy  writes  surplus  Unes  in  the  United  States  throudi  W.  M. 
KlmbairA  (3ob,  New  York.  Owflagrathm  Iosns:  San  Franciseo. 
1006.816.00a 


ESSEX  &  SUFFOLK  EQUITABLE  INSURANCE  SOCIETY,  Ltd., 

Colchester,  Eng. 

Chafanaa,  Sir  Thomas  Banett  Lsaaard.  Bart;  Seentaiy  and  Qensral  Maaater.  S.  C.  Tnmsr. 


Aaasn,  DBcniBEa  31, 1000. 

Government  securities 8873,421 

Real  estate 63,633 

Mortgage  loans 147,260 

Collateral  loans 187,600 

Cssh  hi  office  and  bank 27,176 

Agents' balances 76,234 

Interest 4,006 

Essex  and  Suffolk  Accident  stock 16,000 

Other  assets 26,606 

Total  assets 8860,714 


LiABiLims,  DECEMBEa  81, 1008. 

Unpaid  losses 84,700 

Outstanding  accounts  and  reinsuranoe  premiums.  60,007 

Outstanding  dividends 16,042 

Stock  members'  fund 10.000 

General  fund 663.070 

Total 8744,714 

Capital  paid  up 126,000 

Total 8860.714 


BUSINESS  IN  1808:  Net  nemrams  leeeited.  830i074:  total 
beome,  8827300;  losMsmid,  804.468;  oommMaons,  832,814; 
maaagemeat  umases,  800.333;  other  expenses,  84,840;  total 
azpenditures,  890,066. 


MISCELLANEOUS:  Fied  S.  Janes  *  Go.  ol  New  Tork  mad 
Ghkago  an  attorneys  in  the  United  Statn  for  Isgitimate  sutphta 


EUROPA  RE-INStlRANCE  COMPANY,  Berlin,  Germany. 

M**"g''*t  Director.  Leopold  Gtmf ;  Deputy  Managing  Director,  Christian  Kindt    Oiyuiiaed.  1808. 


Aasns,  Dicxmber  31, 1008. 

Stockholden' notca 8662,500 

Bonds  and  stodcs 477.034 

Loans  on  bonds  and  mor^ges 270,000 

Cssh  in  office  and  bank 112,867 

Due  from  other  companies 834,304 

Due  from  life  companies 210,226 

Interest 3,277 


Total 


81,087.708 


LIABILITIB8,  DlCXMBBK  81.  1008. 


Unearned  premiums., 

Reserve  fuiid 

Special  reserve 

Due  life  companies . . 
Due  other  companies. 

Unpaid  dividend 

Otholiabllities 


8167,008 

673,251 

10,750 

20.500 

6A.007 

274,007 


4,700 


Total  llabili 
Capital  (paid  up  81 
Profit  balance. 


capital 81,221.210 

760.000 

10.400 


Total 81.007.700 


BUSINESS  IN  1008:  Net  prenlons  reeelved  (6n  only). 
8048.680;  ibe  lones  paid.  8616>74. 

REMABKS:  Otpltal.  8760.000,  of  whloh  25  per  sent  Is  paid  in. 
n«  eompaay  writes  fire.  Ufe,  nsrln^  burglsiy .  aeeideat  and  Ua- 
bilt^  Insaranee  as  rrinflonn.    OonfisgratkM  Iosns:   Baltimors. 


1004,  814,000;  Saa  naaefaeo.  1001  82.78L   Oonpaay  fbrnatr 


wrote  smploi  Unn  in  the  United  Statn  thraa|h  Stsi 
t  Shepley.lBe..  of  Frovidasee.  R. I.. New  YorkTsoelon  and  Cbi- 
eago,  but  Is  00  longer  doiag  a  direet|>aBiaMs.  11w  assets  of  the 
eompaay  u  of  Deoember  31. 1000  amounted  to  88^86,084. 
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EXCESS  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Mtnaver,  C.  £.  Heath;  SeoeCtfy.  Ronald  E.  HalL    Ocvuiiaed,  1894. 


31. 1909. 


Bonds  azid  stocks , 

Loans  on  mortsifes. . . . 

CoOatenl  loans 

Ca^  ia  office  and  buk . 
Loan  on  IMe  poUdes . . . . 
Goremment  deposit. . . . 

Intevest , 

Suodry  debcocs 

Other 


£211,730 

29,780 

87.888 

847 

9.489 

8,984 

3.894 

40882 

2.988 


Tocal £888,442 


LiABiumB.  Dbcembkr  31, 1909. 

Unearned  premhinw , 

Depreciation  reserve , 

Loan 

Sundry  crediton 


£192.009 
19.018 
48.000 
14.898 


Total  liabflities  except  capital £271,818 

Capital  paid  up 8.000 

Reserve  fund  and  profit  balance 88.824 


Total £388.442 


BCSOnsaB  in  lOOO:  Net  prenuiini8|£341.000;  total 
paid,  £140,801. 


mSCELLANBOUS:  Thii  oompaoy  writes  sonha  lines  m  tbe 
United  States  through  Hall  k  Henshaw,  Nsir  Yoik.  Oonflafr»- 
tion  lossec  Balti^lor^  1904.  88.500;  koebester,  1904.^000; 
San  Fnneino,  1906. 860.00a 


FIDELTTAS  INSURANCE  SOCIETY,  Brussch,  Bdgium. 


AaBBn,  ICaigk  31,  190& 
bes 

ki  bank  and  office 

nMBt  nrpcaect.. 

iOBIS. 

andadrancea 


Total 


871.801 

60,000 

8.840 

7.848 

38,948 

720 

60,994 

8248.881 


LiABiunia,  Maich  31,  1906. 

Rcsci've  lot  rjdu  in  force. 

Sundry  crediton* , 

Return  premkuns  unpaid. 


Total  UaUUtics. 

Capital  (8128,398  paid  in). 


830.000 

17,899 

1.282 

looiooo 


Total 8248.681 


88£066; 


total 
total 


BUBINEBB  DURINQ  1907:  Net 
tesina.  8791878;  losaea  paid,  882.883: 
anadttona,  8S6JR9. 
MiaCELLANBOUSe  TUt  eooipany  was  ofimiaed  In  1908, 
I  ten-year  tenn  bwlnsaa,  paying  oommtarions  on  fotttie 
Hm  enmpany  has  agreed  to  maintain  a  relnsinaaee 


lad 


nsenre  fond  on  dspoait  fai  the  United  States  ntfl  the  iMt  pollv 
In  foiee  expires.  It  fbnneriy  wrote  soipius  lines  la  the  UnltM 
States,  but  its  representatlTe  reeeatly  adrlesd  us  thai  no  hwlnsai 
had  been  written  in  tills  oonntry  lor  some  time.  Oonflagratka 
Balttmore.  1904.  88.000;  San  Fimnefaeo.  1906;  83,017. 


FINE  ART  AND  GENERAL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Chainnan.  J.  M.  MacDonald;  Secretary  and  Manager,  A.  P.  Fedden.    Organised.  1890. 


YSAS 

Fire  Fond, 
of  Capital 

Net 

Total 
Inoome 

Losses 
Fkid 

Dividends 

and  Expenses 
of  Manacement 

Other  Outgo 

1906 

£176.000 

106,800 

187.688 

111,143 

91,208 

£164.821 

161,032 

106,211 

91,841 

88,129 

£171,376 
167,888 

£80.680 
89.884 
46,800 
89,678 
38,047 

10% 

£80,810 
47.969 
38,378 
29.804 
26.080 

1907 

1900 

1909 

1904 

98,986 
88,760 

3.463 

I  fire,  borglaffy,  personal  aoddent,  fidelity 
Insnranee  at  hoiM,  and  writes  snrplue  lines 
of  ire  laaBfaaee  on  apriaUersd  risks  in  the  United  States  throogh 
E  £.  HaD  A  Ox,  Ifow  Yoih.    As  of  Jaauaxy  1,  1909,  ito  sub- 


seribed  eapltal  was  £370.000;  its  pald-la  euital  £87.000;  its 
net  essh  sasets.  £333,688.  and  its  reserve  ninds  for  general 
and  employeti'  Uabflity.  £220.248. 


FIRST  BOHEMIAN  REINSURANCE  BANK  OF  PRAGUE,  Bohemia. 

Mansg;ing  Director,  John  L.  Simek:  Deputy.  K.  Schollar.    Organised,  1872. 


31. 1908. 


Bonds  and  stocks 

Cash  D  office  and  banlcs. 
Balance  with! 
Penaiaafand. 
Office  account 


companies. 


81.178.941 

310,900 

860,283 

88,782 

182.804 


Total 


82,258.360 


LlABZLiniS,  DSCBIIBEK  31. 1908. 

Net  unpaid  losses 

Reinsurance  reserve 

Special  reserve 

I/ue  other  companies 

Pension  fund 

Various  creditors 


8897.372 

671,694 

39.690 

211.073 

86.732 

18,156 


Total  Uabilities,  except  capital 81,593,717 

Capital 600,000 

Balanoe  of  profit  and  loss 61,643 

Total 82,258,360 


BOSINEBS  FOB  1906e   IVemiam  iaeome,  81,561,234; 
paii8UK,297;  total  faeome, 83,181406. 


REICARKS:  Company  docs  fire  reinsuranee  businesi  on 
Ameriean  risks.  Dividnids  1901-190B,  0,  8.  8.  8,  0,  0,  6».  6i%. 
Oonflacimtion  Iohsr  San  FrsneiBeo.^06, 8650.000. 
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FONCIERE  INSURANCE  COMPANY,  Budapesth,  Austria. 

Manacing  Dtrector,  Hugo  laa  KilteyL    Foanded,  18M. 


^Assets,  Dkcucbbk  31,  1906. 

Cash  in  ofi&ce  and  banks. $206,215 

Real  estate 386,000 

Due  from  renuurance  companies 586,030 

Enhance. 51,957 

AmtsMMJances,  etc 305,098 

Varioos  debtors 19,045 

InTentory 10.800 

Agents'  bonds. 102,029 

Total $1,667,174 


*  Excepting  life. 


*LlABILITIXS,  DXCDCBU  81,  1906. 

Unpaid  losses $86,154 

Unearned  premiums 484,778 

Due  reinsurance  companies 147,708 

Various  creditors 11,394 

Unpaid  dividaida. 3,297 

Account  balance  life  branch 143,638 

Agents' bonds. 102,029 

Reserve  fund. 58,251 

$1,037,249 

Capital $600,000 

Profit  bahnce. 29,926 

629,925 

Total $1,667,174 


BUSINESS  FOR  1906:  Fire  pnmiums,  $416,336;  total  ineome 
(fire  branch),  $2;a0O,23O:  losses  (fire)  paid,  $660,010;  expenses, 
$1,511,804.  total  expenditures  (fire),  $2,170,314. 


REMARKS:  Diridends:  1903,  6%:  1904,  0%;  1905,  7%; 
1906.7%;  1907,7%;  1908,7%.  Hie  Fonciere  is  writing  surpiui 
lines  in  this  counfay  throu^  Warren  M.  Sjmball  k  Gom  New  YorL 


FONDIARIA  FIRE  INSURANCE  COMPANY,  Florence,  Italy. 

Gcnenl  Director,  Comm.  £.  Henri  Fantazshii;  Deputy,  Chev.  Guy  Toja,  C  E.    Otianiaed,  1870. 


AssxTS,  Deceubes  31, 1908. 

Real  estate $1,115,081 

Mortgage  loans 70,107 

Bonds  and  stocks 1,576,934 

Cash 26,626 

Various  debtors 288,917 

Furniture,  etc 2,891 

Total  assets $3,080,556 


LiABXLrrnEs,  Decxmbkr  81, 1908. 

Reserve  for  unpaid  lasses S410.840 

Reinsurance  reserve 316,799 

Statutory  reserve 320.000 

Special  reserve 130.942 

Future  dividends 23,461 

Reserve  for  doubtful  creditors 6.000 

Reserve  for  unpaid  dividends 5,548 

Total  liabilities,  except  capital $1,328,359 

Capital 1.600.000 

Balance  of  profit  and  loss 162.197 

Total $3,080,556 


BUSINESS  FOR  1906:  Premium  income,  $1,160,359;  total 
ineome.  $2,351,692;  losses  paid.  $6,561.58;  dividends  $136,000; 
dividends  1907-1906,  8}%,  8|%. 


This  eompany  aoeepts  soma  nmsoraaoe  lines  upon 
risks. 


•'  FORTUNA "  GENERAL  INSURANCE  COMPANY,  Berlin,  Gcnnany. 

Managers,  Peter  Boxbuchen  and  Ed.  Schreiber.    Organised,  1868. 


AsasTS,  DicxuBss  31,  1908. 

Stockholders'  notes $300,000 

Mortgage  loans  on  real  estate 259,750 

Bonds  fuid  stocks  owned 14.487 

CoIUteral  kwis 3,500 

C^ash  m  office  and  bank 24,228 

Agents'  balances  and  other  debtors. 205,639 

Exchange. 1,161 

Total  aiaeta. $808,755 


LiABiunxs,  Drcnan  $1.  1908. 

N<*t  losses  unpaid. $112,500 

Unearned  premiums 02,500 

Various  creditors 3ft,91S 

Capital  reserve 75,ttW 

Fund  for  equaliatkn  of  divklcnda. 110,000 

Pensbn  fund 10,000 

Total  liabilities,  except  capitaL $424,812 

Capital 87&.0QQ 

Profit  baknce. 6^043 

Total $908,755 


BUSINESS  FOR  1908:  Net  pramhmis,  $496,261;  total  moome, 
$861^-  lossss  Mid,  $871,960;  expensss  $81,411. 
REMARKS:  uoaipMiy  writes  marine  and  burglary  msuranoe 


and  is  undeistood  to  be  interested  m  fire  risks  b  the  United  Statoi 
by  reinsuranes.  Divideods.  1904,  20%;  1906.  26%;  lOOO,  IW 
and  1908, 30%. 
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LA  FRANCE  INSURANCE  COMPANY,  Paris,  France. 


AssKis,  December  81, 1908. 

Stockholden  notes $1,498,495 

Bonds  and  stocks 3.404,670 

ColLtteral  loans 01,350 

Cash  in  office  and  bank 183,420 

Dae  from  acmts 290,044 

Sundry  debtora 0,586 

Other  aaKts 16»068 


Toial 04,467.533 


Liabilities,  Decembei  81, 1908. 

Unpaid  leases 8212,149 

Unearned  premhuns 551,491 

Rebsurance  and  return  premiums 188,630 

Unpaid  taxes,  expenses,  etc 01,530 

Unpaid  dividends 143.048 

Sundry  crediton 13,122 

Other  iiabOitiea 110,552 

Total  liabilities  except  capital $1,317,134 

Capital  (paid  up  $501,605) 2,000,000 

Reserve  and  profit  balance 1,150,399 

Total $4,407,533 


REXABKS:    This  oompaay  was  estabtished  m   1837  and 
viites  mipha  lines  in  the  United  States  thxout^  Starinreather  k 


Shepley.  Inc.,  of  Providence,  New  York.  Boston  and  Chicago, 
who  hold  ample  funds  for  the  payment  of ' 


"  LA  GARANTIE  "  INSURANCE  COMPANY,  Paris,  France. 


Assets,  January  1, 1900. 

Francs. 

Stocks  and  bonds 554,300 

Cwhoohand 23,788 

Premimn  reserve  bdd  by  reinsurance  companies...  110,700 

^eat  paid  in  advance 3,000 

FBmitiire  and  suiqilies 59,809 

Agents'  balances 161,649 

Due  from  reinsurance  companies 50,238 

Pttmjums  in  coune  of  collection 107,270 

Acoumts  paid  in  advance 1,132,072 

Cotnraiaaians  paid  in  advance 630.462 

Sundry  debtees 132,290 

Total  cash  assets 2,900,377 

Orgumation  CApenses 735,443 

SfiKkhoUers*  notes 185,000 

Total  asBPts. 3,880,820 


Ijabilities,  January  1, 1909. 

Francs. 

Unpaid  losses 190,830 

Reserve  for  risks  in  force 100,000 

Premiums  paid  in  advance.,  i 07,518 

Due  reinsurance  companies  and  banics 83,276 

Sundry  creditors 50,002 

Subscriptions  to  increase  of  capital 10,300 

Bond  notes 514.300 

Total  liabOities 1,028,311 

Capital  (paid  in.  2,505,000  francs) 2,750.000 

Profits  for  year  1908 40,243 

Various  reserves 68,266 

Totals 3,886.820 


The  maxtmnm  Une  on  sptinklered  or  fireproof  risks  is  $5000, 
ud  W%  teiBflUzance  reserve  maintained  on  deposit  in  the 
Uolted  Stetes  for  the  protection  of  poUovholdefs.  It  is  stated 
that  aC  kiBBes  are  payable  from  New  York  office. 


Tills  companv  writes  surplus  lines  oa  Ameciean  risks  throuch 
M.  Dugro  Buttles,  New  York,  its  maxlmam  line  on  snrinklersd 
risks  betiME  $5,00a 


GLADBACHER  FIRE  INSURANCE  COMPANY,  M.  Gladbach,  Germany. 

General  Director,  WOhelm  Haus.    Organised,  1801. 


Assets,  December  81, 1908. 

StockholderB' notes $1,200,000 

Real  estate 50,552 

Mortgage  kans 452,875 

Bonds  and  stocks 943.078 

Agents' balances 144,058 

Cash  in  office  and  bank 174,770 

Due  from  xdnstixanoe  companies 87.244 

Interest  acczved 3,185 

'"nher  asKts 1,134 

Total $3,068,102 


Liabilities,  Drcekbee  31, 1908. 

Unpaid  losses $150,972 

Remsurance  reserve 790,001 

Due  other  companies 18,053 

Pension  fund 30,936 

Unpaid  dividends 675 

Total.......! $1,002,090 

Capital  (paid  up,  $300,000) 1,500,000 

Reserve  and  profit  balance 555,406 

Total $3,058,102 


BUSINESS  FOR  1907:  Net  premiums  (fiie).  $2,003,180; 
total  income  (fire).  $2,189,060;  ktsses  naid  (fire),  $609,735;  ex- 
pesn  (fiR)J205.568;  dividends.  $75»000l 

HEHARKB:  This  companj  writes  fire,  daas,  burglary  and 
ipriskier  tasuaaee  with  spesW  anasfemeat  for  forsst  Insurance. 


and  bears  a  mod  rmutatloD  at  home.  Dividends  last  4  years, 
20%,  20%.  &%  20%'  Conflagratioa  losses:  Baltimore,  1904; 
$19,000;  San  Francisoo,  1906,  $26,175.  Cknnpany  writes  surplus 
lines  m  the  United  States  through  E.  T.  Ifaishall  A  Co..  New  York, 
and  C!hicago. 


GLASGOW  ASSURANCE  CORPORATION,  Ltd.,  Glasgow,  S<»tland. 

General  Manager,  A.  R.  Pole. 


Tte  eoopttv  was  established  In  1906,  with  an  authorised  c^rf- 
^  of  nOOvOOO,  and  its  first  annual  statement  issued  on  August 
IL  1909,  repmentbg  eleven  months  working  shows  premiums 
Rmd.  £27.586;  hMses,  £6,580,  and  expenses,  £8,760.  Interest 
CB  Bmstoaents  wd  tcaiutfer  fees  amounted  to  £449,  and  the  total 
wpioi  for  the  period  £13,745,  of  which  £10,060  was  reserved  for 


unexpired  risks,  £2,090  written  off  all  preliminary  expenses, 
£729  written  off,  being  10%  of  organisation  account,  etc,  and 
£876  balance  carried  forward.  The  paid  up  capital  is  £34.356 
and  the  funds  about  £53,000. 

The  John  L.  Dudley,  Jr.,  Co.,  are  the  sole  representatives  in 
the  United  States  for  surplus  lines. 
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GLOBUS  INSURANCE  COMPANY,  Hamburg,  Germany, 

Managing  Dnrctor.  F.  Plaas.    Organized,  188ft. 


Assns,  DscmBER  31.  lOOS. 

Stockholden*  notes 

Real  estate  owned 

Booda  and  stocks  owned 

Doe  from  insunuice  ctnnpanies. 

Cash  in  office  and  banlc 

Agents'  balances  and  due  £rom  aasored. 

Interest  and  rents  accrued 

luYentory 

Due  for  rrinsurance  on  losses  paid 


1750,000 

488,882 

203.949 

591,961 

43,176 

262,201 

820 

2 

40.827 


Total 


ts. $2.4<0,888 


LiABiUTixs.  Dtckmbxi  81,  1908. 

Net  losses  unpaid. 

Unearned  premiums 

Due  odier  companies. 

Various  creditors 

Cash  bonds. 

fund. 


8548, 82j 

527,551 

16,331 

256,871 

75( 

100.00( 


Total  UabiUties,  except  capital $1,450,331 

Capital 1,000,00( 

Total $2,450,331 


BUSINESS  FOR  1908:  Net  premiums  fire.  $U80.911;  total 
income,  fire.  $1JM8,712;  losses  paid,  fire,  8390^;  expenns. 
fire,  $1,168^16;  total  expenses,  fire  $1JM8.712. 

REMARKS:  Oompony  wiltss  fire,  burglary  and  theft,  eredit 


has  I 


and  maitne  insonnee.   The  marine  faManmee  fanaeh 
premium  ineome  omountlns  to  about  81.500.000.    The 
tliehe  Genenl  oombined  with  the  now  El^th  Assoianee  Gompanj 
of  Hamburg  under  abore  title. 


HAMBURG  INSURANCE  COMPANY,  Hamburg,  GeimaDy. 

Director,  H.  F.  M.  Mutsenbecfaer.    Organised.  1897. 


AssKis,  Dmnran  81, 1908. 
Stockholders' notes $750,000 


Mortgage  loaiis  on  real  estate. 

Boom  and  stocks  owned 

Balanrr  with  insurance  companies. 

Cadi  ki  office  and  bank 

Agentaf  balances 

Interest  accrued 

Various  debtors 


291.250 
717.852 
293,410 
235.027 

17,079 
8,445 

49,489 


Total 


$2,863,452 


LlABZUmS,  DBGDfBXK  31, 1908L 

Net  losses  unpokl 

Unearned  prendums 

Due  other  comi 

Uni 

Capital 

Various  creditors. . . 

Funds  apportioned , 


$829,962 

580.315 

113.A03 

62 

225,000 

3,103 

50,000 


Total  liabilities,  enept  capital $1,80?,335 

Capital 1,000.000 

Profit  balance 61,1 17 

Total $2,363,452 


BUSINESS  FOR  1908:  Net  nrenuums  (fire),  $1.114318;  total 
income.  81,788.799;    kwres  paid  (fire),  8825,898;  expenses  (fire), 
83  09308;  diridendsi  $253^;  total  expensM,  81,610,156. 


TUt  eompoaj  Is  hiteresled  to  some  extent  In  American  risks 
by  way  of  reinsurance  of  Heensed  eompanles.  It  writes  marine, 
insurance  and  rdnsursnse  in  flr^  Ughtnfaig  and  wphMton.  aoddent 
and  burglary.    Dividends.  lOOS-lWMTfti  6. 10. 10.  and  10%. 


HEARTS  OF  OAK  LIFE  AND  GENERAL  ASSURANCE  COMPANY,  Liinitcd, 

London,   Eng. 

Choimuui,  Wm.  Garbuid;  Secretary  and  Manager.  S.  R.  Whitfaig.    Organi»d.  1908. 


Assets,  Junk  30. 1900. 

Investments- 
Indian  Government  securities  (at  cost),  j^l8,648, 
8^  per  cent  stock 

Property  in  hand  and  under  mortgage        ^1.968 
I>o.  expenditure  less  receipts 70 


Fixtures,  furniture^  etc . 
(^islanding  premmms. 


Loons  on  nobdes 

Agents'  balances 

Stationery 

Policy  stamps  in  hand 

Caab- 
AtLoodoo  City  and  MkUand  Bank.        ^£5.482 
Cashfakhand 20 


Establishment  and  extension  of  busmess  account. 


£80.000 


2.038 

1,650 

7.259 

115 

71 

475 

61 


5,502 
99,831 


Total jC187,002 


LiABiLmxs,  Jtms  80, 1909. 

Shareholders'  capital— 

Nommal—15(F,000  shares  of  j^l  each  ^^IM.OOO 

Issued,    120.075    shares,    12/6    paid  ^^6,047 

838,  forfeited,  10/- paid 169 

1,500  shares  £1  paid 1,500 

Fiaid  hi  advance  of  calls 6,565 


Life  assurance  fundi 

Fire  fund 

Employers'  Liability  insurance  fund 

Plate  fpass,  burgUry  guarantee,  etc.,  fund . . 

Loan  on  property  hi  hand  (per  contra.) 

Claims  admitted  or  annonnced 

Heposits 

Dividends  unpaid  and  accrued  share  faiterest. 
Sundry  creditors  and  checks  not  pusaited . . 
Profit  and  loss  account 


BUSINESS  FBOM  JULY  1.  1908.  TO  JUNE  80,  1900  (sO 
branches):  Net  piemfamM.  £00,199:  total  income.  £59,712; 
paki,  £16358:    somminoas,  £14328;   management  ai| 
£18388;   totiJ  txpenditans.  £46,606.        .  .      ^ . 


REMARKS:    In  Emom,  this  eompoay 
bnrdory,  mortyagft,  fidelity,  and  plate  ghoi 
on  American  raks  may  be  praewed  tuough 
New  York* 


iC83,281 

82,895 

•,028 

585 

674 

1,968 

1,914 

224 

ISO 

6.117 

1,688 


)C187,0W 


life,  fin. 
PoiiciH 
*  Hcodisw, 


SBPORTS  OF  FIKE  INSURANCE  COUPAHIES. 


HELVETIA  SWISS    FIRE  INSURANCE  COMPANY,  St.   GaO,   Switzerland, 
nor,  M.  J.  r 


Mituce  hu*  on  nd  oaut. . . 

laifiwKl  iBdi  awud- 

C«A  fe offioi and btakfr. . .,  --  ■ 


11.100,000 

IfaMMdiTOiiuin.... 

laa; 

ss^sas^: 

MO.MJ 

Total  QiblUlte  eia( 

SSSaii:::::::: 

4«pl>d... 

Ptat 

|1,K«,438 

•4.742.TM 

Tom  litbUtiM,  ctplliJ  loi  nr 

ttKiia 

REUARES;    Cmltd  ol  so 


jmit  ibosl  90%.    1 
UiUM  BUIs  Uimc 


Cm  toMnwa  Van  ta 


Btuls  Unmh  W«l  *  Knaailj,  Nn  York.  CiidBu» 
nm  KK  BittiBon,  IWM,  ««».  ^  d  Vtemba  tlTuO* 
the  HetrifaBw^  fMMil  m    '  '    


HOLLAND    UNDERWRITERS.  Amsterdam.  Holland. 


■  BMMr  d  IHt;  HoU- 

tCo.      AU<^tl» 

Mtbe^MMUoBal 


IMPERIAL  UNDERWRITERS,  London. 


INDEMNITY  ASSOCIATION,   Limited,   London,  Eng. 


INTERNATIONAL  INSURANCE  COMPANY,  Ltd.,  Manchester,  Eng. 


Ascsn.  Decehbei  3 


■I9,l«0 

e.igs 

E2.10S 


EmUnhmail  apatet. , . 


IjAnunn,  DtcaaxK  31,  ISO). 

Unpud  ]««  (nwre) 

Smidry  cndlton. 

Lkbilily  oa  uoeiplnd  rliki 

CMiiUlli^ln. 


10,  US 
SI,B1S 
«»4U 


BnsiNEsa  ™  nos:  : 

mw  tiiibiinHiiwit^  num. 


I       Thia  smiaaj  ii  initiiii  ■  ninhii  lint  IiihIiiwi  b 

thnm^  tbg  Bcddon  tBdnwritW  CoBUnj,  Kit 

I    BOBHUT  hH  b«n  «bM(tw]  bj  lb  Unrmd-Vulc 


INTERNATIONAL  REINSURANCE  COMPANY,  Vienna,  Auatria. 

"■"H*";  Dincliir,  Wm.  DtoCka.    Oigtaiiti, 


BIMNEeS  FOR  UOe:  Fiailm.  act,  WMM;  total  kioiaM,    I  m  fdjr  p^Jd^  ovMI  (J  mUXXL    OnalMl  UOt  Hd  tart  ta 
luaUtSL^Mi  taid.  ISaa,Mt:  tcM  tipBKlltain.  11.110,008.       Om  turn  iw  Wtt  Idbb  ta  Ibi  Sh  Awtlno  MlMtamib  lod 
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ITALIANA  INSURANCE  COMPANY,  Genoa,  Italy. 

Managing  Director,  Zaccaria  Oberti. 


Tbk  oomptny  was  eataUisiied  in  1906  with  a  mibacribed  capital 
of  ll,000,000and  a  naid-up  capital  of  S200,000.  Its  financial 
statement  ai  oi  December  31.  lOM  ahowed  total  aaiets  amounting 
to  $1307.311:  a  premium  reeenre  of  $106,128  and  a  profit  and 


loflB  balance  of  $11,487.  It  trannetB  a  eofplai  liae  businefli  in 
the  Weetem  States  and  Canada  through  E.  T.  Hanhall  ft  Co.. 
New  Ywk  and  ChicagD. 


ITALIAN  FIRE  AND  MARINE  INSURANCE  COMPANY,  Turin,  Italy. 


It  Is  undenlood  that  this  company  writes  surplus  lines  on 
American  and  Oanadfain  risks  through  Whilden  t  Hanooek. 
New  York.    Its  financial  statement  as  of  January  1.  1908. 


showed  assets  (indiiding  $822,600  of  stockhoIdeciT  notes)  amount- 
faig  to  $1,151,938;  total  liabilities  (including  $177,400  paid-up 
capital).  $872,144;  surplus  to  poUeyholden.  $779,794. 


KING  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Chairman,  A.  Montague  Haines;  Managing  Director.  G.  McKay  MoranL    Organized,  1901. 


Aanrs,  Dacnisn  81,  1907. 

luTestments  at  cost,  leasehold  premises  and  loans  $206,861 

Cash  hi  office  and  bank 1 2,899 

Outstanding  prenmuns. 109,808 

Due  from  reinsurance  companies 17,290 

Office  furniture. 4,882 

Sondry  debton. 1,886 

Interest 1,011 

Purdiase  of  busincas  account 101,209 


Total $604,296 


LtABnims,  DacniBn  81,  1907. 

Outstanding  losses. 

Reserve  fund  (fire) , 

Reserve  fund  (aoadent) 

Due  reinsurance  companies 

Sxmdry  creditors. 


Total  liabilities,  except  capital. 

Capital  paid  in 

Profit  and  loss  account  (surplus).. . 


$77,308 

100.602 

1.944 

40.724 

10,326 

$230,903 

267,10e 

6,105 


Total $504,206 


BUSINESS  FOR  1907:  Net  premiums,  $840,155:  lossss  paid. 
$208,464;  expenses,  $120,200:  total  expenditares,  $828,664. 

MISCELLANEOUS:   This  company  wiote  surplus  line  risks 
in  this  eountfy  through  tsiIous  brokeia,  but  it  is  reported  that  the 


company  has  disconttnued  tliese  connections  and  now  accepts 
sunlus  risks  in  this  country  only  through  ^vlieatioDS  secured 
byXondon  broken. 


LAW  ACCIDENT  INSURANCE  SOCIETY  of  London,  Eng. 

This  company  is  undantood  to  be  writing  floateis  for  jewelecs   I   an  authorised  capital  of  £500.000.  subscribed  £500^000.  and  paid 
in  this  oountry,  covering  fire,  theft,  transportatkm,  eta  It  has   |   up  £50.000. 

LAW  CAR  AND   GENERAL  INSURANCE  CORPORATION,  Ltd.,  London. 

Chairman,  Sk  Henry  J.  K.  Cotton;  Managmg  Dhrector,  C  J.  Fowler.    Organised,  1906. 


Assets,  SspTEiaER  30, 1909. 

Investments,  viz: — 

;^20,646  British  Government  securities 

49,670  Indian  and  Colonial  Government  secu- 
rities  

6,454  British  corporation  securities 

26,175  Foreign  government  securities 

;^102,945  (market  valtie  at  Sept.  80,  1909,  j^lOO,- 

167  lis.  3d.)  at  cost 

Cash  at  bank  and  m  hand .£45,860 

Less  amount  owing  for  stodu  induded 
above 7,531 


Deposits  with  and  amounts  due  from  other  com- 
panies and  sundry  debtors 

Office  furniture  and  fittings £U^^ 

I^ess  depreciation 163 

Branch  and  agencv  balances — Head  office  agents 

Oess  commission) 

Branch  agents  (less  commission) 


Total  assete. 


£18,992 

48,926 

6,376 

25,811 


£100,105 

88,329 
88,660 

1,400 

12,678 
21,640 

£262,712 


LiABzuTXEs,  Septekbes  30,  1909. 

Capital- 
Authorized,  350,000  shares  of  £1  each £350,000 

Issued —  

17,554  **  A"  shares  of  £1  each,  fuUy  paid £17,554 

170,093  **B"  shares  of  £1  each,  6s.  paid 42,673 

15,070  "  C  "  shares  of  £1  each,  2s.  6d.  liaid 1,894 


40,851  "D"  shares  of  £1  each.  Is.  pai 


2,042 


244,168 


Les4  calls  unpaid 


Sundry  creditors 

Reserve  for  dalms  estimated  outstanding 

Balance,  including  reserve  for  unexpired  risks . 


£64,153 
92 

£64,061 

8,788 

34,133 

155,730 


Total £262,712 


BUSINESS  FOR  YEAR  ENDED  SEPTEMBER  30,  1909: 
Net  premiums,  £367377;  total  mcome,  £370340;  claims  paid 
and  outstanding  £206332;  commissions  and  management  ex- 
penses, £100319;  other  expenses,  £2282;  total  disbursements, 
£309.933. 


mSCELLANEOUS:  This  company  tansads  a  surplw  Une 
bosiness  in  the  United  States  through  John  L  Dqdky.  Jr.,  Co.. 
New  York. 
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LAW   FIDELITY  AND  GENERAL  INSURANCE  CORPORATION,  Ltd. 

London,  Eng. 

Managiog  Director,  F.  Norie  Miller.    Organind,  1891. 


Dksmbxr  si,  1907. 

Mortgace  loiia. $24,800 

Stocks  and  booch  owned. 48,100 

Bcanch  and  agentf  halanm 870 

Due  from  other  companies. 49,017 

Cadi  n  office  and  bank 8.104 

Depost  wiA  Treaty  Co 81,080 

Sundry  deblon. 1,462 

Rercnoe  wmpnm  amoont 2,508 


Total 


$161,690 


LiABiLims,  DicncBXi  31,  1007. 

Reserve  foe  oulstandinf  claims 

Sundry  creditors. 

Revenue  balance  (subject  to  unexpired  risks) .... 


$00,100 

687 

8,008 


Total  liabilitiea,  except  capital $04,890 

Capital  paid  up 97,300 


Total $101,690 


RElLiRKS:  TUs  eompaay  was  pievlondy  known  as  tbe  Law 
ImreatoMii  and  Insoranee  Corpon^ion.  It  tranwels  aeddent, 
bvrglaiy,  employenT  liability  and  oftber  braaebei  of  insoraneB  at 
home,  mod  wdtes  surpins  llnei  of  6re  insoranoe  In  tbs  United  States 
thnxigli  Jobn  L.  Dudley,  Jr.,  Go.,  New  Tork.    F.  Noito  MUler  is 


tbs  Qeneral  Aeddent  of  IVrth.    Oonllagiation 


alio  maaaier  of  tbs  Qeneral  . 
lots:   Baltlmoie,  1704,  $7,000. 
BUSINiaS  IN  1907:  Net  premimns,  $196,468;  total  Inooms 

SSitSk^.aS!!''  "«•**••  «»«-•  •^••'  ^  - 


LEGAL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

General  Manager  and  Secretary,  Henry  M.  Low. 


Assxxs,  Decembkr  31,  1909. 

Investments  at  Cost — ^British  Govern- 
ment Securities £0,087 

Indian  and  Colonial  Securities 8,858 

Foreign  Securities 10,130 

Railway  and  other  debentures  and  de- 
benture and  rent  charge  stocks 87,509 

£02,580 

(Value  at  published  prices,  December 

31, 1009,  £68,051.  9s.  Od^ 
Furniture  and  fittings  at  Head  office 

and  branches  at  cost 4,765 

Interest  Accrued 762 

Premiums  outstanding,  branch  and  agents'  bal- 
ances          20,172 

Amoonts  leuuveiable  from  other  companifs 13,789 

Purchase  of  good  wHl  of  profits  department 35,000 

Prdiminary  cxpenaea. 8,888 

(To  be  written  off). 
Cash —  on  deposit  (since  invested) ....        £4,286 

On  deposit 4,000 

la  hand 6,036 

£14.322 

£166,279 


LiABiunzs,  DxcEMBcx  31,  1900. 

To  Capital— Authorised  200,000  shares 
of  £5  each £1,000,000 

Isnied  and  mbscribed  100,000  shares 
of  £5  each £500,000 

Paid  up  £1  per  share  on  100,000  shares.  £100,000 

Creditors,  mduding  Reinsurance  pre- 
miums outstanding 17,289 

Deposit  from  other  companies  in  re- 
spect of  Re-insurances 7,696 

Reserve  for  claims  outstanding 5  152 

Revenue  account — ^balance  (subject  to 
unexpired  risks) 36,142 


£166.279 


BUSINESS  IN  1909:  Net  premiums,  £77,415;  totsl  inoome, 
£Sl,79l;  looses  paid  and  outstanding,  £17,808;  oommianons, 
£11.644;  expenses.  £29,737;  totsl  diSunements,  £54.689. 


REMARKS:    The  Legal  tnuuaeta  a  surplus  One  burineas  m 
this  ooontry  through  Fred.  8.  James  ft  Co.,  New  York  and  Cliicago. 


LLOYD'S,   London,  Eng. 

Secretary,  Capt  Edward  Fitanaorke  Inglefidd.  R.  N.    Organised.  1726. 


Lloyd's  Is  an  sasodation  of  marine  underwriters  In  the  City  of 
Londan.  Ifta  name  is  derived  from  a  Coffee  House  kept  by  Edward 
Vofd  In  Tower  st  In  the  17th  oenfeunr.  where  underwriters  met 
to  transact  business.  In  1092  lioyd^s  CJoffee  House  was  removed 
fran  Tower  st  to  Lombsxd  st;  and  In  1774  Lloyd's  left  the 
Coffee  HoosB  in  Lombard  st  forptemlses  In  the  Royal  Ezehsngs 
vheie  tt  has  shies  remsfaied.  The  wars  whloh  Uoted  from  1775 
with  but  short  pauses  till  1815,  tended  to  attraot  marine  Insursnoe 
to  Great  Brttain  from  all  parts  of  the  worid,  and  raised  Lloyd's  to 
the  high  poaitton  it  has  rfnoe  held. 

In  1810,  parllanMnt  appointed  a  eonunlttee  to  inquire  faito  the 
aSsixs  of  the  Institution.  From  this  inquiry  lioyd's  emerged  with 
credit,  snd  hsa  eontfaioed  to  sssist  in  the  nromotkm  of  every  mess- 
ore  whidi  might  sId  In  the  preservation  of  me  at  sea.  the  prevention 
of  fraud  In  eonneetion  with  marine  Insuranes,  and  the  rapid  eol- 
lecta  and  dlskilbution  of  maritime  InteUigenoe. 

In  1871,  lioyd's  was  Incorporated  by  act  of  parliament:  but  does 
sot  as  a  corporation,  undertake  Insurance  business.  This  is  oon- 
doeted  solely  Iqr  its  membeis  on  their  own  account;  and  so  long  as 
ik^  eooform  to  the  rules  of  the  society,  they  sre  free  to  follow  their 
indMdual  vtews.    Lloyd's  Is,  in  fiMt,  s  great  market  for  insurance. 


(^dklates  for  electton  as  Memben  are  required  to  satisfy  the 
committee  as  to  their  means,  and  in  all  cases  to  deposit  hi  the 
names  of  trustees  a  sum  of  not  less  than  £5,000,  as  additional 
security  for  liabilities  incurred  on  account  of  marine  and  tmnsport 
risks.  The  aspegate  amount  thus  placed  at  the  disposal  of  the 
committee  of  Tioyd's  is  very  Urge,  but  In  no  way  represents  the 
total  capital  possessed  by  the  Underwriting  Membm  of  Lloyd's. 
The  committee  have  also  recoitly  adopted  a  system  under  which 
a  separate  guarantee,  applicable  only  to  claims  on  fire  policies, 
and  other  policies  not  covering  nuuine  and  transport  risks,  is 
required  from  Memben  on  their  sdmission,  snd  Memben  who 
engage  in  such  business,  and  who  were  elected  before  the  adoption 
of  this  cystem,  have  generally  furnished  similar  security.  A 
system  has  also  been  mstituted  under  which  all  underwriting 
monies  are  hekl  in  trust  for  undenmtinjs  purposes  only,  and 
underwriten'  accounts  are  annually  audited  by  approved  ac- 
countants, who  certify  ss  to  the  solvency  of  the  underwriter. 
The  busineas  of  Lloyd  s  ss  s  corporation,  and  oi  the  committee 
as  its  executive,  is  to  conduct  the  affaire  of  Lloyd's  in  its  corporate 
capacity,  and  to  guard,  as  trustees,  the  corporate  funds  and 
property. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


LLOYD'S,   London,  Eng.^CorOmued, 


Lloyd's  k  alio  an  tmnMn—  orsanlsatkm  for  the  collection  and 
dlstilDutlOD  of  martne  IntelUgenoe  which  is  published  dally  in 
"Lloyd's  Ust"    This  paper.  orlslnallY  ettabliahed  in  1606  as 
*'Lk^s  News,*** dates  mmi  1736,  and  is  the  oldest  newspaper  in 
Europe  with  the  exception  of  the  "London  Qasette."    The  intelli- 
gence department  haa  developed  continually  under  the  inOuence  of 
steam  and  electilclty,  and  this  process  keeps  pace  with  the  opening 
of  new  ports,  and  the  increased  means  of  communication.    The 
Information  is  supplied  by  Lloyd's  acenti  on  eveiy  coast  fai  the 
world,  who.  in  written  Usts,  or  by  telegram,  report  the  amval  and 
departure  oif.  and  casualties  to  ▼essels  within  their  dirtricta.  In  this 
connection  the  Yalne  of  Lloyd's  Signal  Stations  is  veiy  great,  not 
only  to  underwrltert  but  also  to  merehanti  and  shipownen,  as  it 
is  frequently  an  advantage  that  a  vessel  should  be  intercepted  oflf 
the  coast  and  ordered  to  its  port  of  destination.    Shipowners  in 
this  way  often  have  the  earliest  intimation  of  the  arrival  of  their 
■hips,    vessels  arriving  oif  out-lying  signal  stations  often  bring 
important  intelligenee  as  to  derelicts  and  wrecks  passed  on  their 
voyages,  as  well  as  information  ol  vessels  in  distress  requiring 
assistance,  and  overdue  vessels  arriving  on  long  voyages  are 
reported  at  these  stations.    Not  one  vessel  in  ten  bound  to  ports 
in  the  United  Kingdom  from  distant  ports  arrives  at  her  terminal 
port  without  first  Mng  reported  from  one  of  Lloyd's  signal  stations. 
At  some  of  these  stations  wireless  telegraphy  apparatus  has  been 
installed.  The  corporation  of  Lloyd's  now  hoUs  a  similar  position 
with  refftfd  to  signal  stations,  to  that  occupied  by  the  corpora- 
tion of  the  Trinity  House  with  remrd  to  lightnouses.    These 
valuable  axis  m  the  preservation  of  ufe  and  property  are  one  of 
the  latest  developments  of  the  corporation. 

Recent  English  legidation  requires  all  underwriters  as  well  as 
insurance  companies  tranneting  such  busiuesB  to  provide  security 
for  various  classes  of  insurance,  such  as  life,  fire,  accident,  em- 
ployen^  liability  and  bond  inveetmmt. 

The  Assurance  Companies  Act,  IINW,  relates  to  these  classes  ol 
insurance,  and  alUiough  the  Act  does  not  bedn  to  operate  untfl 
July  1, 1910.  the  majority  of  Underwriten  at  Lloyd's  have  aheady 
complied  with  its  requirements,  and  for  some  yean  past  have 
provided  such  securi^  as  is  now  legally  necessaiy  in  connection 
with  the  cbss  of  business  they  transact 


The  Employen^  liabflity  (faisurance  companies)  Act,  1007, 
wliich  came  mto  operation  on  January  1,  1006,  provides  that 
every  underwriter  sudl  deposit  and  keep  deposited  in  such  manner 
as  the  Board  oif  Trade  may  direct,  a  sum  of  £2,000,  and,  further, 
that  when  the  business  transacted  exceeds  this  amount,  the 
underwriter  must  increase  the  security  correspondingly,  and 
fumkh  accounts  annually  to  the  Board  of  Trade  exaet&  m  the 
same  manner  as  the  companies  transacting  similar  business. 
This  deposit  has  been  provided  by  all  Members  of  Lloyd's  who 
engage  m  this  dass  of  nsurance  business 

By  these  Acts  Lloyd's  is  recognised  by  the  Board  of  Trade  as 
a  regular  market  for  tire  and  othior  non-marine  insurance  business, 
anid  the  fact  of  such  recognition  is  regarded  as  a  guarantee  of  the 
soundness  of  the  bustneas  transacted  at  Lloyd's. 


Various  groims  ol  IJoyd's  underwriten  accept  fin  insurance 
risks  in  the  United  States  thnra^  dtffersnt  brokerage  houses  In 
the  United  Stetea.  Cbtna  undw  sudi  poUdea  are  usually  settled 
without  difficulty,  although  if  suit  shomd  becooM  necessary,  each 
underwriter  would  have  to  be  sued  hi  the  English  courts  unless  all 
should  agree  to  abide  by  the  decMon  of  the  suit  against  a  single 
underwriter.  Policies  written  by  Uoyd's  underwriten  upon 
American  itaks  generally  contain  a  wamnty  that  some  specified 
company  carries  a  given  line  on  the  same  risk  at  the  same  rate  and 
in  the  same  fonn.  Property  ownen  in  the  United  States  who 
accept  Uoyd's  poUdee  snowd  therefore  baeareful  to  see  that  all 
warranties  In  such  poUdee  are  properiy  observed. 

The  form  of  fin  poUdes  used  by  Uoyd's  underwriten  is  as 
follows: 

"LLOYIXS  FIRE  FOUCY. 

Fob  SioiuitJU  bt  UimiBwiiinio  Mmiwa  ov  Lmtd's  Only. 

BE  IT  KNOWN  THAT 
paid  Premium  or  Oonsideratlon 

to  Us,  who  have  hereunto  subscribed  our  Names  to  Insure  from 
Loss  or  DamafB  by  Fire. 
Fin  PUicv. 


From  the 
To  the 


day  of. 
d^r  of. 


NOW  KNOW  Ye,  that  we  the  faisuren  do  hereby  bind  our 
selves,  each  for  his  own  Part,  and  not  One  for  Another,  our  Heiz>> 
Executors,  Adminiatraton  and  Assbms  to  pay  and  make  good  to 
the  said  Assured,  his  or  her  Heirs.  &ecuton,  Administnton  and 
Assigns,  all  such  Damage  and  Loss  by  Fire,  within  seven  days  after 
swsh  loss  is  provedr  and  that  in  proportion  to  the  several  sums  by 
each  of  each  subscribed  against  our  retpective  Names,  not  exeeeo- 
faig  the  retpective  Sums  aforesaid;  as  may  hwpen  to  the  sahject 
matter  of  this  insurance,  or  any  part  theraoi,  during  the  oon- 
tinnance  of  this  poli^. 

No  daim  to  attach  to  this  Policy  for  LMurrection,  Rtots.  Qvil 
Commotion  or  IflUtanr  or  Usurped  Power. 

If  the  aasured  shall  make  any  daim  knowing  the  same  to  bo 
false  or  fraudulent  as  regards  amount  or  otherwise,  thto  Policj  shall 
become  void,  and  all  daim  thereunder  shall  be  forfdted. 

IN  WITNESS  whereof  We  have  subscribed  our  Namea  and 
Sums  of  lion«y  by  us  Insured. 

Dated  fai  London,  the  Day  of 

One  Thousand  Nine  Hundred  and 

Among  tiuMc  who  can  procure  Lloyd's  policies  are  the  following 
firms:  A.  F.  Shaw  t  Go.,  Chicago,  III.:  Ranh  t  McLennan* 
New  York  and  Chicago:  C  P.  Wurts,  Chicago:  Fred  S.  James 
ft  Co.,  CSiicago  ana  New  York;  Jameson  ft  FreUnd^uysen, 
New  York:  Weed  ft  Kennedy.  New  Yoric;  Pate  ft  Robb,  New 
York:  E.  E.  Hall  ft  Co.,  New  York;  Seddon  Underwriting  Co., 
New  Yoric;  Warren  M.  Kimball  ft  Cb.,  New  Yoik:  Fox  ft  Pler» 
New  Yoric;  Chas.  Brock-Jones  ft  Co.,  Chicago ;  Rollins  ft  Bur- 
dlck,  Chicago;  W.  M.  Umbdenstoek,  Chicago:  F.  K.  Thompson, 
Oiieago;  McLean,  Stinson  ft  Co.  Ltd.,  Toronto. 

Conflagration  kisses:  Baltimore,  1004,  $147,500;  San  Fhmdseo, 
1006,  estimated.  63,000,000  (aU  underwriten). 

As  bogus  Lloyd's.  Lcndon,  poUdee  have  been  oflfered  in  this 
country,  care  shoukl  be  taken  to  deal  only  with  reliable  housea 
when  procuring  sudi  insurance. 

On  April  %  1000,  a  cablegram  from  London  announced  that, 
as  a  result  of  the  investigation  of  the  metlioda  and  aeeounts  of 
the  varfous  underwriten  by  a  firm  of  eharterad  aeeountants. 
nlnefy-dght  per  cent  of  memben  were  found  to  be  nod  for  the 
liabilities  they  have  undertaken,  and  it  was  expeetea  that  those 
comprising  tbe  remaining  two  per  cent  would  qualify  for  dmilar 
certification  during  the  foUowing  week.  Sir  John  Lnseombe^ 
chairman  of  the  governing  committee  ol  Lloyd's  was  quoted, 
in  part,  as  foUows:  "I  am  extremely  gratified  by  the  result 
It  proves  boyond  doubt  the  stability  of  IJoyd's  and  the  stability 
of  Lk>yd*s  is  a  mattsr  that  eoneems  the  whole  worid.  Althoogn 
I  have  never  had  any  doubt  as  to  the  result  of  an  investigation,  I 
am  venr  g}ad  it  has  been  made.  Publie  oonfidenee  in  the  inatttu- 
tion  will  now  be  confirmed  and  iustified.  The  audit  estabUahea 
that  over  £5,600,000  is  depodted  with  the  committee  by  the  man- 
ben  as  seeurity  for  the  contingent  hablUttea.** 

On  April  5,  1010,  the  Morning  Post,  London,  Eng.,  pubUsbed 
the  foUowinp 

**The  annual  audit  of  IJoyd's  underwriten  hat  been  proceeding 
for  some  three  months  past^  and  the  result,  made  public  on  Friday 
morning,  has  given  the  greatest  satisfartion.  It  is  bdievad  that 
the  audiiton^  requirements  were  even  more  stringent  than  waa 
the  case  in  1909;  but  notwithstanding  this  the  whole  body  of 
underwriten  have  passed  the  ordeal  with  the  exception  of  a 
small  group  whose  arrangements  for  the  audit  are  not  yet  com- 
pleted. There  can  be  no  doubt  that  the  settlementa  on  last  year's 
viderwriting  are,  speaking  generally,  far  more  satisfaetoiy  than 
hv  been  the  case  for  some  tone  past,  a  state  of  ailiain  whidi  waa 
foreahadowed  by  the  figures  publiehed  recently  b]{r  the  leading 
marine  msuranee  companies.  The  substantial  rise  m  preDuuma. 
especially  on  hull  insurances,  has  contrfl>uted  largn^  to  this 
result,  and  it  is  to  be  hoped  that  the  msane  competition  and 
consequent  rate-cutting  that  prevailed  in  certain  quarten  darii« 
1907  and  1906  are  now  thinp  of  the  past.  The  corporation, 
which  has  been  severely  tested  during  the  past  two  or  three  years, 
owes  much  to  the  able  guklance  oi  the  lato  duurman.  Sir  John 
Luscombe,  aided  by  a  strong  and  judidous  committee.  Great 
confidence  is  fdt,  too,  m  Sir  John  Luscombe's  suoeessor.  Tlie 
eminently  satisfaetoiy  result  of  this  year's  audit  may  be  taken 
as  a  substantial  prooi  tiiat  IJoyd's  has  passed  unshaken  throng 
tiying  times  and  emerged  from  them  stronger  than  ever." 


B.B. 

£•  E.  Adams. 
B.  A.  Qiegory. 
H.Baeoa. 

L  8.  Denny. 
H.  N.Millar. 


Persy  Woods. 
Qeo.A.T»M. 
Wm*  Btevena. 
J.  H.  H.fDsonis. 
Flihar.W.  DOka 


H.Q.  Da  Costa. 
W.  F.  Turner. 
A.  F.  LuBkbui. 
(see  oIm  g.  g.  Da  Caste  and 


RC.Bdbv. 
R  a  Baker. 


B.C. 
RaBambridge. 
a  8.  Griffith. 
J  C.M.Hairisoa 
aF.aJanrk. 
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LLOYD'S,  London,  Eng.— C^i/ffiMd. 

B.Barkam. 

J.  P.  BMlfV. 

L.StAubyn. 

J«  n.  Bow* 

aBftthunt 

N.DeaUn. 

Raymond  BeeL 
DTe.  Madrintoah. 

F.W.Chxk. 

J.  a  Riehardaon. 

F.W.Btm. 

P.  K.  F.  Foot 

a  T.  a  Dugdale. 

¥.  WaQer  Bftttt. 

W.  M.  Young. 

^.  Dmnm. 

F.  K.  Hodgaon. 

GealdaAdi. 

E-Deaae. 

H.  W.  Aaton. 

S.A.BwUen, 

A.  W.  Edwarda. 

E.  Bmuekamp  tmd  cr  W.  B, 

8.^Boultoa. 

A.A.EIUott 

F.  Fiok  (om  8.  J.\miU\ 

B/me, 

G.  W.  Tywet. 

E.  J.  M.  Lumb. 

LBeiodiampu 

J.  H.  MorxiwD. 

ILOunphelL 

B.B.Ftomhi§. 

S.LaSiDttli. 

G  W.  Friaby. 

W.  a  Boose. 

W.  A.  Bradford. 

B.  D.  Donmam  amd  or  S.  J. 

aaHeaDing. 

J.  Sheraihaiiks. 
H.  P.  Hashfli. 

W.  A  Bisdfofd. 

Ambny» 

J.  C  Baanermaa. 

Arthur  D.  BrMUbrd. 

aD.  Denman. 

W.  M.  Grora. 

Cr.LeMh. 

Henry  Bradford. 
W.  K  Dubj. 
Q.  Dnilon  Hudy. 

H.Hoimaa. 

aG.LGbtor. 

P.  W.  Riflhanbon. 

w .  rttnta§m 

J.  Boyd  I&Oer. 

H.B.OeBBweO. 

John  Fleming. 

HeoiyOomer. 
Nevlle  0.  Duke. 

F.  V.  Enthoreo. 

a  r.  woiiuBi. 

K.  G.  a  Vaiaay. 

8. 0.  FUUkor. 

W.aOolea. 

KB.  Hampton. 

O.F.Bmk, 

W.  A,  Bradford, 

A.  J.  Normaa. 

6.  F.  Beck. 

W.  Arthur  Bradford. 

B.  D.  DenmanZamd  or  8,  J. 

F.aiaaae. 

F.Beek. 

Arthur  D.  Bradford. 

Aidmym 

H.  A.  V.  Bonnhu 

A.E.WatnD. 

Henry  Oomer. 
Nevfle  0.  Duke. 

W.  H.  Gumming. 

J.  P  Head. 

&A.Haniptoo. 
E-Soottey. 

J.  A.  Reerea. 

K.  W.Stone. 

aD.  Denman. 

A.  C.  Brown. 

BoitFy  Potootm 

£.&dk. 

A.  C  Brown. 

J.  B.  Dudar, 

H.  Kenneth. 

B.Beck. 

A.  J.  MelhulaL 

J.E.Duder. 

J.  Turton  Wright 

D.  E.  Meddirtoih. 

a.  R.  Maltby. 
W.  M .  StnuJbaa. 

H.W.ABtOD. 

L.  a  M.  Rate. 

E.T.S.DQgdiIe. 

H.  Banting. 

H.aFHce. 

F.K.Hod8Kia. 

J.P.RekL 

A.  P.  Banting. 

J.  S.  Braader. 

R.A.ShattoeL 

F.  EDiot  Smith. 

A.  W.  Herdmaa, 

A»  iMVMfHIl* 

H.  C  Humphrey. 

a  L  Pugk. 

C.  F.  BeadelL 

A.  Beriastoo. 

KForfoea. 

H.aHMiaiii. 

KH.BviooU. 

B.  W.  Bdonmdo. 

K.Q  R.Valiqr. 

KaSoott. 

W.  F.  Miller. 

JoaiM  Format. 

J.  £1,  GuooiQ^ 

R.  H.  BubmIL 

W.  E.King, 

B.  N.  LWhiteaway. 

JameaForfoea. 

A.E.Priee. 

G.  W.  ThonuM. 

Harold  Arthur  Hoare« 

Arthur  Hunt 

Gordon  S.  Ne«. 

GeoffrqrHead. 

A.  Bo9Utflt%, 

Joaeph  Benaon. 

Lawranea  Fbrfaea. 

A.BffTinctaQ. 

P.  D.  DurtDeU. 

BomardBaioU, 

Hany  Bernard  Galkln. 

Alex.  E.  J.  Ren. 

Edward  Steane  Price. 

A.   DffMMlMa 

G.    C.    Cidlui   (fN   C.    B. 

Thomaa  Fbrfoea. 

H.  B.  Fortcr. 

HtoA), 
A.  C.  Cliavman. 
Waiiam  H.  Dolphin. 

0.  J.  Bmamd. 

Arthur  Foibea. 

George  J.  Rmaniial. 

A.  G.  Andeiaon. 

B.  Bfaikrf. 

K.aAndeiaon. 

aBbibof. 

QaaUy  Bmeky. 

0.  H.  Fabor. 

a  Oabome  Reaa. 

G.  H.  Faber. 

W.  B.  Found 

AKmai  IFAA  «ft  Co.    UC. 

T.  Hammond  Walk 

H.  Banting. 

W.  a  Found. 

WtUk), 

Herbert  W.  Symondaon. 

H.L.  Faber. 

W.  H.Harrli. 

H.  Meeiren 

Leon  8.  Denny. 

aLPugh. 

H.  D.  BiBbm^_^ 

E.  H.  Hobna* 

F.  Ellkyt^Smlth. 

C  P.  AttenlwHwigh 

W.  A.  Undnir. 

Am  C  Cmmmm. 
W.H.Dolpfiir^ 

A.  P.  Banting. 

a  M.  H.  Raynaford. 

S-ELFmcIL 

aKehnaa. 

F.  T.  Stohwaiaar. 

D.M.Cbtann. 

aaDawea. 

A,  P.  Cfuaittwortk, 

H.LFobor 

aH.Kennaid. 

i.  IF.  mmk0M. 

A.  F.  Gharleaworth. 

Alfred  Faber. 

aKennard. 

LP.Nidiolk 

Hubert  C.  Lech. 

A-aAIlaa. 

J.  K.Fbater. 

A.  P.  Spent. 

F.deaVoeuz. 

A.  J.  Hobaon. 

H.  H.  A.  Kennaid. 

G. J.  W.Noble. 

E.J  A.Siemeia. 

J.  F.  Anderwn. 

C.  C.  Bhgg. 

R.  Graham  Murray. 

F.  E.  Vfaicent 

A.aBathurBt 

aaoon. 

W.  Burton  Stewart 

H.ElUott  Smith. 

E.K«Sr 

J.  H.  a  Noble. 

H.  J.  Fatteraon. 

/.  FrtMUM^daaie. 

W.H.Lerife. 

J.  F.  Pbtter. 

B.  Hobaon. 

J.  Franklla-Adanu. 

LBem. 

W.  SamaoD* 

W.  Hobaon. 

P.Seott 

^Kcirier. 

W.  F.  G.  Babd. 

W.  a  a  Uppleby. 

A.RGhar1ea. 

A,  CaaKaaAwi.   ' 
R.&Tl|]inf. 

aLFkber. 

H.aaSmith. 
W.  a  Smith. 
A.  W.  Crokaton. 

LBtrat. 

W.  Fdbor, 

W.  H.  HOUBBda 

E.  W.niUnf. 

WalteaFkber. 

J.  a  FkankUa-Adama. 

A.H.Dlioa. 

W.  Wobey. 

Alfied  Faber. 

A.  D^AmbnunanlL 

Hubert  L  Faber. 

F.  A  Holmaa. 

SrF.MtM. 

B,  0,  da  Coda, 

H.  A.  Ghuamidsa. 

flfrF.BolloQ. 

H.O.daGoeta. 

Waiter  Pabor. 

J.  H.  Gbnr. 

W.  F.  Turner. 

Alfred  Ftkber. 

iJOMio  Mr*  0.  J^raaaa. 
F.  W.Harria. 

B.D.lfel]or. 

A.  F.Lambert 

A.aAUan. 

Q.W.  I^eanB^ 

BnwatEnglUi. 

A.  J.  Hobaon. 

F.L.Harni. 

W.W.lfam. 

H.B.OeBBwen. 

E.  J.  A.  Siamera. 

a  H.  Roberta. 

F.W.Boltoa. 

F.  a  Vlneent 

G.  W.  A.  Howard. 

E.W.Qiof«r. 

E.  0.  Da  Coda. 

H.  EUiot  Smith. 

F.  H.  Bonham  Garter. 

f.Kla^mm. 

H.G.DaOoBta.^ 

H.  J.  I^teraon. 

F.  aDlxoo. 

J.  E.  Dttder. 

DanyaFranka. 

Bi*mA.BmMm. 

B,  0.  Da  Coda  {too  8.  J 

B.  Hobaon, 

aCrW 

J.H.]foRhaa. 

Avtrog), 

W.  Hobaon. 

W.  a  a  Uppleby. 

vmIm,  Miaa  «  Bytt(fktijf^ 
H.  Ci  Hiin*ptteiy. 

E.W.P.HoA9rHL 

W.  wMMT. 

Walter  Fkber. 

W.  P.  T^KT. 

W  ChMkar. 

F.EIUott  Smith.. 

GtoaaJS,  Bidkoiooa  dt  Co. 

flLA.B«S«. 

H.C.Q»faai 

D.  L.  Ptoole. 

P.CMbrdan. 

1  ¥rthwn 

E.8tanlBr. 

T.  B.  Bowling. 

a  Vallanoa. 

Hi^T>w.                     .: 

aWeaton. 

J.  a  Wbable. 

F.  v.  Enthovaa. 

Om  &.  TjWf.                                    1    ,wa 

A.R.lloaataln. 

W.  a  HaifraaTea. 

B.  A.  GlauTia 
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J.CMmn. 
John  Godwin. 
W.  H.  Ittsram. 
P.  Eckeruey. 
John  H.  Hayes. 

D.  A.Kinioeb. 
A.  D.  Hanbuiy. 

F.HaU. 
F.  Ronnon. 
F.^IL 

H.  S.  MounUin. 
F.  C.  Piwite. 

A.  Bm  HoMpUntm 
A.  E.  Wateon. 

E.  B.  HampUn. 

E.  B.  Eampjon  {m  S.  0. 
FUUhtr). 

W,  F.  HanUif. 

F.  W.  Ghaine. 

Sir  A.  Seymour,  Bart 

P.  BarqrmmL, 
T.  B.  BowTing. 
J.  B.  Wimble. 

G.  B.  Hunter. 
A.F.  Hadam. 
8.  J>  Townaend. 
Harold  Jowen. 
W.  E.  Hargreavea. 
P.  Hamea 

o.  Hatp$ 
8. 
F.H. 


r. 
dbam-Oarier. 


8.  Harper. 
S.  Harper. 

/.  P.  Harrii. 
W.  E.  Buekley. 
H.F.Ghanoe. 
G.Q.  Beard. 
J.  P.  Hanla. 
H.  E.  Stone. 

Ptr  A.  8.  Harrwm, 
A.  8.  Harrison. 
F.Q.  Firth. 
H.  N.  Harrison. 
E.  H.  Lmersan. 

D.  MeOanee. 
ILGfll. 

J.  F.  Godman. 

Ptr  A.  A.  oorriMR. 
A.  Luacombe. 

A.  Gonstanduros. 
H.  F.  v.  Oldham. 

H.  J.  de  la  Oondamine. 
8.K.Reid. 

E.  H.  J.  Home. 

Jawm    HarUeif    Cooper     d 
Co.,  Ltd.  (S.  Wiikart). 
J.  8.  Burrowi. 
S.  Wiahart 
W.  J.  Plrrie. 
0.  B.  Trinder. 
8.  Holland. 
Q.  B.  White. 

F.  R.  BuBselL 
E.  E.  Cooper. 
N.  ^  KaylL 
E.  A.  Street. 
8.  0.  Beer, 
y.  A.  Walker. 

B.  I.  F.  Adams. 
A.  lyAmbrumeniL 

Jos.  HartUy  Cooptr  and  Co., 
!Jd 
J.  S.  Burrows. 

R.  E.  Harvey, 
N.  Ash. 

G.  C.  Turner. 


H.  Head  dt  Co.,  Ud.  (C.  E. 
Heath). 

A.  A.  Head. 
Henry  Hohnes. 
M.A.Lains. 

J.  Franklin-Adama. 
G.  F.  Beck. 
TLDeritt 
G.  Heath. 
G.  E.  HeatL 
Harry  Holmes. 
H.  G.  Walker. 
G.  Wright 
Q.  Head. 
H.B.Oslkin. 
a  Head. 
F.N.  Large. 
Lw  Wright 
G.afWce. 

B.  Head. 

Douglas  W.  Clarke. 
J.  AlbaaHead. 

Per  C.  E.  HooUl 
O.aOattUn. 
H.aHadam. 
H.  Banting. 
A.  P.  Banting. 
H.B.  Foster. 

Per  C.  E.  Heath. 

E.  W.  Richardson. 

A.  J.  Richardson. 

B.  H.  Fonlger. 
H.MuBt 

W.  J.  H.  Brodfiek. 
J.  M.  Oasenove. 
Sir  Home  Gordon. 
W.  Sydney  Smith. 

Per  C.  E.  HealL 
as.  Heath. 
J.  8.  FoOett 
B.  Head. 
G.  Heath. 
A.  D.  Whatman. 
A.  Bums. 
ILEvana. 

Per  C.  B.  Heath. 
G.  E.  He*th. 
G.  Heath. 

C  D.  Heath. 
J.  L.  Gnwf  urd. 
W.  A.  Thompson. 
H.  0.  Sieklemore. 
a  F.  mrandoUe. 

C.  j;.  Heath. 
R.  J.  Dale. 
N.Lubbock. 
J.  C.  Stevens. 
A.  G.  Corey  Wright 
J.  A.  N.  Booker. 
D.  Ooiy-Wright 
A.  E.GreenweU. 
8.  B.  Feeoh. 
H.  CL  B.  Underdown. 
H.  B.  Sedgwick. 

C.  E.  Heath. 

F.  W.  Dilke. 

D.  P.  G.  Franks. 
J.  0.  Sillem. 
Howard  Jonea. 
P.Woods. 

Per  E.  Hkkt. 

E.  Hicks. 

N.  E.  Lamploufl^ 
J.  G.  Wray. 
A.  C.  Shankland. 
D.  C.  Shankland. 
H.  E.  Crawley. 
W.  H.  Savffl. 

F.  H.  Walker. 
W.  J.  L  Davies. 
P.  R.  L  SavilL 

W.Hoadt. 
W.  Hoade. 


R  H.  Strong. 

J.Atkins. 

F.  V.  Enthoven. 

J.  Gibb. 

N.A.Kafn. 

F.  E.  L.  Roberts. 

W.  H.  Gummlngi. 

Q.U.  Price. 

O.B.  Trinder. 

D.G.EUS. 

PerqfJaneon. 
P.  Janson. 

F.  Barkworth. 

G.  H.  Lloyd. 

E.  F.  de  Rougemont 

D.  MacGrMor 

A.  H>  Henoerson. 

E.  W.  Janson. 
G  W.  Janson. 
E.Rlckards. 
T.  0.  Lloyd. 
J.  MosenthaL 

A.  Johnttoh. 
E.  J<rfuiston. 
W.  J.  French. 

E.  8.  LampUmgh. 
W.  Lampbugh. 

E.  8.  Lamplou^ 

F.  N.  Large. 
A.  A.  Head. 
M.A.Laing. 
Oiaries  Wright 
H.  Q.  Walker. 

F.  N.  Urge. 

G.  Head. 
LWrifdit 

E.  W.  DlOon. 
J.  A.  Head. 
D.  W.  Oarke. 

Ledio  db  Godwin,  Ltd. 
John  Godwin. 

Ledio  db  Oodmn,  Ud.  (haw- 
omreigned). 
D.  A.  Kmk>eh. 

A.  D.  Hanburv. 
W.  H.  P.  Leslie. 
John  Godwin. 

Sir  J.  H.  Lwoom&e. 
Sir  J.  H.  Losoombe. 
J.  Rutherford. 
W.CHanild. 
A.G.  Dalgety. 

D.  A.  Luscombe. 

/.  A.  Lyon. 
R.Rait. 

P.  0.  Maekinnon. 
P.  G.  Eackinnon. 

F.  Locket 

B.  T  Maddnnoo. 
A.R.Oollhis. 
Guy  G.  Gold. 

R.  N.  Rozby. 
Lewin  G.  Howe. 
N.  Maddnnon. 
N.  8.  RottBC. 

R.  0.  MaeMiBan. 

C.  E.  Green. 
R.  H.  Green. 

G.  F.  Green. 

R.  G.  Madfillan. 
H.  W.  Murray. 
1.  G.  Madfillan. 

F.  S.  Hay. 

G.  8.  Hoole. 

Q.  ^L.Paton. 

E.  M.  Slaughter. 

W.  8.  MeBride. 
J.  F.  McBride. 
W.  8.  McBride. 
W.  P.  Wfld. 
R.  B.  Scholfidd. 


A.,  margeuon* 
A.MargetKm. 

F.  G.  SpaUfaig. 
W.  L  Roberts. 
8.  F.  Bayer. 

r  •  W.  Marten, 
F.W.  Marten. 
A.  E.  Burr. 

G.  V.  E.  iMule. 
A.Bllbnradi. 
W.  H.  Anderstm. 
G.E.  Laurie. 

J.  A.  Mdn^ie. 
R.L.  Barclay. 
G.  T.  MUbnm. 
LKins. 
J.  A.  nozbuii^ 
K.  Lb  Bflbroupi. 
L.H.  Marten. 
T.  J.  Wynn. 

F.  W.  Marten. 
F.  W.  Marten. 

o.  A.  Moacock. 
R.  St  John  Mathews. 
Heuy  N.  Mathews. 
A.  W.  Street 
A.  G.  Pembroke. 
A.  Serena. 
A.  E.  Roberts. 

A.  SISMIISn. 

F.  HalL 

J.  W.  RogBTBon. 

F.  RMnnon. 

F.  a  Revite. 
XGlbbs. 

H.  8.  MountafaL 
Q.  Simmons. 
R.  J.  Hamilton. 

Q.  F.  MtUer  and  or  F.   S. 
MVer. 

G.  F.  MlUer. 
A.  T.  Miller. 
F.&MlUer. 
Q.  B.  Miller. 

E.  C  Mumiord. 
E.  G.  Mumford. 

W.  Wathen-Bartlett 
W.  Gowland. 
J.H.Hale. 
J.  ChurchlU. 

A.  H.  Benson. 
J.Wood. 
W.delUbe. 

B.  Q.  C  Moiiee. 

E.Murton. 
E.Murton. 
H.  W.  ManhaU. 

F.  A.  NkkaU 
EL  K.  l^^lson. 
W.  LGaUUn. 
W.  Cutforth. 
S.Cutforth. 
A.T.  Manon. 

T.  A.  NiehoBe. 
H.  Secretan. 
8.  D.  Secretan. 

C.  F.  TulnelL 
N.  Secretan. 
T.  A.  NichoUs. 
0.  W.  Street 

E.OBveanL 
E.  Ollivant 


Laurence    n§ippt   dt 
Ltd.  (0.  N.  Rtnm). 
H.  F^  Diamond. 
P  El.  HaHinstttin 
Lord  St  Davids. 
G.  de  St  C.  RoDo. 
T.  D.  8.  Cunin^iaae. 
A.  de  P.  Kin^BuiL 
L  R.  FhiltpM. 


Co.. 
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A    C»., 


Lid. 
A.  de  P.  KBcmilL 
a.  EL  DniBOOn. 

P.  EL  P'MrM^TF* 

L  R.  Fhilima. 


LaMnnet   PhSin*    ^    Co., 
iJd^ 
Lord  St  Davida. 
G.deStCBoDo. 
T.  D.  & 


E.O. 
H.O.  Fobnd. 
A.Hida. 
J.6.VaiieT. 
F.  P.  Fletder-Vaae. 
S.lLFbbiid. 
HLHajraaii. 
H.  a  Ijacb-White. 
F.  N.  Lrncb-White. 
B.  W.1&.  Jr. 

A.H.PmU. 
JLE.¥o6k. 
Q.  T.  HandenoB. 
J.ELGQrtoo. 
S.  llioiDinoQ. 
F.O.Buden. 

D.  B.  TborpL 

J.  R.  OuDpbeD. 

B.Lnoc^ 

D.L.PotU. 
DonldLFbole. 

P.  0.  A.  Pomk. 
F.  G.  A.  Povah. 
J.  Pbrah. 

Price,  Forhm  A  Ca. 
E.SteaaePriee. 
F.W.  Marten. 
PIdifp  Scott. 
A.  E.  Bm. 
CMiaBlocB. 
Jamea  Focbei. 
£.  CL  MmDiofda 

E.  E.  Adama. 
EdwaxdHkka. 
H.  A.Hoaze. 
BonrFocbei. 
Fiank  Lodcet. 
J.  Cedl  Wnj. 
LnHttO.  Hove. 
F.G.]facidiiiMB. 
Noman  Eb  Laiiiploii0L 
H.  BcfBaid  Gilni. 
Hetfacrt  Steaaa  Price. 
lamenM  Forbca. 


FrBucifek  Q. 
Araold  Haxv  Boole. 
Aadrev  C.  SauUaDd. 
HtwKwinrtb. 
H.  W.  Sjuoodaoiia 
Fredk-N.  LwiB. 
Arthur  Focbei. 
Arthor  Roaa  ODllina. 
Gq^COoM. 
EMfmer. 
8.  F.  WHUaiaa. 
Tlumaa  Forbea. 

E.  R.  PuOnak  nd  or  H,  J. 
F.Duwtat. 
H.  J.  F.  DuiBaa. 
AQIatoo  For. 
a  P. 


oL  S.  Saonden. 


LLOYD'S,  London,  Eng.^ConHnmd, 

John  MaiUand. 

C.  F.  Mirandoaa. 

MMm  W*  finMOndiMII. 

W.  Symondaoo. 

B.  F.  Hepbrnn. 

a  a  Knight. 

W.  A.  ThompaoiL 

R.  B.  Gohrin. 

E.  W.  AtdbordMn  (m«  C.  F. 
ITmIA) 

Q.aFelea. 

R.  PblUppa. 
A.Fraeland. 

H.  G.  Siekkmtn  (m$  C.  E, 

H.  W.  Symondaoo. 

Jx  •  KWQtn* 

HmMk), 

W.  H.  Symondaon. 

LaWakefieid. 

ILltPryor. 

0.  SmmoM. 

F.  R.  Pryor. 

F.Hall. 

C.  F.  Foalflr. 
L.  G.  Hamflton. 

J.  T.  Coteawwth. 

H.  a  Mountain. 

H.Rtdgen. 
aRldgeia. 
H.  otaMOn. 

C.  H.  Hamflton. 

G.SmmoM, 

ILTodd, 

F.  C.  PkvTlte. 

A.  Howden. 

C.  /.  dt  AoMfNMal. 

F.  Rogeiaon. 
a  A.  Qregoiy. 
N.  B.  Pbridtoe. 

R.  a  J.  Beaton. 

C.  I.  de  RoucemoDl. 
Q.  H.  Valentine. 

Kenneth  Bibby. 

J.  E.  Barkworth. 

Jl«  0«  wftl^ttQttRa 

r  •  0. 1  awBifno 

E.  Murray. 
R.aH.SIndalr. 

JameaGibba. 

F.  a  Toubnin. 

C.  a  Knight. 

H.  J.  Gardiner. 

P.aMoidan. 

CMowatt 

H-Kent 

G.SfmmoM, 

F.  W.  May. 

IXR.BeOaiBy. 
B.A.GlaDTllL 

H.  Wl^ltMMI. 

R.  L.  WhHtaker. 

R.Waid. 
J.  W.  Jeakea. 

A.Laienby. 

A.  H.  TompmL 
H.B.HiII. 

W.aOoka. 

C.  I.  d*  Bougemant, 

G.  Simmoni. 

f .  Ft  i  atpRaiM. 

C.  I.  de  RoQcemont. 

R.  G.  Wrigfataoa. 

J.  W.  Jaoaon. 

F.  Weatem. 

L  P.  Townend. 

H,  d4  RongmmL 

F.  Owen. 

P.  G.  Oakahott. 

H.  de  Rotigemont. 

G.  v.  Sindair. 

H.  E.  de  Roogemont 

XT.  oVMMIOItf. 

H.  Wrii^tMm. 

E.VnaidtCo,tUd, 

/.  8.  SaUerthvaiU, 

G.  Sinunooa. 

R.  G.  Snowden. 

J.  &  Satterthwaite. 

H.8im$M, 

F.  CffieOi  <lb  Ca..  Ltd.  (per  IF. 

E.  E,  8L  QumHn. 

H.  Simaon. 

Crodbflr). 

E.  E.  St.  Qnintln. 

H.HilL 

F.  a  St.  Qnintto. 

A,  P.  SmUk. 

J.N.HflL 

G.  SUmritii. 
R.  A.  Tattoo. 

W.  F.  Smith. 

C.  G.  HentadL 

A.  P.  Smith. 

R.  Q.  Snowden. 

T.Madcay. 

H.  A.  Saunden  pnviaualy  E. 

M.  Smith-Gumming. 

F./.TF«iroib 

Smmden  (deeitued). 
8.  W.  0.  Triacham. 

G.  E.  Wri^t 

E.  H.  Fletcher. 

M.  P.  Smith. 
J.  Hunter. 

A.  E.  Roberta. 

H.  A.  Q>  Sprigg. 

•  MM     MI0S     A^M^a^^^V  V^^ 

T.  W.  Stephena. 

L.  a  Stewart 

H,  B.  Sedgwidi. 

A.  P.  dt  W,  F.  SmWL 

L.  a  Jony. 

H.  B.  Sedgwick. 

W.  F.  Smith. 

N.  B.  Perkina. 

R.  J.  Dale. 

A.  P.  BmitL 

A.  W.  Petiooodiino. 

H.  B.  Sedgwick  (No.  2). 

F.  G.  avddmg. 

A.  J.  IFAttoemba. 

B.B.S$dswiAandOlhtn(m 
C.  fTSmCA). 

H.  M.  Bayer. 
L.  G.Bayer. 
H.  a  Bayer. 

A.  J.  Whiteombe. 
J.  F.  M.  Robinaon. 

r .  fr .  o&Mtt» 

S.J.WMtendotF.Fuk, 

Thim.  SUfhmt  dt  Sqm.  Ltd, 
T.  W.  Stephana. 
H.L.Beale: 

Stephen  J.  White. 

H.  Goring. 

Wm.  B.  liddiaid. 

A.  J.  Noiman. 

L.  C.  C.  Lindaay. 

H.  A.  v.  Bonnin. 

CSiarlea  0.  Walker. 

F.aiaaae. 

A.LLSturoi, 

Charles  F.  TindaL 

T.  D.  Hobnwood. 

A.  LLStufge. 

A.  F.  F.  Smith. 

Heniy  Holmea. 

H.  H.  Paynter. 
C.  K.  Butler. 

(7.  r.  ahmring. 

A.Cutforth. 

R.aMkk]leton. 

A.  A.Hohnee. 

Wm.  H.  Dolphin. 

a  P.  Attanborooi^ 

W.  HLLaaeoby. 

H.FkithfuU. 

P.  T.  Stohwaoer. 

Harry  Holmea. 

Hon.  A.  B.  Bathunt 

TLDerltt. 

J.  B,  IFtSiamc. 

J.  P.  Head. 

R.Hohnea. 

E.  P.  Tennant 

E.  M.  H.  Raynaford. 
J.  B.  Richardaon. 

EL  B.  Richaidaon. 

W.  A.  Tennant 

H.  A.  B.  Combe. 

A.ll,8tvrg$, 

C.ir«i(b. 

E.  G.  Attenborougb. 

A.  LI.  Sturse. 
E.  Steane  Price. 

(^rilWlntie. 

W.Adam. 

a  R.  Clarke. 

Thoe.  Forbea. 

L  G.  Q.  Claike. 

tLW,8kt!pord, 

Hennr  Holmea. 
W.  H.  Laienby. 

R.  W.  Sbepard. 

C.WviSU. 

Harry  Holmea. 

C.  Wintle. 

H.  G.  iSieUmoff . 

T.LDevltt 

L  a  G.  Clarke. 

H.  G.  SlcUemore. 

Rednald  Holmea. 
E.  B.  Richardaon. 

W.  A.  Steama. 

F.  If oodi  (fN  C.  F.  HtoA), 

J.  L.  Ciawfoid. 

382 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


LONDON  MUTUAL    FIRE  INSURANCE   COMPANY,  Toronto,   Canada. 

Preskient  and  Managing  Director  D.  Weismiller;  Secretary,  A.  T.  Piatt.    Organized,  18S9. 


Assets,  Decuiber  81, 1909. 

Heal  estate  owned $5,168 

Mor^^e  loans  on  real  estate 106,675 

Bonds  and  stocks  owned 192,038 

Cash  in  office  and  bank 141,048 

Agents'  balances 26,865 

Interest  accrued 6,281 

Due  from  other  companies 32,622 

Other  assets 48,244 

Total $666,832 


LiABiUTXBS,  Decbkbei  31, 1909. 

KTet  losses  unpaid $26,676 

Unearned  premiums 326,962 

Other  Uabmtics 89,808 

Total  liabilities  except  capital $301,347 

Capital  paid  up 17,600 

Surplus  over  afi  liabOities 146,986 

Total $666,833 


BUSINESS  IN  1900:  Net 


iiims,  $448,246.  total  inconie, 
$160384.  total  ez- 


Duainiaa  in  ivuv:  Met  pranui 
1446,644.  kwes  raid,  $2&>66.  « 
Dendituxes  $418,180; 

REMARKS:  Beside  the  asaeti  listed  aboTS  the  eompany  pos- 


$368361  of  pnmhnn  ootoi.  Then  an  eooaadeied  a  fimt 
dasB  aaRt  in  Canada.  The  oompany  transaeti  a  soiplui  line 
busbesi  in  the  United  States  through  James  W.  Durbrow,  New 
York. 


LIVERPOOL-VICTORIA  INSURANCE  CORPORATION,  Ltd.,  London,  Eng. 

Chairman,  James  M.  Littleboy;  Secretary,  James  Bacon. 


Assets,  Masch  81, 1909. 

lilbrtgages  on  property  within  the  United  Kingdom  ;C8,457 

Investments  at  cost 86,781 

Loans  upon  personal  security  with  policies 640 

Loans  upon  rerersions  and  life  interests 1,000 

Office  furniture  and  fixtures 2,399 

Outstanding  premiums 3,483 

Interest  accrued  but  not  yet  due 231 

Cash  m  hand  and  on  current  accounts 2,331 

Sundry  accounts  outstanding 26 

Prdimmary  expenses 6,354 

Establishment  account 13,811 


Total  assets ,^76.510 


LXABTUTIBS,  Mabch  31, 1909. 

Sharefaoldcfs'    capital— subscribed   ^360,000    in 
360,000  share  ol  £1  each  whereof  2/6  per  share 

paid  up  on  200,000  '^  A  "  shares jC26.000 

and  whereof  6s.  per  share  paid  up  on  150,000 

"B' shares 87,600 

iC62,500 

A|(enf 8  deposit ^50 

Life  assurance  fund 5,o40 

Fire  insurance  fund  (including  provision  for  un- 
expired ridu) 1,676 

Accident  insurance  fund  (including  provision  for 

unexpired  risks) 1,766 

Claims  under  life  policies  admitted  but  not  yet  paid  143 

Reserve  for  fire  claims  outstanding 182 

Reserve  for  acddent  claims  outstanding. 600 

Medical  fees,  agents'  oonunissiaa  and  sundry  ac- 
counts outstanding 3,310 

£nMO 


IFBUSINEBS  IN  1909:  Net  pnmhmis,  £28,787.  total  ineome. 


€30,706.  losses  paid.  £2,008.  eommJMioDs,  £7,262.  raaoagement 
£ll,3t»rtotal  disbuiaemento,  £31,661. 


REMARKS:  This  oompany  traosaeli  a  surplw  line  buMness  in 
the  United  States  tiuoi^  Vnd  8.  James  ft  Oo.,  New  York  and 
Chioago.  The  Uverpool-Vletoiia  neently  absotbsd  the  Inter- 
aatbnsl  of  Manohestsr. 


LA  METROPOLE  FIRE  INSURANCE  COMPANY,  Paris,  France. 


Assets,  Dsctmbek  31, 1908. 

Stockholders'  notes 31,120,000 

Bonds  and  stocks 1,343,128 

Agents' bahnces 60,700 

Agents'  bondmg 126,429 

Due  for  reinsurance 31,346 

Various  debtors 5,676 

Other  assets 100,000 

Total  assets 82,787,178 


LiABtLXTXEit,  December  31, 1908. 

Unpakl  losses 8132.740 

Unearned  premhims 308,080 

Stamtory  reserve 102,741 

Contingent  reserve 100,000 

Agenui'^  bonding 143.181 

Various  creditor! 231,465 

Other  liabiUties 114,153 

Total  liabilities,  except  capital 31,123,259 

Capital  (pakl  up  8480,00(f) 1,000,000 

Profit  balance 63,910 

Total 82,787,178 


Besides  the  above  assets  the  eompaoy  had  36,609.668  of  pie- 
mhnns  for  future  yean.  This  amount  nas  been  deducted  from 
assets  and  also  from  liabilitieB. 

•BUSINESS  IN  1906:  Net  premhuns  raeelved,  81.192.412; 
total  ineome,  31,438,166;  kisns  pakl.  3668.249;  commissioni. 
8366J{38;  management  expenses,  367,069;  total  expenditures, 
<980,8n.    Divkleads  1906-1908.  U.  If,  2%. 


This  eompaay  writes  surplus  Unss  in  the  Unilsd  Stales  thraqgh 
Starkweather  ft  Sheple^,  Ine.  of  Provkkaes.  RJ.,  New  Yofk,  Bosten 
and  Qkieago,  who  advise  as  that  they  hold  ample  funds  sid^eet  to 
their  eheek  and  deposited  m  the  United  Stales,  to  pay  all  kMs  for 
this  oompany,  and  that  thev  are  authorised  to  woo&ti  serviee  Cor  it. 
The  oompany  kMt  820,000  by  the  Balthnors  eonflagrstkm  in  1004« 
and  its  San  Fraaeisoo  (1906)  oonllagmtkm  kMses  are  ptaeed  at 
64.680. 
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MIDLAND  INSURANCE  COMPANY,  Ltd.,  Birmingham,  Eng. 

General  Manager  and  Secretary,  James  Wilaoa.     Organised,  1906. 


AflSRS,  Makch  81, 1900. 

Investments  at  cost — 
BritiBh,  Cnlnniai  and  foteign  gufernnient  iectir- 

hiea £tJa9 

British  oorpocationstodES  and  mortgages.     8,973 
British  and  Colonial  railway  debentures 

and  preference  dazes 8,848 

(Market  vathe  on  Mazcfa  81,  1909,  iC12,- 

773) £i^JW 

OutrtandiD|  premiums,  alter  deducting  estimates 

for  canocmaents  and  oommissioos 2,812 

Smdry  dd^tors 872 

Funiitmv  and  fitting^— head  office  and  branches.  405 

Sutiooery,  books,  typewriters,  etc 480 

Cash  in  band 44 

Orpaiiatian  and  estebHshment  account,  as  ap- 
proved by    the  directors 8,878 

PRliminary  expenses,  incfaiding  brokerage  on 
shares  tsnied  (;£396),  and  costs  in  connection 
with  action  broo^t  by  the  Soyal  Insurance 

^  Company.  Ltd.,  (2908) 4.010 

Purchase  of  good  wiOs  oi  the  General  PUte  Glass 
Insozance  Company,  IM^  of  Gksgow  0^340), 
and  the  Alert  Insurance  Company,  Ltdn  of 
limpoolGgaM) 405 

)C>4.405 


LiAKLinu,  BfAicH  31,  1909. 

Capital — 

Nommal— 250.000 

shares  of  iCl  each j£250,000 

Issued    80,150,shares  of  £1  each,  upon 
which  5s.  per  share  has  been  called  up.  jCM,127 

Less  calls  in  amar 102 

ixss  cam  m  anrmr  ^^^ 

Sundry  creditors,  faidudsig  esthnate  for  outstand- 
ing daims 8,258 

Revenue  account— BaUnoe  subject  to  reserve  for 
unexpired  rbks 1,127 


£24,406 


BIIBINESB  FROM  MARCH  23,  1908.  TO  MABCH  81.  1900: 
Kct  premiums,  £6806;  total  ineome.  £8200;  kissM  paid  and 
outstanding.  £851;  eomminons,  £840;  management  expense. 
fajsassDunt  tnnsfarfsd  to  ofganisatbn  and  establiriied  aeeount, 
£8870;  total  eipendifeuns.  £6078. 


ftElfAHiCflT  Thk  eompaay  was  estabUriied  Mardi  28,  1906, 
with  an  authorised  eapitaTof  £260,000.  It  tiaiMaels  a  sufplus 
line  bustnem  in  fthli  eouatry  thnni^  J.  8.  FnUn^uysen, 
NewTotk. 


MINERVA  RETROCESSIONS  AND  REINSURANCE  COMPANY, 

Cologne,  Germany. 

Manafen.  H.  Gmcnwald  and  B.  Hdnemann.    Organised,  1880. 


Doe  moin 
CkdiiB 


Total 


81,  1900. 

8460,000 

kmns  on  real  estate 712^250 

412,004 

489.942 

and  bank 98,199 

Ufe  insnimnce  bodness 480,018 

8,273 

82,550.780 


LiABfLmss,  DtmiBBi  81.  1906. 

Net  kMoes  unpaid J4SS*i!? 

Unearned  premiums It'f^lIS 

Capital  reserve. 70,0M 

VarioQS  creditors 69.918 

Total  UablUtica,eicept  capital '^^il*^ 

Capital 000,000 

Profit  balance. 142,581 

Total '82,550,786 


dmelly.    ODnisgnthm 


wittm  alt  brandies  of  taisuranee  tai- 
Su  Fraadseo.  1900.  80083101 


MISSISQUOI  AND    ROUVILLE  MUTUAL  FIRE  INSURANCE    COMPANY 

Ffelighsburg,  Quebec,  Can. 

Preddant,  E.  E.  Spenosr;  Secretary.  A.  H.  Hdden.    OifsaiaBd,  1886. 


81. 1909. 

Resl  estate  o«med 88.814 

Bonds  and  stodka  owned  (cost) 107.688 

Caih  in  ofltee  and  bank 7,084 

.^geals' balances 8,470 

Due  from  other  oompanica 884 

Other  aasem 427 

Total 8124.520 


LiABiLiTiBa,  DiCBaiBxx  81, 1909. 

Net  lomm  unpaid 82,754 

Unearned  premiums 74,244 

Total  Uabflitiea.  escmt  capital 870,998 

Surplus  over  aU  Uabmties 47,522 

Total 8124.520 


BUSINESS  IK  1909:  Net  premiums,  881^08.  total  ineome. 
I88J77.  lomss  paid,  $42,799.  diridends.  86^  sxpeDsm,  828-. 
m.  totsl  eapeudltaws,  871.400. 


REKARKS:  Beside  the  assets  listed  abore  the  eompw  pos- 
seoses  874,457  of  iinsnwissrrl  prsmhnn  notes  nhieh  are  otmaidered  a 

Kd  asset  in  Canada.    The  company  transaets  a  surplus  line 
inem  in  the  United  SUtes  throudi  T.  Tilaitoo  ft  Co..  New  York. 
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MONARCH  ASSURANCE  COMPANY,  London,  Eng. 


Secretary,  James  Mill. 


Assets,  Pxcembeb  31, 1908. 

CTiSh  at  post  office  saviogs  bank: 

M<march  Collecting  Soo^ty  funds 

Agents'  balances  and  outstanding  premiums   £ZS2 
Less  reserve  for  cancdments  ana  bad  debts.      120 


Office  furniture  at  cost 

Stock  of  stationery,  estimated 

Good  will  purchased  from  Monarch  Assurance 
Company  (old  company) 

National  Provincial  In^.  Co.,  Ltd 

Shares  allotted  to  liquidator  of  Monarch  Assurance 
Company  (old  company)  to  provid  efor  any 
further  exi>enses  of  liquidiition 

Preliminary  expenses  account 

Revenue  account 


£57 


262 
274 
100 

4,485 
300 


91 

355 

3,104 


£0,02S 


LiABiunEs,  Deczmber  31, 1008. 

Capital  issued 

Sundry  loans 

Reserve  for  claims  outstanding 

Sundry  creditors 

Monarch  Collecting  Society 

IJoyds  Bank,  Ltd 


1,720 

187 

445 

60 

71 


i:o,a28 


BUSINESS  IN  1008:  Premiums,  ^^744;  kwes  paid  and 
outstaoding,  j^l,804:  eommissions,  j£o22;  maoagement,  ex- 
penses, £^W&»  other  expenses,  j^25;  total  expenditures, 
j^0,847. 


REMARKS:  This  oompany  was  legisterBd  Febmanr  6.  1007. 
with  an  authorised  capital  stock  of  £100,000.  It  is  unaerstood  to 
he  writing  surplus  Imes  in  this  country. 


MONTMAGNY  MUTUAL  FIRE  INSURANCE  COMPANY,  Levis,  Quebec. 

President,  Geo.  Demers;  Secretary,  R.  B.  Young.    Organized,  1872. 


Assets,  Dsceuber  31,  1000. 

Stocks  and  bonds  owned 

Cash  m  office  and  bank 

Agents'  balances 

Subscribed  capital  (uncalled) 

Interest  accrued 

Other  assets 


I'otil  cash  assets  including  subscribed  caiptal. 
Unassessed  premium  notes 


Total  asseU. 


1122.010 

2.656 

13,012 

60,000 

700 

300 

$100,606 
101,400 

$391,095 


LiABiuTxss,  December  31, 1009. 

Loss  reserve  fund 

Unearned   premiums  including  reserve  on  pra> 

mhim  notes 

Other  liabmties 


Total  liabilities,  except  capital. 

Capital  pakl  up(|40,000) 

Surplus  over  aU  liabilities 


$1,5S5 

130,465 
4,621 

$145,571 
100.000 
146,524 


Toud  liabilities,  capital  and  surplus $391,095 


BUSINESS  IN  1000:  Net  nemrams,  $138,606;  total  income. 
$140,883:  losses  n^.  $77,927;  dividends,  $30,000;  expenses, 
$43^;  total  dvbuiiements,  $151,367. 

MISCELLANEOUS:  ConilagnUon  kwes:  San  Fhudsco,  1006, 
$5,832. 


REMARKS:  Tbt  oompany  issues  asssssable  and 

Bilieies,  and  writes  surplus  lines  on  U.  S.  risks  thnni^  T.  Tflestoa, 
ew  York,  maaafer  for  Burnett,  Ormsby  ft  Oapp.  ol  Toronto. 


MONTREAL-CANADA  FIRE  INSURANCE  COMPANY,  Montreal,  P.  Q. 

President,  A.  Champagne:  Managing  Director,  H.  H.  Beck;  Secretary-Treasurer,  P.  W.  Thomson. 


Assets,  December  31,  1009. 

Cash  on  hand  and  in  banks. 

Bonds  and  stocks  otvned 

Mortgages  on  real  estate. 

Cash  on  hand  and  in  bank? 

Accrued  interest  on  investments 

Agents'  balances. 

Due  from  other  companies  and  sundry  accoimts . 
Office  furniture  and  Goad's  plans. 


Total  assets 


$14,894 
130.500 
12,000 
50,156 
024 
38,108 
12,032 
12,284 

$256,004 


LiABZunss,  Decekbbx  81,  1000. 

Losses  under  adjustment  (reinsured  far  $9,681). 

Due  to  other  companies  and  sundry  accounts. . . . 

Unearned  premium  (fuU  (government    require 

mcnt) 


Total  liabilides,  except  capital. 

(Capital  paid  up 

Net  surplus. 


$29,508 
2,901 

167,063 

$199,532 
89.400 
16^082 


Total  liabilities,  capital  sad  Barplii& $250,004 


BUSINESS  IN  1909:  Net 


$188,388;   total  income. 


isusi:mi!2K>  in  ivuv:  Met  prenuums  910S,]R»;  total  moome, 
$195,422;  losses  pakl.  $125.^  expenses  $91,302;  total  expendi- 
tures $216(626. 


REMARKS:  This  oompany,  tocsther  with  the  Angb-Amerienn 
and  the  Ontario  Fire  Insursnee  C(«ipaaies,guuBnteestheDolien 
of  the  Royal  Canadian  Underwriten.  which  writes  surptas  ubm  m 
the  United  SUtes  through  Ward  ft  Wteshlp.  New  Yock. 


LA  MUTUELLE  DE    VALENCE  INSURANCE  COMPANY,  Valence-on- 

Rhone,  and  Paris,  France. 

Director  General.  M.  L.   Matras.    Organized.  1826. 


This  eompany  wrttes  surplus  lines  on  sprinklemd  risks  only  In 
the  United  Stetes,  throuf  Fox  ft  Pier,  New  York.  It  was 
founded  In  1826^  and  its  statement  Januaiy  1, 1900,  showed  that 


Its  reserve  and  eontlngeat  funds  aggretsted  $662,412;  thni  it 
had  $342,341,066  of  ririn  in  forae,  and  that  it  had  piU  kNset 
amounting  to  $8,484,179  rines  its  oifsnlssttoo  In  1816^ 
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MOUNT  ROYAL  FIRE  ASSXJRANCE  COMPANY,  Montreal,  Can. 

president,  Hon.  H.  B.  RainviUe;  Secretary  and  Manager,  J.  E.  Qemcnt,  Jr.    Organized,  1902. 


Dbczmbu  81,  1909. 

Bonds  and  stocks  owned  (market  value) 91M.118 

Collaieral  loans 100,000 

Cash  in  office  and  bank 90,061 

Agents'  hfllancTB  not  over  3  months  due 81.823 

Office  foniiture  and  Goad's  plans 2,000 

CaBs  on  capital  hi  cooxae  of  oollectkm 30,801 

Total  assets. $420,802 


LlABILXmS,   DXCEMBBK  81,    1900. 

Net  Unm  unpaid $10,211 

Unearned  premiums 106,119 

Other  liabilities 8,662 

Total  liabilities,  except  capital  and  surplus.. .  $118,882 

Capital 260.000 

Surplus  over  aU  liabilities. 61,610 

Total  liabilities,  capital  and  surplus $420,802 


BUSINESS  IN  1900:    Net  nenuums,  $188,187;  total 
1218.455;    kMSSi  paid.  $87.l£    dividends,  $88,000; 
161,104:  loases  ineamd,  $73,008. 


RISKS  AND  FREMnJMB:    Fire  risks  in  force,  Deeember  81. 
1909.  $18,400,032;  pnminma  theteoa.  $260,968. 


MISCELLANEOUS:  Fkid  op  capital  iBeraased  is  1900  from 
$76,000   to   $260,000.    OonHa^ation   kNK    Toronto,    $20,000. 

Tliis  eompany  writes  surelus  Imes  on  United  States  riite  thrau^ 
Thomas  A.  Duffej,  New  York. 


NATIONAL  BRITISH  AND  IRISH  MILLERS  INSURANCE  COMPANY,  Ltd. 

London,  Eng. 

Peter  Mumford;  Secretanrt  H.  J.  Sandcnon.    Oisuiind,  1900. 


Assets,  Jnxn  30, 1909. 

Investments  at  cost — 

42,229  6b.  8d.  34%  consols iC2.000 

7i426  Is.  6d.  Indk  8%  stock 6,000 

£1,200  South  Enstem  Railway  ^%  preference  stk.  1,496 

£1,374  North  Eastern  Railway  4%  preference  stk.  1,999 
ZW5  Baltic  Mercantile  and  Shippmg  Exchange, 

Ltd.,  3}%  first  mortmce  debenture  stock 0,403 

/I0,200  Cape  of  Good  Hope  34%  stock 10,294 

Zl.918  8s.  3d.  New  South  Wales  3^%  mscribed 

1924stock 2,000 

£8,435  Canadkn  Pacific  Railway  4%  perpetual 

conaoUdated  debenture  stock 9.219 

70  4'40  shares  m  the  Bank  of  Austrahuia 0,261 

£2.500  cacwtal  stock  m  the  Com  Exchange  Co....  4,207 

i^OOO  5%  Imperial  Japaaese  (1907)  bonds 29,066 

90  shares  London  Tomt  Stod^  Bank 3,050 

A.SO0  Japanese  4%  steribg  loan  (1906) 1.365 

Q  £30  afaaies  Bank  of  New  South  Wales 2.414 

216  shares  Bank  of  Egypt.  £12  lOs.  paU 7,678 

£3.750  Buenoa  Ayres  Great  Southern  Railway  4% 

debenture  stock 3,986 

ISO  Buenoa  Ayres  Great  Southern  Railway  4% 

eziensioa  slares  (1910) 1,089 

21  Boeaoa  Ayies  Great  Southern  Railway  shares..  212 
£6,470  Boenos  Ayzcs  Great  Southern  Railway,  6% 

new  pccfenred  slock 0,096 

S2i000  Gnnd  Thmk  Western  Railway  4%  gold 

bomb 6,028 

iOOOO  Imperial  Japanese  4|%  loan 1,858 

£1,965  Imperial  Russian  6%  (1906)  bonds 1,660 

£4.902  IQk.  Imperii  Russiaa  44%  loan,  1909,  £68 

la.8d.  %pa5. 2.904 

30  £100  ahaiCB  Standard  Bank  of  South  Africa, 

;^paid 1,985 

27  ihaies  Union  of  London  and  Smith's  Bank . . .  972 

£i2.000  Fbrt  of  London  authority  4%  "B  "  port  stk.  2,014 

Caafastfanak 8,269 

Cash  m  hand 31 

.Agents'  balanrrs,  less  commission  and  charges .. .  61.019 

Sundry  debtors 2,163 

Fanuoire,  leas  depredation 469 

P&rchaae  of  business  of  old  company 11,500 

Total jC168,974 


LiABiunis,  JuNB  30,  1909. 
Capital  authorised— 
100,000  shares  of  £6  each jC600,000 

Capital  subscribed  ^^11.225  m  02,246  shares  of 
;£6  each  of  which  £1  per  share  is  called  up ... .      ^£62,245 

Sundry  creditors 29,067 

General  reserve 18,477 

Reserve  for  depreciation  of  investments 904 

Reserve  for  estmiated  liability  on  unexpired  risks.         41,680 
Balance-"  — ^^.— 
Amount  brought  forward  from  last  ac- 
count       j£16,617 

Less  appropriatitm  made  at  general 
meeting  November  4.  1908:  Final 
dividend  at  rate  of  6%  per  annum, 
£1,807;  purchase  of  business  ac- 
count written  off,  £3t600:  additional 
to  reserve  account,  £10,000;  directors' 

fees.  £600 £16,807 

050 

Balance  from  revenue  account 17,318 


Less  interim  dividend  declared  April  2,  1909 . . 


£170,841 
1,S67 


Total £168.974 


B08INEBB  DURING  TEAR  ENDED  JUNE  30.  1900:  Net 
Pf«Bh^  £147iOO:  total  ineome,  £161,706;  ftie  kMseajMid  and 
mtatoidint  £74.047;  managwnent  expenses,  £37.189;  other 
£022.  total  espenditans,  £112.468. 


REMARKS:  ThiB  company,  which  was  reornnised  m  May,  1906 
sad  succeeded  the  former  company  bearing  the  same  title,  trans- 
acts a  surplus  line  business  in  the  United  States  and  Canada 
through  E.  E.  Hall  ft  Co.,  New  York.  J.  S.  Frelmghuysen. 
NewYork. 
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NATIONALE  INSURANCE  COMPANY,  Paris,  France. 

President,  Comte  PUlet-Will;  Diiectar,  M.  F.  Mukant.    OigHiiiMd*  1820. 


Assets,  December  31,  IMS. 

Stockholders'  notes $1,500,000 

Stocks  and  bonds 1,358,042 

Loans  on  mortgages 2,240,837 

Reports 230,080 

Cash  fai  office  and  bank 102,771 

Agents'  balances 302,830 

Agents'  bonding 408,468 

Divers  debtors 145,189 


Total  assets $6,363,317 


LlABlLITIKB,  DbCBMBEB  81,  100$. 

Unpaki  losses $815,354 

Unearned  pcemiums 686,337 

Capital  reserve 1,000,000 

Contingent  reserve 1,000,000 

Pension  reserve 205,106 

Agents'  bonding  account 412,470 

Unpaki  divklends 615,090 

Share  of  profite 80.000 

Divers  creditors 64,854 


Total  liabilities,  except  capital $4,551,616 

■  100,000 

11,701 


Capital  (nakl upl500,dob) 2,000,000 

Profit  baianc 


ice. 


Total $6,303,31 7 


BUSINESS  IN  1908:  Net  premiums,  $2,994,038;  total  inoome. 
$3,134,528:  loans  paki,  $L332,940;  oommimoDS,  $430,829; 
management  ^wnses,  $185,906;  other  wpenswi,  $488,036;  tota. 
expenditures.  $3,437,711. 

REMARKS:  This  eompaojr  writes  mrplia  lines  In  the  United 
States  through  Starkweather  A  Shepley,  Ine.,  of  Provfdanes,  R.  I., 


Now  Toik.  Boston  and  CSiieaco,  who  advised  m  that  they  held 
ample  fonas,  subieet  to  their  eheek  and  deporftsd  In  the  United 
States,  to  pay  all  kMses  for  this  eompaiiy,  and  that  they  were 
anthodaed  to  aeeepi  serrlee  for  It  Cbnliaimitton  kMMs:  Baltl 
more,  1901  $8,000;  San  F^dMO.  1906,  $3,500. 


NATIONAL  GENERAL  INSURANCE  COMPANY,  limited,  London. 

(Fonnerly  Natwnal  Bnrgbry  and  Fire  Oflke,  Ltd.,  London.) 
Chairman,  Christopher  Fumess,  M.P.;    General  Manager,  F.  W.  Rutherford. 


Assets,  Deceubek  31,  1909. 

Investment  at  cost  consisting  of — British,  colonial 

and  foreign  government  securities 

British,  colonial  and  foreign  railway  debentures, 

preference  and  ordinary  stocks 

Debentures  in  industrial  undertakings 

Shares  in  insurance  companies 

Miscellaneous  stocks  and  shares 

Mortga^  and  loans 

(There  is  an  uncalled  liability  of  ;^,770  on  certain 

of  these  shares). 
The  market  value  of  the  above  investments  at  31st 

December,  1909,  was 

showing  a  difference  of  j^,953. 

Sundry  deposits 

Interest  and  dividends  accrued 

Outstanding  premhims,  after  allowing  for  estimate 

for  cancelments  and  commission 

Sundry  debtors 

Furniture  and  fittings  at  head  office  and  branches. 

Extension  and  organiBition  account 

Cash  at  banks  and  in  hand 


jS24,854 

20,086 

12,903 

5,966 

5,069 

1.085 


67,053 

43 
1,113 

76,803 

316 

6,130 

6,282 

10,330 


Total £170,980 


LXABILinKS,  DZCEMBBR  31,    1909. 

Authorized  capital ^^1.000,000 

Subscribed  capital— 195,333  shares  of 
£leach 3C198,333 

On  which  5s.  per  share  has  been  called 

up ^48,838 

Less  calls  unpaki 153 

Reinsurance  premiums  and  sundry  creditors 

Reserve  for  claims  outstanding 

Investment  reserve  fund 

General  reserve  fund 

Reserve  for  unexpired  risks 

Revenue  account — 
Balance  at  credit,  1st  January,  1909.        £3,268 
divkiend,  1908 2,432 

£»6 

$12,615 


£48,e81 

15,221 

21,000 

2.000 

5.000 

65,618 


Add  balance  of  revenue  account  far  the 
year  ending  31st  December,  1909 . . . 


18,451 


Total £170.980 


This  eompany  was  moorporated  on  July  17, 1907,  the  certificate  entiUmg  it  to  oommence  businesB  bemg  ivned  on  August  &J007: 
and  took  over  Uie  bunnens  and  oomieetaons  of  the  National  Burglary  and  Fwe  office.    The  net  premiums  in  1909  were:    £209,201  : 
total  income,  £211,949;   kMses  paid  and  outstandrng,  £85,310;  oommissiona  and  management  ezmnses.  £81,503.    The  eompany 
writes  surplus  lines  of  fire  insurance  in  the  United  States  and  Ganada  through  Hall  ft  Henshaw,  New  York. 


NATIONAL  INSURANCE  COMPANY  OF  GREAT  BRITAIN,  Glasgow,  Scotland, 

Chairman,  Earl  ci  Kinnoull;  Secretary  and  Manager,  James  Glen.    Oigantaedt  1897. 


Assets,  Deceubes  31, 1909. 

Investments- 
Railway  preference  and  debenture  stocks  and 
shares,  and  British  and  foreign  government 

securities 

Corporatuxn    stocks,    Qyde    trust   funds,    in- 
dustrial and  other  deboitures,  ground  annuals 

and  mortgages 

Property  at  184-186  St.  Vincent  street,  Glasgow . . 
Amounts  owing  by  other  companies,  agentar  bal- 
ances and  faiterest  accrued,  uess  amounts  due  to 

other  companies  and  agents 

Cash  in  bank  and  on  hand — 
At  bankers  on  deposit  and  on  current  account . . 
On  hand  at  head  ofllces  and  bfanches 


jC70,443 


54,860 
8,390 


10,520 

13.718 
806 

;^158,736 


LlABIUTXSS,  DSCEliBES  31,  1909. 

Authorized  capital j£l,000,00O 

Subscribed  capital,  50,000  shares  of  £5  each 260.000 


On  which  £i  per  duu«  has  been  called  upand  paid 

General  reserve  fund , 

Employers  liability  rcienrt  fund 

Reserve  fund  for  unexpired  risks 

Reserve  fund  fur  investments 

Unclaimed  dividends 

Qaim»  outstanding 

Revenue  account— balance  at  credit 


;CW.00O 

45.000 

3.000 

19.134 

2,000 

56 

12,170 

27,876 


;aM.730 


KEPORTS  OP  FIHE  INSURANCE  COUFANIES. 


NATIONAL  INSURANCE   COMPANY  OF    GREAT   BRITAIN,  Glwgow,  Scotland— Curt. 

BUSINESS  IN  ItOt:  Net  cnnihuu,  £97,402;  loUl  rnvrnt,  I  HISCELLANEOUft  Thk  imipuT  nlM  lit,  moddnt, 
au>lii    lo^  lul  ud  DDMtudiiK.  tnMt:  commiiUDiu.        bm^  ud  plita  ilw  tanniiM  »t  bimt:  ud  wiila  nrpliB 

71  Bw  of  a™  huanma  ta  U»  UsltBl  ft  ■         "•  -  • —^ 

E.  E.  Hd  A  Oh.  Nnr  Yoik. 


■I  lod  Ouiid&  tJuoo^ 


NETHERLANDS  FIRE  AND  LIFE  INSURANCE  COMPANY, 
The  Hague,  Hollaad. 


S,  DiCZMBEB  11,  IWS. 


LIABII.TTIII.  D 

LiwHuniakI 

UDHmcd  prooiumi  ■  ■  -  - - 

Doc  bunlu  and  iuurucc  compukia. . 


»1.70> 
111.010 

•n.7T< 


OUiatkbaiiia... 


Profit  balUKc. . 


Told  liabflitki KM 


lid  (fin),  m 
RiMAkSB: 


CuBiiu*  vritn  In,  cipliiiiDa.  bnrcluj,  tbift. 
e.    KbupudnncsdfrtdmdilerlMtlOrMn 


■.  but  *itkdi*ir  ■  IMS,  i^  now  wiitai  nrae 
ilHrinn  riki  Ihm^  WMd  *  Knaedj.  N«> 

ilni  k  fmid  In  tbii  fannlrr  fix  Uh  pntHUon  of 


NETHERLANDS  LLOYD  INSURANCE  COMPANY,  Amsterdam,  Holland. 

tSataiiitm  Dtnctur,  L  Ur  Mnilm,  Ji.;  Dti«9.  I.  ts  Meolcn.  Jr.,  Son.    OttiniKd,  ISSl 


IKS:    CnnpwiT  vrttot  fin.  mvtH  ud  banluy  limr-    I 
■  op  ltd  cini>aOjnO,  II  per  Kst  a(  wUi£la  Hid  iB. 
UO*^  IWB.  I,  B,  t,  t,  81.  8f ,  10  per  emt.  | 


OEMARXS:    CcDi( 
DMdendi 

NORDISK  (NORTHERN)  REINSURANCE  COMPANY,  Copenhagen,  Denmark. 

MoMclns  DIrecM,  P.  Cfar.  OImi;  Depotr.  O.  OcMcnusri.    Oiguilitd.  IBM. 


SxKkheldcn' 
Bmdiuidik] 
Behnee  wfih  i____,  , 

tUBcMudroii 
Lfcbucbbdi 
UortRicekiuii 


Jmn  10.  1M8. 
csmpiDia 


18.011 
ItOM 
10>,4ST 


UAKuim,  Job*  K,  IB08. 

D«f™i»^™i«e 

rVi-fliw;:::::::;::;:;;: 

tA-a"*""?,™ 

:::::::::::::     jSw 

iiai.BiR 
i»e.Ma 


:l,S7£,M0 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


NORTHEASTERN  INSURANCE  COMPA»rY,  Ltd.,  Darlington,  Eng. 


Thto  cMBpany  wm  ertabltohed  hi  1907  with  an  authoiiMd  cubital  I    paid  up.    It  is  reported  to  be  tcanaaethig  a  ■nrplos 
•took  of  £100.000,  qI  whieh  £37/)35  is  subscribed  aad  £2,W6  |    hi  this  eountry. 


line 


NORTHERN  ("LbNORD")  INSURANCE  COMPANY,  Paris,  France. 

Maurice  Mamow,  Manager.    M.  A.  Mallet,  Assistant  Manager. 


Assets,  Dacnisn  81,  1008. 
Stockboldcn'  notes 1200, 700 


Real  estate  owned. 
Bonds  and  stocks  owned.. 

MortBsge  V^fl^g-. 

Cash  m  bank  and  office. . 
Sundry  debtors 


Total 


600,203 
442,053 
442,063 
311,801 
202.817 


$1,040,764 


LlABXUTZIS, 

Net  losses  unpaid 

Reserve  for  r»ks  m  force. 
Reserye  fund  for  empioyi 
Sundry  creditors. 


81,  1008. 


S51,3M 
012,503 
•12.503 
819.305 


Total  liabflitics.  except  capital $1,283,203 

Capital  ($100,000  paki  hi) 400,000 

Profit  balance  and  reserves.. 263,551 


Total $1,040,754 


BUSINESS  FOB  1008:  Netpfsmiums,  $1,823»460;  kMses  paid. 
$654315.  .--•      .  i— . 

REMARKS:    This  eompsny  eommeneed  bostaMss  hi  1840. 
It  is  trsnsaethig  a  snrpha  one  business  In  this  oonntoy  through 


Starkweather  t  Shepley,  Ine.,  of  Fkovldenoe,  R.  L,  New  York. 
Boston  and  Chicago,  who  advise  us  that  they  hold  aasple  funds 
as  a  guarantee  for  the  psjoMot  of  kissss. 


NORTH  WESTERN  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng  * 

Manager.  P.  R.  Braandale;  Secretary,  Chas.  H.  MitcheU. 


Assets,  Dxcembes  31.  1000. 

Investments  at  cost 

Sundry  debtors  (induding  agents'  balances) 

Office  furniture £SM 

written  off 40 


iC64,088 
0.213 


Added  this  year 

Cash  In  bank  and  hand. 


^46 


400 
4,170 


Total £67,070 


LiABiLiTxss,  December  81,  1000. 

To  capital: 
Authorized:    £400.000  hi  40,000  shares,  value 
£10  each. £400.000 


Capital  subscribed:    20,000  shares  of  which  £1 
per  share  Is  paid 

Sundry  creditors 

Reserve  funds: 

General £0,000 

Added  this  year 2,000 


Reserve  for  unexpired  risks. 
Profit  and  loss  account 


£20,000 
7,055 


11.000 
15,457 
13.865 


Total £07.076 


BUSINESS  IN  1000:    Net  premiums,  £61.4Mr  total  moome, 
£63,275;  kMses  pakl,  £81,734;  ezpen«is,  £18,006. 

REMARKS:    This  company  was  formerly  the  Leather  Trades 

*  Formerly  Leather  TVades  A  General  lasutaaee  CSo..  Ltd. 


and  Oeneral.  Name  chansed  in  1000.  Transaets  surplus  line 
busmess  m  this  ooontry  through  Vnd.  S.  Jaates  k  Oo.,  New 
Yoik  wad  Chicago. 


NYE  DANSKE  (New  Danish)  FIRE  INSURANCE  COMPANY,  Copenhagen, 

Denmark. 

Managing  Director,  L.  Bramaen.    Organised,  1804. 


Assets,  Deceicber  31, 1008. 

Stockholders'  notes 1072,000 

Bonds  and  securities 443,868 

Real  estate  owned 104,700 

Cash  in  office  and  bank 68,737 

Due  from  agents  and  other  companies 126,346 

Other  assets 2,160 


Total 


11.607,870 


Liabilities,  Decevbek  31, 1008. 

Unpaid  losses 

Reinsurance  reserve 

Unpaid  commissions 

Unpaid  taxes,  dividends  and  interest 

Due  agents  and  other  companies 

Mortgage  on  building 


860,088 

131.604 

7.623 

1,523 

82.044 

26,186 


Total  liabilities,  except  capital 1310,058 

Capital  (1108,000  paid  up) 1,080.000 

Profit  balance 208,812 

Total $1,607,870 


REMARKS:   Oonflsgratloa  kMscs:   Bslttmore,  1004,  115,000;  |    the  United  States  through  Hall  A  Hanshsw,  New  York;    A.  F. 
San  Frsnetseo,  1006,  OlOO/XM.    Company  writes  svplus  Unes  hi       Shaw  k  Go.,  Chicago,  lU. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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ONTARIO  FIRE  INSURANCE  COMPANY,  Toronto,  Ont..  Canada. 

Robert  Thomaon;  Secretary,  Percy  W.  Tbomaoa;  Managing  Director,  Robert  S.  Ewing. 


81.  1009. 


t05,3M 

30,387 

«,21« 

861 

2l,50« 

16,100 

44.«64 

Sobocribed  capital 216,000 

Totol $420,890 


Boods  and  stocks  (market  value). 

Doe  from  agents 

Doe  from  otiier  OMnpanka,  etc. . . 

Interest  doe  and  accrued 

Cash  in  office  and  bank 

Ma^  plans,  etc 

Probt  and  low  acooont. 


LiABiLiTiBS,  Dtmntn  81, 1000. 

Reinsiirance  reicrve  (fovenunent  standard) 

Unpakilc 


Total  liabilities  (except  capital). 
Capital  ($110,000  paki  in) 


$82,641 
21,840 

$104,390 
326,000 


Total  liabilities  and  capital $420,300 


BUSDfBSS  nr  lOOO:  Net 
S1964M.  loaaes  paid.  $140,001 
Ums.  1219,3001 

REMARKS:  TheOnterio 


$108,120.  total 
$78,200.  total  ezpendi- 


together  with  the  Angfe-Ameii- 


eaaaad  the  Montreal-Caaada  Fin  Xusiiianee  Cbmiianies,  goaran- 
teea  the policieaof  the  Roval  Canadian  Underwriten.  It  nas  an 
aathoriaed  capital  of  $60O,0Oa  It  writes  surplua  businflas,  in 
the  United  States  throogh  Ward  ft  Winship.  New  Toik  City. 


OTTAWA  ASSURANCE  COMPANY,  Toronto,  Ontario,  Canada. 

President,  John  G.  Onnsbr.  Secretuy,  W.  E.  Baldwm.    Orfaniced,  1800. 


Assets,  Deceuber  31, 1000. 

Bonds  and  stocks  owned 

CoUattial  loans 

Cash  m  office  and  bank 

Agents'  balancrs 

Interest ;  •  •  •  ; -. 

Doe  from  leniauring  companies 


$76,101 

20,373 

28,657 

8,677 

2,231 

16,364 


Total $160,104 


LiABiLiTXEs,  Deczicbes  31,  1000. 

Net  losses  unpaid 

Unearned  premiums 


$4,144 

20,837 


Total  labilities,  except  capital 


Capital  paid  up 

Surplus  over  all  Ikbilities. 


$24,081 

126,000 

213 


Total $160,104 


BUEINESS  IN  1900:  Net  premimns,  $82,787;  total  income, 
f7S,72i^kMBes  paid.  $60,138;  expenses,  ^^002;  total  diabone- 
BMnti,  $78;]9ft. 

REMAREa:  Besides  the  above  aaaeta  the  eompany 


$126,000  of  subscribed  capital  lliii  eompany  transaets  a  surplus 
line  busincas  m  the  United  States  through  T/Tilaston  A  06.,  New 
YorL 


PACIFIC  COAST  FIRE  INSURANCE  COMPANY,  Vancouver,  B.  C. 

President,  Thoa.  T.  Langtois;  General  Msnager,  R.  H.  Doke;  Searctary,  F.  H.  Godfrej.    Inoorpocatcd,  1800. 


Assets,  Deceuber  81, 1000. 

Stocks,  boDdb  and  debentures $130,071 

Mortgage  loons,  with  accmed  mterest 40,608 

Real  estate 68,000 

Furniture  and  fixtures 1,040 

Goad's  maps  and  supplies 1,000 

Premiums  m  agents' nands,  and  in  coarse  oCcoUec- 

tion  (net) 13,640 

Interest  accmed 6,205 

Balance  on  deposit  and  cash  on  hand 36,016 

Total $300,476 


Liabilities,  DEcaEUBES  31, 1000. 

Net  loaaes  unpakl $12,188 

Reserve  of  unearned  premiums  for  outstanding 

risks  (Dominioa  gOTsmment  standard) 76,226 

Premitmis  due  reinsuring  companies  (net) 6,843 

Dividends  impaid 418 

Total  Uabihties  except  capital 03,070 

Capital  paki  up 167,040 

Surplus  over  all  Ikbilities 30,766 


Total $300,476 


BIGNESS  IK  1000:  Net  pmhnna.  $113,718;  kMses  paid. 


tli550;  dirkleads.  $6,008;  expenses,  $40,614. 
REMARKS:  a  G.  Yales  and  L.  S.  AmoMon,  of  Philadelphia, 


are  the  Esstem  remeaentativei  of  the  eompany  writinE  suipluB 
lines  in  the  United  otates.  Conflagration  loas:  San  PraneBeo, 
1006.  1006. 


PANNONIA  HUNGARIAN  REINSURANCE  COMPANY,  Budapesth,  Hungaiy. 


Assets,  Decekbee  81,  1006. 


Real 
Boods  and 
CoUatoal 
Caahin 
Due  crom 


and  bank... 
oompanies. 


$107,048 

047,011 

64,100 

283,768 

46,708 


TotaL.. 


$1,408,636 


LiABiunBS,  Decbcbbb  81,  1008. 

Net  losaes  unpaid $103,468 

Unearned  premiums 421,510 

Vanous  creditors 176,077 


Unpaid  dividends. 
Profit  reserve. . 
Special  reserve, 
fund. . 


$200,000 

152,661 

74,632 


1,681 


702,630 


Total  liabQities,  except  capital $1,120,720 

Capital  paid  up 240,000 

Profit  balance 128,806 

Total $1,408,535 


BUSINESS  IN  1906:  Picminms  (five).  $882,048;  total  moome. 
;«H  bnacbes).  $1,440,206;  losaes  paid  (fire),  $662,647;  expenses, 
603.130;  dividsads,  $60.000 ;  total  expenditure  (all  bianefaes), 
$Ua7.40B. 


This  company  Is  tnterested  in  Amoiean  ilika.  to  some  extent 
by  way  of  relnsnranee  of  admitted  eompanies.    It  writes  fire  snd 
marine  reinsurance,  and  with  the  exoQption  of  18D0,  dedared 
always  a  substantial  dividend,  average  about  20%.    Oonfla- 
1   gration  losa:  San  Frsneiaeo,  1900,  $16.00a 
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LA  PATERNELLE  INSURANCE  COMPANY,  Paris,  France. 

Diiectar,  M.  E.  Parcher-Lafareua.    Organued,  184S. 


Assets,  December  81, 1908. 

Stockhotden*  notes $720,000 

Cash  in  office  and  bank 119,971 

Real  estate  owned 816,541 

Stocks  and  bonds 1.770.418 

Premium  notes,  etc 15.620,469 

Various  debtors 58,063 

AgenU*  balances 529.815 


Total  assets $19,635,277 


LlABIUTIBS,  Decembek  31,  1908. 

Reserve  fund $300,000 

Extra  reserves 650,000 

Unpaid  losses 106,029 

Unearned  premiums 15,620,469 

Agents'  bonds 450,589 

Dividends 304,005 

Creditors 252,777 

Capital $1,300,000 

Balance 750,418 


Total $10,63&,277 


BUSINESS  IN  1908:  Net  pnmiuiiis.  $2,624,192;  Umbss  paid, 

luSCELLANEOUS:  TUs  eompaay  wrote  suiplus  lines  in  ths 
United  Stales  thitMch  StazkweatlMr  ft  Sbepley,  Ine..  of  Ptovi- 


denes.  R.  I.,  New  Toik,  Boston  tnd  CUasfO,  who  advlsB  as  that 
thnr  00  not  now  repressnt  ths  eompsny.    Oonflacration 
BaUlnion,  1904,  mJXO;  Ssa  FEaaofan,  ISOMOi&O. 


PHENIX  INSURANCE  COMPANY,  Paris,  France. 

Director,  li.  F.  Matignoo;  Deputy,  li.  G.  de  Bodin  de  Galembert    Oifaalfled,  1810. 


Assets,  December  31, 1908. 
Bonds  and  stocks $5,587,585 


Real  estate. 

Cash  in  office  and  bank 

Agents'  balances 

Various  debtors 

Other  assets 


877,816 
190,134 
258,339 
243,369 
910 


Total  assets $7,158,162 


Llubiutocs,  Decekbes  31, 1908. 

Unpaid  losses $117,1S0 

Unearned  premiums 1,100,537 

Reserve  fund 1,616,010 

Pension  fund 1,440,000 

Special  reserve 200,000 

Real  estate  reserve 300,000 

Due  reinsuring  companies 57,200 

Unpaid  dividends 1&,M0 

Various  oeditocs 521,503 

Total  liabilities,  except  capital $5,406,020 

Capital  paid  up 800,000 

Profit  balance 802,142 

Total $7.15a.l02 


BUSINESS  IN  1908:   Net 


[90B:   Sitt  premnuns,  $2,481,020:  total  inoome,  I    that  thgr  hcU  sands  funds,  suUm*  to  their  ehsek  and  deposited 
$3,285,088l1o««  P«d.  $1,5»386;  eommwions.  $552,454;    '  -^      .-  -^rf—    ... 
5;   total  ezpenditnras.  $2^2345. 


other 


expenses,  $260,605; 

This  eompsny  begsa  writing  surplus  Unas  in  ths  United  States 
early  in  1906,  throuch  Staifcweaiher  ft  Shepley,  Ine.,  of  Provi- 
deooe,  R.  I..  New  York,  Boston  and  Chiesgo,  who  sdrised  as 


in  the  United  States,  to  pay  sU  Iosms  for  this  eompasiy.  and 
authorM  to  scm|>t_  servlee  for  it    Dtyldendiln  nOO,.  471%. 


1906, 50%;    1907,  52%;  1908.  56%.    Attention  ii  eaOsd  to  ibe 
large  reserve  shown  in  the  above  statement. 


PILOT  INSURANCE 

ChalrmaiK  Alex.  Glegg;  Secxetary, 


CORPORATION,  Ltd.,  London,  Eng. 

,  and  General  Manager,  Ernest  Jerites.    Oiganiaed,  1907. 


Assets,  Sbptembbs  30, 1909. 

At  cost 

Investments: 
Mortgages  oa  freehold  property  in  the  United 

Kingdom 

Furniture,   fittings   and   office   equipment    (less 

depredation) 

Organization  account  (as  per  last  balance 

sheet) jC2.000 

amount  written  off 400 


;C25,396 

8,500 
1,523 


£1,600 
Add  proportion  of  outlay  during  this  year       2,500 

Interest  accrued,  but  not  received 

Agents'  balances  Oess  estimate  for  com- 
mission)      £5,849 

for  doubtful  debts 100 


Sundry  debtors 

Balances  with  other  companies 

Cadi  at  bankers  (London  and  Edinburgh). 
Cash  and  stamps  in  hand 


Total 


4,100 
177 


5,749 

251 

2,180 

1,129 

89 


£44,044 


LlABILRIXS,  SxnsiiBEK  30, 1909. 
Capital  authorised £200,000 

Capital  subscribed £126,250 

Issued — 

126,250  shares  of  £1  each,  5s.  paid  up 

Outstandinff  daims 

Sundry  creditors  (including  amounts  due  to  other 

companies  for  reinsurance). 

Balance  from  revenue  account  (subject  to  liability 

for  unexpired  risks) 


£S1.5«2 
3,312 

4,853 

4.317 


Total. 


BUSINESS  FOR  TEAR  ENDED  SEPTEMBER  30,  1900: 
Net  premiums,  £35^.  total  inoome,  £36,379.  kMees  paid  and 
outstsadiag,   £17,490.    eonunieBioiis,  £4,708.    other 
£13,280.  total  disburNmeats,  £35,478. 


REMARKS:    This  eoonamr  was 
eommenoed  barine*  May  18, 1907.  Wh.  «■ 
£200.000.    ItwritessurpluBtfaMiMBlBth* 
J.  S.  Frellnghuyssn,  New  YmIb. 


Apii.  1907» 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


391 


PREMIER  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

^'■*«f*«t  Director,  F.  B.  Ritdik;  Secretery,  J.  U.  Matthewi.    Oiiuised,  1908.      t 


A8SEISL  SBFTEIIBKR  10.  1907:  £12,888:  enltel  defemd 
iiM.  £800;  ofOuiy  diara.  iwld.  £0.800  (imaiSd.  880.000); 
tdif  endtton,  £l,OoO;  baluM  bom  nrtnm  9Momi,  £U874 

BUSINE9B  IN  1007:  Nel  pmnhmis,  £30,612;  total  Iimobm, 


£20,718;  loim  paid  and  ouMaodliig^  £0,088;  ffwnmhrtmif  and 
of  naoaflraNBt.  £0,717. 


MISCEIiLAKEOUBs    Tbii  eompanjr  ii  ondentood  to  be  wrtt- 
in(  nrpint  linea  in  Uui  wimtiy. 


PROPERTY  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

t,  Thomaa  E.  H.  Hodcno;  Secretary,  Daniel  McGUncky.    Oiganiaed,  1808. 


81. 1009. 

Debentnrea,  stodcs  and  sharea  at  ooat  or  under . 

T^iehold  laoiyity 

Loans  on  aeciirity 

oius  leucivuNe • 

Sondiy  ddrtots. 

Afests*  *«*i«M^*«  and  outstanding  premiums.. . . . 

Amounts  due  froin  ;ooinpanies 

Ofllce  furniture 

Slock  of  labela  and  coupons  on  liand 

Cuh  at  bank,  on  band  and  on  deposit. 

Interest 

Bankcr^s  draft  (since  paid).. 


f 


5.401 

1,767 

8,400 

048 

840 

7,017 

2,888 

244 

18 

8,171 


1,000 


Tood jfi88.888 


LlABILITISS,  DSCEMBEK  81,  1009. 

Share  capital  authorised— 20.000  shares  of  £X 
each 

Capital  pakl  up 

Depoaiti 

Sundry  creditors,  indudmg  amounts  due  to  other 

companies  for  reinsuranoei 

Premium  and  subacription  reserve 

Surplus 


i£20,000 

;^14,612 
1,384 

1,080 

5.440 

12.827 


Total £88,888 


BUSINESS  IN  1900:    Net  nemiums,  £12^14;  total 
£10.128;  pttd  for  kasea,  £iO^;  expenses,  £0,lia 


The  ewnpany  tranaaeta  a  snralui  line  bnajnesi  in  this  eountnr 
through  ths  Seddon  Undenrritiiig  Oonpaoy,  New  York;  C.  F. 
Wurt^  "■" 


PROVINCIAL  FIRE  INSURANCE  COMPANY,  Ltd.,  Bolton,  England. 

Chalmian,  J.  W.  Scott;  Secretary,  F.  C  Soott    Organlaed,  1008. 


Asms,  Dncmmn  81, 1000. 
,  ptmieily  within  the  United  Kingrkwn 


Indian  and  Colonial  securities 

]U3way  and  other  debentuxes  and  debenture 

itocks. 

lUaway  stocks  (preference  and  ordinary) 

CaLaml  railway  debentures 

Foreign  rmSway  debentures  and  guaranteed  shares 
Commercial  and  industrial  companies*  preference 


Freehold  piuiMttty 

Agents'  balances. 

Oatstanding  premiuma 

Oatstanding  mterest 

Cash  at  barkers,  at  branches  and  in  hand 

Ofice  fonilaR,  fittings,  etc.,  less  depreciation . 
Other 


^.880 
4,418 
2,018 

42,799 

25,780 

2.806 

4,500 

10,007 
10,150 
2.550 
280 
l.OOO 
1.815 
1.126 
1.108 


IjAHLimS,  DVCBMBSI  81,   1000. 

Shareholden'  capital— Authorised,  20,- 

000  shares  of  ^10  each £280,000 

Subscribed.  18.000  shares  of  ;C10  each.     180,000 

Pakl  upri8,000  shares  of  £5  paid £00,000 


(Seneru  reserve  fimd 

Fire  htad 

Accklent  fund 

Profit  and  loss  account 

Outstanding  fire  loaaes 

Sundry  Uabuities— Fire  account 
Accident  account 


£880 
06 


10.000 
8,080 
1,988 

10,010 
1,500 


Total £119,004 


Total ^ £119,604 


BUSINESS  IN  1909:    Net  piemiuma  (fire),  £14,203;   kMses 
paid  (fire),  £4,711;    eonumssioos  (fire),  £1.680;    msaagement 
(five),  £4,42L 


lOSGELLANEGUS:    This  eompaay  writes  surplus  lines  on 
United  States  property. 


PRXTDENTIA  REINSURANCE  COMPANY,  Zurich,  Switzeriaad. 

Managing  Director,  Dr.  Ch.  Simon.    Organised.  1875. 


Asssn,  DscxKBsa  81,  1908. 

lotea 

Beads  and  stock  owned. 
Balanoe  Willi  a 
laterest 
Cash  in 


oompaniea. 


8225,000 

846,949 

164.821 

7,102 

29 


Total 


81.242,401 


LtABZLinss,  DiCEMBU  81,  1908. 

Net  losses  unpaid 1  .„„„  _^_ 

Unearned  premiums J  •«77,782 

Various  creditors 1.610 

Reserrefund 827,071 

Special  reserve 18,758 

45,829 

Total  liabiUtiea,  azeept  capital 8925,121 

CapitaJ.. 300,000 

Profit  balance 17,280 

Total 81,242.401 


BUSINESS  IN  1006:  Ne*  nemnuM  (fire),  8588,729.  total 
aoome.  (aB  brandM).  8I.420.7&  paid  lor  Ioons  (fire).  8818.518. 
ezpoBm,  fl46<378.  total  ditasimenti.  (aU  btaaekea).  81.403,- 

aa. 

ffWBiwinr  ■  iatoested  fa  Ameriean  risks  by  wur  of  rein- 
af  Imaasd  eompaaieB  and  appeals  to  be  a  dam^ter  fasti- 


tutkm  of  the  Swisi  Reinsunnee  Uompany.  It  has  the  sam- 
tion  of  mafa  olBee  and  the  sane  board  of  direetors  and  managem. 
(}apitalof8300.000ofwhiehtf%kn»Hlm.  diridendi,  1004. 8.6%. 
1906,  1.5%,  1900,  none,  1907.  2%,  1906,  8%.  Oompany  writes 
all  branekes  of ' 
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RHENISH-WESTPHALIAN  REINSURANCE  COMPANY,  M.  Gladbach, 

Germany. 

President  Carl  Fischer.    Organized,  1870. 


Assets,  DioiiBn  81,  1908. 

Stockholders'  notes 1540,000 

Bonds  and  stocks  owned 710,050 

Balance  with  other  companies 302,257 

Cash  in  office  and  bank 184,388 

Agents'  balances 4,997 

Interest  accrued 48 

Balance  (life  insnranoe  resenre  branch) 497,950 

Total 12,250,290 


LiABiuixxs,  DxcxuBm  81,  1908. 

Net  losses  unpaid $21 1, 71 1 

Unearned  premiums 989,860 

Due  other  companies 41,451 

Various  creditors 89,025 

Unpaid  dividends 67 

Capital  reserve $175,000 

Dividend  fund 112.500 

Total  UabiUties,  except  capital $1,019,594 

Capital 000,000 

Profit  balance 30,702 

Total $2,250,290 


BUSINESS  IN  1906:  Net  pcemiums,  $1,467,078  (fiie  only), 
total  inoome.  18,123.402.  Umbss  paid  (fire),  $602,040  expenses 
(fire  braaoh).  $1,914,882.  total  expenses,  $3,101,797. 

Thii  eompaay  is  interested  m  Amenean  risb  to  somt  extent 


by  relnsuranoe  of  Ueeassd  efwnpanies.  It  writes  indtreetiy  fire. 
marine,  life  and  aeddent  Insunnes,  also  nfnsQraaee  of  all  branelMs. 
Dividends,  1906-1900.  80%.  Last  10  yean  show  an  avetage 
dividend  of  25%. 


RIMOUSKI  FIRE  INSURANCE  COMPANY,  Rimouski.  Quebec. 

Presidcat,  C  E.  L.  Dionne;  Secretary,  N.  Bonier.    OrpuUzed,  1870. 


SI,  1908. 

Real  estate  owned $87,157 

Bonds,  stocks,  etc.  owned  (market  value) 141,510 

Cash  fai  office  and  bank 148,050 

Agents  balances,  not  over  8  months  due. 89,808 

Interest  and  rents  accrued 1,802 

Subscribed  capital  (uncalled) 97,498 

Due  for  reinsurance  on  losses  paid. 24,540 

Other  assets 274 

Total  assets $491,299 


LiikBmnis,  Dbcbdbk  SI,  1908. 

Net  losses  unpdd $18»538 

Unearned  premiums 171,792 

Other  liabmtiea 15,011 

Total  liabilities,  except  capital  and  sorphis $205,941 

Capital  subscribed ^ 160,000 

Surplus  over  aUliabflitiea 185,858 

Total  liabilities,  capital  and  nrphis $491,299 


BUSINESS  IN  1906:  Net  premiunis,  $400,091.  total 


$503,008.  losses  Mid,  $211,87Sreomma 
$29,430.  total  diibnnmenti.  $810,202. 


$74,954. 


MISCELLANEOUB:  This  eompaay  tcaasaets  a  sorpiua  line 
bttslMSB  in  the  United  SUtes  tluoupb  XeLsaa  Sttnaon  4c  Co. 
general  agents.  48  Cedar  st.  New  York  (}lty. 


ROYAL  ALLIANCE  UNDERWRITERS,  London,  Eng. 

Policies  beaitng  this  title  are  reported  to  have  been  offered   I   dahns  any  responsibility  in  regard  to  this 
in  this  countey  by  W.  H.  Osne  Compooy.    Lloyd's,  London,  dis-  | 


ROYAL  CANADIAN  UNDERWRITERS. 


Ward  ft  Wfaishlp,  of  50  Maiden  Ume,  New  York,  are  represent- 
atives for  the  United  States  of  the  Royal  Osnadlaa  Underwriters, 
authorised  to  write  surplus  lines  throughout  the  eountry.  Tht 
constituent  eompanles  of  the  Royal  Osnadlan  Underwriters 


(whldi  Utter  is  under  the  manafement  of  WlUlam  TlkoiBaon  of 
St  John,  N.  B.)  are  the  Am^Ameriean  Fire  of  Totoiito,  the 
Montreal-Osnada  Fire  of  Montreal,  and  the  Ontaifo  Five  off  T6rao(o . 


ROYAL  UNDERWRITERS,  London,  Eng. 


Policies  bearing  this  title  are  understood  to  have  been  offered  |   nig  the  status  of  this  eoneem. 
in  this  country.    Ne  de&ute  inlofmation  can  be  obtamed  regard- 
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RUSSIAN  TRANSPORT  and   INSURANCE  COMPANY  of  1844,  of  St.  Peters- 
burg, Russia. 

Chaimmn,  R.  Molu.    Organised,  1844. 


AssBTS,  DscncBXR  SI,  1908. 

Rttl  estate  owned 1586,804 

Bonds  and  itocks  ofwned 4J8,227 

Vaiioas  czpenBes  paid  in  advance 9ft»15S 

Acentsi'  bansces  and  various  debtors 1,881,600 

Ifaabcnhip  dues  in  farioua  aaaodatioiu 6,318 

Doe  for  rdnsorance 78,016 

Cash  m  office  and  Iwnk 287,870 

iBvtnlarsr 887,408 

AfeDts*  bonding  account 66,660 

Securities  of  pension  fund 89,187 

Valne  of  steamers  and  vessels 968^680 

Vatur  of  wardMNiaes  and  pieca. 828,680 

Otfaerasaeta 8.608 

Total  assets 84,688,610 


LiABiunzs,  Dbcbibxr  81,  1908. 

Net  loaaa  unpaid 8829,684 

Unearned  premiums 680,044 

Various  creditors 1,208,060 

Unpaid  dividends 8^8 

Agents'  bonding  account 66,660 

Pension  fund 41,660 

Balance  due  banks 820,696 

Special  reserve  fond 22,178 

Commissions  due 44,864 

Obligations  due  and  interest  diereon 86,904 

Insurance  and  government  dues 86,887 

Stamp  duties lO^iol 

^    .   ,      ,_.  82,989,006 

Capital  paid  up 81.886,000 

Profit  balance 74,616 

^'^^»^^g 

Total 84.688.810 


REMARKS:  Thb  eonpaoj,  besidas  a  fiie  Insnranee  borineas. 
does  a  general  transportatloii  borineas,  vis.:  trusportatloii  of 
foods  on  raflwajrs,  on  sea  and  general  ezpressage,  the  founding  of 
var^onns  for  storage  and  bonding  of  merdiaadlse,  advanes  pay- 
awita  on  merrbandfse,  the  insurance  of  merdiandlss  in  all  bimaAes, 
ete.   Tie  eompanj  writes  surplus  Unca  hi  the  United  States 


through  E.  T.  Maishan  ft  Go..  Ghieago  and  New  York.  It  new 
shows  above  profit  balanee;  however,  the  leserie  funds  for  fire 
and  fund  for  steameis,  etc,  was  w^ied  out*  sad  a  small  amount 
was  set  aside  toward  the  eieation  of  a  new  fire  reserve  fund. 
Dividend  for  1903,  7i%.  1904,5%.  1906,  none.  1906, 1907  and 
1906,4%. 


LA  SALAMANDRE  FIRE  INSURANCE   COMPANY,   Havre,  France. 

President,  M.  P.  Perquer;  Director  General,  M.  Ed.  Fanchon. 


Assets,  Dxcxmbxx  31. 1908. 

SbarefaddenB*  notes 8300,000 

Mortgages  on  real  estate 100,794 

Doe  bxmi  reinsurance  companies 171,686 

Agents'  balances 10,273 

Sondry  debton 3,093 

Cash  on  hand 1 ,772 

Funutnre  and  fixtures 979 

Total 8688,697 


LiABiunxs,  Decbmbxr  31, 1908. 

Reserve  for  unpaid  losses 826,468 

Sundry  creditors 62,606 

Due  other  companies 21,868 

Unpaid  dividends  and  interest 1,089 

Revenue  policy  stamps 1.567 

Other  lUWUties 279 

Total  liabQities,  except  capital 8112.862 

Capital  (paid-up.  8100,000) 400,000 

Profit  and  loss  account 75,736 

Total 8588,597 


BUSINESS  IN  1908:  Net  prsmhrnis,  8281,887.  total  inoome, 
I2SS.238.  kMsea  paki,  8206.683.  eomnussions,  877,429.  manage- 
aat  expenses,  817,450. 

XB^LLANXOUS:  E.  T.  KazshaU  k  Go.  of  Ghieago  and 
Ne»  York,  ace  the  eompany's  United  States  eoficspondents. 


throui^  whom  It  writes  surplus  Unes  hi  this  country.  I^Ueles 
may  also  be  obtained  ooveitag  sprinklered  risks  through  Fox  k 
Pier,  New  Yoric,  and  C.  P.  Wurts,  CSiicago.  Ocmflagratlon  k 
San  Franoiseo,  1900.  84,887. 


SCOTTISH  SPRINKLER  FIRE  INSURANCE  COMPANY,  Ltd., 

Manchester,  Eng. 

Manager  and  Secretary,  A.  Hobson.    Organised,  1906. 


Assns,  DccBMBZE  31. 1908. 

i;24300  24  %  consols  at  cost ;£1,678 

Sundry  debtora  ■  - 

Agents'  outstanding  balanceis  leu  commission.  1.385 

FiiniitQrc  ■*"<  fittings 101 

Preliminary  expenses 673 

Brokerage  balance 19 

Cash  in  bank  and  on  hand — 

In  bank  on  deposit 1,000 

la  bank  on  cuxrent  account 1.124 

Cash  on  band 8 

Preaniums    oo    ffi*T*«"**"»g    orders    less    com- 

minan 364 

Total 0,2IV! 


LiABiunxs,  Decsmbxr  31, 1908. 
Nominal  capital — 

20.000  shares  of  £h  each. £100,000 

Subscribed  capital — 
10,015  shares  of  {^h  each,  on  which  IDs.  per 

share  has  been  paid jC5.007 

Sundry  creditors — 
Amounts    owing    to    reinsuring    and    sundry 

creditors,  less  commission 106 

Allowance  for  losses  outstanding 51 

Revenue  account — 
At  credit  as  above 1,133 

Total £6.297 


BUSOBaS  fOB  1908:  Net 
keooe.  £8,^11:  Vmm  psid, 
£2JB38. 

F.14 


£872; 


,  £3.414;  totd 
t 


lOSGELLANEOUS:    The  Seottbh  Sprinkler  Fire  tnuisaeta  m 

fire  and  sprinkler  leakage  busfawBB  and  is  understood  to  be  aoeeptfaig 
surplus  lines  In  this  country 
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Bonds  and  stocka  owned 

Caoh  in  ofl&ce  and  bank 

Balance  widi  other  ocnnpaniet 


SECURITAS  REINSURANCE  COMPANY,  Vienna,  Austria. 

Managnit  Committee,  S.  Nyitrai,  Alfred  SuchomeL    Orsaniaed,  IMS. 
AssRB,  Dbodcbu  81,  1908. 


I4M.5Q6 
208,000 
166,M7 


Total 1823^2 


LXABIUnKS, 

Net  loaaea  unpaid , 

Unearned  premtuma , 

Due  other  companies 

Varioua  creditora , 

Unpaid  dividcnda , 

Capital 


81.  1006. 


Total  liabilities,  eicept  capital. 

Capital  paid  up 

Profit  balance 


Total. 


$107,608 

827.800 

4.566 

li»M2 

86 

81,682 

$582,018 

240,000 

60,320 

$823,242 


BUSINESS  IN  1908:  Net  pramiuma,  $813,485;  total  inoome, 
all  branefaea.  $1.394317;  kMM  paid  (fire),  $898,832;  divldenda. 
$34,000,  from  profits;  ezpeoaes  (fire),  $302,743;  total  expenditure 
(aU  biandus),  $1344,48£ 


REMARKS:    Thli  eompany  la  iBtsieatsd  in  Amsriean  risks  bj 
reinsuranee of Ueenaed eompaniea.    Ifeaoapltalla$34(MXN)paidiip 
and  the  dirldenda  paid  for  the  laat  10  Tcara  amounted  to  10% 
Oonflacratkm  loaa:  San  Fhmdaeo.  1906.  $120,000. 


SECURITE  GENERALE  INSURANCE  COMPANY,  Brussels,  Belgium. 


Assets,  Decbxbek  31, 1909. 

Stockholdera  notes 

Inveatraenta 

Collateral  loana 

Cash  in  office  and  bank 

Sundry  debtors 

Other  assets 


$90,325 
41.830 
36,000 
40,006 
67.443 
1.313 


Total  cash  assets $271,815 

EstabUahment  expenses 6,167 

Total $376,982 


LiABXLUxzs,  DBCEican  31, 1900. 


Sundry  creditors. . 
Unpaid  dividenda. 


$58,817 

15,115 

2,389 


Total  liabilities  except  capital $71,312 

'    '  '     •"    -  •*"  ""'^  '^10.000 

6,670 


Capital  (paid  up  $92,706) 20o!ogO 

Balance. 


Total. 


$276,082 


REMARKS:    Early  in  1910  thia  oompany  oommenoad  writing  I   (Tompany.  New  York, 
aurptua  linea  in  thia  oountry  through  the  Beddon  Underwriting  | 

SKANDINAVIA  REINSURANCE  COMPANY,  Copenhagen,  Denmark. 

Managing  Directora,  W.  Witzke,  A.  N.  Gron. 


AssBTS,  DxcDiBm  31,  1908. 

Stockholdera'  notea $670,960 

Bonda  and  atocks  owned 334,707 

Ezpenae  account  (life  branch),  not  written  off 6,414 

Caah  in  office  and  bank 111,728 

Due  from  maiiranfe  oompaniea. 624,444 

Inventory. 1,260 

Amortiaation  account 1,600 

Account  for  aecurity  fluctuation 8,796 


Total 


$1,664,799 


Llabiutixs,  Dbcbcbu  31.  1908. 

Net  losses  unpaid. 

Unearned  premiums 

Due  refaisurance  companies 

Other  creditors. 

Unpaid  dividends. 

Reserve  fund 


$175,202 

450.070 

131,242 

3,486 

28 

20.000 


Total  Uabmties,  except  capital $781,018 

Capital $760,000 

Profit  balance. 23,781 

^^781 

Total $1,664,790 


BUSINESS  IN  1908:  Net  pcemiuma  (fire).  $833,763:  total 
inoome  (all  brandua),  $1,686,273;  loaBea  pud  (fire).  $380,111 
expMiaea  (fire).  $161,673.  total  expenditure  (all  branehea) 
$l|661,4e2. 

IvREmARKS:  TUa  eompany  Is  nndentood  to  be  interested  hi 
United  States  ziaka  by  refaimiranea  of  lieenaed  oompaniea.    Ita 


eapltal  la  $760,000,  of  whidi  originally  10%  was  paid  hi. 

Ing  to  the  new  Danish  Life  Insuranee  bw,  of  1904.  the  p^ldlte 
eapital  must  at  least  be,  26%.  whieh  law  the  eompany  Is  eankiOyiiic 
with  gradually  and  hi  the  year  1900.  26%  will  bepaid  bu  iSfvi. 
denda:  19034. 6%,-  19067%;  1900,6%;  1907.  oCmOS.  8%T 


SOCIETE   ANONYME   DE  REASSXJRANCES,  Paris,    France. 

Managing  Dkector,  M.  E.  Spycket.    Sub  Director,  M.  B.  Spycket.    Organised,  1884. 


*"  Assns.  DscsMBUi  31,  1908. 

Bonddnand  atocks  owned $1,196,440 

Cashm  office  and  banks. 100,726 

Due  from  other  companies. 241,308 

Interest  due  and  accrued 84,886 


LuBninxs,  Dmmim  31,  1908. 

UnpaW  ipases. $812,032 

Unearned  premiunu 481 .518 

Varbus  creditors 108,077 

Unpaid  diindends. 20,000 

Various  debtors 1,883 


Capital $200,000 

Profit  balance. 8.104 


Total $1,62M14 


$1,420,310 


208.104 


Total $1,628,414 


BUSINESS  FOR  1906:  Piemiums  reoeived.  $1,366,384.  total 
inoome,  $2,104,902.  lossea  paki.  $848,998.  expenaea,  $2,028,064, 
total  dMburaementa,  $2,104,902. 


REPORTS  OF  FISE  INSURANCE  COMPANIES. 
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SOLEIL  (SUN)  FIRE  INSURANCE  COMPANY,  Paris,  France. 

Manngiiit  Director,  Fkol  GaiiTm;  GciMnI,  Pierre  des  Maiis.    Organised,  1829. 


31,  1908. 

Rod  ertate  owned $Sl%Vt5 

Bonds  and  stocks  oirned 3,974,646 

Cash  in  office  and  bank 196,019 

Ontrtandmg  premiums. 109,009 

Other  assets 1,009,765 


Total 


$6,803,098 


31.  1908. 

NetloaaesnnpakL $288,078 

Various  rcaenres. 1,908,080 

Unearned  premiuma 1,012,986 

Various  creditors 47,433 

Taxes. 124,010 

Guarantees  and  bonds  (sAcnts) 420,880 

Due  reinsurance  companies 308,330 

DivWends 444,478 

Warresenre. 41,408 

Total  Uabflities,  except  capital $4,048,363 

Capital  pakl  up 1,200,000 

Balance  carried  to  new  account 13,741 

Total $6,802,098 


Net  pfemionis,  $3,000373;  Umbsb  paid. 


BUSINESS  IN  1908: 
$V817,51& 

This  flompany  wkkk  was  offsnised  in  1829.  bsfsn  miOag 
nsirfnB  IfaKs  In  Um  United  States  In  1904,  thnwgb  StaikweatherZ 
Sk^lsf.lns.,  of  FkoTklnee,R.L.  N«wTock.Bostim  and  ChiMto. 


The  latter  adrised  as  that  thnr  held  ample  finds,  sobieet  to  their 
ehsek  and  deposited  tai  the  United  States,  to  pay  all  Umbsb  f6r 
this  eompany,  and  wm  authoilsed  to  aeomt  semoe  for  it  CSon- 
flagiatioB  kMR  San  Franoiseo,  1900,  $3,000. 


SOUTH  GERMAN  REINSURANCE  COMPANY,  Munich,  Bavaria. 

Managing  Director,  Dr.  Rebhold  Schults.    Organised,  1892. 


31,1908. 

Stockholden' notes $087,600 

Real  estate 19,049 

Bonds  and  stocks 1,077,071 

DdMt  babmce  life  nisaranoe 088,247 

Coh  m  office  and  bank 147,630 

Doc  from  other  companies 1,280,086 

Partidpatiaa  balance ''Adas'* 313,960 

7,820 

Total  assets $4,171,368 


LlABZLITIXS,  DiCBfBKS  31,  1908. 

Loss  reserve $810,622 

Unearned  premiums 1,388,701 

Reserre  fund 1,867 

Reinsurance  premiums. 69,004 

Pension  fund 14,146 

Due  other  companies 821,440 

Total  liabilities,  except  capital $309,329 

Caintal,  paid  up  $312,600 1,000,000 

Profit  balance 76,029 

Total $4,171,368 


BU3IKBB8  IN  1908:  Net  premiums  in  1906:  Net  premiums 
leerifed  (fn  only),  $3,204,764;  fire  kissBs  paid,  $1,760,460. 


BEMASSBe    Ckanpaqy  writes  fire,  marine,  Itfe  and  aeddent 


Insuranee.  Oonflaoatkn  Iosbbs:  Baltimore.  1904,  $100,000: 
Toremto,  1904.  WOOO;  Roehestsr,  1904,  00,000;  San  tnn^ 
dseo,  1900,  $29,462.  Conpaay  writes  surploi  Hoes  b  the  United 
States. 


STANDAARD  INSURANCE  COMPANY,  Amsterdam,  Holland. 

Managnig  Directors,  K.  D.  W.  Boisseraln  and  P.  Blom.    Orvuiized,  1901. 


AssRS,  DscsifBBn  31, 1908. 

Sto<UMddeis' notes $300,000 

Investments,  etc ?*?»S19 

Dne  from  odier  companies 286,992 

Total  asacts $828,632 


LXABIUTJXS,  DXCXMBBS  31, 1908. 

Reserve  for  losses $92,264 

Unearned  premiums 269,740 

Special  reserve 40,000 

Reserve  fund 19,384 

Unclaimed  dividends 144 

Dividend,  1908 7,000 

Total  liBbilities  except  capital $428,632 

Capital  (paid  up  $100,000) 400,000 

Total $828,632 


BUSIKEB8  IN  1008:  Net  pieouums  reesived,  $042,580;  total 
aeone,  •6S6.918;  loams  paid,  $456,636;  eommimions,  etc,  $74,- 
704;  expeMesbSBlariM.ete..  $306,9301 

REMARKS:  Gompsny  writes  fire  and  marine  msuranoe.  Divi- 
dodR  19Q0-8L  4.  6,  0,  0, 0, 0, 7%.  Conflagration  kMNR  fialti- 
m^UfiOO-   San  ftanciieo,  1906,  $3,50a    Company 


writes  surplas  lines  hi  the  United  States  through  Staricweather  A 
Shepley.  of  Frovidenoe,  R.  I.,  New  York,  Boston  and  Ghieago, 
who  advise  ns  that  they  bold  ample  funds,  subject  to  th^  eheok 
and  deporited  fa  the  United  States  to  pay  all  kMies  for  this  eom- 
pany,  and  that  they  are  authorised  to  aeeept  serviee  for  It 
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SWISS  REINSURANCE  COMPAl^,  Zurich,  Switzerland. 

Managing  Director,  Dr.  Ch.  Simon.    Organized^  1863. 


AssBTs,  DxcniBXR  81,  1006. 

Stockholders'  notes $1,200,000 

Real  estate  owned 70,000 

Mortgage  loans  on  real  estate 4,265,100 

Bonds  and  stocks  owned 3,343,006 

Interest-betfing  deposits 174,746 

Cash  in  office  and  bank 131,700 

Interest  accraed 87,508 

Balance  with  otiier  companies 650,183 

Balance,  life  insurance  companies 1,013,367 

Total $10,045,780 


LlABIUTIXS,  DscsMBEa  81,  1008. 

Net  losses  unpaid  (faduding  all  braaches) $1,837,689 

Unearned  premiums  (all  branches) 6,471,061 

Due  o&er  companies 500,717 

Various  creditors 11,512 

Reserre  fund $200,000 

Special  reserve 148,000 

84S,000 

Total  liabilities,  except  capital $0,258,079 

Capital 1,600,000 

Profit  balance 86,810 

Total $lO,W5,780 


BUSINESS  IN  1006:  Net  premiums  written,  excepting  life, 
$4,242370.  total  moome,  aU  branches,  $13,706,537.  paid  for  losses 
exeepting  life,  $1,507,500.  dividends.  $56,000.'  expenses  (all 
branches).  $13,6£0,727.  total  dkbuEBemento  (aU  branefafls) 
$13,706.^. 


REMARKS:  lUs  eompaoy  to  ondentood  to  be  somewfaai 
hiterasted  in  American  risks  by  reinsuraneo  of  Ueensed  oomnanieB. 
Its  capital  to  $1,600,000  of  which  25%  to  paid  tau  Average  divi- 
dends for  past  10  yean  about  20%. 


THEMIS  INSURANCE   COMPANY,  Paris,  France. 

President,  J.  Vincent;  Director  General,  Edmood  Kolb.    Organixed,  1882. 


AssRS,  Deceiibxs  81, 1008 

Bonds  and  stocks  owned $220,701 

Real  estate  owned 0,730 

Cash  in  office  and  bank 46,072 

Affffits'  balances 24,660 

Discounted  commissions 00,572 

Due  from  other  companies 52,520 

Sundry  debtore 24,427 

Interest  due. 525 

Other  assets 5,080 

Total  assets $483,045 


Liabilities,  Dbcbmbek  31,  lOOS. 

Unpaid  loss  reserve $64,025 

Remsurance  reserve 140,586 

Due  reinsurance  companies 106,111 

Sundry  creditors 67,378 

Unpaid  dividends 181 

Agents'  bonds 1,970 

Total  liabQities,  except  capital $408,002 

Capital  paid  up 67,064 

Profit  balance 7,979 

Total $488,046 


REMARKS:  Thu  eompaoy  was  established  at  Marseilles. 
France,  in  1882,  and  transferred  its  headquarten  to  Paris  m  1007. 
Its  authorised  capital  m  $1,000,000.  of  which  $200,000  is  subscribed 


ud  $67,064  paid  up.     It  to  reported  to  be  transacting  a  surplus 
line  buainees  m  this  country. 


UNIONE   CONTINENTALE  INSURANCE   COMPANY,   Turin,   Italy. 

President,  Liugi  Capucdo;    Director,  Edoardo  CanalL    Organised,  1809. 


Assets,  Dksicber  31, 1008. 

Shareholdets'  promissory  notes $540,000 

Bonds  and  securities 255,200 


Cash  in  office  and  bank . 

Due  from  general  agente  and  reinsurance  cos . 

Bills  receivable 

Due  from  insurance  companies 

Sundry  accounts 

Management  bonding  accotmt 

Board  of  directors  bcoiding  account 

General  bonding  account 

Furniture  and  fixtore  account 

Balance  organizaticMi  expenses 


70,670 

106,434 

5,577 

863,256 

82,680 

4,000 

10,000 

11.850 

776 

1,800 


Total 


$1,551,261 


LiABiUTtES,  Dbceicbex  31,'100& 

Legal  reserve  account 

Depredation  account 

Banks  and  bankers 

Agents'  and  reinsurance  accounts 

Insurance  and  reinsurance  companies,  fire  branch 

Unpaid  dividend  account 

Sundry  accounts 

Managing  bond  account 

Board  of  directors'  bond  account 

General  bonding  account 

Loss  reserve  account,  transport  branch 

Loes  reserve  account,  fire  branch 


Total  liabilities  except  capital. 

Capital  (paid  up  $60,000) 

Balance  to  new  account 


$949,  <V2 

600,OC 

1,6^ 


Total $1,651,24 


BUSINESS  FOR  1906:  Netuemhuns,  $737,512;  total  in- 
tome,  $773,600;  kMies  c^.  $6SB,000;  oommtosions.  $184,126; 
■UMMBBneBt  ernnses,  $22,017;  other  expeDses,  $13,150;   total 


RREMARKS:  Thto  eompanpr  was  ertaUtohed  m  1899  and 
meneed  writing  surplus  lines  m  thto  country  throudifc  E.  T. 
shali;:^  Oo.,  New  York  and  Glueago  on  Januaiy  1,  1910. 


REPORTS  OP  FIRE  INSURANCE  COMPANIES. 
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L'XJNION  FIRE  INSURANCE  COMPANY,  Paris,  France. 

MaiMging  Director,  Baron  G.  Cmse;  Deputy,  M.  Alby.    Organized,  1828. 


AssBis,  Decembu  31, 1008. 

StKkiioldecs' notes $1,600,000 

Investments 3,808,205 

Stocks  sod  bonds 645,250 

Real  estate 610,180 

Cash  in  hand  and  banks 761,906 

Agcnls' balances 580,615 

Other  tasets 56,080 


Total 


$7,366,205 


LiABiLiTixs,  DacniBKS  81, 1008. 

Unpaid  loises 

Unearned  premiums 

Provident  and  pension  fund , 

Due  rrinsuronce  companies 

Agents'  securities 

Unpaid  dividends 

Taxes,  etc 


$230,280 
8,881,000 
245,425 
56,460 
580,650 
317,880 
877,080 


Total  Uabflities,  ezcn>t  capital $5, 128,725 

Capital  Qmd up$600,000) 2.000,000 

Profit  baJance 287,570 

Total $7,366,205 


IVemimns  to  be  received  in  future  years,  $21,146,205,  snd 
pKBuams  eeded  in  reinsoranoe  for  1000  and  fdbwin^  years,  $3.- 
443.100.  are  omitted  above  from  both  assets  and  liabilities. 


fiUSCfESS  IN  1008:  Net  premhuos  received.  $5,863,420; 
totti  iBoooe,  $6,006,472;  kisBBS  paki,  $2,240,060;  eonunMoDS, 
114X3,725;  managemeat  eixpenses  and  taxes,  t016,40(h  total 
?xpe8dit{ii«i.$4.211.065w 


CapitsI  $2,000,000 of  whkah  25%  kM  up.  Divkiands  1006- 
1006,15.1%.  15.6%.  16.6%.  Conflsgimtion  Umbbs:  Baltimoffe, 
1004.  $2j500.  San  Franeisoo.  1906.  $4,469.  Company  writes  surplus 
lines  in  the  United  States  thiough  Starkweather  t  Shepley.  Ine., 
Provklenos,  R.  L,  Now  York,  Boston  snd  Chiesgo,  who  sdviss  as 
that  thev  hokl  ample  funds,  subiect  to  their  cheek  snd  deposited 
in  the  United  States  to  pay  all  losses  for  this  company,  and  that 
they  are  authorised  to  accept  serrioe  for  it^ 


UNITED  COUNTIES  INSURANCE  COMPANY,  Ltd.,  Manchester,  Eng. 

General  Manager,  A.  E.  STANTON,  Organized  1000. 

TUi  oompanj  was  established  in  1000,  with  an  authorised 
capital  stock  of  £250,000.  It  is  writing  surplus  Imes  in  th^ 
eosatiy  thronib  the  John  L.  Dudley,  Jr.,  Company.  New  York. 


UNITED  LONDON  &  SCOTTISH  INSURANCE  COMPANY,  Ltd.,  London,  Eng 

Chairman,  Sir  Ernest  Clarke;  General  Manager,  Geo.  Allen. 


ASSBTS,  DSCEMBKX  31,  1000. 

Investments  at  cost 

Dtpgrit  with  other  rompanirs 

Sandry  debtots 

Agents'  balancfs 

t'reattses  accooat 

03ice  furniture  and  fixtures 

Preliminary  expenses 

Orsnizatian  account 

Cash  in  office  and  bank 


Total  assets. 


;ei7,007 

16,256 

2.887 

10,426 

734 

803 

1,000 

2,000 

616 

;^61,578 


LzABiLinxs,  DxcmBKa  31, 1000. 

Capital  paid  up >g25,606 

Sundry  creditors 2,706 

Loans  against  securities 8,118 

Qauses  admitted 4,064 

Other  Uabflities 25 

Balance  of  revenue  account  subject  to  unexpired 

risks 20,880 


Total jCW,578 


Net  premiums,  /61,884  total  income, 
|24.r 


JCSINESa  IK  1000: 

iMJil^  losses  paid  and  outstandmg,  >C24,381,  oommnsioiis, 
'  IMS3,  directors  fees  and  management  expenses,  etc.,  ^  14.791, 
otha  expenses,  £1,270. 

Tliii  cmnpany  was  incorporated  in  December,  1007.  with  sn 
othoriaed  capital  of  £300.000    of  which  £28.730  is  subscribed 


and  i^,606  paid  in  in  cash.  It  is  transacting  surplus  line  business 
in  this  country  through  the  Seddon  Underwri^ng  Company  of 
New  York.  It  is  prepared  to  accept  lines  of  $10,000  on  first  msas 
surplus  risks.  Ail  losses  are  paid  at  the  New  York  office  of  the 
Seddon  Underwriting  Company.  gg 


L'URBAINE  FIRE  INSURANCE  COMPANY,  Paris,  France. 

Managing  Director,  Ch.  Pr^tavoine;  Sub-Managing  Director,  R.  Lamivault.    Organized,  1888. 

LlABIUnXS,  DXCBMBKK  31,  1008. 

Net  losses  unpaid 

Unearned  premimns 

Due  reinsurance  companies 

Various  creditors 

Bondmg  account 

Reserve  fund 

Special  reserve 

Real  estate  reserve 

Penskm  fund 

Dividends 

Taxes  on  dividends 


ASSSTS    DSCEUBEX  31,  1008. 

SiockfaoUcrs' notes $750,000 

Sol  estate  owned 280,000 

Bonds  and  stocks  owned 2,088,109 

Premioms  outstanding  (direct) 22,745 

Cash  m  office  and  bank 670,504 

Agents'  balances 272,444 

Various  debtors 56,118 

Due  from  rrinsiiring  companies 27,461 

Bonds  (agents' bonding  account,  etc) 670,143 

Due  from  rrinsnnmce  companies  for  losses 223,080 


Total 


$6,070,504 


$724,287 
010,000 
184,806 
234,004 
465,834 
600,000 
400,000 
100,000 
156.037 
220,000 
0,167 


Total  liabilities,  except  capital $4,004,225 

Capital  (paid  up,  $250,000) $1,000,000 

Profit  carried  forward 66,300 

1,066,380 

Total $5,070,504 
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L'URBAINE  FIRE  INSURANCE  COMPANY.  Paris,  France.-^imlmued. 

Oomptuur  wrttei  aurpIuB  Unet  In  the  United  Stetei  throai^ 
SUrkweather  ft  Shedey,  Vtofidaxw,  R.  L,  Now  York,  Boston 
and  Chicago,  who  aavlM  us  that  they  hoM  ample  fundi  mihieet 
to  their  <&A.  and  deporited  in  the  United  Statea  to  pay  all  lo 
for  this  company;  ana  are  authmfaed  to  aecept  lenice  for  it. 


BUSINESS  FOR  1908:  PremiumB,  $3,202,948;  kMiea  paid, 
net.  $L9eie80;  dirklendfl.  1220,000;  expenaee.  13,995,15a 

REMARKS:  Premimns  receivable  In  future  yean  are  omitted 
n  above  statements  They  amount  to  813.025,418.  Average 
divMend  for  bst  10  yean.  140  per  share  of  1200  (25%  paid  in), 
donflagratkm  kies:  San  Fnundsoo,  1906,  $3,469. 


VICTORIA  INSURANCE  COMPANY  of  Bucharest,  Roumania. 

President,  General  Dr.  Serban  Georgesco;  Vice-Presklent.  CommaDder  L  Coanda. 


Assets,  Deceubek  31,  1909. 

Shareliolders  promissory  notes 8102,486 

Bonds  and  mortgages 17.880 

Bondfaig  account 85,360 

Cash  in  office  and  bank 30,304 

Sundry  debtors 25,582 

Furniture  and  fixture  account 4,204 

Premium  account,  unearned 176.526 

Total $494,020 


LtABiunEs.  Decxmbek  81.  1909. 

Loss  reserve 82,564 

Unearned  premhuns. 17€i,626 

Premium  reserve 21,061 

Reinsurance  premiums 2,801 

Bonding  account 85,360 

Total  liabilities,  except  capital $288,412 

Capital  (paW  up,  $97,514) 200.000 

Profit  and  loss  account 5.608 

Total $494,020 


BUSINESS  IN  1909:  Net  praniums,  $69,628;  totsl  meome. 
$69,858;  kisses  paid,  818,673;  oommisatons  and  general  expenses. 
$21,851;   total  expenditures,  $40,524. 


This  eampanv  was  ewtihfahH  In  1906,  and  althou^  small  is  in 
good  repute.  It  transacte  a  surplui  line  bunness  m  the  United 
Stotes  and  Osnada  through  £.  T.  Marriudl  t  Co.*  New  York 
and  CSiieago. 


VIENNA  REINSURANCE  COMPANY,  Yieim&,  Austria. 

Managing  Director.  Emfl  Schaale;  General  Secretary,  Victor  Jocrger.    Organized,  1869. 

(Excepting  Life) 


31,  1908. 

Stockholders'  notea $1 50,000 

Real  est&te  owned 152,000 

Bonds  and  stocks  owned 780,830 

Due  from  other  companies 491,023 

Cash  in  office  and  bank 536,043 

Various  debtors 17,101 

Various  debtors  (current  accounts) 2,443 

Total $2,138,449 


LusniTiBS,  Dbcxmbsk  31,  19QS, 

Net  losses  unpakl $420,320 

Unearned  premiums 830.580 

Due  other  companies 214,671 

Reserve  (real  estate  depreciatkm) 22.400 

Pension  fund 60.383 

Total  liabflitiea,  except  capital $1,537,363 

Capital 600,000 

Profit  balance 1,086 

Total $2,138,449 


BUSINESS  IN  1906  (aU  brandies  except  life):  Premiums, 
$1,514,287;  total  income,  $3,260,848;  Umbcs  paid,  $969,103; 
total  expenses,  $3,249,762. 

REMARKS:  lliis  company  Is  Interested  to  some  extent  in 
American  risks  by  reinsurance  of  licensed  oompanicB.    Its  capital 


Is  $600,000  of  which  $450,000  li  paid  In.  Dhrldenda,  1886-1892, 
10%  for  1893-1902. 5, 10, 10,  Hi.  124, 10, 5, 4, 0,  5%.  1903-1906: 
6i,  5,  0,  0,  0,  0,  %.  Company  does  reinsuxanee  of  Tirtually 
every  branch  of  insuranoe.  Oonflagration  ksses:  San  Fran- 
cisco, 1906,  $641,055. 


WELSH  INSURANCE  CORPORATION,  Ltd.,  Cardiflf,  Wales. 

This  company  was  onpsaised  eariy  in  1900  with  an  authorised   I    $50,000  paid  up.    In  July  1900  it  commenced  writing  surplus 
capital  of  $600,000;    &0J00b  of  which  was  subscribed,  and   |    Imes  m  tSeUmtod  SUtee  through  E.  E.  HaU  k  Co.,  New  York. 


WESTERN  CANADA  FIRE  INSURANCE  COMPANY,  Calgary,  Alberta,  Can. 

Presklent,  Col.  Jas.  Walker;  Managing  Director,  J.  G.  Rice. 


Assets,  Masch  11, 1910. 

Bonds  and  real  estate $13,978 

Morti^ges  and  loans 4,073 

Cash  m  o&ce  and  bank 6,575 

Agents'  balances,  etc 11,863 

Bub  receivable 4,283 

Other  assets 6,162 

Interest 370 

Capital  subject  to  call 197,729 

Total $245,034 


LXABXLITZES,  MaBCH  11,  1010. 

Net  losses  unpakl $5,032 

Reinsurance  reserve 26,137 

Bflls  payable 8.452 

Due  other  companies 8,720 

Total  liabilities  (except  capital) $38,381 

Capital  paM  up 81,871 

Surplus  to  policyholders 206,663 

Total  lukbiUties.  capital  and  surplus $245,034 


REMARKS:    This  company  transacts  surplus  Ime  business  m 
the  United  States  through  JTE.  Hendiy,  Chicago.  IlL.  and  Smith. 


Doumn  ft  Go.,  San  FranciMO,  CaL 
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ADDENDA 


AKRON   MUTUAL   FIRE   INSURANCE  COMPANY,  Akron,  O. 


In  Mif,  1910,  tliii  oompaoy  ouiodkd  all  pdlieies  esoept  » fev 
keU  by  ite  direeton,  and  oeaaed  aetire  buaiiMM. 


ALLIANCE  ASSURANCE  COMPAl^,  Ltd,  London,  Eng. 

Managen,  Weed  Sc  Kennedy,  New  York. 


Yeab 

Aaoett 

Unearned 
Premiums 

Surplus 

Net 
Premiums 

Total 

Lones 
Paid 

Ex- 
penaes 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)   Rec'd 

from  or 

(— <  Remit. 

to  H.  O. 

1909 

l«)8.617 

$33,081 

•517,167 

$19,040 

942,779 

$101,817 

$8,742 

$110,559 

$82,216 

UNITED  STATES  TRUSTEES:    Aug.  Belmont, 
Bflwi,  John  I.  Wattrbuiy,  New  Yoik. 


Wm.  A. 


MISCELLANEOUS:    This  oompanjr  does  a  marine  business 
on  the  Faeifie  Coast    Its  nreminms  in  CUifoniia  during  1909 
were  $21,233.*   losses  paid,  $16,695,  nsb  written  and  renewed 
$1,256,290. 


AMERICAN  UNION  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 


The  Ameriean  Union  Tin  Inauranee  Co.  of  Flifladdphia,  Fa., 
has  been  diartered  under  the  laws  of  PennsylTsnia.  The  board 
of  dBcetocs  is  coinposed  of  the  foDowmg.  James  F.  Stone,  James 
Fbtter.  Jaeob  F.  l^er,  Wniiam  P.  Eling.  Hany  A.  Friser,  Charles 
L  DjHtaBB,  Peter  Bard.  John  W.  Hepworth,  Frank  D.  Cox,  Robert 
8- Bright.  Edward  T.  Flood.  J.  Bfaur  Kenneriy.  Charles  £.  Wolbert, 


E.  P.  BaUerston,  Darid  H.  Stone,  Riehard  G.  Oellers,  Andrew  C. 
Patterson,  William  M.  Qordan,  James  H.  Gay,  Charles  A.  Wilson 
and  Allm  P.  Perley.  The  offioers  are:  James  F.  Stone,  presklent: 
W.  F.  Kling,  Tioe-presxlent;  Riehard  0.  Oellen.  treasurer  and 
R.  G.  Oellers,  Jr.,  leeretaiy.  The  oompany  expects  to  begm 
business  about  July  1. 


ANCHOR  FIRE  AND  MARINE  INSURANCE  CO.,  Ltd.,  Calgary,  Alberta,  Can. 

Thii  company's  surplus  line  business  in  the  United  States  ii 
BOW  condoled  through  G.  J.  Cbetwood,  Philadelphia. 


ASSURANCES   GENERALES   (General  Fire  Insurance  Company),  Paris,   France. 

President,  Barou  Neuflize;  M.  Puerari,  Inspector,    Organized,  1819. 


Assets,  Dkcembkk  31, 

Bonds  and  stocks  owned 

Cash  in  oflkx  and  bank 

Afents*  hahinrrs 

Dners  dd>tcn 

Other 


1908. 


$6,336,849 

261,099 

33,210 

252.398 

1,800 


Total $6,885,956 


Liabilities,  December  31,  1908. 

Unpaid  losses $20,480 

Unearned  premiums 845,000 

Reserve  fund 3,308,000 

Profit  reserve 780,000 

Pension  fund 678,001 

Dividends 367,506 

Gratifications 46,138 

Various  creditors 388,662 

Total  liabaities  except  capital $6,480,847 

Capital  paid  up 400,000 

Profit  baknce 52,109 

Total $6,885,956 


BUSINESS  IN  1908:  Net  premiums  received.  $3,462,175; 
total  neome,  $31,701,491;  kisBBS  paid,  $1,592,668;  management 
apeoses,  $100,595;  eommisBions.  $498,946. 

REMARKS:  Capital  $400,000  m  10,000  shaies  at  $40  each, 
(findeads.  1007,  15^  1908,  30%.  Company  formerly  wrote 
mplm  Hnes  m  the  United  States  and  Canada  through  Stark- 


weadier  A  Shepkj,  of  Providenoe,  R.  I.,  New  York,  Boston  and 
Chicago,  but  in  May,  1910,  the  company  ^>plied  for  admission  to 
New  York  State,  and  it  was  anticipated  that  it  would  soon  be 
licensed.  Fred  S.  Jauies  A  Co.  of  New  York  and  Chicago 
are  the  United  States  managers.  The  United  States  trustees 
are:    Paul  M.  Warberg,  Samuel  MoRoberts,  sad  James  Nichok 


FIRST  NATIONAL  FIRE  INSURANCE  COMPANY,  Harrisburg,  Pa. 

N.  Y^  fire  insurance  man,  ii  actively  mterested  m  this  projeet 
The  First  National  will  transact  an  agency  business  throuf^ut 


Thii  eompsny  is  m  process  of  formation  and  will  be  financed  by 
the  Fve  Seenrilies  Co.  of  New  York.  Hw  latter  is  to  have 
aODfUnO  capital,  and  the  Pint  Natbnal  ii  to  have  $500,000 
Mpital  sad  $600l000  surplus.    Charles  S.  Barker,  a  Brooklyn, 


the  countiy. 
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HENRY  CLAY  FIRE  INSURANCE  COMPANY,  Lexington,  Ky. 

President,  Judge  Mat  Walton;  Secretary,  F.  G.  Stik;  General  Manacer,  Claude  F.  Snyder. 


DIREOrOBS:  J.  W.  Rodes,  CoL  Mtttan  Youna,  Dr.  J.  C. 
Willt,  J.  L  Watkjns,  Judge  Ifat  Walton,  F.  OTStila,  W.  B. 
Brook,  Ganett  D.  Wilson,  fi.  G.  Hoffman.  W.  T.  Gongleton. 
£.  H.  WatMn.  Jas.  8.  Helm.  John  B.  Oorfaam.  W.  A.  MeDoweU. 


and  H.  0.  Qairett.  Winohester.  Ky. 


INSURANCE  COMPANY  OF  THE  STATE  OF    ILLINOIS,  Rockford,  lU. 


DIRECTOBS:    In  addition  to  thoee  named  on  page  103: 
8.W.Stnu8.Lott»Bathie. 


FIELD  MEN:  Addraae  of  F.  E.  Hoffmanjfr.,  m  Sedalia,  Mow 
The  name  of  L.  V.  Watkina.  ipeeia]  annt  for  Weitem  Fa.,  ahooU 
be  omitted,  and  Thoi.  C  Fareona.  Cleveiand,  0^  apoeial  acent 
for  Ohio.  Fa.  and  New  York,  ^iouid  be  maec    ' 


MASSACHUSETTS  FIRE  AND  MARINE  INSURANCE  CO.,  Boston,  Mass. 

Freiident,  Ererett  G.  Benton:  vioe-president,  James  J.  Storrow;  general  oounael,  Guy  A.  Ham;   seeretan  and  managing  under- 
writer,  Walter  Adlard;   aasistant  secretary,  Frank  E.  Buxton.    Incorporated,  1910. 


This  oompuDy  waa  incorporated  under  MaasaohuBetts  laws  early 
in  1010,  and  was  expected  to  be  in  position  to  begin  business  about 
July  1.  1910,  with  a  capital  of  1500,000  and  an  initial  surplus  of 
1600,000.  The  company  will  write  fire  and  marine  insurance  of 
every  description,  and  will  have  agencies  or  correspondents  in 
all  principal  dties  of  America  and  Europe.  Among  the  officers 
are  well-known  and  experienced  underwriters,  and  the  list  of 
stockholders  includes  a  number  of  prominent  New  igwgj^nd 
financiers. 


The  directors  are:  James  J.  Stortow,  Ludus  Tuttle,  preaidcnt 
Boston  ft  Maine  RJL;  Wm.  0.  ShiDaber.  preaklent  North  End 
Savinm  Bank.  Boston:  Guy  A.  Ham;  Everett  C.  Benton,  of  John 
G.  FawB  A  Go.;  Geo.  £.  &nith,  attorney;  Edwin  T.  McKnicbt 
president  Medford  Trust  Oo^  Edgar  R.  Champlin;  Bernard  J. 
RothweD,  president  Boston  Chamber  of  C<Hnmeroe. 


MEDWAY  INSURANCE   COMPANY,  Ltd.,  Norwich,  England. 

This  company  is  now  writing  surplus  lines  in  the  United  States  I    established  in  1908  with  an  autfaoiiaed  capital  of  £50,000,  of 
through  Marsh  t  McLennan,  New  York  and  Chicago.    It  waa   |   which  £47/127  is  reported  as  being  paid  in. 


UNDERWRITERS  AT  NEW  YORK  AND  BOSTON    LLOYDS,  New  York. 


The  kMses  paid  m  1909  were  on  page  349  stated  erroneously  as  given  ai 
$13,403.  the  correct  amount  havmg  been  $13,048.  On  page  860  $n,940. 
the  market  value  of  Pennsylvania  R.R.  stock  should  have  been    I 


as  $30,990,  and  the  total  market  vahie  of  seeuritiea  as 


OMNIUM  INSURANCE   CORPORATION,  Ltd.,   London,   Eng. 


This  company  was  orEanised  m  1900,  with  an  authorised  capital 
of  £1.000XwO/of  which  it  is  understood  that  about  £200,000  has 
been  subscribed  and  £100,000  naid  in.  Onaniiation  expenses 
aggre^ited  about  £25,000;    £20,000  are  deposited  with  the 


Government  against  life  business,  and  £25.000  to  protect  other 

nisurances.    It  is  understood  that  the  company  is  — ^ 

businees  in  the  United  States. 


PHENIX  INSURANCE   COMPANY,  Dover,  Del. 


A  new  mutual  oompan^r  bearing  the  above  title  was  started 
early  in  1910,  and  its  policies  aiq;>ear  to  be  handled  bv  the  National 
Fire  Insurance  Agency  of  New  York,  whidi  is  understood  to  be 


operated  by  parties  formeriy  connected  with  R.  Frederic 
Go. 


TYODA  FIRE,  MARINE  AND  TRANSPORT  INSURANCE  CO.,Tokio,  Japan. 


This  company  is  understood  to  be  writing  surplus  lines  in  the 
United  States  throi^b  D.  G.  Schupp  A  Oo-TChiauo.  Its  paid-up 
capital  is  reported  to  be  2,500.000  yen.  or  about  $1,250,000;  and 


it  is  stated  that  the  company  would  deposit  $5,000  in  an  American 
bank,  and  allow  Amenoan  premiums  to  aoeomnlate  here  until 
they  reach  $5,000. 


UNION  FIRE  INSURANCE   COMPANY,  Paris,  France. 


Late  In  June,  1010,  It  was  announced  that  this  company 
would  regulariy  enter  the  United  States,  making  a  deposit  of 
$200,000  with  the  State  Treasurer  of  Rhode  Island,  and  de- 
positing $300,000  with  the  Farmers  Loan  ft  Trust  Go.,  of  New 


York,  as  trustee.  The  company  will  eeoure  UesBses  la  Rhode 
Island,  New  Yort  and  other  important  States  and  will  do 
a  geoeral  business  throu^ovt  the  eountiy,  exmpL  on  the 
Pselfio  OoBst. 
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UNION  AND    PHENIX  ESPANOL  INSURANCE    COMPANY,  Madrid,  Spain 

ManafiDg  Director,  Francisco  S«tiiain;  General  Secretary,  Valentin  Fernandez  Luengas.    Organized,  1864. 


ASSSTS,  DEdMBEt  81, 1906. 

Bonds  and  stocks  owned $2.Md,881 

Morteage  loans  on  real  estate 213,000 

Boo£  Occident) 600,998 

Reserre  (accident  branch) 237,315 

Real  estate  oimed 1.782,659 

Cash  in  oflke  and  banks 258,040 

Interest  accrued 151,091 

Varioosdebton 226,736 

Bonds  of  the  reinsurers  and  agents 86,500 

Outstanding  premiams  (fire}  collectible  in  future.  9,681,576 

Rcmsarance  pmniums  (fire)  coUecdble  in  future.  2,791,594 

Agents'  balances  (fire) 365,357 

Agents'  balances  Oife) 40,342 

Agents'  balances  (accident) 83,385 

Loans  en  life  policies 85,807 

CoounisaiaD  <nie  (accident) 59,948 

Remsoraoce,  accounts  in  suspense 110,774 

Dae  for  rcinsurmnce 36,030 

Other  assets 48.317 


Total 


$19,837,472 


LxABZLRixs,  DxcnaxE  31, 1908. 

Net  losses  unpaid  ffire) 8176.027 

Net  losses  unpaid  (life) 18.622 

Net  losses  unpaid  (accident) 197.748 

Unearned  premiums  (fin) 600.505 

Unearned  premiums  (life) 1.912,602 

Unearned  premiums  (accident) 80^85 

Reserve  fund 240.000 

Spedal  leauve 15.588 

Fnictuatioa  reserre 220,878 

Profit  reserre 80.000 

Unpaid  dividends 14,686 

Various  creditors 125,138 

Bonds  (aoddent) 600.000 

Agents'  bonds 86,500 

Contracted  fnremiums  (future  years) 9,681,572 

Reinsurance  rareraiums  (future  years) 2,791,595 

Deferred  dividends  Oife) 96.044 

Due  reinsurers  (life) 85.524 

Various  creditors  (acddent) 125.138 

Due  reinsurers  (accident) 17,570 

Other  liabiUties 21.199 

Total  liabUities  except  capital $17,062,052 

Capital  paid  up 2.400.000 

Profit  balance 376,420 

Total $10,837,472 


BUSINESS  IN  1908:    Net  premiums  reeeived  (fire  only), 
12.547,253. JoMB  paid  (fire  only).  $1,486,298. 

REXARkR:    Gompaay  writes  life,  fire  and  aeeident  insuranoe 
Dividends^  1906^  12f%ri907, 12i%.  1908, 12i%.    Oonfla«ration 


losses:  Baltimore,  1904,  $10,000.  This  oompaay  formerbr  wrote 
surplus  lines  in  the  United  States,  but  is  now  rsported  to  be 
regularly  entering  the  country  to  do  a  fire  reioBunnee  busineai 
under  the  management  of  Fester,  Douc^  k  Fobom  of  New  YoA. 


WELSH  INSURANCE  CORPORATION,  Ltd.,  Cardiff,  Wales. 


Una  eonpanj  was  oisanised  eariy  in  1900.    Its  capital  paid   I   $2,500,000.    In  July,  1909,  it  oommenoed  writmg  sarnhn 
lie  £80.000, equal  to  fMO^OOO.  and  its  authorised  capital  is   |   m  the  United  Stotes  through B.  E.  HaU  ft  GbTNnr  toHl 


STATE  FIRE  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng. 


Tie  uae  el  this  tampuj  has  been  altered  to  The  State 
ica  Oompany,  limited. 


SEABOARD  FIRE  INSURANCE  COMPANY,  Atlantic  City,  N.  J. 


.  Jaanary  1,  1910:  Mortgafls  loans,  $7800;  aecrued 
Btaiest.  $168;  cssfa,  $44,187;  premiums  in  ooune  of  eoUeo- 
tiBB.  $106;  total,  $63,351:  nnfm,  $52,829. 


GRAIN  DEALERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Mass. 


Twenty  Dollan  should  be  added  to  asrets  and  surplus, 
31, 1000,  as  shown  on  page  258. 


RHODE  ISLAND  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 


Aaooat  of  earii  on  hand,  December  31,  1909,  as  stated  on 
F)«s  814,  flhMiU  be  $118.6». 


PIONEER  FIRE  INSURANCE  COMPANY,  OklahomalCity,^Okla. 


A  stsluiiMnl  of  this  eompamr  reeeived  (after  the  statement 
m.  Fne  153  had  been  (Iriatea)  from  a  oorrespondent  in  the 
State  lasBnaee  Department  of  Oklahoma,  shows  $B3,240  of 
as  of  DeeemberSl.  1900;  a  paid  up  eapital  of  $90,000. 
s  svptns  as  to  polisyholden  Cmdudrng  capital)  of  $49,508w 


It  seems,  therefore  that  the  sum  of  $75,000,  whieh  was  to  have 
been  paid  in  to  suxpluB  in  1910,  is  indudiBd  in  the  assets  and 
snrphu  reported  by  the  company  as  of  December  31, 1909,  and 
printed  on  Page  153  of  this  book. 
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Short  Rate  Table  for  Term  Policies. 

AS  ADOPTED  BY  THE  NEW  YORK  FIRE  INSURANCE  EXCHANGE. 


Time  Poiky  Has 

o6CQ  in  Fovtt  - 

ConputB  from 

Due  of  Policj. 


I  monfli. 
t  montlit 
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4  " 

5  " 
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7        " 
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9a 
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xoo 


Monthly  Fire  Losses  in  the  United  States 

AND  Canada. 

Below  will  be  found  a  tabulation  of  the  fire  losses  in  the  United  States  and  Canada 
by  months,  compiled  from  the  "Journal  of  Commerce  and  Commercial  Bulletin": 


1006. 

1900. 

1907. 

1906. 

1900. 

1910. 

Ff^bmanr 

Maitdi.. 

Amil 

$16,378,100 

aS.591.000 
14,715,400 

11.901,350 

12,736.250 

iz.789,800 

13.173.aSO 
11.435.600 
13.7iS.a50 
12,967.000 
16,178,200 
15,276,600 

$17,723,800 
18.a49.350 
l8.7a7.7S0 

*292,5oi,i5o 
16,512.850 
13.950,650 
12,^,050 
9,641,600 
10.852.550 

13.872,450 
16,428,350 
19,001.450 

$24,o6a,90O 
19,876.600 
90,559,700 
21.925,900 
16,286.300 
14,765,000 
18,240,150 
20,248,000 
11,449,400 

13.350,250 
19.122,200 

15.783.750 

$20,582,000 
18,489,700 
16,723,300 
26,009,000 
15,181.150 
19,512,000 

15.323.750 
23.123.000 
21,431,400 
22,722,850 
15.834.350 
14.629.750 

$22,735,000 
16,131.000 
13.795.400 
19.34S.300 
17.360,400 
14.435.900 
15.830,900 
16.423.000 
15.043.000 
17,765,200 
14.808,550 
19.975.500 

$15,175,400 
15.489.350 
18,465.550 
18.091,800 
18,823,200 

^.:::::.... 

Jane .......... 

July 

« 

September 

October 

Notrcmber. .... 

^CftmbfT. 

Totalf. .... 

$175,157,800 

$459,710,000 

$215,671,250 

238,562.250 

203,649,150 

*  Including  San  Francisco  conflagration. 
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SHORT   RATE   TABLE. 


Standard  Short  Rate  Scale. 

FOR  COMPUTING  PREMIUMS   FOR  TERMS   LESS  THAN  ONE  YEAR. 

AS  ADOPTED  BT  THE  "  WESTERN  UNION." 

NoTB. — Take  the  percentage  indicated  in  scale  oppotite  the  number  of  days  risk  b  to  run,  on  the  premium  for 
omm  year  at  given  rate,  and  the  result  will  be  the  premium  earned  In  case  of  cancellation,  or  to  be  chazged  in  cnae  of 
short  riftks. 


z  Day 
9  Days. 
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lo 

iz 
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90 
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40 
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II 
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II 

•  I 
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6 
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8 

9 
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xo 

zo 

zz 

Z9 

13 

13 

14 

14 

15 
16 

z6 

17 
19 

90 
23 

96 
97 
28 


•  I 
II 
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II 
II 

•  I 
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II 
II 
II 
II 
II 
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II 
II 
II 
II 
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II 
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•  I 
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■  I 
II 
II 
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II 
II 
II 
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55  Days 99^6  of  annudl  prem. 

60 

65 
70 

75 
80 

85 

90 
zos 

190 

ISO 
16s 

z8o 
195 

9ZO 
995 
940 

970 
985 
300 

31S 


II 
II 
II 
II 
•I 
II 
II 
II 
•I 
If 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
•  1 
II 
II 
•I 


30 

::::::::::::::::::  P 
::::::::::::::::::  P 

39 

or  3  months 40 

45 

or  4  months 50 

55 

or  5  months 60 

65 

or  6  months 70 

73 

or  7  months 75 

or  8  months 80 

83 

or  9  months. 85 

or  zo  months 90 

or  zz  months 95 

or  Z9  months zoo 


•I 
II 
II 
II 
il 
II 
II 
■I 
II 
II 
•I 
(I 
■I 
II 
II 
II 
■  I 
II 
II 
II 
II 
II 
II 


11 
«i 
II 
II 
II 
•  I 
II 
tt 
•I 
II 
•I 
II 
II 
II 
II 
•I 
II 
«i 
•I 
II 

il 
<l 
«l 
II 


SCALE  FOR  COMPUTING  EARNED  PREMIUM  ON  TERM  POLICIES  CANCELED 

BEFORE    EXPIRATION. 


THREE 

,   TEARS 

1 
1. 

FIVE 

TEARS 

• 

For  3  months  or  less . . . 

•  •  •  a 

•  ■ .  • 

.90%  of  term  prem. 

For  5  months  or 

less • •  • . 

•   •  •  • 

•  •  •  « 

,ao%  of  term  prem. 

Oyer|. 

Emdnot 

exceeding  6  mos 

.30 

Orer  5  and  not  exceeding  zo  mos 

.30 

II 

9 

40 

"  10 

II 

15 

40 

"    9 

•• 

Z9 

50 

"  X5 

II 

90 

¥^ 

II  la 

II 

\l 

60 

«•  90 

11 

as 

60 

••  z8 

II 

70 

"  as 

II 

30 

70 

II 

9Z 

g 

"  30 

II 

35 

ZS 

11  21 

II 

34 

"  35 

II 

40 

80 

••94 

II 

a7 

85 

"40 

II 

45 

8s 

-  97 

II 

30 

90 

••  45 

II 

SO 

90 

••30 

il 

33 

95 

"  so 

II 

55 

95 

••  33 

months 

■    v...... 

■ . . . 

zoo 

"55' 

months. 

•  •  • 

»  •  •  • 

zoo 

ExpLANATiON.^-When  companies  cancel  a  policy  they  return  fira  rata  premium.  When  the  policyholden  cancel 
the  above  table  is  used  so  that  the  companies  shall  not  have  to  return  but  the/r^  rate  premium  less  the  expenae  of 
getting  the  business. 


associated  factory  mutual  fire  insurance  companies. 

This  association,  which  has  its  headquarters  at  Boston,  consists  of  the  following 
named  mutual  companies:  American,  Providence;  Arkwright,  Boston;  Blackstone, 
Providence;  Boston  Manufacturers,  Boston;  Cotton  and  Woolen  Manufacturers,  Boston; 
Enterprise,  Providence;  Fall  River  Manufacturers,  Fall  River;  Firemens,  Providence; 
Hope,  Providence;  Manufacturers,  Providence;  Mechanics,  Providence;  Merchants, 
Providence;  Philadelphia  Manufacturers,  Philadelphia;  Paper  Mill,  Boston;  Rhode 
Island,  Providence;  Kubber  Manufacturers,  Boston;  State,  Providence;  What  Cheer, 
Providence ;  Worcester  Manufacturers,  Worcester. 

junior  CONFERENCE  OF  FACTORY   MUTUAL  INSURANCE 

COMPANIES. 
Baltimore,  Baltimore;  Cotton  and  Woolen  Manufacturers,  Boston;  H<^e,  Provi- 
dence; Industrial,  Boston;  Keystone,  Philadelphia;  Manton,  Philadelphia;  Maryland, 
Baltimore;  Mercantile,  Providence;  Mill  Owners,  Chicago;  Narragansett,  Providence; 
National,  Philadelphia;  Patapsco,  Baltimore;  Philadelphia  Manufacturers,  Philadelphia; 
Protection,  Chicago;  Rubber  Manufacturers,  Boston;  Standard,  Philadelphia;  Textile 
Manufacturers,  Providence;  What  Cheer,  Providence. 


SHORT   RATE   TABLE. 
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Table  of  Short  Rates  for  Terms  Less  than  a  Year. — In  Use  on  the  Pacific  Coast. 
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SHORT   RATE   TABLE. 


Iowa  Short  Rate  Table. 


The  foUowiog  cancellation  table  was  prepared  by  the  Auditor  oi  State  of  Iowa,  in  accordance  with 
the  proTisions  of  Sec.  1709  of  the  Code. 
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NoTx.^Taltt  cht  perceatage  iadlcattd  in  scale  opposite  the  number  of  dnyt  or  moathi  policy  Is  to  rma 
preadum  at  given  rate,  and  the  result  will  be  the  preminm  eemcd  In  case  of  cancellation.  Periods  eaeeediag  1 
aad  aot  eaeeediag  16  days,  to  be  charged  at  the  rate  of  twenty-five  days,  aad  so  oa  up  to  oae  year 


OB  the 


Underwriters*  Organizations. 


We  give  a  list  herewith  of  National  and  State  organizations  of  fire  underwriters,  and 
the  names  of  their  officers;  also  the  names  of  the  officers  of  the  local  boards  in  some  of  the 
more  important  cities.  To  give  the  list  of  all  local  boards  in  the  country  would  require 
more  space  than  we  have  at  our  disposal  The  following  list  has  been  corrected  especially 
for  Thx  Insusancb  Yxas  Book. 

Organizations  covering  the  largest  territory  are  given  first;  then  follow  those  of 
States,  arranged  alphabetically.  The  local  boards  are  arranged  under  their  respective 
States. 


NATIONAL  CONVENTION  OF  INSURANCE 
COMMISSIONERS. 

President,  B.  F.  Crouae,  Marykad;  ▼icC'prcti- 
dent,  Fred  W.  Potter,  Illinois;  secretasTi  Jonn  A. 
Hartigan,  Minnesota. 


NATIONAL   BOARD   OF  FIRE  UNDER- 

WRITERS. 

President,  A.  W.  Damon,  Sprinfffield,  Mass.; 
▼ice-president,  Georce  W.  BaSb.  New  York; 
secretary,  Chas.  G.  Smith,  New  York;  treasurer. 
Marshall  S.  Drig^,  New  York;  asst.  general 
agent,  W.  E.  MaUalieu,  U6  William  street,  New 
York  crhr. 

Annual  meeting  in  New  York,  last  Thursday  in 
May. 


NATIONAL  FIRE   PROTECTION  ASSOCIA- 
TION. 

President,  W.  H.  Merrill;  vice-president,  C.  H. 
Phinney;  secretary  and  treasurer,  Franklin  H. 
Wentworth,  Boston,  Mass. 

Annual  meeting  held  May  of  each  year. 


UNDERWRITERS     NATIONAL     ELECTRIC 

ASSOCIATION. 

President,  H.  C.  Eddy,  Chicago.  111.;  Tice-presi- 
dent,  W.  A.  Anderson,  New  York;  secretary  and 
treasurer,  C.  M.  Goddard,  66  Kilby  street,  Boston, 
Mass. 

Annual  meeting  in  March. 


NATIONAL  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Fred  Guentber,  Detroit,  Mich.;  sec- 
retary and  treasurer,  Henry  W  Putnam,  Boston. 

Executive  Committee— W.  E.  MeUger,  Nash- 
ville  Tenn. 

Grievance  Committee--<niairman,  J.  H.  South- 
gate,   Durham,   N.  C. 

Legislative  Committee— Chairman,  Geo.  D.  Mark- 
ham,  St.  Louis,  Mo. 

Organization  Committee — Chairman,  F.  W.  Le 
Ballister,  Oakland,  Cal. 


ASSOCIATION   OF  INSURANCE   SOCIETIES 
AND   INSTITUTES    OF    AMERICA. 

President,  A.  R.  Haford.  New  York;  secretary- 
treasurer,  D.  N.  Handy,  Boston,  Mass. 


AMERICAN  ASSOCIATION  OF  CO-OPERA- 
TIVE  MUTUAL  INSURANCE  COMPANIES. 

Ptesident,  C.  F.  Danforth,  Boston,  Mass.;  sec- 
retary and  treasurer,  W.  B.  Linch,  Lincoln,  Neb. 
Annual  meeting  in  March. 


AMERICAN   INSTITUTE  OF  MARINE  UN- 
DERWRITERS. 

President,  Herbert  Appleton;  vice-oresident, 
Percy  Chubb;  secretary  and  treasurer,  William  H. 
Mcdcc,  77  Beaver  street.  New  York. 

Annixal  meeting  first  Monday  in  October. 


FIRE    UNDERWRITERS    UNIFORMITY 

ASSOCIATION. 

President,  Gorham  Dana.  Boston,  Mass.;  vice- 
president,  C.  H.  Patten,  Cwveland,  O. ;  secretary 
and  treasurer,  G.  H.  Spooner,  Boston,  Mass. 

Annual  meetin^r  in  May. 


NATIONAL  BOARD  OF  MARINE  UNDER- 
WRITERS. 

President,     Herbert    Appleton;     vice-president, 
Clayton  Piatt;  treasurer.  H.  K.  Fowler. 
Annual  meetings  are  held  in  May. 


ANCIENT    AND    HONORABLE    ORDER 
THE  BLUE  GOOSE  (See  Page  448). 


OF 


UNDERWRITERS  BUREAU  OF  MIDDLE 
AND  SOUTHERN  STATES. 

Manager  and  secretary,  William  A.  Stoney,  tt 
William  street.  New  York;  treasurer,  Geo.  W. 
Burchell. 

Annual  meeting  last  Wednesday  in  February. 


THE  UNDERWRITERS  BUREAU  OF  NEW 

ENGLAND. 

Secretary  and  manager,  Gorham  Dana;  treasurer, 
E.  B.  Cowles,  S3  Water  street,  Boston. 
Annual  meeting  third  Wednesday  in  November. 


NEW  ENGLAND  BUREAU  OF  UNITED 
INSPECTION. 

Chairman,  Edward  C.  Brush;  vioe^hairman, 
Walter  AdUrd;  treasurer,  Clifford  H.  Rice;  sec- 
retary and  manager,  R.  W.  Hilliard,  71  Kilby 
street,  Boston. 

Annual  meeting  first  Friday  in  February. 


NEW  ENGLAND  INSURANCE  EXCHANGE. 

President,  J.  W.  Grover;  vice-presidents,  Wal- 
ter Adlard,  W.  T.  Furness  and  George  Shaw,  sec- 
retary and  treasurer,  C.  M.  Goddard,  66  Kilby 
street,  Boston. 

Annual  meeting  on  the  Saturday  after  the  first 
Monday  in  January. 

FACTORY    INSURANCE  ASSOCIATION. 

President.  H.  W.  Eaton,  New  York;  vice-presi- 
dent, E.  H.  A.  Correa;  treasurer,  Thos.  C. 
Temple,  Hartford;  secretary,  J.  H.  Brewster,  Hart- 
ford. 

Annual  meeting  on  third  Thursday  in  ApriL 


MIDDLE    STATES    INSPECTION    BUREAU. 

Chairman,  F.  O.  Affeld;  vice-chairman,  Otto  E. 
Schaefer;  treasurer,  Chas.  J.  Holman;  executive 
manager,  W.  S.  Wensley,  68  William  street,  New 
York  dty;  manager  of  Eng.  Dcpt,  E.  P.  Storcr, 
Jr.;  treasurer,  C.  J.  Holman. 

Annual  meeting  third  Tuesday  in  N< 
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UNDERWRITERS    ASSOCIATION   OF   THE 
MIDDLE   DEPARTMENT. 

President,  F.  K.  Patterson;  vice-president,  Geo. 
A.  Clarke;  secretary,  E.  B.  Crcighton;  treasurer, 
E.  R.  Qemence,  816  Walnut  street,  Philadelphia; 
assistant  secretary,  W.  A.  Peters. 

AnntMJ  meeting  on  the  third  Tuesday  in  De- 
cember. 


FIRE  UNDERWRITERS  ASSOCIATION  OF 
THE  NORTHWEST. 

President,  C  F.  Deatrick,  Columbus;  Tice-presi- 
dent,  Geo.  E.  Redfield,  Jr.;  secretary.  Nelson  E. 
Briggs,  Chicago;  treasurer,  Geo.  H.  Batchelder. 

Annual  meeting  in  October. 


BOARD     OF    FIRE    UNDERWRITERS     OF 

THE  PACIFIC. 

President,  Chas  D.  Haven;  vice-president,  Ber- 
nard Faymonville,  San  Francisco;  secretarv,  Al- 
fred Stillman;  assistant  secretary,  £.  F.  Mohr- 
hardt,  San  Francisco.  .^,      , 

Annual  meeting  first  Friday  after  first  Monday 
in  May. 

FIRE  UIJDERWRITERS  ASSOCIATION  OF 
THE  PACIFIC. 

President,  Frank  C.  Stamford;  vice-president, 
T.  J.  A.  Tiedemann;  secrcUiy  and  treasurer,  Cal- 
vert Meade,  1414  Merchants  Exchange  Bldg.,  San 
Francisco,  Cal. 

Annual  meeting  second  Tuesday  in.  January. 


SOUTHEASTERN   UNDERWRITERS   ASSO- 
CIATION. 

President,  W.  R.  Prcscott;  vice-president,  E.  H. 
A.  Correa;  manager,  A.  B.  Andrews;  secretary, 
Jos.  T.  Rame,  Jr. 

Annual  meetmg  in  May. 


ASSOCIATION    OF    SOUTHERN    FIRE    IN- 
SURANCE  COMPANIES. 

President,  Harry  R.  Bush,  Greensboro,  N.  C; 
vice-president,  John  J.  McICajr.  Macon,  Ga.;  sec- 
retary and  treasurer,  Dowdell  Brown,  Atlanta,  Ga. 


FIRE  UNDERWRITERS  UNION. 

President,  Geo.  P.  Sheldon,  New  York;  vice- 
president,  William  B.  Clark,  Hartford;  treasurer, 
Geo.  W.  Burchell,  New  York;  secretary,  Henry 
K.  Miller,  105   WillUm  street,   New  York. 

Annual  meeting  September. 


THE  WESTERN  UNION. 


President, 


oseph  H.   Lenahan,   Chicago;   vice- 
».«;.<»«,..».  J.  A.  Stoddard,  New  York  ci^;  secre- 
Urv,  H.  N.  Kelsey,  171  La  Salle  street.  Chicago. 
Annual  meeting  is  held  in  September. 


It.   Joi 
president.  _  J._  H. 


WESTERN   INSURANCE  BUREAU. 

Chairman,  E.  G.  Halle;  vice-president,  Neal  Bas- 
sett:  secretary,  G.  H.  Batchelder;  treasurer,  Har- 
old W.  Letton. 

WESTERN    FACTORY    INSURANCE    ASSO- 
CIATION. 

President,  A.  E.  Dean,  Chicago;  vice-president, 
G.  H.  Lermit;  secretary  and  treasurer,  C.  R. 
Street 

Annual  meeting  on  third  Thursday  in  April. 


WESTERN  SPRINKLERED  RISK  ASSO- 
CIATION. 

President,  J.  U  Whitlock;  vice-president.  E.  K. 
Crawford;  treasurer,  E.  G.  Halle;  secretary.  O.  C. 
Kemp,  W  Monroe  street,  Chicago,  111.;  manager, 
A.  W.  Hardy. 

Annual  meeting  third  Wednesday  in  April. 


WESTERN  ASSOCIATION  OF  ELECTRICAL 

INSPECTORS. 

President,  Fred  G.  Dusttn,  Minneapolis:  vice- 
presidents,  W.  J.  Gilsdorf,  Lexington,  H.  G. 
Young,  Streator;  secretary- treasurer,  William  S. 
Boyd,  Chicago. 

INFORMATION  EXCHANGE. 

President,  J.  B.  Branch,  Providence:  vice-presi- 
dent, W.  H.  Stevens.  Watertown,  N.  Y.;  secretary 
and  treasurer,  J  A.  Kelsey,  New  York. 

Annual  meetmg  in  December. 


GENERAL  ADJUSTMENT  BUREAU. 

President,  E.  H.  A.  Coxrea,  New  York;  vice- 
president,  C  D.  Dunlop,  Providence;  secretary 
and  treasurer,  N.  B.  Bassett 


WESTERN    RAILWAY    FIRE    UNDER- 
WRITERS. 

Pk'esident,  C.  H.  Barry;  vice-president,  W.  J. 
Littlejohn;  secretary  and  treasurer,  W.  H.  Sage; 
manager,  George  M.  Fisher,  158  LaSalle  street, 
Chicago. 

Annual  meeting  second  Tuesday  in  April. 


ALABAMA    FIRE    UNDERWRITERS    ASSO- 
CIATION. 

President.  James  Hope  Glennon.  Mobile;  vice- 
president,  R.  F.  Manly,  Birmingnam;  secretary 
and  treasurer,  Tom  Boone,  Mobile,  Ala. 


BIRMINGHAM  FIRE  INSURANCE  AGENTS 

ASSOCIATION. 

President,   Sumpter    Bethea;   vice-president,    R. 
F.  Manly;  secretary-treasurer,  J.  L.  Yancey. 


ARKANSAS  INSPECTION  AND  FIRE  PRE^ 
VENTION  BUREAU. 

Manager,  E.  L.  Barkley,  P.  O.  Box  1042,  Mem- 
phis, Tenn. 

ARKANSAS  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Allan  Kennedy,  Ft.  Smith;  vice-presi- 
dents, Herman  Carlton,  J.  O.  Blakeney ;  secretary 
and  treasurer.  Arthur  W.  Mills,  Pine  Bluff. 

Annual  meeting  in  June. 


CALIFORNIA     STATE     ASSOCIATION     OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  I.  H.  Clay,  Oakland;  vice-presidents. 
Will  Stephens,  J.  L.  Craig;  secretary  and  treasur- 
er, Fred  W.  Le  Ballister,  1306  Broadway.  Oakland, 
Cal. 

Annual  meeting  in  May. 


BOARD  OF  MARINE  UNDERWRITERS  OF 
SAN  FRANCISCO. 

President,  Wm.   T.  Dutton:  secretary  and  treas- 
urer, Edmund  L.  Woods. 
Annual  meeting  second  Tuesday  in  February. 


UNDERWRITERS   FIRE  PATROL   OF   SAN 

FRANCISCO. 

President,  B.  Faymonville;  vice-president,  C. 
Mason  Kinne;  secretary  and  treasurer,  Clinton 
Folger. 

Annual  meeting  third  Thursday  in  January. 


LOS  ANGELES   FIRE  UNDERWRITERS 
ASSOCIATION. 

President,  Will  Stephens;  vice-president,  C.  A. 
Kenyon;  secretary,  Egbert  van  Alien;  treasurer,  J. 
W.  Montgomery. 

Annual  meeting  second  Wednesday  in  October. 
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PASADENA   FIRE   UNDERWRITERS  ASSO- 
CIATION. 

President*  J.  C.  Bniinard;  Tice-president,  I. 
Sprinffen  secretary,  N.  T.  Horton;  treaaurer, 
Lloyd  Macey. 

Annual  meeting  second  Wednesday  in  October. 


OAKLAND    (CAL.)    BOARD   OF    FIRE    UN- 

DERWRITERS. 

President,  E.  H.  McCandlish:  vice-president,  J. 
Heyman;  secretary,  Leo  R.  Weil;  treasurer,  C. 
Fred.  Burks. 


SPECIAL      AGENTS      ASSOCIATION       OF 
SOUTHERN  CALIFORNIA  AND  ARIZONA. 

President,  Chas.  Van  Valkenburg;  yice-president, 
F.  C.  Stantford;  secretary  and  treasurer,  R.  C. 
Archer,  Los  Angel«s,  Cal. 


SAN  FRANCISCO  BROKERS  EXCHANGE. 

President,  R.  G.  Guiyette;  yice-presidents,  Jere- 
miah  Deacey,  Charles  C.  Nichols;  secretary  and 
treasurer,  A.  H.  Merrill. 


CANADIAN  FIRE  UNDERWRITERS  ASSO- 
CIATION, QUEBEC  AND  ONTARIO. 

President,  R.  MacD.  Paterson. 

Quebec  Branch.— Vice-president,  William  W. 
Mackay :  secretarr,  Alf.  W.  Hadrill,  Montreal. 

Ontario  Branch.— Vice-president,  Wm.  Merkle; 
secretary.  J.  A.  Robertson,  Toronto. 

Annual  meeting  in  June. 


THE  MUTUAL  FIRE  UNDERWRITERS  AS- 
SOCIATION  OF  ONTARIO. 

President  Wm.  Purvis,  Columbus;  first  vice- 
president,  J.  J.  Stewart,  Brampton;  second  vice- 
president,  J.  C.  Dance,  Kingsmill;  secretary  and 
treasurer,  James  Beattie,  Fergus. 

Annual  meeting  hxed  by  executive  committee. 


WESTERN     CANADA     FIRE     UNDER- 
WRITERS ASSOCIATION. 

Cbairman,   W.   T.   Kirby;  vice-chairman,   C.  S. 
Riley;  secretarjr  and  treasurer,  F.  J.  L.  Harrison. 
Annual  meeting  second  Thtirsday  of  January. 


ONTARIO     LOCAL    FIRE    INSURANCE 
AGENTS  ASSOCIATION. 

President,  S.  C.  Young,  Fort  William;  vice- 
presidents,  O.  L.  Steele,  W.  B.  Stephens;  secre- 
tary and  treasurer,  Neil  CampbelL 


VANCOUVER    ISLAND    FIRE    UNDER- 
WRITERS ASSOCIATION  OF  B.  C. 

President,    J.    C.     Bridgman;    vice-president,    S. 
T.    Cross;    secretary  and   treasurer,  H.   R.   Page. 
Annual  meeting  third  Friday  in  May. 


MAINLAND    FIRE    UNDERWRITERS    ASSO- 
CIATION  OF  BRITISH  COLUMBIA. 

President,  Charles  R.  Gilbert;  vice-president,  W. 
Wylie  Johnson. 


ROCKY  MOUNTAIN  FIRE  UNDER- 
WRITERS ASSOCIATION.* 

Chairman,  A.  G.  Dugan,  Chicago,  111.;  Bernard 
Faymonville,  San  Francisco,  Cal.;  treasurer  and 
manager,  M.  J.  Bums,  Denver,  Col. 

Annual  meeting  in  October. 

^Jurisdiction,  Colorado,  Wyoming  and  New 
Mexico. 


COLORADO  ASSOCIATION   OF   LOCAL 
FIRE  INSURANCE  AGENTS. 

President.  Chas.  W.  Gill,  Denver;  secretary  and 
treasurer,  James  B.  Brown,  Jr.,  Denver. 
Annual  meeting  in  September. 


MOUNTAIN  FIELD  CLUB. 

Chairman.  C.  D.  Cobb;  secretary,  A.  T.  Bailcv; 
treasurer,  Charles  S.  Hiu,  Denver. 


CONNECTICUT   STATE    ASSOCIATION    OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  Charles  I*  McNeil,  Torrington;  vice- 
presidents.  Ruben  B.  Pcaroe,  Danbursr:  £.  S. 
Cowles,  Hartford;  Philip  L.  Holzer,  Bridgeport; 
secretary  and  treasurer,  Edward  W.  Kneen.  Shel- 
ton. 

Annual  meeting  in  November. 


FIRE    PROTECTION    ASSOCIATION    OF 
CONNECTICUT. 

Resident.  A.  kx.  Ballard,  Bridgeport;  vice- 
president,  Toseph  Regelmever,  New  Haven :  secre- 
tary, S.  J.  Metzger,  New  Haven;  treasurer,  Horace 
B.  Clark,  Hart^rd. 


HARTFORD  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  Charles  E.  Parker;  vice-president,  E. 
S.  Cowles;  secretary  and  stamp  clerk,  Chester  M. 
Pitkin;  treasurer,  C.  M.  Godoard.  of  Boston. 

Annual  meeting  on  the  second  Tuesday  in  Jan- 
uary. 


BRIDGEPORT  FIRE  UNDERWRITERS  AS- 
SOCIATION. 

President,  Wm.  V.  Garner;  vice-president,  J.  H. 
Crossley:   secretary,  Henry  R.   Greene. 
Annual  meeting  third  Wednesday  in  January. 


BOARD     OF     FIRE    UNDERWRITERS     OF 
THE  DISTRICT  OF  COLUMBIA. 

President,  Ralph  W.  Lee;  vice-president,  John 
L.  Weaver;  compact  manager,  A.  N.  Hamilton, 
Washington. 

Annual  meeting  on  the  second  Wednesday  in 
January. 

FLORIDA  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Knowles  Hyer,  Pensacola:  vice-presi- 
dents, D.  W.  Davis,  J.  H.  Norton.  S.  Y.  Way; 
secretary  and  treasurer,  Walter  Anderson,  Pensa- 
cola. 


GEORGIA  ASSOCIATION  OF  FIRE  UNDER- 
WRITERS. 

President,  Morris  Harris;  vice-presidents,  W. 
M.  Fulchcr,  D.  L.  Mclntyre;  secretary-treasurer, 
F.  B.  West.  Macon. 

ATLANTA   INSURANCE   EXCHANGE. 

President.  T.  C.  Williams;  vice-president, 
Rutherford  Lipscomb;  secretary  and  treasurer,  H. 
M.  Holliday. 

Annual  meeting  third  Wednesday  in  January. 


AUGUSTA  FIKE  INSURANCE  EXCHANGE. 

President,    H.     Gould    Barrett;    vice-president, 
no.    W.    Walker;    secretary   and  treasurer,    Geo. 
^   Evans. 
Annual  meeting  second  Tuesday  in  January. 


^ 
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COLUMBUS     FIRE    INSURANCE    EX- 

CHANGE. 

President,  C.  M.  Woolfcld;  rice-president.  M. 
R.  Floumey^  secretary  and  treasurer,  J.  C.  Coart. 
Annual  meeting  first  Monday  in  December. 


FIRE  UNDERWRITERS  ASSOCIATION   OF 

MACON. 

President,  Calder  B.  Wallingham,  Jr.;  rice-presi- 
dent,  John  G.  Cone;  secretary  and  treasurefi 
Price  £.  Hertz. 

Annual  meeting  fourth  Tuesday  in  April. 


BOARD  OF  FIRE  UNDERWRITERS  OF 

SAVANNAH. 

President,  R.  J.  Dayant;  vice-president.  W.  F. 
Train;  secretary  and  treasurer,  Alfred  D.  Henden. 
Annual  meeting  last  Tuesday  in  June. 


ILLINOIS  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Abrmm  Spitler,  Mattoon;  vice-presi- 
dents. H.  F.  Arnold,  Galesburg;  John  Cunlin, 
Rocktord;  N.  W.  Tomblin,  Aurora;  secretary- 
treasurer,  Shirley  E.  Moisant,  Kankakee. 


ILLINOIS    STATE    BOARD    OF   FIRE    UN- 
DERWRITERS. 

President,  W.  J.  Sonnen;  vice-president.  Geo. 
A.  Arensj  secretery-treastuvr,  Miss  Editn  Ed- 
wards, Chicago. 

Annual  meeting  last  week  in  June. 


ILLINOIS     STATE     FIRE     PREVENTION 

BUREAU. 

President,  R.  M.  Bennett;  vice-president,  M.  L. 
Funkhouser;  secretary  and  treasurer,  Guy  Rich- 
ards. 


ILLINOIS  ASSOCIATION   OF  MUTUAL 
INSURANCE  COMPANIES. 

President,  I..  J.  Case,  Alta;  vice-president, 
James  Pollock,  Cambridge;  secretary,  W.  B.  Mc- 
Farland,  Hoopeston;  treasurer,  A.  J.  King,  Kings. 

Meeting  fourth  Tuesday  in  January,  1911. 


ILLINOIS    FIELD   CLUB. 

President,  E.  S.  Merrill;  vice-president,  M.  A. 
Scholbe;  secretaiy  and  treasurer.  Miss  L.  B. 
Herpich,  184  La  Salle  street,  Chicago. 

Annual  meeting  third  Tuesday  in  June. 


COOK     COUNTY     ASSOCIATION     OF     RE- 
CORDING  FIRE  INSURANCE  AGENTS. 

President,  Walter  G.  Davis;  vice-president,  Ed- 
ward Watkins;  secretary,  N.  W.  BirkhofF;  treas- 
urer, John  C.  Schuett. 

Annual  meeting  second  Monday  in  January. 


CHICAGO    BOARD    OF    UNDERWRITERS. 

President,  C.  N.  Bishop;  vice-president,  C.  S. 
Pellet;  secretary,  R.  N.  Trimingham;  treasurer. 
H.  G.  Buswell. 

Annual  meeting  second  Thursday  in  January. 


CHICAGO    BOARD   OF   FIRE   INSURANCE 

BROKERS. 

President.  H.  A.  Eschenburg:  vice-president.! 
Mrs.  Sara  Steenberg;  secretary,  Hugo  Dalmar,  IBII 
La  Salle  street;  treasurer,  W.  H.  Rose.  ,  I 

Annual  meeting  on  the  second  Wednesday  ini 
January. 


CHICAGO    BOARD    OF    MARINE    UNDER- 
WRITERS. 

President,  Captain  W.  M.  Egan;  vice-president, 
Calvin  Carr;  secretary  and  treasurer,  J.  B.  Kel- 
logg. 

Annual  meeting  last  Monday  in  March. 


FIRE  INSURANCE  CLUB  OF  CHICAGO. 

President,  Thos.  Cooper;  vice-president.  Ed- 
ward A.  Bremner;  secretary.  Newton  L.  Sample; 
treasurer,  Wm.  P.  Regan;  librarian,  W.  H.  Den- 
nison. 

Annual  meeting  second  Tuesday  in.  December^ 


GALESBURG  LOCAL  BOARD  OF  FIRE  UN- 

DERWRITERS. 

President,  L.  W.  Sanborn;  vice-president,  Henry 
F.  Arnold;  secretary  and  treaaurer,  Frank  Bartlett. 

Annual  meeting  first  Wednesday  after  first  Mon- 
day in  March. 


SPRINGFIELD   UNDERWRITERS  ASSO- 
CIATION. 

President,  Frank  Ryan;  secretary  and  treasurer, 
A.  Saunders  Haynes. 


INDIANA    ASSOCIATION    OF    UNDER- 
WRITERS.   (Union  Companies.) 

President,  John  Fitzgerald;  vice-president,  John 
Stone;  secretary  and  treasurer,  James  M.  McBeth. 

Annual  meeting  on  the  first  Friday  in  No- 
vember. 


INDIANA  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Edward  M.  Wilson;  vice-presidents, 
.  W.  Kirkpatrick.   Robert  MarshaU,  A.  L.  Jen- 
ins;  secretary  and  treasurer,  J.  Venc  Dorlaad,  La. 
Porte. 
Annual  meeting  in  October. 


i 


INDIANA   LEAGUE   OF  FIRE   UNDER- 
WRITERS. 

President,  A.  J.  Dillon;  vice-presidents,  Chas.. 
N.  Gorham,  Chas.  Engle;  secretary' and  treasurer, 
George  H.  Rehm,  Indianapolis. 

Annual  meeting  second  Monday  of  each  month. 


FARMERS'     MUTUAL     INSURANCE    COM- 
PANIES'  UNION  OF  INDIANA. 

President,  Geo.  V.  Kell,  Huntertown;  vice- 
president,  Emmett  Moore,  Hagerstown:  treasurer, 
H.  L.  Nowlin,  Morris  Hill. 

Annual  meeting  first  Thursday  and  Friday  after 
first  Monday  in  January. 


INDIANAPOLIS  FIELD  CLUB. 

President,  R.  C.  Ziegner;  vice-president,  A.  J. 
Henber;  secretary,  T.  T.  Barrett,  Jr.;  treasurer, 
Norman  C.  Berry. 


INDIANAPOLIS     FIRE     INSPECTION 

BUREAU. 

Manager,    T.    S.    McMurray,  Jr.,   lOOt  Lemcke 
Building,  Indianapolis. 


INDIANAPOLIS   FIRE  INSURANCE  ASSO- 
CIATION. 

President,  John  R.  Welch;  viceHDresidcnt,  Fred. 
A.  Gregory;  secretary,  Jamea  H.  Drew;  treasttrcr, 
Edwin  Hill. 

Annual  meeting  second  Tuesday  in  Jaaoary. 
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INDIANA  INSPECTION   BUREAU. 
Pnblishcr,  E.  M.  Sellers,  Indianapolis. 


IOWA    INSPECTION    BUREAU. 
C.  J.  Stewart,  manager.  Cedar  Rapids,  la. 


IOWA  STATE  CONVENTION  OF  CO-OPERA- 
TIVE  INSURANCE  ASSOCIATIONS. 

President,  James  R.  Gillis,  Mt  Pleasant;  secre- 
Ury  and  treasurer,  C.  H.  Ohlendorf,  Council 
Bluffs. 

Annual  meeting  second  Tuesday  in  NoTember. 


IOWA    STATE   FIRE    PREVENTION    ASSO- 
CIATION. 

President,  J.  W.  Wamshius;  vice-president.  W. 
J.  Ciacel;  sccreUry  and  treasurer,  W.  W.  Waddell. 


IOWA  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Wajland  C.  Ballard;  Tice-president, 
Lewis  Anderson;  secretary-treasurer,  H.  P. 
Guiney,    Sioux   City. 

Annual  meeting  in  June. 


DES    MOINES    UNDERWRITERS    ASSOCIA- 
TION. 

President,  B.  F.  Kauffman:  vice-presidents,  W. 
C  Ballard,  George  W.  Woodbury;  secretary,  W. 
T.  Sowers;  treasurer,  A.  J.  Verran. 


KANSAS   ASSOCIATION   OF   LOCAL   FIRE 
INSURANCE  AGENTS. 

President.  R.  P.  Cravens,  Salina;  vice-presi- 
dents, W.  £.  Griffith,  Charles  Schafner;  secretary, 
F.  R.  Fitzpatrick,  Salina;  treasurer,  C.  S.  Elliott, 
Topeka. 

Annual  meeting  in  February. 


KANSAS     STATE     ASSOCIATION     OF 
MUTUAL  INSURANCE  COMPANIES. 

President.  W.  B.  Gasche,  Hartford,  Kan.;  vioc- 
pivsident,  R.  M.  Scott.  PitUburg,  Kan.;  secretary 
assd  treasurer,  A.  J.  Shaw,  McPnerson,  Kan. 

Annual  meeting  in  November. 


THE  KANSAS  FIRE  INSURANCE  INSPEC- 

TION  OFFICE. 

Proprietor  and  manager,    Charles   E.   Eldridge, 
Topoca. 


KENTUCKY     BOARD     OF    FIRE    UNDER- 
WRITERS.* 

Plresident,   J.    C.    Lucas;   vice-president,   J.    H. 
Carry;  secretary,  Harrv  C.  Bean. 
Annual  meeting  in  November. 


KENTUCKY   ASSOCIATION   OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  S.  D.  Lanaiejr:  vice-presidents, 
Tkomas  O.  Timberlake,  W.  R.  Fisher.  Fred  Hum- 
mel; secretary  and  treasurer,  O.  R.  Mann. 

Annnal  meeting  in  May. 


KENTUCKY  STATE  FIRE  PREVENTION 
ASSOCIATION. 

President,   William  Sowards;  vice-president,   C. 
L.    Foster;  secretary-treasurer,  A.  F.  Boiling. 


KENTUCKY   INSPECTION    BUREAU. 
Manager,  Charles  E.  Springer. 


*  Formerly  Kentucky  and  Tennessee  Board  of 
Fire  Underwriters. 


FIRE  UNDERWRITERS  CLUB  OF 
NORTHERN   KENTUCKY. 

President,  H.  A.  Schroetter;  vice-president, 
George  S.  Bartlett:  secretary,  John  R.  Bullock; 
treasurer,  B.  A.  Aoams. 


LOUISVILLE    BOARD    OF    FIRE    UNDER- 

WRITERS. 

President,   Howard  W.   Hunter:  vice-president, 
Fred  J.  Hummell;  secretarv.  W.  W.  Boomer. 
Annnal  meeting  second  Wednesday  in  January. 


LOUISIANA  ASSOCIATION   OF   LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  J.  W.  Alexander:  vice-presidents,  P, 
F.  Pescud,  J.  L  Wascy,  H.  Bodenneimer;  assist- 
ant secretary,  J.  S.  Loeb,  New  Orleans;  treasurer, 
Dan  A.  Rose,  New  Orleans. 

Annual  meeting  subject  to  call. 


LOUISIANA  FIRE  PREVENTION  BUREAU. 

President,  J.  D.  Kitchen;  vice-president,  Fergus 
G.  Lee;  secretary  and  treasurer,  Sol.  Bloodworth, 
New  Orleans. 

Annual  meeting  September  or  October. 


MAINE  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE  AGENTS   (PORTLAND,    ME.). 

President,  F.  C.  Lynam,  Bar  Harbor;  vice- 
presidents,  J.  W.  McClure,  Bangor;  Frank  Nelson. 
Calais;  Jacob  R.  Little,  Lewiston;  secretary  and 
treasurer,  Converse  E  Leach,  Portland. 

Annual  meeting  third  Wednesday  in  May. 


CUMBERLAND  COUNTY  BOARD  OF  FIRE 
UNDERWRITERS   (PORTLAND,   ME.). 

President,  Thos.  J.  Little;  vice-presidents,  Wm. 
W.  Cutter  and  Albert  B.  HaU;  secretary  and 
treasurer.  Phillip  I.  Tones. 

Annual  meetmg  first  Tuesday  after  the  first 
Monday  in  January. 


ASSOCIATION  OF  FIRE  UNDERWRITERS 
OF  BALTIMORE  CITY. 

President,  Henrv  M.  Warfield;  vice^resident, 
Wm.  Cunningham;  secretary,  (Tharles  £.  Willet; 
treasurer,  Marion  K.  Burch. 

Annual  meeting  second  Tuesday  in  January. 


MASSACHUSETTS   MUTUAL  FIRE  INSUR- 

ANCE  UNION. 

President,    Walter    L.    Harris:    vice-presidents, 
Francis  H.  Lincoln,  Tames  Y.  Noyes;  secretary, 

{general  inspector   and   treasurer,   Chas.    F.   Dan- 
orth. 
Annnal  meeting  third  Saturday  in  September. 


MASSACHUSETTS  ASSOCIATION  OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  C.  H.  Cornish,  New  Bedford;  vice- 
presidents,  Wm.  Gilmour,  E.  B.  Ingraham,  A. 
C.  E.  Stimson,  J.  M.  StevensoxK  T.  H.  Raymond; 
secretary  and  treasurer,  C.  B.  Russell,  Marl- 
borough. 

Annual  meeting  in  October. 


BOSTON  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,   Charles  B.  Wheelock;  vice-president, 
G.  C.  Holt;  treasurer,  A.  J.  Lewis;  secretary,  F. 
E.  Cabot. 
Annual  meeting  second  Tuesday  in  November. 
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BOSTON    FIRE    UNDERWRITERS    UNION. 

President.  George  P.  Field;  vice-presideiit,  A. 
M.  Bullard:  secretary  and  treasurer,  Osborne 
Howes,  K  Kilby  street. 

Annual  meeting  second  Thursday  in  December. 


BOSTON  SUBURBAN   BOARD  OF  FIRE 
UNDERWRITERS. 

President,    Herman  Bird,   Cambridge:  secretary 
and  treasurer,  Theodore  H.  Raymond,  Cambridge. 
Annual  meeting  third  Wednesday  in  January. 


BOSTON  BOARD  OF  MARINE  UNDER- 

WRITERS. 

President.    Edmund    A.    Poole;    secretary    and 
treasurer,  A.  J.  Daigneau. 
Annual  meeting  first  Wednesday  in  June. 


INSURANCE   LIBRARY   ASSOCIATION  OF 

BOSTON. 

President,  H.  L.  Hiscock;  clerk  and  treasurer, 
Edward  C.  Brush;  librarian,  D.  N.  Handy. 
Annual  meeting  second  Saturday  in  January. 


BROCKTON  FIRE  UNDERWRITERS  ASSO- 

CIATION. 

President,  Frank  E.  Packard:  vice-president, 
Dayid  W.  Battles;  secretary,  A.  F.  Parker;  treas- 
urer, B.  M.  Fullerton. 

Annual  meeting  first  Monday  in  June. 


CAMBRIDGE  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  C.  Fred  Pierce;  vice-president,  Arthur 
R.  Henderson;  secretary  and  treasurer,  A.  M. 
Stuart. 

Annual  meeting  second  Thursday  in  April. 


LYNN  BOARD  OF   UNDERWRITERS. 

President,  Tames  O.  Parke;  vice-president,  Al> 
bert  E.  Heald;  secretary,  Eugene  A.  McCarthy; 
treasurer,  Frank  \% .  Andrew. 

Annual  meeting  Monday  following  the  first  Sat- 
urday in  June. 


SPRINGFIELD   BOARD   OF  FIRE  UNDER- 
WRITERS. 

President,    F.   C.   Parker;  vice-president,   W.   I. 
Davis,  secretary  and  treasurer,  G.  Herbert  Ide. 
Annual  meeting  second  Monday  in  May. 


WORCESTER  BOARD  OF  UNDERWRITERS. 

President,  Norman  A.  Harrington;  vice-presi- 
dents, Wm.  P.  McPherson,  Charles  L.  Gates; 
secretary  and  treasurer,  Charles  S.   Park. 

Annual  meeting  last  Tuesday  in  April. 


MICHIGAN  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,    H.    H.    Wriffht,    Port   Huron;    vice- 

S residents,    Mark    Geer,    J.   W.   Hughston,  J.    L. 
alster,   W.   C.   Douslas,  O.  A.   Leonard,   P.   B. 
Barnes;  secretary  ana  treasurer,  W.  A.  Eldridge, 
86  Sute  street^  Detroit. 
Annual  meeting  in  August. 


MICHIGAN  INSPECTION   BUREAU. 

Wm.  T.  Benallack,  manager,  Detroit:  J.  H 
Montgomery,  engineer,  Detroit;  T.  D.  Hall,  in 
spector,  Detroit;  N.  C.  Lowe,  inspector,  Jack 
son:  B.  D.  West,  inspector.  Grand  Rapids;  Geo 
H.  House,  inspector,  Saginaw;  H.  W.  Trembath, 
inspector,  Negaunee;  B.  J.  Lowe,  inspector, 
Kalainaxoo;  Fred  D.  Curtis,  inspector.  Traverse 
City. 


FIRE  UNDERWRITERS  OF  THE  CITY  OF 

DETROIT. 

President,  Joseph  P.  Goodrich;  vice-president, 
Leo  K.  Hennes*  secretary,  Alfred  Bunclark,  86 
Home  Bank  Building;  treastu-er,  Harry  B.  Page. 

Annual  meeting  third  Tuesday  in  January. 


FIRE  UNDERWRITERS  CLUB  OF 
SAGINAW. 

President,  Wm.  Wallace;  vice-president,  Wm. 
F.  Hemmeter;  secretary  and  treasurer,  Edinn 
Kersten. 

Annual  meeting  second  Thursday  in  December. 


STATE    ASSOCIATION    OF    MUTUAL    IN- 
SURANCE COMPANIES  OF  MICHIGAN. 

President,  F.  G.  Rix,  Dowagiac;  vice-president, 
G.  L  Hoyt,  Ann  Arbor;  secretary  and  treasurer, 
J.    E.   Taylor,  Belding. 

Annual  meeting  second  Tuesday  in  February. 


FIRE  UNDERWRITERS   CLUB  OF  GRAND 

RAPIDS. 

President,  James  M.  Crosbv;  vice-president. 
Chas.  G.  Watkins;  secretary  ana  treasurer,  W.  A. 
Martindale. 

Annual  meeting  last  Tuesday  in  October. 


MINNESOTA  AND  NORTH  DAKOTA  FIRE 
UNDERWRITERS. 

President,  W.  J.  Haggarty;  vice-president,  E. 
A.  Davis;  secretary,  E.  S.  Lotta;  treasurer.  W. 
M.  Higby. 

Annual  meeting  third  Tuesday  in  July. 


STATE    ASSOCIATION    OF    FARMERS 
MUTUAL  INSURANCE  COMPANIES. 

President.  A.  D.  Stewart;  vice-president,  Ole 
Peterson,  New  Ulm;  secretairy  and  treasurer,  K- 
E.  Bullis,  West  Concord. 

Annual  meeting  first  Wednesday  after  second 
Tuesday  in  January. 

MINNESOTA     ASSOCIATION     OF     LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  J.  P.  Thomson,  Minneapolis;  vice- 
presidents,  Joseph  A.  Rogers,  Frank  E.  Joy, 
Henry  Nolte,  Ora  Clark;  secreury  and  treasurer, 
W.  H.  Hart,  St.  Paul. 

Annual  meeting  in  August. 


MINNEAPOLIS  BOARD   OF  FIRE  UNDER- 
WRITERS. 

President.  C.  B.  Shove.  Lumber  Exchange.  Min- 
neapolis; vice-president,  F.  H.  Wagner,  New  York 
Life  Building,  Minneapolis;  secretary,  Jacob 
Stone.  Security  Bank  Building,  Minneapolis; 
treasurer,  Alexander  Campbell,  wew  York  Life 
Building,  Minneapolis. 

Annual  meeting  in  June. 


MINNEAPOLIS   UNDERWRITERS  INSPEC- 

TION  OFFICE. 

Treasurer,  W.  T.  Fisher. 


MINNEAPOLIS   UNDERWRITERS  ASSO- 

CIATION. 

President,  C.  W.  Sexton;  vice-president,  F.  D. 
Wagner;  secretary  and  treasurer,  Jacob  Stone. 


ST.    PAUL  BOARD   OF   FIRE  INSURANCE 
UNDERWRITERS. 

President,  John  Townsend;  vice-president,  F. 
L.  Powers;  secretary  and  treasurer.  W.  H.  Hart. 

Annual  meeting  first  Tuesday  after  first  Mon- 
day in  June. 
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MISSISSIPPI  FIRE  UNDERWRITERS 
ASSOCIATION. 

Prerident,  B.  H.  Grimes,  Vicksburg;  vice-presi- 
dent, F.  V.  Becker,  BrookhsTen;  secretary  and 
trc«aarer»  J.  K.  Moore,  Vicksburg. 


MISSISSIPPI     INSPECTION    AND    ADVIS- 
ORY RATING  BUREAU. 

President,    A.    A.    Weile;   secretary,    David    B. 
Taylor,  Vicksburg. 


MISSOURI  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  S.  D.  Capen,  St  Louis:  vice-presi- 
dents, W.  D.  Hemingway,  U  H.  Stubbs,  Walter 
J.  Bales;  secretary  ana  treasurer,  Howard  E. 
Gray,  Joplin. 

Annual  meeting  in  June. 


MISSOURI  INSPECTION  AND  SURVEY 

BUREAU. 

F.  J.  Fetter,  manager. 


MISSOURI  FIRE  PREVENTION  ASSO- 
CIATION. 

President,  P.  J.  Heffeman,  St.  Louis;  vice-presi- 
dent, F.  T.  M.  Wenie;  secretary  and  treasurer,  A. 
H.  Grupe. 

Annual  meeting  first  Tuesday  in  September. 


LOUIS    INSURANCE    AGENTS    ASSO- 
CIATION. 

President,    Geo.     D.     Markham;    vice-president 
Sam   D.    Capen;    secretary,    Albert   H.    Schwarz; 
treasurer.  C.  J.  Kehoe. 
Annual  meeting  third  Tuesday  in  December. 


ST.    LOUIS   FIRE  PREVENTION   BUREAU. 

President,  H.  M.  Blossom:  secretary.  Albert  H. 
Sciiwarz;  treasurer,  F.   H.  Kreismann. 
Annual  meeting  third  Tuesday  in  February. 


ST.  LOUIS  FIRE  INSURANCE  CLUB. 
President   J.    S.    Houseman;    secretary,    J.   W. 


t7NDERWRITERS    SALVAGE    CORPS, 
ST.  LOUIS. 

President,  Chas.  L.  Crane:  vice-president,  C. 
L  Kehoe;  secretary,  Chas.  D.  Eaton;  treasurer, 
E.   tL.  Cowen. 

Aanual  meeting  third  Thursday  in  March. 


KANSAS  CITY  (MO.)  FIRE  UNDER- 
WRITERS ASSOCIATION. 

President   Chas.   A.  Adkins;  vice-president,  E. 
A.  Harris;  aecretary,  C.  D.  Stowell. 
Anntial  meeting  third  Tuesday  in  December. 


MONTANA     ASSOCIATION     OF     LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  H.  G.  Pickett  Butte;  vice-president, 
Geo.  P.  Wellcome;  secretary  and  treasurer,  E.  L. 


Asmual  meeting  third  Saturday  in  July. 


KEBRASKA  ASSOCIATION  OF  LOCAL 
FIRE   INSURANCE  AGENTS 

Presidettt  Paul  Colson;  vice-presidents,  W.  S. 
CUpp,  Alfred  W.  White.  O.  W.  Palm,  Fred 
H^cr,  B.  L.  Baldwin,  T.  F.  Horn;  secreUry  and 
tseeaorcn  Chaa.  O  TsJmage. 

Annual  meeting  in  September. 


NEBRASKA    INSPECTION     BUREAU. 

A  G.  Beeson,  publisher.  lOi-lOS  McCague  Bldg., 
Omaha,  Neb. 
Annual  meeting  in  April. 


OMAHA     FIRE     INSURANCE    AGENTS 
EXCHANGE. 

President  B.  L.  Baldwin;  vice-president,  John 
Robbins:  secreUry,  Charles  O.  Talmage;  treas- 
urer, Alued  C.  Kennedy. 

Annual  meeting  second  Wednesday  in  January. 


NEW    HAMPSHIRE    BOARD    OF    UNDER- 
WRITERS. 

President  A.  F.  Howard :  vice-president,  r*.  A. 
Sargeant;  secretary.  S.  C.  Eastman;  treasurer,  F. 
W.  Cheney. 

Annual  meeting  on  the  first  Tuesday  in  March. 


NEW     HAMPSHIRE     ASSOCIATION     OF 

LOCAL  FIRE  INSURANCE  AGENTS. 
President,    L.    C.    Merrill,    Concord;    vice-presi- 
dents, S.  H.  Brigh*m,  T.  J.  Shepard.  F.  T.  Pol- 
land;    secretary    and    treasurer,    A.    T.    Brinton, 
Manchester. 
Annual  meeting  in  December. 


NEW    JERSEY    ASSOCIATION    OF    LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  John  H.  Ward;  vice-president  Craw- 
ford Miller;  secretary  and  treasurer,  S.  M.  Meek- 
er, Elisabeth. 

NEW    JERSEY    STATE    ASSOCIATION    OF 
MUTIML  FIRE  INSURANCE  COMPANIES. 

President,  Joseph  C.  Dunn;  vice-president,  R. 
W.  Woodward;  secretary.  W.  A  Bourdon;  treas- 
urer, Chas.  F.  Reed,  Rahway. 

Annual  meeting  in  March. 


ELIZABETH     BOARD     OF     UNDER- 
WRITERS. 

President,  Elwood  W.  Phares:  vice-president,  R. 
W.  Woodward:  secretary,  W.  A.  Bourdon;  treas- 
urer, S.  C.  Bishop. 

Annual  meeting  second  Wednesday  in  March. 


NEWARK   FIRE  INSURANCE  EXCHANGE. 

President    Ross   M.    Wickham:    vice-president, 

James  E.  Garabrant;  secretary  and  treasurer,  C.  S. 
)odd;  manager,  John  M.  Hughes. 
Annual  meeting  in  May. 


UNDERWRITERS  ASSOCIATION  OF  NEW 
YORK  STATE. 

President,  F.  L.  Curtis;  vice-presidents,  W.  W. 
Lcnosc,  Charles  K  Dosser;  secretary  and  treas- 
urer, F.  W.  Jenness,  Syracuse;  assistant  secretary, 
G.  S.  Baxter. 

Annual  meeting  second  Tuesday  in  January. 


NEW     YORK     STATE     ASSOCIATION     OF 
SUPERVISING  AND  ADJUSTING  AGENTS. 

President  J.  M.  Donald,  Brooklyn;  vice-presi- 
dent, E.  H.  Hombostel;  secretary  and  treasurer, 
F.  J.  Sullivan,  Niagara  Falls,  N.  Y. 

^nual  meeting  in  July. 


NEW     YORK     STATE     ASSOCIATION     OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  W.  E.  Richards,  Utica:  vice-presi- 
dents, L.  G.  Morgan,  Buffalo;  G.  T.  Amsden, 
Rochester;  C.  F.  Peck,  Watcrtown;  G.  H.  John- 
son, Syracuse;  F.  C.  Horten,  Oswego;  Charles 
W.  CooK  Glens  Falls;  secretary  and  treasurer, 
Charles  C.  McNitt,  Norwich. 
Annual  meeting  in  June. 
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NEW  YORK  STATE  CENTRAL  ORGANIZA- 
TION  OF  COOPERATIVE  FIRE  INSUR- 
ANCE. 

President,  W.  H.  Vary,  Watertown;  vice-presi- 
dent, Dr.  A.  F.  Sheldon,  Lvons;  secretary  and 
treasurer.  J.  E.  McClellan.  West  Hebron. 

Annual  meeting  fourth  Wednesday  in  January. 


BOARD     OF     UNDERWRITERS     OF     NEW 
YORK  (MARINE). 

President,  A.  A.  Raven:  vice-president,  Herbert 
Fuller;  secretary,  J.  H.  Piatt;  treasurer,  Cornelius 
Eldert. 

Annual  meeting  first  Thursday  in  May. 


INSURANCE   BROKERS  ASSOCIATION  OF 
THE  CITY   OF   NEW  YORK 

President,  Sceley  Benedict:  vice-president,  A. 
C.  Hegeman;  secretary,  F.  S.  L4ttle;  treasurer, 
W.  C.  Pate. 

Annual  meeting  third  Wednesday  in   March... 


NEW    YORK    BOARD    OF    FIRE    UNDER- 

WRITERS. 

President.  William  N.  Kremer;  vice-president, 
Hennr  W.  Eaton;  secretary  and  treasurer,  A  .M. 
ThorSurn;  assistant  secretly,  Curtis  C.  Wayland; 
assistant  treasurer,   Wilbur   F.  Bingham. 

Committee  on  Finance. — F.  O.  Affeld,  Mar- 
shall S.  Driggs,  Chas.  A.  Hull,  John  H.  Kelly, 
John  M.  Whiton,  A.  H.  Wray,  Thomas  A.  Ral- 
ston. 

Committee  on  Fire  Patrol. — Geo.  B.  Edwards, 
M.  J.  Ennis,  Howard  Hampton,  J.  G.  Hilliard, 
£.  £.  Pearce,  Charles  H.  Post,  £.  G.  Snow. 

Committee  on  Laws  and  Legislation. — M.  O. 
Brown,  Georse  W.  Burchell,  E.  H.  A.  Correa,  U. 
C.  Crosby,  Henry  Evans,  Harold  Herrick,  C.  G. 
Smith. 

Committee  on  Losses  and  Adiustments. — Louis 
P.  Bayard.  Charles  L.  Case.  1.  Montgomery  Hare, 
Harold  Herrick,  George  W.  Hoyt,  Joseph  Mc- 
Cord,  W.  L.  Perrin,  Wallace  Rdd,  John  M.  Tal- 
bot. S.  R.  Weed,  A.  H.  Wray. 

Committee  on  Surveys.— Fred'k  H.  Crum, 
Howard  Hampton,  J.  F.  Hastings,  Frank  Lock, 
W.  L.  Perrin,  C.  F.  Shallcross,  F.  H.  Way. 

Committee  on  Electricity.— James  A.  Alexander, 
N.  S.  Bartow,  R.  C.  Christopher.  H.  E.  Hess, 
A.  D.  Irving,  Jr.,  Joseph  McCord,  S.  R.  Weed. 


NEW     YORK     FIRE    INSURANCE 
EXCHANGE. 

President,  C.  L.  Case,  vice-president,  R.  Emory 
Warfield;  secretary  and  treasurer,  A.  M.  Thor- 
bum;  manager,  Willis  O.  Robb. 

Annual  meeting  second  Wednesday  in  March. 


NEW  YORK  SUBURBAN  FIRE  INSURANCE 

EXCHANGE. 

President,  Frederick  W.  Dey;  vice-president, 
Joseph  McCord;  secretary  and  manager,  S.  Al- 
bert Reid. 


ALBANY  BOARD  OF  UNDERWRITERS. 

President,  Edgar  M.  Griffiths}-  vice-president, 
Charles  C.  Dorwaldt;  secretary,  J.  U.  Dixon; 
treasurer,  Geo.  H.  Russell. 

Annual  meeting  third  Tuesday  in  April. 


BINGHAMTON    BOARD    OF   UNDER- 
WRITERS. 

President,  Fred  H.  Mitchell;  vice-president, 
B.  A.  Bauman;  treasurer,  Hartwell  Morse;  secre- 
tanr,  W.  S.  Reed. 

Annual  meeting  first  Monday  in  December. 


BROOKLYN    (N.  Y.)    UNDERWRITERS  AS- 
SOCIATION. 

President,  B.  C.  Thorn;  vice-oresident,  £.  B. 
Vanderveer;  secretary,  John  S.  Oliver;  treasurer, 
John  A.  DeGroot. 

Annual  meeting  in  ApriL 


BUFFALO  ASSOCIATION  OF  FIRE  UNDER- 
WRITERS. 

President,  F.  L.  A.  Cady ;  vice-president,  Edwin 
B.  Egbert;  secretarv,  W.  H.  McPherson;  treas- 
urer, Geo.  M.  Woodcock. 

Annual  meeting  first  Wednesday  in  April. 


HUNTINGTON  LOCAL  BOARD  OF  FIRE 
UNDERWRITERS. 

President,  Joseph  Irwin;  vice-president,  Henry 
S.  Brush;  secretary,  Thos.  E.  Irwin;  treasurer, 
G.  Barclay  Ward. 

ROCHESTER    BOARD    OF    FIRE    UNDER- 
WRITERS. 

President,  H.  M.  Webb;  vice»preaident,  Jamca 
C.  Qements;  treasurer.  Buell  P.  Mills;  secretary, 
Harry  F.  MiUer. 

Annual  meeting  first  Monday  in  September. 


SYRACUSE    BOARD   OF    FIRE  UNDER- 
WRITERS. 

President,  A.  Steinbicker;  vice-president,  J. 
Stephens;  secretary,  J.  S.  Fredenrich;  treasurer, 
H.  W.  Greenland. 

Annual  meeting  second  Friday  in  January. 


TROY   AUXILIARY    OF  THE   NEW   YORK 
STATE  ASSOCIATION  OF  LOCAL  AGENTS. 

President,  A.  W.   Harrington.  Jr..  Troy;  vioe- 

? resident,  G.  W.  Easton,  Hoosick  Fells;  secretarr, 
ames  H.  Carpenter,  Troy;  treasurer,  J.  K. 
.oomis.  Glens  Falls. 


TROY    (N.    Y.)    BOARD   OF   UNDER- 
WRITERS. 

President.  John  C.  Donnelly;  vice-president, 
Thos.  W.  Hielop^  trowurer,  Byron  Stillman;  sec- 
retary, Wm.  S.  Gunnison. 

Annual  meeting  first  Friday  after  first  Monday 
in  January. 


BOARD  OF  FIRE  UNDERWRITERS  OF 

UTICA. 

President,  F.  H.  Qark;  vice-president,  A.  D. 
Jones;  secretary,  H.  L.  Staley;  treasurer,  Egbert 
Bagg. 

Annual  meeting  second  Friday  in  January. 


BOARD     OF    FIRE     UNDERWRITERS     OF 
THE  CITY  OF  WATERTOWN. 

Preaident,  L.  G.  DeCant;  vice-president,  C. 
Fred  Peck:  secretary  and  treasurer,  Henry  D. 
Goodale,  Watertown,  N.  Y. 

Annual  meeting  in  October. 


BOARD  OF  FIRE  UNDERWRITERS  OF 
RICHMOND   COUNTY. 

President,  John  Kuts;  vic^resident,  H.  R.  Yet- 
man;  secretary,  Gustave  A.  Barth. 


BOARD     OF    FIRE    UNDERWRITERS     OF 
THE  CITY  OF  YONKERS. 

President,    J.    Foster    Jenkins;    vioe^resident, 
Benjamin  £.  SuUard;  secreUrv,  T.  R.  Hetaridis. 
Annual  meeting  fourth  Tuesday  in  January. 
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BOARD     OF     FIRE    UNDERWRITERS     OF 
PUTNAM  COUNTY. 

President,  J.  G.  Southard;  Tice-president,  C.  A. 
RandBll;  secretaiy,  WilUam  P.  Taylor,   Paterson. 
Annual  meeting  third  Tuesday  in  January. 


BOARD     OF    FIRE    UNDERWRITERS    OF 
SUFFOLK  COUNTY. 

President,  John  A.  Potter;  yice-president.  J. 
Rohhins^ secretary,  H.  H.  Preston;  treasurer,  Geo. 
A«  Coii  Win. 


WESTCHESTER    COUNTY     BOARD    OF 
UNDERWRITERS. 

President,  H.  E.  Colwell:  yic<M>resident,  G.  H. 
Blackman;  secretary,  L.  Ward  Prince;  treasurer, 
H.  D.  Buclcart. 

Annual  meeting  second  Wednesday  in  January. 


CAROLINA  FIELD  CLUB. 

President,  Benj.  F.  Smith;  vice-presidents,  Ed. 
E.  Paschall,  Alex.  Webb;  secretary,  Robert  G. 
Hayes,  Greenboro. 

Annual  meeting  second  Tuesday  in  July. 


NORTH  CAROLINA  FIRE  UNDERWRITERS 

ASSOCIATION. 

President,  R.  W.  Murray;  vice-presidents.  W.  B. 
Strachan,  T.  B.  Van  Metz;  secretary  and  treasurer, 
John  M.  Harrell,  High  Point. 

Annual  meeting  in  June. 


LOCAL  BOARD  OF  FIRE  UNDERWRITERS 
OF  WILMINGTON. 

Presidettt,  Walker  Taylor;  vice-president,  H.  F. 
Wilder;    secretary    and    treasurer,    S.    M.    Boat- 
Tififht 
Annual  meeting  first  Tuesday  in  January. 


OHIO    STATE   FIRE    PREVENTION    ASSO- 
CIATION. 

President,  Thomas  H.  Smith;  vice-president,  C. 
B.  Corry;  secretary-treasurer,  Mrs.  S.  C.  Neff. 
Annual  meeting  first  Tuesday  in  May. 


OHIO    ASSOCIATION   OF    LOCAL  FIRE  IN- 
SURANCE  AGENTS. 

President,  W.  I.  Kdffer,  Findlay;  vice-presi- 
dents, P.  Buerlde,  Sandusky;  W.  O.  Hall,  Akron; 
secretary.  S.  C.  Neff,  Columbus. 

Annual  meeting  in  June. 


OHIO  FIELD  CLUB. 

President,  Wm  H.  Clemons;  vice-president,  H. 
L^  Ideek;  secretary  and  treasurer,  Neal  C.  Row- 
land, Columbus. 

Annual  meeting  in  October. 


OHIO  STATE  ASSOCIATION  OF  MUTUAL 
INSURANCE  COMPANIES. 

President,  J.  H.  Keller:  vice-president,  O.  A. 
Rice,  Farmer;  secretary,  Chas.  P.  Troup,  Upper 
Sandttskv;  treasurer,  T.  L.  Garber,  Bellville. 

Annual  meeting  third  Tuesday  in  February. 


FARMER    MUTUAL    FIRE    PROTECTION 

ASSOCIATION. 

President,    Andrew    Hilbert,    Hicksville;    vice- 

Sesident.     W.      Hosack,      Hicksville;     secretary, 
.    A    Rice,   Farmer;    treasurer,    O.    D.   Ensign, 
Fanner. 

Annual  meeting  first  Saturday  after  first  Wed- 
nesday tn  January. 


OHIO  INSPECTION  BUREAU. 
T.  B.  Sellers,  manager,  Columbus,  Ohio. 


OHIO  LEAGUE.     (NONUNION.) 

President,  Jno.  E.  Smith;  vice-president,  W.  G. 
Shannon;  secretary  and  treasurer,  N.  T.  Julian. 
Annual  meeting  first  Tuesday  in  March. 


FIRE    UNDERWRITERS    FIELD    CLUB. 

President,  Wm.  H.  Clemons;  vice-president.  H. 
Lb  Meek;  secretary  snd  treasurer,  Neal  C.  Row- 
land. 


NORTH  DAKOTA  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President.  Thomas  Baker,  Jr.,  Fargo;  vice-presi- 
dent, W.  Lb  Williamson,  Lisbon;  secretary  and 
treasurer,  A.  O.  Rupert. 

Annual  meeting  in  June. 


FIRE    UNDERWRITERS    CLUB    OF 
CINCINNATI. 

President,  B.  F.  Qemens;  vice-president,  A.  W. 
Schell;  secretary,  Wm.  Stredelman;  treasurer,  E. 
F.  Weiss. 

Annual  meeting  on  the  Thursday  following  first 
Wednesday  in  January. 


CLEVELAND  INSPECTION  BUREAU. 
Manager,  C.  H.  Patton,  Park  Bldg.,  Cleveland. 


CLEVELAND     FIRE    INSURANCE 
EXCHANGE. 

President,  A.  H.  Bedell;  vice-president,  O.  M. 
McAninch;  secretary  and  treasurer,  M.  C.  Willis, 
Chamber  of  Commerce  Building. 

Annual  meeting  on  the  second  Tuesday  in  Feb- 
ruary. 


COLUMBUS    FIRE    INSURANCE    EX- 

CHANGE. 

President,  Andrew  J.  Pembroke;  vice-president, 
Frank  J.  McElroy;  secretary  and  treasurer,  Harry 
C.  Hughes. 

Annual  meeting  fourth  Tuesday  in  June 


TOLEDO     BOARD     OF     FIRE     UNDER- 
WRITERS. 

President,  F.  A.   Clark;  vice-president,   George 
Steig;  secretary-treasurer,  F.  W.  Whittleson. 


OKLAHOMA    ASSOCIATION     OF    FIRE 
UNDERWRITERS. 

President,  John   L.   Misner;  vice-president,   W. 
M.  Gregory;  secretary  and  treasurer.  F.  F.  Porter. 
Annual  meeting  third  Tuesday  in  April. 


OKLAHOMA  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  T.  M.  U|>shaw,  Oklahoma  City;  vice* 
presidents,  Chas.  Brice,  J.  H.  Mullen,  O.  1. 
Logan;  secretary  and  tressurer,  C.  D.  Coggeshall, 
Tulsa. 


OKLAHOMA  STATE  ASSOCIATION  OF  MU- 
TUAL  FIRE  INSURANCE  COMPANIES. 

President,  J.  E.  Smith;  vice-president,  L.  R. 
Hughey:  secretary,  F.  M.  Robinson,  Enid;  treas- 
urer, H.  P.  Covey. 

Annual  meeting  in  January  and  first  Monday  in 
August. 
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PENNSYLVANIA  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President.  Geo.  H.  Bums,  Kittaning;  vice-presi- 
dents»  William  H.  Reau^  Lewiston;  Charles  H. 
Hammerich,  Carlisle;  Mathew  Lone,  Hazelton; 
secretary  and  treasurer,  Frank  R.  Leib,  Harris- 
burg. 

Annual  meeting  second  Wednesday  in  June. 


PENNSYLVANIA    ASSOCIATION    OF    MU- 
TUAL FIRE  INSURANCE  COMPANIES. 

President,  C.  R.  Lantz,  Lebanon;  yice-presi- 
dents,  O.  S.  Marshall.  Rural  Valley;  John  A. 
Bower,  Landisburg;  George  T.  Ingham,  Tona- 
wanda;  secretary,  Arthur  Freeston,  Ene. 

Annual  meeting  in  August. 


PHILADELPHIA     FIRE     UNDERWRITERS 
ASSOCIATION. 

Chairman,  Nathan  J.  Dunn;  Tice-chairman, 
Chas.  Williams^  secretary  and  treasurer,  Chas,  A. 
Hexamer,  C.  £. ;  assistant  secretary.  J.  H.  Ken- 
nev,  196  S.   Fourth  street,  Philadelphia. 

Annual  meeting  on  the  second  Wednesday  an 
November. 


PHILADELPHIA    BOARD    OF    MARINE 
UNDERWRITERS. 

Secretary  and  treasurer,  £.  R.  Sharwood,  main 
floor,  Bourse. 
Annual  meeting  the  first  Monday  in  January. 


BOARD     OF     FIRE    UNDERWRITERS    OF 
ALLEGHENY  COUNTY   (PA.). 

President,  W.  J.  Patterson:  vice-president,  John 
B.  Reno;  treasurer,  John  H.  Claney;  secretary, 
W.  D.  McGill. 

Annual  meeting  on  the  third  Thursday  in  Jan- 
uary. 


HARRISBURG   UNDERWRITERS  ASSOCIA- 
TION. 

President,   S.   B.    Caveny;  vice-president,  J.  F. 
Dapp;     secretary     and     treasurer,     William     C. 
Armor. 

Annual  meeting  second  Tuesday  in  January. 


McKEESPORT   BOARD    OF   FIRE   UNDER- 
WRITERS. 

President,  Geo.  H.  I^sle;  vice-president,  W.  V. 
Campbell :  secretary,  Mrs.  Adda  P.  Webb;  treas- 
urer, T.  D.  Gardner. 

Annual  meeting  Tuesday  preceding  third  Thurs- 
day in  January. 


READING  UNDERWRITERS  ASSOCIATION. 

President,  Milton  S.  Palm;  vice-president,  W. 
Morris  Deisher;  secretary  and  treasurer,  Harry  B. 
Weand. 

Annual  meeting  second  Monday  in  December. 


RHODE  ISLAND  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  Joseph  G.  Henshaw,  Providence;  vice- 
presidents,  jias  Gallivan,  Jr.,  Geo.  P.  Smith,  Ar- 
thur O'Leary;  secretary  and  treasurer,  Clinton  T. 
Gamewell,  Providence. 

Annual  meeting  second  Wednesday  in  June. 


SOUTH      CAROLINA     ASSOCIATION      OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  Jas.  Cofield,  Spartanburg;  vice-presi- 
dent, I.  Frank  Johnson;  secretary  and  treasurer, 
Sam  M.  Grist,  Yorkville. 


CHARLESTON   BOARD    OF   FIRE   UNDER- 
WRITERS. 

President,    C.    Norwood    Hastie;   vice-president, 
John  B.  Reeves;  secretary,  F.  M.  Robertson. 
Annual  meeting  last  Tuesday  in  May. 


COLUMBIA    (S.    C.>    BOARD    OF    FIRE 
UNDERWRITERS. 

President,  John  H.  Bollin:  vice-president,  A.  S. 
Gaillard;  secretary,  George  L.  Dial. 


THE  SOUTH  DAKOTA  MUTUAL  BOARD 
OF  UNDERWRITERS. 

President,  O.  A.  Rudolph,  Canton;  vice-presi- 
dent, S.  H.  Helger,  Aberdeen;  secretaiy,  I.  Keith, 
Lake  Preston;  treasurer,  J.  O.  Walwrath, 
Mitchell. 

Annual  meeting  takes  place  October  2S. 


TENNESSEE     ASSOCIATION     OF     LOCAL 
FIRE  UNDERWRITERS. 

President,  W.  E.  Metzger,  Nashville;  vice-presi- 
dents, R.  H.  Fitzgerald,  South  Pittsburg;  Sol. 
Moyses,  Chattanooga;  D.  A.  Fisher,  Memphis; 
secretary  and  treasurer,  Chas.  B.  H.  Loventhal, 
Nashville. 

Annual  meeting  on  the  third  Tuesday  in  Oc- 
tober. 


TENNESSEE  INSPECTION  BUREAU. 
F.  H.  Warren,  manager,  Nashville,  Tenn. 


KNOXVILLE  INSURANCE  EXCHANGE. 

President,   R.    M.    Doll;   vice-president.   R.    H. 
Simmonds;  secretary  and  treasurer,  C.  W.  Searle. 
Annual  meeting  in  January. 


NASHVILLE  BOARD  OF  UNDERWRITERS. 

President,    John    Burns;    vice-president,    J.    V. 
Crockett;  secretary  and  treasurer.  J.  B.  McKee. 
Annual  meeting  fourth  Thursday  in  January. 


MEMPHIS  INSURANCE  EXCHANGE. 

President,  D.  A.  Fisher;  vice-president,  Jas.  D. 
Collins,  Recorder;  Harry  Hunter;  secretuy  and 
trcastirer.  Oscar  A.  Smith. 

Annual  meeting  first  Friday  after  first  Monday 
in  January. 

TEXAS  FIRE  PREVENTION  ASSOCIATION. 

President,   J.    W.    Cochran:   vice-president,  J.    S. 
Hereford;  secretary,  C.  B.  Roulet. 
Annual  meeting  in  June. 


LOCAL 


UNDERWRITERS     ASSOCIATION 

OF  TEXAS. 

President,  O.  H.  Millican,  Austin;  vice-presi- 
dents, S.  Hundley,  Moody;  Charles  Motz,  jr., 
Abilene;  M.  Earle;  secretary  and  treasurer,  Will- 
iam N.  Stacey,  Austin. 

Annual  meeting  in  April  or  May. 


GALVESTON  BOARD  OF  UNDERWRITERS. 

President,  J.   N.    Stowe;  vice-president,   C.   M. 
Guinard ;  secretary  and  treasurer.  E,  E.  Rice. 
Annual  meeting  second  Thursoay  in  March. 


UTAH  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE  AGENTS. 

President,  Hugh  Anderson;  secretary  and  treas- 
urer, Eugene  M.  Cannon. 
Annual  meeting  on  Saturday  nearest  October  6. 
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BOARD    OF    FIRE    UNDERWRITERS     OF 
SALT  LAKE  CITY. 

President,  C.  W.  JohnBon;  Tice^president,  Lewis 
A.  Evans;  secretary-treMurer,  Junes  W.  Collins. 
Annual  meeting  first  Saturday  in  January. 


VERMONT  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Alfred  £.  Watson.  Hartford;  Tioe^ 
cresidcnts.  Eugene  S.  Leonard,  Bellows  Falls; 
Fred  Kelley,  Kichford;  Jf.  N.  Webster,  Barton; 
secretary  and  treasurer,  F.  L,  Brigham,  Bradford; 
treasurer,  Walter  Clark,  Rutland. 


NORTxiEASTERN     VERMONT     ASSOCIA- 
TION  OF  UNDERWRITERS. 

Prcaident,  E.  M.  Campbell;  Ticc-presidents,  C. 
G.  Braley,  G.  S.  Robinson;  secretary  and  treas- 
nrer,  C.  S.  Hastings,  St.  Johnsbury. 

Annual  meeting  Aprial  18,  1810. 


BOARD  OF  FIRE  UNDERWRITERS  OF  AD- 
DISON AND  CHITTENDEN  COUNTIES. 

President.  T.  S.  Peck,  Burlington;  vice-presi- 
dent, C  T.  S.  Pierce;  secretary  and  treasurer, 
Henry  L  Ward,  Burlington. 

Annual  meeting  first  Tuesday  in  April. 


VIRGINIA  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Wm.  L  Pierce,  Christiansburg;  yice- 
presidents,  W.  Lee  Powell,  W.  B.  McCnesney; 
secretary  and  treasurer.  S,  T.  PuUiam,  Richmond. 

Annual  meeting  in  May. 


VIRGINIA   FIELD  CLUB. 

President.  Harry  Y.  Cbatterlv;  vice-presidents, 
S.  E.  Bicktord,  Geo.  McGoodridge;  secretary  ana 
treasurer.  W.  K.  Robins. 

Annual  meeting  in  October. 


PORTSMOUTH    BOARD    OF    UNDER- 
WRITERS. 

President,  Thos.  A.  Bain;  vice-president,  F.  W. 
Bilisoly;  secretary  and  treasurer,  F.  T.  Briggs. 
Annual  meeting  in  January. 


WASHINGTON  INSURANCE  ASSOCIATION. 

President,  J.  R.  Matson,  Seattle;  vice-president, 
H.  B.  Dottst,  North  Yakima;  secretary  and  treas- 
urer. B.  M.  Baker,  Seattle. 


SPOKANE  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  T.  K.  Binney;  vice-president.  H.  W. 
Newton;  secretary  and  treasurer,  Theo.  urentsch. 

Annual  meeting  third  Monday  in  January  each 
year. 


TACOMA  FIRE  UNDERWRITERS 
ASSOCIATION. 

President,  J.  M.  Keen;  vice-president,  John  F. 
Lyon;  secretary  and  treasurer,  r.  J.  Mattingly. 


SPECIAL  AGENTS  ASSOCIATION  OF  THE 
PACIFIC  NORTHWEST. 

President.  W.  W.  Grove,  Spokane;  vice-presi- 
dent, D.  R.  Atkinson.  Portland;  secretary-treas- 
urer, W.  G.  Fortman,  San  Francisco. 

Annual  meeting  in  December. 


WEST    VIRGINIA    FIRE    UNDERWRITERS 

ASSOCIATION. 

President,  F.  I.  Mosher;  vice-president,  J.  H. 
Bonney;  secretary  and  treasurer,  A.  S.  Whitley, 
Wbcelinff. 

Annual  meeting  in  March. 


WEST  VIRGINIA  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,   L.   G.    Keil,   Elkins;    secretary   and 
treasurer  j.   N.  Hendrix,  Wheelmg. 
Annual  meeting  in  September. 


WEST  VIRGINIA  INSPECTION  BUREAU. 
T.  B.  Sellers,  manager,  Columbus,  O. 


WISCONSIN    FIELD    MEN'S    CLUB. 

President,  E.  A.  Rademacher:  vice-president,  H 
O  Benedict;  secretary,  R.  B.  Ellis;  treasurer,  L 
S.  Wallace. 

Annual  meeting  in  June. 


WISCONSIN    ASSOCIATION    OF    MUTUAL 
INSURANCE  COMPANIES. 

President.   William  A.   McEwan.   Milton;   vice- 

f resident,  W.  M.  Lewis,  Mt.  Horeb;  secretary,  C. 
'.  Kenney,  Ccdarburg;  treasurer,  Geo.  S.  Church, 
Winneconne. 

Biennial  meeting  Wednesday  after  first  Tuesday 
in  February  of  uneven  numbered  years. 


WISCONSIN    ASSOCIATION    OF    LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  Walter  Hartshorn;  vice-presidents, 
Joseph  Koffend,  Chas.  B.  Weil,  John  West,  Tames 
K.  Hobbins,  E.  K.  Ansorge,  A.  Deitrich,  Henry 
Allen;  secretary  and  treasurer,  George  Y  Wilkin- 
son, 186  Grand  avenue,  Milwaukee. 


MILWAUKEE  BOARD  OF  UNDERWRITERS. 

President,  Frank  J.  Meyer;  vice-president, 
Walter  T.  Greene;  secretary,  J.  O.  Meyer;  treas- 
urer, Emil  P.  Hankel. 

Annual  meeting  second  Wednesday  in  October. 


CITY    AND    VILLAGE    MUTUAL    UNDER- 
WRITERS ASSOCIATION. 

President,  Geo.  Brereton,  Oshkosh;  vice-presi- 
dent, Charles  R.  Fox,  Mineral  Point;  secretary 
and  treasurer,  W.  W.  Collins,  La  Crosse,  Wis. 

Annusl  meeting  second  Tuesday  in  February. 


FIRE   UNDERWRITERS   OF  KENOSHA. 

President,  Charles  Tarbell;  vice-president,  A.  H. 
French;  secretary  and  treasurer,  James  E.  TuUy. 


NATIONAL  ASSOCIATION  OF  FACTORY  MUTUAL  INSURANCE 

COMPANIES. 

The  comfMmies  at  present  constituting  the  above-named  association  are  as  follows; 
American  Manufacturers,  Indianapolis;  Fitchburg,  Fitchburg;  Indiana  Millers,  Indian- 
^>olis ;  Pennsylvania  Millers,  Wilkesbarre ;  Implement  and  Vehicle  Manufacturers,  In- 
dianapolis; Metal  Workers,  Indianapolis. 
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National  Board  Tables. 

The  following  tables  were  presented  at  the  annual  meeting  of  the  National  Board  of 
Fire  Underwriters  on  May  a6,  1910. 

RISKS  WRITTEN.   PREMIUMS  AND  LOSSES. 
Joint  Stock  Pirb  Insurance  Companies  of  the  State  of  New  York. 


Ybak. 


1860-1870  inclusive. 
1871-Z880       *• 
Z881-1890 

1891 

1893 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 , 

Z901 , 

X903 

1903 

1904 

190S 

Z906 , 

1907 

X908 

1909 


1860-1909  inclusive. 


No.  of 
Com- 
panies. 


av.  loa 
••  93 
"      60 

40 

39 

3! 
38 

44 

53 

58 

57 
54 
48 
47 
46 
44 
47 
47 
46 

43 
44 


Fire  Risks 
Written. 


^3.iao.577.ooi 
M,387,a73,9i7 

35.03a.s50.457 

3.943.349.991 
4.130.544.366 
4,309,671,458 
3,868,733,518 
3.937.973.375 
4.008,673.764 

4.4*7.319.233 
4,834.609.046 

5.094,434.939 

5.373,111.634 

5.671.523.973 
6,338.333,150 

6,693.183.401 

6,973,896.805 

7.379.816.957 
8.136,878,033 

8.571,594.308 
8.639,305,607 
9,393,184.483 


$198,049,135,405 


Fire  Premiums 
Received.* 


$163,180,999 

199.948.943 

353,471.145 
38. 113.803 

31,041,859 
33.530.904 
31.536.540 
30.5a4.856 
30,994.943 

31  447.835 
31,065,670 

33,839.557 
35.730.837 

40,316,680 

49.550.a08 

53.506.313 
55,307.166 
59,068,359 

6S.136.545 
67,143,471 

65,644.058 

69.935.603 


Fire 
Paid 


$93,305,813 
108.364,304 
143,630.653 

17.057.937 
19.415.855 
31.597.013 

19.319.905 
16.534,384 

15.817.678 
14.844.934 

I7.637.a35 
ai.99s.807 

31,837,500 

33.430,730 

34.798.379 
35.331.341 

33,640.683 

37.646,358 

51.730,055 

31,336.168 

36.349.558 

33.775679 


$1,456,933,193  I    $814,454,738 


Ratio 
Losses 
to  $100 
of  Pre- 
miums. 


56.85 
54-30 

i^:S 

6354 
66.41 
61.36 

54.13 
51.03 
47.30 

55.17 
64.84 
61.09 

55.64 
50.04 

47.13 
60.83 

4680 

79.43 
46.65 

55  37 
46.87 


55.90 


Ratio 
Losses 
to  $100 
Risks. 


3988 
3817 
4073 
4336 

4094 
5130 

4994 
4306 

3946 

3: 


4180 
406a 

3955 


4835 
3746 
6358 

3054 
4307 

3489 
.4113 


Amount 

Risks 

Written 

to  $1.00 

Loss. 


350.75 
361.96 

34555 
331.17 
313.04 
194.92 
300.35 
337.70 

353.43 
398.2^ 

374.16 

939.36 

346.16 

352.85 
351.56 

365.33 
307.01 

366.93 

15739 
3736s 

337.67 
386.56 


343.17 


Joint  Stock  Fire  Insurance  Companies  of  Other  States. 


ii 


1860-1870  inclusive. 

1871-1880 

1881-1890 

1891 

189a 

1893 

1894 

1895 

1896 

1897 

:898 

1899 

1900 

1901 

1903 

1903 

1904 

1905 

1906 

1907 

1908 

1909 


1860-1909  inclusive. 


av. 


40 
70 
68 
63 

65 

64 
60 

60 

65 
70 
73 

70 
65 
63 

% 

68 

79 

79 
93 

88 

88 


$11,377,973,693 

30,597.107.441 
31,418.613.510 

4.670.036,333 
5.170,673.890 
5.371,344,937 
4.^7.765.388 
5,183,694,308 
5.337,491.069 
5.717.586.901 
6,145.631.638 
6,615.576,857 
6.990,143,979 

7.933.487.589 
8.333.157.147 
8,613.786,331 

9.769.433.614 
10,733.474.386 
11.154.437.883 
13.167.93x.140 
13.950.471.537 
14.331,437.573 


$316,998,134,933 


$113,533,180 

336.908,577 

313.795.317 

43.868.803 

47.677.433 
48.550.917 
47,816,136 
49,305.377 

49.364.565 
50,396.948 
51.396.139 

53.347,343 
57.335.786 
67,437.681 
76.613,635 
83,017,913 
91,355.388 
99.358.006 
103,085,186 
118.877,460 

115.135.903 
133,176.796 


$3,037,943,098 


$68,313,336 

139.041.761 
183,853.980 
36.996.516 
39.496.347 
33,874.933 
38.302.053 
a7.01S.318 
35.940,334 

35.149.791 
39,694,118 

34,569,463 

36.006,918 

38,694,890 

40,849.393 

39.444.307 
54.714.349 
40,593,198 

90.394.985 

53,963.171 
63.606,349 

59.838,805 


$1,179,171,893 


60.17 

61.38 

58.37 
63.07 

61.87 
67.71 
58.98 
54.90 

53.55 
49.90 

57.75 
64.93 

6380 
57.38 
53  59 
48.09 


87.69 
44.55 
54.38 
48.97 

57.80 


6004 

6751 
5830 

5781 
5705 
0337 
5713 

4869 

4399 
4890 

5335 

5153 

4877 
4903 

4579 
5001 

4341 
8103 
4029 

4834 
4307 


.5419 


166.56 
148.14 
171.89 
179.99 

175.30 
160.34 

175.08 
19184 

305.37 

33734 

307.45 

191.37 

194.13 
905.03 

90399 

918,35 

17855 
330.34 
IM.40 
948.69 
906.85 
337.69 

184.53 


United  States  Companies  Combined. 


1860-1870  inclusive. 

1871-1880 

1881-1890 

1891 

1899 

1893 

1894 

1895 

1896 


<< 


av.  149 
••  169 

198 

104 
105 

'^ 

98 

109 


$34,498,550,69 

48,984,381,35 
66,440,863,967 

8,613.386,314 

9.307,917,956 

9.480.916.395 

8.806,487,906 

9. 110.666,^83 

9.336.163.833 


$375,713,179 
430.857,590 

566,966,369 

70,981.605 

78,719,993 

81,071,831 

79.353.666 

79.730.133 
80,359,507 


$160,518,049 
347,406,065 
335,484,633 

44.054.443 
48,913,101 

54.471.935 
47.531,958 
43.539.609 
41,758,009 


58.3a 

.4653 

57.96 

.5051 

57.48 

.4899 

69.06 

.5115 

63.13 

.5355 

67.19 

.5745 

59.89 

.5396 

54.61 

.4779 

51.96 

.4473 

914.99 

197.99 
904.13 

195.53 

190.98 

17405 

185.31 
909.95 

99358 


*  Since  IflOB,  premiums  written. 
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RISKS  WRITTEN,  PREMIUMS  AND  LOSSES-drntinM^d. 

Unitbd  Statbs  Companies  CouBiVKU—CowHrniied. 


1897. 
1898. 
1899. 
X9cx>. 
X901 . 
1900. 

1903 
1904 

1905 
1906 

1907 

1908. 

1909. 


No.  of 

Con* 

paaiet. 


ia3 
130 
ia7 
119 
zzo 

IZ9 
I^ 

xia 

xa6 
ia6 

138 
131 
X3a 


rire  Risks 
Written 


$xo.Z44.906,Z54 
10,980.240,684 
zi,7io,ooi,786 

".363.aSS.613 
13.60S.011.S6x 

14.S71.479.a97 

IS.304.969-7M 
16,742,319,419 

i8,zi2.29Z,a43 
X9.29X,3I5,9XS 
ai.739.SiS.44« 
a1.589.707.144 
23,613.622.056 


Fire  Premiaois 
Receired.* 


$81,844,783 
83.961.799 

86,086,899 
93.066,623 

107,754.361 
126,162,84^ 
135.524,226 
X46.562.454 
158.426.265 
168,221,731 
x86.oz9.9^ 
180.779.961 
192,312.129 


X860-1909  inchiiive $414.347.270.327  $3.484.876.290  $1.086.626.630    5701      4794     ao8.57 


Fire 
Paid 


$39.994.7IS 
47.a6i,3S3 
55,862,269 
57,834.418 
61,125,610 

65.647.S71 
64,665.648 

88,355.033 

74.a38.556 

X4fl,  125.040 

84.a89.339 
98.955.807 
99,604,484 


Ratio 


to  tlOO 
of  Pro- 
niuras. 


48.87 
56.76 

64.89 
62.14 

56.73 
5a  03 

£'^ 
00.29 

i6.86 
4.49 
45-31 
54.74 
48.15 


Ratio 

Loues 

to  $100 

Risks 


394a 

4304 
4770 

4678 
4493 

45P5 
4225 

5*77 
4098 

7368 

3877 
4583 


Amount 

Risks. 

Writtea 

to  $1.00 


253.66 
232.33 
209  62 
213.76 
222.57 
221.96 
236.67 
189.49 

a43.97 

135-73 

aS7  9i 
ai8.i8 

955.00 


Fire  Insurance  Companies  of  Foreign  Countries. 


«• 


i86o>i865  indn  ive. 
X866-1870 
X871-1880 
1881-X890 

X891 

x89a 

1893 

1894 

189s 

1896 

1897- 

X898. 

1899- 

X900. 

tgoi; 


X9P3-. 

1904- 

190S- 

X906.. 

1907. 

190B . 

X909. 


Kf 


4 

••     IS 

••     24 

»5 

as 

a4 
93 

a3 

»5 

a9 
3a 

35 

P 

33 
33 
3a 
3a 

30 
3X 
31 
31 


$1,824,899,392 

13.465.578.567 

33,828.231.680 

5,005.166.582 

5.353.487.893 

5»a33.837.43i 
4.919,480,645 

5.133.534.401 
5,061,532.100 

S463.433.99x 
5.934.875.178 
6.087,570,375 
6,767,  X43, 189 
7.024.214,526 

6.748.853.^ 
6.702,472,886 
7.681,564.661 
7.447.409.836 
8,790,99t.88o 
8.343.800,930 
8,642,348,293 
9.503.446.073 


x86c>-i909  incltisive $174.952.864.148  $1.355.097.343 


Not 

$X5,7U.P5i 

1x2.380,038 

a6x,7D7.936 

35.870.768 

40.94X,68o 

43.539.3" 
41,490,805 

41,596.790 
40.939.900 
41.072,624 
40.338.900 
42,958,472 
47.405,023 

49.844.845 
53.380.995 

54.963337 

60,  X  14.916 

58,320,652 

7o,25X,823 

66.943,892 

66,406,392 

70,084.203 


attainable. 
$8,573,012 
68,590.641 

x62.789.295 
aa.765,634 
36,337.409 
39.740,758 
25.608,889 

34034. 

22.979,6^ 

20.592 .681 

34.025.856 

29.865.0x4 

31.069.280 

33.013  907 
28.599.0a4 

37.934.333 

39.335.393 
20.566,846 

88,717,719 

33.X44,o88 

36,591.355 
33,567,008 


$846.371.011     62.46 


103 
62.20 

63.47 
64.33 

69-91 
61.72 

57.87 
56.13 
50.14 
59.50 
69.52 

65.54 
64.23 

5354 
50.82 

65-43 
50.67 

126.28 

4951 
55.10 
47.89 


.4697 

.5094 
.4812 

.4548 
.4930 


.4682 
.4540 
.3709 

.4055 
.4906 

.4591 
.4558 
.4227 
.4167 

.5131 

.3968 

X.0092 

.397a 
•4334 
.3533 


■4838 


212.89 

'96.33 

207.80 
2x9.86 
203.26 

175.98 

X92.XO 

3X354 
290.26 

365.31 
246.60 
203.84 
217.82 
2x9.41 
236.56 

339.93 
195.38 

351.96 

99.09 

351.74 

336.19 

283  12 


206.71 


United  States  and  Foreign  Companies  Combined. 


x86o-x8^  inclusive. 

1871-1880 

188X-X890 

X891 

x89a 

X893 

1894 

1895 

X896 

X897 

X898 


X901. 


1903 
X9CH- 

X906. 
X907 


av. 

«, 

It 


146 

177 
153 

129 

13d 
127 

121 

X2X 

X34 
153 
X62 
X62 

158 
146 

145 
147 

158 

156 

169 
X62 

163 


x86»>X909  incltisiyw. 


$36,333,450,085 

63.449.959.935 
xoo.269,095,647 

13.618,559,896 

X4,66o,705.X49 

14.714.753.826 

13.735.968,551 
14.243,190,984 

X4  397.695.933 
15.608.340,125 

16,905.115  862 

i7.797.573.06x 

X9.X30.398,8o2 

90,^9,226,087 

31.330,333.036 

29,007,442,608 

24,423.884,080 

35559.701,079 

28.082.307.791 

30,083,3x6.378 

30,332.055,437 

33.xx7,o68,i29 


$291,427,230 

S39.337.558 
827.974.298 
x06.852.373 
xX9,66o,972 
123,6x1,132 
120,843,471 
X2i,256.933 
X2X,999.407 
122,917,407 
123,600,699 

139.04S.371 
X40,47i,646 

157.599.306 

179.443.838 

I90,j87.453 
306,677,370 

2x6.746,917 

338.473.554 
353,9^,823 

947,186.253 

262.196,532 


$x69,o90.o6x 

315,996.706 

488,273,927 

66.820,077 

75.a49.511 
84,2x2.693 

73,130.847 
67.S73.936 
64.737.638 
60.587.396 
7x.287.209 
85,727,285 
88,903.698 
93.139.517 

94. 176.59s 

92.599,881 

X27,690.424 

X03, 805,40a 

230.842,759 

117.433.437 
135.547.162 
X26. 171,492 


$589.300,134.475  $4.839.973.433'  $3,832.997.6411   58.53 


58.02 
58.60 

58.97 
62.53 

62.89 

68.13 

60.5a 

55.73 
53-37 

57.68 
66.43 
63.29 
59.10 

53.48 
48.61 
61.78 

47.89 
96.80 
46.42 

5484 
48.12 


4655 
5060 

4870 
4907 
5133 
5733 
5338 

4744 
4496 
3882 

4217 
4817 
4647 
45  »S 
4417 
4207 
5228 
4061 
8290 

3903 

4484 
3810 


.4807 


214.82 
167.63 

905.35 
903.81 

19483 

174.74 
187.69 
210.78 
222.40 
257.62 

33714 
207  61 

215.19 

221.49 

226.38 

237.66 

191.27 

246.22 

121.^ 

256.17 

223.0; 

262 


•^ 


208.01 


*  Sinee  1008»  pnaiiuM  writtoa. 
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RISKS  WRITTEN,  PREMIUMS  CHARGED. 
Joint  Stock  Firb  Insurance  Companies  op  the  State  op  New  York. 


Ybas. 


Z87Z-1880  inclusiTe. 
Z881-Z890       " 

Z89Z 

i9gM 

1893 

X894 

&::::::::::::; 

X897 

1898 

X899 

Z900 

1901 

190* 

1903 

X904 

X90S 

1906 

1907 

Z908 

1909 


1871-1909  indosive. 


Number 

of 

Compaal*!. 


av.  9s 
••     60 

4* 
40 

39 
38 
38 
44 
5 

57 


5J 

47 
46 


47 
47 
46 

43 

44 


Fin  Ridu  Wcittoa. 


•^.387.a73.9«7 
S5.o2a,2So.457 

3>943>349'99i 
4.130.544.366 
4,200,671.458 
3,868,723.518 

3.9»7.97a.375 
4,oo8.672,7<S4 

4.4a7.3i9.a3} 
4.834,609,046 

5.094,424,929 

5.373.  "I.634 
5.67i.5«3.97a 
6,238,322.150 

6.692,183,401 
6,972,896.805 
7.379.816,957 
8,136,878,034 

8.S7X.594.3W 
8.639,235.607 

9.392,184.483 


FIra  Pramiumt 
Charged. 


»Z74.9a8,SS8.404 


$218.8x4,385 

a98.275.379 
35.206,807 

40.00S.S76 
42.224,580 

39.704.457 
39,567.066 

39.861.573 
41,300,947 

4a.949.939 
46.013.224 

SO,Z29.489 

56,475.6« 
67.101.858 

73.x70.3ao 
70,045.843 

81.357.a34 
89540.927 

95.399.3x6 
94.333.100 
99.578.183 


$1.667.055,808 


Rate  of 
of  RMks 


^ 


.7708 

.85x6 

.8929 

.9671 

Z.0030 

Z.0260 

X.0073 

•9944 


.9330 
.9958 
X.07S7 
1.0935 
Z.0900 
1.1024 
1.1004 
X.ZI29 
1.0910 
1.0602 


•9530 


Joint  Stock  Fire  Insurance  Companies  op  Other  States. 


x87i'Z88o  indusiTe. . . . 
1881-1890 

1891 

1892 

X893 

X894 

X895 • 

1896 

X897 

1898 

X899 

1900 

1901 

1902 

X903 

1904 

X9P5 

1906 

X907 

Z908 

X909 

187Z-1909  indusive 


ftv.  70 

"  68 

62 

60 

65 
70 

72 

68 

79 
79 

88 


$•0,597,107,441 

31.418,613,510 

4.670.036.323 

5.170.672,890 

5,271.2^4.937 
4.937.705.388 
5.182,694.208 
5.3a7.49X.o69 
5,717.586.901 
6.145,631,638 
6.615.576.857 

6.990.  X43.979 

7.933.487.589 

8.333.X57.147 
8,6i2.786.32Z 

9.769.422,614 
xo.732.474,286 
11.154437.882 
13.167.921,140 
12.950,471.537 
14.221,437,573 


$204,920,161,230 


I! 


$ag,36s.88s 
367.979.688 
52.067.699 
59.188914 
>[.5i4,Q2a 

58.795.484 
60.813. 

61,079, 

63,460.445 

66,278.944 

69.936.037 
76.148.7a1 

90.340.486 

102.950.160 

110,125.821 

122.952.865 

x33.9x9.x62 

130,212,220 

161.472.778 

XS8.503.439 
X70,030,483 


$2,427,136,860 


1.1844 


United  States  Companies  Combined. 


z87i'i88o  incIusiTe 
1881-1890 

1891 

1892 

X893 

X894 

X89S 

1896 

X897 

1898 

1899 

1900 

1901 

Z902 


av.  162 

"  128 

104 

105 

'^ 

98 
109 
123 
130 
127 
119 
110 
112 


$48.984,3181.358 

66,440,863.967 

8,613.386,31k 

9.307.217,256 

0,480.916,395 

8.8o6,a87,9o6 

9.110.666.583 

9.336,x63.833 

10.144.906.1; 

io.98o.240,r 

11,710,001,71 

xa,363,255,6i3 

13.605,011.561 

x4.57x.479.a97 


$462,180,270 

666,255.067 

87.274,506 

99.x94.490 
X03,738.602 

98.499.94x 
100,380,7^ 
100.9^1.471 

104.70Z,|Q8 

109.228.883 
i15.940.26x 
126,278  no 
146,816,091 
x70.PSa.ort 


NATIONAL  BOARD   TABLES. 
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RISKS  WRITTEN*  PREMIUMS  CHJiRGETy-Conimued. 
Unitbd  States  Companies  Combined— GNiAlwMKf. 


X903- 

1904 

193 

X906 

1907 

X908 , 

1909- 

1872-1909  incliisive 


Namber 

of 

Companict. 


"4 

119 
196 
296 

139 


Fin  Risks  Writtea. 


•xS.304.9^.7aa 
X6,749.399.419 

18.1x9.991,943 

I9.«9i.3i5.9i5 
«.mSi5.44B 

a1.589.707.M4 
93,6x3.699.056 


*379.848,7I9.634 


Fire  Preadtias 
Charged. 


$x8|.996,X4l 
X98.998.708 
9x5,976.396 

a95.753.x47 
956,879.094 
a5a.836.st 
969,6o8.r 


$4,094,199,668 


Rate  of 

PremiuB 

Charfedoo 

SacEilOO 

of  Risk. 


X.X885 

X.X709 

x.x8x5 
X.X7XX 
X.X4X8 


X.0778 


FiRB  Insurance  Companies  op  Foreign  Countries. 


«« 


X87X-X880  induaiYe. 
X88X-X890 

X89X 

x«9a 

X893. 

x»94- 

1895 

X896. 

X897 

X898. 

X899- 

190a 

X90X 

1909. 

1903 

X904 

1906 

X9*>7 


1909. 


X87X-1909  inelusiTe. 


av.  15 
'•  a4 
as 
as 
a4 
as 
a3 
as 
a9 
3a 
35 

P 

33 
33 
3a 

3a 

30 
3« 
3X 
3X 


*X3.465.S78.567 
33,898.93X.68o 

5,005.166.589 

5.353.487.893 
5.a33.837.43X 
4,919.480,645 

5.X3a.5a4.40i 
5,061.539.100 

5.463.433.99X 
5.934,875,178 

0.087,570,975 
6.767.  X43.X89 
7,094.914.596 

6.748.853.739 
6,709,479.886 

7.681,564.  fi6i 

7.447.409.836 

8.790.99X.880 

8.343.800,930 

8.649,348.993 

9.SP3.446.073 


$i73.xa7.964.756 


$196,865,319 

3a4.390.335 
40.053.S67 

56!885|x96 

54,489,697 

54.946.979 
59,606,491 

S4.x89.6S4 
54,0x0.970 

57.459.067 
65.799.  x6x 
7x.95x.499 
75.5x1.408 
78.035,634 
84.630,  X70 
83,95x.x86 

96.3a7.443 
95,090,799 

93.X36,6QtfL 

xo9,o89,038 


$x,78x,463.369 


.949X 

.9589 
«9aox 

X.007X 
X.0869 

X.X075 
X.0706 

1.0393 

•99x9 
.9XX6 

•9439 
.97x9 

X.09A3 

X.XX89 
X.X649 
X.XOX7 
x.iXTt 

X.0957 
X.X388 

X.0776 

X.0749 


X.O09O 


United  States  and  Foreign  Companies  Combined. 


1871-X880  indusiTe..... 
X88X-X890 

X891 

X899 

X893 

X894 

1895 

1896 

X897 

X896 

X899 

1900 

X90X.. 

1909..... 

X9P3 

X904. 

«S3. 

X906 

X907 

X906 

X909 

x87X~X909  JDchisivc 


av.  X77 

••    X59 

199 

X30 

X97 
X9I 
X9X 

X34 
xsa 

x6o 

X69 

XS8 
X46 

145 
X47 

169 

X63 


$69,449,959,995 
100,969,095,647 

X3,6i8,559,896 

14.660,705.  X49 

14.7x4,753.896 

X3.7aS.968,55x 

X4.a43.x90.984 

x4.397.69S.933 
xS.6o8,340,X9S 

x6,9P5, 1x5,869 

x7.797.57a.06x 

19. 130.398.809 

90.699,996,087 

91,390,333,036 

99,oo7,4ip,6o8 

94,493,884,080 

aS.559.70X,079 

98,089,307,7^ 

30.083,3x6,378 

30.939,055,437 

33.x17.068.1a9 


$559,976,666,390 


$589,045,588 
990.64S.40a 
X33.3a8,073 
XS3.»09,^ 
x60.693.798 
XS9,989,S68 

XSS.  397,744 
x53.547.89a 
158,951,046 
x63,939,xsa 
X73,408.398 
X99.ooo,38x 
8x8,767,583 
a45.563.4a6 
a6x.33i,77§ 
983,698,878 
a98.Sa7.S8a 
339,080.590 
3SX.899.893 

34S.963.x43 
S7X.690,704 


$5.875.656.037 


.9790 
X.044A 

1.09x6 
X.XX45 
X09P5 

X.066S 
X.0X84 

.9636 

•9744 
X.0096 
x.o6^ 
I.xsx8 

1.X874 
x.x6x3 
X.X679 
x.x^69 

X.1697 

X.X444 
X.X393 


X. 
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NATIONAL  BOARD   TABLES. 


EXPENSES. 
Joint  Stock  Fire  Insurance  Companies  of  the  State  of  New  York. 


Ybak. 


1860-1870  inclusive. 

1871-1880 

188Z-X890 

189X 

1893 

X893 

X894 

1895 

X896 

1897 

1898 

X899 

1900 

X90Z 

Z909 

1903 

1904 

1905 

Z906 

1907 

1908 

X909 


1860-1909  inclusiTe 


Number  of 
CompaDiet. 


av.  loa 


4a 
40 
39 

3« 
44 
5 

57 


47 
47 
46 

43 
44 


*PremittDit  Received, 

IndudiDg  Marine 

aad  Inland. 


$183,139,848 
908.iza.740 

a63»^3.993 
88.489,973 

31.459.897 

3a.937.97a 
3Z. 940.938 
30,867.873 
3Z,423.699 

3i.9W.9§7 
3a.5i7.W 

P. 393.4x4 
.397.880 
40.875,586 
50,044,440 

S3.963.874 
55.S73.884 
S9.33S.7a7 

65.376.909 
67.4z9.z56 

65.908,9; 
70,43s 


.a34 
.Z96 


z.505.319,766 


$68,663,839 

79.485.649 
zo3.o48,zo5 

".3a3.3i7 
Z9.Z35,Z36 
M.53Z,459 
".604,754 

ZZ,70A,^ 

zz,896,590 
z9.479.0z3 
'3.598.838 
x3.807.z57 
x4.577.965 
15.S70.889 

x7.858.7a9 
z9.9zo.406 

30.o68,72 

ai>84^ 

a3.66z.s97 

9s.9xz.966 

96,671,035 

97.979.9z6 


570,336.368 


Raria 


34.a9 
38x0 
39.08 

39-75 
38.57 
r.43 
36.33 
37.9X 
37.86 

39.07 
4Z.80 

4x35 
40.0s 

?S 

36.91 

36.89 
36.19 

38.44 
40.47 
38.73 


37.89 


Joint  Stock  Firs  Insurance  Companies  of  Other  States. 


t« 


Z860-Z870  iodusiTe. 

Z87Z-Z880 

X88Z-Z890 

Z89Z 

Z899 

X893 

X894 

X895 

Z896 

1897 

Z898 

X899 

Z900 

Z90Z 

Z909 

1903 

X904 

X905 

Z906 

Z907 

Z908 

X909 


Z860-1909  indugive. 


ii 


VI,    40 

70 
68 
63 

65 

fs 

60 

65 

70 
7a 
70 

65 

6s 

% 

68 

79 
79 

H 

88 


*X37.937.6q9 
9^.096.687 

348.759.074 
46.900.303 

5Z,684.773 
59,48z.954 
Sz.9x8.397 
59,zz4,z66 
59.076.466 

53.3x3.967 
54.400,57a 

57.4x3.774 
6z,66o.46o 

7X,969.45X 
81.95z.856 

86.^.99Z 

95.834.499 
x04.556.387 
Z09,034.C96 

Z95,659,87Z 
X9Z,738.698 
X30.347,ia5 


9.909,996,156 


$37,740,896 
80.x85.7zs 

zz8.678.4zo 
Z6.3 19.983 
Z7,889.oz7 
z8.979.86z 
z7.696.065 

x8.409.935 
z9.13z.4zo 

30.z96.4z7 

ai.57X,55a 
99.974.oz6 
94.03z.403 
97,670,  Z99 

a9.7^.47S 
3a.S07.x5x 
36,000,898 
39,Z49.Z98 
47.439,  Z99 
48.767.9z9 
48.zz8.68z 
5z.096.z9z 


793.49X.8^ 


97.36 
30.49 
3403 
3S.3X 
34.6Z 

34.83 
34.4X 
35-33 
36-74 
38.3X 

39.65 
40.OZ 

38.97 

36.^ 
37.5a 
37.56 
37-44 

38.8Z 
39.6a 

39.  ao 


35-93 


United  States  Companies  Combined. 


«• 


Z860-Z870  Sndusive. 
Z87Z-Z880   •• 
Z88Z-Z890 

Z89Z 

X899 , 

X893 

X894. - 

%::::::. 

X897. 

1898 

X899 

Z900 , 

Z90Z 


av.  Z49 
••  z69 

"  Z98 

Z04 
xos 

'^ 

98 
Z09 

Z93 

X30 

Z97 

XX9 
zzo 


$331,077,547 

^7i,Z39.497 

6z9,AS3.o67 

74,690.375 

83.x44.670 
85.4z9.396 

83.158.565 
89.989.030 

83.500,  zs8 
85.939.934 
86,oz8,556 
90.807.z88 
98.058,340 
zz3,a45,o37 


$100.^.798 

x59.071.364 
99Z.796,5Z5 

a7.635.599 
30.035,053 

30.6ZI,990 

39.330,8x9 

30,ZZA,439 

3Z. 098. 000 

3a.598.430 

35.164.390 

36.78x,Z73 
38,609,367 

43,94Z.o88 


3X.a7 

30.90 
37.00 

36.  ZX 

35.85 
35.XS 

p.99 

37.  x6 
38.95 
40.46 
40.50 

39.37 
38.3a 


*  Since  1908,  ptenuumi  written. 


NATIONAL  BOARD   TABLES. 
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EXPENSES— GwA'»«/</. 
United  Statbs  Companies  Combined— TMi^Mu/. 


Ybax. 


1903 

1904- 

1906 

1907 

X908 

X909 

1860-T909  indosive 


Nnmber  of 
Companiet. 


xza 
114 

ZI3 
196 
196 
X38 
131 
13a 


Premiums  Racdved, 

Indoding  Marine 

and  Inland.* 


$X3Z.996,996 

140.597.005 
151,^.383 

163,898,114 

174.401.5QS 
193.065,027 

187,6^6,869 

900.783,32Z 


3.7t4.SiS.9aa 


$47,644,904 

5a.4a6.557 
56,960,631 

00.998.893 
71,100,649 

74.679.z78 
74.790.716 
78.376,037 


Ratio. 


36.98 
37.a8 
3763 
37.ai 
40.76 
38.68 
39-86 

39.04 


1.363.898.133 


36.79 


Fire  Insurance  Companies  op  Foreign  Countries. 


1860-Z865  ioclnsive. 

Z866-187D       "       

1871-1880       ••       

Z881-1890       "       

189Z 

1893 

1893 

1894 

"895 

Z896 

X897 

1898 

1899 

Z900 

Z901 

1903 , 

1903. 

X904--- 

X9PS 

1906 

1907 

1908 , 

1909 

1860-Z909  inclusiTe. 


«« 


•I 


4 
15 
34 
a5 
a5 
a4 
a3 
a3 
a5 
29 

3a 
35 

33 
33 
3a 
3a 

30 
31 
3« 
31 


Not 

$15.7x4.051 
zz9,38o,038 

a6x.707,^ 
35,870,768 
40,94Z,68o 
4a.539.3xx 
4Z,490,8o5 
4Z.526,79o 
40.939.900 

41.53a.554 
40,819,170 

43.643.450 
48,905,935 
5o,68z,i7o 
54.198,336 
S5.93S.77x 
60.983.308 
59,X27,767 
70.985.58a 

67.575.54a 
67,038,308 
7o.978,oz5 


x,364,8oz,477 


attainable. 
$4,903,759 
23.843,637 
85.6x9,  Z98 

xa.403.695 
x3.617.x83 

X4.op5,74a 

x3.5x9.3a7 
X3,893,8os 

x3.950.497 
14,549.7x6 

15,093,483 
16,067.955 
x7.S88.958 

X7.998,598 
x8,643.309 
ao,079,9B3 
3X,47i,6sx 
31,347,468 
34.33^,838 
94,778.99X 
95.128,634 
a6,959.449 


468,969.xx5 


a6.7S 
30.  zz 

3a.7a 
34.58 
33.96 

3a.9a 
3a.S8 
33-45 
34.07 
3509 
36.08 
36.89 

36.49 
35.SX 
3439 
3589 
3S.ax 
36.  zo 
34.X9 
36.66 

37.49 
36.99 

3430 


United  States  and  Foreign  Companies  Combined. 


1860-X870  inclusive...., 
187Z-1880   '•   .... 

188Z-Z890   "   

X891 

Z89A 

X593. 

X894. 

1895 

Z896 

X897 

X898 

X899 

1900 

1901 

1909 

X903 

X904* 

X9P5 

X906 

X907 

X908 

X909 

X860-X909  inchuive 


av.  146 
X77 

199 
Z30 

X97 
131 
X3X 
X34 

X69 

x6a 

X46 

X4S 
X47 

156 

163 
X63 


$336.79X.598 

583.5x9.4^ 
874,x6x,oo3 

xio,56i,G43 

134,086,350 

xa7.9S8,S37 
xa4,640.370 
X34,5o8,8a9 
X3^,440,o58 
X36,764.778 
X37.730,736 
X34.4So,638 
Z46,363,565 
x63,S36,907 

x8s.494.63a 
x96.53a.866 
3i2,39i.69X 
993,oi9.88z 
a4s.387.087 
360,643,569 
354.675.  X70 
a7i.76o,36z 


5.079.3x7.399 


$104,607,487 
x93.Sx4.001 

307.345.7x3 
40,039, 
43,649,3^ 

44.6x7.< 
43,750.  Z46 
44,007.337 

44,978,497 
47,I4X.X46 
50,356.873 
53,849,  X38 
S6.x98.335 
6x, 3^9.686 
66.386.513 
73,506,480 
78,441.383 
83,346,361 

9S.3a4.487 

99.457,469 

99.9x9.350 

ZQ4.638,486 


1,833,097,348 


31.06 

33x6 

35x6 

36.3X 

35x7 

34.87 

3430 

35.34 
36.  X4 

37.19 
39.3s 
39-3X 
38.43 

37-45 

35-73 
36.89 

36.93 
369a 
38-85 
38.  x6 

39-24 
38-50 

36.07 


*  Since  1908,  premiums  written. 
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COMMISSIONS. 
Joint  Stock  Fub  Insurancb  Companibs  of  thb  Statb  of  Nbw  Yobx. 


Ybax. 


1860-1870  indasive. 
187Z-Z880       " 
188Z-Z890       " 

1891 

1893 

1893 

1894 

xte 

X896 

X897 

Z898 

1899 

Z900 

Z90Z 

Z9oa 

1903 

1904 

1905 

Z906. 

1907 

1908 

1909 


Z860-19C9  iodnsive. 


Number  of 
Compani«s. 


ftT.  zoa 


i( 


9a 
60 

4a 
40 

39 

3f 
3« 

44 

^ 

57 
54 
48 

46 

44 
47 
47 
46 

43 
44 


Premiumi  Received, 

Including  Marine 

and  Inland.* 


$z83. 139.848 
9o8,zza,740 

a63.^3.993 
98,489,07a 

3x.4S9.897 
3a.937.97a 
3Z  ,040,338 
30,867,873 
3z.4a3.69a 
3Z,9i8,a57 

3a.Si7.984 
33.393.414 
^.397.880 

40.875.586 
S0.Qd4.440 

53.963.874 

5S.573.8«4 

S9.335.7a7 

55.376-909 
67.4x3.  Z56 

65,908,334 
70.435.196 


$1,505,319,766 


Commlasiona. 


$19,313,600 
30,464.4z8 
49,zoa.348 
5.769.3" 
6.Z36,9a4 
6.337,369 
5.637.803 

5.799.041 
5930.768 

6.3X3,7^8 

6,897,081 

6,875.403 

7.375.5«6 

8.5i3,oax 

10,043.184 

ix,5xo,o39 

".5C9.84S 
za,573.oo6 

x3.864.095 
X4.3a8,933 
x4.337.a47 
X4.78x,56a 


$373.x8x.o7X 


Ratio. 


X8.IS 


Joint  Stock  Firb  Insukancb  Companibs  of  Othbr  Statbs. 


•« 


X860-Z87D  indusive. 

1871-X880 

1881-Z890 

Z89Z 

1893 

X893 

X.894 

X895 

Z896 

X897 

X898 

X899 

1900 

XQOI 

X903 

X9O3- 

X9O4 

X905 

X9OO 

X9O7 

X908 

I909- 


1860-X909  ipdusive. 


av. 


40 

70 
68 
63 

65 

60 

65 
70 
7a 

70 

65 
63 

68 

79 
79 

88 


»937i699 
.036.687 

.759.074 
46.300,303 

5x.684.773 
53.481.354 

51,3x8,337 

53,1x^.166 

53.076.466 

53.3x3.967 
54.400.573 

7x.969.45x 
8x.35x.856 

86,633,aax 

95.834.499 
x04.5s6.387 
x09.034.596 

ia5,653,87X 
X3X,738,638 

130.347.1a5 


$3,309,296,156 


$16,675.4^ 

38.379.998 

60,445,  X67 

8,736.588 

9.746.533 
9.799.956 

9.a45.747 
9,639.007 

9.874.758 
xo,a88,30S 
10,476.363 
xx,04i,03X 
X3,838,8xo 

14.907.8^ 
x6.506.403 

x8,36x,4D3 

ao,390.34X 
33,456,146 

2.X75.076 
,736.401 
36,89j.a5X 
38,068,033 


$414,063,334 


18.74 


United  Statbs  Companibs  Combinbd. 


(I 


Z860-1870  indusiye. 
1871-X880   " 
X88X-X890 

1891 

1893 

X893 

1894 

X89S 

X896. 

r897 

1898 

X899 

X900 

Z90X 


av.  143 
'*  x6a 

"  X38 

X04 
105 
103 

98 
X09 

X33 

X30 

X37 

1x9 

ZXO 


$331,077,547 

47X,X39,437 

6x3,^53,067 

74.690,375 

83.x44.670 

85,4x9.336 

83.XS8.S65 
83,983,039 

83.S00.158 

85,338.334 

86,0x8.556 

90,807,  x88 

98.058.340 

XX3,84S,037 


$35,989,073 
68,844.4x6 

x09.547.4x5 
x4.49S.900 

x5.883.457 

X6,037,335 

x4.882.550 
X5,438.G48 
xS.795.Sa6 
x6,5oo,963 

x7.373.344 
X7.9X7.: 
X9.6i4.^ 
33.4x9. 


zz.az 
14.6Z 
X7.89 
19.4X 
Z0.X0 
18.76 
X7.90 
18.59 
Z8.9Z 
19.36 
19-99 
X9.73 


^  Since  190i,  premlunM  written. 
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COMMISSIONS— r<w/iiff«/</. 
United  States  Companies  Coubwed. -^Continmed. 


Ybak. 


1902. 

1903 

1904 

1905 

Z906. 

1907 

1908 

1909 

1860-1909  inclusive 


Number  of 
ComfWDies. 


XX3 

"4 

XX2 

xa6 
xa6 

i3« 

131 
132 


PmnioBu  Received, 
Including  Marine 
and  Inland.* 


$131,396,996 
140,597.005 

I5«  408,383 
i63.899,xi4 

174.401. 505 
193.065.027 
187.646.863 
aoo.783.33i 


*3.7I4»5IS.9M 


Commiflaiont. 


$a6  548,587 
39.871 .4p 
3x.900.x86 
35,099.  X53 

37.059,171 
4».o6s,334 

41,330.408 

43,849.584 


^7.344.405 


Ratio. 


30.99 
9X.94 
9X.06 

ai.37 
31.94 
31.37 
3X.97 
«-34 


18.50 


Fire  Insurance  Companies  of  Foreign  Countries. 


1860-1865  inclnsive. 
1866-1870 
1871-1880 
1881-1890 

1891 

1892 

i«93 

1894 

1895 

1896. 

X897 

1898 

1899- 

190a 

1901 

I9ca 

1903 

J9«H- 

1905 

1906 

1907 

X908 

«909- 


1860-X909  ipdiisive. 


av. 
II 


4 
»5 
•4 

25 
25 
24 

23 
23 
25 
29 
32 
35 

36 
33 
33 
32 
32 
30 
31 
31 
3J 


Not 
$iS,7X4,o5x 
X  13.380.038 

261,707,936 
35.870,768 
40.94X,68o 

42.539.3" 
4X,490.8o5 

41,596.790 
40.939.900 

41.532.554 
40,8i3,X7o 

43.643.450 
48.305,395 
50,681,  X70 

54.198,336 

55.935.771 
60.983,308 

59x37,767 
70,985.583 

67.S78.542 
67.Qs8.308 
70.978,0x5 


$i,364.8ox.477 


.Attainable. 
$3.X34i.456 
x8.o48,ioo 

47.375.298 
7.352,1x3 
7,805.538 
7.761.900 
7.444.164 
7.753.220 
7.68A.396 
8.018.O87 
8,337,770 

8.64X.454 
10,091,449 
10,533,547 
xx,o8o.i9d 
12.ox7.x40 
13.177,840 
X3.8x4,638 
X5.596,8x8 


x4.339.s5A 
15.583.889 


14.513. 


$267.863.364 


x6.o6 
x8.io 
90.50 
X9.06 
X8.94 

\l% 

1877 

19.31 
30.  x6 

X9.80 
9070 

90.4^ 

91. i8 

3X.6l 

3X.67 
2X.97 

3X.o6 

91.65 

91 .96 


i96i. 


United  States  and  Foreign  Companies  Combined. 


1860-X870  indn-iiye 

1871-1880       ••        

]&8i-i89o        "        

1891 

189a 

1893. 

1894 

1895 

1896 

1897 

1898 

X899. 

X900 • 

1901 

1909 

1903. 

1904 

1905 

1906 

1907 

1906 

1909 

1860-X909  inclnsive 


av.  X46 

••    177 
"    152 

129 
130 
X27 

X3I 
121 

134 

m 

X62 

158 
146 

145 
147 
144 

156 
X69 
163 

163 


$356,791,598 

583.519.465 
874,161,003 

X  10.561,043 
X24,o86,35o 

127.958.537 
X34  640,370 

X24.5o8,829 
X24,4AO.o58 
X26, 764,778 
127,730.726 
134.450,658 
146,365,565 
x63,536.307 
185.494,633 
196,532.866 
212391.691 
323,019.881 
245387.087 
960,643,569 

254.67s.  170 
371. 760. 336 


$5.079.317.309 


$38,113,528 
86,892.535 

X56.932,7X3 
21,848,0x3 
23.688,985 
23,788.425 
33.337.714 
23,181.268 
23.479  922 
24.518.990 
25,601,114 
26,558,787 

29.705.775 

33.942,453 
37.628.785 

4X  888,57a 

45,078,026 

47,843,780 

52,635.989 

55,294,868 

55.743.084 

58,433.473 


$955107.769 


XI.52 
14.89 

17.95 
X9.76 

X0.09 

18.59 

1791 
X8  6i 

X8.87 

19.34 
30.04 

19.75 
30.31 

30.76- 

90.38 

31. 3X 
31.29 

21.45 

2145 
21.22 

91.89 

21.50 


X8.80 


*  Since  190S,  premiumii  written. 


F15 
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TABLE  OF  RATIOS. 
Joint  Stock  Fire  Insurance  Companies  of  the  State  of  New  Yokk 


Ybar. 


1860-1870  inclusive. . . . 

Z871-Z880 

X881-1890 

1891 

189a 

X893 

1894 

X895 

1896 

X897 

1898 

1899 

X900 

X901 

190a 

1903 

X904 

1905 

1906 

1907 

1908 

1909 

1860-1909  inclusive 


Ratio 

No.  of 

Losses 

Com- 

to $100 

panies. 

Pre- 

miums. 

av.  I03 

56.85 

"     92 

54-20 
6o!68 

••     60 

4a 

40 

6a.54 

P 

66.41 

61. 26 

38 

54.13 

44 

5i-<>3 

li 

47-20 

5517 

57 

64-84 

54 

61.09 

48 

5564 

^Z 

50-04 

46 

47.13 

44 

60.82 

47 

46.80 

47 

79-42 

46 

4665 

43 

55-^7 

44 

4687 
5590 

Ratio 

Losses  to 

$100 

Risks. 


3988 
3817 

4073 
4326 

4694 
5130 
4< 


3946 

3353 
3648 
4180 
4062 

3955 

3975 
3768 
4825 

46 

358 

3654 
4207 

3489 


i? 


.4112 


Amount 

Risks 

Written 

to 

$1.00  Loss. 

Rate  of 

Premium 

Charged 

on  each 

$100  of 

Risks. 

Ratio  of 
Expenses 
to  $100 
of  Pre- 
miums. 

250.75 

•  ••••• 

34.2a 

261.96 

•r^ 

38.10 
39.08 

245-55 

.8516 

231.17 

.8929 

39-75 

213.04 

.9671 

38.57 

194.92 

1,0030 

37.43 

20035 

1.0360 

36.33 

237.70 

1.0073 

^'21 

253-43 

■9944 

37.86 

298.23 

m 

39.07 

274.16 

41. 80 

239.26 

.9032 

41-35 

246.16 

.9330 

40.05 

252.85 

.9958 

38.00 
35-68 

251-56 

1-0757 

265.33 

1-0933 

36.91 

207.01 

Z.0900 

37-73 

266.93 

1. 1034 

36.8a 

157.29 

1. 1004 

36.19 

273.6a 

I.II30 

38.44 

23767 

1. 0919 

40.47 

386.56 

1.0603 

38.73 

243-17 

•9530 

37.89 

Ratio  of 

Com- 

mi.uion 

each 

$100  of 

Premiums 


10.55 

18.63 

20.25 

19.51 

18.91 

17.65 

18.78 
18  84 
19.46 

31.31 
20.59 
30.26 
20.82 
30.06 
31.3a 
30.73 
31.19 
31.20 

2i.a6 

21.74 
20.99 

18.15 


Joint  Stock  Fire  Insurance  Companies  of  Other  States. 


1860-Z870  inclusive. . . . 
1871-X880  •'  .... 
X881-X890 

x89X 

1892 

X893 

1894 

JIP:::::::::::::::::: 

X897 

X898 

X899 

X900 

1901 

1902 

1903 

1904 

I9P5 

1907 

1908 

1909 

1860-1909  indusiTe 


.6004 

.6751 
.5820 

.5781 

■5705 
.6237 
.5712 

.5213 
.4869 

•4399 
.4820 


•5225 
.5152 
.4877 
.4902 

•4579 
.560X 

.4341 
.8103 

.402a 

.4834 
.4207 


166.56 

27.36 

148.14 

I.1816 

30.49 

X7X.82 

I.I7I2 

34-03 

172.99 

11149 

35-31 

175.30 
160.34 

11447 
X.167D 

34.61 
34.83 

175.08 

1.1907 

34-41 

191.84 

11734 
1.1465 

35-33 

2<^.37 

36.74 

227.34 

X.XOQ9 

1.0785 

38.31 
39.65 

207.45 

191.37 
194.13 

I.^ 

40.0X 
38-97 

2<^.03 

1.1387 

36.65 

37-52 

205.99 
218.35 

1:^ 

178.55 

X.258S 

37.56 

230.34 

1.2477 

37.44 

12^.40 
248.02 

x.2azx 
x.2a62 

m\ 

206.85 

1.2239 

39.62 

337.69 

1.1956 

39-20 

184.53 

1.1844 

35  92 

12.09 

14-59 

17.33 
18.89 

18.86 

1867 

18.05 

1847 
18.96 

19-30 
19.26 

19.23 
19.85 
30.71 
20.31 

2X.I9 

21.28 

2X.4d 
21.25 

2Z.a8 
2a.o9 

^53 
18,74 


United  States  Companies  Combined. 


av.  142 
••  Z62 
*•  128 

104 

105 

'^ 
98 
X09 
223 
130 
127 
1x9 
xxo 


58.22 
57.96 
57.48 

6a.o6 
62.13 
67.19 

59.89 
54.61 
51.96 
48.87 
56.76 

64-89 
62.14 

56.73 


.4653 
.5051 
.4899 
.5115 
.5255 
.5745 
.5396 
•4779 
.4473 
.3942 

-4304 
.4770 
.4678 
.4493 


3x4.93 

197-99 
204.13 

195-52 
190.28 

174.05 

185-31 
209.25 

223.58 

253.66 

232.33 
209.62 

2x3.76 

222.57 


.9436 

X  0028 
X.OX32 
X.0658 
1.09*2 
X.IX85 

X.XOXS 
X.o8X2 

X.9327 

■9948 
.9902 

z.oax4 
X.0791 


P-89 
.20 

37.00 

36.XX 

35.85 
35.15 
36.29 
37.16 
38.25 

40.46 
40.50 

39-37 
38.32 


IX. 21 

X4.6Z 

17.89 
19.41 
Z0.Z0 
X8.76 

17.90 
18.59 

18.91 
19.36 
19-99 
19.73 
20.00 

20.75 
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TABLE  OF  KATIOS-Cantinued. 
United  States  Companies  CouBm^D —Contmufd. 


Ybak. 


190a 

»903 

1904 

1905  

1906 

1907 

1908 

1909 

1860-1909  indusive 


No.  of 
Com- 
panies. 


113 

"4 
iia 

136 
136 

138 

131 
133 


Ratio 
Losses 
to  $100 

Pre- 
miums. 


53.03 

4771 
6039 
46.86 

8449 
45-31 
54.74 
48.15 


57.01 


Ratio 
Losses 

$100  Risks 


.4505 
.4335 
.5377 
.4098 

.7368 
•3877 

.4583 
.3933 


.4794 


Amount 

Kikks 

Written  to 

91.00  Loo. 


331.96 
3^.67 
189.49 
343.97 
135-73 

357.91 
318.18 

3SS.CO 


308.57 


Rate  of 

Premius 

Charged 

on  each 

$100  of 

RUks. 


1. 1670 
1. 1976 
I.1886 
I. 1885 
Z.1703 
I.1815 
I. 1711 
I.1418 


1.0778 


Ratio  of 
Expenses 
to  $100  of 
Premiums 


36.38 
37.38 

37.63 
37.31 
40.76 
38.68 
39.86 
39-04 


36.73 


Ratio  of 
Commis- 
sion to 
each  $100 

of 
Premiums 


30.33 
31.34 

31. 00 

31.37 

31.34 

31.37 
31.97 

31.34 

18.50 


FiRK  Insurance  Companies  of  Foreign  Countrir.s. 


1860-1865  indusive.... 
1866-187D 

1871-1880        '•       

1881-1890 

1891 

1893 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1903 

1903 

1904 

190S 

1906 

1907 

1908 

1909.  ••-•• 

1860-1909  indoMve 


av. 


<i 


4 
15 

34 
35 
35 
34 
33 
33 
35 
39 

33 
35 

36 
33 
33 
33 
33 
30 
31 
31 
31 


5455 
61.03 

63.30 
63.47 

64.33 
6991 

61.73 
57.87 
56.13 
50.14 
59.56 
69.53 
65.54 
64.33 

53-54 
50.83 

65.43 
50.67 

136.38 

49-51 
55.10 
47.89 


63.46 


Not  at 
4697 

5094 
4813 

4548 

4930 
568| 
5306 
4683 

4540 
3709 
4P5S 
4906 

459J 
4558 
4337 
4167 
5131 
3968 
0093 

3973 
^34 
3533 


4838 


tainable 
313.89 
196.53 
307.80 
319.86 
303.36 

175.98 
193.10 

313-54 
3ao.a6 

365.31 
346.60 
303.84 
317.83 
319.41 
336.56 

33993 
195.38 

351.96 

99.09 
351.74 

356.19 

383.13 


306.71 


•  ••••• 

36.75 

.9431 

30.11 

.9589 

33.73 

.9301 

34.58 

I.007I 

33.36 

1.0869 

33.93 

1.I07I 
1.0706 

33.58 
33-45 

1.0393 

34.07 

.9919 

35.03 

.9116 
-9439 

36;s 

.9713 

36.49 

1.03^3 

I. I 189 

35.51 
34.39 

1. 1643 

35.89 

1.1017 

35.31 

1.1178 

36.10 

1.0957 
1.1388 

^•^ 

1.0776 

37.49 

1.0743 

36.99 

1.0390 

3430 

16.06 
18.10 
30.50 
19.06 
18.34 

17.94 

18.67 

18.77 
19.35 

30.16 
19.80 

30.M 
30.76 
30.44 
31.48 
31.61 
31.67 
3197 
31.06 

19.50 
31.96 

19.63 


United  States  and  Foreign  Companies  Combined. 


1860-1870  indnsiTe.... 

1871-1880 

1881-1890        " 

1891 

1893 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

190Z 

1903 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1860-Z909  indunve 


av.  146 

58.03 

.4555 

31483 

31.06 

••  177 

58.60 

.5060 

197.63 

X 

33.16 

"  153 

58.97 

.4870 

305.55 

35.16 

139 

63.53 

.4907 

303.81 

.9790 

36.31 

130 

63.89 

.5x33 

194-83 

1.0444 
1. 0916 

35.17 

137 

68.13 

ISi 

174.74 

34.87 

I3Z 

60.53 

Z87.60 
3Z0.78 

1.1145 

34.30 

Z3I 

55.73 

.4744 
.3883 

1.0905 

35.34 

134 

53.37 

5tS 

333.40 
357.63 

1.0665 

Z.0184 

.9656 

36.14 
37.19 

Z63 

•4317 

337.14 

39.35 

163 
158 

66.43 
63.39 

.4817 
.4647 

307.61 
315.19 

.9744 
1.0036 

39.31 
38.43 

Z46 
145 

59.10 
61.78 

.4515 
.4417 

331.40 
336.38 

1.06^ 

i.i«8 
1.1874 

3745 
3573 

147 

.4307 

337.66 

36.89 

144 

.5338 

191.37 

1.1613 

36.93 

158 

47.89 

.4061 
.8330 

346.33 

1.1679 

38.85 

156 

96.80 

121.65 

1.1469 
1.1697 

'^ 

46.43 
54.84 

.3903 

356.17 

38.16 

Z63 

.4484 

333.05 
363.48 

Z.1444 

39.34 

163 

48.13 

.3810 

1.1333 

38.50 

58.53 

.4807 

308.01 

1.0636 

36.07 

11.53 
14.89 

17.95 
19.76 
10.09 

18.59 
17.91 
18.61 

18.87 
1934 

30.04 

19.75 

30.31 
30.76 
S0.38 
31.31 

31.33 

31.45 
31.45 

31.33 

31.89 

ai.50 

18.80 
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OUTSTANDING  RISKS,  DECEMBER  31,  1909. 
163  United  States  and  Foreign  Companies  Combined. 


YEAR. 


1908 

1909 

1908-1909  inclusive 


One  Year  or  Less. 


Amount 
Covered. 


$14,499,932,341 


$14,499,933,341 


Premiumii 
Charged. 


$175,187,570 


$175,187,570 


Rate  on 
•100. 


X.2082 


z.ao82 


Two  Years. 


Amount 
Covered. 


$138,760,069 
106,161,052 


$304,921,121 


Premiums 
Charged. 


$1,318,102 
1,610,731 


$2,928,833 


Rate  on 
$100. 


9499 
•969* 


.96^5 


YEAR. 


X906 

1907 

Z908 

«909 

Z906-X909  indnsive 


Three  Years. 


Amount 
Covered. 


$5.3^.598,365 
5.657,553.791 
6.769.933.400 


$17,790,085,556 


Premiunu 
Charged. 


$53,074,819 
55,520.268 
66,722,758 


$175,317,845 


Rate  on 
$100. 


.9897 

.981 

.9851 


.9854 


Four  Years. 


Amount 
Covered. 


$7o.i6x.970 

78,934.35  7 

89.579.153 
94,381.462 


$343,056,942 


PremiuoM 
Charged. 


$732,659 
770,220 

795.483 
907,172 


$3,205,534 


Rate  OB 
$100. 


•9255 

.9612 


•9371 


YEAR. 


1905. 
1906. 
1907. 
1908. 
1909. 


•*■••■••■••••••• 


•••••••••••••• 


Z905-1909  inclasive. 


Five  Ybar^ 


Amount 
Covered. 


$1,073,253,428 
1.296,206.746 
1.403.467.406 
1.530,038,298 
1,711,301,958 


$7,014,267,836 


Premiums 
Charged. 


$13,188,914 
16,281,614 
17,066,480 
18,300,926 
20,928,395 


$85,775,329 


Rate  on 
$100. 


Z.2289 
Z.2561 

Z.2Z6l 

Z.Z967 
Z.2229 


1.2229 


Combined  Term  Buswess. 


Amount 
Covered. 


$".073,253,428 
«.375.368.7i6 
6, 845,000,  Z28 

7.415.931.31" 
8,741,777,872 


$25,451,331,455 


Premiums 
Charged. 


$13,188,914 
Z7.014.273 

70.911.519 
75.943.779 
90.109,056 


9267,227.541 


Rate  on 
$100. 


1.2289 
1.2371 
10359 
1.0241 
Z.0315 


Z.0500 


YEAR. 


jSi 

1900. •• 

1907- ■*•>• 

1908 

1909 

1905-1909  inclnsive 


Total  Business. 


Amount  Covered. 


$1,073,253,428 
1.375,360,716 
6.845,000,128 

7,415.931.3" 
23,241,710.213 


$39,951,263,796 


Premiums  Charged. 


$13,188,914 
17,014,273 

70.911.519 

75.943.779 
265,356.626 


$442,415.1" 


Rate  oa  $100 


2289 

237X 

0359 
0241 

1417 


1.1074 


OUTSTANDING  RISKS  SINCE  1877. 
United  States  and  Foreign  Companies  Combined. 


YEAR. 


1877-1880 
1881-Z890 

1891 

1892 

X893 

X894 

X895 

1896 


Number 
of  Com- 
panies. 


av.  171 

"  152 
129 

130 
127 

121 
121 


One  Year  or  Less. 


Amount 
Covered. 


$17,225,870,711 

57.518,353.471 
7,031,904.214 

7.555.282.157 
7.438.275.328 
7.161.456,909 
7.500.757,137 
7.667.293.201 


Premiums 
Charged. 


$155,1^,308 
608.561,152 
76.385.806 
86.033.963 
87,026.620 
87,220.582 
88,624.073 
89.133,221 


Rate  on 
$100. 


.9006 
1.0580 
1.0862 
1.1387 
1.1700 
1.2179 
1.1815 
'•^625 


Two  Years. 


Amount 
Covered. 


$218,200,115 
992,808.185 
144,285.182 
160.701.8^ 
162,233,147 
145.053.011 
155,978.762 
159,028.306 


Premiums 
Charged. 


$1,716,786 

7.91S. 
i.o84.< 
1.290,290 
1.336.040 

X.209.57S 
Z.216.9T7 

1.275.780 


Rate 

$100 


.7867 
.7973 

•7517 

-7S93 
.8235 

•8339 
•Ttex 
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OUTSTANDING  RISKS  SINCE  iByV—CofUinued, 
United  States  and  Foreign  Companies  Combined— Cm/mjka/. 


YEAR. 


1897 

1898 

1899 

1900 

1901 

1903 

1903 

1904 ....••••. 

1905 

1906 

1907 

1908 ••••••••. 

19C9 


Number 
of  Com- 
panies. 


av. 15a 

163 

158 
146 

14s 
147 
144 

158 
156 
169 
i6a 
163 


Onb  Ybar  or  Lbss. 


Amount 
Covered. 


$8,058,476,898 
8.035.684.866 
8,708.607.698 
9,o8o,6ai.445 

9.^.98i.i5a 
9.968.471,09s 

10.399*387.062 
11.213,242,957 
11,866,650,960 
13,318,(^3,893 
13.356.069,167 
13.598.063,213 

14.409.032  3*» 


Premiumt 
Charged. 


$90,139,204 
86,053.504 

92*554.543 
100,147,667 
110,733.393 
127,033,706 

136.556,132 
145,486,09a 
X53,78i,483 

159.749.327 
I7l,46ft,334 

169,659,374 
175.^87,570 


Rate  on 
$100. 


I186 


1039 
1469 

2743 

3131 

2975 

2959 
3076 

2838 

2477 
3083 


Two  Ybabs. 


Amount 
Covered. 


$141,135,365 
179,816,758 
301.890.807 

190.853.7x5 
214.753.926 

245.305.015 
336,454,437 

301,376,979 

210.133.733 
347,029,747 

370.418,801 

370,806,866 

304.931,131 


Premiums 
Charged. 


$1,151,539 

1.330.369 
1,570.613 

1.538,945 

1.695.551 
1.957.063 
3,041,036 
1,888.868 
X  963.580 
2.325,181 
3.624,935 
3,620,781 
2,938,833 


Rata  OB 

$100. 


8160 

7398 
7780 
8064 

7895 

7978 

9013 

9384 

9339 
94"2 

9707 
9678 
9605 


YEAR. 


1877-1880. 
Z88Z-X890. 

1891 

1893 

»893 

X894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1908 

1903 

X9<H 

1905 

1906 , 

1907 

1908 

19109.  ••■.. 


Thrbb  Ybars. 


Amount 
Covered. 


$5,218,855,533 

33,443,478,719 
5.505.572.706 
5,888,453.078 
6,187.399,864 

6.431.306,798 
6.754.143.726 

7.138,434.411 
7.591.893.884 
8.324,860.880 
8.783.841.947 

^  <.ynJC  .aukO  Ojit^ 
9,330,038,803 

9.388,891,136 

9.991.496,875 

10,966,847,060 

11,707.793,466 

12,897.597.985 
14.106,398,937 
I5.565.493.M2 
16,549,035,654 
17.790.085.556 


Premiums 
Charged. 


$51,263,766 
391,864,091 

47.695.58x 
51,803,004 
54,858,163 
57.833.080 
60,838,673 
64.191,333 

68.4a3.575 
71.785.897 
74.987,536 

78.447.295 
83.101,554 

91.376,498 
102,571,491 
lll.95x.611 

125,047,769 
136,165,233 

153.373.452 
163.565.959 
175.317.845 


Rate  on 
$100. 


.8663 

•8797 
.8866 

•89^ 
.9006 
.8992 

.9013 
.8738 
.8309 

.8403 
.8853 

.9145 

.9353 
.9562 

.9695 

.9653 

•9925 
.9884 

.9854 


Four  Ybars. 


Amount 
Covered. 


$300,379,493 

1,117,977,989 
155.392.741 
171,807960 
173.554. 184 
x8o.3o6,8ai 
179.897.730 

184.9^.352 
181,958,001 
187.779.666 
198.280,339 
303,858,340 
2x9.793.824 
234,474.434 
236.454.705 
339,66x,7o6 

245.868,385 
259.816,379 
387,661,5x3 

317.963.271 
343,056,94a 


Premiunu 
Charged. 


$3,175,419 
10,890,033 

1,355.9" 

1.568.747 

1.565.969 
1.633,1^ 

1.605.343 
z,643,6x8 

x,586.7i5 

1.603,965 

x,68o,865 

X  706,164 

1,880,443 

x.950,083 

3,095,317 

s,x89,3ix 

2.353,475 
3,414,813 

3,7x6,996 

3,967.130 

3.205,534 


Rate  OB 
$100. 


1.0574 

.9741 
.8736 

.9130 


.9007 

.^3 
.8879 

.8720 

.8542 

•8477 
.8369 


»7 
.8860 

.9135 
.9165 
.9487 

•9445 
.9332 
•9371 


YEAR. 


1877-1880 

XOCI'-'I590.  ..•••........ 

I89I 

X893 

1893 

X894 

X093' ■>••••••*••••«..•. 

1896 

X897 

1898 

1899 

X900 

X90I 

1903 

1904 

19PS 

1907 

X908 


FivB  Ybars. 


Amount 
Covered. 


$3,611,973,499 

17.856.330,481 
2.863.387,148 

2,910,383,354 
2,932.541.252 
3,043,548,854 

3,879,805,744 
2,877.761,318 
3.904.631,345 
3,108,071,881 
3,323.401.283 
3.507.673.560 
3.686,637,348 
3,888,947.170 

4.144.039.205 

4.437.279.312 
4.875.953.286 

5.347.295.826 

S.895.676,657 

6.419.875.64s 
7.014.367,836 


PremiuBks 
Charged. 


$34,8x6,638 

318.3x3,771 

33,938.137 

3S.39x.333 
36,117.567 

36,077.469 
35.434,401 
35.035.170 
34,938,363 
36.556,310 

38.556.359 
40,337,734 

42,177.877 
44,860,134 

49,081,970 

53.296,253 
59.170.050 
64.481,331 
73,697.130 
78,857.98x 
85.775.329 


Rate  on 
$100. 


1-3329 

1.3331 
X.I848 
1.3X00 
X.3316 
1.3360 
X.330O 
X.3X7X 
X.303S 
X.X763 
I.I60X 
X.X468 
X.X44X 

I.I53S 

I.I843 

1.30I1 

1.2135 

1.30S9 
1.333X 
X.3384 
X.3239 


COMBINBD  TBRM  BuSIMBSS. 


Amount 
Covered. 


$8,349,307,639 

53,409,685.374 

8,668.637,777 

9.131.34S.219 

9.455.728,447 

9.099.I15.484 
9,969.824,963 

XO,  360,3x6,387 

10,8x9.598,495 

ix,7oo.539,x85 

12,507.515.376 
13,139,334,4x8 
13.510,076,334 
14.350.233,494 

15.S73.795.397 
16,586,0x0,463 
x8.239,5S3,389 
X9,96o,440,789 
33,0x9,350,653 
23.557.671.430 
25.451.331.455 


Premiuns 
Charged. 

$90,973,609 

528,883,589 

84.046,166 

89.983.374 

93.877.738 

96.743.287 

99.075.333 
103,134,801 

106.090,093 

xxx,376.54X 

116.795.302 

X2X,930,I38 

138,855,434 
140.x43.778 
155.790.714 

x69,3a6,043 
188,433,874 
305,386,446 
33X,4X3,493 
a48,oxx,85X 
367.337.541 


Rate  on 

$100. 


1.0895 
X.0091 

.9694 
.9857 
•9928 

•9974 
.9937 
.9850 
.9805 
.9510 

•9537 

.9765 

X.0003 

x.osot 

1.0337 
1.0290 
X.0510 
1.0538 
x.QSoo 


430 


TAXATION    OF   FIRE   INSURANCE   COMPANIES. 


OUTSTANDING  RISKS— United  States  and  Foreign  Companibs  Combined—O^h/. 


YEAR. 


1877-1880 
Z881-1890 

X891 

1892 

1893 

1894 

1895 

1896 

X897 

1898 

1899 

1900 

Z901 

190a 

1903 

1904 

1905 

Z906..... 

1907 

1908 

1909 


Totals. 


Amount  Covered. 

Premiums  Charged. 

Rate  on  $100. 

5a5.575.i78.350 
109,928,038,84s 

^6,1x6.917 

.9623 

I.137.444.74X 

1.0347 

i5.700.63i.99x 

160,449.972 

1. 0219 

16,686,627,376 

176.017.337 

10547 

16,894,003.775 

»ig 

Z.0708 

16.860,572,393 

1.09x1 

17.470,582.000 
18.027.509,488 

x87.699,406 

X0743 

X9X,268.022 

1.06x0 

18,878.075.387 

X96,229.296 

X.0395 

I9.736.ai4.05x 

197.330.045 

.9998 

21.216.022.074 

a09.349.904 

.9867 

22,209.945,663 
23.i6§.o57.376 
24,318.604,589 

222.067.795 

•9999 

239.588.817 

::^ 

267,176.^8^ 
292,;  46.846 
3X4,8X2.X35 

25.973.182,459 

^'i^SS 

27.799.a53.4ao 

i>3a4 

30.096.204.3^9 
32,278,524.682 

•342.215,356 

1.X371 

365.135,773 

x.i3ia 

35.375.319.8ao 

402.874.727 

1.1389 

37.155.734.649 

417.671.225 

X.124Z 

39.951 .263.796 

442.415.111 

1x074 

Taxation  of  Fire  Insurance  Companies. 

Table  showing  amount  of  taxes  paid  by  companies  reporting  to  the  New  York 
Insurance  Department,  with  the  ratio  oi  the  same  to  premiums,  and  to  premiums  less 
losses. 


YEAR. 


189X 

1892 

Z093 •••.*■>■••••••••■■•• 

X894 

^M 

X896 

1897 

1898 

1899 

Z900 

X901 

X902. 

1903 

1904 

X905 

X906 

1907 

X908 

1909 

i8qx  to  X909  incluMvc 


o  e 


X29 
130 

127 
X2X 
X2I 

134 
15a 
162 
X62 

158 
X46 

145 
147 
X44 

158 

169 
X62 
163 


Premiums 

Received, 

Including 

Marine  and 

Inland. 


ZXO.56x.Q43 
124.086,350 

137.958,537 
124.649.570 
124,508.829 
124,440.058 
126.764.778 
ia7.730,7a6 
134,450.639 
1^7,709.062 
103,526,207 
185,494.632 
196.532,866 
2X2,39X.69i 
223.ox9.88x 
245.387.087 
200,643.569 

254.675.170 
27X,76o.36x 


3.286.290.856 


LoMesPaid, 

Including 

Marine  and 

Inland. 


$ 

69.007,452 

78.334.159 

87.943.433 
76.059.  X89 

70,732,994 
67,x62,474 

63,623,  X07 

74.660.521 

9x.03x.677 
92,472.967 
96,363,509 

97.950.790 
96.834.0x8 
131.095,629 
108.171.784 
235.a90.029 
121.801,279 
140,464.352 
X3X.x84,35X 

I.930.x83,7i4 


Amount 

of  Taxes 

Paid. 


$ 
2,596,902 

a.7a7.974 
2.96x,57X 

2.829.401 

2,94X,4X8 

3.X45.X17 
3.322.826 

3.900.  X34 

4495.33a 
4.736.350 
4,62X.oo6 
4.947.898 
5.474.X56 
5.577.aa5 
6.326.025 

6,535.369 

6,472.  X2X 

6,943.x8i 
7.209,517 

87.753.4a3 


Ratio  op  Taxes  to 


Pre- 
mium. 


% 

a.35 
2.20 

2.31 

2.27 

2.36 


30s 

334 
3-ax 
2.83 
2.67 
2.78 
a.63 
2.84 
a.66 
a.48 

2-73 
a.65 


1.67 


Prems., 


% 
6.25 

5.96 
7.40 
5.82 
5  47 

5*49 
5.96 

7.34 
X0.35 

lg 

565 
5.4Q 
686 

5.5X 

64.6s 
4.66 
6.08 

2^x3 

6.47 


RETIRED    FIRE    INSURANCE   COMPANIES. 


Fire  Insurance  Companies  That  Have  Failed  or 
Retired. 

The  following  is  a  list  of  joiat-itock  and  mutual  fire  and  marine  insurance  companiei 
and  Llojrds  that  have  failed  or  retired  from  businew  in  the  United  Statu : 

When  „ 

Redred.  "*"• 

lgS5— Acme,  De«  yoii 

18W— Acme  Uord».  Broeklro- 

Acton  Untnal  Fin,  AcIoD. 

Adem   Co.   Uotuil  Live  Stock,   GcttTibnrg, 

Adula  Fire  ind  Uirinc.  W.  Vl;  retired. 

190T— Adaaw  ft  Boyle,  Uttk  Rock,  Ark.;  retired. 

ISI— Adama  Hatiul  Fiit,  Aduu. 

■>;?■- A. 3r-i.iik.    Xc«    Vork:    itLoiurcd    io    London 


delphia 


iciuund,  IMl,  io  Hartford  Fir& 
IMW— AiDcrleaii  GairsntT  Foad  HBtnal,  St.  Lotdii 

UOe— Ameiicaa  Fire    Undenrrlten,   Chkaio,   IIL; 


.IT.' 


Fire    FbiluielphiB;  n 

Apnl,  not,  ID  Commcrcitl  Union, 
Julr.  ISOS.  reiDiuicd  new  bnaiaew 
"  uid  Pacific  Fire,  and  i" 


■t  LlordE.  New"fofk; 
to  uonrauk  Fire  Llordi. 
tXl*—^tat.  QiIciKOi  iailtd. 
iDw     ic. —    '^CDTcr:  reliretL 

!W  York:  TciDL  In  Home.  N.  Y. 
!w  York:  lailed  hv  Oiicairo  fir. 
r.  SyMcusc.  N.  Y,;  liquidaWd. 
re  and  Marine,  Wheeling.  W.    ._.. 
rd    in    Proridmoe-WaihingtoD, 

ataal.   Coneoid.   N.    H.;   lailed:    ir-    ! 

ouBied 
ISli)— Akron   Mutuil.  Akron.  O.;  Ma.ed  bu. 
3n«-,Sliia  Mutual.  Concord.  N.  B.;  lailed. 
ISK-A^.--.  =  m    Mniu:.!   Fire.   Ipswich. 


Itn— -AlbasT  Citr,  Albany;  failed  br  Chicaco  fite. 


im— Alexandria,  Va.;  rcinaurcd  in  Hartford  Fire. 
1J08 — AleKandrt*     Home,    Alenandria,     Va.:     rdn- 

■nrcd  in  WeatcheMer  Fire. 
ISM— Alle«facn7.  Charlerton,  W.  Va. 
liW— Allegheny,  (^ttabm-g;  leini.  in  AroenU. 
1174— AUanannia,  Cleveland;  failed. 
1880— Alliance,   Hogtoo;   leinitn^   in   Beininrancc 

irr4— Alliance,  New  York:  filled  br  Chlcaso  fire. 

Un~-AllisBce,  Ne«  York:  retaanrcd  in  Phenhc, 
Brooklrn,  and  reanmed  boiineaa:  rein- 
mred  m  United  Vin,  Haocbtater.  En*. 

:9(«— Alliance    Fire,   Anitin,    Minn.;  reiniured    in 

Connecticut  Fire. 
IMS-Alliance  Fire  Underwnteri,  Cliicaao;  COMd 

X  Mnlnal.  Reading;  failed. 


Un-Alta.  Stockton 


I,  Chieaao;  retired. 
:ina.  in  Connectiest  Fke. 


_.i  Matiul  in*,  a  Sav..  Alton:  WIed. 

inti — Amalaamated     Undetvrileri,     Chleago;     re- 

Un— Amuoa.Qndnnad;  reitu  In  RoyiU  Liverpool, 

UH— America,  Jeney  Citj;  failed. 

UKM— Americaa,  Bocton;  rclniDrcd  In  Fireneni  of 


Exchange,  New   York; 


in   Geman-An 

IM— American    Fire,    Baltimore.    Hd,;    reininTcd, 

except     In     Harrland.    in     Pidelin.     New 

York,    mi- Keitiinred  tn  Union.  Loodon. 
lat-American    Fire    and     Marine    Lloydi,    New 

York;  retired. 


.. AaanraBCc,     In- 

diaiupaUa,  Ind-;  failed- 

Llordi,   Limited.    Chlouo;     rein- 
Hm  m  Lriunbermcni  Mutnal,  Cniogo. 
ISn— Amatean   Haooiactarcrt   llattitl,   Coooord, 
N.  H.;  taOed;  rtanmed. 

N.  H.:  tailed. 

MidUnd  Town  Mnt.,  Llbertr,  Ho. 


ISSft— American     Uataal, 


UT4-Amerlcan  Uatnal,  Nn 


IBOi-American     National,      Fori     Worth.     T«i.j 

charter  revoked. 
ISTS— American  Underwritera,  Philadelphia;  faOed. 
IMH-Americin     Underwriter!     Fire     ol     Honioe 

Couniy,  N.  Y.;  receiver  ■ppolnted. 
18TB-AmltT,  New  Yo^i  reinaured  in  Star.  N.  Y. 
lgS>— Amoikeu,    Maneheiter;     reminred    in    Feo- 
_        pica,  Muchcater.  N.  B. 
UM— Anchor,  London;  failed- 
IMl-^nehor  (Uerinej,  New  Vot«. 
im— Anchor,  St.  Loiui;  taDed. 
ISM— Anchor  F.  &  M.,  Wheeling;  faOed. 
isn— Andea,  Cincinnati;  failed  by  Chicago  Brc 
ISM-Anglo-American.  Waahington,  dTCj  failed. 
IBM)— Anslo-Nevada.   San  Frandico;   reininred   In 

Caledonian,  and  London  and  Lancaahtrc 
UTS— Anthracite.   Philadelphia;   reinanred  In   Sun. 

Philadelphia. 
1860— Applelon  Hntnal  Plre.  Boiiton. 
19(»-Aquidneck   Mutual   Fire.  Providence,    R.    I; 

Ign-Aretk!"Nei^  York;  retnanred  In  Imperial, 
isn— Arreotine,  Denver  and  Indianipolii;  failed. 
1801- Arkanaai    Plre,    Little    Rock;    rdnmred    In 

Comnendil  Union.  London. 
18S1— Arkinaaa  Home,  Little  Rock;  retired. 
UOS-Arkanui  Hntnal.  Little  Rock.  Ark.;  merged 
Capital  Fire,  Ultle  Rocf 


"v;!!;;  fi"l^.T 

Kan.;  re- 

■"^i'-is 

UW-Armenia, 

Pittaburg;   reb 

1.  In  W 

atcheater: 

Un-Amiiron 

eininred 

in  Lanea- 

Manchea 

New  Ynrk!  rei 

wealth  of  New  York. 
ItDO— Artiaana.    Pittabnrg;    rdninred   In    National, 

Hartford. 
IBW-Athfidd  Mutnal,  1 
18SI— Aaaociated    Fircm 

in  FiitVity. 


RETIRED  FIRE   INSURANCE   COMPANIES. 


When  „ 

Retired.  Naki  or  Coiimm*. 

UU— AjMciitcd  UanufBcnuci*  Untiul,  Brai>kl|n>( 


Sprinificid,  111. 
UW—AuocUled  IjDderwriMn,  New  Yorki  retired. 
UW— Awociated  Undenrriter*.  Rockfoid:  retired. 
IMS— Auiuuce  Auocution   of  lUinsi*.  ChioKai 


Un— Amot,  New  York;  fi 


'te' 


1M(— Alluu-Birminfluun  Fire,  BirminiihtiB,  Ala.; 
reiuured  in  Prudential  of  Tuewell;  re- 
ceiver appmnted. 

ItW— Atluitic  F.  ft  H.,  Prmidoie*;  rdaiutnl  is 
Nadonal  o(  Hartford. 

18M— AUuUc  Fire  and  Uarine  Undemitcri,  Nen 
Yoitt;  iMirid. 

AUanlic  Mutual  Fire,  Atlantic  Otj,  N.  J. 

18»-Allanlic  Mulual  Fire,  Frovidmci;  tciniiited 
in  Svia,  (Joihenbura. 

Atlantic  F.  A  M.,  Pronocetowa :  retired. 

ISn-Atlantlc,  Ballinuire;  leini.  in  Home,  Md. 

IBTS-Attanlic,  Brooklyn;  leini.  in  Home,  N.  Y. 

IMS-Atlandc  Boiton. 

UU-^tlantic  Mutual  Marine,   Prmincetown. 

MTO-Atlantic,  New  Orleanai  rcinnired  in  Factort 
and  Trader*. 

Un-AlUaHc,  Brooklyn;  tailed  br  Oiicago  fire. 


I.  Va-i 
r,  Phi  I J 


t  Ne 


'  Vork  Central 


1874— Atluitic 
18SK- Allan  tic 
1B41— Atlai, 


e  Lloydt,  Camden,  N.  J. 


ISM-AtUa,  Hartford;  wound  u 

Atlat,  MiMOttri;  letiied. 

IBTS-Atlat,  New  OrI« 


ISW-AutqmatIc  Sprinkler 


re,  Phil) 

Mutual 


iled    by    Billi- 

Baltimore  and  Ohio.  Weat  Virginia;  retired. 

UTT— Bangor,  Bingor;  failed. 

UM-Bannr  HntnaL  Bangor,  Me.:  retired. 

un— Bankcn  and  Herchanu  P.  A  U.  Underwrit- 
er^ New  York;  ooniolidated  with  South 
and  North  Amcricui  Lloydt. 

11    Biiitm    and     Mcrdunta     Mntnal,    LitMrty, 
Uo.i  aialEned. 
vatun  Hortgage  &   Excluiwe  Bank,   Mu- 
nich;   retired  from   United   StateL 

Bay  State  Mutual  Plrc,  Chcliea. 

mS-Bay  State  Hutoal  Fire,  Gardner;  failed. 

un— Bay  State,  Worceitcr:  (ailed  by  Boilon  Are. 

USt-Beckcl  Hntoal  Fire.  Becket. 

un— Bedford    Mntnal,     Bedford,     Fa.;    rdo*.     In 

UES-Bcdlord  Commercial,  New  Bedford. 

un— Beekman,  New  York;  faUcd  by  Cfaicago  Rtc. 

UBT-Belait     Motoal,  Belolt,   Wia.;    relnaured     in 

" "w  York. 

ual.   Belle 

_        _  ,   Philadel 

Un-Berscn  Co.  Farmeri,  Oradell.  N.  J. ;  tailed. 

Berkley,  Weal  VlrglDia;  retired. 

un— Bereriy  Marine.  Bcrcrlr. 

UW    BererlT  (name  cbtaHd  to  Matchanti) ;  rein- 

■Bred  la  BaMon  Hirtnc. 
UtI— BinninKham,    BlrmlDaham,    Ala.;    refunrcd 

in  Macon,  Macnn,  Ca. 


Wben 

Retired.  Na««  o»  Conraar. 
Black  Hilla.  Deadwood. 


lerged  with  Gcr- 


Ky. ;   recdvcr    ap- 


U  Fire,  Lyon. 
Man;  retired. 


ISn— Boot  &  Shoe  Maautaetnrcra  : 

Boot  Manufacturera  Mutual, 

1S7>— Boiton,  Boilon;  failed  by  Bi 
Un-BoalOD  lalaod  Mutual,  Boaton. 

BmIou  Marln^  Beaton. 

IM^Boatoa  Motnal  ?Irc,  Boaton. 

UCl- Bowditch  Mnttul  Fire  (changed  to  Hamilton 

Untual  Fire.  UH).  SaleiD. 

Bowdoin  HMnal  Fire,  Boston. 

in>— Boyliton,  Boaton;  failed  by  Boaton  Sre 
UH— Bnlaton,     B«ttoa;     relniond     in     German. 

Americao,    New    York,    and     Providence- 

Waahhigton,  Pra«idcsee. 
US— Breroort,  New  Yock;  reina.  in  Home,  N.  Y. 
un— Brewcn,  Milwaukee;  reina.  in  Home,  N.   Y. 
18TT— Brewen  and  Maltalcn,  New  York;  rciniured 

in  Merchant!,  N.  J. 
im-Brtwers  and  Maltatera  Lloyda,   New   York; 

retired. 
I9l»-Briitol  County  Mutual,  Mew  Bedford,  Mat*.: 

rriaiured  ia  SpnnrBeld   Fire  ft  Marioe 
UgT-Briti>h.American,    New   York;    -' -■ 

Britilh  America  of  T'<"<'<i'<- 
UW-Broadway,  New  YsriE; 


Fii 


in  Hartford 


oadkvay  Lloyds,   New  York. 

oadvay.  New  York;  teiaiured  in  S-rt 

ooklyn.  New  York;  relniured  in  Am< 

if  Newark,  N.  J. 

uniwick.  West  Virginiai  retired. 

DoklTn  Lloyda.  B 


e  Mut 


helby, 


iktyn;  reti 
0.;  char 


1S»— BuSalc 
U71— BuDali 

1871— BufEaU 


iii  Pben^  B'klyn. 


inr-BuUders  Mutual  Fire,  Bosi 


BH-Burlin^n.  Borlinalon,  la.;  bUed. 
LSa7-Bu>ines>   Meat    Uulual   Fire.   Boitoa;   r 


1W4— Call 
is97-r.im 

!9flS-("ai, 


nd,    San     FraDcIaco; 
nei  buimFM  Junr  IS, 


.ameioa    lOwn   Molual,   Mo.;   autgnad   ta 

Wan-cnaburi  Town  Mutual,  Ho. 

Canton  Town  Mntnal,  Mo. 

Cape  Cod  Uuiual  Flie,  Harwi^ 

Cape  Cod  Mutual  Fire,  Sandwich. 

1M»-Capiul.    Des    Moinei,    Iowa;    merged    with 

Heictiints  and  Bankers.  Dt*  Moinei. 
UOO-Capital,  Jackaon,  MiaL;  Uled- 
UOO— Cvitai  Memphla.  Eaibd. 
IRS-Ctpltal  City,  Albany;  reina.  Is  Ijncnahif. 
un — Capital  City,  Columbna:  rdnaiired  in  Frsnh- 

ifn  ol  Ohio. 

'    lital  City  Mntnal,  BarrlibBrf ;  failed. 
Ital   aty,   Uontgonerr,   Ab.;  r^amazmt 

—  London  and  LancsaUre. 
un— Capital  City,  WaahinBton.  rMlr  ' 
inl-Caplial  Fire  Association.  Naatui  ibuu 

in  Granite  Sute,  Portanoatb,  N.  H. 
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When 
KctirccL 


Name  of  Compaky. 


190e-CapitaI  Fire,  Little  Rock.  Ark. ;  absorbed  by 

American  Fire,  Little  Rock,  Ark. 
190»-Capital  Mutual,  Syracuse,  N.  Y.;  liquidated. 
1J891— Capital  Mutual,  Topeka;  failed. 
1896— Capitol  Fire  Lloyda,  New  York:  retired 
19C8--Carolina   Mutual   Fire.    Spartanburg,  S.    C; 

receiver  appointed. 
1S87— Carolina,    Wilmington,   N.   C;   organization 

not  completed. 

Carondelet  Home  Mutual,  St.  Lonia,  Mo. 

18T2— CarroUton,  CarrolUon;  reured. 
1892-Cascade.  Seattle;  reins,  in  Farmers,  Seattle. 
1896— Cash,  Pittsburg;  reins,  in  American,  Newark. 
1886— Cedar  Rapids,  Cedar  Rapids;    reinsured   m 

Continental,  New  York. 
1907— Centennial  State,  Denver,  Col.;  reinsured  in 

Agricultural,  Watertown. 
1873 — Central,  Altoona;   reinsured  in  National   of 

Philadelphia. 
1872— Central,  Columbus;  reins,  in  Franklin,  Ohio. 
1872 — Central,  Dayton ;  reinsured  in  Farmers  and 

Merchants  of  Dayton. 
1874— Central,  Philadelphia;  failed. 

Central,  Pierre^  Dak. 

189^— Central  City,  Selma,  Ala.;  reinsured  in  Hart- 
ford Fire. 
1901— Central  Fire,  Lexington.  Ky.;  fafled. 
1904— Central  Fire  Undrs.,  Chicago,  111.;  retired. 
1906— Central  Iowa  Mutual  Fire,  Fort  Dodge,  la.; 

reinsured  in  Iowa  Assessment  Mutual,  De 

Witt.  la. 
18S6— Central  Mutual  Fire,  Boston:  retired. 
1904— Central    Mutual    Fire.    Hastings     Neb.;   re- 
insured in  Mercantile  Mutual,  L>inooln. 
1874— Central  Mutual  Fire.  Worcester. 
1880— Central  Mutual.  Fort  Wayne,  Ind.;  retired. 
189S-Central  Ohio,  Toledo;  failed. 
186<t-Central  Park,  New  York;  reinsured  in  Knick 

erbocker. 
1897— Central  Pennsylvania  Mutual,  Williamsport, 

Pa.;  retired. 
1904— Central  West  Lloyds,  Chicago;  retired. 
1896-Ccntnry  Fire  Lloyds,  New  Itork. 
1897— Century  Mutual  Pire,  Philadelphia;  retired. 
1886— Chalmette  Fire,  New  Orleans;  failed. 
1X19 — Chaplain  Mutual,  Btvlington:  failed. 

Chariton  Co.  Town  Mutual,  Keytetville,  Mo. 

1896— Charleston  F.  &  M.,  Charleston,  S.  C;  failed. 
1904— Charles  River  Mutual,   Boston;  failed. 
1871— Charter  Oak,  Hartford :  failed  by  Chicago  fire. 
1884— Charlestown  Mutual  fire.  Charlestown. 
1861— Chautauqua  Mutual,  Freaonia,  N.  Y. 

Chebacco  Mutual  Fire,  Essex. 

1867— Chelsea  Mutual  Fire,  Chelsea. 

Chelsea,  New  York. 

1887— Chesapeake,  Waahington.  D.  C. 

1904— Chesapeake  F.  &  M.,  Richmond,  Va.;  retired. 

law   Chicago,    Chicago;   reinstved   in   laaunace 

Company  of  State  of  Illinoia. 
1871— Chicago,  Chicago;  failed  by  Chicago  fire. 
1906— Chicago  Fire  X^derwriters,  Chicago;  ceased. 

Chicago  Firemens,  Chicago:  failed. 

1810— Chicago  Mutual,  Chicago;  tailed. 
1896— Chicago  Mutual  Fire,  Chicago:  failed. 
I90D-Chillioothe  (Mo.)  Town  Mutual;  asaisned. 
1908— China  Mutual,  Boston,  Mass.;  receiver  ap- 

pointed. 
1871— Chouteau.  St  Louis;  failed  by  Chicago  fire. 
190O— Oneinnati,  Cincinnati;  reinsond  in  jCagde* 

burg,  Magdeburg. 
1896    Cincinnati  Fire  Assn.,  Cincinnati:  failed. 
1874— Citiacna,  Baton  Rouge;  reinsured  in  Crescent 

of  New  Orleans, 
itisens^  Cincinnati;    reinsured    in    German* 

American,    New   York;    reorganised    and 

failed  m  J886. 
1880— Otisens.  Dover;  reinsured  in  Manufactorers 

and  Merchants,  Concord,  N.  H. 
1881   Cttisena,  Evansville,  Ind.;  reinstved  in  Ni- 


Namk  of  Compavt. 


«»*« — -L„n-rTrr,  £vassviUe,  Ind.;  failed. 

1894— Citixens. Memphis;  reins,  in  Greenwich,  N.Y. 

1887— Citixens,  Mobile;  failed. 

1877— Citisens,  Newark;  reins,  in  Peoples,  N.  T. 

19tt— Citisens,  N.  Y.;  reins,  in  Phcnix,  Brooklyn. 

1901— Citixens,  Pittsbi^,  Pa.;  reinsorcd  in  Pm- 
nix,  Hartford,  Conn. 

1882— Citiacna,  Washington;  reinsured  in  Fire- 
mens, Washington. 

1877-atlxens,  Wheelmg;  failed. 


When 
Retired. 

1887— Citixens  Fire  Lloyds,  New  Yoxlc:  reinsured 
hi  Lafayette,  N.  Y.;  continaed  onsiaass. 

1896-Citixens  Fire,  Columbia.  S.  C:  failed. 

1906— Citixens  Fire,  Dallas,  Tex.;  charter  revoked. 

1910— Citizens  Fire  Assn.,  Mankato,  Minn.;  rein- 
sured in  Security  Mutual  Fire.  Chatneld. 

1904 — Citizens  Lloyds.  Chicago;  retired. 

1801— Qtixens  Mutudf,  Albion,  N.  Y.;  failed. 

1908 — Citizens  Mutual,  Boston;  reinsured  in  Royal 
of  Liverpool;  resumed  business,  1909. 

1909— Citizens  Mutual,  Holly,  Mich.;  reinsured  in 
American,  Newark. 

1896— Citixens  Mutual  Fire,  Providence;  retired. 

1896— Citixens  Mutual  Fire,  Somerville,  N.  J.;  re- 
insured in  German-American. 

1908— Citizens  Mutual  Fire,  Terrell,  Tex.;  'chartes- 
revoked. 

1900— Citixens  Muttial.  Jackson,  Mich.;  failed. 

1891— Citizens  Mutual,  Waterloo,  la.;  failed. 

Citizens  Town  Mutual,  St.  Louis,  Mo. 

1906— Citixens  Town  Mutual  Fire,  Kansas  Gt$. 
Mo. :  retired. 

1872— City,  Boston;  failed  by  Boston  fire. 

1872— City,  Hartford;  failed  by  Chica/io  fire. 

1891— City,  New  York;  reinsured  m  Gtiardian, 
London. 

City,  Philadelphia;  retired. 

188<^-Citv,  Piovidence;  reinaured  in  Imperial  and 
Northern. 

1882— City^  Richmond;  reins,  in  New  York  Under- 
writers Agency. 

1891— City  F.  &  M.,  Louisville;  reinsured  in  Com- 
mercial Union,  London. 

1894 — City  Fire  Lloyds.  New  York  (name  changed 
to  Irving  Fire  Lloyds). 

1908— City  Fire,  Farmersville,  Tex.;  charter  re- 
voked. 

1907— City  of  J[efferson  Mutual  Fire,  Jefferson, 
Mo.;  reinsured  in  Michigan  Commercial, 
Lansing. 

1897— City  Fire,  New  York;  liauidated. 

1896— Ci^  Fire  Underwriters  Association,  Brook- 
lyn; reinsured. 

1882— Ci^  of  London,  London;  reinsured  in  Pala- 
tine. Manchester. 

City  Mutual  Fire,  Boston. 

1877— City  Mutual  Fire,  Roxbury. 

1892— City  Mutual,  Harrisburg;  failed. 

1867— Ci^  Mutual  Marine  and  Fire,  Boston. 


sured  in  Buffalo  German. 

1871— Oeveland,  Cleveland;  failed  by  Chicago  fire. 

1887— Clinton.  New  York;  reinsured  in  German- 
American. 

1896— Clinton  Fire  Lloyds,  New  York;  retired. 

1867— Coasters  Mutual  Marhie,  Boston. 

1872-Cochituate  Fire  (changed  to  City  Fire,  1866),^ 
Boston. 

1844— Cohasset  Mutual  Fire,  Taunton. 

1906— Colonial  Fire,  Washington,  D.  C:  decided  to- 
close  up  affairs;  will  carry  risks  to  ex- 
piration. 

1894— Colonial  Lloyds.  Philadelphia;  reinsured  h» 
MetropoliUn  Lloyds  and  indemnity  Fire 
Lloyds,  New  York. 

1896— Colonial  Mutual  Fire,  Boston;  failed. 

1897— O)lonial  Mutual  Fire,  Philadelphia;  retired. 

1906— Colonial  Underwriters.  Chicago;  retired. 

1881— Colorado,  Denver;  failed. 

1907— Colorado  Fire,  Denver,  Col.;  reinsured  in 
Southern,  New  Orleans. 

1901— Colorado  Mutual,  Denver;  receiver  ap- 
pointed. 

1906— Colorado  Merchants  and  Farmers  Mutial, 
Denver;  retired. 

1882— Columbia.  New  York;  reinsured  in  Mer- 
chants, Newark. 

1907— Columbia  Fire.  Washington,  D.  C;  rein- 
sured in  Royal,  Liverpool. 

1881— Columbia  F.  ft  M..  Portland,  Ore.;  reinsured 
in  German-American,  New  York. 

1896-Columbia  Fire  Lloyds,  New  York;  reinsured 
in  Norwood  and  other  companies. 

1906-Columbia  Fire  Association,  Chicago,  111.; 
retired. 

1908— Columbia,  Rensselaer  ft  Dutchess  County 
Mutual;  reinsured  in  Westchester,  N.  Y. 

1866-Columbia  Marine,  New  York. 

1846— Columbian,  Boston. 

1894— Columbian,  Louisville;  failed. 
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Actued.  "*"" 

Columblui  Fire  ind  Uariuc  Beaton. 

lS»-CsiumbuiiLlt>jdi,  New  York;  nimecbuied 
'  '  1  F.  tt  M.  LloTdl. 


UTS-Commerce,  Sen 


lerciaL  CbieiKo;  filled  b] 
icrci*L  Clndnnui;  Tcini 
It!  Ind  lluitiCscturen.  O 


bj  Chleiao  fin 


erci*l,    Qerduid:    failed    by    ChlraitD 
UCe— Commercial,  Little  Rock,  Ark.j  rceeiTei  »p- 

1908-Co»i'AUri'i-l   r.tc,   ilcustiin,  Tcjl.;   reinsuied 


crcul    Fire,    Montgoni 
I  in  PeoniylviaU  Fif( 


;ial  Fire.  Sagini 

UOl— Cammerdil  Mutusi,  Dei 
l»(S-Comm«cial,  New  Alban; 
ISK— Commercial  Mutai!,  Pre 
UTS— Commetcial  Mulual  Uari 
lS<0-Comin«rci«l,  Nantucket. 
inS-Commerdal,  New  Orleansi  re 

of  New  Orletia*. 
tSTT— Commerdal,  St.  Louis;  (ailed. 
ISS*-Comm(  -^-'     "—   "-'"■    — 


Ind.;  falted. 
dence;   retired. 

^  New  Dedford. 


Su-S. 


r  York 


Manctaci 


Francii 


in  PhiUdelpbia  Mutual 
oeai  and  again  retired 
ISSS— CommerclBl  Mulual,  New 

ri"   busineo  in  Proved 
im-Commereial   Nali™l,   D; 

19W— Comi 


.1  Union  Ondri.,  Chicago; 


ISn    Commonwealth,   Botlon;  reDaured  in   Con 

mercial  Union. 
1901— Commonwealth,  Bel  Air;  retired. 
Un— Commonwealth,    New   York;  failed. 

Commanweallh,  Philadelphia;  retired. 

1MB— Commonweal  lb   Fire,   Otiumwa.    Iowa;    rein- 

iiirfd  in  Monongabela,  Pittsburg. 
t38«-Commonwealth  Fft*.  WincheKir,  Vi.;  char 

ter  annulled.  „       ,,    , 

IBK— Commonwealth  Fire  Amo.,  New  York;   re. 

CommonweJtli,  West  Virginia;  retired. 

IBM— Commonwealth  Mntnal,  Boaion;  failed. 
IWI — Commonwealth  Mutual,  Dei 


iwi — ^Jommonweaiin  nmuai,  i/ecaiur;  lun 

ISH— Commonweal th  Mutual.  Philadelphia; 

l»0«~Coneitoga  Fire,  LaneaWer.  Pa.:  conn 
with  Armenia.  Pituburg,  and  am 
tion  organized  as  Guardian  Fue,  Pi 

IBTS— Connecticut    Motoal,    Meriden.   Conn 

l«S»-C™£»nce,  Paris;  retired  from  United 


aUH. 


'ss;. 


lidated    Undc 

York:  reinanred  i 
delphk. 


inS-Contlne 
Md 


,  Chicago;  failed, 
writera    (Uofda),    New 
Baitem  Mutual.  Phila. 

DJa,    Chicago;   reinatired 

ire;    reins,    in    German. 


...Continental.  Philadelphia;  retired. 
lan— Continental    Fire,    Little    Rock,    Ark.;    rein- 
anred   In    Spring    Garden. 

Continental.  West  Virginia;  retired, 

ISBt— ContinenUI  Fire.  Minneapoliai  failed. 
1MB— Continental    Fire    Association.    Fort    Worth, 

Ten.;  charter  reroked. 
188>-ContlneDtal    Muttul.    Michigan    City.    Ind.' 


IMS-Couiinenial     Tornado     and     Crdone,      Fort 

Worth,  Tex.;   charter  reroked. 
UB«— Continenial   Mutual    Fire,    Philadelphia;    as- 

11H&— Cotmnenial    Unden 

USE— Conway  Fire,  Boito-. 

U7I— Consray  Mutual  Fire,  Conway. 

IKM— Cook    County    Fire    Lloyds,    Chicago,    III.; 

.Com  Qty  U 


,   Chicago ;    retired. 


oaj,  loicoo;  Bijeo. 

:,  New  York;  (ailed  by  Bosioi 

Cora   ExEhaoge,   Philidelpbia;  failed. 

UaS— Cornwall  Mutual,  Lebanon,  Pa. ;  retired. 
Ugg-Cosmopolitan  Fire,  New  York;  reinsured  in 

Royal  EJtchaoae, 
1886— Council  Blufis,  Council  Blufis;  faUe^ 
un— Cranbury  Mutual,  Cranbury,  N.  I.;  i 

W»-Crescent,  Cincf -■  — =-^ 

lS«>>0«scent,  Cle> 

■■ fV."" 

-    Lloyda,    New   York; 


J,  urmnDury,  n. 

"^-    '-'led. 

reinaured  u 


Jackson  Fire  and  Marine,  New  Orleana. 
CroCon.  NcH  York;  failed. 
Dairymen's  Town  Mutual,  St.  Lonit,  Ma 


ISSS-Dauntlesa  Mutual,  FbiUdelpfaia;  failed. 

18«1— Dauphin  Mutual  Dauphin,  Fa.;  failed. 

187B— Davenport,  Davenport;  retired. 

18(1— Davenport  Mutual,  Davenport,  la. 

ISBS— Dayton,  Dayton,  O.;  reini.  in  Home.  N.  Y. 

1907— Decatur  County  Mutual,  Leon,  la.;  voluntary 

1ST»— Defiance.'Defianee;  retired. 

1SB4— Delairare    Fir^    Wilmington;    rdnaurcd    in 

^American.   Philadelpbia. 
1909-DeUware.   Dover,    Del;  reinsured    in    Han. 

ford  Fire. 
USl— Delaware     State,     Wilmington;     license     re. 
...     ^Toked:  reinsured  in  Queen. 
in»-DellB,    Greenville,    Mlas.:   retired. 
UT4-I>elta,   New  Orleus;  failed. 

>»         T^ T, ,,j(^ 

Koyal,  UvcrpooL 
,  Washtenaw  and 


....    ,   _._w  ( 

L88>— Denver,  Deni 

ISSS-Dimver,  Deni^,  „. 

Dc  Soto,  Hlaaouii;  retired. 

Detnoii  Mntoal  of  Wayne, 

Lenawee  counties;  failed. 

ISM-Detnoit  Manufacturers   Mutual.    Detroit:   re- 
tired. 
Urr— Detroit   Residence  Mutual,   Detroit;   ntini. 

Dlgbton   Mutual  Fire,   Dighton. 

lS06-DominioB,  Taiewell.  Va.;  reinsured  In  Pru- 


.   N.   H.;   re- 


Otiiens  of  I^ov...  ...  ... 

I8SI— Dmgglits   Mutual,   Phils delp 
1906-Dry    Goods     Mutual,    Phili 


IBOB-Duquesne    Mutual,    Pittsburg;    receiver   np- 
IMS— Dutchess,    Poughkeepsie;    reinsnivd    in    COa- 

neclicut    Fire,    Eureka    Fire    and    Hartoe. 

Teulonis  and  Colonial,  New  Y<h1c,  and  ic- 

UM— DwelliUK  House.  Boston: rein lurwi  In  Sprinr 
.field  F.  ft  M.,  Springfield,  Mast. 
.afjle.  Cincinnati;  reinsured  in  Comntrdal. 


River,  Nfw  VirV:  rMIred 
T«ine"»f,     KnoxvllleT     n 
srican.  Mew  York. 
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NaMI  OV  COMfAVT. 


When 
Retired. 

lS81~East  Texas,  Tyler;  reintttred  in  Commcrdal 
of  Alabama,  Fire  Association  of  Philadel* 
phia,  and  S3mdicate  of  Minneapolis. 

1896— Eastern  Assurance,  Halifax.  N.  S.;  reinsured 
in  Union.  London. 

196— Eastern  rire  Lloyds,  New  York;  name 
changed  to  Commerce  Fire  Lloyds. 

189$— Eastern  Mutual  Fire,  Philadelphia;  assigned 

U71— Eclipse,  Cincinnati:  reins,  in  Miami  Valley. 

ISa— Eclipse,  Qereland;  failed. 

m4— Economic.  London,   England:  failed. 

1907— Elevator  Underwriters  at  Grain  Dealers  Ex- 
change, Kansas  City,  Mo.:  reinsured  in 
Millers  Mutual  Fire,  Harrishurg,  Pa. 

1873— Eliot,  Boston;  failed  by  Boston  fire. 

U88— Elizabeth  Mutual,  Elisabeth,  N.  J.:  reinsured 
in  German-American,  New  York. 

1S98— Electric  Mutual,  Boston;  reins,  in  Home, 
New  York. 

1891— Eliot,  Boston:  reins,  in  Niagara,  N.  Y. 

1896~EIlicott  Lloyds.  Buffalo,  N.  Y. 

Emmet,  New  York;  retired. 

1818— Empire,  Chicago:  retired. 

1864— Empire  MutuaE  Onion  Springs,  New  York. 

1891— Empire  State,  Rochester;  reinsured  in  Royal 

1896— Empire  State  Fire  Lloyds  Association,  New 
York;  failed. 

1M&,— EnglishoAmerican  Undrs.,  N.  Y.;  ceased. 

1801— Enterprise,  Cincinnati;  reinstired  in  Royal, 
Liverpool. 

1871— Enterprise,  Philadelphia;  failed  by  Chicago 
fire. 

1880— Enterprise,  Pittsburg;  retired. 

1866— Enterprise  Fire  Lloyds,  New  York. 

ISQl— Enterprise  Fire,  Lexington,  Ky.;  failed. 

Equitable,  Chicago;  failed. 

18B1— Equitable,   Meriden;   reinsured   in   St.    Paul 

German. 

ISM— Equitable,  Nashville;  reinsured  in  Palatine, 
Manchester. 

1871— Equiuble,  Wheaton,  111.;  failed  by  Chicago 
nre. 

18S6— Equiuble,  Wheeling,  Va.;  reinsured. 

ISM— Equitable  Fire  and  Marine  Lloyds,  Chicago; 
retired. 

1806— Equitable  of  Inaiana,  Indianapolis,  Ind.; 
ailed. 

1894— Equitable  Fire  Lloyds.  New  York:  rein- 
sured in  East  River  Mutual.  New  York. 

190^ Equitable  Fire,  Snow  Hill,  Md.;  reinsured 
in  Delaware,  Dover,  DeL 

1896— Equitable  Marine,  Provincetown,  Mass.;  re- 
tured. 

1886-EquiUble  Mutual  Fire,  New  York;  faileo. 

1905— Equitable  Mutual  Fire,  St.  Paul;  receiver  ap- 
pointed. 

1886-EquiUble  Safety,  Boston. 

Equiuble  Town  Mutual,  Chillicothe,  Mo. 

Equiuble  Town  Mutual,  Kansas  City,  Mo. 

ISO^'Erie,  Buffalo:  reinsured  in  ^tna,  Hartford. 

1898— Erie,  Sanduakv;  failed. 

1896    Erie  County  Mutual  Fire,  Buffalo;  reorgan 
ized  as  Erie  Fire. 

1894— Eaperance,  Brussels;  retired. 

1866— Essex,  Salem. 

1844— Essex  Marine,  Newburyport. 

Essex  Mechanics  Mutual  Fire,  Salem. 

1808— Essex  Mutual  Fire,  Salem,  Mass.;  rein^urec) 
in  Lancashire. 

1816— Eureka,   Pittsburg;  failed. 

1804— Evansville,  Evansville,  Ind.;  reinsured  io 
Phenix.  Brooklyn. 

1880-Everett,  New  York:  failed. 

1871— Excelsior,  New  York:  &iled  by  Chicago  fire. 

1907- Excelsior  Fire,  New  York;  dissolved. 

1871— Excelsior,  St.   Louis;  reins,   in   MerchanU, 


N.  J. 
Iaccelsi< 


1886— Excelsior  Fire  Llcnnla,  New  York:  retired. 

1896— Excelsior  Mutual  Fire,  Boston;  failed. 

1904— Exchange  Fire  Underwriters.  Chicago;  re- 
tired. 

1871— Exchange,  Lynn;  failed  by  Boston  fire. 

1801— Exchange,  New  York;  rdnsured  in  Lanea^ 
shire,  Manchester;  resumed  1892.  and  rein- 
sured in  New  York  Bowery  in  1898. 

1888— Factors  and  Traders  of  New  Orleans:  rein- 
sured in  German-American  of  New  York. 

1806— Factors   Mutual    (Marine).    Memphis;    rein 
aured  in  Factors  Fire. 

I87^Fnctory  Mutual,  Boston. 

180T— Factory  Mutual,  Philadelphia;  retired. 


When 
Retired. 


Nami  of  Comyavt. 


1889— Fairfiuc  Alexandria. 

1880— Fairfield,  South  Norwalk;  reins,  in  Niagara. 

1867— Fairhaven,  Fairhaven. 

1861— Fairhaven  Mutual  Marine.  Fairhaven. 

1891— Fairmount  Mutual,  Philadelphia;  failed. 

Pall  River  Mutual  Fire,  FaU  River. 

iSOO-Falls  Church  (Va.)  Mutual;  retired. 

1898— Falls  City,  Louisville;  reinsured  in  London 
and  Lancashire. 

1909— Falls  City  Fire,  Spokane,  Wash.;  merged 
with  Pioneer  Fire,  Tacoma,  Wash. 

1900— Falls  City  Mutual,  Falls  City,  Neb.;  faUed. 

1878—  Fame,  Philadelphia;  reinsured  in  Liverpool 
and  London  and  Globe;  reorganized  1906: 
retired  in  1906. 

1880— Faneuil  Hall,  Boston;  reinsured  in  New 
York  Underwriters  Agency. 

1887— Fargo,  Fargo,  Dak.;  failed. 

1876— Farm  Buildini^s,  Herkimer;  failed. 

1891— Farmers,  Cincinnati;  reinsured  in  German ia. 
New  York. 

1881— Farmers,  Howard,  O.;  wound  up. 

1894— Farmers,  Seattle;  reins,  in  Sute,  Salem.  Orsk 

Farmers  and  Mechanics,  Washington,  D.  C, 

failed. 

1886— Farmers  and  Mechanics  Fire,  Alexandria 
Va.;  failed. 

1906— Farmers  and  MerchanU  Fire,  Rochester, 
N.  Y.;  ceased  business. 

1891— Farmers  and  Mechanics  Mutual,  Millers- 
burg,  Pa.;  failed. 

1894 — Farmers  and  Merchants,  Albany,  Ore.;  re- 
tired. 

1870— Farmers  and  Merchants,  Cincinnati;  retired. 

lUOO— Farmers  and  Merchants,  Dallaa,  Tex.; 
failed. 

1901— Farmers  &  Merch.,  San  Antonio,  Tex,;  failed. 

1873— Farmers  and  MerchanU,  Dayton;  reinsured 
in  Firemens  of  Dayton. 

1874— Farmers  and  MerchanU,  Mahanoy  City; 
failed. 

1908— Farmers  and  MerchanU,  San  Antonio,  Tex.; 
charter  revoked. 

1896— Farmers  and  Merchants  Fire,  Blooming 
Prairie,  Minn.;  retired. 

1908— Farmers  and  Merchants  Fire,  Dallas,  Tex.; 
charter  revoked. 

1890— Farmers  and  Merchants  Mutual,  Denver; 
retired. 

Farmers  &  MerchanU  Town  Mutual,  Cam- 
eron, Mo. 

1903— Farmers  and  Planters  Mutual  Protective 
Association,  Waxahache,  Tex.;  charter  re- 
voked. 

1906— Farmers  and  Threshers  Mutual  Fire,  Paris, 
111.;  receiver  appointed. 

1906— Farmers  and  Traders  Mutual  Fire  of  Mon- 
roe County.  New  York;  retired. 

1902— Farmers  Alliance  Mutual  Fire,  Denver, 
Colo.;    discontinued  business. 

1905— Fanners  Co-operative,  Seattle;  retired. 

1886— Farmers  Home,  Jelloway,  O.;  reinsured  in 
Queen,  LiverpooL 

1877— Farmers  Joint  Stock,  Meriden,  N.  Y.;  failed. 

IJiTO— Farmers,  MerchanU  and  Manufacturera, 
Hamilton;  reina.  in  Firemens,  Dayton. 

1899— Farmers  Mutual.  Arkansas;  failed. 

1906— Farmers  Mutual  of  Ingham,  Clinton  and 
Eaton  Counties,  Lansmg,  Mich.;  ceased 
business. 

1907— Farmers  Mutual  of  Washburn  (>)unty.  Wis.; 
receiver  appointed. 

1904— Farmers  Mutual  Fire,  Manistique,  Mich.; 
retired. 

1888— Farmers  Mutual  Fire,  Georgetown. 

1897— Farmers  Mutual  Fire,  Montevideo,  Minn.; 
retired. 

1908— Farmers  Mutual  Fire  Association,  Mont- 
gomery, Tex. ;  charter  revoked. 

1896— Farmers  Mutual  Fire  of  Alcona,  Alpena  and 
Montmorency  counties.  Mich. 

1906— Farmers  Fire  and  Tornado,  Texarkana,  Tex.; 
charter  revoked. 

1908— Farmers  Mutual  Insurance  Association, 
Hubbard  City,  Tex.;  charter  revoked. 

1901— Farmers  Mutual  of  Alger,  Marquette  and 
Baraga  counties,  Mich.;  retired. 

1908— Farmers  Mutual  of  Hunt  (bounty,  Green- 
ville, Tex.;  charter  revoked. 

1897— Farmers  Mutual  Fire  of  Middle.  Pk.;  retired. 


RETIRED   FIRE   INSURANCE    COMPANIES. 


Nahi  or  CoMrART. 


Wbn 

UBS— Firmen  Untnal  Fire  oi  Hidl*nd,  Gladwin 
uid    Clair    coontia,    Ulcb.;    recavo    ap- 

uai— FirmcTB  UuidaI  of  OUCjI^),  Crmwford  and 
Koicoiiunoii  cDualio,  VandobUt.  Uicb.; 
failed. 


Un-Farmen  Mut 


.1  oi  Nai 
i1.  Ma1<m< 


..'n.'y, 

ivilLe.  Ten 


ndrJi.  Dak. 

.„.„ , -J  f»a«if.       .     ,     ,    ., 

Farmen     Mutual    of     Gratiol     and     Jsabdla 

countica.  llhaca,  Mich.;  fuLcd. 
Faimeri  Mutual  of  Kalkaika.  Missaukee  and 

Wexford  coonliea.    Micb.:    failed. 
Farmera  Mutual  of  Lakt,  Oaceola  and  Wm- 

ford  couDliea,  Cadillac,  Micfa.i  failed. 
UBS— Farmeri  Mutual  Fin,  Dan»ille.  Pa.:  rcured. 
1S»8— Farmer!  Mutual,  Hatboro.  P>.;  disiolvcd. 
IMl-Farmeri  Mutual,  Wilniingloo.  N.  C;    a.lld. 
IHO— Fannen  Mutual   Hail  and  CTch>Fe,    Water- 

tcM,  S.  D.:  failed. 
It03-Farnier>     Mutual     Relief.     HiUiboro,     Tex.; 

chaner  revoked. 
llWO-Parmera    Mutual.    Thompson,    O.i    retired. 
ISW-Fanneia  Natlooal,   Plankinton;  failed. 
Un-Farmers  Union  Mutual,  Grand  Iiland.  Neb.i 

retired. 
lB7»-Fann»illB,   Fannsille,  Va.;   reiniured. 
18»-Farr»gut,  New  York;  reim.  in  Lancaihire. 
1841— Fantte  Mutual  Hre,  Lawrence. 
WB-Federal,  AlleEhenyi  reiniured. 

Federal,  WaihinBton.  D.  C.;  retired. 

I(04-Federal  Fire   Underwriter!  of    Illinoi>.   Chi- 

caso:  retired. 
IJOB— Federal  Fire.  Chicago;  canceled  buiinejs  and 


1880-Fidelity,   Cincini 


latl;   reiniured   i 


l£»4-ndelity  F.  and  M..  Cincinnii 
Merchant!  and  Manufactnri 
Un-FideUt7,  Delpbos,  p.;  reiniur 


ISn-Fidelitr,  Hor 


eUtjr,  L  _.,___, 

und,  San  Frai 

clitr,    threat    Fall*,    N. 
"^  o  and  Lancaihire. 


ISOi-FidelitT  Ina.  A»n.,  New  York;  liquidated. 

lBM-F<delitT  Fire  Lloyd!,  New  York:  retired. 

1M»-Fidelitr  Home  Fire,   Conicana.  Tex.;  char 


U9S-Fidelitr  Mutual,  Philadelphia;  biled. 

ISSS-Fidelily    Mutual    Fire,    Dcnvtr.    Colo,; 
sutedin   Loyal   Mulual   Fire,    Drnvcr. 


fro 


Uni 


Mutual,  Detroit,  Mil 


■ed 


York,    Norwich    Union    of    EngUnd,    , 

Merchants  of  Newark.  N.  J. 
U9S— Fire  Ins.  Co.  of  Sanduikf,  O.;  filled. 
1873— Firenaot,  Altoona;  failed. 

IBTl-Firemans.  ChicaBo:  failed  br  ChlcsRo  lire 
IBM— Firemanl  FniltrnitT.  Millersburg.  Ky.:    fai 


IMH-Flie 


n  Kationil,  CoOD. 


iSSSd.  Na«.  OF  Co-ta... 

1884— Firmaii     Ttntt,     Broaklni     reinsnred     ia 

AmericBB  of  Newark,  and  Fbenix  of  Brook- 

Its  and  Boaton  Hariac 
ISTt— Firmaii,  Boaton;  (ailed  br  Boston  Src 

_.  "     ■   nr  reina.  in  Hartford  Plr*. 

Orleans ;   rtiontrcd  In   Gcr- 

Peoples,  Newark. 
igaO-Firemens,  New  York;  reiaaortd  in  Home  ol 

New  York  and  Mechanics  and  Tmden  ol 

New  Orleans. 
IKM— Fire  Undrs.  of  America,  Chicaco;  retired. 
un-Pirst  National.  South  MeAle«er.  J    "^ 


lS8^First  National  Fire,  Worcester 

National,  Hanbrd. 
18W— FisUng,  Boston. 
1845— Fiahii^  Provincelown. 


I,  Fort  Worth,  Ind,;  i 

inaiana  Underwriter!. 
UW-Fort  Wijme,  Fort  Wayne,  Ind.i  lailad. 

Franklin.  T«n.;  retir^. 

1871— Franklin,  Boston;  failed  br  Boaton  Src 
isai— Franklin,     Boaton;     reinsnred     in     Scot 

Union  and  NationaL 
mi— Franklin.  Camden;  buled. 


QncinnaH; 

H.U  Fidelity. 

189&-FrankliD,  Colnmbni; 


ured  in  New  Vat 


Underwrilera   Agency. 

lETTS-FrankliD,  Baltimore;  retired. 

1902— Franklin,  Evansvilfe,  tnd.;  reinsured  iM 
American,  Newark. 

lS8ft— Frsnklin,  Indianapolis;  reinsured  In  Germs*- 
American,  New  York. 

1 89&- Fran  kiln.  LouisTille;  rdns.  in  Naliooal.  Ct. 

1K74-Franklin,  New  Orleans;  (ailed. 

ISOI-Franklin,  New  York;  failed. 

1878-Franklln,  St  Louis;  reina.  in  Home,  N.  Y. 

1B86— Franklin  and  Emporium,  New  York;  relB- 
lured  Id  Exchange. 

ISn-Franklin  Mutual,  Malone,  N.  Y.;  retired. 

lgB7-Franklln  Mutual  Fire.  Greenfield,  Mau.:  re- 
insured in   Globe   Insurance  Company. 

]90e-FrBnklin   Mutual  Fire,  St.    Louis:  reinsBred 


:   failed. 


Franklin   Mutual 

Frederick   Cof'Mu"lut,'FreiierlckrMd.;  di» 

-F^lo^,  New  York;  failed  by  Chicago  Gre. 
i-FulJon  Underwriters. _ New  York;  retired. 

d  in  Union. 

Ire,  Chicago;  failed. 
erged  with  Star.  N.V 
inred  fire  butineif  i 

e   Company,    Uutoal. 


m— Garden  City,  Chicago. 

8W— Garden  ClK  Mutual  Fire,  tui™«uj   ™iieu. 
U7g— Gebhard.  New  York;  merged  with  Star.  N.Y. 

18»-General,  Lend--- ■  '--  ^— ■- 

London  and 
ieS»-Gener«l    Fire 


Rochester,    N.     Y. ; 

1897— Gemgia'Empfre  Hntnal,  Atlanta,  Ga.:  retired. 
i«.    f ;.     '-jQitrial,    Atlanta;    racdicr    ap. 

nal,  Atlanta.  Ga.;   recdrei    ■»• 


UOT— Georgia   Mo 

188T— Georgia  Mntnal,  Atlanta,  Ga.;  retired. 

1I8T— Ccrman-Amerlcan,   " —  "-" *-" 

aU    Caiman-American, .    .-, 

**"    "  '         '  St.  Paul;  relnaved  In  St. 


Rlebmond.  Va.;  trilcd. 

Panl  GermaB. 

erman- American   F.   and   H.   Uoyda.    New 

York:  niiat  changed  to  Royal  F.  and  H. 

imt— German-American  Town  Hnttol,  CalffasvlB, 
Ho.:  failed. 

*    lerican    Hutnal    Fire,    RaatfaiBa, 
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When  *,  ^ 

Retired,  ^^*  «>'  Compahy 

1904— German-American  Inter  Insurers  Under- 
writers, Chicago;  retired. 

1M&-Cerman  Alliance  Underwriters.  Chicago; 
ceaaed  business. 

1895— German  Fire  Association,  1  olcao ;  failed. 

1907— German- American  Mut.,  at  Louis;  assigned. 

German-Amencan    Mutual    ot    Wayne,    uak 

land  and  LivingBton  Cos.,  Detroit;  failed. 

1907— German- American  Town  Mutual.  St  X^ouis, 
Mo.;  assigned. 

1971— German,  Qeveland;  failed. 

1879— German,  Dayton;  reinsured  in  Teutonia. 

1874— German,  Erie;  failed. 

1906— German,  Freeport;  reinsured  in  Royal,  Liv* 
erpool;  receiver  appointed. 

18S9— German,  Quincy,  111.;  reinsured  in  Manches- 
ter, England. 

1879— German,  St  Louis;  reinsured  in  German- 
American  and  German  Mutuai. 

German,  Scotland,  Dak. 

1999— German,  Phila.';  reins,  in  National,  Conn. 

German,  Sioux  Falls. 

1904— German  Equity  Fire  of  Monroe  County, 
N,  Y.;  retired. 

1896— German  Fire  Llo^fds,  New  York;  name 
changed  to  Associated  Underwriters. 

German    Guarantee   Town    Mutual,    Kansas 

City,  Mo. 

1900— German  Mutual,  Newark;  reinsured  by 
National.  Hartford. 

1907— German  Mutual,  Oklahoma  City;  receiver  ap- 
pointed. 

1902— German  Mutual  Fire,  Denver,  Colo.;  rein- 
sured in  Commercial  National,  Denver, 
Colo. 

1909— German  Mutual  Fire,  St  Louia;  reinsured  in 
National.  Hartford. 

1909— German  Mutual,  Des  Moines,  la.;  failed. 

1906— German  National,  Chica^;  reinsured  in 
Dubuque  Fire  and  Marine;  receiver  ap- 
pointed. 

1^96 — German  National.  Louisville;  reinsured  in 
Orient,  Hartford. 

1904— German  Union,  Wilmington,  DeL ;  reinsured 
in  Star  Fire,  Louisville.  Ky. 

1871— Germania,  Chicago;  failed  by  Chicago  fire. 

1879— Germania,  Cleveund;  reinsured  in  Sun. 

1879— Germania,  Elizabeth;  reinsured  in  La  Caiiae 
Generale. 

1890  Germania,  Memphis,  Tenn.;  reinsured  ia 
American,  New  York. 

1889  Germania,  Newark;  reinsured  in  German- 
American.  Newark. 

1901— -Gcrmaaia.  New  Orleana;  reinsured  in  Gcr 
mania.  New  York. 

1909— Germania,  New  Orleans,  La.;  absorbed  by 
Teutonia,  New  Orleans. 

Germania,  Toledo,  retired. 

1902— Germania  Fire  Llords,  Chicago;  retired. 

]98(^— Germania  F.  and  M.,  Cincinnati;  reinsured 
in  German-American,  New  York. 

1900— Germania  Town  Mutual,  Rockport,  Mo.; 
failed. 

1896    Germania  Insurance  Assn.,  Toledo;  retired. 

1897— Germania  Mutual  Fire,  Philadelphia;  failed. 

Girard,  New  York:  retired. 

1877— Globe,  Boaton;  ransured  in  Shawmut 

1979— Globe,  Chicago;  failed. 

1899-^lobe,  Cincmnati;  reinsured  in  Phenix, 
Brooklyn. 

ISSi— Globe,  Des  Moines; reinsured  in  Des  Moines. 

1999— Globe,  New  York;  reinsured  in  Liverpool 
and  London  and  Globe;  resumed  business. 

199B-G]obe  Motual  Fire,  Philadelphim;  retired. 

1994— Gloucester,  Gloucester,  Masa.;  reinsured  in 
Westchester,  New  York. 

1999    Gloucester  Marine,  Gloucester. 

Ooucester  Marine,  Gloucester. 

......Good  Hope,  New  York;  retired. 

1919— Goodhue,  New  York;  reinsured  ia  Metro- 
politan. 

1906— Grain  Dealers  Mutual,  Minneapolis.  Minn.; 
reinsured  in  Security  Mutual,  Chatfield, 
Minn. 

1900— Grain  Growers  Mutual,  Lincoln,  Neb. 

1989— CSranby  Mutual,  Granby.  Mass.;  retired. 

1901 — Grand  Rapids,  Grand  Rapida,  Mich.;  rein- 
sured in  National,  Hartford. 

1890— Granite,  Richmond;  reins,  in  Connecticut 

1854— Great  Barrington  Mutual  Fire  (changed  to 
Housatonic),  Great  Barrington. 


When 
Retired. 


Nakb  or  Company. 


1871— Great  Western,  Chicago;  failed  by  Chicago 
fire. 

1875— Great  Western,  New  Orleans;  failed. 

Great  Western,  Philadelphia;  retired. 

1886— Great  Western  Marine.  New  York;  retired. 

1859— Greenfield  Stock  and  Mutual.  Greenfield. 

1906— Greenwood  Fire,  Greextwood,  S.  C;  rein- 
sured in  Commercial  Union,  London. 

1904— Greenwich  New  York;  reinsured  in  Com- 
mercial  Union,  London. 

1870— Grocers,  New  York;  reinsured  in  Greenwich. 

1895— Grocers  Mutual  Fire.  Philadelphia;  retired. 

1880— Guarantee  Mutual  Fire,  Harrisbuzy;  failed. 

1889— Guaranty,  Great  Falls,  N.  H.;  reinsured  m 
London  and  Lancashire. 

1877— Guaranty,  New  York:  reinsured  in  RoyaL 

1906— Guardian  Fire  of  Oneida  County,  New  York; 
restrained  from  transactins  business. 

1898— Guardian  Fire,  Memphis,  Tenn.;  reins,  in 
Millers  and  Manufacturers,  Minneapolis. 

1890  Guardian,  New  York;  reinsured  in  Liverpool 
and  London  and  Globe. 

1894— Guardian,  Huntington,  W.  Va.;  mail  un- 
claimed. 

1894  Guardian,  London;  reinsured  in  New  York 
Underwriters  Agency;  Union,  London; 
Fire  Association.  Philadelphia;  Lion,  Lon- 
don; Imperial,  London. 

1906— Guardian  Mutual  Fire,  Pittsburg;  retired. 

Guardian,  Philadelphia;  retired. 

190&-Guardian  Fire,  Pittsburg,  Pa.;  absorbed  by 
Southern,  New  Orleans. 

1874:— Gulf  City,  Mobile:  reinsured  in  Stonewall. 

1884:— Hampden,  Springfield. 

1887— Hamilton  Mutual^  Cincinnati;  assigned. 

1879— Hamilton,  Hamilton;  reinsured  in  Miami 
Valley. 

1908— Hamilton  Fire,  New  York;  reinsured  in 
Delaware,  Philadelphia;  resumed  business 
in  1909. 

Hamilton  Marine,  New  York;  retired. 

1861— Hamilton  Mutual  Fire,  Salem. 

Hamilton  Town  Mutual,  Hamilton,  Mo. 

1889— Hamburg-Magdeburg,  Hamburg;  retired 
from  United  States,  except  Pacific  coast, 
reinsuring  risks  in  the  Fire  Insurance  As> 
sociation.    Absorbed  b/  Magdeburg,  1886. 

1866— Hampden  Mutual,  Springfield,  Mass.;  re* 
Ured. 

1866-Harmonv,  New  York;  failed. 

Hard  wick  Mutual,  Johnsonburg,  N.  J.;  re* 

tired. 

1871— Hartford,  Baltimore;  reinsured  in  RoyaL 

1897— Harvard  Mutual,  Boston;  retired. 

1865— Haverhill  Mutual,  Haverhill. 

1891— Hekla,  St  Paul:  reins,  in  St  Paul  German. 

1908— Helvetia-Swiss.  St  Gall;  retired. 

1860— Hendrick  Hudson,  New  York;  retired. 

1889— Hermitage,  Nashville,  Tenn.;  reinsured  in 
Mechanics  and  Traders,  New  Orleans. 

1879— Hibemia,  Qeveland;  retired. 

1880— Hibemia,  Newark:  reinsured  in  German' 
American,  New  York. 

1871— Hide  and  Leather,  Boston;  failed  by  Chicago 
fire. 

1904— High  Point  Fire,  N.  C. ;  reinsured  in  Atlanta- 
Birmingham. 

1898— Highland  Mutual,  Newburgh;  retired. 

1879— HoDoken,  Hoboken;  reinsured  in  London 
and  Luicashire. 

1881— Hoffman,  New  York;  reinsured  in  Niagara. 

1877— Holland  Purchase,  Batavia;  retired. 

1864— Holliston  Mutual  Fire,  HolHston. 

1904— Home,  Baltimore;  failed  by  Baltimore  fire. 

1890— Home,  Charleston,  S.  C;  reinsured  in  Ph<B- 
nix,  London. 

1871— Home,  Chicago;  failed  by  Chicago  fire. 

1889— Home,  Columbus,  O.;  failed. 

1877— Home,  Galveston;  reinsured  in  East  Texas. 

1906— Home,  Groesbeeck,  Tex.;  charter  revoked. 

1907— Home  Insurance  Banking  &  Trust,  Galves- 
ton,  Tex.;  receiver  appointed. 

1908— Home  Fire,  Galveston;  charter  revoked. 

1909— Home  Fire,  McAlister,  Okla. ;  reinsured  in 
Western  National,  Oklahoma  City. 

1905— Home  Fire,  Seattle;  reina.  in  Pioneer  Mu- 
tual, Seattle. 

1908 — ^Home  Fire,  Phoenix,  Ariz. ;  ceased  business. 

1908— Home  Fire,  Little  Rock,  Ark.;  receiver  ap- 
pointed. 

1908— Home.  Greensboro,  N.  C;  absorbed  by 
Soutnern  Underwriters. 
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Rcllred.  Nami  o»  CovMar. 

IWB-Home  Fire  AiiocUtion,    Roche>t«,   N.   Y.; 

pernunentEv  enioiDcd. 
190S-Home  Fite  and  MBrinc,  San  Franciico,  Ckl.; 

UOS-Hone    indemoitir.    Honiton,    Tex.;    chaiteT 

UW— Home   Iniumicc   AhociUIob.    Ut    Venian, 

O.;  retired. 
ISn— Borne  HuCiul  Fire,  BoalOD. 
...Hamc  Hanul  Fire,  Springfield. 


MOO-Home,  Ml 

IKM-Hn.,.,,  NaihTilli 
;,  Newark; 


1.  in  National.  Conn. 
ciasored  in  Weitcbeatet. 
mured  In  Qncen. 
It;  Tciniured  is  Gennan, 


U(H-BDme.  -  - 

ISn— Home,  New  HiTcn;  biled. 

IMO— Home,    Onuha:    reiniured    'n    Farmen    and 

Mercitanti.  Lincoln,  Neb. 
ten— Home,  Savumah:  retired. 
ISSt— Home,  Seattle;  rnna.  In  Wertchener,  N.  Y. 
ISSl— Home      Shenandoah;     merged     with     Cedai 

•STB-Home,  St  Joieph;  r 
Un-Home,  TiSn,  O.;  re 

Toledo. 

ISTt— Home,  Toledo;  relna.  Id  Fheniz,  BrooklTn. 
l«74-Home,  Topeka;  reinmred  in  firewcn. 
ISTZ-Home,  Waahington :  retired, 
icm— Home  Gnaruitee  Untttal,  Lowell,  lUia;  r» 

Inanred  In  New  Hampibtre  Fire. 
ISn— Home  Hntual,  Boaton;  hiled. 


11»1— Home   Mataai,   GencKC   eoonij,   Ulcb.;   re- 

t88i>— Hone  UDtnal,  Sl  Lonli;  reinnired  1b  Amcr. 

lean  Central. 
Home  Mttttnl  of  Ionia,  aiolon  and  Uont 

ealm  comitiea,  looia,  Uich.;  tailed. 
IMD-Home  Hnlnal,  Standlih,  Midi.;  retired. 


Uat~Home  Frolectlon  of  North  Alabama,  Honta. 

Tille;  reininrcd  In  Uechaniei  and  Trader*. 

New  Orlesna. 
lei^Bame    Manuractureri    and    Trader*    Uutual 

Concord,  N.  H.;  tilled;  reaomed. 
U»— Home    MannCactoren   and   Trader*   UBtoal, 

Concord.  N.  H.:  retired. 
lUnO-Rome  rroieciion.  Charlotte.  N.  C„i  retired. 
IBtpO-Ilome    Kaitert    Mutu»l.    L.ncola,   Keb.!   r» 


iMO-Homestead.  Ne»-  York 
ISTS-Homeitead.  Watertown 

Home  Town  Mutual.  B 

ISBS-Horae  Town  MuL,  War; 


1874— Hope,  PliiladelphL .  .... 
19T>— Hope,  FnrTidence;  faileu 

ISSS^bSSS"  Mutulil    Fire,   Fh\U 

in  Globe  Fire.  New  Yirl 

im— Hope  MDtnal.  St.  Louia. 


111.  Baitto 

pVttibu" 


l«re— Houiehold. 
l«9»-BowBrd,    Baltimore; 

IXTt-HowBid.  Boston:  fail< 
tfU8-HowBrd.    New   York; 


1807— HoDtton   Fire  a 


bOTKh  Citt  and  i 
im-Bumboldt.  New  Yr 


e,   ?i-..  k bridge. 
erged    in    United    of 

a.  <a  Citr  of  London. 
-inc.  n,^ii9ton,  Tex.-. 
Vslb.    Tiuardian  and 

.     failed. 
VilliBBia- 


Nakb  Of  Conrjuiv. 


tired, 
un— ininoli  Hntual,  Alton;  lalled. 
Un— lllinoia  MntBal,  Springfield;  failed. 

ISBt— Illinoii  Mutnal  Fuc^Cbicago;  failed. 
1909— Illinois     i\atioii>l,     Dtcalur,     111.;     r« 

IKS— Impeiial   Loodon;  retired  from  U.  S.;  Pedfic 

Coast  bua.   reina.,  in  London  Aai 
I89S-Imperial  Fite  Llojda,  New  York:  i 

,u  Trade...  ^,» 
in,  New  York, 
litr,     Davenport,     la. 

I««t— Indemnity.  New  York;  bile 

"no? 
Uat-loden: 


Vork;     i 


itr    Fire    LloTdi,     N 
I  bj   IndeoiaitT  Ai»i —    __ 

UN— Indemnltr  AaaociBtion  of  Underwriten,  New 
York;  name  changed  to  South  Anwrican 
Union  Underwriten. 

mo— Indepeodence,  Independence;  failed. 

IMft— Indepeadence  Muiual,  Philadelphia,  Pa.;  re- 

Itn — lodependeni,  BoMon;  failed  bj  Chicago  fire. 
UH— Independent,  New  Orleani;  retired. 

Independent,   Philadelphia;  retired. 

U04— Independent  Fire  Underwriter*  of  Spring- 
'-'1,  IlL;  rr--- ' 


U»-Independent  National,  Newbnrgh,  N.  Y. 
reorginiicd  in  UH 


tired. 
ndia  Untnal  (Mi 

Boilon  Uarioe; 

fire  inanrance. 
ndiao  Head  Uutual,  Naafani;  reiaaured  L 

Gnnlte  Slate.  Portamouihj  N.  H. 


■a  Mut 


I.  Elwno 


, jee.  R.  i.;  retired. 

UST^Indnatnal  Mottvl  Fire,  PhOadelphU;  retired. 

lAAi T..1*rt^     TJ|»     rin.4H         ry^tnmirA-     ^;^*ntAm*mA 


I    of   the    State    of    New 
a  Manhattan.  New  York. 


UOL 


^  New  York. 


IMfr-lL -  -       

1HH— Interstate  Lloydi.  Chicago;  fdled. 
IMS-IiHuranee  Truit,  New  York;  retired. 
WS-Inter-Cily     Town     Mutual,     Moberly,     Mo.; 

]»0&-loieraa(ionat  Fire  of  Weit  Virginia.  Albn- 


used  bus 


1306-Ini 

\_ 

1906— Inter   Oceai 

UK— Inter-State   Fire  Aaaociali 

lo'hn'r''' 


New 

Chicago;  ceaaed 


19«9-Inlei 

bo 

mi— Intel 


_  _    _     _                                      l,v  Rniton  fire.  I    IWl-Inl. 

lg78-Hmilin(rton  Muinal.  Hmiiti^nm.  N.  Y.  I    lESS-Ion 

BnnletdoD     Cnnnlr     Mutual.     Lambertrille.  I                 l( 

N.  T.;  retired.  IBIM-Io^ 

tglil— riTlnolt:  ReardHown;   (ailed.  ti 

IWe— Illmois  Honlrei?.  Ml.  Vemnn.  !H.!  reiniured  IS98— Io» 
in  CommOTweBllh,  Ollumwa, 


Undra.,  'Chicago;  «s*ed  btt^eia. 
Mutual.  Elkhart,  Ind.-  '-"-■ 
Mutual,  Pbiladelphia; 

are     Fire.     Texatkana.     «r«.,     cm  sea 

Itional.  New  York;  biled  by  Chicago 

itional,  New  York;  retired: 

Ea^ton  A  Barry    Farmen  Mulul  Fire, 

eclive.   De 
Biilslorm 

._ ,    ...oine.:    rein 

ital  Fire.  Dei  Moii 
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When 
Retired. 

1907— Iowa  German   Mutual,   Des  Moines,  Iowa; 

receiver  appointed. 
1908— Iowa  Home.  Dubuque,  Iowa;  reinsured  in 

National,  Hartford. 
190ft— Iowa  Merchanu  Mutual,  Des  Moines;  failed. 
ISS^Iowa  Mutual  Fire  Ass'n.  Des  Moines;  failed. 
U87— Iron  City  Mutual.  HtUourg.  Pa.:  retired. 

Iron  City,  West  Vir^ia;  retired. 

U97— Iron  ana  Oak.  Binmngham,  Ala.;  rciaaurcd 

in  ^y^vtw^  Maoon,  Ga. 
ISS^Iron  and  Steel  Manufacturers  Mutual,  Phila 

delphia;  retired. 
ISO^Iron  and  Steel  Manufacturers  Mutual,  Phila- 
delphia; retired. 
1892— Iron  District,  Spartanburg,  S.  C;  reinsured 

in  Anerican,  Philadelphia. 
Un— Irving,  New  York;  failed  by  Chicago  fire. 
1884— Irving,  New  York;  rdnaured  in  United  Fire 

Reittsurance. 
189&— Irving     Fire     Lloyd^     New     York;     name 
changed   to   Atlantic   F.    and    M.    Under- 
writers Association. 
lS9(^Island  Home,  Knoxville;  reinsured  in  East 

Tennessee,  Knoxville. 
19Ql^Isthmiia  Lloyds,  New  York;  retired. 

Jackson  County  Town  Mutual,  Kanaaa  Qty 

and  Independence,  Mo. 
10S— Jackson  F.  and  M.,  New  Orleans;  retired. 

Jackson  Marine,  New  York. 

1891— Jefferson,  New  York;  reins,  in  HomcL  N.  Y. 
IST^Jeffcrson^  St.    Louis;   reinsured   in   Trades- 

mens.  New  York. 
1881— Jefferson.  Steubenville,  O.;  reinsured  in  Nor* 

wich  Union. 
U96— Jefferson,  Wheeling;  reinsured  in  Franklin, 

Wbeeling. 
18SS— Jeffcraon  Fire  Llo/ds.  New  York. 
1906— Jefferson  Fire  and  Marine,  Richmond,  Va.: 

receiver  appointed. 
i:04— Jefferson  Mut.  Fire,  Pine  Bluff,  Ark.;  failed. 
ISn— Jersey  City,  Jersey  City;  reinsured  in  Liver 

pool  ana  London  and  Globe. 
I^s9ft— Johnson  County  Farmers  Mutual,  Tecumseh. 

Ncbraaka:  retired. 
:  ^95— Johnstown  Mutual,  Johnstown,  Pa. 
1907— Johnstown  Mutual,  Johnstown,  Pa.;  receiver 

appointed. 
U8»— Kanawha  F.  and  M.,  Grafton,  W.  Va. 
1906— Kansas  Fire,  Topeka;  receiver  appointed. 
187(— Kansas,  Leavenworth;  failed. 
1871— Kansas  City,  Kansas  City:  failed. 
1900— Kinaas  City  (Mo.)  Town  Mutual;  failed. 
1893— Kansas     Farmers,     Abilene;     reinsured     m 

Shawnee,  Topeka. 
1890— Kansas  Home  Mutual,  Topeka;  retired. 
1889— Kansas   Protective  Union    Mutual,   Topeka; 

retired. 
1902— Kearsarge  Fire.  Concord,  N.  H.;  failed. 

Kensinger,  Philadelphia :  retired. 

191C> — Kensington    Mutual,    Philadelphia,    Pa.;    re- 
ceiver appointed. 
1^— Kenton,  Covington;  reins,  in  National,  Conn 
1^— Key  City,  Dubuque;  reins,  in  Lancashire. 
187S— Keyatone.  Reading;  failed. 
1904— Kings    County    Fire,    N.    Y.;    absorbed    by 

Atlas,  London. 
1865 — Kingston  Mutual,  Kingston. 
1890— Kittanning  Mutual,  Kittannlng,  Pa.;  failed. 
1871 — Knickerbocker,    Chicago;   failed  by  Chicago 

fire. 
IS90— Knickerbocker,  N.  Y. ;  reins,  in  Home,  N.  Y. 
1^33 — Knox  Mutual,  Knox,   Ind.;   failed. 
183&— Knoxville   Fire,    Knoxville;  retired. 

La  Belle.  West  Virginia:  retired. 

1^7 — Lahaska  Mutual,  Doylestown,  Pa.;  retired. 
1904— Lafaaaka  Mutual.  New  Hope,  Pa.;  retired. 
1S92— Lafayette,  Brooklyn;  reins,  in  Home,  N.  Y. 
1970 — Lafaqrette,  Cincinnati;  retired. 
1904 — Lafayette,    N.    Y.;    reinsured    in    National, 

Hartford. 
1**^ — Lafayette,  Lexington,  Mo.;  retired. 
I^S^^T^lByeCte  Fire  Lloyds.  New  York. 
1S05— Lafayette    Mutual   Fire,    Pittsburg;   receiver 
appointed. 
..T^amar,  Chicago;  failed. 
is"i— T^tnar.  New  York;  failed  by  Chicajro  fire. 
:h>^?— T.aniar.  New  York;  reins,  in  Phenix,  B*klyn. 
1>j7— Lampetre   Mutual   Fire,  Greenland,  Pa.;  re- 
tired. I 
1901 — T^ncashire.    Manchester;    purehaaed   by   the    ! 
Poval:    American    business    reinsured    in    I 


Whan 
Retired. 


Namb  of  Compavt. 


IST^Lancastcr,  Lancaster,  Pa.;  retired. 

Lanadale  Mutual  Fire  and  Storm,  LansdalCb 

Pa.;  retired. 

187Y— Lawrence.  Boston;  failed  by  Boaton  fire 

1881— Lawrence  Mutual  Fire  (changed  to  Hamilton 
Mutual  Fire,  1862),  Lawrence. 

Lawrence  Mutual  Fire.  Methuen. 

Lebanon  Town  Mutnal,  Lebanon,  Mo. 

Lee  Mutual  Fire.  Lee. 

Lehigh  Valley.  W.  Va.;  retired. 

1888— Lenox,  New  York;  reins,  in  Citiaens,  N.  Y. 

1891— Liberty,  New  York;  reins,  in  Home,  N.  Y. 

1896-Liberty  Fire  Lloyds,  New  York. 

190&— Liberty  Underwriters,  Chicago;  ceased  bvai- 
nesa. 

ISST^Linooln,  Lincoln,  Neb.;  failed. 

1899— Lincoln ;  reinsured  in  Potomac. 

189S— Lincoln  Fire,  New  York;  receiver. 

UW2— Lincoln  Insurance  and  BankiAg  Co.,  Ham* 
mond,  ind.:  failed. 

1904— Lincoln  Mutual  Fire,  Lincoln.  Neb. 

1901— Lion  Fire,  London;  reinaured  Padiic  Coast 
risks  in  Niagara;  ceased  business  in  United 
Sutes. 

1906— Lisbon  Mutusl  Fire.  Lisbon,  la.;  reinsured 
in  Acme  Fire,  Lisbon. 

1896-LV>yda  of  New  York  City,  New  York. 

1886— London  and  Provindal,  London;  retired  from 
United  States. 

1901— Lone  Star  Mutual  Hail  Association,  Waco» 
Tex.;  charter  revoked. 

190^Lone  Star  of  Texas,  San  Antonio,  Tex.; 
charter  revoked. 

1890— Long  Island,  Brooklyn;  reinsured  in  Royal 
of  Liverpool. 

186^Loiig  Pond  Mutual  Fire,  Boston. 

189&-Loiig  Island  Mutual.  Patchogue;  failed. 

1871-Lonliard  Fire,  New  York;  telled. 

188S— LoriUard,  New  York;  reinsured  in  Guardian, 
London. 

1887— Louisiana.  New  Orleans;  failed. 

1899— Loniaville  Germania,  Louisville;  reinsured  in 
Phenix,  Brooklyn. 

1890— Louisville  Underwriters,  Louisville;  rein- 
sured in  Lancashire. 

1906— Loyal  Mutual  Fire,  Denver;  amalgamated 
with  Northwestern  Mutual  Fire,  Denver, 
under  title  of  Loyal-Northwestern. 

1906— Loyal-Northwestern  Mutual  Fire,  Denver; 
reinsured  in  National  Mutual  Fire,  Omaha. 

1896— Lucas  County  Mutual.  Toledo,  O.;  failed. 

1908 — Lumber  Ins.  Assn.,  Chicago,  111.;  absorbed 
by  Federal  Union  Fire. 

1871— Lumbermans,  Chicago;  reinsured  in  Fire* 
mens  of  Chicago. 

1898— Lumbermens,  Berkeley  Springs.  W.  Va.; 
failed. 

1890— Lumbermens  and  Manufacturers  Mutual, 
Eau  Claire;  reinsured  in  Mutual  Fire  Asso- 
ciation. Eau  Claire. 

1877— Lumbermans  and  Mechanica,  St.  Louis;  rein- 
sured  in  National  of  New  York. 

1905— Lumbermens,  So.  McAlester.  I.  T.;  retired. 

twn—T.ycoraing,  Muncv,  Pa.;  failed. 

1907— Lumbermens  and  Merchants  .Mutual  Fire, 
Williamsport,  Pa.;  receiver  appointed. 

1882— Lynchburg  Banking  and  Insurance  Com* 
pany,  Lynchburg,  Va.;  retired  from  insur- 
ance field. 

1867— I.^n  Mechanics  Fire  and  Marine,  Lynn. 

1897— Macon  Fire.  Macon.  Ga.:  reinsured  in  Fire- 
mans  Fund  and  Vir^nnia  F.  and  M. 

1880— Madison,  Madison,  Wis.;  reinsured  in  West- 
chester, New  York. 

1901— Magdeburg,  Magdeburjg:,  Germanjr;  reia- 
sured  in  Springfield  Fire  and  Marine. 

1901— Magdeburg,  New  York;  reinsured  in  Spring* 
field  Fire  and  Marine. 

Maine  Fire  and  Marine,  Portland. 

Maine   Mutual   Fire.   Aufrusta;   reinsured  in 

Granite  State  Fire.   Portsmouth. 

1879 — Manavunk.  Philadelphia;  retired. 

1904 — Manchester,  Eng. ;  absorbed  by  Atlas,  Lon- 
don. 

1890— Manchester  City,  Manchester.  N.  H.;  rein* 
sured  in  ^tna,  Hartford. 

1<W0— Manhattan  Mutual,  Goshen.  N.  Y.;  failed. 

1871 — Manhattan,  New  York;  failed  by  Chicago 
fire. 

1889— Manhattan  Fire.  New  York;  reinsured  in 
Phenix,  Brooklyn. 
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Ua— MuhaKui  Fire,  New  York;  hiM. 
Un-Mumhdm  Mulual,  Uannheim,  P>.i  lailed. 
ins— Uuufactiuer*,    Uoiioa;    iiiled    bj    Cliiaga 

IKS— Maauh^tuieie  Add  Mcrcintile,  CbiUBo:  "• 


WubiaKtoB  and  Uritiih  i 

ISgt-Manufactureri,    Ncwuk;    n 
nunii.  New  York. 

Manuiactiuai,    Philadelpbii 

ISOt— Mfrl.  Fire  Undrl.,  Cbicscoi 
ISSS-MBQulactureri,  Wheeling,  V 
ISfl— Monulictuier*  Uutiul,  Aki 
ISOS— MuluiaclureriMuiuat,    li 

USl— MuulicturB^  Muliul,  Bal_ 
UH— Muiobctuien  Mutual,  Ciaa 
Un— Manu(aclureTI  Mulual,  Loulivuici  u 
UU-MaDnfanureri  Mutual.  Milwaukee; 
ISOk-Manufactuiera  Mulual,  St.  Louia;  di 
UBl— Uanulacturera  and  Buildera.  New  ^ 
iniured  in   Palatine,   Mancbuter; 


dianapolia,    In<i 
iDiicd^in  IPOS. 

>i  tolled. 

Kapidai  full 


1848— Man uEacturera  Mutual.  Worcester. 
18»7— Manufacturer!  Mutual  Fire.  Allania;  iail 
ISW— Manufanurera  and  Uetctaanu,  Concord; 


M«il 


niuied  io  Fidi 


PiiiBb 


Um-Minuiaciurei . 

ford,  IIL ;  laUed. 
UW-ManulacIureTa     and     Trader!     Co-opera  tiv< 

New  York;  failed. 

Marblehead.    Marblehead. 

Marblehead  Mutual  Fire,  Marblehead. 

ISee- Marblehead  Marine  and  Fire.   Marblehead. 
1891— Marine.  St.  Louii;  reiDiurcd  in  Mancheiiei 

England. 
UOD— Marinette  (Wia)   Mutual:  niinaured. 
ISn-Marliet  Fire,  N.  Y,;  f.iled  by  Chicago  fire. 
im-Martet.  New  York;  tailed  b.  Boaton  hre. 
IHS-Marlborc  Mutual  Fire.  Marlboro. 
IHl-Maraball  Town  Mutoal.  Maribail,  Mo.j  rek 


e  fire;  remi.  in  Lin 


and  Globe,  Uverpool. 
UOO-Maryland  Home;  failed. 
1U7— Maryland   PUIe  Gtaii:   retired. 
UST-MuaachDieita  Fire  and  Marine.  Ipiwich. 
IMS— Maaaachnaetta   Fire    (changed    to    Maiaach 

aetu  Fire  and  Marine  in  1799),  Boilon. 
U»^-Ma»achDte<ti  Mutual,  Boiloa;  reiaaured 

Firemeni.  Boiton. 
Un-HaaaachuKtia  Mutual  Fire,  Boiton. 
inC— Maiiaioit,  Springfield,  retired. 
ISn-Maveriek  Mutual  Fire,  Chelan. 
inS-Uechanici      and       Farmeri      Mutual       Fi 

CcbanKcd  to  Houiatonic  Mutual  Fire,  195' 

StockEildBe. 
Iggt-UechanicB    and    Traderi.    Mew    York;    rei 

lured  in  Ciliaen..   PiitsburB. 
Meehaniei  &  Traderi  Town  Mama],  Kana 

City,  Uq. 
1887- Hecbanlca.  Brooklyn;  rdniured  in  the  A1 

asce.  New  York. 
Iffl*-Ueebanlea  Mutual  Fire.  Boiton. 
UgO-Uechanica,    Newark:    reinaured   in    Gernia 

American  of  New  York. 


r.  Va.!  I 


Mechani"  F 
Merchanla 


.— .     Atlanta.   Ga.:  retired. 

UTt-Mecbanic*     Mutual.     RoXon;     reiniured     in 

Seoltiah  Union  and   NatlonaL 
l«n-Uechanlca  Mutual.  Harriihuri.  Pa. 
im-Meehanic!  Mutual.  Tror;  failed. 
IM»-Meehanie*.  New  ttedrord. 
IKOR-Melrnae  Mutual   Fire.  Boiton;  failed. 
Ii!tn_M-..  T.l.i.  rilT.  Mempblt;  rrimured  in  Norlh 

t'.'-fi.l.   inrf  Msroantilf. 
I»S— ■arrcantile     Aiiurancc,     Wtlnlnron,     I>eL( 


Galieaton. 
mo-Mercantile,  Oeveland: 

of  Drookl] 

ISSS-Mercantile, 

ISSg-Meronlile,  New  Yor 


cinaured  in   Pheoii 
ome  of  New  York. 


,    Waco,    fex! 
■i  Denver,  Colo. ;  absorbed 


U06— Mercantile  Mutual   Fire,   St   Panli  reeeii 
in*— Mercantile  Mntnal  (Uarine),  New  York; 


c   Town    Mutual,    St.    Louia,   Ho.; 


T  forfeited. 

d  Mechanic!,  Canton. 

it  Fire,  Indianape 


If  appoiol 


e  Rock,  Ark.;  reiniurei 


1»0T— Mercbanti  Fire,  _ 

in  Queen  City  Fire 
ISn— Herchaut!  Hotual,   Clncii , 

PhceDlz  Mutual,  Cincinnati, 
ins— Herchanti  Untual  Marine.  Newborywirt. 
lBg»-HerchanM,  Louiiv.;  reina.  in  Niagara,  N.  V. 
UIC— Merchanta,  New  Bedford. 
t88>— Merchant!,    New  Yorki  rdniurcil  in    WcM- 


Waihincton  Fire  and  Marin^  Boitoo. 


t8»— Herchanta  (formerlT  Bererlj},  Boaton:  reio- 

lurnl  in  Boaton  Marine 
IBTT— Merchanlt,  Laniarille:  reinaured  in  Royal. 
im— Herchanti,  rhicaso;  failed  b*  Chicaao  fire 
ISBS-Merchantl.  Hammond.  Tnd.;  failed. 
im— Herchanti,  Hartford;  failed  by  Chiciao  fire. 


1M»-M< 

1836— Ml 


Mutual   Fire.  Ailanta,  Ga.;  liqu 

Mutual   Fire.   DenTcr,   Colo.;    r 

iniured  in  Weiiem  Mutual   Fire,   DeOTe 


un— HtrchanU  Mnlnal   (Uaiine),  Baltinure:   re- 
UOt-Herchanii   Mutual    Fire,   Topeka,  Kan.;    re- 


UOi-HeTchanti.  New  Orleani;  reianred  ia   Ger- 

Ult— Merchant!.  New'  Orleani 

Merchant!,   Phllidelphia 

IMO-Herchanu,    P 

lord  Fire, 
lose— Merchant!.    St.    loeefih.    Mo.;    reinaured     in 

I  Fir.  Inionnce   Aaaoeiation,   Seat-     I 
inaurcd  in  Walla  Walla  Fire.    . 


r.  MIed. 
rdntared   in    Hart- 


INT-Herchai 

lie.  Waah.:  r 
Walla  Walla, 


Wail 
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Namb  op  Company. 


1906— Merchants  Fire  Underwriters,  Chicago,  IlL; 
ceased  business. 

1904— Merchants,  St.  Louis:  reinsured  in  Michigan 
F.  &  M.,  Concordia  of  Milwaukee,  and 
German  of  Pittsburg. 

1906— Merchants  State  Mutual,  Fargo,  N.  D.;  re- 
insured in  National  Mutual  Fire.  Omaha. 

1910— Merchants  &  Planters,  Tulsa,  Okla.;  receiver 
appointed. 

IMS  Merchants  and  Manufacturers.  Clinton,  la.; 
reinsured  in  State.  Dea  Momes. 

Merchants    and    Manufacturers,     Douglass, 

Neb.:  failed. 

199&— Merchants  and  Manufacturers  Fire  Lloyds, 
Baltimore;  reorganized  as  Merchants  and 
Manufacturers  Fire  Insurance  Company. 

1991— Merchants  and  Manufacturers  Mutual,  Clin- 
ton, la.;  reinsured  in  Merchants  and  Manu- 
facturers, Clinton. 

1898— Merchants  and  Manufacturers  Fire  Associa- 
tion, Newark;  retired. 

1998— Merchants  and  Manufacturers,  Baltimore;  re> 
insured  in  Palatine. 

1971— Merchants  and  Mechanics,  Baltimore;  failed 
by  Chicago  fire. 

1976— Merchants  and  Mechanics,  Petersburg; failed. 

Merchants  and  Mechanics,  Philadelphia;  re- 
tired. 

1889— Merchants  and  Mechanics,  Richmond,  Va.; 
reins,  in  New  York  Underwriters  Agency. 

1971— Merchants  and  Traders,  LouisTille;  rem- 
sored. 

1999— Merchants  National,  Chicago;  failed. 

1899— Merchants,  New  York;  reinstu-ed  in  West 
tester  and  the  Alliance. 

Merchants  Town  Mutual,  St.  Joseph,  Mo. 

1889— Merchants  Union,  Kearney,  Neb.;    retired. 

196— Merchants  Union  Fire  Association,  New 
York;  reinsured  in  Home  Protection  Fire 
Underwriters  Lloyds. 

1981— Meriden.  Meriden;  reinsured  in  RoyaL 

1899— Metropole,  Paris:  retired  from  United  States* 
reinsuring  in  Niagara. 

1888— Metropole,  Paris;  retired  from  United 
States,  reinsuring  in  Niagara,  New  York. 

Metropolis,  New  York;  retired. 

1986— Metropolitan  Fire  and  Marine,  Boston. 

1877— Metropolitan,  New  York;  reinsured  in  Con- 
tinentaL 

2896— Metropolitan  Lloyds,  New  York;  retired. 

1904— Metropolitan  Lloyds,  Chicago:  failed. 

18B8—M]aini  Valley,  Cmdnnati;  reinsured  in  Fire 
Association,  Philadelphia. 

1996— Miami  VaUev,  Dayton;  reinsured  in  National 
Wirt,  Hartford. 

1901— Michigan  Manufacturers  Mutual,  Bay  City; 
failed. 

18M— Michigan  Mutual.  Lansing,  Mich.;  retired. 

1879— Mich.  State,  Adrian;  reins,  in  Home.  N.  Y. 

19a»— Midland  Fiie,  Kansaa  Gty,  Kan.;  failed. 

1886— MiUord  Mutual  Fire,  Milford,  Mass;  retired. 

190^-Midland  National  Fire,  St  Louis,  Mo.; 
ceased  business. 

1981— Mill  Owners  Mutual,  Boston;  reinsured  in 
Arkwright  Mutual,  Boston. 

1904— Millers  and  Manfrs..  Minneapolis,  Minn.; 
foiled  by  Baltimore  nre. 

1989— Millers  and  Manufacturers  Mutual,  Dea 
Moines;  failed. 

Millers  and  Mechanics  Mutual  Fire  Asso- 
ciation, Des  Moines;  failed. 

18B»— Millers  Mutual.  De  Pere,  Wis. :  retired. 

1900— Millers  Mutual,  Kansas  City,  Mo.:  retired. 

MiUvme  MutuiO.  MUlyille,  N.  J.;  foiled. 

1886— Maton  MutualFire,  Milton,  Pa.:  failed. 

1991— Milwaukee  Mutual,  Milwaukee:  foiled. 

1901— Minneapolia  F.  and  M.  Mutual,  Minneapolis; 
foiled. 

1990— Minneapolia  Mutual,  Minneapolis;  failed. 

1909— Minnesota  Farm  Mutual,  Minneapolis;  failed. 

1996— Minnesota  Fire,  Minneapolis;  reinsured  in 
Springfield  F.  and  M. 

1891— Minnesota  Fire  Assocfotion,  MinneapolU; 
consolidated  with  Millera  and  Manufoctur 
era  MutnaL 

UO^— Mississippi  Fire  Association,  Ebenexer, 
Miss.  J  reinsured  in  Hartford  Fire. 

1908— Mississippi    Home,    Vicksburg,    Miss.;    re- 
ceiver appointed. 
Mississippi  Valley,  Knoxville;  retired. 

1879— Mississippi  Valley,  Memphis;  retired. 


When 
Retired. 


Namb  op  Company. 


1881— Mississippi    Valley     Manufocturers    Mutual, 

Rock  Island;  reinsured. 
1907— Missouri  State  Mutual  F.  and  M.,  St.  Louis; 

reinsured  in  Phoenix  of  Hartford. 
1898— Missouri  Valley  Town  Mutual  Fire  Insurance 

Association,  St.  Louis,  Mo.;  assigned. 
1999— Missouri  Citizens,  Sedalia,  Mo.;  absorbed  by 
Missouri  Town  Mutual,  Nerada,  Mo. 

Missouri  Farmers  &  Patrona  Mutual,  Kan- 
sas City.  Mo. 
190(^-Missouri  Town  Mutual,  Nevada,  Mo.;  foiled. 
1900— Missouri    Town    Mutual,     Rockport,     Mo.; 
assigned. 

Missouri  Town  Mutual,  Kansas  City,  Mo. 

1999— Mobile,  Mobile;  reinsured  in  German- Ameri- 
can. New  York. 

1879— Mobile  Fire  Department  Insurance  Com- 
pany, Mobile;  retired. 

1909— ^lohawk  Mutual,  Syracuse,  N.  Y.;  liquid- 
ated. 

1909 — Monarch  Mutual,  Watertown,  S.  D. ;  rein- 
sured in  Merchants  Mutual,  Redfield, 
S.  D. 

1996— Monarch,  Alexandria,  Va.:  charter  annulled. 

1997— Monarch,  Des  Moines;  failed. 

1996— Monarch  Fire  Lloyds,  New  York;  reinsured 
in  N.  Y.  and  MassTPire  Lloyds,  N.  Y. 

1996— Monitor  Fire  Lloyds,  New  York;  retired. 

1979— Monitor  Mutual,  Boston. 

1904— Monroe  and  Lenawee  Counties  Farmers 
Mutual  Fire,  Adrian,  Mich.;  retired. 

1895— Monroe  County  Mutual,  Stroudsburg,  Pa.; 
'ailed. 

1987— MonUuk,  Brooklyn;  reins,  in  Nfogara,  N.  Y. 

1996— Monfouk  Fire  Aasociation,  Brookljm;  re- 
tired. 

1886— Montgomery  Mutual,  Cani^oharie. 

1906— Monroe  Mutual,  Rochester. 

1970— Monumental,  Baltimore;  reinsured  in  Royal. 

l966-Morri8.  New  York;  failed. 

1899— Morotock.  Danville,  Va.;  retired. 

1891— Mound  City  Mutual,  St.  Louis;  reinsured  in 
Commercial  Unioii,  London. 

1994— Mount  Holly,  Mount  Holly,  N.  J.;  reinsured 
in  Royal. 

190O— Moimt  Vernon,  Alexandria,  Va.;  reinsured 
in  National  oi  Hartford;  resumed  business, 
and  again  ceased  in  1906. 

1899— Mountain  City,  Chattanooga;  retired. 

1906— Mountain  Mutual  Fire,  Denver,  Col.;  ceased 
business. 

1909— Muskogee  Fire,  Muskogee,  Okla.,  reinsured 
in  Merchants  and  Planters,  Tulss. 

1890— Mutual,  Chicago;  failed. 

1981— Mutual,  Cincinnati;  failed. 

1899— Mutual.  Frederick  Co.,  Md.;  absorbed  by 
Royal. 

1906— Mutual  Co-operative  Insurance  Assocfotion* 
Georgetown,  Tex.:  charter  revoked. 

1897— Mutual  Dwelling  House,  Lansing.  Mich. ;  re 
insured  in  American,  Philadelphia. 

1890— Mutual,  Eau  Claire;  failed. 

1909— Mutual  Fire,  Dallas,  Tex.;  charter  revoked. 

1997- Mutual  Fire,  Minneapolis;  reorganfoed  into 
Mutual  Fire  and  Marine  Insurance  Co. 

1999— Mutual  Fire  Association.  Toledo;  failed. 

1906— Mutual  Fire  Indemnity,  Augusta,  Ga.;  ceased 
business. 

1997— Mutual  Fire,  Detroit;  retired. 

1896— Mutual  Fire,  Goshenville,  Pa.;  retired. 

1906— Mutual  Guaranty,  Dallas,  Tex.;  charter  re- 
voked. 

1909— Mutual  Guaranty,  Houston,  Tex.;  charter 
revoked. 

1897— Mutual  Guarantee  Fund  Fire,  Denver,  Col.; 
retired. 

1897— Mutual  Reserve  Fund,  Chatfonooga,  Tenn.; 
retired. 

1881— Mutual  Safety  Fire,  South  Reading. 

1890— Mutual,  Tacoma;  consolidated  with  Cascade 
F.  and  M.,  Seattle,  Wash. 

1891 — Mutual  Artisans.  Muscatine;  foiled. 

1878— Mutual  Benefit,  Boston;  failed  by  Boston  fire. 

1891— Mutual  Fire,  New  York:  reinsured  in  Lan- 
cashire and  resumed  business;  name 
changed  to  Manhattan  Fire,  1897. 

Mutual  Fire,  Des  Moines;  foiled. 

1991— Mutual  Guaranty,  Qinton.  la.;  failed. 

1886-Mutual  Marine,  New  Bedford. 

1871— Mutual  Security,  Chicago;  failed  by  Chicago 
fire. 

1904— Mutual  Trust,  Dover,  DeL;  charter  revoked. 
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1904— Muttul    Undervrriters    of    Chicago;    ceMed 
business. 

1906-Matual  Underwriters,  Brooklyn,  N.  Y.;  re- 
tired. 
1891— Mutual  Union,  Moline;  retired. 
1881— Mutual  of  Kentucky,  LouisTiUe;  failed. 
Mutual  of  Sanilac,  Huron  and  Tuscola  COun 

ties,  Sand  Beach,  Mich;  failed. 

Nail  City,  Weet  Virginia;  retired. 

183&-Nantucket  Phoenix,  Nantucket. 
1888— Nantucket  Union  Marine,  Nantucket 
187i— Narragansett,  Providence;  reinsured  in  Com 

mercial  Union. 

Nashua  River  Mutual  Fire,  Groton. 

1888    Nashville  Commercial,  Nashville,  Tenn.;  re- 

insured  in  German-American,  New  York. 

188t-Nashville  F.  and  M.,  NashvUle;  reinsured  in 

Insurance    Comi>any    of    North    America, 

Philadelphia. 
188&— Nassau    Lloyds.    Buffalo,     N.     Y.;     name 

changed  to  Ellicott  Uoyda. 
1898— National,   Baltimore;    merged   in   United   oi 

Baltimore. 
1879— National,  Baogor;  failed  by  Boston  fire. 
187S— National,  Boston;  failed  by  Boston  fire. 
1904— National,  Dover,  Del.,  and  Guthrie,   Okla.; 

failed. 
1905— National.   Dublin.  Ireland;  reinsured  U.   S. 

risks    in    Providence  -Washington;    ceased 

business  in  U.  S. 
1907— National  Fire.  Little  Rock,  Ark.;  reinsured 

in  Home,  New  York. 
1877— Natsonal,  Hannibal;  failed. 
1882— National,  New  York;  reinsured  in  Commer- 
cial Union.  London. 

National,  Philadelphia;  retired. 

1809— National,  San  Francisco:  reinsured. 

1870— National,  Toledo;  retired. 

189»-National.  Weston,  W.  Va.;  fadled. 

1894— National  City,  Washington;  retired. 

1899— National  Church  Mut.Xisbon,  Iowa:  failed. 

1896— National  Fire  Association,  New  York;  name 

changed  to  United  Cities  Lloyds. 
189&-Nattonal  Fire  Lloyds,  New  York;  retired. 
1904— National  Fire  Llovds,  Chicago;  failed. 
1908 — National  Fire  of  Onondaga  County,  Syracuse. 

N.  Y.:  receiver  appointed. 
1896— National     Home     Fire,     Alexandria,     Va.; 

charter  annulled. 
1907— National    Mutual    Fire,    Omaha,    Neb.;    re- 

ceiver  appointed. 
1891— National  Mutual.  Akron;  failed. 

National  Mutual,  Council  Bluffs;  retired. 

1907— National  Mutual.  Denver,  Col.;  reinsured  in 

Ohio  German  Fire,  Toledo. 
1891— National  Mutual,  Harrisburg;  failed. 
1890— National  Mutual.  Salina:  tailed. 
1906— National    Town    Mutual    Dwelling    House, 

Rockport,  Mo.;  failed. 
1907— National  Metropolitan,  Washington,  D.  C 

reinsured  in  American,  Newark. 
190a-National  Standard,  New  York;  absorbed  by 

Assur.  Co.  of  America.  New  York. 
1896— National  Underwriters,  New  York;  reinsured 

in  Commercial  Lloyds. 
187S— NaumkeaR  Mutual  Fire.  Salem. 
1876— Naumkeag  Mutual  Fishing,  Salem. 

Nautilus,  New  York. 

1906— Nebraska  Mercantile  Mutual,  Lincoln,  Neb.; 

receiver  appointed. 
1891— Nebraska  and  Iowa  National.  Omahs:  faileH. 
1909 — Nebraska  Underwriters,  Omaha,   Neb. ;  rein- 
sured in  Farmers  &  Merchants,  Lincoln. 
1878— Neptune,  Boston;  failed  by  Boston  fire. 

Neptune.  Philadelphia;  retired. 

IMtS— Neptune  Marine.  New  York;  retired. 

1891— Neptune  F.  and  M.,  Boston;    reinsured    in 

Providence-Washington.  Providence. 
1905— Netherlands,  The  Hague;  retired. 
1871 — New  Amsterdam.  New  York;  failed. 
18S8— Newark   City,   Newark;  reinsured  in  Citixens. 

New  York. 
18JW— Newburyport.   Newburyport. 
1908 — New  England  Fire,  Providence.  R.  I.;  rein-    i 

siired    in    Michigan     Millers    Mutual    Fire, 

Lansing. 
1901— N»w  F.nirland  Fire.  Rutland.  Vt.;  retired. 
1907— New  England  Lloyds.  Providence.  R.  I.;  re- 
insured in  Rhode  Island  Fire,  Providence. 
1887— New    England    Mutual,    Worcester,    Mass.; 

retired. 
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1880— New  England  Mutual,  Boston;  reinsured  in 
the  General  Reinsurance  Company  of  Paria. 

1886— New  England  Mutual  Fire,  Boston;  rct» 
sured  in  Home  Guaranty  Mutual.  LowelL 

New  England,  Hartford. 

184S— New  England  Marine,  Boston. 

1871— New  England  Mutual  Marine.  Boaton. 

186»-New  England  Raihx>ad  Mutual  Fire,  Boston. 

1891— New  Hanover  Mutual.  New  Hanover,  Fa.; 
failed. 

1886— New  Jersey,  Newark;  reinsured  in  German- 
American,  New  York. 

1907— New  Jersey  Fire,  Camden,  N.  J.;  reinsured 
in  Shawnee  Fire,  Globe  and  Rutgers  and 
Cambridge  Mutual  Fire. 

i89^New  Jersey  Sute  Fire,  Jersey  City;  reinsured 
in  New  York  Fire. 

Ii899— New  London  Town  Mutual,  New  Hamp- 
shire, retired. 

1904— New  London  Mutual  Fire.  Ladenburg,  Pn.; 
retired. 

1892— New  Orleans  Insurance  Co.,  New  Orleans; 
reinsured  in  Phoenix,  Hartford. 

l89^New    Orleans   Insurance   Aaaociation.    New 

.^.    ^Orleans;  reinaured  in  Sun  of  New  Orleana. 

1904— Newport,  Providence;  retired. 

UTS— Newport.  Providence;  reinsured  in  Provi- 
dence- Washington. 

Newton,  Newton,  Pa.;  failed. 

1881— New  York  and  Boston,  New  York;  reinsured 

^^^    „in  Scottish  Union  and  National  and  Lion. 

IM— New  York  and  Brooklyn  MutuaL  New  York; 
reinsured  in  Queens  and  Suffolk. 

1881— New  York  and  Erie  Mutual,  Middletown. 

1906— New  York  Fire,  New  York;  reinsured  in 
New  Hampshire  Fire  and  suspended  buai- 
ness. 

1891— New  York,  N.  Y.;  reinsured  in  Home, 
N.  Y.,  and  resumed  business. 

1898-New  York  and  Chicago  Lloyds,  New  York; 
consolidated  with  South  and  North  Ameri- 
can Lloyds. 

1896— New  York  and  Erie  Fire  Lloyda,  New  York. 

1896— New  York  and  London  Lloyds,  New  York. 

U99-New  York  and  PhiladelphU  Underwritera. 
New  York:  a  brancn  of  Protection  Fire 
Lloyda,  which  reinsured  in  New  York  Fire 
Lloyds. 

New  York  and  Yonkers  Fire,  New  York; 

retired. 

189&— New  York  Bowery,  New  York;  reinsured  in 
Palatine. 

1879— New  York  Central,  Union  Springs,  retired. 

1897-New  York  Central  Lloyda.  N^  York;  re- 
tired. 

1881- New  York  City,  New  York;  reinsured  ia 
Standard  of  London. 

1894— New  York  County  Co-operative,  New  York; 
failed. 

1889— New  York  Equitable,  New  York;  reinsured 
in  Royal  Insurance  Company. 

188S-New  York  Mutual  (Marine),  New  York;  re- 
tired. 

1878— New  York  Produce  Exchange,  New  York; 
reinsured  in  Safeguard. 

1896— New  York  State  Mutual  Fire,  New  York; 
failed. 

1908— N.  Y.  F.  Undrs.  at  N.  Y.  F.  Lloyds,  New 
York;   ceased  business. 

1906-New  York  Marine  Underwriters,  New  York; 
ceased  business. 

1866— New  World.  New  York;  reinsured  in  North 
American  of  New  Yoric. 

1896— Niagara  Fire  and  Marine  Underwriters,  Buf- 
falo, N.  Y. 

1901— Niagara  Fire  of  Erie  county,  Buffalo,  N.  Y.; 
retired. 

1896-Niagara  Mutual  Fire.  Philadelphia;  failed. 

1901— Nippon  Sea  and  Land,  Japan;  reinsured  is 
British  America. 

1894— Norfolk  F.  and  M.,  Norfolk.  Va.:  failed. 

1872— North  American.  Boston;  failed  by  Bo«ton 
fire. 

1902— North  American.  Boston;  reinsured  in  Royal 
Exchange  and  resumed  business;  liqui- 
dated in  190S. 

1871— North  American,  Hartford;  failed. 

1908— North  American  Mutual  Assurance,  Waco, 
Tex.:  charter  revoked. 

1871-North   American.   New  York;  failed. 

1906— North  American  Mutual  Fire,  Pittsburg,  Pa.; 
receiver  appointed. 
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1909— North  American  Underwriter!,   Minneapolii* 

Minn.:  reinsured  and  retired. 
1M6— North  Carolina  Fire,  High  Point,  N.  C;  re- 
insured in  German- American,  New  York. 

IMM— North  German  Fire,  New  York;  reinsured  ia 
Cosmopolitan  Fire,  New  York;  receiver  ap* 
pointed. 

1W6— North   Star   Dwelling   House,   Minneapolis; 

retired. 
1M)9— North    State   Fire,   Greensboro,    N.    C;    ab- 
sorbed by  Dixie  Fire. 

I&7S— Northampton  Mutual  Fire,  Nortnampton. 

Northampton  Mutual  Fire,  Northampton. 

li»4— Northern,  Charleston,  W.  Va. 

i&al— Northern,  Watertown;  retired. 

Idiil— Northern,  Sioux  City;  reinsured  in  Under- 
writers Mutual/  Sioux  City. 

UM— Northern  and  bouthem  Lloyds,  Atfhevillc, 
N.  C;  retired. 

lbS»4— Northern  City,  Duluth;  retired. 

1^10 — Northern  Iowa  Mutual,  Clarion,  Iowa:  rein- 
sured in  Horticultural  Mutual,  Des  Moines. 

1893  Northern  Mutual,  Council  isjutts;  rewsurea 
in   Underwriters  Mutual,  5ioux  Fallb. 

IWt— Northern  Mutual,  Toledo,  O.;  failed. 

1881— Northern  New   iork  Mutual.  Platuburgb. 

1S»4 — North  Ucrman,  Hamburg;  reinsured  United 
States  risks  in  Peoples,  New  York:  recom- 
menced general  business  in  tne  United 
States  in  iSWt;  reinsured  United  States 
risks,  except  those  in  Cook  County,  IlL,  and 
on  Paci^  Coast,  in  Western,  Toronto,  in 
19QI;  retired  in  1906. 

IbT^^-North   Missouri,   Macon:   failed. 

1«91— North  Pacific,  Tacoma;  tailed. 

187fr— Nortn  Penn,  North  Wales;  failed. 

1»«— Northwest  F.  and  M.,  Portland,  Ore.;  rein- 
sured m  Western,  Toronto. 

Northwest  Mo.  Town  Mutual,  Maryville,  Mo. 

lfiS7— North weatem,  Duluth;  reinsured  m  Commer- 
cial Union. 

1S68— Northwestern,  Oswego:  failed. 

19M— Northwestern  Lloyds,  Chicago;  failed. 

1^91— Northwestern  Mutual,  Rock  island;  rein- 
sured. 

:&»&— Northwestern  MuL,  Wahpeton,  Dak.;  retired. 

IM/Z— Northwestern  Mutual,  Greeley,  CoL;  ceased 
business. 

1&96— Northwestern  Mutual  Fire  Association,  To- 
ledo; failed. 

ISO? — ^Northwestern  Mutual  Fire  of  Onandago 
County,  N.  Y. ;  receiver  appointed. 

Northwestern  Scandinavian  irarmers  Mutual, 

Grand  Forks,  Dak. 

i90(^— Norwalk,  Norwalk;  reinsured  in  London  and 
Lancashire  and  Orient. 

1S71 — ^Norwich,  Norwich;  failed. 

li$97— NorwooiL  New  York;  reincured  in  Provi- 
dence-Washington. 

1896— Nova  Scotia  Marine,  Halifax:  failed. 

IdOl^— Oak  Forest  Mutual,  Brookville,  Ind.;  retired. 

lS94-^ak1and  Home,  Oakland,  CaL;  reinsured  in 
Firemans  Fund.  San  Francisco. 

1971— Occidental,  San  Francisco;  failed  by  Chicago 
fire. 

1901— Occidental,  San  Francisco;  retired. 

lS4»-^cean,  Boston. 

19CS— Oceanic  Fire.  Waco,  Tex.;  charter  revoked. 

1889— Ocean  (Marine),  Portland,  Me.;  retired. 

1891-Ocean  (Marine).  Halifax;  retired. 

1874-Ocean  Mutual,  New  Bedford. 

187»-Oliio,  Chillicotbe;  reins,  in  North  German. 

189&— Ohio.  Dasrton;  reinsured  in  North  British 
ana  Mercantile. 

189S— Ohio  Druggists  Mutual,  Toledo,  Ohio;  re- 
insured in  Commercial  Mutual  of  San- 
dusky. Ohio. 

1908 — Ohio  German  Fire,  Toledo,  Ohio;  trustees 
appointed. 

1891 — Ohio  Manufacturers  Mutual,  Columbus: 
failed. 

1871— Ohio  Valley,  Cincinnati:  reinsured  in  Far- 
mers, Merchants  and  Manufacturers. 

1887— Ohio  Valley,  Wheeling,  W.  Va.;  retired. 

18G5— Old  Colony,  Plymouth. 

1886— Old  Colony  Mutual  Fire,  Boston;  not  in  ac- 
tive business. 

199S-OId  Dominion,  Portsmouth,  Va.;  failed. 

1877— Old  Dominion,  Richmond :  reinsured  in  Liv- 
erpool and  London  and  Globe. 

1897— Old  Dominion  Fire.  Virginia;  retired. 

1881— Old  North  State,  Warrentown;  wound  up. 

19M— Old  Town,  Baltimore;  failed  by  Balti.  fire. 


Namb  op  Comyaxy. 


When 
Retired. 

1896    Omaha  Fire,  Omaha;  failed. 

istiM— Unurio  and  Livmgston  Mutual,  W.  Bloom* 
field. 

1883— Orange  County  Mutual,  Goshen,  N.  Y.;  re- 
insured. 

1899— Oregon  F.  and  M.,  Portland;   reinsured  m 
St.  Paul  F .  ft  M«  and  Connecticut,  Hartiord. 

1874-Orient,  Jersey  City;  failed. 

11(67 — Oriental,  Salem. 

UMt— Oriental  Mutual  Marine,  New  York;  retired. 

1909— Oriental    Mutual,   Johnstown,    Pa.;   receiver 
appointed. 

1870— Oriental,  San  Francisco;  failed. 

IBM— Oscadoosa  Fire,  Uscaloosa,  la.;  reinsured  in 
Cedar  Kapids. 

1889    Oshkosh  Mutual,  Oshkosh,  Wis.;  retired. 

iS77 — Oswego  and  unondaga,  Phoenix;  reinsured 
in  Commercial  Union. 

1876— Oswego  Farmers,  Sandy  Creek;  reinsured  in 
Homestead  of  Watertown. 

1896— Ottawa   Coimty   Farmers   Mutual,    Minneap- 
olis,  Kan. ;   retired. 

Ozark  Town  Mutual,  Lamar,  Mo. 

1906— Ozark  Mutual   Fire,  Fort   Smith,  Ark.;  sus- 
pended business. 

1866— Pacific  New  Bedford. 

1990— Pacific,  Portland,  Ore.;  reinsured  in  Ameri- 
can, Philadelphia. 

1871— Pacific,    San    Francisco;    failed   by   Chicago 
fire. 

1580— Pacific,   St.    Louis;   reinsured   in   American 
Central,  St.  Louis. 

1901— Pacific  Fire.  New  York;  reinaured  in  West- 
chester, N.  Y.;  resumed  business. 

1908— Pacific    Fire,    Seattle,    Wash.;    receiver    ap- 
pointed. 

1895— Pacific  Fire  Lloyds;  name  changed  to  Buf- 
falo F.  and  M.  underwriters. 

I!j74-Pacific  Mutual.  New  Bedford. 

1881— Pacific  (Mutual  Marine).  New  York;  retired. 

1891— Packers  and  Provision  Dealers,  Chicago;  re- 
insured in  Norwich  Union,  Norwich. 

1904— Packers    Individual    Underwriters,   Chicago; 
ceased  business. 

1900— Palatine,  Manchester,  Eng.;  retired  from  U. 
S.;  purchased  by  Oommerdal  Union. 

Palladium.  New  York. 

1875— Palisade.  Jersey  City;  failed. 

1866— Paper  Manulacturers  Mutual,  Pittsfield. 

1891— Park,  New  York;  reins,  in  Home,  N.  Y. 

1891— Parkersburg,  W.  Va. :  retired. 

1877— Paterson.  Paterson;  tailed 

1896— Patrons  Mutual  Fire,  Worcester:  retired. 

1906— Patrons  Mutual  Fire  of  Clyde,  Mich.;  ceased 
business. 

1909 — Patrons    Mutual    Fire    of    Tuscola    Cotmty, 
Mich;   ceased  business. 

Patrons  of  Industry  Fire,  Malone,  N.  Y.;  re- 
tired. 

1906— Patrons  of  Industry,  Saratoga,  N.  Y.;  failed. 

1904— Peabody,  Baltimore;  failed  by  Baltimore  fire. 

Peabody,  Philadelphia:  retired. 

189»-Peabody,    Wheeling,    W.    Va.;   reinsured   in 
Phoenix  of  London. 

1899— Pelican.  New  Orleans;  reinsured  in  Sun  Mu- 
tual, New  Orleans. 

1873— Pemberton  Mutual  Fire,  Lawrence. 

1896 — Peninsula  Mutual.  Jackson,  Mich.;  retired. 

1887— Pennsylvania,    Pittsburg;    reinsured   in   Ger- 
man-American,  New  York. 

1894 — Pennsylvania  Mutual,  Columbia;  failed. 

1876-Penn.  Philadelphia;  failed. 

1895— Penn  Fire  Lloyds.  Camden,  N.  J. 

1857— Pentucket  Mutual  Fire,  HavcrhilL 

1879— Peoples,  Baltimore;  reinsured  in  Hanover. 

1872 — Peoples,    Cincinnati;    reinsured    in    City    of 
Newpoit. 

1S04 — Peoples  Eauitable  Mutual  Fire,  Taunron. 

1907— Peoples    Fire,    Norfolk.    Va.;    merged    with 
Republic  Fire,  Norfolk.  Va. 

1907— Peoisles  Fire,  Little  Rocle,  Ark.;  receiver  ap- 
pointed. 

1910 — Peoples     of     Maryland:     amalgamated     with 
Maryland   Fire,   Easton,    Md. 

1903— Peoples  Fire,  Dallas,  Tex.;  charter  revoked. 

1903— Peoples  Fire,  Waco.  Tex.;  charter  revoked. 

1908— Peoples  Fire,  Washington,  D.  C;  reinsured 
in    Koyal,    Liverpool. 

1875— Peoples,    Little   Rock;   reinsured   in    Contin- 
ental. 

lS9.^^Peoples,  Manchester;  failed. 

1888— Peoples,   Memphis;    reinsured   in    Northwest- 
ern National. 
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UU— Peoplci,   Ntw    V„ik,  rcinlured  in   Natjoiul, 

Hutiard. 
UTS- People!,  Philndcli.hu;  liiloL 
IWa— Pcoplei,    Pitubuig;     rdiuurcd    in    Nadonal 

Union.  PiltBbuig. 
ISn-PcopLo,    San    Francisco;   Uiled    bT   CbiciBO 


La.;    . 


ISn— People*,  Worceiter;  Uled  bj  Bonon  fire. 
ISn— People^     TrcDtonj     reiniuied    in    GernUD 

Amerlcu,  New  Vork. 
UH-Feari>  Countr  Gnnge,  AlU,  IlL;  Uled. 
ISM— Peqiumnock,  SUonton.  Vs.;  fmilcd. 
VKO—PerpttuMl,  Pbiladelpbia;   reituured  in  UaJUd 


a  im 


Penr  Iiuunuice  ud  Tnut  Co.,  Marion. 

UE8-PhUidelphii,  Philadelphia:  reini.  in  N.  Y. 
1306— Philadelphia  Fire,  Philadelphia;  failed. 


tiiladelphia 
in.tircd  m  ] 


ilphiaMutual  Fire.PhiU.;  i 
<ood.  New  York. 

;,     Braoltlyo;     merged    wil 
New     Vocl.,     uider    till 


1  cW.'*   '* 


.Phteolx,  Concord;  reiniured  In  CiDiUl,  F< 
Underwrileri  Auociallon  and  Mannfacti 
era  and  Merchanta  Mutual,  Concord. 


ISTS-PhiEE 
Bre 

190»-PhDe 


N.    Y.;    liqoid. 
Bambnri- 


LHjDia:  reini 

and  M..  Ale ._, 

annulled. 
PhcEDin  Mutual,  Ciacianitl;  retired. 
Phonix    National    Fire    of   Monroe    Coannr, 
New  Yorli:  ce»ed  bniineaa. 
ISSS— Phcenii  of  North  Dakota,  Minot;  failed. 
..^..Pbamijt  Town  Mutual,  Frankfort,  Mo. 

"■  ~  "'      lal,  St  Louia;  retired. 

il,  BoonTille.  Mo. 
xt.    New    York;    ceaaed 

1BO»-Piedmoni 'Mutual   Fire,   Gteeniboro,   N.  C: 

license  cancelled. 
ISgO-Pierre  F..  and  M.,   Eatt  Ficrre,   Sonth  D*- 

Utl-Pine  ^rce'Muttwl.  Winona;  reinanrtd  Id 
Woodworkers    Mutual,    Winona. 

ISn— Pioneeer.  Chlcaso;  rdniured  in  Raaerrc. 
Qereland. 

FItlafield  Mntnal  Fire,  Plttifield. 

Ptainfieid  HnttuL  Pla^nfield.  N.  I.;  retired. 

18K-Plantera.  Aleaandria,  Va.;  retired 

Planters,  Jaekaon,  Miaa.:  retired. 

18»-Planlers  and   Mercbaati,   Mobile;   reinitved 

UOD-PUnters  F.  and  AT,  Mem_pfais,  Tenn.;  rein. 

lured  in  Orient,  HartfordT  I 

IMt-Planten  Stale.  Dallas,  Tu.j  charter  revoked.    I 
U«S-Plymouth  Countr  Mutual,  PlTmoutll.  I 

ISte— Fleasani      Prsiiie     Mutual      Fire;      Pleaunt 

Prairie,  Wis.;  discontinued  business. 
im— Portland    Uorda    (Marine),    Portland,    Me.;    j 

inS— Porumouth  lire,  Portamontb,  Va.;  rdnanred    I 

in  Lancashire, 
ISM- Potomac,  Alexandria.  Va.:  charter  annulled. 
U»»-PotaniBc  F.  and  M.,  Alexandria,  Va.;  charter    i 

annulled.  1 

ISn— Potomac,    Baltimore:    rdnsnred   in    Cetman- 

American.  New  York. 
18S«-Fotts*ille  Mutual,   PottiTllle.   Pa.;   rctirol 
IMO-PouBbkecpste  Muraal,  PoUBbkeepile. 
l«Oe-Powlatan!^  Manchester,  Va.1  retired.  [ 

lST»-Prescott  Fire  and  Marine,  Boston;  fidlcd  b>    , 


rtVtiSL  Na«.  of  Co-»*,-.v. 

18SB— Preacott,   Boston;   reinsured   in   Norilt    Unt 

iah  and  Mcrcanliie. 
IHT— Progreaaive  Town  Mutual,  Kanaas  City,  Mo.; 

declared  inaolKnt. 
ISOS— Property  I.lutual.    Waterloo,    Iowa;   receiver 

appointed. 
ISSt— FroleclioD,  Boston. 
UM- Protection,  Charleaton,  W.  Va.;  failed. 
1888— Protection,    Knaxville,    Tenn.;    consolidated 

with  Knoxville  of  Knoxville. 
USA— Prolcction-Hanhattan      Fire      Llorda.      Mew 

York;  reinaured  in  New  York  Fire  Uoyds. 
IStT— ProIcctiTc  Fire  Aaaociatian,  Detroit;  reiued. 
UW— ProiecliTe  Mutual  Fire,  Philadctphia ;  tailed. 
U)W— Protective  Mutual  Fin,  Providence;  retired. 
■""     "        *  Va.j  tailed. 


UtO-Pradential, 

pointed. 
l»l)4-Prudential    Fi 


Statea  ai 


a  ft  SnSolk  MntuaL^aphank,  N.  Y.; 


American,  N.  Y. 

id    Marine    Underwriters, 

19W-Pnidmt'i»l   FiVr^uo-ville,  Tenn,;   receiver 

UOe— Pruikntial. '   Taaewell,      Va.;      receiver     ap- 
pointed. 
lOS-Pneblo.  Fncblo,  CoL ;  retired. 
1S8(— Punt  Sonnd,  Taeoma,  Wash.;  tailed. 
laOO-Fub^  Mutual.  CUcaio;  (ailed. 
ISn— Putnam,  Hartford;  failed  by  Chicago  fire. 

Quaker  City,  Philadelphia. 

IMO-Qtuker  City  Hutnal,   Philadelphia:  retired. 
ISn— Queen,  Livertiool;   retired  from  the    United 

o— .  ._j  -^ 1  ;_  Queen,  N.  Y, 

3*Y»p'— ■■    "    ' 

.-tford  Fire;   : 

neaa  in  1908. 
ISlS-Queen  City,  BuCFalo;  reinsured  In  Hartford. 
UTO— Queen  City,  Cincinnati;  retired. 
ISW-Quecn  Cin  Mutual  Fire,  Manchester   N.  H.: 

reiniured  in  United  Uutual,  Pravidencc 
18B8-Qneena  Fire  Lloyd*.  Brooklyn;  retired. 

Qaincy  Mutual  Fire,  Qulncy. 

ISX-Railroad  Mutual  Fire,  Boston. 

im— Readlna  Fire.   Reading;   reinaured  la  Hut- 

fqrdTire. 
lia>-S«al  Enate  Hntnal  Fire,  Phlkdelpfala ;  failed. 
1871— Real  Eatale  Mutual  Fire.  Boiton. 
l88»-ReaperB  City,  Rockford;  failed. 
IIH— RcaiiDranee,  New  York;  reinatu'ed  In  United 

Fbe  Kelnrarance.  Manchester. 
[883— ReaiBuiance   Generalea,    Paris;    retired   from 

U.  S.;  relniunng  In  Crescent,  N.  O. 
IMT— Real  Estate  Owners  Fire,  New  York;   John 

J,    Macklin.   Receiver. 
ISn-Rebuilderi  Mutual   Fire,   Minneapolis;    rein. 

Un-Sed    River   Valley    Mutual    Hail,    Haplcton. 

York. 

--.    City,   Okla.;   rein- 

3uica  in  St.  Paul  F.  and  M. 
18SC-Reliable  Mutual  Fire.  Philadelphia:  failed 
1»(W— Relable  Mutual,  Syracuse.  N.Y.;  liquidated. 
ISH-Relianee,  Wheeling;  mail  unclaimed. 
B««-Rel{ancc  F.  and  H.  Aiso-n.  N.  Y. :  retired. 
SOS— Reliance  Fire  Underwriter!,  Chicago;  ceased. 
Btm-Rdiance  Mutual,  Dnbnque;  failed. 
189«-Rellanee  Mutual  Fire.  Chicano:  failed. 
USt-Relef,  New  York;  reins,  in  Niagara,  N.  Y. 
Sn— Republic,  Chicago;  (ailed  by  Chicago  fire. 
ISSI— Republic,    New    Yerk:    rciniursd    In    North 

British  and  Memmlle 
Ism-Hepublic  Fire,  No; 


.. jn,  Chicago;  fdlcd. 

■    Fire'  and'    Marine,    Chicago,    II 

i  bu.iinesii. 

c   Mutual  Fire,  Johnstown,   Pa.;   i 


,  Cleveland;  reinamed  ii 
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Reiired.  Sahm  of  CoiirAVT. 

im— BcBlnte,  New  Yoifci  uwlffMnMcd  wilb  New 

im— ScTcre.    Boiton;    rdniured    in    Fire    lanr 

■Dce  AnodsUoB.  Landon. 
1M4— KcTSe  MuMtl  Fire  and  HulDe,  BiHtoo. 
ISS:— Rhcniib-Wotplulian  Lloydi.  Glidbich,  G«r- 

UM— Rhode  iilud  Uaderwrilcn;  retired. 
UW-Melunond  Baokitig  and  Iiuunacc  Cempinj, 

Richmond:  rciauircd  in  RonL 
UOT— Rkhmood  Conmj  Mntiul,  Richmood,  N.  Y.; 

'i»cii"oD,  Kichmondi  rdn- 


kTaihJBBtoB,  D.  Ci  rehiaured  In 


..Robert   Monii,   PhiUdetphU;   rttireA. 


[SS»— Rockford,   Rockfordl  reinnired  in  America 

Fire  of  Nnrark, 
18T»— HoBcr    ' -       .. 


Lonflim. 


CAlZ] 


1B87— Konl,  Birminshtw,  ...o.,  ^..^-j. 
Isn-Rojnl  Cantdinfl,  Monbettf;  rttiirri  from  U.S. 
I8M— RoT>t  P.  icd  M.  Llovds.  Nr»  V-iV. 
ISet-'IiejtX  Matnal  Fire,  Philadelphia:  uifsned. 

RoT>I  Town  Matinl,  Stnui  Citf,  Uo. 

1S39— Entsen     Fire.     NeW     York;     merged    wi 

Globe,  Km  York. 
18S5-~ Rutland.  RulUnd,  Vt.;  retirfd. 
"  '  1,  New  York:  reinsureri  in  Loofli 


IFI»-Salc 


STsf 


l»6— Safctj  Pire  Uoyd^ 

Acme  Llordi. 
^Sa^-SalKtr  Hnwal,  Sious  Citr.  la.;  retired. 
ISSi — Susmore  Mutual  P)re,  Lvnn, 
lS»-SaK<Ba«  Valley   Fire  anrj  Marine,  Saginaw. 

fiicb.:  ntniured  in  the  Hartford. 
1S7>— St.  Jotepb.  St.  Joseph;  reinsured  in  Gennan 


3SO0— St-    Lawrr.__ 
lETT— Si.  Lonii,  St.  Lonii 


it  F.  and  M.,  St.  Joieph:  retired. 


ia>— St.  Paol  Gemuui.  St.  PanI:  aMigned. 
use— i^t.  Peten  Fire  Aid.  CTereland.  D. :  retired. 
1901— St.    Peieribaix.  St    Pctenbnrg,   Raiila;   r«- 
_  tirwl. 

^^^iem  HuiniT  SaiemT" 

inO— Saliabury   &  Ametburr    Mutual.     Salisbury. 

Mau.;  reinsured  In  Atlleboro  Mutual,  Al- 

tleboro.  Maia. 
UW-S>ndaiky.  Toledo:  (ailed. 
Un— Sancamo.    SpHnfficId;    reinnired    In     Mer 

dmota  of  Chlcajto. 
On-SalciB   Marine.    Salem,  Hau.:  reini.   in   In- 

«H»>»  Company  of  North  America.  Phila. 
Mntt»al.  PaiTbuTT.  III.;  retired. 

-._ P.  and  M.,  Savannah;  reinmred  In 

IMi— Sator>  Alenndrli:  rein*.  In  HatDillon.  N.  Y 
IMS— !Uxet.  Dallai,  Tex.:  charter  reroked. 
Un— Scmta.  Swadcn:  rdoaarcd  U.  S.  buftnei*  in 

Royal  Ezchann.  London. 
ICn— Sehenectady,  Schenectady;  hITed. 


When  „  _ 

Retired.  Hau*  of  ConTAn. 

U»-Seht»ndn  Fira,  PUladctpUa,  Pa.i  rciniared 
in  Urieot.  Barttord. 

'    Fire,  Charlotte,  N.  C;  reinanred  in 
igahela.  Piitiburg. 

Commcfdal,  Ijlauoi*;  retited  from 

me  U.  &.;  rdnanrcd  in  the  Lancaabire. 

IBM— Scottiab  National,  Chicago;  reina.  in  [na. 
Co.  of  the  Sute  of  lUiuoia.  Rockford. 

ISO— Seaboard,  Norfolk,  Va. ;  retued. 

1MB— Seaboard  Underwriten,  New  York:  retired. 

IMt— Sea  and  Lake,  Chicaffo,  III.;  reinanred  in 
l.iverpoDl  and  Loodoo  and  Globe,  Liyer- 
pool,  and  Federal,  Jeney  City. 

Sea  Marme,  New  York. 

uno— Seattle,  Seattle,  Waah.;  failed. 

IWB—Seattle  Fire  and  Marine,  Seattle,  Wath.;  re- 
insured in  Dubuque  Fire  and  Marine. 

ISO— Second  Eaaex  Untual  Fire,  Salem. 

USI— Secnrfiy,  Mobile:  retired. 

im— Secnritr,  New  Voiki  failed  by  Chicaso  fire. 

Secarily,  Philadelphia;  retired. 

H8»— Security,  Spokane. 

IMI— Security  Fire  and  Marine  Underwriten  of 
Americi,  CbicaBo;  ceaaed  baiineu. 

IWf-Securily  Fire,  Baltimore,  Md.:  reinanred  in 
New  Jeraey  Fire,  Camden.  N.  J. 

IMC— Security  Fire,  UhII»,  Tex.;  charter  revoked. 

lldii— Security  Fire,  AuatLo.  Teic.;  charter  revoked. 

IMS-Security    Fire,    Little    Rock,    Ark.;    recelrei 

mtSeei^i^  Fiit  Uoyda,  New  York. 
IMtt-Security  Mutual,  Ladonia,  Tex. ;  charter  re- 

1»4-Security  Mutual,   Little   Rock;   reinnved  in 

Security  Fire.  Little  Rock 
188>— Security  Mutual,  Minneapolia:  retired. 
IMl— Security  Mutual,  Omaha;  failed. 
18W— Security  UutuaL  Philadelphia;  faOed- 
uae^Security  Mutual  Fire,  Providence;  retired. 
IMl— Sedalia  Town  Mutual,  Scdalia,  Mo.;  failed. 
ISM— Seneca  Cotmly  Mutual,  TiBio;  failed. 
Seventh  Ward,  New  York. 

-     Boaton;    reinaured    in    the    Reaa- 

—  Generalea  Company  of  Faria. 

ISW— Shawmnt  Mutoal  Fire,  Boiton. 
ISn— Shetbumc  Uotttal,  Shelbnrne,  Haa*.;  retired. 
UM-Shenuidoab  Valley.  Wincheiter,  W.  Va. 
""■  "bo*  and  Leather,  Boaton;  rdnanrcdlnNiair 
ara,  N.  Y.;  Fhenix,  Brooklyn  and  Inaur 
"'™  Coinpany  of  North  America. 

md  Leather  Dealeri  F,  and  H^  Bo» 
tailed  by  Boaton  fire. 
■Sbreveport,  La.:  retired. 
,Slonx  Falla,  Sioux  Palla,  S.  D.;  failed. 

Sodal,  Salem. 

UM-Solldarlte,  BmHCla;  retired. 
SomsrlUe    Hutnal,    SomervlUe,    N.    J.;    re- 
tired. 
UH— Sonth  Carolina  Home,   Columbia:   rdniored 

in  Fire  AauKriadon,  Philadelphia. 
IMS— South,  Carolina    Mutual,    Greenville,    S.    C; 

ISM— Som'h'and  ^ort'h  American  Lloyda,  N.  Y. 
1ST4— Southbridge  Mutual  Fire,  Southbndse. 
Sontfaeait    Mo.    Town     Mutual,     Frederlek- 

tcwn.  Ho. 
mo— Southern.  Bloomfield:  failed. 
int— Sonthe^^  Savannah;  reinaured, 
lS9»-Sonthem  Fire,  Atlanta,  Ga.,  failed. 
IMt-Soulhern  Fire,  Dallaa,  Tex-:  charter  reroked. 
IMt-Souihem   Flie,  Uttte   Rock,  Ark.;  reinaured 

In  Travelera  Fin,  Pine  Bluff. 
1M9— Southern,    New    Orleans,    La.;    receiver   ap- 

lS09-S^uthem' Fire,  Lynchburg,  Va.;  reinsured 
in  German.American,  New  York, 

1M»— Southern  Home,  ^now.  Fla.j  reinsured  In 
Southern   Fire.  Lynchburg.  Va. 

1M8— Southern  Fire,  Waco,  Tex.;  charter  revoked. 

1M>— Southern  Fire,  Stamford,  Tex.;  charter  re- 
voked. 

UM-Southem  CalHorala,  Lo*  Angelca;  reinaured 
In  London  and  Lancaahlac. 

UM— Southern  Lumber  Hnlual  Fire,  Birmingham. 
Ala. ;  reinaured  in  Liverpool  and  London 
and  Globe. 

Un— Southern  Minnesota  Mutual  Fire,  Rochea- 
ter;  rdniored  in  ConaoTidated  F-  and  H., 
Albert  Lea,  Hinn. 

IMS— Southern  Mutual,  Birmingham,  Ala.;  ab- 
■orbed  by  Atlanta-Bimlngham. 
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Nam  I  QF  Cavrjt 


When 

IMM— Sonlbein  Uulnal,  Utile  Rock.   Ark.;  rnu. 

in  Home  Mutuit,  Lilllc  Rock. 
IS7T— Soi^on  UadeTwiiten  A«iocistion,  lUlcigbi 


UEfr-Souib  MatusI  Fire,  Boatoo. 
ISTt-^South  Side.   Pittibura;  failed. 
ISTg-Snulh  St,  Louia  Mulu.1,  St.  Lou 


ISOe-SouthiKi' 
IJDS-Souihww 


MillcTi   Uutual,    HanUbure. 

1   Mutual,    Leon,    lowii;    rein- 
:rnian    Uutual.    Dei    Molnei, 

Fire,   Little  Rock,  Ark.;  rein- 
-.en  of  Ackansaa. 
Mutual     Fire,     Fott     Worth, 


SprinrEcId  M.  &  F.,  SpringJ'd,  III.;  retired. 

1909-Spnngfield  Underwriters  Mmual,  Springfield, 

U0T— Sprinkler  Mntnal  Fire.  Philidelphiai  reia- 
iured  in  Globe  Fire,  New  York. 

WS— SunbeitT  Ton  Mutual,  Stanberrr,  Mo.;  re- 
tired. 


ciil,  CindniutL 
USl— Standard,  Kania*  CitT)  relnnired  ia  FhcniK, 

Brooklrn. 
IgSS-StandariC   Neo   York;   reinnired   la   Utct- 

•"•ol  and  Loudon  and  Globe, 
idard,    Wheeling;   reiniured   in    German. 
merican,  New  iTork. 
idard  Fire,   Fordyce,   Ark.;  merged  with 


U.  S.:  reiuiurine  in  Phenix,  Biwklj 
ia»-St*adsrd  Uaydt,  New  York;  retired. 
lS98-Staudard  Mutual  Fire,  Baaton,  retired. 
ISCn-Standard    Mutual    Fire,    Houiton,   Tex.; 


r  York;  reiDaDring  a 


giled  bf  Chicago  Are. 

._ -..ition,  Toledo;  retired. 

1873-Staie.  Hannibal;  failed. 

ISTB-State,  Jerier  CilT;  reinsured  io  Weatcherter. 

Igre— Stale,  LanEing;  reini.  in  Uome,  K.  Y. 

18T7— State,  Laporte;  failed. 

ISBS-SlBle,   Nishviine;   reinsured  in  Philtdelpbi* 

,    Tejti  charter  re- 


190S— Stale   Capitol,   Tuarl 
.oked,_ 


lKB-SiaL_   _ __.,   

190«— Slate   Farmers   Mutual^  Del  Holnea,,lowa: 


Moi 


,   Io. 


,   Dei 


d  in  Orient 


isei-sii 

1910-.';  1.1  It  i\ltrcliimt<  A^si 

worth.  Kas.;  reeeiv 

IME— State  Mntnal.  Boiton. 

Stale  Mutual  Fire.  B"«ton. 

UOO-Slate  Mutaal.  Harllord;  rei 

1904— State  Mutual  Fire,  Fhiladelptiia:  retired. 

1MB— Swte    Mutual    Fire,    Si.    Piul;   receiver  >p- 

1909— Stale   Mutual    Fire,  Laurens,  S.   C;   license 

UOO— Sum  Hatoal  Home.  Pahileld,  Neb.:  retired. 
Un— State  Mutual.  Hyde  Tark,  III.;  retired. 
Un-State,  New  BaTv.  oiled. 
1S7I— State,  Parkenbnrg;  tilted. 
IBSft-Stale.  PhiUdelphla;  retired. 

~       ^  RntUnd;  relnmred  In  .Sitna 

!.  Salem.  O-e.;  (ailed. 


NiHi  or  CoHrAiT. 

— on   Aainnnce   Fire   Uorda,    New 

York;  failed. 
18>3-Sleadman  Muttiat,  Toledo;  tailed. 
leOt-Sterling  Fire  IJnderwritcrs.  Chicago;  retired. 
UtS— Sleellon  Mutnal.  Steeltoo,  Pa.;  lailed. 
l£gT— Sterling,  New  York:  reinsured  in  Exchange. 
187S— Suffolk,  BoBion;  failed  bf  BoMon  Arc 
IStb— Suffolk,  Boatoo. 
ISn— Suffolk  Mutiwl  Fire,  BoMon. 
ISH— SnSoIk  Mntnal  Fire,  Boaton;  failed. 
UU— Sogar   PUntera    Mutual,    New    Orlcwia;    re- 

ininred  in  Snn,  and  Hone  of  New  Oilcani. 
18TB— Stin,  Qcveland;  reiniured  in  Continental. 
1SB4— Sun,  Philadelptiia;  reitmued  in  Spring  Car. 

den  and  United  Fire  Retnianuiee. 
U9S— Sun,  San  Franciaco;  reinnred  in   I^remani 

Fund  and  Home  Mutual  of  San  Franciaco. 
1»4-Sun  Mutual  Fire,  Houston,  Tex. 
188S— Sun  Mntnal  l£aiine.  Mew  York:  retired. 
ItlTV— Sunbonr,  Sunborr;  tailed. 
USB— SuHnehuna  Mutual  Fire,  Haniiburg,  Pa.^ 

1904— Suwanee,  Lake  City,  Fla.;  ceased  writing. 

U8S-Swisa  Llord  Tran.,  Zuricb:  retired. 

IWT— STTmcnse    Mutual    Fire    Underwruen.    Srra 

U«7— T.   &  C.  Insurance  Corapinr,   Dalls*.  Tex.; 

reiniured  in  Royal  Excliange. 
1S8J— Tabor,  Denver;  retired. 
Ua»-Tannera  Mutual,  Boston. 

Taunton  Mutual  Fire,  Taunton. 

IMS— Tennanl'*     Fire   Underwritera.   Chicago:    i» 

tired. 
ISIC— Tenneiaee,  NaihvUlc;  Teiai.  in  Connecticut. 

Tennessee  Fire  Marine.  Tenneiiee;  retntd. 

Un— Teuionia.  Cleveland;  failed. 

Un— Tealonia,  Fhlladelpbia;  relot.  in  Natl,  Conn. 

unS-Texa*    Banking    and    Insurance    Company, 

GalveHon;  retired  from  insurance  fitid. 
ISU— Texas    Co-operative    Fire    Asiociatlon,    Bon- 
ham,  Tex.;  charter  revoked. 
IMI— Texas  Famera  State  Mutual;  failed. 
It03-Teiaa   Farmers    State   Mutual,   Fort   Worth, 

Tex.1  charter  revoked. 
IMO— Texas  Fire,  Waco,  Tex.;  charter  revoked. 
190S— Texas    Fire    and   Tornado,    Houston,    Tex.; 

charter   revoked. 
IHQ-Texas  Home  Mutual  Fire,  Dillaa:  fuled. 
190»-Te>as   Home   Protective  Fire.  San  Antonio, 

Tex.;  charter  revoked. 
ItOa— Texai    Hone    Mutual    Fire,    Austin,    Tex.; 

charter   revoked. 
Wa-Texai    Storm    and    Cyclone,    Dallaa,    Tex.; 

tM»-Text'ile*    M JnuJ  '  Fire,     Philadelphia,      Pa.; 

Thainei,  Norwich. 

19H— Theatre  Owners  Inter  Insurance  Exchange, 
Chicago;  retired. 

l»0e-Tbeatres  Mutual  Fire,  FhiladelphU;  retired. 

laOO-Thompion   Mutual  Fire  and  Life;  faili^d. 

Ud—Thuringia- American,  New  York;  rcinaured  is 
Thnnngia.  Erfurt. 

UKH— Thurlngia,  Erfurt:  leinsured  in  Flremana  Fd. 

ItOS— Tidewater  Fire,  Cunhridge,  Md.;  retired. 

l»S-Tldewater,_  Norfolk,  Vs.;  reiniured  in  Na- 
tional, Hartford. 

UOS-Tlller*  Mutual  Fire  AsuKialloa,  Groeabeeck. 
Tex.  J  charter  revoked. 

1871— Tobacco.  CiDdnaall :  rdntured. 

USB— Toledo  (Ire  and  Marine,  Toledo;  rdonred. 

un— Topiib  Mutual,  Topcka,  Kjul;  wound  up. 

Town  Mutual,  Exceliior  Spriua,  Mo. 

Town  Mutual  of  U  Cong.  DIM.,  Staabcrrr. 

Town  Holuil  of  Tth  Cong,  Diit.,  Lamar,  Ho. 

Town  Mutual  of  Kansaa  CII7.  Mo. 

USt— Trade,  Camden;  reinsured  is  Cerman-Aracr 

lean.  New  York. 
I8t4-Traden,  Charleiton,  W,  Va. 
IDOS— Traden.  Chicago;  receiver  appointed. 
I90D— Tndera,  New  York:  blled. 
UDC-Trader*  F,  and  M.  Llorda,  Chicago;  retired. 
IMl— Traden  Mutual  Fire,  BoMon. 
ISn- Traders  Mutual.  Boatoo. 
19CI»-Tradei«  Muiual.  Philadelphia,  Pa.;   receiver 

187B— TraJeameni.    New   Orteana.   Wled. 

'radesmeni.  New  YorK;  reinsured  in  Stand- 
ard Fire  Office. 
radeamen*  Mut 


RETIRED    FIRE    INSURANCE    COMPANIES. 


Albinsia,  HunbuTS- 
1S8I— TcaiMcanlincntal,  Uindin,  D>k.;  c 
IMC— Tiuu-MiMitaippi    Muluil,     Omafal 

with  NtdDiu]   Mulutl,   Omilu. 


1  Mutual  Fire,   Boitoiii  icimBTC^ 

Globe  Firc^  Kcw  York. 
UBT— Triton  Mntml  Ibrine.  BoMod. 

~  m;  tulcd  bj  Botton  lira. 


Un— TrcBioiit  Mvtiul,  BoitoD. 

•— -Tri  CouDtT  V -'   

..Triton,  New   _ 
1872— Triumph    Odc 


luled. 
ISO— Truro  Fire  u< 
187V-Uaderwriler«,  Aiioona;  luieo. 
Uei-UDdeiwriurt,  Wheellna;  reinsured  In  PtUB- 

nix,  London,  and  CItiieni,  Taledo.  .  leHTen. 

UOS— Undrt.  ■(  K.  Y.  Fire  UoTdi,  N.  Y.;  retind.        UBf—Waldori  Uovdi,  New  Yc 
190>— Uaderwriien  Fire  AiiocUtlon,  Diilu,  Tex.j        msn— w.ii  s™-*    N-_  v„,i,. 


U04-UDited  Sutei 
UW-Uniled    Underwnte 

witli  Atluia  Home. 
189»-UDited  Underwriter,   New   York:  reinaured 

in  Ronl  Fire  ud  Uuine  Ltofde. 
18S1— UnitT.  Landon;  retired. 
lS04-Unily  Fire  Underwriter!,  ChiciKo:  reiniured 

in  MmDulBcturui  ud  Mercantile,  Chicaso. 
un— Unirerul  Marine,  Londonj  retired. 
im-VuiderbilL    Memphia,    Teon.;    reinaured    is 

St.  Pan]  Fire  and  Marine. 
UDl— Vernon   Inauranee   and   Tnut,    IndlaiupolU; 


FhrBDix,  Londcr 

Vulcan  Town  Mu 

1«0«-W>buli,   Htounoi 


il,  RichmoDd,  Uo. 
lod.;  reinaured  pai 
Commercial  1    reraai 

UnCnal    Fire,    PitchbnrK.    M 


ISH— Ui 


Underwritert   Mutnal,  Atlanta,  Ga.;   rcdred. 

" ^'    -  Uutnal,  SioMt  Qlr;  biled. 

norej  rdna.  So  Home,  N.  Y, 


130»— Union,   Buffalo ;   reinsured  in   Wester 

ISSa-Unlon'     Cincinnati;    reioi,    in    Weil. 

N.  "i. 
IBtT'Union.  Indianapolis;  failed. 
1874— Union,  Jeraejr  City;  (ailed.     Union.  I 

loSfo'n""""^     "'"'      ^°""°""'' 
ISn— Union,     Lonli   ""  .     .        - 


I8«-Uni 


.,  New  York, 
n  Ftaocitco;  re 


anla,  N.  J. 


18T3— Union,  St.  Louis;  teifis.  in  Mer 

UB6-Union.  Provincelown. 

UM— Union    de*    Proprielsriei    Belgea,    BmiMli; 

IBU-Union  Fire  and  Harine.  Lynn. 

I8S3— Union  Fire  and  Marine,  New  Zealand;  rdo- 

inred  in  Alliance.  London. 
UU— Union  Marine  and  Fire.  Newburyport. 


c,  Sal  en 


UM— Union     Town    Mutual,    Kanaaa    City.    Uo.; 


_._r  York;  

UM— United  Qtiea  Lioyda.  New  York;  reinanred 

in  Mannlictnren  Uovda 
190+-United   Fire.  RaleiKh,  S.  C;  hfled. 
1896— United  Ftre.  Aieiandria.  Va.:  {died. 
IMt— United    Fire.   Baltimore:   reinL  In  NaHoaul, 

Hutford. 
laaS— United    Fire.    Manrhriter.    Kng.;    rdnaarcd 

U.  S.  buslneal  in  Palatine.  MvwbMttr. 

United  Fire.  Marine  and  Lilr.  New  York. 

UCM— United    Fire   Underwriieri.  Chicaeo;  eeaaed 

Isn— IToiied     Manubciurera     Mumal.    Qereland; 

reininred  in  N.  E.  Factory  Utmult. 
UM— UnHed  Mnual,  Proridence.  K.  L;  Uled. 
1SS3— ITnited  Stalea.  Hoaton. 
1S7T— ITnited  Stales.  St.  Louis;  rcinrartd  in  Scot 

Kah  CommerciaL 
Unn— United  State*.  BalUmore;  failed. 
1*09— l.'nilcd    Statei    rifc,    Nafhvrlie,    Tenn.;    re. 

IKM— Unittd    StaiM    Tnier    lo.uranca    BKchant*, 

Chicago;  retired. 
IfOe— United    Stales    Underwriieri.    dicMo.    HL; 


Ware  Unt^  _ 

USl~Warren,  Boalot 

inO-WashiRston,  B ._  „ 

ISn— Washington,  Boston;  failed  by  Boston  fii 
1901— Washington,  Cinci '■  -■-'-    '-    '-- 

Fire,  New  York. 
18»»-W»»hi'ngtor  "■"" 
Un-Washlngtoi., ,— ,    ._    - 

chants  of  bcmphu. 
UTl-Washiniton,  N.  Y.;  bUcd  bj  Chicago  >r*. 


Fire,  Ware. 

Bailiinore;  reins,  in  Uueei 

ly  Boston 

It.  in  Americao 

_.;  failed, 
innued   in   Mer- 


ISST-Waahii 


of  ^cn 

N.  _  , 

--       Marine,  New  Y.._ 

Un-Washington,    New  York-,   failed   by    Bosti 

IJOO-Washington,    New   York;   merged   with    Co- 
lonial,  Newjfwk.  . 

iET>l^Wasbin! 

G  emun-Ameriom. 
UtS-Waahinston,  Tiffin  a 


L  New  Yort    . 


Marietta.  O.;  failed. 


,    D.    C:   relnmrcd 


._ ion  of  IiiewYori,  Utica. 

USt— Washington  Farmers,  Spokane;  failed. 
1S8S— Wasfaington   Fire  and  Marine    Boston;  rein. 


Fomia  of  CaL 

Marine,  Mobile;  rein- 
(tf    Philadelphia    and 


USS-Waahington  Fi 

Vaahin'b.-. 

Norwood 

.Vashingtoi. „   „ _ 

Un-Washlngton  Unian,  Qereland;  failed. 


n  Lloyds,  Neia 


JWS-Wali 


>   Mut 


:erloo,  Wis.;  declared 


ISES— Watertown,  Walertown,  S.  D.;  retired. 
ISSt-Waterrille  Mutual,  Waterrille,  N.  Y. 
UtS-Wayne  Mntaal,  Newark,  N.  Y. 
1881— Watertown,  Watertown,  N.  Y.;  rdnstned  fai 

Son  Fire  Office. 
IS»— Wayne   County    Mutual,   Wooster,   O.;    an*. 

18M>-\^stei  MuttuU,  Webaler,  Me.;  retired. 
18H— Wellfleet  Marine.  Wetlfleet,  Maia.;  retired. 

tSSg-West     Baltimore.     Baltimore;    reinanred     In 

Weat  Cheater,  New  York. 
ISn-Wetl  Coast,  Tacoma;  failed. 
ISOt-Weaiem    Aurora;    Chicago    Title    ft    Trust 

tSn— Western  Buffalo;  tailed  by  Chicago  fire. 
......  Weatem,   Chleago ;   rdnatired   in  Fire  Asao- 

cUtion,  Philadelphia. 
un— Western,    Cincinnati:^  reinanred,  io    Citiiens, 


Western  Haaaachnaella,  Plttafield. 

Ig8S-WesIem.  PhiladelphU;  retired. 

UW— Weatem.  San  Frsodaco;  rdnmrcd  in  Sui* 
Inveatment  and  Inanmnce  Company. 

1906— Western  Consolidated  UndOTrrTlers.  Chi- 
cago, III.;  eessed  busiaeat. 

IStW-Weslem  Farmers  Mutnal,  Batavia.  N    V 

IMS— Western    Fire    Astodation,    ShertTian.    Tt*.; 


RETIRED    FIRE    INSURANCE   COMPANIES. 


iSa^^d  N*-«  OF  Co-,A«. 

Un— Weitcrn  Fire  uid  Uarine,  SioBX  Falli,  Dak-j 

eoDMlldaled  with   IniDiucc  Compuj  tA 

Dakota.  Sioux  Falii.  _ 

IXe-Weiteni  Fire,  Marine  and  Plate  GhM,  CU 

c(fo:  failed. 
UD4— Weatern  Hall,  D«  Uoinet;  ceaKd  baiiaeH. 
im— WeHeni  Home.  Sioux  Citj;  failed. 
IMe-WetUn   Home  Tova  Mutual,  Kanaaa  Ctiy, 

Mo.;  failed.  _ 

im— Wealeni  Manafictareri  Mutual,  Ctaicaso;  re- 

lanned  In  Fire  Aaaodalioa,  Neo  York:  re- 

■nmed  aod  tailed  In  1896. 
un— WcMsm    Mawaeliniettt*    Fire,    Sprinsfidd; 

cloaiDK  cp  bniinca*. 
Un-Wertern  Ulllen  HMtal.  UinDCapoliit  rtin- 

■tuvd  In  Uichinii  HUler*  Malual,LaD*iiiK. 
Un-Weneni  MatoalVire.  Albert  Lea.  Minn.:  rv- 

ini.  in  ConKlidated  P.  and  H.,  AlbeK  La. 
ISW-Wealetn    Mutual    Fire,    Denver,    Col.;   ron- 

aared  in  Asricnltuial.  _ 

IWO-WcMern  Mutual  Fire.  FeucndeD.  H.  D. 
UOS-Wnfem  Mulual  Fire  Im.  Aun.,  Walerioo, 

la.:   rcintnrcd    in   Grain    Sbippera   Mutnal 

Fire  In«.  A.bu^  Ida  Gro»e,  li. 
U7E— Weatem  Texai,  San  Antonio;  retired. 
190»-W«trrr    l.'ndcrwriirrs  of  the  State  ol  New 

' r-  1.;.  v,l5,  N(w  Yorkj  re- 

^,.:.  lr,>;.rancr  Llord' 
Hrc  (.'nderwriteri,  Chteafo; 


ISB6-\yc?rr- 

IBOS-WVi't! 

IgTB-WMtfieTd'HutiSi;  Weilficl. 
18ST— WeaCfield  Mutual,  Weatiield 
1817— Weatford  Mutual  Fire,  We 
Inawed  in  Middleaex  Mui 
ISH-Wettmoreland,  Colonial  Be 
Weatphalia  Town  Molua!, 


Man.:  retired. 


IBJB-W'ej 


,,  Wbeel 


UtS-Wlulinf ,  New  Bedlord. 

UTi-Wbalelr  Hnttial  Ftre^  Whatelir. 

190e— Wbiling  Mutual.   Boaton;  poHdei  retired. 

l«K-WIUiiauport  Mutual  Fir^  WUliuuport,  Fk-i 


IMt-WUminslon  Underwtllera,   Wilmlncton,  N. 
C. :    reiniured    in    German' American,    New 

VoA.  and  London  and  Lancashire. 
IM6— Windham    Counly   Mulual,   Brooklyn.   Conn.; 


ISS5— Wini 


p  Mut 


L^Wia. 


l»(»-Wi»connn ;  reinsured  in  Concordia,  W 
ISSI-Wlaconrin  Mutual.  Milwaukee;  tuled. 
lS96-Wi)Mhickon  Mut.  Fire,  Philadelpbia ;  failed. 
1897— Wolverine  Mutual,  Sacinaw,  Mich.;  retired. 
1S»1— Woodworker!  Mutual.  Winona;  reinnired  in 

Armnronp.  New  York. 
IR99-Woojler   Fire,  Danbury,   Ct;  failed. 
l3TS-Workinetnana.  New  Orleana;  failed. 
1S3S-Wor1d  Co-operatiTC  ol  Kinss  and  New  York 

Counliea,  >Iew  yorfc;  faifed. 
3852— Worlds  Sair,  Trnj;  lailcd. 


r.  N.  Y. 


..Yankton.  Yankton,  1 


at.  York,  Pa.; 
IMS— York  County  Fire.  York,  Pa.;  retired. 


ANCIENT  AND  HONORABLE  ORDER  OF  THE  BLUE  GOOSE. 


Moat  Loral  Grand  Gander,  Cbai.  H.  Peacav, 
New  Orleans,  L».;  Hia  Highneat  Superior  of  ibe 
Flock,  T.  H.  WUliama.  Loi  Angelea.  Cal.;  Grand 
Cuatwiian  of  (he  Goslings,  William  T.  Benalbck, 
Delroil.  Mich.;  Grand  Guardian  of  the  Neat.  Hart 
Darlinaton,  Syracuae,  N.  Y.:  Grand  Wieliler  of 
the    GoOM    Quill,    C    H.    Silkwortb,    Milwaukee, 


Slste. 
Atkanaaa.... 
California.... 

STATE  PONDS,  ^^^_^_^ 
Hoal  Loral  Gander.        Gooae  QuDI. 

.  Cbarlet  Qoiiiow.. .   S.  fi.  Flack, 

Colotado..,. 

FkrMa:.:::; 

Geor(i>.Ak.. 

.  B.E.Dtjiden 

CK.Diew. 

R.N.HuihB, 

Golden  Gate. 

Illinoia 

iDdiana 

.  R.  W,0.bora..,. 

Wm.  S.  Crawford. 

l■™i""■T^.. . 

Suie.         MosI'Loyal  Gander.        Gooae  Qnai. 

Iowa J.W.  Wanuhuts..  J.  G.  Holion. 

Kentucky W.  H.  Snwuda. .. .  David  Caklwell. 

Louiaiaiu.Miu.  E.  H.  Addiniion., .  W.  S.  Campbell,  Jr.. 
NewOrleaoa. 

Mi«ouri-IUa..  R.Bamum F.  C.  S«gf. 

Mkhigan J,  W,  O'Brien F.  W.  Andrews. 

MioMsota W.  O.  Cbamberlin.  W.  H.  Slepbenion. 

New  York j.  W.  Carolberj. , .   I.  A.  Geirer, 

NewEngtaod.,  F.  H.  Baltitana.. . .  R.  B.  Ires,  Hartford. 
NewJerKy....  T.  W.  Laugitrotb, ,  D.  A.  Brown. 

Nebtaika E.  D.  Marr CD.  MuLen, 

Onaha. 
Nortb  &  South 

Carolhia N.l,  He/ward. ...  R,  C.  Rara. 

Oklahoma F.  £.  Oolwb H.  Ludlow. 

Ontario Lyman  Root J,  R,  Slewan. 

Ohio. R.  L,  Raynolds.. . .  F.  W.  Rajnolds. 

Pennaylvania...  Geo.  A.  French. ,. .  John  T,  Brown. 
Teat Thoa.  L.  Monagan.  WaU 

Wrgkla Geo,  B.  Jenniogi..  Wm — 

Wiicmain C.  F.  Knundick . . .  W.B.Calhoun, 


-Ji...,. 
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Companies  in  the  Hands  of  Receivers. 

The  following  is  a  list  of  fire  and  fire-marine  insurance  companies  in  the  United  States 
in  process  of  winding  up,  with  names  of  receivers  or  other  person  in  charge: 

MARYLAND. 

Baltimore  Fire:  W.  C.  Pennington.  Receiver. 
Firemens,  Baltnnore:  F.  £.  S.  Wolfe,  Recetver. 
Home.  Baltimore;  G.  H.  Williams,  Receiver. 
Old  Town.  Baltimore;  J.  M.  Warwick,  Receiver. 
Pteabodr,  Baltimore;  R.  F.  Poat,  Receiver. 
Security  Fire,   Baltimore;  George  EL   Willis,   Re- 


ALABAMA. 

Atlanta-Btrmingiiam,  Birmingham;  A.  C.  Sexton, 
Receiver.    (Montgomery). 

ARKANSAS. 

American  Fire,  Little  Rock;  Kirbey  Raffle,  Re- 
ceiver. 

Commercial  Fire,  Little  Rock;  Horace  Chamber- 
Iain,  Receiver. 

Fanners  Mutual  Insurance  Association;  W.  £. 
Lenon,  Receiver. 

Home  Fire,  Little  Rock;  John  P.  Streepy,  Re- 
ceiver. 

Peoples  Fire,  Little  Rock;  F.  B.  Yates,  Receiver. 

Security  Fire,  Little  Rock;  Charles  McKee,  Re- 
ceiver. 

Jefferson  Mutual  Fire,  Pine  Bluff. 

COLORADO. 

Colorado  Mutual  Fire,  Denver;  Dewitt  C.  Webb, 
Receiver. 

DELAWARE. 
State,  Wilmington;  Horace  G.  Eastbnrn,  Receiver. 

GEORGIA. 

Gate  City  Fire,  Atlanta,  Ga.;  Paul  Johnson,  Tem- 
porary Receiver. 

Georgia  Industrial,  Atlanta;  Henderson  Hallman, 
Receiver. 

Georgia  Mutual  Fire,  Atlanta;  Samuel  P.  fivina. 
Receiver. 

ILUNOIS. 

Illinois  National,  Springfield;  Joseph  T.  Bunn, 
Recover. 

Traders,  Chicago;  State  Bank  of  Chicago,  Re- 
ceiver. 

Western  Manufacturers  Mutual,  Chicago:  William 
B  Smith  and  T.  George  Hislop,  Receivers. 

IOWA. 

American  Mutual,  Des  Moines;  W.  C  Strock,  Re- 
ceiver. 

Commercial  Mutual,  Des  Moines;  David  L.  Jewett, 
Receiver. 

Iowa  German  Mutual  Insurance  Association,  Des 
Moines;  W.  W.  Wilcoxen,  Receiver, 

Iowa  Merchants  Mutual,  Sioux  City;  Albert  A. 
Smith,  Receiver. 

Millers  and  Mechanics  Mutual  Fire  Association, 
Des  Moines;  J.  M.  Lodd,  Receiver. 

KANSAS. 

Kansas  Fire.  Topeka ;  Charles  McGaw,  Receiver. 
Merchants  Mutual,  Topeka. 

IGdland  Fire,  Kansss  City;  E.  J.  Robinett,  Re- 
ceiver. 

State  Merchants  Mutual  Fire,  Leavenworth;  C.  C. 
Rutherford,  Receiver. 

KENTUCKY. 

Blue  GcBss,  Lexington;  A.  M.  Baker,.  Receiver. 
Central  Fire,  Lexington;  C  C.  Calhoun.  Receiver. 
Otirms  of  Northern  Kentuckj,  Carrollton;  J.  J. 

Orr,    Special    Commissioner,   appointed  by 

Carroll  Qrcuit  Court. 
Columbian,  Louisville;  Jas.  S.  Rav,  Receiver. 
Enterprise,  Lexington:  J.  L.  Watkms,  Receiver. 
Manufacturers  Mutual^  Lonisville;  Louisville  Trust 

Company,  Receiver. 
Mutual   Fire  of  Kentuckv,   Louisville;   Lonisville 

Trust  Company,  Receiver. 

LOUISIANA. 
Independent,    New    Orleans;    T.    V.    Regan,    Re- 


Peoples  Fire,  New  Orleans:  Liquidation. 
Southern,  New  Orleaaa;   Whitney  Central  Trust 
Co.,  Receivers 


ceiver. 

MASSACHUSETTS. 

Atlas  Mutual,  Boston;  F.  T.  Hammond.  Receiver. 
Firemens   Fire,   Boston;   International  Trust   Co., 

Receiver. 
Melrose   Mutual   Fire,  Boston;   Alpheus  Sanford, 

Receiver. 

MICHIGAN. 

Citizens  Mutual  Fire  Insurance  Co.,  Jackson; 
John  Nichol,  Receiver. 

Citizens  Mutual,  Holly;  F.  G.  Ely,  Receiver. 

Farmers  Mutual  Fire  of  Schoolcraft,  Delta  and 
Menominee  counties;  Michael  Doyle,  Re- 
ceiver, Menominee. 

Home  Mutual  Fire  Insurance  Co.,  Ltd.,  Standish; 
Sanford  E.  Hayes,  Receiver. 

Michigan  Manufacturers  Mutual  Fire  Insurance 
Company,  Bay  City;  Frank  S.  Pratt,  Re- 
ceiver. 

Monroe  and  Lenawee  Counties  Farmers  Mutual 
Fire;  J.  W.  Helm,  Receiver,  Adrian. 

MINNESOTA. 

Indemnity  Mutual  Hail,  Pine  Island;  Chas.  S.  Sul- 
livan, Receiver. 

MISSISSIPPL 

Mississippi  Home,  Vicksburg;  T.  A.  O'Herin.  Re- 
ceiver. 

MISSOURI. 

Mercantile  Town  Mutual,  St.  Louis;  Fordyce, 
Holliday  &  White,  Liquidating  Agents. 

NEBRASKA. 

German- American  Mutual  Fire,  Hastings;  J.  A. 
Gardiner,  Receiver. 

Lincoln  Mutual  Fire,  Lincoln;  A.  L.  Chase,  Re- 
ceiver. 

Merchants  Union.  Kearney;  A.  F.  Gate  wood.  Re- 
ceiver. 

Merehanta  and  Manufacturers,  Omaha;  R.  B. 
Howell,   Receiver. 

Nebraska  Mercantile  Mutual,  Lincoln;  J.  A. 
Randall,  Receiver. 

NEW  JERSEY. 

America  Fire,  Jersey  City;  Leon  Abbett,  Jr.,  Re- 
ceiver. 

NEW  YORK. 

^tna  Fire,  Utica;  Walter  I.  Scott,  Receiver. 
Aetna  Mutual,  Syracuse;  Ins.  Dept.,  Liquidation. 
American  Underwriters   Fire  of  Monroe  County t 

John  A.  Hicks,  Receiver. 
Capital  Mutual,  Syracuse;  Ins.  Dept.,  Liquidation. 
Empire  State  Fire  Lloyds  Association,  New  York; 

Charles  Putzel,  Receiver. 
American  Mutual,  Syracuse;  Ins.  Dept.,  Liquida- 
tion. 
Genesee    Valley    Mutual,    Syracuse;    Ins.    Dept., 

Liquidation. 
Manhattan   Fire,   New   York;   Edward  P.    Ward, 

Receiver,  26  Broad  street. 
Mohawk  Mutual,  Syracuse;  Ins.  Dept..,  Liquida- 
tion. 
National  Fire  of  Onondaga  County;  J.  F.  Nash* 

Receiver. 
Northwestern     Mutual     of     Onondaga     County; 

Arthur  R.  Cole,  Receiver. 
Real  Estate  Owners,  New  York;  John  J.  Macklin, 

Receiver. 
Phoenix  Mutual,  Syracuse,   Ins.   Dept.,    Liquida- 
tion. 
Reliable  Mutual,   Syracuse;    Ins.    Dept,   Liquida- 
tion. 
Union  Mutual,  Syracuse;  Ins.  Dept.,  Liquidation. 
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COMPANIES   IN   THE   HANDS   OF  RECEIVERS. 


OHIO. 

Buckeye  Mutual,  Shelby;  Tnastee»-W.  M.  Hthn 
and  Edward  Mftnafield. 

Central  Ohio,  Toledo;  E.  S.  Chittenden,  Receiver. 

Citizens.  Cincinnati:  Chat.  T.  Greve.  ReceiTer. 

Corn  City  Mutual,  Toledo;  M.  J.  Enwright,  Re- 
ceiver. 

Creaoent,  Cleveland;  R.  C.  Maaon,  Receiver. 

Eclipse,  Cleveland;  F.  J.  Drake,  Receiver. 

Home  Mutual,  Qeveland;  P.  H.  Kyser,  Receiver. 

Home,  Columbus;  J.  W.  Kins,  Assignee. 

Home,  Tiffin:  £.  £.  Cunningham.  Receiver. 

Mutual,  Cincinnati;  Samuel  A.  McCune,  Receiver. 

Mutual  F.  Assoc.,  Toledo;  C.  E.  Chittenden,  Re- 
ceiver. 

Northwestern  Mutual  Fire  Association,  Toledo; 
Charles  T.  Griffin.  Receiver. 

Ohio  German,  Toledo;  Ernest  R.  Torgler  and  Ed- 
ward J.  Marshall,  Trustees. 

Reserve,  Cleveland. 

Sandusky,  Toledo:  F.  K  Hogue.  Receiver. 

Seneca  Co.  Mut.,  Tiffin;  U.  T.  Curren.  Receiver. 

Steadman  Mutual,  Toledo :  D.  L.  BealL  Assignee. 

Thompson  Mutual  Rre,  Painesville;  L.  J.  Wood, 
Receiver. 

Trumbull,  Warren  and  Cleveland. 

Union  Mutual.  Cincinnati;  J,  B.  Swing,  Trustee. 

Washington,  Tiffin  and  Marietta. 

Washington  Union,  Qeveland;  John  N.  Weld,  Re- 
ceiver. 

Western,  Cincinnati;  D.  L.  Beall,  Assignee. 

OKLAHOMA. 

Farmers  Mutual,  Oklahoma  City;  Ledru  Guthrie, 

Receiver. 
German  Mutual,  Oklahoma  City;  Ledru  Guthrie, 

Receiver. 
Merchants  &   Planters,  Tulsa;   A.   B.  Ham,   Re- 

ceivcr. 
National,  Guthrie;  H.  Y.  Thompson,  Receiver. 

PENNSYLVANIA. 

Atlantic  Mutual  Fire,  Philadelphia;  Herman 
Becker,  Receiver. 

Central  Pennsylvania  Mutual  Fire,  Williamsport; 
Ellis  Sniffer,  Receiver. 

Commonwealth  Mutual  Fire,  Philadelphia;  Hex^ 
man  Becker,  Receiver. 

Continental  Mutual  Fire,  Philadelphia,  John  Allen, 
Receiver. 

Duquesne  Mutual  Fire,  Pittsburg;  H.  E.  Holman, 
Receiver. 

Eastern  Mutual  Fire,  Philadelphia;  John  F. 
Sueator,  Receiver. 

Factory  Mutual  Rre,  Philadelphia;  Samuel  C 
Adams,  Receiver. 

Farmers  Mutual  Fire  of  Middle  Pennsylvania; 
Harry  S.  Knight,  Receiver. 

Germania  Mutual  Fire,  Philadelphia;  Charles  F. 
Walter,  Receiver. 

Grocers  Mutual  Fire,  Philadelphia;  Frank  H.  Mul- 
len, Receiver. 

Guardian  Fire,  Pittsburg;  Geo.  S.  Calvert,  Re- 
ceiver. 

Johnstown  Mutual  Fire,  Johnstown;  John  R. 
Geyer,   Receiver. 

Kensington  Mutual  Fire,  Philadelphia;  T.  A.  Tan- 
ner, Receiver. 

Lafayette  Mutual  Fire,  Pittoburg;  H.  £.  Holman, 
Receiver. 

Lumbermens  and  Merchants  Mutual,  Williamsport; 
J.  B.  Krause.  Receiver. 

Niagara  Mutual  Fire,  Philadelphia;  Herman 
Becker,  Receiver.  ^ 

North  American  Mutual  Fire,  Pittsburg;  H.  E. 
Holman,  Receiver. 

Orients!  Mutual  Fire,  Johnstown;  M.  B.  Ste- 
phens, Receiver. 


Perpetual  Fire,   Philadelphia;    Charles  L.  Brown» 

Receiver. 
Philadelphia  Fire,  Philadelphia;  WUson  H.  Brown, 

Receiver. 
Real  Estate  Mutual  Fire,  Philadelphia;  Thea  W. 

Stone,  Receiver. 
Republic  Mutual  Fire,  Johnstown;  John  R.  Geyer,. 

Receiver. 
Reserve  Mutual  Fire,  Philadelphia;  T.  A  Tanner, 

Receiver. 
State  Mutual  Rre,  Philadelphia;  Wm.  C  Mayne» 

Receiver. 
Traders     Mutual     Fire,    Philadelphia;    Henry    S. 

Reed,  Receiver. 
Tradeamena    Mutual    Fire,    Philadelphia;    L.    R. 

Walters,  Receiver. 

RHODE  ISLAND. 

Atlas  Mutual,  Providence;  E.  B.  Evans,  Receiver. 
Industrial   Mutual   Insurance,    Providence;   E.   B. 

Evans,  Receiver. 
New     England     Fire,     Providence;     Robert     L. 

Spencer,  Receiver. 
Standard    Mutual    Fire,    Providence;    Robert    L. 

Spencer,  Receiver. 

SOUTH  CAROUNA. 

Carolina  Mutual  Fire,  SparUnburg,  S.  C;  S.  N. 
Wetmore,  Receiver. 

Mercantile,  Charleston;  J.  A.  Bruning,  Jr.,  As- 
signee. 

South  Carolina  Mutual  Fire,  Greenville;  R.  F. 
Watson,  Receiver. 

State  Mutual  Fire,  Laurens;  A.  R.  Blakely,  Re- 
ceiver. 

TENNESSEE. 

American  Mutual,  Nashville;  Robert  Vaughn,  Re> 
ceivcr. 

Prudential  Fire,  Knoxville;  J.  D.  Caldwell,  Re- 
ceiver. 

United  States  Fire,  Nashville;  J.  L.  Johns,  Re- 
ceiver. 

TEXAS. 

Home  Insurance,  Banking  and  Trust,  Galveston; 
Richard  Franklin.  Receiver. 

Houston  F.  and  M.,  Houston;  Craig  Belk,  Re- 
ceiver. 

Standard  Mutual,  Houston;  George  £.  Shelley, 
Receiver. 

VIRGINIA. 

International  Fire.  Alexandria;  Edwin  G.  Adanii» 
Atlantic  City,  N.  J.,  Receiver  for  New  Jer- 
sey propertv. 

Jefferson  Plre  ana  Marine.  Rtehmood:  Roscoe  C 
Nelson,  Richmond;  Rufus  B.  Cowing,  New 
York,  Receivers. 

Old  Dominion  Fire  Association;  Dooglas  Stuart^ 
Receiver. 

Prudential,  Taxewell;  E.  A.  Catlin,  Receiver. 

Wytheville  Insuxance  and  Banking,  Wytheville; 
H.  J.  Heuser,  Receiver. 

WASHINGTON. 

Inland  Fire,  Spokane;  Frank  McConnaughy,  Re- 
ceiver 

Pacific  Fire,  Seattle:  Fred  H.  Lysons,  Receiver. 

Walla  Walla  Fire,  ^alla  Walla;  Dorsey  M.  Hill, 
Receiver. 

WISCONSIN. 

Columbus  Mutual,  Columbus;  W.  R.  Reidner,  Re- 

cciver. 
Waterloo  Mutual  Fire,   Waterloo;  R.  W.  Lneck,. 

Receiver. 
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State  Officials  Having  Authority  in  Insurance 

Matters. 

Corrected  to  June  1,  1910. 


Stats. 


Alabama 

Alaska 

Aiizona ] 

Arkansas 

California 

Colorado 

Connecticut , 

Delaware 

District  of  Cdlxunbia . . . 

Florida 

Geori^ , 

Hawaii , 

Idaho , 

Illinois 

Indiana 

Iowa 

Kansas 

Kentucky 

Louisiana , 

Maine 

Maryland 

Maoachuietts 

Micbigpui 

Minnesota 

Miasiasippi 

Missouri 

Montana 

Nebraska 

Nevada , 

New  Hampahiie 

New  TexBcy 

New  Mexico 

New  York 

North  Carolina 

North  Dakota 

Ohio , 

Oklahoma , 

Oregon 

Penns\iTaiua 

Porto  Rico 

Rhode  Island 

Soudi  Carolina 

South  Dakota 

Tennessee 

Texas 

United  States 

Utah 

Vermont -^ 

Vn^ginia 

Washington 

WestvSginia 

Wisconsin 

Wyoming 


Naios. 


Frank  N.  Julian 

William  L.  Distin... . 

*W.  C.  Foster 

W.F.  Nichols 

John  R.  Jobe 

E.  C.  Cooper 

Wm.  L.  Clayton 

Theo.H.  McDonald. 

Charles  H.  Maull 

Tbos.£.  Drake 

Wm.  V.  Knott 

W.  A.  Wright 

D.  L.  Conkling 

C.  D.  Goaslind 

Fred.  W.  Potter 

John  C.  Billheimer.. . 

John  T.  Bleakly 

Charles  W.  Barnes. . . 
Charles  W.  BeU 

E.  J.  McGivney 

Beecher  Putnam 

B.  Frank  Crouse 

Frank  H.  Hardison.. . 

James  V.  Bairy 

John  A.  Hartigan .... 

T.  M.  Heniy 

Frank  Blake 

H.  R.  Cunningham... 
S.  R.  Barton 


J.Eggera 
Geo.  H.  A 


Adams 

Vivian  M.  Lewis 

Jacabo  Chavez 

Wm.  H.  Hotchkiss... 
James  R.  Young 

E.  C.  Cooper 

C.  C.  Lemert 

Milas  l^Asatee 

Sam  K.  Kozer 

S.W.McCuUoch.... 

G.  Christiansen 

Charles  C.  Gray 

F.  H.  McMaster 

O.  S.  Basford 

ReauE.  Folk 

Wm.  £.  Hawkins. . . . 

Charles  Nagel 

Geo.  B.  Squires 

Guy  W.  BaUey 

Edward  H.  Deavitt. . 

[  oseph  Button 

]  .  a.  Schively 

'  ohn  S.  Darst 

Geo.  E.  Beedle 

Le  Roy  Grant 


Address. 


Montgomery.. 

Juneau 

Phceniz 

Phoenix 

LitUeRock... 
San  Fran'co. . 

Denver 

Hartford 

Dover 

Washington . . . 
Tallahassee . . . 

Atlanta 

Honolulu 

Boise  Cit7 

Springfield 

Indianapolis.... 
Des  Momes... . 

Topeka 

Frankfort 

Baton  Rouge. . 

Augusta 

Baltimore 

Boston 

Lansing 

St.  PaiU 

Jackson 

1  efiFerson  City . 

Helena 

Lincoln 

Carson  City. . . 

Concord 

Trenton 

Santa  Fe 

Albany 

Raleigh 

Bismarck 

Columbus 

Guthrie 

Salem 

Harrisburg 

San  Juan 

Providence 

Columbia 

Pierre 

Nashville 

Austin 

Washington . . . 
Salt  Lake  City 

Morrisville 

Montpelier 

Richmond. . . . 

Olympia 

Charleston 

Madison 

Cheyenne 


Secretary  of  State 

Secretary  of  Alaska 

Territorial  Auditor 

Secretary  of  Territoiy 

Aud  of  State  &  Ins.  Com. . . 

Insurance  Commissioner 

Superintendent  of  Insurance 

Insurance  Commissioner 

Insurance  Commissioner .... 
Superintendent  of  Insurance 

State  Treasurer 

Insurance  Commissioner 

Insurance  Commissioner .... 

Insurance  Commissioner 

Superintendent  of  Insurance 

Auditor  of  State 

Auditor  of  State 

Superintendent  of  Insurance 

Insurance  Commissioner 

Asst  Secretary  of  State 

Insurance  Commissioner 

Insurance  Commissioner 

Commissioner  of  Insurance . 
Commissioner  of  Insurance . 
Insurance  Commissioner .... 
Aud.  Pub.  Act's  &  Ins.  C'r. . 
Superintendent  of  Insurance 
Commissioner  of  Insurance. 
Auditor  of  Public  Accounts . . 

State  Controller 

Insurance  Commissioner. . . . 

Insurance  Commissioner 

Superintendent  of  Insurance 
Superintendent  of  Insurance 
Insurance  Commissioner .... 
Commissioner  of  Insurance . 
Superintendent  of  Insurance 
Insurance  Commissioner .... 
Insurance  Commissioner. . . . 

Insurance  Commissioner 

Acting  Secretary 

Insurance  Commissioner 

Insurance  Commissioner 

Insurance  Commissioner 

Commissioner  of  Insurance . 

Insurance  Commissioner 

Sec  Dept.  Com'rce  &  Labor 

Insurance  Commissioner 

Secretary  of  State 

State  Treasurer 

Commissioner  of  Insurance . 

Insurance  Commissioner 

State  Auditor 

Commissioner  of  Insurance. 
State  Auditor 


Jan.,  19x1 


an., 
an., 
an., 
an., 
an., 

.  Jec., 
Apr., 
J'une 
Feb., 
an., 
an., 
an., 
an., 
an., 
an., 
May. 
an., 
an., 
.  an., 
an, 
an, 
an. 
an. 
an., 
an., 
an., 
an., 
an., 
an., 
an., 
an., 
an., 
an. 


iM 


'•» 


»•» 


an. 

an. 

an. 

an., 

an., 

an., 

an., 

an., 

,  &U't 

!  )ec., 
Jan., 

[OcL, 

an., 
an., 
an., 
an., 
an.. 


Canada. 


Dominion  of  Canada. . . 

British  Columbia 

Manitoba 

New  Brunswick 

Nova  Scotia 

Ontario 

Prince  Edward  Island . . 

Quebec 

Saskatchewan 


Wm.  Fitzgerald 

A.  C.  Reddie 

A*  £.  Ham 

Geo.  Babbitt 

Fred.  S.  Mathers 

Dr.  T.  H.  Hunter 

A.  Newbery 

A.  O.  Dostaler 

Ed  J.Wright 


Ottawa 

Victoria 

Winnipeg 

Fredencton. . 

Halifax 

Toronto 

Charlotteto'n. 
Montreal. . .. 
Regina 


Superintendent  of  Insurance 
Deputy  Provincial  Secretary 

Inspector  of  Insurance 

Deputy  Receiver  General . . . 
Deputy  Provincial  Secretary. 

Inspector  of  Insurance 

Assistant  Provincial  Treas. . 

Inspector  of  Insurance 

Registrar  Joint  Stock  Cos . . 


*  Matters  rdating  to  domestic  companies. 
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PREMIUMS   IN   NEW  YORK   CITY. 


Comparative  Exhibit  of  Fire  Insurance  Premiums 

IN  New  York  City. 

Below  we  present  a  table  showing  the  premiums  collected  in  New  York  city  for  seven 
years,  as  compiled  from  the  semi-annual  returns  of  the  fire  patrol  to  the  New  York  Board 
of  Fire  Underwriters : 


NAME  AND  LOCATION 
OF  COMPANY. 


New  York. 

Adirondack 

Assurance  Co.  of  America 

British  Americant 

Caledonian  American 

City  of  New  York 

Colonial 

Commercial  Union  Fire 

Commonwealth 

Continental 

Cosmopolitan  f 

Eaglet 

Empire  City 

Fidelity 

German  Alliance 

German-American 

Germania 

Globe  and  Ratgers 

Gretnwitht 

Hamilton. . « 

Hanover 

Home 

Indemnity  t 

Kings  Couniy  c 

Lafayettet 

Liverpool  and  London  and  Globe. . 

Lumber 

Nass^tu,  Brooklyn 

National  St}  ndard</ 

NewYorkFiret 

Niagara 

Northern 

North  British  and  Mercantile...... 

North  German  t 

North  River 

Pacific 

Pelican 

Peter  Cooper 

Phenix,  Brookl^^n 

Queen  of  America. 

Richmond 

Stuyvesant 

U  nited  States 

Victoria  t 

Westchester 

Williamsburgh  City,  Brooklyn 

Allied  Underwriters 

American  Exchange  Underwriters.. 

American  Lloyds 

Associated  Underwriters 

Assurance  Lloyds 

Federal  Lloyds,  Chicago  t 

Fidelity  In&urance  Association  t. . . . 
Garfield  Assurance  Fire  Lloyds. . . . 

Great  Western  Lloyds 

Individual  Underwriters 

International  Fire  Office 


1909. 


Isthmus  Lloyds 

Lloyds  of  New  York  City  f , 

Lumber  Underwriters 

Manufacturers  Lloyds , 

Mercantile  Lloyds , 


$ 
14,870 
61,786 

•  •  «  • 

34.384 

92.995 
17.961 

aS.934 

74.799 

332.738 


90,1x8 

114,410 

86.141 

933.499 

244.135 
a90,8io 

•  •  •  « 

180.830 
915.979 


4,110 

16,710 

zx9,ao8 


277.360 
8Z.069 
56,036 

«  •  ■  ■ 

312.8^5 

46.983 

53.154 

78,195 
388.645 

150,842 

30,333 
50,332 
58.180 

•  •  •  • 

254.549 
254.530 


4.172 
17,236 

23.396 


*530 
13.040 

63.674 
*2.748 


2,OIO 
9312 


1908. 

1907. 

1906. 

1905. 

1904. 

$ 

$ 

$ 

$ 

$ 

13.075 

24,901 

*  10,313 

•  •  ft  ft 

ft  •  ft  • 

67.809 

•  •  •  • 

61,698 

57.591 

42.587 

■  •  •  • 

•2,445 

54.258 

39.942 

36.803 

28,698 

23,203 

17.076 

14,206 

ft  •  ft  ft 

» 

86,236 
69.986 

82,644 
60,737 

59.303 
61,824 

•    a    •    ft 

61.230 

25,050 
60,870 

27.099 
63.472 

37.241 
86,109 

» 

33.497 

458.760 

ft  ft  ft  ft 

'^22,980 

81,062 

476,671 
52.621 

437.989 

ft  ft  ft  ft 

•  •  •  • 

59.37X 

31,160 

ft  ft  ft  ft 

86,080 

89.673 

64.390 

52.831 

40,391 

57.627 

40,297 

•51.498 

ft  ft  ft  ft 

ft  ft  ft  ft 

91.350 

97.844 

94.444 

^.465 

82,930 

947,120 

1,007,792 

1.032.535 

862.230 

826.673 

246.203 

283,943 

277.976 
221.839 

360.903 
216.866 

268.360 

211,964 

210.462 

233,121 

•  •  •  • 
«  •  »  • 

•  •  *  • 

31,260 

28.019 

«  *  ft  ft 

18,133 

■  •  •  • 

•10,20s 

166,134 

210,674 

284,523 

iia,'76z 

537.163 
831.893 

809,517 

830.949 

896.410 

•  •  •  • 

•  7.547 

18.706 

10,834 

^  10.757 

•  •  «  • 

•  •  •  • 

ft  ■  •  ft 

ft  ft  •  ft 

•19.348 

•  •  •  • 

ft  •  •  • 

ft  ft  ft  ft 

ft  ft  ft  ft 

*4.i8o 

9.081 

•  •  •  • 

•  ft  •  ft 

ft  ft  ft  ft 

•  •  •  • 

14.134 

25,031 

15.355 

i,8s6 

ft  ft  ft  ft 

125,519 

150,052 

107.194 

80,140 

69.779 

•  •  •  • 

•  •   a    • 

•  •  •   • 

•  •  •  • 

•  ft  ft  • 

•  •  ft  ■ 

ft  •  ft  ft 

69.794 

ft  ft  ft  ft 

57.720 

276,468 

315.841 

288,495 

237.970 
72.870 

229.514 

73.432 

80.348 

76,530 

70.168 

40,021 

•    •  •    • 

37.657 

•  •  •  • 

•fi!^ 

33,876 
71,893 

37.666 
36.965 

3X5.364 

330.262 

257.571 

213.559 

204.873 

49.083 

58,503 

53,438 

53.003 

35.420 

53.970 

52.335 
84.476 

48,323 

47.504 

47.650 

8i,5xx 

72,165 

44.010 

40.191 

313.4*2 

297.171 

281,404 
138,660 

374.579 

270.834 

141.075 

135.120 

109.370 

110.062 

25.170 
52.750 

83.553 

•  •  ft  ft 

60.561 

ft  ■  •  ft 

61.984 

ft  ft  •  ft 

42.147 

57.404 

•41.149 

74.852 

54.794 

•  •  •  • 

•  •  •  • 

•  •  ft  • 

1,840 

22,340 

246.393 
233.178 

234.354 

207,541 

191,571 

190.774 

235.474 

220.935 

161,513 

145.357 

4.241 

4.187 

•  •  ft  • 

757 

XX.824 

8,918 
23,084 

23.977 

•  •  •  • 

31,631 

ft  ■  •  ft 

22.430 

•  «  •  * 

•  •  •  • 

ft  •  ft  • 

823 

12,106 

■  «  •  • 

•  • « • 

ft  ft  ft  ft 

ft  ft  ft  ft 

2.955 

•  •  •  • 

*537 

ft  ft « ft 

ft  ft  ft  ft 

ft  •  ft  ft 

■  •  •  • 

•  •  •  • 

•  •  •  • 

ft  •  ft  ft 

•  5.743 

7.303 

13.472 

ft  •  ft  ft 

ft  ft  ft  • 

•614 

12.836 

66.851 

•  •  •  ft 

13,068 

9.980 

10.737 

66,997 

•  •  •  • 

63.314 

• . « . 

66,597 

ft  ft  ft  • 

62.622 

«... 

•  •  •  • 

2,149 

30 

•«♦ 

•2a 

2,059 
10,053 

1.543 

9.3^ 

1,109 
6.455 

1,107 
3.574 

524 
3.479 

•  •  •  • 

•  ft  •  • 

ft  ft  ft  ft 

ft  ft  ft  ft 

ft  •  ft  ft 

1903. 


59.563 
33.096 


57,273 
34.260 

55.419 
474.05s 


25,617 

•  •  »   • 

81,923 

755.053 
216.227 

152.720 

285.074 

50.520 

634.950 

834.948 

12.543 
30.920 

52.283 


55.461 

•  31.430 
50,581 

196.774 
76,913 
27.930 
29.89a 

184.078 
36.3x8 
44.016 
26.948 

218.785 

105.541 

«  ft  •  ft 

48.650 

56.934 
39.36a 

192.679 
X42.756 


15.732 

•  •  •  • 

23,«o 
l6.ii6 

7.944 

•  •     •     a 

7.803 

ft    ft     ft     • 

9.63a 
69.690 


2.239 

6,740 

ft 


^5093 
•4.896 


Six  months  ODly 


t  Retired  from  butineM. 
d  Merged  with  Amunace  Conpeoy  of  America. 


c  Merged  with  Atlaa,  Loadoa. 
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COMPARATIVE  EXHIBIT  OF  FIRE  INSURANCE  PREMIUMS— Cofilwiiieif. 


NAME  AND  LOCATION 
OF  COMPANY. 


New  York— Gm/. 

Merchants  Fire  Lloyds 

NatioDal  Underwriters 

New  York  and  Boston  Lloyds 

N.  Y.  &    New   England    Under^ 

writer- 

New  York  Commercial  Underw'rs. 

New  York  Fire  Lloyds 

New  York  Insurance  Association  .. 
New  York  Reciprocal  Underwriters 

North  American  Inter  Insurers 

Union  Underwriters 

Nbw  Yokk  State. 

Apicultural,  Watertown 

Albany,  Albany 

Buffalo  Commercial 

BofTalo  German,  Buffilo 

Commerce.  Albany 

Dutchess  Fire,  Poujrhkeepsie} 

Glens  Falls.  Glens  Falls 

National  Lumber,  Buffalo 

Rodiester  German.  Rochester 

Union,  Bufialot 

Alabama. 

Atlanta-BinniQgham.  Birminghamf 

Calipoxnia. 

California,  San  Francisco 

Firemans  Fund,  San  Francisco. . . . 
Home  F.  and  M..  San  Frandscof.. 

Colorado. 

Imperial,  Denver 

Connecticut. 

iEcna,  Hartford 

Connecticut.  Harttord 

Hartford,  Hartford. ••••• 

National,  Hartford 

Orient,  Hartlord 

Phoenix,  Hartford 

Secnii'y,  New  Haven 

Delaware. 

Delaware,  Dover  t 

District  of  Columbia. 

Colonial,  Washiogtont 

Potomac,  Washington 

Georgia. 

Atlanta  Home,  Atlanta 

Georgia  Home,  Columbus 

Illinois. 
American  National.  Rock  Island.. . 

Calumet,  Chicago 

Grrman,  Freeponf 

German,  Peona. 

German  National,  Chicago tt 

]i5.  Co.  of  State  of  III..  Rocktord. . 

Metropolitan,  Chicago 

Millers  National,  Chicago 

Traders,  Chicago  t 

Indiana. 

iQdianiqmlis  f 

Wabash,  Hammond  t 

Iowa. 

Dabuque  F.  &  M.,  Dubuque 

Kansas. 

Freeholders,  Topeka 

Shawnee,  Topeka 

Kentucky. 
Star  Fire,  Louisville 

Louisiana. 
Mecfas.  &  Traders,  New  Orleans... 

Southemt 

Sun,  New  Orleans 

Teutonia.  New  Orleans 


1909. 


$ 

7.547 
8.500 

*i.S96 


*42 

•  •  •  • 

14.598 
77.a8i 
ao,740 

7.a47 

138.532 

37.875 

a9.49i 

43.975 
24.065 

42.491 
93.469 
17,481 
62.959 
•4.070 


i6.68a 
135.754 

•  •  •  • 

18,431 

427.638 
104.347 
340.778 
348,138 

85,158 

263,367 

80,337 


1006 


43.499 
70.333 

32.956 
32.094 

a    •   •    • 

29.771 

«    ■   •    • 

13.846 

32.233 
10.445 


23.376 
29.532 

44.575 


35.791 

•  •  •  • 

25.995 
37.950 


$ 
10.331 
9.2Q2 
3555 

886 


l6,30O 

73.457 

31,003 

8x96 

133200 
31.78a 
30.289 

44.735 
25.350 

44.617 
72,503 

11.877 
56.512 

14.273 


*  15.981 

xax,ii7 

•  •  A  a 

11.523 

384.096 

70.407 
339.300 
366,678 

77.504 
234.700 

70,327 


1907. 


43.910 
79.790 

26,733 
25.887 

•  •  •  • 

44.809 

23,700 


40.362 

•  13.486 
42.364 


36.239 

50,926 

44.998 
25,890 


$ 

7722 

8.144 
4.409 

3,3X6 

•  ■   •    • 

25 

19.330 

75.854 
33,844 

6,795 

134.099 

40.493 
32.376 

56.969 
3^,376 
46,840 

92.189 

9.542 

50.900 

14.614 


1906. 


143.035 


11.193 
368.090 

307.94* 

257.614 

81.730 

ti36 
.930 

78.114 


42,694 
73.840 

•  7.011 
14.176 

•  •  •  « 

44.483 

•  •  •  • 

11.948 
27.941 


68.078 

•  ■  •  • 

20,787 

•  •  •  • 

65.143 
18,460 

32.032 
50,468 

40,327 
42.033 


$ 

6,38x 
8.089 
4.647 

•i,oas 

«  •  »  • 

6 
4.492 

tm 

5.833 

131.480 

35.377 
36,090 

43.827 
20.475 
24.735 
67.790 
4.843 

11,885 
•13.583 


•  *  •  • 

*92.789 
*5.478 


341.213 
84.244 

442.353 

234.053 
05.442 

255.492 
57.490 

77.298 


1005.        1904 


•  •  •  • 

%  •  •  • 


50,985 


*ii,736 
•54.043 

*X6.343 

•15,300 

■  •  •  • 

23.344 


36,191 

•  •  •   • 

13,380 

•  •  •   • 

•33,880 
•40,643 


25199 

*38,7i5 


$ 

3.552 

6,500 

5.358 


•24 

1.933 

50,542 

33.933 


131.524 
a8.i04 

33.6x6 

39.415 
20,X75 

30,633 
45.250 

•  •  •  • 

a8,X09 
9.250 

44.296 


134.764 
36.30a 


280,395 
80.671 

490.055 
306,336 

58,070 

198.467 
58.566 


X9,6x8 


58.124 

•  •  •  • 

X3.76S 
51.671 
52.707 
22,955 

•  •  •  • 

*  7.313 

•  •  •  • 

54.556 

31.995 
•387 


70.040 

25.234 


•  •  •  • 


$ 

3.267 

6,073 

5.314 


•33 

1.235 
42.678 

23.065 


113,989 
29.303 
20,071 

33.901 
18.037 

29.830 

25.244 

•  «  •  • 

X9.883 

•  •  •  • 

•24.934 


129.145 
24.417 


274.470 
79.010 

497.779 

224.924 
64.506 

177.169 
52.091 


16,942 


1908. 


•  •  •  • 


63.517 


77.492 
33,305 
16,396 


54.160 
33,7x6 


26,X35  I     31,438 


27.551 
33.433 

•  •  •  • 

•  •  ■  • 

39,566 


3.515 
•3.603 

2,054 

*533 
38.630 

33,87X 


X24,858 

2X.I45 
13.930 
15.592 
18,033 

29.734 

3X,3X9 

24,x8i5 


130.294 
25,350 


381.974 

78,998 
333.742 
333,  x8x 

58.171 

150.827 

53,160 


14921 
35.963 


55.947 


71,428 

20,514 
•6.675 


53.296 
19.617 


73,073 

•  •  •  ■ 

•  •  •  ■ 

31.278 


*  Six  months  only,    t  Retired  from  busiaeu.    t  Formerly  Western  Underwriters.    $  Old  Dutcheu  retired  in  1906 
svcceedcd  by  aeir  coaipany  Dutcheu  Fire,     i  1906  figures  are  of  Firemeas  Fund  las.  Corp. 
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COMPARATIVE  EXHIBIT  OF  FIRE  INSURANCE  PREMIUMS— Cimlwuerf. 


NAME  AND  LOCATION 
OF  COMPANY. 


Maryland. 

Firemens,  Baltimore  t 

German-A  oDerican,  Baltimore 

German  Union,  Baltimoref 

Hornet 

Security,  Baltimore,  t 

Massachusetts. 

American,  Eostonf 

Boston 

Mercantile,  Boston 

Old  Colony,  Boston 

Springfield  F.  and  M.,  Springfield. 
Michigan. 

Detroit  F.  and  M.,  Detroit 

Michigan  Commercial,  Lansing... 

Michigan  F.  and  M..  Detroit 

Minnesota. 
Northwestern  F.  &  M.,  Minneapolis 

St.  Paul  F.  and  M.,  St.  Paul 

Missouri. 

American  Central,  St  Louis 

Citizens,  St.  Louis 

New  Hampshire. 

Capital,  Concord 

Granite  State,  Portsmouth 

New  Hampshire,  Manchester 

New  Jersey. 

American,  Newark 

Camden 

Eastern  Fire,  Atlantic  City 

Firemens,  Newark 

Newark,  Newark 

New  Brunswick,  New  Brunswick.. 

New  Jersey,  Camdent 

Standard,  Trenton 

North  Carolina 

Dixie,  Greensboro  

North  State,  Greensborof 

Ohio. 

Cooper,  Dayton 

Ohio  German,  Toledo  t 

W(  stem  Reserve,  Cleveland 

Pennsylvania. 

Allegheny,  Pittsburg 

Allemannia,  Pittsburg 

Alliance.  Philadelphia 

American,  Philadelphia 

Ben  Franklin,  Pittsburg 

County  Fire  of  Phila. ,  Phila 

Delaware.  Philadelphia. 

Farmers.  York 

Fire  Association.  Philadelphia. 

Franklin,  Philadelphia 

German,  Pittsburg 

Girard  F.  and  M.,  Philadelphia. . . . 

Humboldt,  Pittsburg 

[ns.  Co.  of  North  America,  Phila. . 

Ins.  Co.  of  State  of  Pa.,  Phila. 

Jefferson,  Philadelphia 

Lumbermens,  Philadelphia 

Mechanics,  Philadelphia. 

National,  Pittsburff 

National  Union,  Pittsburg 

Pennsylvania,  Philadelphia 

Peoples  National,  Philadelphia 

Pittsburg  U  nderwriters 

Rehance,  Philadelphia 

Spring  Garden,  Philadelphia 

Teutonia  Fire,  Pittsburg 

Union,  Philadelphia 

United  Firemens,  Philadelphia.... 
Western,  Pittsburg 


1909. 


1908. 


1907. 


$ 

•  *  •  • 

32.767 


214,509 

•  •  •  ■ 

173.754 

59.459 
73.465 
28,978 


•  •  ■  • 

119,660 

175.619 
7,116 

50,065 
i8,87Z 

47.989 

344.44Z 

143.523 

33.530 
200,938 

34.085 

43.899 

26.(38*8 

48.971 
17.592 

♦2,632 

•  «  •  • 

43.382 


45.073 
40,600 

19.653 

23.894 
40,846 

164.732 

38.533 
228.984 

61,421 

23,122 
58.276 

55.653 
190,638 

124,799 

.688 

E,ii6 
,271 

76.546 

80,942 

140.038 

iz6,ooo 

•  •  •  • 

96.718 
80,261 
59.016 
86,150 

•  •  ■  ■ 

44.232 


•  •  •  • 

32,411 
28,243 


•  •  •  • 


197.581 

•  •  •  • 

49.180 
161,712 


57.26 
100.52 

52.444 


15.459 
98,767 

169,009 
9.038 

42.628 
23.072 

56.114 

248,585 
131.825 

43.248 
184.421 

39.321 
44.790 

a  «  •  • 

24,286 

59.051 
32.284 


*  39.147 
43.331 


30.844 
28,014 

•  11.848 

40,107 

38.517 

127.447 
39.281 

22O.XI8 
49.110 

37.447 
6x,757 
57.508 

151.710 
90.488 
82.021 
41.880 
58,082 

75.704 

81.336 

131.878 


1.452 


63.287 
66.199 
21.324 
32,884 


35.237 
26,409 


1906. 


220.592 

«  •  *  • 

58,492 
198,003 

55.777 

114.993 
52,048 

23.05s 
104.094 

189,206 
22,650 

41.053 
25,880 

69.301 

243.647 
102,455 

33.117 
199.251 

38.358 

•  82.474 
26,067 

49.868 
29,700 


55.899 
49,566 

•7.072 
57.345 
30.445 

•  •  ■  • 

51.073 
41.458 

107.155 
99.236 

237.072 
49,606 
81,010 
72.782 

31.471 

192,809 

80,250 

82,732 

54.133 
4.^28o 

55.631 

102. 171 

175995 


60,691 
80.838 

38.715 
54.560 

43.452 

23.570 


$ 

•  •  *  • 

31.731 


•  •  •  • 


169.488 
*i7,2o6 

•  •  •  • 

150,203 

46,959 
86,080 

29.250 


106.860 

167.651 
37.338 

30.093 
30.464 
68.550 

159.536 
52.291 

22,944 

190,105 

30.667 

44.415 
76.385 
19.704 


1905. 


*22,020 


51. 
24. 


38,368 
41.256 
51.549 
17,035 
196.324 

42.345 
56.381 
63.490 
18.438 
168.645 

*30,5^ 
50.074 

38!83i 

32.899 
58.900 

155.307 


82.756 

48,749 
41.579 
40.571 
15.960 


$ 

•  •  •  • 

90.776 

•  •  •  • 
■  •  • 

35.621 

30.907 

134.479 

35.336 

145.878 

,  34.511 

*  35.635 
95.920 

78,9x8 

120.631 
84.865 

27.588 

25.174 
54.765 

110.048 

51.056 

"•514 
135.678 

29.777 
•  9.056 

•  •  ■  « 

•  10,083 


1904. 


•  •  •  • 


23,002 
60.999 

43.754 

32'i^ 
38.659 

16.153 

199.395 

fl:i 

156.433 
31.589 

«    ■    a    • 

49.048 
38.717 
14.834 
59.565 
176.763 

•    •    •    • 

•6,467 

52.454 

7^.381 

•3.966 

37.958 

43.764 
21,651 


•  •    •    • 

13.293 

•  •    •    • 

•  •   •    • 

Z8,02I 

27.755 
111,143 

37.314 

147.848 

34.310 

•  •  •  • 

22,711 

■  •  •  • 

76.976 

113.903 
85.516 

29.701 
10.534 
97.863 

104,111 

45.296 

•1.307 

115.344 

99.415 


1903 


•  «  •  « 


43.312 

■  •  •  « 

50.785 

•  ■  •  • 

28.880 

39.904 

14.218 

198.508 

29.SC« 
97.016 

53.329 

163,678 
35.685 

•  •   •   • 

35.028 

p.  115 
19,705 

65.306 

176.499 


oaidio 

•  ■  •  • 

35.948 
44.988 
93.771 


$ 

48.957 
90.346 

•  •  •  « 

36.085 
*  8.014 

33.082 
90.306 
36.123 

148,774 
34.244 
18.594 

■  •  *  • 

71.603 

98.77a 
57.860 

25.767 
10,417 
69,916 

72.034 
40,212 

•  ■  •  • 

99.314 
98,488 


44.971 
51.585 

■  •  •  • 

99.127 
44.644 
12,861 
185.689 
23,229 
22,552 

25,419 

■  ■  •  • 

178.927 
•5.677 

■  •  «  • 

99.879 

39373 

•  i.iQS 

40.762 

189.049 


53730 
66.966 

•  «  •  • 

37.484 

45.593 
91.386 


*  Six  moaths  only. 


t  R«tir«d  from  btttiii«M. 


t  MetRcd  with  Dix'e  Fire. 
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COMPARATIVE  EXHIBIT  OF  FIRE  INSURANCE  PREMIUMS— C^mhnnerf. 


NAME  AND  LOCATION 
OF  COMPANY. 


Rhodb  Island. 

Equitable,  Providence 

Rhode  Island,  Providence 

New  England,  Providencet 

Providence  Washington.  Prov 

Texas. 

Austin.  Dallas 

Commonwealth,  Dallas 

Virginia. 

Soatbem.  Lynchburg  t 

Vnrginia  F.  and  M.,  Richmona 

Virginia  St«%t^,  Richmond 

Washington. 

Washington,  Seattle 

WEST  Virginia. 

Citizens,  Charlestown 

Gennan,  Wheelii  g 

Wisconsin. 

Concordia,  Milwaukee 

Milwaukee  Fire 

Milwaukee  Mechanics,  Milwaukee.. 
Northwestern  National,  Milwaukee. 

Canada. 

British  America,  Toronto 

Western,  Toronto 

Germany. 
Aachen  and  Munich,  Aix-la-Chap. . 

Hambarg-Breroen ,  Hamburg 

Prussian  National,  Stettin 

Thuringia,  Erfurtf 

Transatlantic,  Ham  burg  t 

Great  Britain. 

Alliance.  London  t 

Atlas,  London 

Caledonian,  Edinburj^h 

Commercial  Union,  London 

Law  Union  and  Rock.  London 

Liverpool  &  London  &  Globe,  Liv. 
London  Assurance  Corp.,  London. 
London  and  Lancashire,  Liverpool. 

Manchester.  Manchester  a 

North  British  and  Mercantile,  Lon. 

Northern,  London 

Norwich  Union,  Norwich 

Palatine,  London 

Phcenix.  London 

Royal,  Liverpool 

Royal  Exchange.  London 

Scottish  Union  and  National.  Bdin. 

Sun,  London 

Unioti,  London  t 

Holland. 
Netherlands! 

Russia. 
Salamandra 

Sweden. 
Svea,  Gothenburg 

Total  New  York  State  Cos 

Total  Cos.  of  Other  States 

Total  Foreign  Companies 


Aggregate. 


1909. 


$ 
59.198 
49.938 

aio.5os 

14.383 
13.555 

*a2,a84 
77.370 
78,290 

40,681 

29.599 
24.^3 

50.523 
23.328 
64.287 
52,463 

116.506 
133.054 

105,778 
207,005 

55.297 


"5.370 
152,808 

252,496 

57.995 
1,904.035 

207,204 
257.7^ 

568.336 
207.799 

'& 

183.307 
537.02X 
198.979 
322,446 
272,321 


74.857 
45.831 


5.904.963 
7.440,246 

5,431,607 


1906. 


18,776,816 


$ 
56,56a 

38.843 

33.076 

213.446 

15.040 
14.764 

45318 
69.391 
57.2" 

15,900 

•8.967 
26,999 

46,42 
24.64I 

50.723 
44.006 

129.199 
134.371 

99.946 

194.782 

58.876 


"5.- 

164.! 

934,012 

55.810 

1.073.001 

195.943 
265.355 

•  •  •  • 

514.444 
2P5,400 

43.099 
82,026 

182,7^4 

474.260 

123,851 

3P5.0S4 
971,699 


63.507 
41.500 


5698.357 
7.081,269 
5,121,459 


1907. 


17901,078 


$ 

63.417 

30,994 

*  7.631 

204.371 

*  10.891 
•9.352 

44.613 

75.659 
62,942 

•1.007 


31.249 

43.976 

21,553 
58.423 
44.253 

161,936 
175.054 

113.291 

245.306 

53.283 


17.647 
121,182 

170.037 

1,120,970 

21X.936 
285,061 

•  «  •  • 

541.166 
276,049 

8i!§8 
218,523 

444.163 
146.350 
348.920 
302.757 
127,942 


73.017 
43.073 


6. 162,072 

7.549.055 
S.744.387 


1906. 


19455.514 


$ 
50,420 

•  •  •  • 
■  •  •  ■ 

97.839 


'13.470 
57.494 
40.152 


26,977 

42,667 

20,541 
39.474 
32.539 

i66,9«> 
225.584 

90,008 

223.267 

59.719 

•  A  •  • 

•29,758 

50.604 
103.989 

173.145 
272,023 

57.681 

913.075 
183,263 

242.705 


509.466 
187,347 

tS 

263,853 

474.582 
142.863 

326.553 
279,2aA 

111,308 


86,913 
44.011 


6,630.196 
5.456.467 
5.436.039 


1905. 


17599,709 


$ 
37.617 

•  •  ■  • 

•  ■  •  « 

109,285 


38.175 
32,774 


*  12,9^ 

41.122 

23.391 
34.398 
22,755 

144.814 
189,170 

80,950 

224.405 
52,256 

•  •  •  • 

42,838 

f 5.672 
1,468 

153.187 
243.397 

864!  164 
172.507 
297,568 

•  •  ■  ■ 

440,057 
160.894 

125.916 

99.157 
282.344 

412.641 

111,498 
219.986 
258,652 

134,138 
27,863 

37.163 

34.011 

5.944.781 

4.967.159 
4,918,052 


15829,999 


1904. 


S 

39. 108 

•  •  •  • 

•  •  •  • 

108,007 


39.319 
25.438 


43.418 

13.499 
25.186 

99,169 

111,727 
176,300 

67.329 
221.933 

,42,547 
10,933 
27.085 

t^X 

150,866 
288.337 

51.007 
908,163 
179.900 
251.548 
•45.942 
484.898 
166.370 

133.524 
98,000 

244.663 

476.737 

303.384 
256.682 

236.459 
148.346 

28,603 

26,057 

30.714 


S.685.851 
4,604,807 
5,279,584 


15563.242 


1903. 


$ 
48.093 


99.375 


40.497 
18.395 


42.803 
13.984 

21, 819 

19.624 

109,187 
168,570 

57.250 
141  6l9 

34.619 
39.867 

15.016 

40,108 

101.786 

138.937 

205.849 

69.407 

720.629 

143.941 

204.300 
81,388 

463.940 
165,104 
138,660 
87.792 
278.731 
484503 
157.919 

976,742 
191.412 
184.915 

31.971 

79.794 
30.320 


5.914.007 
4,161,181 

4.837,360 


14912.638 


*  Six  aoatlu  oaly.       t  Retired  from  bustnett.  a  Merged  with  Atlu,  LondoD. 

X  Retired  from  butiaeu  in  New  York. 
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FIRE   LOSSES   IN   NEW   YORK. 


Fire  Losses  in  New  York. 

The  following  table  shows  the  insurance  losses  in  New  York  dty  Ux  thirty-eight  years 
ending  December  31,  1909,  compiled  from  the  fire  patrol  reports : 


YEARS. 


1872 

1873 

1874 

1875 

1876 

1877 

X878 

X879 

1880 

X88i 

1882 

1883 

X884 

1885 

x886 

1887 

1888 

1889 

1890 

189X 

Z893 

1893 

X894 

1895 

X896 

1897 

1898 

1899 

X900 , 

X90Z 

Z903 

1903 

1904 

1905 

Z906 

1907 

1908 

1909 


Buildings. 

CONTKNTS. 

Ratio 

Insurance. 

Loss. 

of  Lots 
to  Insur- 
ance. 

Insurance. 

Loss. 

$6,225,360 
3.786.271 

$7a8,725 

XI.70 

$9,363,551 

$3,683.6x1 

378,676 

10.00 

6,490.8x7 

1,681.633 

3.iS5.9a4 

391.443 
434.106 
416,841 

t^ 

5,402.965 

X.iao.939 

X.7X8.343 
3,634.645 

5.382,630 

8,778.167 

S.768.035 
6,382,192 

7.23 

8.X26.658 

734.575 

11.50 

6.567,588 

X  689,306 

6,398,426 

^'^ 

617 

7.463.578 

x.334,340 

7.141.154 

9.03 

14.959.681 

4.509.441 

6.242,397 

704.79s 
I^!6i8 

IX.29 

8,636.592 

2,053,240 

8.136,548 

6.67 

Ii.i4j.994 

3.X65  ox ) 

9.646.272 

8.96 

11.536,119 

3.004  60J 

10,815,881 

777.493 

718 

12,308,650 

3.088,826 

10,657,078 

» 

6.04 

X4,667.9X4 

13.a78.a99 

7.22 

15.664.199 

2,788.927 

11,035,621 

653.383 
1,108,7x4 

1,31^,872 
I.P50.549 

5.9a 

XX. 107,572 

a.379.965 

X5.666,d05 
17,188,870 

7.07 

x7.928.690 

4.197097 

7.64 

16.244.977 

3.736,957 

13.648,321 

7-74 

x4.052.730 

3.043,903 

'^•711.743 

860,768 

1:11 

14.399.977 

a.9aS.a37 

18.268.692 

X. 610,266 
1.258,661 

15.190,739 

X3  803.038 

4.597.94X 

19.067.572 

6.60 

3.110.42X 

21,272,233 

1,494,607 

7.03 

14.365.730 
13993.500 

10,783  646 

3.642.747 

2X.X52,4I5 

x,o8x.778 

5.XX 

3.6x0.3x9 

x9.954.a69 

1,063.328 

5-33 

a.371.570 

a4.753.499 
as.398.474 
39,326,^6 

x,oi5,i87 

4.10 

14,864.703 

a.736.358 

801,694 

3x5 

",133.154 

3,308,997 

1.382,553 

3-51 

13.735161 

3,771.448 

43.031.638 
44.881662 
40,888,809 

2,282,538 

S.30 

33,0x3,617 

4.185  638 

x.677,128 

i.aai.530 
X.XX4,662 

3.73 

3.95 

30,642,9441 
30,433.678 

33.67X,879 
33.03X,7o8 

42,399.796 

3.58 

3.4x4.133 
3,870.163 

56.334.038 

1.479.471 
1.778.350 

3.63 
3.86 

62,250.149 

33,833.603 

4,655.630 

75,251.170 

a.350.971 

3.12 

30.33o,58x 

4737.X08 

74.760,577 

2,204.142 

a.95 

44,ii6,o3x 

5677.506 

91,677,747 

2,380.844 

2.60 

49.9x9.497 
37,8x3.240 

6.830,953 

96.454.693 

2,212,178 

;:IS 

3  95 

6,530,343 

118.04x.922 

x,98o,7i7 

31.573.988 

5.939.69X 

$i.iio,355.46x 

$43,833,617 

$678,984,956 

$138,734,370 

Ratio 
of  Loss 
to  Insur- 
ance. 

38.6^ 

a5-90 
20.91 

X9-57 
32.29 

as- 72 

X7-74 
30x4 

23.77 

a8.39 
26.04 
20.53 
21.05 
X7.80 
21.43 
23.40 
22.94 
31.65 
20.31 
30.26 
24.39 

a53S 
xS.S 

ai.99 
18.40 

18.30 

30.17 

15.30 

17.8S 

X3-79 
xo  14 

X7.57 

\m 

13. 87 
13.68 
X7.34 

X8.77 
X8.97 


Insurance  Losses  in  Brooklyn,  N.  Y.,  for  14  Years. 

Below  will  be  found  a  tabulation  of  the  insurances  involved  and  insurance  losses  on 
buildings  and  contents,  by  fires  in  Brooklyn,  N.  Y.,during  the  last  fourteen  years,as  reported 
by  the  Fire  Insurance  Salvage  Corps: 


1895-6 

Z898..! 
1899... 
1900... 
X90X... 
x9oa . . . 
1903... 

1904... 
1905... 
1906... 

X907... 
1908.. 

1909.. 


YSASS. 


•  •    •    •    « 


Infurance 

on 

Bldgi. 


$ 

1,713,5x8 

2,884,944 
S.353.S3X 
8,771,351 

7.616,759 
6,379.31a 
6,950,883 

10,533,2x8 
7,960,331 
8,495.669 

80,135,488 

i8,767."3 
59.387,704 

19.S33.571 


$ 

134,485 
150,476 
430,866 

563.469 
4Sa.o99 

5a  1,939 
695,267 
402,4x6 
776,679 

629.131 
606,909 

7as.49a 
672,428 

586,70s 


Insurance 

on 
Contenti. 


$ 

i,a83,i94 

1.351.651 
2,523,025 

3.965.278 
3,208,226 

7.179.924 
3,850,667 
3,903,742 
3.033.980 
3,947.8x2 

2.825.935 
4.266,717 

4,734,063 

4,184,708 


on 
Contenti. 

$ 

3a8,586 
280,369 

538.474 

577.655 
633.868 

x.151.709 
708,359 

^m 

492,038 
589.13a 
847.179 

x.398.Sa6 

778,143 


Statistics  of   Foreign  Companies.. 


The  Statistics  given  under  this  head  have  been  condensed  from  The  Post- 
Magazine  Almanack  for  1910,  except  in  a  few  instances  where  credit  is  given. 


Directory  of  British  and  Colonial  Fire  and 
Marine  Insurance  Companies  Operating 

IN  Great  Britain. 


Dale  of 
Orsani- 


1883 
1834 

>   •   ■   • 

1909 
1901 
1808 

1872 

1894 

1905 
X876 

1907 

1863 
1909 

X897 
1904 
1909 

1854 
1904 
iSSS 

1903 

1909 

1805 

1887 
1903 

•  •  •  • 

i88s 
1908 

1877 
1908 
1878 
x86x 
1907 

1903 
1867 

1905 
1903 
1905 
1909 
1907 
1909 
1807 
X909 
1783 
1838 
X909 


Namx  and  Location  of  Cokpant. 


Abstainers  &  Gen'l,  Birmingham,  Eng. 

Alliance,  London 

Anglo-American,  Toronto,  Can 

Anglo-Scottish  General,  London,  £.  C. 
Army,  Navy  and  General,  London,  W . . 

Atlas,  London,  £.  C 

Australian  Alliance,  Melbourne 

Australian  Mutual,  Sydney 

Ayrshire  Farmers  Mutual,  Ayrshire .... 

Baptist,  London,  W.  C 

Bolton  Cotton  Trade  Mutual,  Bolton . . 

British  America,  Toronto,  Can 

British  Crown,  Gla^ow 

British  and  Foreicn  Marine,  Liverpool. 

British  Citizens,  London,  E.  C 

British  Dominions,  London,  E.  C 

British  Dominions  MarineXondon,E.C. 

British  Enterprise,  London,  E.  C 

British  Equitable,  London,  £.  C 

British  General,  London,  £.  C 

British  Law,  London,  E.  C 

British  Provident,  Glasgow 

British  Union  &  Nat'l,  London,  E.  C. 
Cidedonian,  Edinburgh 

Canadian  Fire,  Winnipeg,  Man 

Car  and  General,  London 

Central,  London,  E.  C 

Century,  Edinburgh 

City  Equitable  Fire,  London,  £.  C 

City  Mutual,  Sydney,  Aust 

City  of  London  Reinsur.,  London,  E.C. 

Colonial  Mutual,  Melbourne 

Commercial  Union,  London,  £.  C 

Congr^ationaL  Bradford 

Consolidated,  Limited,  London,  E.  C. 

Cooperative,  Manchester 

Conuiill,  London 

Cornish  Mutual,  Cornwall 

Cosmopolitan  Insurance  Co.,  Glasgow. 

Cotton  waste  Dealers,  Heywood 

Cotton  Trade  Fed.  Mut.,  Fire,  Bolton. 
Counties&General,  Newcastle-on-Tyne 

County,  London 

Cumberland  Co-operative,  Carlisle. . . . 

Darlington  Marine,  Darlixicton 

Derwent  &  Tamar  F.&  M.^obart.Taa. 
Drapers  Mutual  F.  &  Gn.,London,£.C. 


Chazacter  of  Buain* 


Life,  Fire  and  Buxv. . 
Life,  Fire,  Mar.,&Misc 

Fire 

Fire  and  Miscel 

F.,  B.,  A.,  Horse  &  Fid. 
F.,  L.,  Ace.,  Burglar. . 

Fire,  M.,  L.,  Fid 

Fire 

Fire 

Fire,  etc 

Fire 

Fire 

Fire,  Ace,  B.,  P.G.,ctc. 

Marine 

Ace.,  Fire,  etc 

Mar.,  Fire  Reins.,  etc . . 

Marine 

Fire,  Ace,  etc 

Life,  F.,  Ace  &  Buig. . 
F.,  Ace,  B.,  P.G.,  etc. 

Fire,  etc 

F.,  Bur.,  Ind.,  Acc.,etc. 

L.,  Fire,  Ace,  etc 

F.,  L,,  E.  L.,  Ace,  111. 

and  Burg 

Fire 

Fire,  Emp.  L.,  etc 

Fire  and  Genml 

Life,  Fire,  E.  L., etc. . . 

Fire 

Fire 

Re-I.all  clnasea  ex.  Life 

F.,  M.,  Ace,  etc 

Fire,  Life,  Mar^  Ace . . 
F.,  B.  andW.  Comp.. 

L.,  Ace.  F.,  Mtge 

Fire,  Life,  Fid.,  etc ... . 
Fire  and  Consequential 

Fire,  Accident 

All  except  Life 

Fii« 

Fire 

Fire  and  Mis 

Fire,  Burglar,  etc 

Fire 

Marine 

Fire,  Marine 

Fire  and  Miscel 


Name  of  Manager  or  Secretary. 


R.  A.  Craig,  Act  and  See 
Robert  Lewis,  Gen.  Man. 
Armstrong  Dean,  Man. 
H.  A.  Brownfoot,  Man. 
Walter  Triggs,  Man.  Dir. 
S.  J.  Pipkin,  Gen.  Man. 
E.S.Watson,  Man. 


Charles  Smith,  Sec.  and  Treas. 

E.  Blake,  See 

P.  and  T.  Kevan,  Sees. 

R.  H.  R.  Burder,  Man. 

'.  B.  Black,  Gen.  Man. 

bhn  Davies,  Under. 

'has.  Lecse,  Man.  Dir. 
Geo.  Pritchard,  See. 
J.  Gardiner,  See 


Basil  May,  See.  and  Act 
N.  M.  WiUker,  Man.  Dir. 
H.  Foster  Cuder,  Man.  Sl  See 
Messrs.  Pateraon  &  Benzie,Secs. 
Frank  T.  Urch,  Gen.  Man. 

R.  Chapman,  Gen.  Man, 


Frcd'k  Thoresby,  Gen.  Man. 
Hugh  Lewis,  Man.  and  Sec. 
Henry  Brown.  Man. 
E.  G.  Mansell,  Man.  and  Sec. 


W.  BazeU,  See. 

H.  J.  Symons,  London  Man. 

£.  R.  Owen,  Gen.  Man. 

S.  R.  Antliff,  Man.,  Dir.  &  Sec 

Chas.  Wmdett,  Act  &  See 

James  Odgers,  See.  and  Man. 

Willis  Faber  &  Co.,    Mgrs. 

G.  G.  BuUmore,  Sec. 

T.  M.  Buchanan,  Gen.  Man. 

W.  W.  Cockshoot,  See. 

P.  and  J.  Kevan,  Sees. 

Jas.  Tumbull,  Gen.  Man. 

F.  G.  Reynolds,  Sec. 

T.  Thompson,  See 

S.  W.  Tomkins,  See 


Sydney  H.  Moore,  Gen.  Man. 


F-ie 
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INSURANCE   COMPANIES   IN    GREAT   BRITAIN. 


DIRECTORY  OF  FIRE  AND  MARINE  INSURANCE  COMPANIES  IN  GREAT 

BRITAIN.— Can^f*erf. 


Date  of 

ntion. 


887 
909 

903 
900 

880 

•      •      a 

803 
898 

«94 
900 
X900 
904 
890 
88 

871 
90 


868 
«93 

8^4 

901 

904 
89a 
906 
891 

845 
806 

907 

907 

836 

907 

Ja6 

863 
860 

905 
7ao 
869 
859 

859 
836 

864 
907 

874 
878 

•  •  ■ 

908 
906 

s;: 

903 

896 
908 

007 

897 

873 
908 

904 

859 
809 

886 


Namx  AMD  Location  or  CoiiPAxnr. 


Ecclesiastical,  London,  W.  C 

Economic  F.,  Ace.  &  Gen.,London,E.C 
Electric  and  General,  London,  E.  C . . . 

Empire  Guarantee,  Glasgow 

Employers  Liability,  London,  £.  C 

Equity  Fire,  Toronto,  Can 

Essex  &  Suffolk  Equitable,  Colchester. 

Essex  Union,  Tottenham 

Excess,  London,  E.  C 

Fanners  Fire  and  Accident,  York 

Farmers  Mutual,  Hereford 

Federated  Employers  In8.As8n.,Manch. 

Fine  Art  and  General,  London 

General  Accident,  Fire  &  Life,  Perth. 
Glasgow  Assurance  Corp.,  Glasgow. . 

Guardian,  London,  E.G. 

Guernsey  Mutual,  Guernsey 

Hearts  of  Oak,  L.  &  G.,  London,  E.  C. 

Hibernian  Fire  &  Genezid,  Dublin 

Horse,  Carriage  &  Gen.,  London,  E.  C. 

Hull  Underwriters,  Hull 

Indemnity  Association,  London,  £.  C. . 
Indemni^  Musual  Mar.,  London,  E.  C. 
Irish  Catholic  Ch.  Property,  Dublin . . . 

Jersey  Mutual  Fire,  Jcrs^ 

King,  Limited,  London,  £.  C 

Lancashire  &  Cheshire,  Liverpool 

Law  Accident  Ins.  Soc.,  London,  W.  C. 
Law,  Car  and  General,  London,  E.  C. 

Law  Fidelity  &  General,  Perth 

Law  Fire,  London,  W.  C 

Law  Union  and  Rock.  London,  W.  C. 

L^al  and  Commercial,  Leeds 

Legal  Ins.  Co.,  Ltd.,  London,  W.  C. . 
Liverpool  &  London  &  Globe,  L'pool.. 

Liverpool  Victoria.  London,  E.  C 

Lloyds,  London,  £.  C 

London  and  Lancashire,  Liverpool. . . . 
London  and  Provincial,  London,  E.  C. 
London  &  Westminster,  London,  E.  C. 

London  Assurance  Corp.,  London 

London  Guarantee  &  Acc.,Lon.,  E.  C. 
London  Mutual  Fire,  Toronto,  Can . . 

London  Mutual,  London,  Ont 

Marine,  London 

Maritime,  Liverpool 

Merc.  &  Genl  ins.  Co.  Ltd.,  Glasgow 

Mercantile  Fire,  Waterloo,  Ont 

Mercantile  Mutual,  Sydney,  Aust. . . . 

Merchants  Fire^  Toronto,  Can 

Merchants  Manne,  London,  £.  C 

Midland  Ins.  Co.,  Birmingham,  Eng. . 

Midland  Mutual  Fire,  Leicester 

Monarch,  London 

Morlejr  Mutual,  Morley 

Municipal  Mutual,  Limited,  London .. . 
Mutual  Fire  of  Tasmania,  Lancaster. . 
Mut.  Prop.  Inv.  &  Ace.  Co.,Lon.,  W.C. 
Nat  British  &  Irish  Millers,  Lon.,  £.  C. 
National    &    Co-operative    Assurance 

Corp..  London,  K.  C 

National  General,  Limited,  London .. . . 
National  of  Great  Britain,  Glasgow .... 
National  of  New  21ealand,  Dunedin.. . . 
National  Protector  Ins.  Co.,  Liverpool 
National  Provincial,  London,  E.  u . . . 

New  21ealand  Insurance  Co^,  Ltd 

North  British  &  Mercantile,  Edinburgh 
North  British  Fishing  Boat,  Peterhead. 


Character  of  Bosincai. 


Fire,  Bur.,  Glass,  etc. . 

Fire,  Ace,  etc 

Fire,  P.G.,Motor8,etc. 
F.,  L.,  Ace,  G.,  M.,etc. 
E.L.,Acc.,Fid.,F.,B.,A. 

Fire 

Fire  and  Ace 

Fire 

Marine,  Fire,  etc 

Fire,  Ace.,  Emp.  Liab. 

Fire  and  Miscel 

Fire  and  Miscellaneous 
F.,  B.,  £•  L.,  A.,Tran . 

Fire  and  Miscel 

Fire,  Ace.,  Guar.,  etc. 
F.,  L.,  Ace,  Bur.,  etc. 

Fire 

Life,  Fire,  Ace,  etc . . . 

Fire  and  General 

Fire  and  Miscel 

Marine 

Fire,  Ace,  £.  L.,  etc . . 

Marine 

Fire  and  Emp.  Liab. . 

Fire 

Fire,  F.  Reinsur.,  etc. . 

P.  G.,  Fire,  Ace 

Fire,  Ace,  Burg.,  etc. . 
Fire,  Ace,  Mot.  &  Gen 

Reinsurance 

Fire 

L.,F.,Acc.,E.L.,A.,etc.. 

Fire,  Ace,  etc 

Fire  and  Miscel 

Fire,  Life  &  Ann.,  etc. 
Life,  Fire,  Ace,  etc . . . 
Manne,  Fire,  etc 


Fire,  Ace,  and  Miscel. 
Marine  and  General .. . 

Fire 

F.,  L.,  Mar.,  Ace,  Bur. 
Guar.,  Ace,F.,B.,  etc. 

Fire 

Fire. 

Marine 

Marine 

Ace,  Burg.,  Fire,  etc. . 

Fire 

Fire,  Ace 

Fire 

Marine 

Fire  and  Accident 

Fire 

Fire,  Buig.,  P.  G.,  Ace 

Fire 

Fire 

Fire 

House  P.,  Ace,  F.,ete 
Fire 


Ace,  S.,  Fire,  B.,  etc. 
Fire,  Buig.,  Ace,  etc. . 
Fire.  Ace,  siirg.,  P.G. 

F.,  M.,  Ace,  etc 

Fire  and  Accident 

Fire,  Burg.,  Ace 

Fire,  Mar.  and  Ace. . . 
Fire,  Life,  Ann.,  etc. . . 
FismngBoat 


Name  of  lianager  or  Secretary 


Chas.  Thompson,  Gen.  Man. 


H.  T.  Davis,  Sec. 

A.  Robertson-Cowper,  Gen.  M. 

S.  S.  Brown,  Gen.  Man. 


S.  C.  Turner.  Gen.  Man.  &  Sec. 
F.  R.  Harold,  Man. 
C.  E.  Heath,  Man. 

i,  Hetherton,  Man.  Dir. 
.  Baugh,  Man. 
Geo.  L.,Drew,  Gen.  Man.  &  Sec. 
A.  P.  Fedden,  Man.  and  Sec. 

F.  Norie  Miller,  G.  Man.  &  Sec. 
A.  R.  Pole,  Gen.  Man. 

T.  G.  C.  Browne,  Sec. 

Ira  C.  Ozanne,  See 

S.  R.  Whiting,  Man.  and  See 

W.  A.  R.  Cruise,  Gn.  M.  &  See 

A.  Wateis,  Man.  Dir. 

Jackson,  Beaumont  &  Co.,  M's 

A.  £.  Terry,  See 

Heniy  Haslam,  Under. 

V.  Irwin,  Sec. 

E.  Briard,  See 

G.  McKay  Morant,  Man.  Dir. 


F.  W.  Pascoe  Rutter,  Man.  Dir. 
C.  T.  Fowler,  Man.,  Dir.  &  Sec. 
F.  Norie  Miller,  Man.  Dir. 
H.  T.  O.  L«jgatt,  See 
A.  Mackay,  Gen.  Man. 
P.  Dawson,  Gen.  Man.  &  Sec. 
H.  M.  Low,  Man.  and  Sec. 
A.  G.  Dent,  See  &  Gen.  Man. 
Tas.  Bacon,  Act.  and  Sec. 
Capt  £dw.  F.  Tnglrfield,  R.  N., 

F.  W.'  P.  Rutter,  Gen.  Man. 
£.  Williamson,  Jr.,  See 
H.  H.  Bullard,  Stec 
C.  A.  Denton,  See 
S.  L.  Anderson,  See 
C.  W.  Wabh,  London  Man. 
C.  W.  Walsh,  London  Man. 
R.  B.  Lemon,  Man. 

.  C.  Nicholson,  See 

.  M.  Hamilton,  Man.  and  Sec. 


i 


A.  Hyslop,  Underwriter. 

James  Wilson.  Gn.  Man.  &  Sec. 

.  £.  James,  Sec. 

ames  Mill,  Sec. 
Albert  S^es,  See  and  Man. 
John  J.  Tait,  See 


Ta 


W.  J.  Oag,  See 

H.  J .  Sanderson,  Sec.  &  Man. 

Frank  Jordan.  Gen.  Man. 
F.  W.  Rutherford,  Man.  &  Sec. 
James  Glen,  Man.  and  Sec. 
Walter  Brodie,  London  Man. 
F.  C.  Norman,  Man.  Dir. 
F.  England,  Man.  Dir. 
C.  F.  Minnitt,  Man. 
L.  Sinclair,  Fire  Man. 
R.  Gray,  See 
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DIRECTORY  OF  FIRE  AND  MARINE  INSURANCE  COMPANIES  IN  GREAT 

BRITAIN— Con/ini*ed 


Date  of 


1863 

1836 
1909 
1907 
1899 
1907 
1863 
1797 

187 1 
1908 
i86j 
1909 

1900 
178a 
1907 

1903 
1895 

1866 

1907 

1898 

1903 
z8i8 

1886 
1900 
1908 
1906 
1881 
1720 

1845 
i86x 

1885 

X908 

1909 

1907 

1877 

1907 

1907 

X906 

1894 

187s 

«  ->  •  • 

187a 
1873 

»90S 

•  •  •  • 

1871 
1891 
1906 
17x0 
2860 

1904 
1907 
1897 
1867 
1863 
17x4 
1909 
X908 
1888 
1907 
i86a 

190S 
1849 

2886 

1909 

x87a 

1886 

1851 

1717 

1894 

1824 


NAXI  AMD  LoCAtlOH  OF  COIOAlfT. 


Nortili  China  Ixuurance  Co 

Northem,  London,  E.  C 

North  &  South,  Liverpool 

North  Eastern,  Darlington 

North  Western,  Liverpool 

Northern  Equitable,  Glasgow 

Northern  Maritime,  N'castle-on-Tyne  . 
Norwich  Union  Fire,  Norwich 


Ocean  Accident  &  Guar.,  London 

Oldham  &  Co.'s  Farmers  F.,Lancashire 

Oldham,  Oldham 

Omnium,  London,  E.  C 

Ottawa,  Toronto,  Can 

Palatine,  London 

Phoenix,  London 

Pflot,  London,  E.  C 

Premier,  Limited,  London 

Pies.  Ch.  in  Ireland,  F.  I.  Trust,  Belfast 

Primitive  Methodist,  York 

Printing  Trades  &  Geni,  Manchester. 

Property,  London,  E.  C 

Provincial,  Limited,  Bolton 

Quebec  Fire,  Quebec,  Can 

Queensland,  Sydnej,  Aust 

Regal  Fire  and  Accident,  London,  E.  C. 
Re-Ins.  &  Guar.  Corp.,  London,  E.  C. 

Reliance  Fire  and  Ace.,  London 

Reliance  Marine,  Live2pool 

R^al  Exchange  Assurance,  London . . . 

Royal,  Liverpool 

R<^al  London  Mut.,  London,  E.  C . . 
St  Columb  District  Mut,  Cornwall .. . . 

St.  James,  London,  E.  C 

Salvation  Army,  London,  £.  C 

Royal  Scottish,  Glasgow 

Scottish  Accident,  Life  8i[Genl,E'burgh 

Scottish  National,  Glasgow 

Scottish  Sickness  &  Accident,  Glasgow 

Scottish  Sprinkler  Fire,  Glasgow 

Scottish  I^n  and  National,  Edinb'gh 

Sea,  Liverpool 

Sovereign,  Toronto,  Can 

South  British  F.  &  M.,  Auckland 

South  British  Ins.Co.,Ltd.Comhill,E.C. 

South  East  Lancashire,  Oldham 

Standard  F.  &  M.,  Dunedin,  N.  Z. . . 

Standard  Marine,  Liverpool 

State  Fire,  Liverpool 

Stew.,Dun.&  Fenw.MutJ.Co.,Stew,NB 

Sun  (Fire),  London 

Thames  and  Mersey,  London,  E.  C. . . . 

Theatres  Mutual,  Limited,  Hull 

Traders  &  General.  London 

Truro  Dist  Mut  Fire  Office,  Gwamick 

Ulster  Marine,  Belfast 

Union  Marine,  Liverpool 

Union,  London 

United  Counties,  Manchester 

United  Friendly  Ins.  Co.Ltd.Lon.,E.  C. 
United  F.  C  of  Scotland,  Edinburgh . 
United  London  8t  ScottishJLondon^.C. 

United,  Sydncv,  Aust 

Urban  Fire,  Hollinwood 

Victoria,  Melbourne 

Welsh  Calvinistic  Methodist,  Liverpool. 

Welsh.  Cardiff 

Weileyan  Methodist  Trust,  Manchester 

West  of  Scotland,  Glasgow 

Western,  Toronto,  Can 

Westminster,  London,  W.  C 

World  Marine,  London,  E.  C 

YorkiAiire,  York 


Charsfter  d  Bwhutm, 


Marine 

F.,  L.,  Ace,  Burg,  etc. 
All  except  Life  &W.  C. 

Fire,  P.  G.,  etc 

Fire,  Burg 

All  kinds  except  Life . . 

Marine 

Fire 


F.,  B.,  Ace.,  Fid.,  etc. 
Fire  and  Live  Stock. . 

Fire 

Life,  Fire,  etc 

Fire,  Marine 

Fire 

Fire,  Life,  Ace,  etc . . . 
Acc.,E.  Lg,F.,P.  G.,etc. 
F.,  Ace.,  Burg.,  etc. . . 
Fire  (trust  prop,  only) 
Fire,  W.C.  (trust  prop.) 

Fire 

Fire,  Keys,  etc 

Fire,  Burg.,  E.  L.,  etc. 

Fire 

Fire,  Mar..  Ace 

Fire,  Accident,  Sick . . . 
Re-ins.  &  Geni  Ins. . 
F.,  B.^A^cc,  P.G.,  etc. 

Marine 

F.,  L.,  An.,Acc.,  B.,  S. . 
Fire,  Life,  Ann.,  etc. . . 

Life,  Fire,  etc 

Fire 

Fire,  Marine 

Fire 

Fire,  Burg.,  Lia.,  etc. . 
Acc.,Life.,Burg.,F.,etc. 
Mar.  &  all  but  Life. . 
Sickness,  Ace.  &  Fire. 
Fire  and  Sp.  Leak. . . . 
Fire,  Life.,  Ann.,  etc. . 

Marine 

Fire 

F.,  Ace,  Guar.,M.,etc. 

Fire,  Mar.,  etc 

Fire  and  Glass 

F.,  M.,  Guar.,  Ace. . . 

Marine 

Fire,  Burglary,  etc 

Fire 

Fire,  £.  L.,  Ace,  etc. . 

Marine 

Fire 

Fire 

Fire 

Marine 

Marine 

Fire,  Ace,  Buxg.,  etc. . 

Fire,  Ace,  etc 

Sickness,  Ace  Fire,ete 
Fire  (trustnrop.  only). 
F.,AceJP.u.,Bur.,  etc. 

F.,  M.,  Ace 

Fire  and  Glass 

Fire,  Marine 

Fire  (trust  prop,  only) . 

All  except  Life 

Fire  (trust  prop,  only) . 

Fire  and  Burnsiy 

Fire,  Profits,  Mar 

Fire 

Marine 

F.,  Life,  Ac,  E.L.,  etc. 


Name  ct  Manager  or  Secretary 


W.  G.  Bayne,  London,  Man. 
H.  E.  Wilson,  Gen.  M.  &  Sec. 
Geo.  Dean,  (^en.  Man. 
Jas.  Cooper,  Man. 
Percy  R.  Brazendale,  Man. 

ohn  Mirrilees,  Gen.  Man. 

.  Ferguson.  Under,  and  Sec. 

'.   A.    Bathurst-Bignold,   Gen. 
Man.  and  Sec. 
Richard  J.  PauU,  G.  M.  &  Sec 

F.  S.  Barrow,  Sec. 
Samuel  Clegg,  See 

G.  HasweU  Veitch.  Man.  Dir. 


i 


C.  E.  Gunning,  Man. 
Edward  A.  Boston,  Fire  Man. 
Ernest  Jukes,  G.  Man.  and  See. 
F.  B.  Ritchie,  Man.  Dir. 

R.  S.  Monie,  Sec. 

Rev.  Robert  Harrison,  See 

J.  Lowe,  Fire  Supt. 

D.  McGlinchy,  See 
F.  C.  Scott,  See 


H.  L.  Puckle,  Man. 

T.  Stott,  Sec. 

C.  J.  Fowler,  Man.  Dir. 

W.  E.  Richards,  Man.  Dir. 

F.  R.  Edwards,  See 

W.  N.  Whymper,  Sec. 

Charles  Alcock,  Man. 

J.  Price,  Man.  Dir. 

George  G.  BuUmore,  Sec. 

A.  O.  Webb,  See 

W.  F.  GUes,  See 

Robert  Oliphant,  Gen.  Man. 

Harry  Armour,  Man. 


P.  H.  Steele,  Sec. 
A.  Hobson,  Man.  and  Sec. 
J.  A.  Cook,  Gen.  Man. 
W.  A.  Edwards,  See 
C.  W.  Walsh.  Man. 

R.  Hislop,  Man. 

A.  Jackson,  Man. 

H.  J.  Symons,  London  Man. 

N.  o.  Barnes,  Sec. 

Albert  H.  Heal,  G.  M.  &  Sec. 


G.  S.  Manvell,  Man. 

H.  Buckland,  See 

E.  W.  Buckley,  Sec. 

R.  W.  Allwright,  See 

G.  A.  Northey,  See 

Sinclair  &  Boyd,  Ms.  &  Undrs. 

J.  S.  Allen,  Sec. 

Herbert  Lewis,  Man. 

A.  E.  Stanton,  Gen.  Man. 

W.  N.  Roger,  See 

W.  P.  Scott,  Sec. 

George  Allan,  Gen.  Man. 


Thos.  Whitehead,  See 

Dalgety  &  Co.,  Ltd.,  Lon.  Man. 

R.  W.  Jones,  Hon.  See 

A.  C.  Elphinstone,  Gen.  Man. 

HenxT  Plunmier,  See 

G.  MacGregor,  Man. 

R.  H.  R.  Burder,  Man. 

S.  T.  Covington,  Sec. 

W.   C.   Locxhart,  Under. 

J.  Hamilton,  Sec.  &  Gen.  Man. 
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Foreign  Fire  Insurance  Companies  Transacting 
Business  in  the  United  Kingdom. 


1890 
1863 
1838 
1870 
1865 
1844 
1877 

1873 
Z891 

1879 

1879 
1865 

1897 

1794 
187a 

1844 

i8<8 
z88o 
1894 
1857 
189s 
1854 
1854 
z86o 

1845 
1838 

1844 
1846 
1899 
1884 
i8a9 
1858 
x866 
1863 

1853 
1838 

Z864 

1899 
1838 

•  >  •  • 
x866 
z86a 


Allianz,  Berlin 

Baioisep  Basle 

BaTerische  Bank,  Munich 

Cmna,  Hong  Kong 

China  Trad^^  Hong  Kong 

Confiance  Fiie,  Pazis 

Fire  Insurance  Company  of  1877.  Hamburg 

First  Bohemian  Reinsurance  Bank,  Prague 

First  Bulgarian,  Roustchouk 

Fondere,  Budapest 

Franco  Ho^joise,  Budapest 

Frankfort,  I^«nkfort-on-Main 

Hamburg,  Hamburg 

Insurance  of  North  America,  Philadelphia 

Takor,  Moscow 

Magdeburg,  Magdeburg 

Moscow  Fure  Insurance  Co.,  Moscow 

Mimich  Reinsurance  Co.,  Munich 

Nordisk  Reinsurance,  Copenhagen 

Nord- Deutsche,  Hamburg 

Nord-West-Deutsche,  Hamburg 

Phoenix,  Hartford,  Conn 

Phceniz,  ELartfctfd,  Conn 

Phoenix,  ^Austrian)  Vienna 

Prussian  National,  Stettin 

Reunione  Adriatica,  Trieste 

Russian  Transport  and  Insurance,  St  Petersburg. 

Salamandra,  St  Petersburg 

Scandinavian  Reinsurance,  Copenhagen 

Societe  Anonjrme  de  Reassurances,  Paris 

Soleil,  Paris 

St  Petersburger,  St  Petersburg 

Svea,  Gothenburg 

Swiss  Reinsurance,  Zurich 

Thuringia,  Erfurt 

L'Union,  Paris 

Union  and  Phenix  Espagnol,  Paris 

Unione  Continental,  Turin 

Urbaine,  Paris 

Vienna  Ke-insurance  Company,  Vienna. 

Westdeutsche  Insurance  Bank,  Essen 

Yangtsse,  Shanghai 


Name  ol  Manager  or 


O.  Stader. 

E.  Golmick  &  Son. 

Heckscher  and  Pearson. 

C.  H.  E.  Sonksen. 

Douglas  Jones. 

Duncker,  Joly  &  Collins. 

Fester  Fomergill  and  Hartung. 

Fester  Fothergill  and  Hartung. 

Livesay  &  Hawthorn. 

Heckscher  and  Pearson. 

Heckscher  and  Pearson. 

Ph^  A.  Barendt 

C.  H.  E.  Sonksen. 

W.  H.  Spiller  &  Son. 

Heckscher  and  Pearson. 

H.  W.  Gasson. 

Hollitscher  and  Middleton. 

C.  Schzeiner. 

W.  H.  Spiller  &  Son. 

Duncker,  Joly  &  Collins. 

Duncker,  toly  &  Collins. 

Charles  McLaren,  LiverpooL 

Geo.  S.  Deimey,  London. 

Heckscher  and  rearaon. 

E.  Golmick  &  Son. 

Heckscher  and  Pearson. 

Fester  Fothergill  and  Hartung. 

C.  H.  £.  Sonksen. 

G.  H.  Mozon. 

E.  Golmick  &  Son. 

Duncker,  Joly  &  Collins. 

Heckscher  and  Pearson. 

W.  H.  Spiller  &  Son. 

Fester  Fothergill  and  Hartung. 

Philip  A.  Barendt 

C.  H.  E.  Sonksen. 

Fester  Fothergill  and  Hartuzig. 

Fester  Fothergill  and  Hartuzig. 

Duncker,  Joly  &  Collins. 

Matthias  h  Tipping. 

Fester  Fothergill  and  Hartuzig. 

R.  BlackweU 


British  Companies  which  Ceased  to  Exist  in  1909. 


Name  of  Company. 


Alert 

Amlwch  Mutual  Marine 

British  House  and  Land .... 

British  Insurance  Corp'n 

Cardiff  Underwriting 

Consolidated    Shipowners' 

Mutual  Underwriting 

Drew's  Glass 

Equitable  Plate  Glass 

Ettex  and  Suffolk  Accident 

Indenmity 

General  Reversionary 

International 

Law  Guarantee 

Lincolnshire  Plate  Glass  and 

Fire 

Liverpool       Sailing       Ship 

Owners'   Mutual   Protec 

tion  and  Indemnity 

Mercantile  Plate  Glass 


Windinc  up. 


Voluntary. 

Voluntary. 

Voluntary. 

Dissolved  by  Registrar. 

Voluntary. 

Voluntary. 
Voluntary. 
Voluntary. 

Voluntary. 
Voluntary. 
Voluntary. 
Voluntary. 

Voluntary. 


VoluntazT. 

Dissolved  by  Registrar. 


Name  of  Company. 


Middlesex  and  Herts  Mutual 
Plate  Glass 

Non-Tariff  MutuaL 

One  and  All  Mutual  Ins. . 

Poole  and  District  Plate 
Glass 

Progressive 

South-East  Lancashire  Fire 
(No.  i) 

Star  Steam  Ship 

Steamship  Owners'  London 
Underwriting. 

Steamship  Owners'  Under- 
writing   

Temple  Fire  and  Accident. 

Times  F.  S 

United  Provident 

Universal  Provident 

Victoria  Mutual 

Westminster  Reversionary. . . 


Windinc  up. 


Voluntary. 
Dissolved  by 
Compulsory. 

Voluntary. 
Compulsoiy. 

Dissolved  by 
Voluntary. 

Voluntary. 

Voluntary. 

Compulsoiy. 

Dissolved  by 

Voluntary. 

Compulsory. 

VoluntaiT. 

Disserved  by 


ar. 


FIRE   INSURANCE  IN   GREAT   BRITAIN. 


461 


Fire  Insurance  in  Great  Britain. 

Sjmopsis  of  the  published  Revenue  Accounts  of  the  Pire  Insurance  Companies  trans- 
acting business  in  the  United  Kingdom,  as  shown  by  their  latest  reports.  Compiled  from 
The  Post  Magazine  Almanack. . 


NAME  OF  COMPANY. 


Abstainexs  &  General. 

Alliance 

Atlas 

Baptist 

Bolton  Cotton  Trade . 


Fbca! 

Year 

Endmf. 


British  Crown 

British  Dominions 

British   Equitable   (includes 

dent) 

British  General 

British  Law  (includes  Accident) 


Acci- 


Caledonian 

Century 

Commercial  Union. 

Congrwational 

Consobilated 


Co-operative 

Comhill 

Cotton  Trade  Federation 

Ecclesiastical  (including  E.  L.). . . 
Empire  Guarantee 


Employers'  Liability 

Essex  and  Suffolk  Equitable 
Excess 


Federated  Employers' 

Fine  Art  and  General  (E.  L.  exd.) 


General  Accident,  F.  &  L. 

Guardian 

Guernsey  Mutual 

Hearts  of  Oak. 

International 


Irish  Catholic  Church 

King 

Law  Car  and  General 

Law  Union  and  Rock 

Leather  Trades'  and  General  (now 
North  Western) 


Legal  (Includes  Accident) 

L^l    and    (x>mmercial   (includes 

Accident) 

Liverpool  and  London  and  Globe . . 

Liverpool  Victoria 

London  and  Lancashire  Fire 


London  Assurance 

Midland  ^includes  Accident) 

Morlcy  Mutual 

Municipal  Mutual 

National  British  and  Irish  Millers , 


National  General 

National  of  Great  Britain 

National  Provincial  Ins.  Corp'n. 

North  British  and  Mercantile 

Northern 


Norwich  Union. 

Ocean 

Phoenix 


908 
908 
908 
909 
909 

908 
908 

909 
908 
908 

908 
908 
908 
909 

908 

908 
908 
909 
909 
909 

908 
908 
908 
908 
908 

908 
908 
909 
909 
908 

908 
908 
908 
908 

908 

908 

909 

908 
909 
908 

908 
909 
909 
906 
909 

908 
908 
908 
908 
908 

908 
908 
908 


Net 
Pttmimns. 


£ 
918 

1,023,005 

1,609 

17,066 

47.389 
196,534 

xifXia 

6,755 
96,439 

442,435 

x7,So» 

a.7*5.965 

a.953 

97,797 

33.775 

15.697 

1.916 

51,54a 
a,49i 

ao,43o 

60,996 

144,460 

499 
110,477 

"3.653 

543.a64 

37a 

15.603 

5.331 

4,211 

68,920 

27,439 
240,749 

44.163 

36,717 

11,607 

2,603,864 

3.939 
1.456,291 

640,319 
5.805 
4,157 
3.207 

147.595 

61.503 

47.138 

4,701 

2,106,806 

1,229,247 

1,101,505 

27.799 
1.438,923 


Net 


£ 

86 

564.293 

579.870 

4 

1.633 

15,008 
200,258 

3.563 

3.837 

30.963 

250,105 

6,876 

1,470,981 

1,637 
50.314 

12,407 
14,191 

853 
•35.885 

96a 

8,955 

18,894 

1 10,389 

13 
50,577 

65,903 

307,150 

"4 

5.183 
3,338 

104 

43.516 
8,6« 

93.483 

33.416 

8,668 

1,869 

1.399.965 

733 

787.788 

316,068 

851 
179 

350 

74,647 

19.093 
15,696 

343 
1,173,804 

704.354 

661,435 
10,858 

771,788 


EncBscs 
ofMuT 


£ 

507 

491.651 
386,689 

1.009 
1.175 

30,499 
3.439 

4.368 
3,026 

47,995 

160,533 

7.000 

1,038,966 

1.03S 
37,302 

11,822 
1,005 

974 


1.007 

9.737 

37,398 

30,990 

161 

33,818 

41,898 

303,347 
118 

7,051 
2,590 

1,128 
27,882 

9.254 
87.198 

14.858 
8.857 

7.775 
903,790 

3.111 
493.697 

340,577 

4,332 

29s 
1,615 

37,773 

27,856 

18,262 

2,568 

720,902 

452,578 

389,241 

11,227 

528,596 


Fnmit 

ExdnsiTe 

of  Paid-up 

CapitaL 


2,670 

2,657,103 

801,436 

837 
188,973 

16,346 
58,565 

16,507 

2,252 

260,887 

274,056 

62,930 

2,370,466 

9.709 
44.627 

83.472 

13.200 

199 

166,090 

830 

8.172 

132.675 

65.743 


191,138 

45.461 

913.480 

170 

9,026 

589 

11,856 

17.536 

9.143 
355.818 

30,420 

15.629 

2,616 
3.665,769 

1,576 
1,592,662 

450,000 

1,127 

22,342 

2,715 
77,072 

20,501 

74,702 

1,790 

3,147,494 
1,758,418 

1,346,100 

ZI,I20 
1,600,512 


PSBdHTAOB 

TO  Panauif 
Ikooms. 


9-4 
42.5 

56.7 
00.2 

9-5 

31 -7 
101.9 

32.0 
56.8 
32.1 

56.5 

39-3 
52.8 

55-4 
51.4 

36.7 

90.4 

^44.5 
50.2 

38.6 

43.8 
310 

76.4 

3.6 

45.8 

58.0 
56.5 

41  9 
33-2 
42.8 

3.4 

63.1 

31.5 
38.8 

530 

32.4 

16.1 
53.8 
18.3 
54-1 

49-3 
14.6 

4-3 
10.9 
50.6 

310 

33-3 

7-3 

55. 7 

57.3 

60.0 
39  o 
53-6 


Ex. 


55-2 

37.1 
37.8 


63 
6 


7 
9 


43-2 
1.7 

39-3 
30.0 

49  8 

36.3 
40.0 

37-3 
27.8 

350 

6.4 
50.8 

>   t   •  • 

40.4 

47.7 

44.7 

14.5 

33.3 
39.7 

36.8 
37-4 
43-4 
45.3 

49  5 

36.8 
40.4 

33-7 
36.3 

33-6 

33« 

67.0 

34.7 
79  o 

33-9 

37.6 

73.7 

7.1 

50.3 
25.6 

45.3 
38.7 
54.6 
34.3 
36.8 

35-3 
40.4 

36.7 


*  Lofiea  and  expenses. 
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FIRE   INSURANCE  IN   GREAT   BRITAIN. 


FIRE  INSURANCE  IN  GREAT    BRIT  Am. —Continued, 


NAME  OF  COMPANY. 


Presbyterian  Church  in  Ireland 

Primitive  Methodist 

Printinc^  Trades  and  General 

Provincial 

Reliance  Fire  &  Ace.  (industrial). . 

Royal 

Royal  Exchange , 

Royal  Scottish  (Fire  only) , 

Scottish  Sprinkler , 

Scottish  Union  and  National , 

State 

Sun 

United  Free  Church  of  Scotland. . , 
United  London  and  Scottish  (in 

dudes  Accident.) 

Welsh  Baptist 

Welsh  Calvinistic  Methodist 

Wesleyan  Methodist  Trust 

West  of  Scotland 

Western  (Toronto) 

Yorkshire 


FIfical 
Yctf 

Ending. 


1909 
1909 
1909 
X908 
1909 

1908 
1908 
1908 
1908 
1908 

1908 
1908 
1908 

1908 
1906 

1909 
1909 
1908 
1908 
1908 


Net 
Premiums. 


£ 
638 

3.2*3 

X,036 

»3."9 
aOfiio 

3.693.671 
754,656 

7.617 

3.414 

635,106 

159.659 

I.4S0.7S3 
1.685 

3a.649 

3*0 

1,030 
9,708 

30.356 
441,14a 
a63,9oa 


Net 


£ 

30 
I.I  74 

6 
4.587 
5,769 

1.939.589 

430,753 
3,800 

923 
345.178 

75.493 

797-598 

107 

3.74a 
xa 

•7.717 
xa,a69 

3i5.ao4 

"7.337 


Expenses 

Man> 
agement. 


£ 

loa 

851 

567 

5.343 

16,975 

i,a88,37x 

370,48$ 

3.768 

3,340 

aao,38a 

61,998 
536.335 

393 
16,569 


Fundi 

Ezdusife 

of  Paid-up 

Capital. 


178 

•   •   *  « 

11.516 
171,808 

90.379 


£ 

5.040 

36,668 

570 

ai,oa4 
333 

4,5o8,oaa 

30i,aoo 

a,968 

1. 133 
652,078 

89,441 
a, 60  X, 048 

18,356 
ia,388 


pBtCSirTAGC 

TO  PuEMnm 
Inookk. 


13,094 
97,790 
59.856 

365.409 


4.7 

36.4 

0.6 

34.9 

a8.7 

53.5 

57.1 

49  9 
a7.o 

54.3 

47-3 
55.0 

6.3 

XX. 5 
3.7 

*79-5 
40.4 
71.4 
48. a 


Ex- 


16.0 
a6.4 
55  3 
39-9 
84-4 

34.9 
35.8 
49-4 
68.5 
34.7 

38.8 
36.9 

50.7 


17.3 

«    ■    •    • 

37-9 

389 
37-6 


*  Losses  and  expenses. 


Stock  Companies  Transacting  Tornado  Insurance. 


Aachen  ft  Munich,  Aiz-la-Cbapelle,  Germany. 

iEtoa,  Hartiord,  Conn. 

Agricultural.  Watertown,  N.  Y. 

American,  Newark.  N.  J. 

American  Central,  St  Lonia,  Mo. 

Atlas.  Des  Moines,  la. 

Calumet,  Chicairo. 

Camden  Fire,  Camden,  N.  J. 

Central  National,  Chicago. 

CiticenSj  St.  Louis. 

Columbia,  Omaha,  Neb. 

Commercial  Union,  London.  England. 

Commercial  Union,  New  York. 

Commonwealth.  Dallas,  Tex. 

Concordia,  Milwaukee.  Wis. 

Connecticut  Fire,  Hartford,  Conn. 

ConsoUdated  F.  ft  M.,  Minneapolis,  Minn. 

Continenta],  New  York. 

Delaware,  Philadelphia,  Pa. 

Equitable  F.  ft  M.,  Providence,  R.  I. 

Fanners  ft  Merchanti,  Lincoln,  Neb. 

FIdelity-Pheniz  Fire,  New  York. 

Flremani  Fund,  San  Francisco,  Cal. 

Firemens,  Newark,  N.  J. 

Ftanklin,  Philadelphia. 

Freeholders.  Topeka.  Kan. 

Qerman,  Indianapolis,  Ind. 

German  Alliance,  New  York. 

German- American.  New  York. 

German,  Peoria,  111. 

German.  Pittsburg. 

Germania  Fire.  New  York. 

Girard  F.  ft  M..  Philadelphia. 

Hanover  Fire,  New  York. 

Hartford  Fire.  Hartford. 

Hawkeye,  Des  Moines,  la. 

Home,  New  York. 

Insurance  Co.  of  the  State  of  Illinois.  Rockford,  111. 

Insurance   Company  of   North  America,    Phila^ 

delphia.  Pa. 
Iowa  Manufacturers,  Waterloo. 
Liverpool  ft  London  ft  Globe,  Liverpool,  England. 


Liverpool  and  London  and  Globe,  New  York. 
London  ft  Lancashire.  Liverpool,  England. 
Mechanics  and  Traders.  New  Orleans. 
Michigan  Commercial.  Lansing.  Mich. 
Milwaukee  German,  Milwaukee. 
Milwankee  Mechanics,  Milwaukee. 
Moscow  Fire,  Mosoow,  Russia. 
National,  Hartford,  Conn. 
National  Union,  Pittsburg.  Pa. 
New  Hampshire.  Manchester. 
New  York  Underwriters  Agency,  N.  Y. 
Niagara  Fire.  New  York. 
North  British  ft  Mercantile,  London,  England. 
Northwestern  F.  and  M..  Minneapolis,  Minn. 
Northwestern  National.  Milwaukee,  Wis. 
Norwich  Union,  Norwich,  England. 
Orient.  Hartford.  Conn. 
Palatine.  London. 

Pennsylvania  Fire,  Philadelphia,  Pa. 
Phceniz,  Hartford.  Conn. 
Pioneer  Fire,  Oklahoma  City.  Okla. 
Providence  Washington,  Providence,  R.  I. 
Prussian  National,  Stettin,  Germany. 
Oueen.  New  York, 
fueen  Citv,  Sioux  Falls, 
sliance.  Philadelphia. 
Rhode  Island,  Providence. 
Rochester  German,  Rochester,  N.  Y. 
Royal,  Liverpool. 

Russian  Reinsurance,  St.  Petersburg. 
Security,  Davenport.  la. 
Security,  New  Haven. 
Shawnee,  Topeka.  Kansas. 
Springfield  Fire  ft  Marine,  Springfield.  Mass. 
Spring  Garden,  Philadelphia. 
St.  Paul  Fire  ft  Marine,  St.  Paul,  Minn. 
State,  Des  Moines,  la. 
State,  Omaha. 
Western,  Pittsburg. 
Westchester  Fire.  New  York. 
WiUiamsburgh  City,  Brooklyn.  N.  Y. 


NEW  ASSOCIATIONS   OF  GREAT   BRITAIN. 
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New  Insurance  Associations  of  Great  Britain, 
registered  between  january  i  and  december  31,  1909. 


TiTLB  Ot  COMVANT. 


Regislertd  in  England. 
Acme  Winidow  Oeaniag  &  Insurance. 
Amiable  GenezBl 


Angl  o-Scotdsh 

Aug  lo-Scotdsh  General  Commercial. . 


Blackboni  ft  District  Fazmcn. 
British  Citizens' 


British  Enterprise 

British  Finance  ft  Insurance 

British  Indemnity 

British  Industries  Unemployment . 

British  Union  &  National 

British  Union  &  National 

Cattle  Warranty 

Qty  Fire  Office 


Counties  &  General 

Cumberland  Co-operative  Fire.. . 
Drapers'  Mutual  rire  ft  General. 


Dreadnou^t. 


Ebbw  Vale  Plate  Glass. 
Eclipse 


Economic  Fire,  Accident  ft  General. 


Excelsior 

Franco-Canadian  Agency  of  London. 


General  Mutual  Industrial 

Gladiator  live  Stock  ft  General. 


Grand 

Imperial 

Inanstrial  Indemnity. 
Invincible  ft  General. 


Laundcrois'  Mutual, 
law  Union  ft  Rock. 


Leyton  ft  District  Tradesmen's  Mut. 

Ln-e  Stock,  Accident  ft  General 

Mutual  Plate  Glass 


National  Conunercia] 

Xatiooal  ft  Co-operative. 


Newark  Tradesmen's  Plate  Glass. . . 

Non-Tari£F  Fire  ft  General 

North  ft  South 

Nottingham  ft  District  Thulers'  Mut. 


Omnium 

Plymoath,  Devonport,  Stonehouse  ft 

District  Mutual  Plate  GUas 

Public  Benefit  Invest,  ft  Sickness  Ben. 

Ribblesdale  Plate  Glass  ft  General. . . 

Royal  Farmefs  &  General 

Salop  Fire  Office 

Salvation  Anny  Fire 


Shopkeepers'  Plate  Glass  ft  General 


Stall  Guarantee. 
Star  of  Hope. . . 


Steamship  Mutual  Underwriters. 

United  Counties , 

Unemployment  ft  Premium 

Unity 

Welsh 

West  Riding  ft  Counties 


JUgisl^ed  in  SccUand, 

Bankcn  ft  General 

Great  Northern.. 


N«»  of  Scotland  Mat.  Ins.  ft  Ind 

UnivetMi  Provident 


Objects. 


Window  Qeaning  and  Plate  Glass 
Fire.  FJectrical  Risks  and  aU  kinds 

except  Life  and  Emp.  Liability.  . . 
All  kiiids  except  Life  ajod  Emp.  X.ia. 
Fire  and  all  kinds  except  Life  and 

Employers'  Liability 

All  kinds  except  Life  and  Emp.  Lia. 
Ace,  Sickness  and  all  kinds  except 

Life  and  Emp.  Lia.;  also  Banking 
All  kinds  except  Life  and  Emp.  Lia. 
Banking  and  all  ex  life  and  Em.Lia. 
All  kinds  except  Life  and  Emp.  Lia. 
AU  except  Life  and  Emp.  Liability... 
All  kmds  except  Life  and  Emp.  IJa. 

Life  and  aD  kmds 

Livestock 

Fire,  Accident  and  all  kinds  except 

Life  and  Employers'  Liability 

All  kinds  except  IJfe  and  Emp.  Lia. 

Fire 

Fire  and  all  kinds  except  Life  and 

Employers'  Liabflity 

Investment.  Banking  and  all  kinds 

except  Life  and  Emp.  Liability.. 
P.  G.  and  all  ex.  Life  and  Emp.  Lia. 
Sickness  and  all  kinds  except  Life 

and  Employers'  Liability 

Fire,  Marine,  Accident  and  all  kinds 

except  Life  and  Emp.  Liabflitv . . 
All  kinds  except  Life  and  Emp.  Lia. 
Insurance   Brokers   and   all   kinds 

except  Life,  Ace.  and  Sickness.. 
Fire  and  all  ex.  Life  and  Emp.  Lia. 
Firej  Live  Stock  and  all  kinds  except 

Life,  Marine  and  Emp.  Liabflity. 
All  kinds  except  Life  ana  Emp.  Lia. 
All  kinds  except  Life  and  Emp.  Lia. 
Fire  and  all  ex.  Life  and  Emp.  Lia. 
Accident,  Fire  and  all  kinds  except 

life  and  Emplojrers'  Liability . . . 

Emp.  lia.  and  all  except  Life 

Rejnstratkm  as  "limited"  of   Law 

Union  ft  Crown  and  change  of  dde 
Plate  Glass  and  all  kinds  except  Life 

and  Employers'  Liabflity 

Accident  and  all  kinds  except  Life 

and  Employers'  Liabflity 

Plate  Glass  and  all  kinds  except  Life 

and  Employers'  Liabflity. 

AU  kinds  except  life  and  Emp.  Lia 
Accident  and  all  kinds  except  life 

and  Employers'  liabflity 

Plate  Glass 

Fire  and  aU  ex.  life  and  Emp.  Lia 
AU  kinds  except  Life  and  Emp.  Lia. 
Plate  Glass  and  aU  kinds  except  Life 

and  Employers'  liabflity 

life.  Fire,  Accident  and  aU  kinds . . 


Plate  Glass 

Investment  and  aU  kinds  except  life 

and  Employers'  Liabflity 

PUte  Glass 

AU  kinds  except  Life  and  Emp.  Lia 
AU  kinds  except  Life  and  Emp.  Lia 
Fire  and  aU  kinds  except  Lite  and 

Employers'  Liabflity 

Plate  Glass,  Fire  and  aU  kinds  except 

Life  and  Emfdoyers'  liabiUty . . . 

Fidelity  Gtiarantee 

Sickness  and  Accident  and  aU  kinds 

ex.  Life  and  Employers'  liabflity . 

Marine 

AU  except  Life,  Mar.  and  Emp.  Lia. 
Ace.  ana  aU  ex.  Life  and  Emp.  Lia. 
AU  kinds  except  Life  and  Emp.  Lia. 

AU  kinds  except  Life 

Accident  (not  Fatal)  and  aU  kinds 

except  life  and  Emp.  liabflity . . 

AU  kinds  except  life  and  Emp.  Lia. 

AU  kinds  except  Life  and  Emp.  lia. 

Plate  Glass,  Key  and  aU  kinds  except 

life  and  Employers'  liabflity .... 

Fishing  Boatt 

Sickness  and  Accident 


Date. 


Nov.    6 

April  30 
Mar.  12 

Mar.  16 
April   7 

Feb.  25 
Tune  21 
Dec.  2 
July  31 
Dec.  31 
Tulv  19 
Nov.  24 
Mar.  31 


May  28 
Oct.  26 
July  24 

Nov.  80 

Aug.  11 
Nov.  16 

Mar.  11 

April  14 
April  80 

Jan.  20 
Aug.  12 

Jan.  30 
fay    3 

Aug.  17 
Aug.  10 

June  14 
AprfllO 

Oct.  27 

April  20 

Oct.    6 

Mar.  18 
Aug.    0 

May  20 

Nov.  11 
Sept.  10 
Nov.  10 

Oct.  28 
Oct.  26 

Jan.  22 

Mar.    8 

June  2 
Aug.  17 
Aug.  17 

Jan.  11 

June  21 
July  30 

Feb.  16 
Oct.  10 
Jan.  28 
Dec.  17 
May  1 
Mar.  26 

Aug.  13 

Aug.  10 
May  24 

Feb.  11 
Dec.  27 
Feb.  22 


Nominal  Capital. 


;C1,000  in  £\  shares. 


ClOOin 
190  in 


shares, 
shares. 


C600,000  in  £}  shares 
^,000  in  £}.  shares. 

00,000  in  £1  shares. 
100.000  in  Zl  shares. 
4O,0OO  in  ;^  and  Is.  sharea. 
100  in  £\  shares. 
5,000  m  £1  shares. 
^100  in  /Ishares. 
U.000.000  m  £1  shares. 
,000  in  £\  shares. 

^100  in  £\  shares. 
C60^  in^^l  shares. 
^5,000  in  £1  shares. 

j(600,000  m  £,h  shares. 

£10.000  in  £\  shares. 
^200  in  £\  shares. 

£10,000  in  £1  shazea. 


^100  in  £i  shares. 
,6,000  in  £\  shares. 


i 


000  in  £1  shares. 

,000  in  £l  and  6a.  shares. 


10,000  m 
10.000  in 
jl.OOO  in 
£6,000  m 


1  shares. 
'1  shares, 
shares. 
!l  shares. 


£1,000  in  IQft.  shares, 
(guarantee  of  Is.  per  member. 

£2.076,000  m  £10  and  £1  shares. 

£600  in  £1  shazts. 

£1,000  in  £1  and  Is.  shares. 

£1.000  in  £1  shares. 
£100,000  m  £1  shares. 


£100,000  in  lOs.  shares. 
Guarantee  of  6s.  per  member. 
"100  in  £1  shares. 
100,00(rin  £1  shares. 

'1,000  In  £1  shares. 
:i,000,00(rin  £1  shares. 


i 


£600  m  £1  shares. 

j;i0.000  in  £1  shares. 
vl.OOO  in  /l  shares. 
.1,000  in  £l  shares. 
^1,000  in  £l  shares. 

£20,000  in  £1  shares. 

£100  in  6s.  shares. 

Guarantee  of  £100  per  member. 

£2,000  in  £1  shares. 
Guarantee  of  £10  per  member. 

aOO  in  £1  shares. 

^,000  in  £1  shares. 

10,000  in  £6  and  £1  shares. 

!600.000  m  £6  shares. 

£2,000  m  £1  shares. 

£600  in  £1  shares.. 
£1,000  in  £1  shares. 

^1,000  m  £1  shares 
Unlimited  without  capital. 
£6.000  in  £1  shares. 
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SYNOPSIS   OF   EUROPEAN   FIKE  INSURANCE   BUSINESS. 


Synopsis  of  European  Fire  Insurance  Business 

IN  1908. 

In  some  cases  in  which  the  figures  for  1908  were  not  obtainable,  those  for  a  previous 
year  are  given 


1831 
x868 

1879 
1898 
i860 
1838 
1858 
1879 

1895 
1900 

x88i 


i8a7 
i8a9 
X901 
1901 
x8xx 
x8a9 
1897 
X865 
i8xx 
1835 
i8a5 

1868 

1884 
189a 
i86a 
1869 
1900 
1867 
1899 
1875 
X869 
1866 
1869 
i86a 

1873 

1893 

1893 
x86a 
X897 
1885 
1865 
1889 
1870 


X906 

189s 
189X 

1881 
X897 
i88a 
189X 
189a 
190S 


Name  ahd  LocAncuf  of  Cokpamy. 


Austrian  Fire  Insurance  Cos.   ^ 

(Kr.  a4  (Crowns)  equal  £1  sterling — ) 

Joint  Stock  Companies. 

Assicurazione  Generali,  Trieste ^ 

Donsu,  Vienna 

Fonciere,  Budapest 

Oesterr,  Elementar,  Vienna 

OestexT,  Phoenix,  Vienna 

Reunione  Adriatica,  Trieste 

I  Ungarische  Allg.,  Budapest 

Unguish-Franzostsche,  Budapest 

Vaterlandische  AUg.,  Budapest 

Vers.  Genoss.  d.  Landwirthe,  Budapest. 

Wiener,  Vienna 

Public  Mutual  Institutions, 
(Landes  Anstalten.) 

I  Bohemische,  Prague 

Grazer,  Graz 

Gegens  Ober.  Steiermark,  Graz 

Elarnthner,  Klagenf urt 

Linzer,  Linz 

Mahrisch-Schlesische,  Brunn 

Nieder  Oesterreichische,  Vienna 

Prager  Stadtische,  Prague 

SalzDurger,  Salzburg 

Tyroler,  Innsbruck 

Wiener,  Vienna. 

Private  Mutual  Societies. 

Concordia,  Reichenbeig 

Croatia,  A^am. 

Dniester,  Lembeig. 

Krakauer,  Cracow 

Landwirthschaftliche,  Prague 

Laibacher  Feuerv.  Anst.,  Laibach 

Montan  Industrie,  Vienna 

Oesterr.  Ungar.  Industr.  V.,  Vienna — 

Papier  Industrie,  Vienna 

Slavia,  Prague. 

St.  Florian,  Eger 

Transsrlvania,  Herxnannstadt 

Zuckenabriken  Verb,  Prague 

Re-Insurance  Companies. 

I  Bohmische,  Prajgue 

Internationale,  Vienna 

Meridionale,  Trieste 

Nationale,  Budapest 

Panonia,  Budapest 

Providentia,  Vienna 

Ruckers.  V.  wechs.  EVG.,  Vienna 

Securitas,  Vienna 

Ungar.  Hagel  &  Rucb,  Budapest 

Wiener  Ruck 

Balkan  States  Fire  Insurance  Cos. 
^3$-2$  Francs  equal  j^i  sterling.) 

Agricola,  Bucharest 

Balkan,  Sofia 

Bul{|aria,  Roustchouk 

Dacia  Romania,  Bucharest 

Generala,  Bucharest * 

Nationala,  Bucharest * 

Natbnale,  Athens f 

Ste.  Gener.  Ottomane,  Constantinople. . 
Serbian,  Belgrad % 


CAPrrAL. 


Subscribed. 


Paid-up. 


Kroners. 
I  a, 600,000 
a, 000,000 
3,000,000 
4,000,000 
6,000,000 
8,000,000 
6,000,000 
a, 500,000 
1,000,000 

1.977,900 
4,000,000 


100,000 


100,000 


800,000 


98,000 
300,000 


600,400 


3,000,000 
X, 600 ,000 
3,000,000 
1,000,000 
x,aoo,ooo 
5,000,000 
Mut 
x,aoo,ooo 
3,000,000 
3,000,000 

Francs. 
a, 000,000 
a,5oo,ooo 
1,000,000 
3,000,000 
3,000,000 
x,aoo,ooo 
3,000,000 
440,000 
X, 000,000 


Kroners. 

3,780,000 

a, 000,000 

3,000,000 

4,000,000 

6,000,000 

3,aoo,ooo 

6,000,000 

a,5oo,ooo 

X, 000,000 

x,x77,9oo 

4,000,000 


100,000 


X  00,000 


*  800,000 


98,000 
300,000 


4i3»40o 


3,000,000 
X, 600,000 
3,000,000 
1,000,000 
x,aoo,ooo 
1.500,000 
ual 
x,aoo,ooo 
3,000,000 
a,a  50,000 

Francs. 
1.959.760 
X, 000,000 
X, 000,000 
3,000,000 
3,000,000 
i,aoo,ooo 
a, 000,000 
aao,ooo 
aoo,ooo 


Net 
Premiums 


Kroners. 

X9,404,6aa 

5,199,907 

5,751,935 

4,630,594 

6,987,497 

14,976,434 

xi,ooa,379 

1, 694,784 

5i6,9as 

x,xx8,o87 

6,a66,556 


1,515,362 
897,35a 

a3a.367 
536,184 

1,593,09a 
993,336 
355,446 
aoi,667 
861,033 

x,3S7,994 

642,694 

400,  xox 
i,X9X,o7a 
8.854,860 

463,764 

X4a,946 

9X4,6aa 

6x,697 

15,541 
a,a58,8x3 

238,940 
249,380 
313,144 

8,809,939 

4,426,433 
a, 4 19,006 

435,928 

4,164,740 

2,495,979 
2,033,594 

4,084,809 

6a  a, 66a 

7,257,135 

Francs. 
aa4,5o6 

7,837,329 
8,5xo,7ao 

3,433,845 

790.734 

2,579,709 

a3,xa6 
aa,66^ 


Net 


Kroners. 
XX, 8 1 8,089 
3,a4a,o57 
3,333,100 
3,093,865 

4,432,571 
9,163,378 

5,950,352 

X, 034, 1 3a 

a8x,9xi 

572,799 
4,093,113 


978,965 
463.540 


Fands 

Other  diaa 

Shaiie 

Capllal. 


84.454 

257,043 
781,463 
585,366 

S2,ai7 
185,035 
404,680 
676,830 

371,300 
x7o,x8x 

4x7,752 

4,6x9,984 

244,183 

6o,xx3 

455,535 


1,405,063 

X41.357 
106,761 

121,075 

6,639,630 
3,840, 1 8x 

1,747,643 

278,556 

3,736,170 

1,5x6,636 

1,390,5x7 
3,oo9,a4x 

413,085 
4,859,347 

Francs. 
138,613 

5,338.709 
5,774,948 
2,239,583 

551,798 

1,729,151 


18,521 
2,163 


Kroners. 
*x5,ax4,36S 

•  3,309,390 

•  3,497,269 

X  3,000,634 

t  3.711,707 
•10,853,748 

•  7,323,694 
t  x,546,45i 
t  i,w5,ooo 

8xi,73x 

t  5,493,995 


t  7.579,879 
t  7,074,803 

t  308.678 
4,329,508 

(10,998,000 
491,861 
3.040,563 
x,aao,565 
4,ao6,xa8 
8,467,128 

326,939 

t      693,259 

a,4iit58a 

(30,641,520 

*     643.307 

60,534 

868.951 

X  57,868 

131.767 
x,iao,a75 

1,156.733 
86,507 

4.386,909 

6,636,381 
t  3,636,665 
t  4,763,500 
195,101 

4,553.796 

1,595.999 
a,673,a76 

3,633.334 
638,030 

4,073,790 


Francs. 

75,865 
4,7^2,499 

6,504,390 
5,469,079 
4,152,683 

5,043.635 

aao,ooo 
17,750 


1  Compaed  from  tables  in  the  '  'National  Oekooom "  of  Vienna.  *  Guarantee  capital.  *  Fully  re-inaured.  *  Fully 
recovered.  ^  Ficures  for  1907.  *  Only  premhim  and  loss  reaerve  of  fire  branch.  *  The  figures  are  Lei.  t  The  fisuraa 
are  Drachmas.  |  Amounts  include  figures  K*'*AT^f^"g  to  other  branches.  |  The  figures  are  lirres  tuiques.  1  The 
figures  are  Dinars. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BVSmESS-ConHuued. 


NiOiB  AMD  LocATioii  07  CcnoAinr 


S2A 
883 

901 

855 

876 

854 

8a  I 
831 
898 

873 
856 

858 

887 

8a  I 

878 

895 
8x9 

874 
824 
900 
8go 
891 


Caiitau 


Subicribed. 


Bei/^ian  FntE  Insurance  Cos. 
(35-35  Francs  equal  £i  sterling.) 

Assurances  Generales,  Brussels 

Assurances  Beiges,  Brussels 

[Assurances  Reunies,  Brussels 

Belgique,  Brussels 

Brasseurs  Reunis,  Brussels 

CcTcle  d'Assureurs,  Antwerp 

Cie  de  Bruxelles,  Brussels 

Escaut,  Antwerp 

Globe,  Brussels 

Industriels  Reunis,  Gand 

Licrjrd  Beige,  Antwerp 

National  Beige,  Brussels 

Provinces  Reunies,  Brusseb a 

Proprietaires  Reunis,  Brussels 

Pnidentia,  Eschen 

Reparatrice,  Brussels 

Seoiritas,  Antwerp * 

Sucreries  Reunies,  Brussek 

Union  Beige,  Brussels 

Union  Generale,  Brussels a 

Union  des  Propr.  Beiges,  Brussels a 

West  Flandria,  Ostend 

Dutch  Fixe  Insurance  Cos. 
(x9  Florins  eaual  £i  sterling.) 

1895  Amsterd.  Londen  V.  M.,  Amsterdam. . . 

1790  Amsterdamsche,  Amsterdam 

1858  Amstel,  Amsterdam 

1904  Amstelland,  Amsterdam 

1863  Arohemsche,  Amhem 

x8o6  Bataafsche,  The  Hague 

1903  Cosmopolis  Re-insurance,  Amsterdam.  * 

1899  Derde  Nederland.  Herverz,  The  Hague. 

1846  Haarlemsche,  Haarlem 

1808  HoUandsche,  Amsterdam 

1859  Holland,  Dordrecht 

1838  Konigr.:  Nederlanden,  Bois-le*Duc 

1833  Nederlandsche  M.,  Tiel 

1845  The  Nederland,  The  Hague 

1889  The  Nederland  Re*Insur.  Co.,  The  H . . 

1853  Nederlandische  Lloyd,  Amsterdam 

1833  Oost  Indishe  2^  &  Bnd.M.,Amsterdm  ^ 

1897  Providentia,  Amsterdam 

x888  Salamander,  Amsterdam 

190X  Standard  Verz.  Mij.,  Amsterdam. .. . 

1899  Twcede  Ned.  Herverz.  M.,  The  Hague.  & 

1867  Utrechtsche  Allg.  Bran.  M.,  Utrecht. 


1857 

1843 
1899 

1819 

1844 
1888 
1877 

1837 

1879 
1864 

x83o 

18 

1843 
I8I9 

1838 
1879 
1907 


French  Fire  Insurance  Cos.  « 
(35-35  Francs  equal  £1  sterling.) 


Lbeak,  P 


ans. 


Aigle,  Paris 

Ardeimaise,  Paris , 

Assurances  Generales,  Paris. 

Confiance,  Paris 

Flandre,  Roubaix 

Fonciere,  Paris 

France,  Paris 

Metropole,  Paris 

Monde,  Paris 

Nationale,  Paris 

Nord,  Paris 

Patemelle,  Paris 

Pheniz,  Paris 

Providence,  Paris. 

Remoises,  Reims 

Reassurance  Centrale,  Paris. 


Francs, 

4,333,000 

3,500,000 

500,000 
3,000,000 

545,000 

800,000 
3.174,603 
4,333,000 

541,300 
1,713,000 
6,000,000 
3,000,000 
3,500,000 
4,313,804 

1,910,000 
6,300,000 

500,000 
3,000,000 

X  14,100 
5,000,000 
1,000,000 

Florins. 
600,000 

X, 300,000 

600,000 
X, 000,000 
3,000,000 

165,776 
1,000,000 
1,000,000 

600,000 
X, 000,000 
X, 000 ,000 
X, 000,000 
1,000,000 
6,666,666 
X, 000,000 
4,000,000 
3,000,000 
X, 000 ,000 
1,500,000 

X, 000,000 
1,000,000 
3,000,000 


Francs, 

X  3,000,000 

3,000,000 

X, 000,000 

3,000,000 

xo,ooo,ooo 

3,000,000 

10,000,000 

xo,ooo,ooo 

8,000,000 

6,000,000 

xo,ooo,ooo 

3,000,000 

6,000,000 

4,000,000 

5,000,000 

5,000,000 

45o»ooo 


Paid-up. 


Net 


Francs. 

851,478 
700,000 

315.1501 
4000,00 

X  00,500 

160,000 

X, 660,3 1 7 

1,058,000 

138,340 

438,000 

X, 300,000 

600,000 

1,568,535 
3.386,343 

X, 739,350 

1,360,000 

X  75,000 

640,000 

109,350 

X, 030,000 

109,  xoo 


Florins. 
300,000 
300,000 
X  30,000 
350,000 
500,000 
165,776 

X40,000 

X  00,000 
100,000 
1,000,000 
X  50,000 
xoo,ooo 
100,000 

1.093.333 

X  00,000 
480,000 
300,000 
X  00,000 
X  50,000 
350,000 
X  00,000 

300,000 


Francs. 

3,000,000 

3,000,000 

1,000,000 

3,000,000 

4,000,000 

500,000 
xo,ooo,ooo 
3,500,000 
3,400,000 
3,400,000 
3,500,000 

500,000 
3,400,000 
4,000,000 

X, 3  50,000 

1,350,000 


Francs. 
4,631,549 


Net 


Francs. 
a.713.033 


a,3a6,957 
2,577.8" 


248,547 
2.832.596 


Fonds 
Otter  Asa 

Share 
CapilaL 


1.297.544 
1,1x0,786 


1 13.381 
x,598,6x4 


b  3,796,965 
7,897,300 


2.781,776 


b  1,596,788 
3,767,428 


x,428,577 


1.435.809 
89,063 

514.325 


Florins. 
387.598 

25,063 
301,778 


/ 


133.674 

93.252 

250,491 


895.940 

28,796 
2  5  X, 638 


Florins, 
x85,x66 


11,107 
363,371 


223,707 

425,295 
477.795 
2,454,938 
330,009 
708,839 
343,338 

306,594 
979.820 

94,215 


Francs. 
6,583,843 
7,056,188 


16,498,732 

5,316,833 

337,368 

5,391,567 
8,034,600 

5,138,667 

4,235,382 

10,339,163 
4,354,803 
8,084,657 

13,155,103 

4,889,513 

148,330 


116,338 

52,125 

149,123 

153,338 

298,787 
327.528 

1,284,193 

330,006 
630,396 
250,452 


301,489 

650,817 

67,061 


Francs. 

3.279,227 
3,764,263 

7,963,442 
2,475,928 
111,770 
2,408,933 
4,450,867 

2,791,243 
3,339,706 

4,770,680 
X, 930 ,380 
3,376,033 
5,593,604 
2,383,996 
51,005 


Francs. 
7,013,859 

7,169,774 

4,o8x,x99 


1,417,316 
3,xox,o84 

3,335,354 
10,061,7x7 


4,148,605 

3,498,171 
125,323 
273,415 


Florins. 
81 X, 330 

38,991 
463,354 


xoo,x63 

68,330 

36x,79x 

128,434 

374,349 
i     460,859 

1,361,595 

^3,790,383 

258,507 

•   553,973 

422,X43 

147,169 

1,053,473 
52,648 


Francs, 
k   X, 41 6,097 
6,370,270 

34,998,091 

5,104,115 

«  959,503 

.  7,676,057 

*  x,o97,X4o 

3,272,350 


2,725,5 
3,76o,x8x 

o  7'^»5^o 
8,945,49^^ 

3,738,98 

6,323,39 
988,09 


a  For  an  branches,  b  Premiums  and  Iosb  rewrves  pro  and  contra  disregarded,  c  The  figures  are  German  Mark. 
ilndadiBg  M.l,38lt,7U  life  funds.  eOnly  paid  Iomm.  /Including  interest.  f  Including  re-insurance  premiums. 
s'Moatly  taken  from  "L' Argus"  of  Paris,    ik  Profit  of  the  year's  account.      ^  Figures  for  1007. 
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1 

i 

7 


1903 
X900 
1884 
z8a9 

«  •  •  • 

X828 
1867 
1838 


i8as 
1876 
1907 
1905 
x88i 
1898 
1838 
1819 

1839 
x86o 

1844 

1877 
i86x 

X005 

1855 
X907 

1818 

1844 
1907 

1857 
X867 

1845 
1856 
x88o 
x88x 
1848 
1853 

1873 
x8a3 

X904 
x866 


1846 
1901 
x86s 
X906 
1830 
X831 
x8ax 
1841 
x8ao 
X878 

1873 
x8a6 

1840 

x8ox 

X906 

1779 

•  •  •  • 

1828 
1880 
X890 
X831 
185X 
x868 
z8a6 


Niua  AMD  Location  or  CoaoAiiT. 


French  Fire  Ins.  Cos. — Cont. 

(9505  Ftancs equal  £1  sterling.) 

Reassurances  Nouvelle,  Paris 

keassurances  Reunies,  Paris 

Ste.  de  Reassurances,  Paris 

Soleil,  Paris. 

Themis,  Marseilles 

Union,  Paris 

Union  Generale  du  Nord,  Lille 

Urbaine,  Paris 


Gerican  Fire  Insurance  Cos. 

(30-40  Marks  equal  £1  sterling.) 

Joint  Stock  Companies. 

Aachener-Munchener,  Aix  la  Chapelle. 

Aachen-Leipziger,  Aix  la  Chapelle 

Albinga,  Hamburg 

Allianz,  Berlin 


Alsatia,  Strassbuig. 

Badische  Feucnr.  Bank,  Karlsruhe 

Bayerische  Hyp*  Bank,  Munich 

Berlinische,  Berlin 

Colonia,  Cologne 

Deutsche,  Berlin 

Deutscher  Phcenix,  Frankfort-on-M  — 
Feuer-Assec.  Cie.  of  1877,  Hamburg  — 

Gladbacher,  M.  Gladbach 

Globus,  Hamburg 

Hamburg-Bremer,  Hamburg 

Industrie,  Berlin 

Leipziger,  Leipzig 

Magdebuiger,  Madgeburg 

Noni-Deutsche,  Hamburg 

Oldenburger.  Oldenbuig 

Preussiche,  Berlin 

Preussiche  National,  Stettin 

Providentia,  Frankfurt-M 

Rheioland,  Neuss 

Rhein  and  Mosel,  Strassburg 

Schlesische,  Breslau 

Thuringia 

Union  AUgemeine.  Berlin 

Vaterlandische,  Elberf eld 

Victoria,  Berlin 

Westdeutsche,  Essen 

Private  and  Public  Mutual  Cos. 

Brandenburger,  Brandenburg^ 

Buchdrucker  Verband,  Leipzig 

Concordia,  Hannover 

Deutsche  Beamten  Vereine,  Berlin 

Feuer-Assecuranz  Verein,  Altona 

Feu.  V.  fur  Mecklenburg,  Gustrow 

Gothaer  Gotha 

Gegenseitige,  Greifswald 

Gegenseitige  Im.  Unter  Elsass,  Strasb . . 
Gegenseitige  Im  Ober  Ekass,  Muhl'sen. 

Landwirtliich  F.  V.  Gen.,  Dresden 

Lubecker  Verein,  Lubeck 

Marienwerder  Mobiliar,  Marienwerder . 
Mecklenburg  Brand.  Ges,  Neu  Branden 

Mittlere  Justizbeamten,  Hanau 

Muhlnbmd.Soc.f .Ostfrsld.,  Aurich 

Muhlen  Vers  Ges.,  Osnabruck 

Ostfriesische  Mob.  F.  V.  A.,  Norden . . . 

Preuss  Forstbeamten,  Berlin 

Preuss  Staats  Eisenb.  B.,  Beriin 

Ratzeburger,  Schonbeiv 

Ruberzuckerfabr.  Verb.,  Magdeburg . . 
Sachsischer  Milit.  F.  V.  V.,  Zwickau. . . 
Schwedter,  Schwedt-on-O 


Capital. 


Sabacribed. 


francs. 
3,000,000 
X, 000,000 
x, 000,000 
6,000,000 
X, 000 ,000 
10,000,000 
3,000,000 
5,000,000 

Marks. 

9,000,000 
3,000,000 
6,000,000 
9,000,000 
3,000,000 
4,000,000 
10,000,000 
7,500,000 
9,000,000 
3,000,000 
9,438,580 
X  ,480,000 
6,000,000 

4)000,000 

6,000,000 
1,000,000 
6,000,000 
X  5,000,000 
X  0,000,000 
3,000,000 
3,000,000 
9,000,000 

17,143,857 

9,ooo/>oo 
6,000,000 
9,000,000 
9,000,000 

4,500,000 

6,000,000 

3,000,000 

6,000,000 


n  X, 000,000 
n     333,000 


n     967,000 

1x4,816 
n     159,000 


Paid-op. 


Francs. 

500,000 

350,000 
X, 000,000 
6,000,000 

300,000 
3,500,000 

500,000 
1,350,000 

Marks. 

X, 800,000 

600,000 
X, 500,000 
3,350,000 

500,000 
X, 000 ,000 
3,500,000 
X, 875,000 
X, 800,000 

600,000 
1.885,7x6 

300,000 
X, 300,000 
X, 000,000 

3,470,000 

350,000 
6,000,000 
3,000,000 
3,500,000 

600,000 

600,000 
3,350,000 
X, 7x4.386 
X, 800,000 
3,400,000 
X, 800,000 
X, 800,000 

900,000 

X, 300,000 

750,000 

X, 300,000 


175.000 
333,000 


a43»25o 

3  6,09  X 
Nil'  "  ■ 


Prefiuuins 
Received. 


Francs. 
950,430 


6,6x9,543 
X4,038,348 

x66,9ix 
30,610,6x7 

343.340 
ii,959,x39 

Marks. 

13.424.794 
1.234.324 
2.195,361 
3.895.930 
7x9.512 
I.4S5.532 
3,966,897 

3.177.117 
3,410,500 

X,303,X04 

3.723.795 
455.927 

4.44X.799 
3,633,3x5 

7.935.609 

1.X43.863 

3.071.X54 

xs,396.ox5 

3,436,685 

1.015,837 
x.705.275 
7,041,799 
3,411.776 

x,X3o,477 
x,833,405 
3,969,363 

4,743,949 
X, 698,435 

4.969.093 
1,940,194 
3,86o,x58 


443.8x1 

19,346 

48o,53x 

X3,X36 

664,769 
X38,743 

3x,o58,x76 
866,406 

ii8,i9x 
667,933 
i6x,459 
631.165 

X,50I,334 

3.458 

77.540 

46,0x7 

100,896 

417.373 
177.123 

X3X,96o 

600,707 

3,933,399 


Paid. 


Francs. 
567.705 


F^mds 
Other  than 


4,6x3,140 

7.45  X. 898 

57.192 
10,353,364 

154.706 
6,957,161 


Marks. 

7.729.683 

736,033 

1,363,707 

3,398,331 

372,441 
973,6x4 

X, 863,634 
X, 606,089 
1,633,868 

581,873 
3,065,607 

293.892 
a.743,328 
x,669,x98 
4,981,839 

730,05s 
1.578.50X 

xo.138,758 

3,074,561 

308,373 

839,337 

3.783.747 
928,727 
537.230 

838,937 
3,005,009 

3,408,833 

98,606 

3,X33,783 

537,702 

X,7XX,30X 


309,533 

6,345 

334,534 

2,4x5 

394,363 

61,442 

2,994.959 
633.680 

40,4x1 

413.707 

56,305 

49X.429 

x,io6,734 

33  X 


65.X3X 

34,005 

8x,357 

360,784 

147.079 
X4X,736 
288,313 

3,33Q,975 


CapitaL 


Francs. 
491,678 

6,472,259 
16,839,030 

*       46,636 

18,978,344 
k        ax, ox  I 

X  3,671 .439 


Marks. 

18,380,464 
X, 008,593 
x,58a,68x 

7.875,547 

1,053,304 

904,346 

7,852.734 

4,2x5,588 

X  3,364,873 

X,  768,941 

7,257,799 

323,781 

5,4x4,680 

X. 83 1,637 

6,587,765 

726,517 

7.766,701 

X9.075,903 
5,023,45  X 
3,373,650 
3,986,972 
9,687,565 

6,349.3x7 
X  ,706,466 

4,006,798 

8,9x3,642 

X  1,305,188 

3,357,886 

IX, 794,809 
4,461,893 

2,463,562 


999.474 
56,346 

2,132,525 
31,288 

X, 538.987 
136,986 

x3.335.90x 
1,9x8,268 

295.396 

2,659.530 

361,093 

655.937 

2,590r406 

3.X06 


332,67x 
424.027 

a85,397 

1,497.838 

310,462 

885,445 
I,i96,x77 

.^,834,004 


k  Pxofit  of  year's  accouo*        n  Guarantee  capital. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Co«MiN««tf. 


I 

3 

3 

m 
H 


NaMB  and  JjOCATtOK  OT  COMPAMT. 


1856 
1838 
1828 


17x8 

1677 

1744 
1733 

1754 

i8ax 
1817 
2870 
1767 
18x1 

1784 
1808 
1803 

1777 
1767 

x8o6 

1750 
176S 

1751 
1776 

1764 

1751 
185s 

1756 


1838 
X7X9 
179X 

1785 
1865 
1783 

1771 

•  a  •   • 

1773 
1723 


1784 
1789 

1784 

x8o8 
1808 
x886 
1780 
1781 

1738 


X836 
X784 
1830 

1750 
1758 

1736 
X730 

1765 

1773 
1785 

1876 


Gkbman  Fisx  Ins.  Cos.— Cm/. 

(90-40  Marks  eaual  £1  sterling.) 

Suderdithmarscher  Ver.rMame > 

Vaterlandische  Soc.,  Rostock 

Wurtembeigische  Privat,  Stuttgart 

Monopoly  InsiiluHons. 

Stadtische  Fcurkassen,  Berlin 

Stadtische  Feuerkassen,  Hamburg 

Stadtische  Feuerkassen,  Breslau 

Stadtische  Feuerkassen,  Stettin 

Stadtische  Feuerkassen,  Ostfr.  Stadte. . 

Stadtische  Feuerkassen,  Thorn 

Land  (Rural)  Feuer.  Meek.,  Domanen. 
Land  (Rural)  Feuer.,  Pruess,  Dom. . 


Cartal. 


Land  (Rural)  Feuer.,  Ostfriesis.  Land. 

Gonischte  Mixed  Feuer.,  Bayem 

Gemischte  Mixen  Feuer,  Kgr.,  Sachaen . 
Gemischte  Mixed  Feuer.,  wurtemburg . 

Gemischte  Mixed  Feuer.,  Baden 

Gemische  Mixed  Feuer.,  Grossh.  Hesn. 
Gemischte  Mixed  Feuer,  Hess.  Cassd. . 

Gemischte  Mixed  Feuer.,  Nassau 

Gemischte  Mixed  Feuer.,  Braunschw.. 
Gemischte  Mixed  Feuer.,  Sachs  Weim . 

Gemischte  Mixed  Feuer.,  Anhalt 

Gemische  Mixed  Feuer,  Sachsen  Alt. . . 
Gemischte  Mixed  Feuer.,  Oldenbuig . . 

Gemischte  Mixed  Feuer^Lippe 

Gemischte  Mixed  Feuer.  ,HohenzoUem.  ^ 
Gemischte  Mixed  Feuer.,  Wald.,  Pjnn. 

,  InsUhUioiu  not  possessing  a  Monopoly* 

Stadische  Societaten,  Sachs.  Stadte 

Stadische  Societaten,  Brandenburg 

Stadische  Societaten,  Schles.  Stadte .... 
Stadische  SocieUten,  Meckl.  Stadte. . . 

Stadische  Societaten,  Lubeck 

Stadische  Societaten,  Rostock 

Stadische  Societaten,  Straslund 

Stadtische  Societaten,  Wismar 

Stadtische  Societaten,  Elbiiig 

Stadtische  Societaten,  Konigsberg 


Landlische  Societaten. 

Schlesien,  Land 

Mi^eburg,  Land,  Magdeburg 

Sachsen,  Land,  Mersebuig 

Ostpreuss  Feuersocietat,  Konigsberg . . . 
Ostpreuss  Landschaftliche,  KonigsDHcrg. 

Ritterschaftliche,  Rostock 

Westpreussen,  Landschaf  diche 

Schleswig  Holstein  adel  Gilde 

Ritterschaftliche,  Halberstadt 


Gemischte  Societaten. 

Rheinland,  Dusseldorf 

Schlesien 

Westphalen 

Hannover  Brandkasse 

Schlesw.  Holstein  Landes 

Posen 

Pommersche,  Vereinigte,  Stettin 

Brandenburg 

Sachsen-Gotha 

Westpreussen  AU^em 

Kgr.  Sachsen,  freiwillige  V 


Ma^ks, 


Paid-«ix 


Marks, 


Pxemhinu 
RtociTed* 


Marks. 

51^50 
195*648 

3»74S.o7a 


3,073,803 
3.390.308 

a53.4a3 
65,609 

68,225 

10,603 

579.516 

541.083 

299,870 

6,2x6,583 

6,6<8,X95 

4.784,551 

3,44a,37i 

1.470,149 
3,059,502 

I,X99,X25 

760,280 

736,756 
4x2,980 
46x,375 
565,881 
285,684 
97,851 
136,587 


Paid. 


1,578,056 
770,850 


301,487 

9^5*7 
105,446 

20,X20 

30,84a 

5,896 


2,876,880 
1,821,580 

2, 740,68  X 

1,027,916 

861,226 

5ai,46x 

366,584 
I3,6a8 


6,107,026 

4,409,49a 
4,350,031 
3.533,970 
3,644,53a 
3,472,353 
2,829,296 
2,882,073 

607,716 
X, 191,171 

556,173 


Marks. 

57,343 
37.360 

738,903 


1,649.404 

1,400,568 

X2x,568 

3.193 

34.153 
12,721 

454,000 

546,2x6 

392,894 
5,290,501 

4,959,901 
3,452,282 
2,946,184 
1,124,868 
1,428,587 
765,993 

534,363 
504,100 

381,484 
313.648 
794,830 

193.733 
98,284 

1x4,424 


Funds 

Other  Than 

Share 

CapitaL 


Marks. 
261,000. 
480,586 
15,8x0876 


«»»3 .073.674 

17,659,636 

4,539.990 

1,397.493 

445.587 

1,698,414 

607,000 

306,189 

702,401 

34,454,0x0 

16,097,979 
7,536,179 
4,560,585 
5.754,874 
6,072,95  X 

6,047.5*7 
8,602,130 

3,487.586 

3,956,599 
539.988 

358,139 

356,376 

1,630,493 

656,783 


684,614 
478,180 


31 


,788 
8,533 
9.501 
3,8a6 

39.395 

535 


1,436,743 

710,383 

1,778,349 
82x,266 

644,6  X  X 

513.593 

301,971 

50 


3,768,751 
3,625,417 
3,216,89a 
2,600,169 

3,097.138 
3,333,515 

3,311,937 

1,820,864 

250,027 

931,616 

351,962 


7,776.843 
1,658,690 

576,499 
1,340,573 
958,750 
135.870 
305.596 
397.398 


8,953,635 
8,430,602 

3,956,180 

1,267,302 

7x2,968 

300,579 

345,833 
3,074 


X3,248,484 
11,483,970 
8,900,865 
8,308,740 
4,700,460 
6,9i2,7ox 
1,681, X32 
2,698,469 

1,138,389 
1,386,330 
3,145,698 


mThe  6gi]res  in  this  column,  for    all   monopoly  and  following  institations,  represent  die  total  aaaeta.       •  Figures 
for  ItOJ. 
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1853 
1880 

1904 

X904 
1899 
1856 

1903 
1907 

1877 
1897 

185a 

1907 

186a 

1885 

x88o 
1907 
1898 

X90S 
1880 

1870 

X900 

1879 
1893 
1907 


1833 
1826 

1906 

1889 

1898 

1887 

X879 

1906 

1906 

1896 

X901 

1829 

X908 

X896 

1875 
X899 

X894 


X872 
1872 
1858 
X872 
1888 
1858 
1881 
1896 
1827 

1835 
X867 

1904 
1846 
1870 
1872 

1893 
1857 


NaMX  AMD  LoCAnON  07  CoifPANy. 


Cartax.. 


Subicribed. 


German  Fire  Re-Insusance  Cos. 
(20-40  Marks  equal  £1  sterling.) 

Aachener,  Aix-la-Cnapeue a 

Colonia,  Cologne 

Deutsche  Mit  and  Ruck,  Berlin 

Deutsche  Transport  Vers.  G.,  Berlin. . . 

Europa,  Berlin 

Frankfurter,  Frankfort-on-Maine 

Frankfurter  Transport,  Frankfort  on  M 

Frankona,  Frankfort-on-Maine 

Gladbacher,  M.  Gladbach 

Hamburg,  Hamburg 

Kolnische,  Colore r 

Leipziger,  Leipzig 

MagdeDuiKer,  Magdeburg 

Minerva,  Col^ne r 

Munchener,  Munich 

Nord-West  Deutsche,  Hamburg 

Oberrheimische,  Mannheim 

Preussiche  Ruck,  Berlin 

Providentia,  Frankfort-on-Maine 

Rheinish-Westfalische,  M.  Gladbadi. .. 

Rheinish-Westfalische,     Lloyd q 

Stettiner,  Stettin 

Suddeutsche,  Munich 

Versicherungs,  Ges.  v.,  1873,  Hamburg. 

Italian  Fire  Insurance  Cos. 

(25-25  Lires  equal  £1  sterling.) 

Anonima,  Turin 

Cia  di  Milano,  Milan 

Cia  Ital.  di  Riassicur,  Gen.  Milan 

Co-operativa  Incendio,  Milan 

Co-operativa  Generate,  Milan 

Emilia,  Bologna 

Fondiaria,  Genoa 

Italiana,  Genoa 

Lloyd  Sabaudo,  Turin 

Oceanus,  Genoa 

Providenza,  Milan 

Reale  Mutua,  Turin 

Savoia,  Turin 

Sta  Cattolica,  Verona 

Sta  Gener  Italiana,  Padua 

Unione  Continentale,  Genoa 

Unione  Italiana,  Florence 


Russian  Fire  Insurance  Cos. 
(10  Roubles  equal  ;i^i  sterling.) 

Jakor,  Moscow 

Kiewer  Verein,  Kiew 

Moscowische,  Moscow 

Nordxsche,  Moscow 

Pomoschtsch,  St.  Petersburg 

St.  Petersbuiger,  St.  Petersburg 

Rossija,  St.  Petersburg 

I  Russian  Re-Insur.  (!o.,  St.  Petersburg 

I  Russian,  St.  Petersburg 

II  Russian,  St.  Petersburg 

Russian,  St.  Petersburg 

Russische  Geg.  Vers.  Verein,  Moscow. . 

Salamandra,  St.  Petersburg 

Warschauer,  Warsaw 

Wolga,  Moscow 

Abo  lans  brandstodsbol,  Abo 

Brandstods  bol.  f .  landet 


Marks. 
7,200,000 
3,000,000 
3,000,000 
x, 200,000 
3,000,000 
10,285,680 
12,000,000 
5,000,000 
3,000,000 
4,000,000 
9,000,000 
X, 000,000 
1,500,000 
2,400,000 
20,000,000 
3,000,000 
4,000,000 
X, 000 ,000 
2,000,000 
2,400,000 
5,00  X, 000 
1,800,000 
4,000,000 

937.500 


Lires. 
1,500,000 
2,080,000 
2,000,000 
5,902,100 
X  50,000 
Mut 
8,000,000 
5,000,000 

[2,000,000 
2,500,000 
3,000,000 

Mut 
3,000,000 
i.759»940 

Mut 
3,000,000 

Mut 


Roubles. 
2^00,000 
Mutual 
2,000,000 
1,200,000 
1,000,000 
3,000,000 
4,000,000 
3,000,000 
4,000,000 
1,500,000 
1,000,000 
z, 000,000 
2,000,000 
2,000,000 
500,000 
Mut 
Mut 


Paid^ip. 


Net 
Prenuiiins* 


Marks. 

1,800,000 
600,000 
750,000 
600,000 
750,000 

1,028,520 

3,000,000 

1,250,000 
600,000 

1,000,000 

z, 800,000 
250,000 

X, 500,000 
600,000 

5,000,000 
750,000 

X, 000,000 
250,000 
400,000 
240,000 
500,  XOO 

450,000 

1,250,000 

187,500 


Lires. 
1,125,000 
599,040 
400,000 
1,180,420 
Mutual 
ual 
8,000,000 
X, 000,000 
11,287,500 
250,000 
300,000 
ual 

300,000 

,  634,953 
ual 

300,000 

ual 


Roubles. 
2,500,000 
X, 000,000 
2,000,000 
1,200,000 
1,000,000 
3,000,000 
4,000,000 
3,000,000 
4,000,000 
1,500,000 
1,000,000 
X, 000 ,000 
2,000,000 
1,000,000 
500,000 

ual 

ual 


Net 


Marks. 

5,256,241 

i.595»695 
999,462 

999.463 
3.3*7,754 
1,001,846 
x,785,248 
4,687,144 
7.737.669 
4,287,533 
7,479.900 

355,598 

4,245,345 
4,622,492 

50,171,378 

731,021 

2,206,747 

538.557 
342,085 

3,304,841 

864,553 
860,360 

IO,322,XSX 

450,296 


Lires. 
1,270,376 
i,788,x55 

546,606 


4,036,366 
650,06a 
986,490 
197,163 
1,328,342 
7,190,051 
xo4,828 
875,816 

3,213.976 


Roubles. 
4,192,7x4 

99,453 
6,949,898 

3,255,303 

965,587 
2,324,161 

8,433,787 
6,776,574 
7,488,723 
2,051,677 

78,332 

10,004,949 
3,040,292 


671 


Marks. 

3,527,281 

X, 018,028 

709,292 

709,292 

2,141,249 

794,056 

1,1x6,010 

3,028,990 

5,578,166 

2,534,752 
4,757,762 
157,588 
3,074,421 
2,980,354 

35,»95,575 
486,120 

X, 420, 1 77 

358,273 
160,005 

2,350,596 

564,471 

557,900 

7,285,531 

368,121 


Lires. 
475,081 
i,oo9,7ix 

303,619 


Funds 
Other  Than 
Share 
Capital. 


t 


t 


Marks. 
16,768,220 

2,161, X22 

992,134 

1,303,317 
2,280,797 

1,900,902 

10,459,362 

3,931,966 

5,331,335 
3,970.777 
9,2o8,35x 

336,470 

5,592,129 

4,320,935 

*33,26i,435 

900,413 
2,096,919 

294,994 
X,  162,632 
9,990,000 

»»3or,952 

1,182,071 

6,148,651 

269,123 


Lires. 

2,371,579 
4,478.531 

1,185.915 


2,195,990 
475,957 

573,939 
67,061 

1,434,567 
3,907,9811  1 

94,788* 

520,354 

2,285,181 


Roubles. 
2,168,634  t 

36,925 

4,698,046 

2,454,665 

695,811 

1,875,535 

6,000,7891! 

4,775,281 

4,586,276^ 

1,399,3x3 

27,887 
6,372,260 
2,200,523 


6.097,985 
637,950 
494,673 

X30,229 

602,009 
X, 684, 720 

97,000 
573,804 

x,792,338 


Roublrs. 

2,415*498 

379,902 

8,340,161 

4,962^496 
x,67s,534 

x.430,613 

6,ioa,8x4 

6,6x9,494 

7,690,474 

x,i87,«96 


X32,384 

t  7,2x1,823 

2,944359 


4x2,5301'       91,540 


3  Guarantee  capital.        a  For  all  branches.  k  Only  premhim  reserve.        r  AD  branches  except  life.        *  Onlj 

premium  and  loss  reserves  of  fire  branch.      In  addition  the  company  has  varioas  other  fuxxis  beUmging  to  all  braacbea 
and  amounung  to  M.22,000.000.        /  Refnturaoces  (£767,410  for  all  branches)  not  deducted  t  Amounts  inclttde 

figures  beloQgmg  to  other  branches. 
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I 


1901 
1881 
1857 
1896 
1902 
190a 
1899 

>  •  •  ■ 

1891 
1889 
1832 

1849 


1873 
1896 
1888 
Z906 
1897 
190a 
1889 

185s 
1884 
1866 
1898 


1783 
1885 
1888 
1897 
1900 
1838 

1854 
184a 

i8a8 
1746 
1844 

188S 
1866 


Name  ahd  Ixicatiom  or  CoHrAmr. 


Russian  Fisx  Insitxancz  Cos. — Cont. 

(10  RouUet  equal  £r  sterling.) 

Ftmand.u 

Evan^:  Luther:  foisaml.,  Helsingfors. 

Fennia,  Helsingfors 

Finska  brandstodsbolag,  Helsinsfors . . 
Hameenlaan  brandstodso,  Ham'iuinassa 

Indtistrinharenas,  Helsingfors 

Oestra  Nylands,  Borga 

Osmo,  Helsingfors 

Pappersindustrins,  Helsingfors 

Pohjola,  Helsingfors 

Sagagarenes 

Stademas  allmanna,  Helsingfors 

Stademas  for  losegenden,  Ado 

Scandinavian  Fire  Insusance  Cos. 

(i8-ao  Kroner  eaual  £1  sterling.) 

Swedish  Joint  ana  Stock  Companies. 

Astrea  Re-Insur.  Company,  Gotnenbg .  . 

Aurora  Re-Insur.  Company,  Malmoe. . . 

Feniz,  Stockholm 

Freja,  Stockholm 

Hermes  Re-Insur.  Company,  Malmoe. . . 

Malmoe,  Malmoe 

Norrland,  Stockholm 

Skandia,  Stockholm 

Skane,  Malmoe. 


Capital. 


Svea,  Gothenburg. . 
Victoria,  Stockhcdm. 


Swedish  Muhtal  Companies, 
All.  Br.  for  bygnader  a  lano,  Stockholm . 

iamvags  Amir.  Foren,  Stockholm 
fell  Sverig^esvarufors.  bol,  Katrinehol. . . 
Norra  Sverieesvanifors.  bol,  Sundsvall . . 

Norriands  Varufors  Anst.;  Bexgvik 

Skanska  brandf .  inrattning,  Lund 

Skanska  stad.  brandstodsf.,  Lund 

Forsakrings  bol  All.Brand,  Tonkoping. . . 

Stademas  Allmanna,  Stockholm 

Stockh.  stads.  brdf .  Kontor,  Stockholm . 
Stockh.stads.brandstodsbl.,Stockholm . . 
Sverwes  Allm.Varufors  bol,Stockholm.. . 
Tor,  Stockholm 

Norwegian  Companies, 
Bexgens  (Nye  Bei^^ns),  Bexgen 


1867    Noxden,  Christiania. 


1857 

1847 
1863 

x88o 

179a 
x86x 

I79« 

1 761 

1905 
Z864 

•  •  *  • 

X894 
1897 

•  ■  •  • 

1899 


Subscribed. 


Noxge,  Drammen 

Storebrand,  Christiania 

Trondjexns,  Trondjem 

Vesta,  Bexgen 

Danish  Companies. 
Almind.br.Landbvgninger,Copenhagen . 

Danmark,  Copenhaffen 

Det  Konge  Octroi  Aimind,  Copenhagen . 

Kjobenhavns  Brand,  Copenhagen 

Kjobstademes  Brand,  Copenhagen 

National,  Copenhagen 

Nye  Danske,  Copenhagen w 

Nye  Danske  Re-Insur.  Co.,  Copenhagn . 
Nordisk  Gjenfors  Selsk,  Copenhagen,  .r . 
Nordisk  Brandf.  SeLsk,  Copenhagen .... 

Ostiftemes.^  Copenhagen 

Skandinavia,  Copennagen 

Thisted  Amts,  Karbv 

Wistoff  Kassen,  Aarhus. 

Piniand. — See  uxider  Russia. 


RoMes. 
P.m, 

Mut 

4,000,000 

Mut 

Mut 

3.182,873 
Mut 

500,000 

Mut 

5,000,000 

Mut 

Mut 

Mut 


Kroners. 

X, 000 ,000 

500,000 

4,000,000 

1,500,000 

a, 000,000 

300,000 

4,aoo,ooo 

15,000,000 

xa,ooo,ooo 

10,000,000 

5,000,000 


Mutual 
•t 

(( 

•t 

•• 

t( 

14 
tt 
tt 
tt 
tt 
•  * 
tt 


a, 500,000 
3,100,000 
a,ooo,ooo 
3,600,000 
a, 000 ,000 
4,000,000 

Mut 

Mut 

4,000.000 

Mut 

Mut 

1,000,000 

4,000,000 

500,000 

a, 500,000 

4,000,000 

Mut 

3,000.000 

Mut 

Mut 


PsidHip. 


Roubles, 

P.m. 
ual 

i,aoo,ooo 
ual 
ual 

*     700,000 
ual 

150,000 
ual 

1,500,000 
ual 
ual 
ual 


Kroners. 

1,000,000 

a  50,000 

X, 600,000 

1,500,000 

400,000 

X  50,000 

X, 050,000 

5,000,000 

i,aoo,ooo 

3,000,000 

X, 000,000 

Mutual 

tt 

tt 
t. 
It 
tt 
•t 
tt 

tt 
tt 
ti 
«• 


500,000 
930,000 
500,000 
x,3ao,ooo 
500,000 
800,000 

ual 
ual 

4,000,000 
ual 


ual 


ual 

ual 
ual 


XOOjOOO 

400,000 

50,000 

6a  5,000 

400,000 

7x6,x6o 


Net 

PranfaiiM. 


Roubles. 
P.m. 

x,o66,i77 


i»497,984 


4,439,65a 


95»a75 


Kroners, 

I, a  a  5,664 

469,689 

398,238 

879.724 

423.003 
ai7,390 

X, 446,060 

S.421,957 
985,940 

4,679,3  x8 
aa4,03x 


584,270 
93,600 

xaa,a97 
66,369 
19,982 

324,097 
XX  6,986 
326,695 
i,x89,6o6 
664,158 
84,240 


1 8a  ,65 1 

X78,x7i 
308,958 

273,672 
433,048 

94,884 
338,0x8 

3,906,0x4 
x,ax9,i89 

524,133 
183,738 

45,881 
993,391 

3,axa,6io 
853,46a 

2,8x6,757 

43,310 

331,061 


Net 


Roubles, 
P.m. 

666,407 


755,557 


3.o8x,555 


77.377 


Kroners. 

729,093 
288,034 
151,079 

.'?oi,353 
359,031 

150,769 

876,391 

3,171,886 

531,418 

2,947,725 
125,560 


269,098 
39,760 

26,337 

83,408 

4,718 

104,030 

127,956 

88,08a 

317,058 

50,773 
15.192 


98,532 

63,194 

135.730 
177.152 
316,133 

31,540 
145,394 

3,015,444 
X, 090,090 

274,427 
76,363 


34,200 
587,560 

1,443,331 
565,667 

1,930,634 

51,574 

239,530 


F^mda 

Other  Than 

Shan 


Roubles. 
P.m. 

3,184,330 
3,061,639 

3,98(6,813 
h  x,o69,856 


Kroners. 
X, 343 ,396 

479,198 
3,3x5,030 

809,946 
1,373,360 

195,631 
3,038,0x7 

xx,7o8,6a3 

3,801,833 

6,506,429 

696,858 


13,604,980 
709,003 

552,419 
i8i,ioj 

66,9x8 

15, '70,033 

4,403,847 

3  xo6,64X 

X  1,390,403 

36,803,667 

3,733,603 

263,955 

839.888 

978,497 
968,035 

1,586,833 

579,574 

649,015 

3,075,289 
3,138,124 
1.351,597 
8,697,141 

r       24,396 
1,755,681 

t  2,o55,73X 
742,001 

t  i.783.78i 

63,833 
116,546 


'  Guanuktee  capiud.        h  Only jpccmium  reaenre.     r  All  branches  escept  life.        u  The  fifures  are  Finnish  Mark 
100  F.  M.  equal  £%  slerlinf .       v  For  fire  and  bursary.        %  Amounts  iadude  figures  bdoogmg  to  other  branches. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Con/iiwifrf. 


•2 
-5 


1899 
1901 
1900 
1900 
X901 
1900 
1865 
X90X 
X90X 
x9oa 

*  •  •  • 

1903 
X90X 

X901 
X903 
1883 
X864 
1901 


183s 

X853 
X87X 

«  •  •  • 

X884 

•  •  •  • 

1900 
X877 


X863 
X869 

1874 
x86i 

187s 
1826 

1864 
1869 

1905 

x8o8 
x8o6 
1810 


1884 
x8ii 

189s 

X8X3 

x8ia 
1809 
X807 

1833 
x8xa 
1841 

•  •   •   B 

x8o7 

•  •  •  • 

X805 
x8o6 

•  •  •  • 

x8xx 

1849 
x8xx 

x8xo 


Naiuc  AMD  Location  07  Company. 


Spanish  Fikz  Insukance  Cos. 

^35-a^  Pesetas  eauid  £1  sterling.) 

La  Actividad,  Pamplona 

ElAlba,Gijon 

La  Alborada,  Vigo 

La  Allianza,  Santander 

La  Aseguradora  £^panola,  Sta  bru2 

La  Aurora,  Bilbao ^. 

La  Catalana.  Barcelona 

El  Dia,  Cartnagena 

La  Estrella,  Madrid 

La  Hispania,  Barcelona &. 

La  Mutua  Gene,  de  Seguros,Barcelona. . 

New  Fenix,  Madrid 

El  Norte,  San  Sebastian 

La  Polar,  Bilbao 

La  Positiva,  Murcia 

La  Prevision  Es^anola,  Sevilla 

La  Union  et  Fenix  Espanol,  Madrid 

La  Vasconia,  Pamplona 

Portuguese  Fire  Insurance  Co& 
UH  Milreis  equal  £1  sterling.) 
Nova  Cia de Seguros  Duero,  Oporto. . . . 

Cia  de  Seguros  Fidelidade,  Lisbon 

Cia  de  Seguros  Garantia,  Oporto 

Cia  de  Seguros  Indemnisadora,  Oporto. . 

Lloyd  Portuguez  (Re-Ins.),  Lisbon 

Portugal,  Lisbon «. 

Cia  de  Seguros  Previdencia,  Lisbon 

Sociedade  Portugueza,  Lisbon 

Tagus  Cia  de  S^uros,  Lisbon 

Swiss  Fire  Insurance  Cos. 

(35-95  Francs  equal  £t  sterling.) 

Basler,  Bale 

Basler  Ruck,  Bale 

Emmenthaler,  Biglen 

Helvetia,  St.  GaUen 

Prudentia,  Zurich r 

Schweiger  Mobiliar  Berne 

Schweizerische  Ruck.  Zurich r 

Schweizer  Allgem.,  Zurich a 

Schweizer  National,  Bale 

Cantonal  Societies. 

Canton  Zurich 

Canton,  Bern 

Canton,  Luzem 

Canton,  Uri 

Canton,  Schwyz 

Canton,  Unterwalden  obd  W 

Canton,  Unterwalden  nid  d.  W 

Canton,  Glarus  Buildings 

Canton,  Glarus  Furniture 

Canton,  Zug 

Canton,  Freibuig 

Canton,  Solothum 

Canton,  Bale  (Town) 

Canton,  Bale  (Countey) 

Canton,  Schanhausen 

Canton,  Appenzell  A-Rh 

Canton,  Appenzell  I-Rh 

Canton,  St.  Gallen 

Canton,  Graubunden 

Canton,  Aargau 

Canton,  Thurgau 

Canton,  Tessin 

Canton,  Waadt  Buildings 

Canton,  Waadt  Furniture 

Canton,  WaUis 

Canton,  Neuenbuxg 

Canton,  Genf 


Capital. 


Subscribed. 


Pesetas. 
a,575»ooo 

4f000,000 

4,000,000 
3,000,000 
5,000,000 

ao,ooo,ooo 
5,000,000 

10,000,000 

X0,000,000 

5,000,000 

Mut 

5,000,000 

5,000,000 

10,000,000 

a, 000,000 

500,000 

X  3,000,000 

500,000 

• 

Milreis. 
X, 000,000 
Xi344,ooo 
X, 000,000 
X, 000,000 

500,000 
1,600,000 
X, 000,000 

500,000 
x,aoo,ooo 

Francs, 

xo,ooo,ooo 

x,  500, 000 

Mut 

xo,ooo,ooo 

X,  500,000 

Mut 

8,000,000 

5,000,000 

5,000,000 

Mutual 

•  4 
«t 
4t 
(• 

•  « 

•  t 
*( 
«• 

•  • 
•I 
«• 
t4 
it 
44 
(( 
44 
4t 
44 
44 
44 
4t 
44 
44 
41 
<t 


Paid-up. 


Pesetas, 
496,000 
773,250 
400,000 

5,000,000 
4,000,000 
X, 3  50,000 
X,  1 66,000 

3,ooq,ooo 
ual 

500,000 
650,000 

X, 900,000 

500,000 

X  3,000,000 

350,000 

Milreis. 

X  00,000 
67,300 
60,000 

X  00,000 
501000 

330,000 
40,000 
50,000 

500,000 

Francs. 
3,000,000 
300,000 
ual 
3,000,000 

,  375»ooo 
ual 

3,000,000 

X, 000,000 

Xj0OO,OOO 

Mutual 
44 

<4 
44 
44 
44 
l< 
44 
44 
44 
44 
44 
ti 
44 
44 
44 
44 
44 
44 
44 
44 
44 
44 
11 
•  4 
4« 
14 


Net 
Pnmninu. 


Net 


Pesetas, 


309,646 
3,x  50,686 
7,130,163 

935.525 

593,xax 

73,439 
3,597,716 

369,663 

9,853,314 

443,494 

Milreis. 

*       4x,925 
345,392 

48,398 

3i,iao 
c      46,693 

58,943 
86,698 

Francs. 

3,153,136 
461,984 
148,385 

3,810,383 

3,398,387 
9,498,371 
11,501,974 
3,784,3" 
3,143,130 

947,807 

3,314,383 

431,107 


33,689 

44,934 
X  4,699 

30,359 
388,501 

384,363 

371,631 

156,337 
105,970 
101,503 


809,747 

537,679 
338,987 

1,147,654 
633,X34 

368,4^5 


Pesetas, 


141,958 
538.339 

4,563,776 
977.774 

363,980 

37.744 
3,464,355 

149,075 
5,864,655 

303,310 

Milreis, 

*        »4,555 
93,5»7 

1   '39,088 

xo,o96 
13,853 
39,987 
30,435 

Francs. 
3,1X3,644 
395,867 
139,53  X 
3,374,358 
1,656,850 
1,405,506 
8,391.035 

2,045,95» 
X, 805,896 


FundB 
Other  Tlian 
Share 
CapitaL 


Pesetas. 
X, 085, 800 


571,190 
3,077,660 

3,148,668 

737,8x3 

384,937 
105,8x9 

937,479 

461,596 
t   5,686,036 
148,907 

Milreis, 
56,000 
565,013 

X  68,000 

35,000 

73,o5X 

60,313 

333,834 

Francs. 

7,169,774 

941,390 

504,330 

8,981,700 

t  3,345,664 
7,663,s6x 

1x4,463,360 
4,303,448 

y  3,139,943 

4/>oo,ooo 

7.376.775 
8x9,xo6 


448,314 
3.936,358 

550,530 

393,333 

503,485 

1,030,634 

3,7x5,378 

903,894 
1,5x7,831 

4,081, X  38 
X, 534,083 

x,7x  7.603 


6,084,590 
3,533.47x 

43x,3i9 


xCompfled  from  tables  in  the  "National  Oekanom"of  Vienna.  'Figures  for  1007.  a  For 

d  Including  M.1,336,765  life  funds.  r  All  branches  except  life.  x  Re-lnsunnces  not    deducted 

premiums  oikI  lost  reserves  of  fire  branch.        X  Amounts  include  figures  belonging  to  other  branches. 


all  branches, 
7  Only 


FOREIGN   COMPANIES'   RECEIPTS  AND  REMITTANCES. 


471 


Foreign  Companies'  Net  Receipts  From  and  Re- 
mittances TO  Home  Offices,  1905-1909. 

Below  will  be  foand  the  net  amounts  received  from  ( +)  or  remitted  to  ( — )  their  home  offices  by  the 
United  States  branches  of  the  respective  foreign  fire  and  marine  insurance  companies  during  the  last  five 
years: 


Naux  of  Company. 


Pitt  CompattUs. 

Aachen  and  Munich,  Aiz  la-Cbapelle.. 

Atlas,  London 

British  America,  Toronto 

Caledonian,  Edinburgh 

Cologne  Reinsnranoe.  Cologne 

Commercial  Union,  London 

First  Russian,  St.  Petersburg 

Hamburg-Bremen,  Hamburg 

Jakor.  Moscow 

Law  Union  and  Rock,  London 

Liverpool  ft  London  ft  Globe,  Liverp'l. 

London  Assurance  (Fire)  London 

London  and  Lancasnire,  Liverpool. . . . 

Moscow  Fire,  Moscow 

Munich  Reinsurance,  Munich 

New  Zealand,  Auddand 

North  British  &  Mercantile,  London. . . 

Northern,  London 

Norwich  Union,  Norwich, 

Palatine,  London 

Phoenix,  London 

Prussian  National,  Stettin 

Rossia,  St.  Petersburg........ 

Rcyal,  Liverpool 

Rojral  Exchange,  London 

Russian  Reinsurance,  St.  Petersburg. . . 

Salamandra,  St.  Petersburg 

Scottish  Union  ft  National^  Edinburg. . 

Skandia,  Stockholm 

Sovereign  Fire,  Toronto 

State  Fire,  Liverpool 

Sun,  London 

Svcau  Gothenburg 

Union,  London 

Western,  Toronto 


Totals,  Vm  Companies. 


Marine  Companus, 

British  ft  Foreign,  Liverpool. 

Fonciere,  Paris. 

General,  Dresden 

Indemni^  Mutual,  London... 
London  Assoranoe,  London. . 

Mannheim,  Mannheim 

Marine,  London 

Maritime,  Liverpool 

Ocean,  London 

Rdiance,  Liverpool 

Sea,  Liverpool 

Standard,  Liverpool 

Switzeriand  General,  Zurich. . 
Thames  ft  Mersey,  Liverpool 

Union,  Liverpool 

Yang  Tsse,  Shanghai 


Totals,  Marine  Companies. 


Grand  Totals,  Fire  and  Marine  Co.'s. 


X909. 


—5.055 

— 390.743 

— 70,S»7 

— a30.997 

-222,^3 

—633,733 
— 180.0CO 

—11,159 


X908. 


-85.579 
—1,452,146 

—243,614 

—493,871 

—300,650 

—434.130 

—163.577 
—65,451 

—539.125 
— za6.8i6 

—99.795 

— ZXO.Z38 

—926 

—434,283 
—1,307,839 

— X73.469 

— IOS.93I 
—430,000 

-591.831 

—156,388 

-47.804 

—25.180 

— 4P5,03i 

+a,2s6 

+353.663 

—72.565 

—9.038,854 


—312.571 
—6,617 

—88,409 

—167,939 

—181.556 

— 123.304 

—301,817 

+  8,633 

—34,710 

—46,935 

—81,570 

+  8,9X6 

—19.473 
—308,414 

—21,452 
—17,017 

—1,683.135 

—10.731.979 


+  1,201 
—315,388 

+57.293 
—186,537 

—72,303 
—651.339 
—197,768 

— SS.27O 
+543.750 

—50,840 

—1,171,604 

—390.78s 

—40.198 
—100.750 
—  351,070 

—83,339 
—1,347,017 

—368,173 
+43,410 

-155.591 
—199.560 
—148.696 

-433.775 

—1.931,727 
—143,680 

—268,373 

—360,000 

— 33,643 

-131.392 


—9.134 
+5,707 


+  72,326 
—8.761,97s 


+  760,128 
+  2,311 

+33,668 

— IOO,3I8 

+5^.965 

+8,908 

— 10Z.380 

—4,000 

—41.332 
—19.593 
—76,969 
+343.756 
+47.024 

—48,478 
—24.347 

— 19,080 

1.194.637 


.567.338 


1907. 


$ 

+30,649 

—234,600 

+73.113 
—237.475 

—75.017 
—510,663 

+585,942 

—131.475 


— 101,706 

—1,387,364 
—^.376 

—054.476 

—250,000 

-237.677 
—218,757 

—602.457 
— axo.335 

—348.433 
— 267,973 

—253,073 
—50,500 
—99.580 

—575.614 

—323.773 

+533.070 

^100,000 
-«),598 

—14,234 


—21,373 
—164,634 

—34,850 


+39.478 
—6,369,570 


—200,423 
+210,737 

—48.275 

-90,575 

+2,544 

-21,790 

—125,727 


—17,8^ 

+57.494 
+187.014 

+4.505 
+  134,700 

—33.642 


+  124.397 


—6,145.373 


X906. 


+3.949,030 
+  x,464,924 

+855.593 
+3,136,748 

— 176,330 

+3,398,438 


•+2,731.746 


+1.343.652 
+3,0x8.614 
+4.175.803 

+3.199,931 
+  100,000 

+873,938 
+  1,594,796 
+2,257.495 
+1,850.783 
+  1,094,633 

+  1,770,075 

+  1,847.795 
+800.083 

+88x,337 

+4.106,197 

+3,041.064 


— 6jL8 
+471,781 

+1,006,630 

+3,004,803 

1.273.638 


+1,391,859 


+49.263,396 


—374.285 


—26,043 
-209,371 
— 140,820 

—60,460 

—257.275 


+42,256 

—44.223 

—251.337 

—171.765 

—70,814 

—215,076 

—111,770 


—1.679.931 
+47.583.465 


1905. 


—3.916 
-73,856 

-23,636 

— x6x,j43 

—5,073 

-636.848 


—31.552 


—72,256 
"X.367,080 
—358.808 

—305,003 


— 119.14X 
— 53.48X 
—835,908 
—557.428 
—274.356 

—52,939 
—10,707 


+xx,04S 

■1.099.734 
+  166.810 


— X5o,ooo 

—1.333 
—203.494 


+37.82X 

—504.014 

—33.035 


—114.558 
-6.611,501 


—144,434 


—49.131 
—108,914 

-47,726 

— 23.313 

-300.374 


—11.383 

—27.398 

—109.934 

—3.451 


+8,666 
+61,639 


—481.776 
—7.093.277 
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NOTABLE    CONFLAGRATIONS   IN    THE    WORLD'S  HISTORY. 


Notable  Conflagrations  in  the  World's  History. 

Even  before  men  began  to  congregate  and  build  cities,  there  existed  the  danger  of  prairie  and 
forest  fires;  but  these,  except  in  a  minor  way,  were  not  especially  destructive  of  other  property.  When 
cities  had  been  built  and  many  thousands  of  people  came  to  be  housed  within  a  small  area,  the  danger 
of  fire  and  its  capacity  for  doing  harm  to  men  and  their  property  were  greatly  augmented;  and  as  cities 
increased  in  sixe,  the  fire  hazard  and  the  accumulated  values  subject  to  destruction  were  both  corre- 
spondingly multiplied.  During  the  last  four  thousand  years  many  cities  have  been  swept  by  fire,  some 
of  them  several  times ;  and  some  have  been  practically  obliterated.  Below  will  be  found  a  list,  compiled 
from  various  sources,  of  some  of  the  more  important  fires  of  history,  comprising  those  most  notable 
because  of  the  values  or  lives  destroyed,  or  for  some  peculiar  reason: 


Ykas.           Location. 

Ybak. 

Location. 

Year.           Location. 

Ybak.           Location. 

B.C. 

A.D. 

A.D. 

A.D. 

1807    Sodom  and  Gomorrah 

1200 

Westminster 

1776    St.  Kitts 

1845    New  Yori^ 

1400    Jerusalem 
1141    Epbesus 

1821 

Geneva 

1776    New  York 

1846    St.  Johns,  N.  F.     : 

1827 

Munich 

1777    New  Orleans 

1846    Albany 
1848    Orel.  Rusna 

586    Jerasalem 
480    Platca 

1888 

Geneva 

1778    Charleston 

1840 

Newcastle-upon*Tyne 

1778    New  York 

1848    Constantinople 

470    Athens 

1885 

Edinburgh 

1778    Constantinople 

1848    Albany.  N.  Y. 

800    Rome 

1888 

Dunkirk 

1780    St.  Petersburg 

1840    St.  Louis                  < 

241    Rome 
215    Rome    • 

1401 
1405 

Edinburgh 
Berne 

1780    St.  Peteisbuig 
1782    Constantinople 

1851    San  Frandaco 
1851    San  Frsnciaoo 

212    Rome 

1405 

Brussels 

1782    Constantinople 

1858    Montreal 

146    Corinth 

1430 

Geneva 

1784    Port-au-Prince 

1858    Sacramento  Qty 

50    Rome 

1471 

Chester 

1784    Bzest 

1858    Constantinople 

48    Alenndria 

1401 

Dresden 

1784    Constantinople 

1854    Gateshead 

18-14    Rome 

1507 

Norwich 

1784    Rokitan,  Bohemia 

1858    Astrakan 

12    Rome 

1512 

Brest 

1700    CariacTona 

1858    Valpazaiso 
1858    AuckUnd 

1542 

Edinburgh 

1701    Constantinople 

A.D. 

1544 

Edinburgh 

1702    Constantinople 

1850    Key  West 

50    LjFons 

1570 

Moscow 

1708    Archangel 

1850    St.  Louis 

64    Rome 

1576 

1704    Copenhagen 

1850    Conatantinople 

70    Jerusalem 
80    Rome 
154    Rome 

1612 

Coric 

1704    Wapping,  London 

1860    BartMtdoes 

1681 
1688 

Magdebuig 
Constantinople 

1705    Copoihagen 
1705    Constantinople 

1861    Mendoza,  S.  A. 
1861    Limoges 

154    Antioch 

1656 

Teddo 
London 

1706    Smyrna 

1861    London 

188    Rome 

1666 

1706    Barbadoes 

1861    Charleston 

107    Lyons 

1667 

Archangel 

1706    Baltimoce 

1862    Enschcde,  Holland 

260    Bordeaux 
278    Alettndria 

1675 
1676 

Northampton 
Southwaric 

1707  Scutari 

1708  Wihnmgton            ' 

1862    Troy 

1862    St.  Petersburg 

803    Constantinople 

1682 

Wapping,  London 

1700    Peru 

1862    Marseilles 

465    Constantin^ 

1680 

Prague 

1700    Constantinople 

1862    Constantinople 

582    Constantincmle 

1602 

Salem 

1700    Manila 

1863    Monastir 

558    Psris 

1604 

W;arwick 

1802    Uverpool 

1864    Geargetown 

640    Alenndria 

1604 

Chacon 

1808    Bombay 

1864    Hankow 

667    Rochester 

1700 

1805    St.  Thomas 

1865    Poct-ao-Princs 

741    York  Minster 

1702 

Bergen 

1808    Spanish  Tn,  Trinidad 

1866    New  York 

781    Constantim^ 

1728 

Copenhagen 

1811    Smyrna 

1865    Constantinople 

708    London 

1720 

Constantmople 

1812    Moscow 

1866    Manfla 

802-7    Constantinople 
807    PeterbofOttgb 

1781 

Baireuth 

1814    Rangoon 

1866    London 

1786 

Peasmore 

1816  Constantinople 

1817  Pt.  Louis,  Mauritius 

1818  Constantinople 

1866    Portland,  Me.      V 

808    London 
017    Cordova 

1787 
1787 

Moscow 

1866    Quebec 
1866    Yokohama 

078    Cork 

1787 

Jaroslaw 
Martinique 

1820    Canton 

1868    Albany.  N.  Y.     ^, 

082    London 

1788 

1820    Savannah,  Ga. 

1868    Chaxieston,  S.  C. 

1004    Norwich 

1742 

Smyrna 

1820    Paris 

1860    Philadelplua 

1010    Northhampton 

1744 

Brest 

1820    Port-au-Prince 

1870    Constantinople 
1870    Sam-Sun,  Turkey 

1018    Cork 

1745 

Constantinople 

1821    Paramaribo 

1060    Yoik 

1748 

Moscow 

1822    Canton 

1870    Chicago 

1086    London 

1740 

Constantinople 

1824    Cairo 

1871    Chicago 

1087    London 

11750 

Constantinople 

1825    New  Brunswick 

1872    Constantinople 

1002    London 

1750 

Moscow 

1826    St.  Johns,  N.  F. 

1872    Boston 

1102    Winchester 

1751 

Constantinople 

1826    Constantinople 

1878    Alexandra  Palace. 

1106    Venice 

1752 

Moscow 

1827    Abo,  Fmland 

London 

1118    Mons  i 

1758 

Smyrna 

1831    Constanthiople 

1878    Havana 

1118    WoKester 

1753 

Archangel 

1831    Bristol 

1874    Constantinople 

1116    Bath 

1756 

Berghen 

1881    St.  Thomas,  W.  I. 

1874    Pimlico,  London 

1118    Nantes 

1756 

Constantinople 

1888    MsniU 

1874    Chicago 

1128    Lincofai 

1758 

Savannah 

1888    C^mstantinople 

1875    Oshkosh 

1180    Rochester 

1750 

Salonica 

1834    Houses  of  Parliament, 

1875    Virginia  Qty 

1185    London 

1760 

Boston 

London 

1875  IquiQue 

1876  St.  John's 

1187    York 

1764 

Lisbon 

1885    New  Yorit 

1187    Bath 

1764 

Konigsberg 

1836    Constantinople 

1876    Soderhamn,  Sweden 

1140    Nottingham 

1765 
1760 

Belgrade 
Konigsberg 

1887    Surat 

1887    St.  Petersburg 

1876    Qudwc 

1171    Canteiiury 

1876    St.  Hyadnth 
ISn    St.  JcSm,  N.  B. 

1171    Cairo 

1760 

Constentinople 

1887    Naples 

1180    Carlisle 

1760 

St.  John's 

1888    Charlrstown 

1877    Pittsburg 

1100    Dublin 

1771 

Constantinople 

1880    New  York 

1870    lAixttk,  Siberia 

1208    Constantinople 

1771 

St.  Petersburg 

1841    Smyrna 

1870    New  York 

1204    DoDcaster 

1772 

Smyrna 

1842    Hamburg 
1842    Uverpool 

1870    Boston 

1215    Bruges 
1288    Dnhlfai 

1778 

Moscow 

1882    Kingsten,  Jamaica 

m5 

Limehouse 

1845    Qudbec 
1845    Smyrna 

1882    Cokndo        ^     ^ 

1802    Carlisle 

ITTB 

St.  Geofge 

1882    Wood  Stiecc  London 
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NOTABLE  CONFLAGRATIONS  IN  THE  WORLD'S  HISTORY— Continued. 


YxAK.           Locatiop. 

Yeak.           Location. 

Ykax.           Location. 

Ybab.           Location. 

A.D. 

A.D. 

A.D. 

A.D. 

1888    Vienna 

1892    New  Orleans 

1900    Bayonne 

1900    WelUngton.  N.  Z. 

1884    BAyBwaler«  London 

1898    Tokio 

1900    Otuwa-Hull,  Canada 

1907    Iquique,  Chile 

1885    Aspcnwa]] 

1892    Milwaukee 

1901    JacksouTille 

1907  Kingitoa.  Jamaica 

1908  CheEKa^kak 

1887    Paris 

1892    St.  Johns,  N.  F. 

1901    Antwerp 

1887    Exeter,  England 

1898    Boston 

1901    Montreal 

1908    Chishohn,  Minn.,  etc. 

1888    Sondsvall 

1894    Shanghai 

1902    Palerson 

190S    Port-au-Prince,  Hayti 

1889    Seattle 

1894    Canton,  China 

1902    Waterbury 

1908    Paris,  France 

1880    New  Yofk 

1890    Guayaquil 

1904    Balthnore 

1908    El  Ofo.  Mexico 

1889    Spokane 

1897    Melbourne 

1904    Aeahuxd,  Norway 

1908    RostOT-on-Don.RusBia 

1889    Boston 

1897    London 

1904    Toronto 

1909    Acapuloo,  Mexico 
1909    Osaka,  Japan 
1909    Valdiva,  (Sile 

1889    Lynn 

1897    London 

1904    Halifax 

1890    Foft  de  France, 

1897    Paris 

1904    Rochester 

Martinique 

1896    Niini-Novgorod 

1906    New  Orleans 

1909    London,  England 

1800    STdney 
1893    New  Orleans 

1899  PUladdpUa 

1900  Hoboken 

1006    San  Frsndsco 
1900    Valpaimiso,  Chile 

- 

Fire  Insurance  in  California  for  Twenty-Four 

Years. 


Below  will  be  found  a  tabulation  showing  the  premiums  received,  losses  incurred 
estimated  expenses  and  approximate  trade  profits  of  the  stock  fire  insurance  companies 
(in  the  aggregate)  on  their  California  business  in  each  of  the  last  twenty-four  years: 


Yeab. 


1909 

1908 

1907 

1906 

190S 

X904 

19S>3 

1909 

Z901 

looo 

"99 

X898 

1897 

1896 

1895 

1894 

i»93 

1893 

1891 

>2? 

1889 

1888 

1887 

1886 

Totab,  94  yean 


Premiums 
Received. 


$ 
15.165,838 
14.S37.608 
16,108  837 
13,728,052 
zo.338,591 
zo.163.^ 
8,a53,676 

7.339.984 

7,5aa,4oa 
5.795.506 
5,423,977 
6.653.363 
4,767,019 

3,817.317 
4.704.584 
6,336,735 
6,780,453 
6,975.185 

6,731,488 
6.3C^,3»4 

6.158,755 
6,087,04a 

6.383.731 

5.185,773 

191. 239.969 


Incurred. 


$ 

4.830.091 
4.534.808 
3.368,809 
175,110,480 
4,018,366 
3.723,983 
4,316.764 
a.805,008 

3,387,171 
3,430,343 
3,624,539 
3.578.178 
a.637.707 

a.645.397 
3,850,673 
2.815,^ 
2,667,160 
2,715.820 

a.433.38a 

2,753.396 
2,573,002 

3.<H9.43i 
2.^17,092 

a.054.371 

g45.9a9.5a4 
— L/on. 


Ratio  of 

Losses  to 

Premiums. 


% 
31.8 
31a 
20.9 

1.275-3 

52.3 
38.2 

317 
41.9 

482 

53-7 

55-3 

69.2 
60.6 

44-4 
39-3 
38.9 

36.2 

43-6 
40.8 
51.8 

37.9 
5»-2 

Z28.6 


Expenses,  Esti- 
mated at  88^ 
Per  Cent  of 
Premiums. 


$ 
5.055.279 
4.845.869 
5,369,612 

4.5A017 
3,442,864 

3.387813 
2,750.892 
2,446,661 

2,507,467 

I.931.835 
1,807.426 

2.217,788 

1,589,006 

1.272,439 
1.568,194 

2,112,245 

2,260.151 

2,325,062 

2,240,496 
2,101,108 
2,052,918 
2,029.014 
2,127,907 
1,7^8,591 


Approximate 
Trade  Profits. 


63,746,652 


$ 

5,290,468 

5.156.OT 
7.370,326 
—165.058,245 
2,867,461 
3,052,644 
1,185.020 
2,088,315 

2.637,764 

1.433.429 
990.319 
857.397 
540,306 

—100^5x9 

285,718 

1,^.8x8 

1,853,142 

1.934.303 

2.047,610 
1,448.820 

1.533.835 
1,008,597 

x,838.799 

802.810 

—118.436,207 
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FIRE  BUSINESS   OF  BRITISH   COMPANIES   IN  1900. 


Fire    Insurance    Business    of    British    and    Irish 

Companies  in  1909. 

(Compiled  from  "Post  Magaane  and  Insurance  Monitor,*  of  London,  Eng.) 


Company. 


Abstainers  and  General 

Alliance 

Angio-Scottish  be 

Atlas 

Baptist  i 

Bolton  Cotton  Trade  e 

British  Crown  c 

British  Equitable  / 

British  General 

British  Law  k 

Caledonian 

Century 

City  Equitable 

City  of  London  Re-insurance  ;'.... 

Cornmercial  Union. 

Congregational  k 

Consolidated  / 

Co-operative 

Comihill 

Ecclesiastical  en 

Empire  Guarantee  o 

Essex  and  Suffolk  Eouitable 

Fine  Art  and  General  k 

General  Accident,  Fire  and  Life. . 

Glasgow  Assurance  q 

Hearts  ci  Oak  life  and  General  o. 

Hibernian  s 

Irish  Catholic  Church  Property. . . 

Law  Union  and  Rock 

Legale 

Liverpool  and  London  and  Globe. 

London  Assurance 

London  and  Lancashire  Fire 

Morley  Mutual  w 

National  British  and  Irish  Millers  o 

National  General  c 

National  of  Great  Britain  c 

National  Provincial  Ins.  Corpn.  e 
North  British  and  Mercantile.. . . 

North  Western 

Northern 

Norwich  Union 

Phonix 

Presbjrterian  Church  m  Ireland  p 

Primitive  Methodist  aa 

Provincial 

Royal  Exchange 

Royal  London  Mutual 

Royal  Scottish 

Scottish  Sprinkler 

Scottish  Union  and  National 

State 

Sun. 


United  Counties  cad 

United  London  and  Scottish,  c. 
Welsh  Calvinistic  Methodist  ad. 
Wealeyan  Methodist  Tnist  k., . . 

West  of  Scodand 

Yorkshire 


1,225 
1,817,364 
7,037 
1,045,334 
1,600 
17,066 
96,017 
12,667 
8.547 
07,495 
435,803 
22,409 
»20,448 
0,550 
3.016,161 
2,953 
118,953 
36.023 
m21,661 
53,636 
2,491 
80.112 
110,850 
118.294 
27,586 
15,603 
9,430 
4,373 
231,988 
77,415 
2,663,451 
660,936 
1,480,577 
4,137 
147,596 
209.201 
57,402 
33,085 
2,192,665 
61,466 
1,228,702 
1,076,636 
1,386,645 
637 
3,425 
14,203 
769,621 
5,823 
10,321 
3,540 
603,689 
178.934 
1,477.935 
26,573 
61.884 
1.052 
0.705 
29.745 
276,259 


315 

524,671 

1,175 

617,917 

4 

1,633 

46,919 

5,716 

3,492 

85,373 

205,009 

13,071 

4,980 

2,601 

1,432,561 

1.637 

70.462 

10,777 

18,604 

1,176 

29,830 

54,195 

58,914 

5,530 

5,183 

2,980 

196 

94.224 

17.308 

1,807.354 

269,052 

750,061 

178 

74,647 

85,310 

17,226 

18,555 

1,096,207 

31,734 

613,645 

589.545 

704,227 

27 

4,418 

4.711 

417,481 

1,450 

4,448 

875 

840,221 

99,611 

679,805 

5,887 

24,381 

27 

7. 

18.807 

188.823 


Commib 
sion  and 

Other 
JSxpenses. 


^^648 

a495.089 

4,408 

883.936 

1,009 

1,175 

/45,598 

4,437 

8,419 

50,130 

159,700 

8,826 

6.588 

3,119 

1,066,074 

1,025 

30,785 

12,608 

478 

706 

1,007 

33,240 

36,900 

51.904 

8,760 

7.051 

4,865 

877 

85,370 

«38,381 

933,376 

244,884 

v515,879 

800 

«37,774 

81,156 

21,601 

sl0,882 

754,028 

19.649 

464.838 

884,841 

521,836 

97 

508 

6,107 

281,537 

2,816 

0510,869 

2.638 

0246.497 

66.921 

545.559 

10.207 

29,444 

227 

717 

10,898 
104,702 


RZSERVXS. 


Fire 
Fund. 


1,096 
2,100,000 

848,61^ 

188,973 

19,009 

2,849 

260. 

248.545 

63,868 

9,145 

4.169 

2.810,725 

59,26(i 

92.110 

15,712 

114,577 

880 

130.996 

185,000 

47,318 

18. 

f9,026 

11,64J 

285,000 

36. 

1,200,000 

520,000 

595,000 

28,457 

77,072 

86, 

96, 

2,427,066 

40.322 

1,614,351 

916,834 

1,450,000 

5,673 

35.254 

5,680 

811,200 

2.829 

1. 

346,845 

59,645 

2,091,174 

o«ll, 

20, 

18. 

4,854 

31,898 

110,504 


General 
Funds.* 


755 
837 
167 

305 


1,420 
671,761 


53,000 


2,005 
2,176 

86.703 
5,000 


709 


268,610 


807 
17.700 

67,177 


7,072 
22,584 
193,986 
746 

rl,689 
807 

2,000 
258.729 
142 

2,672,891 

589,575 

1,177,106 


069 
510 
400 
1,031,914 

•  ••»•• 

817,251 

55,000 

278,415 


20,010 
268,780 
68.825 
611 
764 
464,585 
40.528 
400,747 
361 
880 
234 

92,986 

27,600 

421,284 


PXXCENTAGE  TO 
PREMXTTMS. 


Of 

Losses. 


7 
.5 
.2 
.5 
4 
1 


25.7 
39.8 
16. 
49. 

0. 

9. 
49. 
45. 
40.8 
36.8 
47.0 
58.1 
24.3 
27.2 
47. 
55. 
59. 
29. 
85. 


Of  Ex- 


.5 
.4 
.2 
9 
.9 


47.2 
87.2 
48.9 
49.8 
20.0 
83.2 
81.6 

4.5 
40.6 
22.3 
49.1 
40.7 
60.7 

4.3 
50.6 
40.8 
30.0 


55 


0/46.6 
37.6 
62.5 
36.7 
62.7 
6.9 
48.0 
Z5 
40 
51 
36 
87 
32 
82.6 
35.4 


34 
25 
35 
2. 
I 

40. 
41. 
38. 
43. 
81 


7 
.9 
0 
2 

4 

5 
8 
9 
8 


.0 
.0 


39 
50 
51 
49 
54 
50.8 

4.2 
129.0 
38.2 
54.2 
24 
43 
10.6 
49.0 
55 
46 
22 
89 

2 


.4 
.4 


9 
1 


.7 
.0 
.1 
.4 
.6 


63.2 
50.1 


79 


45.2 
61.0 
20.0 
86.8 
49.6 
85. 
87. 
84.8 
7.2 
25.6 
88.8 
87.6 
30. 
34 

32.0 
87.8 
85.7 
37.6 
15.2 
14.8 
43.0 
86.6 
89.8 

oe52.7 
74.8 
85. 
87. 
36. 
38. 
47. 
21 

.5 
86. 
37. 


5 
.4 

.9 
.4 

,6 
.6 

6 
.9 


Paid-up 
Capital. 


ji760 
1.000,000 
21,635 
264,000 
2,360 
12.574 
60,000 
30,000 
36.000 
1501000 
107.500 
35.000 
10.000 
9.027 
296.000 
2,000 
63,450 
10.403 
5,000 
25,000 
61.553 
50,000 
37,000 
215,734 
34,357 
r83,281 
21,200 
20,000 
165,000 
100,000 
245,640 
448,275 
264,126 
12,125 
62,246 
48,681 
50,000 
15,782 
1,212,500 
20,000 
300,000 
182,000 
840.310 
2,000 
50 
90,000 
689,220 
Mutual 
30,000 
5,007 
300.000 
70.000 
120.000 
30,084 
25,696 
483 
1.250 
35.000 
75.657 


*  Comprises  balance  of  i»ofit  and  loss  account,  and  other  funds  not  specially  ear-marked  for  a  particular  department. 
a  Includes  contributions  to  fire  brigades.  5  Nine  and  one^half  months  to  31st  December,  1909.  c  Lidudes  accident  busi- 
neas.  oYear  ending  18th  May,  l909.  Includes  employers'  liabflitv  business.  eYear  ending  24th  June,  1909.  /Ex- 
clusive of  ;£1,881  written  off  oiganization  account,  etc.  g  Year  endmg  31st  January,  1910.  Indudea  accident  and  ''geocral " 
figures,  but  not  employers'  liability.  A»"Fire  and  general"  figures,  but  excluding  employers'  liability.  tAll  but  /434 
derived  from  re-insurance.  /Fourteen  months  endmg  30th  September,  1909.  A  Year  ending  15th  July,  1909.^  /*Tire 
and  general"  fisiires.  Re-insurance.  •%  Net  of  commission,  n  Year  ending  28th  February,  1910.  0  Year  ending  SOth 
June,  1909.  ^  Year  ending  15th  March,  1910.  «  Ten  and  one-half  months  ending  30th  June,  1909.  Inchides  accident 
figures,  r  All  expended  in  establishment  of  business,  s  Nineteen  months  ending  31st  December,  1909.  Fire  and  general 
figures,  t  Includes  accident  and  loss  of  profits  business.  •<  Exclusive  ol  £5,5w  oiganization,  etc.,  expenses  written  off. 
V  Income  tax  included,  w  Two  half-yearly  accounts  to  24th  December,  1909,  combined,  x  Excluding  £^,M0  purchase 
of  business  account  written  off.  y  Includes  burglary  and  other  expenses.  ^Exclusive  of  £4,269  carried  to  establishment, 
etc.,  account.  00  Year  ending  1st  March,  1910.  o5  Accident  expenses  included,  oc  Accident  premkuns  (£10,811) 
faiduded  in  calculatmg  percentage.  oJYear  ending  31st  March,  IvlO.  o«  Subject  to  outstanding  claims.  o/Buq^ry 
and  other  premiums  included  in  calculating  percentage. 
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Insurance  in  Foreign  Countries. 

Compiled  £rom  conralar  reports  ipcciftlly  fnmithcd  The  Spectator  Company  hy  United  States  coniols 

in  the  coontries  named»  and  Irom  other  soorcetb 

ARGENTINE  REPUBLIC 
The  following  is  a  partial  list  of  the  domestic  companies  operating  in  the 
Republic  together  with  some  information  concerning  them : 


Namb  and  Location  of 
Company. 


Alemaiw 

Anroia 

America,  Buenos  Ayres. 

Ceres,  Buenos  Ajses 

El  Comercio 

£1  Fe&iz  Argentine,  Buenos  Ayres. 

La  Argentina,  Buenos  Arres 

La  Aseguradora  E^panofa 

La  Baku  Blanca 

La  Buenos  Ayres,  Buenos  Ayres. . . 

La  Economia  Comercial 

La  EstreDa,  Buenos  Ayres 

La  Franco-Argentina,  Buenos  Ayres 

La  Franoo-Platense 

La  Hispano,  Argentina. 

La  Imperial,  Buenos  Ayres 

La  Inmobiliaria,  Buenos  Ayres. .... 

La  Italia,  Buenos  Ayres 

La  Positiva,  Buenos  Ayres 

La  Previsora. 


La  Republica. 

La  Rosario,  Diego  O. 


LeBas.. 


La  Rural,  Buenos  Ayres.. 
LaUnion  GremaU 


La  Union  Mercantfl,  Buenos  Ajrres 
L'Union 


Sod  America,  Rosaiio. 


Manager  or  Agent's  Name 
in  Buenoa  Ayres. 


Hdne  ft  Vidal. 
A.  PSacglo.... 
Josue  Moreno.. 
Heine  ft  VMl. 
W.  S.  Etchart. 


R.  F.  Gonsales  . . 
Ra&el  Escrina. . . 

J.  Gorina 

Thomas  Bohigas. 

M.  r«unez 

Josue  Moreno.... 
J.  Cadot 


J.  G.  Llamazares 

M.  GonsalTcs 

Bt»  vjenTiu •.•*..•**.... 

David  OUvari 

Eduardo  Castex 

Carlos  Casares 

Aug.  Canessa 

Junor  ft  Bradley,  Bue- 
nos Ayres 

J.  Hosmann 

J.  A.  Montes 

G.  E.  Junor 

£.  Lalaae 

Agent  in  Buenos  Ayres, 
T.  Manaldi 


Year 

Founded. 


X887 


x886 

•  •  «  • 

1865 


1893 


x888 


Subacribed 
Capital. 


$1,000,000 
3,000,000 
z, 000,000 
1,108,500 


5,000,000 
1,000,000 
3,000,000 
2,000,000 
1.500,000 
1.500^000 

S,00O,00O 
600,000 

3,000,000 
600,000 

1,000,000 

500,000 
z,  000,000 

300,000 

z, 000, 000 

500,000 

z, 000,000 


3,000,000 


Paid'up 
Capital. 


$155,000 
600,000 

560,000 


z  ,000,000 
500,000 
750.000 

360,000 

z,5oo.ooo 

150,000 

700,000 
340,000 

z,5oo,ooo 
300,000 

z, 000,000 
500,000 
300,000 


300,000 
300,000 


Classes  of 
Busia4 


Mar. 

Fire 

Fire,  Mar. 
Fire 
F.M.ftL. 

Fire,  Ufe 
Fire,  Mar. 
F.,M.ftL. 
Fire,  Mar. 
F.,M.ftL. 
Fire,Mar. 
Fire.  Life 
Fire 
Fire 
Fire 

Fire,  Mar. 
Fire,Mar. 
Fire,  Life 
Fire,  Life 
Fire,  Ace 

Fire.  Mar. 
Hail 

Fire,  Aoc. 
Fire 
Fire,  Mar. 

Fire,  Mar. 


ALGERIA. 
There  is  only  one  domestic  company  doing  a  fire  business  in  Algiers,  the  Afrique-Fran- 
caxse.    Being  a  French  colony,  the  statutes  covering  insurance  in  Algeria  are  the  same  as 
obtain  in  France. 

BAHAMA  ISLANDS. 
The  Nassau  Fire  and  Marine  Insurance  Company,  located  at  Nassau,  N.  P.,  is  the 
only  local  company  in  the  Bahamas.    It  has  a  capital  of  £25,000,  with  small  assets  in 
addition,  and  does  a  profitable  business. 

BARBADOS,  WEST  INDIES. 
The  statement  of  the  Barbados  Fire  Insurance  Company,  capital  $144,000,  for  the  year 
ending  July  31,  1907,  shows  as  follows:  Total  receipts,  $24,008;  premium  receipts,  $24,003; 
total  expenditures,  $11,008,  as  follows:  Management,  $4940;  losses  paid,  $1432;  other  ex- 
penses>-  $316 ;  dividend,  $4320,  or  three  per  cent  of  the  capital  stock ;  total  assets,  $374,144. 
A  new  company,  called  The  Economic  Fire,  was  incorporated  June  15,  1906.  Its  financial 
statement  as  of  June  30,  1907,  showed;  paid  up  capital,  $20,000;  total  receipts,  $5810; 
premium  receipts,  $5079;  total  expenditures,  $292;  total  assets,  $23,716. 

BERMUDA 
There  is  one  domestic  company  transacting  business  in  Bermuda,  the  Bermuda  Fire  and 
Marine,  established  in  1903. 

BRITISH  GUIANA. 
There  are  two  domestic  fire  insurance  companies  in  Georgetown,  British  Guiana, 
The  British  Guiana  Mutual  Fire,  Limited,  and  the  Hand-in-Hand  Mutual  Guarantee  Fire, 
limited. 

The  following  is  a  statement  of  each  company  as  of  June  30,  1909:    British  Guiana, 
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assets,  $790,326;  premiums,  $68,166;  losses,  $2,550.  Hand-in-Hand  assets,  $1,533,704;  pre- 
miums, $121,669;  losses,  $1,989.  The  British  Guiana  Mutual  has  power  to  insure  property 
outside  of  the  colony,  and  also  to  effect  and  take  reinsurance. 

BRAZIL. 

Below  will  be  found  a  list  of  Brazilian  fire  and  marine  insurance  companies  showing 
their-respective  subscribed  and  paid-up  capital : 


Namk  and  Locatiok  or 
Company. 


Vera  Cruz,  Rio  Janeiro 

Confianca,  Rio  Janeiro 

Argos  Flumioense,  Rio  Janeiro 

Nadonal,  Rio  Janeiro 

Oarantie,  Rio  Janeiro 

Preridente,  Rio  Janeiro 

Indemnisadoia,  Rio  Janeiro.. 
Uoiao  dos  Proprietarios,  Rio 

Janeiro 

Interfrridade,  Rio  Janeiro 

Uoyd  Americano,  Pemambuco 

Gend,  Pemambuco 

Profiperidadc,  Rio  Janeiro. . . . 

Vigflancia,  Rio  Janeiro 

Brazil,  Rio  Janeiro 

Indemnisadora.  Rio  Janeiro. . 

Minerva,  Rio  Janeiro 

Peloteose,  Rio  Grande  do  Sul. 


Capital 
Sttbwaribed, 


*  Milreis. 
2,000,000 
a,ooo,ooo 
3,000,000 
Motual. 
3,500,000 
3,500,000 
1,000,000 

500,000 
3,000,000 
1,000,000 
1,000,000 
3,000,000 
3,000,000 
3,000,000 
1.000,000 
3,000,000 
3,000,000 


Capital 
Paid  up. 


Milreis. 
500,000 
500,000 

1, 300,000 

Mutual. 

500,000 
1,000,000 

400,000 

350,000 
500,000 
350,000 
360,000 
360,330 
341,380 

300,000 

•    •••    •    9*^ 

300,000 
350,000 


Nams  and  Location  op 
Company. 


Rio  Grandense,  Rio  Grande 
do  Sul 

AUianca,  Bahia 

Indemnisadora,  Pemambuco. 

Amphitrite,  Peraambnoo 

Phenix,  Pemambuco 

Thetys,  Pemambuco 

Maranhense,  Maranhao 

Esperanca,  Maranhao 

Commercial,  Para 

Segnranca,  Pemambuco 

Paraenae,  Para 

Imperial,  Pemambuco 

Transatlantica,  Pemambuco.. 

Phenix  Pemambuco,  Pem'oo. 

Equicativa,  Pemambuco 

Garantie  da  Amaconas,  Para, 
and  Rio  de  Janeiro 


Capital 
Subscribed, 


Milreis. 

1,000,000 
3,000,000 
1,000,000 
z, 000,000 
z, 000,000 

500,000 
z,ooo,ooo 
1,000,000 

600,000 


10,000,000 


Capital 
Paid  up. 


Milreis. 

400,000 
1,000,000 
300,000 
400,000 
300,000 
300,000 

300,000 

Z5o,ooo 

600,000 


7,000,000 


*  Paper  mooey  now  worth  about  30  cents  per  milreis. 

There  are  no  American  fire  companies  operating  in  Brazil. 

CAPE  COLONY. 

The  following  are  the  domestic  fire  companies  in  Cape  Colony:    African    Mutual 
Trust  and  Assurance  Co.,  Ltd. ;  Guardian  Assurance  and  Trust  Company,  Port  Elizabeth. 


CHILL 


Naub  and  Location  op 
Company. 


Alecnana,  Santiago 

Alliarxa  Chilena,  Valparais ) 

America.  Valparaiso 

Central,  Valparaiso 

Chilena  Consolidada, Valparaiso.. 
Cbristoforo  Colombo,  Iquiqae. . . . 

Comercial,  Valparaiso 

Espanola,  Valparaiso 

Francesa,  Santiago 

Fraiico-Chilena,  Valparaiso 

Ibena,  Valparaiso 

Interoacional,  Valparaiso 

Italia,  Valparaiso 

Motna,  Iqnique 

Nacional,  Valparaiso 

Naeva  Espana 

Prorectrua,  Valparaiso 

Republica,  Santiago 

SaJvadora,  Santiago 

Santiago,  Santiago 

Union  Chilena,  Santiago 


Manager's  Name. 


Alberti  Villegas 

Alfred  Faz 

Alberti  Phillips  . . . . 

O.  Canrallo 

Alfredo  Fas 

A.  Molfino 

Alfredo  Carvallo. . . 

R.  Ugarte 

J.  N.  Orrego  S 

R.  Ncbel 

L.  Lyon 

G.  L.  Plummer 

C.  Mori 

A.  Molfino 

L.  D.  Larrain...... 

P.  Fernandez 

Gmo.  Plummer 

Jolio  Novao 

Julio  Novao 

J.  Femandes 

Joaquin  Errazurix.. 


Year 
Founded 


1900 
1906 
1861 

ZQOO 

1853 
189a 

1890 

1898 

1899 

1905 
1900 

IQOI 
1899 
1894 
1883 
Z9OO 
1885 
1904 

Z90t 
1858 
1858 


Subscribed 

Paid-up 
Capital. 

Capital 

Pesos, 

Pesos, 

a.000,000 

300,000 

2,000,000 

300,000 

a,  000,000 

200,000 

2,000,000 

300,000 

1,000,000 

100,000 

3,000,000 

100,000 

3,000,000 

100.000 

3,000,000 

300,000 

1,000,000 

400,000 

3,000,000 

350,000 

5.000,000 

500,000 

3,500,000 

350,000 

1,289,600 

64,480 

2,000.000 

135.000 

3,000,000 

200,000 

3,000,000 

100,000 

Z,O00,00O 

100,000 

3,000.000 

200,000 

3,000,000 

aoo.ooo 

Classes  of  Bosinei 
Transacted. 


Fire  and  Marine 


Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Firr  and 
Fire  and 
Fire  and 
Fire 

Fire  and 
Fire  and 
Fire  and 


Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 

Marine 
Marine 
Marine 


L.,  F.  &  Marine 
Fire  and  Marine 
Fire  and  Marine 


A  bill  affecting  foreign  fire  insurance  companies  transacting  business  in  Chili  was 
passed  by  the  National  Congress,  and  went  into  effect  in  December,  1905.    The  bill  divides 
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fire  companies  into  first  and  second  class ;  those  with  a  capital  of  500/xx)  pesos  ($182,500) 
and  more  belong  to  the  former,  and  those  with  a  capital  of  less  than  that  sum  to  the  latter. 
In  estimating  the  capital  of  a  company  the  reserve  and  accumulated  funds  will  be  con- 
sidered as  capital.  Fire  companies  of  the  first  class  will  be  required  to  deposit  300,000 
pesos  ($109,500)  and  those  of  the  second  class  aoo,ooo  pesos  ($73,000).  Companies  insur- 
ing against  maritime  and  agricultural  risks  exclusively  will  be  required  to  deposit  50,000 
pesos  ($18,250).  The  deposits  may  be  invested  in  unencumbered  real  estate  in  Chili,  in 
currency  or  sterling,  or  in  bonds  of  institutions  accepted  by  the  President  of  the  Republic 
The  new  law  has  aroused  much  interest  among  insurance  men,  and  it  is  believed  that  it 
will  force  a  number  of  companies  now  doing  business  in  the  country  to  retire. 

CHINA. 

The  following  is  a  list  of  Chinese  marine  insurance  companies,  with  their  location, 
capital  and  agents'  names:  Fung  Hing  Hong  &  Co.;  Man  On,  Hong  Kong,  $1,000,000; 
Ching  Yuen  Hong;  Po  On,  Hong  Kong,  $800,000;  Chun  On,  Hong  Kong,  $1,000,000;  Khean 
Guan,  Penang,  $1,200,000;  Yun  Chi  Ho,  Shanghai,  taels  1,000,000,  China  Merchants'  Steam 
Navigation  Company. 

The  Firemans  Fund  has  planted  an  agency  in  Shanghai  with  the  China  &  Japan 
Trading  Company;  W.  A.  Kirschstein,  insurance  manager,  and  in  Hong  Kong  with 
Shewan  Tomes  &  Co.;  Hugh  F.  Campbell,  insurance  manager. 

Other  domestic  companies  are :  (Canton  Insurance  Office,  Ltd. ;  China  Traders,  Ltd. ; 
Fire  Insurance  Association,  Hong  Kong ;  China  Fire,  Ltd.,  Hong  Kong ;  Hang  On  Marine 
and  Fire ;  Hip  On ;  Hong  Kong  Fire ;  Hong  Kong  and  Manilla  Yuen  Sheng ;  I  On  Marine 
and  Fire;  Tung  On  Fire;  Po  On  Marine;  Union  Canton;  Yan  On  Marine  and  Fire;  Yek 
Tong  Lin  Fire  and  Marine;  Yuen  On  Marine  and  Fire;  Fuk  On,  Man  On,  Po  Wa, 
Yangtzse,  Chun  On,  Luen  On,  Lai  On,  Fire  and  Marine;  Lun  Yick,  Fire  and  Marine; 
Shanghai  Wai  Bing,  Fire  and  Marine. 

CUBA. 

There  is  but  one  local  fire  uisurance  company,  "El  Iris,"  located  in  Havana.  This  is  a 
mutual  which  was  established  in  1855.  Foreign  fire  companies  have  to  deposit  security 
with  the  government  to  the  amount  of  $75,000. 

EGYPT. 

There  is  one  Egyptian  fire  insurance  company,  the  National  Insurance  Company  of 
Egypt,  established  at  Alexandria  in  1900.  Jean  C.  Sevastopoulo  is  the  managing  director 
of  the  company. 

GIBRALTAR. 
There  is  but  one  domestic  company— the  Rock  Insurance  Company,  established  1841. 

GREECE. 

There  are  two  domestic  companies  operating  in  Greece,  namely,  the  National  (Ethniki) 
and  the  Orient  (Anatoli).  The  Athens  agent  of  the  former  is  J.  Serbos,  and  of  the  latter, 
National  Bank  of  Greece. 

INDIA. 

As  far  as  can  be  learned  there  is  only  one  domestic  fire  comjpany  in  India,  the  Bombay 
Fire  and  Marine  of  Bombay. 

JAMAICA,  WEST  INDIES. 
There  are  two  domestic  companies  operating  in  Jamaica,  the  Jamaica  Co-operative, 
Ltd. ;  the  Jamaica  Marine,  the  latter  having  a  paid-up  capital  of  ^50,000,  and  the  Bermuda 
Fire  and  Marine,  Ltd.,  established  in  1903. 
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JAPAN. 

The  following  are  the  domestic  fire  companies  in  Japan,  together  with  their  respective 
premimn  receipts:  Union  Fire;  Meiji  Fire;  Nippon  Fire;  Nippon  Marine,  Transit  ft 
Fire;  Teikoku  Marine.  Transit  and  Fire;  Tokio  Marine,  Transit;  Yokohama  Marine, 
Transit  and  Credit;  Tokio  Marine,  Osaka  Fire,  Marine  and  Transit;  Otura  Kamotsu, 
Fire;  Yamato  Fire,  Transit  and  Marine;  Chugai  Fire,  Niagai  Fire;  Naikokey  Fire, 
Keihin  Fire,  Nippon  Hotel  Fire,  Nisshu  Fire;  Kyodo  Fire,  Marine  and  Transit;  Tomei 
Fire  and  Marine,  Kobe  Marine,  Fire  and  Transit. 

JAVA. 

The  following  are  the  domestic  companies  in  Java :  The  Java  Fire  Insurance  G>mpany 
of  Batavia ;  Insulinde,  Batavia ;  Fire  Insurance  de  Oesterling,  Batavia ;  Java  Sea  and  Fire, 
Batavia ;  Batavia  Sea  and  Fire,  Batavia ;  G>lonial  Sea  and  Fire,  Batavia ;  Assur.  Maats- 
chappij ;  Ned.  Ind.  Zee  en  Brand ;  Javasche  Zee  en  Brand ;  "Nederlandsdie  Indie"  Brand- 
verzekering;  NederL  Ind.  Brand  Waarborg;  Brand- Assurantie  "Insulinde;"  Brand  Assur- 
antie  Maats,  ''Ardjoeno*'  of  Soerabaija;  Brand- versekering  Maats,  "Kalimas"  of  Soer- 
abaija;  Brand-verzekering  Maats,  "Veritas"  of  Soerabaija. 

MADEIRA  ISLANDS. 

There  is  only  one  domestic  company  operating  in  the  Madeira  Islands,  The  Allianca 
Madeirense  of  Funchal,  established  in  1891. 

PARAGUAY. 

The  domestic  companies  doing  business  in  Paraguay  from  head  offices  at  Asuncion 
are :    La  Positivia,  La  Paraguaya  and  La  Nacional. 

PERU. 

There  are  six  domestic  companies  in  Peru,  The  Intemacional  del  Peru,  Italia,  Rimac, 
La  Urbana,  La  Nacional  and  La  Popular,  Peru.  The  presidents  of  these  companies  are 
Jose  Payan,  A.  F.  Ferraro,  Vincente  de  Delgado,  Faustino  G.  Piaggio,  Antero  Aspellago 
Mariano  I.  Prado  and  Luis  Sanguinetti,  respectively.  The  Intemacional  de  Peru  does  a 
large  business  and  has  a  reserve  fund  of  about  $250,000.  Insurance  companies  are  taxed 
5  per  cent  on  their  net  profits,  and  all  are  required  to  publish  their  balances  monthly, 
in  one  of  the  daily  papers.  Governmental  supervision  of  their  books  is  effected  by  a 
special  official  designated  for  the  purpose,  the  Inspector  de  Seguros,  who  examines  their 
books  twice  a  year. 

PORTUGAL. 

The  following  is  a  list  of  domestic  companies  doing  business  in  Portugal :  Lisbon — 
Bonanca,  Fidelidade,  Intemacional,  Portugal  Providente,  Portugal,  Previdencia,  Probi- 
dade,  Reformadora,  Sociedade  Portugueza,  Tagus,  Fomento  Agricola,  Universal.  Oporto 
— Commercial,  Confianca  Portuense,  Garantia,  Indemnisadora,  Nova  de  Douro,  Seguranca. 
Tranquilidade,  Portuense,  Urbana,  Portugueza,  Argus,  Prospporidade,  Atlantica. 

SPAIN. 

Following  is  a  list  of  Spanish  fire  and  marine  insurance  companies:  Fire  and  fire 
marine. — ^La  Union  y  el  Fenix  Espanol,  Madrid;  La  Polar,  Bilbao;  La  Vasconia,  Pam- 
plona; La  Aseguradora  Espanola;  El  New  Fenix;  La  Estrella,  Cartagena;  La  Hispania, 
Barcelona;  La  Positiva,  Murcia;  La  Catalana,  Barcelona;  La  Prevision  Espanola,  Seville; 
La  Union  Alcoyana,  Alcoy;  La  Alianza  de  Santander;  Santander;  Austria  y  Hungria, 
Madrid;  La  Mutua  General,  Barcelona;  La  Prevision  Nacional,  Barcelona;  La  Aurora, 
Bilbao;  El  Alba,  Gijon;  La  Alborado,  Vigo;  El  Dia,  Cartagena;  El  Norte,  San  Sebastian; 
La  Boreal,  Santander.  Marine. — Centro  de  Navieros  Asegurados;  El  Centro  Barcelones, 
Barcelona;  Centro  Catalene;   Lloyd   Malagueno,   Malaga;   Lloyd   Andaluz,   Cadiz;   La 
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Espanola,  Bilbao;  Lloyd  Sevillano,  Sevilla.  La  Vasco-Navarra,  Bilbao;  Ntteva  Hispania, 
Barcelona;  Nueva  Sociedad  de  Seguros  Mutuos  contra  incendios  de  casas  en  Madrid; 
La  Provision  Paternal,  Madrid ;  Seguros  Mutuos  contra  incendios  de  casas  extrammos  de 
Madrid ;  La  Urbana,  Madrid ;  Antigua  Sociedad  de  Seguros  Mutuos  de  casas  de  Madrid ; 
Banco  Vitalicio  de  Espafia,  Barcelona;  La  Catalana,  Barcelona;  £1  Fenix  Agricola,  Bar- 
celona ;  La  Mutual  Franco-Espaiiola,  Madrid ;  La  Mutua  Iberico,  Madrid,  La  Mutualidad 
Espafiola,  Madrid. 

TASMANIA. 

The  following  are  the  only  domestic  fire  companies  doing  business  in  Hobart:    Der- 
went  and  Tamar  and  the  Mutual  Fire  of  Tasmania,  Ltd. 

TURKEY. 

There  is  only  one  domestic  fire  company  at  Constantinople,  the  Sodete  Generale 
d' Assurances  Ottomane. 

URUGUAY. 

There  are  three  domestic  companies  in  Uruguay,  Previsora  Uruguaya,  Italia  and 
Economa  Commercial,  all  of  Monte  Video. 


Perpetual   Fire   Insurance    Risks    and    Premiums 

IN  1909. 


Namb  AMD  Location  or  CoKrAirr. 


i£tna,  Hartford 

Alliance,  Philadelphia 

American,  Philadelphia 

Camden  Fire,  Camden,  N.  J 

Commercial  union,  London 

County  Fire,  Philadelphia 

Delaware,  Philadelphia 

Farmers,  York,  Pa 

Fire  Association.  Philadelphia 

Franklin,  Philadelphia 

German  Fire,  Baltimore 

German-American,  Baltimore 

Girard  Fire  and  Marine,  Philadelphia 

Insurance  Co.  of  North  America,  Philadelphia 
Insurance  Co.  State  of  Pennsylvania,  Phila. . 

Jefferson.  Phfladelphia 

Liverpool  and  London  and  Globe,  Liverpool 

Lumbermens,  Philadelphia 

Mechanics,  Philadelphia 

North  British  and  Mercantile,  London 

Pennsylvania,  Philadelphia 

Reliance,  Philadelphia 

Royal,  Liverpool 

Spring  Garden,  Philadelphia 

l^ion.  Philadelphia 

United  Firemens,  Philadelphia 

Totals  (a6  companies) 


f 

4,436,478 

349.900 

6,9891659 
1,227,066 

5,068,085 

8,824,848 

4,933,94a 

114,825 
80,257,967 

39.899.485 

166,935 

22,275 

33,700,686 

32,405,693 

4,566,773 

2,880,690 

7,477,178 

8,340,637 

14,816,883 

»,I99,045 

39,806,611 

5,085,543 
5,162,163 

M,939,97o 
1,024,123 

43,513,624 


367,211,084 


•Net. 


7.253 
1,778 
1,160 

1,331 


3,524 
6,543 


28,036 
12,7x8 


21,072 

13,453 
949 

3,228 
x,86o 
2,534 
16,333 
1,484 

5.498 
4,8io 

222 
21,025 


X  88, 122 


f 
3.014 
187 
18,705 

479 
2,704 

8.431 
4,177 


55.186 
32,596 

♦229 


24,555 

»  7,504 

6,2x2 

x,955 
6,706 

7,641 

12,885 

60 

28,332 

5.779 

2,401 

10,097 

652 

26,438 


276,925 


^ 

n 


9 

99.664 

9.463 
180,767 

28,074 
110,949 

221,153 
139,616 

3.640 

1,846,225 

852,239 

4,989 
623 

708,429 

838,130 

152,788 

71,175 
219,232 

224,256 

352.282 

33."i 

1,0x1,564 

138,370 
X  X4,28a 

347,363 

29,872 

995.647 


8,734,2X3 


f 
104,209 

",054 
163,222 

28,737 
"07,958 

2X6,246 
141,860 

3,447 
1,819,076 

829,397 

4.760 

6*3 
695,876 
834,080 

147.525 

72,449 
214,460 

2x9.155 

355,729 

36,019 

i,ois,949 
138,089 
iii,8Si 
342,076 
29.44* 
987,543 


8,627,866 


DOMINION    STATUTORY   REQUIREMENTS. 
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List  of  Life,  Fire  and   Miscellaneous  Insurance 
Companies  Licensed  to  do  Business  in  Canada. 

CORRBCTBD  TO  APRIL  aS.   iqlo. 


NjUU  Of  COKMHT. 


nStmtT^^V 


Siitiib  Amoka,  Torralo- . 
Brltlili  and  Fordcii  Mirine. 


Ciiudi  Lite.  TonmlD. . . . 


Ctifdjii  lUQinT  Acddait. 


DotDinioD  Giui.  Co .  ■ . 


DomEnioii  PUte  GI*M. . . 


Emplarcn  liibUily 

EqiauUeUfe 

Equity  Pin 

Excriror  Life 

Pedovl  Life,  Hninilbui 

FiddllT  end  Cwieltr,  N.  Y . 

Flddiy-Phoiii  Fbe 

Fflcmere,  Indepeadcol  Ord, 
Fomtcn.  Andoit  Order. . . . 

Genen]  Accadenr ., 

Ota.  Acddent  Fin  «iid  Life. 
GcncraJ  AnlmeU..... ...... 

Gmoen-Amcriam 


Gnu  Wtet  Life 

Guuuuee  Co,  of  N.  Ameii 

Hutfoid  Fire.  Bm^ibA... 
Hirttord  SttUB  Bulir , . . . 
HoDAe  life  Amoat&aa.. . . 

Hame.  No  Vol: 

ItDpenal  Goer,  end  Acdde 


Uordi  PUU  GUa,  N  Y... 


»  uid  LucsiUn  LJtB.. 


Accepted  DeKfipdoaof 
Valoe  of  Ids.  BusiKga  for 
DepMt.      WMihLitwued. 


lSg.CI» 
1,014, 4s: 


M,330 
1^71,313 
TCWT 
110.000 
«S.M3 
SO.  US 
UOOS 
90,MI 
H,811 


Plate  Glut 

Yin. 

An,  Guv  n  Sick. 


Fire&Tonudo 


Fln,IiiludMu 
Gum.  Ace,  Sick. 


PlueGUo. 
P.  L„  In.  Ukt. 

Giur,Acc,Sdi 

Life! 

Guu.  Ace  ft  Sick. 


Sua  or  CwFAn 


Nadoful  Life.  Cuuida 

Nsdoiul  PioTiuciiil  PI.  Glut 

NnrYatLife 

Neir  York  Plue  Glue.... 

North  Amsicm  Life 

North  Brit. udMemnlUe. 

N<n>i  Empire  Fin 

Northon  AMunnce  Co. . . 
Northern  life.  Canada.. , . 
Norwich  Union  Fire,  Esi.. 

Norwich  Unlcn,  Life 

Nora  Sum*  Fire 


Occen  Acridrot  and  Guar.. 


Li  lui.  Co.,  Harlford. 


ProlertiTC  AiKciation 


eUDtnal  UfC 


Rimini  Rl« 

Rochettv  Cennan... 
Rural  


SoTCTcani  life 

SivliwfieldF.  aadU.... 


StarLila    

Stale  Life.  Icdianapotia. . 
.<;«rllnf  AcddenI  and  Gm 
St.  Paul  Fire  and  Marine. 

^un,  London 

Sun  Life  of  Canada 

Title  SeTtuMCo 


United  StaUi  Lite.. 


ters 

Rt,M.In.Mar. 

rt^_'"i 

1,1DS,BTS 

Life. 

21W« 

The  followlDE  life  <I 


IE  life  iniunu 


janucl  all  bu^nea 


d  10  [nnucl  new  buiineti  In  Canada,  are  eniillfd  undtr  i 


N*«oPCo«P«.v. 

s.-ii{ 

Builaea.. 

NaHI  or  COBPAMV. 

A-D'tcf 
D.porit. 

JM.^ 

Lft 

li:?.fl£&liVtife::::: 

■S:!iS 

Ult 

Uf«A»ocla<io»ofs"co.lki;d 
Nitinnal  Lite  In^Co..  U.S.  A 

■ife 

aeu  of  life  iniuniicp  In  Cinada  upon  the  auewnen 

plan. 

N*«.  or  Co-r*MV. 

CliiFf  Aient  m  RecelTe  ProcoL 

W.  C.  Filigenild,  Chief  Agent,  London.  Ont. 

Ella  U,  Ra*ley,  Secretary.  Toionlo. 

John  J.  Dchan,  thitf  A|tenl.  KlnpM.  Got. 

Can.e 

•  Thie  order  la  alM  auihorlied  to 
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Insurance  in  American  Dependencies. 

hawaiian  islands. 

The  following-named  fire,  fire  marine  and  marine  companies  are  duly  authorized  and 
licensed  to  transact  business  in  the  Hawaiian  Islands:  Aachen  and  Munich,  Aix-la- 
Chapelle ;  ^tna,  Hartford ;  Alliance,  Berlin ;  American  Central,  St.  Louis ;  Atlas,  London ; 
Baloise  Marine;  British  America,  Toronto;  British  and  Foreign  Marine,  Liverpool;  Cale- 
donian, Edinburgh;  California,  San  Francisco;  Citizens,  St.  Louis;  Canton  Marine,  Hong 
Kong;  Commercial  Union,  London;  Firemans  Fund,  San  Francisco;  German  Alliance, 
New  York ;  German- American,  New  York ;  German  Lloyd ;  Hamburg-Bremen,  Hamburg ; 
Hartford  Fire,  Hartford;  Helvetia  General,  Globe  and  Rutgers,  New  York;  Guardian, 
London;  Insurance  Company  of  North  America,  Philadelphia;  Law  Union  and  Crown, 
London;  Liverpool  and  London  and  Globe,  Liverpool;  London  Assurance,  London; 
London  and  Lancashire,  Liverpool;  Magdeburg  Fire,  Magdeburg;  Munich  Reinsurance; 
National,  Hartford;  New  Zealand,  Auckland;  Niagara,  New  York;  North  British  and 
Mercantile,  London;  Northern,  London;  Norwich  Union,  Norwich;  Orient,  Hartford; 
Palatine,  London;  Phoenix,  Hartford;  Phoenix,  London;  Providence  Washington,  Provi- 
dence; Providentia,  Wien;  Prussian  National,  Stettin;  Queen  of  America,  New  York; 
Royal,  Liverpool;  Royal  Exchange,  London;  Scottish  Union  and  National,  Edinburgh; 
Springfield  Fire  and  Marine,  Springfield;  St.  Paul  Fire  and  Marine,  St.  Paul;  Sun, 
London;  Svea,  Gothenburg;  Switzerland  General,  Zurich;  Ihames  and  Mersey,  Liver- 
pool ;  Tokio  Marine ;  Union,  London ;  Union  Marine,  Liverpool ;  Westchester,  New  York ; 
Western,  Toronto ;  Yorkshire  Fire  and  Life,  York. 

PHILIPPINE  ISLANDS. 

The  following-named  companies  are  doing  business  in  the  Philippine  Islands :  Aachen 
and  Munich  Fire,  Aix  la  Chappelle  (Germany) ;  Alliance,  London;  Allianz,  Berlin;  Atlas, 
London;  British  Dominion  Marine,  Great  Britain;  British  and  Foreign  Marine,  Batavia 
Sea  and  Fire,  Baloise,  Basle;  British  America,  Toronto;  Commercial  Union,  London; 
Central,  London;  Canton  Ins.  Office,  China  Traders,  Continental,  Mannheim;  China  Fire, 
Confiance  Fire,  Paris ;  Fook  on  Assce,  and  Godown  Co.,  Ltd. ;  Fireman's  Fund,  San  Fran- 
cisco ;  Federal,  Fortuna  General,  General  Accident,  Fire  and  Life ;  Globus,  Hamburg,  Guar- 
dian, German  Lloyds,  General-  Marine,  Dresden ;  Hang  On  Marine  and  Fire,  Hanseatiche 
Fire,  Hip  on  Ins.  Exchange  and  Loan,  Hamburg  Bremen  Fire,  Hong  Kong  Fire,  Hamburg, 
Hamburg;  Hong  Kong  and  Manila,  Yang  On  Marine  and  Fire,  Imperial  Marine,  Insur- 
ance Co.  of  North  America,  Yangtsze,  Yeck  Tong  Lim  Fire  and  Marine;  Yorkshire  Fire 
and  Life,  I  On  Marine  and  Fire,  Yuen  On  Ins.  Exchg.  Loan  and  Godown,  Imperial 
Marine  Transp.  and  Fire,  Law  Union  and  Rock,  London  and  Westminster,  Lloyd 
Andaliz,  Liverpool  and  London  and  Globe,  London  and  Lancashire,  London  Assurance, 
Lower  Rhine  Marine,  Man  On,  Maratime,  Magdeburg  Fire,  Mannheim,  Mercantile  Fire, 
Canada;  Marine,  Nord-Deutsche,  North  German  Fire,  National  and  Union  Society,  North 
British  and  Mercantile,  Northern,  North  China,  Netherlands  Fire  and  Life,  New  Zealand, 
Norwich  Union  Fire,  Po  On  Marine  Ins.  &  Godown,  Phoenix  Assurance,  Palatine, 
Prussian  National,  Royal  Exchange,  Royal,  South  British  Fire  and  Marine,  Sun  Assur- 
ance Co.  of  Canada,  State  Fire,  Samarang  Sea  nd  Fire,  Scottish  Union  and  National, 
Stm  Insurance  Office,  Triton,  Tokio  Marine,  Union  Assurance  Society,  United  Rhenish 
Marine,  United  States  Lloyds,  Union  Fire,  Paris;  Upper  Rhine,  Mannheim;  Union, 
Canton;  Union  Marine,  Western,  Great  Britain,  and  World  Marine. 

PORTO  RICO. 

The  fire  insurance  business  in  Porto  Rico  is  mostly  limited  to  towns  of  fair  size,  and 
those  are  few  in  number.  The  losses  are  very  slight,  and  consequently  the  rates  are  low, 
with  the  exception  of  Santurce,  where  nearly  all  the  dwellings  are  frame  and  pay  higher 
rates.  The  following-named  companies  operate  in  Porto  Rico:  Aachen  and  Munich, 
British-America,  British  and  Foreign  Marine,  Commercial  Union,  Fire  Insurance  Company 
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of  1877,  Indemnity  Mutual  Marine,  International  Lloyd  Joint  Stock,  Hamburg-Bremen, 
German  Lloyd  Marine,  Guardian  Fire  and  Life,  Lancashire,  Liverpool  and  London  and 
Globe,  Magdeburg,  Mannheim,  Norwich  Union,  Northern,  North  British  and  Mercantile, 
Palatine,  Prussian  National,  Royal  and  Western,  Toronto,  Baloise  Fire;  Union,  Paris; 
London  Assurance  Corp.,  Agrippina  Marine,  River  and  Land  Transport. 

SAMOA. 

There  are  no  domestic  insurance  companies  in  Samoa.  Although  all  buildings  are 
of  wood,  there  are  but  four  agencies,  and  the  total  insurance  in  force  aggregates  only 
about  1,500,000  marks,  rates  ranging  from  two  to  three  per  cent  The  following  fire 
insurance  companies  are  represented  by  local  agents:  Commercial  Union,  London,  T. 
Trood;  Palatine,  London,  Deutsche  Samoa  Gesellschaft ;  Hanseatische  Fire,  G.  W. 
Partsch.  Other  companies  doing  business  in  Samoa,  but  not  represented  by  local  agents, 
are  the  folbwing ;  Norddeutsche  Feuer  Versicherungs  Gesellschaft,  Hamburg ;  •  Feuer 
Assecuranz  Compagnie  von  1877,  Hamburg,  Aachen  and  Munich,  Aix-la-Chapelle ;  Magde- 
burger  Feuer  Veriscfaerungs  Gesellschaft,  Magdeburg;  North  British  and  Mercantile, 
London;  Hamburg-Bremen  Feuer  Verischerungs  Gesellschaft,  Hamburg;  Sueddeutsche 
Feuer  Verischerungs  Gesellschaft;  Svea,  Gothenburg;  Transatlantische  Feuer  Versicher- 
ungs Actien-Gesellschaft,  Hamburg. 

Marine  Insurance. — ^The  following  companies  are  represented  by  agents  in  Samoa 
and  Tutuila:  Mannheimer,  Mannheim,  G.  W.  Partsch,  Samoa;  Rheinsch  &  Held,  Ham- 
burg, £.  Reid,  Tutuila.  The  following  companies  transact  business  on  cargoes  to  and 
from  Samoa  and  among  the  islands :  Norddeutsdie ;  Neptunus  Marine ;  Assecuranz  Union 
von  1865 ;  Nordwestdeutsche ;  Neue  5  te  Assecuranz ;  Neue  8  te  Assecuranz ;  Swiss  Marine 
(combined)  ;  Allgemeine  See. 


Fire  Patrols  in  the  United  States. 

The  Association  of  Superintendents  and  Captains  of  Fire  Patrols,  Salvage  Corps  and 
Protective  Associations  of  the  United  States  is  officered  as  follows :  President,  John 
Glanville,  St.  Louis,  Mo.;  secretary  and  treasurer,  Frank  Whitmore,  St.  Paul,  Minn. 

Below  is  given  a  list  of  cities  having  fire  patrols,  as  compiled  by  the  above  named 
association,  together  with  the  superintendent's  or  captain's  name  of  each  and  its  date  ot 
organization. 


City. 


Albany,  N.Y 

Baltimore,  Md 

Boston,  Mus 

Bfooklyn.  N.  Y 

Cbicago,  in 

Cincinnati,  O 

Duluth.  Minn 

Indianapolis.  Ind 

Janesville,  Wis 

Kansas  City,  Mo 

LooisTille,  Ky 

Memphis.  Tenn 

Milwaukee,  Wis 

Minneapolis,  Minn 

Newaric,  Pi .  u 

New  Orleans,  La 

N-wYork,  N.  Y 

Philadelphia,  Pa 

Providence,  R.  I 

San  Francisco,  Cal 

St.  Loais.  Mo 

St.  Paul.  Minn 

Worcester,  Mass 


Name  of  Aisodation. 


Albany  Proteetives 

Fire  Insurance  Salvage  Corps 

Protective  Department 

Fire  Insurance  Salvage  Corps 
Fire  Insurance  Patrol 

Salvasre  Corps 

Dulnth  Salvage  CorM 

Merchants  Seuvage  Corps 

Fire  Police  Patrol. 

Fire  Patrol 

Salvage  Corps 

Salvage  Corps 

Fire  Insurance  Patrol 

Salvage  Corps  &  Fire  Patrol. 
Salvage  Corps 

Fire  Insurance  Patrol 

Fire  Patrol 

Fire  Insurance  Patrol , 

Protective  Department , 

Fire  Patrol 

Underwriters  Salvage  Corps. 

Fire  Insurance  Patrol 

Protective  Department 


When  Organixed. 


September  17,  187a. . . 

187a 

1865 

December  16, 1895 

October  i,  1871 

November  16,  z886. . . 

June.  1896 

September,  1900 

March  17,  1855 

June  1, 1889 

April  14,  1888 

May  17. 1893 

December  i,  1886. . . . 

October  15, 1895 

July  I,  X879 

1874 

October,  1839 

July  15, 1869.... 

February  x,  1875 

May,  1875 

July  4, 1874 

October  33.  1895 

December  i,  1875. . . . 


Superintendent  or  Captain. 


Frank  H.  Wetherwax. 
Malcolm  W.  Jordan. 
Samuel  Abbott,  Jr. 
John  J.  Casbman,  Jr. 
E.  T.  Shepherd. 

J.  J.  Conway. 
Joseph  Randall. 
Herman  F.  Newman. 
John  B.  Whiting. 
J.  F.  Pelletier. 

B.  DuAy. 
M.  P.  Conroy. 
M.  J.  Curtin. 
John  T.  Ruane. 
Henry  S.  Martin. 

James  Walsh. 
Frederick  S.  Groves. 
George  R.  Stillman. 
Chas.  H.  Swan. 

John  F.  O.  Comstock. 
John  Glanville. 
Frank  Whitmore. 
H.  R.  Williamson. 
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Large  Fires  in  the  United  States  and   Canada. 

Below  will  be  found  a  chronological  list  of  many  ot  the  largest  fires  which  have 
occurred  in  the  United  States  and  Canada  in  the  last  aoo  years.  While  our  aim  is  to 
present  only  those  causing  a  loss  of  |i|OoO|Ooo  or  more,  in  some  instances  no  specific 
sums  are  stated  by  the  best  authorities,  although  the  indications  are  that  such  losses 
reached  the  above  named  amount: 

FIRES  IN  THE  UNITED  STATES. 


Year. 


1700 

X776 
X776 

1777 
1778 
I77« 


x: 
1796 

1797 

1798 

1799 
1811 

1813 

X814 

181S 

x8ao 
x8a8 
1831 
1835 
18P 
1839 

1843 
X845 
184s 
X846 
1846 
X848 
X848 
X849 
1849 
X850 
1850 
1851 
18^1 
xS'si 
1851 
1851 
1851 
i8sa 
i8sa 

1854 

X853 

1853 

1854 

1854 
1856 

1857 
1858 

1859 
i860 

x86x 

x86x 

1863 

1863 

1863 

1863 

X864 

1864 

1865 

1865 

1865 

X865 


Place. 


Charleston,  S.  C 

Charlestown,  Mass 

Norfolk.  Va 

New  York 

New  Orleans 

%i»Daxic5ionf  o«  v^ •■••.■•■•••••  •.•••«. 

New  York 

Boston 

Charleston,  S.  C 

Baltimore 

Savannah,  Ga. : 

Wilmington.  N.  C 

Philadelphia 

Newbnryport,  Mass 

Portsmouth,  N.  H 

Washington,  D.  C 

Petersburg,  Va 

Savannah.  Ga 

Georgetown,  Md 

Fayetteville 

New  York 

Charlestown,  Mass 

New  York 

New  York 

New  York 

Pittsburg 

Nantucket.  Mass 

Albany 

Albany 

St  Louis 

St  Louis 

San  Francisco 

San  Francisco 

Philadelphia 

Washington,  D.  C 

San  Francisco 

San  Francisco 

San  Pranci«co 

Stockton,  Cal 

Nevada,  Cal 

Sacramento,  Cal 

Pittsburg 

Troy,  N.Y 

New  York 

New  Orleans 

Jersey  City..-. 

Mihvaukee , 

Syracuse,  N.  Y 

Niobile,  Ala 

New  York 

Key  West  Fla 

New  York 

Boston 

Charleston.  S.  C 

Troy,  N.Y 

Denver , 

Yazoo  City,  Miss , 

Wilmington.  N.  C.  # 

HArtford,  Conn 

Wilmington,  N.  C 

Danville.  Va 

New  York 

Columbia,  S.  C •.••........... 

Columbus,  Miss 


Property  Destroyed. 


City  nearly  destroyed 

Burned  by  British 

Burned  by  Lord  Dunmore. 

500  buildings 

Seveo-eighms  of  dty 

350  houses,  etc 

300  houses,  etc 


Greater  part  of  town 

Nearly  destroyed 

239  dwellings,  etc 

Nearly  destroyed 

Great  damage 

350  buildings 

fry  buildings 
urned  by  General  Ross. 

Destroved 

463  buildings 

Nearly  destroyed 

Nearl^  destroyed 

674  buildings 

X,  X58  buildings.. 

46  buildings 

300  buildings..... 

392  buildings 

1,000  buildings 

300  buildings 

500  buildings 

439  buildings 

Great  conflagration 

300  buildmgs 


3  fires ;  200,  300  and  X40  buildings. 

350  buildings 

Congres«ional  library 

2.500  buildings 

X. 250  buildings 

500  buildm  gs 


aoo  buildings 

2,500  buildings 

Great  conflagration . . . . 

300  buildings 

Printing  estabH^ment. 

Warehouses,  etc 

Factories,  etc 


100  buildings 

Warehouses  and  cotton. 

Crystal  Palace 

xoo  buildings 

Great  fire;  50  lives  lost. 


576  buildings 

?oo  buildings 
learly  destroyed 

Navy  Yard,  etc 

Warehouses  and  cotton. 

Gun  factory , 

Miscellaneous 

Town  destroyed 

Bonded  warehouses. . . . 

3,000  buildings , 

Arsenal  and  cotton 


Property  Lob 


$1,500,000 


3,coo.oor 

X. 000,000 
1,500.000 


1,250.000 


4,000,000 


X5fOoo,ooo 
6,000,000 
4,000,000 
0.000,000 
6,000.000 
x,5oo.ooo 
X. 000,000 

3iOOo,ooo 

3.000.000 
1,250,000 

x.500,000 
1,000,000 
3.500,000 
X3,ooo,ooo 
3tOOO,ooo 
x,ooo,ooo 
1,500.000 
5»ooo.ooo 

x,ooo.ooo 
1.375.000 
x,ooo.ooo 
X. 000.000 
X, 000, 000 
X, 000,000 
1.850.000 
X, 000.000 
2,750,000 

X, 000,000 
xo,ooo,ooo 
3.000,000 
X, 500.000 
X, 000,000 
X, 000,000 

X,900,000 

5.000,000 

2,000,000 

X, 500.000 

I.OGO.OOO 
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LARGE  FIRES  IN  THE  UNITED  STATES  AND  CAS  AD  A— ConHnued. 


Yev. 


1865 
1865 
1865 
1860 
1866 
z866 
1866 
1866 
1867 
1867 
1867 
1867 
1886 
x886 
1767 
1868 
1868 
1868 
1868 
1868 
1868 
1868 
1868 
X869 
1869 
1869 
18G9 
1870 
1870 
1870 
1871 
1871 
1871 
1871 
1871 
1872 
187a 
1872 
187a 
1873 

1873 
1873 

1873 
1873 
1873 

1873 
1874 
1874 

1874 
1874 

1875 

1875 
1875 

1873 
1876 
1877 
1877 
1877 
1877 
1877 
1879 
1879 
1879 
1880 
1884 
1885 
1886 
1886 
1888 
1888 
1889 
1889 
1889 
1889 
1889 


Place. 


Salt  Lake  City 

New  York 

New  York 

Cincinnati 

Oil  City,  Pa 

PortlaBd,  Me 

Jersey  City 

New  Orleans 

New  Orleans 

New  York 

Idaho  City,  Ida 

Tariilville,  Conn 

Fall  River,  Mass 

St.  Louis 

Albany 

Charleston 

Chicago 

Chicago 

Jefierson,  Tex 

St.  Louis 

Marinette,  Mich 

La  Porte,  Cal 

Brooklyn,  N.  Y 

Philadelphia 

Fort  Sully,  Dak 

Galreston,  Tex 

Philadelphia 

Chicago 

GalTeston.  Tex 

Jersey  City 

Greenpoiot,  L.  I 

^Hrginia  City,  Nev 

Manistee,  Mich 

Peshtigo,  Wis 

Chicago 

Boston 

Philadelphia 

Somerset,  Pa 

Philaddphia 

Fleetwood  Park,  N.  Y 

Michgamme,  Mich 

Baltimore 

Ponland,  Ore 

Chicago 

Oakland,  Cal 

Boston 

Chicago 

Boston 

Oshkosh,  Wis 

Muskegon,  Mich 

Montpelier,  Vt 

Oshkosh,  WU 

Osceola,  Pa. 

Virginia  City,  Nev 

New  York 

New  York 

St.  Louis 

Galveston,  Tex 

Pi  ttsbur  g 

Paris,  Tex 

Reno.  Nev 

Deadwood,  Dak 

New  York 

Milton,  Pa 

Cleveland,  O 

Galveston,  Tex 

Detroit,  Mich 

Key  West,  Fla. 

New  York 

Buflalo 

Bufialo 

Ellensburg,  Wash 

New  York 

Seattle,  Wash 

Spokane,  Wash 


Property  Destroyed. 


Camp  Douglas ;  warehouses 

Warehouses 

Warehouses , 

Opera  house,  etc , 

Stores,  etc 

1,743  buildings 

Vessels  and  merchandise ... 

Steamer  and  cotton , 

Steamer  and  cotton 

Dry  goods  store 

^42  buildings 

Carpet  mills , 

Print  works 

Hotel. 

General. 

1,158  buildings 

Warehouses 

Nearly  destroyed 

10  buildings 

Nearly  destroyed 

Destroyed 

Marble  block 

Government  property 

6  blocks 

Warehouse 

Drake  block 

a  blocks 

Oil  works 

4  blocks 

Entire  town 

Destroved ;  700  lives  tost . . . 

X7t43C}  buildings 

•n6  buildings 

Jayne's  block 

Business  section 

Factories 

Stables  and  horses 

aoo  houses 

1,131  buildings 

336  buildings 

64  buildings 

Bridge 

60  buildings 

General 

GeneraL 

600  houses 

300  buildiogs 

34  buildings 

Business  section 

400  buildings,  etc 

10,000  buildings 

Dry  goods  warehouses 

Jewelers 

Hotel ;  40  lives  lost 

Business  section 

Railroad  property,  etc 

10  blocks 

Business  section 

Dry  goods  buildings  (9  fires) 

General 

Lumber  yards,  etc 

50  blocks 

Seed  warehouses 

General 

GeoeraL 

General 

General 

General 

Elevators  and  wharves 

Business  section 

Large  part  of  city 


Property  Lom. 


$1,900,000 
4,000,000 

Z,O0O,O0O 

1,750.000 

1,000,000 

10,000,000 

3,000,000 

1,560,000 

Z,90O,00O 

1,950,000 

1,000,000 
1,600,000 

i,SQO,coo 
9,000,000 
3,000,000 
3,000,000 

1,015,000 
1,190.000 

1,000,000 
1,000,000 

1,350,000 
1,500,000 
1,000,000 
1,300.000 

1,000,000 

z.500,000 

3,000.000 

3,500,000 

1.000,000 
1,000,000 
1,000,000 
1,000,000 

1,350,000 

1,000,000 
168.000,000 

75,000.000 

1,000.000 
1,000.000 
1. 000.000 
1.000,000 
1. 000.000 

1.000,000 
1,500,000 
1,400,000, 

1,400,000 

1,100,000 
5,000,000 
1,000,000 
1,000,000 
1,000,000 
1,500,000 
3,500,000 
3,000,000 
7,500.000 
1,750,000 
1,500,000 

1,000,000 

1,300,000 

3,000,000 
1,500,000 

1,000,000 
1,000,000 
3,500,000 

3.000.000 

1,000,000 
1,500,000 

1,000,000 

1,400,000 
1,150,000 
1,100,000 
1,100,000 
1,100,000 
3,000,000 
5.000,000 

6,000,000 


496 


LARGE    FIRES    IN    THE    UNITED    STATES    AND    CANADA. 


LARGE  FIRES  IN  THE  UNITED  STATES  AND  CKtHATiA— Continued. 


Year. 


X889 

1889 
189I 
1891 
1891 
1892 
Z892 
1892 

1893 

1893 
1893 

1893 

1893 

1895 

1896 
1896 
1896 
1897 

1897 
1897 
1898 
1898 
1898 
Z898 
1899 
1899 
1899 
1899 
1900 
1900 
1900 
1900 
1901 
1901 
1902 
190a 
1902 
1903 
1903 
1903 
1903 

1903 
1904 

1904 

1904 

1904 

1904 

1904 

1904 

1904 

1905 
190S 
190s 

1905 

:90s 
1906 
1906 
1906 
1906 
1906 
1906 

1907 
1907 

1907 

1907 
Z908 
1908 
1908 
1908 
1908 
1908 
Z908 
1908 
1Q08 


tPlace. 


Boston 

Lynn,  Mass 

New  York 

Cincinnati 

St  Louis 

New  Orleans 

New  O  leans 

Milwaukee 

Boston 

Boston 

Fargo,  N.  D : 

Minneapolis 

New  York 

Warren,  R.  1 

San  Francisco 

Cripple  Creek,  Col 

Ontonagon,  Mich 

Chicago 

Knoxville,  Tenn 

Newport  New»,  Va 

Pittsburg 

Pittsburg 

San  Francisco 

Terre  Haute,  Ind 

Chicaeo 

Memphis,  Tenn 

Victor,  Col 

Dawson  City,  Neb 

Philadelphia 

Pittsburg 

Bloomington,  III 

Hoboken,  N.  J 

B iyonne.  N.J 

New  York 

Jacksonville,  Fla 

Atlantic  City,  N.J 

Waterbury,  Conn 

Paterson,  N.J 

Rock  Island,  111 

CindDnad 

Beaumont,  Tex 

South  Chicago,  111 

St.  Joseph,  Mo 

Baltimore 

Rochester,  N.  Y 

Yazoo  City,  Miss 

Peoria,  111 

tieri^ey  v/iiy,  in «  v...«. •••••■>■>•■••■■ 

Shelby,  O 

Chicago,  111 

Sioux  City,  la 

Indianapolis,  Ind 

Boston,  Mass 

Hot  Springs,  Ark 

New  Orleans,  La 

Cedar  Rapids,  la 

East  St.  Louis.  HI 

Duluth.  Minn 

San  Francisco,  Cal 

Newport,  R.  I 

San  Francisco,  Cal 

Barren  Island,  N.  Y 

New  York,  N.Y 

Iloilo,  P.I 

Coney  Island,  N.  Y 

Superior,  Wis 

Portland,  Me 

Chicago,  111 

New  York 

Atlanta,  Ga 

Chelsea,  Mass 

New  Orleans,  La 

East  Bo:^ton,  Mass 

Chisolm,  Minn.,  etc 

Dululh,  Minn 


Property  Destroyed. 


Bedford  street  buildings. 

300  buildings 

General 

General 

Genera] 

Dry  goods  district 

Business  district 

230  builfiings 

Busine&s  buildings 

General 

General 

General 

General 

Cotton  mill 

Factory,  etc 

General  (2  fires) 

General 

Grain  elevator 

GenrraL 


Buildings  and  ships 

Business  buildings 

Chautauqua  building 

Theatre,  etc 

Business  section 

Grain  elevator 

Warehouses 

800  buildings 

General 

Business  block 

General 

General 

Piers  and  vessels;  250  lives  lost 

Oil  tank= 

Box  factory,  etc 

148  blo.^ks 

45  buildings 

Business  blocks 

26  blocks 

Arsenal 

Opera  bouse,  etc 

Oil  well  property 

Salt  factory 

Packingplant 

140  acres ;  1,450  buildings 

Business  blocks 

259  buildings 

Distillery 

Railroad  piers 

Warehouses 

Elevator  and  railroad  property 

General 

Hotels  and  mercantile  buildings 

Dock  property 

Hotels  and  general 

Elevators  and  railroad  property 

Cereal  mill 

Grain  elevator 

Elevators  and  grain 

Electric  light  plant 

Steamers  and  wharves 

Earthquake  and  general  conflagration .. . . 

Fertilizer  works 

Car  barns,  etc 

Greneral  conflagration 

Amusement  places 

Grain  elevators,  etc 

City  Hall,  etc 

Stores 

Business  block 

Hotels  and  mercantile  bldgs 

General  conflagration 

Mercantile  buildings. ...• 

Elevators  and  railroad  ^iers 

Minnesota  and  Wisconsin  forest  fires. . . . 
Eleva'ors  and  grain 


Property  Lo» 


$6,000,000 
5.000,000 

1,550.000 
1,350.000 

i,aoo,ooo 

3.000,000 

3.000.000 

6,000,000 

4500,000 

1,000.000 

1,850,000 

1.050,000 

1,900,000 

1,000.000 

2.000,000 

2,000,000 

1,100,000 

1,150.000 

1,000,000 

2,000,000 

2,000,000 

2,000.000 

2,000.000 

1,850,000 

1,100.000 

1,400.000 

2,000,000 

1,000,000 

3,000,000 

1,000,000 

1.800.000 

5,500.000 

4,500.000 

1,100,000 

11,000,000 
1,000.000 
3.000,000 
7,000,000 
1,750.000 
2,000,000 
1,000.000 
1,000,000 
1,500,000 

50,000.000 
3,000.000 
1,800.000 
1,000,000 
1,000.000 
1.500,000 
1,000,000 
1,860,000 
1. 100.000 
1.250,000 
1,500.000 
3.200.000 
1.503,000 
1. 000.000 
1,000.000 
1,000.000 
1.000.000 
350.000,000 

I.COO.OCO 

1,500.000 

1.000,000 

1.500,000 
1,600.000 
X, 000.000 
X. 000.000 
2.500.000 
X. 300.000 

12,000,000 

X. 400.000 
x.soo,ooo 
5.000.000 

X.OOOiOOO 


LARGE   FIRES    IN    THE    UNITED    STATES   AND    CANADA. 


497 


LARGE  FIRES  IN  THE  UNITED  STATES  AND  CANADA— G7fi/tVi«^</. 


Year 


1908 
1908 
1908 
1908 
1909 
1909 
1909 
1909 
19x0 
I910 
1910 
1910 
I910 


1765 
1815 

1816 

1817  I 

1819  I 

1826  I 

1845  I 
1846 

1850 

185a 

1866 

1874 
1876 

1876 

1877 
1881 
189a 
1897 
1898 
1900 
X90X 
1904 
1904 
1906 
1908 
1908 
1908 
1909 


Shelby.  O. 

Midway,  Ky 

Chicajfo,  111 

Chicago,  II 

Chicago,  n , 

Port  Costa,  Cal 

Narragarsett  Pier,  R.  I 

Df cator,  111 , 

Hamb'etoo.  W.  Va 

Lake  Charles,  La 

Ford  City,  Pa 

Kansas  City,  K^n 

Minneapolis.  Minn 


FIRES 


Montreal 

QtKbec 

St.  Johns,  N.  F. 

St.  Johns.  N.  F 

St.  Johns.  N.  F 

St.  Johns,  N.  F 

Quebec 

Quebec 

St.  Johns.  N.  F 

Ftedericton,  N.  B 

Montreal.  ■••«•........ 

Suebec 
ttawa 

St.  Johns,  Que 

St.  Hyacinthe 

St.  John,  N.  B 

Quebec 

St.  Johns,  N.  F 

Windsor.  N.  S 

New  Westminster.  B.  C 

Ottawa  and  Hull 

Montreal 

Toronto. 

Halifax,  N.S 

Moncton,  N.  B 

Kenora,  Ont 

Three  Rivers,  Que 

Femie,  B.  C 

Quf  bee 


Property  Destroyed. 

Tube  mill 

Whiskey 

Elevators  and  grain , 

Elevators,  docks,  etc 

Grain  and  elevators 

Grain  and  docks 

Dwelling  and  contents 

Business  blocks , 

Tanning  p'ant 

General;  90 blocks 

Plate  glass  works 

So»p  factory,  etc 

froplement  warehouse, « tc 

IN  CANADA. 

180  ho  jses 

i^  houses 

Nearly  destroyed 

Large  number  dwellings 

Nearly  des'royed. 

100  houses ;  90  lives  lost 

1,900  houses ;  40  lives  k  st 

Nearly  destroyed 

900  buildings 

1,900  houses, 

9,500  houses,  etc 

Office  buildings 

Business  section 

600  buildings 

Business  section ;  600  acres 

800  houses 

600  buildings 

Nearly  destroyed 

Business  section 

1. 000  houses,  mills,  etc.;  7  lives  lost 

Business  buildings 

Business  buildings ^. . . . 

Warehouses,  etc 

Car  work  s 

Flour  mill  and  elevator 

Business  buildings 

General  and  forest  fiies 

Grain  elevators,  dock^,  etc 


Property  Loss. 

$Z, 000,000 
1,000,000 
l,6oo,ocO 
1,950,000 
1.000,010 
1, 000,0c  O 
z,ooo,ooo 
1,000,000 
i.ooo.oco 
I  ,oco,oco 

I.SOO.OCO 

1.500,000 

I.OOO.COO 


$1,000,000 
1.300,000 


1,000,000 
1,500,000 
5.000,000 

5,000,000 

3.000,000 

1,000,000 

9,500,000 
1,950,000 

13,500.000 
9,000,000 

95,000,000 

1,000,000 
9,000,000 

7,500,000 

9,500,000 

13,500,000 

9,000,000 

1,900,000 
1.000,000 
9,000,000 
4.000,000 

I.9OO.O0O 


Annual  Fire  Losses  in  the  United  States  for 

Thirty-Five  Years-1  875-1 909. 

[Mamfy/rom  the  CkrvnicU  Fire  Ta3/es.] 


1875. 
1876. 

1877. 
1878. 

1879- 
1880. 

1881. 

1889. 

1883. 

1884. 

i«S. 
1886. 
1887. 
1888. 
1889. 
1890. 
1891. 
1899. 
1893. 


YSAJt. 


Aggregate 

Property 

LoM. 


78,109,985 

64,630,000 

68,965,800 

64.3i5.9a> 

77.703.700 
74,6^3.400 

81,980,900 

84,505.094 

100,149,998 

110,008,611 

ioa.818,796 

104,994,750 

190,983.055 

1x0,885.665 

193.046,833 

108,993.799 

143.7^.9^ 
151.510,098 

1^.544.370 


Aggregate 

Insuraace 

Loss. 


39.3a7.400 
34.374.500 
37,398.900 
36  575.900 
44,464.700 
42,525.000 
44,641,900 

48.875.131 
54,808,664 
60.679,818 

57.430.709 
60.506,564 

69.659.508 

63,965.724 

73.679.465 
65.015,465 

90.576.9x8 

93.511.936 

105.994-577 


1894. 

1895. 
1896. 

1897. 

1898. 

1899. 

1900. 

1901. 

1909. 

1903 
1904. 

1905 
1906. 

1907. 

1908. 

1909. 


Vbab. 


Totals 


-Aggregate 

Property 

Loss. 


140,006,484 
149,110,933 
118,737,490 

116.354.575 

130,593.9^^5 

153.597.830 

160,999.80s 

165,817,810 

161.488.355 

145,309,155 

1999,198,050 

1165,991,650 

t5i8,6n,8oo 

t9i5,o84,709 

1917,885,850 

1188,705,150 


4,906,907,990 


Aggregate 

Insurance 

Loss. 


i — 

89.574,659 
84,689.030 
73.903.800 
66.799.145 
73.796,080 
92,683,715 
95,4*^.650 
100,798,645 

.  94.775.045 

*  104,000,000 

*  144,000,000 
*'  116,000,009 

*  999,000.000 
**  197,000,000 

*  157,000,000 

*  143  000,000 


2.979.359.583 


*  Estimated  by  publishers  of  the  Insurance  Year  Book.        t  From  National  Board  Tables. 
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Fire  Insurance  Sto 


Dividends  of  American  Fire  Insurance 


NAME  AND  LOCATION 
OF  COBfPANY. 


Adiroodack,  New  York 

iCtna,  Hartford** • 

AEricaltnral,  Watertown 

Albany,  Albany 

Allegheny  Fire,  Pittsburg 

Allemaania,  Pittsburg. 

Alliance,  Philadelphia 

American  Druggists,  Cincinnati 

American,  Newark 

Amencan  Central,  St.  Louis. . . 

Arlington,  Washin|[ton 

AsBur.  Co.  of  Amenca,  N.  Y... 

Atlanta  Home,  Atlanta 

Austin  Fire,  Austin 

Ben  Franklin,  Pittsburg 


Birmingham,  Pittsburg 

Bluff  CTtjr,  Memphis 

Boston.  Boston 

Buffalo  Commercial,  Bufialo. 
Buflalo  German,  Buffalo 


Caledonian  American,  N.  Y. . . 
California,  San  Francisco 


Calumet,  Chicago 

Camden  F.  Ins.  Ass'n, Camden. 
Capital^  Mer.&  Bankers,  Des  M . 

Capital  Fire,  Concord 

Carolina,  Wilmington 

Citisens,  St.  Louis 

City.  New  Yoik 

City,  Pittsburg. 

Colonial  Assurance,  New  York. 

Columtaa,  Dayton 

Columbia,  Jersey  City 

Columbia,  Omaha 

Commerce,  Albany 

Commercial  Fire,  Washington. 
Commercial  Union,  New  York. . 

Common weath,  Dallas 

Commonwealth,  New  York 

Concordia,  Milwaukee 

Connecticut,  Hartford 

Consolidated,  Minneapolis 

Continental,  New  York 

Cooper,  Dayton 

Corcoran,  Washington 


«  . 
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•  Indudiog  stock  diTidend  of  twenty-fiir«  per  'cent.       t  Capital  increafcd  fitna  $750,000  in  1^09.       X  Capital  iscreaaed  fi 

tf  Scrip  diirideDd  to  policyholden  thirty  per  cant.       4/Scnp  diyidand  to  pohcyholdeis 

r  Capiul  increased  from  $166,880  in  xgo^.       h  Stock  diTidend 


CKS  AND  Dividends. 


Companies  for  Twenty-Five  Years, 
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During  1910 

To  Datb. 


Date. 


Jan. 
Jan. 


Jan. 
Jan. 
Jan. 
Feb. 
Jan. 

May 
Jan. 

Jan. 
Jan. 


Jan. 


Jan. 
Jan. 
Jan. 

•  •  «  •  • 

Feb. 
Jan. 
Jan. 
Jan. 

Feb. 
Jan. 

■  •  •  •  • 
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Feb. 
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X4990 

17337 
150.09 

X98.8Z 

Z70.67 
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z8z63 
884.69 
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z6a.6o 
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X9S.OI 
aog.is 
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36a.9Z 

Z38.04 
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307.96 
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30690 

153.84 

37Z.66 
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*9a5 


lODfOoo  ia  X9CMI-      '  Scrip  diTidead  to  polkyliolders  twenty  per  cent,     b  Scrip  dividend  to  policyholders  twenty*five  per  cent. 
»  ccdC        #  Capital  incxeased  from  $400,000  in  1909.      yCapital  increased  uom  $300,000  in  1909. 
Ho  dxridend  declared.        v  Year  of  organization.       x  Bid. 
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STOCKS    AND    DIVIDENDS. 


FIRE  INSURANCE  STOCKS 


NAME   AND  LOCATION 
OF  COMPANY. 


County  Fire  of  Philadelphia. ... 

l^elaware,  Pbila 

tees  Moines,  Des  Moines 

Detroit  F.  and  M.,  Detroir  . . . . 
t>ubuque  F.  and  M. ,  Dubuque. . 

Dutchess  Fire,  Poughkeepsie. . . 

£astem  Fire,  Atlantic  City 

Empire  City,  New  York 

Equitable,  Charleston 

Equitable  F.  &  M.,  Providence 

Eureka  F.  ft  M.,  Cincinnati... 
Fact,  ft  Traders  Mat,  Mobile. . 

Factors  Fire,  Mem[>bis 

Farmers  ft  Mer.,  Lincoln 

Farmers,  Cedar  Rapids 


Federal,  Jersey  City 

Fidelity,  Fire,  New  York* 

Fidelity.  Des  Moines 

Fire  Association,  Pbiladelphid. 
Firemans  Fund.  San  Francisco 

Fireroens,  Washington 

Firemens,  Newark 

Forest  City,  Rockford 

Franklin,  Philadelphia 

Franklin,  Washington 


Franklin.  Wheeling 

Georgia  Home,  Columbus. 

German,  Balumore 

Grnnan  Fire,  Indianapolis. 
German,  Louisville. 


German,  Peoria 

German,  Pittsburg 

German,  Wheeling 

German- American,  Baldmore. . 
German  Atltance,  New  York. . . 

German-American,  N.  Y 

German-American,  Pittsburg.. 

German-American,  Wash 

German  Security,  Lomsville.. 
Germania.  New  York 


Girard  F.  ft  M.,  Philadelphia.. 

Glens  Falls.  Glens  Falls 

Globe  &  Rutgers,  New  York. . . 

Granite  State,  Portsmouth 

Hanover,  New  York 

Hartford,  Hanford 

Hawkeye,  Des  Moines 

Hernando,  Memphis 

Hibemia,  New  Orleans 

Home,  New  York 


Home,  Salt  Lake  City 

Humboldt,  Pittsburg 

Imperial,  Den  "^er 

Ins.  Co.  of  N.  Ameiii  a.  Phila.. 
I  ns.  Co.  of  State  of  1 11. ,  Rockford 

Ins.  Co.  of  State  of  Pa.,  Phila.. 

Jefferson.  Philadelphia 

L'pool  &  Lon.  ft  Globe,  N.Y. . 


Capital 
Pud  up. 


$ 
400,000 
400.000 
100,000 
500.000 
200,000 

900,000 
/ao7,o67 

300,000 
/ 168.500 

400.000 

100.000 

150.000 

zoo.ooo 

r  900,000 

r  900,000 

1,000,000 

1,000,000 

A  50.000 

750,000 

1.500,000 

900,000 

1,000,000 

900,000 

400,000 
135,000 

900,000 
300,000 

SOO.OOO 

xoo,ooo 
900,000 

900,000 
300,000 
900,000 
900,000 
400,000 

z. 500,000 

f  300,000 

100,000 

100.000 

z,ooo,ooo 

500,000 

300,000 
400.000 


1^ 
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FIRB  INSURANCE  STOCKS 


NAMB  AND  LOCATION 
OF  COMPANY. 


Louisville.  Lonisville 

Lumber,  New  York 

Lumbermeiis,  Philadelphia.... 

Madison,  Madison 

Mechanics,  Philadelphia. 

Mechanics  &  Traders,  N.  C. . . 
Mercantile  F.  &  M.,  Boston... . 

Merchants  &  Man.,  Gin 

Merchants,  Bangor 

Metropolitan  Fire,  Chicago.... 

Michigan  Comnetcial,  Lansing 
Michigan  F.  ft  M.,  Detroit.... 
Milwaukee  Fire,  Milwaukee.. . . 
Milwaukee  Mech.,  Milwaokee. 
Monongahela,  Pittsburg. 

Nassau,  Brooklyn 

Nationsil,  Pittsburg 

National,  Cincinnati 

Nat'lF.  ft  M.,  Elizabeth,  N.  J.. 
National,  Hartford. 

National  Lumber,  Buifislo 

National  Union,  Pittsburg 

National  Union,  Washington. . 
New  Brunswick,  New  Brunsw'k 
New  Hampshire,  Manchester.. 

Newark,  Newark. 

Niagara,  New  York. 

North  British  ft  Mer.,  N.  Y.... 

North  River,  New  York 

Northern,  New  York 

NVst.  F.  ft  M.,  Minneapolis. . 
Northwestern  National,  Mil.. . . 

OldColouy,  Boston 

Orient,  Hartford 

Pacific,  New  York. 

Pelican,  New  York 

Pennsylvania,  Philadelphia. . . . 
People's  Nat.,  Philadelphia. . . 

Peter  Cooper,  New  Yorlc 

Petersburg  Sav.  ft  Ins.  Co.,  Va. 

Phenix,  Brooklyn  d 

Phoenix  F.  ft  M.,  Memphis. . . . 

Phoenix,  Hartford 

Piedmont,  Charlotte 

Pittsburg,  Pittsburg 

Portsm'th  F.  Assn.,  Ports.  N.H. 
Providence  Washington,  Prov. 
Queen  of  America,  New  York. . 

Reliance,  Philadelphia 

Rhode  Island,  Providence 


Rochester  German,  Rochester. . 

St.  Louis  Fire,  St.  Louis 

St  Paul  F.  ft  M.,  St.  Paul 

Security,  Cincinnati 

Security,  New  Haven 


Security  Fire,  Davenport 

Shawnee,  Topeka 

Spring  CSaiden,  Philadelphia. . . 
Springfield  F.  ft  M.,  Springfield 
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% 


z6 
zo 


Z9 

7 
6 

/ 
14 

*  • 

z6 


6 

Z9 


15 


90 

8 

% 

zo 


zo 
8 

I 

zo 


90 

z6 
8 

zo 
zo 


zo 


6 
zz 


IS 


zo 


10 
6 

7 
8 

•  • 

16 
10 


19 

7 

10 
6 

14 

•  • 

16 


8 


8 


10 
6 
8 

8 

•  ■ 

16 
10 


iz 

7 

zo 

19 

a    ■ 

16 

\ 

V 

8 


10 


18 

zo 

8 

zo 
zo 


6 
zo 


IS 


zo 


Z9 

6 

4 
8 

•  • 

z6 

10 


zo 
7 

zo 
6 

14 

•  • 

z6 

/ 
3 

^6 


P 
zo 


IS 


zo 


19 

6 
P 

Z9 

b 

8 

zo 


zo 

7 

zo 

/ 

14 

z6 

P 
P 

i 


zo 


Z9 

6 

Z9 

I 

zo 


1894. 


8 


8 
zo 

Z9 

6 


90 

3 

zo 
8 
6 
6 

zo 


z6 

Z9 

8 

zo 

10 


10 


zo 


IS 


zo 

7 

zo 

p 

14 

•  • 

16 

9 
3 

i 


zo 


zo 
6 

3 

Z9 

i 

zo 


Z895. 


s 

zo 


5 
6 

zs 

8 


1 

zo 

zo 

6 

6 

ID 


6 

14 
8 

zo 
zo 


Z8 


8 
zo 

•  ■ 

IS 


zo 
8 

zo 

14 

V 

z6 

6 
8 

zo 
6 


zo 


zo 
6 
6 

Z3 

{ 

10 


*  Capital  iocreaMd  from  $aoo,aco  in  X909.     f  Capital  increased  from  $50,000  in  1909.        %  Capital  increased  from  6750^000 
in  1899.      d  Early  in  1910  the  Phenix  of  Brooklyn  amalgamated  with  the  Fidelity  Fire  of  New  Yont  under 

/No  dividend  declared.        s  Alio  stock  dividend  $soo,c 
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AND  mYlDENDS^C(miinued. 


Cam 

^« 

MDi»— Pas  Cbbtt. 

DiVIDBND 

Dbclasbd 

S  0 

^8 

DUKING  19x0 

1i 

n 

To  Datb. 

2 1 

1896. 

1897. 

1898. 

Z899. 

X900. 

Z9DZ. 

1900* 

1903. 

1904. 

I9P5. 

1906. 

Z907. 

1906. 

1909. 

Date. 

Pr.  Ct. 

CO 

10 

10 

10 

xo 

8 

6 

8 

8 

8 

8 

8 

8 

8 

8 

Jan. 

4 

$140.61 

no 

.. 

•  • 

•  • 

«  • 

•  ■ 

•  • 

•  • 

■  • 

V 

P 

IS 

10 

10 

10 

•  • 

IS4.»I 

ft  ft  ft 

10 

10 

zo 

10 

10 

zo 

zo 

zo 

zo 

10 

IS 

IS 

IS 

14 

Jan. 

8 

477.79 

303 

•  a 

•  • 

•  « 

•  • 

•  • 

7 

7 

7 

7 

7 

7 

7 

7 

7 

• 

.  * 

I74.as 

•  •  ft 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

10 

10 

10 

10 

Jan. 

S 

338.96 

.i»o 

5 

/ 

3 

P 

/ 

/ 

/ 

P 

i 

i 

/ 

/ 

P 

6 

ft  • 

SOS.89 

ft  ft  • 

6 

6 

6 

6 

/ 

4 

8 

8 

8 

/ 

P 

P 

•  ft 

140.  s6 

ft  ft  • 

13 

12 

IS 

ZI 

zo 

zo 

10 

zo 

zo 

10 

zo 

10 

10 

9 

Jan. 

4 

IS8.S9 

130 

8 

4 

8 

8 

8 

8 

8 

8 

8 

8 

zo 

10 

10 

IZ 

■  • 

S38.0I 

•  •  • 

«• 

•  • 

•  • 

•  • 

m  m 

•  « 

•  • 

V 

/ 

10 

S 

/ 

S 

S 

•  • 

IZ0.72 

laS 

•• 

•  • 

•  * 

m  • 

•  • 

•  ■ 

•  • 

•  • 

•  • 

V 

P 

P 

P 

^ 

•  • 

zz5.oa 

soo 

9 

8 

8 

8 

4 

4 

6 

6 

6 

6 

6 

6 

6 

Jan. 

< 

185.93 

150 

•  • 

m  m 

V 

P 

/ 

/ 

/ 

P 

P 

S 

S 

ZO 

10 

10 

Jan. 

6 

SOZ.49 

ft  ft  • 

35 

40 

40 

40 

40 

40 

40 

40 

45 

40 

so 

13 

16 

16 

Jan. 

f 

S31.ZS 

ft   •   4 

6 

6 

5 

49^ 

6 

6 

6 

6 

6 

6 

06 

6 

Jan. 

ZS8.3S 

ISO 

10 

10 

10 

zo 

zo 

zo 

zo 

zo 

zo 

10 

10 

10 

zo 

10 

Jan. 

i 

S09.65 

jri65 

10 

12 

IS 

IS 

12 

IS 

zs 

z6 

z6 

16 

z6 

16 

16 

16 

Jan. 

i9aSS 

sso 

3 

6 

6 

6 

6 

3 

6 

6 

3 

S 

S 

6 

6 

6 

Jan. 

3 

I3a-4S 

ISO 

5 

6 

6 

6 

6 

6 

6 

6 

6 

6 

7 

7 

8 

9 

Jan. 

5 

SZ3.77 

•  ft  ft 

10 

IS 

IS 

IS 

zs 

13 

zs 

zs 

zs 

IS 

7 

II 

zs 

13 

Jan. 

S 

384.03 

4SO 

• « 

•  m 

•  • 

•  • 

«• 

•  ■ 

«  • 

•  ■ 

•  • 

V 

/ 

/ 

S 

10 

Feb. 

s 

Z33.38 

•  ft  ft 

•    V 

•  • 

•  • 

•   a 

•  • 

V 

/ 

P 

P 

p 

4 

4 

4 

8 

■  • 

14835 

ISO 

12 

u 

23 

IS 

IS 

xo 

10 

5 

6 

7 

7 

7 

7 

7 

ft  ft 

a5i.37 

V    ft    ft 

13 

ID 

IS 

18 

H 

zo 

zo 

P 

7H 

6^ 

3K 

S 

10 

10 

Jan. 

s 

140.30 
a36.s8 

150 

8 

9 

10 

10 

10 

10 

10 

zo 

10 

10 

zo 

10 

zo 

10 

Jan. 

s 

ft   ft    ft 

10 

10 

10 

10 

zo 

10 

zo 

zo 

10 

10 

10 

10 

zo 

II 

ft  ft 

S83.14 

•    ft    ft 

10 

10 

10 

10 

zo 

10 

^ 

so 

30 

so 

10 

so 

so 

so 

Jan. 

10 

40S.90 

^^5 

•  • 

V 

P 

/ 

p 

/ 

zo 

zo 

10 

10 

10 

zo 

10 

Jan. 

s 

S4a.36 

a   ft   ft 

6 

7 

7M 

8 

8 

7H 

p 

8 

8 

9 

10 

10 

zo 

10 

ft  ft 

339.64 

160 

a  • 

V 

3 

3 

/ 

P 

p 

S 

2H 

S 

S 

S 

s 

5 

•  ft 

1S8.Z3 

ft    ft    • 

•  • 

«  • 

,  . 

V 

/ 

10 

p 

/ 

3P* 

/ 

7 

6 

7H 

/ 

Jan. 

6 

193.43 

SIO 

13 

•  • 

IS 

IS 

•  • 

13 

■  • 

zs 

•  • 

13X 

*  • 

14 

a    • 

IS 

•  • 

IS 

•  • 

IS 

•  • 

IS 

V 

IS 

s 

zs 

4 

IS 

4 

Jan. 
Jan. 

7 

3 

339.99 

ZSS.OI 

350 

ISO 

8 

10 

10 

10 

S 

/ 

40 

10 

zo 

so 

10 

/ 

/ 

/ 

•  • 

3oa.36 

•  •  ft 

10 

10 

10 

xo 

10 

S 

10 

P 

/ 

3 

6 

6 

zs 

IS 

Jan. 

7 

a87.04 

«.15 

•  « 

•  ■ 

•  * 

V 

P 

P 

P 

P 

P 

/ 

/ 

/ 

S 

10 

•  ft 

ST1.49 

ft  ft  ft 

90 

•  • 

so 

■  • 

as 

•  • 

as 

as 

•  • 

as 

•  • 

•  • 

•    a 

30 

•  • 

as 

•  • 

so 

•  ft 

so 

as 
P 

•  ft  ft  •  • 

Feb. 

ft  ft 

S 

39779 
161.75 

386 

a    a 

ID 

10 

10 

10 

10 

zo 

zo 

zo 

ZO 

10 

10 

8 

6 

6 

ft  • 

190.S1 

*90 

9 

9 

9 

9 

9 

10 

ZI 

zs 

IS 

13 

16 

16 

z6 

16 

•  ft 

401.38 

400 

10 

10 

10 

10 

10 

zo 

zo 

10 

10 

IS 

so 

so 

so 

so 

•  • 

134.36 

ft  ft  ft 

/ 

6 

9 

7 

6 

3 

p 

4 

8 

7 

8 

9 

S 

7 

ft  ft 

117.43 

a    ft    ft 

H 

14 

H 

14 

14 

»4 

zs 

zs 

14 

IS 

8H 

10 

zs 

^3H 

Jan. 

35^ 

aS3-34 

S87 

> 

/ 

P 

^ 

P 

P 

zo 

zo 

P 

6 

7 

8 

8 

A 

■  ■ 

193.04 
345.18 

ft    •    ft 

x6 

16 

16 

16 

16 

16 

z6 

z6 

Z6 

16 

16 

16 

16 

ft  • 

a    a    ft 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

10 

10 

ft  ■ 

368.47 

160 

8 

8 

zo 

10 

10 

zo 

zo 

zo 

zo 

10 

5 

P 

7H 

10 

a    ft 

334.36 

180 

10 

so 

so 

so 

so 

so 

so 

30 

/zso 

10 

10 

10 

10 

so 

Jan. 

IS 

427.97 

ft   ft   ft 

6 

•  ■ 

7 

•  • 

7 

6 

«  • 

6 

m  m 

6 

•  ■ 

7 

•  • 

7 

•  • 

6 

•  • 

7 

■  • 

7 

•  • 

7 

7 
10 

10 
10 

Jan. 

ft 

s 

190.34 
317.83 

159 
SOO 

10 

10 

10 

10 

ZO 

zo 

zo 

IS 

zo 

10 

I 

6H 

10 

1054 

Jan. 

s 

334.04 

soo 

V    • 

mm 

•  « 

■  ■ 

•  • 

•  * 

•  • 

•  • 

•  • 

•  • 

V 

P 

6 

6 

ft  ft 

103.85 
410.98 

150 

10 

10 

10 

10 

zo 

zo 

10 

zo 

zo 

10 

10 

10 

10 

10 

Jan. 

6 

laS 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

IS 

6 

Jan. 

3 

145.18 

«  ft  ft 

6 

6% 

8 

8 

8 

8 

8 

8 

8 

8 

4 

6 

IS 

IS 

Feb. 

7 

ao3.S4 

340 

13 

4*300 

5 

5 

6 

S 

S 

14 

8 

8 

8 

4 

8 

9 

ft  ■ 

155.04 

ft  ft 

t 

/ 

6 

6 

6 

6 

zo 

zo 

10 

10 

10 

IS 

IS 

1 

Jan. 

7H 

196.49 

soo 

8 

8 

8 

8 

8 

7 

6 

6 

3 

6 

3 

0 

6 

Jan. 

6 

334.00 

180 

10 

10 

10 

zo 

zo 

sio 

zo 

10 

10 

10 

10 

10 

10 

10 

Jan. 

S 

334.97 

^S5 

m  1909       {  Special,  on  original  stock,      a  Alto  stock  dividend,  $95,000.       b  Formerly  mutual;  reorganiied  as  stock  company 
the  mie  oC  the  Fidelity-Pheaiz  Fire.       «  Capital  decreased  from  $300,000  in  1909.        m  Stock  diyidcnd. 
/  On  old  capital,  $500^000.       v  Year  of  organisation. 
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FIRE  INSURANCE  STOCKJ 


NAME  AND  LOCATION 
OF  COMPANY. 

Capital 
Paid  up. 

$ 

200,000 
25,000 

zoo,ooo 

f2OO.O0O 

Z5o,ooo 

400,000 

500,000 
200,000 
zoo,ooo 
250,000 

zoo.ooo 
*7S.ooo 
/zoo.ooo 
zoo,ooo 
200,000 

zoo,ooo 
200,000 
250.000 
250,000 
200,000 

300,000 
300,000 
♦250,000 
250.000 
200,000 

$ 

as 
zoo 

zoo 

zoo 

zoo 

zoo 
so 

20 

zoo 

so 
zoo 
zoo 
zoo 

20 

so 
zo 

»s 

as 
as 

zo 

so 
zoo 

so 

•  •  • 

AsntvAL  Dm 

1885. 
6 

•  • 

P 

•zo 

9 
zo 

6 

20 

zo 

■  • 

■  ■ 

•  ■ 

Z2 

P 

I 
ZO 

zo 

zo 

zo 
8 

•  • 

20 

•  • 

z886. 

Z887. 

6 
8 

•zo 

8 
zo 

6 
20 
zo 

•  • 

Z2 

4 

6 

6 

zz 

t 

zo 
4 

•  • 

20 

•  • 

z888. 
3 

•  • 

6 

•  ■ 

zo 

6 
zo 

8 
20 
zo 

S 

Z2 
/ 

6 
6 
zx 
8 
6 

zo 

/ 

m    m 

20 

•  • 

Z889. 

6 

•  • 

S 

•  • 

zo 

7 
zo 

8 

20 

zo 

•  • 

•  • 

zi 

p 

6 
6 

12 

9 
6 

zo 
6 

■  • 

20 

•  ■ 

1890. 
6 

•  • 

P 

ZO 

zo 
8 

20 
ZO 

•  • 

•  • 

6 
z6 

/ 

6 

7 
zz 
zo 

6 

zo 
6 

20 

■  • 

189Z. 

3 

a 

6 

•  • 

8 

6 
zo 

8 

20 
zo 

•  • 

•  • 

6 
20 

P 

6 

7 
zo 

zo 

6 

zo 
3 

20 

m  m 

Z892. 

3 

Z3 

7M 

•  • 

zo 

6 
zo 

8 
20 

■  • 

6 
z6 

/ 

6 

6 
zo 
zo 

6 

zo 

•  • 

20 

•  * 

1893. 

6 

Z2 

7M 

zo 

6 
zo 

8 

20 
zo 

•  • 

•  • 

3 

zo 

/ 

6 

6 

zo 

1 

zo 

•  • 

20 

•  • 

Z894.  i8gs 

1 

Standard.  Trenton 

6 

•  • 

8 

■  • 

•zo 

zo 
zo 
6 
20 
zo 

•  • 

V 
Z2 

/ 

6 

6 

zo 

zo 

6 

zo 
8 

■  • 

20 

■  • 

9 
9 
f 

8 
6 

9 

State  Dwelling  House,  Concord 
State,  Des  Moines 

9 

State  of  Nebraska,  Omaha 

Stonewall,  Mobile 

10 

Stuyvesant.  New  York 

6 

Sun,  New  Orleans 

zo    !  10 

Teutonia  Fire,  Pittsburg 

TeutDuia.  Dayton 

8    '    9 
20    1  20 

Teutonia.  New  Orleans 

Toled >  F.  &  M.,  Sandusky. . . . 
Und's  of  Greensboro.  Gr'nsboro 
Und's  Fire,  Concord,  N.  H. . . . 
Union,  Bangor 

zo 

•  • 
■    a 

4 

Z2 

10 

■  • 

a  • 

4 

Union,  Philadelphia 

P          ^ 

,  *  u..»««<^.^u«« 

Union,  Pittsburg 

United  Fircmens,  Philadelphia. 

United  States,  New  York 

Virginia  F.  and  M.,  Richmond. 
Virginia  State,  Richmond 

Westchester,  New  York 

Western.  Pittsburg 

Western  Reserve,  Cleveland. . . 
WilUamsburgh  City,  Brooklyn. 
Winona  Fire,  Minneapolis 

6 
8 
6 
8 
6 

zo 
3 

a    ■ 

20 

6 

9 
6 

8 

6 

10 
6 

*  Iccludes  stock  dividends  applied  to  capital.  t  Capital  increased  from  $100,000  in  igop.  %  Capital  incieas4 

c  Also  as  per  cent,  stock  dividend.         r  Includes  guarantee  capital  $37,500.         P  No  divide! 
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IND  DIVIDENDS— Gyit/^'ii«^</. 


iKMD— Pks  Cmsr. 


896. '1897. 


1898. 


6 

13 


10 

6 

10 

10 
ao 
10 


4 

9 
6 

6 
10 

6 
8 

6 

10 

6 


ao 


6 
9 


10 

6 
zo 
10 

?5 

ID 


4 

12 

6 

6 
10 
8 
8 
6 

10 
6 


ao 


6 
9 


IS 

6 
10 
10 
ao 
10 


1899. 


6 
9 


4 
16 

6 

6 
10 
8 
8 
6 

10 
6 


xo 

6 
10 
10 
ao 
10 


1900. 


6 
9 


/ 

4 

16 

6 

6 
10 
8 
8 
6 

16 
6 


10 

6 

12 

10 

ao 

*ia 


6 

4 
x6 

6 

6 

10 

8 

8 

6 

16 


1901 


9 
6 


la 

3 

5 

10 

20 
5 


6 

6 

16 

6 

6 
zo 

7 
8 

6 

x6 
6 


190a 


9 
6 


8 

3 
10 

10 

ao 

10 

^3 

/ 
6 

16 

6 
10 


I 


16 

6 


a4 


1903' 


9 
6 

V 

la 

/ 
10 

10 

ao 

10 

6 

16 

S 

6 
10 

4 
8 

I 

16 
6 

V 

30 
zo 


Z904. 


6 

t 

zo 

/ 

zo 
za 
ao 
zo 

I 

6 
z6 

6 
zo 

3 
8 


ao 
6 

/ 

30 
zo 


Z90S. 


6 

9 
6 

P 
xo 

/ 

zo 
z6 
ao 
zo 

i 

6 

z6 

/ 

7 
zo 

I 

6 

20 
6 

a 

30 
zo 


Z906. 


6 

zo 

6 
zo 
z6 
ao 

/ 

zo 

6 

6 
20 

/ 

7 
zo 

6 

8 

30 
zoc 


Z907. 

Z908. 

6 

6 

9 

9 

6 

8 

^ 

3 

xo 

15 

3 

io5< 

IS 

S 

aa 

ao 

ao 

ao 

zo 

zo 

10 
6 

'i 

6 

6 

z6 

30 

> 

/ 

7 
zo 

/ 
zo 

19 

8 
ao 
zo 


7 

3 

P 
zo 

6 

30 
6 

8 

ao 

zo 


Z909. 


6 

9 

8 

6 

zo 

8 
zo 

20 

ao 
zo 

15 
6 

6 

ao 

P 

7 
6 

/ 
zo 

6 

30 

^> 

8 
ao 
zo 


Cash 

Dividend 

Dbclakbd 

During  19x0 

To  Datb. 


Date. 


April 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 
Jan. 
Jan. 

Jan. 

Jan. 
Jan. 
Jan. 

Jan. 
Jan. 


Jan. 
Jan. 
Jan. 
Jan. 


Pr.  Ct. 


3 

9 
8 

3 
S 


8 
zo 

5 
15 


3 

4 

6 


ao 

4 

a 

zo 


$834.30 

I8Z.4S 
Z47.a4 

"SSI 
Z7a.SS 

z8a.oa 

127.35 
a48.ao 

fias.az 
IS5.53 

i3a-63 

Z20.22 
ZTO.87 
388.97 

z69.a3 

Z88.66 
Z73.9a 

15129 
3ZO.9Z 
zaa.94 

573-93 
za9.86 

12853 
4x6.ai 

15397 


O  P 

CO  8 

If 

CO 


z6o 

150 
xzo 

ISO 
Z50 

•^155 
zza 

azo 
Sio 
"5 

Z40 
zao 
z6o 


130 
Z30 
x6o 
280 
Z08 

•«'45S 

"5 
z8o 

Jraoo 


bon  faoo^oeo  in  2909.  a  Formerly  mutual  *  reoisaoized  in  x8gx,  as  a  stock  company. 

A*daied.       s  Exin.       /  Capital  increaaed  from  #35,000  in  xgo9.       v  Year  of  reoisanixaticMi. 


b  Reorganised  in  xgoa. 
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CAPITAL   AND    DIVIDENDS    OF    AMERICAN    COMPANIES. 


Capital  and  Dividends  of  American  Companies. 

JoiKT  Stock  Fire  Insuhancb  Companies  of  the  State  of  New  York. 


Ybak. 


•I 


1860-X870  inclusive 

1871-1880 
Z881-1890 

X891 

1892 

1893 

1594. 

rt95 

1896 

1897 

X898 

1899 

igoo. 

1901 

1903 

1903 

1904 

Z906 

1907 

1908 

1909 


1860-1909  inclusive. 


Number  of 
Companies. 


av.  zoa 


11 


1; 

4a 
40 

38 
44 


57 

44 
47 

46 
43 
44 


Capital. 


^1,708.350 
S5a,470.i90 

909,094,000 

17.000,000 

16,650,010 

16.350,000 

16,150,000 

16. 140.150 

17.375.0)0 

19,100,000 

90,400.000 

90,450,000 

90,150,000 

18,350.000 

18.050,000 

18,550,000 

18.850,000 

19.550.000 

2Z. 350.004 
9X.  150.004 
90,550,000 
91,050.004 


$1.110.489.919 


Dividends. 


$a7.4Sa.776 
a9.755.MO 
00.7614.9^8 

1.679.707 
1.698.^ 
1,613,63s 
1.647.446 
Z.698.340 
1.736,938 

K.933.P51 
9,168,0x3 

0.X38,7O4 
a,043.769 

a.077.959 
9.113,049 

a.569.547 
3.030.9^7 
a.770.538 
8.906,990 

3.195.338 
3.a77.968 
3.879.844 


$X99.O0O,O0O 


Joint  Stock  Fire  Insurance  Companies  of  Other  States. 


«« 


1860-1870  inclusive. 

X871-X880 

X881-X890 

X89Z 

xSgo 

X893 

1894 

1895 

X896 , 

1897 

X898 , 

X899 

X900 

X901 

1903 

1903 

1904- 

1905 

X906 

1907 

1908 

1909 


1 860-1909  inclusive 


f159.87a.096 

058.4ii,74X 

360,158,000 

34.739,900 

35.435.075 
34913.075 
33.580,875 
33.480.875 
34,680.875 

35.930.875 
36.630,875 

37.75a.875 
36.109,875 

35.852.875 
36.753,875 
37.553,875 

37,475.375 
40,100,875 

43,700,000 

47,080,000 

46.580,000 

47,960,066 


$i.5o6,94X.453 


$00,949,148 
3t.933,ooa 

40^909.308 
4.037,956 
3,8:^.031 

3.733.033 
3,609,405 

3.959.843 

4.115.653 
4.3x0,500 

4,470,630 

4.643,3x4 

4.343.057 
4.006.369 

4,44X.90i 
4.554.878 
4.SP3.678 
4.990.663 
4.008,486 
4,880.907 

5.567.34a 
5,970,995 


$176.7x9,773 


United   States   Companies   Combined. 


(I 


•• 


Z860-X870  inclusive. 

X87X-1880 

188X-X890 

1891 

X899 , 

1893 

1894 

189s 

T896 

1897 

Z898 , 

1899 

X900 

X90X , 

X909 

1903 

1904. 

1905 

X906 

1907 

X908 

1909 


1860-X909  inclusive. 


$451,580,446 

5io,88i,93X 

57X. 959.400 

51.739,900 

5a.085.085 

5X.263,075 

49.730.875 
49.693,025 

53,055.875 
55.030.875 

57.030.875 

58,909,875 
56.259,875 
54,909.875 
54.809.875 
56,109,875 

56.335.375 
59.653,87s 
6s.ps0.004 

68.430,004 
67,130.000 
69.0x9,070 


$9.6i7.43X.365 


^,694,994 

6o.q88.90a 

61,673.550 

5.717,733 

5.474.473 
5,346,668 
5,969,85X 
5.658,x83 
5.859,S9X 

6.333.573 
6.640,64< 

6,789.0x8 

6,986.896 

6,304,398 

6,554.570 
7.X94.A95 

7.534.6PS 
7.761.90X 

7,X34.785 

7.096,245 
8,845,3x0 
9.850.069 


$398,734,773 


Ratiow 


9-43 
11.79 

tu 

9.78 
9.87 

ZO.90 
XO.59 
ZO.OO 
XO.O7 
10.60 
XO.46 

XO.I4 
XX.30 
XI. 71 

X4.17 

13-71 
10.39 

15.95 
X8.43 


10.99 


Z9.66 

X2.09 
XX.30 
ZX.63 
XO.85 
X069 
X0.79 
1X.83 
XO.87 

Z9.0C 
19.91 
IS.9X 

11.75 

XX. 71 

X9.o8 
X9.X9 
X9.00 

13.44 
9.63 

10.33 

"95 
13.45 


"73 


XO.56 
XX.04 
X0.80 
XX. 05 
X05X 
10.43 

XO.60 
XX.40 
11.04 

".33 

11.64 
XI.65 

zx.x8 
ix.6^ 
ZX.90 
X009 

13-37 
13.01 

1097 
XX.67 

13.17 
14.07 


XX.49 
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STOCKS   AND    DIVIDENDS. 


FIRE  INSURANCE  STOCKS 


NAME  AND  LOCATION 
OF  COMPANY. 


Standard,  Trenton 

State  Dwelling  House,  Concord 

State,  Des  Moines 

State  of  Nebraska,  Omaha 

Stonewall,  Mobile 

Stnyvesant,  New  York 

Sun,  New  Orleans 

Teutonia  Fire,  Pittsburg 

Teutonia,  Dayton 

Teutonia,  New  Orleans 

Toled)  F.  &  M.,  Sandusky. . . . 
Und's  of  Greensboro.  Gr'nsboro 
Unds  Fire,  Concord,  N.  H. . . . 

Union,  Bangor 

Union,  Philadelphia 

Union,  Pittsburg , 

United  Firemens,  Philadelphia. 

United  States,  New  York 

Virginia  F.  and  M.,  Richmond. 
Virginia  State,  Richmond 

Westchester,  New  York 

Western.  Pittsburg 

Western  Reserve,  Cleveland. . . 
Williamsburgh  City,  Brooklyn. 
Winona  Fire,  Minneapolis 


Capital 
Paid  up. 
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*  Includes  stock  dividends  applied  to  capital.  t  Capital  increased  from  $100,000  In  1Q09.  ^Capital  increased 

c  Also  as  per  cent,  stock  dividend.         e  Includes  guarantee  capital  f  37,500.         /  No  dividend 
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AND  DIVIDENDS— CViti^'i»»/</. 
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irom  faoOfOoo  in  1909. 
declared.        s  Extva. 


a  Formerly  mutual  •  reorgaoited  in  x8gx,  as  a  stock  company. 
/  Capital  incrcaacd  from  f  35,<x)0  in  1909.       v  Year  of  reorganisation. 


d  Reorganised  in  igoa. 
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RISKS    WRITTEN    AND    IN    FORCE. 


Risks  Written  and  in  Force  for  1909. 

Table  below  gives  a  statemeDt  of  the  risks  written  during  1909  and  risks  in  force 
December  31,  1909: 


Name  or  Cohpahv. 


aI^.a 


AUiuux,  PhlUdclphu 

Amrriom,  Newi^k.T.'. .      . 
Amwicui  CmlraJ.  Si.  Louii 

Amencin  Rre.  Phflidelphi.  . 
Aioerkan  NiiliDii>J,Rock  Island 

Anchor,  Do  Moinej 

AHunincc  Co.  of  America.  N.  V. 
AdonrH  Home,  AiIuiIa 


Atlu,  Laxkni 

AuilmFlre.  Oillu. 

Bta  FnnkliD.  PllDbort. 
Bosion.  BonoD. ...     ... 


Brllkh  uut  Fonln,  Linip^ 
BuSila  Conuneri^  BuBalo . . 
Bufltlo  Germui,  Buffalo 
CilcdanteB,  Edinbunh. . . 
CdedoouB  Aoicrican.  N.  V 
Cilffonilii.  5u  FnncBco. 

C«lun«l.  ChicMO 

Caimlcn  Fin,  Ounden.      , 

C«piul.  Concord.   

Central  Naliaoil,  Chicjigo .    . . 

CenniiT,  Da  Uolna 

Clilseni.  Clurtolowo 

Citiiens.  Si.  Loub 

atr  of  New  York,  New  Yort . 
Cologne  Rrlniurance,  Cologne 
Coloniil  AmnDce.  New  Yorl 

Columbi.,  JerKy  ai» 

Cotumbii.  Diyloo... 

ColuDihii,  Omahi... 
Commerce,  Albont. . 
Commercial,  Du  Mc 


w  Vorl 
lion,  London  . 
ComioDninaith.  New  Yorli. . 

Comraonweallh.  Dallu 

CoBcordla,  Milwiukee 

Cooneclicut,  Hu-Ilord 

Coiuolidiud  F.  &  H^  Uion, 
CoactBciild,  New  Vock 

COBOIr'Fire.  PMiideJiiiiia. . v. 

Ddawue,  PhiUdelphB 

Dca  Hbmei.  Do  MoiKi 

Detraii  F.  ud  U.,  Detiaii. 

Dine  Fin,  Creenibora 

DutMlque  F.  and  M.,  Dubuqi 
Dutcheu  Fire,  FmiglikRpt^ 

Buteni,  Allanlic  CitT 

Empire  Cii7.  New  Ywk...    . 
Equiuble  F.  and  M..  P[o>. 

Farmcn,  Cedar  Rilpidi. 

Farmcn  &  Uercbanu.  Lioco 

Feder»l,  Jeney  Cily 

Federal  Uakm.  Chiafo. 


3«,J1S.7SS 


I»,14S.M1 
•M,648,724 
t3S.10ll.32S 
lt«,21ll,89Z 
430.31  e.o«) 
i>«,saB,a«7 

4,080,111 


H.IU.91S 
•S21.32I,90« 

tisa,ftei,oni 


57.»aE,804 
113,171.276 

i3.iai.on 

11,080.101 
ftD2I.M7 

I5,844,38£ 
1H.3HH* 

TO.i«l,Stl 
tlt,tD7.KK 


G,  MO,  84  2 
S0,DSS.15S 
•S1E.3M.423 
t61fl.I74.122 
1I1.>S7,7BI 
32.0IS.BSS 
112.881,102 
(08,280,031 


44,640.730 
27,808.81  f 
66,674.421 


Franklin.  PhUadelph 


78 1,  SOS.  7  72 

380.042.481 

4.072,020 

21,324.402 


18.I6S.S04 
248,184,714 
18,615.308 


50,152,831 
111,313,310 
223,447.931 
2,108,767 
66,716,456 
41,768,417 
181,671,787 
65,»6T,53S 
7.161,861 
14.646,446 
13,366.623 
63,515.471 
61,048.529 
136214.655 
8.361,110 
t30, 058.411 
21,851,817 
161.372.023 


German-ADwican.  New 
Gsmania,  New  York... 


GeimanH  PilisbuFR 

Ganan,  Wheeling 

n  Securilv,   Louijville . . 

F.tadti.  Phaadelphia 

Qleni  Falli.  Glcni  Falk 


Hanoer,  New  Yorl 


45,86  l,:i;:d 
•641,l»fl.07S 
tl3,S68,466 
103,062,877 
11,067,817 
166,864.588 
637,3JO«07 
17,633,675 
1,346,317,531 
36,471.378 
53,580,457 
227,348,241 
60,810.470 
•88.111.618 
68,181,811 
11, 081,486 
Sl.053.070 
14.358.465 
43,411,"" 
•114,356-- 
t31S338 
U.iN.i" 
5-1,321,6. 
58,151,963 


iboldt.Piii.burg 

Imperbt.  Denver 

Indemnity  Mutual,  London. 

Ins.  Co.  of  No.  Araer..  Phila . . , 
Co.  State  of  lU.,  Rocklord 
Co.  Siaie  oi  Pa..  Phil 
raatnnal.  N.  Y.. 
1  Manulacturers,  Wi 

IT,  MoKow 

!isw,  Philadelplila... 

_  ■,  Union  61  Crown,  L 

Liv.  At  LonilDn  &  Globe, 


Lumbermena.  PhUadelplua,,. 


Merth'ii  &  B'nken,DeiMoia> 

Melropcditao.  Chkigo 

Mtchiffu  Commerc'l.  Lannini 
Uichigan  F.  and  M.,  Drtroil. 


Nalkaal,  CinciBBall. 
Nadooal,  Pillibuig.. 
••-■'-Ml.Harlftrt.,, 


171,584.552 
81,676,807 
t7.653,7Jl 

123,180.465 
11.157.313 

t83, 67 1,183 
70,066,867 

266.036.44! 

1,134,321.005 

33.573,168 

371,030,126 


aui«.Ti4 

'1011,107.680 
t«l,lia,H3 

6«,«tS,»43 
10.101. 681 
1 133.307.1°" 
*e  12,711,1 


108,8S7,6«f 

4,613,48: 

181.671,408 


tl6,3Sa,»ll 
46.114,861 
>101.83i6tt 


Riski 
Dec.  31. 


317,307,811 
80,17(,U0 
f30^033 

lM.a41.n8 
14.IM.46S 
t3.TB0.068 
12,116,036 


60,  se 


.126 


66,183.637 

2.813,432 

108,360,218 

34.660.136 

1,801.507 

17g,H1.3II 

372.521,103 

182, 61 1,406 

70,152,071 

110,771.043 

til. 431 

aoT.Mista 
a.ooLou^ws 


t6.84a,68a 
■860.474.845 
t60,TN.S5I 


i03.Taa,»ei 

•SlLr71,0tD 
tlJO.117 

7a.47g;isi 

38,071612 

,lM.4e4,llO 

tiioi^asi 
m,iu,m 


tL4tlM8 

tl8,lM,714 
tI6.70KM« 
tl.Ml.(87 
67.SlT,n6 


61.676,808 
8,121.511 
282.7S3.102 
111,714,367 
601,18t,MI 

•1MK406 


RISKS   WRITTEN    AND    IK    FORCE. 


RISKS  WRITTEN  AND  IN  FORCE   FOR   jgo^— Continued. 


Nbpn,  N«  Yort....."" 
N.  Biiliih  li  Mrraial3c,  L 


9  WubiniKin,  SbiU<; 

'airm  Empire.  Spokane  -  ■ 
.'alcin  Rhctvi.  doduul.   . 
'jUiamsburgh  Cil)i.  BnuUTB. 


41.B77.1S3 
•llI.*ai.<M£ 
t«7.l7).8U 

IWlUt,l» 
U.»S,«I( 
tll,3U,73S 


1  AUmlic  Muiud,  > 


PKifc'  F,rt, 


Frvridaiu-WuhiaglDD,  Pmv 
pRisiui  Vjiioiul,  Slellin. 

KdiuKc.  PliiltdFlphn.. 
Rdiuwe  M.jruip,  LiTcrpoot 

Rlvde  Iil.iniJ.  Piuvidenu 

KkhjociiKl.  \^'ni  New  Briihtoo 
RocbcHcr     German,    Rocbi 
Rots  1V:[lrams.  Providtoci 
Itoiu,  Si    PirrrrHiburE.  .  .  . 

RiiT-l,  U-.rrr-»]      

fUtjil  Etc  Kinic  Londm  . . . 
RuBU  Hcint ,  Si.  Pembiui 
SabnMPdja,  Si    Pelenburg. 
Si.  Paul  f   and  M..  SI.  Piui 
SmttBli  L'nIoD  &  Nail,  Edinb'i 
Sea,  Lii.erp.JoJ         .... 

Sccuril),'.  Nnc  Hjtien 

Securiiv  Fire.  Da^-enpori, 

SlawDce.  Topelia 

SimiFirc.  Sioiii  Cily  .. 

Skanlia.  Stuckhdrn 

Spii^eld  F.  &  M..  SpiingBeld 
Sptinm  Garden.  PhOaddphu 
StaaSni,  Keokuk..    .. 
Soadard.  Trenton     . 
Suadard,  LWcpod 
Stale  Des  Moioei 
Stale  Fire,  Omaha   .. 
Stale,  IJvcrpcflJ 

Stur»r»ini.  .">>«  York 

Son,  N™  OHnoi        .   .   ..,■ 


10.S7!.tt87  I! 
240,470.781  C 
I4,87S,41'  f 


tlS.441.lB7  F 

3S3,B30.3U  C 

M6,l.lfl.904  y 

140.004,673  1 

r2.7Sa.ZM  I 

49.871  SS3  h 

12,»e3,]&3  I 


107.llfi.3Z0   L 

iifl.oas.is"  " 

*5  23. 182.26 


II,S41^gSS 

4U,78t.«tt 
7S,QS7.Wt 

t.IIt,4H 

11,1H,1M 
I71;88i.IM 


.  tnr.gg 


Farniprt.  WonaaUr 


l,tB4,*O0 

S.STl,iii 
I».047,g4l 
«a,et<.784 
IS.«Tiai4 

«0.«7 
8,Ta3.BtO 
«,H«.«Tt 
t7,SlS,4I4 

tia.iiu.tr. 

10.M1,7» 
I71,IM.IW 

1.IB9.W 
11,1M.I71 

l.««,«8l 
I0.8as.BU 

s2.an.Ts> 

■,«54.tW 


14,<M1,MS 
1,S70.4(0 
4,ITa,M« 
1S,M1.«W 
If,Tf4,lS« 
il,<MS,4M 
UN.U1,T81 

n,«ii;6>7 
i«,wi,sn 
a.8««.i«8 

tT,I3I,81t 
8.317.714 
ia,8Bt.M4 
■0.OAI.0H 

iz,sts,m 

11,4»,447 


!;  .'^urfSl^ 


U.38a,<41 

t4S,M*,0H 

tlS4,I74,IH 

l,S4S.t7< 

1S,701,1M 

isa,tM.iM 


II.887.1lt 
U,t81,I91 

SI,807,1I« 

87,in,a7i 
ti,«at,M7 
its,37a,Toa 

4,S70.Ue 

a,M7,too 

ir,ll7.IB4 
4S,7ei.T» 
4B,f7I,2S7 
&18«.1S7 


11,73B.>U 
li.S07.BSS 
11.308,  M7 
S8,«7,10» 
I04,13S,ta 
8,707,80 
71,401,841 
28,078,014 
M.107,SM 
S3.0M.SW 


3,108,017 
I4,411,3M 

8,304,263 
37,624,600 


58.0S7,«tS 
11,244,«<S 
B.I19,01S 
7,jf7,B0S 
18,341, 40S 
1),72>,000 
243SI.4S4 
ll,340,a» 


Fi.  Worth     . 
n^ty,  Liverpool    t 
U.,  Sandusky 

0.  Milnakee. 
<;  PbOsdeJphia 


VaraM  Sma  mclaniMJ . . 


34.tlS7.678 
70,251,3! 


12,(30,183 
8,E0!.S6B 
88,514,181 
10,260.807 
100,716,283 


62,132.012 
107,018,160 
4.327,Mt 
8,42 1.  Ml 
81,372,890 
20.107.877 
83,164,681 


TAXES    PAID    BY    FIRE    INSURANCE    COMPANIES    IN    1 


Taxes  Paid  by  Fire  Insurance  Companies  in  1909. 


Below  will  be  found  a  tabulation  showing  the  net  premiums  written  in  1909  by  most 
of  the  stock  fire  insurance  companies  transacting  business  in  the  United  States,  together 
with  the  taxes  paid  by  such  companies,  and  ratios  showing  the  percent^es  of  taxes  to 
premiums  for  the  respective  companies.  One  purpose  in  presenting  this  tabulation  is  to 
show  the  heavy  burden  of  taxation  which  is  imposed  upon  tire  insurance  companies 
throughout  the  country  by  State,  county  and  municipal  governments.  Included  in  the 
taxes  are  fire  department,  patrol  and  salvage  corps  assessments,  fees,  taxes  and  expenses ; 
taxes  on  real  estate;  State  taxes  on  premiums;  insurance  department  licenses  and  fees, 
and  all  other  licenses,  fees  and  taxes. 


Nahk  and  Locatioh 


AdiraDdukFin,N.  V.,. 

jEtna.  H»niord 

Ajpicullunl.  Watenown. 

AJbanv.  AlluDy..  - 

AUenujiB,  Pillsburg 

AJliiDCB.  Philaddphim.... 

Amerioa  Ceiunl,StJ.ou  e 
Americui  Dnignu,  Cb. . 
AmsEU.  Phlidcllihii. . 
Ana.  N>a  Rock  Uud 
Anir-Cojil  AraBica,N.Y 
.  AOinuHomc.  AasBU... 
AdaA,  London - .  ■  ■ . 

Bta  FnmklSn.  PiitibuTg., 

BuSalu  Cam'cisI,  Buflalo. 
Buffalo  German.  BuSalo.. 
~  '    '        1  Edinburgh . . . 


Ci)aon„ . 

Cilumet,  ChcaiD 

Cimden  Fire,  Camden... . 

Opiial,  Concord 

Ciiunu.  Si.  Loute 

Cily.  New  York 

CitiuEi,  Chulcsi'D.W.Va. 
Colnru  Rebs.,  OJocne... 

Colonial,  New  York 

Columbia.  Jerwy  City..., 


County,  Phladrlphu 

DcUinire,  PbEiLdclphia.  - 
DubuqueP.&M.,Dubiique 
Detroit  F.  &  M.,  Delroil. 
DiiiCj  GTeanboro... 


4l)t.lOfl 
2,SSS,D0« 

3t3,S7fi 


;:'^x- 


5.833 
21,D07 
4M1S 


German,  Wheeling 

Geiinui  Alliance,  XY.. 
Gemun-Amaican.  Baltc 
Gmnaa-Amrrican.  N,  Y 
Gennania.  New  York... 
Giriid  F.  Sl  M.,  PMa.. 
Glens  Falli,  Glens  Falli. 
Globe  and  Rulgen,  N.  V, 
Oranile  Slate,  Porumouth 
Kamburg-BremCD,  Kunb. 

Hamflton.  New  York 

Hanoiei,  New  York 

Hartford  Fire,  Hartford.... 

Home,  New  York 

Humboldt.  Allesheny 

Imperial,  Denver 

Ini.  Co.of  Na.Amer..Phila. 
Iiu.Co£iateofIU.,Rockf'd 
Ina.Co.of  Stale  ol  Fa  Fbil. 
International,  New  York.. 

jakor,  Mocow... 

TeSenon,  Philiddphia., . . 
LawUnloa&Rack,Lon. 
Ll>.  &  Lon.  &  Globe.  Liv. 
Liv.  g[  Lon.  iGlobe^N.Y. 
Lonckm  Atfur.,  Lotioon.. . 
London  IiLancuhircLi.. 

Lurabff,  New  York 

Lumbermeni.  FbDaddiihia 
Mecbaulfs,  PhUaddplua... 
Mechi.  &  Tradcn,  N.  O. 
Meramiae  F.&M.j  Boston 
Michigui  Corn'l,  I^juinji. 
Michigan  F.SM.,  Detroit. 
MQwaukee  Fire,  MQwauk. 
UHwmukce  Mecba.,  Mil . . 
M06COW  Fire,  MoKow. , . , 
Munich  Rebu.,  Munich.. . 

Nmuu,  Brooklyn 

Nmtioaal,  PilUburl 

NMiomJ.  Hartford. 

National  Brewers,  Chicuo 
NalioBal  Lumber,  Buffalo 
Natiooal  Onion,  Pitt  ' 
Ncnrk  Fire,  Newat 
New  BniniwKk.  Nei 
New  Hampshire,  M. 

Niagara,  New  York 

N.  BriL  k  Mer ,  London 
N.  Brit.  &  Mer.,  NewYot' 
North  River,  New  York, 

Nonheni.  London 

Notthera,  New  York..., 
Nonhweatem Natl,  Mil.. 
Norwkh  Union.  Norwich. 
Old  Colony,  BoHoo. 
Orient.  Hartford.... 
Pneiec,  New  York. . 


U8,l7t 

307,000 

«,SS8,30I 

2,«a7,41g 

801,387 

1, 071.810 

2,810,705 

5IU,47a 

1,331,328 

0,328 

3,8B1.S2II 

14,»8V,01D 

11,303,831 

I'iuoeo 


40.UI 

12.8U 

siCsis 

11.158 

«7,0«4 


1S,1M 

18,  »g 

78,  sn 
9i,m 

HUM 

fl,iia 

1S.TU 
tlD,IM 


I.U 

a. 77 

S.M 


TAXES   PAID    BY    FIRE    INSURANCE   COMPANIES    IN   IW. 


TAXES  PAID  BY  FIRE  INSURANCE  COMPANIES  IN  1909- Continued. 


H*ia  ADD  LOCATIOH 

Id  IBM. 

# 

Pre- 
niunu 

NAia  AND    LOCITTOH 

toim. 

im. 

Ruio 
mhiot 

Propla  Ndional,  miU. 

1.871,348 

JSSS 

322,320 
'VM7,S8» 

2,11J:7S8 

'si 

40(1.  Ul 

''",iS 
I'll 

i.m.m 

S7.B7S 

1 
1 

1 

si 

i'n» 

■:;! 

a,7s 

3.83 

2.m 

ISSSrii™-::::: 

StUTTeu^  New  YoA... . 

1 

's 

00,220 

'■|| 

oi'tm 

si 

2.  83,S60 

II! 

ioo,a7ft 

1 

S'ffi 

0.101 

WuUnfKlD,  Snille 

Weneml  Plllaburi^! ! ; ; ; ; 
Walem  ReierK,Clen.. . 

1 

St.P.BlF.»K.,Sl.P.ul 

11 

J71,ITB,JIg 

S.«DI,ltS 

iSS.'i5£."°.::; 

Automatic  Sprinklers. 

St  ot  (he  principal  manubcturers  of  automatic  iprinlder*.  togelher  with  the 
f  the  iprJaliler  headt  whteb  they  makeor  install : 
TIC  Sfkinklek   Company  of  Ahbrica.  133  Willfam  Srrael,  Neir  Yoik. — (See  oppoilte 
Appendix  page  B  i). 
Inteknational  SfiinSLeb  Depabtmbmt,  Philadelpbia,    Pa.— tnternaiioDal. 
MANUpACTUKEks'  Sfbinklbk  PLANT,  SfTacuie.  N.  v.— Manqfacturei). 
NiAOAftA  Sprinklbr  PLANT,  Akmn.  O.— NUjiatB. 
Standard  Sprinklbb  Plant,  Citicianaii,  O. 
General  Fire  Extincuisbir  Coupanv,  Providence,  R.  I. — Grinnell. 
Estt  Sprihklsr  Coupany.  Laconia,  N.  H.— Eiiy. 

Independent    Fire     Sprinkler    Coupant.     1801-1B35   DiTeney   Bonlevard,    Cbicago,    III.— 
Independent  or  Stantial. 

RocKwooD  Sprinkler  Compant.  of  Maisanhuseti],  s  Arch  itreei.  Wonetier.  Matt.— Rockwood. 


State  Fire  Marshals  Association  of  America. 

President,  C.  F.  Doyle,  Illinois;  vice-president,  John  W.  Zuber,  Ohio;  secretary- 
treasurer,  Charles  A.  Ellison,  West  Virginia.  Executive  committee:  T.  M.  Purtell, 
Wisconsin;  A.  H.  Lipton,  Tennessee;  A.  Leudebach,  Manitoba. 


Addenda. 

Gebxak  Union  Insurance  Company,  Baltimore,  Md.— Early  in  1910  this  company's 
capital  was  reduced  to  $20,000,  as  one  of  the  steps  towards  liquidation,  and  its  charter  was 
EO  amended  as  to  eliminate  from  its  powers  all  that  went  to  make  an  insurance  company, 
leaving  only  the  privilege  of  transacting  an  insurance  agency  business. 


RISKS    COVERED    BY    AUTOMOBILE    POLICIES. 
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FIRE    INSURANCE     PREMIUMS    IN     NEW    ORLEANS. 


Fire  Insurance  Premiums  in  New  Orleans  in  1909. 

Below  will  be  found  returns  made  to  the  Fire  Insurance  Patrol  of  New  Orleans  of 
preiDJums  written  within  the  territory  protected  by  the  patrol,  viz. :  the  entire  city  limits 
excepting  Algiers  and  West  E^d.  A  considerable  volume  of  business  is  written  by  New 
Orleans  agents  on  risks  outside  o£  patrol  territory,  so  that  the  figures  given  below  oidy 
show  about  two-thirds  to  three-fourths  of  the  business  written  by  New  Orleans  agencies : 


Aichsi  ukd  Xanicb.  Aii-ls-CUpcUc 

AdimcUck  Frn.  New  Yak 

Xua,  Hirtfoid 

Acncultan].  WUHUm 

AOiuia,  Pbauktehk 

Americu.  NnruL 

AnKTTcu  CtsmL  St.  Lavii 

Ailinu  HaiH.  Aiuan 

Alias,  LoadoQ.- 

AuUai.  Dallu 

BritHh  Ammca.  Tonnla 

Cuoden  Firt  Cundco 

Owrfheir  Yocfc'  New' Ydii".  '.'.'.'.'.\. '.''-'.'■'■'■ 

CalEdookn.  Edmbun^ 

ConuiKm,  Atlmnr 

" M  Unkm.  London 

aUokm-NewYork.    .      .. 

eallh,  New  York. 

Fire.  Maniikee 

il,  Hartford.  ...  

I.NewYoek 

Dcbwu*.  Fbllsddplik 

Dmkhi  FnudHutec  Demit 

Dixie  Pin,  GcMosboni 

Empire  Cin,  New  YoA... 

Eqaiiaiile  Fin  ud  Uukic.  Providence 

^ddltr.  New  Y<rt. 

Fire  AiBciatiaa.  FhihdelpliB 

riRiMa*.N«mk 

Pberauu  Fund,  Stn  foadico 

Ganao  AlliuKe.  New  YoA 

Gcrmwi  Ffre,  Penh 

Globe  and  Rutfen.  New  Ynk 

Gennaii  Anerinn.  New  Yort 

HamlurC'fireniei].  HunbuT^ 

Bumer,  New  Ycrt 

Bmfaed.  Haitford 

Hamc.  New  York 

lonnnce  Co.  of  North  America,  Pbiladetpliia 
iDsmnce  Co-  ol  Slate  of  Pemuilmliia,  Phila . 

Hibeniit.  NewOrieoM 

leOam  Fee.  Ptiiladelplik 

Livnpoal  and  Losdon  and  Globe.  Liverpool 
litspaal  and  London  and  Globe,  New  Votl 

''*Tf^**  axil  I^Dcaafaire,  Urerpool  - -  ■ 

Lumber,  New  y«k 

MslMic*  tndTr^at^  New  Orkui 

""■*%■"  '**  "^  M.rtnf    Tui^ 

llk-liteui  Ifilbn  Mulwl.  Lan^. 

1,  Pilljburi 


IKW 


Nailmal,  Hartford 

Nalioaal  Lumber,  BuSalo . 
Nattaal  VaiDii.  Pitliburg, 
New  Brwwi^  Fin,  New 

T^  Ycrt  UndcrwrftecB  Aam.'. '.'.'.'.'.'.'. 

Niaipn  Fire,  New  Yotk 

Nsnhem,  London 

North  BntidiaaIUc(canlila,Laidon.., . 
North  Biitiih  and  Uenandle.  New  York 

North  River,  New  York 

Norwicfa  Ui^  Norwich 

Oiioit,  Hartford 

FalatiK.  LoodcH 

FenniTlvaBiib  nOad^ihk. 

Feophi  Nalioaal.  PUUddphia 

Pbenii,  BihoUtb, 
Phaaddphk  Und 
Phonix,  Lmdoa. 

PtKEOJi,  Hartfcrd 

Pnuus  Nalimal,  Slettis. 
Providakce-Waifaiiiflai   " 

Queen.  New  York 

Kdbnce.  PbaaddlAia 

RictUDCnd,  New  VoA 

Rocheiter  Gtman.  Rocbeder 

Royal,  liverpool 

Rwal  Exchange,  LcodoD 

Seaboard  Fn  and  MiriDC  GalmlOB. . . 

Secuntj,  New  Haven 

Scotiiah  Unko  and  Nalioaal,  Edinburih. 

Shawm  Fire,  Topi±a 

Sprincfiekl  Ftre  and  Uarioe,  Sprinifitid. 

Spriiui  Garden,  PhSadelphii 

State,  Livrrpool 

St.  Paul  FiTE  a^'  Marine^  St.  piU.'. '.'.'.'. 

Sun,  New  Orleana 

.Sun.Loodon 

StuTveianl,  New  York 

TeulonifcNewOtfcalB.,... 

Union,  PhDaddphli 

Unlteil  Suiea,  New  York 

Vlrgiaia  Fire  and  Marine,  Richmond.. . . 

Vin[kiii  Stale.  Richmcnd 

Waihouton.  Seatde 

Weslchaur,  New  York 

Woieml  Pitob^. 

nniii — 1 i.  ^^_  Brooklyn. 

Tool 


I4,23S 
14.1W 
8,107 


i7.eit 
iLioi 

IA.3IT 


Ii.781 
4S,330 
13.074 


Automatic  Sprinkler  Leakage  Insurance. 

Below  will  be  found  a  list  of  companies  which  insure  against  damage  by  leakage 
and  breakage  of  automatic  sprinkler  equipment : 


American  Uoyds,  New  Yorlc 
Boston  Manufacturers  Mutual  Fire  Insur- 
ance Co.,  Boston. 
Casualty  Company  of  America,  New  York. 
Empire  State  Surety  Company,  New  York. 
Hartford  Fire  Insurance  Co.,  Hartford. 


Maryland  Casualty  Co.,  Baltimore. 
Rhode  Island  Insurance  Co,,  Providence. 
Springfield  Fire  and  Marine  Insurance  Co., 

Springfield,  Mass. 
United  States  Casualty  Co.,  New  York. 
United  States  Lloyds,  New  York. 
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SURPLUS    LINE   COMPANIES   AND    BROKERS. 


Companies   and  Brokers  Accepting  Surplus  Line 

Business. 

Included  in  the  following  list  will  be  found  the  names  and  addresses  of  licensed 
American  and  licensed  and  unlicensed  foreign  fire  insurance  companies  which  are  under- 
stood to  be  writing  surplus  fire  insurance  business  in  the  United  States,  and  the  offices 
through  which  their  policies  may  be  obtained.  For  information  as  to  American  stodc 
and  mutual  companies  which  are  operating  without  the  authority  of  the  insurance  depart- 
ments of  their  own  States,  as  well  as  for  data  relating  to  foreign  companies  named  in  this 
list,  readers  are  referred  to  "Reports  of  Fire  Insurance  Companies/'  published  in  another 
part  of  this  book. 


Aachen   Reinsurance,  Aix-la-ChapeUc 

Abielle,  Paris,  France. — Starkweather  &  Shepley, 
Inc.,  Providence,  New  York,  Chicago. 

Acadia  Fire,  Halifax,  N.  S.— Douglas  Bros.,  Am- 
herst. N.  S..  and  New  York. 

Acme  Fire.  Cedar  Rapids,  la.— Whilden  &  Han- 
cock, New  York. 

Amtterdam-London.  Amsterdam.~Starkweather  & 
Shepley.  Providence,  New  York,  Chicaeo. 

American  Fire,  Philadelphia,  Pa.~Jameson  &  Fre- 
linghuysen.  New  York. 

Anchor  Fire,  Des  Moines.  la. — Whilden  &  Han- 
cock^ New  York;  M.  W.  Fugit,  Chicago,  III.; 
Pettibone  &  Krouse,  Philadelphia,  Pa. 

Anchor  Fire  &  Marine,  Calgary,  Canada. —  G.  J. 
Chetwood,  Philadelphia. 

Anglo-American.  Toronto,  Can.— Ward  &  Win- 
ship,  New  York;  Shipman  &  Wayne,  Chicago. 

Anglo-Scottish  General  Commercial,  London. — A. 
F.  Shaw,  Chicago. 

Aaaicuraziont  General!,  Trieste.— Weed  &  Ken- 
nedy, New  York. 

Atlantic  City  Fire,  Atlantic  City,  N.  J.— H.  C. 
Ward  &  Co.,  New  York. 

Austrian  Elementar,  Vienna.— E.  E.  Hall  &  Co., 
New  York;  Weed  &  Kennedy,  New  York. 

Badische.  Mannheim. 

Balkan  National,  Sofia.— E.  T.  Marshall  ft  Co., 
New  York  and  Chicago. 

British  Crown,  Glasgow. — J.  S.  Frelinghuysen, 
New  York;  Rollins  &  Burdick,  Chicago. 

British  Dominions,  London.— E.  £.  Hafl  &  Co., 
New  York. 

British  General,  London. — Douglas  Bros.,  New 
York.     (Sprinklered  risks  only.) 

British  Underwriters,  London. 

"Bulgaria"  First  Bulgarian  Insurance  Company, 
Rustchuk.  Bulgaria.— E.  T.  Marshall  &  Co., 
New  York  and  Chicago. 

Calgary  Fire,  Calgary. — ^Shipman  &  Wayne,  Chi- 
cago. 

Canada  West  Winnipeg,  Man. — Charles  Brock- 
Jones  &  Co.,  Chicago. 

Car  and  General,  London. — J.  S.  Frelinghuysen, 
New  York. 

Central,  London,  Eng.— Fred  S.  James  &  Ca, 
New  York  and  Chicago. 

Century,  Edinburgh.- Henry  W.  Brown  &  Co., 
New  York. 

Cincinnati  Mutual  Fire,  Cincinnati,  O. 

Colonial  Assurance,  Winnipeg,  Man. — Shipman  & 
Wayne,  Chicago,  III. 

Colonial  Marine  and  Fire.  BaUvia,  Java.— W.  M. 
Kimball  &  CO;.  New  York. 

Columbia  Mutual  Fire,  Philadelphia,  Pa. — National 
Fire  Ins.  Agency,   New  York. 

Confiance,  Paris.— Starkweather  &  Shepley,  Provi- 
dence, New  York  and  Chicago. 

Consolidated  Assurance  Co.,  London. 

Continental,  Mannheim. 

Co-operation  Fire,   Paris-,   France^ 

Cornnill,  London. — J.  S.  Frelinghuysen,  New  York. 

Crown  Fire,  Toronto. — McLean.  Stinson  &  Co., 
Ltd..  Toronto,   New  York.   Chicago. 

Cosmopolitan,  Glasgow,   Scotland. 

Donau  Austrian,  Vienna. 

Dayton  Mutual  Fire,  Dayton,  O. — Pettibone  & 
Krouse,  Philadelphia. 

Drapers  Mutual,  London. — John  L.  Dudley,  Jr., 
Co.,  New  York. 

Eagle,  Paris. 

Eastern  Underwriters,  Philadelphia,  Pa.— A.  R. 
Drake  Co.,,  Philadelphia,  Pa.,  and  Erie,  Pa.; 
Chas.  Brock-Jones  &  Co.,   Chicago,  III. 

El  Dia,  Spain.— W.  M.  Kimball  &  Co.,  New  York. 


Equity  Fire,  Kansas  City,  Mo.— -W.  M.  Umbden- 
stock  &  Co.,  Chicago. 

Europa  Reinsurance,  Berlin. 

Excess,  London. — Hall  &  Henshaw,  New  York. 

Exchange  Mutual  Fire,  Philadelphia,  Pa.— A.  R. 
Drake  Co.,  Philadelphia  and  Erie,  Pa. 

Essex  &  Suffolk,  Colchester.  Eng.— Fred.  S.  Jamea 
&  Co.    New  York  and  Chicago. 

Factors,  Memi^is,  Tenn.— McLean,  Stinson  &  Co., 
Ltd.,  Toronto,  New  York,  Chicago. 

Fairmount  Mutual  Fire,  Philadelphia,  Pa. — Na- 
tional Fire  Ins.  Agency,  New  York. 

Farmers  and  Merchants,  Lincoln,  Neb.— Stark- 
weather &  Shepley,  Providence,  New  York, 
Chicago.    (Sprinklered  business  only.) 

Fidelitas,  Brussels. 

Fine  Art  and  General,  London.— E.  E.  Hall  &  Co., 
New  York. 

Firemen  and  Mechanics,  Madison,  Ind.— Rehm  ft 
Olin,  Indianapolis. 

First  Bohemian  Reinsurance  Bank,  Prague. 

Fonciere.  Budapest.— Warren  M.  Kimball  ft  Co., 
New  York. 

Fondiaria,  Florence. 

Fortima  General,  Berlin. 

Freeholders,  Topeka. — ^John  Naghten  &  Co.,  Chi- 
cago. 

France,  Paris,  France. — Starkweather  &  Shepley, 
Inc.,   Providence,   New  York,  Chicago. 

Garantie,   Paris.— M.  Dugro  Buttles.  New  York. 

Glasgow  Assur.  Corp.,  Glasgow,  Scotland — ^John 
L.  Dudley,  Jr..  Co..  New  York. 

Gladbacher,  M.  Gladbach,  Germany.— E.  T.  Mar- 
shall &  Co.,  New  York  and  Chicago. 

Globus,  Hamburg,  Germany. 

Grain  Shippers  Mutual  Fire,  Ida  Grove,  la. — Mc- 
Lean, Stinson  &  Co.,  Ltd.,  Toronto,  New  York, 
Chicaf^o;  R.  G.  Johns,  Los  Angeles,  Cal. ;  H. 
C.  Kirkpatrick,  San  Francisco.  Cal.;  Charles 
Brock- Jones  &  Co.,  Chicago,  111. 

Grocers  Cash  Deposit  Mutual,  Huntingdon,  Pa.— 
Head  office. 

Hamburg.  Hamburg. 

Hearts  of  Oak,  London.— Hall  ft  Henshaw,  New 
York. 

Helvetia  Swiss,  St.  Gall. 

Hernando,  \iemphis,  Tenn.— E.  T.  Marshall  ft 
Co.,  New  York  and  Chicago;  Whilden  &  Han- 
cock, New  York. 

Holland  Underwriters,  Amsterdam. — Weed  &  Ken- 
nedy, New  York. 

Home  Mutual  Fire^  Cincinnati,  O. 

Imperial  Underwriters,  London. 

Indemnity  Assn..  Ind.,  London. 

Indiana  State,  Indianapolis,  Ind. 

International,  Ltd.,  Manchester. 

International  Reinsurance,  Vienna. 

Integrity  Mutual  Fire,  Philadelphia,  Pa. — National 
Fire  Ins.  Agency.  New  York. 

Interstate  Fire.— Whilden  ft  Hancock,  New  York. 

Italian  Fire  and  Marine,  Turin,  Italy. — Whilden  & 
Hancock    New  York. 

Italiana,  Genoa,  Italy.-^E.  T.  Marshall  &  Co., 
New  York  and  Chicago. 

King,    London.— Chas.    P.    Wurts,    Chicago.    HL 

Law  Accident,  London,  Eng. 

Law,  Car  and  General.  London.— John  L^  Dudley, 
Jr.,  Co.,  New  York. 

Law.  .Fidelity    and    General,    London.— John    L. 

Dudley,  Jr.,  Co..  New  York. 
Leathermen's  Mutual  Fire,  Philadelphia,  Pa. 
Leather  Trades  and  General.  LiverpooL— Seddoa 
Underwriting  Co..  New  Yorkj  Fred.  S.  James 
ft    Co.,    New    York    and    Chicago;    Chas.    P. 
Wurts,  Chicago,  II]. 
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Legal  Ins.  Co.,  Ltd.,  London.  En^.—Fred.  S. 
James  &  Co.,  Chicago,  and  New  York. 

Liberty  Mutual  Fire.  Philadelpliia,  Pa.— Pcttiboae 
ft  KrouM,  Philadelphia,  Fa. 

Lincoln  Mutual  Fire,  Philadelphia,  Pa.— Petttbone 
ft  Krouse,  Philadelphia,  Pa. 

Liverpool-Victoria.  Liverpool. — Fred  S.  James  & 
Co.,  New  York  and  Chicago. 

Lloyds,  London. — ^A.  F.  Shaw  &  Co.,  Chicago, 
111.;  Fred.  S.  James  ft  Co.,  Chicago,  lu.; 
Marsh  &  McLennan,  New  York  and  Chicago; 
Critchell,  Miller,  Whitney  &  Barbour,  Chicago; 
F.  R.  Thompson,  Chicago;  Weed  &  Kennedy, 
New  York*  Rollins  &  Burdick,  Chicago,  lU.; 
\V'.  M.  Umbdenstock  &  Co.,  Chicago,  111.; 
Jameson  k  Frelinghuysen,  New  York;  Chas. 
Srock- Jones  &  Co.,  Chicago,  111.;  C  P.  Wurts, 
Chicago;  E.  E.  Hall  &  Co.,  New  York;  Hall  ft 
Henshaw,  New  York;  Pate  &  Robb,  New 
York;  Scddon  Underwriting  Co.,  New  York; 
Fox  &  Pier,  New  York;  Warren  M.  Kimball  & 
Co.,  New  York;  McLean,  Stinson  &  Co.,  Ltd., 
Toronto,  New  York,  Chicago.  , 

Lond<m  Mutual.  Toronto.  OnL—J.  W.   Durbrow, 

New  York;  Rollins  &  Burdick,  Chicago. 
LouisvUlc  Fire,  Louisville,  Ky.— Whilden  ft  Han- 

cock.  New  York;  Mather  &  Co.,  Philadelphia. 
Loyal    Mutual   Fire,    Philadelphia.-~National    Fire 

Ins.  Agency,  New  York. 
Madison,  Madison.  Ind — A.  J.  Van  Deinse  &  Co., 

Indianapolis,  Ind. 
Manufacturers   and   Merchants   Mutual,    Philadel- 

phia.  Pa.;  A.  R.  Drake  Co.,  Philadelphia,  Pa., 

and  Erie,  Pa. 
Medway,     Norwich,    Eng. — Marsh    &    McLennan, 

New  York  and  Chicago. 
Merchants  National  Mutual,  Fargo,  N.  D. — Chas. 

Brock-Jones    &     Co.,     Chicago;     Pcttibone     & 

Krouse,  Philadelphia. 

Metropole,  Paris.— Starkweather  ft  Shepley,  Provi- 
dence. New  York,  Chicago. 

Metro])olitan  Fire,  Chicago.— -John  Naghten  &  Co., 
Chicago. 

Midland,  Birmingham. — J.  S.  Frelinghuysen,  New 
York. 

Millers  National,  Chicago,  111. — Home  office. 

Minerva,  Cologne. 

Minnesota  Fire,  Chatiield. — Pettibone  &  Krouse, 
Philadelphia. 

Missisquoi  and  Rouville  Mutual  Fire,  Frelighs- 
burg,  P.  Q.— T.  Tileston  ft  Co.,  New  York. 

Monarch,  London. 

Monongahela,  Pittsburg.— Hall  ft  Henshaw,  New 
York. 

Montmagny  Mutual  Fire,  Quebec— T.  Tileston  ft 
Co.,  New  York. 

Montreal-Canada,  Montreal,  P.  Q.— Ward  ft  Win- 
ship.  New  York. 

Morris  County  Mutual  fire,  Morristown,  N.  J.— 
Head  office. 

Mount  Roval  Assurance,  Montreal,  Can.— Thos. 
A.  Duttejr.  New  York. 

Mntuelle  de  Valence,  Paris.— Fox  ft  Pier,  N.  Y. 

National  British  and  Irish  Millers.  London. — 
£.  £.  Hall  &  Co.,  New  York;  J.  S.  Frelinghuy- 
sen, New  York. 

National  General,  London.— A.  F.  Shaw  &  Co., 
Chicago:  W.  H.  ^arkham  &  Co.,  St.  Louis. 

National  of  Great  Britain,  Glasgow. — E.  £.  Hall 
&  Co.,  New  York.     (Sprinkle red  risks  only.) 

National  F.  and  M.^  Elizabeth.  N.  J. 

National,  Cincinnati,  O.— Jameson  ft  Frelinghuy- 
sen, New  York. 

Nederlandsche  Lloyd. 

Netherlands,  The  Hague,  Holland.— Weed  ft  Ken. 
ncdy.  New  York. 

Nordisk,  Copenhagen. 

North    American    Mutual    Fire,    Mansfield,    O. 
McLean,  Stinson   &   Co.,  Ltd.,   Toronto,    New 
York,  Chicago:   Pettibone  &  Krouse,  Philadel- 
phia; C.  R.  Chadwick  &  Co.,  Cincinnati,  O. 

North  River  Fire,  New  York.— Head  office. 

Northeastern,  Darlington,  Eng. 

Northern  (''Nord**).  Paris.— Starkweather  ft  Shep- 
ley.  Providence,  New  York,  Chicago. 

North  Western,  Liverpool. — Fred  S.  James  &  Co., 
New  York  and  Chicago. 

Nye  Danske.  Copenhagen.— Hall  &  Henshaw, 
New  York:  A.   F.  Shaw  ft  Co..  Chicago,  111. 

Ohio,  New  Albany,  Ind.— C.  R.  Chadwick  &  Co., 
Cincinnati,  O. 

Ontario  Fire.  Toronto.  Can. — Ward  &  Winship, 
New  York;  Shipman  &  Wayne,  Chicago. 


Omnium,    London,    Eng.— J.     S.  Frelinghuysen, 

New  York. 

OtUwa    Fire.    Toronto,    Can.— T.  Tileston.    New 

York. 

Pacific  Coast  Fire,  Vancouver,  B.  C. — .\monson  & 

Yates.  Philadelphia. 

Pacific    Fire,    New    York.— J.    S.  Frelinghuysan, 

New  York.  •     ^  — • 

Pannonia  Hungarian,  Budapest. 

PatcmcUe.  Parts. 

Peoples  Mutual,  Philadelphia,_  Pa.— Henry  L. 
Engel  Philadelphia,  Pa.;  H.  A.  Woodcock 
Co.,  New  York;  Paul  M.  Nippert,  San  Fran* 
Cisco.  Cal. 

Phenix,  Paris,  France.— Starkweather  ft  Sheplcy, 
Providence,  New  York,  Chicago. 

Phenix  Mutual,  Dover,  Del. — National  Fire  Ins, 
Agency,  New  York. 

Phoenix,  Pasadena,  Cal. — Chas  Brock-Jones  &  Co., 
Chicago,  111.;  Pettibone  &  Krouse,  rhiladelphia. 

Pilot,  Liondon. — ^J.  S.  Frelinghuysen,  New  York. 

Premier,  London. 

Provident  Mutual.  Philadelphia,  Pa.— A.  R.  Drake 
Co.,  Philadelphia,  Pa.,  and  Erie,  Pa. 

Prooerty,  London. — ^Sedaon  Underwriting  Co., 
New  York. 

Prudentia  Reinsurance,  Zurich. 

Rhenish-Westphalian.— M.  Gladbacb. 

Rifflouski  Fire.  Rimouski,  P.  Q.— McLean.  Stin- 
son &  Co.,  lAd.,  Toronto,  New  York^  Chicago. 

Roger  Williams  Fire  and  Marine.  Providence,  R. 
I. — McLean,  Stinson  ft  Co.,  Ltd.,  New  York, 

Provincial^    Bolton,    Eng. — J.    S.    Frelinghuysen. 

Royal  Alhance  Underwriters,  London. 

Royal  Canadian  Underwriters,  Toronto.— Ward  ft 
Windiip,  New  York;  Shipman  &  Wayne,  Chi- 
cago, III. 

Royal   Underwriters,  London. 

Russian  Transport  and  General  of  1844,  St.  Peters- 
burg.—E.  T.  Marshall  &  Co.,  New  York  and 
Chicago. 

Safety  Mutual  Fire,  Lebanon,  Pa.— Home  office; 
Henrv  L.  Engel.  Philadelphia,  Pa. 

Salamanore.  Havre,  France.— E.  T.  Marshall  ft 
Co..  Chicago;  Fox  &  Pier,  New  York. 

Scottish  Sprinkler,  Manchester,  Eng. — ^H.  J. 
O'Brien,  Chicago,  III. 

Scranton  Fire,  Scranton,  Pa. — Chetwood  &  Co., 
Philadelphia. 

Securite  General,  Brussels.— Seddon  Underwriting 
Co.,  New  York. 

Securitas,  Vienna. 

Security  Mutual,  Chatfield,  Minn. — Chas  Brock- 
Jones  &  Co.,  Chicago;  Pettibone  &  Krouse, 
rhiladelphia. 

Skandinavia  Reinsurance,  Copenhagen. 

Societe  Anonyme,  Paris. 

Soleil,  Paris.— Starkweather  ft  Shepley,  Provi- 
dence, New   York,   Chicago. 

South  German  Reinsurance,  Munich. 

Standaard,  Amsterdam.— Starkweather  ft  Shepley»* 
Proviclence,  New  York,  Chicago. 

Sterling  Fire,  Quebec,  Can.— T.  Tileston  ft  Co., 
New  York. 

Stuyvesant,  New  York.— J.  S.  Frelinghuysen,  New 
York. 

Swiss  Reinsurance.  Zurich* 

Texas  National,  Ft.  Worth,  Tex. — ^T.  Tileston  & 
Co.,  New  York.      ■'...• 

Themis,   Paris,    France. 

Tyoda  Fire,  Marine  =&  Transport,  Tokio,  Japan.— 
D.  C.  Schupp  &  Co.,  Chicago,  111. 

Unione  Contincntalc,.  Turin. — E.  T.  Marshall  ft 
Co.,  New  York  and  Chicago. 

United  Counties,  Manchester. — ^John  J.  Dudley, 
Jr..  Co.,  New  York. 

United  London  and  Scottish,  Glasgow.— Seddon 
UnderwritinflT  Co.,  New  York. 

United  States  Merchants  Mutual,  Philadelphia,  Pa. 
—A.  R.  Drake  Co.,  Philadelphia  and  £rie.  Pa. 

Urbaine,  Paris.— Starkweather  ft  Shepley,  Provi- 
dence, New  York,  Chicago. 

Victoria,  Bucharest,  Roumania. — E.  T.  Marshall 
&  Co.,  New  York  and  Chicago. 

Vienna  Reinsurance,  Vienna. 

Welsh,  Cardiff,  Wales.— E.  E.  Hall  &  Co.,  New 
York. 

Western  Empire,  Spokane. — W.  M.  Umbdenstock 
&  Co.,   Cnicago. 

Western  Canada  Fire,  Calgarjr. — T.  E.  Hendry, 
Chicago;  Smith,  Doufson,  San  Francisco. 

Western  National,  Oklahoma  Citv,  Okla. — C.  R. 
Chadwick  &  Co.,  Cincinnati,  O. ;  H.  L.  Engel, 
Philadelphia.  Pa.;   M.  W.    Fugit.   Chicago,  111. 
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Seelye  Benedict,  New  York, 
narles  M.  airke,  BuiUo. 
Arthur  C  D.  Fowef.  New  Yorli. 
-     -H.F.<«J<,NewY     " 


Henry  W.   Loi 
Edw«rd  Meinel.  new    mm, 
E.  T.  Moslert.  New  YoA. 
Brerelan  Plitl.  New  York. 

•Wallace  Reld.  New  York. 
Chit.  E.   Ring,  New  York. 
Alnander  Rahb.  New  York. 
ChM.   A.   Seddon.   New  Ywk. 
U*ience  R.  BowJcn.  New  York. 
Chutlei  G.  Wortbington,  BtiSklo. 

Special  Ascot*  Licensed  Under  IlliB«l>  Broken' 


liir»h  6  McLennin,  Chicigo. 

:rilche11.  Miller,   Wbitner  &  Birbour.  CUc 

(□ore.  Case,  Lymiin  &  Ilubbard.  Chiogo. 


Monteomerr  &  Fuokhouier.  i 
Rollins  «  Bordick.  Chicago. 
S.  D.  Sulon,  £.  Sl  Louu. 
ShiDHMa  ft  Wurne,  Cliiaso. 


Speeikl  AfrenU  Liccnied  Under  Hiu 

Hornet  P.  Knipp,  Si.  Louit. 

W.  H.  M^kham  ft  Co.,  Si,  Louis. 


.    D.   HemeBway.   St    Looii, 

A.  Cook,  *"" "- 

...irahall  & 
F.  C.  Whilt 

.  ..         h _.. .. 

C.  McClung  Thanptan.  Si.  Louis,  Mo. 
"hM.  L.  Crane.  ''-    '— ■-    *'- 


'.  il.  1 


:.  St.  Louis.  Mo. 

'      "         i.  Mo. 


D  &  Co^  PbOadelphia. 


I  Ef.  nyneman  ec  V.Q.,  rniiaac 
Jather  &  Co..  PhiUdetphia. 
Cbarlei  Tredick  &  Co.,   Philadelphia. 
Piatt,  Yangman  ft  Co.,  PhJUdelpliia. 

Henry  L.  Engrl.  Philadelphia. 
C.   G.    Yates,   Philadelphia. 

'SurplDi-Llae  Broken.   San  Franciico, 


G.  E.  Billing 
G.  A.  Berton. 
A.  J.  Chapmt 
I.  B.  Clark. 


W.  S.    DtTli. 
Ijeo.    E.   Devine. 
DaTid  Duncan. 
Geo.  U.  Foiter. 
H.  F.  Gordon. 
R.  B.  Hooper. 
JtAn  E  HiUmu. 
N.  T.  Horton. 
M.  C  Hairiaon 
E.  P.  Haldeo. 
Iphn  G.  Johnaton. 
E.  E.   Kahn. 
T.  J.  Keleher. 
H.   V.  Manor. 


Adolph  Pockwiti. 
Albert  S,  Roienbaum. 
G.  L  Ralhbone. 
C.  B.  Seara. 
C.  B.  Sloan. 
C.  W.  Smith. 
M.  Tfiompion. 

^H.  Voorianser. 
illard  O.  Warnan. 
H.  H.  Young. 

*Surplu>-IJae  Brokei 
WiekliSe  Matthewa. 
O.  Key  Rule. 


I,  Los  Ancetes,  Cal. : 


naed    Under    Obio    Sorpln*' 


.  Vl.  Neale,  Gcreland. 


''.  J.  Chappie, 

■    '     Ichwib, 

t  F.  Souder.  Toledo. 


,.  Schwab,  Cincinnati. 


Other  Special   AgenU; 

A.  B.  Mason,  Nalh*ille.  Tenn. 

D.  A.  Flahcr,  Memphis,  TCnn. 

•Un  ot  IMB:      Corrected   list  f 


Record  of  the  Year,  June  15,  1910. 

bUomoe  lists  show  lor  the  twelve  months  cDdios  with  June  15,  1910,   t 

:  offidAli,  a   list  of  companies  orpiuzed   or   proposed,  alto    the   death 


OFFICIAL    CHANGES. 
Adlatd.  Walter,  special  agent  of  the  Continental, 

-■-—-■ and   manager    f ■■ - 

Boston.  Htm. 


elected    secretary    Stand 


BalUr. 


Tctary    i 


1    of    New    York,    elected    i 

Merchants  Fire,  New  Yoifc 
Bates,    Fred   J,,    ipedal   agent   of    the    Springfield 

Fire    &    Marine,     in    the    middle    depattment. 

elected  suittanl  secretary. 
Benham,  M.  L.,  resigned  as  aecretary  of  Ibe  Ohio 

Farmers.  Lf  Roy.  O. 
■ford,  V.   P.,  ioint  United  Stale?  m 


Ph<B 


.{  Londo 
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Booth,  £,  J,  ■ccreUry  of  the  Michigan  Fire  & 
Marine,  elected  vice*president,  to  succeed  the 
Ute  Frank  H.  Whitney. 

Boston,  £.  A.,  appointed  fire  manager  of  the 
Phoenix  of  London,  to  succeed  H.  B.  Guernsey. 

Brooks,  John  W.,  secretary  Peoples  National  Fire, 
appointed  manager  Western  department. 

Burke,  P.  E.,  secretary  of  the  Hihernia  of  New 
Orleans,  La.,  elected  president  to  succeed  the 
late  Col.  William  H.  Byrnes. 

Burnett,  L.  A.,  elected  first  vice-president  Monon- 
gahela  Fire,  Pittsburg,  Pa. 

Burpee,  William  B.,  elected  secretary  New  Hamp- 
shire Fire,   Manchester. 

Busbee,    R.    S.,   a   special    agent  with  the   Seibels 

feneral    agency,    appointed    manager,    Atlantic 
'ire,  Raleigh,  N.  C. 
Candee,  Lyman,  secretary  Globe  &  Rutgers  Fire, 

elected  yice-president. 
Cassidy,    Simon,    elected   yice-prestdent   Hawkeye, 

Des  Moines,  succeeding  G.  M.  Hippee. 
Gatlin,    Sheldon,    elected   assistant   secretary    Ins. 

Co.  of  North  America. 
Cofran,  J.  W.  G..  Chicago,  111^  associate  Western 
manager  of  the  Hartford  Fire,  elected  second 
▼ice-president  of  the  company. 
Craft.    Allen    H.,    resigned    as    secretary    of    the 

Alleghenv  Fire. 
Crawford,   George   B.,    elected  assistant   secretary 

Westchester  Fire,  New  York. 
Cresson,   Ezra    T.,    resig^ned   as   president   of   the 

Franklin  Fire  of  Philadelphia. 
Crocker,    P.    O.,    appointed    secretary   Citisens   of 

Sl  Louis,  succeeding  Thomas  H.  Scotland. 
Cross,    S.    J.,    special   agent    Ben    Franklin    Fire, 
Pittsburg,  elected  secretary,  succeeding  late  W. 
A.  Ford. 
Curtis,  Charles  £.,  elected  assistant  secretary  Calu- 
met Firt,  Chicago,  IlL 
Davis,    W.    J.,    elected    president    Scranton    Fire, 

Scranton,  Pa.,  succeeding  Adam  Spitzer. 
Doerfler,    G.    A.,    elected    secretary    Acme    Fire, 
Cedar  Rapids,  Iowa,  succeeding  W.  S.  Furnas, 
resigned. 
Elliott,    W.   M.,  son   of   President  H.   A.   Elliott, 
of  the  State  Fire  of  Des  Moines,  elected  vice* 
president  of  the  company. 
Ellison,    Eugene    L.,    vice-president    Ins.    Co.    of 
North  America,   elected  president,  succeeding 
the  late  Charles  Piatt. 
Emery,    R.    L.,    elected    president    Mechanics    & 
Traders,    New   Orleans,    La.,    succeeding   T.    L. 
Macon,  deceased. 
Emhardt,   William    H.,    Jr.,   elected  vice-president 

Mutual  Fire  of  Germantown,  Pa. 
Fester,   Douglas  &  Folsom,  New  York,  appointed 
State  managers  Union  and  Phenix,  Espagnol, 
Paris  and  Madrid. 
Fling,    Joseph,   elected  president   Mutual   Fire   of 
Uermantown,  succeeoang  the  late  William  H. 
Emhardt,  Sr. 
Eraser,    W.    A.,    elected    secretary    Pioneer    Fire, 

Brandon,  Man. 
Freeman,  Horace  chief  accountant  of  Austin  Fire 
&     Commonwealth     Fire    of     Dallas,     elected 
assistant  secretary  of  Austin  Fire. 
Frosatt,  J.,  New  York  chief  accountant  Atlas  of 

London,  appointed  branch  secretary. 
Furnas,  John  H.,  elected  president  Indiana  State 
Mutual  Fire,  succeeding  Joseph  L.  Ebner,  re- 
signed. 
Gamer,  F.  M.,  elected  secretary  of  the  Dixie  Fire, 
succeecfing    I.    W.    Rockey,    appointed    Cook 
Coanty  manager. 
Oiberson,  H.  P..  special  agent  of  the  Imperial  Fire, 

Denver,  Colo.,  appointed  assistant  secretary. 
Glazier,    Daniel,   Jr.,  elected   recording   secretary, 

Hartford  Fire. 
Gordon,  J.  T..  elected  assistant  secretary  Globe  & 

Rntffers  Fire,  New  York. 
Gray.  E.  W.  T.,  formerly  auditor  of  Continental. 
Nevr     York,     elected     president     Phenix     oi 
Brooklyn,  to  succeed  Geo.  P.  Sheldon. 
Grieblinf,  Oscar,  secretary  of  the  Milwaukee  Me- 
chanics, elected  secretary  of  Milwaukee  Fire; 
also  succeeding  the  late  a.  A.  Nolte. 
Guernsey,  H.  B.,  resigned  as  fire  manager  of  the 

Phoenix  of  London. 
Haines,    W.  E..  formerly  assistant  secretary  Ohio 
Famsers,  elected  secretary,   succeeding  W.  L. 
Benham,  resigned. 


Hamlin,  Lee  L.,  special  agent  of  the  Home  of 
New  Yorlc  appointed  manager  Western  Fire, 
Lincoln,  Neb. 

Hard,  Charlea  F.,  elected  president  American 
Home  Fire.  Greeneville.  S.   C. 

Henry,  H.  M.,  resigned  as  secretary  of  the  Ger- 
man Fire  of  Memphis,  Tcnn. 

Hess,  Henry  E.,  manager  New  York  Fire  Insur- 
ance Exchange,  elected  vice-president  Fidelity- 
Phenix  Fire,  New  York. 

Heer,  Edward,  assistant  secretarv  Humboldt  Fire, 
elected  secretary,  to  succeed  A.  H.  Trimble, 
elected  president. 

Hewes,  M.  Lewin,  elected  president  Standard 
Fire,  Hartford,   Conn. 

Hobbs,  Hon.  Joseph  O.,  elected  vice-president 
Granite  State  Fire,  succeeding  J.  Albert 
Walker,   deceased. 

Home,  Ashley,  elected  president  Dixie  Fire, 
Greensboro,  N.  C. 

Houston,  L.  B.,  elected  secretary  American  Home 
Fire.  Greeneville.  S.  C. 

HulL  Charles  A.,  elected  president  New  Amster* 
oam  Fire,  New  York. 

Hull.  H.  G.,  elected  secretary  New  Amsterdam 
Fire,  New  York. 

Ingraham.  George,  resigned  as  vice-president  of 
the  Phenix  ot  Brooklyn. 

Jameson,  E.  C,  of  Jameson  &  Frelinghuysen, 
elected  president  of  the  Hamilton  Fire,  New 
York. 

Karel,  L.  Albert,  of  Kewaunee,  Wis.,  elected  presi- 
dent of  the  United  American  Fire  of  Mil- 
waukee, succeeding  Joseph  Spepeck^  resigned. 

Kay,  John,  elected  treasurer  of  the  Firemens  of 
Newark. 

Koster,  Chas.  F.,  resigned  as  secretary  of  the 
Phenix  of   Brooklyn. 

Leathers,  Major  John  H.,  elected  president  Louis- 
ville Fire,  succeeding  the  late  Theodore  Harris. 

Lamson,  W.  S^  New  York,  elected  secretary 
Merchants   Fire,   New  York. 

Lenssen,  Arthur,  elected  secretary  Hamilton  Fire, 
New  York. 

Little,  J.  Webb,  general  agent  middle  department 
Firemans  Fund,  appointed  assistant  manager 
Eastern  department. 

Locke,  Sidney  E.,  assistant  secretwy  Hartford 
Fire,  elected  secretary,  succeeding  Thomas 
Tumbull,  resigned. 

Luce.  Edsar  P.,  elected  secretary  Franklin  Fire, 
Fhilaoelphia,  succeeding  Ezra  T.  Cresson,  re- 
signed. 

McCloskey,  George  T.,  elected  secretary  Hihernia 
of  New  Orleans,  succeeding  P.  £.  Burke, 
elected  president. 

Merrill,  Eawin  F..  resigned  as  secretary  of  the 
Girard  Fire  and  Marine,  Philadelphia,  Pa. 

Norton,  T.  B.,  elected  secretary  Mechanics  & 
Traders,  New  Orleans,  La.,  succeeding  R.  L. 
Emery,  elected  president. 

Ober,  O.  L.,  elected  president  Minnesota  Fire, 
Chatfield. 

Parker,  Louis  H..  Chicago,  111.,  general  agent 
Svea  of  Gothenburg,  appointed  deputv  attorney 
and  assistant  manager  Lumber  Underwriters, 
New  York. 

Parsons,  Thomas  C,  elected  secretary  of  the 
Allegheny  Fire,  to  succeed  Allen  H.  Craft,  re- 
signed. 

Paulson,  William  H..  elected  assistant  secretary 
Globe  &  Rutgers  Fire,  New  York. 

Piatt,  John  O.,  elected  second  vice-president  In* 
surance  Co.  of  North  America. 

Porter,  Joseph  C,  elected  vice-president  Ben 
Franklin  Fire,  succeeding  R.  C.  Tannehill,  de- 
ceased. 

Rankin,  Hugh,  appointed  financial  secretary  to 
assist,  president  Evans  of  the  Continental  and 
Fidelity-Phenix  Fire. 

Robb,  Willis  O.,  elected  manager  New  York  Fire 
Insurance   Exchange. 

Roberts,  William  J.,  head  office  secretary  Standard 
Marine  of  Liverpool,  appointed  United  States 
manager. 

Rumsey,  David,  elected  vice-president  and  secre- 
tary of  the  Phenix  of  Brooklyn. 

Rush,  Benjamin,  second  vice-president  Insurance 
Co.  of  North  America,  elected  vice-president, 
succeeding  Eugene  L.  Ellison,  elected  presi- 
dent. 
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Sainton,    Frederick,    auistant   secretary   Hartford 

Fire,    elected    secretary,    succeeding    Thomas 

Turnbull,  resigned. 
Sawyer,    Bernard    B.,    resigned    as    secretary    St 

Louis  Fire. 
Sheldon,  George  P.,  resigned  as  president  of  the 

Phenix  of  Brooklyn. 
Simpson,  A.  K.,  appointed  manager  of  the  Eastern 

department  Firemans  Fund. 
Smith,    F.    Willard,    elected    secretary    Sovereign 

Fire,  Toronto. 
Stoner,     W.     M.,    elected     second    vice-president 

Monongahela  Fire,  Pittsburg,  Pa. 
Thomason,   E.   J.,  elected  secretary  and  treasurer 

of  the  Girard  Fire  and  Marine,   Philadelphia, 

Pa. 
Thurber,   Charles  I.,  elected  secretary   Minnesota 

Fire,   Chatfield. 
Tinker.  G.  K.,  agency  superintendent  of  the  Atlas 

of  London,  appointed  sub-manager  at  the  New 

York  office. 
Trimble,  A.  H.,  secretary  Humboldt  Fire,  elected 

president,  to  succeed  the  late  Frederick  Gwin- 

ner,  Sr. 
Trimble,   Norman  L.,  bookkeeper  Nebraska  Un> 

Fire,  Scranton,  Pa.,  succeeoing  R.  K.  Craner. 

derwriters,  elected  assistant,  succeeding  W.  H. 

Ahmenson,  resigned. 
Trumpj  J.   Sanderson,   elected  secretary  Scranton 
Weismiller,     D.,    vice-president    London     Mutual 

Fire.  Toronto,  elected  president,  to  succeed  the 

late  Hon.  John  Dryden. 
Wegman,  John  X.    secretary  Lafayette  Fire,  New 

Orleans,  elected  president,  to  succeed  the  late 

James  Wilson. 
Weymouth.  H.  G.,  elected  president  Western  Fire 

of  Utah,  succeeding  B.  H.  Cannon,  resigned. 
Whilden,  William  G.,  elected  president  of  Monon> 

gahela  Fire,  to  succeed  the  late  John  H.  Oancy. 
Wolf,  E.  Myron,   resigned  as  Insurance   Commis- 
sioner of  California. 
Wollaeger,    Gustav,    Jr.,   vice-president   Concordia 

Fire,  elected  president  of  the  company,  to  suc- 
ceed the  late  George  Brumder. 
Yates,  Charles  G.,  vice-president  Washington  Fire, 

elected  secretarv  Peoples  National  Fire,  suc- 
ceeding John  W.  Brooks,  appointed  Western 
manager. 

OBITUARY. 

Adams  John  H.,  secretary  of  the  American  Cen- 
tral of  St.  Louis,  Mo. 

Addison,  W.  I.,  of  Dallas.  Tex.,  £rm  of  Addi- 
son &  Burgher. 

Allen,  Francis  Olcott,  Germantown,  Pa.,  for  many 
years  Philadelphia  agent  of  the  Queen  of  Lon- 
don. 

Anderson,  Horace,  senior  member  of  Portland, 
Me.,  insurance  agency  of  Anderson,  Adams  & 
Co. 

Ansada.  Nicholas  R..  an  insurance  broker  of  New 
York. 

Anthony,  Rowland  Crocker,  of  the  Fire  and  Ma- 
rine brokerage  firm  of  Anthony  &  Chew,  New 
York. 

Apple,  Ben  T.,  of  the  Savannah,  Ga.,  firm  of 
Harty  &  Apple. 

Arrott,  Wm..  secretary  of  the  James  W.  Arrott, 
Ltd.,  of  Pittsburg,  Pa. 

Bacon,  John  L.,  White  River  Junction,  former  In- 
surance Commissioner  of  Vermont. 

Badger,  William  A.,  of  the  Minneapolis  insurance 
firm  of  Howes  &  Badger. 

Bailey,  Edmund  S.,  a  well-known  dealer  in  insur- 
ance stocks,  New  York  city. 

Bailey,  Samuel  L.,  a  veteran  insurance  agent  at 
Trenton.  N.  J. 

Baltes,  Fernando,  an  insurance  broker  of  New 
York  city. 

Barkley,  Fred  W..  one  of  the  best  known  local 
agents  of  Columbus,  Ohio. 

Batchelder,  A.  G.,  New  York  special  agent  of  the 
New  Hampshire  Fire. 

Bateman,  Lowry  J.,  New  York  State  special  agent 
of  the  Scottish  Union  &  National. 

Baxter,  Thomas  B.,  a  real  estate  and  insurance 
broker  of*  Bloomfield,  N.  J. 

Beattie,  Wm.  A.,  a  veteran  insurance  broker  of 
Boston,  Mass. 

Berry.  Arthur  L.,  Newton,  Mass.,  New  England 
special  agent  of  New  York  Underwriters 
Agency. 


Bingham,  Wilbur  F.,  New  York,  assastant  secre- 
tary Sun  Insurance  Office. 
Blackman,  F.  H.,  of  the  Blackman,  Glass  &  Cook 

Agency.  Detroit.  Mich. 
Boothby,  Col.  W.  C.  special  agent  of  the  National 

Fire  of  Hartford. 
Borroughs,  F.   M.,  Chicago,   111.,  for  many  years 
superintendent  of  agencies  m  the  farm  depart^ 
ment  of  the  Phenix  of  Brooklyn. 
Brown    Valentine,  senior  member  of  Toledo  firm 
of  Braun,  Torghi  &  Co. 

Brigham,  Herbert  W.,  a  local  agent  of  New  York 
city. 

Brockic,  William,  New  York,  president  Johnson  & 
Higgins. 

Brown,  Edgar  E.,  treasurer  of  Starkweather  & 
Shepley  (Inc.),  Providence,  R.  I. 

Browne,  Roger,  North  Dakota  State  agent  of  the 
Liverpool  and  London  and  Globe. 

Brumder,  George,  president  Concordia  Fire,  Mil- 
waukee, Wis. 

Brynes,  Col.  William  H.,  president  Hibemia,  New 
Orleans,  La. 

Buckle/,  Thomas,  Chicago,  111.,  who  established  the 
Chica&go  Fire  Insurance  Patrol. 

Bundy,  F.  L^  a  leading  local  agent  of  Laurens- 
burg,  N.  C. 

Burke,  M.  G.,  a  well-known  fire  insurance  agent  of 
Meadville,  Mo. 

Bumley,  George  E.,  president  Delaware  County 
Mutual  Fire,  Media,  Pa. 

Burr,  Edgar  B.,  Hartford,  Conn.,  for  many  years 
head  of  the  loss  department  of  the  Phoenix  of 
Hartford. 

Burr^  Marshall  D.,  special  agent  of  Germania  Fire 
for  Missouri. 

Calvert,  William  H.,  president  Merchants  &  Man- 
ufacturers, Cincinnati.  O. 

Canfield,  Ira  W.,  Ohio  Sute  agent  of  the  Ameri- 
can of  Newark. 

Carell.  A.  F.,  Verona,  N.  J.,  a  dealer  in  insurance 
stocks. 

Carpenter.  Edwin  W.,  formerly  assistant  secre- 
tary Firemans  Fund  and  Pacific  Coast  mana- 
ger of  the  Royal  of  Liverp^M)!. 

Chamberlain.  W.  J.,  of  Wyoming,  Iowa,  vice-presi- 
dent and  director  Capital  Fire,  Des  Moines, 
Iowa. 

Chapman,  E.  F.,  manager  Michigan  Inspection 
Bureau. 

Qancy,  John  H.,  president  Monongahela  Fire, 
Pittsburg. 

Qark,  Milton,  one  of  the  most  prominent  fire  in- 
surance men  of  Rochester,  N.  Y. 

Clauss,  William  D.,  special  agent  of  the  Humboldt 
Fire  for  Philadelphia  Suburban  District. 

Cole,  P.  P.,  senior  member  of  the  fire  agencv  firm 
of  Cole,  Schane  &  ForcL  Paragould,  Ark. 

Collins,  £.  H.,  Richmond.  Va.,  special  agent  West- 
chester Fire  for  Virginia,  North  Carolina  and 
South  Carolina. 

Collins,  James  Cross,  Providence,  R.  I.,  the  first 
Insurance  Commissioner  of  Rhode  Island. 

Collins^  J.  D.,  for  many  years  in  the  insurance 
business  at  Vandalia,  111. 

Cook,  Stephen  H.  S.,  one  of  the  oldest  fire  insur- 
ance agents  at  Evansville,  Ind. 

Cope,  Francis  R.,  Philadelohia,  a  director  of  the 
Insurance  Company  of  North  America. 

Corbett,  L.  N.,  general  adjuster  State  Fire,  Des 
Moines,  Iowa. 

Corwin,  Major  B.  Ryder,  Brooklyn,  N.  Y.,  a  well- 
known  insurance  man. 

Craft,  Addison,  Holly  Springs,  one  of  the  best 
known  local  agents  in  Mississippi. 

Crowley,  Daniel  O.,  of  the  Lampnere  agency  at 
Springfield,  111. 

Cummings,  H.  P.^  for  several  years  local  fire  in- 
surance at  Chicago,  111. 

Daggett,  Jesse  A.,  manager  Western  department 
Security  of  New  Haven,  at  Rockford,  111. 

Dangerfield,  A.  B.,  for  fifteen  years  manager  in- 
surance department  Wachovia  Loan  &  Trust. 

Dawley,  B.  W.,  Western  manager  of  the  General 
Fire  Extinguisher  Co. 

Dawson,  John,  senior  partner  of  John  Dawson  Co., 
Viroqua,  Wis. 

DeGroot,  John  A.,  of  the  Brooklyn,  N.  Y.,  agency 
of  John  A.  De  Groot  &  Son, 

DeLong,  G.  A.,  Lexington,  Ky.,  a  well-known  local 
agent. 

Denny,  William  S.,  fire  insurance  adjuster  at  Port- 
land,  Me. 
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Diekneite.  Herman  J.,  a  St.  Louis,  Mo.,  broker. 

Dillon,  Ben.,  chief  of  Louisville,  Ky.,  Fire  Dept. 

Dodson,  Roy,  general  traveling  agent  of  the  Equity 
Fire,  Kansas  City. 

Downes,  Lewis  T.,  former  president  What  Cheer 
Mutual  Fire,  Ftovidence,  R.  I. 

Dryden,  Hon.  John,  president  London  Mutual 
Fire,  Toronto,  Canada. 

Durand,  W.  B^  Oberlin,  O.,  Ohio  special  agent  of 
the  Glens  Falls. 

Durham.  Irael  W.,  Atlantic  City,  N.  J.,  former 
Insurance  Commissioner  of  New  Jersey. 

Eagles,  Eugene,  New  York  city,  a  local  under- 
writer of  the  German  American  and  an  expert 
on  leasehold  and  profit  insurance. 

Eaton.  John  L.,  Boston,  Mass.,  agent  of  the  Scot- 
tish Union  and  National. 

Elder.  John  F.,  for  eighteen  years  with  the  office 
ot  George  O.  Carpenter  &  Son,  Boston,  Mass. 

Etting,  Charles  E.,  senior  member  of  the  Philadel- 
I»ia  firm  of  Etting  &  Co. 

Ferguson,  T.  A.,  for  over  twenty  years  an  in- 
spector for  the  Chicago  Board  of  Underwriters. 

Fisher,  Andrew  P.,  a  well-known  East  Boston, 
Mass.,  insurance  and  real  estate  broker. 

Ford,  Wm.  A.,  secretary  of  the  Ben  Franklin  Fire, 
Pittsburg,  Pa. 

Fowler,  Joseph,  formerly  foreign  superintendent 
of  the  Nortnem  Assurance  of  London. 

Fulton,  Edwin,  of  Baird  &  Fulton,  local  agents  at 
Kansas  City,  Mo. 

Gans,  Samuel,  president  Samuel  Gans  Salvage 
Company. 

Gardner,  Edmund,  a  well-known  independent  ad- 
juster at  Cincinnati,  O. 

Getzlaff,  Henry.  Wisconsin  special  agent  of  the 
Security  of  New  Haven. 

Gillespie.  David,  a  local  agent  of  Lincoln,  III. 

Gillctt,  Edward  A.,  a  prominent  insurance  agent 
of  Watkins,  N.  Y. 

Glass,  J.  E.,  Atlantic,  Iowa,  special  agent  of  Capi- 
tal and  Merchants  and  Bankers,  Des  Moines. 

Going,  Thos.  J.,  father  of  J.  W.  Going,  of  the 
Snawnee  Fire. 

Goodman,  William  A.,  a  veteran  fire  insurance 
man  of   Boston,   Mass. 

Gordon.  H.  A.,  a  well-known  Boston  fire  insurance 
broker. 

Gnggs,  George  £.,  Chicago,  111.,  Cook  county 
special  agent  of  the  Hartford  Fire. 

Grow,   Charles  F.,   of   the  agency   firm  of   Grow, 


Schuster  &  Co..  Nellsvill 
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Guphill,  £.  W.,  of  korse  &  GuphiU,  Portland,  Me. 

Gwmner  Frederick,  Sr.,  president  Humboldt  Fire, 
Pittsburg,  Pa. 

Hasgerty^  Darius  B.,  Fire  Marshal  of  Louisiana. 

Haines,  James,  Peken,  111.,  one  of  the  oldest  agents 
in  Illinois. 

Hall,  William,  Philadelphia,  Pa.,  agency  secretary, 
Delaware  Insurance   Company. 

Hardin,  A.  D.,  a  well-known  insurance  agent  at 
Savannah,  Ga. 

Harmom,  L.  D.,  a  veteran  local  agent  of  Oshkosh, 
Wis. 

Harris,  Theodore,  president  Louisville  Fire,  Louis- 
ville, Ky. 

Hawes,  Charles  F.,  Boston,  Mass.,  special  agent 
of  Liverpool  and  London  and  Globe. 

Hemingrway,  Charles  D.,  a  well-known  fire  insur- 
ance man  of  Pittsburg,  Pa. 

Henry,  Paul  M.,  Los  Angeles,  Cal.,  California 
State  agent  of  the  North  British  and  Mercan- 
tile. 

Hillyer,  Edward,  a  well-known  fire  insurance  agent 
of  Waupun,  W^is. 

Hobbins,  H.  B.^  a  local  fire  insurance  agent  of 
Madison,  Wis. 

Hutchinson,  W.  W.,  Fresno,  Cal.,  formerly  Pacific 
Coast  manager  of  the  Northwestern  National  of 
Milwaukee. 

Jones,  Turney,  a  local  fire  insurance  agent  of 
Moiunoutb,  III. 

Jordan,  I.  Stewart,  of  Boston,  Mass.,  of  the  firm  of 
Jordan,  Lovett  &  Co. 

Judd.  Edward  B.,  a  prominent  insurance  man  of 
Buffalo.  N.  Y. 

Julian,  D.  E..  president  Julian-Sargeant  Company 
Agency,    Columbus,    Ohio. 

Keith,  Charles  A.,  Evanston,  Wis.;  Wisconsin 
State  agent  of  the  Home  ot  New  York. 

Keith.  H.  B.,  for  many  years  local  agent  at  Wor- 
cester, Mass.,  of  North  British  &  Mercantile. 


Kelley,  William  J.,  Portsmouth.  N.  H..  for  many 

years  special  agent  of  the  Pnenix  of  Brooklyn. 
KcnnarcL    Milton    J.,  a    veteran    local    agent    of 

Omana,  Neb. 
Kerwin,  T.  J.,  formerly  a  well-known  Chicago  in- 
surance man. 
Kinney,  S.  H.,  member  of  the  local  agency  firm  of 

Kmney  &  Medes,  Kansas  City,  Mo. 
Kirke,  William  T.,  a  prominent  insurance  agent  of 

St.  Paul,  Minn. 
Knight,  J.  W.,  former  special  agent  of  the  Atlas 

Fire  of  Des  Moines. 
Lane,  I.  Remsen,  Orange,  N.  J.,  former  president 

of  the  Hanover  Fire,  New  York. 
Langham,  Arthur  G.,   of  the   well-known  firm  of 

Barber  &  Castleman.  Louisville,  Ky. 
LaTourette,  Philip.  Somerville.  N.  J.,  manager  of 

the  insurance  department  American  Cotton  Oil 

Company. 
Lee,  A.  C,  an  adjuster  of  Jackson,  Miss. 
Lee,  James  W.,  ot  the  insurance  firm  of  James  W. 

Lee  &  Com  Cleveland,  Ohio. 
Lee,  Fergus  Sidney,  only  son  of  Fergus  G.  Lee, 

vice-president  ox  the  Sun  of  New  Orleans. 
Leisch,  Charles  W.,  Chicago,  111.,  for  many  years 

field  man  with  the  Michigan  Fire  &  Marine 

and  later  with  the  Westchester  Fire. 
Link,  J.  K..  vice-president  Scottish  Fire,  Charlotte, 

N.  C. 
Little,'   Capt    F.   W.,    Pleasant   Hill,   Mo.,   special 

agent  and  adjuster  Glens  Falls. 
Lloyd,    Raymond,    Seattle,    Wash.,    an    insurance 

agent. 
Luce,  Mrs.  Charles  H.,  wife  of  Charles  H.  Luce, 
Michigan  State   agent  of  the   Phoenix  of   Hart- 
ford. 
Lylburn,  Henry,  secretary  emeritus  of   the   Dela- 
ware of  Philadelphia. 
McAllister    J.  Worth,  manager  Home  Real  Estate 

Loan  &  Insurance  Company,  Kinston,  N.  C. 
McCIintock,    J.    I.,    a    well-known   local    agent   at 

Carmi,  111. 
McCutcheon,  Thomas   G.,   a   director   of  the   Ben 

Franklin  Fire  of  Pittsburg. 
McWhorter,  Geo.,  member  of  the  Nashville,  Tenn., 

local  agency  firm  of  McWhorter  &  Goodale. 
Macon,  T.  L.,  vice-president  Mechanics  &  Traders, 

Ne^  Orleans,  La. 
Magley,  Peter  T.,  of  the  fire  insurance  firm  of  P. 

J.   Magley  &  Sons,  Columbus,  Ohio. 
Marquitz,  Joseph,  agent  of  the  Washington  Mutual 

Fire,  St.  iJouis. 
Martin,  Adrian  S.,  an  examiner  for  the  New  York 

State  Insurance  Department. 
May,  Moses,  a  director  of  the  Williamsburgh  City 

Fire.  Brooklyn,  N.  Y. 
Memmcr,  John,  Akron,  O.,   one  of  the  oldest  fire 

insurance  agents  in  Ohio. 
Meyst,  William,  a  fire  underwriter  of  Milwaukee, 

Wis. 
Miller,  Henry  K.,   general  agent  of  the  National 

Board  of  Fire  Underwriters. 
Miller,    Richard    R.,   of   the   prominent    insurance 

and    real    estate    firm    of    Miller,    Mayhew    & 

Thompson,  Camden.  N.  J. 
Mitchell,    Frank    B.,    an    insurance   man    of    New 

York. 
Mooney,  Henry,  a  well-known  Buffalo,  N.Y.,  agent. 
Moore,  William  H.  Helme,  a  director  and  former 

oresident  of  the  Atlantic  Mutual   (Marine)   of 

New  York  city. 
Morse,     Harry     G.,     president    of    the    Fitchburg 

Mutual   Fire  of   Fitchburg,  Mass. 
Moss.  U.  F.,  Covington,  Ky.,  special  agent  of  the 

National  Fire  of  Hartford. 
Newman,  John  W.,  a  clerk  in  the  office  of  New- 
man &  McBain,  New  York  city. 
Noble,  Mrs.  Mary  L,  of  the  local  agency  firm  of 

Noble  &  Fiegc.  Tiffin,  Ohio. 
Nolte,    Herman    A.,   secretary   Milwaukee   Fire. 
North,  Edward  C,  Boston,  Mass.,  an  independent 

adjuster. 
OBrion,    H.    L.,    son   of   Thomas   L.    OBrion,    of 

OBrion  &  Russell,  Boston.  Mass. 
Oliver,  Capt.  S.  A.,  of  the  Oliver  Realty  Company 

and   the   old   agency    of    S.    A.    Oliver   &   Co., 

Toliet,  111. 
Oelfers,    R.    G.,   treasurer    American   Union   Fire, 

Philadelphia,  Fa. 
Oppenheimer,  Isaac,  placer  for  I.  H.  Klein  &  Co., 

New  York. 
Peabody,  Col.^  Francis,  for  many  years  president  of 

the  American  of  Boston,  Mass. 
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Pendleton,  Thomas  F.,  of  the  Brooklyn,  N.  Y., 
insurance  firm  of  Pendleton  &  Pendleton. 

Plank,  P.  W.,  Pasadena,  Cal.,  the  oldest  field  man 
of  the  Home  of  New  York. 

Poole.  Edmund  A.,  president  of  the  China  Mutual 
oi  Boston. 

Pope,  Cliff.  G.,  Atlanta,  Ga.,  formerly  special 
agent  of  Greenwich  Fire,  New  York. 

Raymond.  M.  H.  Neil,  Grand  Rapids,  Mich.,  State 
agent  of  the  Royal  Exchange,  London. 

Redding,  C.  J.,  well-known  local  agent  of  Charles- 
ton, S.  C. 

Redfisch,  Morris,  of  the  San  Francisco  firm  of 
Duncan  &  Redfisch. 

Reid,  Captain  James  J.,  Buffalo,  N.  Y.,  prominent 
in  fire  and  marine  insurance  circles  for  many 
years. 

Reise,  William  C,  of  Litchfield,  111.,  a  well-known 
local  agent. 

Rice,  J.  L.,  of  J.  L.  Rice  &  Co.^  of  Cleveland,  O. 

Robertson,  Hugn,  one  of  the  original  directors  oi 
the  Iowa  State  of  Keokuk,  Iowa. 

Roundtree,  Henry,  Omaha,  Neb.,  special  agent  of 
the  Royal. 

Ruykaver,  Charles,  former  secretary  Germania 
Fire,  New  YorL 

Satterlee,  Eugene,  Rochester,  N.  Y.,  president  of 
the  Rochester  German  Fire  of  Rochester,  N.  Y. 

Schimmel,  Gustav,  manager  of  the  Brooklyn,  N. 
Y.,  office  of  the  Germania  Fire. 

Schofidd,  John  W.,  Chicago,  111.,  chief  clerk  in 
the  Western  department  Liverpool  and  London 
and  Globe. 

Schumann,  Emma  A.,  wife  of  Hueo  Schumann, 
president  Germania  Fire,  New   York. 

Sewell,  Amos  F.,  with  the  Harry  Mann  Agency 
and  for  thirty  years  special  agent  on  the  Pa- 
cific Coast. 

Sheldon,  George  P.,  former  president  of  Phenix  of 
Brooklyn. 

Silkworth,  Charles  H.,  Wisconsin  State  agent  of 
the  Springfield  Fire  &  Marine. 

Simonson,  Cnarles  I.,  a  well-known  insurance 
journalist  of  New  York. 

Slaughtor,  John  B.,  St  Louis,  Mo.,  resident  man- 
ager. Northern  of  London. 

Smith,  Charles  R.,  one  of  the  best  known  insur- 
ance men  in  Scranton,  Pa. 

Smith,  Mrs.  Nellie  F.,  wife  of  the  late  Charles  R. 
Smith,  local  agent  at  Scranton,  Pa. 

Snapp,  Edwin  G.,  of  Phillips,  Snapp  &  Phillips, 
Danville,  111. 

Snyder,  V.,  a  well-known  local  agent  at  Moweaqua, 

Xlla 

Sperrv,  H.  T.,  a  veteran  local  agent  at  Champagne, 

Staak,  Auffust,  Carroll,  Iowa,  a  pioneer  insurance 
man  of  Iowa. 

Sullivan,  Joseph  A.,  Birmingham,  Ala.,  a  well- 
known  Southern  fire  underwriter. 

Tannehill,  R.  C,  vice-president  Ben  Franklin  Fire, 
Pittsburg,  Pa. 

Tarrant,  Fred,  former  branch  secretary  London 
Assurance  at  San  Francisco. 

Thompson,  John  R.,  a  veteran  insurance  agent  of 
Long  Island  City. 

Thompson,  W.  M.,  senior  mem.  of  the  agencv  firm 
of  W.  M.  Thompson  &  Co.,  Brockton,  Mass. 

Tuthill,  H.  P.,  local  agent  at  Anna.  111. 

Tyler,  O.  R.,  former  Ins.  Com.  of  Connecticut. 

Van  Alstyn,  Richard  H.,  an  insurance  broker  of 
Troy,  N.  Y. 

Walker,  J.  Albert,  vice-president  Granite  State 
Fire,  Portsmouth,  N.  U. 

Walsh,  Capt  J.  H^  a  prominent  local  fire  insur- 
ance agent  of  Greensboro,  N.  C 

Warner,  Edward  G.,  general  manager  of  the 
Florida  Home,  Atlanta,  Ga. 

Washburn,  John  H.,  former  president  Home 
of  New  York. 

Watson,  William,  chairman  of  the  Royal  of  Liver- 
pool. 

Weob,  S.  H^  an  insurance  agent  of  Louisville,  Ky. 

Wight,  S.  B.,  Atlanta,  Ga.,  special  agent  of  the 
Liverpool  and  London  andf  Globe. 

Wilhite,  John  A.,  a  well-known  adjuster,  Dallas, 
Tex. 

Williams,  G.  Harlan,  Baltimore,  Md.,  one  of  the 
oldest  fire  underwriters  in  Baltimore,  and 
member  of  the  firm  of  Maury,  Donnelly,  Wil- 
liams &  Thompson  Co. 


Williams,  S.  W.,  formerly  manager  of  the  South- 
ern department  at  Atlanta,  Ga.,  of  the  Conti- 
nental of  New  York. 

Whitlock,  James  A.,  member  of  the  New  York  firm 
of  Jones  &  Whitlock. 

Whitney,  Frank  H.,  Detroit,  Mich.,  vice-president 
Michigan   Fire   and  Marine. 

Willis,  George  A.,  a  well-known  local  agent  at 
Alamosa,  Cal. 

Wilson,  James,  president  Lafayette  Fire,  New 
Orleans.  La. 

WyckofF,  Peter,  BrookWn,  N.  Y.,  a  director  of 
the  Williamsburgh  City   Fire. 

Zartman,  Prof.  Lester  W.,  Department  Political 
Economy,  Yale   University. 

COMPANIES     ORGANIZED     SINCE     JUNE 

15,  1909. 

Many  of  the  following  companies  have  never 
completed  organization,  while  otners  are  companies 
in  name  only: 

STOCK. 

Arizona  Fire,  Phoenix,  Ariz.;  Arizona  Finance 
Company,  promoters. 

Atlantic  National,  Macon,  Ga.;  capital  $187,901; 
surplus,  $88,163;  George  D.  Wadiey,  president; 
John  J.  McKay,  secretary. 

Atlas,  Ola,  Ark.;  capital  $200^000:  O.  J.  Harkey, 
president;  A.  L.  George,  secretary. 

Automobile  Insurance  Company  of  America,  In- 
dianapolis, Ind.;  capita],  $1,000,000;  surplus, 
$1,000,000;  D.  M.  Parry,  president;  L.  N. 
littauer,  vice-president. 

Baltimore-Maryland  Fire,  Baltimore,  Md. ;  capital, 
12.000,000;   N.   Winslow  Williams,   promoter. 

Bankers  Fire,  Phoenix,  Ariz.;  capital^  $2,000,000; 
A.  G.  Hulett,  president;  John  Hilgen,  secre- 
tary. 

Capital  &  Merchants  &  Bankers.  Des  Moines, 
Iowa;  capital  paid  up,  $60,000;  cash  surplus, 
$64,020;  r.  S.  Dowell,  president;  Chaa.  F. 
Campbell,  secretary. 

Central  Union  Fire,  Kansas  City,  Mo.;  capital, 
$1,000,000;  surplus,  $400,000;  John  A.  Long,  et 
al.,  incorporators. 

Cincinnati  Fire,  Cincinnati,  Ohio;  capital,  $100,000; 
surplus,  $50,000;  Francis  H.  Qoud,  president; 
Louis  H.  Schweer,  secrtary. 

Commercial  National  Fire,  Chicago.  111.;  capital. 
SmpOO;  surplus,  $200,000;  R.  H.  Hunter.  A. 
C.  Olds,  promoters. 

Fidelity-Phenuc  Fire,  New  York;  cash  capital,  $2,- 
500,000;  net  cash  surplus,  $2,199,112;  Henry 
Evans,  president;  J.  E.  Lopez,  second  vice- 
president  and  secretary. 

First  National  Fire,  Harnsburg,  Pa.;  capital,  $600,- 
000;  surplus,  $600,000;  Chas  S.  Barker,  pro- 
moter. 

Firemens,  Raleigh,  N.  C. 

George  Washington  Fire,  Philadelphia,  Pa.;  capi- 
tal, $100,000;  H.  Lw  Engel,  promoter. 

Globe  Fire,  San  Antonio,  Tex.;  capital,  $200^000; 
surplus,  $100,000;  Frank  C.  Groos  and  C.  W. 
Cannon,  promoters. 

Henry  Clay  Fire,  Lexington,  Ky.;  capital,  $1,000,- 
0(X>;  surplus,  $300,000;  E.  H.  Watson,  Ed.  U 
Williams,  promoters. 

Independence  Fire,  Philadelphia,  Pa.;  capital, 
$1,000,000;  surplus,  $1,000,000;  Louis  A.  Amon- 
son,  promoter. 

International  Fire,  Fort  Worth,  Tex.:  capital, 
$200,000;  surplus,  $100,000;  W.  H.  Eddleman. 
president;  W.  P.  Cassell,  secretary. 

Inter-State  Fir^  Birmingham,  Ala.;  capital,  $600.- 
000;  B.  H.  Cooper,  president;  W.  H.  Gillespie, 
sccretarv 

Lone  Star  Fire,  Dallas,  Tex.;  capital,  $160,000;  sur- 
plus, smooo. 

Los  Angeles  Fire,  Los  Angeles,  Cal.;  capital,  $100,- 
000;  surplus,  $16,000;  W.  F.  Holt,  president;  J. 
H.  Richards,  manager. 

Magnolia  State  Fire,  Jackson,  Miss.;  capital,  $900,. 
(NX);  W.  D.  McRavin,  et  al.,  incorporators. 

Manufacturers  Fire^  St  Louis;  capital,  $1,000,000; 
surplus,  $1,000,000;  J.  A.  J.  Schultz,  president; 
J.   Frudenfeld,  secretary. 

Maryland  Motor  Car.  Baltimore,  Md.;  capital. 
$100,000;  surplus,  $25^000;  J.  P.  Bonsai,  pro- 
moter. 
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MaaiachuBctts  Fire  &  Marine,  Boston,  Mass.;  capi- 
tal, $800,000:  surplus,  $600,000;  E.  C.  Benton, 
president:  Frank  £.  Buxton,  secretary. 
Merchants  Fire.  New  York;  capital.  $200,000 :  sur- 
plus,  $300,000;  Edward  L.  Ballard,  president; 
W.  S.  Lamson,  secretary.  . 

Merchants  &  Manufacturers,  Atlanta,  Ga.;  capital, 

$100,000;  surplus,  $1,000,000;  H.  C.  Stockdcll. 
Mid-Continental   Fire,   Kansas  City,   Mo.:   capital, 
$600,000;  surplus,  $300^000;  J.  J.  Ringolsky,  pro- 
moter. . 

Minneapolis  Fire,  Minneapolis,  Minn.;  capital, 
$100,000;  H.  B.  Domberg,  ct  al.,  promoters^, 

Minnesota  Fire,  Chatfield,  Minn.;  camtal,  $100,000; 
surplus,  $60,000;  A.  L.  Ober,  president;  W.  W. 
Boyer,  secretary. 

Missouri  Valley  Fire,  Omaha.  Neb.;  capital,  $100,- 
000;  B.  L.  Baldwin,  et  al.,  incorporators. 

National  Assurance.  New  York:  capital,  $1,000,000; 
surplus,  $1,000,000;  Samuel  H.  Buck,  prendent; 
Geo.  A-   Brettell,  secretary.  _     __ 

New  Amsterdam  Fire,  New  York;  capital,  $200,000; 
surplus.  $60,000;  Charles  A.  Hull,  president; 
H.  P.  Hull,  secretary. 

New  Jersey  Fire.  Newark.  N.  J,:  capital.  $260,000; 
surplus,  $260,000;   Clarence  Hodaen,   promoter. 

Ohio  Fire.  Akron.  Ohio;  capital,  $100,000;  sur- 
plus,  160,000;  W.  H.  Evans,  president. 

Old  Kentucky  Fire,  Mt.  SterUng,  Ky.;  capiUl, 
$200,000;  surplus,  $100,000;  I^wis  Apperson, 
president;  Chas.  D.  Grubbs,  secreUry. 

Pacific  States  Fire,  Portland,  Ore.;  capital, 
$1,000,000;  F.  £.  Beach,  president;  E.  G.  Jones, 
first  vice-president. 

Peoples  Anthracite  Fire,  Shamokin,  Pa.;  capiul, 
fa,000,000;   surplus.  $1,000,000. 

Phcenix  Fire,  Baltimore.  Md.;  capital,  $600,000; 
Pan!  Turner,  promoter. 

Pioneer  Fire,  Tacoma,  Wash.;  authorised  capital, 
$1,000,000;  John  D.  Atkinson,  president;  J.  H. 
Bridgeford,  secretary. 

Protective  Fire,  Syracuse,  N.  Y.:  capital.  $200,000; 
surplus,  $200,000;  Protective  Holding  Company, 
promoters. 

Republic  Fire,  New  York;  capital,  $2,000,000;  sur- 
plus, $3,000,000;  H.  N.  Vedder,  et  al.,  pro- 
moters. 

Rio  Grande  Fire,  San  Antonio,  Tex.;  capital, 
$800,000. 

San  Diego  Fire  ft  Marine.  San  Die^o,  Cal.;  capi- 
tal; $100,000;  Coronaao  Securities  Co.,  pro- 
moters. 

Sapulpa  Fire,  Sapulpa,  Okla.;  capital,  $1,000,000; 
J.  W.  McRae,  promoter. 

Security  National  Fire,  Philadelphia,  Pa.;  capital, 
^^000,000;   surplus,  $160,000. 

Seneca  Fire,  Buffalo,  N.  Y.;  capital,  $200,000;  sur- 
plus, $200,000;  Ira  R.  Morley,  promoter. 

Sooth  Carolina,  Columbia,  S.  C;  capital.  $60,000; 
surplus,  $60,000;  Edwin  G.  Seibels,  president; 
John  J.  Seibels,  secretary. 

Southern  States  Fire,  Birmingham,  Ala.;  capital, 
$200,000:  D.  £.  Manasco,  president 

Staadard  Fire.  Hartford,  Conn.;  capital,  $600,000; 
surplus.  $600,000;  M.  Lewin  Hewes,  president; 
H.  B.  Anthony,  secretary. 

Tran^-Mississippi  Fire,  Little  Rock,  Ariz.;  capital, 
$1,000,000;  B.  F.  Schwartz,  promoter. 

Union  National,  Kansas  City.  Mo.;  capital,  $200,- 
000;  surplua  $200,000;  G.  A.  Becker,  promoter. 

Western  &  Atlantic  Fire,  Nashville.  Tenn.:  capi- 
tal, $600,000;  surplus,  $600,000;  Geo.  S.  Parkes, 
president;  Paul  Roberts,  vice-president 

Western  &  Southern  Fire,  Shawnee,  Okla.;  capi- 
tal, $1,000,000;  surplus,  $600^000;  J.  W.  Mc- 
Rae, promoter. 

Western  States  Fire,  Kansas  City,  Mo.;  capital, 
$200,000;    surplus.    $200,000;    Frank    C.    Peck, 

S resident;  R.  A.  Norton,  secretary, 
ita    Fire  ft  Marine.  Wichita,   Kan.;  capital. 
S  10,000:  surplus,  $253,000;  W.  C.  King,  V.  G. 
chardson,  promoters. 


Woodmen  Fire,  Lincoln,  Neb.;  capital.  $100,000; 
surplus.  $26,000;  Geo.  L.  Sheldon,  president; 
Joseph  Walt,  secretary. 

MUTUAL. 

American  Union   Mutual  Fire,   Cincinnati,   Ohio; 

C.  R.  Chadwick  &  Co.,  promoters. 
Assured's    National    Mutual    Fire,    Decatur,    111.; 

Percy  B.  Sullivan,  president. 
Bear  River   Mutual   rire,  of   Box  Elder   county, 

Utah. 
Boyd  County  Farmers  Mutual  Fire,  Anoka,  Iowa. 
Carriage  Bmldera  Mutual  Fire,  Indianapolis,  Ind.; 

W.   D.  Oakes,  president;  J.  H.  Furnas,  secre- 

Columbia  Mutual  Fire,  Philadelphia,  Pa.;  An- 
thony Staker,  president;  Joseph  D.  Davis,  sec* 
retary. 

Druggista  Mutual  Fire,  Algoona,  Iowa. 

Elgin  Mutual  Fire,  Elgin,  111. 

Farmers  Co-operative  Elevator  Mutual,  Fort 
Dodge,  Iowa. 

Farmers  Mutual  Fire,  Brigham  Citv,  Utah;  W.  S. 
Hansen,  president;  M.  H.  Welling,  secretary. 

Federal  Mutual  Fire,  Philadelphia,  Pa.;  John  W. 
Barnes,  president;   C.   Banenberger,  secretary. 

Franklin  Mutual  Fire,  Columbus,  O.;  H.  O.  Kane, 
president;  Jas.  O.  Kane,  secretary. 

Georgia  Mutual  Fire,  Dublin,  Ga. 

German  Mutual  Lightning,  Fire  &  Storm,  Sauers, 
Ind. 

Ginners  Mutual  Trade  Fire,  Oklahoma  City,  Okla. 

Home  Fire  insurance  Association,  Cincinnati, 
Ohio:  C.  R.  Chadwick  &  Co.,  general  agents. 

Home  Mutual  Fire.  Brunswick,  Ga.;  R.  W.  Dur- 
den,  C.  P.  Duraen,  et  al.,  incorporators. 

Iowa  Farmers  Mutual  Reinsurance,  of  Greenfield, 
Iowa. 

Toliet  Mutual  Fire,  Joliet,  111. 

La  Moure  County  Farmers  Mutual  Fire,  La 
Moure,  N.  D. 

Lutheran  Mutual  Fire,  Burlington,  Iowa. 

Loyal  Mutual  Fire,  Philadelphia,  Pa. ;  H.  A.  Mark- 
man,  president^   E.    K.   Mueller,   secretary. 

Mutual  Fire  of  Michigan  Conference  Evangelical 
Association,  Grand  Rapids,  Mich. 

National  Mutual  Fire,  Dover.  Del.:  C.  C.  Bach- 
man    president;  Charles  E.  Collins,  secretary. 

National    Petroleum    Mutual    Fire,    Philadelphia, 

Phenix  Mutual,   Dover,  Del. 

Pa.;  V.   B.  Ward,  president;  Houston  Dunn, 
secretary. 

Southern    Cotton   Mill   Mutual,   Greenville,   S.   C. 

Realty  Mutual  Fire,  Philadelphia,  Pa.;  G.  W. 
Geasen,  president;  H.  T.   Toubner,  secretary. 

Southern  States  Mutual  Fire,  Athens,  Ga.;  R.  S. 
West,  et  al^  incorporators. 

State  Mutual  Fire,  Huntingdon,  Pa. 

Stewartstown  Mutual  Fire.  York,  Pa.;  J.  W.  An- 
derson, incorporator. 

Tri-State  Mutual  Grain  Dealers,  Luverne,  Minn. 

Wisconsin  School,  Ltd.,  Mutual  Fire,  Jefferson, 
Wis.;  John  Kelly,  president;  J.  A.  Hazelwood. 
secretary. 

LLOYDS. 

Inter-Insurance  Exchange,  Galveston  and  El  Paso, 
Tex.;  T.  K.  Best  ft  Co.,  managers. 

Manufacturers  Woodworkers  Underwriters,  Chi- 
cago, 111. :  Lee  Blakemore,  manager. 

Merchants  Inter-Insurance  Exchange,  Baltimore, 
Md.;  Howard  E.  Paine,  manager. 

Profit  Sharing  Co^  Galveston  and  El  Paso,  Tex.; 
T.  K.  Best  &  Co.,  managers. 

Retail  Grocers  Underwriters,  Palo  Alto,  Cal.; 
Harlow,  Hewitt  &  Co.,  managers. 

Retail  Hardware  Underwriters,  Palo  Alto,  Cal.; 
Harlow.  Hewitt  &  Co.,  managers. 

Telephone  Fire  Insurance  Exchange,  Chicago,  111. ; 
Jas.  B.  Hoge,  attorney  and  manager. 
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FIRE    PREMIUMS    RECEIVED    IN    1909    IN    VARIOUS    CITIES. 


Fire  Premiums  Received 


Below  will  be  found  the  premium  receipts  of  the  respective  fire  insurance  companies  in  1909  in  the 

(as  in  Brooklyn)   the  figures  given  represent  onlj  the  premiums  received  in   the  district  covered  bj 
limits  of  the  city. 


NAME  AND  LOCATION 
OF  COMPANY. 


Aachen  and  Munich,  Aiz-la-ChapeUe 

4£tna,  Hartford 

Adirondack.  New  York 

Agricultural,  Watertown 

Albany,  Allnny 

Allegheny^  Pittsburg 

Allemajuiia,  Pittsburg 

Alliance,  Philadelphia 

American,  Newark 

American  Central,  St.  Louis 

American  Fire,  Philadelphia 

American  Druggist,  Cincinnati 

American  Llo^,  New  York 

Amoican  Naticmal,  Rock  I^and 

Assurance  Company  of  America,  New  York . .  ■ . 

Atlanta  Home,  Atlanta 

Atlas,  Dcs  Moines 

Atlas,  London 

Austin.  Dallas 

Ben  Franklin,  Pittsburg 

Birmingham,  Pittsburg 

Boston,  Boston 

British  America,  Toronto 

Buffalo  Commercial,  Buffalo 

Buffalo,  German,  Buffalo 

Caledonian,  Edinburgh 

Caledonian-American,  N.  Y 

California,  San  Francisco 

Calumet,  Chicago 

Camden,  Camden 

Capital,  Concord 

Central  Manufacturers,  Yan  Wert 

Central  National,  Chicago 

Citizens,  St.  Louis 

Citizens,  Charlestown 

Citv  of  New  York,  New  York 

Colonial,  New  York 

Columbia,  Jersey  City 

Commerce,  Albuiy 

Colonial  Underwnters,  Hartford 

Commercial  Union,  London 

Commercial  Union,  New  York 

Commonwealth,  Dallas 

Commonwealth,  New  York 

Commonwealth,  Ottumwa 

Concordia,  Milwaukee 

Cooper,  Dayton 

Connecticut,  Hartford 

Consolidated  F.  &  M.,  Minneapolb 

Continental,  New  York 

County  Fire,  Philadelphia 

Delaware,  Philadelphia 

Des  Moines  F.  &;  M.,  Des  Moines 

Detroit  F.  &  M.,  Detroit 

Dixie,  Greensboro 

Dubuque  F.  Sc  M.,  Dubuque 

Dutchess,  Poughkeepsie 

Eastern,  Atlantic  City 

Empire  City,  New  York 

English  American  Underwriters,  Hartford 

Equity,  Kansas  City 

Equitable  F.  9c  M..  Providence 

Eureka  F.  &  M.,  Cincinnati 

Fanners,  York 

Farmers  &  Merchants,  Lincoln 

Federal,  Jersey  City 

Federal  Union,  Chicago 

Fidelity,  New  York 

*  Business  of  Illinois  companies  not  included 
1909,  (app.irently  incomplete). 


Balti- 
more, 
Md. 


$ 

14,719 

49,035 

80 

34,010 


7,521 

6,224 

22,667 

21,229 


26,113 
'  4,450 


15,518 

6,684 

5,125 

10.905 

13.123 

'  2,044 

5,977 

15.326 

7,619 


10,885 

13,868 

3,977 


36,526 

ii,27i 

•  •■••• 

23,638 

30,020 

8.124 
11,458 

"iiih 

5,926 
4,737 

1,685 
'  '8,777 
'  2,379 

22,983 


Boston, 
Mass. 


t 

27,023 

140,812 

3,644 

27,598 

16,375 

'  '9.027 
25.058 
33,531 
46,662 


15.134 
'  '3.625 

•  >•••• 

•  ••••• 

37,701 
*  '9,297 


67,966 
13,678 
10,223 
14.561 
39,154 
7,862 
7.856 
17,278 
24,737 

17.326 
2.846 

•  ••••• 

16,409 

•  •••*• 

12,775 
4,472 

'l'o',293 


71,810 
14,767 

38,725 

•  ■•••■ 

19,540 
'39,031 

•  ••••• 

79,576 

16,998 
30,966 

*16.67i 
11,857 
18,265 
10,254 
6.237 
7,718 

6,842 

24,002 


Brooklyn, 
N.  Y. 


16.756 


$ 

23.280 

125,271 

3,877 

31,982 

16.685 

•  ••■«• 

6.801 
12,142 
30.563 
33.101 

3,909 


14,029 

9,070 

16,034 

lo'sis 

3,476 
13,631 


56,562 

31.552 

7,223 

11,917 

38.581 

2,370 

7,678 

7,891 

25,104 

10.561 


18,763 

16,346 

11,468 

6,621 

*  "8.792 


64,758 

13,372 

3.568 

25,923 

'  3,361 

49,460 

•  ••■•* 

11,947 

10,532 
38,040 

'  5.995 
4,953 
4.929 
5.032 
8,382 

13,435 


17,599 
'  "6,662 

32.906 


Chicago, 
III.* 


S 

72,908 
288.584 

«••••• 

110.866 

34,382 

5,631 

28,918 

24.244 

176,679 
60,598 


4,728 


73.464 

3.906 

21,788 


31,398 

'44.728 
72.043 
85.150 

'2iB^63i 

"4*l'.i25 

15,172 
3,262 

•  ••••• 

58.918 

7,136 

23,511 


20,448 

139,566 
23.984 

•  •••'• 

44.715 

52.673 

125.189 

158,475 

28.055 

35.467 

'l'9.753 
8,570 

■  ■•••• 

24,608 
15,916 

•  ••••• 

45,790 
12,981 
31.290 
15.607 

27,060 


Kansas 
City. 
Mo. 


$ 

19.347 

34.428 

49 

14.533 


7,336 

2.610 

26.593 

13,892 


350 
1,221 
5,770 

109 

1,689 
8,687 

4^678 


13.080 

4.332 

9.968 

16,846 

10,622 


3,091 
5.444 
5,160 


6.662 

3^492 
89 

'2.048 


17,956 

'  9.438 
11,547 
20,472 

'27.847 

5,924 
13,290 

•  ■   .   •      • 

4.321 
3.834 
6.249 

*  l. 721 


1.922 
3.915 

•  •  »  •  • 

5,681 
3.456 

'l',374 
7,840 


Compiled  from  the  Insurance  Post :  corrected  to  September  85, 


FIRE    PREMIUMS    RECEIVED    IN    1909    IN    VARIOUS    CITIES. 


543 


IN  1909  IN  Various  Cities. 

cities  named,  mainly    as  reported  to  State  tnrarance  departmenti  or  to  fire  patrols.     In  some  instances 
the  fire  patrol  or  salrage  corps,  snd  do  not  include  all  the  premiums  receiTed  within  the  geographical 


LOUBVILLS, 


7.175 
21,098 

8.181 


&.032 
10.521 
12.660 


13,581 

971 

2.836 


7.013 
7.367 
7,928 
9,304 


5.136 


7.276 
9.660 


3.861 
8.196 


14,065 
8»801 
1.896 
9,853 


27.472 

20.988 

2.681 
8,669 

•  •**•« 

4,098 
5.406 


mzlwadkek, 
Wd. 


MlNNK- 

APOLIS. 

Minn. 


4.686 
1.984 


12.718 
20,667 


3.965 


•    a     •    • 


88,733 
36,180 


1,425 

•  ••••• 

15,697 
"i833 


11,907 
7,085 
3.484 
6,225 

8,617 

■  4.736 
4.978 
5,289 

6,536 

'  2^926 
6,054 

'  4,633 
472 

•  ••••• 

4.653 


25,327 
3.605 

•  •«••' 

10,962 
1,015 

65.891 
1,666 

22.521 
3,342 

25,130 

2.587 
10,226 
3,560 
8.789 
2,638 
7,621 

'  1,653 


7,692 

4.678 

1.902 
1.138 
5.817 


15,091 

16,118 

1,484 

26^441 


8»943 

5,997 

24,005 

17.081 


746 
3,112 
3,344 


14.089 


19,483 

5,270 

4,846 

13,049 

10,622 


13,279 
1.276 

2,972 

3,555 
13.891 


6,056 


8.528 
4.065 

*  5,29i 

•  •  «  •  ■   « 

5,368 
2.711 

18.605 
3.301 

29.008 


5.172 

3.859 

10.561 

9,744 


2,651 


7,147 

'6J35 
2,066 


11,608 


NSWAEX, 

N.J. 


6,546 
24,136 

■  ••••• 

10,022 
10.949 

■  ••••• 

3.221 

5,963 

65,874 

6,737 


2,026 
1.504 


7,819 

598 

2.172 


9,391 
3.275 
5.530 
4,961 
7,770 
3,987 
4,870 
3.425 
13,440 

4,129 

"676 
4,965 

'  i',9i3 


2.884 
5.642 

12,144 
2,126 
1.165 
4,080 
1,320 
5,412 

•  «•••• 

21,492 

33,707 

6,326 
17,069 

8,962 

•  ••••• 

2,247 
2.090 
1.354 


6,514 
3.365 


10,842 


Phila* 

OELPHIA. 

Pa. 


24.924 
86,451 

4.301 
66.376 
16,261 

2.298 
13.808 
17.951 
23,942 
36.966 

6,409 
675 

'  '5,72i 
8,979 


32,351 

2.465 

11,129 

6,642 
20,390 
26.175 

5,196 
10,215 
26,932 

8.191 
21.411 
19,789 
47,791 

13.887 
994 

2,085 
19,489 

4,307 
15,956 

4,984 

*  8;  457 


70,729 

9.015 

834 

26,724 
1,654 
7,071 
1,955 

32.865 

•  ••■•• 

86,430 

17,298 
71,662 

17,979 
20.799 
6,291 
7,459 
6.399 
8,816 


19.759 

*  '6.856 
879 


27,617 


Sam 

FaANasoo, 

Cal. 


S 

2,517 
228.921 

51.289 


•  •  t  •  •  • 

23,888 
43,982 
42.153 


54.308 


14,990 

•  «■■■• 

110,154 
■  7.i7i 


1.032 


31.700 

48,380 
6.826 


14,609 
'73,486 
'64,093 


40.099 
26,408 

20,493 


6,149 


23,187 


St.  Louis. 
Mo. 


8 

19,347 

40,222 

1,470 

31,111 


10,478 

8,206 

24,547 

81,747 


53 

6.550 

4,654 

154 


16,397 
"5,842 

14,885 

'  ^jii 

16,211 
15.708 

•  ••>•■ 

13,250 
18,576 
10,105 


35.610 

10,741 

10.454 

1,097 

*  *2',9i7 


33,959 
'l'2,5i8 

•  •••■• 

15,225 

•  ••■•■ 

66,964 

37,648 

10,176 
28,074 

'  7,463 
12,518 
15,950 

'  '2445 


542 
7,062 

■  '5*797 
4,928 

"'646 
14,678 


St.  Paul. 
Minn. 


5,725 

22,136 

331 

15.916 


5,445 
4,203 
8,768 
9,667 


204 

-1,367 

2,042 


8,941 


1,945 
2,863 
4.152 
6.628 
3.679 


1,297 
8,253 

2,110 

•  «   ■   ■  • 

5,393 
9,022 

'3,4i3 
'8.469 


1,830 
5.438 

'"i64 
1.519 
9.632 
4.104 

18.428 

•  •■••• 

6.370 
1,677 
7,899 

'  '3.661 

•  ••••-♦ 

*  '3.  eoi 


1.575 

3,159 


4.222 
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FIRE  PREMIUMS  RECEIVED 


NAME  AND  LOCATION 
OF  COMPANY. 


Fire  Association,  Philadelphia 

Firemans  Fund,  San  Francisco 

Firemens,  Newark 

Florida  Home,  Marianna 

Franklin,  Philadelphia 

Freeholders,  Topeka 

Georgia  Home,  Coltunbus 

German,  Baltimore 

German,  Indianapolis 

German,  Louisville 

German,  Peoria 

German,  Pittsburg 

German,  Wheding. 

German  Alliance,  New  York 

German  Alliance  Insurance  Association,  N.  Y. . 

German  Amernan,  New  York 

German  American,  Baltimore 

German  American,  Pittsburg 

German  Security,  Ixxiisyiile 

German  Union,  Baltimore 

Gcrmania,  New  York 

Girard  F.  &  M.,  Philadelphia 

Glens  Falls,  Glens  Falls 

Globe  Underwriters,  New  York 

Globe  and  Rutgers,  New  York 

Granite  State,  Portsmouth 

Great  Western  Lloyds,  New  York 

Hamburg-Bremen,  Hamburg 

Hanover,  New  York 

Hartford,  Hartford 

Hawkeye,  Des  Moines 

Hamilton,  New  York 

Home,  New  York 

Home,  Salt  Lake  City 

Hudson  Underwriters,  New  York 

Humboldt.  Pittsburg 

Imperial,  Denver 

Individual  Fire  Underwriters,  St.  Louis 

Insurance  Co.  of  North  America,  Philadelphia 
Insurance  Co.  of  State  of  Illinois,  Rockfora . . . 
Insurance  Co.  of  State  of  Pennsylvania,  Phila . 

Insurance  Underwriters,  Philadelphia 

Teflferson,  Philadelphia 

ICeystone  Underwriters,  Pittsburg 

Law,  Union  and  Rock,  London 

Liverpool  and  London  and  Globe,  Lrrarpool . . . 
Liveipod  and  Lcmdon  and  Globe,  New  York . . 

Lcmdon,  London 

London  and  Lancashire,  Liverpool 

Louisville,  Louisville 

Lumber,  New  York 

Lumbermens,  Philadelphia 

Mechanics,  Philadelphia 

Mechanics  and  Traders,  New  Orieans 

Mercantile  F.  &  M.,  Boston 

Metropolitan,  Chicago 

Michigan  Commercial,  Tisnsing 

Michigan  F.  &  M.,  Detroit 

Michigan  Millers,  Iian<ing 

Millers  National,  Chicago 

Mflwaukee  Fire,  Milwaukee 

Milwaukee  German,  Milwaukee 

Milwaukee  Mechanic^  Milwaukee 

Minnesota  Fire,  Chatfidd 

Monoogahda,  rittsburg 

Nassau,  Brooklyn 

National  Brewers,  Chicago 

National,  Pittsburg 

National,  Cincinnati 

National,  Hartfcxd 

National  F.  &  M.,  Elizabeth 

National  Lumber,  Buffalo 

National  Union,  Pittsburg 

Newark  Fire,  Newark 

New  Brunswick,  New  Brunswick 

New  Hampshire,  Manchester 

New  York  Underwriters,  New  York 

New  Zealand,  Auckland 

Niagara  Fire,  New  York 

Norfolk,  Norfolk 

North  British  and  Mercantile,  London 

North  British  and  Mercantile,  New  York 

Northern,  New  York 

Northern,  London 

North  River,  New  York 


Balti- 

MOKE, 

Md. 


t 

26.587 
39.861 
37,114 
3,712 
14,012 

'  9,348 
152,366 


1,137 
11,169 

7,269 
27,319 

36,096 

60,373 

6^308 


33,301 
7,101 
18,927 
14,113 
14,381 
8,280 

16^263 

31,327 

80,684 

920 

•   ••■■• 

126,67? 

"368 
4,710 


26,608 

•  «•••• 

6.779 
3,476 
6,622 

'  V.966 
70,667 

17,565 
31,202 


7,880 
8^i62 


BOSTOK, 

Mass. 


3.863 
6,866 


3,744 
17,6ii 

'  im 

61,643 
20458 

•  ••«*• 

6.269 
22.392 
22,208 

•  •••■• 

42,706 
3,403 

46,706 
9.719 
6,667 

49,466 

29,218 


I 

71.862 
43,177 
36,108 

29^46 


6,144 
14,611 

'2i6'.457 

«  •   •  *  •  « 

100,088 
8,884 


1,790 
34,226 
11.366 
26,066 

•  «•••• 

12,324 
18,926 

28,298 

40.977 

107,404 


159,184 

'5^662 

71,903 

•  ■•••• 

13,566 
10,794 


6,796 
166,068 

40,746 
80,556 

■  8,i?i 

•  ••■•■ 

16.091 
20,296 
16.956 

15,598 
15,942 

'  3,082 
4,674 

17,633 


11,658 

•  ••••• 

13,807 

•  ••••• 

83,040 

'  3.954 
21,621 
10,781 
9.421 
34,991 
42,162 

•  •■••» 

67.998 

92,668 
24,966 
14.887 
72,669 
28,674 


Brooklyn, 
N.  Y. 


I 

61.073 
32.768 
44,437 

46,i34 

5,427 

12.482 


3,713 

2,560 

4,229 

19,726 

1*84^456 
4,336 


3,407 
691810 

2,440 
34,249 

57.634 
9,630 

46,iii 

77,374 

101,060 

"m 

196,257 


16,641 


73,473 

1,489 

12,785 

13,808 

y,86i 

268.109 

306 

46,710 

48,630 

6.125 

6,047 

6,806 

28,709 


6.269 

18,823 

2,280 

•  •••■• 

2,180 
8,905 

11,675 


26,402 

'  '7\m 

'  8,397 
23,832 
6.549 
6.634 
29.158 
66,582 

■  ••■■• 

113,144 

!ei,7i2 
22,850 
21,382 
69.116 
48,455 


Chicago. 
III.* 


I 

87,279 
72,909 
67.020 
9.484 
37,318 
18,486 
36,470 

'  iih 


36.886 
20,586 
59,954 

109,617 
18,922 
14,852 


144.080 

67,666 

118.689 

•  ••••• 

92,066 
14,123 

■  ••••* 

81,597 

87,416 

253,686 

14,537 

315,640 


31,788 

•  ••■•* 

122,767 


52.282 
27,210 

■  «•••" 

16,616 
376,979 

24,243 

73^267 
142,722 

21.260 

•  ••••* 

29.624 

26,386 

29,196 

7,431 

•  ••••• 

50,884 
81,366 


•  ••••■ 

18,965 

64,825 

11,870 
29,731 

•  ••••* 

40,632 
8,131 

183,889 
17,149 
10,116 
62,078 
80,618 
18,764 
68^668 

190.717 
•..."• 
91.612 

•  ••••• 

201,199 
43,608 
62^081 

1661867 
61,751 


Kansas 

Crrv, 

Mo. 


$ 

10,031 
15.474 
20,063 

'  rjio 

•   ■•••• 

6.670 


6,116 
8,669 
1,175 
1,252 

■  •*••• 

28,226 


21,501 

6,411 

18.841 


9.811 
18.768 
47,748 


18,414 

•  •■■«• 

■  ■   •  «  •  • 

6.670 

886 

642 

36,644 

12,670 

■  ••••• 

6,118 


21,091 
2,482 
5,828 

19.886 

■  ■  49 
6.861 
8.662 
2.012 
666 
12.466 
6.876 


4.976 
6.068 


11.072 

'-i;i49 
6^801 


•  •••»• 

66,299 

"'434 

12.600 

6,806 

'7;869 

■  •■■•■ 

14.588 

iisob 

8.981 
6.446 

22.808 

6^066 


*  Business  ci  Illinois  companies  not  included. 
1909,  (apparently  faicomplete). 
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IN  VARIOUS  ClTlES-CanUnued, 


louisvillb, 
Ky. 


20,800 
10,170 
18.301 

"S^MO 


14.030 
3.370 


10.705 

•  •••«• 

17.161 
10.362 

•  •  •  «  ■  • 

11.770 

"iiU 

2.362 

23.302 
11.203 
47.226 

•  ••«•• 

20.464 


Milwaukee,  ' 
Wb. 


•  •  •  •  • 

2.923 


49364 
6.226 

•  «  •     •  • 

6,127 

«  •  >  ■  >  • 

2.6iO 
21,1(8 

10^43: 

-17,46^ 

11,670 


I 


7.329 
3.801 

■  ■  •  •  • 

9.022 
2.919 


6.436 

•  ■  •  •  « 

7.662 


6.378 

•  •••*« 

16.789 

1.776 
11,048 

■  «   p   «   •  • 

9^069 
34.706 

•  ••••• 

9,837 

■  •••#• 

21.074 


23,308 

2,907 


21.965 
32.096 
20,171 

"6^398 

•  ••••• 

6,043 
6.469 

'  7,i67 

'  1.364 

9.234 

16.640 

30.478 

6,616 


32,613 
6,128 
6.600 

14,978 
6.380 

*  9^667 

22.195 

34,696 

1.161 

'61.i86 


2.461 

•  ••■•• 

26.299 

11,222 

9,614 

■  •  p  •  •  • 

6.634 

"604 
33.996 

4.276 
12,989 

8,272 

1.669 

"6.696 
6.031 
6.121 
6.162 
4,401 
26,787 
11.103 

'  3,8i6 

23,891 

7.342 

68.868 

"682 
4.144 

'  7'872 

H368 

"2^664 

20,888 

6,063 

3,400 

'46.666 

14,667 

•   •  •  •  •  p 

29.042 

3,813 

8.249 

17.9i6 

10,387 


Mirars- 

AVOLB, 

Mom. 


16^708 
16,080 
34.776 

"9;688 


2.466 

"2^686 

11.056 

1,916 


26.803 


17.966 
9,705 


46,681 


39,714 

20,960 

5.631 

•  «•••• 

4,998 

"8^862 

33,998 
4.309 
7.692 

17,446 
4,309 
2.003 
6,064 

12,886 
6,891 
2.447 


7,060 
38,998 

"6^366 

8,072 

11,880 

8 

'  *7;542 
'  '2;56i 
'3iB;393 

•  p  •  •  «  • 

2.806 

36,369 

6^658 

3.449 

16,138 

'  '644i 

27^867 
33.998 
7.053 
29.914 
16,768 


NSWAIX, 

N.J. 


18.247 
8.145 

60,614 

867 

4,644 


2,268 
'  1,692 
76,168  I 


1.090 
84.051 

3,488 
26,786 


9.228 

88.021 

8.392 

1.886 

1.215 

9,499 

6.146 

26.227 

14.827 

66,604 

49,665 

4,121 

1,907 

41,266 

'  1,683 

19,609 

4,860 

"4,6i9 

"683 
77,829 

ii87i 

5.772 


1.986 
6.129 

»  9  •  •  •  • 

6^5i4 


945 

'2^266 


56.941 
4,910 

'1,471 
9,489 

87,814 
7,156 

15,621 

26,748 

45^i38 
2,258 
27,669 
11,616 
2.012 
29,796 
27,050 


Phila- 
delphia. 
Pa. 


I 

116,920 
44,176 
46,206 

H446 


6,281 

•  ■•••• 

6,878 
16,166 

8,998 
68,184 

109,038 
8.716 
6^860 


48.690 
80.531 
25.260 
18.773 
29.801 
10,082 

'8iel4i7 

44,095 

110,887 

8,428 

157,696 


14,695 
6,877 

41.661 
14.022 
15,486 

•  ••*•• 

24,129 

7,368 

4,878 

109.771 

17,307 

33.183 

44,710 

*  3,749 

28,290 

27,189 

11,254 

7.781 

8,404 

10,227 

9,143 

7,881 

8.683 

7,072 

2,828 

21,203 


4.963 

13.121 

750 

16.124 

183.296 

'  4,696 
23.960 
11.369 
9.864 
48,486 
40.609 

■  •  •  •  ■  ■ 

88.847 

'OMis 

16,832 
15.726 
68,588 
22,099 


San 

Francisco, 

Cal. 


I 

64.709 

102,128 

48,474 

«>86 


19,848 
9.997 


72.296 


St.  Louis, 
Mo. 


9.950 
23,198 

'76^461 


9.983 
112.974 


408,974 
3.984 


101.102 

'  *7;662 

85.008 

'  '9i387 
386.959 

•  ■  •  •  ■  p 

112,146 
77,108 

■556 


•  •«••• 

22.687 
18.518 

'37^469 
18.602 


12,606 


«  ■  «  ■ 


-126,760 
58,696 

•  ••«•• 

81,984 


■  •  •  • 


15,943 

-164,828 

46.606 

•  ••■»» 

108.074 


164.396 
41.025 


I 

23.880 
20,252 
81.382 

6,460 


4,874 

19,977 

3,298 

8,884 

•  ••■•• 

53.806 


19.862 
16,648 
10.658 


4.682 

11,512 

46.946 

177,010 


97,526 


11,118 
1,886 
2,666 
50.375 
12.242 
12,174 

■  ■  •  •  ■  • 

9.782 


109,228 

7,989 

20,778 

11,562 


1,470 
8,461 
9,181 
18,954 
1.798 
1,638 
9,507 
6,596 
8.884 
4.990 


12.488 

'  1,890 
4.094 

'  '8,8i9 

465 

127.607 

'  1.582 
29.997 
13.666 

'^663 


46,298 

'62',3i6 
3.283 
9.370 

70,101 
9,566 


St.  Paul, 
Minn. 


12.930 

10.733 

0,965 

•  ••«•■ 

2,067 


1.787 

4.191 
11.056 

1,916 
14,889 

•  •  •  •  ■  ■ 

10.492 


37.448 
4.907 


-6,937 

■ ' '978 

8,081 

20,851 

26,992 

1,551 

21.478 


14.604 

18,071 

8,698 

"  '3,737 

3.118 

'  7,238 

20,840 

9.775 

"428 

32 

11.081 

2,506 

854 


4,858 


2,450 

-1,350 

14,800 

40 


350 
5,795 

21.426 

'  i',445 

13,509 

1,249 

1.600 

5,002 


2,364 
15.798 


6.515 

12.722 

23 
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FIRE  PREMIUMS  RECEIVED 


NAME  AND  LOCATION 
OF  COMPANY. 


North  State,  Greensboro 

Northwestern  F.  &  M.,  Minneapolis 

Northwestern  National^  Milwaukee 

Northwestern  Underwriters,  Milwaukee 

Norwich  Union,  Norwich , 

Old  Colony,  Boston 

Orient,  Hartford 

Pacific  Fire,  New  York 

Palatine,  London 

Pelican.  New  York 

Pennsylvania,  Philadelphia 

Peter  Cooper 

Peoples  National,  Philadelphia 

Petersburg  Savings  and  Insurance,  Pittsburg. 

Pfaenix,  Brooklyn 

Philadelphia  Underwriters,  Erie 

Phoenix,  Hartfcnd 

PhoKiix,  I/ondon. 

Pittsburg  Fire,  Pittsburg 

Pittsburg  Underwriters,  Pittsburg 

Potomac,  Washington 

Providence,  Washington,  Providence 

Prussian  National,  Stettin 

leen  City,  Sioux  Falls 

.  een  of  America,  New  York 

idiance,  Philadelphia 

Republic  Underwriters 

Rhode  Island,  Provklence 

Richmond,  West  New  Brighton 

Rochester  Gennan,  Rochester 

Royal,  Liverpool. 


rrui 
Que 
Que 
Rdi 


Royal  Exchange^London 

Salamandra,  St.  Petersburg 

St.  Paul  F.  &  M.,  St.  Paul. 

St.  Louis  Fire,  St.  Louis 

Scottish  Union  and  National,  Edinburgh 

Seaboard  F.  &  M.,  Galveston 

Seattle  F.  &  M.,  Seattle 

Security,  CtncinnaU 

Security,  Davenport 

Security,  New  Haven 

Shawnee,  Topeka 

Skandia,  Stockholm 

Southern,  Lynchburg 

Southern  National,  Austin 

Sovereign,  Toronto 

Springfield  F.  &  M.,  Springfield 

Spring  Garden,  Philadelphia 

Standard.  TVenton 

State,  Liveipool 

State,  Omaha 

Stuyvesant,  New  York 

Sun,  London 

Sun,  New  Orleans 

Svea,  Gothenburg 

Teutonia  Fire,  Pittsburg 

Teutonia,  New  Orleans 

Texas  Natiotud,  Austin 

Union,  Philadelphia 

Union,  BuflFalo 

Union,  London 

Union.  Pittsburg 

United  American,  Milwaukee 

United  Firemens,  Philadelphia 

United  States  Fire,  New  York 

Virginia  F.  &:  M.,  Richmond 

Virginia  State,  Richmond 

Washington,  Seatde 

Westchester,  Penn  Underwriters  Department 

Westchester,  New  York 

Western,  Arizona 

Western,  Pittsburg 

Western,  Toronto 

Western  Reserve,  QeveJand 

Wniiam  Penn,  Pottsville 

Williamsburgh  City,  Brookljm 

Williamsburgh  City,  City  Underwriters  Department 
Winona,  Minneapdis 


Total  premhuns,  1909. 


Total  property  loss,  1909. . 
Total  insurance  loss,  1909. 


Balti- 
more, 
Md. 


2,899 
li;574 

•  ••«■« 

20,624 

3,430 

13,994 

■  ■•••• 

12,470 

24,674 

'i283 

41,665 
21,912 
80,060 
28,169 

•  ••••• 

14,609 

23.642 
10,931 

•  ••»•• 

19.987 
10,184 

'  8,038 

•  ■  •  •  «  • 

16,686 
61.284 
19,026 

V3,6i0 

•  ■  ■  p  •  ■ 

22,224 


10.891 
1,411 

'  1,008 
892 

87,464 
13,670 

'  l,7i3 

**9;697 
48.966 

"8.084 
4,301 
9,176 

'  1,881 
3.231 


Boston, 
Mass. 


28,355 

'  2.473 

23.279 

3,918 

'  9,id6 


2.026,261 


1,282,641 


1.274.606 


8.267 

•  ••••• 

34,713 
19,306 
27,366 

•  ••••■ 

8.5797 

•  ••••• 

60,916 

•  ««•>• 

16,279 

66,778 
28,963 
68,817 
49,101 


8,191 
47.760 
20,789 

•  p  ■  •  ■  ■ 

68,682 
13,662 

6,854 
6,077 

36,821 
164,474 

24,300 

•  ■•••• 

80,462 

62,267 


30,066 
13,370 


64.666 

18,651 

■  •■••• 

8,238 


93,282 

6.089 

10,016 

•  •  •  •  ■  t 

14,166 

•  ••••* 

14,006 
3,722 


16,908 


38.227 

14.876 

17,877 

6.666 

14.392 


4,386,923 


2,248.336 


Bkooklyn, 
N,  Y. 


1,720.676 


4.830 

•  ••••• 

22,051 

•  «••«• 

32,043 

9,875 

19.796 

18.409 

15,076 

5.240 

16.684 

9.311 

26,918 

•  ••■•• 

208,066 

•  ••••• 

61,302 
46,658 


26,660 
26.256 

•  •«••• 

64,782 
9.114 

••«»•• 

10,136 
4.066 

23,986 
171,601 

48,491 
4,264 

19.192 

•  •••«• 

38,037 


18,822 
6,089 


86,825 

47,318 

7.630 

679 
28,162 
67,182 

8,267 
15,384 
13,751 

6,091 

11,184 
4.201 


9,470 

9,769 

8,098 

14.139 

•  ■  •  ■  t  • 

70,687 

11,869 

37,661 

6.139 

•  «  «  «  •  t 

76,016 


Chxcaoo, 
III.* 


4,661.200 


1.364.848 


5,656 
63.463 
10,324 
100,469 
23.621 
67,426 
30.922 
79,718 
13,772 
80,830 
19,816 
19,760 

•  ••••• 

226.762 

29,744 

168.314 

107,396 

17,966 

77.376 

71,777 
83,186 
13,348 
191.780 
64,601 

29,788 

6^534 

89,366 

376,370 

87.349 

70,421 

15.826 

148.679 

11.880 

•  •  •  •  ■ 

12.981 
12,844 
n,731 
31,591 


20,356 

181,615 

76,699 

21.728 

•  •••«• 

33,;06 
96.549 
14.40? 
48,93; 
18,115 
27.68 
6,118 


7.:82 
19,70 

17136 
46964 
24486 

16677 

•  ••••• 

0^406 

•  •  *  •  • 

«,010 
0,602 

a,760 

54.200 


*0,a8.960 


4.04.010 


4607.789 


Kansas 
City, 
Mo. 


20.365 

■  ■•••« 

11,600 
4,184 

11,828 
4,186 
6,461 
8.081 

19,111 

■  •  ■  •  • 

7,636 
17.289 

•■•••■ 

30,027 
11,187 


U031 
11,717 
23 
11.642 
17,669 

•  •••>« 

3.777 

■      ■      •       B      • 

22.847 
46^112 
17,840 

6,644 

12,067 
8.684 


12,400 
1,093 


3.917 
17,447 
22.807 

762 
783 
2,615 
16.335 
5,548 
8,745 
6,891 
2,906 


4.878 


5,882 
2.463 

•  •••»• 

22,024 

"5^666 
5,086 
2.993 

18.137 


1,896.338 


l,4n,495 


1,372,142 


*  Business  of  Illinois  companies  not  mdudcd. 
1909  (apparently  incomplete). 


Compiled  from  the  Insurance  Post  correflcd  to  Scptdsber  25, 
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IN  VARIOUS  CinES-^anUnued, 


Louisville, 


17.701 

10^652 

'  9^937 

13,589 

7,133 

U602 

*       •  •  ■  « 

5,447 

V6!639 
11.519 
21,045 
18.980 


8,546 
8.194 

•  •»••* 

27.629 
8,878 

'  1.965 

*  7,626 

38,961 

6,128 

li,057 

13^833 

•  *•••• 

8.389 

'  8^668 
11,331 


20,993 
6.821 

"2;828 


18,698 
3.661 
3,610 


7.447 


5.804 


11,139 


6.658 
9,876 
6,616 


1.178,772 


MiLWAUKES, 

Wis. 


2,278 
52.664 

«•••«* 

16,591 

6,803 

18,696 

•  «•••• 

16,159 

2,623 

16.671 

'  2.602 

34.731 
12,397 
77,313 
11.740 
656 


19,234 
If, 778 

■  ••••• 

30,686 
10,191 

2^602 

•  •■•■■ 

15,079 
58,010 
10,988 

•  ■  «  p  «  • 

11,517 

1,689 

16,199 


902 

16,615 
3,690 


29,103 
24.201 

•  ■•••• 

2,219 


32.135 

■  «■••■ 

8.021 

■  •■••• 

5,872 


7,068 
14,703 


12,528 


2.865 

13.909 

5,837 

l'o;845 


1,977.357 


363,148 


943,813 


932,766 


Mnms- 

AK>US, 

Mnm. 


16.840 
26,326 

17,989 

3,932 

15,534 

18,397 

8*389 

10.710 

•  ••••• 

13,607 

•  ■•••• 

22,621 

•  •  •  «  •  p 

30,193 
16,656 


18.293 
19,582 

21,249 
7.007 


.  9,082 
34.907 
10,578 

•  ••■■• 

44.067 

4.174 

25.613 


14,836 
2,694 


29,706 
89.369 

'  '7489 

*  im 

16.707 

'  im 

'  4,244 


5,760 
1,722 


21.028 

13.822 
5.968 
3,611 

20,446 

•  >  ■  •  ■ 

2,023 


1,746,119 


885,121 


Newark, 
N.  J. 


1,379 
'  4,4i5 

•  >  p  •  •  ■ 

15,687 
4,880 
2,996 
2,829 

10,495 
1,085 

12.797 

•  •  •  •   '  ■ 

4,453 

'20^094 
12,064 
22,161 
19,489 

'  "6^679 

5,313 
3,659 
2,527 
15.428 
5.390 

"iiio 

1,983 

9,198 

34,176 

8.823 

'  6,989 

10^336 


5,521 
4,095 


2,821 

1,868 

36,637 

16,338 

10,624 

914 

'  '3,728 
35,206 
2,330 
4,168 
1,770 
3.548 

■  3^737 
4,095 


355 

*  '2,680 

'l'2,646 

5,282 
5,143 
-1,556 
1,641 
6,584 


1,627,203 


849,124 


860,210 


695,218 


Phila- 

DELPHM, 

Pa. 


5,072 
2i5',882 

•  ••••■ 

41,708 
6.724 
19.624 
13,188 
34,891 

1V0.596 

•  •  •  •  ■ 

34,909 

9,830 

75,714 

37.038 

73,710 

45,331 

17,567 

22,883 

4,733 

48,080 

35,632 

9,329 

49.181 

26,874 

■  ■■••• 

11,438 

3,968 

30.642 

132,820 

26,028 

•  a    •    •    p    • 

28,513 

51,536 
2,835 


28,616 
11,591 
28,163 


6,924 
65,026 
52.017 
11,910 

4,277 


■     •    s     * 


13.880 
37,134 
5,472 
18,478 
17,263 
12.162 

'  'i45i 
14,142 

'  4,8i3 

iim 

6,204 
26,142 
11.458 

4,294 
14,282 
22,950 
947 
12,466 
21,365 

9,223 

5.622 
12,466 

5,898 


6,138,957 


2,173,848 


San 

fsanosco, 

Cal. 


8,095 


31.752 

27i598 

8.086 

23,184 

•     B     •     ■     • 

20,337 


108,777 
70,522 


23,661 


91.465 

9,513 

16.811 


■  ••••• 

271.634 


39,978 

54,251 
16,515 
13,038 


13.531 
30.215 


129,689 
'  2.452 

•  •■«■■ 

57.086 

3,116 

11,194 

15,463 

6,607 

■  ■•■«« 

89,581 


3,203 

•  •••■« 

49,599 
72,594 


4,825,198 


2,126.041 


1,096.598 


760.883 


St.  Louis, 
Mo. 


89,766 

13,856 
4,785 

20.311 
7,768 
8,046 
4,777 

49,176 

12,676 
51.447 

•  ••■«• 

66,460 
67,794 


9.678 
16,069 


8,197 
93,184 
12,194 

'  '3,235 
1,343 
2,471 

41,003 
5,568 

10.400 
8.837 

10,653 

'5;2i9 


1.594 

6,530 
9,633 

2'5'.868 

•  •  •   •       • 

5.177 
9.894 
6,920 

•  ••••• 

14.202 


3,014,248 


950.604 


874,262 


St.  Paul, 
Minn. 


•  ••••• 

3.277 
16.808 

•  •  p  t  •  p 

4,698 

8.478 

24,297 

*  '2,082 
1.828 
5,838 

'   "960 

12,873 

26,234 
7,388 


25 
28,249 
29,789 
3,221 
85.144 
22.673 

3,212 
16,243 

•  ••••■ 

11,297 
6,626 

*  '4.743 

•  •  •  •  •  ■ 

18*098 
89.673 
14,070 

■  ••••• 

16,219 

26.123 

5.176 

14,905 

•  ■•••■ 

26.586 
4.588 

•  •*••• 

68.826 

2.542 

11.078 

6,656 
1,602 


3.706 

20,728 

9.301 

'  '2i26i 

4.599 
12,384 

'  '2,792 

"6;482 


4,120 
1,338 


9,329 

'  '3;692 
5,573 
2,877 

•  •«••• 

12,520 


1,072.007 


767,661 


BRITISH    FIRE    COMPANIES'  STATEMENTS. 


pil 
i  IJ|-s 

iltii 


'I.1S; 


Ifljl 
hilt 

3  E  S  "  5 
-S||'5 

nit: 


w 


||ISaCSHSH^m?|a?«l.~ 


ri 


I M ! :?? 


l|:|-:s 


sSsjS| 


lit 


iHl 


in 


BRITISH    FIRE   COMPANIES'  STATEMENTS. 


549 


000  oo 


BO  <<o  ro  <*>ao  >Oao  rorot^M^  (OOoo 

00   «*>  »0  M   M    ^  ^         C*J00   ••   »^   Vi'O 


>0  00   lOOO         tooo   H 


00  v>ei 


»o« 


^    M    C«    M    ^   0«  Oi  O'kOO    H    «0  jp 

to  ot  ^  v>  OsQO   ^  «*>  *^  Ov       «^ 

O  M  to       ^  M  fo 

M       M       n 


M     ciO<^O^v>MOOOO 

00  M  ^O     ^  COM     W 

«  W  CI  to       ^   W    Ilk 


rOOO 

0000 


^oo 


^»H  o»*«  ooo«^0>0  tor^to^^O*^  t^oo  >o  M  M      M  o  00  to 

X)  oO  0«  ri  O  lo^  MtoeitN.^Me«too^<^^f^c<<^MOOMO  00  io^t^<«HQ 

M0kMri<»)<<0000^M'O(O(«ioci>Ot^tociei        ^o*^m      ^  ^^roti^ooo 

■*  ^  ^  «  »*  M   ^ 


tow   Qr^Mt^f^t^ro 

O  •0<0  00  00  («  M  o  c« 

OO  c«  M  oo  fO      *^oo  <*) 


tow 


f-t^  O  OsCK 
0«  M   o  to  O  O   **i 
ro  t^  M   c«  «• 


to  1^  »00   <<0  M   »  «  ^ 
tN.00  M  M  o^  M  foaO  <^  O 


00 


^OO  e»> 

_-»      n      ak 

«^to^ 

M    W    M 


*0 
t^OO  00 


M  fi  ei 

O   ♦  fO 
MOO  00 

M        Vh        ab 

O  lOOO 


o    o^ 

M         to 

o    00 
to 

M 

«k 

ro 


^ 


to 

oo' 
O 
to 


to 

• 


o  r*.  ^ 

>  M  00  to 

•  ^  to  o» 

,  M  Vk  Cb 

,  0»  todi 

:  *  CO 

M        Vk 


^00 

,  «•  to 


2  8, 

•b  Sk 

O^OO 


<^ 


to  c«  o  ei  ^  ^ 
O  M  M  o  O  to 
tooo  ^  fOO^^ 


eoO  to  O  « 


for^ 
•o 


00 
00 


.8 


<o  o  fooo  to  M  t^^  >o  M  tN.>o  M  n  totoci^o  M  tot^to^foro 
~  «o *^oo  M  to  1^ o» pooo  »oo^o  oooo  CO  «Ofo^«^«  '^  coo 

^(nOt^^totoOkCN.M  ton  ^  O^O  c^  ^O  o  ^  ^  "^00  fi  fo 
toOk^Mt^poo<^ooo  ^t^o^r«.«o«oo  M»o  o^       *^*'  ^00 

M  ro  f>>0  00  ^«0  O         ^gtof^OsftOr^  loOO  M  M  00 

ft    M^  *»  ei    M  M  M  PO 


M  (OMO^Os^tOM^fO^ 

«  ft  ei  ^eo  «0  ^0  «^0  r*oo 

>0  00  POtoO  ^o^n  OiioQO 

9^  to  o  (*>  **>oo  1^  «  POO  H  M 

«^  O    M    ^  fOK    W 


PI  00  to  o« 
to  o  ^  to 
O  *^<^  n 

-        m       m       m 


00  o  0  <*  ^  Oi  o 

O  PO  O  *^  '^   **)  M 

*         Pk        ffi         ik         ■»        «k  Ck 

M  ei  «  POO  ei  r* 

••^  Q         to  PO  t^  «« 

«  «  o  ^ 


to 

IS. 

to 

o« 

PO 

M 


O    M    O    H  00 

O  to  ^  Ov«^ 

•k       M       M       flk       ak 
O  O     M    H     M 

00  ^  M  po  ei 
O  9  O  O  M 


••      ^      flk 

to  ^00 

to  M    1^ 


O  «>- 

M    to 

o  o 

O  *^ 

sg 


0>    to  w   ^  to  P»3  M 

r«   <^  M  \o  00  ei-po 

C^   00  O  t^  to  o    ^ 

•k        *         M         «»         •»         M 

*^^  a  ^  a  to 

«OQ  QO        O 


^  •«        ^ 

s  ::^} 


•  \0  M 

•  PO  PO 

•  2  "^ 


^«    QOO 

PO  PO  5  rs. 

«  0»>0  to 

•k   •>   » 

PO  «   *^  I 


.  :855 

.  ft 

M 

o     •   . 

.    .    .  n 

PO     • 

•  too 

O^r^ 

.    M       •       •       .       . 

•  « 

o 

*     •    • 

•    .    '00 

8  •• 

•  v>o» 

»oo 

•  00 

•       •    M    1^ 

•  •♦ 

to 

M           •        • 

•    •     •  tf 

•O  PO 

POOO 

« 

•        •        •        ** 

•     • 

;-l 

:a 

PO 

to 
to 

1  ■■■■ 

1       .            MO 

o^»o  • 

$i  •■■■■■■■■■ 

■■■■■■■■!fl 

*oo    *    *    ■    * 
00 

8 

% 

O 


00 


PO 


oo  (^ 


^  PO 
PO 


M         ^       ^ 


8 


^    000 
PO 


2  «*5 


M     PO 

noo 
'  o  c^ 

tow 

^   M 


o  «^ 
fO'O 

o  "^ 

Po2 

00  ^ 


o  oo 
O  «i 

H     fl 


o 

PO 


o 
o 


to 

M    »0 

MOO 

CI 


o 
o 


§0  (^  (• 
O  tof>. 
^o^^  o 

6  to*  O  cT  »orC 
5  *  po«  i-i  «  IS. 

00   PO  M  to  PO 


«     M 


.  to  to  ^  too 

•00  O    M     Ot  M 

.  «h         «»  Sk  * 

'^*^9   o 


*oo  * 

to  OkO 

00  00  to 

M    •>     ■ 

■*  M    O 

POM 

M 


QkQi    -  PO     ei      O 
POO     •  »'>     'O        O^ 
M  to    •  *     as.       o* 


O  ei     •  O  toM 

Q«  Oi    •   o   V)  (« 

•  00  f>.    .  to*  M 


O 
•o 


00 
PO 

o 

Ok        m' 


r 


tooo 
to  ei 

MOO 

ak       m 
M    »>. 


o*o*fo 

tOM   Q 

o  »>.o^ 


c«  o 

(«  00 

ak  * 

PO  fl 

O  f>. 

O  to 


C«  00 

00  o\ 

*oei 

»   •» 
0«  fl 
O   OS 
«   (« 

m 

»o 


M 

O 

o« 


o 

Is. 


*OO00O     *o       tototOMQNQOOQOOQOMOtt      0*:30^000^ 

5 1  i  8  8^  2    ?r  2  J?S  S'S.S,!  881^8  "*5  8R.  2|88888n 

•k       •        M       ak       sk       «>  •  Jk  »M«akaka>akS«^»>k  ■>•»»  •>      ♦*        «>       »       »       •«       •k      at 

X)     NfiooooeiooMQOft        *OM      O^^OioOOO 

*MO*tOMM0«'00*  MO^*OONrifO  0<^« 

*  npOMMPO  *0^  POM 


00 


PO  »«  o  too  to    * 

00  «•  n  O  O  *   o 
*«%  M  H  N     n 


00  9^00 


PO  o 
y5*5? 


PO  o  to 
O  PO  ei 


«^ 
»o 
o 

ak       * 

to  to 

POt^ 


M  o  5  IS.  5  ^ 

M   M    M    aotoM 


O 


o 

to 
to 

o- 

5^ 


O  tOPO 

to  «   PO 
«   «   PO 


«•    M 

PO 


toOOiOQQQQQOO  'O  O  *     Ov^OOO^QO 
Okioioi^o  O  O  Oo  ft  ft  pooo  7    CO    ^tf  totorso  O 

MCI  («OflMM(s.  MO^O^M  0*0* 


PO  PO  M 


to 


O   O  O  O   O 

PO  6   0  **5*^ 

O^O   O  (^O 

00  00  O  00 

O  fl  fl 

*  P5M  M 

C«  M 


o  o 

O  to 

»^       m       m.       m 

OS  to  too 

M     to 


■% 

a 


& 


e 

4) 

-a 


a 
'2 


(3  ^S 

<i  a 


Id 


III  &  §>i 


1 


1 


3     9«0  H-"--  o>ci 


Id 


1 

.9  J 

5a 


CO  .a  .a 

fd  n  ««  f  c* 

33  2  S5 

AACOC/3(/3i 


S 


•     •     • 

*''*  aw4    In 

.CO  4>^ 

S.a'S. 


<S§l§|ll 

a  *  o  ors      o  .■ 

Jac3Kj3g:2.s 


B. 


d  ■^' 


1 


if 


FOREIGN    COMPANIES'    HOME    OFFICE    STATEMENTS. 


O)  -So 

tH  .2.9 


11 


ill 
gl| 


li 
'is 


-I 

"lis 


ill 


o~^ 


It 


W  "4 


^i 


UiSiiiJ 


THE    INSURANCE   YEAR    BOOK.  551 


SPECIAL  AGENTS  AND  ADJUSTERS 


By  GEORGE  VELTEN  STEEB 

This  is  a  practical  book,  which  will  be  of  service  to  experienced  special  agents  and  adjusters, 
as  well  as  to  those  just  entering  upon  special  agency  and  adjusting  work. 

Part  I.  deals  particularly  with  special  agents  and  their  work;  describes  a  special  agent's  duties, 
and  what  he  should  do  when  visiting  an  agency;  tells  the  relation  he  should  maintain  with  local 
agents,  and  contains  sug^tions  as  to  supplies,  premium  rates,  and  the  appointment  of  agents; 
presents  much  information  as  to  i>articular  hazards,  reports,  maps,  electricity,  hydraulics,  defects 
and  remedies,  spontaneous  combustion,  extinguishing  appliances,  laws,  profits  and  losses,  etc. 

Part  II.  relates  to  the  provisions  of  the  policy  contract  applicable  before  a  fire,  with  much 
detail,  showing  what  will  void  a  policy,  etc. 

Part  m.  covers  the  policy  provisions  applicable  after  a  fire,  the  duties  of  the  adjuster,  ap- 
praisal, waiver,  denial  of  liability,  depredation  (with  tables),  abandonment,  subrogation,  fraud, 
etc.;  also  tables  of  weights  and  measures.    Bound  in  flexible  leather,  pocket  size. 


Single  copy $1.50 

12  copies 16.00 

25  copies 32.00 

50  copies 60.00 

too  copies 100.00 

THE  SPECTATOR  COMPANY 

PUBLISHERS 

OffiM  135  WlUiam  Street 

189  U  Sane  Street  NEW   YORK 


THE    FIRE    INSURANCE    AGENT 

AND  HIS  AGENCY 

BY   A   WELL-KNOWN   FIELD   MAN 

A  new  work  of  instruction  and  advice  to  fire 
insurance  agents  by  an  experienced  field  man.  The 
suggestions  offered  by  the  author  are  eminently  prac- 
tical, and  the  veteran,  as  well  as  the  novice,  may 
derive  information  from  this  work  which  should  help 
him  in  building  up  his  business. 

Sent  postpaid  on  receipt  of  $1.00. 

LIBERAL  DISCOUNT  ON  QUANTITIES 

THE  SPECTATOR  COMPANY 

PUBLISHERS 

»  ocfic*  135  WIlliAm  Street 

ISf  U  StB$  street  NEW  YORK 


552  THE    INSURANCE    YEAR    BOOK. 

Fire  Insurance  Laws,  Taxes  and  Fees 

A  publication  for  the  use  of  Fire  Underwriters,  containing  a 

DIGEST  OF  STATUTORY  REQUIREMENTS  IN  THE  UNITED  STATES  AND  CANADA,  WITH 

MANY  QUOTATIONS  FROM  THE  STATUTES  RELATING  TO  FIRE  INSURANCE  MATTERS. 

THIS  WORK  ALSO  EMBRACES  A  COMPILATION  OF  THE  COUNTY  AND  MUNICIPAL 

TAXES  AND  FEES  REQUIRED  IN  THE  VARIOUS  STATES  AND  TERRITORIES. 

A  Series  of 

3e     SUBJECT     INDEXES 

aid  materially  in  rendering  this  publication  an  exceedingly  valuable  one  for  quick  reference.  Follow^ 
ing  the  General  Index  and  the  Subject  Indexes,  appear  synopsis  of,  or  quotations  from,  the  laws 
baring  upon  the  below-mentioned  subjects  in  aU  the  States  and  Territories,  and  in  Canada,  the 
matter  relating  to  each  State  being  grouped  together.    The  topics  treated  are  as  follows: 

STATE  REQUIREMENTS. 

Ageats  Defined  Fees  Preliminary  Documents 

Agents'  Licenses  Fire  Department  Tax  Publication 

Annual  Statements  Fire  Marshal  Reciprocal  Law 

Anti-Coinsurance  Foreign  Companies'  Home  Reinsurance 

Anti-Compact  Office  Statements  Reinsurance  Reserve 

Attorney  Qeneral  Penalty  D-.«A»n#  loi^n*. 

Cancellation  of  Policy  impairment  ST  ,7        i    c^.* *. 

Capital  Required  Investments  Prescribed  !!"Vr^""t>  «    Statements 

Commissions  to  Non-Residents  Licensed  Broken  Standard  Policy 

Deposit  Lloyds  Taxes 

Domestic  Companies  Miscellaneous  Tax  Statements 

Examinations  Mutual  Companies  Valued  Policy 

Data  concerning  anti-rebate  laws  and  statues  requiring  the  filing  of  rate  schedules  are  also  given 
for  several  States  liavin^  such  laws,  and  Section  38  of  the  new  United  States  law,  which  relates  to 
the  one  per  cent,  tax  levied  upon  the  income  of  insurance  and  other  corporations,  is  reprinted  in  full. 

The  general  plan  of  ''Fire  Insurance  Laws,  Taxes  and  Fees"  contemplates  digestmg  the  laws  on 
the  above  topics  m  cases  where  there  is  no  apparent  ambiguity  of  meaning;  but  to  quote  in  exienso 
portions  of  the  statutes  wliich  are  deemed  to  be  susceptible  to  more  than  one  interpretation. 

COUNTY  TAXES  AND  FEES,  MUNICIPAL  TAX&8  AND  FEES. 

Under  the  last  two  titles  are  listed  the  counties  and  towns  known  to  require  taxes  or  fees  to  be 
paid  by  fire  insurance  companies  or  their  agents,  with  their  respective  amounts  or  percentages,  and 
m  many  instances,  the  dates. 

FIRE  INSURANCE  LAWS,  TAXES  AND  FEES 

is  a  handsome  book  of  about  430  pages  bound  in  law  sheep.     Eveiy  officer,  department  manager. 

and  special  agent  of  a  fire  insurance  company  should  possess  a  copy  of  this  worl^  which,  for  general 

purposes,  is  more  than  a  substitute  for  a  uiige  library  of  law  books.     It  b  issued  annually  in  August. 

••at.  Ks9r«ss  Pr«9mid,  on  R«o«i9t  of  FIVC  I^OIA^JkMM 


FIRE  IISJSURA.ISJCE:  L.A.W  CHA.RX. 

Tiiis  vety  convenient  diart,  issued  annually  by  the  Spectator  Companjr,  contains  in  tabular  form 
a  sumimaiy  of  special  State  Laws  relating  to  statements  required  of  me  msurance  companies,  and 
other  matters.  Its  purpose  is  to  show  what  States  liave  standard  policy,  valued  policy,  resident 
agents,  anti-coinsurance  and  anti-compact  laws,  or  those  prohibiting  reinsurance  in  unauthorized 
companies  or  requiring  commissions  to  be  paid  to  resident  agents;  it  also  gives  the  final  date  when 
annual  statements  may  be  filed  and  fees  for  filing  same;  when  tax  statements  are  required,  and  per* 
centage  of  tax;  the  date  of  expiration  of  local  agents*  licenses  and  license  fees.    The  information  is 

fiven  regardiDs  each  of  the  first  seven  subjects  ^  a  simple  '"yes"  (in  red)  or  "no"  (in  black)  for  each 
tate;  under  the  other  headings  the  information  is  given  complete,  dates,  amounts,  etc.,  in  full. 
Variations  are  amply  covered  by  explanatory  footnotes.  It  also  presents  data  as  to  deposits,  the 
United  States  corporation  income  tax,  etc. 

The  chart  is  brass  tipped  top  and  bottom,  and  is  printed  on  excellent  bond  paper,  ao  that  it 
may  be  suspended  in  a  convenient  place  for  ready  reference. 

Having  been  approved  by  the  officials  of  the  various  Insurance  Departments,  it  can  be  acxxpted 

as  correct  in  all  its  details.  »»«^».«» 

PRICES  t 

$78.00  .  .  .  .  Pter  HoBdred  $10.00 Pv  Dosm 

40.00  ....  Per  Fif.y  1.00 Pm  Copr 

THE  SPECTATOR  COMPANY,  Publishers 

CUcago  Offloex  135  Wililain  Street 

159  U  Sdto  Strut  NEW  YORK 


yyi 


APPENDIX 


J»J»J» 


DIRECTORY    OF    INSURANCE 

AGENTS 


c-2 
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PITTSBURGH  LIFE 


-AND 


TRUST  COMPANY 

The  First  Company  Licensed 

By  the  New  York  Insurance  Department  to  Transact  Business  in 
that  State  Since  the  Armstrong  Laws  were  enacted. 

Ratio  of  Insurance  Expense  to  Premium  Income  Only  Sixty-five 
Per  Cent,  of  Amount  Allowed  by  the  New  York  Law 

Seventh  Annual  Statement,  January  1 ,  1910 


W.    C.    BALDWIN,    President 


ASSETS 


Real  Estate 

Mortgage  Loans 

Loans  Secured  by  Collateral 

Loans  to  Policyholders 

Bonds  and  Stocks 

Cash 

Accrued  Interest  and  Rents 
Due  and  Deferred  Premiums 

Total     . 


$10,153,664.87 

3,437399.00 

20,667.82 

3,665,544.82 

5,316,057.00 

711,114.62 

176,274.24 

270,977.15 

$23,652,189.52 


LIABILITIES 

Liabilities  to  Policyholders  .... 
Capital  Stock  ....  $1,000,000.00 
Unassigned  Funds  955,124.70 

Leaving  a  sum  for  security  to  Policyholders  in 
Excess  of  Legal  Liabilities  of 


$21,697,064.82 


Total 


1,955,124.70 
$23,652,189.52 


JAMBS  J.  DONNBLL 
W.  W.  BLACKBURN 
W.  HOWARD  NIMICK 
W.  C  McCAUSLAND 
JAMBS  CAROTHBRS 
ROBBRT  GARLAND 


DIRECTORS 

Hon.  NATHANIBL  BWING 
V.  Q.  HICKMAN 
W.  I.  BBRRYMAN 
PRBD  W.  KIBFBR 
HBNRV  R.  RBA 
WM.  C.  BALDWIN 
JAMBS  H.  MAHAN 


PRBDBRICK  C.  PARSONS 

W.  H.  SBIF 

JOHN  H.  MURDOCH 

Hon   B.  P.  ACHBSON 

G.  W.  JOHNSON 

J.  V.  RITTS 


INSURANCE  AGSNTS-ALABAHA. 


Insurance  Agents 


A   DlHECTORT  OF  AoENTS  RsPRESBNTINO  ALL  BrANCHSS  OF  ImSURANCB 

IN  THE  Principal  Cities  and  Towns  of  the 
United  States  and  Canada. 


BXPLANATtON.-ln  this  Olraotory  th«  Icttars  following  th*  nam«a  dcnoM 
th*  •p«ol«lty  of  th«  »sr«nt,  vis  i  f— Pir«,  1— Llf«,  o— Casualty.  Th«  term  casualty 
appllos  to  p»raonal  acoldsnt  Insurano*,  plat«  sl>**>  ataam  boiler,  burglary, 
and  In  faot  to  all  olaaaaa  of  Insuranca  IndamnlfylnK  for  oasualtlas  or  aooldantal 
Injurlea  to  paraona  or  proparty.  (Saa  also  dapartmant  containing  namaa  and 
addraaaoa  of  Oanaral  and  Spaolal  Aganta  of  tha  varloua  companlaa.) 


ALABAMA 


ALEXANDER    CITY 
ChriMiao  T  S  Sr— I 
Fmaj  A  P— f  e 
Itcuoi  EA-1 
Uoondiu-f 
Ponos  H  W-f 

ANNISTON 
Croak  S  L  ft  Co— fie 
Goodwin  A  J  &  Co— f  1  c 
Gnhun  J  C  «  Co— I 
Incnm  ft  H  «  Co-I 
Laaaford  E  H— I 


V  H  «  C 


Parfcr 


Fro»t  J  Wright— I 
Harbu  ft  Co  J  N--f  I  C 
McWiUimms  A  B-1 
Uiboroe  Roy — t 
Peebles  W  i-t 
RnsKll  Bra>— f  1  c 
«  F  A— f 


AUBURN 
BurtoQ  R  W-f  c 
UartiD  W  D-{ 

BESSEUES 
Deimu  ft  GoUon— (  1  e 
Jaiws    S    E    Re^    Etttfc 

ft  In>.  Co— [  c 
Uoodr  ftCo-f  e 
ICnrp^  A  Xr-( 


Sterei 


__  CoGB-t 
^  C  ft  Co-(o 


.„.  „  H-1 

/   ft   Howird-* 

Beicb  Geo  W-1 
Bob  E  F~t 
Betho  S  ft  Co-* 
Birn^ngbua  MortiSBe  ft 

BIssJDSUIll 

Boyd  A  fr  - 
Bn>«i  B  A  ft  Co— 1  e 
CuneroiK  W  J-4 
CbcHter  A  C^ 
Cluk  Lotu  V  ft  Co— < 
Cobb*  J  B  Real  EMrte 
lo.  Co— (c 


e  J  C-^ 


Esies  H   H-l 
Gding  James  A 


Jelki  V 


aollon   Realty  Co-( 


Luttvell  O  F— t 

BRIDGEPORT 
Jonel  C  G— 1 
We*  C  G  ft  Co-I  e 


CAHDEN 
Alford  W  T-1  c 
Berry  E  W  ft  Co— f 
Cook  C  C-l 
Foiter  J  R— I 
Lcirler  7  T-t  1 

CLAYTON 
DovlinaS  H— I 
Feaatn  Daniel— I 
H^ona  C  S-f 
Pmett  O  B-i 
Thorn**  J  J— J  1 
Valentine  6  F-<  1  e 

COLUMBIA 
Peterion  W  W-I 
Wilder  ft  McGriff-f  1 

COURTLAND 
ChardBToyne  E  V  ft  Co 
CbudsKTDe  W  V— 1 

CULLMAN 
Bneliniaa  Fred  J— < 


FdIIct  J 


1  S  H-l 


Hiolin  G  W-1 
Lndwla  Rlcbird— f  e 
Richard  Wm-f 
SobefUon  U  Ir-f 


Corarew  C  M— f 
Mcfnlofb  J  l^ 
OllTer  J  F«e«-f 
Oliver  W  H-f 
Salmon  R  V— t 

DECATUR 
Darnell  A  S  ft  Co-fte 
DU  T  M-f  1  o 
HbII  W  N— f  1  c 
Heodrii  Clyde-f  1  c 
Lampkis  ft  Albea — t  1  c 


Pront  W  S-il  e 
Sh»nK  A  Y-l  I 
WatUwton  R  W-4  s 


Stewart  W  R-t 

BUPAUIA 
Brown  ft  Comer— I  1  o 
Dean  L  Y  ft  Soa-{  • 
Dean  ft  MoorB-4 
Dent  E  Y-f  c 
Dent  G  H— f 
Euiaola  la*  Ageaer—t 

Gnfee  I  F-f  1  e 
Kendtlt  LH—l 

EUTAW 
Bame*  B  B—i  1 
Lncin*  J  C-f  1 

Mendeth  £  C  Ji^l 


WHao 


B-t 


EVERGREEN 
AtUnuin  W  D— (  e 
Betti  B  I^-l 
Cheney  T  C-f 
Cunningham  &  Dean 
Knijht  J  V— f 

FLORENCE 
Campbell  M  M  ft  Son— ( 


:r  &  Brother— f  1  c 
rd  InB  &  R  B  Co-f 


Robin.on  Tame*  F-1 
Simpnn  W  T— f  I  e 
WeaklcT  ft  Weeden-4  1  e 

FORT  PAYNE 
Hale  P  C-f  I 
Ogleiby  Robert— I 
Sawyer  C  M— f  1  c 


INSURANCE   AGENTS-ALABAMA. 


ALA.— Con. 

GASDEN 
Chrulopber  T  S— 1  c 
G»y  W  T-1 

H»rrii  A  B— f 
H«wood  H  H-1 
TiclioB  Broi-1  c 

tiy  W  P  &  Co-f  1  c 
McDuffie  JP-l 
Mym  H  B-[  I  c 
P.d«n  J  S-t 
Scwatl  &  Bain*— f  c 
Stcvart  &  BcSES-l 
Stocks  T  G— I 
Williima  D  W-l 
WiD>pe«  Fred-c 

GAINSVILLE 
Frta  E-f  I  c 
L«  Mri  J  W-( 
McMahon  J  J-f  t  c 

GENEVA 
Droughon  &  Porri*— f 
LiodTJ-l         ,. 
Vaugtao  D  O— 1 1  c 

GIRARD 
MoicB  I  I  &  Co— {  1  c 

GRE&MSBORO 
LawKin  A-l 
Lore  W  P^  1  c 
Woon  W  H-l 
Hnckic  R-f 
OtU  E  V-f 
Slcdfe  L  B-f 
WaSer  R  B-l 

GREENVILLE 
HcGehce  J  A-l 
Hetcalf  A  W-f 
Shell  W  F-1  e 
Smith  ft  Po«elI-l 
Tatuin  ft  C»-( 
Thinrd  H_  }—*_ 
Wilaon  J  H  ft  Co-1 1  e 

HUNTSVILLE 
Cooper  J  B— ( 
Darla  ft  HiHton-f  I  e 
GnviOB  J««  Y— 1 
H«wkiii«7  R-1 
Hoinbuekle  Wm— 1 
Wei  J  l>-f  1    , 
imtt  A  Ri«ni-I  I  c 
Newion  A  W-l  I  c 
Rand  ft  MDnAn^— t  e 
Thompun  F  J—  f  1  E 
Thompaon  J  B— 1 

JACKSONVILLE 


UVINGSTON 
Bank  ol  Siunter 
UuUeji  W  S-t 
McMillan  ft  Co-  1 1  e 
PadMT  J  L-« 
Pickeni  W  S-f  1 


Miwre  T  Uariiii- 


Brown  Adolph— i  1  c 
Chevaliev    Geo— 1 
CofTri-  C  C-f  I 
Coitello  &  Ddyle— f 
"  igg»o   &  Taylor-f 
iSlonl  B  B  &  Co-1  c 


JASPER 
Argo  R  D-1  .    , 

Central  Red  Eat  ft  In 


Foster,  Shackellard  ft  Co    , 

G»r  John  F—t 

aAm  W  W  -f 
Gunlher  C  F-t 
Hiu  J  I'-I 

Hackney  W  H— I 

Hardeman  ft  Co  B  F— I 
Hani.  J  W— ( 
Hawkini  F  0-1 
-  ■  ■     G— c 

,  .^Jel5cn   fi   Holt— f  I 

JpUs?  Ray  &  I'icioe— f  i 
KaliL,fJ    Krclh-i 
KeDy   I    W-f 
"iohn  &  Son  F  M-f  I 


n  H  C-1 


Forcl._.... 
Ford  &  \ 


T  S  F-I  c 
rod-1  e 


Harvey  J  G  *  Co— f  c 
Hemun  ft  Hynde— <  I  a 

King  G  W-l  c 
Kijgss  G  W-l 
Lmdscy   Real   EsUtr    & 

Ins.  to-i 
Lockwood  H  A-c 
Lyons  Mark— c 
Macartney  ft  Schley-fl 
Uajr7  ft  Uoruh-i 
May  M  S— c 
McEachin  P  H-1 
McHuKh  J  E— f  c 
'  ■       e  T  1 t 


.■lOQl  G  W— 1 

Vowl  Hermann-l 
Wilson  W  K  P  &  S 


MONTGOMERY 
Abcrcrombie  C  G— I 
Amorine  E  P— c 
Bed!  JT-1 
BeuEP-4 
Betha'Tompkina  &  Co- 
Bcthen  T  B-( 
Bloch  Lo<ii»-l 
Bnune  A  J— f 
Branch  B  G-^ 


ieyer  &  Cold  man- 
life.  G  G— I 
[orii  Chos  H-f  c 
each  T  ^-1  c 


Slev<r 


t  W  I 


Stiingfellow  B  S-1 
Siuart  M  VV-I 
Eftcatt  M  M  &Co-( 
Tory  J  W— f  I 
Thoma.  ft  Jack«in— I 
TyBOO  A   P  Jr— f 
We.icoit  S  H-1 


^..  i  Thori.. 


1^1 


Wilcox  J  S— 1 
WilkinKjo  H  L  -1 
WilUom.  S  K-] 
Wlanead  M— 1 
Zirkle  &  Moofe-I  c 

NEW  DECATUR 

Alliion  E  H— f  1  c 
Bibb,  Holt  ft  Co-i 


PINEAPPLE 

Matheraon  J  A— 1 1  c 

PRATT  CITY 
Haaaler  D  H  S-4 
Slobert  R  B— ( 
Taylor  G  M-f 

PRATTVILLE 
Abaer  Z-f 
Grahun  M  A— f 
L«wii  HanT — 1  I 

BOANOSE 
Catithen  H  H— f  I  c 
Hill  W  ^-1 
Nichols  F  P-f  c 
Pace  C  W-l  1 
Taylor  R  E-l  I 


Ga>  J  W 

^^a  ft  Podjett— f 
Klaoa  A  I^-f 


AtfeiaiW  T-! 
Bunwelt  RobL— 1 
Bibb  B  S  ft  Co— f  1 
Bloch  I  ft  Sob— 4 

CawiW  O  H  ft  Co-1  C 
-  B  Co-1 


Ellia  TBI: 


Honrton  ft  Hoole— 1 
Ii.ac.oti  ft  M.rk*-I    , 
Malnr  Secnritiea  Co-fc 
Piialer  J  B  ft  Co-I 


LAFAYETTE 
Andrewf  Toha  G-< 
BoTdB  B 

BMirorth  W  B-*  1  e 
Drirer  ft  Vardaman— ( 


_.-jder  W  N-1 

Brown  W  C-l 

Caw  T  H— 1 

Chamblesa  I  A  ft  Bro-f 

ChudlCT    ft   D<      '        ' 

Chandler  W  W-  . 

~      p  CharlcB  ft  Siitmnk 

Daniel.  J  R-t 
"      dioa  H  C-1  c 

dion  ft  Holt-f  1  c 

Da^U  H  J-^ 
Doner  R  P-l 
Dowdcll  ft  JoMph— I 


OPELIKA 

-T  T  H-*  c 

Deu  ft  lone*— f  I  c 
Ingram  T  B-l 
Lockhart  J  W-l 

OXFORD 
Cooper  D  C  ft  Co-t 

Ci^WH-l 
Hall  TohD  H-1 1 
Hamaon  Arthui— I 
Miller  J  A— 1 
Wamoii  W  C-t 
OZASX 
Byrd  D  F-f 
Cofbftt  J  W-ile 
DowUbk  H  O-t 


Stcuall  P  C-f 
Stepheni  T  C-1 
While  A  P  Jr-*  1 

PHCSNIX 
Anwraoa  G  F-I 
Brranl  W  S-1 
CoBller  W  J-l 
Herrlck.  J  J-l 


RaifoM  F  T-1 
Sejmoor  J  M— 1 
Shell*  H  1-1 
Smith  Tnllna-f 


or  I  M-1 

Shdl*  H  1-1 
-    ■  "i  Jnllna-f 

jelmtr  H  1  c 

Vaughn  H  ft  Co-1  1  c 
Walfer  N  ft  Co-<  1  c 
Woolaey'i  Son>-( 
Yareiiky  I  ft  Co— f 

SHEFFIELD 
A.he  C  B-l!  e 
Cra«  Jaa  R-t 
Griffith  A  Hopldna— 4 1  c 
Hnbbeler  W  H— [ 
Laiooiaraino  J  B— I 
Murdoch  Albert— f 
RobinKn  B  A— { 
Slmpion  J  T—i 

TROY 
Bower  John-I 
Green  J  F-I 
Folmar  W  B-l 


tI^i^Tm  ft  C 


TUSCALOOSA 
FiiU  W,  F-I  1  e 
Fitta  Fi»nk-1  c 

Leath  E  P— 1 
HcEatnt— 1 
Heie  A  P-l 


INSURANCE  AGENTS-ARKANSAS. 


0-5 


J.   H.   MIZE 

TUSCALOOSA,  ALA. 

Fire,  lile,  Caaualty  Luurance  and  IxNuif 

NegotiatecL 


Mood/  Fnuik  M— f  1 
Moms  Chaa— -1 
Park  O  K— f 
Peterson  £  P-^  1  c 
PoweU  T  Ij-A 
Smith  W8lter--f 
Upchurch  W  C— 1 


Turner  St  Fridman— f  1 

TUSCUMBIA 

Brcder  Aaron-^ 
Clark  O  B--f  c 
Fnnke  Joha-^  1 
Habey  £  O— f 


Hcnke  J  B-f  1  c 
IsbeU  J  E-l 
Johnson  Jno  W— f 
Jones  &  apraggina   f 
Jnliaa  O  K--f 
Keenaa  J  E— f 
Rand  H  A-l  1 
Ricbeson  W  H-l 
Sherrod  Joh&->f  1 
SimpaoB  T  F— f 
Thornton  Mrs  L 


UmON  SPRINGS 


Ellis  W  C-f 
First  Nat  Bank— f 
Flewellen  Jaa  T— f  1 
Franklin  J  K-1  c 


Moselcy  F  M  Jr-f 
PowcU  B  P-l 
Raaier  ft  Keller— fe 
Rnsscll  C  R-l 
Tway  Charles  W— 1  e 

UNIONTOWN 

Ernst  E  A— f 
JohnstMMi  G  B  ft  Co— f  1 
Langhome  John  M  Jr— 4 
Pope  John  L— £  1 
Robeftson  J  A— f 


WARRIOR 
DaTidaon  T  M-l 


ARIZONA 


BISBEE 

Arizona  Ins  Agency— f  c 
Graf  Bros— f 

iohnson  &  Haigler— f 
(cGregor  John — 1 
Overlock  &  Kln«— f 


Pritchard 
Rcflly  B  J 
Wallace  J 


W-l 


FLAGSTAFF 

Ariaona  Central  Bank— f 
Bladi  C  A— f 
Goancy  £  S— f 
Paniam  T  E-f  le 
Rotiinaoo  C  O— 1  e 
The  Cttiseiis  Bank— f 

FLORENCE 
Beaaim  W  H— f 

GLOBE 

Barron  B  I  Co 
Consolidated   Realty    Co 

-Ic 
Copper  Bdt  Realty  Co 
GibSs  Rath  A 
Gila  County  Abstract  Co 

—I  c 
Globe  Bank  &  Savings 

Co-< 

J£ROME 

Bank  of  Jcrome-I 
Humbert  A  J— f 


Lrnch  Charles  T— f 
McPherson  A  A— f 
MiUcr  W  C-f 

MORENCI 

Erickson  J  M— {  1  c 
GUa  Valley  Bank  & 

Trust  Co— f  1  c 
Tyler  C  B— f  1  c 

NOGALES 

Levin  H— f  1  c 
Marsh  G 


PHCBNIX 

Bar  W  F-1 
Bennett  E  Y  &  Co— f  e 
Blanflord  Geo  T— 1 
Christy  Shirley^ 
Costley  &  Thompson — £ 
DunlopT  T— f 
Evans  £Uiot— f 
Fsrrington  A— f 
Gauze  £ — f  c 
Geare  &  Co— f 
Greene  ft  Griffin— f 
Heard  D  B— f 
Hewins  L  £—1  e 
Irvine  J  K— f 
James  W  K— f 
Johnson  J  J— 1 
Kay  Harry  &  Co— f 
Kinney  J  H— f  c 
Latham  ll  I— f  c 
Martin  J  C— 1 


Moriord  N  A— f 
Murphy  W  J-f 
Pascoe  £  £-{ 
Roberson  T  J— 1 
Shaw  R  H-r 
Southwestern   Realty  So 

— f 
Stewart  Frank  R— 1 
Thompson  F  H— 1 
Valley  Realty  &  Trust 

Co— f 

PRESCOTT 

Behn  H  K— 1 
;>)*v«mercial    Trust    Co— 

Hazeltine  M  B-f 

Johns  A  A— f 
lartindell.  Home  ft  C^ 
-Ic 
Merritt  W  H-l 
Moore  J  M  W  &  Son-f 
Prescott  Imp  Co— f 

ST.  JOHN 

Perkins  £  S-1 
Reita  A— f  1 

TOMBSTONE 
Wooley  Bros— f  1  c 

TUCSON 

Franklin    ft    Heighton— 
f  1  e 


Haynea  W  P-l  1 
Lee,  Draehman  &  Pryce 
f  1  c 
MercfaantiT  Bank  ft  TnMt 

Co-f 
Meyers  Geo  P— f 
PhOlips  C  S-1 
Schuster  T  H— 1 
Smith  &  Shaner— f  1  e 
Southern   Ariz   Bank   ft 
Trust  Co-f  e 


WILLIAMS 

Ariz  Central  Bank-f  e 
Robinson  Mel>— 1  e 
Spellmire  ft  Amundsen 


WINSLOW 

Babbitt  Bros  Mer  Co 
Burbage  &  Nelson— f  1  o 


YUMA 

C  D-f 
Ewing  F  I^-f 
Marvfii  W  E-^ 
Michelson   Geo— f 
Modesti  A-f 
Pugh  FG-1 
Sanguinetli  E  F— 1 
Townaend  O  F— f 
Yuma  Title  Aba 


ARKANSAS 


J.  F.  BOYtB 


J.  P.  BOYLB,  Jr. 
ESTABLISHED   1876 


J.  E.  C0ATE8 


ADAMS  &  BOYLE 


LITTLE  ROCK 


GENERAL  AGENTS 


•  •  • 

•  •  • 


FOR 


ARKANSAS 


Commercial  Union  Assurance  Co.  German- American  Insurance  Co. 

Hartford  Fire  Insurance  Co.  Piremans  Fund  Insurance  Co. 

Commercial  Union  Fire  Insurance  Co.  Palatine  Insurance  Co. 

Sun  Insurance  Office  of  London  Hamburg-Bremen  Fire  Ins.  Co« 

LOCAL  AGENTS   FOR 
The    Insurance    Company    of    North    America 
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J.  D.  ARNOLD 


E.E.  RAINES 


ARNOLD,   RAINES  &  CO. 

Ocacral  Agents  Ailcansas  mid  Oklahoma  LITTLE  ROCK,  AR  K 

Large  Local  Agency  in  the  City  of  Little  Rock. 

Exceptional  facilities  for  handling  large  lines  in  reliable  companies. 

We  have  200  live  progressive  agents  reporting  to  us. 

People's  National  Fire  Ins.  Co.  Monongahela  Insurance  Co. 

St.  touis  Fire  Insurance  Co.  London  Guarantee  &  Accident  Co. 

Union  of  Philadelphia  Lloyds  Plate  Glass  Insurance  Co. 

Insurance  Co.  of  the  State  of  Pennsylvania  Title  Guaranty  &  Surety  Co. 


ARGENTA 

ArgenU  Realty  Co-^ 
Davis  Thos  H— f  1  c 

ARKADELPHIA 

Brown  C  L— 1 
Goodloe  L  &  Co— f 
Locke,  Barkman  &  Co— I 
Sprayins  &  Hart — f 
Wilson  W  P-1 

ARKANSAS  ClTi 
Norvell  A  S 

ATKINS 

Barker  J  M  Jr-4  1  c 
McCoUum  A  J-f 

AUGUSTA 

Augusta  Land  &  Invest 

Co-f  c 
Bank  of  AugusU  &  T  Co 

BATESVILLE 

Glenn  John  W— f  c 
Neill  Ernest-^  c 
Padgett  T  B  &  K  M— 
flc 

BENTONVILLE 

Burks  W  A— 1  c 
Craig  C  R-i 
Fishback  W  M— f 
Tucker  Abstract  Co 

BLACKROCK 
Henry  &  Deland— I 

BRINKLEY 

CarterAM— f 

HcndersoB  R  M^» 
MitcheU  &  Mitchellr^  1  c 
McCollodi  W  S-l 
McCreiiiffat  E  T 
PMuraoo  H  P—l 

CAMDEN 

Brown  J  W  J**-*^ 
Brown  ft  Ramsey   C 
Fred  Benson  k  Co-^ 
Green  D  W— f 
Powell  B  C-{  c 
Snow  &  Co— f  e 
Stem  L  M— f  c 
Thornton  T  I— I 

CLARENDON 
Moore  &  Baynh—f  1  e 

CLARKSVILLE 

Crenshaw  J  T 
McKennon  R  H 
Moore  Claude 
Ragon  H  H 


COAL  HILL 
Hurd  J  D-f 

CONWAY 

Bahner  ft  Co— f  1  c 
Durham  C  E— f  1  c 
Lincoln  Mrs  Effie— f 
Morgan  F  M— f 

DARDANELLE 

Adams  L  C— f  c 
Collier  E  G-i 
Coulee  C  C— I 
Farmers  Bank  &  Trust 

Co— f  1  c 
Foulkes  W  L-f 
Han  L  C-{ 
Parker  J  M-l 
Sugg  ft  Horn— f 
wBker  J  J-f 

DE  QUEEN 

Brown  ft  Taylor 
Jackson  J  H  ft  Co— f  1  c 

DERMOTT 
Dermott  Gro  ft  Con  Co. 

EUREKA  SPRINGS 

Bare  ft  Swett— f  c 
Petty  R  H— f 
Jenkins  Wm  ft  Co-f 
Klock  G  J— 1  c 
OTcrstreet  C  W— 1 
Ray  R  B-1 
Yates  E  N-f  c 

FAYETTEVILLE 

Cravens  ft  Smith — f  c 
Eason  J    ft  Co— f  c 
Mitchell  J  C  ft  Co-f  c 
Munholland  C  A— 1 
Sewick  S  B  ft  Co— f  c 
Sour  H— f  1  c 
Trent  A  L— f  c 
Wall  ft  Jones-f  c 

FORDYCE 
Banks  A  B  ft  Co— f  1  c 

FORREST  CITY 

Isard  R  J-f  1  c 
Pettus  T  G— f  I  c 
Taylor  Knight  ft  Co— f  1  c 


FORT  SMITH 

Arkansas    Valley    Trust 

Co-f  c 
Bailey  J  M-f 
Boyd  M  P  ft  Co-f  e 
Hoifman  J  A— f  e 
Johnston  F  B— f  1 
Kennedy  Allan   ft  Co— 

lie 
McBrtde  John  R— I  c 
Morris  Allen  D-f  1 


Smith  ft  Bumgardn 

f  c 
TiUes  Geo— 1 
Warner  W  I^-f 
Weaver  J  E-^ 

GENEVA 

Dranghow  J  W— £ 
Laird^  F  J— £ 

GENTRY 

Lale  CC-f 
State  Bank— f  1 
Sullivan  D  T 

GREENWOOD 
Hawly  J  M— £ 

GURDON 

Gore  R  C— f 
Stuart  J  N— f 
Whitmore  E  A— f 

HAMBURG 

Brown  Bros— F  L  c 
Gamett  T  W— 1 
Lindsey  W  H-HE 

HARRISON 
Flynn  James— f 


fiynn 
Schwc 


weitser  ft  Glass— f  1  c 

HELENA 

Friberg  G  H— f  1  c 
Homor  Mosby— f  1  c 
Meyers  ft  Son— f  1  c 
Miles  JB  Jr-fl 
Walker  Geo-f 

HOPE 

Bridew^  C  A-f 
Hempstead   County  Ins 

Agency— f  c 
Spragins  Geo  S— f 
Spragins  ft  White-f  1  c 
Wilson  ft  Green-f  1  c 

HOT  SPRINGS 

Arkansas  Trust  Co  F  B 

-f  c 
Avcrv  J  H— f 
Beldmg   ft  Stallicup— £ 
Cook  R  T— 1 
Holland,  Jones  ft 

Campbell — £ 
Little  W  J  Agency  Co— 

f  c 
Rush  ft  Thockston— f 
Stelle  ft  Morrison— £ 
Williams  ft  Reece-£ 

JONESBORO 
American   Ins.  Agenqr- 

Freexe  W  M 
Hordy  Thos  R— 1 


Ionesboro  Trust  Co— f  c 
la^wood  W  A— f 
Umted  Ina.  Agcncy^-f  1  c 

LITTLE  ROCK 

Adams  ft  Boyle— f  c 
Arkansas  Underwriting 

Co 
Arnold.  Rainea  ft  Co— f  c 
Bay  J  >V-« 
Bilheimer  J  H— f 
Bright  W  A-1 
Browne  W  T— £  1 
Citizens  Inv   Co— f 
England   Realty  Co— fc 
Fletcher  Jas  R— f 
Fowler  A  S— 1 
HoUis  J  H-f 
Hunter  A  J— f 
Hurst  W  W-f 
Jabine  Shelby— f  c 
Johnson  ft  Cotnam— f 
Johnson  ft  Wood— ^1 
Kirkwood  ft  Furmah 
Leigh  L  B  ft  Co-f 
Leigh,  Head  ft  Co-1 
McRae  W  E— 1  c 
MercantOe  Trust  Co 
Mills  R  H  ft  Co-^  c 
Peoples  Savings  Bank 

Co— £ 
PhiUps  Water»-1 
Ratteree  E  R— f 

SID  B.  REDDING 

QenenI  Agaot 

Peoo  Mnlnal  life 
losaraoce  Co. 

LITTLE  ROCK,  ARK. 

A  ifiMpcrviis  womtry 
Ubcml  Cootractsfor  Agents 

Remmel  H  L— 1 
RightseU  R  W  ft  C6-4 
Rossner  ft  Walther— f  c 
Smith  A  1^1 
Southern  Trust  Co— f  c 
Sugarmon  Victor— 4 
Tillis  Geo-1 
Twfai  City  B  R— f 
Union  Tmst  Co— f  c 
Walker  ft  Scott— f  c 
Wittenberff  Frank— f 
Worthen  W  B  Co-f  c 

LONOKE 

Beard  T  M-f  1 
Couch  WT-ll 
Plecher  ft  Son— f  1  c 
Young  W  H— f 

MAGNOLIA 

Croat  W  R-f  1  e 
Farmers  Bank  ft  Trust 
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L.  B.  LEIGH 


J.  G.  LEIGH 


L.   B 


.  LEIGH  A  COMPANY 

QCNCRAL  AGENTS 

LITTLE  ROCK,  ARKANSAS. 


Home  Insurance  Co.,  N.  Y.  New  York  Underwriters  Agency 

Phoenix  Assurance  Co., Ltd.,  of  London  German  Alliance  Ins.  Co.,  N.  Y. 

Niagara  Fire  Ins.  Co.,  N.  Y.  Pelican  Assurance  Co.,  N.  Y. 

Sim  Insurance  Co.,  N.  O.  American  Central,  Mo. 

Citizens  Insurance  Co.,  St.  Louis  Spring  Garden,  Philadelphia 


Fianklin  TmIoi^I 
McNciU  1  C-f  e 
Momoe  T  A-C 


liALVERN 

Cox  George  B— f 
Jemigan  A  W— f 
Roland  A  I~f 
Yovaff  J  E— f  1  c 


MARIANNA 

Daggett  &  aark— f 
Lee  County  Land,  Loan 

ft  Abstract  Co— f  c 
Robertson  J  T— f  1 

W    Ir-f 


Suggs 

Weld  Dnpiiy  Mixon 
—f  1  c 


Co 


MENA 

Actirman  L  C— {  c 
Dennis  Kelby  ft  Stratton 


MONTICELLO 

Ahrena  Tolin  Sons— f  1  c 
Payne  Geo  C— 1 
Todd  W  D— I 
Wood  &   Thompson— f 

MORRILTON 

Hembrcc  A  V-i 
Moose  Clifton— {  1  e 
Rainwater  Lord— f 
Scr<M:gin  W  O 
Stephen  A  J 


NASHVILLE 
Planters  Bank  ft  Trust 

Co~f  1  c 
Rodven  W  C-f  1  e 

NEWPORT 

Hite  C  R-f  1  c 
PhUlips  ft  Ferauson— f  1 
Sink  Geo  M-f  1 
Southern  Land  Co— {  1  c 

OSCEOLA 

Burchfield  W-f 
Fletcher  ft  Ward— f  1  c 
Gaylord  C  H— I 
Moore  C  L  Jr-f 

OZARK 

BDl  W  C-f  e 
Conasta  W  C-t 
Niekell  H   H-f 
Reynolds  A  D— f 
Russell  Harley— f 

PARAGOULD 

Jacques  kalph— 1 
Inox  ft  Cole— f  c 
Landrum  J  V— f  c 
Paragould  Trust  Co— f  c 
Shane  Ford  Co — f  c 
Smith  E  J— f  c 
Thompson  J  I/— 1 

PINE  BLUFF 

Cross  M  C— 1 
HoUia  Rnasel-l 
Home  Insurance  Agency 
-f  1  e 


Mills  R  H  M  ft  Sons 
Rogers  N  R— 1  c 
Roacnbcrg  F 


ROGERS 

Cowan  W  H-l 
Doecher  A  R— I 
Funk  ft  Funk— f 
McLoed  J  S-f  1  e 
Robinson  E  J— 1 
Sarkett  H  R— f 

RUSSELLVILLE 

Garden  ft  RoUow^f  c 
Garrett  Y  J— c 
Neal  G  S-f 
Ncal  W  G  ft  Co-f  c 
Pope  Countf  Real  Es- 

Ute  ft  Coflecting  Agcy 

— f  1  c 
Simpson,  Webb  ft  Vance 

Ti^lor  R-f 

SEARCY 

Blakeney  J  O— f  1  c 
Lightle  1  E-f 
Lorch  L— I 
Manning  S  D— 1  c 
Rachels  J  N— f 
Yamell  T  A— f  I  c 

SILOAM  SPRINGS 

Andrews  John  M  Co  Inc 

-f  1  c 
Harris  T  M-f  c 


Moss  Bros— f 
Perry  Realty  Co— f 

SPRINGDALE 

Dodson-Renner  Insur- 
snce  Agency— f  1  c 

STUTTGART 

Bruce  Geo  C— 4  c 
HaU  ft  Co  E  N-f  c 


TEXARXANA 

Offenhaoaer  T  W— f  1  e 
Mvdd  F  H-f  1  a 

VAN  BUREN 

Cain  Cland  B— 1 
Creekmore  ft  Hynes— f 
Furry  W  G-f  1  c 
Southmayd  L  H— f 
Weayer  Jno— f  1  e 

WALNUT  RIDGE 

Blakley  J  N-{  e 
Beloate  W  E-f  e 
Dowell  S  C— 1  c 
Ponder  G  W-f  1 

WYNNE 

Barnes,  Hamilton  ft 

Brewster— f  1  c 
East   Arkansas   Abstract 

ft  Loan  Co— Hammett 

J  H  ft  Co 
Fammett  J  H  &  Co 


JOHNSON  ®  COTNAM 


GENERAL  AGENTS 


AMtttoakl  PacUttlM  RMi«4  it  On*  BaniNtf  ui4  Fifty  Acttv*  AtfMts  la  tkU  Stat* 


LITTLE   ROCK,  ARKANSAS 


INSURANCE  AGENTS-CAUFOBNIA. 


CALIFORNIA 


ALAMEDA 
Alamedi  Land  Co— f 
Aduni,  Charl»  ft  Co— t 
Baata,  Charle*  F 
Bibd  T  F-f 
dark  Bcrbert  I>-f 
DDfonr  WilUuD— f 
HaminoDd  ft  HamnKiad-l 
Huler  J  S-4 
HidiT  Pnnk-f 
Jndd,  E  D  Co-f 
Icoii  ft   Shiw— f 
HcGUnflln  I,  W-f  I  c 
Uchrtcni  HC-f  1 
Uilton  Huh— f 
NtrvUlc  F  R-f 
Pollard  Wm  H-f 
Bemoiel  I  A— f 
Scott  ft  JaiA-l 


Laird  R  A— f  1 
Laner  B«nf-i 
Imp  B  F— ( 
Shaw  Loiii»-t 


AUBUSN 
Francii  J   M 
HunUfy  I, 
LukcDi  Geo  E~f 
McCann  W  J-l 
RcTDDldi   A  E— 1 
Boble  E  T-f 
RodchiTer  I.  H.— I 
Rodehavcr   W   W— 
SlCTcni  S  U— f 
WaUh   I  E-1 
W«it»  S-( 
Willi  J  H— i  1  e 

BAKERSFIEU) 
AUott  Ij-i 
Bakenfidd  Abftract  Co 


CHtai  A  ^f 

Gallcr  Paul— f 
Hnt  Bwlah— I 
KaUj  W  W— f 
Ken    Coontr  Abrtimet 


ClaTTforttl  C— ( 

DalloD  A  Sr^ 
Thtjtx  Wm-fs 
Fraia  U— f 
Pruer  J  R-i 
GDuck  Gui— ( 
Joluaan  J  G— ( 
Jotuuoii  G  A-t 
Klnf  O  A—t  I 
HeConlone  John— f 
QnatncT  John— I 
HnboTD  Joiepb  L— i 
SteTHii  C  P — f 
Steniu  June* — f 


BERKBLBT 
AHmI  AFW-i 
Allaa  Wl-f 


Bailer  C  A-t 
Chener  ft  Beiii— I 
DickiDion  W  R-f 
Emilic  C  C-f 
ElUi  W  E-t 
Freeae  N  I^-( 
FcTTler  F-f 
Gordau  E  J— f 
Hill  J  M-l 
Irwio  HI— f 
-  ■  BUB  a  A-l 

ick  F-f 

ter  ft  Bafad 

tie  J-i 

tie  A  WooIkj 

Muao-t)BfBc  Co— f  1  c 
Hona  W  C-t 
Uortfsier— I 
PattenoB  ft  Haikill-I 
Roberta  P  R-l 
Rndolph-I 
Schmidt  Geo— f 
TarloT  H  W 

BIGGS 
Brough  J  m—t 
BrowB  C  S—f 
CbMhcII     H-f 
Chall^fld  &  Smith— i 
CoaoijD  T  M— fie 
Frencli  C  L^l 
ButinsB  J  M— [ 
La  Pcant  MoKi— f 
Parker  W  D-f 
Purne  W  G-f 
Scuer  I  G— 1 1 
Smith  G  K— f 
Spuce  C  C-f 

BURBANK 
PUeher  C  B-t  1  e 
SalfborB  C—f 

CHICO 

Baker  ft  Co— f 
Bord-Peaaby  Co— t 


March  J  !>-<  1 
McUiBBi  ft  Amtt — 
Hair  H  S— I  e 
RcTnotdi  E  T'-f 
Roblnion  Toha  R^ 
Riper  J  W  ft  Co-f 
Sear*  ft  Farahan 
Rorce  C  C-t 
Vidner  Geo— f 

CHINO 
Btadler  E  W— c 
SimmoBi  H  E-l 


Lotoer  H-fo 


COLTON 
HiBoa  J  B  ft  Co-f  I 

JohB»B   D-f  I  c 

Smith  H  B-t 

<:OLUSA 
Arnold  Phflip-f 
Barrel)  E  C-J  « 
Beckwilh  DeLaT  L-t 


Campbell  J  F — f 
De  Januti  ft  Son  J  B— f 
GrenfeU  R  Vf-t 
Harriiuton  T— f 
Hieok  L  L-t 
Hickok  H  H— f 


JackwH 


Uo^  Jobs  C-f  Ic 


ao0t  I. 

Pope  A 


Rich  J  F-f 
Scott  Geo— f  1  c 
Wejand  E-t 


Clayna  W  S— f 
Genereun  E  J— f 
HuU^Hively  ft  Co— f 
KeT  >  P_f ' 
Kidder  E  P— I 
Lord  Qaoiel— f 

Randall  W  G— f 
StaU  H  K— f 
Sweet  H  N 
Terpen  ini  U 
Veach  E  B— f 
Wood  A  C—f 


CoUer  T  B-f 
HobbaWallftC— t 
UcNaltj  ft  Frao  a-f 

DIXON 
BanuaT  P-f 
DnhaT  B-f 


FernuoD   E— f 
Gndr  J  D-G 
Htitton  F  A-  . 
Little  3  G-f 
Xbbj  A-f 
ManniDB  A — f 
NewbjF  B  F— f 
Nornun  Grace — f 
Rice  J  H— f 
Scholte  O  C—f 

DOWNIEVILLE 
Cate  El— r 

Meyer  H  H— ! 

ELMHURST 
BranaoB  Kemper   P-4 
Hall  Thomas  M— 1 

exeph  JoKph  C— t 
Toole  Jamei  T 
Storer  Frank-   ' 


McGaragham     Mr*    B     J 

Noe  ft  Hanaen — f  c 

Thoa  H—  f  1  o 

r  Fauti  &  Brooka 

Freatoo,  Naab  ft  Co — f 
Smith  Oden  E— f 
Tane  J  F— f  c 

FOLSOM  ClTt 
lurnbam  J  H — f 
:ohn  P  C—f 
:o..  J  P— f 
joiter  Mri  Kate— f 

Mc^land  R  D— f 
Miller  H— f 

FOREST 
Crafta  F  L-t 
Bilgraman  V/m-t 


Andrewa  Geo  R — f  c 
Bolea  Geo  M— f 
Boaadl  C  R-f  I 
BnnrDiaa    Alfred^ 


HeUbroD  LouU  ft  Co— f 


U»T  H-T" 

Mattinrif  ft  Eoaeiie — f  c 

HUnHumphrer-^ 

Newhouae  AlplKnue — 1 


arkmerer   He 
lake  P  H  ft  C 


SJ-' 


BonMiU  S  W  T— f 
Camptell  E  P— f 
Cooper  ft  Rager — f 
Ferrill  ft  P^tas 


Hunt  E  E 
FriBHlen  A— f 
Plletser  H  A— f 
Powcn  ft  Wttrnnan     ( 

CILKOY 
Blake  W  F-f 
Cbeabro  A  W— t 
Crawford  B  D  ft  Cit-t 
Fltxcerald  ft  Co-t  I  « 
Gilror  Commercial  Co— ( 
Moor*  S  T  ft  Ca-« 
Pile  ft  Whiiefaurst-f 
Uruiiuna  ft  Hawthorae— ( 


Poppe  Chai  J— f 

GRASS  VAIXSY 
AnaU  H  W-f 
Barker  ft  Snl(b-I 
BIna  SUn-f 
Fnak  Raban-f 
Grsotdl  C  B-f  I  • 
Hania  W  D-f 


INSUKANCE  AGENTS-CALIFOBNIA. 


Mamj  J  H-f  1 

HANF08D 
BUh  Gco-t 
Bowden  J  R  ft  Co— f 
BbbIi  Akcbcj  £  B— (  e 
Omttoa  D  R— f 
Chiltcndco.  Flory  ft  C 


I>tmfam  L  C-t 
F«rl«T  J  H-f 
Goldbas      Kc^      Eatate 

Hanrord  Luidi  Co-f 
Hickmu  ft  Flckcnll— 1 1 
Inac  FN— f 
Kimble   Robcn— f 
UcQiMij  W  R-f  c 

g«j'^°LK's  C<>-t 
Shup  Chw— t 
WMbbsrn  H  B-1  c 
Wrisbt  H  E— f  I 

HAYWASDS 
Aiuwduuf  I  D— f 
HDKbDdt  Hcorr— f  e 


HEALDSBURG 
Bamci  ft  CmnmiDH — f 
EwinE  Co  The~^ 
H«tl  %  Millov-t 
LbmM  Y-f 
Norton   B  U— f 
Prfaee  JB-f 
Rdk  r  W— I 
Wileott  G  W— I 
WarfeM  G  H— I 
WatUo,  Han  ft  HUler 

HIGHLAND 

Brambv   John— t 


Rolbrook  E   E-? 
Biwldtu  T  W-f 
Billijlrr  Hcaltj   Co— * 
Hcaoikn  Tbot-f 
Korpby  T   E-f 
Polmlac  t  ComioT — f 
FMWnon  Joha— t 
Shaw  Oiai  J-f  I  c 
lOIfB 

Gordon  U  W—t 
Bumner  B — f 
liaKI  It-f 

VarcbaM  J— f 
Hark  Geo  P-f 
HeUttrnr  J  W~-f 
Mcrrtn   Frei-f. 
Rewni«iT-l 
Kewmaa  ft  Baflcy'— ( 
Peridu  J  D  ft  Soo-I 
Sibole  ft  GfllnB 
SnrdceJ  W  ft  Son-f 
SwaiB  CW—t 


JACKSON 
^OWB  C  W-f  1 
ChkUi^  A-f 
Conloo  Hra  Ela— I 
Colbert  C  L— f 
Mecbaa  Taa-f 
Penrr  Wm  U-f 
Spanoa  S  G  ft  U  G  D 

Thannon  W  G — f 
Vela  ft  Ficcardo— f 
Wright  Jamea  J— f 

KERN 
SbaSer  J  U-fc 
WUIiaaa  J  R-f 

LINCOLN 
Brown  Llqrd  E-f 
Fleming  E  A  ft  A  C- 

latiam  Wm  IV-I 


UVERUORE 
Anuacher  Btoa— f 
Antbonr  ■-  ~    - 


Firat~NatioDal  Bank— f 
Fletcher  loa  F—f 
Gooner  ft  Macill— f 


McKowB  ft  Ueai-f 
Nkaen  C  H— f 
Wricbt  W  H-i 

LODI 

Bewlej  Co  Jolio  C-i 
Oark  H  S  Jr-f 
Column   H    B— f 
DonghertT  F  A— f 
Fenftin  C  M— f 


Ga™.-  , 
Graham  ..  „    . 
Bopkina  &  Ncc 


l^f 


?™i¥7.L-, 


PlerdvaE  A  ^     . 
Rciltj  Co— f 
ShidT  M   W— f 


Barrii  T  L— c 


nau-f 


Klen.  ^     . 

Ktdo  it  Le 

I«mar  R  J — t 

Lompoc   Produce  ft  Real 

Ettate  Co— f 
KcAdam  &  Smitb-f 
Meala  G  W—! 
Uillingt  S  P-f 


LONG   BEACH 
_.iitm  C  H— c 
Chandler  R  B— 1 
Da*4i  E  P-f 
Gallbraith  W  H— f  I 
Lowe  W  W-f 
Halcom  Chaa— f  c 
Haw»  ]  S-l 


Smith  Co— f 

Sterena-WQIluBa  On-fc 
WalkefWniiBma  Co-f 

LOS  ANGELES 
Aldcraon  E— t 
Allen  A  A-f 
AUen  R  W_f 
AUcn  ft  Son  W  H— f 
Barefoid  C  H-J 
Barlow  Alllaon-t 
Bebrendt  S^ 
Blanchard  E  I^-t 
Boynge   Girdleitone— f 
Brown  Broa  ft  C»-t 
Brown  Bobt  B-l 
Bnndr  The*  C— f 
Bnrbank  R  E  ft  Co-f 
Borki   CarKoa   F— I 
Bnick-Gwriinc  Co— f 
Calkin)  S  F  Co-f 
Carter  R  S  ft  Co-f 
Cawo  ft  Arnold— f 
Cbaffer  Broa— i 
Childi,  Hick*  ft  Co-f  t  c 
Chlpron  A  P— 1 
Qeveland  ft  aereland— f 
Co&n  Franc  N— I 
Cook  F  W 
Comlah  H  L  Co-f 
Coraon  Harrr  1^1 
Columbia  iSfiiat  Co— I 
Cotton,  Hcrwin  ft  Cook 


Dey^ 


J  W-1 
-'<!■  ft  Wider  Co-f 
Idle  T  " 
m7  A- 

o-Vah 


Edi 

fS^ 

Fuhcr 

Fiaher  C  W-l 
Flint  F  W  Jr-I 
Flint  ft  Hart— f  I  e 
Folaom-FetkiiiiiRi  Co-^ 


Garland  W  M  ft  Ca 
Giffen  G  M-f 
Goleh  A  C  ft  Co-I 
Gray  ft  Gale  Co— t 
Greenfield  W  I  T— f 
Griffith  John  T  ft  Co- 
Grin  iii—  I 


ntla  J  W-l 
r  TO-I 


Horton  G  C 

Howud  V  E  ft  Co-f  1  e 

Hnbhaid  Cbaa  L  ft  Co— 

Hngbe*  F  S— f 
Hnntei  ft  Camfield-t 
Hard   Broa— t 
Hyani  E  C-f 
Tergina  Co-A  T-f 
Johaon  W  G-^ 
Johnatoo  John  G-f 
Kapl^  Min  Grace 
KelacT  F  U-f 
Kenyon   ft  Tmicott-f 
Klokke  ft  Earton— f 
Kotbel  ft  Sehwaebe-! 
Kraoie  O  W-e 
Kremer  &  Campbell  Co 


Uatthewt  ft  Matthewv-f 
M»»8on  Heibert  E-1 
McCldland  W  M 
KcConnell  I,  A-f 
McGarry  P  J  ft  Co 


lillJer 


— 1 


__  ft  Fariih— f  e 
Moir  W  H-1 
Itonigomerr  C  S-^ 
Monlgomerr  J  W 

Oraatli  M-l 
Peck  E  E-1 
Perklm  Gregory  Jr-t 
Phelps  J  B-f 
Poin5e«er  B  W-f 
Purcell  ft  Kern— ( 


Son.  ft:  Co-( 
-J  „..  F  J  ft  Co-f 
Scarborough  W  B— f 
Senlouj  Realt*  Co-f 
Sfyler  Chw— 1 


cphcnt  R  B  &  Co— ( 

Will  Stephens 

Fire  Insurance 

au  SMwHy  BilMIng 
LOS  AN6ELES,  CAL 


Wachot.  J  A-r 
Wade  C  J-f 
Walker  H  E-1 


Wheeler  Bro*— f  c 
Whitisfcrr  M  T  ft  Co-f 
Whiltinglon  J  W-l 
Wickelt  F  A~l 
William.  F  H-f 
WiotoQ  ft  McLeod-f 
Wren  W  J  ft  Cp-f 


J  F  P— f 

{ohm  ft  McHurtry— f 
tclntoib  ft  Waenei^t 
Mniigao  Broa  CS-f 
Noble.  Ritia  ft  UcKaig 


UADERA 
COnningfaam  ft  Brom— f 
Drer  R  C— f 
Maie  ft  Wren— f  1  c 
Smith  F  E—  f 


Bnah    H    M-f 

^ley  ft  Donkel— f  I  c 

"1a»aPL-f 


INSUBANCE  AGENTS-CALIFORNIA. 


CAL. — MftTtinez,  Con. 
Hvdoi  C  H-f  e  1 
Hoey  J  F— 1  c 
KDigbt  H  tl-t 
WcM  C  D-i 


Eckait  G«a  R— f  1  c 
Hamet  G  VJ-f  I  c 
Lane  rnok— 1  1 
MucuK  Co  S  H-l  1  c 
Sperry  W  F-f  c 
Thomas  J   C-f 
White  A  H-f  I  c 


MAYFIEXD 
Hebbard  Co— f 
Bank  ft  Troit 


UONTSBEY 
B«Bbey  j  W-l 
Gout   Conntiei    R  £ 

Int.  Co-i 
Gould  G  S-t 


Potter  Geo  E 
Bodrick    Da-rid-l 
Wii(bt   ft   Gouler-f 


Mufield  1 
Co— f  c 


HeniT  W  W— ( 
Holcomb  Rultv  Co— f 
Hind*  a  Co— r  1 
Hunter  R  D  Co— f 
Il^tan-American  ReilCf 

, S-f 

Tunison  H  H— f 
JohnBon  H  A— f 
lonei  ft  Ruuell— f 
Keer  &  McCandlish— f 
KeLlf  Helen  L  Co— f 


i»  J  J  Co— (c 

Peer*  Aleit— * 
Wright  C  F— f 

HENDOaNO 
Brown  A,— I 
Brown  B— < 
^own  H— f 
GuTin  U-i 
Grlndte  J-t 
HecKT  A  A— « 
JutU  ft  NldwU-t 
Mntray  J-< 
PtckudC  O-f  1 

HERCED 
C»Md  S  W— t 
Cotoelt   &   Sitnua 
Cfoop  W   B— f  c 
Laudrun  C— f 
Law  T  C  Jr— f 
Merced  Lamber  Co— 4 
Moor  E  I^-f 
Simonaon  «  Haridl- 
Wood  J  D— f 
Warden  I.  C-f  1 


Batea  ft  Edwarda-f 
Bran^toa  J  R— f 
Glbnan  R  E— ( 
Gnnge  Co— f 
Harp  J  I>-f 
Barter  W  A-f 
Hue  EUa  C-fIc 
Maie  ft  Wren-f 
Uodeato  Land  Co-f 
Moaa  L  T— fc 
Uarrar  Cbaa— f 
Perler  George— ( 
Rice  T  E  B  ftSoD— fl 
ScDoo  Waltei^-f 
Sboemake  A  B— I  1 


MOKELUMNE    HILL 
Bnrkaom  C  M—f  I 
Darldaon  S  I^-f  1 
Green  H— f 
UcCaitT  A  H-l 
Ntiner  t  G-f 
Feck  F  W-f 

Werle  C  A—t 

UONROVIA 
BrraDt,  Winquiat  ft  Co 

Eiana  H  J-l 
Kremet  F  I— f  1  c 
March  W  B— f 
BJTea  E  E-< 


Chapman  S  M—f 
Fox  Chaa— ( 
Ftancii  ft  Haynian-  . 
Goodmaiijas  H  ft  Co— { 
King  E  H—f 
UouBt  ft  Son— f  c 
Palmer  Ju  M—f 
Smith  ft  Co  A  H— f 
ThompaoB  The  W  G  Co 

^  Ic 
Wyckofi  S  H— [ 

NATIONAL   CITY 
Palmer  T  R-f 
Rice  J  A-I 
Routaoo  &  Arnold— f  I 
Sanborn  F  H— f  1  e 
Scot    Bnraham    Inveat- 

ment  Co-f 

NEEDLES 
Butler  Geo  E— f 
Vauahn  B  I^t 

NEVADA  CITY 
Ganhe  L  A— { 
Hook  Edsar— f 
Lindley   I— I 


Rector  G  J— I 
Wenr  lohn-l 
Wri^l  H  J-f  1  « 

OAKLAND 

Achard  W  L  Co— f 
Anthony  ft  Chrlitian — t 
Aahcroft  Irring  M — f 

Alliens  R(;;i!tT  Co— I 


Bouleviid    Kcaily    ( 
Bowes  John   E   Co- 
Brsdy  G  P— f 
Bright  I  A  Co— f 

Brown  W  E  &  Co— 


CoddinEtOD  Wm— 1 
Cook  E  P— f 
Crane  T  E— f 
Crun-Miller  Co— £ 
Crouley  Nat  M—f 
Daril  A  G— f 
Diion  Wciley— f 
Dohion  D  O— f 
Dwyer  D— f 


Fielcher  &  Rohrbach— t 

Gib)on  E  Y— 1 
Gilbert  Thoa— f 
Gray  S  ft  F  R— f 
'-— •  Geo  B  M—f 

y  Geo  H  S  Co— f 

Hareni  ft  Du  Brute— I 
Hayden  T  E— f 


Le  Balliater-DuBcan  Co 


McCartney  M  P— t 
McElroy~f 
Marteni  John— f 
MaunMcDuSe  Co— f 


Mott  Frank  K  Co— f 

Honien  M— 1 

Montgomery  H  J— £ 

Murdoek  G  H  ft  Son— ( 

Kath  A  E— f 

Xickel  Karl  H— f 

Page  E  S— f 

Peofield  G  F  4  A  C— f 

Peten  T  A— I 

Porter  ft  Makina— f 

PorteuB  J  H-l 

Really  Bondi  ft  Finance 

Co— f 
Rev]  R  R— f 
Real  Ealate  Co— f 
Ritchie  Hrg  L  E— f 
Ruiaell  ft  Flint— f 
Salinger  J  M—f 
Schmidt  Albert— f 
Shrader  Bert  R— f 
Seulberscr  ft  Ecdcaton 


Sontag  Julian— 1 


ttJE-f 

1  ft  Coate-( 

Tiffany  ft  KneMl-f 


OROVILLE 
Doncan  W  E~-f  1 
Fogg  E  W-f  1  c 


Lawrence  J  A— 1 
Leonard  I  P— f  I  c 
Leonard  W,I^-f  I ' 


■  I-flc 


Soulc 


:  C— f 


Spearc.  J  L  . 
SpcBCc  B  L— f 
•'— -t  Healiy  Co— f 

ibera  F  W  ft  Son— 

an  f  R— f 
..,.-r  Broi  &  Co— f 
Tberbage  A  F— 1 
Thompaon  S  B— 1 
Thomaa  W  B— f 
Tooler  H  S  ft  Son— f 
Tretheway  J  M—f 
Troy  John  H— f 
Tucter  A  J^ 

Krrel  J— f 
ughan  Ira  ft  Son* — f 
VoK  Geo  H— f 
Wagenei  H  W— t 
Wano  U  A— 1 
Wehe  V  Co— f 
Wentworth  D  A— f 
Wert  WiUUm  B— t 
Wert  William  B— f 
Wilion  ft  Iindaay~f 
Winilow  R  C— 1 
Wiicmaa.  Halcomfa  ft 

Young— e 
WoIcoH-Hough  Co— f 

ORANGE 
Rrigm  John  C-f 
CUytOB  W  H  H-f 
Colllina  D  B— f 
Cnddlek  S  M— f 


PAanC  GROVE 
CookT  W-f  I 
Alexander  ft  FitaalnuBoa 

FlWier  W  B-f 
Gretter  W  C-I 
Harrli   C   S— f 
leniaon  W  T-*  1 
Lloyd  Etta  B— f 
Work  T  A  Co-f 
Strang  ft  Kemp— f 
Eateibrook  C  6—! 

PALO  ALTO 
Hay   John— I 
Du^rtao  W  I-l 
Schwal  P  J-A 
ThompMD  F  E — I 


ankenborn,  DaTid  Dod- 

worth  Black— f 
Blount  J  S-t 
Bradway  L  A— I 
"-^nard  J  C— f 
iw  W  E-1 
1  Beaaie-I 

ett  C  H-l 

Citiiena  Realty  Co — f 
aark  H  L-1 
Collin*  J  1^1 
Cox  W  1^1 
Cutler  A-I 
Daggett  C  D— f 
Dom  J  H— f 
Franklin  C  W— f 
Freeland  J  K-1 
Groenendyke  E-f 


Kendall  B  O  Co— f 
Knapp  IJ— 1 
Knigfit  R  C-I 
LodcwoodEH— f 


McAlpine  J  B— 1 
McDonald  John  ft  Co— f 
McNally  ft  Son— t 
Meyer  F  W-l 
MlleheU  L  H-l 
Mohler  F  C-1 
Morrow  Walter— c 
Mott  Daniel—l 
NeYin  W  H— f 
Newell  N  £-1 
Pasadena  InKatmeal  Ce 
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Sice  A  A-1 
Rodger)  H  A— c 
Rjder  F  E— I 
SlDiKn  F  A— f 
Snowball-SulliTU  Co—f 
Stuu  W  R  Co—f  c 
Strafford  E  H — i 
STko-Broadwif  Co — f 
Talbert  W  T— I 
TarrmU  G  S-1 
Todd  I  M-e 
Ttiruet  G  S— 1 
V»il  D»»id-1 
VaU  1  E— 1 
Welch  P  C-I 
Wood  Fred— 1 
Woodwortb  J  H  &  San 


PETAI.UUA 
AtkinioD  Realty  Co—f  1  c 
Bninerd,   Honx    &    Dbi- 

widdie~(  1  c 
Cavaoich  E — f 
CromwcU  P  A— f 
I>eniiun  F  H— f  1  c 


FoMer 


k  W— 


i  I 


Gwinn  8t  Ton. 

Hall  W  R-f 
Hisbcc  ft  LawlcT— f 
Horn  J  W— f  I 
I^pitt  F  K— f 
Nuson  J-< 
Oeltjen  ft  TacobKO— f 
FeUliuna  Realtr  Co— 1 
Petalunu  Bealt*  Co—: 
Siditli  Geo  N— t 
WInfield  C  R-t  1 
Vodub  Geo  C—  f  I  c 

PINOLE 
Cabbelarli  M— f 
Downer  E  W-f 
FrsKr  I  A— f 
GTecnfield  Co—f 


r  R   K— c 

Blur  I««  Jr-f 
OL-Ncnda    loTeitiiici 

Co-f  c 
Ineh  S-f  c 
Uttimtl*  S  H-f 
UterKn  Hu-<  1 
lieehui  H  Q-t 
Vaztoa  J—t 
Simoni  ^-( 
Speaeer  F  N— f 

PLEASAHTON 
Arendt  H  ft  Co—f 
EtCDcdiet  B  L— ( 
Cahl  C  E— 1 
Diavjia  Sircno  C— I 


Palmer  J  K— f 
Vanderroort  A  C~i  t 
Wclb  Lee-f 

POMONA 
Beak  ;  C-( 
BradlcT  ft  Bella— f  1 
Cearei  C  C— f 
Cnbb  ft  Ca-f  o 
Cnrrj  ft  Co—f 
Fhib  J  A-* 
Friibie  G  I^-f 

C««b*ldc  /R-t  I  0 
Ganel  ft  Bord— f 
Gmea  *0»-f 
Hotcbklw  B  A^-f 

aunUatt  C  R— f  1  c 


Leadinibani  Agenci 
Lewii  Walter  A-1  ( 


Neibel  Realtr  Co-t 


ReaItT  C 
W  F-f 


Potter  W  H-1 


PORTERVILLE 
Arerr  G  D— f 
Carr  H  C— f 
Crandatl  E  J 


Lumler  A  M— f 
NewboiTT  A  J— f 
Phillips  ii  Lockyer- 
Premo  W  E— f 
Smith  H  O— f 
White  H  C— ( 


RED   BLUFF 
Cone  a  Kimball  Co-f 
Fortier  B  C— f  1 
Gardner    BItu    D    Co-f 

1  e 
Hook  H  B-f 
Kraft  Ceone  H— < 
Lennoo  ft  Barren 
Swain  H  C-f  1  c 

SBDLANDS 
AnMln  ft  Clarlc-f  I 
Clark  L  W-f 


Hire*    ft   McGlnii___ 
Hammett  F  W-t 
TagBcrt  S  F— t  I 
ThompMn  G  S—l  o 
Wheal  J  F-i  I 
Williami  J  E-f  I 
WiUianu  ft  CoTtia-f 

BEDDING 
Bailey  E  1^-t 
Baker-f 

Battle  ft  Wheeler-1 
Behrens  C  H 
Buih  C  C-( 
Dean  Arthur — I 
Eldridge— f 
Friabie  E  C-f 
Hare  ft  Hill  Co-t  1  c 
Primm  F  P— f 
While  John  ft  Co-^  I  c 


Hartler  Hra  T  E-< 
Knlgfat  C  E-f 
Landacheidi  C—f 
Lorle  Georae  W— f  e 
Mabie  Carf-1 
Pipkin  Ja*-I 
Head  J    J-f 
Redwood      Citj      Com. 


Tockaen  H  C-f 


RIVERSIDE 
Bnih  B  B— f  c 
Caatleman    P    S    ft    Co- 


■  I!— (  c 


f  Frcd-l 


f  1  e 

Dole  Grn 
Dunbsf  " 

Fllkin.   _ 

Hillegm  E  N-1 
jlrri.  J  T-I  1  c 

UwI^'a   c'ft    Co- 
HcKende  ft   Pedler 
Uiiilon  R»lt>  Ci>-~ 
Morri.on  F  T-f 
Pest  Charles  A— f 


Van'de  c'i'lt'^-l 
Vaughsn  O    D-i 

ST.  HELENA 
DaTia  C  B-t 
Elgin  W  A-4  I 
Fm  G  W-! 
Gana  R  B-t 


iJSSS'eJ" 


,  H-f  1  a 

,'nnk-t 

Clarlt  W  H-f 

FraSSr  F  J— f 
Kelley  J  I-f 
Lang  H  ft  Zchala-f  e 
McCollom  A  J-f 
McLain  D  G-f 
Olien  ft  Eaton— t 
Rodgera  Lirlhor — f 
Smift  M  J— f 
Soberiraa  Ben— f 
Wallace  D— f 
Winbara  Broa-t 
Worth  ft  Norria— f 

SAN    BERNARDINO 
Adair  Noah 
Biyd,  Scott  ft  LothroT— 

Brann  R— f 

Drap^'ft  Dubbell-f  1  e 
Ina.  Loan  ft  Land  Co 

UoI^h^C  W-1 

Orange  Belt  Realtr  Co— ( 

Palmer  ArthutwJI  c 

Reed  W  H— f 

San  Bdno  Realtr  Co—f 

SwiD  ft  McKenoer— f 

Ve»tal-f 

SAN  BUENAVEN- 
TURA 
Barnard  F  E— f 
Barion  John—  f  o 
Cannon  Wm  H  ft  Co— 

Hammona  John  W  ft  Co 

-fie 
UcIntTTe  J  F-t 
RenrJohn  H~fIo 


Arnold  G  C-f 
Bowler  Geo  P-f 
Carter  E  J-f 
Chaac  ft  Liidin«a»~f 
Cben?  H  H-f 
Downs  J  R-1  c 


Rice  J  A  &  J  C  Co-f 
Swarne  E  J  Co-f 
Watt.  Natban-f 
Wawkowski   \'  S  Co-^ 


Ahpel  H  C—f 
Anderson  J   E-f 
Anderion  r  Mc  C—f 
Ankele  J  H-( 
Armittong  E  W-1 


Backuii  W   G-l 
Babin  L  G  Co--f 
BasKS  M-I 
B:i!lev  S  John«oo-f 
Biildv%in  S  Howell-f 
B^ei  £l  MirllnB— t 


H.  L.  A.  BATES 

OBNBRAL   AOENT 

PAanc  COAST  dspt. 

Thi8btfwrinIu.Co< 

140  Susoma  St 
San  Francisco 

Bath  B  G-t 
Bearer   F  H-1 
B*U  W  J-1 
Bender  A  M— f 
BerEBOt  I  A— t 
Bcrserol  D  A— I 
Bettbeau-Wation  CO— f 
Berton  G  A  ft  Co—f 
Billjnga  Geo  E— f  c 
BillingtoQ  &  BntdilBion 

ft  Ctt-f  1 
Boardnun  Broa  ft  Co-f 
Boardman  Geo  C-t 


Boole.  Sloan  A  Co— I  c 
Bo*ee  L  N-^  I 
Borenl  R  S-t 
Bradr.  Stargia  Co—f 
Briaae  B  P— f 


Brown  Scott  A  Dinning 
Brown  Walter  S—l 


Chipoia  F  A— f  c 
Chapman  &  Tfanman— f 
Chowen  W  A-c 
Cfaristenaen    A    Goodwtn 


CleieltDd  A  Ti 
Cobb  T  F— f 
Cohn  B  I-f 
Colson  H  W— f 
Colthnrat  J  E— I 
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EDWARD    BROWN    &    SONS 


General  Agents, 
007-910  Alaska  Commercial  Ballding 


San  FrancUoo 


BTSA  XHSUBAVCS  CO^  FMiflo  Coait  and  Rooky  Koimtaln  Diitriou 

A6BIC0LTUSAL,  Faoifla  Cowt 

GLOBS  *  EUTOERS  OF  H-  T.,  Faoifls  Oout 


CAL. — San  Fnutaaco, 
Con. 
Cnig  H-l 
Ciowell  W  B-( 
Cunningbim   R  I^-c 
Cnrti*/  "  D-f 


De  Lille  P  P-I 
Dc  Lot  P  F-l 
Delrick  Edinirton  Jr— f 


Dornin  Geo  W— f  c 
Duncan  D— f 
Dutton  Wm  I— { 
Dwisgini  J~l 
Edwudt  L  B-f 


Field  &  Cramer— I 


Franltlin  Benj— I 


eORDON&HOAOLEY 


M lu  Da,  be  Oil,  Ti 


Greenbiam  J-~f 
GraoTT  E  H  I 
Griffin  S  M— 1 


Bam 


r  W  B 


Hirmon  A  K  F  JrH 
Hanii  A  B— 1 
Harrii  F  W-1 
Hart  E  H— I 
H*lluw*;r  W  I^-l 
Harwood  A  O— 1 
HBTCn  Cbai  D-( 
Hnncr,  U  B-l 
Hara  J  B-) 


HuBbei  T  C-1 
Humphreys    V   ii- 

lunl  G  E— 1 
r  P    L-f 
in>  C  J-1 

W-f 

Lyddene  G  V— c 

atlis  Noel  H—l 

acob.   F-l 

acqbJ  W  A  a  Sc 


:irgs' 


f  c  c— 


W  S— i 

J  B— I 

:no»tea  J  H~l 

■Tin'w'c-I 

_JT*  Sam  N— I 
Loabi  W  Co-f  c 
■«  S— £ 
den  W  H-f 

Wm  E-f 

Lrddane  G  H^ 
McElratb  J   E— 1 
UcN«ir  &  Wayman— I 
MacDonald  F  W— 1 
McDonald  &  Hilei— f 
HcLane  C  1^1 
McNear  *  Wayman-I 
Maeoodray  ft  C^ 
Madir  S  It-t 
Maditon  ft  Burke-l 
Magee  J  F— f 
Manliefm  Dibbeni  ft  Co 


UatKin  W  H-l 
Marer  Carl  H-t 
Meali  A  H— 1 
Menill  ft  Hajme—f 
Meuler  B  J-1 
Ulller  Hri  C  E-1 
H onion  Martin—] 
Nathan  Paul— ( 
Niwhall  H  U  ft  Co-f< 
Nleblini  E  T— f 
NIcoli  ft  Far-( 
NIppcrl  P  N-c 
Nippert  Paul  ft  Co— 1 1 
Noiai   Gen— t 
Norrii  Joi  H— 1 
Norrlion  E  C—t 
O'Brien  Wm— f 
OlWer  4  Co  B  P-f 


PiUche  ft  Bewitt-f 
Parkei  C  M  T-1 
Parron  ft  Co— f 
Peck  E  E-1 
Penln  Howard-I 
Peltrel  J  S— I 
Piver  J  C-1 
Pockwiti  Co  Leo-i 
Patter   E   E— f 

Suick  Waller  R— 1 
ichardi  C— * 
RoSHL— f 
Rosenthal  C— C 
Ranier  C  A  &  Co— ( 
Ruddick  W  J  a  Co— £ 
RuHcIl  W  J-t 
Ryder  R  S-l 


Scott  Geo  B— t 
SdoTcr  S  A— I 
Sbainwald-Buckbee  Co— f 


Siwrling  Ft*ok-4 
Stephenion  R  I^ 
Stepheni  Or  W  E-l 
Stetcna  J  B— c 
Stewin  P  W-I 
Stolph  F-l 
Slovel  C  J-f 
Strong,  Belden   ft   Fir 

Taffioder  W  G-^ 
TillanI  ft  Brooki-I 
Tajlor  F  F— 1 
Tbalbert  A   S-^ 
Thomt*  E  J-1 


m  S  B-l 


ThompMB  ft  Co— ( 
Thornton  ft  Firlih— f 


fraon  Geo  H-l 
Umbien  ft  Co— t 
Underbill  Dr  W  W-^ 
Underhllt  R  I^-l 
Vail  W  E— 1 
Vail  ft  Eldrid»-I 
Valentine  E  &-1 
Veront  ft  T    ■      ' 
Walker   ' 
WaoD  V 


WanJprck  M— f 
Word  C  H— f 
Warren  H  B-l 
Won  R  V— t 
Wellington  Ceo  J— f 
Wennrrmn  U-( 
W heeler  N  H— I 
Wilson  Jdbn  S— f 
Winslow  R  C-l 
Wolf   My  ton— I 
Wyper  jtt~!  _ 
Vooruager  J  H-l 
Zicl   F   R-f 

SAN  JOSB 
Atkinaon  W  L  ft  Co— < 
Bamett  T  C— ( 
Brandidgc  W  B-l 
Caw.  Sbort  ft  Rym— I 
Cbriiimai  ft  Oroii  Co—t 
Clayton  Ju  A   ft  Co-t 
Cooper  W  M-l 


FoM  a  Hicks  Co~-[  I  e 
(W  N  W  &  Co-! 
Hail  C    A-r 
Hatcher  &  Jamei— f 
Hiomaa  J— I 
Hoback  L  D-f 
Johnioa  &  Temple— f 
Lean  W  J  ft  Co-f 
HontaomeTT  ft  Son — ( 
Mnrnhy  lin  T  If— f 
Newman  UUi  Kar  C— ( 
Porter  D  J  ft  Son— ( 
Rea.  Toley  ft  Co— (  c 
Rncker  Joa  H  ft  Ctt-t  e 
Sonthelmer  J  J— I 
Sonthdmer  ft  Mocft— t 

SAN  LEANDRO 

GraS  R  W-1 

Hile  Cbii  H— f 

Home  Realty  Co— ( 

Henacber  Joaeiili — t 

Martin  L-t 

Oaka  W  B-( 

Peralta  A  t^ 

San  Leandro  Realty  C« — 

Whellon  A-f 

&AN  UJiTEO 
Bonner  W  S— f 
Catwell  ft  Co-f 
Caaer  W  W-f 
Cone  W  H-f 
Elfins  C  W-1 
Gooinpaadl  K— f 
Gmmmon  Frank  S— 4 
Hasen  H  W-1 
Hnatng  B  Ar-4 
Kertell  Geo  A— f 
KIrkbrida  C  N-< 
LoTdand  W  O-f 
HonaC  U-t 


MoTtoo  T  O— f 
Peobuol*  Rnltr   Co— I 
-      ■       ■  1  In.  Co  of 


N   J— I 

RordcB  H  _      

San   Ibuo   Lunber   Co 


SordcB  H  N-f  I  c 


SAN  UIGUEL 
Bcrnun  E 
Mncpby  I.  D-f 
Tmsnelmur  BcBn 
ThnlU  A 

Wilnur  EUctIt  B-t 
WiloMi  W  A^-l 


SAN   PEDBO 
Abbot  O    C-i  e 
BcfiT  P  E— f 
BiocBbich  a  Ferl — f 
Cl»r  DBS  Co-( 
Cuupbell  &  Son — f 
MismC— ( 
Riduid-Quiiui — f 
Seward  £  D— f 
Slciling  Geo — f 


Boycn  A— f 

Canfield  W  L— 1  c 
Cocbnne  U  F-l 
Courtwright  W  1.- 
Daird  Duncan—  I 
During  A  B— f 
Dodge  Geo  M-l  c 
Du  BojeJ  J— f  e 
EhiSa;  B  C—t 


M»ee  W 

imTcr   Frrd 


Schneider  D  N-f  c 
Shearer  Geo  N  D-f 
Twley  W  H-f 


Wooda  H  F-f 

SANTA  ANA 
Dsker  W   N  &  Co-f 
Ba-jmbach  G— I 
Blee  R  J  Co-f 
Collins  C  C— I 
Colling.   I  S-f 
Duggin  W  L-1 
EdB«  Geo  A-l 
Ey  Fraok-l 
Goodhcatl  M  J— f 
Kingilon  C  A-f  1  c 
Ovenniin  O  C-I  I 
Quid!  J  G-[  c 


WelU  W  l-t 

WiQ.low    FTeil-i 

SANTA  BABBAKA 


AoadD  C  P  ft  Co-( 
Caoiiso  Rol  Inmatou 

Co-(c 
Ditjifai  Lonl*  G— f 
Grlowotd  I  3-t 
Johaaoa  J  T— f  1  e 
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JohDwn  ft  UeComber—    I 


I  c 

Llnghra)  F  H  A  Co-f 
Majoo  Stanltr  C— f 
Hagnir*    Fi»ak~1 
Miuion  Realt*  Co— f 
Moore  A  Gooocd 
Payne  O   D-f 
Porter  V  H-l 
BdikU  Geo  W-t  e 
Searlea  A  Co-f 
SeloTcr  Frank 
Spader  Looit— f 
Tliompaoa  C  A— f 
Tbomuoa   E  H— f  1 
Walkbi  Hanrr^ 
WUtner  F  M-( 
WillUns  F  S 

SANTA  CLARA 
Faljo  Robert  A— t  e 
Foatcr  A  T— f  c 
Helm  A  T-f  c 
Roll  Broa— t  e 
Stejohart  J— i  I  c 
Widner  ;obn-l 

SANTA  CRUZ 
Blaiadell  Beoj  T— 1 
Canfield  C  E— f 
Collin.  I  S— (  I  c 
DaLe  A  McKinncT— f 
Davia  E  H  A  Co— f 
Gannon  A  Vagedea— f 
Gardner  W  H— f 


Uavia  W  S  A  C 


Hoag  C 
HocEer 


Dorle  J 
UcGla. 


Pool  W  H-f 


ReahTCo  S  R— t 
Rernold*  W  E— f 


Spencer  B  M— f 


Good  W  B-4 

SONORA 
Barden  W  E-f 
Carkeefc  Martin— f 
DtuUn  Jo*-f 
Hanptoa  C— < 
OverGolKr  A  B 
S^eratrom  Ckaa-f 


a  C  F— I 

Rulhcriord  P  M-f  I 
Smith  C  £-^ 


Cook  H  C— f 
Eldridge  F  M— f 
Gill  Geo— f 
Ha.kelljr  D— f 
Henry  Cba»— f 
I  don  M— f 
ECenble  E  H— t  1 
Linden  Hardware  Co— f 
LovejoT  T  O— f 
Rexroot  D  C— f 
Scott  C  R— f 
Solare-Rocbdale   Co— f 
Thompion  S  H— f 
Zartmao  G  W— I 

URIAH 
Albertuin  F  C^  I 
Barker  J  H— f 
Oeteland  A  Engliah-f 


Hihn  F  A  A  Co— f 
Hinds  A  Fogg— t  1  c 
Hoffman  w"— f 


ANA  Co— f 

Wert  E  S— f  1  c 
Wilaon  David  I^-f 

SANTA  MARIA 

Adam  T  B-f 
Armatrong  C  V — f 
BhctanaD  L  E— f 


STOCKTON 
-jnner  T  P  ft  C*-f 
Braddock  Oldbaa  ft  Co 

-f 
Buckler  A  Eatoo— f 
Campbell  H  R 
Coley-Craig  Co 
Crane  Ceo  B— f 
Cottlng  L  U  ft  Co-f  1  t 
[tohrmaaa   P  W  ft  Son 


Hatlhewa  J  R-f 
Owen  T  il~ 
PCerr  W  U-f  e 
Prtaton  J  W-f 
Poige  A  Ford 
Puctt  R  H-f 
Pnrdy  Cart-t 


Rani^  h 


Ruddock  J  C-f  I 
Sanford  /  B-t 


Gnmikj  Dietrich  ft 


Haalam  A  FbI«— f 
Tone.  T  A  ASon 
Laugblin  Deaoe 
HorHa  L  T-f 
PTei.ker  T&oa— f 
Scaroni  L  P-f 
Smith  Cha* 
Smith  Frank— f 
Sutherland  Mr* 
Thomburg  M— f 
Whittemore  W  A 

SANTA  MONICA 
Atwill-f 
Bocfame  E  W— 
DarUng  T  E 
Kell^ 

Kianer  Ura  Charlotto— 
Hilea  ft  Tegnei^ 
Palmer  ft  S«— 
Royimiea- 
Suea  V-f  t  e 
Wiiaoa  R  ft  Son- 

SANTA  PAUtA 
Mclnloih  G  R— 1 

SANTA  ROSA 
Alley  S  J-f 
AuMtia  J  3-f 
Ayers  G  L-f 
Bamett  ft  Readiog-t  1  c 
Burei*  L  W— < 


Miller  ft  ReHy^-f  1  e 
Noble  ft  Reld-f 
Oullaban     ft     Littlahale 

Co-(lc 
Poat  W  H-f 
—    tda  W  J-( 
Spnrr  H  W-f  c 
T^  John-f 
Vineaat  ft  Haffomas— t 
Weber  C  M-f 
White  ft  Gayley— { 
Wilhlot  G  E  ft  E  L-f  1 1 
Winiamaoa  H  E-t 


Cmtal  Broa— f 
Dobbin*  S  P-f 
Fiaher  Bdward-f  1 
PothCTlnghan  C—t 
HIU  Wt]llaa^-f 
McMUlan  E  H— f 
Plate  G  N  ft  Son*-f 
Rammera  R  Ferdinaod— t 
RobinsoD  C  G-f 


Collins  T  V— ( 
Ci.hliurtt  John  B 
Coombs  Ida-r 
Coop.r  John.on 


Enos  F  S— f 


SUTTER  CREEK 
Finn  W  E— f  I 
Norton  V  W— f  1  ck 
Roae  W  I^-f  1 
Saraoco  Ftank-f 
VoorbeU  E  C-f 

TEHAMA 
A.nin  O  E 
Enia  A  T-l 
Fleming  Geo— f 
HcLana  Geo— f 
SInpaon  Gcorgo  C-^ 
SimpaoB  Tohn— t 
Small  D  ft  Soo— I 
Wahar  H  P-4 
WortUngton  J  J-f 


r<V   Htnry-f 
Iriffi"    S:   Carlan-I 


-Kara  Jamei.  V 
Mty  W  S— 1 


VENTURA 
Bame*  G  S— t 
Barnard  Frank— f 
Bayliaa  W  S— f  c 
"     imooa  John  W  ft  Co 
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CAL. — ^Ventura)  Con, 

Hearne  N  Sr— f  1 
McDonell  Chas  B— 1 
McGonigle  John — ^l 
HdntjTt — ^t 

Rejppy  &  Reppy — i  I  c 
ROey  &  Canfield— f 
Roth  Fred  J— f 

VISAUA 

Bell  I  T-f  1  c 
Byrnes  M  J— I 
Caughran  Guy — f 
Chamberi  Lr--f  1 
Clark  &  SoD»-f  c 
CroM  O  R— f 
Downing  E—f 
Dudley  srot— 4  c 
Featherstone  M  S— f 
Gannon  J  E— 4 
Giddingi  C  J-f 
Hushes  Bert-f 
Hyde  L  C-f 


ferusalem  H— { 
fohnton  C  L— I 
fohnaon  J  Sub— f 
Jordan  John— f 
'.ellenberg  F— I 
Kibler  N  W-l 
Lery  Julivt— 4  1 
Lin^ay  W  M— £  c 
Lipscomb  D  S— f 
McPhail— f  1 
Mitchell  S~f 
Sherman  Thomas— f 
Steel  F  H— £  c 
Sweet  Adolph— f 
Sweet  S  Co 
Tulare  Land  Co— -f  1 
Tromer  C  H— f 
Wilson  &  Wilson— £ 


WATSONVILLE 

Beck  Alex— 1 
Covell  f  A— f 
Ben— f 


Crews 


Morgan  T  J— f 
Kane  John  P— f 
Joy  ft  Maher— f 
Loomis  A— 1 
McSherry  Chaa— £ 
Palmtaff  Chas— £ 
Orchard  Realty  Co-{ 
Scurich  Steve— £ 
Shelby  Jos— £ 
Sm  Geo  W-< 
Tuttle  I— f 
Watkisson  A— £ 

WHITTIER 

Barton  S  W— £ 
Barton  ft  Johnson— f 
Qayton  C  W— £ 
Gregg  Bates  &  Gregg— f 
Hozsard  G  L— f  c 
Lombard  Mrs  M 

WILLOWS 

Bank  o£  Willows-£ 
Barceloux  H  J— £ 


Hochheimer  ft  Co— f 
Kinkade  F  H-l 
Knock  T  Lr-H  1  c 
Lambert  Co  Chas 
SiWey  J  M-f 
Wickes  C  R-£  1  c 

WOODLAND 

Bidwell  &  Reith— £ 
Garrette  &  Thomas— £ 
Lawson  Jno  D  ft  R  B— £ 
McConneU  J  I— £ 
Musgrove  J^D — f 
Rkhmond  C  L— £ 
Simmons  ft  Webb^£ 
Simpaon  C  D— £ 

YREKA 

DeWitt  R  H-l  1  e 
Martin  Jas  B— {  1  c 
Shearer  W  B-l  1  c 
Smith  C  S-1 
Wadsworth  Fred  £^  e 


COLORADO 


J.  p.  BBNBDICT 


C.  W.  GILL 
TSLBPHONB  MAIN  409 


B.  TYLBR  SMITH 


BENEDICT,  GILL  A  SMITH 

FIRE    INSURANCE 


I04  BOSTON  BUILDING 


DENVER,  COLO. 


HOME,  of  New  York 
HARTFORD,  of  Hartford 
PHOSNIX,  of  Hartford 


RBPRB8BNT 

NATIONAL,  of  Hartford 
LONDON  ASSURANCE  CORP. 
QUEEN,  of  America 


AKRON 

Aamuf  AUen^-f  1 
Annua  Allenr— 1 
Gibscn  H  A-< 
Hodaoa  J  G— f 
MitcheU  A-f 
Pelton  Isaac— f 
Shook  R  I^-f  1 
Vaughn  O— f 
Wilson  Bros— £  1 
Winterborn  G— f  1 

ALAMOSA 

Benson  Peter — £  1  c 
Mallett  W  H— f  1  c 
Moffatt  W  G-i  1  c 
Roper  James  J-— f  1  c 

ASPEN 

Ancnatine  G  W— f  1 « 
Brown  L  A  Vf-i  1  « 
Donovan  Wm— 4 
Folsom  Geo— 1 
Hughes  Edward— 1 


Colorado  luTeatmcnt  Co 

The-£ 
Cooley  A  B— { 
Coon  ft  Sutton— £ 
Dyer,  Hall  ft  Aldrich— f 

1  c 
Femald  Fred— 1  f 
Fogg  ft  Knapp— £  c 
Fox  Brothers--£ 
Greenwood    &    TerwiUi- 


McCray  J 
Smith  M  W-f 

BOXJLDBS 

Anderson  A  W-f 
Bellmaa  W  S-1 
Bamns  J  E— f  1 
Brown  Walter  T— f 
Clark  S  I>-1 
Cole  &  DcBackcr-4  1  c 
CoUias  A  E-f 


-^*Ed»l«,to. 

Hush  A— £  1  e 
Keyser  Philip  H-l  c 
Koehler.  True  ft  Gilbert 

Iny  Co— £  c 
McGuire  Shannon— c  f 
Murphy  G  W-f 
Nellme  Rust— £ 
Park  ft  Holmes— f  1 
Steams  St  Rico— £  1 
Wilson  &  Webber-1 1  e 
Wohrerton  E— 1 


BRECKENRIDGS 

Forman  W  F— £ 
Gaymon  O  K— f  c 
Goadard  F  M— f  c 
Thomaa  W-^ 


BRIGHTON 

Bower  M  E 
Hurst  S  G — £  1 
Schoonemaker  D 


f 


BUENA  VISTA 

Johnson  G  F— < 

Smidlinger  D  C-l 

The  Buena  Viata  Invest- 

ment  Co^t  1  c 
Walker  G  A-l 

CANON  CITY 

Bradbury  £  A— 1 
Bridewell  W  T— £  1  c 
Cassedy  G  R— f 
Havnes  T  A— 1 
Hoagin  &  Sharman— £ 
Hutton  H— £ 
Kennedy  J  R— I 
McClure  W  H-f 
McFarlane  A— I  1 
Ragsdale  ft  Sona— £ 
Rogers  John— £ 
Rowland  W  B— £ 

CENTRAL  aTY 

FuUerton    ft    Seymour— 

f  f  c 
Lake  H  H-l  1  e 
Parentau  E  V— I 
Seymour  Bennett  E— I  c 
Shuck  ft  Davis-1 1  c 
Welch  I  N-f  c 

COLORADO  CITY 

Allen  Albat— £ 
Bates  J  P— f  c 
Colorado  Realty  Co— f 
Cook  Geo  W— £ 
Drake  Martin— I 


Jackson  J  P-£ 
Kimaman  H  C— £ 
Reeoc  R  J— » 
Shirman  C  M— I 

COLORADO  SPRINGS 

Auld  J  M— 1 
Avery  Henry— I  1  c 
Bacon  Wm  H— I 
Bennett  Chaa  P— I  1  c 
Christopher  W  T— I  c 
Colorado    Investment    ft 

Realty  Co-I 
Dunnington  F  H— I  c 
Eldridge  Lewis  P— c 
Fertig  C  T— £  1  c 
Hastings-Allen  Co—f  c 
Hopkins  Chas  D— £ 
Interstate  Investment  ft 

Realty  Co— £ 
Jpnson  Wm  F— I 
Kennedy  Matthew    f  c 
Lawton  A  J— I  1  c 
Leipheimer  M— I 
Manning  W  H— 1 
Martin  A  P  ft  Co-I 
McCoU  Alex— 1 
McCreery  ft  TjSt — f 
MitcheU  H  H-c 
National  Realty  Co— I 
Nissley  H  R-l  1  c 
Patton  Realty  Co— I 
Perkins  Mofton  ft 

I  e 

Pond  Realty  Co— ff 
Scurr  Harry  A— I 
State-Kemochan  Agency 

— i  1  c 


INSURANCE  AGENTS-COLORADO. 


StaUw  T  B-1 
Sm  Keabr  Co-t  I  c 
State  RcaltT  Co— t 
TbotBH  A  X-c 
Tyler  C  E  ft  Co-I 
Warner  W  W— { 
Western  Rcaltr  Co— f 

Wills.  Spaekmu  &  Kenl 

— f  Ic 
WilliaiBWa  W  W-l  t  e 

CRIPPLE  CRKEK 
Gilliwtrick  Wm  K-f 
Harris  H  C— f  I  c 
KilpatriclE  &  Hanln^-f 
Lraea  A  Cole— f 
KeynoliU   ft   Bcrbovei- 

Sclbach-Gerdner  In*  Co 
Weed  ft  Ponia-i  s 

DEKVER 
Abbott  J  ;-i 
Abram*  A  L^l 
Adanu  5  C— ( 

AntboDjr  T  D— I 
Apnlenun  L  P— f 
Barker  A  L~I 
Bantrwi  G  Ar^  c 
Barteli   Bn»-I 
Benedict    Gill    ft    Smith 


BUbop  F  L— f  1  c 


BoTd  J  I^i  1  c 
Bradler  Setb  B  ft  Bn>-( 
Bramble  W  B-1 
Branii  Ralph  U— I  i 
Brinker  W  C-1  c 

BTodS  c""d-1  c 

Jaaes  B.  Bnwi,  Jr. 


1732  Walton  SL,  Danvar 

Brown  R— 1  c 
Bolby   F  E-1 
Carter  J  H-1  e 
Chapman  F  A  ft  Co.— i  > 
Chapman  F  A— I 
aevelsnd  N-l  e 
Qifford  E  A— I  c 
Cobb  C  D  ft  Co-f 
Cockrane  JackaoD— I 
Coatinn  E  P— f 
CowST)  J-1 
Cowlc*  I  R-l 
Ciater  ft  Rhoadet— f 


CuUo 


'Jt«. 


Dal;  Tboa— f  1  c 
Da^  GC-f 
DarU  7  M-l  c 
De  Haven  S  C-l 
Mlon  T  F-1  e 
Dodd  I.  C-i  I  e 
Dooae  T  J— 1 
Drewer  S  R^l  e 
EdDondJ.  Fraak-f 
Edwarda  J   SUnlej-I 
EUiworth  C  B— I  e 
Eniland  F— 1  e 
Eonia  W  T-l  c 
Eppieb  E  P  ft  Co-f 
Fii^ia  J  S-l  c 
Felton  G  C— I  c 


FERRIS-CONAWAY- 
SELBACH    A6ENCY 

Danw.  Cal. 
0«n«rBi    Aaeni* 

CoJortdo,  Utah,   Uaha, 
MoaUna   and   Wyoming 


Frederick  H-l 
Frick  Conrad-t  e 
Gajrlord   Paul  B  ft  Co- 


Hirriion  Jo«  H  ft  Co-1 

amiord  E  H-l  c 
Hcgarty  I  H-l  c 
Biggim  Dani— 1  c 


H.  T.  LAMEY 


J  F-t 

Ltirii  M  V-1  c 
Likeni  K  W— 1  c 

L<>diyear  ft  Co— I  c 

LoDg  M  EUa-l  c 
LucieDbu:h  3  I^f  1  < 
Lvom  &To! 
MackUn  SB 


1  B  J-1  0 
W  G-c 


McGary  J  J„]  c 
McGttgoryJ-l 
•■       ili   K  S-l   c 


l£oT.a,h  K-i  1  ^ 
lincdy  D  L-1  <■ 
"ocirijy  J   D-1  c 


Mvtis   1    1 
Nfivkirt    C 


TU  D.  C  PACKAtD 

AGBHCTCO. 

lISiaiURANCB 


I«>lt(Hti;  lialnMnHiaAH; 
IUb  UnruH  Da..  141;  Ha  ^■ 
l>a<IiL<k,lAL;  tUiini  laa  On. 
Bt Loon;  lyini  r. t ■. lai.  On. ; 


Probtt  H  R-I 
Qidck  A-1  c 
Kindolpb  Geo  B— I 
Reed   B  W-« 
Reeve  W  S-^ 
ReiDhold  O-l 
Kiichic  J  T— 1 
Roberta  L  H-l  c 
Kogtn  A  G— 1  c 
Roaa  S  R-f 
Rnblneani  H  C— 1  c 
Rudd  A  S— 1  0 
Rntberford  M-i 
SuKo^BooMll  AgencT 

Scbaefer  C-l 
Sehayer  L  S-l  e 
Scbarer  H  M-I 
Schddeniantel  ABeoer 

Schniid  J-1  e 

Garakl  L.  Sclinltr 

flEHEUL  AflEHr 
CalHida    Raw  Mtxieo 

E<iatable  F.  and  M.  hi.  Co. 

Franklin  F&e  Ia>.  Co. 

Shawm  Fire  lu.  Co. 

Caliioraiu  loi.  Co. 

Home  Fire  of  Utah 

SaaandElaclr^  Sidg.. 

Shandal  U  C-l  c 
Showalter  P  H-l 
Sklaner  W-l 
SmilcT  A   H-f 
Smith  H-l 
Smitb  I  H-l  c 
Smitb  It  G— I  c 
Smith  R  W—  I  c 
Spabr  P  R-l  c 


tlbbala  B  B-1  a 
Trial  S  D-l 
Tattle  J  F  Jr^ 
Vlneent  M  B— I  a 
Wadnrortb  H  I^-l 
Waoiworth    ft    Wtd» 

Waaner  A  S-l  e 

Wariace  J  T-l  e 
Walton  D  W-l  c 
Ja,D-l 


T    S-l 

iJt  J  M-l 
H  G-1  c 


Wilkio*  ft  Coraiih— f 

Wilion  A  Morrig-t 
Wiljoo  W  Kollo-l 
Winegar  J^' 


t^l  c 


nWeridt   W.    SUiUrt 

Snattdmi 

FIHB  A  BURGLARY 

INSURANCE 
SURETY  BONDS 

StaoabiUT  W  H-l  c 
Steama  Jobn  L-l 
Steels  N  G-1 
Stewart  A  H-l 

HEf.B.SIEW4«I 
AtENCT  CO. 

Oeneral  Annti 
PmMtaa    NaUonal 
Waatam  of  PlttAorch 
1(41    CHAMPA    SnSET 


Zirlfle  H  W-l  c 

DURANGO 
Berri  H  G— f  I  c 
Copcland  I  C— f  ]  e 
Eldredn  Traok-1  I  e 
FallottriaTCBtmeDt  Co — 

Local  SecnrhT  Co— (  I  c 
Pinarer  S  «K-  (  e 
Rockwood  ft  Perkina— f 


Blunt  InvCo-f  ic 
CannqdY  ft  Hind-I 
Colky   iv   W-! 
Houstoa  H  H-f 
Jack  Edmu-f 

U.c—-" —  '  '-    ' '  - 

San< 


mder  I  T-f 
ilkej  ft  H— I 


FORT  COLLINS 
Adas*  Rollh  E— [ 
Beiei  Broa— [ 
Edwarda   ft    Kinock 
_A««nc»  Co 
Fort  CoIUnt  Ibt  Co 
Fothergill  Gordon  M— [ 
Fnller  W  R-f  1 
Ciller  ft  KiO^^ 
Heath  W  H-f 
Kbnlaoa  H  J— f 
Lewark  W  T— f 
New  England  Seenridea 

I.  Secur^tiea 


few  Englan. 

Co— ri  c 


Co. 
North  Colorado  Land  ft 

Kobeteat,    Bndrow    ft 

BmnphreT-f   1 
RnuelfH   I 

St  aiir  Morgan  Realtj 

Tedmon  B  S-f  I 
WMtem   Real   Batata 
Kichanfe 

GEORGETOWN       i 
Eimar  H  G— 1 

LeJBT  R  A— f  I  a 
Selfried  Henry-f  ^ 

Tomajr  John— 1 1  o 
White  /ohn  R— f 
GLENWOOD  SPRINGS 


Dtrrow  C  W-l  e 
De  Lan  S  J— f  c 
Dlekeon  A  J— f  I 
Edlnger    Georve-f 
Keck  Chrlallan  H— f  I 


IHSOKANCE  AGENTS-COLOBAtK). 


COi-— Con. 

GOLDEN 
Benedict  W  P-f 
Daridaon  J  L — I 

eineioii  A  D-c 
cC»U  Ch»»-i     , 
TtuiDUnce  C  F— I 
W»rd  ThoiDi»— f  c 
WiUUnu  Wm-< 


Caldwell   &  Walker 
Cue  E  N-i 
Chtrtington  C  E-I 
Claik  (,1m— 1 
Coe  F  M-1 
Cohen  O  G-f 
Ddnplaiii   M   O-Il  i 
DeLoag  Hortce  T-i  I 
Forty  M-l 
Gr.»  H  J-f  _,    , 

Hampton  A  ]-f 
HeOio  E  R-l 
Home  lov  Co-I  1  I 
Knox  J  M— f  L 
Lancaster  J  R-1 
LouBh  C  R-l 
Lougb  N  A-f 
Lowe  &  Son-I  1 
Lyooi  F  A-i 
Maglll  R  I^f 
McGill  &  Wont-( 
Ma^er  I  S-f         , 
Miller  &  Ekeggi— I 
Milne  &  Miloe-I 
Mullen  S  M-f 
Rarmy-UdJock  Inv  C»— I 

Bhore  Henrr  R— I  1 
Rich  C  B-f  1  c 
Settler*'  In*  Co— E 
Simpson  C  G— ( 
Stone  D  T-f 

Wallace  W  S-l  I  c 
Walker  R  C-  I 
Wood  H   B-f 

GREELEY 
Biker  F  E  &  Co— f 
Beer  C  W  &  Son-f 
Boomer  W   M— f 
C«rrel  C  C— f 
Cetonj'  Iht  Co— i  c 
Colorado  Land  Co — f 
Crirt  W  C— f 
Cron*  J  V— f  1  c 
Dou^a*  A  Cdleman— ( 
Downer  E  H— f 
Ewing  T  C—f  e 

JoDea  D  D-f  fc 
KnftW  J  A— f 
Knight  ft  C—f  c 
McOenahan  A  K— f 
UcFhenon  J  W — I 

Humper  A  L  ».Co— f    , 
Newton  BjTOn  It  Son — * 
Older  E  I^( 
Pnrdy  W  H  ft  Co-^ 


Statler  Geo  D— f 
StrickUnd  ft  Uorgan— ( 
Vanderpool  ft  Son — f 
Wdili  i  Hartin— {  1  c 
Woodrof  ft  Sob— f 


GUNNISON 
Gordon  John — f  1  e 
Lake  Henjjr  F-f  I  i 
Palmer  E  G-l  I  c 
SUIa  C  T-l  c 


Irwin  Stock  Co-f 


IDAHO  SPRINGS 
Broid  Wm-f 
Burke  Jot-f 

Buih  ft  Bonner  Agencr 

Co  The— f  1  c        _  ,  . 

aev     Creek     ft     Gilfdn 

Trmat  Co-(  c 
Keaeltaod  George  S—t 
Mallilen  John  T-f  1 
Moicript  Geo  W— f  c 
Sidner     MoriU     Agencr 

WWni  John  A-f 

LA  JUNTA 

B*eibJ.hmVHart~f  : 
Qsrk  H  H-f        , 
Dunlap  Blanche— f 


Norton  Clara  M— f 
Seeley  C  L-f  c 
Wincdell  G  H-f  c 
Wood  S  E— f  c 

LAS  ANIMAS 
HendcrHD  S  W— f 
Faulkner  S— t 
FiiT  H-f 
Krerbill   F— f 
'  imbiiiht  A  M-f 
^taoemaker   EU— f 
Scott  P  G— f 
StebbiDl  ft  Johnion— t 

LXADVILLB 
BntlerPred 
Heal*  Dan-f  I 
Leadrffle   loa  A  Bealtjr 

Hilacr  ft  Hnrd-I  1  O,. 

StiekUr  In*  ft  Boltr  C« 
StatMbBTT  ft  Ltndiar— f 
WbippU^Loomer  ft  Ml- 
YoDO  ^riuUm 

LONGHONT 
B*nderJM-f 
llum   R— f  e 

JsrvJ  ^ 

^i^Sn'LH-f 
Dwark  ft  Gapp— f 
Home  Real  Eautc  Co 
LongBoot   RcaltT  Co.— I 
Parka  Brother*— f 
Rnitwet  O  G— f 
SchwalbT  Ed-I 


Qumingliani  I  H — ( 
Deoni*  Geo  L— f 
Eedg  Oiao-f 
Goddart  ft  Drake  Real 


Tidin*oo  ft  FonntaJn— f 
Lorelaod  Brokerage  Co- 

McCraen  W  H-f  c 
Smith  H  R-f 
Woolverton  J  R— f 

MAMITOU 
Fenfield    H    R-f 
PoUen  C  A-i 
Roaa  H  J—f  >  <= 
Sanford  TJ-f  I 
Sawin  W  D-f 


Gilbrailh  H  J— f 
Kerr  C  C  4  Co-f 
Saniord  W  C-( 
Warburtoa  G  S— I 

MONTSOSB 
Baker  Chaa  T— f 
Bell  ft  Carlin-I 
Croae  W  P— f 
Deeble  ft  RalUs»~f 
Fink  H  C-f  I 
Franklin  W  H-t  1 
Gibaoa  ft  HaTca— f 
Gilbert  Geo  O-t 
Heath  Fred  W-f 

K^W  &  WIttle— f 
Montrose  Realtr  Co— t 
dinger  ft  Johnaot>— f 
Reddinr  W  O-f  1  c 
Reeves^  Silfa— f  I  c 
Ripper  G  W— f  I 


Yoric  ft  Rathmell-f 

PUEBLO 
Bonner  W  F-( 
Bcarton  ft  Co— t  c 
Cambron   Charlea— I 
Campbell  Wm  U-f 
Crawford  S  F  ft  Co-( 
Crockett  Co— < 
Currie  H  S-f 
Donnel^  T  D-l  1 


chwalbr  Ed— I 
nith  GE-t  I 


Stephena  J  C—f 
Stuphen  R  G— f 
St  Vr.in  Really  Co— f 


LOVXLAND 
AlkB  E  S— f 
CtarkCE-( 


Rar  Realtr  ft  Ini  Co,  C 

Reno  O  F— f  I 
Roland  ft  PoUaid-f 
Sare-J   M-I 
Smith  O  G— f 
Sdekner  Oiaa— f 
Vroom  J  L-< 
Wataon  A  G— I 
Wataon  O  C^-l 
WilaoQ  Joi  R-I 

ROCKY  FORD 
derson  Mr*  Uarr  J— t 
wman  ft  Lataon- f 

--ritlon  I  N— f 

Oiy    HeaItT   Co-( 


Preble  Geo   E— fe 
Rorkr  Ford  Realty  Co— f 
Shtldon  O  F-1  c 
Slo»n  A  C—f 
Steele  a  I  n graham— f 


SAGUACHE 
BoTd  W  P— I  c 
Loekett  W  C-t  1 

SALIDA 
Berrian  E  C—f 
De  Weeae  J  W— I  c 
Brwin  W  D-f  I  c 
Gloyd  F  W 

Matthewa   ft    Bromley— f 
Ryan  Tboa— f  c 
WeaTcr   Agencr-f 


SILVERTON 


»  Joalah-f  1  c 

STERLING 
Baldwin  A   Whittia— I 
-iraey  P  D-f 

irthalow  D  A— f 
_/owB  G  C—f 
Brown   O-f    I 
Frirlnrr  ^  R 


a  T  J-l 


Globe  nre  I»  ft  Innat 
Co-i 

E  E-f 


KioB  Gearge  Z-4 
Hilliln-CBnipbeU  loreft 


C-f 

HIddlekamp   Bros— f  1 
Horrla  H  O— f 
Pond   ft   Hill-< 


1   !•  J-f  c 


Watts  V  B-f 

TRINIDAD 
AlFord  L  I'-'  1  « 
Bailey  Cfaaa-I  1  e 
Bateman  Geo— f  1  e 
Bennett  ft  Wilaon— f  1  c 
Brigham  E— f  1  e 
CaiGman-Holland  Agency 

Co— I  1  c 
DaT  E  H-  I  c 
Fofaom  S  H-t 
HcGlaaban  ft  Gow-tU 
Packer  ft  Cooler— I 
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Parker  E  S— 1 
Reese  Geo— 1  c 
Tipton  F  M— f 
Tipton  C  F~~t 
Vossbeck   &  DtmlaTy 

Agency  Co— 1 1  c 
WUBamt  F  A  A-f  c 


VICTOR 
Coatet  Tom— I 
Hopldnt  Mrs  Emma 
Kinplcy  Agency  Co  The 

McAvoy  &  Betsoldt-I  c 
McDonald  P-f 


Reardon-Simonton 

Agency  Co  The— f  1  e 
Weippcr  P  J-f  1  e 

WALSENBURG 

Dick  Geo— f  c 
Masxone  Victof^  1  c 


Walten  &  Lawtoa— fie 
Wolfe  V  C— f  1 

WEST  CLIFF 

Beardaley  G  B— f 
Dickaon  Aaa— f 
Merriam  W  E-C 


CONNECTICUT 


CHARLES  B.  PARKER 


WILLIAM  H.  SMITH 


CHARLES  E.  PARKER  &  CO. 

Managers  New  England  Department 

Insurance  Co.  of  North  America  of  PhUa.,  Pl 

Philadelphia  Underwriters  of  Phila.,  Pa.,  aod 

Alliance  Insurance  Co.  of  Phila.,  Pa. 


HARTFORD 


50  STATE  STREET 


CONN. 


ANSONIA 
Atwater  &  Sona  Wm  C— 

I  1  c 
Bristol  Charles  E^  1  e 
Bryant  Edson  1^-4 
Coon  David  E— 1  e 
Gordy  B  S-f  1  e 
Hnll  A  E-le 

eirdan  Henry  A— f 
anTiUe  Theo  L-f 
Nelson  William  A— f 
Renwr  C  E-1 


Dith  las  T-f 
Spiro  Adolpb-f  1  e 
Twcll  Lndna— i  1  e 


BERLIN 

Bvrdick  H— 1 
Deming  F— f  1 
Robins  E  G— f  c 
Woods  F  B-1 


Enf^ish  C  J-1 
StCtfT W  A-f 
Gilbert  H  A— f 
Hanna  Geo— 1 
Kyle  H  F-f 
Riley  Wm-l 


rcbb  H  A-c 

^roodmcn  A  K"^ 

BRANFORD 

CUbhaa  J  P-f  1 
Carney  PT—l 
Clapp  W  H-c 
Foote  W  R  &  Son-f 
Gasnty  Joseph  J— 1 
HoaleyB  F-f 
Isben  EB-f 
Eannr  F  J— f 
Knowies  E  B — f 
IfcKee  W  J 
Pkfaner  Geo  ft  Co— f 
Thonaa  J  B — ^f 

BRIDGEPORT 

Allen  Howard  McDonald 

—1 
Anderson  Clarence  D— f  1 
Anderson  Percy  P-^  1 


Anderson  ft  Co — f  1  e 
Anslow  John — ^1 
Antiguani   Angelo— c 
Banks  John  W--c 
Bertram  &  Greene — f  c 
Beardsley  Clifford  W— f  1 
Beers  G  B — c 
Ben^  John  J— 1 
Bladbnan  H  L  ft  Son— f 

1  c 
Bradley  J  C— £ 
Bridgeport  Land  ft  Title 

Co— f  1  c 
Broderick  Richard  H— f 

1 
Brown  Fred  £—1 
Buckingham  Walter  T— c 
Buda  Stefan— 1 
Burr  ft  Knapp — f  c 
Catlin  L  S  &  Son— f  1  c 
Chamberlain  Wm  W— 4 
CkTeland  Chas  D— 1 
Qintsman  Fred  W— f  1  c 
Cole  Chas  S  (Inc)— f  c 
Connelly  Roger  T— 1 
Connor  Joseph  W — c 
Cowles  Ward  M— 1 
CroBsley  ft  Clark— f  1  c 
Devitt  ft  Co— f  c 
Edwards  Berkley  H— c 
Edwarda  Louis  R— f  1 
Edwards  Norton  L — f  c 
Finn  Frank  E— 1 
Fisher  John  T — f  1  c 
Garner  Wm  ft  Son— f  c 


Geddings  ft  Hugh( 
Goodsell  G  W  ft  Son— f 

1  c 
Goodsell  Zalmon  ft  Co— 

— f  1  c 
Gray  Mason  C— 1 
Greenspun  Geo— c 
Griesinger  Wm  ft  Son — 

f  c 
Harty  Wm  H— f 
Hasbrouck  F  E— 1 
Hatfield  W  A  H— 1 
Hathway  Geo  J— f  c 
Hempstead  Arthur  S — ^1  c 
Hirsch  Msrcus— f 
Hitch  Chas  H— c 
Hurlock  Bertha  M — f 
Hurlock  E  W— 1 

Johnson  John  A— 1 
ones  J  B— 1 


foyce  Allen  L— c 
lellogg  Chas  D  H— 1  e 


KenneUy  John 
Kenney  Michael  A — ^f 
Lee  Bernard  F— 1 
Lewis  EUhu  N— 1 
Lindh  Olof— 1 
Linebargh,  Caraker  ft  Co 

— f  c 
Linebargh  W  G  ft  Son— c 
Loewith  S  ft  Co— f  1  c 
Lounsbury  &  Bant — c 
Lyon  H  M — 1  c 
Lyon  Louis  H — ^f  1  e 
MacCallum  Ellery  A— 1 
MackDonald   Sami— c 
McDounll  John  S— c 
McNeilTohn  A— 1 
Marigold  ft  Meyer — 1 
Meyer  E  I— 1 
Miguerey  Geo  A— 4 
Miniter  John  J— c 
Moore  John  W — ^1  c 
Morris  James  A — f 
Neal  Arnold  A— f  c 
Nichols  Chas  A— 1 
Nichols  ft  Boothe— f  c 
Noble  John  F— f 
Orton  E  J  Co — f  c 
Peabodjr  Joseph  L — ^1 
Pease  James  A  ft  Co — f  c 
Peck  Louis  E— 1 
Pewtreas  Sam'l  L — f 
Phelan  Bros— f 
Pike  Benj  F— f 
Pinkerman  ft  Koletar — t 
Prendergast  Wm  B — ^1  c 

uint  Joseph — 1 

edfiefd  W  M— f 
Renzi  Antonio  S — f 
Rice  Wm  W— « 
Richards  L  E — i 
Ripley  Edwin  L— 1 
Roberts   Joseph   B— 1 
Robinson  Miss  Emily — 1 
Rock  Alfred  V— 1 
Rockwell  Wm  G— f 
Ross  Chas  A — c 
Ryburn  J  J— f 
Saulter  Wm  A— 1 
Schlunct  Louis— c 
Schluntz  Christian  L— 1 
Scully  John  J — c 
Scrib^r  Co  The  (Inc)— 

f  c 


S 
R 


Senger  Henry  J — c 
Senger  Joaeph  M— ^ 
Sharpa  Herbert  E— f 
Shaw  SamV- c 
Smith  Wm  C— c 
Spencer  Robert — f 
Staplea  Jas  ft  Co— f  c 
Stearns  Clarence  A— « 
Steeyes  Cecil  A— c 
Stein  Max— f 
Stetson  I  M— f 
Stilsing  Henry    c 
Terrjr  A  M— 1 
Tessier  George — o 
Thompson  C  £  ft  Sons — f 
Thompson  WilUrd  G— c 
Tohnsn  Wm— 1 
Toppitzer  Cornelius — 1 
Treadwell  E  E— c 
WalkerJasJ— I 
Wslsh  Brothers— f 
Walshe  Jas  J— 1 
Warren  Tracy  B— f  1 
Watson  David  F-^ 
Watson  T  L  ft  Co— f  c 
Weiss  Jacob— 1 
Wells  Frank— 1 
Whitney  D  R— f  1  c 
Whitney  Robt't  G— 1 
Wilson  CUfford  F 
Withington  Aug 
Zimmer  Sami — f 

BRISTOL 

Demanch  O  E — 1 
Dunbar  E  Lr-^ 
Heffeman  Daniel  J— f 
Maaon  C  V  &  Co-f  1  e 
Maaon  S  H— I 
Peck  M  L  &  Son— I  1  e 

COLCHESTER 

Adams  W  P-f  c 

Baker  A  A-f 

BueU  &  WUlard-f  1  c 

COLLINSVILLB 

Havens  I— f 
Humphrey  Harold— c 
Jenkins  C  S— f  I  e 
Lewis  Emerson  R— f  1  e 
McGsrrigle  Frank — ^1 
Perkins  H  P— f 
SulUvan  Wm  H-f 
Thayer  C  W-< 
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CROMWELL 
Barrow*-CodelU  l—t  I  i 
BeaumoDt  T   M— i 
Boardnuui  A—* 
Bovcn  Edw— f 
Bogbce  W  A-c 
Buggic  Wm  H— I 
Cornwall  Abncc— c 


Croful  H-c 

Foole  L  P— 1  c 
Hiwley  Joieph  H-I  1  < 
Hodge  Eber  A— 1 
Hodge  Ini  Agency-Ill 
Hoyt   Thco-1   1  c 
Hoyl  h  Davi>-f  I  c 

Ke"nAr/wH"' 


Rogers  Dwiaht  E— 1 
Scoll  Geo  G 
Shecbu  E— I 
Snveni  Geo  C  &  Soa— 

Tayin  C  I^-f  1  o 

DAHIELSON 
Andertoa  Emoir— I 
Bamn  W  H  Jr-^ 
Brown  Gee  S— f  1 
GueiD  J  S— 1 
Gond  Geo  B-l  1  e 
Keuh  Fred  S— 1 
lUlhewion   &   Vnada- 


Wood  E  O-l  c 
Woodwortb  A  V-l 
Young  Earl  M— f 


BlrdMTe  T  S  &  Son— f 
Home  Tmtt  Co— (  c 
HcEnemerJ  L 
HcHahon  D  E  ft  Co— 

HdllTlWft  Co-I 


EAST  HARTFORD 
Alton  R  C— f 
Bell  R  H— f 
Jenen  H  A— I 
litbert  A  C-^ 
Henimu  Chi*-1  1  c 
Olmrted   Carroll    ft    Co 
-f  0 
Soberu  Homer  C— f 

ENFIELD 
BiMland  J  K~i 
DaTii  J  P-^ 
Keach  H  B-c 


FAIRFIELD 
Banki  E  S— f 
Rckett  E  W  S-f 


PORRESTVILLE 
Brannan  Geo-^ 
Doheity  G  C— 1 
Holden  J  F-t  I  c 

GREENWICH 
Beam  George  E-f  1  c 
Boeb  Jolm7-< 
Cameron   Charlea-i 
Cooke  Tbomaa  H-t 
Dayton  Henry— f 
Ferguton  W  R— I 
Finney  B    F-( 
LEnke   Guiu»  A—l 
McKinney   N   B-f 
Head    Elkanab— f 
Timmoni  L-l 
Wellatood  SobI  ft  Son- 


GROTON 
Baker  M  HUlon-1 
Bailey  F  "     ■ 


Hooker  ft  Fenraio— f  c 
larman  Jaa  H-1 
Johnion  H  E— 1  c 
tobnaton  John  F— 1 
keane  Ja*  H-f 
Knox  Arthur  S— f  I 
Knox  R  C-1  c 
Lamb  John  W— 1 
Little  H  E^l  e 
Long  HC-C 
Loyden  Fred  R-~i  a 
Marquardt  H  C-t  c 
Mayer  Jerome-f  e 
McLaughlin  Wm  H-^  _ 
McMaou*   A   Holcomb— 1 
Merriman  Chu-f  I  c 
Muiio  JoKph  M-f 
Neilton  N  C-1  e 
Newton  Loomi*  A^ 
Northrop  Rkbard  M— I  e 
Parker  Oui  E  ft  Co— f 


Squire  W  H  ft  Co-I  c 
Ste*eni   A    1,-t 
Stowell  W  O  Ji^ 
Twice  Bmce  C— I 
WUeox  W  I-o 
Wood  C  H-4 

MIDDLETOWN 
Babcock  Saml-i 
Bacon  J  E  ft  Co— f 
Bougbton  A  I^-f 
Bacon  J  B-t 
BouteUTer  W  H-1  c 
Butler  Dale  D-f  1  e 
Chaae  Daniel  W— i 
Conghlln    ft    CouKhlin— i 

De  Uattrice  W  J— a 


Edieci 
Gallnp 


_  A--I 
iaon  Walter  R— I 
■    Frank  J-I 


ip   Frederick— f  1 


I   ft   Ancn 


Alieraon  Dayld  S— e 
Baker  W  E  ft  Son— t  1 
Barker  E  B-f  e 
Bartletl    Broa— f 
Barton  M   H-1 
Beardaiey   ft   Beardaley— 


Price  R  C-f 
Rogers  Erie-f 
«oger>  W  Frank—: 


Setde  ft  Co  H  W-t 
Seide  R-< 
Shepard  Chai  B— 1 
Shipman  jamea-1  c 
Small  F  F  ft  Co~f 
Spencer  B  Haliey— 1  e 
Suplea  Geo  W— I  c 


i  1  c 


<  ft   Lri 


-(  1 


Buckland  C  Edward— 1 
Burgey  F  W— ( 
Bomham  Frank  G— 1  c 
Buna  Toiepb— f 
Carroll  Joi  R-1  c 
Cbapman   SiLaa  Jr — f  1 
Chnteh  Eiri  D— 
aarkin  J  H-f 
Conklin  H  W  ft  Co-^f  1 
CoigioTe  Jno  F— i 
Couch  T  E— 1  c 
Cowlea  E  5-f  1  c 
DeLap  F  W-1  c 


Ev»D«  D  «  J  D— c 
Farrell  Tamea  T—f 
naher   The  Geo  B  Co 

f  e 
Fallen  Geo  I—e 
ForaD  Tho»  J— 1  c 
Fnmlral  G  U-I  e 
Goddard  F  E— 1  c 
Godfrey  C  W-1 
Goodrich  7  H-1  c 
Gorton  J  C-1  c 
Gorton  P  G— 1  e 
Griawold  Fredk  A-l 
Harbiaon  Alex— c 
Helios   Jobn   J— f 
Hinkley  A  G— 1  c 
Hoffer  Fred  S-1  c 
Holbrook  Dwight  G-1 


Ward  Wm-I 
Warner  Edward  H— e 
Watnn  Geo  I-l  c 
Webater  ft  Baker-t  1  c 
Whitmore  H   B-( 
Williama  C  C-1 
Woodbntn  Ceo  W-^  c 
WriRbt  Edwin  A— 1 

HAZARDVILLE 
Bridge  A  G-I  1  c 
French  W  E-f  t  e 

JEWITT  CITY 
Burdick  A  C— f  c 
Honrlgan  John — c 
Leonard  J  E  ft  Son— I 

LITCHFIELD 

ihop  C  B-f  I  e 

Clork  Elfin— ( 
Karl  Rudolph 
Marsh  Wm  T-t  1  c 
HaMnFB-l 
Wecka  E  D-1 

MANCHESTER 
Rich  Geo  F-f  I  e 
Rich  R  G  ft  Co 
Skinner  A  H 
Vibberti  H  I^-f  1 


Gardner  A  H  ft  I  I-f  1  c 
Holt  ft  Ste»eoa— (  1  e 

Shoion  J  Adolph— I 
cLougnlln  Broa^^f 


i1>baid  E  n-f  e 

iwton  Jaa— <  I 

Walab  Tlioa— t 
Warner  H  H^ 
WHgbl  Jobn  L-f  1  c 


Cajwood  Anna  E— « 
Cheater   Oark-I 
Durand  W  C-f 
Hepburn  R  R— i  c 
Piatt  C  W— e 
Roberto  GA-^ 
Smith  Geo  j-f 
Smitb  H  C— I 
**"  Binpaon  Tbao— f 

MONTVILLE 
Bradford  G  H— f 
Hope  C— 1 

MYSTIC 
Deniion  Daniel  E-I  1  c 
Hinckley   Frank   H-I 
Hoiie  John  H-f 
Packer  TEA  Co— I  1  c 


D^ton,  Rumne7  ft  Wig- 

C  F-f  e 

^ Tbomaa-4 

Swceoer  Jaa  E— fie 

NEW  BRITAIN 
Alford  F  H-f  1 
Atwaier  J  F— f  1  e 
latne*  L  M  *  "- 
Jonn.  Real 
Co— f  I  c 
Cox  ft  Dunn— f  1 
CnrHi  H  I^^  e 
Danldaon  AaroB— 1 1 
Hatch  W  L-f  I  c 
Henneney  George  F — f  e 
Hoard  Henry— 4 
Home  Banldng  ft  Realty 
_Co-f  1  e 


HompbrcT  C  A— f  I 
Humphrey  H  D-(  1 
Kllbonme  B  O-t  1  c 


Moore    Chat   H    ft   Co- 


Page  ft  Pardee— f 
Plumb  Joaephioe  U 
Rejnolda  H  G-f 


Star   Real    Eatate  ft  Ina 

Co— f 
Sterna  ft  Lockwood— f  I  c 
WataoD  Tamca  I-l  I 
-'-Terman  F  U  ft  Co 


NEW  CANAAN 
Green  F  E— i  c 
Hwkiiii  T  A-i  1 

Smta  V  N— f 
errm  Favioa  HcL— f 
Mone  R  K-4 


NEW    HARTFORD 
Jonei  C  E— I  1  c 
JoDca  H  Rocer  Ji — t 

NEW  HAVEN 
Adam*  John— 1 
Adanu  XoU  U-l 
AUca  H<UT  P-1 
AoMKiis  C  N 
Antfacmj  ft  Allithotpc 

Co— f  c 
Atmtcr  W  J— ( 
BwlcT   Cbegtcr  A— f 
Baldwin  Cbai  A— f 
Bates   S    W— 
Beecbcr  Realty  Co— f 
Beera  Robt  A— 1  c 
Biahop  &  Co— 1 
BlalcUey  Jacob  E— f 
Blina  ]  S— c 
Brenner  Hoiris— f 
Bnddock  H  J— { 
Bradle;  J  C  &  Co— t  c 
BntxtMa  H  C-f 


CaliahBD  Eatcne  / 


Caaaoecchia  B—l 
Clark  Herbert  B — I 
Coaa    Chailea  R  A  Son 

Coan  ft  Buonelt— f 
CotSej  Edw  T— 1 
Cole    E  C-f 
Condon  John  A — 1  e 
Cooper  F  G— t 
Deao  A  N— 1 
Del  Grejo  Eofene  3 — f 


Hari7  E 


Eaa  B  P— I 

ETarta  Frank  A— c 
Failcr  Thilo— 1 
FieMa    The  W   T  Co~l 
Fieoitien  Laaia-H 
Fiteh— 1 

F.txgeiald  Tamei  I—! 
Fitegenld  W  E-^ 
Froaqaer  Fred  F— f  1  c 
Gillele  John  B  ft  Son— 


J  ft  Cbambci- 


HaniHon  F  S  Jr-4 
Hart  S  W-1 
HanS  John  A-^ 
Heminnrar  *■  " 

Hen  H— f 

HiUard  Wm  E— 1  c 
noadler  Edw  J-t 
Howartb  ThM  5— t  e 
Hon  WlllUm  F— f 
Hoco'i  PblUp  Sana— 1  1 
Hott  J  W— 1  c 
HTlandjokn-e 
Kanti  R  I^-f 
KetlcT  tico  B-4 
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KotIcwi  J  C-I  I  e 
Koclla   Loniie— f 
Kofan  ft  Aal-i 
Leonard  M  J-1 
Lomaa  ft  Ncttleton— I  i 
Main  Walter  /     - 


Hanifield  L .. 

Muon  Frank  H— 
McGann    ' 
McNeU  V 


I  A— f 


\    John''c-'    ' 


Poat  John  H— 1  c 


Roaenbluth   Louii  H— f 
Rowe   H   K—i 
Ruaao  Panl— f 
Hyder   Murk— f 
SaBtrr  Harry  V— f  1 
Scliu«  J  H-e 
SchiSer  W  B—l 
Shepard  H  H— f 
Slajrtoa  Lndni  C— I 
Sloan  The  John  T  Ci>-t 
Smith  Joaeph  H-^ 
Sprerer  Charlea— f 
SteinachaiB  L  W— 1  e 
Sictaon  Inac  H  -1 
Stranb  M-f 
Sullo  John  F— 1  c 
SwtSKT  ft  Kelaer-^ 
Thonpaoa  C  E  A  Sow 

Tbompaoa  John  H— 1 
Ttrttle  D  W— f 
Tottle  Mri  B  E— f 


Ward  Fredk  S-f 
Warner  Henry  A— f 
Warren    Henry    C    ft    Co 

Weaver  E  H— f 
Weld  ft  Son-i  1 
Wilioa  Chaa  ft  Ca-<  e 
Wri«ht  J  V — 


NEW  LONDON 
Beon  M  W-1 

Bindlob!  Ceo-I 
Chippell  Win  S— fe 
Coil  Wm  B_l 
Cnndall  y  D— fc 
Da  boll  E  V— fe 
Dillon  Tho>  C-f 
Dolon  Ed  S— 1 
Ede.ir  Thoraa-— t  c 
Grav«  J  M— f  1 
Hill  Tame,  H-fc 
Kimbell  H  B-1 
learned  J  C  &  Sjns-I 
Lord  R  1  Co-I 
McGinlcy  liioi— f  c 
McGinlcy   J    It-(    c 
Miner  S  H-( 


Steami  A  C— I  1  e 
Shurta  P  H— f  e 
Wt«Ter  H  C  *  Co-f 

NEW  WLFORD 
Myiatt  R  F— f  I  c 
■at  RandaU  Co-fe 
Todd  C  A  ft  A  G-f  I  e 

NEWTOWN 
Leonard  A— f 
WHf bt  F-f  1  c 


NORWAUL 
Anatia  Alfred  E-f 
Brinston  Wm  H— I 
CBTtia  Charlea  B-4 
Dann  H  E  ft  Son— f 
Da  Fane  OVa-A 
Harrl*  Honiei^-I 
HnU  D  S-( 


iSTi/J 


-  Bricn  Peter  0-1 
Raymond  ft  Pollard— ( 
Stuart  Edward  C-^ 


Butler  ft  Co— (  I  c 
Edwarda  Cbaa  B— f  e 
Strons  ft  Goodrich— f  ]  c 


□aria  Frank  O— 1  c 
Fuller  LtKioa  H— f  I 
Gormao  Richard-f  I 


ROCEVILLE 

-EiMll   L  &*S^n-i  e 
Carroll  Junea— 1 
Cullen  Hicliael 
Fahey  John   E— 1 
Garran  Tlooial — t  I  c 
Hiyward  Arthur  L-l  c 
King  L  C— f 
M'Kinttiey    John-l    i 
Randall  ft  Randall~I 
Rice  Geo  C— 1 


SALISBURY 
Flood    Lake 

SEYMOUR 


CotUna  Jerome— e 
Craney  J  F— (  e 
Crauton  F  H— I  c 
DoBohue  F  D— t  e 
DriacoU  E  J-1 
Flaaler  Oiaa  F-e 
Fnlter  T  E-f  c  1 
Guy  Tyler  D-1 
Harria  EHxa-l 
Hewitt  G  L-« 
HlitiDs  E  W-e 
HUnlna  Uietael  C-1 
Hill  Wm  F-t 
Hill  G  Curtl*— f  e 
Hant  0  E^I 


SHELTON 
Bewd   Bennett   N— (   I 
Kneen  E  W— f  I  e 
Sloan  Cbaa  H-l 
Sloaa  Wm  B-f 

SIUSBUSy 
EnoGC-l 
"lerce   C  A  Jr-c 

SOUTHINGTON 
Brown  Franklin  G— i 
ElUoa  Richard— flc 
Cridler  J  W— f  1  c 

HeminWa;-Lcwi>   Ina 
Realty  Co  The— f  1  c 


Learned  B  F  ft  Co-~f  I  e 


Nlcholaa  Tarrant  ft  Co 
Nonon  H  A— I 
Palmer  ft  Ro«r«— f 
Parker  John  P— 1  e 
Royce  F  I— f  e 
Whitney  C  E-f  1 
Wooater  R  H-I 
Yooni  Wm  B—f  I  c 

PLAINFIELD 
PtacB  W  A— e 

PLAINVILLE 
Downins  Jamea— I 
Hart  F  A-1 
Haatinn  F  D— I 
Hanaiiic  Oarton  H— i 


Bnrr  B  G-f  1 


Viberta  H  I— f 

SOUTH  NORWAUC 
Becker  F  C 
Crockett  Wm   G— f  1  c 
Field  Fredk  H— 1 
"dU  Dennli— t  e 
—iwrence  J  B-f  1 
LaytoB  J  a  ft  Co-f  I  o 
HcGorem   Chai  T— f 
O'Brien  Stephen  J— 1 
Power  Ladnaan  ft  Co 
Taylor  ft  Gofdcn— f  1  c 
"^Tco«  WitUan  S-I 
SOUTHPORT 
Perry  H  H— f  e 
STAFFORD   SPRINGS 
Botttr6e]d  H  O— e 
Harwood  Chaa  F  ft  Co— 

f  I  e 
Heatd  W  H-f  I  c 
Sandtord  F  G— 1 
Siawick  George — 1 


X 


INSURANCE  AGENTS-DELAWARE. 


CONN.— Con. 

STAMFORD 
Abbott  G  H-( 
ADder»ii_J  M-^ 
Anta  E  H-f 
Bcnuinahofi  F  S— t 
Bell  HuTT— f  e 
Bishop  A  ItockwcU— f  e 
Dnnn  U  1^-f 
nnncT  Johiv— { 
Fitch  Gflblrt  L-1 
nt«lbboa  R  t-f 
Foote  H  W— 1 
Hantihui  J^id  T— f 
Hoyt  Fruk  H— I 


Rhiaehiit  L  D— f  1  c 
Tiff  Fred  A— ( 
ValcntlDe  A  Joae>-f  1  i 


STONINGTON 
Anderun  Jerome   S-^ 
RobiBWvG  H— I 
Tmmbiill  Fruk— f 

SUFHELD 
BlwD  C  C—l 
Falter  C  S— ) 


TAFTVILLE 
CoUiiu  lohs  T-1 
Bradt  Adolpfaiu-^ 
Pontvnr  T'Hin  f^ — 1 

Kiader  Rail 
HcCutb! 


Ralpb-1 


C-l 

TERRYVILLS 
Fsm  J  O-t 
Huie  Okuw4  1  e 
Slnrr  J— « 

THOHASTON 
Belden  L  I-^ 
Barlcr  Tbsmu— ) 

Ckt  ;■•-" 


THOMPSON 
FoDlelotW  C-t 

Fourtellolte  Oic»r— f 

THOHFSONVILXS 
Biuland  J  K-( 
Bninard  D  A  H  K— I 
Brown  F J-f 
Davii  J  P-f 
Duilon  F  0-f  e 
Gormm  M  J-f 
Gowdr  Tudor-t  1 
Govrdr  W>lli3-i 
Hanneberi  Falrkk— 1 
Huabea  W  J-f 
Mdlor  John 
Mulligax  W  J-l  c 


TORRINGTON 
Bittiei  Jai — f 
Bosardua  Lf — fc 
Brwki  A  McNeil— lU 
Bunii  E  J-i 
Bum!  T  M-f  e 
Haodlin  J   L-l 
Millene  J  &-f  1  c 
Mann  Hmci  A  Co — fa 
O'Brien  Tho.  J 


UNIONVILLE 
GeorgU  C  F  ft  C-f 
Sonrke-f  I  c 


GoodHch  W   A-1 
Griffin  F  J— f 
Uapgood  AVm  H— 


Roach  Janea  C— f 

WATERBURY 
Atwtter  W  C  ft  C<>-tc 


Campbell  J  F-f 
Catia  5  E— 1 
CannodT  M  P— I 
Carter  L  R— t 
Cnrtiw  a  Atwood— ( 
Fonuan  T  P-1 
(Joodricb  A  I-f 

Hr.dK^    F    W-l 
Hyticj  J   A— f 

Judd  Geo  E— (c 
Kiistr  M— f 
WcEvo,   M  ;-( 
Mooring  E  W-I 
Bobbin.  Geu— 1 


Segur   li    D-l  1  c 


WEST  HARTFORD 


Bowen  A  J-f  e 
Comu^  David  P— f 
Elliott    Geo    S— f   e 
Harriea  Jnnn-f  1 
Hilli  P  G— f  c 
KeUy  Thotnaa  J-I 
Lincoln  A  Boia  Lmnb 

ft  Coal  Co— I  I  c 
LrnianD  A  A  Son*-f 
Uelonr  G  W-c 
Uoriarity  Michad— 1 
Morriton  J  H— 1 
RaciiM  A—) 
Smith  EdmtxAd— 1 
St  Martin  WUfrcd-l 
SalliTU  Midacl-^ 
Swceaj  W  J-f 

WINDSOR 
Baniei  Geo  W 
Don  R  1,-f 
"     ■  o  C  H— f 


J  F— f 
Dari-f 
h  G    F-f 


II  *  Dar 


Scarborough  G    F— I 
Smill  F  r  S  Co— f 
Smiih  F  S— I 
Whilmore  H  B-f 
Wighlman    A    H— f 

WEST  HAVEN 
Crawlonl  E  J— i 
Main  Walter  A-1 
Richardi  B  F-f  c 
WESTPORT 
Bjatt  J  G-flc 
Morton  Joieph— f 
Rajmond  F  M-f  I 
Sherwood  H  R— f 
WETHERSFIELD 

Grtawold  F  A— I 
RobUsi  W  Robert-4  1 
Titer  Sewn  A— I 
Woodhoiw  E  G— f 


GUlitau  Wm-f 
Ha^a  N  W- 


WINDSOR  LOCKS 
CoogiB  Jaa  T— I 
ConTcrae  Alfred  W— fc 
Uaher  Edward-1 1 
Mather  V   I^f 
-      non  I«me»-f 


CuitT  Wm-f 
Cantnctoo  G  1 
aafliiCha*— f 


HomC  B— tl 
Moore  Ini  AJn^-l  1 

'-      rj-^o 


fjl^' 


WOODBURY 
Baldwin  Mn  S  W-f  1 
Norton  O  E— f  I 


DELAWARE 


DELAWARE  CITY 
dark  W  H  H-f 
Teater  WA-f 
StiiUej  F-^ 


Doiner  Wm  D— I 
Dover  In.  Agcy— f 
Fiaher  Wm-I 
MoTTii  A  DawaoB— I  e 
Stott  Robt-^ 
Wataon  Amoa  A — f 

GEORGETOWN 
Paper  A  McGlotben— f 
Robiaaon  A  Co— ( 
Stewart  A  Rjrail— f 

LAUREL 
Foofca  D_J— f 
Fowler  EM— f 
Fnlton  J  A — 1 


King  John  W— ( 
Kim  Wm  F— 1 
Moore  W  W— f 
Fbillipt  C  L 
Rodner  W  K— f  1  e 
Roger.  A  Moore— f 
SiBcer  J  D 
Slepheion  W  H— 1 
Wooiten  J  W— f 


Vickera  P  B— f 

MIDDLETOWN 
Beck  E  H-1 
Cox  A  G-f 
CroaaUnd  J  Z-1 
Dealnne  J  F— 1 
KellT  Geo  K— f 
Lclberborr  W  S— f 


RcynoldaB 


MILFORD 
Barker  Cbarlea— i 
Cahall  W  H-l 


HerriDB  Win  G-« 
HolUodJno  P-f 
Miller  David— 1 


Donnell  S   M-{ 
HoiaJnaer  J— I 
'    'lorVm  H— f 
■■      *  Geo  W— f 


Tavlor  Wi 
Willluni 


Wanl  A  Man 

Well*  Thomaa-i 
WillUmi  Robt  H-f 
Wilte  Thoe-1 

MILLS  BO  RO 
HonWon  Henrj  A — f 
Qaoitlander  H  F— f 

MILTON 
Conwfll  Wm  W— f 
Ilopkini  Robert  B— f 
Link  A  Black— f 
Mlrkel  A  Jonea— t 


Gordon  R  C— ( 

Lancaater  B  P— f  ■ 
McGrorv  Patrick— I 
Hclnliie  Geo— f 
New  Cattle  Realty  C»— ( 


Loptoa  Ralpt-f 


INSURANCE  AGENTS-tDISTSICT    OF   COLUMBIA. 


SEAFORB 
B  N  H-f  c 

r?  Geo  W-f  G 


Farlu  Geo  S— t 
RoKb  G  W-l 
WiUin   M-f 


SHEXBYVILLE 
McCibe  Caleb  I^f 
McCsbc  WaUm  R— f 
Scott  WiUiun  V—f 


Aottaoay  H  S  ft  don— 
Borer  Ht  D— f  1 
Hofiecker  W  O-f  1  c 
Eeraoldi  5  J—  f 


HalDiW7  Daniel  B — f 


Burnet  A  Sanl.*nry    1 
ae»»er  S  G— f 
Cdx  Charlei  D— f  c 
Cnrr  A  A-^ 
Fiiher  Wm  J— £ 
Gilpin    Van    Tnnnp     J 

lIoBtfomerr-'  e 
Hawldni  W  ti  Co— t  i 
Janka  M  T-l 
Knox  W  W-l  I  c 
Kieer  Geo  W—l  o 
Mallorr  H  S— f 


Horrla  Wm  T-< 


Shcppatd  Fraak— 1 
SmiOU  O-f  c 
Satra  Anhor  W-l 
Townaend  Geo  8  Co— f 
Weaton  W  R— I  c 
Wink  Gto  J-1 

WYOMING 
lenkina  Willia  C— f 
Lindale  Robert  J— f 


DISTRICT  OF  COLUMBIA 


Apple  L.  1^-t 
Amu  A  Dim  J    I 
Baioei  Chu  E— f 
Baker  ft  Co  A  H— f 
BaUioxer  M  A--i 
Bana  Chai  Ei— 1 


BennMt  W  Ji-4 

B^giley  C  W—l 


B^d  Ge^ 


Bradley  J   E  Co  Inc 
BradlcT   R   E— f 
Bradley  S  D— I 
Bra-ner  J  W-t 

Brosheaii  ft  Werbcr- 


k  Co  J  W 

L  P-f  c 

k  J  D-c 

[  Wauoa  P-f 

k  Emeat  I— I 

I  M  A-( 

Tell    S   W-l 

ni  lohn  j— c 

Dial   Real  Eatate 


Condrr  A  S— c 
Crapiter  W  B— 1 

Cnmiiaton  E  n—i 


Davidfoa  A  Dttfitoa—t 
I>eLaAinntt  J  J— f  c 

Dncfceti  T  Howard— I 

Diml  L  Kemp— f 


E.rtjC 


•  B  N-l 


lno~f 


Elder   _    _    . 
SnenoB  A  Weiaple-r 
niia  ■»   TC-t 
Eqiiitabte  C   B    Aiioda- 

Enna  Prank  P— f 
Enna  I  C  1— f 

Ftaber  T  J  ft  Co  Jne~f 
Flteh,   Fox  A  Brows— I 


Fox  A  F  Co  Iiui-4 
Friebna  T-I 
Cidrto'  J  E— c 

ilawh  ti  Birtr^-i 
Gertraui    G    L— ( 
Goodrich  M  H— 1 
Gravel  J  W—l 
Green  Janie.   M-l 
Grubb  Bros— e 


H— f 

"V  B- 

lon  RcBltv  C 
.  _o..   V,    H— f 
ikell    ft    UcLcfai 
drick  J  T-l 


A'ly. 


y   Co-f 


;nvck  Thos 


T  n  &  Son  D-I 


Lawford  &  McKirr 


Ralph  W.  Lee 

T06  14th  St. 

XiUoia'.  Df  Strlfsi) 

am  Ii      -      ■ 
-  Bi    ....  . 
•tPlBiririHJ 


BiKlilMtl  r.rt  T:i. 


(Vinud) 


Lewd  C  &--C 
Lewi*  E  T— f 
Liebrmian   A    B 


J-f 


Hoore  A  Hill  loc-l 
Moore  Co  Samuel  H— c 
Hornn  T  P-! 
Moitier  L  B — c 
Hair   C  S  *  Co  Ine— I 
HcCloikr  Wm  H-f 
UeLachleB  Banking  Cor 


Cha*  F— f 


P-l 

_:  Smtdi-i 

Owes  Hllliard  T-I 
Puker  C  B-l 
Parker  Frank   M-c 
Parker  F  M— 1 
W   H-1 


wiiiM^rUHhaik-cflT. 

T)i^ii>nntlDiMta>.IIh 


Pillioa  W  I-f 

Poe   Francu  B— . 

Pool  J  S-« 

Pratt  A  S  ft  Sona— I  c 

Sninn  Job  a   F— t 
Mner  E  B— I 
RealtT  Appraiial  ft  A 

Riwling*  B  M— I 
Rawlinga  F  T-f 
Rickettt  A  Ejnoii— e 
Ridcoonr  U  R  Ji^-I 
Koblaaon  A  Kreimei^-f 
Rober  Oicar  H—f 
Rodger- Del  and   Co — c 
Roniavme  Wm  H-c 
Roaenbera  A  Co-t  c 
Rniaell  F  H--!  c 
Ron    H   L-f 
SalomoQ  Jo*— f 
S*n»bnrT  N  I^-t 
5;aul  B  >-( 
Sinnderi  W  H  A  Co~l 


SimpKV  Sultinn  Co— I 
Sioipaon  H  K— f 
Sima  Wm   E-l 
Sim*  T  G-1 


Stabler  L  H  ft  Co— f  1  c 

ftetion   F-l 
tcwart  H  C  A  Son-t 
Stone  A   Fairiax— I 
Swartxelt,  Rbeera  ft  HiA. 


,'  J-- 


T.iss^'i -■     ■ 

lamiilct  P  H— I 
Taplln   H   N-C 
Tarring  E-c 
Taylor  E  H-1 
Taylor  I  A-l 
Taylor  &  Albert— f 
Terrell  A   Liltle— { 
Thoma.  F  H  Co-I  e 
—  D  D— I 


1  L  J  t— ( 


TYLER 
i  RUTHERFORD 


730  ISth   STREET 
N.  W. 


r  H  A— f 

isiit  r.«  s.^ 

A  E  Co— f 


thew,n,westi;o. 

BOND  BITILDING 
Bole  Aaent* 
UraiHl  k  lata  1  BUba  lu  Hi. 
iBtfMnnlMOi. 


Weatcott  Edw  S— f 
Wemcolt    Horace   H—f 
WeMcott  H  E— f 
While  E  I^-l 
While  W  A-! 
Whitner  W  H-l 


DIST.  OF  COL.— Con 


WicElnua  / 
WiUcojc  C  H 


INSURANCE  AGENTS-FLORIDA. 


nncor,  Ome  &  Co  Inc^ 
Willard  A  Ite«d-f 
Wlllige,  <Hbi)B  a  Danid 


Willett    ft    Rcinecke    Co 


Winter  H— « 
Wolf  ft  Cohen— I  I 
Yellott  R  E  L— 1  c 
Young  ft  Simon— f 


APALACHICOLA 
Ovam  N  J— f  I  c 
BARTOW 
Stanle;  ft  Butler-t  1  c 
W«ll»ce  Hn  A-Tl  c 
Wright  G  a—t  I  e 

BRADENTOWN 
CornwaU  A  T-f 
JohaKia  R  H — i 
Riggin  G-1 
Wymm  A  F— t 

B  ROOKS  VILLE 
Bulcrick  O  C— f 
He«lli»w»)r  P— (  I  c 
McKethui  W  M— f  I  e 
Price  C  H— f  1  c 
Sudert  Fnnk— f  1  c 

COCOA 
HolinM  R  B— I 
HoliDM  ft   Taylor— e 


:.  J  S  Jj-l 
bttt  W  P— I 


DAYTONA 
BEngh«m  ft  Thampton' 

Connd  Co— f 
Price  1  J— I 
Sh*9aer  W  M-I 
Smith  K  L-{ 

DE  LAND 
AmoW  T  B-t  1 
Gould  V  V/~4  I  e 
Baymtd  E  Hobut-f  1  e 
Hon  Ed  I>-l 
Wright  SIUi  B-(  1  e 


FESNANDINA 
BbIIkU  G  L~f  I  c 
Duryet  W  B  C-f 
Hnijer  C  V-I  e 


GAINESVILLE 
Barer  Fcrdinend— I  o 
CuihniM  A  M— f  1  e 
Goodnun  C  F  Co— f  I  c 
HigdDB  W  B-] 
Hin  W  L~l 
J  ordin  A  Co— f  I  c 
Horrli  Geo  P— f  I 
Vorle  E  E-t  I  c 

GREEN  COVE 
SPRINGS 
Carter  L  E— t 
Greer  Hrg  J  F— ( 
Low  J  E— f 

JACKSONVILLE 
Aeoeta  ft  Bab)-I 
Bun  ft  Dauer— ( 
Baehmui  ft  UeCnes— f 


rdan  S  &   Co— f 
-dan  William  S~f 
itchuni  W  H-1 
one  C  W— ( 
■  we  C  M-f  c 
■cklow   Walier-f 
irtnn  r  H  &  Co-i 
eidorler  Max  N— i 


r  J    W-! 
■I  C  W~i 

r  P  a  5on-f 


KEY  WEST 
Uaitin  E  H— f 
"    ter  AUea  Co-f  I  c 

KISSIIIMEE 
Ballock  S  H— f 
Meek  R  O-f  1 
Sean  J  W-f 
Tiller  M-f  I  e 
WiBKn  J  U  Jr-fle 

LAKE  CITY 
Broirn  ft  0*iu— f  I 
Palmer  ft  Co— f 


Johenion  ft  Cuinon— f  1 

LEESBUSG 
Leei  HiH  Ida  W-f 
McLanghlin  C  O— f  I 


LIVE  OAK 
oswEll  ft  WilUami— 1 
levardl  R  Co— f 


MADISOK 
Harder  C  J  ft  Co-f 
Ll*JBgitoa     &    Uorrow 


MARIANNA 

GuTton  General  In* 

AgencT — f  I 
MiltoD  W  H— f  c 
nd  J  A— f 


MON-nCELLO 
Carroll  C  T  J|w.f  i 
Clarke  TL-I 
Evana  W  B-t  I  c 
Noblei  ft  Hamrick^-fl 
Toeker  I  H-f 
Tnrabtd]  R  R— f  I 

NEW  SMYRNA 

Boucbelle  L  B— f 
Hasunoiid  John  T 
Roper  R  B  F— f  1  c 
Webb  Geo  Ji^l  c 

OCALA 
Davii  D  W-f  1  e 
Ditto  P  W-f 
Graham  John — t 
Lfvfaigaton  J  H— I 


ORLANDO 
CnrtU  ft  O-Ncal-f 
DoIiTe  S  C-f  I  e 
Foller  ft  Gile*-i  1  c 
Leake  H  B— f  I 
Lord  Cb«*— i 
Rohlnaoii  C  B— I 
Wi7  S  y-  I  1  0 


The-(  1 
Irierrill  I 
Tucker  I 

PENSACOLA 
AsdenOB  B  D— I 
AndenoD  ft  Dwr — f  ]  c 
Bogin  L  E^ 
Blamer  Wm— 1 
Brown  L  D  ft  Co— f  1  e 
Daniel!    Ina.    Agency — f 


Rooloo  ft  Wataon— I  c 

KNOWLES  BROS. 
nSUUNCE 


___Blion   P  S-£ 
Wilaon  H  H— I 
Wilaon  Wm  W— f 
WUko  &  Lore— t 

ST  AUGUSTINE 
Baraca  BoKse  I^-f  I  e 

noyd  jl— f    1 

Kittle  ft  CnretoB-f 

~      tti  ft  Snow— f 


SANFORD 
Chue  ft  Co— f  1  c 
Connelly  A  S— t 
Deuie  H  H— f 
ThigMO  W  J  ft  Co— ( 
Tolar  B  Y— f 
WoodnS  F  L—  f 


Gmn  Howe  Geo    I 
Monroe  C— f 
Mickber  R  H-l 
PerklBi  J  D— t 
Rand^ph  T  H— < 
Shine  A  A-f 
Whitflald  B  O-t 


Carrtilb   M   W-t 

Davii  G  B— 1 

Gunby   Spafford   ft   Me- 

Kty-f 
Hirllee  ft  Varn-I 


Pensaeola.  Florida 

Levy  Morria— I 
Maxwell  J   E— 1 
MeQure  1^  Ferria— f 
McDarid  Hyer  Co— I 
Owen  CUrre  Co-t  I  c 
Thornton  H  H-l  c 
Walton  J  S— 1 
Whiting  F  M-^ 
Wllliani  B  S-t 
Wilaon  E  H— 1 

QUINCV 
Lore  H  A-I 
McFatlin  R  E  I^f 
Thomaa  P  H— I 


Hobba  ft  Crane 
jacobi   S-f 
Lowry  ft  Prince — f  c 
Lowry  S  L— I 
Mackay  J  C-1  e 
Monroie  B  W-f  e 
Mnrpbree  Jamea— I 
Oaborae  Wm  H  ft  Co-t 
Prince  R  M— 1 
Stallinn  O  P-f  c 
Smith  L  W-f  c 
Tatum-Lonrr  Co — t 

TARPON  SPRING 
Bcdelt  A  P^ 
Fenuld  L  R-f 
Gammona  ft  Wlltei^-f  I 
Lc«  Chariea— f 
Little  Webater 
VinMn  L  D-t  1  e 


WEST  TAMPA 
Hanla  Anna  Ir-t 
Oibome  W  H  ft  Co 
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GEORGIA 


ROBT.  N.  HUGHS 


M.  B.  YATES 


HUGHS  <a  YATES 

ATI^ANTA,  GEORGIA 

Georgia  North  Carolina 

South  Carolina 


Virginia 
Lotdaiana 


Florida 
Alabama 


Virginia  State  Ins.  Co.    The  People's  Nat'l  Fire  Ins.  Co.    The  New  Brunswick  Fire  Ins.  Co. 
Ins.  Co.  of  the  State  of  Pa.  Shawnee  Fire  Ins.  Co.  The  Union  Ins.  Co. 


ACWORTH 

Carnes  T  E— f 
Lemon  JcBiC'  1  f 
Penn-lutcbell    Fire    Ini. 
Agt-f 

ALBANY 

Albany  Ins  Co— {  c 
Barnes  R  L— 1  c 
Carter  &  Tucker— f 
I>aTi8  D  G-{ 
Davis  Jos  S  &  Co— I  c 
GUbert  W  H— 1  c 
Gortotowsky  M  D — f  c 
Gortotowsky  Bros — I 
Tarvcr  H  H— f 
Ticknor  F  O— I 
Warren  R  H— f 

AMERICUS 

AUen  Lee-f 
Andrews  &  Andrews-4 
Arthur  F  B— I  1  c 
Cotnej  J  T— I 
Conncn  C  M— f 
Dsvcsiport  W  T  &  Son— 

f 
Dudley  W  H  C— f 
E^rerette  T  M— 1 
Gatewood  T  F— f 
Hansford  Lee   1 
Harrold   Thos-f 
Hawkins-Herbert — f 
Mathis  J  E-^ 
McNnlty  ft  Co-f 
Sbeffidd  Edr-f 

ATHENS 

Cook  H  I^-f 
Crane  &  Co— J  R— £ 
DnBoae  R  T— f 
Erwin  &  Co— I 
Jankower  M— 1 
Jester  J  C—f 
Lawrence  H  P— f 
Lipscomb  &  Co — i  1  c 
Mede  E  B-l 
MiUtead  A  H— 1 
Morton  ft  Parkei^ 
Nicholson  ft  Comer-I 
Pecples  W  J— f 
PUnixy  Barrett— f 
Shcpard  J  F-i  1  c 
Stephenson  G  E— 1 
Stephenson  ft  Conway— f 

ATLANTA 

Ancicr  ft  Forcmas*^ 
Akers  F  M— I 
BardweU  R  N  R— 1 
Bnrr  F  M— I 


BAGLEY&WILLH 

GBtnSilAL  AOBNTS 

GMTgis  snd  Soitk  (hnluia 

Penn  Mutual  Life 
Ins.  Co. 

FMrtklanBukBldg. 
itlsata»G«. 

flood  OmibrMU.  Doonblo  llHritoty 


JOHN  S.  CAMERON 

AasL  Gen.  Aft. 

Northwestern  Mutual  life 

ATLANTA.     GA. 

Cofield  CraiflM 
Cole  F  W-T 
Coleman  F  W— 1  c 
Conley  H  C— c 
CrandaU  G  L-f  1 
Custer  Vance— e 
Daniel  T  H— 1 
Davis  &  Griffin— f  1  c 
Dickey  J  L  Jr-f 
Dickinson  Geo  P— c 
Dodd  F— c 
Dunlap  Rdsai^ 
Durant  E  M— c 
E^ffleston  ft  Prescott— f 
Gillespie  Tames — c 
Grant  B  M  ft  Co— f  c 
Guinn   R  J— 1 
Haas  Aaron  Son  ft  How> 

ell-f  c 
Haas  ft  Macln^e— f 
Hatcher  Cliff  C  InsAg'cy 

Hawkins  W  E-1 
HoUingsworth  C  M— 1 
Hope  G  M  ft  Co— 1 
Hoyt  W  R  ft  Co-I 
Huffhs   ft   Yates-f 

Jackson  M  M— c 
bhnson  A  I— 1  c 
Tones  T  R— 1  c 
King  ft  Drake-c 
Le  Craw  L  C— c 
Lipscomb  ft  Co— f 
Lowe  W  ft  Co-f 
Mathews  &  Hill— f 
Maury-  Bros  ft  Co— £ 
Mayberrr  ft  Co— f 
McGaughey  A  H  ft  Co 

Moorefield    ft    Bishop— I 
MuUin  J.  H-« 
McGehee  C  C  Ji^l 
NeweU  ft  Bro-4 
Northen  C  S— 1 
Nutting  J  R  ft  Co— 1 


Oberdorfer  Engene— « 
Palmour  O— I 
Patterson,  Reynolds  ft 

Wallci--c 
Pattillo  W  F-l 
Pearce  ft  Pearce— 1 
Perdue  ft  Egleston— f 
Perry  B— c 
Pickett  John  D— 1 
Popham  J  W— 1 
Rascher  H— 1  c 
Rile^  J  Lft  Co-flc 
Robinson  F  C— c 
Shcdden  Robt  F— 1 
Simpson  O  F— f 
Skinner  J  M— 1 
Stoney  C  L  ft  Co— I 
Thorn  C  C— c 
Tumlin  ft  Bamea— 1 
Waldo  A  L  ft  Co--{  c 
Walker  W  I— 1  c 
Watson  R  E— c 
White  W   Wooda-1 
Whitner  ft  Co— f 
Whitner  Manry  ft  Co— f 
Wilhelm    J    E— 1 
Willfainia  Bros-f  c 
WiUiamson  J  A— 1  c 
Winn  ft  Lowndes— f  c 
Wright  A  R— 1 
Wright  T  I^-f  c 
Young  M  B— 1 

AUGUSTA 

Alexander     Johnson     ft 

Steiner^  c 
Allen  J  V  H  ft  Co-f  c 
Armstrong  John  L— X  c 
Rarrett  H  Gould— f  c 
Besne  F  E^-c 
Burkejas  A— 1 
Butt  F  M  ft  Co— f  0 
Carpenter  J  H— 1 
Cave  J  H— 1 

Cohen  John  J  ft  Co— f  1 
Cosgrove  C  H— 1 
Costello  E  1—1 
Cronin  ft  Sherman— 1 
Crane  W  H— c 
Dance  C  R— 1 
Furse  W  Carlisle— f  1 
Gardner  W  S  &  Co-f  1 
Gray  M  B— 1 
Harrison  T  F— 1 
Heard  I  T-1 
Hook  E  B— 1 
Jackson  &  Verdery— f  c 
McAnally  P  F— f 
Miller  E  W-c 
Mnlherin  C  C— f  c 
MulUrky  A  P  H— 1  c 
North  Henry  M— f  I  e 
Phhtisy  F  ft  C6-I  c 
Rhodes  Pelig^ 


Timberlake  ft  Eve— I 
Tobin  A  D— c 
Walker  John  W-f  c 
WUliams  M  B  ft  Co-f 

BAINBRIDGB 

Allen  ft  Co-^  c 
Baggs  M  B— I 
DSTS-f  c 

Donalson  &  McLendon 
Jcmes  F  S— I 
Perry  E  J— f  c 

BARNESVILLE 

Elder  Edward-^  e 
Humphrey  C  H— f  c 
McCraryJT  A-f  1  c 
Murphy  E  S— 1 

BLACKSHEAR 

Brantley  ft  Pomeroy— f  c 
Darling  E  L— f 
Strictland  A  J— f 

BRUNSWICK 

Borroujgha  W  B— 1 1  o 
Comehus  J  K— f 
Fleming  P  W— f  1  o 
Gale  Hoyt— f  1  c 
Hopkins  R  R— f 
Jackson  R  G— 1  c 
Thomas  J  D— f  c 
Way  A  M-lc 
Way  W  J-f 
Wnght  J^S-f  1  c 

BUENA  VISTA 

Clements  R  E  &  Son— i 
Lowe  ft  Stokes— f 
Rainey  B  T— 1 
Shigleton  W  C— f  1  c 
Wooten  ft  Edge— f 

CALHOUN 

Dover  H  A— 1 
David  ft  Byrd— f 
Gordon   Jas   B— f  c 

CAMILLA 

Acree  T  A— f 
Baggs  G  B— f 
Perry  T  B— I 
Turner  J  C— f 

CANTON 

Perry  Ben  F— f  1  c 
Perry  Ins  Agency 
Taylor  R  B 
Worley  Dr  S 

CARROLLTON 

Boykin  S  J— f  1  c 
Boykin  S  J  ft  Son— I 


> 
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Brodou  E  B— I  1 
North  G*   Underwriteii 

Co-f  1  c 
Paul  C  lick  Co-1  c 
Roop  C   E-t 
StODc  &  AditDBon— f  1  e 

CAKTERSVILLE 
Anbrer  G  H-f  c 
Field  W  H-{ 
Ho-in)  H  W-l  1  c 
McEwcai   C-f 
Hilun   S    F-f 
Uiller  A  1^1 
HOaer  Witt-t  I 
NorrU  John  T  Ji^ 
Strickluid   E-f 


Etui  5  S~t 

Knlfbl  F  B-l  t  c 
Knif  ht  W  l^-l 
UorrU  J  M-1  e 
FItti  It  O— I 
SbeSeld-Lcat«~-c 
StnbtM  I  8— t 
Toma  F  R-^ 
Wll)insfa«m  O-l  I  c 

COCHRANE 
BriDiler  Asa— 1 
Hall  ft  Ctaapnian-'l 
Peacoclc  Z  V-f 
Taylor  ft  PMc«lt-( 
Urouhait  J  C-fl« 
Walker  J  A-l 
Willis  L  A-l 
WjnDe  W  M— f 

COLUMBUS 

BUcknur  John  ft  Son 


ChappeU  L  H— f  I  c 


Rarrl*  B  H  ft  Co-t  I  e 
Hni  J   B-4 
BnST  B  a  Co-I 
HuDler  H  H-t  e 
Low  W  I^-l 
Lunpkia  F  G— 1 
Medfer  C  R-I  c 
Morgan  I  M-! 
MonoD  Realty  Co— f  1 
Spencer  A  Clapp  Co— f 
Willcoi  D  F  ft  Co-f  1  - 
Woodnill    Hunt    &     Re- 

nean-f  c 
Waolfdlk  C  H-f  c 

COUMEKCE 
CaiMa  Geo  L  Sr— f 
Canon  John  M— f  1  c 
Goodin  C  A-l 
Utile  T  A-t  1 
LhtlaTC-f  1  e 


CORDELE 

BlTeni  W  C^-f 
Blahop  j  A— I 
Campbell  H  W-l  c 
Campbell  Jetaup  ft  Co— 

CawlCT  D  1^1 
Cobb  Broa— f  I  c 
Collier  Geo— 1 
Dixie  Trail  ft  SecBritr 


FlemmlnE  W  P-  { 
HaiTii  ft  Balinser— {  I  c 
Hoffman  J  C— 1 
KetchDD  D  C— I 
Kelehmen  B  P  &  Co-1 
Lin  dale*  J  E— c 
McKeniie  C  U-f  1  c 
McKeoile  W  C-t 
Roberts  W  A-l 
Wdaiiwr  S  C-1 

COVINGTON 
Cooler  J  J-i 
Hutoa  H  T— f 
Leatei  B  F— I 
Pace  J  U-t 


CUTHBERT 
Grtntham  J  Ir-t 
McDonald  Gco-(  1 
McPherMO  ft  Co— f 
SUnford  ft  Stuford-f 
Teibeant  ft  Reid-i 

DALTON 
FoMcr  S«bold-f 
Pnden  F  S-f  I  e 
Thomaa  J  D— Ic 


Sp^dioK 
Space  J  < 

DAWSON 
Baldwin  ft  Harper— f 
GurrWH-I 
Hill  L  C-f 
Uorrii  J  E  ft  Co-f 
Parka  ft  Bell— f  e 
SaTJlle  R  L  ft  Co-1  1 
Worthr  K  S  Co-( 


Garrett  A   W  ft  Co— I 


Honford  C  C-f 
Horrell  C  B-f  1 
Roberta  ft  Hilaet^f 

EATONTOH 
Adaini  ft  Co— I 
Allen  John  C-l 
Andrewi  ft  Co  W  A-f 
Gardner  HLftCo~^l 
Leonard  H  L— I 
Little  W  C  tni  Aseney 

Wattenoo  John  D-1 
Yoons  R  ft  B  A-f 

ELBERTON 
Anld   W  N-f 
Blai^well  ft  Hnntei^-f 
H  J-f 
m  J  W— f 

Wm  D-f 

Hare*  Z  C-f  1 
Hajei  ft  Hawet— e 
He4rd  ft  Black-t  e 
Shannon  W  T-1 
Smith  A  F-t 
Snowden  W  E-t  1  e 


PLORILLA 
Llndair  M  A-f  I  c 

FORSYTH 
Amoi  Mrs  J  C—l  e 
Gamble  Thomas  M— 1 
Hardin  Cha>— f 
Rolli)  L  O-l 


FORT  GAINES 
McAIUatcr  R  C-f 
HcLendoB.   King  ft  Cm- 

tilloir-tle 
Petcnoa  B  E— f 


Martin  C  E— f 
Skillle  A  O-f 
Troutmao  J  F— I 


Pslnotn  B  T— f  I 
Rosers  B  A— f  1 
Roper  W  A  ft  C»-f 


GREENSBORO 
Brown  J— f 
Copeserm  E  W— I 
Weaver  Wm  H-t  1  c 


EBA)«-fC 

RomU  H— 


Beck  ft  Bi 

DnU  ROL . 

Drake  Roawdl  H  ft  Co- 

Morr&jF  A  S-f 
Newton  Bras— f 
Nicholas  I  P— f  1 


HAMPTON 

GriSn  S  S-f  I 

HARTWELL 

Meredith  W  E-l 
Peck  &  Craft— f 
SatierAeld  B  E— I  c 
Tuater  J  L  ft  Co-f 
Wehb  F  R-t 


Botemao  F   H  ft   Co— 

Caldwen  J  H-f 
Fomitain  A  W-l 
D  R-f 


Sann  T  B— 
Whitfield  J   ; 

HOGANSVILLE 
Askew  T  F-f 
Csrler  W  F-1  c 
Danes  ft  Dsrdner^ 
Johnson  W  B-f  1  e 

JESUP 
Littlefietd  0  P-f 
Price  D  5-f  1 


L«  GRANGE 
Dotler  N  B-l 
Enna  W  S-f  e 
Ferrcll  F  C-l 
Freeman  C  J— t 
Hutchinson  P  H— f 
La  GraoEe  Ins  Aicacr 

O'Neil  V  R-f 
Seaj  B  H-f  I 
Scar  &  Harwell-1  I 
The  General  Ins  Agcr— 


LAWRENCEVILLE 
Brown  W  L— f 
Thompson  C  R— f  1  c 
Wareft  Perrr-f 

LITHONIA 

GUMn  J  C  ft  Ci>-f 
■«  Thomas  I— f 


LOUISVILLE 
AbbUe  W  W 
Caulk  T  F— f 
Farmer  L  R-f 
Row*  WC  S-1 


Bennett  G  V/-1 
Bone  Wm  H-1 
Brown  ft  Fostell— f  1 
Cbeiner  A  C—l 
Chichester  ft  Smith— < 
Clark  Anderson— 1 
Coates  Frank  B— I 
Cobb,   UtOatj  ft  Cone- 


Crump  ft  Solomon— I 
Cumminss  A  I^-l 
DunwodT  J  M— 1  c 
Griffith  wr  D-e 
Hand  T  O-l 
Harris  Uorris— I  e 
Hatcher  Geo  B~f 
Herts  ft  Co— t  c 
Holland  E  H-l 
Horns  E  A— t 
Home  HeBTT  Co— f  t 
Jeastip  J  L-4 
Jewett  Gcorve  K-4  I  c 


McClure  C  D-l 


SingletoB  W  O-t 
Solomon  W  G  Jr-I 
Tinslej  A  S-f 
Torpln  Geo  B  ft  Sons- 
Wadler  Inr  Co-f  e 
West  E  B-f 
WillioKham  Broa-I 
WlnsUp  ft  Smart— f  c 
Wise  B  A  ft  Co-f  c 

MADISON 
Anderson  W  D — c 
Douglas  T  K-t 
Foster  A  G-f 
Forlow  C  H-l 
Godfrey  J  E-< 
Hlddlebrioks   fmr-t 
Shaw  H  T-4 
Shaw  ft  Baldwin— I 
Thompson  W  C-l 
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GrciTM  T  H-^  c 
Power*  W  R-l 
Scwiou  G  B-4 


McDONOUGB 
DickwD  J  B~4 
Low  H  C-ll  e 


UcRAE 

If  cRm  Lou  &  Abstnet 
Co-11  e 

mLLSDGEVlLLB 
Andmn  L  H— ( 
Asdre-i  C  H  *  Sok-f 
Ben  M  S-f 
Bbod  H  H-t 
Cnmkcr  C  T-l 
CuTisjtaB  Mina  CB  ft 

Cobb  O  H-^ 
Bta  Loaia  C~1 
Hine*  E  R— < 
Lamn  R  N  ft  Bra-1 
-     •  E  P-( 


Um  E  F 
Scamv  I 


Monii  Cbvk*  L-t 

MONROE 

I>caa  W  O-i 
Feeker  G  W  Jr-I 
Grcca  L  P— 1 
Lawrcoee  T  H— f 
KoMn  A  B-t  1 
NoikU  F  F  ft  Co-f 
Walker  ft  Cox~1 

IfONTEZUltA 
DcVbiuIiii  I  B— f 

HOI  YsDcy-I 
Lewu;  F  ftSoD-f 
IfeXeiBi*  J  W  ft  SoD-f 
RntberfordE  S-< 


UONTICELLO 
Kc&7,  Hbttc7  ft  Bnrncj 
MaJoBc.   EttI  ft  B«tM 


WdliiwtoB  C  E-l  1 

NEWNAN 

Bryast  F  M— t 
Bnnlett  A  R— f 
Fiiha   H   C    ft  Sou— 


OGLETHORPE 
Bridna  R  I^-f  1 
HcCraiT  H  P-f  1  c 
Pmr  A  H-f 
WiltSmii  W  E-l 


PALMETTO 
Smilli  F  R— I 
Stee4  F  H-i 

PERRY 
Cater  L  F-l 
Cooper  C  F— t 
■DtyF  C-4 
Edwwda  U  A-f 
MartiB  Jaa  D  Jc^  1  c 
Uooie  W  J-1 

QUTTUAN 
Bauin  H-(  a 
DaTU  ft  P*tilck-f 
Groo*er  4  Co— f 
Haguenot  Land  ft  Ab- 

•tract  Co— I  1  e 
Jelka  O  K-l 
Lobe  W  H  Il^-t 
■ndSen  A  L-f  c 
Youns  H  L-(  1  c 

REYNOLDS 
Hintoo  R  A— I 
Pttoh  C  L 

BOCKMAST 
Bi»»l«T  R  R-f 


BOMB 
Baracy  Jeff— 1 

Catea  S  G  N-I 
Cooper  J  W-f  1  e 
Cathian  H  D  ft  Co-1 1  < 
Goetchiaa  C  B-f  1  c 
Gonn  U  F-( 
GraTt*  Harper  Co— f  c 
HamUtoQ  YsDeer  It  Son 

Hird^WUaoB  ft  B«««I 

Hamr  E^P-f 
Ipac*  A  P-I 
fao«  (irr  J  ft  Co-f 
Kloc  C  W  ft  Co-f 
KnowIea-KiBR  Rcaltr  Co 


UcBaehen  S  C-) 
MeWlUlaBU  O  B-i 
Park*  H  B-l 
Parka  }i  H  B— I 


Harria  J  J— ! 
InrinJ  A-t 
JohoKin  J  E— ( 
MaTO  Geo— 1  I 
|Ulloo^B  J  Ji^ 


Mayo   Geo— 1 
PiTbuUoii  B  J  . .     . 
SBDdenTllla  loi  Co-t 


Warthen  Geo  D-f 
SAVANNAH 
Arllae  Tbomaa  J^ 


Brooka  Jo 
Cviwclfa 


Daniel  H  C— f  c 
Dmnt  R  ;-i 
Dcaring  W  D-f 
DnrlDc  R  HcC-1 
Dougbtr  A  S— I 
Dorle  L  T-1 
Drier  Jos  M— f  c 
Falk  0  B-l 
Fante  ft  Rar— ( 


Geridean  A  T-A 
Gilleipie  N  J-l 
Gritwrd  Geo  S-^ 
Ganvd  A  G  Jr-f 
HaiBaaB  D-t 
Hainw  G  S-«  1  e 
HvdeB  A  D-fe 
Hartnoa  A  C— f  I  e 
HaniKn  W  F^ 
Uarriion  W  C  ft  R  C- 


WH.  J.  URTT 

Manaier  torOeoislaft  Florid* 


W  F-l 

Roekwen  W  S-! 
Rowland  ft  Ro«lud-4i 
Saffold  E  P-1 
Schler  JultaB-^ 
Schler  ft  WbeatoD-f 
Seiler  ft  Huty— flc 
Sbulh^er    Ina    AfCB^ — 


Wnaoa  W  L  ft  Co-f  c 

SENOIA 
Amall  ft  Hntchinaoa-^ 
Da*i*  W  A  ft  Co-f  1  c 


Fowler  W  D-f 
McEnicht  J  H— f 
Nor^R  H-l 
Redwlne  H  P-f 


Bnreette  T  D-t 
Dnnui  M  I^-f  le 
WaSn  Jabn  D-tle 

SUUMERVILLE 


TALBOTTON 
Beall  T  N-t  I 
Carreker  N  P-f  I  c 
PcTTTman  A  J  Jr— f  c 
Smith  L  W-f  1  c 

TALLAPOOSA 
How*  A  V  ft  Cofle 
Rambo  S  S— f  1  c 


Uanb  ft  Co-f 


THOUASVILLB 
Ball  T  J-f 
Beanett  A— 1 

J  T-l 


CalpepHT  J 
Evana  I  P— I 
fUnaeUft  U 


„ UerriU-t « 

UcLean  K  T-l 
MallRte  E  H-f  c 


Smlib  EU-I 

THOlfSOM 
Boyd  J  &-] 
Cnttia  ft  Uorria— I  « 
Hunt  C  F-f 
UcLeaa  At^-t 


o  Roy-f 
k  O'Neal' 


feal-^e 


HirireaTei  L  A-f 
Uurrow  J  B-f 
Natiocal  Loan  ft  Tnut 

Co-f 
Price  J  H-f 

Tifion  Loao  ft  Ina  Co-I 
Tiiioa  Io»  Agency— f 

TOCCOA 
Faaamden  N  A— f 
Fricke  A  L-f 
Newton   E  A— f 


Lsng  Willis 
Wuhburn  fi 
Peeplci  R  A 


WARSENTOWN 
Battle  J  H-t 
Erana  J   C— f 

Fowler  W  H~^ 


Baikadale  R  O-l 
Borktdale  &  Irrin-f 

PitipBtiic) 

Lowe  R  E-l 

Oola  H  F  A  SoD-l 

&Bitb  S  U-i 

WAYCROSS 
Conaolldsted     Realty     ft 
Improranent  Of— f  I  c 
Dean  ft  Boraot— f  c 


c-26 
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QA. — ^Waycioss,    Con. 

Knight  A  M  &  Son-f  c 
Lott  D  &  O— f 
Stanton  V  L— 1 
Sweat  Crawley  &  C0--I 

WAYNESBORO 
Blount  R  M 


Ftdchen  W  M  ft  Co-I 

1  c 
Palmer  F  S  Co— f 
Templeton  R  A  ft  Co 

WEST  POINT 

Baker  W  S-4 
Lanior  Phillip— f  t 
McKemie  J  C— 1 


SUnley  £  £—1 

WINDER 

Bagwell  G  N-^ 
Bondurant  F  W— f  1  c 
Gregory  ft  GrahasH-f 
Kilgore  ft  Rodford-f  1 
Houae  J  H— I  1  e 
House,  Niblock  ft  Co-f  1 


WRIGHTSVILLE 
Hightower  J  L— 1 
Kent  &  Thompson — f 
Mason  J  M-f  I  c 
Miller  /  T— 1  c 
Tompkins  ft  Johnaon    f 
Wilson  John  A— I 


IDAHO 


BEIXEVUB 
Hill  G  B-l 

BLACKFOOT 

{ones  D  R--f  I  e 
onea  J  W-f 
ones  T 


R  ft  Co-f 

BOISE 

Boise  Title  &  Loan  Co 

— ! 
Brickenstein  ft  Ensign— c 
Bruce  ft  Field — ^£  c 
Chrisman  C  E— c 
Davenport  &  Co— £ 
Hays  Taa  S— 1 
King  S  G— f 
Marcellus  J  P-f 
Messersmith  Wm  G— f 
Pierce  W  E  ft  Co-£ 
Richard  W  P— f 
Sheppard  Bradley — ^I  c 
Tate  Agency  The— f 
Wilson-Smut  Realty  Co 

-f 

CALDWELL 

Canyon   Co  Abstract  Co 

f 
Jackson  ft  Walters— c 

COEUR  D'ALENE 

American  Trust  Co— £ 
Booth  ft  Peterson — f  c 
Coeur    d'Alene    Bank    ft 

Trust  Co— c 
Hubbard  H  H  ft  Co— c 
State  Trust  &  Investment 

Co— c 

HAILEY 

Blaine  County  Abstract 
ft  Realty  Co  Ltd— flc 
Boone  S  I>— 1  c 
CutU  A  B— I 
McFadden  ft  Brodhcad 


Sullivan  L 

IDAHO  FALLS 

Bowman  F  C— 1 1  c 
Briggs  B  T— £ 
Bybee  F  M— f 
Earl  W  A-f  c 
Edgington  Geo  W— f 
Edmonds  Ralph— f 
Ellis  Bros  ftjackman— f 
Hasbrouck  H_J— f 
Huffaker  W  D-f 
Huston  ft  Churchill— f 


Idaho  Falla  Development 

Co— f 
Johannesen  ft  Hartert  Co 

— £ 
Ksowlea  ft  Piatt— £  e 
Linger  ft  Hansen— f 
McCarroU  J  W— £  1 
McConncU  W  I^-c 
McMullen  John— £ 
Mulhall  C  W-^ 
Scott  A  V— £ 
Wright  G  G-£ 

JULIAETTA 
Johnson  ft  Armstrongs— £ 

KSNDRICK 
Porter  R  H 

KIMBERLY 

Kimberly     Real      EsUte 

Agcy— £c 
Scott  Bros  &  Co — c 


LBWISTON 

Alderson  L  A— 4 
Commercial  Trust  Co— £ 
Edward  &  Linquiat— £ 
Idaho  Trust  Co-^ 
Lewiston  Loan  &  Trust 

Co  Ltd— £  1  c 
Monteith  C  E— £ 
O'NoiU  E-£ 
Potvin  ft  Pittock— £ 
Volmcr  J  P  ft  C6-f 

MALAD  CITY 

ColtOB  E  W-1 
Davia  R  B-f  1 
Evans  D  L-f 
McDougell— 4 

Jones  T  D— £ 
ones  Uther— £ 
Owen  R  T— { 

MONTPELIER 

Austin  D— c 
Gray  G  C— £ 
Harria  Chaa  E— £ 
Hess  J  A— £  1 

Stuart  E  M— 1 

MOSCOW 

Barge  W  G-£ 
Cornwall  F  S— £ 
Driakel  D  W-£ 
First  Nat  Bank— f 


First  Trust  Co— 1 1 
Hunter  Wm— £ 
Lewia  C  ft  M  E  Co-£ 
Melgard  H— £  c 
Ostroot  E  S— £ 
Peterson  Charles— £  c 
Thompeon  Bros— £ 
Veatch  Realty  Co— £  c 

NAMPA 

Bloomfidd  John  D— £ 
Brace  £  R— I 
Estes  R  M— £ 
Henry  B  W— £ 
Hickey  C  R— £  1  c 
Hoobler  W  A— £ 
Ingraham  M  V— £ 
Kerr  &  Blunck  Co— f 
King  H  E— £  c 

OAKLEY 
Haight  H  C-1 

PAYETTE 

Ackerman  W  P 
Albert  M  F— f 
Brainard  C  E— £ 
Callen  C  F 
Chase  D  C-l 
Fitch  B  R 
Hambly  D  D— f  I  c 

iohnaon  E  A 
Unla  Wm-£ 
Moaa  A  B— £ 
Thurston  J  S— 4 
Wood  A  E-4 
Wright  A  E 

POCATELLO 

Bannock    Abstract    De- 
posit &  Trust  Co— £  € 
Borrua  F  R— £  1  c 
Chilson  C  C-£ 
Edgington  R  W— 1 
Ferguson  ft  Terrell — c 
Gray  ft  Gray— £ 
Higaon  H  K— f 
Johnson  CJ— £ 
Kimport  H  B  Mra-4 
Maaonheimer  J  M— £ 
Merrill  &  Go£fery— £ 
O'Learr  Henry— £ 
Smith  T  B  ft  Co-£ 
White  E  C-£  c 

PRESTON 

Chadwick  A  C— £ 
Jodshind  C  D— £ 


Greaves  J  C— £ 
Larson  C  A 
Laraon  J   Sons— £ 
Webb  C  E-4 

REXBURG 

Bassett  T  E— £  1 
Comstock  Robs  J— f 
Gillespie  Jamea— f 
Ricka,  Hyrum  ft  Co— £1 

SAND  POINT 

American  Prater  Co— c 
Marshall,  Davia  ft  Aaher 

Northern  Realty  Co  Ltd 

Prater  Myrick  Co— c 
Realty  Trust  Co — c 

SHOSHONE 

Baugh  W  H 
Beckett  J  F— £ 
Disney  Frank  F— £  1  c 
Haddock  Land  Co 

TWIN   FALLS 

Beauchamp  &  Buleott — c 
Champerlok  &  Chrisman 

— £ 
Hill  ft  Taylor— c 
White  John  B  ft  Bros— f 
Wood  ft  Thomaa — c 

WALLACE 

Featherstone  A  H— £ 
Nicholson  A— £ 
Rossi  H  J-£  1  e 
Whelan  J-£ 

WARDNER 

Bryan  G  V— I  c 
Foiao  R— 1 
Snapera  N  B— 1 

WEISER 

Feltham  Lot  L— £ 
First  Natl   Bank-£ 
Galagher  ft  Wilaon— f 
Gooding  ft  Fallei^-£ 
Greene  James— 1 
Harvey  O  M— £ 
Loyd  ft  Son— £ 
Markaon  P  A— 1  c 
McKinney  R  C— f 
Ricker  ft  Gheen— f 
Trcnam  ft  Klota— f 
Walters  ft  Coulter— £ 
Weiaer  Real  Eatate  Co— 
f 
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FIRE  AND  TORNADO  INSURANCE 

Montgomery  &  Funkhouser 

159  La  Salle  Street,  Chicaco,  111. 


GENERAL  AGENTS: 

Jefferson  Fire  Insurance  Co.  of  Philadelphia,  Pa. 

For  nibioU.  Indluu.  MiBou^  lom,  NdnAa  mud  SouA  DikoB 

Western  Insurance  Co.  of  Pittsburgh,  Pa. 

For  DUuih  Indhni,  lowi  ud  Nebniki 

Union  Insurance  Co.  of  Philadelphia,  Pa. 

Fsr  nimoii,  i~iif~,  uiMcoii.  MTnnrmti.  WItcoiulii,  Ion  *iid  Nntium  "''►■'f- 

Insurance  Company  of  the  State  of  Pennsylvania 


German- American  Insurance  Co.  of  Baltimore 
Lloyds  Plate  Glass  Insurance  Co.  of  New  York 

For  IDmoii,  lowi,  ICnatBti,  Mauirl,  Wfacaufa,  NebnikB,  Kumi,  Nortb  uul  SoaOt  tMnm 

Chicago  Branch:  Farmers  and  Merchants  losur.  Co.  of  Lincoln,  Neb, 


Ham<s  H  I^-l 
Slongh  G  E— I 
Wb1>  a  E-f  c 


UttthaJ  Cbai-l' 
goto^  S  E— f 

Strawn  W  R-f 
Wo«b  Lce-4 

AI,BDO 

limntoo  W  D-i 
Garrrtt    Friak—f 
Gnthrie  N  H— < 
Cmhrie  E  N-I 
Holme*  Wm  H-< 
Lorina  W  A-t 

UivbT  B  P-t 


Gd«dUar  W  G-f 
Hsndn  C  E-f 
Pnki  k  ThomM-c 


ALTOH 
BIAop  HS-f 
Blair  JUy-l  I  c 


CoiiDor  S  F— 1 1  G 
DcRnhudt  C  P— 1  I 
Dodwni  Bdwia  A-l 

Piiber  FnsC-t  1  c 
GJbertoa     Bciltr     Co— 


UcRlnne?  A  K  &  SoD- 


SUmper  R  U-i 
Steck  J  B  AgencT— f  1 
WiltcT  L  E-f  t 
Ynkcl  C  F-l 

AUBDY 
Ivc*  C  E-f 
iamn  P  U-I  c 


ANNA 
Kirkpatriek  C  E-f 
Otrich  C  I^-f 
Parker  R  D-1 
Farhi  G  C-f 
PUniM  AJ-I 
Rot  fW-f 

Siffbrj  HC-f 
TmUD  H  P-f  t 


Dimond  A  B  Ji^ 
Dimoad  Bro»— f  I  c 
Dimond  W  B-t  e 
Hooaban  Tboa  F— f 
Snrder  Al-f  I 
Tirbox  G  S  «  Co-f 
Trtitt  D  P-t  c 

ARRQWSHITH 
Baae  Earle— ( 
Luter  GeoTffB — f 


TliompKm  H  Ji^-f  1  c 


SninmCTi  JoKph— f  1 
Turaor  C  H— f  I 
Tonle  G  H— ( 

ADBORA 
AlahBler  G  W-f  e 
BtarT-1 
CaUaa  J  P-f 
Connj  J  U-1 
Cnrrlar  R  B-f  I 
Denoer  W  W-1 
Dicke*  A  H-f 


Boleomb  S-l 
Holden  T  K— f 


L:ycli 


WcWuhy   B 


i-f  I 


--   S  Son-  . 

Nol.k<  F  M  &  S&n-f 
PLummer  Miiy  D— f 

Smith  ft  Ctaatlct— t 
Tharer  W  F-{  I  c 
Tomblm   N  W-f  t  e 
Wareham  C  H-f 
WKrenJ  I-f 
Webb  ff  A-f 
Wllmartb  A  A-f 
Woolt  U  E-f  I 
WroDshter  C  C— 1  c 

BARRY 
Cnwfotd  J  K— f  I  G 
Dwire  Tkol  P 
Klein  W  I-l 
Mllcbell  J  W-f  1  G 
WalMdi  W  W-t  I 
White  W  F-f 
Wik*  G  H-t  I 

BATAVIA 
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ILL.— Ba  tavia.  Con. 
G«orse  F  B— f 

Kidhh  N  I^f 
THD  Hongh-I 
LCKSIUI    W    G-l 

NcU  Hemun — I  1  e 
P«ih  Peter 


BEARD5TOWN 
Condit  &  Condit— <  I 
Gum  S  H  «[  Co-f  1  c 
Liitmtn  Joha-f 
iUotr  D  M-l 

BEIXEVILLB 
CliDK  Peter  B-l 
Dub  A  B-I  1 
Ddvall  R  E-i 
KdnuD  O  C-I 
Fink  H  J-f  1  c 
Pink  ft  Hoppe-f  I  O 
FleiKbiin  Chii  F^  c 
Gnmnierihdmer  J  J— f 
Btlhett  Wm  U— c 
Kobl  Emil— 1 
Kuka  J  C-1 
Kutln  Heiu* — c 
Hiller  A  F-<  1  c 
Niemeyer  Arthor— 1  s 
Pnderer  F  W-f 
Rcbban  Geo  C— i 
Rcheii  M   F-i 
Rich  J  P  ft  SoD-i 
SehoR  Edward  F-l 
Siefert  Wm  E— f 
Siefert  Jnllni  B-< 
Twenhoeiel  Co  The-(  i 
Wmsetui  H  B-[  I  e 


BLOOMINGTON 
Brooka,  HarriioD  & 
-  rbaugh-C  !  c 

pbtllN   M—  t  e 

Capin  H  ft  SOD-I 
Clark  James  R-f 
"-■"ion  D  M^ 

inEbam    J    H-l 

ling  ft  Cbiabolm-( 

Gardner  Wm  E— 1 

iDbnaon  I  H-^T 
Jody  J  H-i 
fitting  Wm  R-l 
Habaffer  Wm-f 
Hitler  ft  ShrcT«-(  e 

Otto  a  J-f 
Pinerer  C  H-t 
Rarbom  ft  Co-f 
Read  Jobo-t 
Sanden  J-(  1 
Seibel  HP-i 
~  ■  man  E-f  1  e 


Candaolnsurano* 

iniK  Dlatance  'Phane,i4s 

Ail  rorin*  of 

N  SURAMCe 

Laatbar  in  tkli  and  Daitb> 

boring  (tat**  a  qaclalty. 

Cbildreai  Geo  B— 1 
GUbert  E  L  Co  loo— f  I  c 
(nlfaofcr  &  Jobnaoa— f 
Gravta  T  C-1  e 
Greaner  W  P— f  o 
Julian  11  A-1 
Porcell  P  J-f 
Stuart  C   R   ft   Son— f  c 
Soaanka  d  Gannun — f 
Tbomion  Chaa  H— I 


;  Diefenbach   J    G-f 

1  DooIJttle  W  H-l 

1  Green  O  C— f 
Helbris  M-l 

>  Jpne)  Owen  1^-1 
icrick  P  H-f 
Utftt  Geo  F^ 


Waller  Nlo-I 


11  T  F— f 
er  Jobn  t 
n  G  A 


Kennedy  &  PitVer- 
Kirk  W  l-f 
Lnhman    Bros  &  C 
Manan  M  C-[  c 
McLain  C  F— f  e 
Perkins  M   D-l  I  c 


Stan-  F  W-f 
Slockwell  Frank  5- 
Traeiddl  E  E  P-l 
Tripp  E  H— t 


BLANDINSVtLLE 
Ballon  C  E-(l  c 
^len  J  H-f 
CoCtnao  M— f 
Grigabr  W  A-f  c 
HoMon   C  R 
Hnttcn  Geo  B— t  e 
Jacob.  H  J-( 
Harkland  K 
Martfai  T-f 


Remer  Andreir— f 
Rndd  W  N-f 
Schrdber  Wm-l 
Towniend  A  N— f 
Zaefaarlaa,  HcCord  ft  Co 


Fnnda  Tbo*  I^-i  t  « 
Murphy  H  J-t  I 

Steen  W  H-t 

BRIGHTON 
___wn  U  S-I 
aark  I  U-t  1  c 
Jonea  T  A-< 
'-•riuGeo-f 

BUNKER  HILL 
Baker  Tbo*  A-t  I  c 


Budd  W   N-l 
BtunaBB  Adalf~t 
Goach  John  ft  Son-^ 
Mercer  A  E-t 
Sanlord  F  E-f 
Spanfcaberi  T  I^ 

BUSHNELL 
Bon  tin  Mr*  Anna  A~{ 
ChideMcr  D  F-l  1  • 
Chideiltr  B  H— c 
Dodge  Tntian   A — c 
"-ry  Cha.  E-f 

iVain  G  H-f 

Paul  W  J-f 
Roach  A-t 
Traman  J  J— c 

CAIRO 
Alba  C  ft  Son-,4 
Barclay  P  W  ft  Son— I 


Haag  N  A-f 

Hadley  B-I 
Maaolll  J   R-f 


Taylor  C  B— f 
Tetlcen  L  E-f 
Taner  C  U-f 
Wclloo  C  W-1 1  c 

CANTON 
Alenandet  Wm  R— 1 
Allien  ft  Johnton— 1  e 
Bath  D  1^1 
Bcrkeman  Samael^ 
Brinkerhoff  T  C-t 
Qingenpeel   B  H— c 
Cobfelgb  F  A— {  c  1 
Coleman  ft  Bipaley— f 
DatlcT  G  R-f 
DivUbiu  Cha>-f  I 
Gallagber  M  A— f  e 
Gallagber  ft  EUia-t 
Gilmer  J  C-f 
Gleaaon  W  S-t 
Heald  C  T-t  I 
Hankie  R  F-f  c 
Kinnland  R— f  I  c 
HcMahoo  John  W— I  e 
Sbeaff  John  A-f 
Shepley  A  C— f  c 
Taylor  B  H— f  e 
Tcndiek  John— t 
Thompion  n«l— f  t 


Caldwell  A  S-I 
CaldwcU  F  H-l  0 
Cbcny  T  I^-f  1  c 
Grater  Geo  W— 1 
HawUna  M  B-f  1  c 
Miller  I  W-f 
Renfrv^  E-f  c 
Spillcr   A    I^-< 
Swartk  Geo— f 

CARLINVILLE 
Darid  A  G  ft  Ca-<  c 
David  Helea-f 
DaTid  S  W-l  1  c 
Heina  Henry  —t  e 
Homer  John— I 
Rngbea  T  P^ 
HuFm  ■■■      ~    -  ■ 


larkley  G  C— c 
lerger  G  H— f 
Irowo  Porter  W-f  c 
'ord  Grace— f 


D-f 


O  H-f 

KrcK  jTil-l 
--     khana  J  M-l 
__.ray    H   V-f 
Nichoff  a  Albera-t 
Norcroaa  H  C— c 
Noiria  W  H-f 

CARUI 

Harmon    I    H— f 

H^  T  W-f  c 

Jonea  Jno  R— r 

Kem  ft  Pearce-^  1 

Martin    Wm    L    &    Co^ 

McCalliiCer  ft  5an~-f  1  c 

MelJaior  Jaa  R— f  1  e 

Phillip  R-l 

Fomerqy  F      *    "     " 

Sneed  Hem 

Spieknall  I 

Stalcy  L  I 

Taylor  Gil— i 

Wuat  Wm-f 

CARKDIXTON 
Coma  Samuel— c 
Cnniutt  B  Z— f  1 


Kiof  C  H-^  I 
Under  Oyde— f 
Pierioii  Omar 


ler  Ord 
Reynold!  Oicar  P^  1  e 


Reynoldi 

f  1  e 
Robert*  F  U-4  o 


Uanr 

HcCroi 


1  R-*I 
Haaon  i.  £— I 
Oeltien  Fred  G-t 
Weatcmdar  C^-t  t  < 


HcCroiT,  Berry  ft  KcHy 

Owen  Jobn  H— f 
Palmer  J  S-f 
Pari!  A  E-t 
Scon  J  F-f  1  c 
Springer  O  G^ 
Stiader  D  S-4 


CASEY 

Adama  B  I^^  c 
Army  J  J-f 
Bean  A  B— f 
Qoaaon  D  C-t 


Griaamore  J  R-f  c 
Harriwn  J  R— f 
Hawktna  W  E-f  I  e 
Roaebiowfa  D  R— f  e 
Sblmel  Geo  F-f  c 
Yotrng  D— I 

CENTRALIA 

BoBdr  F  W-f* 
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Btmdy  TT— f 
Burge  W  M— £ 
Cbndit  S-f 
Dew  C  F— f 
English  B  M— f 
HaBn— 1 

Hobbs  Jot  S-^  I  e 
Hubbard  Murrel— 1  c 
Kurtb  O  B— f 
James  Miss  B — f 
LonJs  L  A--f  1 
Noleman  F  F— f 
Pmrkinson  Miss  Zett»-f 
Robertson  D  B— f 
Rodenburv  J  D 
Rupp  A— ^t 
Zidk  Frank— f 

CHADWICK 

GroTe  O  M— f  e 
Hawk  N  H— { 
Kerch  John  O 
Kingery  C  M— 4  1  c 
Mailer  Hemum— I 
Shnltx  F  M 

CHAMPAIGN 

Beers  John  N— f  1  c 
Boyer  H  B— f 
Brown  F  M— f 
Campbell  R  M— f  c 
Coffman  W  H— f  1 
Eagteton  C  M— f 
Elson  C  B— c 
Flanigan  J  A-^ 
Prison  Edw  H— f  c 
Gardner  E  A — f 
Glenn  L  L— f 
Harris  C  A— f 
Harwood  &  Clark— f  1  c 
Hessell  J  F-f 
Hnghes  S  K— f  1  e 
Hutchinson  Sc  Son— 1 1 
Maxwell  C  L-f 

MichaelJ  J— f  1 
Miller  H  M-f 
Morrissey  Fay— f  1  c 

Price  Wattef^  e 
Sherfy  Miss  F  B-f 
Shafer  &  Dolan— f 
Spalding  W  P-{ 
Sperry  H  T— f  1  c 
SnlliTan  &  Block— f 
TnreU  G  A-f  c 
Wingard  L  F— r 

CHARLESTON 

Alexander  Randall— f  c 
Brign  W  M— f  1  e 
Bnrdcet  Geo  A— f  e 
Charlesworth  F  C— f  I  c 
Cottingham   George  A— 

f  c 
Donaldson  S  S— f 
Frommell  F— f  1 
Glaasco  Geo— f 
Grant  Thos— f 
Grove  Sam — { 
Hallowell  Harry— f 
Harding  W  I^-l  1 
Heistand  Geo— f 
Hibbard  G  J— f  I 
MOIer  Charles  R-f  c 
Roaebrongh  9c  Wilton— f 
Scott  W  W-f  c 
Sellars  A  C-1 
WillsoB  Wm  A-f 

CHBNOA 

Abbott  WG-^c 

Arnold  Frank— f 
Ballinger  Fred— f 
Ballingcr  RtI»-I  I 
Dexter  H  C~f  e 
Gerisch  J  C-4  1  c 
Jordan  A  D— I 
Ketcham  W  E-l  c 
Mcrriott 


Murdey  J  H-f  1 
Ramsdor!  Frits— ff  c 
SiUinum  L  L~f 

CHESTER 

Beare  I  C— f  1  e 
Clemens  E  S— f  1  e 
Gilster  Fred— f  1  c 
Miller  W  H— f 
Nesbet  H  B  ft  Co-f  1  c 
Speckman  Hy— f 
ZUIekin  Frank- £ 

CHICAGO 

Aiken  W  J-o 
Alexander  W  A  ft  Co— c 
Allen  T  C-1 
Barr  S  M-I 
Behrcns  H  H— 1 
Bell  H  H— 1 
Bennett  N  J— f 
Bishop  C  N— { 
Bishop  L  Brackett- 1 
Boknm  N  H— 1 
Bokum  R  D— Ic 
Bosart  B  W— L 

CHABLES 
BROCUOISS  A  CO. 

Ssrptas  Lioes 

1 59  La  Salle  St. 


CnrtU  H  M 
Dale  Henrcy  S— I 
Dalnar  Hugo  ft  Co— I 
Davis  C  W-f 

Eftabiiahed  1869 

■•deBoode&Co. 

GENERAL 
AGENCY 

159  La  Salle  Shreei 

Dniie  N  B~l 
DnOce  D  G-1 

London  A  Lancashire 
Flra  Ins.  Co. 

Orient  Insnranee  Co. 

Charlei  E.  Dox,  MaiMScr 
171  La  Salle  8t,   Chkago 


DriseoU  M  F-ff 
Early  Frank  A— f 
Elbert  Geo  G-4 


Organized  18(2  Phone  Central  3116 

Members  Chicago  Board  of  Underwriters 

BROWN,  ANDERSON  &  YOUNG,  Inc. 

INSURANCE  OF  kit  KINDS 

Binding  focllltlM  tor  any  point  In  U.  $. 

Fifth  Floor,  National  Life  Buildhig 

159  LA  SALLE  STREET        -       -        CHICAGO 


Hammond  L  O  ft  Co— f 
Harlcss  W  W-f 
Harraden  C  H— f 
Haskell,  MUler  ft  Co->f 
Hemstreet  W  J  ft  Co— # 
Hcndrr  John  E-f  1  c 
Hemck  A— f 
Herrick  G  M— 1 
Hcrrich   ft  Auerbach— f 
Herrmann  Geo  9c  Ok-i 
Hoaffland  W  L-f  ^^ 
Holden  John  L— f 
Holmes  F  F  ft  Co— f 

R.  W.  HOSIER  &  CO. 

INSURANCE 
154-158  La  Salle  SU 

Howe  T  H-I 
Hoyt  H  H— I 
Huncke  Carl— f 
Hutchinson  ft  Cooley  Co 

Jackson  J  W— 1 

James  F^d  S  ft  Co-f  1  e 

anncy  ft  Pickeringwi 
ohnson  ft  Higgm-A 
ohnston  H  B— i 
^yce  ft  Co— c 
Karlorec  J  M-I 
Kelsey  J  A-f 
Kttidall  A  H-1 
Kilboam  A  H— ] 
Kinney  E  D  ft  Co-I 
Klee  Roffers  ft  Co-4 
Klmke  A  W  ft  Co-I 
Kniffht  ft  Barher— f 
KraTovee  J  M— I 
Kranss  P  P— r 
Krans  P  T— 1 

fS^T i,  ^""^ 

Lemay  W  G  ft  Co-I 


Bmmmel  Bros— f 
Bullen  Chas  F— I 
Bnrch  W  A— 1 
Burrows  H  V— f 
Baswell  H  G— f 
Calkins  R  A— 1 
Callender  T  E-c 
Cameron  P  F  ft  Co— f 
Carlile  W  B— 1 
Carmack  E  H— 1 
Castor  H  C— 1 
Chandler  W  B-« 
Chase  T— 1 
Childs   Young:  &  Wood 

-f 
Qereland  Chas  B— I 
Coflfey  J_J  ft  Co-f 
Cblson  H  W— £ 
Conkling,  Price  ft  Webb 

Cooper  Tlios-4 
Coruss  ft  Co— f 

JOHN  D.  CORY  A  CO. 

ReprMentIno 

OM  Colony.   Mast. 

Boston (  Mass. 

MIchloan  Commofclal.  Mich. 

Franklin,  Watb.,  D.  C. 

Federal  Unilerwritert, 

Wath.,  D.  C. 
MIchloan  Mllloft.  Mich. 

159  LA8ALLE  ST. 

Cox  P  T-l 

Critchelf,    Miller,    Whit- 
ney &  Barbour— f 
Cunningham  R  M— I 
Cunntngham  Secor— I 
Curtis  C  L 


KLEE,   ROGERS  &  CO. 


RKPRCSKNTINO 


Prussian NaUonal;  Svea;    Georgia     Home'    F^u^^^ 

159  U  SALLE  STREET    -      . 


CHICAGO,  ILL. 


Eldredge  Chas  H— c 
Elicl  ft  Loeb-I 
BIwell  E  H— 1 
Emerson  I  H— 1 
Faulkner  ft  Ettelson— f  1  c 
Fenno  M  D— 1 
Ferguson  Edward  A— 1 
Ferguson  J  L— 1 
Fleetwood  ft  Pellet— f  e 
Forrest  Geo  L— e 
Fraher  J  J— 1 
French  Geo  T  ft  Son— e 
Fugit  M  W  ft  Co-f 
Gaiilagher  T  B-l 
Gsnse  T  W— 1 
Gelderman  W  M— c 
Gerrish  ft  UacUe-c 
Gilbert  Geo  A-c 
Gilbert,  Swanson  ft  Co— 

— f 
Girardln  Jules— 1 
Goodman  Thoa  ft  W  A— f 
Goodspeed  F  C— 1 
Green  C  W-f 
Greenbaum  S— c 
Greene,  Perctval  ft  Co— f 
Griffiths  J  C-1 
Halle  E  G— I 
Hamill  T  W— 1 


Royal  Insuranco  Co. 

(Llmitod) 
UW  BROTHEiCS 

John  H.  Law      Qeo.  W.  U» 

Rayal  lataranco  BalMhif 
Lcttennan  ft  Chamberlia 

Lewis  I  J— I 
Linderman  Max— 1 
Loeb  Adolph  ft  Sons-f 
Lyman,  Richie  ft  Co-f  o 
Jomas  Thos  R— 1 
MacEnaney  L  S— I 
Magill  Henry  P  ft  Co-f 
McCabe  ft  fiengle-l 
JJcCurdy  Geo  E-« 
McGUlen  Toh.i  ft  C»-« 
McGillicudy  D  M-1 
Marshall  E  T  ft  Co— f 
Marsh  ft  McLennan— ffe 
Martin  John  D  ft  Cb-f 
Martin  ft  McLennan— I  e 


C-30  INSURANCE   AGENTS-ILLINOIS. 


•  • 


m^^ 


,CASE,  LYMAN  &  HUBBARD 

159  La  Salle  Street.  Chicago,  111. 

LARGE  WRITING  CAPACITY 

IAHFOBD  FUE  ^F  conn.  LIMBERMENS  of  PHILA.  PIOliNIX  OF  CONN. 

ST.  PAUL  F.  &  M.  OF  MINN.  CITIZENS  OF  MO.  EQUITABLE  F.  &  M.  OF  K.  L 

NATIONAL  FUE  OF  CONN.  MECHANICS  OF  PHILA.  PEOPLES  NATIONAL  OF  PHILA. 

LONDON  ASSUIANCE  OF  ENG.  GERMAN  FOKE  OF  W.  VA.  NATIONAL  LUMBER  OF  N.  Y. 

FRANILIN  FIRE  OF  PHILA.  CENTRAL  NATIONAL  OF  DLL 

MASS.  BONDING  &  IN&  CO.  OF  MASS.  (Boadi)  STANDABD  ACC  OF  MICH.  (liaMBly) 

Commissions  allowed  non-iesident  Brokers  and  Agents  on  Insurance  on  Chicago  properties- 
Rate  schedules  furnished  and  inspections  made. 

FRED.  S.  JAMES  &  CO. 

171  LA  SALLE  STREET,  CHICAGO 

Connecticut  Fire  Insurance  Co.  of  Hartford  Calumet  Insurance  Co.  of  Chicago 

Pidelity-Phenix  Fire  Insurance  Co.  of  N.  Y.  North  British  ft  Mercantile  Insurance  Co.  of  Sngland 

Mechanics  &  Traders  Insurance  Co.  of  New  Orleans  General  Insurance  Co.  of  Paris 

British  America  Assurance  Company  of  Toronto  Osage  Fire  Ins.  Co.  of  Topekz 

National  Fire  Insurance  Co.  of  Hartiord  Casualty  Company  of  America  of  New  York 

German  Alliance  Insurance  Co.  of  New  York  National  Surety  Company  of  New  York 

Individual  Fire  Underwriters  of  St.  I<ouis 
Merchants  Fire  Assurance  Corporaticm  of  New  York 

Sorpivs  Line  Department  for  Central  and  WesCam  Slates 

Central  Insurance  Company  of  London  Eases  St  Su£folk  EquitaUe  Insurance  Co.  of  Eni^Und 

Northwestern  Insurance  Co.  of  England  L^^l  Inaursnce  Co.  of  London  Liverpool  Victoria  Ins.  Co.  of  London 

Binding  Contract  with  Guaranteed  Underwriters  at  Llojrds,  London 

New  York  Office,    133  Wmiam  Street 

All  Kinds  of  Insurance 

Critchell,  Miller,  Whitney  &  Barbour 

S.  W.  Cor.  Madison  and  La  Salle  Streets 

CHICAGO 

SOLE  AGENTS  FOR 

Phoenix  of  London,  Eng.  Springfield  P.  &  M.  of  Mass. 

Commercial  Union  of  Eng.  Amencan  of  Newark 

Camden  of  New  Jersey  County  Fire  of  Pbila. 

Security  of  Conn.  Spring  Garden  of  Phila. 

Pelican  of  New  York  Commonwealth  of  New  York 

Teutonia  of  New  Orleans  Western  Reserve  of  Ohio 

United  Firemens  of  Phila. 

We    "^vrlte    all    classes    of    Insurance 

158  ba  Oalle  Otreet  GtllCAQO 


AlUaiioe  Insuxaiiee  Company,  PhiUddpliiA  Flremaiis  Pttud  Insuraace  Co.,  Sea  Flnuiciaoo 

Contineiital  Insaranoe  Company,  New  York  Ocrman  Amcricen  Tntnninre  Co.,  New  York. 

Fidelity  Underwritcra.  New  Yoik  Ineurmnce  Company  of  North  America,  Philadelphia 

Fire  AModatioa,  Philadelphia  London  9t  Lancaihtre  Fire  Ina.  Co..  Liyarpool 

Mtna,  Ufe  Ins.  Co..  Hartford— LiabiUty  Philadelphia  Underwrltcn,  PhfladdpUa 

Ataa  Accident  &  liaMUty  Co.,  Hartford  Caanalty  Co.  of  America,  New  York — ^Boiler 

(Aoddcnt,  Burslary  and  Plate  Glaas.)  The  Title  Ouaxanty  8t  Surety  Cow  Scraaton — ^Booda 

SURPLUS  LINES  AND  AUTOMOBILE  INSURANCE 

Lloyds  London     •     •     London 

New  Yoric  Office— 54  WlllUm  SL 
MlaoeapoUs  Office— Security  Bank  Bidf .    London  Office— 133  Biihopifate  St    Dnlnth  Offlce-314  Superior  St 


INSURANCE   AGENTS— KENTUCKY. 


C-31 


Tkmf  Is  Oaiy  Oa«  BEST  ia  Asytiilfig  mad 

SH  AW*S 

Pire»  Bttr|lary»  Tkefft,  Antoaobllt,  Tovrlst  HiMiter,  Hont,  Troply,  Valuable  Musical 
lastrnmeflt,  and  All  Other  Contracto  are  the  BEST  and  CHEAPEST  PROCURABLE 

A  COMPARISON  IS  INVITED  LOSSES  SETTLED  WITH  PROMPTITUDE  AND  LIBERAUTY 

Excdtont  Saralat  Uoe  PadlHlM 
In  Britiah  tmd  Forilgii  Cooipaiilcs  aad  ''Uoyd's'*  of  Londoo  (Oatfantaod  Underwrltert) 

BlndiaK  Capacity  |«5,00a00  to  $135,000.00 

Uailod  SlatM  RopTMeotativw 
ANOLO-SCOTTISH  GENERAL  COMMERCL\L  INSURANCE  COMPANY   OP   LONDON 

For  further  partknlui  apply  to 

A.  F.  SHAW  &  COMPANY,  159  USaUe  Street,  CHICAGO 

Codes:  A.  B.  C— Stli  EdMioo,  CAR      Tciophoaoi»  Contrai  1037  A 1030      CaUo  Addr«M»  "APSHA W"  Chicafo 


aURPLrUa  LINB8  PLACID  Of  ANT  PART  OP  THB 
UNITBD  aXATSa  AND  CANADA 

L.    S.   MAC  ENANEY 


159  La  Salle  Street 


CHICAGO,  ILL 


E.  T.  Marshall  &  Co. 

FiaE  MSUBANCE 
SUBPLUS  LIBES 

189  U  Ssllo  StrttI 
U9Mon  Fred  B-1  c 

Meeker  Htfier  Ce. 

LIABILITY 

ACCIDENT 

FIRE  INSURANCE 

189  U  Salle  Street 

Merrill  F  H— 1 
Merrill  T  B— 1 
Mooncy  &  Co— f  1  c 

M— tBOiary  a  Funkhoutar 

INSURABCE 

160  U  Sella  Strael 

Moore,   Case.   Lyman   k 

Hubbard— £  1  c 
Morr«U  Fred-1 
A 


Meagar,   Vokoea,   IV^ 
noie     ft     Witbefbea' 
f  Ic 
Napier  K  A  ft  Co-f 
Naclrteii  Joba  ft  Co— f 
Nathan  R  S  &  Co-I 

NEWBURGER  &  CO. 

■laagvi  ib4  Ageiti 

iBf.  <k  MaliorDL.  of  KMktei  U 
Dakana  F.  ft  I.  of  OibMai,  !•«» 
Iiw  iumyn  Ifat  Int.  Ooi 
UaMlktfLMiiTUKKy. 

ISO  U  ULLE  STREET 

Newton  C  A  ft  Co— f 
Nolan  J   Harry  Agency 

-^  c 
OaU  J  F-1 
O'Brien  Harry  J-f 
Orient  Ina  Co 
Palmer  R  F— 1 
Parker,  Aleabira  ft  Gai^ 

diner— f 
Phiater  ft  Ricbt-e 
Pick  Geo-1 
Pocga  Chaa  F— c 
PoSak  Broa-1 
Saftrae  ft  WUbcr-f 


Redington  E  D— 1 
Redmond  J  W— c 
Refua,  Enger  ft  Bamett 

Reimer  A  S— 1 
Ricbardaon  O  D— 1 
Rigga  G  W-1 

ROGERS  &  ROLLO 


iMriaiB  Ontnl;  flildnafaa.  lag.; 
(bUfinia;  Ii  i ilaM  Dad^  lartu- 
lik  P.  &  I,  FmaiTlTnia:  lUdity- 
Ptaaix:  laa  of  I.O.;  wwJviiT 
PU*i  ObMR  UahitBa  OHOHniia 
(JDitaMkik) 

169  LA  ULLE  ST. 


Roberta  Geo  W  ft 

RockylW-f 
Rodiflck  X  B  ft  Son-I 
Roaa  Jaa  L  ft  Co-I 
Sabin  R  H— 1 
Scbmidt  AX-1 

Siirkfiittir  I  Sknlir 

Fire,  lirtae 
and  Cunilty  bwuee 

15f  U  Salle  St. 

(Sea  Providence,  R.  Im  Boalon, 
bhaa..  and  New  York  Qty 
Uat) 


ROLLINS  &  BURDICK 

Fire  Ifiguraiice 

159     LA     SALLE     STREET 


EotabUahed  ISSO 

ReDe.  Webster  t  Ce. 

Reproaenting 

Girard  Fire  ft  Marine 

Western  of  Toronto 

Liverpool  ft  London  ft  Globe 

New  Brunswick 

Richmond  Ins.  Co.,  N.  Y. 

159   LA  SALLE  STREET 


SerreU  H  J-1 
Sexton  Co  The  A  R— c  1 
Sbaw  A  F  ft  Co-f  c 
Sbcaban  J  D-l^ 
Sbepberd  jobn— f 
Sbipman  &  Wayne — f  1  c 
Skelton  J  I^f 
Smith.  McCary  ft  Co— 1 
Stoffela  O  A  ft  Co— f 
Stone  C  A— 1 
Strong  J  H— 1 


JOHN  NAQHTEN  &  CO. 

ESTABLISHED  1863 

Insurance 

160  LA  SALLE  STREET.  CHICAGO 

LOCAL  AND  GENERAL  AGENTS  POR 


Noathcm  Inaaranoa  Company  of  New  Voile 
Bao  Franldia  iaaerance  Co.  of  Alleghany.  Pa. 
Weetchaatar  Fire  inaerence  Co.,  N. 


Royal  Ezcbanga  Aaaerance  of  Loedoe 
Preeholdera  Inaurance  Co.  of  Tojpelm,  Kan. 
WaaUngton  Fira  Ina.  Co  of  SeatOe 


GENERAL  MANAGERS  POR 

METROPOLITAN    FIRE   INSURANCE  CO.  OF  CHICAGO 


Taleffcoae  Central  1159 


Aetomatlc.  4198 


IKSURANCE   AGENTS-ILLINOIS. 


a»orgm  E.  Shiftman  H.  1»  "WavK* 

SHIPMAN    <a   WAYNE 

ISO    L.ASAL.L.E    ST..    CHICAGO 

INSURANCE     IN    AlA^    ITS    BRANCHES 

Hartford  Pite  Insuiancia  Co.  I  Hawkay*  Inaunuice  Co. 

Milwaukee  Pin  Insurance  Co.  I  Virginia  State  Insurance  Co. 

Calumet  Inaunuice  Co.  [  State  loaurance  Co.  of  Nebraska 

Philadelphia  Caaualtjr  Co.  I  Old  Line  Banker!  Life 

Surplu*  Liiu  D^tartment 

Surplus  Lines  and  Ploater*  covered  anywhere  in  tbe  United  States  or  Mealco. 

Direct  Binding  Contract  at  Llojda,  Loadoa.    A«tom«bU«  Inauanoa. 


J.  L.   HOLDEN 

ADJUSTER    OF    FIRE    LOSSES 
ON      RAIL^VAT     PROPERTY     EXCI,USIVEI,T 

ROOU  431  MONADNOCK  BUILMNO,  «S  JACKSON  BOULEVARD,  CHICAOO,  ILL 

TELEPHONE.  BARKISON  <SW 

itZFEKENCES: 

H.  W.  EATON.  Esq..  Recident  MaaaK«r, 

Liverpool  and  London  and  Globe  Ins.  Co,.  Hew  York. 

GEORGE  M.  FISHER,  Esq.,  Manager.  Railway  Underwriters,  Chicago,  HI. 

PATERSON  &  SON,  Chief  Agents,  Phcenix  of  London.  Montreal.  P.  Q. 


SURPLUS  LINESSOLICITGD  PROM  iUXPARTS 
W  THE  UNITED  STATES  ft  CANADA 

F.  R.  THOMPSON 

lasarmace  In  mil  It*  Brmaebet 

159  La  Salle  SL,  Chlcaco.  HL 

"T*gM  1  riM.  ChEiD."  CiMHI  la 


WALLER. 
CHANDLER 
&QREY 

159  La  Sane  St. 


Walliee  H  »-l 
Warner  H  S-c 
WuTCB  Uoorc  ft  Jonci 


WincgBT  k  Uead-1 
Witkow^  h  AT'' 
V/naa  Kvarta-^ 
Wricbt  H  D-1 


Henry  P.  Mag^ill  <SL  Company 

GENERAL  AGENTS  AND  MANAGERS 
164  Lb  Salle  St.         Chicago.  Illinois 

Lonlnrille  iDnnocc  Co. 

Mononcalwla  of  Httiburg 

Standard  Fire  of  lows. 

AddHlonil  Coatpaaks  ror  Re>liuanuKa  of  Oiw-LlnM  for  ConMrratlv*  Coapaatas 

CcDttml  Natlon«I  Fire  of  CUcuo 

C*ntral  lUanfactutcn'  MBtaal  a<  Vtt  Wert 

Hawkere  of  O—  Monei BstaM^Md  ISH 

London  UutiuU  of  Tcroato      -■■-...-......     BvtabMted  tSw 

CENTRAL  NATIONAL  FIRE  INSURANCE  COMPANY 
CselUt.  UM,OM  AatU,  U32M$,19  Sorfta*  MaoU^MdM^  H«,HI.N 

JAHU  B.  HOBH.  PrtsMiat  Bnrar  P.  Uaimu..  Sd  V 

Ouvaa  H.  UtoiTON.  Jrt  Vkr.FTes.  ftOcDenilCouuel.  F.  U.  RicB.  Sccntuy 


INSURANCE  AGENTS-IIXINOIS. 


WILE  LOEB 
GUTMAN 
RiPBisijR'iaa 

hUIiiM  of  Kil^  mta  t  iDitl 
■«i4;  OMuuli  HiJii  iilWi  rf 


CUBA 
Herbert  T  E— f  I  c 
Seott  H  E-l 
Shlerjf  HcDH'— f  c 
Snifclr  G  &-i  G 
TijloT  C  D-f 
Vat  A  L«e-f 


Wrtun  F— f 
Wthhb  W  D— I 
Ymci  L  E  a  Co-f 
Zuda  Geo  F— c 


pMuliertT  Jm  W— I  c 
HitScU  EA-ic 
Milcbctl  Wm  A-i  1  e 
Point  H  C— I  e 
Smith  Geo  W-f  1 


Bamett   A— f 
Cuter  Wmiam  J-f 
Cnrl  J  A-(  1 
DmufitH  Uicbul-f 
H»nd  J  T-f 


Lnri*  BdwiB  J-I  c 
Kurd    Geor|»-< 
McAjthor  NdUi  I- 
UcCOrd  Cbu  F 

Uaicr  A   F-f 
MilEgni  T  E-{  1 
Uitchdl  B  B-f 
Nagelr  D  C-i  c 
PtAaJ-t 
Stoat  Elmei^-f 
Sumnen  T  R— f 
Strccacr  S  J— I 


COAL    CITY 
B»ilr  N   H-1 
Banett  H-f 
Campbell  Joiepb— f 

COLUNSVILLE 
BBmnvfai  Wm  G— I 
Bnnoociu  ft  UcQnllle 

Doner  Ju  V-t 
MSdii  W  B-1 
raeimer  Tpieph 
Knecdler  X  Gbt— ( 
Look  ft  Scbnrnian 
O-Fnrell  T— I 
Powell  M  D 
Schrocpel  Adun 

SimSir  ft  McQaiUiuB- 
Took  ft  Sctancuao— f 

COWDEN 
Koowlem  H  O— f 
UoDie— f  I  e 
Zcicler  Cbu  E— f  c 


Cinnsdy 
Covt^  A 


DAKVILLE 

i.  n  c-i  c 

ibfll  E  V-1 
W   M-( 


inulfj    H»rTT-l 
tlib  bavid-l 
.."fbilci    Tolin— f  c 
Wharf   E   C-I 


DECATUR 
Anen  A  C-f 
AUeo  JiiDe*  H—t 


Buth  J  W-f 
Betuett  J  t^ 
filomwn  W  C-f 
Sobb  B   C— 1 
nrown  ft  Parker^ 

-nrki  ft  HiKh-f 
Borttchi  Bro>  ft  Schoenl. 


Crahb  H  W-l 
Diwion  R  M-f 
DUletnab  E  E— t  1 


Hot  Simon  P~4 

'  ihogon  Hiriwf 
ihnaan  ft  Dimock— f  1 
til.  Lmei  A-I  _ 


Rice  ft  GOIwlwT 
Smick  A-( 
Stadlct  ft  Scott— f  c 
Uti  ft  Ullricb-f 
Wtlteoa  ft  HI»-f 
W*tMO  N  T  ft  SoB-f 
Weyepp  j  H— ( 
Wheefer  J  H-l 
Will.ke>  L  C-f 
WUwn  O  W 
Winrau  B  B-l 
WiM  U  B-l 

DB  EAU 
Artier  Samuel— f  e 
Bodoaa  W  E-1  c 
Bowla  J  T       ■ 


Cotk^i  J 
Dowdafi  J 
Esietaon  ft 


NightiDgale  ' 
Hnlile  gL- 


KUL, 

Leaae  Chu  H— I 

LandJ  W  I-f 
Ltod.  T  C  ft  Soo-f 
MaEnider  F  T— f 
Monlgomttj-  C  W-( 
Montgam«7  R  R  ft  Son 

Nkbal*  John  E— I 
Nieniker  I  F-f 
Oldham  a  L-f 
Patterion  I  E— f 
FMIcrwa  ft  Wil>oD~f 
Pickle  ft  DarliDff 
"      jolph  ft  MoibiTBer 


-  _  UcNatl-lc 
rarreu  S  A— f 
Fuk  A  W-f 
FhMh  F  J-f 
GliddcD  Wm  C-1 
TohawiD  Edward-i  1  e 
Kcooedr  A  G— f 
Kirk  P  R-1 
Manning  T  W-l  c 
UcEweD  H  W— I 
UUIer  Gec^l 
Piper  I  H-f  s 
Potut  W  S-f  le 
Power*  Wm-I 
Prtndcc  H  U— {  e 
Rodocker  A  C-^ 
RwMll  J  S  ft  Soo-I 
Talbot  ft  Wiltbotn— 1 

Tyler  S  A-f  e 

DELAVAN 
Cobem  S-f  e 
Crabb  Daolel-ll 
Foilcr  H  H-f 
Ireland  F  B-4 
•    le.  J  0-f  c 

in  Faiil  H-l 
_>rtoa  L  W-( 
Rhode!  E  R-f 
Sbelton  F  B— 1 
Stone  Fred— f 
Sunderland  ii   ' 


Hobno  F  E— ) 
Kamp  H-f 
RccmFH-I 


RisbT  t 
S^melti 


DUQUOIN 
Cook  If  C~< 
Crippeo  W  H-l 
Dowell  G  W— I 
Durham   Ed-c 
Elton  K  C~l 
Edcl  W  F-^  c 
Enni  S  E— {  I  e 
Gill  Guf-f  I  c 


Horn  A  Bnerkle— t 
Undc  P  N— f 
Liniie  R  S-f 


Pom  B  W-Io 
SpOlBaii  I  R-l 

Sucy  N  C-I 
Wdw  J  A-1 

DURAND 
AWey  W  P-£  1  e 


Harri*  f  F-t 
Hill  E  A-I 


I.  G-f 
DIXON 
Brooki  Oarenee— I 
Dimick  Fred— c 
Dollmerer  A  C— e 
Gilbert  W  W-] 
Haley  \  ¥—e 


ft  RayBiond  Co— 


Peteriberger  Jo»-f 
Philpot  Wm-f 
RafFenberger   ft  Son  H 


Wl"*^ 


SUteter  F  E  Co— (  I  ■ 
Winjert  E   E-f 
WDoIer  W  W-i  e 

DOWNERS    GKOVB 
Bamhart  W  H-l  c 
BlDdietl  W  H 
fiuih   Gn*   I^-f 
Edward*  W  H-*  - 
GraTM  C  G-f 
Nanmore  ft  F. 
Tucker  J  W-l 


DUNDEE 

Jiann  H  J-I  1 

Bethke-C  J-4 
Bohn  Joho-f 


EAST  ST.  LOUIS 

All!  E  1-1  c 
B^kwiili  b™  Co-f  e 
C-navon   &    Tjrlton— I  s 
Gughlia   Bros-f 
ClanaahaTi  M  H— ! 
Cuaacli  P  B— ] 
Dtummond  H  J-I 
Dmmmond  W  R— 1 
Esttnunn   T   F— f  c 
F^rrbrDther  H  C-f  c 
Ftrkete  Tho.  I^f  e 
Fmk  &  Cn— I  c 
Hamlin  F  C-f 
Hancock  W  P-1 
Hi.dina  BroB-t 
Harri.  M  L-f  [  c 
*"--irieh  C  R-f 
1"  W  H-f 
eck   ft    Co-f 
«r  &  MunBer-! 
— ,L.,li  Wm   F 

McCuirc  J  B— 1 
Reiubaw's    J     W    Son.- 

Sexton  ft  Co— f  c 
Siefert  ft  Weto-I  c 
Sikkina  J  B  ft  Son-fe 
Smiih-Knepper^-I  e 
Smith   Leon   G   S    Bro- 

Soii«a'°P  J-f  c 
Steser  F  J— ( 
Voaker.WoH-f 
Walrith  C  L— f  e 
Whitney  8  J-f 


Ut^K^GS  AGfilNlS-ILUHOlS. 


ILL.— Cob. 

EDWAKDSVUiA 

B.rtlirt  C  X-n  e 

Bormui    foi-l 
Edmondi  &  CUm— t 
Dale  J    B— f  1 
Lu.k  T  P-t  I 
Mudge  B  W— f  1  c 
Siillwell  J  P-l  I  c 
Suiter  J  R-J  1  c 
Tutt  J  T-1 1  c 


Piddi  W'  D 
FlKk  J  W-f 
Kuar  B  F-t  G 

O'boaaOi  M~t 
OrgrtMck  B-f  c 
PiiVcT  H  S-t 
Rtnchatt  W  B 
Si]«  C  E-t 
SchiMler  E  B-(  e 
SMirart  A  R|Mi«   < 
Tntor  F  G-l 
Wttwer  H  >-« 
Womuui  J.  B— ( 


BLOql 
AUCB  FB-f 
Andenon  A— I 
B*1iker  I  C-f 
Britlon  U  H— f 
nmnberteia  D  A-(  O 
Duicrfidd-FrideMa  Co 


iinlfr  A  GivcD-l 
ncki  Fred  W-(  e 
nil  J  H-^  c 


holT    Albtrt-1 

II  J  E  A-4 

f   C  T-1 


MMd  EuEcnc  J« 
P<Iereon  1  C-( 
P><<1»m  Co 


RuHCll  F  A-t 


Thomptoa    (learn  Bi 
Tliottipson  J  I!-r 
Tod-on  C  A-l  1 
TTrell  C  Pitret-t 
Vol.lotfF  C  Fr»d-I  * 
Wird   Itobtn  E-l 


Tfun-oo 


n  I  H-i 
Chii 


3  R-1 


EL  PASO 
Bonranh  T  F~-(  e 
Gn*   Elmcc — c 
Himmcn  I  B-l  e 
Hoichnd  W  H-l  e 


O.F  S-*l 


BNOLRWOOD 
Crter  W  H-f 

brooder  I   O— < 
iltjAai  H  W-i 

UcOuD  JohD-l 
Sharp   WH-f 

rfdhottn  (Tft  C  F-t 
Wimct  A  G— f 
Wimer  &    Rcdfield~4 
Whltler  A  H  a  0>-f 

BURBKA 
BaM  A  VS-lo 
bfrd  H  C-f  1  e 
DtashH  U  B-i 
Dmtfv-t 
KM  B  B--f 


£iUil°R~ 


Radl-ml  U  N-l 
RobMon  B  B— ( 
Smith  k  D-< 

BVAHSTON 
C«lmn  A  T-( 
Cf»to  G  H-I 
Uuon  &  Snuit-( 
HnnJ  E-1 
Ptkdie  &  Co-( 
Quinlan  ft  Trw 
bhiMtt  J  C-f 


Anrd  E  A-f 
Clndon  M  I—*  c  I 
CoTdoB  G  9—t  e  I 
Hcniiins  Robot— I 
K*ck  cV-f  1  « 
I.Tnn  G«»— f 
McPidduiJ  H-f 
Vlrgta  aYwlop-l  I  c 

FAIRFIELD 
CrdihioD  ft  ThoBU— ( 
BIDoit  A  U— f 
Glllisan  E  B-1 
Huiu  P~-f  o 
icHop  R  N  (t  Co-t 
TohM  G  W-t 
keen  toho  Jr-t 
Ltwnoce  W  S-f  c 
Pwker  EA-4 
Pendleton  S  T— f  I 
Refaihwd  1  D-l 


FARMER  CITY 
Foolht  A  Shtrc-f  1 
Lindtejr  &  Gring— f 

R^blnion  J  K-f  1 
StiTen  NnOi-t 
young  W  S-f  1  c 

FASMINGTON 
Kidder  G  L 
Luckej  A  A-f 
Minhall  Sam  H— f  c 
Pwk*  E  L 
Slccabocc  A  C-f 


Ban  &  Gill-f 
Ewin  R  A-f 
Snr  Robot— f 

FORRBSTON 
Da  Graff  L— t 
Eakia  U  H-f 
Hanoi*  Joh»-<  I  c 


PRBEPORT 

Buckman  S  C-l  c 
tJIckei   Louia-f 
Du  Foat  J  B  J-(  I  c 
F.sni  Ch.rlc.  r-f 

Cilbert   Ed— I  I 
Hildreih  C  F-f  e 
lioy  J  B— I 


RALfflB-RDsEHsnaCo. 


FRBEPOBT.UX. 


lire  fiu  taown  TouAoo 


BULTOK 
Baton  J  ll-f 
Le[D  Ceo— 1 
HcHabon  C  C-f  c 
Mitchell  W  H-f 


lennr.    J    T-c 
IliivrK    D    B— f  c 


Hooud  U  U~l  c 
Knoebbet  Frank-f  I 
Uello  F  I-l 
MooTC  I  ¥-f 
Nack  J  H-f 
Rottler  G  H-1 
SUttaty  U  C-t 
Spenaler  MUa  J-4 
Spenllcy  R  U-f 

CALESBURG 
Arnold  H  F-(  c 
llanleii  ft  Rohbin»-f  I 
Blakemore  J  E-^ 
Boro  C  C-f 
Elradbcrr  P-l 
Bjiram  E  T— f  c 
Callendrr  W  H-l  e 
Dark  Etia-t 
CUrk  I  C-f  I  G 

U"^JJt' 


Uaaon  E  T  »-I  c 


sashes 
fsjraa"- 


Sallinm  W  Hr-f  c 
Swanaon  Cbu  F— f 
Tenptaua  I  BW 
Virtue  S  lj>-» 
Webtter   Ciaa   A— I    I 
Webatcr  C  A-l' 
Weinquial  O  P— t 
White  C  A-f 
Wood  H-f 


Ltu  J  C-f 

GENB8BO 
Bradler  B-I 
Cook  Artbnr— f 
Fiacbar  JobB— t 
GuSn  Alnnla-I 
Coenibd  W  S-^ 
Gecinber  ft  Robert* 
Holnncer  K—t 
Hoaford  W   H-f  I  c 
Hoit  O  W  ft  Co 
Lowea  F  U-f 
Lnlher  C  F— f 
Marrow  P-i 
Rehcrd  W  R-t  1  c 
Schnabelt  P  S-f 
Stewart  W  M-l 
SweencT  H    R— I  I 
Voaa  W  C-f  I  e 

GENEVA 
Burr  W  A-f  1  c 
Brooka  Cfau-( 
Cartiale  A  I^-f 
Field  Ctaaa— f 
GennBo   Geo  I^-f 
Howell  W  A-f 
Ka*iner  A  O— ( 
Lawrence  F  D-f 
Wilaon    Jno-f 

GIBSON  CITY 

Bali  Amoa-t 
CramoiaDd  Jobs  D— ( 
Cranaion  I,  A— f 
Da*ldani  W  A-f 

KeSh  O  C-l 
McKearar  Wot-l 
Pmee  John  A-f  I  e 
P1.nilp*  A   l^-l 
Radr   ChlM-f 

UlilKb  H'm 
Vrrlawl  r  M-l 
Yoder  K  F— I 

GIRARD 
Baker  Tbomaa— f  I  e 
Bechtold  f  Z-i 
Bellamy  A— f 
Boweraoa   Jar  ah    I 
Garretaon   C  G— I 
Hantihon  ft  HeMlM 
Lltlleoage  Ed  E-f  e 
Metcalf  Chaa  tt-t 
TIetaort  J  H— f 
Wood  Frank  C-l 

GOLCONDA 
lat  Natl   Bank-f 
KetT  Tonji  R— f 
MIttler  t  fl   P-f 
Rand^lA  C  I^  1  c 

w«no:-f 

GSAinTB 

Rartlrt  ft  RetntaM-<  < 
Champloo- W^— t 
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C.35 


Le  If  utert  ll-f 

Morris  A  W/  ^^Btllyr  Co 

Staltinga  Tfaot 
WiUonclibylb  Whin— 

f  Ic 
WiakJcr  B  F-l 

GKAYVUXB 
Snit  C  O— I  e 
Graven  W«H-|  « 
livMctt  W  A-f  e 
NcffieT  G  D-f 
WT  W  J-C 
Walters  Peter— f 

GREENFIELD 

DoyleJH-f  " 
HsTca  V  H-l 
Meteslf  C  T-f 
Rollins  A  p-f 
ScGor  W  G? 
Shields  H  A--f 

GREENVILLB 


Alio  J 
Bradford  T  S-l 
Brevchsod  Joiin— C 
anon  W  T-f  I  e 
Csnon  Eals  &-I 
Clsrksoa  iW 
De  Moulin  Ed-I 
Dewey  R  K— £ 
Dmn  &  Wesver-^ 
Frits  ft  Hoiliet--f 
Gerke  E  L^ 
Holies  Guy  B— 1 
Johnston   F— i 
Kenhner  F— I 
Matney  Wm.  D-< 
Mitlrr  E  VV~f  I  c 
Mitchell  E  E^ 
Morris  Geo.  O— f  1 
Reid  Wsrd— f  e 
White  S  Cortis-I 

GRIGGSVIIXE 

Ctmninghsm  W-  0--i 
Hatchf  F— I 
Hoyt  E  S— f  c 
Jones  C  W>-C 
Sargent  Wm— < 
W  Jtoiianas  E  E-f 

HAMMOND 

Clsrk  F  T-f  c 
Evans  W  R-f  e 
Riser  T  I— f  e 
Vent  J  A-f  I  o 

HARRISBURG 

Aboer  A  G— 1 1  o 
BoMicbt  Lewis   i 
Fnratstt  Ownly^ 
Grace,  Collier  ft  Belt-f  e 
Hallocit  W  PettO--4  e 
Hnbbsrd  &  Dorris— f 
Larnent  Enffene*-<4 
Lewis  Jsmes  B-^ 
Psrker  C  V-f 
Pearce  J  R— f  1 
WilU  C   E-l" 
York  L  E-( 

HARVARD 

Beck  M  S-f 
B.ake  J  C-i  o 
Cmmb  H  D— f  e 
Downs  H  A— f  1 
Ehle  Rcma  Mtas-< 
Groesbeck  J  W-l  I  e 
Hsrris  ft  Bscknsr-4 
Hewincks  C  1*4 
Manley  B  P-l 
Phelps  Prank— f  1 
Phelps  ft  Axtet--f 
Savnders  P  B— I  e 
Seelcy  Art— I 
Sweeney  /  A— I  e 
Tocker  S  S-l 


Verick 
WeiiMU  RMdatt-f 
V\  ellsPrank-l  I 
WQUams  H  8-f 
Yotmt  Mfi  ~ 


HARVEY 


Apptefftte 
Beck  Pctcf^ 
Braky  F  A-4 
Campbell  A  W-l  1  c 
Colenck  R  E-f  e 
Oanids  Samnel— f 
Dunavon  A  F— 4 
Gearott  ft  Gearon— f  c 
Guernsey  W  W-^  e 
Miller  W  U-4  e 
Mynard  H  H--4 
Kogen  W  D^  1 

HAVANA 

Clavscr  D  N-f 
Coppel  C  E— f 
Cnllinane  A  D— f  e 
Elliott  H  H-f 
Entwistle  J  M-l 
Heigh  P  A-^  1 
Mitcbdl  F  1-4  I  • 

HENRY 

Ford  John— I 
Hartly  John^ 
Humphrey  A  G— f  1  e 
Jacobs  Henry  £— f 
kreu  J  N-f 
f'otter  F  W-f  c 
Stoner  H— f  c 

HIGHLAND 

Grass's  Tim  Ins  Agcy 
Horner  John  Z 
Koch  Christ— I  c 
Marcoot  Maurice— f  e 
Pabst  C  T— I 
Roegaer  George  X— f 
Strcuber  Jat— I  c 
Tuffle  Chaa— f  c 
Zellar  A— f  c 
Zimmerman  Jos — 1 

HIGHLAND   PARK 

Andrews  E  E— I 
Brand  Wm   B-f 
Erskine  D  M  ft  Co-f 
Floyd  Jane  L— f 
Holmes   D   A— f 
Prinlirille  J  W-f  1   e 
Roberts  G  W-f 
Robert!  R— f 
VaU  H  S-l 

HILLSBORO 

Abbott  Wm-f 
Rarringer  J  B— t 
Butler  &  Brown— f 
Canaday  S  D— f 
Crawford  H  R-4 
Cress  A  A— I 
Cress  Edwsrd  A— f 
Prey  J.ioob  J— f  1  e 
Grassell  C  W-4  1  e 
Hampton  O  M— 1 
Hill  L  V--4 
Miller  ft  Mltlei^  e 
Moora  C  H— 1 
Strange  A  T— f  1  c 
Thompson  Fred  E— f  1  e 
White  ft  White-f  1  c 

HINSDALE 

Ames  B  P— I 
Bohlander  J  G  Jr-f 
Crosby  Eugene  C— f 
Duncan  Wm— f 
Pish  Samuel  H— f 
Fox  Herman  M— I 
Gifford  F  0—1 
Linsley  Chas  F— f 
McClintock  Jaa-f 
Warrsa  Chaa  C-4 


HOMER 

Bvtlcr  C  B4-4  1  e 
ElUott  W  A-f  1 
Dungvi  M  M-l  1 
Hopttms  ¥  Q— 1 
OcbelMi  J  M-l  1 
Rtckard  £  T— I 
Smith  J  A— { 
Smoot   H   M— I 
Thompson  J  H— 1 
Tudor  J  Ar-f' 
Wallace  Chaa-f 
Wiggins  P  E-f 

HOOPESTON 

Connady  R  C— f  e 
Duley  George  W— f  c 
Gilmon  D  D— f  c 
Lee  M  0-7 
Lyons  J  O-f 
McClure  J  C-f 
Robertson  Isaac— f  I 
Rodman  R— f 
Ross  O  O— I 
RusseU  L  B— f 
Sibbett  A  C— {. 
Smith  &  Bird— f 
Wallbridge  J  B-^ 
Wallace-Catherwood   Co 

— f  1  c 
Watson  J  E-f 
Wilson  Robt  E— c 

HYDE  PARK 

Carroll  J  A  Bros— f  c 
Gray  Edmund  A— f  1  c 
Pierce  Norton— f  c 

JACKSONVILLE 

Ayers  Walter  ft  Co— f  c 
Beck  Edw  Sr— f 
Briggs  H  E— I 
Bronson  T  J— f 
Buckthorp  T  H— f 
CampbellJ  H— f 
Clement  H  C  ft  Co— f 
Dickson  C  E— 1 
Doane  L  S— f 
Dunlap  M  F— 1 
Dunlap  R  I— f 
Dyer  W  T— f 
Fanning  G  W— f 
French  C  L— f 
Goheen  L^-l 
Gregory  F  L— f  c 
Greenleaf.  Rntledge  & 

Gates — f  c 
Hackctt  J  H— f 
Hackett  J  S— f 
Hairgrove  F  L— f 
Henderson  A— f 
Hook  M  C  ft  Co— f  1  c 
Hurst  J  M-f 
Johnston  E  F— f 
Keating  Edw— f 
Lanning  T  P— I 
Marsh  J  N— f 
McCuIlough  J  M— f 
McGinnis   Daniel— f 
Mi'lcr  J  M-f 
Robertson  J  R— f  I  c 
Sanford  W  H— 1 
Sawyer   Helen— f 
Scott  Realty  Co— f 
Stein  P  J— I 
Strawn  &  Spink— 1  c 
Sweeney  Daniel— f 
Vaughan  CJ— 1 
Veitch  W  &-1 
Ward  C  H— f  I  c 
Wharton  J  B— f 
Waggoner  Ruth— f 
Wiaswell  Geo  T  ft  Son-I 

JERSEYVILLE 

Bowman  S  H— f  1  c 
Cutting  L  M-f  I  e 

JOLIET 

Adam  R  M 
Barker  C  W-f 


Clara  WUUam 
Clement  Charles— f,  1.  e 
Dunda  Jos  " 
Eib  L 
Freund  J  S 
Gilbert  B  S 
Goodspeed  E  I— f 
HiU  Bftri  Omi-f 
Henderson  J  D 
Howsrd  fi.  E-l  e 
Lennon  Bros— f 
I^nnoo  M- 
Loughran  M— f 
Munroe  Bros— f 
Noble  Charles  A— f 
Oliver  Reilly  Co-I 
O'Connor  Jattea— f 
Pohl  ft  Erb-:^ 
Porter  A  N 
Stoll  C  N-l 
Schuster    M    E— f 
Schager  A— I 
Stem  L 

Stessen  H  ft  M— f 
Schoenstedt  A-^. 
Tyler  S  S-f 
Woods  Joho-f 
Watera  P 
Ward  J  W-4 
Young  G  R 

KANKAKEE 
Berry  J  R— I 
Briggs  Fred  S-f  1 
Brossean  P  A— f  1  e 
Calkins  E  D-f 
Carey  W  1-1 
Carlin  Bro^ 
Chdipmsa  P  O— f 
Cornwall   H  L-f 
Dolan  James— f 
Durham  D  L— I  e 
Eninger  C  H— I 
Fenoinille  L-4 
Fisher  W  S-f 
Gray  E  S— f 
Kenaga  W  F-l  1  c 
Lane  H  B*-llo 
Lafond  Riter-^  1  c 
McAnally  F  I— f  e 
McAnally  Sarah— f 
Mead  Chas  H-l 
Moissant  Shirley  E— f 
Morey  Oscar— f 
O'Neill  B  I>-f 
Orr  Jas  N-f 
Peterson  J  H— 1 1 
Schneider  Albert— f  1  e 
5%herwood   Jay— 1   e 
Tracy  C  lA 

KANSAS 

Anderson    Frank— I 
Bane  Cora— f  1 
Corte— f 
Dyer  S  L-l  c 
Hurst  E  E—l  e 
Nsy  Henry— f 
Oweni  W  E— I  e 
P-nne11  W  S-l  e 
Shsver  L^f  e 
Sottghers  E  H— I 

KEWANEE 

Anderson  ft  Robinson— 

f  c 
Anthony  Geo  A— I  e 
Beadle  E  A— f 
Blake  Ira— f  I  c 
Cable  E  D->l  1  c 
Cundiff  Geo  B— 1 
Farr  C  C-f 
Faull  Edwin-f  e 
Fischer  John— I  e 
Fischer  Michael-I  c 
Gamble  F  B— f  1  e 
Gulschen  M— 1 
Heaps  Christine  h-i 
Houlc  Bros— I 
Kellogg  Cha»-f  1 
Mainwaring  B— 1 
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ILL.— Kewanee,  Con. 
Uanl  A-l  c 
Hoore  &  Koppiti— f  1 
Uoore  Robert-! 
MotriU  C  A-l  1  E 
Werille  KoiMl  T-l  1  c 
lUCTill*  W  A-f 
O'Connor  H  G     ,  , 
Phillip!  Hormce— f  I  e 
Smith  W»lter  1^1 
Sny<l«C-l      , 


KIRKWOOD 


Tubbi  J  A 

ENOXVILLE 
Cavlt  l—*e  'R-l 

McInto«h  Josephine 

Ndion  O  C-l 
Sinford  JDO  F-l  I 
Scepheiu  Mabel  Ura-I 
T.U  I  W-(  e 


LACON 
Ford  W  H-f 
Mwwell  E,B-f  o 
HcUarUc  I.  C— ( 

KI^DDd  E  p-( 
Wood  L  T-( 
Wood  *  We»cott 


LA  HARPE 


Booth  I  1 
ConnrdT 


LAKE  FOREST 
Andenon  Joie^— t  « 


LA  GRANGE 
Brown  WJ-l  , 
Coirit  F  D  &  Son— (  1  ■ 
Fois   Brother*— I 
GirlJner  Luella  Hr*-I 
Perch  S-l 


Pfonti  D  C-(  1 
Schoen   Heoij— t 
Shiner  A  B— T 
Slifer  R-l 
Tillman  G  W— f 
Wolf  Floyd-i 
Wolf  GuY-f 
Ywner  F™lf-' 
Yeagcr  JoMpb-l  B 


LA  SALLE 
OeUT  C— < 
Dxncin  N  W-f  0 
Hummer  W»yne-(  I  e 
Muon  W  S-<  1  e 
-_/k.  W-f 
Pienid  I  F-f  1  c 
Wklnd  B  F-I 
Wilun  G  A  Jr-f 

:J  R-f 1 e 
F  B-l 

LEBANON 

C  E-<  1  e 

,-.  Homer-I 

Gerkins  G  W-l 
HardiBK  W-f  1 
Loader  C-l 
Reibold  BenM 
Sags  B  G-l  ,, 
S<K«  J»M  B-41 
Zerweck  Loui.  Sr-f 


Groff  John  A-f  1 
O'Bilai  John  H-f 


ildwin  Geofje  I^-t  1 
lUDD  J  C— I  1  c 


Comstock   Fr«nk-f  1 
Five  Wm  M-I  1 
Lfllj  Fayette  1^-1 

Rhode*  &  McNBlIr-f  > 
Rocker  W  T-f 
Warier  W  C-f 


Miliui  W  R-t 
Scionn  A  B— 1 
SUyer  L  B-f  1 
•V(.k1»  1  M-f 
Nearer  >«  D-I  o 

LI  NCOLN 
tales  W    C-f 
liwer  P  M-f 


fii)"e.pfe    D>Tid-f 
Hillet  J  S-l 
Hooref 7  C-f 
Jewett    J    E-( 
Utham  Bichifd-f 
MeGilIiand  Wm—f 
Mu*ell   Wm  K-J 
tijto  Feni-I  c 
Parker  Lynn— f 
Perkins  &  Wakemaii— I 
Petrfe  L  V-1  c 
RiuleDben  E  F  L-(  I 

s'hwei««hdt<Jl  G  J-f  c 
Thonu  W  A-l 


UCHFIELD 
Blackwelder  E  O-c 
Groner  &  Taylor— f 
HarrinBloo  T  W-f 
Hood  &  Co  H— f  c 
Kayier   H    F-f 
King  W  J-f 
O'Bannon    S   E-l 
Ogle    J    T-[ 
Richmond  C  E-l 
Hose  Bi  Co  P  J-f 


LOCKPORT 

Oaeadle  T  A-l  c 
Cbidiey  I>— f 
-rcemao  J  T-f 
larviB  I  ^-f 
forth  W  W-I 
lorton  Geo  R-f  « 
'arker  Miss  G-i 


/»rd  W  M— f 

UACOUB 

BuSr^iUiam-f 
Cailer  Charles  S— I  e 
Chandler  C  V-f 
ChnrchiD  Fred  B— f 
CoUini  L  R-f 
Con  A  Roberts-f 
Cnmmingt  Wm— t 
Flack  C  W-f 
Fuhr  A  B— f 
Gumbatt  G-f 
Hampton    £  I-l 
Barit   0»car-l 
Hitea   C   E-1 
IiTifB  a.a5  I— f 
Imea  Lyde  I-! 
Keelet  J    M-I 
Kins   I   K-f 
WcCkllsn    F  G-f  I  c 
McLean  B  F-i 

£■£",."=,«-, 

Palterun  Miu4— 1 


Jackson  E  B— t 
kimmel  ft  Bnrkhsrt 
Lewis  J  P-f 
Nieks  J  T-l 
Otey  Charle; 
Parts  ~ 


MARSEILLES 
BrewMcr  T  D-4  e 
Bnice  Ja*-f 
Gtidner  L  I— f 
McKahan  H  B— f 
Uonltomerr  ft   Ebeno) 

Uorey  ft  Soo-f  c 
Neff  ft  Rollo-I 
Niebotaon  D  G— I 
Osaood  L  P— t 
Roath  B  A-f 
Smhh  ft  KOao^i  e 
MARSHALL 
Ariotd  B  K_f  I 
Black  F  R— f 
Brown  R  H— f  c 
CtarkTW-f 
Clinwal  E— ( 
Cof*  Edward-f 
Cote  ft  Col»--f  I  e 


Sw«&BO  Ralph— { 
Tabler  Hain^-I 
Ulricb  J  H—f 


MARENGO 
Beldin  Geo  D— f 
Crissey  S  A  ft  Son— f 

Gault  Richard- f 
McKeown  O  J-t 
Mead  W  F-f^ 
Renwick  Geo  F  &  Son- 
Biley  T  J-f 
Seward  E  E^( 
Wilson  Ray— I 


MARION 
Abney  &  Bentley— * 
BinMey  4  Garriioo 
Campbell   Lloyd— I  B 
DcnfsoTi  ft  Son-f  c 
Felts  James  A  ft  Co-f 
Fowler  R  H-l  c 
Fowler  John  V 
Griiga  ft  Braey 
HilFft  BInktey 
HolUnd  HiTTjr-t  C 


jm  Ed-f  , 

Greenoo^  F  W— I 
HtuM  $-f 

inacT  H  M-< 
■nney  ft  Shipe— f 
ofanion  B  F-f  e 
oaea  E  D-f  e 
firtin  W  T  Jr^-f 
See  ft  Dtinti--f  c 
Weir  ft  W*ir-f 
Winteirowd  H  D~f  I 
MASCOOTAH 
BoeoiMt  loUaa  C-f  I  c 
Henrlch  G«o-( 
Lin  P  W-l 
Schere  Goat— f 
Wonbacber  Ge«  F-f 
MASON  CITY 
Aiaiwoitb  W  E^ 
Budlu_Frcd-f 
COiTTWA-f  o 
Colp  J  S-f 
Fiddler  W  S-l 
Fornthe  N  S-l 
Nayior  U-f 

MATTOON 
FHapalrick   Bro* 
Gnthrie  E  T— I 
Gntbrle  ft  HermaB— fie 
Kineaid  ft  Kincaid— lie 
HeVar  W  W-f  I  c 
SiUtn   Frank-I  1  o 
Smith  A  C— I 
Soitler     Noble    ft    Co-1 


Tirnen  ft  Co— (  1  e 
WQion    ft    Gannaway— f 


s  Wlnfield— I  1  c 


AlbcrtaoB  JJl— I 
Benson  O  H— ( 
Bmk  A  L-f 
Goodrich  Besnr  K— ( 
Cnenblat  Isidor  M-f 
Hart  C  T-l 
Hsrei  S  C-4 
Heller    Chirlea— f 
Hnbbord  Chnlea— f 
Maywood  Trnit  and  S*'- 
tnga  Bank— I 
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Hod  H  C-<  e 
PenT  It  Owen— f 
Slater  Cvl  W— 1 
Stoffel  SimoD— I  e 
StoBel   Wm-f 
WiUh  U  J-l  t 

HcLEANSBOBO 
Bdwoi  E  H— c 
earner  ft  Eekiey—i  c 
Crou  ft  Underwood-^ 
DenKm  D  N— f 
GmU  A  J-l 


Joata  I  Vf-i  c 
Little  Looit-j 


HELKOSE  PARK 

n  John   C-* 

>  Uatbcw-I 


WoU  Clwrk*  J-^ 
KENDOTA 
BliodMrd  Ceo  E— f 

BuettTief  Sr  Sirfli— 1 1 
Cnnwell  T  S-f 
Cnwiord  B  N-f  I  e 
Henip.IMd  E  F-f  I 
Kiuetbach   Otto— f 


loo-l  A-f 
,itk  f  F-f 
I  &  Coed  (DC 


METROPOLIS  CITY 
Andenoa  A  Co— I 
Colfu  U-f 
Flaninn  B — f 
Keer^  B-f 
HcEee  S  G  B-l  I 
Horru  I  H-f 
lUyludO-t 
Robr  Con-I 
Stcen  Harn 
StcTOU  H  WalUcc  li  Co 


KcTTino  D  I— ( 

Kipp^  c-r 

Hinffen  J  A — 1  c 
Pickard  fpi-i  <s 
SbagBt  T  U-1 
SbBDMn  jMi  A~^ 
Stoddard  R  B-f 
Van  Nordheim  B 
Wicklcr  J  C-t  c 


aaielud  L  H-f  1  c 
Connd  Graati— f 
Cnnnpton   S  S — 1 1  c 
EutiBiUi  E  I^-f 
Ecklin  Jobn-I 
Eotrikio  Fred  C-l 
btcIktB  A  Bottikin— tl 
dllmor*  JobB  5— f  e 
Cripp  Hc«UT  J-4  a 


HorMkamp  ft  Shcnuii 


Mibae  T  W-f 
Metifar  Indaon  D— t 
MorgBD  E  E— <  « 
OaklafJ  B-Il 
Parka  H  H-f 


Kiiby  J  J-f 
LaiM  F  E~f 
Liimui  C  H-l 
Riky  William— f 
Styki  D  B-f 
Sncel  A  £-f 
Tower  J  W-f  1  B 

UONUOUTB 
Allan  J  A-f 
Bcaaon  Cha»-{ 
Caa^beU  fimllb— ( 

Daln*  E  I  Son*  ft  Co-t 
Datisbert7  C  W-*  1  c 
Drkaa  Ura  If  E-(  1 
GOea  I  W-1 
HartaaU  Jt>dd-{  I  e 
Hickman  Rm»-( 
Hoer  J  D-^ 
lefTBTa  MG-I 

UcCnr  Albtrt-f 
Meana  E  C-f 
Uillcr  C  Leater~f  1  c 
Hitcbell  W   A-f  I 
O'Dowd  Tohn— f  I 
-  ■    ■     4  F  - 


Siball  W  P-i  1 
WalitoD  G  W-t 
Wpoda  W  H-f 

IIOMTICBLLO 
Da*l»n  W  K-f  1  e 
HIeki  Jaa-f  e 
Holmea  Sadie— f 
Hualoa  Chaa  R— I 
Hudau  ft  Kuna-I  1 
Kirbj  Jno-f  s 
Porter  ft  Medaio— 1 1  c 
Rentlro  Robert— f  I  c 
Rodrera  A  L-f 
SmiA  W  P-f  1  e 
Tatnaa  Bro»— f  e 

MORGAN  PARK 

Gor  L  T  »  Co— f 
surer  C  P  ft  F  P-f 

MORRIS 
BeU  Wm— f  I  c 
Blin  S  C  ft  Co-f  G 
Campbell   P   B-f  1 


Foley  June»-f 
Hillikei  A  H-l  I 
NelKiii  O  T-f  1  c 
Petterl  J  G-t  I  e 
Pike  E  W-l  1  G 
Hauicb-C  1  c 
Reardon  C-f  e 
Sachae  C  G-f  I  c 
Sanford  W  G-f  e 
Ymmc  C  D-f 


Baird  A  K— f  c 
BLodsett  ft  Rlordon— f  i 
Ladeaa  H  T— f 
Macklln  C  G— i  1  c 
UancU  S  A-t 
McBtlde-f 
Fame  B  W-t  < 
RamacT  ft  McC 
Relmera  J  T— I 


Jfci,' 


Caonta  C  M-f 
Ulen  B  1,-f  1 
Wehrcnberi  C-f  I  c 


Htiihaa  Wm  H-4  c 


MOUNT  GUVS 
Clavin  CoUle-f 
Harlan  L  M-f 


MOUNT  PULASKI 
Danaer  G  C— f  c 
Heckler  (N-f 
Scbater  G  P-f 
Scbafer  E  W-f 
Scbmiti  Cbaa— f  c 
ScroEfia  T  A— f 
WjroTH  V-f 

MOUNT  VERNON 
Batwb  J  W-t 
Croaker  J  F-f 
Gibaon    ft  RJcbardiOQ- 
Grant  Rofna—  f  I  e 
BUI  ft  Hill-f  1 
Binman  Earl-  t 
Holt  C  F-f 
Tohnagn  A  C-l 
L^KeLE-f 


MOWEAQUA 
Adam*  A  L-l  e 
Ami  M  S-l  c 
Arara  Ralph— f  e 
ClappCT  S  5-1  e 
Dar  B  M 
Gregorr  H  R— t 


UURPHYSBOEO 
Cotter  «  Hasler-f  1  c 
Decker  Phil-f 
Gray  H  M-1 
Hayei  ft   HcGaher-fli 
Kane  ft  Martin-f  c 
Roehle  ft  Son*— f  e 
Overly  J  1,-e 


Pienon  T  J-f  I  c 
Sitter  Cbai  I^-f  I  e 
Robert!  A  G  ft  H  S-f 
RoberU   A    H    ft   5oa-t 
.Vaneloster  Ed— I 
Wataon  Andrew— f  I 
Wition  R  W— f  e 
Wilaon  W  P-( 
Willianu  ft  fiataOB— f 

NAPERVILLB 
Chriit   M   E-f 
German  UelTin— f 
KleUinB  H  P-f 
McDoweU   Alex-f 
Myer*  B  H-t 
Raalweiler  H  H-f 
Raaawclcr  Bairy— f  I  c 
Scott  AlTia  Jr— f  I  c 

NASHVILLE 
Carter  J  P-f  e 
Fiene   Pied-f 
Poiman   Bro*  A  Jonaa— 

Bolaton  B  B— f  I  c 
Hoaoier  Benr. — I  e 
Hutchiofa  A  W-f  1 
Stanbrook  Wm— f 
Tbarp  Amo*— I 
Veinor  F  H-f 


Biyan  A  R— I 
Bocbannan  C  I — I 

Burlcn  Dr  E  E— 1 
FithJBn   Shns  n— f  e 
Ftaliti  P  R-f  I 
B=ikfi  fl    M-1 
Johnson  E  F-(  c 
Lined  Pfli.l  B— 1 


Stewart  &  Pratber— f 

NOKOMIS 
Grlffi>Alf-f  c 
Lndwick  R  S 
O'Mean  A  E 
Wearer  ft  Miller 
Webiter  W  G— f  C 
Wild  ft  Webatei— f  a 
WillifoH  A  J-l  c 
NORMAL 
Boling  John  I^l  c 
Ready  Alei-f 
Millet  J   B-f 
Sbanklin  D  B-f 

OAKLAND 
Bell  Broa-c 
Brown  W  E-f  1 
Carter  E  N-( 
Kiniei  J  Q-c 
Maddon  rw-f 
McConker  G  W-f  e 
-        mel5  I  F-( 


Meneaueb  I  F 
Reedl  W  A-l 


„..jmil  h,—  . 
White  Barlon-i 
Winkler  F  C— f  e 

OAK  PARK 
Allen  W  B 
Barker  O  B  Jr 
Carmann  S  5 
Clark  N  R  Mn 
CoKiwell  L  D 
CoHon   W  F-f 
Daiii  E  V 
Dunlop  M  E 
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ILI,_6at  tark.  Con. 
FBrioac  E  G  . 
G^  Wm  H~f 
Goodlll  FrancU 

CfMD    F    W 

GroHcr   Wf  F— I 
-      ■  T  G  R-l 


K^I 


"6h»  q 


Lehnu 

McCmi_ 
HcK« 

Hiddlelon  B 
llillET  Ptier  H 
Uortoa  EkI-I 
Nohu.  Joi  ft  Co 
0»km  WW 
Orvil  Alton  B 
Pike  Itoij  H 
Root  A  A  Son)— I 
Rondclt  Cbw  L 
Schlund  JoMph-f 
ThompMin  F  D 


OLNEY 
B»U  F  L-f 
Conr  H  C  »  J  T-c 
Grenmi  ft  Price— ( 
Honrd  T  C  ft  Yo«-l 
Keller  tieo  A— (  )  a 
Qolcli  C  ft  Co-t  G 
fflinher  C,  D-t  1  c 
Sterchl  Henrr— I 
Stillwcll  J  M-^ 


WllKX)    JM    P~l 
ONARGA 
Amermin  luao— ( 
Ih.rli.tn  E  t>-* 
^IcT  G  B-t 
Kt  J  W-l 


OREGON 
Burehell  F  W-f 
Chimberlin  C  H— ( 
Dividion  H  H— t 
Duan  Bert-f 
Ely  Orville  R-f 
Emerion  VtJ-t 
Emyre*c  C  D  ft  Co—f 


OTTAWA 
AnderMm  J  A—I 
Afnold  ^tnihen— ( 
Caima  DBoid-rf 
Cmod  C  A— t  I  c 
Cotwell   Win-f 
Cmtli  W  W  ft  E  J-l  « 
Doolin  ft  Brewitei^l 
Farrtll  T  B— t 
GliHnil  T  C~( 
Hid  Ken  Hiehiel— I 
HarHl  T  O  ft  ffjn-t  1  < 
Rilhewsr  Fr«l— f  c 

ehfitOD  H  W-f 
cEiDT  A  S-( 
If  eE*oy  Ji*-f 


t  TobD-f 
..._.bte-l  I  o 
Vfttsm  W  C-f 
WwBer  ft  HcM-t  1  e 

PANA 

Baldwin  ft  BBldwln— f 
Bun  A  S-1 
ferguion  H  V/-t 


Chilcote  ft  WriBhl-f  I  . 
Cole  W  D-f  I 
Dole  Geo  V-f  1 
EldHdEC  Albert-! 
Firmer  Everette-I 
Greco  Gut  U— <  ■ 
Biri  Mri  Aaat-t 
Hickmin  O  U  ft  Co-f 
Kov*rd  G  V-t  I  c 
Hutchinion  W  U-f 

JOB«    O    S-( 

Keller  A  1^1 
LcTlnci  W  F-4  I  o 
JJidB  A  C-l 
McCord  Richu-d  K-f 
Moffin  H  H-l  e 
RedmoD  ft  Snyder— f  1 
Heed  M-f 
Bnwell  E  5-1 1 
Sheppard  J  A  ft  Son*-. 

Sheriff  W  B  *  Co—f  1 
Swiiber  H   M— f 
Swiiher  J  A  ft  Co-t  1 
Tanner  Alfred— f  I 
Van  Sickle  S  G-f 
PAXTON 
Bobo  C  E 
Chamberlain  T  W-f 
Cole  J  V/-I  e 
DDfGeld  H  E^ 
FaserborK  Ed— 1 
Projd  E  T—l  I 
Johnion  V  E— f 

Kini  Claade-f 
'.adiow  "  " 


Eddt  Jam 
Hainea  Ji 
Heck  Ian 


ji   S   C-l 

Pmw  WB    - 
Rlorden  W 


EUnbetk-f 


Shuml 


V  E-(  1 


Smilh  John  1,-f  1  c 
Slenck  Hernum— (  1  c 
WmUma  F  W-f  1 

P£ORIA 
Becker  R  O— I 
Bill*  Baawell  ft  Co-I  I 


Brnn  W  F-i  c 
CilleDder  ft  Co—  t  I  c 

Cummion  ft  Son— f  1  ( 
Darden  W  ft^l 
Davia  Howard  L— f 
Dayadale  Win— c 


Goodfellow  C  C-l  c 
Hatfield  Co-i  I  c 
Hanna  W  C^ 
Jamiaon  H  B— f  I  c 
Johnaon  ft  BeTbnm— ( I  > 
Keith  Harrr  W-1 
Kenpihall  ft  Kcene— 1 
Keannel  Cbaa  A-l 
Liod  I  L 
MacanlcT  C  A-l 
Mcaintick  ft  Snich-l 
Uenteiph  J  H 
Uenter  N  T— f 
Monk  S  L 
Monroe  E  D-1 
Uuller  Theo  J-f  c 
National  A|enc»  Co-f 

Ottmheimer  S  W-1 
Pbelpa  R  A-l 
Reinbardt  Henrr— ( 


riaby-f  c 
aimcH  A — I  1  c 
St  Cemj  J  J-1 
Tohiaa  ft  Co-f  c 
Trdiger  Adidoh  Co-I  i 
Van  Arsdae  W  T 
Velde  H  P-l  1  c 
WIttick  W  A-f  I  c 

PERU 
BrtwRer  B  D— I  c 
BHil  Geo-I  1 
BdIIw  Cbn-f 
Cortla  Hackman— I 
Dennr  Hr*  Aaole 
ElckboS  G  H-f 
Belmis   Hanrr   A   Son-. 

nsben  F  B-f 
Hoeniclieid  Clna  B— f 


Keeian  P  T— f 

Koppen  Anton — 1 
Leckle  OtIO-I 
Ream  Henrj— f  I  e 
Scantan  ft   HaatlcMi— f 
Stmerer     Rudolph      F- 


PINCKNEYVILLE 
CaTanie*  J  C-f 
Craig  Mary  B— f 
Crawford  Joe-I 

D^e*'^Iara  K-f 
Edi.ard«  W  0-1  c 
Gntner  Phil-f 
Kaffec  Norton  J— I 
Kane  E  K-f 


t  Mri  E  A-( 

ae  5  1^-11 

any  F  D— f 

en  W  B— f 

J  D-f 

Holey  Broa-f 

-      -leimri  L  D-l  e 

,  M  D— f 

Haithewi  ft  Mort»a— I 
Neibur  F  W-f 
Pennington  G  S-f  ( 
Turner  F  G— f 
Strauat  Wm-f 

[onea  W  K-4 1 
Ldtcb  R-f  ^  ..  , 
Smith  J  H  It  fioi— 1 1  * 
TofpiD  J  E— f  I  c 

?OlQ 
Brackca  R<At-rf 
aintoo  E  M-l 
Oopper  JVm — f 
Counl^  H  W-f 
Donaldabn   GDr--< 
Haaelllnt  M  J-1 
Bolmea  DtRllet  J-l  1 
Men  Geo— f 
Uaier  G  W-f  e 
Uulnii  F— 1 
O'Kane  A-l 
0'Kuie&-f 
5cbryver  'M  B-f  I  c 
Sennlff  C-l 
Tvper  Hartj-f 
Walea  Rr-t 
Worka  V-l 
Zick  Frcd-( 

PONTIAC 
Cbaner  Geo— f  I  c 
Dye  lila*  Eatelfa-f 
Graiea  Thoa  I^-f  1 
(iraiea  W  C-l 
Greenebaqm  M  H— f 


Urcra  Frank  I<-f  ■ 
PattT  C  N-f  1  e 
Pblllipa  Chn-4 
Reed  Joa  E-l   , 
Simnona  B  A-f  « 
nma  S  B-l 
neabers  W  C-f 

PRINCETON 
Brokaw  O-rf 
Gark  ft  Aoderton 
Dark  H  A-l 
Codinron  Joho-^ 
"o^penifie  •>-■   ■- 
ft  %<chan 


Ferria  A  H-l 
HarrlngtOB  Ceo  B— I 
KenderaoB  T  B—t  c 
Hilla  Z  S-f  c 
Tobnaon  F  A-t  c 
^leaenliop  W   H— 1  < 
-      eD  R  I^-» 

art  F  W-f  1  c 

Strcetet  T  P— I  c 
Swengel  A  H— I 
Yomg  B  M-f 
ZeiglcT  ft  Anderaon-I  I 

PROPHETSTOWW 
Baldwin  S  G-t 
Crook  N  C-f 
DcTenoy  G  P— f  I 


John»ti  AdjiiJt 


ii«irftA*CE  Masirts-taMKrH. 


Hathia.  StoVtt  ft  IfalUi 


Petty  O  P-^  e 
Foner  G  W-< 
Kapp  PbD— I 
S«v*  Ft*d-^ 
Timmefmui  G  W— t 
Winer  C  J-(  I 

QUINCY 
Butert  J  H  Co— f 
BcncT  Sim— ( 
BinEcrt  Brot— i 
BoUcr   F-1 
Bonrcn  1.-4 
Crnttendes  -J  W— { 
Cluitten  Bert— I 
Diekhn  t^l  1^-4 
Dinca  ft  On— 1 1 
FoelhierJ-i 
Cine  G  H-f 
Heckle  A  Soit-f 
Hofaf-f  I 
JuetCcoU-f 


Vucn  B  G-t 
WehBereT  A  F- 
Wdli  B  S-l 


HiMT  A  W-f 
Hodca  AmbtoM   f 
Bolmer  D  J-^ 
Lake  Likt  J— f 
Lake  O  li-f  e 
L<n  Wm-I  e 
HeConaagln  J  O-l  c 
llcHnin  WinHiF--f  t 
Otpnt  E  L— I 
PiDMrii  Jolm — I 
Shndle  A   B-4 
SlaDRhter  H  B-^  c 
Smitb  Far-I 
TiWon  WW-f 
Werka   Eln'e-f 
Wrick  Fred-I 

BOCK  FALLS 
Gettle  C  W 
Hnbbvd  C  L 
Kadel  J  A 
Lhneriek  I  G 
Shaw  J  P 
Shaw  M  J  V 
Stone  W 

KOCKFOBD 
Ancn  Hairr— 1 1 
Bowman  John  A— * 
Brown  F  I^-l 
Canlin   E  A— fe 
Camlln  John  H  Cn— f  1  ( 
Colchnnr  P  P.— I 
Crawfm-h  E  K-t 
Dead  ft  Oihaj— f 
Diammid  leaiie  ft  Co — ( 
EaatwDod  B  E-*  I 
Golden   I  C-l 
BM  VP-I__ 
aoTleabcch  W  5-^)  c 
Hmncaton  F  B— I 
TaekaoB   C  E-f 

TnblMOB    WiD— f 

Johnaon  W  C-c 


Ksapp  ft  Bainet— t 
Uacomber  Wm  W— I 


Ed— I 

O'CoBne-  K  P— f 
R*w  Kobcrt  ft  Co-f 
Schliek  F  A-l 
Sheldon  C  W— i 
Sheldon  Chai  E— { 
Shepherd  R  A-f 
Shondy  A  UwItII1«-4 
SoTcrdcn  I  J-f 
SlocUat   D  C-^ 
SnIilTan  D  F-l 
Treat  B  B-l 
K^eibom  L  A-~1  1  c 
WUte  F  1-1 
Whitehead  J  B-t 
Wiletm  Frta  J-l 
Wilcox  H  J-f 
Wller  Ceo  I^-f 
Willianii  B  W-(  I  c 

SOCK  ISLAND 
Am  Natl  Id  Co-f 
Aodrewi  F  A— I 
Bennett  Hobt— f  I  c 
Bowman  E  B-^ 
Brina  U  H-1 
Bnma  ft  Krio-f 


Cox  P  F-( 
Eckhart  ft  Boffntt— f 
EtHolt  ft   BalteT-f 
Prieman  J   L— f 
GreH  J  K-l 
Crora  C  B— 1 
GnTcr  E  H— I 


llpcnMel)  C»rl-I 
(t«on  C  E-f 
bBi.d  H  H— f 
r^,'>>t^i'   G  O— I  I  • 
n  Ceo-l 


IfcDiinicI   C   H-f  1 
McFarlanf  D  R— f 
M.wlicr  \V  C~f  Ic 
Mfdill  T  J-J 
HontaomerT  Uaad 
Oabom  G  W-l 
Retdr  Bnit-r 
Schaarman  Wm 
Schn  fl  L-l  I  c 
Schillinier  Wm  U^  t 
SchHener  B-f  c 
Stewart  J   W-4 
Walker  fl  K-f 
Weed  ;.»-( I  e 
WrftteyB  B-l 


r    H   A-f  c 
drn  J    E-l  c 


Thompian  C  B— f 
TouhT  5  BogCT*  f 
Whtdtfad  G>-l 

sooD  HOtrn 

Balea  Chai  T— f  I  e 
PcfTMoaW  J-f 


UerroiiTrin  Haft  h— f 
PaiBC  C  W-f 

RaadHDiM  W  0-f  I « 

RUSBVILLS 
Baiby  Joha  S— f 
BwciilNra  T  B-4  a 
Brown  H  H-f  c 


Cuffilh  Chas  B-f 
J.  man    L  A-( 
Liitlt  John  5-f  I 
Lorinf  J  M-f 
Mourning  D  L-f 
Prmbcrlgn    H    T-1 
Rodcwitd    A   P— f 
Steele  G  S-f 
Tetl  H  V-l 
Toicr   Cb»a-f 
Willird  II  O— I 
yoBiiK  J  U-c 

SALEM 
Faraon  G  W-f 

Goodnow  Frad  C— -I 
Larimer  John  W-^ 
Uanhall  A  Hoonei-t 
Stomenl  W  S-f 
Webater    Mn    Olffe-4 
Willianu  John  P-l  I 


I^tterton  Cbaa 
Keinhart  Fred  F-f 
RnddMt  LMw-f  e 


Cnlrcr  E  P-l 
Dennli  W  A-l 
Faxan  C  G— f 

tahnaon  R  T— f 
Llm  J  D-f  0 
Lewie  H  C-^f 
SedKwIck  C  P-f 
Sediwieb  S   P-f 


White  John-I 

SAVANNA 
Ctny  A  J-l 
Greenleaf  F  S-f 


Scrlaiura  Jeiie- 
Smilb   D  C-f 


SAYBROOK 
Meana    A    Sthnreaa 

-f  1  c 
Nclaon  G  H~f  c 
Wjrckoff  J  E-f  I 


Hotk  Wm-( 
LoTcrlna  Geo— ( 
Stiae  Chaa  F-l 
Ray  W  H-l 


^oelltefa  D  B-f  I  « 

aw«D  wm  A-f 
MB  J«ta'A-t 
Mekemoo  W  R-4 
UcMnrch*  V~4 

HUlapatMEb  J  'W-H  I 
SBE1.BYVILL£ 
Allan  ft  UMft-W  t  c 
Barbea  M-f 
Can  5  B-(c 
C-healtr  Mrs  Bm— 1 
Crafa  Wm'B-f  e 
Do<n  Broa— t 
Eiler  Braa-f 
Ellla  I  L  B-^ 
tmhti  Mtoa  I41ia-f 
Gtmh  Wid-4 


T  W   H-I  c 
T   lobn    D— I 


Sc.tborough    E  J-l  c 
South   Hairy-C 
Sit  ward  C  W— f 
Storm  Inac  S-(  c 
Taylor  Cha.— (  c 
Tull   B  D— f 
Ward  U  O-l 
Weakly  J  T-f  c 


Dickey  Jamea  B-i 
BIktr  WDM-fa 

Er*ta  A  K-~i 
Leeman   J  ■B-f 
Mclllwiin  J  A— fc 
Hcltwalo  W  B— fc 
McKelveT-l 
Palmer  F  E-^1 
PerUnt  J  C—ftc 
StepheDion  A  J— f     _ 
StepbCDsonT  fi  ft  Co- 

Tw^  J  vr-f  c 
Wilaon '  Chit  S~-f  1 

SPRINGFIBLD 
Baker  T  C-fl 
Bdl  H  E^ 

Bellertheim  Geo  J— I  I  e 
BtBJamln  S—  I  I  c 
Brinherhoff  ft  Co— f  c 
Cantrtll  E  E-f  1  e 
Chapin  A  WllfiSnn— c 
Connolly  Robert  ft  Co— f 
Conner  Bertha  H — ( 
Conitant  John   D-^ 
Cnlp  HaT»er  T— f  e 
Da^dnn   Gajtord-1 
Diller  luac  It— ( 
Fiyart   E   E— I  c 
Pilh  A  SnlKTan-l 
Prennd  f  W-l  I 
Card  J  S-l  c 
Bamiltoo   N   l-t 
Hatch  O  U-1 
Raynea  Ra'tT  Co— f 
Hulett  U   M-f 
Rerman  ft  Co—f 
Hemdon  Gray— f 
HickoK  C  V-f 
Hickox  C  C-f 
Rashea  A   F—l 
Jefferaoft  J  W— I 

tCra All  A  W-* 
Kennedy  F  P-f  c 
KeyaAS-f 
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Laophier  &  Co— f  ;   _ 
McBoberti  R  E  Co— f 
Mornn  &  OwbridB»— t  c 
Monroe   A   J-l 
Morton  J  A-I 
O'CrowltT  D  O— j 
Piper  J  H-l 
Ritter  Geonre  J— f 
KolUni  H  W—l 
Buckel-W  F  &  J  H-f 
Bjrio    Frsnlt-t  e 
Schermerhom   C— I  c 
SeoH  J  W— f  I  <: 
Shtpbcrd  J  T-( 
Shcnrood  E  S— t  c 
Sum  Huty  U~f  e 
SlerlinsF  H— ( 
SraJ^E  F-l 
SolenbcrgEr  H  M-l 
SUCT    T    F— 1 
SUEf  Wm  I^ 
Troietl     KindcBditl     ft 

Co-f  c 
Valentine  F  E-l 
Van  Loon  Geo  T— f 
Wrilter  E  S-f  e 
Wvlcman  Pruik— I 
We«<er  J  B— ( 
WiUl»ni»  D  T~l 
Wilion  E  A-f  I  0 
WoodEnf  D  J-t  e 
Woodi  &  Odionie-f 
Zimmemaui  &  Co-f 

SPRING  VALLEY 
BUchler  L  S-f 
Huuinni  B  P— ( 
Hawtbenc  Wm— <  c 
HercB  To>— < 
HoUerick  C  V-i  e 
Jggodilnikl  I  T-f 
Xupp  Cbu  W—l  < 
Mnrpbr  J  '     ~ 
piDdier  J 


^^^w, 


Tfaomu  Ji 


R-f 


STAUHTOW 
KJCher  &  Woodnid-flc 
nieher  Lura— f 
Hachmin    W    F— i 
Hjndnun  Wm-t 


ST.  CHARLES 
Bluielunl  C  L— f  c 
EUloH  ft  Son  ;  F-4  I 
GloM  H  A-f 
Grsr  EIIi>-f 
HoBpffad  H  G-f 
HempMeid  ft  Son— I  e 
Host  Bratfcan— f 
HtmtF  C-l 
OiMm  Chu— f  1  c 
Rockwell    F— f 
~     '       U  H  T-f  1 


V^( 


Wbeder  C  U-f  1 


G*ll  Wm  T  A  Co-f  I  e 
GreenonBh  G  D— I 
HcHlingJ  F— f 

Cnklni  E  K-f  1 
Uler  1>  I^-l 
OltouB  ti-4 
runi«r  v;  P-f 
Seed  Willer-f 
Sbeldon  Ctrl  F-f 


STBEATOR 
Ackcnnun  ft  Co-f 
£akaT  ft  WUlluni-f  e 
Bulow  J  C-f 


Jt-crndl  F.^„k-f 

Kopf  fo^-f 
lIieTT  Ea  C-f 


Rrin  H  N  ft  Soa-I  « 
Spencer  D  J-f  e 
Taylor  Geo    N-f  I  C 

wJi.cfs  ;.^f 

SULLIVAH 
Baker  J  H-f  > 
Biker  Zion-f 
Bolln  S  T-f 
Edmrdi  C  S-f  e 
Good  J>me>  H 
Grider  John  T-f  a 
Harih  P  I-f 
HuKhu  Oacv-f  1  e 
Jenningi  ^bn  E— f 

HcPheeten  Fnnk— I 
H*ttoi  U  A-f  o 
UeekerRv^D-fo 

Uonro*  C  H— f  e 
Scold  Geo  A— Ic 
Shamm  Inlns— I 
»ektfH  W  I-f 
TbompMn  Frank— f« 
WonhuB  O  O-i 


SYCAHORS 
Bnall  Chario— f 
Coorad  C  H— f  c 
BoUembeck  F-t  I  • 


CnnainBham  T  J-f 
GniadT  L  G— { 
Hnnker  A  A-f  1 
Johnion  T  H  ft  L  H 
Kinnej  A  T-f 
Kianer  Broa-f  I  e 
Uacner  H  J-l  I  c 
Ucnj  JA-t 
Rfaodci  C  A-f 
Sharp  J  K  ft  Soaa-t  ■ 

TOLUCA 
Bmwn  C  A-l 
Fah*r  Mike-f 
Senllani  J  H-l 

JW-fe 


Tni^tCl 


TUSCOLA 
Dubammtl  S  S— f 
Jpbnion  R  J  N— f  1  c 
K«e7  J  W'  «  Co-f  I 
McKcc  A  A-f  1  c 


JohnioE 


J  D-f 
URBANA 
Afl  C  W-(  I 
Bliii  Geo  P— f 
Bogga  S  F— f 
Buaer  S  H-f 
Coffin  W  E-l 
tlj  Re»-I 


Hnbbard  G  W-t 
UndaexBd-f 
LindxrGco  W-f 
L<n™  WJ-f 
UcLcan  L  A-l  t 
Oldhan  IG-t 
ParJi  HS-f 

SaSar  L  B-f 
Swarti  B  F— I 
Webber   Geo-f 
Ycaralejr  Emnat  A- 


Brown  Geo  W— f 
Borticbl  J  C-f  I  e 
Colllna  J  D-f  1  c 
Coteman  C  F— f 
Dieckmu  G  A  A— f 
DInnC  L-f 
Gocbanonr  H  J  ft  N  C 


John  W-f 


VENICE 
Fechte  J  1,-f  I  e 
SobinaoD   A   Kimbrough 


Huffacre  ft  Edfai— I  e 
Ladiropa  C  I^ 
Mnrphr    Ju    H-f 
ShflTerT  H-llo 
ShnoB*  H  C— f  Is 


GridlcT  J  N-i 
McDonald    [I.-f 
~  "  F  M— I 


GUifow   W   H- 
McMillan  Mr»^ 
Paul    Mabel— f 
Wolf*  A  I^I 


Wallace  Cba*-f 

WASHINGTON 
Garbcr  E-f 
Dnnninctoa  C  11—4  1  ■ 


Snrder  Jo>iab— I 
Sdnuoa  ft  Bnaal    i 

WATERLOO 
BeoDeu  Jamea — I 
Gilben  Charlea— I 
Unrpbr  H-l 
Pinkel  A  H-l  1  a 
Wolf  Henrr— i  I 

WATSEKA 
Barber  Cha*  E— f 

GalloviT  John  D— { 
HiTKhl  CTG-f 
Hoglc  W  H-f  I  c 
Marnnd  Ed«-f 
Hcrrili  J  H-l  t 
Morgan  Jcaaic— t  c 
Mowery Jjohn-l  c 
Parker  B  C-f  1« 
Rceder  T  O 
Skif!  Wm-1  e 
Torer  Fre4-f 
VeronI  A   P^ 

WAUKEGAN 
Dnrat  ft  Schwartz— t 
Edwards  Clair  C— f 
Erakloe  Fred  S-l  I  e 
Enkine  Robert  J— ( 
Hanna  L  P^ 
Herdecfcer  C— f 
Heydecker  &  Pamulec 


Llcbttcid  L  H-f  1 

Peraona  P— t 
Seed  Robt  &  Son— I 
Smith  Clarence  E— I 
Smith  Jaa  G— f 


mlth  )*■ 

nith  W  B 


Striiw  B  H-l 
Swayer  J  S-f 
Tompkini  Bert— ( 


Latil  Fnnk— f 

Taggm  H  U-f 

Vaughn  F  H-f 

WEST  CHICAGO 
Bradley  C  H-I 
Campbdl  A-f 
Lreagcr  T  H— f 
lona  BT-f 
NdtDor  Kirh  K-f  I  « 
Nonfa  C  E-f 
Standidge  J  E— f 

WBEATOK 
Binder  EateDk-l  c 
DarlingW  H-f 
—  ■  sr  H  A-I 

W  B-f  I 

E  I^-f  e 

_nbble  John  P  Gen  Agt 
Nail  D-l 
Strren  W  W— f 
Tomlinaon  ft  Soa»-f  I 


ga'' 
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Gtcer  T  F— f 
Griswold  E  A-4 
Halbcrt  W  L-f  1 
JohjiBtoB  MiM  Gcorgift--f 
Lowenstein  Guy— 1 
Pearce  Ed  C— c 
Pritcfaett  R  A— f 
Rowe  J  D-f 
InniKm  H  O— 4 
Waltrup  N— f 
Whitlock  T  W— f 
Winn  W  Lr-i  c 
Worceiter  R  S— C 

WILMETTB 

Appleton  Robt  S-A 
Barker  &  Allen— f 
Dtmshec  E  P^ 
Patch  £  P— € 


Knox  Tom— 1 
Lone  J  H— f 

WILMINGTON 

Hadnll  A  S-{  c 
Kccley  Felix-f 
Ohlbncs  Peter— f 
Stewart  J  B-4 
Tollington   Robert^ 
Wataon  E  F— f 

WINCHESTER 

Bagahaw  W  Ir-i 
Dyer  Joo  H— C  1  e 
Hogan  G  W-l 
Keflem  J  W-f  1  e 
Mayea  J  B-^ 
McGIaaaon  F  M-4 


McLangfalin  Carden  M- 

I  c 
McLaughlin  H-^  c 
Miner  E-l 
Smith  A  C— f 
Smith  D  T-f  1  e 
Smith  Ed  D-f 

WINNEBAGO 

TriUe  C  F— f 
Tritle  W  F-1 

WOODSTOCK 

Arnold  Emil-^  1  c 
Blakcalce  F  N-{  1 
CowHn  ft  Hibbard— f  e 
Dacy  Chaa  F— f  c 
Field  A  F-f  c 
Hamer  Theo 


Hendricka  John— f 
H07  Fremont— {  1 

§umlan  D  F— {  e 
uinlan  ft  Murphy— f  < 
ichardt  &  Jewett— f  e 
Richarda  ft  StiU-f  1 
Silliman  Frank— f  1  e 
Tappan  Frank— I  1  c 
Waite  E  H-l  1  c 
Young  L  J— f  1  c 

WYOMING 
Cox  Harry  G-f  c 
Earhart  J  M— f 
Hammond  A  G— f  c 
Hammond  H  A*-f  1  e 
King  J  E-f 
Miller  Thomaa— f 
Teeter  E  S  ■  1 
Thomas  Frank— f 


INDIANA 


GEO.  M.  COBB  &  CO. 

General  Agents  for  Indiana 

Globe  and  Rutgers  Fire  Ins.  Co.,  of  New  York 

Pacific  Fire  Ins.  Co.,  of  New  York 

Monongahela  Ins.  Co.,  of  Pittsburgh,  Pa. 

Insurance  Underwriters  of  the  Spring  Garden  fns.  Co.,  of  Phila. 

London  Guarantee  &  Accident  Co.,  Ltd.,  of  London,  Eng. 


Newton  Claypool  Bldg. 


INDIANAPOLIS,  IND. 


ALBANY 

Fcf  Kuaoii  Elmer*'! 
Lockhart  A  H— C 
Mercer  W  S-f 
Stafford  ft  Hodgaoo— C 

ALBION.  IND. 

Cole  Frank— I 
Field  ft  Spanglei^ 
Martin  J  J— f 
Menaufffa  W  H— {  1  c 
Rittcr  F  E— f  c 
Spanffler  M  H^-f 
Stone  H  D— f 
Tmmp  Wm— f 
Voria  W  N— f 
Worden 


ALEXANDRIA 

Buchanan.  Herbert — ^I 
Dar  Broa-^  c 
H  Jl  W  I— f  1  c 
Hamfin  W  P— 1 
Harliman  John— f  1 
Hiatt  Arthm^l 
Hngbes  W  I 

iones  Thos  H— f  e 
.akcna  ft.  Son  H— I  c 
Merrlken  W  S-f 
BecM,  John  T-^  1 
Sherman  J  E— f  c 
Sleeth  T  V-f 

ANDERSON 

Beeler  John  E 
Biahop  D— 1 
Comditta  T  F— f 
Coach  J  C 
Croan  Wm— 1 
Dmhhi  D  H— f  c 
Poland  W  E-f 


Heraberger  ft  Son— f 
Lantell  L  L-i 
NetterHlle-Boland      Dye 

Co   Inc 
Seara  Real  Eatate  Co— f 
Smith  Patrick— f 
The  Jackaon-Bnrr    Co— 

-fro 
Vinnedge  ft  McCuUough 
Webb  J— I 

ANDREWS 

Cole  P  M-f  e 
Holies  W  I^f  1 
Wemnean  ft  York 

ANGOLA 

Beckholt  Chaa-f 
Elaton  Wm— f 
Freeman  Clarence--f 
Frysinger  ft  Co—!  1 
Gatea  L— f 

Heckenlirelj   Cartia  G- 
f  c 

iohnson  J— c 
[acartnef— { 
Morae  Sarah-^  1 
Mosa  C-f 
Sheffer  W  K-f 
Sicklea  ft  Goadale-f 
Smith  I^-f 
Wambaugh— ff  1 
Work  Byron— f 
Wood  A  C-f 
Yotter  C  A— f 

ATTICA 

Bloat  Morris— {  1  c 
Briar  Robt  E— f  c 
Canter  J  M-^ 
Coen  Missjcssic — f 
Finfrock  Chas— 1  c 


Finney  Miss  Kate — f 
Martin  L  G—l 
Martin  A  J— 1 
Mullinnix  W  F-{  1  c 
Reed  Will  B— { 
Van  Reed  1^1 
WUIiams  G  M 

AUBURN 

Baxter  M— I  1  c 
Boland  M— f 
Daniel  L  L-1 
Frank  O  Y— f  1 
Hartman  ft  Borst— f 
Knapp   Charlea— f 
Lidge  Roy— 1 
Pomeroy— f 

Rainier  Charlea  E— f  1  c 
Rainier  Joaeph— I 
Rickel  W  D— f 
Rhoada  Willia-f 
Rowland  Albert— f  1 
Schneadel  Geo  T— 1 
Seiler  Frank  P— f  1 
Smith  Chas  E— f 
Sprott  T  H— f  c 
Weaver  C  B— c 
Wearer  H  D-f  1  c 
Weat-f 

AURORA 

Cobb  F  D-f  c 
Cobb  W  H-l 
Conway  Will  H-f 
Daviea  L  E— f 
Dennerline  J  L— f 
Kaaaebaam  J  tr-i 
Schttler  Jacob— f 
Sererin  C  J  ft  E— f 
Stockman  B  H— 1 
Wood  Geo  W-f  1 
Wymond  J  E-f 


BATESVILLB 

Beck  Geo— f 
Beck  ft  Johanning— f 
Bohland  M— f 
Canficld  H  C-f  1  c 
Grceman  Wm— f 
Stowe  Ed— { 
Terry  Henry— 1 
Timmerman  ft  Co— f 
Timmerman      ft      Hillen 

brand— f  1  c 
Wilkes  John-f 
Wyckoff  A  B— f 


BEDFORD 

Alexander  W  E--f 
Barton  C  A— f 
Guthrie  M  R-f  e 
Hatfield  F  D-f  1 
Hyde   John   D— f 
Martin  H  D-f 
Mason    Chaa— 1 
Mellen  Robert— f 
O'Brien  Mike-f  1 
Underwood  John — ^f 
WaUa  &  Walls-f  c 
Weir  Henry— f 
White  Roscoe— f 


BLOOMFIELD 

Brown  W  T— f 
Combs  Chas  E — f  c 
Combs  M  L--f 
Cravens  John  A — f  e 
Deckard  ft  Endres— f 
Eveligh  R  E— f 
Henden  Curtis — i 
Herold  Otto— f  c 
Humphreys  G  H— £ 
Letsinger  H  W— f 
Williams  R  M— f 
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BLOOHIHCTOM 
AOai  A  G-t 
Aild  Hmx-C, 
Bddan  A  H-t 
Cwniebul  tt  Ott-I  J 
CitiiCDi    Loaa    A   Tom 

Co-t  I  c 
Cavwtll  Wm  W-1 
Eut  wailun  H-1 
Field*  Jcu-I  c 
Foner  John  T-— I  o 


Hunlington  Homer-f  H 
Lk  H  A—f 

Lowdcn  &  Lmrden-t  » 
Miller  Ch»»-i 


Bidge  Gill 


t   F— 1 


>  H-ri  I 


>  L  D— f  I  e 

Sare  Spring  J-(  1  e  ,  . 
Simmoni  &  Uowlei-f  1 
Simmons  Tom  W— ( 
Slocombe  C  V— I 
Snyder  W  C-  ■ 
SprmBer   '■"- 
Todd  L- 
Woodma 


Hitchcock  A  FMIcn-<« 
Ham  L  L-1  ■ 
Poit»l  J  S-1 
Boger.  W  W-l 
Sdvder  G  D-l 
Unloa  ScTins  ft  Tra« 
Co-* 

BOONVTLLB 
De  PonM  S  T.i-4 
Gouih  K  D-f 
Hiitimond  C  M^  1  c 
Htigrive  E  C-(  e 
Honeyrott  A  J— I 
Hudipeth  JU-(I 
lioore  &  Co-R  D  O-^  : 
Schurmeicr  John-j 
Taylor  S  Bowen— I 
Williamt  W  E-f 
WtlMD  }■■  R-f 

B08WELL 
Fotter  C  L— I  c 
Lamb  F  S-f  1  c 


BROOItVII43 
Boracrt  WF 
Ud*  F— I 
Gcli  Wm-I 
Green  Ce»— f 
Hubbard  b  UnU>B-~l  ( 
Laqr  Willard-I 
HcCany  I  M-i 
O'Bvrne  G  F-( 


BUTLBB 
Bcu  H  R— 1 
Uoyle  Jttt—t 
Brink  P  A-I 
Cunpbtn  Btoa— f  « 
ItunlunE  B-i 
Kni*tlr-t 

HanlltoD  Cofl—t  c 
Webater  Fred-*  I 
Wcbitcr  W  C-t  1 

CAMBRIDGE  CITY 


BOURDON 
Kern   A    V-f 
Haichett  I  H-*  fl 
Thomaa  J  D-f  e 
Trrrell  H  H  Son-* 


Murphy  A  CuUd— * 
Pmner  L  B— t 


Kitch  Ed  S— r 
UlUer  a  B-( 
Sellac  A  Baekaa 


Callowu  Geo-f 
Dopcy  W  H-I  1  c 
Haiklc  W  T— I  1  c 

CANNELTON 
Bob  StElli—f 
Luper  U  D-l 
Dclabuol  T  J-* 
Franuinan  Pred-a 

Slnor  O  C-* 
iDOr  &  HJTKh-* 
Waldschioidt  Wm— (  1 

CHARLE5TOWN 
Dodd  H  C-i  c 
Uvia  Chia-^ 
LoDg  J  M-l 
Moifoi  J  W-( 
Wbitlalcb  John-t 

CLARKSBIIX 


Caul  U  S— f 


Cnatcr  C  E— c 
UavU  W  T-f 
Dchiner  C  F-f  I 
Dmiaon    W    W    A   I 
-f  I  c 

Humer  J  D-f 

jewel!  M  V— f 


lahoDcy  jahn- 
[oTSao  Jolm  V 


CONNERSVUXE 
Andre  DW-fc 
Bairowi  A  E  A  Co— t  c 
Broaddni  L  l^-<  1 
Cliffoid   Fremont—*  s 
Edwardi  Frank—*  1 
Flenmiar  A  Son-* 
Pro«t  H  V-^^ 

COVINGTON 

Bodltie  T  H-( 
CUrk  Arthur-f 
De  HmvtB  Al*ab 
Fountain  Truat  C«-4 

^^oi'»J&:!ic 

Healh  E  W-*  c 
Laylon  W  W  -1 1  e 
Llltl*  L  P-t  1 


)   Ctarei 


D  W-* 


Wright  &  Son-I 
CLINTON  cmr 

Amia  J  W-l 
nonn«  W   B-f  I  e 
Guino  &  Salerlee 
Miller  &  Pike— I 

WiftUoSd"}  A-I  c 

COLUMBIA  CITY 
Bailey  L  T-< 
Bloom  B  J—* 
Clapham  B— f 
Pameri     Loan  A   Truat 

Co-f  e 
Fouil  A  Fonat-f 
Coble  C  W-I 
Heller  F  J-( 
Howard  R  J-1 
lohnalon  A  M-l 
kiHlnnr  W  H-*  1 
LlnTllR  W  H-(  I 
Mcljllen  BrOB— I  Ic 
Meiaer  L   H-( 
PrtiTident  Trual  Co-*  c 
Kaber  R  F~t 
Rhoada  G  W-l 
Whiclier  C  E-II 
Whitdealber  ft  C«a»-* 


Schwia   Geo   P— 1 

CHAWPORDSVILLB 
Brewer  E  M  A  Co-* 
Canine  Jeaie  W-l  t  c 
Clement*  A  S-f  e 
Coffmin   Samuel-I 
Crawiordgville   Tniat   i 


I  Ira  D-l 

ith  W  D— f  G 

ner  C  W-t 

<a  O  C-f 

liaon  Abatract  Co— 


Kelliaon  Carer  W-l  e 
Kelley  J  S-f  c 
Kroul  A  K-t  c 
Lee  Stepben   B  A   Co- 

Doe    John-f 
Munhall  T  T-* 
Nicholton  T   B-l 
Peyton  C  W-l 
Ro»  Charle.-f  e 
SutTord  &  Williamt— c 

Syrama  Sam  D— t 
Thomai  C  L-l 
Travi*  A  Brown-* 
Vandea.t  C  N-1 
Wilaon  Harry— I 
Wingert  Baifey-f 

CROWN  POINT 
Bielehid  R  C— 1 1 
Cole  E  R— e 
Oerlach  A_J-I 
Lehman  Herman-* 
Nickel^oo  Harry-f  e 
Rockwell    A    Bixeman- 
Saiic  Herman-f 
Sherman  Ceo  V  S— ( 


BlearinK  Edc*r^ 
DuiirilJeTnut  Co-I 

J  A~*  1 

l^ailey  Geo  B-* 
Gnlley  O   E-t 
Hollowell  Cbaa— *  | 
Hornadar  A   Keeaid-( 
Hnne  A  Gaaun-I 

John  O— 1 

m  W  C-* 

jon  Geo  T— * 

Shcman  Chrlatto-4 
Trotier  John  W-l 


a  Not 


B-f    E 


DECATUB 
Aoani  E  B— t 
Colter  C  H-l 
Frenctate  A  Llttercr~-f 
Gallogly  A  Lower—* 
Graham  las.  Agcy.— * 
Himff  H-f 
Helem  C  l^-t 
Hooper  A  Leataart-t 
Meyera  W  J-* 
Peteraoa  J  S— *  1  B 
Smith  O  B-* 
Stulti  J  D-H 


galllaa  Wm-f 
unUiBfer  Allen—* 
Obear  Jaa-f 


WdS^Ji 


DUNKIRK 
CaacM  L  ACo-fe 
Day  Joseph  T— * 
Engie  AusuitBB  C— ( 


Sutloa  Richard  J—* 
Whltaker  Geo  T— ( 
m  S  O^ 


Ladd  Afeney — t  c 
McCoy  H  I^-l 

EDINBURGH 


i,oughery  A  J-I 
Ua)«e1d  I  W-f  c 
Mitchell    H   U-f 

ELKHART 

Anderaon  Emil— * 
Barney  Ceo  T— f 


inia  W 
It  Geo  V 


Carpenter  A  Zook— *  e 
Chamberlain   Livy-I  c 
Chamberlain  A  HaiBoa-^ 
Church  Ira— f 
Con  ley  Elraei^-I 
Conley  J    R-l 
Conley  O  M-* 
Cotton    DaTldMO   A  C«- 

Dalton  Wm  D-4 
Deal  Otto—* 
DemaiaM  M  U— e 
Dennett  Louia  A— t  « 
Dodge  Jaa  S  }r-t  c 
Elkhart   Const!  Ababwt 
Co-*  e 
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Fiddhome  Chas  H— f 
Prank  Charles  B-4 
Harmaa  J  Lr-i 
Hile  ft  Bako^ 
Hughes  ft  Anol4-4  a 
Keis  Joa— C 
Kesler^  R-f 
Lanb  Abstrsct  Co— C  a 
Mschan  Agencr— 1^  1  c 
liarkel  O  H— f 
Martin  J  E-f 
Mast  S  E-f 
Neilsberg  ft  Felthonse— I 
NTmeycr  B  H— I 
Obcrhottzer  Jacob— f 
Osbom  ft  Work-f 
Proctor  R  J— f 
Prudential  Inswancc  Co 

-1 
Puterbanah  O  C— f 
Raynier  Clyde— f 
Sawyer  Glenn— f 
Seil«- Cyras-I 
Simpson    Abstract 

f  e 
Skinner  ft  Widaf^ 
Smith  A  M-f 
Stark  M  W-4 
StancU  B  J— 1 
Stevenson  D  S  ft 

fe 
Stalts  ft  Son— f 
Thomas  Dan  C— I  c 
Zicclcr  E  B-< 

ELWOOD 

Bamett  J  W— f 
Boyden  L  T— I 
Broadbent— f  e 
Qyde  S— f  c 
De  Hority  E-f 
De  Hority  P  C-f  I  e 
Elliott  J  R— 1  c 
Elwood  Trust  Co— f  c 
Ensminf  er  B— f  . 
bield  J  G-f  c 
Fmch  W  A-l 
Fondersmith  W  R— f  I  c 
Goldsmith  W  R-t 
Green  D— f 
Harria,  C— 1 
Haynes  G  E-l  1  a 
Hieatt  C  C-f  I 
Mains   M— f 
Nearon  &  Co— f  1  c 
Pentecost  L  D— I 
Roach  W  I^-f 
Roop  I    N— f 
Roop  O  P— f  c 
Shoeraaker  M  E^ 
Smith  W  N— I 
Zerfaoe  W  G-^  1  e 

EVANSVILLE 

Adair  IJ-i  e 
Adler  tiiram  J— f  I 
American  Trust  ft  SaT^ 

inf  s  Co— f  1  c 
Bennett  -  Hutchinson   Co 

-f  1  c 
Brennan  R  A — i 
Campbell  I  A— 1 
Oark  H  J— 1 
Cook  S  W  ft  Co-f 
CoTcrt-Archer    Co— I 
Cox  D  A-f 
Dausman   ft   Walker— f  c 
Decker  ft  Perguson— f 
Decker  Fred  G^l 
De  Kress  Paul— I  e 
De  Trerille    R  D-A  e 
Dersch  }  H-f 
Elder,  Cooper  ft  Co— f 
EvansTille  Trust  ft 

ings  Co— f 
Ewinff  F  M-{ 
Ferguson  W  O— I 
Greene  ft  Grecita— f  I  a 
Harden  T  N-1 
Hopkins  A  Emmett— I 
Hutchinson .  Alaxandsr   1 
h 


Tordon  Thos  A— 1 
Little  RaaHir  Co— f 
Loos-W  B-l 
Lttkcna  Hairy  M— 1 
McCormich  Edw  P— 1 
McCrae  Harry  S-1 
McGrew  Geo  G-l 
Mercantile  Trust  ft  Sav- 

ings  Co— f  c 
Meyers  Alex— 1 
MUler  A  Lana-f 
MUlerlei  T-f 
Mombach  S— 1  c 
Moss  Wm— f 
Mnenstermann  J— 1  c 
Ptttman  James  O— 1 
Ricbardt  A  C  Realty  Co 


Rose  Clinton  F  ft 

f  e 

Rose  H  Lr-f  1 
Runcie  W  C  ft  Co-I  1 
Sihler  Chas— f  c 
Sonntag  M  S— £  c 
StocksHanrey  G-l 
Tste  Jas  B  ft  Co— f  1  c 
Vickery-Odell  Co-I  c 
Weil  A  M  ft  Bros  Co- 

f  1  c 
Ver  Wayne  A-f  1 
Walling  M  A-f  1 
Weil  A  M  ft  Bros  Cb- 

Ins.  Co— f  c 
Wells  M  E-f  c 
West  Side  Insuranea  ft 

Real  Estate  Co— I 
WUliams  D  C-4 
Zapp  Wm— f 

FAIRMOUNT 

Briles  Jacob— f  c 

Life  J  F-l  c 

Long  A  R— ^ 

Nelson  H  M-1 

Parker  C   T-f 

•'-•17  r 

FORT  WAYNE 

Bauer  K  J  &  Co 
Beabler  T  H 
Rlits  M  J-f  e 
Boergcr  G  W— 1 
Cooper  W  P-1 
CooiTWalter-l 
Curdes  L  F— f 
Douglsss  W  V-f 
Federspiel  Frank 
Ferris  W  A— I 
Fisher  D  C— f  1  c 
Fitch  C  B— flc 
Fitch  M  W  ft  Sons-flc 
France  J  E  K-^ 
Foelber  E— f 
Grshsm  J  E— f  1  c 

gafding  D  I^-f  1  t 
out  H  B— 1 
Tones  W  A— 1 
Kuhne  ft  Co— f 
Leedy  Wm  M-l  1  c 
Lennart  ft  Ortheb— f  c 
Lumbird   S   C   ft   Co— 4 

le 
Markey  A  J-f  1  e 
McCracken  J  K-f  1  c 
Mots  Geo  ft  Son— {  I  c 
Neireiter    ft    Gumpper— 

f  1  c 
Orr  Chaa— 1 
Peoples  Trust  Co— f 
Rosenvinkle— f 
Rsndall  Geo. 
Sauer  Carl— 1 
Scherer   Henry  P— f 
Schrader  &  Wi1son-l  1  c 
^V^l1il1g  A  E— f 
Wilson  Clinton— I 

FOWLER 

Bates  Geo  W— f 
Chancellor  Joseph  D— f 
Dinwiddle  Lao— f 
Hall  E  (i-f 
Parker  P  B-f  1  a 


Regeth  C  A— 1 
Snyder  Chaa  M-f  a 
Stucker  Chas  B-4 
Swan  Robert  A 


FRANKFORT 
Baker  L  D-1 
Barnes  Geo— 1 
Besver  E  C-^  c 
Bennett  Glen— 1 
Burgct  E  0—1 
Clark  C  C-1 
Osy  A  E— f 
Dewick  F— 1 
Grsves  E  E-f  1 
Hod|re  E  D— 1 
Huffman  Robert— f  c 
Killmer  J-f  1 
Long  F  B— 1 
McKown  F  E— 1 
Morris  W  A— f 
Suley  E  H— f 
Thstcher  M— f  c 
Thomas  ft  HeriUae — ^f  1  c 
Thompson  A  J — ^x 
Wslsh  W  B-f 
Webster  E  E— 1 
Whitaker  B  H-f  c 
Ychacoll  M  F— f  1 
Young  M  P-f  1 
Youndt  ft  Moore— f 

FRANKLIN 

Byfield  R  C— f 
Carter  G  W-f 
Clemmer  Geo— f 
Qore   W    R— f 
Featherinfrill  Sam— f 
Fix  C  B— 1 
Harria  S-1 
Henderson   G  W-«f 
Hoffman   C  £—1 
House  T— f 
Orerstreet  A  C— 1 
Owens  Jno  R — f 
Sellers  Martain— f 
Sells  R— 1 
Shuck  O  J-f 
Story  J  M-f 
Warner  John  C— I  1  e 
Wilson  S  A— f  c 

GARRETT 

Beehler  D  C— f 
Brown  Harry  M — f 
Frank    Will— f 
Fredericks  W  T-f 
Gagen   G  E— f 
Kingsbury  Charlea— c 
McKennan  E  M— f 
Sharpless  W  W-f 
Spencer   G   B— f 
Stoehr  J  J 

GAS  CITY 

Feltes  ft  Ja^— f  1 
Fry  Casper  H— f  c 
Linn  J  F—f  c 
Phillips  John — f  c 
The    Grant    Realty   Co— 

f  1  c 
Ward  &  Co— f 

GOODLAND 

Babcock  A  D— f  1  a 
BurgcAs  H — f 
CoiT  W  T-f 
Fields  Lewis— c 
Gravel  Al  F— f 
Hameton  J  T-f  1 
Humston  Charles— f 
Kilffore  Mort— f 
McCurry  A  T— f 
Oswald  J  W-f  1  c 

GOSHEN 

Bechtel  David  D— f 
Berkey  Warren— f  1 

Beverstein  Joseph — ^f 
Brooks  Leonard  J— f  c 
Burrla  Lloyd— f 


Chamtey  Wm— f  1 
Dausman  E  A— I 
Davis  Thomas— f 
Ueahl  Anthony— f 
Ferrall  Geo  W-f. 
GattshaU  J   B-i 
Harper  Geo— f  I 
Herr  W  C-f  1 
Hess  E  W-4  e 
Howensuin  Frad-4 
Jay  Oscar-f 
Kaulfman  ft  Davia— I 
Kauffman  Daniel  T— 1 
Kesslcr  ft  Stanffer— I 
Mehl  A  C— f 
Miller.  Dimka  ft  Hubbdl 

Mummert  E  E— f 
Noble  Louis  H-1 
Rausberger  Joseph    f 
Rhodes  M  J— I 
Scbafer  B  G-f 
Simmons  Orvilla— f 
Staolfer  H  A— f 
1  royer  D  J— f 
Wattt  Ornn— f 
Whippy  L  Burr— f 

GREEN  CASTLE 

Blake  G  E— 1 
Broadstreet*     Vestal     ft 

Peck— f 
Central  Trust  Co— f 
Crouch  Richard— 4 
Cullen  W  H-^f 
Durham  Aadrew^->  f 
Green   Frank— f 
Hathaway  Miss  Helen— f 

Hays  Jas  Mc f 

Hughes  David— f 
Lucas  Fred — f  c 
McCoy  John  G— f 
Peck  Isaac— f 
Richardson  ft  Hurst — ^f 
Sharp   John— 1 
Talbot,  Mrs  Jessie— f 

GREENFIELD 

Barr  ft  Smith— f 
Bottsford  W  B-f 
Carr  ft  Carr^ 
Cooper    D    B    ft   Son — 

flc 
Cooper  Marsh  P— f  1  c 
Corcoran  John— f 
Crider  C  A-f 
Dogan  O  N— f  1 
Garrioth  O  M— f  1 
Grose  E  B— f 
Haller  W  W 
Hancock     Co     Abstract 

Co-f  c 
Hufford  J  M— 1 
Hughes  Wm  A-f  a 
Mayers  O  O— f 
Sample  C  G— f 
Smith  J  I^f 
Tindall  C  I^f 
Van  Duyne  A  C-f 
WalkerJ  R-f 
Wood  Bros  F 

GREENSBURGH 

Bonner  James  F— f 
Doles  E  K-f 
Donnell  Seth— f  1  e 
Erdmann  George— f  1  c 
Emmert  Harry— f 
Gilchrist  W  F— f 
Hamihon   R  P— f 
Mirschfeld  A  E-f 
Howard  A  L-f  1  e 
Lowe  Mrs  C  C— f  1 
Miller  ft  Ryan— f  o 
Murphy  A— 1 
Northern  C  F— f 
Parker  f  H-f 
Privett  Roy— f 
Tingle  C    A-l 
White  ft  Habig—f 
White  Edward--f 
Zallar  Chaa  Jr-I  I  c 
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HAGERSTOWN 
Price  L  M-l  c 
Teiter  ft  Mason— f  e 

HAMMOND 
BUlings  C  H— f  c 
Fredertch  C  H— 1  e 
Hammond  W  H->f  c 
Hammond  S  &  Tnist  Co 
Tacobson  G— f 
Johnson  E  F— 1 
Krost  J  F— f 
Lake  Co  Sar  Tmst  Co— 

f  c 
Lipriski  P  B— f  c 
Mashino  W  F— f 
Mindlin  S— f 
Schaof  R— f 

HARTFORD    CITY 

Bonham  J  M — f  1  c 
Daugherty  Frank—1 
Fleming  &  Dny—i 
Hubbard  &   Miller-fle 
Rhoades  7  H— f  1  c 
Rife  Geo  W—i 
Spenoe  W  H— f 
Suhl  J  B-l 
Trant  J  T 
Underbill  Jas  O— f  1  c 

HUNTINGBURG 
Rentepohler  Daniel— 1 1  c 

HUNTINGDON 

Allen  £  E-f  1  c 
Altman  J  C— Ic 
Black  H  C— f 
Bridge  H-f 
Buchcr  &  Hearton — f  c 
Butter   Chas  A— f 
Crandall  A  A— f 
Eberbaut  G  M— f 
Hamer  W  D-i 
Hatfield  J  M-l 
Reefer  E  F— 1 
Kelsey  E  E-f 
Kinff  E  O— f 
Ktndler  &  Gorman — f 
Koch  W  E-f  c 
Lawson  &  Jobnson — f 
Mitcbell  Roberta— f  1  c 
Moffett  Will-4 
Moore  M  W--f  1  c 
Price  ft  Rotebroosb— 

f  1  e 
Saul  J  H— i 
Sees  ft  Baker— f  1  e 
Snyder  &  Shideler— f  I 
Weese  H  G—f 
Whitelock  W  T-f 

INDIANAPOUS 

Abel  E  A  ft  Co— f  1  c 
Alexander  Norton— c 
Bailey  &  Bailey— f 
Bakemeyer  H  C — f 
Baldwin  Enos— 1 
Barton  W  E— f 
Bates  Chas  A— c 
Benerd  Ira  S— 1 
Bishop  John   E — I 
Bloomfield  Thos— 1 
Boicourt  Chas— f 
Bond  Pleasant— ^1 
Bonham  Evan  A— c 
Buennagel  J — I  1 
Builders  Realty  Co— f 
Burkhart  E — c 
Brandon  &  Stafford — f 
Brewer  Geo  E — i 
Brewster  Gary  S— 1 
Browne  W  C — ^1 
Calvelage  L  B— f 
Carter  A  B  ft  Co— f 
Chapin  F  A— 1 
Central  Trust  Co— f 
Christian  W— 1 
City  Real  Estate  ft  Fire 
Ins  Co— f 


City  Sav  &  Dep  Co— -f 
aark  E  V— c 
Claypool  ft  Co — f 
Cobb  Geo  M  ft  Co— f  c 
Coulter  D  A— f 
Crawford  E  C— c 
Crim  Layman  A — ^1 
Cruse  J  S— f 
Davenport  F  B — ^1 
Day  W   C  ft  Co— f 
Deming  Tho»— 1 
Denny  ft  Denny — ^f 
Devor  Co— f 
Diddel  A  J  ft  Sons— 1 
Dill  P  M— 1 
Dixon  J  C— c 
Doble  ft  Throckworth— 1 
Donachan  R — i 
Douglas  F  W— I 
Drapies  W  H— f 
Duvals  C  G — ^f 
Dyer  ft  Rassmann — f 
Edwards  D  W— 1 
Edwards  ft  Edwards — i 
Empty  Geo  W— f 
Farmers  Trust  Co — ^f 
Fieber  ft  Reilly^f 
Flaherty  Thos— 1 
Flickinger  E  E— 1 
Fogarity  Wm  Agcy — f 
FoTsom  E  F— 1 
Foster  ft  Meesick — ^f  1  c 
Friday  J  W  ft  Co— f 
Fry  Agcy  Co— f  1  c 
Fugate  U  T— c 
Furnas  M  J — ^1 
Gable  J  V— f 
Gasper  J  L— 1 
German-Am  Tr  Co — f 
German  Fire  Agcy — f 
Gibbons  W  J— 1 
Gill  ft  Greenen— f 
Glass  James  E  Jr — 1 
Greene  Chas  P— 1 
Gregory  &  Appel — f 
Gregory  Pell  Agcy— f 
Greyer  W  A— f 
Habbe  J  F— 1 
Hall  M  B-^ 
Hall  ft  Hill— f 
Harlan  I  N— f 
Hartley  J  J— c 
Hartman   ft    Cahalane — f 
Heaton  E  M — c 
Hester  L  M— 1 
Higdon  B  F— c 
Home  W  I^-l 
Horton  L  P— « 
Hubbard  L  M— 1  c 
Hubbard  W  H— f 
Hughes  J  N— 1 
Hungerford  W  A— 1 
Hunt  E  W— 1 
Indiana  Underwriters 

Agcy^f 
Jackson  J  W— c 
James  F  F  ft  Co— f 
Johnson  H  A  &  Son 
Kayser  J  H— f 
Kempshal  ft  Keene — 1 
King  ft  Lyons — ^1 
Killen   ft   Shields— 1 
Kissel  W  F— c 
Klingholy  £  C— 1 
Kreis  Carl  F — c 
Utta  W  H— 1 
Lawrie  P  B— c 
Lee  F  T  ft  Co— f 
Leib  B  F— f 
Lovett  John — f 
McCullough  J  G— f 
McDonald  J  D— f 
McFarland  J  F— 1 
McGilliard  M  V— f 
McSherson  Carey — c 
Manion  W  P— f 
Mannon  Wm — f 
Martin  H  B — f 
Martin  Daniel— f 
Meeker  R  H— f 
Merriett  H  K— 1 
Mert  Fred — ^f 
Meyer   Harry— f 


Meyer  ft  Kiaer    f 
Meyer  A  J  ft  Co— f 

Moore  G  H  &  Co— f 
Morin  G  A — r 
Moriey  Alfred— 1 
Newcomb  H  C— c 
Newhouse  Ernest— i 
Neinal  James— 1 
Oberreich   L  H— 1 
Pangbom  G  W— 1 
Peclcmann  H  H — c 
Pfisterer  Peter— f 
Pinkus  Isaac— 1 
Plumber  H  Agcy— f 
Pollard  ft  Goode— 1 
Porter  M  G— f 
Pray  Enos  D— f 
Price  J  J— 1 
Price  Bros.   Co— f 
Ralston  B  M— f 
Redwine  Agcy  The — 1 

REHM  &  OLIN 

SuccMton  to 

Rehm  &  Van  Deinse 
INSURANCE 

Richie  I  N  ft  Son— f 
Ritchie  E  G— 1 
Richardson,  Kothe,  Uhl 

Co— f 
Robbins  Bros— f 
Russell  G  W— f 
Sales  C  F— f 
Schmidt  ft  Smith— f 
Schuck  Sam — ^f 
Scoonover  E  J — c 
Security  Trust  Co— f 
Shelton  E  E— f 
Shellhouse  Frank— f 
Shcra  F  D— 1 
Shirley  Frank— f 
Shockney  J  N— 1 
Smith   Scott   V— f 
Sommerville  W  R— 1 
Spann  J  S  &  Co— f  c 
Stiltx  C  B— 1 
Swan,  J  M— f 
Tibbitt  J  I  ft  Co— f 
Tucker  J  E— 1 
Turner  J. E—1 
Tutewiller  C  W— 1 
Union  Trust  Co— c 
Valdanaire  JJ— f 
Vajen  E  C— f 

A.  J.  Van  Deinse 

INSURANCE 

LEilCKB  BUILDING 

Van  Reper  J  C — ^1 
Vette  V  C— c 
Waddle  H— f 
Wales  C  P— f 
Walton  Everett— f 
Welch  John  R— f 
Wells  A  C— 1 
Wilder  F  S— c 
Willard  A  I^-c 
Williams  F  M— c 
Wilkenhofer  Otto— f 
Wocher  L  H— f  c 
Wolff  L  H— 1 
Wood  E  T— f  1 
Woodsman  H  H— 1  c 
Yamer  A   S — f 
Zener  ft  Stone — f  c 

JASPER 

Bets  Frank  L— f  1  e 
Cramclapachcr  Gns— f  e 
Doane  A  C— 1 
Donghcrty  T  K^  1 


Koerner  L— 1 
Lange  Tony — 1 
Schneider  F  L— f  1 
Wilson  Geo  R— 1 
Wilaon  W  A— f  1  e 

JEFFERSONVILLE 

Armstrong  ft  Frank— £ 
Beard  J^-f 
Brock  Thos  J— c 
Coleman  Geo — f  1  c 
Jacobs  Emmons— c 
Citizens'  Trust  Co— f  e 
Osden   W    E-f 
P&u   A  C-f 
Preefer  H-f  1  c 
Rubey  W  A— f 
Stradley  Thos  H— f 
Wilson  F  I^f  1  c 

KENDALLVILLE 

Bluhm  Fred  L — f  I 
Bodenhofer  F  L— f 
Boyer  A  M— f 
Brouse   U  C— f 
Fritz  E  D— 1 
Goke  F  G— 1 
Groves  James — f 

iones  J  A — f  1  c 
Lendallville    Trust   Co— 
f  c 
Kimmel  C  W— f 
Myers  W  P— f 
Pf  aff  U  S— f 
Shapeand  W  B— f  1  c 
Smith  W  I— f 
Smith  W  A— 1 
Tyler  R  D— 1 
Whitford  Fred  E— f  c 
Wilson  D  C— f  c 

KENTLAND 

Bush  Ada— f  c 
Cummings  R  R— f  c 
CnnningnJam  T  B— I  c 
Darrocfi  Wm— f 
Higgitts  John— f  I 
Madt  James — t 
Sammons  H  L — f  e 
Skinner  Jira-4 

KNIGHTSTOWN 

Garritson  W  S^  c 
Gray  T  W-f  c 
Harrison  R— f  1 
Morgan  &  Wagoner   f  c 
Newby  ft  Ncwby^-f  c 
Reddick  M  S-f 
Roberts  John   M— 1  c 
Vandenbark  P  N— f 
Wallace  Wavne-I 
Wilkinson  T  B-f 
Zion  W  R-f  1 

KNOX 

Fletcher  James  C— f 
Johnson  Barry  E — f  c 
Koffel  H   R— f  c 
Kratli  Joha-f  c 
Lundin  Chas  S— f  1  c 
McCormick  J   N--f 
Newtson  Brothers— f 
Rogers  H  C— f 
Rogers  Hugh— 1 
SwartseU  A  W— f 

KOKOMO 

Anderson  E  R— f 
Duke   Bros  ft  Co— f  1  c 
Hockett  ft  Mack^f 
Haughbangh  John — f 
Hunt  A  H— 1 
lav  ft  George— I 
Tohnaoo  Geo  W— 1 
Joyce  JB^f      ^ 

Kokomo  Trust  Co— f  c 
Uughlin  Wm— 1 
O'Neal  Nora— f 
Parsons  ft  Beck — f 
RusseU  E  E^f 
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Smith  I  C-f 
Smhli  N  B— f 
Springer   Douiy— £ 
Strode  Don— f 
Terrell  DsTid— 1 
Vailc  J  E— f 
Walter  &  Gamet-f 
Weycr  Jm 

LADOGA 

Goodbar  A  ly— f  c 
Huntington  H  C— f  c 
MayluaiB  F 
Sh^elford  Forest 
Shirey   M    l>-c 
Stanley  J  M— f  c 

LAFAYETTE 

Baaga  C  W-l  1  e 
Bone  ft  Bamca— 1  c 
Brockenbrough  Agency-— 

fie 
Bryan  ft  Son— f 
Bark  Broa— i 
Childa  L  MM 
Crouse  W  O — ^f  c 
Dresser  W  A— {  1  c 
Edwards  William  C 
Flynn  D  H  ft  Co-I  1  c 
Godmaa  Agcy  John  E~ 

Harria  T  W  ft  Co-f 
Tones  a  Bryant — f 
Kessner  Broa— I 
KimmeU  F  R— e 
Lafayette    Ins   Agency— 

f  c 
Lalayefte  Loan  ft  Tmst 

Co-€ 
Levering  Fred  R — f 
Marka  S  C— f  1  e 
Metropolitan  Life  N  Y 
Miller    C   G--f 
Mfller  Earl  E-1 
Mitchell  Agency — f  1  c 
Moore  Robt— c 
Niehns  Henry— c 
Orb  F  C—f 
Oreresch  Henxy— f  1  c 
Pauley  Jos  E—i 
Rosebcry  W  J-f  1  c 
Ross  TN— f 
Sample  &  Tolle— f  c 
Scott  D  £  ft  Son— f 
Severscm  Wilbur  F— {  c 
Sindeman  H  M — I 
Stallard  ft  Son— I 
Sttnespring  ft  Son— f  1 
Timmons  S  W  &  Son— f 
Underwood  Chas  R— I 
Weibera  Barney  C— I 
Weigele  E-4  I  c 

LA  GRANGE 

Bnrritt  ft  Wothrich— f 
Colliflower  Harry^f 
Dunten  Frank  J— I 
Ford  Ira-f 
Ganiard  S  K— f  1 
Hanan  J  W-l 
Haakina  Herman— f 
LtTergood  L— f 
Norris  J  I— 1 
Rice  Miss  Emma— f 
Rowe  L  M— f  e 
Selby  Chas-f 
Sxroup  v»  S    I 

LA  PORTE 

Beecber  W  H-f  I  e 
Broeffle  J  W-l 
Doraa  ft  Conboy— f 
Dorland  J  V-l  1  e 
Fogle  W  P-l 
Haushecr  F  A— I 
King  W  W-l 
Dddell  Fr«d-I 
McGm  D  H— f  1  e 
Miller  H  R-l 
Seymour  Geo  S  ft  Sods 
-41« 


Swan  G  F— f 

Tmesdell   Agency  The— 

f  1  c 
Wolf  C  E-l  1  c 

LEBANON 

American  Trust  Co--l 
Ballard  I^-l 
Bryan  C  T— f 
Campbell  &  Butcher— I  c 
Citixens  Trust  Co— f 
Cunningham      &      Arm- 
strong—I 
Cunninghun  Qias — ^f 
Damalf  J   C-l 
Darrottgh  &  Richey— I 
Gillam  &  Hostetter— f 
Harland  ft  Reese— I 
Tones  J  W-C 
Martin  T  H-^ 
Martin  W  H  H— I 
McMillan  A  J— f 
Neal  ft  Co-I  c 
Orear  O  P  M— I 
Perrill  &   Storms— f 
Schooler  J  H-^ 
Smith  ft  Cottlter-f 
Stewart  R— I 
S wails  Oscar— f 

LIBERTY 

Ammerman  Louis  T— f 
Harrell  James— f  1 
Howsen  Guy  B— f 
Lambert  J  S— 1 
Moore  Park  E— 1 
Macey  J  B  ft  Son— I  c 
Pierson  Jamie  L-l 
Shont  John  W— 1 
Slonneger  C   K— f  1  c 
Taylor  William  S— 1 

UGONIER 

Bothwell  F  P— f 
Caldwell  Ed— f 
Frits  Cha»— 1 1 
Gerber  O   F— f  1 
Graham  Chas  F— f 
Hays  John— { 
HoiFman  J  H— I 
Hull  F— f 
Kenny  John— f 
Mier  Sol— f 
Sacket  S  C—f 
Sisterhen  L  E-^ 
Strauss  ft  Co— f 
Treash  U  R-l 
Wertheimer  N  ft  Sons— f 
Wigton  W  H— I 

LINTON 

Allen    Theodore — ^f 
Cornelius  W  F— f 
Craig  W  A— f  c 
Cravens  J  L — f  c 
Dixon  N  G— I  c 
Gillvith  Henry— f 
Moss  Clander — f  c 
Morgan  Tom — I 
Sherwood  Eldgar — I 

LOGANSPORT 

Closson  E  D— f  1  c 
Closson  S  M— I  1  e 
Closson  Walter— f  1  c 
Cockbum  ft  Geyer^l  c 
Cogley  Geo— f 
Cooper  O  W— f  1  c 
Fiddler  Henry— f  1  c 
Gtffe  W  T-f 
Gise  Geo  H— f  1 
Heffley  C  O— I  c 
Honawalt  V  C—f  1  c 
Tones  A  L— f 
Renison  Ora— I 
Landis  Frances  Q— 1 
Lo^ansport  Loan  ft  Tr'st 

McElheny  T  T— I  1  c 
Markley  J  W^-f 


Murdock    ft    Fonclar— f  1 

c 
Raub  Geo  A— f 
Reed  J  A— I  1  c 
Rosa  W  W— I 
Sharta   ft   Hoefcenbeamef 

Stephens  John  H— f 
Vebey  S  M—f 
Zfam  O  M— II 

MADISON 

Bersch  Wm  Jr— I 
Colgate  Ed  J— 1 
Harper  N  L— Ic 
Leland  S  £—1 
McLelland  W  O— lie 
Meachem  O  A— 1 
Strader  S  M— lie 
Weyer  J  K— lie 

MARION 

Ammon  ft  ToUey — f  c 
Baldwin  S  G— f  c 
Baldwin  Enos — ^1 
Beard  F  M— 1  c 
Beshore  L  C—f  c 
Bowstead  Jas.  T— f  1  c 
Breed  ft  Ball— f  1  c 
Campbell  John  P  ft  Son 

— f  1  c 
Carr  J  C—f  c 
Coffin  Charles  E— 1 
Cushwa  ft  Presnall— f  1  c 
De  Wolf  White  ft  Co-f 
Harder  ft  Fcrree — f  c 
Harty  ft  Hart— f  1  c 
Hess  J  F— I 
Howard  Frank— f  1 
Kinnean    &  McCauley-^ 
Marion  Title  ft  Loan  Co 

-f  1  e 
McConnell   H  J— f  c 
Mclntire  Wm  R— f  1  c 
McSullivan  Thos— 1 
Neal  Chas  E— f  1  c 
Sesrles  ft  Kem — f  1  c 
Stanley  John  L 
Strump  Chas  R-l 
Thatcher  Wm  H  F— c 

MARTINSVILLE 

Brown  D   G— I 
Crone  Frank — 1 
Downey  Bros-— I 
Dryden  Wm  H— f  1 
Gum  Bros— 1 1  c 
Isenhower  G  M — f 
King  J  V— I 
McNair    Insurance    Age 

Ino— I  1  c 
Rhea  Wm  C—f 
Richardson  J  F— 1 
Rose  Insurance  Agency 

Inc— I  c 
Taylor  J  W— 1 
Townsend  ft  Guthridge— 

f  1  c 
Watson  Chas— 1 

MICHIGAN  CITY 

Amber  Mitchell— c 

Bowlin  C  E— 1 

Fargher  W  C-l  1  c 

Mich  Gty  Trust  ft  Sav- 
ings Co— f 

Ohming  Wm  Jr-I 

Oliger  H  0-4 

Orr  J  H  ft  Son— f  1  c 

Schamber  John — I 

Schwager  H  A— f  1 

Sherwood  ft  Hanley^ 
f  Ic 

Snook  J— f  1  c 

Spiro  I  I — f  1  c 

Veal  B  F— f 

MILFORD 

Becknell  Mattie— I 
McLaughlin  T  C— I 
Miles  Roy— r 
Postma  John — I  1 


Vandeveer  Richard— I  1 
VannoTcr  Cbaa-^ 
Wagner  Frank— I 
Wherly  Orb-I 

MISHAWAKA 

Clark  W  M-f 

Gaylor  R   W— f 

Hutchinson  John  W— f  c 

Jermegan  Ralph— I  c 

Jones  H  W— f  c 

McMichael  John  A— I 

Mctxler  Chas— f 

Mtshawaka  Trust  ft  Sav- 
ings Co— I  c 

Niles  H  G— f 

Northside  Trust  ft  Sav- 
ings Co— f 

Parka  S  K-f 

Schindler  J  J-f  c 

MITCHELL 

Burton  Walter  W-l  1 
Keane  £  M— I 
Keane  Joseph— I 
Moore  E  P — I  1  c 
Wood  Thos  J— f  c 

MONTICELLO 
Alkir  J  H-1  c 
Duncan  Robert— 1  c 
Gordnor  Evert  R— I 
Graves  James  T— f  1  c 
Hdny  W  H-f 
Johnson  H  C—f  1  c 
Rhyan   W    S— I  c 
Vogel   B   A-c 

MONTPELIER 

Boyd  Amor— f  c 
Brockin  Guy  R— I 
Good  Dan — I 
Shook  John  T— f  1  c 
Smith  C  L-f 

MT  VERNON 
Everson  J  R— |  1  c 
Frick  ft  Plister-I  1  c 
Hoehn  ft  Howard— I  1  e 
Jones  S  P  ft  Son— 1 
Larkin   L  J— f  1  c 
Tcnte  C  F— I 
Wade  E-l  1  c 
Wasem  A— I  1  e 
Williams  S  Jett-f  c 
Wolf  &  Harlem— f  1  c 

MUNCIE 
Baldwin    Enos— 1 
Bishop  £  W-l  1  c 
Boyce  J   E— f 
Bradbury  B  F 
Davis   W   L— f 
Eilef  ft  Root— f 
Emerson  &  Moffett— I  c 
Fowler  B  F— f  c 
Hanna  G  H— f 
Hartley  J  L— f 
Hilgore  T-1 
Hiltner  N— f  c 
Hook  L  J— f 
/ohnson  A  O— 1 
/ohnson  H  M  ft  Co— fc 
,  ohnson  &  Bishop-^  1  c 
Kirkpatrick  &  Blue— f  c 
Masters  L  C — i 
Miltenberger  &  Lefler— 1 
Monison-J^bnson       Co — 

f  1  c 
Reynolds  T  A— f  I 
Wolf  Agcy  The-f  1  c 

NAPPANEE 

Best  Wm-4 
Corns  F  M— f 
Dewey  J  W— f 
Early  P  A-f 
Greene  H  B— I  1 
Kantx  J  O— I 
McEntoffer  J  S— I 
Prickett  T  J-l  1 


IND.— con. 

NEW  ALBANY 
Db  Faqaier  C— 1 
Hdmboocr  C-l 
Horn  J  Ji^-f 
KMhnerl-l 
Kcoddl  J  W4lt«r-I 
Koiritim  ft  buTD^-i  e 

UdC^"w    H-(  1  c 
HcUdln  D  ^-i 
HUlicH  W  N-l 
llorrii  N  P-l 
Nemlhan  H  J-( 
NkbokoQ  »  Kadr-1 
Saner  P-f  e 
Sdhbtcde  H-f  1  a 
Vuca  S  W-l  c 

NEWBURG 

Hopkins  W  A— I  1  c 
Knapp  O   V— (  o 


LancuhT  S  C— f  I 
NEWCASTLE 

B«di  F  E~f 
Beard  C  T1— I 
Boyd  Horace  W  -f 

Boyd   Bro^f  I  c 


Chimbers   Daiid— I 
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Koona  &  Wet 
Kooo.  M,  L-l 
LiTinr    Frank 


NEW  HASMOirr 
Out  I^ 

Ford  Edwin  C-<  I 
Frcugeot  A  E— 1  e 

Bihnaon  B  V—t 
wen  R  D-f  1  c 
Felham  I^-f 
Twlot  G  C-(  c 
Wilton  E  A-f  1  o,  , 
y/Utaa  L  Wada-f  1 

NEWPORT 
Fnfta  C  N-*  ,   , 
Ned  Edward  E-(« 
Nlion  H  V-l 
Stepheni  R  E-f 

NOBLESVIIXE 
AicxaadcT  H  J 
B^wen  P^'r  t-t 

Lamberl  J  M— I 
Lueu.    B   r,-l 
Miicliell  ft  Caylor-* 
Smiih  J  W-( 
Supple   n-i 
TooU    H»r»eT-l 
Walnwristii      Truat     C 


N.  MANCHESTER 
td>m<  M  P-n  c 
larnharl  W   W-f  c 


Urschel   &   Ulrey-i  c 
Wood    IJilian-f 
Wood   Orii-i 

NORTH  VERNON 

Bra  K-t 
CanpbeU  W  S-l  1  e 


Melor  H  C-f 
Raib  Marj  A-t  1  e 
Verba  ra  Joaepli— f 
Weber  X  H— f  I 
William*  Sd— f  a 

OAKLAND  CITV 
HartiB  ft  Co~f  1  e 
Scone  O  U-f  c 
VandavB J  U-I  c 
Vedder  ITW-f  0 

PENDLETON 


BmckcnrMH  ft:  1 
Callantiiie  Joi— I 
Crame  PHajp— *  c 
FariiK-f  I 
GehriL. 

HcMc 


jonM  P  U 
Uuet  L  1 


._  John  R-£ 

IM  P  O-l 
„uet  L  M-l 
McKciaOD   D— f 
Uolter  J  A— I  e       . 
KiEbard*   Andraw— I 
Sctve   Jsmea-r  1 
Koberta  W  H— f 
SnxdcT  &  Brookc-1  1  c 
Unscr  Nart*-f 
Wiie  A  E—i 
VouDf  Wm  H-f 

PORTLAND 
Aaberalt  Wheeletw^ 
Broaher  A— I 
Drake  Earl-^ 

_■*-!  e" 

Holfnpillar  Praok— < 
HntchcD*  Eann*— I 
Holme*  John  W   ft  C 


iM  A-< 


Wagoner  Cfoi-ge-t 
Waihbiib  Madge— f 

PETERSBURG 
Aihby  DjCp* 

^C  ft  Co-tt 


Jaqoa  J 


Vao  Nada  J  B  ft  CO-I 

PIERCETON 
Broinahan  M  F— f 
Matehett  Broi  Co— f  I  c 

PLYMOUTH 
BdlcT  W    E—i 
ll,mdi>r.nl    C   A-l 
Bowetl  J  B-l 
<  on«r  W   II-I  1 
Corbln    Wm   K-f  c 


Whipple  Tod— f  1 

PRINCETON 
Anlel  Geo  V—l  1  e 
Bildwin  E  J-l  1  e 
Otlicai  Truit  ft  SaTlai 

Co~f 
Booli  G  W-I 
Criiwell  ft  Son— I  1  e 
CrllchBeld  Dr  J  S-l  c 
Cullen  Tboi  W-I  o 
Elkina  ]   C-l  o 
Gray  W  P-H  c 
Greene  N  S-f  1 
Kidd  Ceo   P-f 
Korti'i   Affmer — I  1  c 
McDonald  Effie— f 
O'Neal  ThoB-t  c 
Padictt  G  H-<  1 
RumcT  C  P-l 
Stewart  Saml  A— f  1  c 
Wood!  Robt  A— 1 
Wood  W  L  S-f 


AtkioKin  1  W— f  c 
Downing  F  R— f 
D™»on  Dell— f 


RENSSELAER 


Hirrll  S  B-f 
Homo   E  P-f 

Irwin  ft  trwin-< 
Leopold   H    F-1 
Mil^Howard-f  I 
Porier  I   t-i 
Splller  C  G— f 
Stewart  C  B-f 

RICHMOND 
Ball  Geo  C—(  c 
B«rher  j  <  1—1 
nanel  Geo  C-l 
Bradbury  W  H  »  Son 


Dousan  ft  Co— (  1  c 


ialw£-1  ■ 


tjt  ft  Fn«— «  r  e 
'IltdbtKMU  J   S-l 

Fuliibam  O  B-f  1  e 

HaJIcT  T  W— f 

Heuer  t  B    '  - 

IreSelljk  f 

""'■■■■  "e  a-f  I« 

L^ti'ch"'p"A— 1 

Moore  ft  Ogboio— I  I  e 
Morgan  Mn-f 

Pelti  J  E— f  1  c 

Piehi  w  e-t 

Roncy  E  E-I  e         „ 
Wileo  Mary  A  'ft  Cb- 
Zeller  Jm-f 

RISING  SUN 


Wnber  David  &-t  . 
Williami  Win  W— t  c 

SOCHESTKS 
Baker   H  A-t 
Biltera  C  K-l  a 
Bnebanan   P  H-4 
Dillon  A  }~i 
Ewing  W  C-f 
Fnti  4  Daria-* 
CiBther  □   D-f 
Gibbooa   Shemw    1 
Heilbmn  Ferd-I 
Hendrickwn   I    K-l 
HenderKVL  W  S-l 
Ivkwa  ai«rk*-< 
t,»ler  Dell-1  e 
Hohler  Ed-I 
SBkb  Mllo  R-f 
Swibart  ]erome  C-f 
Troutman  J  &~t  1 
Zdlar  Wm-f  e 

ROCKPOKT 
Binnniaaa  John  P^-l 
Tennlnn  S  H-f  t  c 
T.o|nn7  1  B-l 
UmUrKr  Ol*^  I 
MaaonC  C— f  I  ■ 
Maacs  ft  ;«nntiiv>-l  r 
Sa*aie   L   N— f 

ROCKV1IXK 
Sranaon  Gcorn-^ 
Bryant  P  M-T 
Duket  W  H-f 
Frrberser  L  W— I 


RUSHVTLLB 
Arbnekia  I  P-f 
Barrett   Howard— t 
Conwar  J  F— 1 
Gilleei>!e  ]    F-l 
r.rrn  T  K-f 
tnnta  Samnrl— f  e 
Irrin  A  B-f 
Kratter  JaoMO— 11 
Lambert   L  C-f!« 
Miller  B  P-f 
Nrwhoold  W  ill  l^-l 
Nipp  Carl  V-ll 


iMStnuufCB  AiBxtm^jamuaiA. 


<^7 


Snitb 

Snhli -Waftftr-li 

Strvea*  jolin  M— f  e 
ThoMM  iuhn  G^  c 
TitBwonh  John  A— I 
Timbue  Sam— I 

SALEM 

Bttktj  Janet  B— f 
Gabbcrt  &  oabbcrt    i  • 
Green  ft  Gnecn    i 
Uardia  J  J— f 
Uobbe  C>  &— f 
Marks   01iiFcr-l 
Monroe  Cattei^— f  c 
Paynter  W  U--f 
Rouih  E  F--f 
Tucker  J    h-i  c 

SCOTTSBURG 
Cain  S  V— f  c 
Davia  J  B-4  1  c 
Hays  Noble  J— ff  e 
Hough  V  V-f  I  o 
Owcna  B  M— f  c 
Stuicn    M — t  c 
Van  Dc  Vort  Ji 
Wella  W  U-A 

SBYMOint 

Barnes  S  A— f  e 
Boake  1   U— f 
Blish  Ed  S-4 
Bnrr    Wtt— c 
Bnrkley  Wm  H— {  ]  c 
Congdon  it  DnrhanH- (c 
Davis  Clark  B— f  1  c 
gay  C  A  Agency  On-f  f 
Everback  Fred— f  ]  e 
Hartman   E  T — f  c 
Massman  J  W— f  c 
Matlock  Joseph  H^  c 
Mans  R  E— c 
Miller  H  M-f  1  e 
Miller  fi  F-f 
MoselT  R  L— f 
Peek  Bro^^f  c 
Preston  Henry— c 
Robertson  Ik  Co— f  1 
Saltmarsh  Ira  G-^  e 
Schaefer  Geo  P— f  1  c 
Wearer'  W  J-l 

SHEUyVlLLE 

Alsman   O  I>-f 
BiHman  I  W-< 
Clark  A  Son— I  ]  e 
Comstock   ft    ThMil^MMi 

Fleming  T  W— { 
Frank  W-^l 
Goodwin  Hairy  C— 1 
Guheil  A  ]>-f  c 
Hall  ft  Co^e-f 
Hoop  John— f 
IslcT  \V  H-f 
Kirk   ft   Soi^-f  c 
Larch  F  E— I 
Lewia  Edward^  c 
Maholm  Wm-I 
Montgomery  M  R— f 
Ifeal   llerbert-f 
Schnatter  A  H— 1 
Showers  J  L— f  c 
Smith  David— c 
Tilden  McLain-f 
Wood  R   W-1 
Young  John  A— t 
Yonng  £  H  D-f  I  c 

SOUTH    BEND 

Berg    Carl    L-f 
Caldwell    F  M-f 
Coqntllard  A— f 
Ducomb    A    Wi11i»-C 
Fogarty  E  J  ft  Co— f 
Gabriel    Fred-f 
Geltz  W  E-f 
Gorvki    Marion — f 
Hilderbrand    A    N— I 
HoUowcU  Thomas— f 
Hoffman    Frank— f 


{ones  ft  TohnfluH-f 
^yser   Nelaos— f   c 
Lippman  Oscai^-f  c 
Listenberger  M  E— 1  e 
Matthews  E  A— f  c 
Mendenhall  E— { 
Mclnery  ft  Melnafny--I 
Nave   Plincy— f 
Otis  N   L-f 
Pace  Samud— 1  c 
Perrtn  £  it— i 
Pollard  C   N— f 
Seebirt  ft  Schurtn-I 
Shivey  ft  Miller-C 
Tarbcll   O  A-f 
Thomas  Samuel— I 
Turnock  Jos— f 
Wabgott  O  C-l 
Warner,  W  C-l 
Warner  F  B-f 
Weidler  Cbas-f 
Werwinski  J  A-f 

SPENCER 

BosweU  T  H— f  1 
Boyers  Ralph— f  e 
Duncan  J  L— f  c 
EUioU  &  Cochran— 4  c 
Hays  F  A-1 
Lombard  C  M  Mrs— f  1  c 
McQure  Chas  R— f 
Melick  T  C-l  c 
Miller  James— f  c 
FHinkett  R  A--f 
RundaU  H  E 
Spangle  T  G— I 
Trent  L  D—i 

SULLIVAN 

Beown  &  Schrodei^— f  1 
Eaton  &  Greggs— 4 
Hawking  Holddin  A  Bai- 
ley—f  1  c 
HUl   W   H   Jr— f  1   c 
Hunt  A  Eaton— {  1  c 
Walston     A     GteidUec— - 
fic 


I  Martin  A  Danglas 
Miller  J  S  AW  D^  1  e 
Miller  S  C— 1 
MuUikhi  los  A  Co-C 
Noble  C  W-1 
Orman  D  A— f 
Phillips  W  A^ 
Ray  F^ank  W— f  e 
Redman  E  H— I 
Royse  I  H  A  Co-4 
Smith  A  Buntin-I  e 
Somes  J  E-f 
Spang  H  M— f 
Stimson  J  C— f 
Strettcr  C  A  A  Co-I  c 
Stukenburg  Avgusfr-4 
Sweet  A  Owen 
Terre    Haute    Realty    A 

Insurance  Co— f 
Watson  A  Loguo— f 
Webster  B  T— 1 
WOtrc  W  E 
Wittig  Chas-< 

THORNTOWN 

GriiBn   A   L— « 

i»hnson  C  U — I  c 
yster  Geo    f 
Millikan  Ray— < 
Orear  J  S-4 
Young   W    E-f 

TIPTOH 

BknHit  F  C— 4  c 
Clsrk  A  Miner-f  c 
Cnlrer  S  A— I 
Farmers    Loan   A  Ttttit 

Co-f 
Fielding  A  Fielding 
Hammeil   A   Standrefard 
Knause  W  H— f  1  c 
Martindale  E  B 
Mock  M  O  A  Co-1 1  e 
Ressler  Wm-^ 
Richman  C  J 
R«nl8  S  D 


McCoy  Ira  W^ 
Royce  Clias  S— 1  c 
Smith  WSter  H-f  1 

VEVAY 

Cotton  WaUaca-f 
Curry  W  —1 
Pleasants  G  S-4 
Porter  A  J— 1  c 
Shaw  A  B-f  1  c 
Wright  James  S-f 

VINCENNES 
Akxatider  H  W— f 
Bsyard  J  L  A  Co-f  e 
Boecher  A  E— f 
Buckles  John  L— f 
Bycrs  A  SttUwell-f 
Citixens  Tru«i  C<»— f  c 
De  Priest  Wiltor  A-^ 
Foulks  Geo  W— I  I  c 
Gibson  P  R— 1 
Grayson  A  Unverferth— f 
Heinekamp  Albert— 1 
Johnson  M  T— I  c 
LottGeoW— f 
Mason  Wm  C— f  1  c 
Randolph  Jos— I 
Robinson  Chi 


Somes  H  V  Jr-f 
Tewalt  Wm  L-f  1  e 
Vincennes  Agency  Co— f 
Wist  John  C-f  1 


TELL  CITY 

Ekevaold  GhM"*-!  c 
Herrman  Wm  J  F— I 
Uuthstciuei 

lie 
Miller  Aug— I 
Patrick  J  T-l 
Reichle  John  C^  1 
Sweencyjohn— f  c 
Vittitoe  Robert-^ 
Zoarcher  Philip— f  e 


TERRS  HAUTE 
AUen  F  E-f 
Andrews  LfttlefitfdACo 

Armstrong  J  M— ] 
Biglow  James  D^ 
Bledsoe   A   Buckjai^aai 

Bugh  H  A  A  Co-I 

Burget  L— I 

Dsblen  A  Bineeko-f  c 

Dsiley  J  A-f  c 

Dempsey  Andrew 

Doak    Riddle    Hanintou 

Co 
Durham  A  Hagcrty— f  c 
Elder  Jos-f 
FIsbeck  F  C-f  c 
Foulkes  John— I 
Fox  Chas— f  c 
(iagg  G  A— f 
Goodman  Auaust— 1 
r*oldstfne  S  J— 1 
Hale  J   C-l 
Hsmihon  W  A— 1 
Haxlerigg  A  Ladd— f 
Hidden  M  T  A  Co-I 
Kelly     Wagner     Joy 

f  Ic 
Laue  Harry 
Lcefer  E   P— 1 
McFarlsnd  W  A-l  1 


UNION  axY 
Bell  S  R-l  c 
Butcher  J«ha*4 
Downing  J  J— I  e 
Fifther  C  C— f  t  e 
Gist  H  T-f 
Gordon  O  C-f  1 
Gruber  Jos— f 
Gruber   Louis— f 
LeFever  Mrs  L  M^ 
Stone  D  E— f 
Thompson  C  M— f  c 
Williams  J  W-f 

VALPARAISO  ^ 

Drapler  M  J— c 
First  Trust  Co— I 
FitswilHam  Joh»-f  o 
Jesse  E  Foust— I  f 
Hall  TEA  Sons-f 
Hardesty  A  R— f  e 

iones  K  C— f  1 
fcKay  C  M— c 
Marine  Chas— f 
Marquet  P— f  e 
Osbom  E  G— f  1  c 
Parks  F  B— f 
Pierce  L  M-f 
Reading  W  L-l 
Ross   R   D— f 
Salyer  D  A— f 
Schenck  H  J— f 
Spooner  W  F— f  1 
Stoner   Fred— f 
Thrift  Trust  Co-^ 
Tinkham  N  E-1  f 
Turner  F  A— f 

VERSAILLES 
Penhjim   T  L— c 
Creath  Thos  L— c 
Coolcy  O  H— f  1 
Daubcnheyer  S  B— f 
Day  J   P— c 


WABASH 

Axlfaie  Otto— f  1 
Bigler  Heriiert-f 
Cocliratt  M— 1 
La  Selle  C  H-f  1  e 
Lewis  John  A  Co— f  1 
Lnwai'cc  A  Co— f  I  c 
McHenry  A  Ebbinghouaa 

MTxinley  Wm-1 
Needham   P  W— 1 
.  Pannenter'  ft  Co— I 
Ross  jas  P— I  c 
Wabaih  Cottuty  LMb'  ft 
tnut  Co^i  c 

WARSAW 

Baker  E  M-l  1 
IMtef^'Jos  S-l 
Bennett  Geo  W— f 
Brubaker  I  H  A  SoB-f 
Coleman  L  F^f 
Coleman  J  W-f 
Helpnttn  M  L-l 
Induha  Laan  A  TnM  C6 

RigdDh  C  A-l 
Robinson  Al— f  1 
Sloane  John  A— I 
Stewart  T  C— f 
Sunmiey  A  Lehlttiii^ 
Webber  John— I 
Widaman  John  D-f 

WASHINGTON 

Aiknan  Wm— f 
Beck  Wn»-f  1 
Kiddinger  A_J— 1  c 
Briffht  Geo  P  R  Co— f 
Citixens   Loan    A   Trust 

Co-f 
Dillard  John— f  1 
Dosch  John — f  1 
Fromme   H    F 
(ireenwood  Arthur— I 
Hsmersly  A-f  I  c 
Hopkins  Geo  E— f  1 
Hyntt  H  V-f  1  c 
McHenry   Philandei^  1 

O'Nesl  G-f 
O'Neal  H  F— f 
Read  Geo  H— 1  c 
Slater  J   B-f  1 
Smith  A  McCord-f  1 


c-48 

IND.— Con. 

WATESLOO 
CtmVs  Gn.  Vf-4  I  c 

Gruhlk*  A  C— I 
Kelky  AUrrd— f 
La.  D  L-f 
Le».  H  K-f 
1^1  Wm  H-f 
SpackcT  H  J-f 
Sp«r  C  O-l  I  e 
WklaDiuiJ  M^ 
WUHm  U  C-< 


Bu-bonr  D  R— f 
C4nod  RaTmond — f 
Ounce  2erDle-f 
Cluppell  C  1£— f 
Fsnderbnrgh-^ 
UcKnigbt  F  H — f 
UcndcDbill  W  W— f 


INSURANCE  AGENTS-IOWA. 


WEST  TEBRE  HAUTE 


WHITING 
Sdun  Hennr— f 
smi^.     Bidcr,     Dud»n 


HcdgH  T  B-I 
T^wSeo  L  G-<  c 
McDowell    H   W-( 
HcLiaiUIn  Geo— f 
NonwUit  A  P-< 


Parrott  Cbu-f  I  e 
RuHcU  HoiiT^-f 
ThompMn   Bertha— f 
WINCHESTEK 


Diughetly  A  K-( 


Sj.-'^- 


Ptrul"    LD.a  ft  TroM 
Pniiett  Carl— (  e 
Pockett  Rererdr-H  c 
Savinn  Loan  &  TruM  Ca 
-fie 


WOBTHINTON 
DrcrF  E-l  c 
FoMcr  EE— I 
Hubs  Joba   W-f 
Hari  W  A-(l  c 
Hoili*  TliDiiiaa — f  c 
Light  Jaa   H-f 
WadawoTth  I^-l 


ZIONSVILLB 
ATery    H— f 


s'iir 


ESTABLISHED  U» 

J.  S.  ANDERSON  &.  SON 

General  Inaurance  Agrents  and  Brokers 

UASONIC    TBMPLB,  -  -  -  CBDAB    BAPIOS.    lOWj 

OBNSKAI,    AGBHTS    VOR    IOWA  t 
ndelit;  and  Deport  Ca  of  Hairland.         New  York  Plate  Olaaa  laa.  Ci 
LOCAL    AOBNTS: 
Haaorar  ef  New 

Home  of  New  Y< 

Hatlmal  of  Haitfoid 
St-Padof  H' 


ACELEY 

bSii    S— f 
EiBert  S  Y-( 
Meini  Joha-f  I 
Hel.eh«  W  P~(  1  c 
Raih  W  T  S-1  c 
Schroeder   Fred-f 
Smilh  Herman  J-f  1  t 
Vim  Giffcn  Heni»— 1 
VounB  W  A-f   I  c 


JohDioa  O  A — f  c 
RniaeU  I  W-f  c 
Rnwell  L  V-J  c 
AFTON 
Allou  Sartng!  "BBirtt— ! 
AimiUBT  H  P— f 


Delii  C 


Sliute  F  A-f 

AKRON 
Amea  U  A-( 
Brady  CG-I 
Erland  G  C-f  I  e 
Kidd  W  T-f 
Sedmond  Bnu— F 
RobertHi]  Kiel— f 
R»ot    Roy — f 
Smhb  A  H-f 


AlAlMra  C  C-l 
Bdtle  E  C-t 
Biaden  J  H— i  1 


AtMt  ft  Loan  Co 


Townaand  Fred— I 


Hanard  &  Peek— I 
Latbrop  ft  Weave^-I 
LanlTT  Thoi  H— < 


Smith    Lcwla    H-l 
Ta^or  F  -0.-1 
Winkler  J  B-1 


s 


Reck  A  C— (o 
Ritchie  OUie-l 
Shlrlsr  D  -D-A  0 

ALTON 
Glbba  U  D-f 
Goe1>d  Peter-f  I 

Theo— f 


Darner  ft  Hlckler— f 
GiaTea  A  T— f 
Hauwr  T  W-1 
Uttle  Car!  I^f 
ManniDi  M  A-^  1 
Rodser)  ft  Wilum-f 
SheldoD  ft  ShetdoD-l  1  ■ 
Thayer  A  H— (  1  c 

ANAHOSA 
Caah  C  I-l 
Chaplin  V-i 
Gannan  G  C— f  e 
Gould  C  I^f 
Hirvey  E  M-l 
Koapp  A  S— ( 
Lawrinee  G  O-l 
HelotjTe  R  E>-(  1  a 


Mclotyre  R  D— I  c 
Moore  E  R-f  I  c 
Remley   J   E— f 
tthiottiin  B   E~f 
Shipley  T  W— I 
Webblel  £— f 
Wood  E  J— i 


ANITA 
Faulkner  C  E— f  I  c 
Fanlkner  Harry  C— I  c 
Fonhay  B  D — (  c 
Hayne*  W  E-f  I  c 

ATLANTIC 
Bruce  J  E  &  Son— f  I 
EldridKC  D  S~l  c 
Frehe7oho-I 
Gilliam  J  W  B— l 
Cliu  I.  D-f 
Hcnibaw  W  N-f 
Herbert    D    O— f 
Hoffman  Sam — 1 1  e 
Hoetetter  A-( 
lone.  J  B-( 
Nieholi  Pnok—f  I  e 
Prenall  J  S-l 
Rndolph  S  H-H 
Smith  Ray~-c 
Whitney  Bro*— <  1  e 
Wilkea  J  O-f 
Wilken  W   A— f  c 
Winda  J  B— <  I 
WUIard  E— f 
Wood  ft  SaTerp-( 


INSURANCE  AGENTS-IOWA. 


AUDUBON 
Bute7  Chu— f 
Bcuoa   A   £  — f 
Dnkc  A  F— f 
Blliolt  W  C 
Fftraolur  Artnor 
GnhuD  J  H—f 
KclkiBt  Geo  E 

NMh  ft  Pbclp*-!  1  c 
Remftle  Jofao 

^3w  lad  Muit>-I 


BOONE 
Andrewf  J  H-t  c 
Athenfelter  D  B-t 
Aihfotd  T  I^  c 
Bream  E  D— 1 
Ctrlxm  Emwt— I 


CuUer 


her  J-l 


UcitMB  C  P-( 


BEDFOBS 
ClMk  G™  W-I  1 
Haddock  G  B-{ 
HopMO  J  E--1 
LoDB  H  PW 
PutDO  F  E-l, 


BELLE  PLAINE 

Abteni  Geo  R— f  c 
Blue  J  D-l       , 
Coinn  Ji-cli-f 
Hammond  F  J-f 
Inrin   J   F-f 
Miller  J   F— ( 

Fwlen  C  M-f,  _    , 
Scrimgeour  W  C-I 
Srydw  C   W  E-f 
Sw«t  »   Snn  H 
Welch  J    H-f  1 


f  E-t 


CoetuDUi,  Uinton  ft  Co 

Gnat.  Duncan  ft  Soa— f 
BeraUD  Otto— I  I  e 

McBimle  Saml-f 


CEDAR  FALLS 
Aitkcn  W  T  M-l 
Bailer  S  O-t  1 

C:»,;i^.'c"'sl^  1  e 
Cnnninc  O  V— 1 
Dickey  T;  W-1 
Dovni  E  B—f 

S.  R— f 


Uaplc  ft  Wright— f 


Wright— 1 

s3t 


BELLE  Vm 


DoTclieMer  H  G— f 

Kefio  J  I-*  , 
SUtterr  Ell*-f 
Stnart  W  G-(  c 

BLAIRSTOWN 
Allen  A  F-l  1  c 
Hocbel  P— I 
RuiaoiB  J  H-^ 
V«il  C-f 

BLOOMFIBLD 
BcnceT  T-t 
Day  H  C— (  c 

Kelaej  H-i  c 
Kini  Herbert— I 
Leach  H  C-(  c 
Parne  ft  Goodioo— ( 
Phelpa  C  W— f  c 
Plank  John  H— 1  c 
Rominser  E— 1 
Kooch78"ea-I  c 
SeartKnanfh  J  F— I  o 


w   Ed 


WJ-I 


BRIGHTON 
Fleak  L  C-l  1  e 
Gaaawar  J  T-f  e 
UolUn  ft  DCT-f 
~      iktiEW-la 

BRTTT 
Caatia  Gm  F-f 
-    WW  A  E-f  I  e 


BROOKLYN 
Cridcr  G-f  c 
Dalbjr  W  H-(  I 


BURLINGTON 
Binder  Geo   Tr— f 
Binder  Ceo  Jr 
Blanke  S  D  ft  Co-1 1  e 
Cady  R  P  ft  Son-( 
CroM  W  C-f 
Green  R  H-^  c 
Harper  ft  Sikea— f 
UutchinKui  ft  Waaoar— 

lan^wn  Geo  S-I  c 
i^ee  Toho-fc 
Melilnser  F  U~t 
Ucrcer  Uarnret-( 
MoUand  C  H— i 
Paraoaa  Bcaltr  Co— ( 
Phelpa  ft  Garrett— f  c 
Pilcer  Lonia  U— 1 
Rifty   T-1 


CALHAR 
Becker  R  J-^  1  c 
Gelaea  H  J-f  1 
Meyer  Jacob — f 
nai  O  P-f 
Winneabeik  Land   ft   It 
natment  Ci^— f  I  c 

CARROLL 
Arta  W  A-f 
Beriei  ft  Son— f  I 
Deei  J  M  ft  Son-f 
Helmer  C  C-I  e 
Macomber  H  W-f 


CASCADE 
Keefe  F  J— f  1  c 

McQuillan  ft  Beatty— f 
SnlliTan  I  D-f  1  c 


Phillijn,  S  Tr—l 
Ray  ft  T  F  Murrar-f  I 
Seeority  Bank— f 
Silliman  U  N-l 
Spicer  C— J 
Wild  Abe— f 


DooHttle  A  A— f 


ledin  U  J-1 

«.d»  V— t 
.Cent  M  W— f 
Ldnatmm  C  C— f 
Lawler  Jame*  E-f 
McKec  N  P-{ 
■  ■  iny  F  C  ft  Co-f 
Me^en  W  H-f  I  e 
N^la  H  L  A  Co-f 
Nilea  ft  Proctor— 1 
Powell  Wm  P-l 
Preaton  I  H— I 
Reynolda  W  A— 1 
Ruokle  Uri  N  l^-t 
Salely  R  I-f  c 
Sherman  Geo  B — f 
Van  Vecbten  C  D-^ 
Winter  E  W— f 
Winer  ft  MacLaffertr— 

WydioS  H  E-l 

CENTERVILLE 
A«hby  J  C-f  1 
Crawford  A  D-e 
DavtdaoB  A  G— f 
Faulkner  W  D  L-f  e 
Felkner  L  A-f 
FlemiOK  L  J-f  I 
Holmao    W    H 
Law  Broi-f 
Specra  Broa—f  c 
Weat  E  O- 
Wilki  P  B-l  c 
WilaoD  A  Smltb-t  c 
Wooden  C  R^  c 
CENTER  POINT 

Barneaoo  J  M-f 

Donaldaon  A  J— f 

Danbar  Geo  B— 1 

HiUlard  B  H— ( 

Newland  H  D-f 

PrintT  H  C-f 

Wllaey  Marrin— 1 

Wilwa    L    L-f 

CHARITON 

Adami  D  W-f 

Culbertaon  H—f 

Fancher  G  G-f 

Gookin   A   B—f  e 

Hickman  Jamea-f 


CHARLES  CITY 
Baldwin  H  C— f  c 
Fitiierald  H  J-l 
Fluent  Walter^  I 
Goddard  S  C-t 
GoiwiU  P  R— f 
Herbrecht  W  C— f  e 
Har  Geo  E-f 
CJida  A  L^f  c 
WdA  Ju  E~4 

CHEROKEE 

Bingham  Jas-t 


loo  F  W 

Ml  &  McCulla 
Eal  D  W-( 


Pntktr  L   F-f 
Scrilimr  R  H-f 
Smuh  C  M— f 
Stnilh  J  D  F-f 
Smyth  S  J— f 
Stano>h«,i  F  J-f 
Slaroshrck    L    R-f 
Wiweke  Louii   A-f  I 

CINCINNATI 
Beer  W  N-t  I  c 
McDonald  J  C-f  a 
Wood  ft  Jobnion 

CLARINDA 
Clark  A  B-f 
Qearland  L  N-f  I 
Greene  ft  Larani— f  c 
Hunt  ft  OaytoD-f 
Iowa  Security  Co-f 
Lorani  ft  Co-f  c 


Paytoo  Stepl 
Stipe    W   F- 


Hnmphrey  ft  Humphrey 

Leonard  D  H—f 
Linebarger  John— I 
NaBle  C  j-( 
Peterion  ft  Kninp — f 
Roten  J  A-f 
Sheplee  W  W— f 
Tracy  ft  Walkei^f 
Weber  ft    Smllh-f 
White  E  B  -f 

CLEARLAl^ 
Campbell  D  H-f 
Eldndge  A  D-f 
Halvoraon  P  O— I 
Palmeter  H  E— f 
Piokney  Cbaa  A-l 


CLINTON 
Ahrena  J  B-( 
Briaaa  A  H-f 
Buckley  A-l 
Buell  Wm  E-f  1  e 


d^ 


^NStlUU^dK 


lA.— CUntoo,  CoQ. 

Goebel  M  F-I 
Holteraa  P  L— f 
HoDowdl  D— i  1  e 
Huntoon— i 

JelleHct  J  Q  ft  Go-f  e 
Tudfe  J  W-^ 
Kecfe  W J-l 
Lmngan  R  C— f 
Lund  Sr  Victut— f 
Murray  T  R-4 
Oakct  W  T-l 
O'Conneii  Wm— f 
Paddock  ft  Dieckflttaii— 
f  l€ 

Richardson  Jobn— f 
Root  C   L-l  c 
Seaman  S  C— f 
Shcpard  D  B—i 
Sutton  L  F— I 
Wallo  Cbaa-f 
Walsh  Broa-f 
Ware  Fred  B 
Wilke  J— 1 

COLFAX 

Chapman  ft  GUI 
Cox   K   M--I 
Graef  Hugb--4 
Hahn  ft  Sieuffer 
Hogendom  W  H-*-l 
Hogendom  Land  Co— <f  c 
Leighton  L— f 
Lo^on  R  L— f 
Penquite  U  &— ff 
Tripp  Myron  I>— f 


COON  RAPIDS 

Browning  C  C 
Cooncy  M  M— f 
Crctuinffer  Gco^ 
Dixon  A—f  I 
Harris  C  U~4  1 
Holliday  G  W-l 
Lee  John-4 
Morris  C  Er-i 
Snhb  John  W«-f  • 

CORNING 

Bcrins  P  H-^ 
Chubb  W  C-l 
Gibson  Birl— 
Lavely  Brothers 
McQeUand   Maiton 
Miner  W  D-f 
Miner  ft  Runyon— I  e 
Olcey  C  e-f 
Reese  F  C-^  1  c 

CORRECTTONVILLX 

Bailey  Geo  A  ft  B  C-^  c 
Edmunds  Earl--I  e 
Erwin  B-f 
Logan  B  C— f  c 
Mumford  J  T— f  e 
Page  A  Dubois— f  c 
Schnecklolh  B— f  o 

CORYDON 

Booth  A  Pry^f  c 
Brock  A  Q— f 
Dennis  W^  B-^ 
Draper^! 
Green  J  K 
Littell  W   M 
Neighbor   Tsy-4 
Poston  A    Murrow 
Res  E  A—f  c 
Scales   E  H 
Sutton  O  B 
Tedrow  &  Richard 

COUNCIL  BLUFFS 

Arnd  Wm-f 
Bell  T  W-f  I  c 
Bell  ft  Mulntteen— f  1  e 
Benjamin  VV-f 
Binder    H    W   Co-f  e 
Casady  J  M  ft  0>— I 


Qifton  Co  C  C— I 
Cory  H  C— I  c 
Grecnshidds    ft 

-I 
Gorham  J  A— I 
Hendricks  F-l 
Hughes  J  J-l 
Knox  Ohio— f 
Lougee— f 
Lutt  J  I-f  I 
Officer  Chas— f 
Otis  ft  Shugart-f  c 
Paschel  Chas-f  1 
Schnoor  F  J— I 
Tyson  C  B — 1 
Walker  ft  Larson— f 

CRESCO 

Barker  W  I^-f 
Barker  A  B 
Church  Edwin — f 
Cutting  I  A—f 
Durgin  N  S— f  c 
Eaton  L  B-l  1 
Famworth  E  P— f 
Harris  Geo  W-f  1  e 
Luers  J  H-f 
McHugh  John— f 
Smith  Andrew— I 
Steinman  John— f  c 
Stockman  E  M— f 
Thompson  E  R— f 
Tillson  W  U— f  1 
White  P  G 
WUbraham  Wm-f 

CRESTON 

Brennan  Pat— f 
Burkheimer  ft  Sona   I 
Golden  S  W-l 
Golden  J  A—f  1  c 
Gray  H  E— f 
Haverick- T  L-f 
Ide  Geo  A  ft  Son— f 
Johnson  S  N— I 
tuts  M-f 
Malone  M  J^-i 
Maxwell  W  T-f 
McCormack  Ti 
Mornn   Prca- 
Patt  W  N-f  1  c 
Porter  ft  Wilkin*-^ 
Rhine  Bros  ft  Co— f 
dears  M  S  "  1 
Skinner  SooCt-€ 
Smith  H-l 
Stark  J  H-f 
Steams  J  A—f 
Sturgeon  J  W— f 
Stryker  C  S— f 
Willis  A  A-l 
WUson  Thos  K-l 

DAVENPORT 

Ball   S  G-l 
Bawden  T  J— f 
Bemis  Fred  1 — f  1  e 
Bemis  Wells  A— 1 
Bischoir  ft  Kuehl— f  c 
Brown  S  M— 1 
Brown  M  T— 1 
Busch  Theo— f 
Camp  ft  Co— f 
Carroll  Bros— f 
Casey  T  T-l 
Creswell    R    E— c 
Donaldson   Robert— 1 
Dougherty  L  T^l 
Estefts  ft  lYcn— f 
Fserber    A— I 
Ficke  Gustsve  H— f 
Fields   Ssrnl 
Gardiner  F— f  1 
Green   J   S— 1 
Guldner    H    L— f 
Hammcll   Wm— 1 
Harrison   C   E— f 
Heesch-Carstens  &  Tell- 

man— f 
Horne  Dan    B— f  c 
Hornby  &  Ruhl— f  e 
Humphrey  W  W-^ 


k 


Hynes  John— f 
Janssen  Greg 
Keeler  Chas^ 
Knocke  Louis  E— 1 
Kinnavey  J  J— f 
La  CUire  J  A-f 
Le   Buhn  Carl— 1 
McCormack  R  V— f  c 
Meiburff   T   J-f 
Meyer,  Ellsworth  ft  Co— 

Perry  F  H— 1 
Priester  A— 1 
Parsons  Alfred— f 
Petersberger  A-^ 
RadcIiflFe   Wm-1 
Sisson  F  D— 1 
Snider  ft  Harrison — f  I  c 
Sternsdorff  Geo  J-i-c 
Vogt  H  H— f  c 
Weir  ft  Meier-f  c 
Wilke  J— { 
Williams  H  I^-l 

DBCORAH 

Abbey  ft  Soo— f 
Abbey  W  F— f 
Adams  F  P— I 
Cousc  L  I^-f 
Enger  L  M— f 
Freeman  A  I— f 

ayne  T  A— 1 

'ennedy  F— f 
Paine  Henry  F— f 
Paine  Herbert— f  1  c 
Waterbury  E  A-f  I 
Wciscr  C  J-f 
Vllielan  hTias  A  C-f 
Whelan  P  H«f 

DBNTSON 

Boynton  D  L-f 
Bullock  Chas— f  c 
Cochran  E  T— f  c 
Collins  M  J-f 
Criswell  O  M-f  1  e 
Glenn  J  F— f  c 
Gulirk  E-f  1  e 
Helsley  Albert-4 
lones  I  P— f  e 
Jones   M  E— f 
Klinker  F  J-f  c 
Lally  F  If  C--f  I  c 
McHenrv  Seira— f  1 
Naeve  Geo— f  1 
Richardson  Geo  A—f  1  c 
Romans  R  A—f  c 
Shaw  ft  Keuhttle— f  e 
Trafer  Walker 
Tucker  E  F— f  I  e 
Walker  J  H-f  1 

DBS  MOINES 

AWerson   ft   Moilttosa  ' 

f  c 
Baird  -  Taylor  -  Crawford 

Co-f  c 
Ballard  Elliott  Co— I  1 
Butler  Bruce  E— f 
Chrisrte  T  T  Co— f 
Dudley  ft  Wearer— f  c 
Kddv    I  A-c 
Ellis,  Holland  ft  Sowers 

— f 
English  Wm— f 
Fsrnsworth  G  M— c 
Fisher  CIsude— I 
Fleming   Bros— I 
Hughes  Geo  W— 1 
ohn«ion  C  H— 1 
oshtia  Jester  ft  Sons— f 

ants  11   II  &  Co— f 
Lee  John— I 
Lewis  r,  H-f 
McCtitchen  ft  Verran  Co 

-f 
Millar    C    E-l 
Miller  Chas  E— 1 
Mnier  F.  S-1 
Meyers  Fred  T— f  c 
Patterson    R  J — f 


i 


Perdyal-tSrie^-Fftrd    Ins 
Agency 'Itic—f  c 

Ransdell  C  D-1 

Koddy  A  T  A  Co-4 

Rumscy  H  B-l 

Samson  B  D— c 

Shaw  G  H— 1 

bhaw  Mark  lf->-l 

Stem  M— f 

Stevenson  D  W— I  c 

Terrell  ft  Rol1ina-4 

Tones  ft  Read-^ 

Treynor  Bros-^ 

Treynor  G  S— 1 

Treynor  I  M-^ 

Tullis  F  C-f 

Upham  Bros— c 

Van  Slykc  Fatil  B-4 

Waller  ^N-1 

Warfield  L  W*« 

White  W  H-l 

Willcox-Howel!  ft  Hop- 
kins—f  c 

Wilson  O  G— 1 

Witmer  ft  Kanffmaa— f  c 

Woodbury  G  W  ft 


DB  WITT 

Ameotrour  D^^ 
Christenscn  E  ft 
Gotten  W  A—f 
Hints  WiB-< 
Howes  John  W  J 


Morris  'S  J— f  c 


r-  «c 


Ward  W 

Waura  J 


T-l 


DUBUQUE 

Abeln  A  P-f 
Bradley  John  H-^  I 
Chamberlain  I  C^ 
Coates  ft  Robfasdn   1 1  e 
Connelly  W  J-l 
Early  J  B-f 
Garland  J  C— 1 
Hayes  Jas  A'^ 
Hoffman  ft  Relmar— f  I  c 
Jaeger  Leo— f 
jaeger  ft  Lenlhaa 
Kiene  Peter  ft  goa'  ,1 1  c 
Krettebinef  ft  ^Ftottei^* 

f  1       . 
Rvna  J  F  ft  Co^ 
Lange  Otto  F— I 
Leathers  ft  Tirwla   I 
Martin    Thot    T— f 
McCullotfgh  M  l-l  I 
Mettle  Land  C^-t 
Meyer  C  H^  1 
Murphy  Chas— I 
Murray  J  J— f  , 
O'Rourke  John— 1 
Pier  John— f 
Reynolds  Chas 


Safot  Hauy-  f 
Schrup  N  J— i  e 
Shunk  Henn^-f 
spensinr  cr  opciMae^'*^ 
Traub  ft  Fclgnci^ 
Voelker  C  A-f 
Wdhe  Prans  ft  0>-l 

DUNLAP 

Bailey  M  B^f 
Brace  M  P— c 
Cadwell  E  R-^  1  e 
Childs  S  M— f 
Curtiss  F  W-^ 
I. ants    Adsm—f 
Moore  L  K— I 
Tavlor   A    n~C  I 

Tinker  ft  Van  Slyke— f 
Van  Slyke  W  H-l 

DVERSV1LLE 

Armstrong  ft  ScbCflUMl 

-I  I  e 
f^ahnlnff  Chs*— f  e 
Feldman  J  B— f 
Ciadsden   R   W-^  e 
Gehrig  D  A-f  1  e 


insusaMcb'  ag2n'ts-16Wa. 


LSSb»ck~\Va  C-(  1  e 
MacHsua  W-t  I  a 
M«l.mTw-l  e 
OehlcT  llcnr^  I  c 
OMcrwinklc  Chw  -f 
ScbMidcr    lDhn-4  e 
Utt  Anu  11— f 
Wcidcn  )(ilu-f 

DVSART 
Bate*  H   K-f  I  e 

liaSa  Erfbl  * 
Scfamidi  1-  II— f 
Salt  E  F-f 

EAGLE  GKOVE 
Audrcwi  F  R-t 
Baker  }  K— f 
Clark  L  1  'I 
Flyno  S«lT«Mct— f 
Fnacc  R— I 
HcontborT_l  W-^ 
Uattmalr  Cku— t  I  c 
HcUnih  J  W-t 
lloali  L.Ttraa-f  I  c 
Paine  I  i-4 
Rady  J  H— t  I  c 
Schaffler  E— t  a 
Wefarbeim    Wm-f 
Williamaoo  S  H-l  a 
YasroD*  A— f 


HiUer  J  H-f 

ELDdN 
Nod  G  W-f 
Rit>  H  B-J 
Koland  G  T-( 
Ta^or  W  G-l  I  a 
VwatuD  J  B^ 


iJSw 


pSK?*? 


Mather  I  B-rf  * 
UarraT  ft  Ct<iN«D-f  c 


SvTcnon  S 
WhiMd  S- 


ELKADIR 
Barnard  H  H-f  I 
DavIdMO  W  W-f 
ntipalrlch  M-l 
GISord  G  M-4 
Paalu  H  (N-4  1 
Prcalaa  W  A— f 
Schnlle  G  H— f 

EHHETSBintO 
Baker  C«a  H— < 
Blckrord  S— I 
BfDwn  M  l^~t 
Brown  W  l-l 
Bart  A  J-l  e 
CoboM  C  E-f 

Undcrman  W  L-4  1 
McCartr  Gea  B-f 
McE.oy  E   P-t 
Mmiiei  John— I 
Hor«na  W  H-t 
Urniabr  A  S— I  c 
Peddi«  Alex-f  c 
SUn-r  Jam»~( 
Sleuhmcr   I—f 
Scillnun    E   B— 1 

ESTHERVILLE 
Allen  t;   K-f 
Allni    F    II-I 
CODTCTM    F   W-l 
Cooa  B  U-t 


P-f 
A-l 


Litldl  J    P-l 
PmlKO  P  H-f 
Perua  ft  Piuh«r^ 

SchlOCBUD  U  H-f 

-  ■      in  F  H-l 
F  H-f 

A  J-f 

Wooda  Bn»-f 


;;:r5 


R«dV  j"! 
Rqm  V  G 


G— f 
F.   K-l 


FARUIHGTOH 

Carr  Frank  D-f  1  c 
Canher  W  H  ft  Co-t  c 
Ketch*™  B  F— f  1 
McComick  W  D— f 
Prlea  jBoR-t 


E<  ft  Griffen— (  e 

Pant!  J  .E 
HarHMO  R  U-I 
-      -ui  J  E-( 
Emmet— I 

ao  C  F-f 

Mnllcn  D  Vl-t 

FOREST  CITY 


FORT  DODGE 
Barton  J  J— II 
"--'-   Fred 


i   Robert- ( 

Drake  Carrie  H-f 
llrmlie  J   H-f  e 
Plehmr  T  P-f  c 
Kitchen  R  W-l 
I^r*on  (  lirence  E-f 
Mack  F  P-(  c 
Minoaue  F  C— I  C 
Tbom.,  Z  W-f  c 

wSt«m.~E  U 


FORI  HADISUH 
Albrlcht  U  A-f  I  ■ 
Albrisbt  S  W-f 
ArmilroM  E  U-^ 
Brifn  Wm  P-f 
''rMMjr  Geo  R 


Mtjet  Viicntine — i 

KaMen  Chaa  C— f  1 
Kiel  ft   Scbroeder— f  1  c 
NUOD   I   A-l  1  G 
Okell  C  I^-f  I  o 
Peraon  Albcfl  1 1 
Scberic  W  A-f  1  a 
SchlcBat  H-t  a 
SttOKDcc  Then— f 


GUTTENBERG 
__.miiB  A  H— C  I 
Eckart    I    P-f   c 
Heitmaa  Jobn  U-f 
HoBck    Z   G— f 
"im  Broa— < 

rnk>ni  U  G-f 
.Teibcck   H   J-f 
Scholi    Cbaa    E-f 

HAMBURGH 
Botterficld  C  D-l 
Campbell  R  C-t 


GARNER 

1  Mia  Q  M-i  I 

Blackilone  Fred— t 
BnickMT   Earl  B— t 
FcU  Joa-I 
Kaoop  Chaa-f 


GLENWOOD 


Frcnoh  H  A— t 
lackwn  F  C-t 
Lambert  A— f 
Uiie  Cart-r 
RecordaT  0-f 


GREENE 
Cole  J>-f 
Greca  C  M-f 
HiriacH  M-f 

KelloH  C  H-l 
Sottb*  C  W-f 
Stobcr  F  U^ 
Weatoa  C   fi-f 

GREENCASTtJ 
BUke  G  L'-l 
Broad  itnet  ft  VeiU]— f 
Centra]  Trait  Co— f 
Cooper  Chia    e 
Crouch  Rkhard-l 
Groamei  T  T-f 
HuRhi  Datid-f 
LcdbettCT  W  P-l  a 
Ldcsi  Ferd-t  c 
UcCor  John  G-f 
Richirdun  ft  Hont-t 
Talbot  Uri  Je»le-f 

GREENFIELD 
Aichnon  M  C-f  s 
Sreoka  j  E-f  I  c 
nurrell  John  A— f 
Crowlav  D  A— I 
Gilbert  H  A-f 
How   J    C-l 
Halone  Gn)— f  c 


BAMPTOH 
Beed  G  P-t 
Cltfk  A  t^-f 
C'oldrcD  E  t^-t  I  « 
Haecker  E  D-l  c 
Hemminamj  J  U-t 
Hallon  7  N-< 
Merera  O  F-l 
Kidaawar  Fraak-f 
Robinaoa  Broa— f 
Salaborr  C  E— f 
Savidce  Wm-f 
Unjitt  I  U-t 
WUUami  C  D-t 


i=rd  L  H-l 
icr  L  F-f 
fi  C  F-f  e 


HARTLEY 
Bordrwick  I  H-l 
HiTnei  John 
Knaack  G  B-f 
Lock   F  R-l 


Riaa  A 
Walkhij 


Buchanan  A  Smith— f  1 
Connetlv    F-f  c 
Cooper  Cbaa— c 


HBDRtCE 
FoMar  Jno  C-l 
Klrkpatrick  Wade~f 
"-ttln  C  J— f  I  e 

HITEHAK 
lanore  H  A-t  1  a 
HUMBOLDT 
Combi  C-( 
Girfield  G  S-f 
Have*  R  C-f 
Johniion  H  H-t 
Km*  J    W 
Lotrien  F  C-f 
"       h   W  J-f 
.....ail  A   R-f 
Strom  Wm-{ 
Sloddard  F  H-f 
Tift  Wm  J-1  c 
:     Well!  H  S-l 


INSURANCE  AGENTS-rOWA. 


IA.-Con. 

HUUESTON 
Berry  J  L-^ 
CUrlc  G  L— f 


IDA   GROVE 
Brtcock  F  D-f 
Bownun  B  G— f 
Chea«T  H  W-f 
EuloD  J  R-t 
Hutler  A-l 
Hubbwd  G  C-f 
UcDDund  C  I— t 
HcNuoDwra  P  I^  1 
Uoonbewi  H  A-f  I  e 
PMllt  S  K-l 
R«ewIM-( 
Smith  XcoDird  S— f 
Wilcox  Wn  U-i 


I»rne  W  E— 1 1 
Knne  A— f 
Kcmmerer   I    C 
UcGoire  Dora   D— f  i 
KifbyAG-lc 
Toad  A  N-f 
Woodruff  Geo  S-f  I  c 


INDIAHOLA 

ms  &  Coodman-I 
ms  H  F— f 
ittnan  E  W— (  e 


Ripper  W  W— f  I 
Speer  Geo — ! 
WeUon   1   O-f 
Wflden  J   A-i 


Cuhbetjon  S   C— t 
Dodee  &  Henders^ 
Flack  S-1  c 
Fiu  J    W-( 
Forbei  J  M— f  q 


IcClurg   loll 
ti11ij»n   F  J 


KEOKUK 
Blood  a  Briakmi 
Collioa  A  Pirai" 
ColiiMD    Heo 


BieDoaii  Tho^-I 

Brpoka  Harry*-f 

Cochnn  F  ]—f  c 

Dvoriky  J  W-f  I  « 

Holknd  '  "" 

Honh  f 


Cochnn  ¥  I— {  c 
Dvoriky  J  W-l  1 
Hollaod  f  W-*  I . 
Hon*  rj-4 
Kimtull  Fnnk-i 
KiDS  A  ft  S-{  1  c 


ISA  ft 
I  I  B-f 


Unrphr  W  P-f  I  o 
NemiB  Henrr— f 
Plink  J  U-l  e 
Bocbe  Tha«— f  I 
Solci  Nat-f 
Shrmder  C  C-(  I 
Stonffer  J  C— I  I  c 
Sirlre  Viogtr—t 


IOWA  FALLS 
BurliDfuie  C  H— f  I 
Cirlelon  J  J-l  1  c 


lone*  L  E— t 
Feet  F  D-f  I  c 
Wood*  W  H-(  I 


KNOXVILLE 
Aldrlch  lame.  5-f  I 
BrobM  B  H-l 
BrabM  A  B-l 
<.;>iTetK>a  I  H-f 
Ghri«t  W  N— 1 1 

lohoKIO   S   C-l 

UcCojt  Aicta-f 
Mcnfcnlutl  G  W  Sr 
Ualkr  B  C-l 


LAKE  CITY 
Brooke   R    F— f 
Euton  T  M— ( 


HutcbiDSon  G  G— i 
I««A»  J  W— f 
keitb  A  V-1 


LANSING 
Br*r  S  S-f 
Coo«aj  J  P— (  c 
Kemdt  6  M—f 
Nechtwey  F  J— f 
Mielinder  ft  Co-f 


LA  PORTE  CITY 
AiMer  E  S-f 
Ashley  Ror— f  c 
Benger  C*o— f 
Huiser  W  E-f 
LunenuDD  J  H— ( 
McQuiikIa  W  T-f 


LE  HARS 
Anine  A  A-f 
BedeU  E  T-f  e 
Colledse  A  C-f  I  e 
Duiu  A  M—f  I  e 
Beuier  R  T 
Koehler  R  J-f  c 


LEON 
Allen  A  I-* 
Arnold  T&~( 
Beck  C  WftSaa-41 
Boone  W  A-t 
Gunmil  U  A-~t 
Gtlcbell  D  E— 1 
Peue  Lonio— { 


iisler  L  P 


LUCAS 
Baker  W  F-f  I  c 
Gray  R  S-<  I  e 

MANCHESTER 
Arnold  H  F-f  c 
BUir  Fred  B-f  c 
CvtE  U-f 
Cut  Hubert— f  I 
Canj  F  F-f  I  c 
aenoiu  Bnib— f  I 
Danham  Geotn  W— (  c 
GrUBcrH  C-7 
HoTt  W  D-1 
Huene  O  B-t 
Hatcbinion  I  H— ( 
Keigy  C  Vr-f 
•Loni  W  H-f 
ManiB  S  U-{ 
Matbewi  WUI-f 
Nonia  W  H-f  c 
Pierce  C  A-f 
SidienboB  Fred  fie 
Robinton  R  R— t 
Stilea  E  B-f 
Tirrill  ft  Pierce— {  I 
Torrey  C  O— I 
Yonn   Calvin— I 
Yoran  M  J-t 

UANNINC 

lonei  ft  Stephany-t  1 

Parrotl  W   B-l 
PiTTT  E  C— f 
Rosen  Doa|la*-<  s 
Siever*  Benrr— f 
SulherbDd   R  G-f 
Wheeler  R  H— f 
Wilion  Jot-f 

HAPLETON 
Carmodr  C  E— f 
Cbapman  C  I^-i 
Chruman  W  H— f 
Lati  T  B-f 
Quick  Edwin-t 
Smith  V— f 
Welch  ft  Tacabaen— t 
Wensert  H  G-i  e 

MAQUOKETA 
Ciamm  E  E-l 
Etlii  G-f 
Ellia  Jaa  W-f 
Farr  C  V/-t 
Fletcber  D  A-f 
Gregery  Fred  C— f 
GreBory  W  C-f 

^^sr^miV 


Kelaey  F  D-f 
Knlner  E  1-1 
Mitchell  Geo-I 
Myait  F  W-f 
Palmer  W  H-f 


Thomai  Cbaa  U— ( 

IdARENGO 
Collahan    Darid-^ 
Colaou  B  F— I 
EoEelhart  J  C-f 
GoTdthnke  H  E— I  c 
Hipp  A  P— f  0 
L«»ii  J  H-t  c 
■"-'.ennan  Alex — f  c 
— -1   Geo  P— f 
Simmana  M  A-f 


Van  I 


Coprtne*  M  \ 
Ea«ateEl-f 
Gray  J  U-t 


MARION 
M  W— t 


GrSSn  P  S^ 
Hollovay  H  C-f 
Holmei    Georn— f 
lanrtoll  ft  Cleayland 
Taekaon  W  T— t 
Lererich  S  C-c 
LUIIa  Geo  E-f 
HUien  H  C-f 
ShankUn  C  S-f 
Shumack  P  A-t 
Smyth  Robert— f  I  e 
"--ly   D   A 

-i«  H  A-f 

Todd  G  W-f  I 

MARSHALLTOWH 
Albert  Geo-C  1  c 
Aodrewi  Wm-f 
Annatrong  F  W— f 
B«U  S  C-f 
Gark  W  H-f 
Doolittle  U  G-I 
Duncan  C  U-^ 


Nei[  Geo-f 

Norrla  Geo  R— ( 

Northrop  F  E-f 

Norton  C  M-f  c 

Pierce  Franklin  G— f  e 

Praiak  J  T— ( 

SalDi  J  Q-t  I  c 

Saliabary  B  A-t 

Shaw  C  C-^ 

Smith  P  Aubry~-I  e 

Smith  G  J-1 

Spearalt-f 

V^il  John  D-f 

Van  Onnan  J  G-f  m 


Chmbm  P  W—t 


Cerro  Gordo  AbrtiKt  Co 

CroukT  A  A-l 
Croulej  A  Kocb— I 


GleuoD    W    H-f 
HiU  G  H-f 
Boare  F  Er-t  c 


kecler  B  C-i 

KnrI  I  W-f 

Kinchmu  P  A—t 

Knocl  A  W~4 

Koch  S  A-f 

Hajon  Otjr  Loin  ft  TroM 

Co— f  c 
McNider  C  H-f 
Mile*  W   B-1 
Nenlcton  Wm— I 
NichDUon  C  A-t 
Fsnl  FnuUc— I 
Puker  C  A-f 
Phillipi  L  W-( 
Pistl  B  E-1 
Sale  A  R-< 
Schndder  S  A— f  e 
Staoberrrft  Hil)-( 
Smith  Earl-c 
Snllivas  J   A-f 
Van  Ankcn  «  Kehm-f 
YoBBsblood  J   B-1 


Cbapin  A—t  1  c 
Geaka  11   X-t 
Walkn   C   W   *    Soo- 
f  1  e 

UECHAN1C5VILLE 
Beerr  C  O— ( 
Bnndr  O  H— f 


eruiedy  L  L 


Smith  W  H— f 
MISSOURI  VALLBY 
Barrel  J  B-f 
Kdlofs  G*o-t 
Uren  F  W-f 
Tamiiica  Frank— t 
Withrov  W  H— t 

MONROE 
Batemn  M  W-f  I 
Koder  J-f 

Kipp  Geo  C — t 
Slatta  W  T— f 

MONTEZUMA 
Applcsata  T  S— f 

Bhndard  E  S-t  I  e 
CatT  rr«d-f  I  e 

Clarke  ChuR—t 
Feimcr  CW-f 
Groaajake-t  I  e 
Harper  E  E— f 
Heath  A  C 
Kienllf  G  Vf-t 
Light  FD-fc 
HcGtU  A  C 
Suborn  E  IV-f 

MOIfTICELLO 
Hooacr  J  S-1 
Loehcr  /_J-I 
Pood  D  ^-f 
Voorhcea   J  A-t 
Woddick  L  P— f 

MOULTON 


INSURANCE  AGENTS-IOWA. 


KenroB  C-t  I 
Uiraon  C  A—t 
McParland  O  A-f  I 


MOUNT  AYR 
BcaU  R  S-f 
Btard  H  C— (  1  c 
Bevia  Brca— f  c 
FlBtey  G*o   H-f 
Goodfnio  J  }~i  1  c 
Lauihlin  L  W-{  1 
Levi!  A   Son»-4 
HaloBc   S-f  I 
McUaater  E  C~f 
Hirioni  Hmry-t  e 
Scott  W  K-f  I 
Seewia  A  Son*— I 
Sheldon  F  E— I 
Shrimplin  A  R-l 


MUSCATINE 

Block  W   C-[ 
Bridginun   8i  Son-( 
Brown  Thoa— i  1  c 
Burnjidr  E  D-1 


It  N  j-^ 

tkejj  W-l 

Schnltlc  Theo— f 
Shaffer  Broa-t 


Unloa    Seal    Eatau    ft 

Abitract   C»— f   c 
Walktr  A    M-1 
Woodjrard  O  P-l  I  c 

OSCEOLA 
Bamard  W-f 
BeoTout  S  R  Dl— t 
BonhUl  Fraok-f 
harper  W  E-^  c 
Lewii  R  M— f 


i'iugmid  1 
:;obBie  c  B 


Robbioi  J  A-{ 
BoitobetjEr  N-f 
Slirlro   M    W— (  1 


BnmDCr  J  G-f  1 
Clark  D  t-t 
Coon  Clear— t 
Eatlcy  E  I^-t 
Eberhart  D  J— I 
Fncard  j  H-l 
Hiodorph  A  Woodroi^- 

Kamcdr  Fred— f 
Laird  J  A-f  c 
Lambert  E  E— f  I 
Moorman  H  W-l 
Morgan  A  Kortt—t 
SUirold  Henrr-I 
Vanghaa  J  ]-t  e 

NORA  SPRINGS 
AiJltt  J  B-t  c 
RneI.b-( 
Schacdler  H  F-fe 
Watefbnrr  O  F-fIc 


Him 


BardalCT  J 
Cotter  E  F 


NEVADA 

U  S-t 

Craddiek  H  B-t 
Darton  A  Ir-1  e 
PItcbpatrick  W  P-t  1 
Gilleapic  I  F-t  I  c 
GroTo  D  M-t 
Hanton  F  E— f  I  e 

LaraonTll-f  1  « 
McCall  %d  M-l 

Smith  ft   Bricker-t  1  e 
Weill  John  M-f 
\VtltT  B  B-f 
Wilion  O  W~f 


Bro*s  F  W-f 
CaacT  Jaa-f 
Condon  T  B-t 
Darnnr  W  I^-l 


Knrtr  S  E^l 
MatteaJ  R— f  1 
Sayre  H  W-f 
Scbmili   Broi— f  1   c 

OELWEIN 
Ajen  W  S-f 
Bogart  J  A— I 
DiTi*  D  S-1 
Doctor  L  J— c 
FlemioE    M-f 
HanaoD  F  I^-f 
Ingerioll  W  B-f  I  c 
Kmght  J  W-f 
^itlFe  B  B-f  e 
O'Dell  A  M-f 
Paol  Alb«t-1 
Yooni  R  J-f    

^OGDEN  "^~'' 
STlvertcr  E  C— f 
Villiami  T  T  S-f 

ORANGE  CITY 
Berg  J  G  VudcD-f 
'-J-rtl-' 


l^Lt 


OSACB 
Idington   C  H-f 
Annli  J  W-f 
Banletl  H  G-f  e 
Hill  A  H-f 
Hackbuth  E— I 
Johnaon  K  J-f  e 
Knowlton    L   W-f 
Owen  WE-f  e 
Savrer  ft  Woodard-f 
Schuyler  John— 1   c 
Sinotte  ft  Barker-t 


Higdon  ft  DiTid— f 
■  ?      w  C-f 

g  W  H— f 

LongiD  Stanlej  G-1 
'ibrmt   Kunene— 1 

■Han  BsTph— f  e 
.arVtr  n    D-f 
Phflp.  Chia-f 
Rtam  J  T— f 
Roiebrook    HsRV-f 
Sandusky  W  P— 1 
Stllcr.  J  C-f 
Shiugle  L  T-f 
Shaw  W  H-f 
Stllea  K  B-1 
Wiatar  C-f 


OTTUKWA 
..^Jtnaln  John  P— f 
ArSer  W  T-1 
Bayliaa  W  J-f 
BcDion  Beo  S— 1 1  o 
Boude  C  B— (  I  o 
CoiTkk  &  Hogne— 1  a 
Chriada  W  S-^ 
Crowen  F  B-t  I 
Crlley  E  B  ft  SoB-t 
Edmnidi  H  I^-t  e 
EUioU  W  D-f 
Emery  D  A— £ 
Higdon  O  P  ft  Co— t  1 
Hall  J  B-f 
Keolt  Conrad— f 
Unton  W  C-^ 
MUler  Geo  C-I 
Mitchell  John  H-t 


niK  I  niai 
h  JJ-* 
ler  John 


Smith  J  i-f 
Slrlder  '-^- 
Wing  J 


PEIXA 

C^e°C  N-f 
Cook  Ed  S-f  I 
Cook  A  Son  W  W-f  1  c 
"■  ■  mian  John  R— f 
na  5  }  ft  Son-f 


Vanderploeg 


/  H— f 


ploeg  W  I; 

alm*-t 

Van  Honten  Wm— t 
Van  Siltcn  Petei—f 
Van  Vliet  }  B-f 


<^ 


iNpuiiAN(fB.  AG9|rr^iQytrA. 


I  A, — CoQ. 

PERSY 
Breed  Allcn-f  I 
DBdln  Z  B~~l 
rttaeh  L  A— i  a 
Hon  H  A— f  I 
Nuh  H  A-f  1  c 
Room  H  A-f  I  c 
Thornbars  !•  B— f  I 
Thonile*  &  M— t 
Wud  A  O'Connei^  1 


Hougliion  H  C-f  1  e 
Lanon  E— f  t  c 
IfontsomerT  W  W— t 

PeteruD  W-t 
Scmmen  O  P— I 
Shner  B  A-( 

Shuey  J  A-l  I 
SourwiiM  A  3—t 

SOCK  RAPIDS 

Grten  C  A-l  c 
McN»b  Cmrge-I  I  c 


Psrich    E  L-f  e 
Shidc  Chuc-r 

SANBOKN 
AnioM  G-f  I 
Dair  T  H-f  I  c 
Green  W  C-f  I  e 
Jena  C-t 
Slocum  G  H-r  I  c 
So«p  I-f  I  c 
Wilcoi  J  A—  f  1  c 

SCRANTOK 
Aoitm*  J  T-f  I 
Aniterkin  V  W-f  1 
BiMpt  B  E-f  1  c 
airk    B   O— f   1 
Dunalni  J  D— f  I 


ConKcr  C   A— t 
HarRs  &   Kel1er-I 

^IWD    W  0-f 
Kerbf  D  W-t 


Phillipi  ;  T-1 
Squire  John— f 
Wlartr-  "  "" 


G  W  &  Son-f 
SBELDON 
Cobb  A   H-f  1 
Fairbanks  L  N-1 
Hall  P  W-f  c 
McCondleii  John 
UcKenna  Geo— f 
McLanrr  C  S-I 
Schoop  Ira 
Slnper  W  H-f  « 
Smiih  W  M-I 
Wellmmn  G  T-l 
WjynH  Ja*-f 

SHENANDOAH 
Clover  C  W-t  e 
Crowe  E  A-f 
Dawei  W  V-f  e 
Ftrruion  W  P-* 
PIfeaback  C  B-( 
Gwrnn  S  M-t  « 
Han  G  D-c 
HoKhei  W  H-f 
Lake  A  S-f 
Lake  JP-f  e 


Nelaon  S  W-f 
Niehob  Mrs.  H  i 
Sheet*   Earl-f 


SIGOUBNEY 
..-ami  J  U-t 
Brown  C  H-1 
Ctark    Hudaon-I 
Dem  W— f  e 
Cimbel)  W  C-t 
Goeldner  F  l^-t 
Gocldn  r    H    F-f 
HamiUoD  Vf  H— I 
Heninier  C  C-t 
'— 1.  Ce»-I 

, ion   C   G-f 

MackcT  C  H-f 
Mick<T  Ja*  R-t 
Raihbum  l_J-f 
Stockman  1)  T— f 

Vifner  H   P-t 

Vilej  Jli  F-c 
WiUeockwm  K  E-4 

SIOUX  cmr 

Allen  B  D-c 
Andrewa  A  Lstmii— t 
Andrew!  A  M— 1 
Andre*!  R  T— t 
Hull   Miti  U,rj  A-f 
Blleren  Geo--l 
Ftullard  J  »  Sona-1 
3rown  Rou  P— f 
Clark  M   A— ( 
Dar  C  H-f  I 
Dean  ft  Frost— f 
ne  Oriay  A  I^-l 
PoDithtif  B  F-l 
FloumoT  R  C  A— f  I 
Giehm  A  W— f 
Oilman  W  S— f 
Gllmore  J  D-fl 
Gordon  Wm— f  1 
Grandj  W  F  Co— f 
Hewini  &  Benlon — T 
Inine  W  D— 1 
Kerbir   It   Ljncb— I 
Kneedler  C  A— f  1 
Lacr  A  Healer— f 
Haaee  D  A— I 
M^ercber  W  M— 1 
McManui  A  Webb— f 
McNeU  k  Powell- f  c 
Hirih    I   C— f 
Merer  Cbit- f 
Mnrphy  &  French — f  c 

NiJol  M  D— I 
Oakiey  G  W— f  I 


Co~(  c 
_'ierce  C  C— f  1 

Prusinir  Wm   I^f 
Rtner  H  B— 1 
-omiey  J  M— 1 
-mitfa  Melvin  &  Son-^ 
Siephemon  E  E— 1 
Van  Dike  C  D— f 
Van  Dike  Wm  W— f  I  c 
Vreeland  John   F— f 
Weinti  Geo  D— ( 


Vui  Sleenburi  B  B— f  i 

STOBM  LAKB 
AfWn  C  F-f 
Ballon  L  E  Jr— f  c 
-lue  Thomas  C-l 
-Iradrord  S  C— ( 
Baland  J  E-f 
Fluiler  Frank— f 
Christopher  J  W-f 
Eastman  Geo  H-f  e 
Ho»T  Ed-f 
U  Granae  J  H-f  e 
Mack  A  iMack-f  c 
Mennr  Ro*  W-^ 
Moore  C  W-f  c 
Moutlon  A   Edwn— ( 
Schaller  Ceo-^ 
Smith  A  C^ 
To,  P  C-f  c 

STORY    CITY 
Donhowe  John — f  I    c 
Henderaon  Alex— ( 
'■--lerKin  T  T— f 


Wellington  J  A-t  1  c 


Walter*  C  E-( 
WUati  J  P^; 
WUsOB  C  A-f 

TSAES 

ormick  W  G- 


VALLEY     JUNcnOM 
Dtauhr  B  li-l 
UMint  S  W-J  I  c 
~      :  H-I  I  e 

VILLISCA 
Boise  I  S-f 
"  LBlilh    P    B-l 

_.iX»  E  C-f 
Inamao  P  ly— f 
laaiwn  Ju  S-t 
Linn  A  J-^ 
Mlnick  A  A-t 
Ulnlck  H  M-f 
■-■  ilck  P  D-(  t 

-ore    A    J-1 

Woodnad  T  A— t 

Woodward  W  B-t 


Nijtwocd   S   Co   \V  vr-t 
[J  &  rol'cord— ( 


Bnnker  J  l^ 
Borkc  &I  D- 
M  other  O—l  1 


TAUA 
F  H 

thaw  J_A— I 

Penuson  H  J— f  c 
Gallatber  W  S— f 
Goodell   D   E-l 

Iickion  A  Caraoa — tic 
licharda  E  M-  f  1 
Sanborn  F  B 
WlUiamaon  T  t^-f  1 

TIPTON 
Bartler  A  MaxsoD— f  1 
Beatty   Geo   E— f 
Castefrinc    P   I-f  e 
Dorcas    Jeslah— f 
Elwood  6  Emerson— f 
Geliter  W  G  W-f 
HubCT  R  1,-f 


SPENCER 
Bemhsrt  W  E-f 
Buck   &   Kirlpalrlck— I 


Bucker  C  P-f 
Carlson  Ed— f 
Ciller  C  P 
Cook  W  C-f 
Cornwall  W  W— f 
Coble  Jar-{ 
Grren  A  W-f 
Grinen  H  E 
Hiibanks   G  H-f 
Miller  J  A-f 
Morsan   E  G— I 
Ryder  D  t^-f 
Smith  H  N-t 
Steele  J    B-f 


TOLEDO 
Baxter    C   A— f 
Bishop  J  B  H-f 
Connell  W  U~l 
Dexter  W  A-f 
Pec  G   H-I 
tTarrimn  Mra.  E  H-t 
ITuichlnson  G  A-f 
Kepler  R  P-f 
Ijmb  J  W-f 
Mclntlre    Wm  H-t    e 
Modtin   C  H 

Roi*  J  a-l 

Smith  A  r—f 
Stroble  A  Stlger-( 
Warner  ;  A-t 


Ncir  Lewla-f  I 
Ronna  Otto-f  o 
Spantler  M  I^-f  I  c 


Dickson  John  B— t  1 
Hate  Oscar— t 
Hurler    W    H-I 
tT«  P  T-l 
Kelly  J  S-I 
Weber  H  A-f  1  c 

WASHINGTON 

ihy  J  A  Y-t 
imer  John  T-l 

...iteHield  W  H— f 

Cblleote  W  E-l 

Cnrran    Miss    Rerth»-t 

Keeley  W  I"     " 

Monon  J  W— t 


WATERfX>0 
— eman  St   Elmo— t 
Bown  A  Bown-f  c 
-ragdoa  J  H-f  1 

ronsoa  I.  H   A  San-t 

otion   C  W-l 

ushmBD,  RiT  A  Co— f 

empster  J  E-t 
,.reen  C  F-l 
Hammond  A  W— f 
HendenoD     A    Weatbar- 

FoKly  ft  Bmnn-f 

•Ts'n^rr—- 


ISgVWlfC?  A<Jp(TS-KAJI5AS. 


'&r 


ymms  O  O-l  c 
WAUKOH 

Bittbell  M  J— f 


MurphT    D  1 


BnMt  ]  Y-ie 


Hpover  H  S— f 

KiHKicitr   Kcnrr-I 
Kaufminn  E  j-j 


Mungtr  F  Jf-I 
Kuddick  Julian-I 


Vandr 


T  G  O-l 


WEBSTEB  CITY 
AdiDM  J  W-f 
Bcrnna  I  A-t 
B1»S«  I   U~t 
BiKT«  t  HcnderBOD — f 
Oue'l  L'   £-(  1 
C*nipbe1l  Honcc— I 
Cumondjr  ft  L^fr^^ 

C^cr  G  W— f  1  c 
Carrie  F  S-l  e 
Dcrr  &  Hooi~t 
HimtbiiiEh  U-( 
Hon    S   H-l 
Hntt   N    P— f 
Kamrw  ft  PrioiM-f 
KnowlM  P— I 
Lm  I  W-l 


Peter*on  A  J-H 


Ri»a  N  L— f 
Rood  W  B— f 
SKlKtt  P  A— 1 


—  G  D-l  a 
I  nntT  G  F-) 
Vitentfne  E  E-^ 
Wttlcr  UactiB-( 

WEST  LIBBSTV 
Atkeni    Irwin— I 
Bnen  E  G  H— 4  I 
roD«i  Theo_(  e 
Lano  B  C-t  1 
Lqm  W  3-f 
Mclntoth  J  E-( 
Mother  C  E-{  I  e 
Nlcheli  J  A~l 

WEST  UNION 
BerkcT  J  J— f 
Blackmui  H  B— f 

imTa— f 

Phillfpi  E   M^  c 
Rodgen  W  J— f 
Vu  Attcn  G  W— f  1  G 
Woodard  R  0--f 

WHAT  CHEER 
Boonn  W  T-i 


WindeM  W  C-(  1 


WILTON 

ird  Joha— f 

Himi  W  l>-1 
LuE  Wm-I  1 
MirSa  Fnd— I  a 
Wtaitmer  Kor-t  I 
Wkkct  ?  C-l 
WildadD  HtawT-t 

W1HTER3BT. 
Barton  Wm— 1 
Beach  C  E— f 
Corn  Bell  Land  Cor-t 
Con>«ll  W  }-t 
Gilpin  T  C-f 
GrUuntr  W  E-f 
Hamilto*    Bro*-l 
LwM  W  0-< 
UcCall  E  E-{ 
Rnilill  D  G-1 
Sliri**r  I  C-f  I 
Snalln  L  W 
Surk  5  Vf~t 
Tidrick  L  B-f 
Vao«  H  W 
Warow  J  A— f 


WYOMING 

Cortrit  ft  M-(  e 
Enni  G  W— f  e 
Fcildi  George  W  Jt—t  c 


JinacB  P  S-l 
tlTerlci  C  C-(  c 
Tnniteloti  V"  ~ 

wucoi  r- 


The  Freeholders  General  Agency 


a  A.  BAILEY.  MiiwT 


TOPEKA,  KANSAS 


The  Freeholders  Insurance  Company 

LiBGRAL  COMBINED   FIRE,  TORNADO    AND   HAIL   POLICIES  ISSUED 
ON  CASH  AND  NOTE  PLANS 

DISTRICT  FARM  AGENTS  WANTED  FOR  EXCLUSIVE  TERRITORIES 
QBNBROUS  CONTRACTS  AND  COMMISSIONS  TO  PRODUCTIVE   SOLICITORS 


ABILENE 
Aodenon  G  C— f  c 
DatWn  O  J-1 
Guu  C  W-I 
Gravea  T  A-l 
Howard  H— < 
-    1  J  E-f 


SoDihwonh  H— f 
TonUn  R  G— f 
Wnodt  C  C-i  1  s 
WyHdt  WG-I 

AKTHOKY 

Baker  H  T>-I 
Krd  8  R— < 
BirdWW-« 


Couch  TEA  Co-( 
ilHCDck    &  Co-I 
Tenningi  Lew  G— 1 1  c 
Jennlntt  O  A  Son— f  I  < 
Uw  Kobert-f 
McPhM  I  A-i 
NnltigCT  T  A-c 
Rmlthxan  J  S  &  Co-f 
Tyne  Fr«t-f 


ARCADIA 

Fowler  J  T-i  t 
ieweil  PA-I 
konaati  W  D-f 
UHboi  T  W-I 

ARGENTINE 
Clark  E  L—t 
Erhart  F  F— f  e 


Gr«n  C  W— f 
Obenon  M  H— f 
Sni-der  C  H— f 


ARKANSAS  CITY 


Elrod  E  C— f 
<liln<rr   R    A— ( 
Goold  A  Gouid— f  I  c 
Heu  R  U-f 
Hoffman  J   F-c 
Lee  ft  Berry — t 
Penfield  Walter  C^-f  c 
Pickelt  Neal  A-(  e 
Pn"<™t  a  Furoir-f  e 
PoUock  ft  WickHffe— f  ■ 
KoiH-huri  ft  S™  J  E-f  1 
Topllff  ft  GHSIkr-f  c 


ASHLAND 
Ainiworth   W  L-f 
Berryinan  I  W-f 
Cirwn  C  W-f 
Lillard  B  D— f 
MavK   R  C-r 
HcParlaod   ft   Sinoattr 
Smith  W  C— I 
SteTen«m  M  G— f  1  e 
Wtigbl  H    F— f 

ATCHISON 
Adiraa  Brot— f  c 
Alford  C  A— 1 
ColleH  W  B-( 


c-56 

KAN.— Atchison,  Coo. 
HcCfura  Joe 
O'Conaor  &  Foat 
SchocncdMr  Bioi  A  Ka- 

leamey-f  c 
W«l»h  Alfred  ft  Co— f  c 

ATTtCA 
Bilrd  A— 1 
BnidleT  J  D-f 
T>tj  Th«  I^i  I  e 
Denton  C  E— f 
HUlon  »  Garri»n — f 
HlHHC  H   P— { 
Hcfiird  A  N— f 

AUGUSTA 
Bnnni  W  E-J  I  « 
Norrl*  Coi»-f 
RnUnd  P  C-t 
We«JE-f 

BALDWIN 
Britlow  Wm-i 
Ouk  W  U-t  1  e 
Hollidir  Wn-f 
HnS  Wni-« 
HcQure  W  A-f 
Ron  J  B-4 
Webcter  Dr  W  H-! 

BAXTER  SPRINGS 
Tone*  A  L 
Watt*  W  A-l  e 
Wcaicr  T  C— I  I 


BELLEVILLE 
Bell  W  H-f  e 
Bofd  H  N— f  0 
Dde  J  C-f  c 
Dul  ft  SUnfield-f  c 


HtU  J  W  A  Co-f  c 
Hogin  I  C— f  c 
SUnfeld  R  T-1  c 
Vance  W  D-f  c 
W«rd  N  J-l  e 
WeM  A  J— f  c 
Vale  i  H-t  c 
Zech  n  C— {  c 

BELOIT 
AnderaoD  Max— f 
Babbh-S  M-f  I 
Biitlenn  ]  W— i  I 
Bdl  L  D-f 
Cbnfabic  P  G~t 
Ga^lard  I  W-f 
Jotdan  A — f 
KannBDcb  M  J— f 
ICeefer  Bros-e 
Kniaht  F  J-e 
McCneken  W  Vf—I 
Head  AG— f 
Heroen  Fnok— f 
Poofer  Arthni^t  e 


Burket  C  M— f 

Burr  W  f-1 

Burr  ft  Warnant— f  . 

Cammlnn  Si  Thompioo 

-f  1  c 
Dewer  E  F— f 
Bolbrook  E  A-~l 
Lathrop  H  C— i 


INSURANCE    AGENTS— KANSAS. 


McPhenon  Jobo— f  c 


BURLINGAUB 
rackner  F  C-f 
Inrke  F  E-f 
_ioty  L  E-I 

Ho«Si  G-f 
Ta^  E  S-t 

BURLINGTON 
Brown  C  O— f  e 
Burner  Broe— I 
Cbeney  H  B-J  e 
Grar  W  H-t  e 
Hofniea  J  H  C-t  c 
Lvnboni  H  T— f 
PuBer  Ed— f 
KndrauS  Wm  ft  Son— f  i 
Woodibrd  Broa— <  I  c 

CALDWELL 
Bedford  ft  Stump— I  1  e 
BiowD  Hattie  E— f  I  c 
Cnlluia  H  U— f  1  c 
Keelint  H  C-f  I  c 
Turner  &  Sbigle:* — f 

CAWKER  CITY 
Brenicer  D  F— f  1 

Gfnglfr  ■Peter-I 
Higain.  J    WUlon-f  1 
HiareT   C  M-f  1 
Hill  S  A— f  c 
Klmkenbtrg  C-1 


Tiici.Fr  John  W-(  1  0 
Woody  W  P— f 

CEDAR   VALE 
Brown  A— { 
Dale  G  R-f  c 


Renaedi  D  H— t  e 
Oibome  S  S-f 
Ward  Jeari<-f 
Wrifbl  W  F 

CHEROKEE 
Biird  Geo— 1 
Bolick  R  A-f 
Branwo  Bnaielt  W-f  c 
Howe  Qua— f  I 
Lisenbee  T  J— f 
Thitp  Jobn  H— f 
Willu  Bnck-f   1 


Gate  W  E-t 


Fletcber  Cbarlea— I 
Prank  ft  Co  A  W-f 
H»onum  W   S-f 
Hill  ft  Oakleaf— f 
Hon  G  S-f 
HoDck  J  N— f 
McCleiUnd  G  W-f 
McDonald  E  S— f  c 
Newton  RevUo— f  c 
Tbompun  C  C— f 

CHETOPA 
Abbeji  ft  Von  Trebni-f 
Bell  A  R-f  c 
Coaderoian  J  D— f 
Cook  J  B— f 
Drake  A  G-( 
Emert  Geo  I^-f  1 
CLAV  CENTKB 


Etibnaer  J  F— f 
Gar  FV-t 
Hanna  George  W— f 
HenMed  W  V-f 


jooei  C  VinccDt— t 
Lovclor  ft  BniTCsa— 1  • 
HcCIellan  f  P-1 
Martin   G  K-f 
MiUet  R  C-f 
Mordatrnm  ft   Bofd— 1 
Oborg  F  O-f 
Farrott  Fred  W-f  1  c 
Pinkerton    ft  Erickun- 

Fnckey  Walter  Jr— f 


Swenaon  E  H— f 
WiUiama  W  C-( 
Wincrava  A-4 

CLIFTON 
DolaoTM-f 
Hamilton  S  H-f 
OBrieo  Harr;— f 
Pfiiter  Leonacd-4 
Seilert  Fiank-I 
Tolin  C  E-f 

CLYDE 
Cannon  W  S— f 
Cannon  Rubr  M— f 
Goodwin  G  G — f  I 
Harmon   P  M— f 
Murphr  J  C-f 
"-■ —  Walt"    ' 


Ntlaoa  Walter— f  1 
Randolph  ft  Knapp— f  1 
Van  de  Mark  C  W  ft  Son 

COFFEYVILLE 
Bamet  H  L— f  I  e 
Carpenter  Qiai  T— f 

Ellia  ft  Morgan-f  c 
Etchen  Broa— t  1  e 
Garverick   ft  Son*— t  I 


dcMurty  He 
.fetropolltao 


I    Co— f  1 


McMurtT  Real^  Co— f 


Monarch  Realty  Co-I 
Perkina  Maurice  V— t 
Powell  A  B— f  c 
PmdentlBl    Life   Ina    Co 
Raate  ft  CnriT— (  ]  c 
Ranch  ft  Newman— f 
Roller  E  A-f 
Scorr  ft  Son — I  I  e 
Upham   W  S-f 
Weaver  Realtr  Co— I 
Wllion   A   R-f 


Deem  Fred — f 

Dcnniaon  A  S— f  c 
Kealon  Ira  A— f 
Hanaholdcr  ft  JarrcU— f 
Lea  ft  Alfred— f 
Snyder  Geo   W— t 


CONCORDIA 

Mitwll  Sobt-f  c 
Pcpperell  W  H  I^-lc 
Roberta  Sam— f 


COUNCIL  GKOVE 

Brhrl!ig  F  T-t 
Brown    D    H— f 
ChaiJin    W    F— f  c 
CrjrTin  0  W-t 
lailiic  \V   &  Co-f  « 
lnr,n  Cta-lc 
tiolij  J   T-f 
Lr^.!.c.wo<>d  M  E-f 


Iwmas  J.-I 


Barkler  T  J-f 
Ca*ai]aaah_J  H— t 
Ewini  E  &-f 
GicenGeld  S   F—t 
Hyaaea  E  D— f  1 
Slack  J  M— ( 
Smeltaer  H  C-f 
YounB  W  V— f 

DODGE  CITY 
Coolldge  W  T-f  1  c 
Evanj^  W  Jr-f  I  c 
Fii.Rcrild    \V  J— f  e 


DOWNS 
Bogn  ft  Magee — f  I 
Elae  ft  Hoovti^t  1  c 
Day  W  D-f  1  e 


Rice  a  Dowd-f  c 


EL  DORADO 
Adami  J  B— 1 
AdamaoB  J  E— t 
Black  S  «-t  I  e 
a*A  W  H-f 

Sitlettwider  Geona — I 
ar.eT  C  W-f 
HoytJ  C~l 


INSURANCE  AGENTS— KANSAS. 


Euer   L  I^-f 
Hanisa  Tim  P — f 
McGinnu  W  F— I 
M«k>  B  F-f 
Reel  J«m«a  U— f 
Smith  Bennie-4 
Tliompaoa  E4— i 


tdffertT  a  HuTiaon — t 
H(wr«  W  M-^ 
SoverLH    ft   Son— (1  c 
Shaw  E  R-r  I  c 
Skinaer  J  B — 1 
Tbomu  J  W— f  c 
Veatch  Cbu  H — t 
Wellingtad    E  W  ft  Soa 

WU»o  J  U— f  c 
Wolf  W  Qrde— f 
Woodi  ft  Harri*— f  1  c 

EUPORIA 
BnniMt  J  C—f  e 
BBTtOB   T  T— f 
Dnnlap  ^Toward— f  1  c 
Dwelle  H  L— f 
Bn>le  JK-1 
Fiaher^  W-4 
Holma  V  R  A  Son— I  c 
Unle  U  C-fe 
UcCowcD  J  M— ( 
HotH*  S  O-f 
MorriKn  D  S-t 
SUinS  W-ic 
SmSerS  W-4 


Wayoun  I 
WeUa  1  N 


Willia  W  A  ft  Co-t  e 

BNTEKPRISE 
Pladc  B  A-Je 
Ford  M  E-l  c 
Frey  Jamet—t  e 
HaoKn  E  M-f  e 


Clnk  B  H-ic 
Cnpww  T  J— f  e 
DsttoB  C  C— (  e 
MalabBTT  J  D-f  e 
Rernold*  ft  Co— I  c 
Rowberrr  J  N— f 
WtUi  J  A-flc 

EUBEKA 
Baird  B  B-I 
aocMoB   R  H 
Fuller   D   B-I 
Darin  J  F— f 

Hoffman  ]  F 
baKm  D  C— f  1  c 


Snsunera  S  C— ( 


GoDdacll  Man  L— f  1  i 
Henne  Evnat  A-f  < 
Hixum  A  C— I 
Miller  Martin   &  Co- 
Biee  Oicu-  ft  Co— f  e 
Roberu   Rav^ 
ScacraTci  W  T-f  c 
Stout  ft  Tienuo— 1 
White  S  R-f  c 

FRANKFORT 
Biihop   H— f 
(iregi  ft  GrcBB— t 
HodKca  I  H-^  1  c 
Lobler  J  W-l  0 
I^dwtcS  Wm-I 
PierMMi  C  H-l 
Sbnmslc  }  U-t 


Cook  R  R-^ 
Eddj  R  B-«  1  e 
H«rT«  C  W— 1 
McCuhaeh  John  f 
Moore  J  S-t  1 
Sawyer  C  I— I  1 
Worthingtai         ' 

Wortbinslon  C  G— I 


Woodele  &  Beeum 


Ha«»T  T  T-t 
Hiatt  J  G  ft  Ramer 
Her  Gto  W-lle 

eihuoii  J  U— f  Ic 
ennedr  F  H-f  1 
KniffhtW  O-f  1  e 
Manball  C-t  1  e 


WlK  ft  Rlco-f 


Dorman  W  P 

Orcbaasb  Bro* 
Ortbraib  W  W-f 


GOODLAND 
Brown  H  S— i  I  c 
Leonard  T  P-l  1 
SUmall  C  J-f  I 


Bmden  L  C— f 


biwion      ft     ZBUvem— 

toSi'on  J   H-* 
Lewi.  J  f-t 
Thatcher  G  W-f 
Torre?  Wm-f  I  c 
Zulwera  L— f 

GREENLEAF 


Spradlisa  Ij-t  c 
Tober  C  E-f  c 
Vicory    F-l 

GSENOLA 
Deal  J  F-f  e 

Unter  J  T— f  e 
PUce  E  B-f  c 

HALSTBAD 
Gerhard  Wiebe-f 
Hinriiaw  N  L-f 
Matey  D  S-f 
Todd  R  M-f 

HARPER 
Babeodc  C  A— f 
Knowlea  J  S-f  e 
Parker  John  G  Jr-f  c 
ScbcakKC 
Wathbon  Ruth  A-t  e 
WaahbDin  Jat  G-l  c 

HAYS  CITY 
Uaddaa  WI-1 

Miller  C  W-f 
Miller  Fred— f  1 
Mulroy  R  T-f 
Nicklea  D  W— f  1 
Oahan  H  W-f 
Recdrr  C  W-1 1  o 
Wood  J  H— ( 
Zeifler  Iiaafr"^ 

HERINOTON 
BkchiT  E  M-f 
Bradabaw  J  W-l 

Crmry  B  C 
Ouman  P  D— t 
Baire  Ji*-1 
Hull  C  N 
Kiaoie  Geo   W-f 
Monnhiem   H-(  I 
HubmU  E  G-f 


St  Amand  Mri  I^f 
Sutherland    Robl— f 

HIAWATHA 

AImH  J-^*~ 
Bechtel  ft  Rieharda— f 

Dinunock   C  O— f*^ 


McLauifalia   A— f  c 
Parcels  L  H— f 
Ro^en  Wm— f  e 


Vhite   John- 1 
Vilion  H  F-f  c 


Brnnt  Peter— f 

Dunn  Edward— f  1 
Freind  Wm— f 
Kurah  G-f 
MeColrin  J  F-f  I 
McCoAle   ft   Co— 1 
Moore  j   P-( 
Moore  Scott— I 
Myera  J  D-f 
Newell  Samael-f 
Phil  in  Cbaa— f 
Role   C   E-f    I 
Shepard  C— f  I 
Smyth  C  H 


BOSTON 
Ayera  C  A-f 
Bailer  ft  Fox— f  c 
Beal  T  J-^  e 

H'ilo^dle^  W  E-4 
Mcamtock    I    N-l   e 
McConnack  A   Friend— 


BOWAKD 
Bataon  J   M-f 
Soulton  B  E— f 
Eby  A  F-f 
Gtaaco  I.  E-< 
Henley— f 
BnbbeU  H  E-f 
Jackaoa  J  A-f 
Krifer  F  H-l 
HcHenry  J  A-f 
Reid  Geo  K-l  c 
Sharp  CJ-f 

HUMBOLDT 

Armd  I  H-(  c 
Butlisi  H  M-f 
CulTO  t   D-(  1 


Benha»  E  A— 1 
Benicoter  F  T-f  I 
BenUey   ft   Welli-f  « 
Brehm  Realty  Co— ( 
Brown  ft  Son  W  B-~f  e 
Caikey  A  Scott— f  1 
Da*i»  Uncoln  S-f 
Fontron  Really  Co— <  C 
Fowler  J  E-l 
Graber  J  P  O-l 
Hamilton   Chai— 1 
Harriaon  ft  Co  J-^ 
Klokel  lohn   M-f  1  0 
Kinkel  W   P-I 
Kroui  ft  Son  A  D-f 
Lemmon  F  I^I 
Moore  D  A-(  I  c 
Naughton  Ed— f 
Smltb  E  A-f 
Smith  J  F-f 
Stewart  John  M— I 


INDEPENDENCE 
Anderaon  J  M— f 
BUck-1 

Brown  Allen— [  I 
Finley  G  W-f  1 
Cilmore  Rex  L 
Gilmore  G-f  1  e 
CUi.  J  W— f  e 

Humphi 


L-f 


Exchange — fl 

Laney  C  W— 1 
Oito  I  A-f  1  e 
Sewell  E-f  1 
Stich   W   E-I  c 
Stine    M-f 
Underbill  I  B-f 
Whitman  N  E-f  I 


Adams  J   A 
AiDDtd  Miu 


Hobart  h-t 
KIinmaDD  U-f 
Limcr  ]  M-i  e 
M<»heir  A  N-f 
OrtlorTie  Chu— f 
Felerton  Carl— f 
Powell  J  E— f  e 

SloDKb  S  e-f 

Smcltier  D  E-f 
Smith  A  Travii—flc 
Sie*«ri  C  D-f 
Slewm  John-E 
Thr.iher    W   C— ( 
Whiltakcr  A  Donndl-I 
Wood    I' rank -f 

JUNCmON  OTV 
Cdkla  W  C-l 
Com  T  W-lc 

Grentner  Son— 1  e 

Mad  Ab 

Uiller  I  T— I 
Pierce    Harrr— f 
PtCTM   &    MinIeT-< 
RcTnald*  J  P— f 
Riier  K  U-f 
STTiith  J  Hob 


KANSAS   CITY 


BloKtl  Wm  A  ft  Co-f 
Coi3iT  W  H-f 
Duief  R  B-l 
DiennU  Schifer  &  Co-4 

EIrod  C  W-c 
Fearn  Walter— I 
Fnttan  Pel)x-4 
Griffith  A  Plarnlo^ 
Barlitr  M  1^1 
Hewlett  C  B-f 
Hocker  A  Scott-^ 
Jenkint  T  B-i 
Klein  J  X-f 
Klemaa  H— c 


Upplni 

LiVlngi., 

HcElaaT 


■■tf 


HartiD  W  S-1 
Uanra-  O  G-i 
Humrcll  A  Jicc<^-f  1  < 


llorrii  W  A-f 
Horritnn  A  Solla-f  e 
Hnllord  Geo  H-l 
Newhalt  A  noon— t 
Panon*  P  D— f 
Paindexter  C  H— 1 

E.  W.  POINDEXTER 

Oeneri]  Agnit  for  famaa 

Malnal  Ula  Innranea  Co, 

Roooa  409-10-11 

Boated  BnUdlol 

EAN^S  CITY,  ZAN. 


INSURANCE  'AdevftS-^-RKiiSAS. 


LESOY 
Corert  J  S— f  0 
Uodriok.W  J-c 
Foekele  Frank— f  e 
Fockele  Glidi^  I 
Moiler  W  B-I 


D  Chu  S— I 

Tebbeu  M  C-l  c 
Wciboner  ft  Hughea— f 

wiiee  yy-i  c 


.-..jw  C  R-f 
Lekt  Slnon-f 
Long   W  R~l 


EIHSLBY 
Wntham  D  I— f  c 
-IreWord  J  T-f 

iridgei  O  J— I 

olver  C  fi  D-f  1  < 


EIRWIN 
OoDdaa  S — i 
Crar  J  F— ( 
Hull  H  R— f  1 
Manell   C  E— f 

LA  CYGNB 
Copcland  A  G— f 
Goal  J  T-l 
Laanre  U  F-f  « 
Una  Co  Bank— f  e 
Ruafa  A  W-f  0 
Trinkla  Chaa-f 

LARNED 

Carr  J  A-f  c 
Charlea  W  W-t  I  o 
Crawford  G  W-<  1  c 
Finnex  Geo  W-t  o 


AtUnaon  S  W-f 
Banka  A  Son  Gto  J^-f 
Beard  J   W-f 
Blair,   Ho^-f 

Charlton  A  Wilton-4 
De  Forett  Chia— I 
Dillon  W  R-1 
Edwardi  C  I^-f 


Krefabiel    A  Cre«^-f 
klcKinile  Vsia 


LEAVENWORTH 

Fletcher  W  B-f  e 
FlintfcT  A-f  e 
Graham  A  KellT^  « 
Hacker  U  I^f 
Hewitt  W  T— f 
McGee  Jaa— f  a 
niand  f  S-f  1  a 
Rerbnrn   W   D-f 
Smith  Uartln— I  o 
Sparrow  Chaa  A— f  p 
Saydam  A  Joergei^-f  I  i 


ncia 


LINCOLN 
Acderaan  W  H— f 
~       r  E  S-f  1 
I  S  H-f  1  c 

Davidaon  N  J— I  c 


Lyon  W  E-f 
Marahall    A— f 
Uarihal)  f  B-4  1 
NcFarland  E  A-l 
Miller  J   D-f  c 
Nimmoai  W  T-f 

LINDSBORG 
Agreliui  A  E-4 
Braodt  J«i  A— f  I  c 
Eberhardl  G  E-f 
Uonion  A-i 
WUber  Allen-I  c 

LOUISBURG 
CadwaUader  R  H-f 
JenUna   J   J-f 


LYONS 
AUdn  TohB  A  Ca-4 
Divia  Joho-f  e 
Holme*  B  F-f 
Lailer  W   M-I 
Nlchotaa  W  T-f  c 
Pulliam  E  B-I  I  c 
pDlllam  Jo~(  I  e 


Baner  O  C— f  e 
Berker  J  L-l 
BoTle  John— f 
EIIIoH   F  B-t  e 
Pearron  I  B— f  c 
Halnea  Rarrcr— {  c 
Helder  P  C-f  1  C 
Hall  E  L^l 
Hnngefford  H  W— I 
Homer  Tho«-(  c 
Lee  Wm-I  c 
Umbocher  J  H-t 

Parecll  E  B— f  e 
The  Smltha— f  e 


(^tbom    Broa— f 
DaltoB  John  J-f  I  a 
Fair  )  P-l  c 
Mclioberu  J  W  Ji-t 
Mitchell  W  R-f 
Remfrer  Jaa-f  1  c 
Reynolda  W  S-( 
Tetpla  A-f 

MARION 
Caaa  A  B  ft  Son-I  a 
King  H  M-r 


CockerJU  Fr^d— I 
Cole  L  H-f 
Da*ta  C  H-f 
DrahalB  E  G-f 
Fahon  E  R— f 

-    Hbta-f 
C  A— I 


an^in 

<<da  E 


Pntlainc  W  T-f 
Redmond  W  W-f 
Schmidt   Akx— f 
Tranlnte  Chatl«tf-f 

McPttzRSON 
Bachelor  C  W— f 
Bremejer  J  K-^  I 
GarrlaCUA  StnlabftcT — i 

Haiton  A  Trona— f 
Kiog  A  Gatflka— f 
Kun»  «  Entrieken— I  1 
Morrii  W  A— f  c 

Wright—^  R— f 
MEADE 
Ageat  R  R-« 
Boehler  Loiria— Tl  e 
Gntl  F  W-f  I  e 
Griffg  R  C-l 
Halhcrt  ft  BMk-4  I  « 
Marri  G 

SchahmacKer  L  P— I  I  e 
Smkh  B  D-c 

MEDICINE    LODtiE 

C^'b  B— *  le 
Chapin  F  B   P 

Sino  J  C-^1 
onchln*  A  M-i 
Lake  P  I^-f  I 
Undler  T  J^-f  c 
RuBjan  J  S— f  c 
Unaer  P  B-4 


I  L  T— 1 


Nicholaa  SlingToS-f 
Qnlacoberr  A   S— f 


laNNEAPOLlS 
BabcDck  A  fiteete— 4  e 
Binna  David— f  c 
Cititen*  Nat  BaO— 4  •: 
Davia  A  Ed'A  Co—f  c 
Grlmei  A  Stall— f  I  c 
McMillan  H— t 
Miller  Frank  A  Oo— f 
NeelCT  A  B— t  I 
Otuwa  Co    Bttlk    The— 


MOUND  cirv 
Hale  i  Mcfaoll**— (  c 
Rawkina  I  I— f 
Thoraa  A  UetHB-l  I  « 

NEODESHA 

Blakeilee    T&o*-l 
Deardorfll  A-f 

HUl  B  B-f_e 
MeCartner  H— * 
Morgan  A  W-< 
Scamao  ]  T-l 
Skinner  G  \V-f 
Sharp  A  H-f 
Snihertaid  J  W>4 
Whiu  C  R-( 

HBWTcm 


Johnson    Grlnl— f 
lohnsion   John   C-( 
Lander    Pbil[tD— f 
McAnhur  S  R— f 
UcLim    E   S-f  t 
Murphy   J    H-(  e 
PalterMD  1  W-f  c 
Piicri    F  B-i 
Beaier  I  G-f  e 
Snyder   C    E-c 
T<«vs    J     R-f 

NICKEKSON 
Macbalb  F  >-f 
HcGreapr  I  Rr-(  c 


NOKTOK 
Anus  ft  Sawrcr-^ 
Bmner  A  Chippel— f 
Davis  A  A^ 
Gravo  K  B-t 
Gimy  A  H-1 

Rempbni   R  W 
Xinsabon  G  B 
Poc   H   K-{ 
Sheelej   Gnnt-^ 
TliontpMn  I.  H— f  c 


INSURANCE  AdENtS— ItAl4SAS. 


UMbtwift  Parln-f  l< 
HallMC  S  T-l 
"■  -»  J  |M  c 
Iwu  U  E-{  c 


Brodnrar  S 
Cartas  E   L 


Cartas  E   ^-f 
Fereua  John   S— f 
Bares  A  U-Cc 
Uendrix   W  D— f  I  c 
Hoce   C   C— f 
Keepen  J  C~f 
UcCanhr   B— I  I  e 
Uorrison  W  D— f  c 
Uiller   T   B— f 
Owea    E  C— I 
Pcnyjolm  C  F— (  e 
Prait  W  A— I 
RiplCT  ft  WarreD— f 
S«rtt  O  J— f 


OSAGE  CITY 
Dodda  Mn  A  H— f 
DT*»er<:  B— I 
UiKnailtn  e  P— c 
Jpoea  }   e  ft  Bro  (  I  < 
TUmacT  D  A— f 
Rapp  J  C~(  I  e 


FraaUin  Co  Slate   Bank 


JackMMiT  S 
Kaiwr   F~t 


Parkir  R  S— t  e 


OSAWATOHIB 
Buncs  RathcHDc— 1 
Beeaoo  O  T— f 
CamptKn  W  H-f  e 
Chamber*  A  Chaabcn— f 
Dnnawaj  W  L— I 
Uarnard  ft  Uarnard— t 

OSBORNE 
Hafan  Oku  B-f  c 
Hi>T>  8  R-l 
Laitoa  Brat— f 
Uiichell  J  K-4  c 
Miie  W  H-f 
Roihwen   M  F-f 
Sanple  E  F— f 

OSKALOWA 
tntcrwrllT  D«v!iH  c 
Lerch   W,  F— ?, 
Smith  LbId  K-t  I  e 

OSWEGO 
CoodoB  W  H-Te 
&M  W  8-f  G 
Ibtler  J  W-< 


Robbiaa  C  1^1  . 
Slraochoa  ft  Oldttoyi—I 
xvm  W  H-l  - 

PAOLA 

"  RaiKUI--f 

Carpenter   W   l—t 
Oark    W    D-f 


Murphj 

NoitSSi 


PARSONS 
Bcrtfch  &  J*tbo« — f 
Civanaufa  W  W— I 
DeBui  C  F— f  c 
Eiicnhood  Jacob— f 
Grnnatreet  z  U— I 
Bolehkiu  C  B— f  1  e 
Hovlett  John  H— f 
Klni  W  C-l  c 
Kou  »  Thoma»-f 
Lewii   C   W-f 
VertM  A  H-{  e 
Peonywii  O  F-f 
STcdcr  F  H-f  c 
tLornaHon  W   F 
Walker  Lewis— I 
Willen  E  A— f  c 
Wilkin  C  A  ft  Co-f 

PEA BODY 
Bechtel  I  M-t  1  e 
Churcli  W  M— f  1  c 
Uaviaon  E  y-i 

NuiCaoin  E  U— f  1  c 
Treulei  J  E— f  1  c 

PHIIXJFSBUBG 
Banoa   W  A-l 
Knigery    Wm-f 
Lewli  ft  Eldridge-f 

Mill,  r  M_( 
Morat  J  P-f 
Hicker  J  M-f 
^lin™  R  F-f 
Wanda  W  I— £ 
Woroei  W  D-f 


Baird  WaTtei^  e 
rarltoa  ft  Greef-i 
Coulter  ft  E  ' 


r  ft  RaUlon^f 
'm  W  B-< 


PLEAAANTOM 

Corbr  JiMt—t  c 
EbT  ft  Ouu-f 


PRATT 
Arbl*  H  T-f  e 
Dark  E  B~t  1  t 


Ban  W  B— f 
Mswddey  Chai  R~f  c 
Mean  H  5— f  1  c 
Shaw  E  t^-f 
Stewart  Geo—f 
Swank  Clemmic— f 
Swlnler  Geo-^ 
Warren  Harrr— f 

BOSEDALfc 
Cannon  John-I  I  e 
Ecbardi  P 
Filkio  H  ;-f  c 
Fiaetu    Ha«h-I 
jonei  S  J-(  I  c 
Farranee  Eraw  J— 4  e 
RoK  L  H-(  e 
Slater  D  J— ( 

RUSSELL 
Aiou  C  F  S-f 
Boyd  A  L-f 
BmndaM  U  K— 4  s 

gali  Cli--{e 
olland  G  W-f 
Honra  A  McXera-f 
jenkint  R  P~-f 


SABSTHA 

Breucm  Robt— f 
KnKWa  W  A— f 
Goiid  W  R-f 
HtaMllin*  Rot— I 
Book  Ceo  W-f 
Irwin  P  N-l  I 

HaiBrWt  iM-f 


Moriirtr  W  J— 1 
Mon  John  T— i 
Murphy    Maunce— i 
Ryan  T  J-f  I  c 
Tmt  W  H-t 

ST.  PAUL 
Derlne  U-t  « 
GravM  W  W-1  « 
Ryaii  ;  J-(  1  c 

SALIHA 
Alexander' 
Aleiander  _  . 
Berg  Al»~l 
Blnndon  F  D-~t 
Bronson  J  C— c 
Brown  R  O-f 
Craicna  S  P-l  I  c 
"     ■     H  C—f  c 


mean  loai 
icrhardl  S 


H-f 


C-^ 


GiirrUon  ft  SMfcbako-f 
LnwCW-f 

Ifary  Lee-1 
pitefcdl  W  D-f 
Peck  C  J-f 
Secnilty  Life 
Wdla  J  T-f 
Wight  A  Dedn-f  c 
Wirion  F  C-7  c 
YoA  FC-f 

,  scAiflidw 


Hackie  Geo  t.-^ 
-  n   C  R-~t 


sSaoi 


SEDAN 
Bradley   ft  Lewla-f  1 
Brinkvhofl  A— I  1  e 
Brooka  A  SpenCCF-f  c 


Campbell  J  T-f 
Cohen  J   11  Sr   E  F-f 
Connclt  M    R-l 
Emery  ft  Emery— f 
Ervin    Lullu-f 
Geary     Frnnk— f 
BjliSsris  F  J— f  c 
Hc.„lJ   C   H-f 
Kennard  Abbie-fl 
W^rr.    L    C-I 
Secville  C  C  K-fc 
Sfir  ]■  y-t 
Blll[»rll  &    Allen— f 
Si  swell  John-I 
WeJl«  &  Wells-f  c 

SMITH  CENTRE 


Clark    Hnir]k-t 
DaTCDay  A  L— I 
Deteillle  Robba  I-f 
Dnndaa  L  N-f 
GH«n  J   P— f 
Ronnd  G«   C-f 
Smith   J    O-f 
Strren*  S  C—f 
Uhl  ClHi  S-f 
Wotfe  Bro*-f  c 


SOLOMON  cm 

Baker  Fred  V-t 
HtrrJa  W    T-f 
Keeler  J  A-t 
SampKiD  H  D  Il^-( 
SandoU  C  F-f 


Hailett  J  J— f 
Hisley  D  — f 
JoTnrton  J  C-*  e 


lahoney  ft  Peoce— f 


m  T  J— I 
n  R   .<— I 

S— f  ? 
Loiila— 1 
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KAN.— Con. 

STOCKTON 

Dewey  C  H— f 

Gold  Fnuik~l 
Hawkes  S  N— f 
McCracken  P  S--f 
McKenna  P  H— {  c 
StevensT  L— f 
Sweet  H  C— f 
Wmiamt  E  J-l 

STRONG  CITY 
Claj  J  M— £ 
DoolitUe  J  H-4 
Harvey  &  Snydei^  e 

TOPEKA 

Air  R  D— I 
Allison  J  C~l 
Anderson  E  H— 1 
Anderson  &  Co.  L  £— ^ 
Bagley  Co  E  R— f 
Bailey  Bros  &  Co— f  c 
Bailly  J  W-f 
Bamaby  G  E— 1 
Barnes  Real  Estate  Co— 

Bergiindthal  W  S-f 
Betzer    Realty    &    Loan 

Co— I 
BlakelyC  G-f 
Brier  /  M— f  c 
Campbell  N  B— c 
Qark  £   S— 1 
Dawson  &  Pierson— f 
Drum  W  I— f 
Eastman  W  H— f 
EUiott  C  S-f 
Everingham  T  J— 1  c 
Fidkiner  &  Wentworth— 

Forbes  W  M-f  c 
Fox  &  Cook— I 
Freeholders  Gon  Agcy— f 
Ganrey  H  O— I 
Gaiett  ft  Gillett-f 
Going  J  W-l 


Graham  L  E— 1 
Gregg  C  L— r  e 
Gregory  W  M— f 
Griffin  ft  Son-^ 
Guthrie  &  Charles— f 
Hall  Henry  H— 1 
Hardy  C  F— f 
Lininger  W  H— f 
Locknone  Chas  S — ^1  c 
Lucas  ft  Lagerstrom— f 
March  R  B— f 
Meyers  C  D— f 
Mmer  Qyde  W— f 
Moore  C  A— 1 
Moore  G  G— 1 
NcllU  D  W  ft  C  W-f  1  c 
Noble  ft  Co  Geo  M— f 
Olinger  Elmer  E— f 
Peacock  F  L— f  c 
Richards  R  A— f 
Rodgers  Davis  ft  Co— f 
Searle  C  H— f 
Sharpe  C  L— f 
Slaughter   Van   Paten   & 

Robinson— f 
Snyder  F— « 
Stephenson   W   C  &   Co 

— f 
Tatman  E  W— f 
Thomas  F  S— f  c 
Thompson  E  W— 1 
Todd  J  H— 1 
Updegraff  &  Son— f  c 
Van  Hook  A  K-1  c 
Van  Ostrand  B  D— 1 
Ward  F  M— f 
Whipple  W   Carl-f 


VALLEY  FALLS 

Burkert  J  C— f 
Compton  I  N — i 
Doolittle  H  M— f 
Gephart  J  T  B— { 
Harman  Geo— f 
KendaU  AD-I 
McCtotney  R  E— f  1  c 
Royer  E  O— f 
Strawn  S  M-f  1 


WAMEGO 

Embley  W  D-f 
Parsons  L  L— f 
Teeter  Toseph  B^ 
Trout  &  Leach— f 

WASHINGTON 

Allen  N  A-f 
Bennett   Ed— f 
Gordon  J  Jr^ 
HiU  H  0-! 
Lewis  J  B-f 
Reitad  M  O— f 
Robinson  H  C— f 
SoUer  August— f 
Thompson  J  F— f  1 
Vincent  ft  Landon— f 

WAVERLY 

Fockele  F  F— f  1 
Michael  ft  Goudy— f  I 
Osbom  J  M— f 
O'NeU  ft  Lathrom— f  1  e 
Senior  J  L— I 

WEIS. 
BroaUey  J  C-1 
Emmerson  R  W— f  1  c 
Rogera  W  J— I  e 
WaUwr  Fred-f 

WELLINGTON 
Belsley  A  &  Co— I 
Black  Martiii— f  e 
Bright  Chas  E-f 
Cheever  A  B— f 
Gilmore  F  H— f  e 
Hamel  ft  Stewart— f  e 
Johnston,     Brown     ft 

Plumb— { 
Ready  &  Ready— f 

WICHITA 
Anderson  P  M— 1 
Bitting  C  W— { 
Black  ft  Martin— {  e 
Burr  B  A— 1 
CaldweU  C  S-f 
Campbell  ft  Co-C 
Christman  A  J— f 


Cox  R  A— £  1 
Dulaney  ft  Johnston-^  c 
Fordham  Mrs  Chmse— 1 
Reese  ft  Co— f  c 
Tanner  &  WvkoflF— f 
Van  Arsdale  &  Osbon^ 
Wheeler  Kelly  ft  Dewey 
— £  c 

WINFIELD 


Albright  P  H  ft 
Dixon  J  1^-4 
Eaton  T  J— I  e 
Frank^  Page,  Harris  ft 

Graham  A  J— f 

Guy  &  Hamilton— f 

Hale  F 

Havens  A  H 

Harrod  ft  Hanlen — f  c 

HUtt  a  W)  Realty  Co 

Hott  O  A— I  c 
Johnson  E  J— f 
Johnson  M  E  &  Co— {  c 
Kennedy  W  J— £  c 
Lorton  W  R— £  c 
Martin  ft  Broadie— 1  f 
Orr  W  J-l  c 
Robinson  F  K— £ 
Shackdton  J  N-1 
Smith  £  E— f  1  c 
Stafford     ft     Albriglit^ 

f  1  c 
Wilson  D  O— f 
Williams  W  V— f 
WiUiams  O-f  c 
Williams  R  M— f 

YATES  CENTRE 

Culver  J  C 
Hogueland  S  H— I 

{ones  A  J— £ 
f  arple  W  F-l 
Plnmmcr  Thoa  W— f 
RoUins  H  C-f 
Stephenson  F  L— { 
Tallman  L  N-f 
Thomas  ft  Cox 
Wallace  ft  Landes 


KENTUCKY 


ORGANIZED   1867 


JOHN  B.  CASTLEMAN 


JAMES  B.  SMITH 


BARBEE  &  CASTLEMAN 

FIRE    INSURANCE 


COLUMBIA    BUILDINC 


The  leading  English 
and  American  Companies  represented 


LOUISVILLE,  KY 


ADAIRVILLE 

Fttgate  M  U-4 
Moort  Edwin  R— f  1  c 
MorrowJ-  D— 1 
Smith  YLtA 

ASHLAND 

Becker  B  O— f 
Dowlinff  Thos  J — ^1 
Elam  OKner  M—f 
Fisher  R  O— f 
Hager  E  B — f 
Eager  S  P  ft  Son— f  1  e 


Jordan,  Prichard  &  Co— 

f  1  c 
Leri  C  R— f 
Massie  ft  Burns— f 
Massie  ft  McGuire — ^1  c 
Seaton  E  E— f 
Watson  W  L— f 


AUBURN 

Davidson  G  W— f 
McCormack  H  P— f 
Price  R  G~f  ]  c 


AUGUSTA 

Argus  M — f 
FuUterson  F  M— f 
Gray  C  Lr-f  I  c 
Hook  C  L  Jr— f 
Jackson  Mrs  S  T— flc 
Kanta  J  J— f 

BARDSTOWN 

Baikhurat  Geo— f 

Brown  Wallace— 4 
Cook  R  N— f 
Coomes  &  Clark — f  1 


Cotton  J  W— f 
Cox  H  R— I 

EDCENEWnSON 

Kentncky 
Whiskey  Iiisraee 

BAUKTOWN,  KY. 
Mea  CMipulcs 


INSURANCE   AGENTS— KENTUCKY, 


T  O-l 

.. Pnnlc-4 

icD  HoTiao— 1 


vKSHi 


BEAITYVUXE 
Ltod  P  a  a  Son— f  I  c 
L7<»  J  P— f  I  c 

BEDFORD 
lloader  Engene — I  I 

BELLEVUE 
BcrUnd  T  P-i  I  e 
Rswlini     Mn     Uacpe- 
f  1  c 

BEREA 
Baker  J  K— I 
GuMe  Wm  C— f  c 
Git  Jno  I^-i 
Porter  A  Huwell— f  1 

BEBRY 
BCTTT    H   W-i 

Stone  A  H 

BLOOUFIELD 
DoiMII  J  C— f 
Han  D— I 
Hur  J  H  ft  Son 

BOWUNC  GREEN 


t  L  D-l 

Hioea  ft  Dtmcaii— f  1  c 
Herdmui  ft  Stout— f  1  ( 
HcGinnii  T  S— f  I 
Pollard  Tboi  ft  Co— f 
PflUbn      ■ 


■bttrr  W  K^ 


WitTiain*  ft  Gardner — ( 


BRANDENBURG 
AnoU  W  B-f  le 
Adicrsft  W  D-t 
Cantiht  Geo  H-f  1 1 
vmmj  R-f  I  0 


CAMPBBLLSVILLK 
Bik«  H  E— f 
Ken  J  W-f  1  e 

Miller  ft  Uarrell— f 


CARIJ3LE 

Bramblett  C  U— i  I 
BiTKm  H  B—1 
DUTiuIl  Evert— I 
Dunh  W  E— t 
KimbranKh  H  C-f 
HethU*  John 
RomJoIu  «-t 
Swinfbrd  U  U— f 
WetioD  T  8-4  e 

CARHOLLTON 
Baals  UarioB-l 
DtBlhease  ft    Robectan 


T  TomeiT 
t  W  B-f 


UowTcrre  W  T  Co 


Seppcofeld  E  J-^ 
SmUta  E  C-l 
Wri^  CAr-l 

CATLBTTSBURG 
Barton  R  R— f 
Cedl  W  H-- 


Haicam  T  D-H 


Uonta(<M  J  J— < 
RanyoB  Robl— 
Vinion  Jbo  &- 


Harrincton  B  Q — I 
Lawton  C  A— € 


Whitmer  U  I>— 1 

CLIHTON 

Frcman  Clarence — 1 
Remilcjr  I  L— t 
lenllR  A-1 
Kanp  J  H-f  1  e 


CLOVERSPORT 
Babbaae  V  G-l 
Bchcn  H  U-e 
Polk  R  T-f  I  e 
Bowland  I  H— I 
SMUniaa  Claa  B  ft  0  ' 


BendoH  K  F  ft  Co— I 
Bollock  ;  R  ft  Co-<  I 
ChoIraoDdcler  Saml— I 
Gyde  Holmei     I  e 
DrcMiaann  Joa  U  ft  Co 

Foater  A  E  ft  Soit-t 
Gale  E  T-1 
Hallinnwortli  C  l-t 
HoaleAldB  B-f 
Ledder  F  G— 1 
Leonard  T  W— I 
McOackca  G  A  ft  Co-I 
Naih   C  A— I 
O'Mcara  Lawmce— f 
Reea  U-l 

Sanf  ord  T  W  ft  Ci>-f 
Sareia  £  B— 1 
SiJDHtter  H  A— I  I 
Simrall  I   ~    ' 
SimraUT. 
Smith  S  L    . 
Stanler  J  J— I 
Walker  Ed  E  ft  Co-)  a 
Walker  Rndolpb-f  1 


Conwar  R  H— f 
Cromwell  ft  Withera-t 
Fala  ft  Peler«in— f 
GosKtl  ft   Linler— 1 
Tewetl  J  Q-f 
Kimbrauib  Dan  R— f  c 
Land  M  G— I 
Le  Bui  Orie-f 
UcCaaev  ft  HcDaniela— f 
McDanteli  T  Tf^f 
McGibben  P  S-f 
UcMor^r  Jaa-f 


llcMtUDh* 

Moore  \  C 


Moore  Geo — 1 
Hnffett  Will— f 

a  McGee— f  I  e 


DANVILLE 

Ba«br  C  C-c 
Beriy  B  C—  fl 
Carter  W  H-1 
Cheek  i  A--f 
thum    ft   Adanu  J    . 

t  1  e 
Grar  L  H-f  t  « 
Heron  ft  Brire»-« 
HugucLy  Chniiu1t-~« 
Kin»id  D  H-f 
Ltc  F  N— f  c 
Price  Wm  J-c 


direr  H  G  fi  Son— (< 


KaiKha  P  T-f  1  c 
Famtt  Wa  G-l 
Readr  Gn*  D-l 
Sckrdbcr  D  E— f  c 


DOVER 
Dnnkam  W  E-^ 
Stain  S  W-l  1 

EARLINGTON 
Atkinaon  G  C-f 
Coewen   I  T-(  1  c 
Moore  P  M-f  e 

BLIZABKTHTOWN 
Boah  S  H— f 
Gabbett  H  H-f  I 
Lee  ft  MeConnell— { 
HoBttomerr  ft  Witla    I 
MorsaD  C  E-f  c 
Robertaon  ft  Adilock— f  1 
Siewart  J  W-(  1  c 
Trent  O  T— f  e 


Street  John  O— f 
Street  7oo  O  Tr-f  1 
Sullivan   Fran£  A-^ 
Weatbera  T  M-f  1  e 
White  G  T-f  1 

EMINENCE 
Crabb  W  L-f 
McCorkte  W  F-f 
Moodr  E  R-fe 
Fattcraon  Jaa  H-^ 
Patteraon  Hlaa  Lilr  I^-t 
WilaoD  W  S-f 
WUaon  ft  Jonea-I 

FALMOUTH 

Clarke  E  S-f^ 
Colom  R  B  M— 1 
CoMn  J  B-f 
Dndler  M  V-f 
Meador  A  G— t 
Woolerr  J  B— f 

FLEMINGSBUSG 
Applegate  Robert— f  I 
Dadley  Robert— I  c 
RendaU  A  S-1 


liZSS  j 


W-l 


Planck  J  H— f  1  I 
Rhodea  C  E— f  I  i 
Ricfaarda  Elaa-1  . 
Sutton   C  J— f 
Weiler  J  S— f 


Hearitt  Frank— f  1  e 
Gnham  Q  T— t 
Greene   R    L>— I 
Hore  Euiene— t  1 
E  R  Jonea-Franklfai  Co— 

KirtlcT  ;  E-f  i 
Lbtdaer  John  B-f 
Longmoor  W  W-f 
McNamara  T  ¥-4 
Payne  Georee  L— (  c 
PolaslOTe  W  S-1 
Rodman  Thoa  B  Jf-~t  I  c 
Rodman     A     WilUaina- 

SoottV  P  ft  Co-f  e 
Sbelton  ft  Monia-f 
Smith  Farmer  ft  Wallace 

Swinit  Jaoob  ft  Co— f  e 
WuEamaJ  Uft  Co-f 
Wllaon  Hani;  Oar-l 

FRANKLIN 

Beard  D  F-1  e 
Bndabaw  E  S-f 
Bompna  ft  Wiifht — f  c 
CoviutonJ'  H-^ 
Gin^le  Broo-f  I  a 
Groma  C  E— f 
Bin  A  H-H 


FULTON 
Fall  ft  Fall—  f  1  e 
Freeman  B  H— E  1  ■ 


ley  i*B 
-  ft  Do 

i  ft  Wi 
ft  NoL     . 

elly  J  K-l 


Bradley     _ 

Biadley  &  Bradley— f 
Craif  ft  Downinv— f    ~ 
Galnei  ft  Ware~  f  c 
Kelly  ft  Nole— f 
Nonnelly  J  K— t 
Pairn*-  T  *.    - 
Peak 


a  ft   Robioaon — I 
or  H— * 
GLASGOW 


Jonea  J  W— 
Lewit  Warde 


Willi 

GRAYSON 
Habbard  J  N-f 
Malone  W  D-l 
Scott  WInlfred-f 
Strother  W  H-f 
WDeox  S  V-1 
Wylic  S   M— 1 

GREENUP 

FoUerton   E  E-f 
Humah  C  W  G— f 

GREBNVILLB 
Blackvill  W  D-f  I  e 
Dnncan  D  T— f  1  e 
Hay  Ulaa  Annie-f 
Morgan  J  P-(  1  o 
Marfan    W    T  ft    Son 

Roark  C  W-f 


IJiSWAHCf^   AQBtrrS— KENTUCKY. 


KY.-Con. 

BARR0I>5BUItG 
Corrj  G   A-f 
Cunr  J  H-f 
EdwarJi   G  W-I 
Fiiber  T  1-t 
Rikcr  L— f 


Rilif 


r  a    RIkcr— t  1  c 
r    W    H— f 
fr  Corty-f  C 


HARTPDBD 

BuDctt  &  Smith-I 
Liken*  G  B— I  e 
RI1C7  B  R-1 
Rile*  ft  LibeB>-( 
WjMwwd  1  Ct™e-f 

HAW1SV1U.B 
BmQct  G«o-i 
H«)e  T  D-f  I  c 

Snacn  Urm  U-f  c 
onuWB-lc 
Vniaoa  Capt  Jamc^f 

HENDERSOH 
Compton  &  KiOH-r 
Cramwcll   Sam   H-f  c 
Eakins  J  Wm-I  c 
Kimtnel  I   L-1 

SlanlCT  &    Binki-fU 
S»rr  &  Tbompun— le 

Vanre  A  C-f 
Welch  I  W-^ 
While  Sen  T-l 


Trkf  If  T-«  1  e 

BODGENSVIU.E 
Headr  Z  T— f  I 
Hubbard   &   Tarfmu 

Aver— [  1  O 
Habbctd  L  C-C  1  c 

HOPKINSVILLB 
Catnpbctl  Hn  T  U-(  I 
Chapnuo  A,G— 1 1 

CrrnahxT    M    F— f 
DaltQQ  G  E — f 
Edmund!  J   T-f 

Giant  In»  Agcy  Inc— I  e 
Henry  Joustt— f 
Hiag&a  f  U   A   Son-f 

Loclvi,  Cmnmlnta  k  Co, 
Inc— f 

McDaoisl    Miai    Kate— f 

OwiIcT  John  y— f 
Pro™  J  P  Jr-f 
Wi11ac«  H  I>-f  t  e 
Wlnfrce   W     P    ft  Soiu 
Co,    real  eatate  t  la- 

Yonta  t^-£ 

U^  GRANGE 
Dmcan  R  O— f 
Bead  P  S-f 
McDowelW 
Sauer  Chaa— f  1  c 
StatT  Joaepn— I 
Snrdei  R  H— f 
Strawn  S  A— ( 
Yagw  J  T-l 

LANCASTEK 
BeaxlCT  &  Baielden-l  1 


Embrey  R  T-1  c 
Gainirs  E  C-f  1  c 
Hudioo  &  Wherrill-lc 

Sughea  M    D-t  I  c 
innaird  J  H-fl  c 
Robinion^- fc 
Robinson  J   E~( 
Swincbcad   G  B-l 
Wilfcer  C   D-l 

LAWRENCEBUBG 
Booth  S  E-f 
ChowDlH  U  V~-t 
Craln  J  fi,  Sow  ft  Co— 
"— "—  c™iB  !-t 
£  V—t 

I  H  ft  Co-( 

Moffett  John  fc-1 1 


Dant^  L  ft  Co— f  e 
KiHt  J  A— f  c 
Mactin  T  J— t  1  c 
Rubel  W  W— 1  1  e 
SpddiDE   T    B  ft   Soi 
Spaldini  I.  A— f  I  c 
LEWISBURG 


LEXINGTON 


Cliinn    Sc   r,.wwill-i 
Cochrnne  N   P— f 
Danahy  J    H-f 
He  Long  «  Treay— I 


n  J   M^  ■ 


Good  &  Co— f 
Hendley  fa     " 
Hocker  &  L_..  . 
rrvine  W   M-l 
King  St  Son  W-[  c 
Li^wls   S   H-f   c 
Lind-ay  W  V-f 
Lisle  J  L,  Tns  Agey-f 
Massie  W   K-f 
nilcy  &  Hcllmkamp-t 
Rose  I    W— f 

ShJ?p'/j'R-f 
Simrall  J  O  H— f  c 
Sloll  J  W— (  c 


LITCHFIELD 
Layman  Ike — t 
Slone  S  B— t 
Taylor  &  Ferry— f  I  c 

LOUISA 
Bickel  R  A— f 
Black  W  O—n 
BurnM  G  R—l 
Snyder  Aogmtua    t 
Wallace  FT  D  Ji-f  1  e 

LOUISVILLE 
Altmian  Alex— I 
Anry  S  L  ft  Co-f 
Batbce  ft  Caatlemn— f 
Barret  I  J  &  Son-1 1  c 
Bate  V  S— I 
Barlr  J  W  B  ft  O-f 
Belliltln  J  W  ft  Ca-t 
lell  J  S    - 


Barschaeck  L  G — I 


Brown  Olirer — 1 
Bryan  W  E— f  c 
BiJIUtt  Broa-f 


Cafpcotar  ft  Dudley— f 
Qarke  D  C-  I 
Cohen  &  Mann— ( 
Daafortb  J  L  &  Co— f 
Daria  I  T— l 
Ds*la  H  V  ft  Co— f 
Dcnnia  U'  W  ft  Co— 1 
DHJiff  ft  Son  Ceo  E— 1 
Dufan  Thoi  S  Jli  Co—i 
Dngao  ft  LaUR— f 
Uaocao   D  J — c 
Edingar  W   H— f 


Fetgnsm  (  Scott 


cBeraoo,  N07BB  ft  Broon 


____  H  W— 1 
KeodaU  H  R—l 
Knowhoa  H  B-^ 
Lang  Chaa  A— t  e 
Lang  Henri  R— f  c 
Lanfham   A   G — f 
Louinitle  Ina  0>— -t 
Lfnch  J  H-1 
Macphcraon  Sc  Co-f 
Blaneon  L  B — f 
McAiea  &  Co— f 
McDonald  G  I^-l 
MeKernan  F  L-\ 
McPhetna  W  I^-t 
Moencb  Chaa— I 
Uorton  U  T— - 
Mullen  ft  Walli_ 
Nelion  C   L-c 
Noble  W  M— 4 
N»  Alphonao  t^-l 
O'Reilly  &  Poulch— f 
Pkc  W  B  ft  Bro-l 
PhilHpi  J  E— 1 
Pirkey  Stepben — I 
Pirtle  Alfred  ft  Co— f 
Powell  Henry  J-1 
Qulnn  J  M— 1 
lUeiar  Benrr  P— I 
Kanuey  ft  O'KaIn  Co— I 
Rcutliaicr  ft  MtUet— f 


Rodman  H  t>— 1 
Rodman  H  D  ft  C  D— I 
Rotaaau  &  Hnbbard— 1 


Satten^flte  ft   BaOct— 
Scott  B  F-^-f  o"-' 
Sempl*  H  O—t 
ShaHcniia  f  I»— f  e 
Shi1liasbar>  W  J— I 

a  T  Gran*-« 


Smltb  Wn  I^^ 


leohijd    I 
mberlake 


Timber! 


Thoa  C  ft  Co 


Thomaa  O  W— ! 

ToSITtf  *  Co-f 
Truehcait  Chaa  T— 1 
UnderhiU  ft  BerlUe— I 
Vetler  J  A— f 
Viglini  ft  Co-f 
Wanner  Juliaa  ft  C*-f 
Ward  Jack— 1 
Watklni  Edw  I— f  c 
Weaver  Harry  T-l  c 
Wheeler  W'  ft—* 
Williama  Jan  E— I 


Gram  Aboct  V  C-41e 
HanUm  Wm-f 
Heinu  Rudolpb-f 
Klawert  Henry— f 

HADISONVOXS 

Dentoa  E— ! 
Elgin  W  &-t 
Ungley  S  D-f  1  e 
NeXett    Earaeat-i 
Oibonie  E  B-t 
WhittinghiU  R  T—f  I  c 


AnderaoB  C  A— 1 
Boai  T  D-l 
Brand  ft  Wyat*-! 
Brand  W  l^ 
Coabr  A  D-l 
Emcraoa    Hale  ft    Waad 
-f  I  c 


yidjl^ 

eir  E-« 
n  a  E— I  c 


Sheltoa  H  C-f 
Smith  L  R-f 
Uaber  ft  Wj1|hl-i 
Vaughaa     ft     Parkhi 


YAVSyiLLB 
Bnrke  Harrr-J 
Chenoweth  B  P-1 
Curran  H  C-t 
Ellin  J  W— I 
Everett  J  C  4  Co-I 
l-limin.  John  T-l 
Key  VT  noHoa-l  1  c 
Mo'rii  Al-1 
O'Donnelj  F  P-( 
O'Donneli  Jofan-I 
Parker  I  &-I 
Pearcc  k  pro— I 


fftmX'^  ♦WKTSr-^lWn/qof. 


Wnirnliitn  C  L—t 
Solccr  Cotdot-i 
Wxlraorth  Catt-t 
WaUaa  IF  hCm-t 

w*f4(T  vr]t-r 

lUDDLBSBOBO 

nnniid  W  J-l 

Skct  ft  Milki-f  • 

lODWAT 
Cccor  R  Q— ( 
Cosu  ft  C»-l 
Hitcbdl  G  W-f  1 
Pojnter    H   C-(  I 

HILLEBSBUKGB 

Atleo  G  S— f 
Allen  Surord— I 
Collier  Pealed 
Cnj  J  B— f  1 
jDhQHn   Geo— f 
UKTllle  Hcr«ce— I 
UcDanlel  Jalm--f 
"■  ■         e  W   D— f 


UclDivre  t 
HcMaW 


WsddeU  T  F-f 


KoBcn  ft  Sons— <  I  • 
HOSGANnSUJ 
Blodc   Geo 
Clioper  K-I 
Collin.  WbUm^ 
Dye-  W  P-t 
Dtk    ft  Skhinei^~J  c 
Cnnn  Miit  Vera— 1 
Barne*  W  O— 1 
Hiie  F   T-l 
Jona  ft  Rnrl*-^  e 
■(■•on    Bob-1 
0'D>nieI   W    T<— '   ' 


,aiSr 


Wacsener  ft  Col 

MT.    STKBLIKG 
AiBold  StulcT— f 
Golem  an  G  E— 1 
Colenua  J  Ir-4 
Fnoch  H  K-I  I 
Goodwin  U  J-t 

HsRmaii   H  0—4  I 
Hoffioaa    Ini    AgMqr- 

HcKec  H  C  ft  C»-l 

NeabiH  Ctas  W.-f 
Bofcn  T  r-f  I  • 


HUBRAY 
Holtqa  H  E  ft  Co— «  1 
Jordui  Win— f 
ytterma  W  V—t 


NEW  CA9TLB 


Bdnnb  A  It-f 
GBltipie-  lobD— i 

TobB  T-l 


fcsi 


NEWPORT 
ISc2«n*¥A   ft   Co- 


f  cl 


\  Jr- 


Hanon  ft  Co-(  e 
tUckte  W  S— f 
flnghes    &    Crtut7-f 
Kl.pnert  Wra  ft  Co-l 
N.geT  C  W-f  e 
Riedinget    lolin— f 
Hxdinger  &    HM.-f   1 
Sthr»der  H   F-* 
VtMit  U  M-f 

NICHOIJ^VILU 
Drake  L— 1 
EMct-I  1  c 
BIdte  ft  SmHkec— f 
Hoorer  E  B-l 
Knltbl  I  B— {  I  G 
Lrae  G  W  ft  Co— f  1  c 
Semr%  Wolf  ft  S«»t.-f 
Steele  ft  Cham  ban— ( 

Wild*  TW  C— (  1  e 
Wolf  B-i  t  c 

OWBNSBOBO 
Aodenon  5  T— * 

ft  Ha7t-f  « 


a«^  \ 


W   B-l 
BBBipoi  ft  Stuart— i 
Cannon  F  A-f 
Carter  W  J  ft  Son-I 
Chiptoan  W  J-i 
CUrk  ft  McCacToll 
Driver  A  B— 1 
Field  John-f 
Field  pieman  F 
GrilKn  A  S  ft  Co— i 
tiajrei  RdIUc— I 
Hijmci  ft  Riuul1-{ 
Nicholi  ft  Piakstore- 
NieJer  ft  Harae*— ( 
Nwrii  M  L-J 
Pirriih  B  W— I 
T^rriah   W   E-1 
Rndd   C   ;  Son   ft   Co- 

Stewt  StarUnc  ft  Co- 


O^VlNCSVlLtl 
Bratlieir  O   B— 1 

Pe"r"4"G"E^  ' 
Perry  T   M-1 
Pcteia  T  J-l 


rnibers  A  I— I 

irbcT  S   I-^ 

lOne  E  G  ft  Co— f  i 


DtiHa  Cade— 1 
~       HOT  a   Burnett— f 
nan- Lackey  Realty 


Harimne  A  C— 1 
Hendrick  W  R— (  e 
Hummel  Ueeb  ft  Co-f« 
^ennincs  C  B— i  )  o 
JlcADkler  J  R-c 
UcCandlaaa  G  F-1  e 


Mu  F  B-l  e 
N«3y  A  WUte— f 
Powell  Mra  W   W— f 
Reere*  ft  Wilcra—f 
RandJa  S  T— f  e 
RakfeS  ft  SinfletooT' 


Snook  S  J-l 
Storlv  O   B— 1 

PARIS 
Bach  Hra-f 
Cleodenin  Roy— 1 
Davit  R-c 
Doyla  John  T-i 
HIntoa  W  O— f 
UcCamey  R   K— f  I  c 
McQintock  I  D-<  lo 
McClUre  ft  Clendennln- 

Mitchell  Jo»-f 
Muir  W— f 
UyaU  E  J-f 
bran  W-1 
Parriab  D  C-l  a 
Tbomaa  ft  Woodford— I 
Thonpaon  W— f  1 
Thomuin    Aonk— 1   f 
Webb  W  a-f 

PIKEVILLB 
BerhitPD-^ 
Cecil  S  U— f  1  c 
SawanU  Jaa-^ 

PRINCETON 
Akin  R   H-1   f 
Baker  W   R— f 
Dyer  G  W-1 
Gardner  D  B-t  c 
Groom   H  J-f  c 
Havthom  J  S-l 
UckMit  J  W— 1 
Ricli  C  L-l 
Hichey  T  B-f 
Walker-l 
Whitehead  G— 1 
Wood  C  M— f 

RICHMOND 
Breck  D  H— f  I  e 
Kurnaio  R  R— f 
Crooke    ft  Gre«Ieal-f 


RUSSELLVILLB 
Andrewi  C  F-* 
Claik  Geo  T-i  I  c 


Saei  J  Henry— t  e 
eCuddy  R  t-i 
Morian  E  P-e 
_lonoo  J  Cip-ll 
Trimble  ft  E«ana— f  I 

SHELBYVILLE 
ArmMrona  G  A— f  c 
"  ■■     ■  A-  a  - 


Ballard  JT  St  S 
Bryant  J  H— e 
Collier  ft  Karbii 


Maddox  Henry— f 
Middleton  Broa— f 
Morro  E  G  Co-(  1  e 


SQHEKSET 
Btrdia,  J  Poot>lM-I 

■Monaec  A  U-l  l 
-Smith  B   V-^ 

Wail  H-i  , 

*•!%  Ma,  ft  Bnwn-f 

SPRINCPIRLD 

islty  C  F— 1 
usii  W  M— f 
ike  B  D^f  I  c 

Jt^r^i        Whartoo-f  1 

-liTniin    W    R— f 


Fester  Hay^.r 
Ne*l,nd   6   mU 


Hendenoa  W  K-lc 
Mavity  John  S-l  c 
•^rfcer  A  H— ( 
William  Geo  T-f 
WlbonR  ti-i^ 

VBKSAILLBS 
^trrjaaa  J  H-f 
Bohannon    B    H— f 
Browniu  C  M— t 
Buford    Troymu-^ 
GraT  John   M-5 
Naah  4   Honter-f  c 
Pnee  D  B— f 
Smith  G  H-f 
Sublett  Jai  L— I 
McMillii")    W-1 
M«k  ft  C$iM™-i 


Ward  h  A-,  , 
Waaion  D  E— f  1 
Wllliama,   Sm'  "     " 


I  K-f  I 


Buckotr  Min  Sanb  : 
Buth   V  W-f 
Evani  Lee— I 
Garner   ft   Pitcb-f 
Hodskiai  J  C-i 


Smith  J  H— f 
Smith  W  G-1 
StroHiaao  W  H-~f 
Sirother  G  W— f  c 
Tliompiion  David— f  I 
Tracy  ft  Slokely^-f 


INSURANCE   AGENTS— LOUISIANA. 


LOUISIANA 


LEON    IRWIN    &    COMPANY 

Insurance 

73tt-73S  Union  fit.        i,ont  Dictance  Phone  S8S         New  Orleans,  ba. 
FIRE  AND  CASUALTY  INSURANCE 

AcddMt,  Plata  QIau,  Eaphiyen',  WoffcniMi'i  CdlecUve,  Elcvaton,  Pnblk,  V*u^  ud  Oenend  Uabaily 

SUUB  BoDer,  Bnr^uy. 

All  lo  cmdhuiIm  r«M«i«ul«J  by  ai 


atr  of  New  Vork 
Watbiagum  Pin  of  Seattle 


Secnritr  of  New  Haven,  Conn. 
National  Lumber  of  Buitalo 
Adirondack  of  N«w  yoHl 
Lumber  Iniunmce  Co.,  of  N*w  York 
Frankfort  Accident  D 
New  York  Plate  Gl 
United  Statca  Kdelltr  and  Gnarantee  Co.  of  Bi 
BEST  FACIUTIES  FOR  HANDUNQ  MANUFACTURINa  RISKS 


ork  Plate  Glam  In*.  Co. 


UcPhoioa  D  L— f 


cCle^on  £ 


Dallon  IL  I"^! 
TeSt  Daltod-f  I  c 


BATON  BOUGB 
Balei  W  P-1 
BUon   Rouge  Ins  AfCT 
Bird  &  Rosi-f  I 
Brady  &   Smith— f  1  c 


■ridge  A  E 
kittCcb  Ini 


H.n  S  M  i  Son-t 
Knoi  Mrs  L  B—l  e 
Mayer  &  Ami.^f  1 


Tomer  Bwnii 
Waller*  T  I^ 


CLINTON 
Fori«Mer  H  H— {  I 
Hine>  W  C-f 
White  Jno  A  Ji^ 

COVINGTON 
Nnwm  ft  HeDei— 1  I  c 
Seart  G«0  B— f  I  e 


CROWLEY 
Hra  A  U—t 

i.rowiej  1di  Aicy,  Ltd- 

Hugbei  W  E— f 


DQNALDSONVILLE 
Colomb  LA*  Son-f  I  c 
Simi  S  N-f  1  c 


tic 

Moorman  ft  Gtra^^t  I  o 
D'Niell  R  B-1 
Farkerion  J   R-l 

HAUUOND 
Chvmdl  L  U—t  c 
Hammond      Fire      Intnr- 

Herbert  Harry— I 
Irigh   H   R~f 


HOICER 
Gill  GG— f 
Gladden  F  I-l 
Kennerly  C  J-l  1 


r  C  J-l  1 

T_J-4 

r  K-~f  I 


xgat  A«cy— f 


JEANNETTE 
Bracer  A  RoUn— fc 
Jeanoetle  Fire  Ini  Agcr 
Hont  ft  Credembera^ 
Bonne  S  B— f  1 

JENNINGS 
Bnfnerd  A  C— f 
ClaTton  D   B-1 
Haber  G  W-f  I  e 
Hoac  ft  BII»-I  c 
Loopkio  W-f 
Morae  C  S-l 
WUUaMn  H  U—t  I  c 


LAKE  CHARLES 
Banker  W  K— f 
Ctaavaane  Field  Co— (  I 
ChBTanne  Ina  Agcy-<  c 


LAKE  PROVIDENCE 


EgtUr  A  C-I  c 
EnllT  A  C  ft  Co-f 
KmTer  J  M-c 
Hamley  &  Stein   1 


Warrick  L  W-l 

MANSFIELD 
McFarland-f  c 
Sin«leian  W  E  IniAtcr 

UINDEN 
Holmea  J  I-f 
UcDonarai  W— [ 
HtUer  R  H-l  c 

UONROE 
ADtUn  ft  FriBell— f  I  c 
Barrtager  V  C-! 
Grere^  Petrie— f  c 
Hill  ft  Rnffin— t 
lonet  J  Sbaw — 1 
Srker  ft  Specd-flc 
Smith  W  L  ft  Co-le 
Trowidale  A  UcReyaoldi 

Youof  J   H— I   c 

ICORGAN  CITY 
Bibbini  Cbai  A-f  1  c 
Paddock  I  W  ft  Co-f  I  e 

NEW  IBBBIA 
DaTi*  Alphonie— I 
Gnidry  ft  Landry— f  1 
Unmy  ft  Smitb— I 


NEW  ORLEANS 
Baumcarden  ft  B«ll— f 
Bayie  Joaepb-J 
Black  Chaa  H 
Brand  W  A-c 
BrattD  Max  Co  Ltd— 1 


Cook  W  H— f 
Crewat     AdjnMmcat     ft 
Inspection  Co— f  c 
Crump  JT  Beni— I 
D'AEnin  Adolph  Co  lAt 


EMERY  I  KORTM 

OENERAL  AfENTS 


0.inWitj  1  tmrmlT^MM. 

144  0arend*l«t  St. 

Emcr7  R  I^-^ 
Enatla  ft  Conway— f 
FinUy  R-( 
Frederick  ft  PUfrei^-f 
Prr  P  H  G-f 
Galla^er  P^-f 
Gillnte  D  G-l 

Godchanx  ft  ICol 

GoldamithJ  M— 1 
Greene  J  W-l 
Gresory  McUardo  ft 

Bamillon  B  J— I 
Harper  W  Y-f 
Harrey  Jas  A— f 
RoUinnworth  J  S— I 
Irwin  Leon  A  Co— I  c 
Irwin  A  G^i^fin-^  e 
Janirter  Chat    t 
Jantler  ft  Lee — I 
Kaufman  H  S-f 
Kauiler  Geo  S  Lt4-I 
IGteben  J  D  ft  Bni— f 
Konmarer  M  D — f 
LoBlane  A  Railcr— [  c 
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GEO.  S.  KAUSLER,  President. 
C.  S.  MATHEWS,  Vice-PrM. 


W.  R.  P.  HUEY,  8«cj-Tnm. 

R.  CURTIS  MACT,  Mgr.  Marine  I>«PU 


GEO.     S.     KAUSLER,     Ltd. 

General   Insurance 

307    CABOKI>£IJST    STBBST  NKW    ORLEANS,    liA. 


BXPBBSBVTUre 


PhiBBiz  larannM  Oo.  of  Hartford  LiTorpool  ft  Loadon  ft  Globe  of  Vow  York 

JBtna  iBenraneo  Co..  Hartford  Equitable  Fire  and  Kariao,  ProYtdoaeo,  B.  L 

Boottiali  TTnion  ft  HatlOBal  Ini.  Go.  of  Sdiabnr^b  United  8t«tei  Uojdf  dUrine),  General  A^ata 

Oennaa  Alliaiiee  Inavraaoo  Aes'a  of  Hew  York  St.  Panl  Fire  and  Marino  (Marine),  Minn. 

H.  D.  RICHARDSON,  President 

CRESCENT  ADJUSTMENT  AND  INSPECTION 

COMPANY 

342  CARONDELET  STREET,  NEW  ORLEANS,  LA. 

Adjustments  and  inspections  for  companies  in  all  Southern  States.  Over  ten 
years'  experience.  References:  Prussian  National  Insurance  Co.  of  Germany, 
Commerce  Insurance  Co.  of  Albany,  N.  Y.,  Lumber  Insurers  General  Agency,  N.  Y. 
Special  Hazard  Adjustments  our  Specialty. 


Le  BLANC   A    RAILEY, 


814  Gravier  Street 


LTD. 

New  Orleans,  La. 


Globe  db  Rutgers  of  H.  Y.  (for  La.  and  Miss.) 

Stujrresant  of  H .  Y.  (for  La.  and  Miss.) 

Firemens  of  Newark  (for  La.) 

Standard  Accident  of  Detroit  (for  Southern  La.) 


LEONARD  L.  STERN,  Auctioocer 


CHAS.  B.  STROUDBACK 


STROUDBACK  &  STERN 

MEMBERS  OF  THE  BOARD  OF  AUCTIONEERS 

Insurance,  Auctioneers  and  Real  Estate  Agents 

322  BARONNE  ST.  Telephone  674  NEW  ORLEANS 

Reivcieiitins  some  of  the  Oldest  and  Strongeit  Fire  Iiuorance  Companiee  In  the  Wotid 

1X>SSES  ADJUSTED  AND  PAID  IN  NEW  ORLEANS 

VfUl  nef otiate  deab  in  and  out  of  this  State  with  promptiMss  and  on  satisfactory  terms.    Consignments  of 
all  daaaes  at  Real  Estate,  Stocks  and  Bonds  soUdted  to  oe  sold  either  by  auction  or  private  sale. 

FURNITURE  AND  OUT-DOOR  SALES  OF  EVERY  DESCRIPTION  PROMPTLY  ATTENDED  TO 
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J:  D.  KITCHICN 


W.  H.KITCHBN 


J.  D.  KITCHEN  &  BRO. 

GENERAL    AGENTS 

TEXAS,    LOUISIANA    AND    MISSISSIPPI 

RSPRBSBNTIMO 

Teutonia  Insurance  Company  of  New  Orleans 

Providence-Washington  Insurance  Company  of  Providence 

Virginia  State  Insurance  Company  of  Richmond,  Va. 

Virginia  P.  &  M.  Insurance  Company  of  Richmond,  Va. 

7U-U  Hibernian  Bank  Buildings      NEW  ORLEANS,  LA. 


LA. — New  Orleans, 

Con. 

FRANK  L.  LfiYY 

GmSlAL  AOBMT 

Equitable  Life 
Assurance  Society 

of  tiM  United  States 


LoaUUna  and  MUdalppi 

AOBNTS  WAMTBD 

Low  C  F-f 
Lunt  J  W— 1 
Wurdo  <k  Gregory 

McEnry  &  Parka— 1 
McGehee  Scott  &  Co— f 


TieUTenmoitLNVim 

I  Hole  lis.  61. 

Embraces  the  States  of  Texas, 
Louwtana,  Mlnsiwlppi,  Ala- 
bama, Georgia,  Florida,  Ar- 
kansas axul  Oklahoma. 

CLARENCE  F.  LOW,  Mgr. 

J.  G.  PEPPER,  Aflst.  Mgr. 

THOMAS  H.  ANDERSON, 
Deputy  Asst.  Mfr. 

McHardy  G«o  G— t 
McLean  Horace  P— 1 
Marks,      The      Ferd 
Ins  Agency,  Ltd — f  c 
Mendes  A  &  Co— c 


Mattsnell  E  S— 1 
Monrose  L  &  Sons— f 
Moore  L  E  &  Co— « 
Moss.  The   Hartwig  Ins 
Agency,  Ltd— f  c 

W.  L  Nelson  &  Co. 

GENERAL  AGENTS 

FIRE  INSURANCE 

Hibsrnia  BIdg. 

{See  Memphis,  Tenn*) 

Noll  &  Langbehn 
Nores  &  Boyle— 1 
Oglesby  J  T— 1 


Owsley  H  F— f 
Parker  R  Be 
Pescay  C  H— f 

Peter  F.  Pescuri 

PIRB  INSURANCE 

StMB  B^l«r  iBsw 
Sarsty  Bonds 

kqioywi'  Uskffitjr  a4 


SIS  ORAYIBR  5T 

Pesson  A  O— I 
Prerost  James— f 
Richardson  H  D — f  c 
Rose  Dan  A— I  c 


▲vo.  Hbzdbivhbim,  Prtsidcnt 


Cx.AJLBNeB  I«ioir,  Viee-PreBldcnt 


Jos.  8.  I«OBB,  Secretaiy  and  Treasurer 


THE  FERD.  MARKS  INSURANCE  AGENCY 

(LmZTBD) 

918   Gravler  Street,    New   Orleans,    La. 

Representing  the  Following  Companies 

Xgoodon  a  I«anoashire,  Norwich  Union,  Royal,  Hambttrg-Bremen,  German* American  of  N.  Y.,  Niagara 

Caledonian,  New  Hampshire,  Virginia  Stati     ~ " ~ 

New  York  PUte  Glass,  mdelity  and  Casualty 


Caledonian,  New  Hampshire,  Vixyinia  State,  Virginia  Fire  ft  M.,  Northern,  Dixie,  Michigan  Cooimefdal 

i,  Fid(  " 


P.  O.  BOX  165 


SPBCIAL    PACIUTIBS    FOR    HANDLING    LARGB    LINKS 
CORRBSPONDBNCS  SOUCITBD  LONG  DISTANCE  THONB,  MAIN  SM 

MBMBERS  OP  THE  N.  Y.  FIRB  INSURANCE  BXCHANOE 


Albert  Godchaux,  Prcs. 


A.J.Miotoii,  Sec'y-Tresf 


GODCHAUX  &   MIOTON,   Ltd. 

327  BARONNE   STREET*   NEW   ORLEANS,    LA. 

GBNBRAL  AGENTS,  Mississippi,  Louisiana — United  States  Casualty  Co.  of  N.  Y,;  Llojdt 
Plate  Glass  Ins.  Co.  (for  Louisiana). 

RBSIDBNT   AGENTS— Liverpool    &   London    &   Globe,   Ro3ra]    Exchange ;    Virginia 
P.  &  M.;  Commercial  Umon,  London;  Jefferson  of  Phila.;  Spring  Garden,   PIuIl 
German  Alliance;  United  States  Fidelity  &  Guaranty  Co. 
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Hartwif  Mom,  Pres. 


W.  Irrinc  Uom,  Sedy 


The  Hartwig  Moss  Insurance  Agency,  Ltd. 

220  Baroone  Street,  New  Orleans,  La. 

Fire,  Marine  and  Casualty  Insurance 

RSPRSSBNTINO  THB  FOLLOWING  COMPANIBS 


North  British  and  Mercantile  Ins.  Co.  of  Sncland 

North  BiitiBh  and  Metcantile  Ins.  Co.  of  New  York 

Son  losttranoe  Office  of  London 

Palatine  Insurance  Co.  of  Bngland 

f\^ngtMA  Fire  and  Marine  Ins.  Co.  of  MassachoaetU 

Qneen  Izvorance  Co.  of  America 

Camden  Fire  Ins.  Ass'n  of  New  Jersey 


Commercial  Union  Assurance  Co.  of  London 

Providence  Washington  Ins.  Co.  of  Rhode  Island 

Alliance  Insurance  Co.  of  Philadelphia 

Teutonia  Insurance  Co.  of  New  Orleans 

Sun  Insurance  Co.  of  New  Orieans 

New  Amsterdam  Casualty  Co.  of  New  York 


GORRESraNOENCE  SOUCiTEO  WITH  AGENTS  OB  BROKERAGE  FIRMS  GONTROLLING  lOUISIANA  BUSINESS 


Ross  J   A— f 

Rowland  &  McRedmond 
St  John  Ed— c 
Saunders  H  J— 1 
Sdmabel  E  C— 1 
Shelby  &   Co  Edwin  F 
Shelby  Edwin  ft  Co-4  c 
Sherwood  Ralph— 1 
Simmons  E  L— 1 


Westfeldt  Bros— c 
Whaton  T  D—1 
Wilcox  Peck  ft  Huffh< 

Wright  E  Er-f 

OPELOUSAS 

Estorgr  ft  Dnnbai^-f  1 
Heally  J  J— 1 


Waller  J.  Ferguson,  Pres.  William  J.  Hardin,  Vice-Pres. 

D.  R.  Buchanan,  Treas.       John  P.  Cssey,  Sec'y 

MARSHALL  J.  SMITH  &  CO.,  Ltd. 

Conpanles  Refveasnted 

Insunmce  Co.  of  Nortn  America,  Firemen's  Fund  Ins.  Co., 
Sl  Paul  Fire  and  Marine,  Boston  Insurance  Co^  Providence 
Washingtun  Insursnoe  Co.,  l^nUiamsburg  City  Fire  Ins.  Co., 
Orient  burance  Campanv,  Western  Assurance  Company, 
London  Gusiantee  ft  Aoddent  Co.,  Sea  Ins.  Co.  of  Kngisnd. 

ISOS  BARONNI  ST. 


Sporl  C  A— f 
Stockdell  F  C-4 
Strondback   ft 
Swayze  C  0— c 
Vreeland     ft    McCdOAcIl 

Wellborn   Brot-4  c 


La  Combe  A  I^-f  1  c 
Isacks  Leonard  S  ft  Co 

-f  1 
Stewart  A  D — ^1 

PATTERSON 
Kleinpeter  A  S— f  1  c 
Morey   B  J-4 


.»  Lilinltecl 

513  CARONDBLBT  ST.,  NEW  ORLEANS 

Qcocral  Agents 

Maryland  Casualty  Company 

General,  Accident  Fire  and  Life  Assurance  Corp.,  Ltd. 
Mississq^       Louisiana        Texas 

Fiddlty  and  Deposit  Co.  of  Md.,  For  Louisiana 
EHPLOYESS*  UABUITY.  WORKMEN'S  OOILEITIVE  SURHY  BONOS 


PLAQUEMINE 

Delacroix  Agcy  The— f  1 

c 
Dunlap  J  E  ft  G  T— f  1  c 
Grace  A  K  &  Co-f  1  c 


RAYNE 

Duelos  A  J— f  c 
Holt  Jr  R  C-{  1  c 
Chappinst  A  S 

ROBEUNE 
CaldweU  J  H  ft  Son-f 

RUSTON 

Lewis  &  Duncane— I  e 
McElroy  G  A— f 
Pctrie  G   A— f  1   c 

ST.  FRANCISVILLE 

Forrester  W  T—  f  1  c 
Leake  R  M-f  1 

ST    MARTINSVILLE 

Bruillard    E-f 
Labbe  T  I-f 


SHREVEPORT 

Annirs  W  C-f  1  c 
Boaenheimer  H  ft  Sons 

— f  1  c 
Chase     McFarlin      Ins 

Agcy— {  1   c 
Dreyfus  Ins  Agcy — ^f  c 
Emery  Robt  R— f 
Ford  Wm  M— f 
Kerlev  S  N  ft  Son-f 
Luenford  W  R— 1 


Marburg  Waltei^-I 
Penick    Ford   Ins    Agcy 

— f  c 
Prescott  H  H— I  c 
Ratcliff    Bros.— f 
Seay  W  £-1 
Slattery  R  A— f 
Smith  ft  Bransford — ^f  c 
Van  Lear  ft  Ector — i  1  c 
Walker  ft  Bonrquia— f 
Winter  Wm— 1 
Williams  W  H-1 


SLIDDELL 

Hailey  E  F— 1  c 
Liddle  C  M-l  1  c 
Salmen  F— I 


THIBODAUX 

Conlon,  Brand  &  Conloa 

— f  c 
Sharer  C  P— f  c 

VIDALIA 

Boatner  ft  Maycr-4 
Campbell  ft  Co— f 
De  Lap  ft  Roundtrc*— 1 
Elam  S  L— c 
Ronndtrec  J 


WASHINGTON 

Bailey  J  W-f 
Carriere  J  G— f 
Crawford  Wm  M-l  1 


WATCHITOCHES 

Benzeal  W  P-^ 
Tucker  Jas  fi— f  1  c 


MAINE 


AUBURN 

Ballard  S  K— 4 
Bridgmaii  H  A— I  c 
BrookaEdwin  Ij-c 
Garcelon    C  E— f 
Harv«y  Ray  Ijr*.  * 


HutchittMm  J  P  Ik 

Knight    John    S-4 
Lord  W  Freeman— 1 
Loddcn  F 
Miller  & 
Nudd  C  _  ^    ^  , 
PaysoB  C  B-l  1  e 
Rtcker  M  F— 1  c 


VcrrUl  Geo  W-c 
VerriU  Harry 
Watson  Murray 
Webber  H  ~ 


B-lle 


AUGUSTA 
Beck  T  W— f  1  c 
Boothby  W  G— f  c 
Blaisdell  C  H— f 
Downing  C  S  ft  Son— f  e 
Downing  C  S-i 
Heath  Henry  A— I  e 
Heath  ft  Langttoa— I 
Macombcr,  Farr  ft  Whit- 
ton— f  1  c 
Merrill  Geo  W-f  1  c 
Newbert  E  E— 1 1  c 
Turner  E  S-^  1 


BANGOR 


Baker  ft  Hodge — ^f  1  c 

Black  Bros. 

Blake,  Barrows  ft  Brown 

— f  1  c 
Boyd  J  H— f  c 
Bradford  W  H-f  1  c 
Bright  Joseph  M— ^  1  c 
Buzxell  A  S— 1  c 
Byrnes  P  J— f  1  c 
Carleton  F  A— 1  c 
Curran  Wm— f 
Dunton  C  R— 1 
Fairbanks  H  N— 1  c 
Finnegan  James  P  ft  Son 

— f  1  c 
Gallagher  Hugh  T— f 


Hawcs  C  T— 1 
Higgins  Leon  F— 1  c 
Kirstein    Louis    ft    Sons 

f  1  c 
Lord  Henry  &  Co— f  1  e 
McClure  J  W— f  1  c 
Palmer  W  W— f  1  c 
Pearl  ft  Dennett— f  1  c 
Pember  ft  Carter— I  1  e 
Reed  W  S-1 
Rooney  Lawrence— 1 
Singleton  J  F  ft  Co-f 
Sterens  B  W— 1 
Stewart  Charles  M— I  1  e 
Taylor  W  R  ft  Sons-1 
Tyler  Fogg  ft  Co— f  1  • 
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BAR  HARBOX 
Aiutln  L  A— 1  e 
Bnnlll  Cliu  C  ft  Sm 


Eddr  R  H-l 
Hid!*!-  F  1^1 
Kingifer  S  L  a  Co-(  i 
Lynom  K  C  &  Co-i 
Marcry'i  C  E  &  Co— e 


BATH 

Cobh  &  Slevem—f  I  c 
Croibv  E  S  Co— f  1  o 
DfBke  J   B  4  Soni-I 
Haiuon  H  W-1 
HiDcL-ler  F   l-f  e 
HtHlsdon  H  Q-f  1  c 
HumphrcTI   D  M-f  C 
Knowlton  J    R— f  c 
Udjard  Owen  J— t 
MiKwell  H  D  &  Co— I 
McLelUo  J  Houghlon- 


BRISTOL 
CbimbcrUio  H  H-f 
Gunafe  E  W— ( 


BRUNSWICK 


Small  Frank  A-*  c 


Sargent  Chai  a—t  1 

BERWICK 
GON  R  W— f 
Hare*  E  H-^ 
Smitb  S  B— f 
Spencer  W  D— ( 


Carter      Buldiinaon      i 

Co-f 
Goodwin  Harr?  B— f 
Hoplrina  E  A— 1 
HalchinKm  H  G— f  I  c 
Keiihller  ]  W-' 
LeiTenr    Albert— 1 
Hoorc  DaTlaa  T--f  I  e 
Randall  Tobn  W-f  s 
Renonf  N  P-t  I  c 
Suplei  L  E— ( 
Twoner  I  F-I 
Wenumlh  G  N-l 
Woodmui  H-l 

BOOTHBAY  HARBOR 
KenolMoD  G  B— f 
Kntaht  I  Ed-f  1  e 
Uaddoeki  Scwel  T- 
Hathewa  B  C— I 
One  Thaddena— 1 

BXEWES 
But  B  B— f 
Dunn  P  H-l 

Fiord  H  N— 1 
Preeman  H  A-l 
Gilbert  G  B-l 
Goodwin  G  D— 1 
Higgins  L  F-I  c 
Ulfier  E  I'-e 


Warren  Edward-f  t  e 
CALAIS  • 
Aihltr  ft  St  a«ir— f  I 
"swnea  *  Curran- f  1« 
nwler  (d  Gardner— f  1 
„artford  H  E— I 
Lee  J  A  ft  Soo-f  I  c 


CAMDEN 
Allen  Geo  E-i  1  c 
Hiller  C  K  ft  Soo-f  I 
Talbot  Geo  H-f  I  c 
CANTON 
ardioo  O  U-f  1  c 
CARTBOU 
Burett  M  A— I 
Brown  Rw  L  M— ! 
Garden  A  A—t 
Hall  W  B-l 
Lumben  W  R-f  I 
Foweri  C— t 
RoH   C  F-f  I 
Sbaw  R  A-^  1  c 
StadiK  A  J  G-( 

CHERRYFIELD 
Campbell  F  I  4  Co-f 
Patten  F  E— 1  c 

DEER  ISLE 
Conar;   H— 1 


BBIDGTOH 
Abbott  Gnct  C— I 
Bennett  Soulle  L-l 
Cbadbnmc  J  A— I 


Green   E  A— I 

Gron  P  A— f 
Haikelt  P  D-1  c 
Spofford  E  P— f 

DEXTER 
Gonld   W  B-f 
Tudkliu  W  H-lc 
Shtpberd  ft  Dow— f 
Spnngall  A  A~l  1  e 
Waldrgit  L  B-f 
Wyman  C  H-l 

DIXFIELD 
.__  ,ow  J  S-f 
Tra«k  J  tL-t 

DOVER 
^nderHln    B   B— t 
— D    E-c 


Bradlafa  Scott  P-4  1 


>wett  Jeffei 
ValdeE  S- 


ELLSWORTH 

ill   F  C-f  1  c 

Cunninibani  I  A-^ 
"-•-lea  M  E—f  It 


FAIKFIELD 
CrnmBiait  C  H— I  c 
McFadden  Co— f  I  c 

FARUINGTON 
Currier  Geo  M-f  I  c 
Dingier   E  H-f  1  e 
Knowlton  N    R-t  1  c 
Tucker    Arthui — 1 
Voter  FE-Ilc 

FORT  FAIRFIELD 
Auftin  E  E— 1 
Dinimore  C  H-4 


PORT  KENT 
George  I 

-  ..  V-1 ' 

SaVTO'  U  A-1 
Thit^deau  Paul— f 

FREEPORT 
Pinkbam  E  E-(  1  < 
Skillmg*  Carroll— f 
SouirW  H 
Studley   W    F-f 

FRYSBURG 
Uenil  a  Dreaio^ 
Tarboi  W  R-f  1  c 

GARDINER 
Bailer  Aacuatn*— f  e 
Chaw  A  G-f 
Dantorth  P  A—t 
Glau  F  H— f 
Grant  V  G— f  I 
lordan  Aug  H— (  1  e 

UUKT  Joiiah  Sooa-f  1 


Carte  C  E—f  1  c 


HALLO  WELL 
Beane  A  Beano— {  c 
Hercfaant  L  D-f  1  c 
Otla  S  G-t 
Ferrr  W  H-f  1 
Safford  Geo  A-f 


GoodtH  Geo  W-f 
LearT  Jobn — ( 
Page  Oiaa  W-l 
Pierce  Hentr— f 
Pomcror  E  1— f 
Miller  C  U-f 


Gentle  Geo  S  Co  Inc 


JAY 
Allen  H  H-f 
Bartlitt  C  G— f 
Krei  L  G-t 

JONESPORT 
Hluckler  C  S-f  I 
Manafitld  G  F-f 
Maaafidd  Lee  E-I 


Dane  W   I^-e 
Fairfield  E   A-1  c 
Rlcbardaon  A  A— c 

KENNEaUNKPOXT 
Couiena  E  fr  Saa»-t 
Fletcher  L  E— I 
Huff  Chat  O— I 

KITTERY 
Clarkaon  F  T— f 
HaTCi  C  L— f 
Mitchell  Honee-I 
Sbaw  Tnatiii— t 
SlaCT  Fred- f 
Swttt  J  H-f 
Wnaon  Geo    O— f  c 

LEWISTON 
Brooka  P  W-l 
Campbell  J  Z— f 
Cronin  Peter— f  e 
DBTOclier  Hector— f  I 


Gaitongnar  A  T — f  e 
Gauvin  Henri-I 
Gledhin  Tboaaa-1 
HoaUoi  Geo  H— <c 

Kin  JoMDh-l 
hance  Loaio— 1 
Langtn  E  P-1 
Uctle  H  C  A  SoB-f  1 


VeSrter 


Staple*   ft   Dw- 


laek  Lonla  A— f  I  c 
Stager  R  F— f 

LIVERUORB      FALLS 
Allen  H  H— f 
Battlctt  C  G-f 


LUBBC 
Caac-I  W~l 
Coggfaia  S  H— I  c 
Graj  HJ-l 
Hitrina  Wm-   - 


!5:/" 


MACHIAS 
Albcc  T  G-f 
Crane  F  T— f  c  I 
Corti.  D  A-1  f  e 

Lragf ^ow  P  H-i 
McFaul  A  D-c 
Parlin  W  B-c 
Talbot   E   E-c 
Ymng  Seth-e 


INSURANCE    AGENTS— MAINE. 


MECHANIC  FALLS 
Bocknun  J  A  A  Co-I  1 
GoUmmn   F  A— I 
MiUett   Fnnk  A— t 


Jordu  Fred  B— 1  c 


Hccbncr%r  J-f 
Morpt.  S  J-1 
K«d  HuTT  B— I  f 
Siuriu  Geo  W— f  1  e 
SicTcni  CliatOD  C— f 
VifOMa  E  E-f  I  c 
NEW  CASTLE 
Taker  »  WeiuUad— (  I  < 


NORWAY 
H«R   F— fie 
Hon  G  R'-l 


Killer  D— 1 
PoUud  W  B-t 
RioC  H   E-] 


R«d  Edwin  A— I  • 


B«ler  Scott  G— 1  e 


Leird  Robert  S— 1 
Libbr  K  CutlB^  c 
Lotbit  A  Blihop — I  c 
Lorinc,    PreMin    Son   ft 


He  Donald  Thoa  E— I 
UoStI  I  A-^ 
Moore  Willie  De  C— 1 
"     ie,    Parua   «  NofM 


Snow  H  A— 1  c 

StB^IIar^  T--I  0 
SwMej  J  T— I  c 
■'cnay  Chai-1  c 


*  Ennne 

»  M  &-H 


ilracWett  E  J— 1  c 
Bradford  W  H— 1  c 
BradkT  ChM  A— I 
BruDcr   F  U— I  c 

Btrant  J   B — 1 
hum.  t   S-l 
Cheney  Charlea  E— I  « 
Qoagb  H  R— 1  e 
Conar.  A  I^-c 
D«in  Frank  N— I  c 
Derker  E  E— I 
Dewey   Gcoroe  P— 1 
DooleT  JohnT— !  e 
Do*  i   Mnkban»-f  ■ 
DonUp  C  F— 1  0 
Dunn  Cbu  Jr— I  e 

Elwell  Shermanl— c 
Plahcrtv  Thoa  H— I 
Poller  H  G~^  c 
r«uld   Hanrd— I 


RANGELEY 
Fnrbiab  H  A-f  1  e 
Herrick  E  1-4  1 

RICHMOND 
Hall  Wm  T-f  e 
LoTelt  G  O-t 
Newell  C  D-( 
landlette  I  W 
oulhard  T  ]-c  t 

ROCKLAND 
Icnner  T.  W  A  Co~l 
terry  E  W— I  I  c 
lird  Maynard  S  &  Co- 

BarioD  Wm  J-1 


Cooper  John  F-l  e 


Meierre,  C  E- 
Millfr  Frank  T! 


_o  E  C  it  Co— i  J  ( 
e  Arthur  1^-1  c 


RUMFORD  FALLS 
Cnrtla  Ralph  A— (  I  e 
Elliolt  H  L  A  Co-t  e 
Longlar  John— I  t 


Lnreior  E  L  Aft-f  1 
Rnmford  Fall*  la* 

Vc^hTl  H-i  t 


PrebU  Edmrd   1^1   I 


Wricht  D-1 

SAMAKISCOTTA 
Chapman  D  W  Son— f 
Chapman  L  H— 1  c 
ST.  GEORGE 
Allen  W  I^-f 
Sheerer  W  E— f 

SANFORD 
Batehelder  Broi— '<• 
Chaw  Geo  P-fc 


Perklai 


E  E  A  Co-11 


_  .  .11  Peter  F— I 
Sagamore   Heallh  A  Ae. 
ddent  iDi  Co-a 
5KOWHECAN 
Qereland  Alton  H — t  1  c 
Dinimoie  A  Blckford-t 
Foliomjone*  Chat-f  1  e 
GriBin  J  C—i  1  c 
fackaon  Rupert  E~l 
PenneU  F  P-f  Ic 
Wentwotth  Herbert— fie 

SOUTH  BERWICK 
Divii  R  H-f  I 
Harrltr  M  B--f  c  I 
Meraom  F  U-f 


SOUTH  PARIS 
Tolman  C  E  ft  Co— 4  1  c 
Wheeler  W  J  A  Co— f  I  c 
SOUTH     PORTLAND 
Derwiat  Y   1^1 


n  W  E 


Spear  W  T-f 

SPBINGVALE 
Frank  Leoiv— I  c 
Sanborn  W  E-f 

STONINGTON 
Cirter  E  J-< 


Cart  T  A  A  Co-f 


VASSALBOHO 
Ar«r  H  D  B-f 
Barrowi  E  C— I 
Bradter  W  3-f 


VINALHAVKH 

Boman  C  E— f 
Gledden  D  H-I  f 
LIbby  A  Stnbom-flo 
Manioa  Mr*  A  C-^ 
No™  C  F-f  1 
Roberu  H  H-I 
Wbhe  Frank  M-l 

WALDOBOKOUGH 
nnteatoB  B-4  e 
Howard   lai  AcaBCj— fc 
Mfller  S  L~f  1  s 
Richardi  Wm  A— f 

WATERVIIXZ 
Allan    Cfaaa  A— I 
Bartlett  M— 4 
Boothbr  W  A  R-t 
Boothby  L  T  Soa  Co— 


Drummond  A  U  &  Co- 

Fttel^J  B  ft  Co-l« 
Uathewi  (.hai  K  ft  Co 


WESTBROOK 


Boothbj  W  B— o 
Burns  T  S-!  e 
Culler  W  W-f  I  e 
Duron.   Mr.   Enmi 
Gerrish   Ctv-f 
Vewecmb    Mm  B 
Piidf  W  D— 1 

Stllei  M  W— f 
Tolman  J  H-I 
Tufl.  S  F-l  t 


WIKSLOW 
Fntler  A1bert-< 
HInIni   C   A-^ 

WINTERPORT 
Atwood  TliDuiat — f 
Lord  W  H— 1  c 

WINTHROP 
Bailer  A  H-1  e 
2en*OD  Mra  Sadle-C 
Pairbanki  F  B— I 


Wise ASSET 
Pattenon  Wm  D—t 
Sewall  F  W-! 
Tirlor  R  H  T-l 

YARMOUTH 
Allen  F  E-c 
Bradler  J  E— I  c 
Goodins  H  G-f 
HumphrCT  A  H— I  c 
Huinphrer  OF' 


INSURANCE    AGENTS— MARYLAND. 


MARYLAND 


W.  T.  SHACKELFORD 


W.T.  SHACKELFORD  &  CO. 

General  Insurance  Agents  and  Brokers 


Chamber  of  Commerce  BIdg., 


ftmikUi)  of  Philodelpliim 
FideUty-Pbenix  of  N.  Y. 
Caledoni&n  of  Scotland 
Delaware  of  Philadelphia 


iStna  Life  Ins.  Co.   (Caiualt^  Department} 


BALTIMORE,  MD- 

Spriag  Garden  of  Philadelphia 
Royal  Exchange 
German-Aiaericsii,  New  York 
Stuyvesant,  New  York 


FrecnUD  W  H-l 
Goti  W  G— ( 
Hassb  G  S-1 
BtflEcl  L  B  Ji— 1 
Bollidiy  W  M— I 
Illcbin  E  W-t 
Klmin  N   H~l 
McCoUongh  A-1 
Motj  Gro   A— i 
Randall  D  R— I 
Sbmnin  W  M-1 
Stems  L  S-l 
Stockctt  F  H  Jr-^ 

Tbooipson.  J  Gaj—t 
Wathri  F  £—1 
Wfaeitler  A  B-(l 
Wbtalliy  J  C— ■ 


Wood* 


Jd  Wm 


1-1 


AlInuBd  &  GlIlulMf— ( 
Amcrlun  Aicr  CO — f  t 
Aipclmeicr   F  J 
AtterbuTT  J  N— c 
Bildwia  A  Frick-I  e 
BilItT   &  Hocnic-I 


Barry  J  Ramur  &  Co— < 
a'^nbr  P  B-c 
Rirekbead  «  Soa-f  • 
Bitter  Omr— t 
Black*«H  C  G— I 
Blake  ;■■  H— I 
Bonnll  J  P— f 
Booet  JoMpb— I 
Bradr  &  Coburn— f 
Bureta  &    Hofi-f 
Calhcan  A  R  &  Co-< 
CheancT  ft  Wier 
Cheanui  Cal»ia-f 
Clark  E  J— 1 
Clani  Dmljr — 1 
Coale  Win  Mlia— f 
Cohen  E— f 
CreiEhlon.  Miller  R  Jr 
Cionwdl  A  Pumcll-f 
CrutchSeld  E  H^ 
Ciuiningham  Coalc  A  Co 


Dicffendfrffer  C 
DoLph  John— I 
Dcnaldlan  Edgai 


Duncan  A  E— e 
Duff  P  Skim 
Dnnl   E  B  &  Co-f  1 
Earer  Edward 
Elliott  ERA  Co-f  c 
Fankhand  A  I^-f 
Plror  G  J— e 


Fowltr  A  Co  Wm  E— ( 
■.alUsher  W  A— I 
Gardner  Harrr  S— 1  e 
Guland  Wallo^-f 
Gemand  Edward  L— 1 

Godwin  J  E— e 
Goldaboro,  Barbiok  ft 

Blamner— I 
Goldsmitb  &  Dell— 1 
Goldtkwait  W  A—I 
Goodrich  Lotili  E— I 
Goodrich  U  U— I 


Hancock  A  G— I 
Harlao  Tanei  T— c 
Hirria  J  A 
HarriaWm  B 


Hickman  Gao  S-« 
Honn  S  G— 1 
Hopkin*.      Kimbcrlr      ' 

Gwlnn— I 
Hopper  S  W  T  ft  Son 


Inalcr  John  W  P 


r  John  W 
itf  J  H-l 


Jenacti  W  C— ( 
Kaocnbcraer    J     H    ft 
Son-f  1  c 

SIS'.?  fe!. 

Klmbrrlr  Geo  U— I 
Klinefeller  Harry  F-l  c 
KaollenbcrB  B— f 
Koppelman  Qua  H— t 
Kraft  Cbu-f 
Lanber  T   P 
Laarennn  C  P— c 
Lawlord  A  McKlm— {  c 
Lerineaa  Cha.  T  Ji^l  z 
Ucklidcr  C  A— 1 
Long  EUlworth  E--f 
Love  W   H— f 
Lownde*  W  C  Jr  A  Co- 

Luckett    ft  W< 


Lurniia  ft  Co  Thsa  G— f 
MeComu  ft  Knb-i 
UcCorleT   W  S   ft  Co- 
Mclntlre  Wm  W-1 


Marihall  T  W— I 
Mart*  S  B  Co— I 
Manry    ft    Donne 


Meeker  ft  O'D 
Hdn  A  "  - 


■  A  Thompaon  Co 


aeD— f 

._ __    ft    CreigUoB-t 

Moxer  Fnnk — I 
MoaaelmaD  H  J  ft  Co-f 
New  Carl  F-^ 
Newman  J  A  Soit-f  e 
rficodemni  F  C-^ 
Pardew  H  P— I 


HARRY   L.   RIALL 


RESIDENT  MANAQER 
Fireman's  Fund  Itunrance  Co.  of  Collfomlft 
QImb  Falls  Inntrafice  Co.,  N.  Y. 

Teutonia  of  Pittsburg 

AsrlcuHnral  Inaurance  Co.,  Watertown,  N.  V. 

* — ' —  &  Munlcti  of  Oennanv 


Chambar  of  Commeroe  Building  BALTIMORE,  MD. 


INSURANCE   AGENTS— MARYLAND.  C-i 

Wn.  J.  DooDcUr  Edw.  W.  Tbaapua  Chu  E.  Addcnon  Howwd  T.  WDIiami 

Maury  &  Doonelly-Williams  &  Thompson  Co. 

~  libmiwd  IMS 

and  Bn 


General  Insurance  Agents  and  Brokers 

COMPANIES  REPRESENTED 


Bquit^lc  F.  &  H,  Ituurancc  Co. 

R.  I. 
Providaicc  WuhinctoD  Inminuict  Co. 

«  Office  ol  London. 


of  PhillLdrlphia,  P». 

uernun  Amcrion  I^»  laa.  Co.  of  Balto. 
UUTluld  Cuiulty  Co..  of  Biltimon. 


Maury  &  Donnelly  Office  BuiMlns 
Commerce  and  Water  Streets 

c."p-eTLri5«,s;„,.  Baltimore,  md. 


RIGGS-ROSSMANN  CO. 

OF    BALTIMORE    CITY 
AMBRICAN    BUILDIMO  BALTIMOH,    MD. 

National  of  Conn.  Pennsylvania  of  Pa. 

Geoigia  Home  of  Ga.  Fire  Msodation  of  Pa. 

American  Centra]  of  St.  Louis  St.  Paul  P.  &  M.  of  Hinn. 

Northern  of  N.  Y.  Phoenix  of  Conn, 
Detroit  F.  &  U.  of  Hich. 

Membera  New  York,  St.  Louis  and  Baltimore  Exchanxes. 

GEORGE   J.   TURNER  W.   D.   N.   THOMAS 

TURNER  &  THOMAS 

Insurance  Agents  and  Brokers 

CHAMBER    OF    OOMMBROE    BU  LDINO 

BALTIMORE,  MD. 

GENERAL  AGENTS  FOR  MARYLAND 

Haamer  Fin  In*.  Ca.  o)  Nfw  York  BllwiukM  BMhink*  Int.  Co.  ol  MMwagkM,  Wb. 

■•lartBca  Go.  o4  Nortli  Amerk*.  Plilli.,  P«.  North  Rtvor  Ini.  Co.  of  Mom  York 

Sm  FIrg  and  LH*  In*.  Co.  of  fiotlwnburg,  Swodon  Mflwaukoo  FIro  Int.  Co.  ot  Mllwaakto,  Wi«. 

Now  Brunswick  Flrtlnt.Co.  of  Now  Bruniwkk,  N.  I.       Alllincolnt.  Co.  otPhlla.  (Aulemobllo  Dopt) 

MEMHIt*  or   BALTIMORI   AND   NEW  YORK  INCUXAHCE   EXOIUNOES 

Fadlltiea  for  Handllnc  All  Kinds  of  liuanuicc 

LONQ    DlffTANGE    TELEPHONE 


C-72  INSURANCE    AGENTS— MARYLAND. 


B.  B.  DXJVAT^  President  CARROLL  J.  ERNSTBERGER,  Sec'y  ft  IVeu. 

Spedal  Attention  Given  to  FUoing  laage  Lines  OoROipondonoo  SoUdte 

K.  B.  DUVAL  ^  CO.,  Inc. 


Abell  Building,  South  and  Baltim(M«  Streets,  Baltini<M«,  Md. 

TBLEPHONB  CONNECTION 

Pire*   MarinCf  Lite  and  Accident 


ISTABLISHID     ISST 

.  WOLF  &  SON 

(Harry  M.  Waif) 

Insuranoe  Agents  and  Brokers 
BALTIMORE.    MD. 

NIAGARA,  N.  Y.  ALLEMANIA.  PA. 

PHILADELPHIA   UNDERWRITERS 


H.    T.    POOR    &    CO. 

Abell  Building,  Baltimore  &  South  Sts.,  Baltimore,  Md. 


STATE  AGENTS  LOCAL  AGENTS 

Firtmcii'f  insorance  Co.  of  Newark,  N.  J.  Williamsburg  City  Fire  Insurance  Co.  of   N.  Y. 

Camden  Insurance  Association,  Camden,  N.  J.  ^•^®"  '"*'  ^®-  *'  *•"*• 

t^  .  New  Jersey  Plate  Glass  Insurance  Co. 

Long  Difltanco  Teleplionc^  C  4k  P.  St.  Paul  2745 
J.  RAMSAY  BARRY  A.  PAGE  BOVCB  P.  M.  SUPPUBE 

J.  Ramsay  Barry  &  Company 

Insurance  Agents  and  Brokers 
SOUTH   ST.,  Corner  of  German,   BALTIMORE,   MD. 

AGENTS 

American  of  N.  J.  Firemen's  of  New  Jersey  BufiFalo  Commercial 

Fidelity-Phenix  of  N.  Y.  Fireman's  Fund  Westchester  of  New  York 

Boston  of  Boston  Glens  Falls,  N.  Y.  Camden  of  N.  J. 

Bu£falo  German  Globe  Underwriters,  N.  Y.  Williamsburgb  City  Fire  Ins. 

Co.  of  N.y. 
All  out  of  town  orders  for  insurance  in  this  vicinity  receive  prompt  attention 

LONG  DISTANCE  *PHONB*  ST.  PAUL  HIS 


INSURANCE    AGENTS— MARYLAND. 


BALDWIN   &   FRICK 

Keyter  BiiUdlii(.  Balttmora,  Md. 

INSURANCE   AGENTS  AND  BROKERS 


Membets  of  Baltimore,  New  York  and   Philadelphis  lasnrance  Sxchaa{i:es. 

Exceptional  facilities  for  handling  I<arge  and  Small  Lines. 

Correspondence  Solicited. 


Pvker  EGA  Son— ! 
Put  ft  PuT-^ 
Puaaao  Looi* — 1 
Feed   E  C— I 
"■trrr   Hanr  E-— c 


Poor  HuTT  T  A  Co— f  c 
P<wey  C  a- 
PoM  a  Fe«l«_ 
Run  J  F—t 


Sjwte  F  A-1 

ScheiTcr  T  J— f 
SchmECkebicr  Thco— t 
SrhoMler  A — I 
Schsts  ft  DUrcDdwfei^^ 
ScldcB  M  O-f  c 
Shackelford  W  T  A  Co 

-f  e 
Pfrlch  J  H-l  e 
SUiuDn  Geo  W— 1 
Smith  IS*  Co-c 
«i>ear  H  L  ft  Co-f  e 
Sr«lc  It  D— c 
Sleifel   DB*ld-< 
Sirificr  E  E  ft  Co-e 
Stewart  k  Co  C  Mortoa 


Stone,  Doraer  ft  Proton 

StODcGodwin  ft  Co— c 
Ta*Ior  Geo  E  ft  Co— i 
Tl7)or  J  K^ 


Tbdln  E  G-J 
Thnman  C  T— I 
ToBcnt  H  T— o 

TONGUE  ft  lOHGFEUOW 

SDl.  IS.  IC'IS  (Ktoins 
■•(.  IOuiil2HMthSlrMl 
(uiTun  oinun  iin.) 

ULimoH 

Tomer  A  Thomo-* 
Vm  Nat  B.noo— 1 
Von  Kleck  Erncit— I 


WurSeld  &  Sullivan-I 
Warwick  J  M-f 
Walleuscbtidl  K  &  Uu- 
Webb  A    M-f 
Weeks  A   K-e 
Wi-;dmcycr   M  ¥  M— I 


i-( 


White  W  D-f 
White   ft  McCorlej-I  c 
Willlama  H  T  ft  Co-1 
Williama  K  Gordon— f 
Wilion  F  W-( 
Wolf  U   WiltoB-f 
Wolf  H  ft  Soa-t 
Zimmerman  F  H-) 

BEL  AIS 
Cairnei  G  R— f 

E«Bi  A  John— 1 
innner  W  W-f 
Fonrord  Gorrell  ft  Dath- 


PjFla  D  L  ft  SoD-f 
Reckord  A-( 
Reckord  D  B-t 
RoUiuan  W  E  ft  Oy-t 
South,  Ronae  ft  WehMei 

-4 
Trtmbla  F-( 

BRUNSWICK 
Jordan  J  L-t  I 
Chafer  fi  C-f  I 

CAVBRIDGE 
Bajrlr  A  H-l 
Bnrfeai  Jotm  H— I 


Kaene  Lewla-4 
Leonard  ft  Heam— I 
HanbaU  L  C-l 
Ueekini  Wm  W-) 
PhilUpa  A  Matthewa-f 
" -  'Vright-n 


Rob  Id  L-..  „ 
Ron  L  Eu 

Siramoni  Edjtar  B— 1 1  c 
Skinner  Phillip  l^A  e 
Smith  B  E-l 
Wrlfht    ft    Co-1 

CENTERVILLE 
Gibaon  W  H  ft  Co-fl( 

McKeony  ft  Keatino-f  1 
Rich  ft  Tnckei^-t  1 

CHESTERTOWN 
Beck  Ediai  V—i  ) 
Beck  Jame*  G— f  I 


Boyd  H  L— *  1 
Bradlejr  J  Arthur— 
Ftend.    Geo    W—l 


Gondrich  A  E— I 
GunbT  Samuel — I 
Holland  W  H— i 
Maddox  R  H— I 
McOvn  Jaraet— 1 
Purnell  Fletcher- 1 
Robini  JghQ  B— f 
Wratt  Edward  P— f  c 


Cowden  ft  Fenin-I  1  • 
D»ktn>  F  S-f  I  e 
EmerjOQ   W   S 
Holshu  J  H-ll 
Laing    F    l^f 
Liner  Zack—S  I  c 
UcKiy  F  H— I  1  e 
Hitlei  D  P  ft  Co— f  1  < 
Prar™  Win— f 
Sanders  C  I— f  1 
Scirer  ft  Gardner— €  I 


OVEK    HALF    A    CENTURY    OLD 
JAlfES  A.  RICHARDSON  CLINTON  O.  KICBAKDSON 

THE  OLOGST  INSURANCE  AOGNCV  WRCE  IN  MARYLAND  I 


E,  «J.  RICHA.RDSON   &   SONS 

INSURANCE  AGENTS  AND  BROKERS 
RICHARDSON  BUILDING,     -    -    .    -     13  and  15  NORTH  STREET 

COMPANIES  REPRESENTED       - 
Phaaix  laMnnca  Co.  of  Hartford,  Conn.  Fir*  Aaaodatloa  ol  PhHadalphla 

PnnajFtiaBta  Rra  liHdraac*  Co.  ot  PfaUa.  St.  Paal  F.  *  M.  InMiraK*  Co-  of  Minn. 

Liverpool  ft  London  ft  Qlobo  of  EatUod  PdatlDi^  LoadoBiEfl^aiid.  U.  S.  Bruteh 

JBam  of  Hartford  OlolM  ft  RBtfwalWloauraac*  Co..  New  York 

r»bew  rf  Iha  W«w  Ynrk  Pha  I—raM  Erchanta,  PWlaikltJiia  Tarig  Aaiodation.  CUcafo  dukrwrim'  AModaHo 
and  AModrtkn  el  Fin  Uahimilari  of  BallitiHre 


INSURANCE   AGENTS— MASSACHUSETTS. 


MD.-Con. 

DENTON 
Ckrter  John  T  Ji-t 
Cluk  Oiear  ft  Bro-t 
Cooper,  Wright  ft 

Corer  Fnnk  P— 1 
Otkrnt  Geo  A-l 
Sulibtvj  George  E— I 

EASTON 
Cbrk  &  FteckeoMdn-f 
Dixoa  Stbt  B  A  Co— ( 1  c 

Elllen  &  MfTitaiel 
Higgini   M   M— I  c 
Hooper    Leandfft    R— I    . 
Hughlett  Henrr  T— ( 
Lingsdalf  n    A-i 
L»5  W  G— 1 
Leonofd  Chai  H-f 
Leiter   Ball    W— 1 
Morrison  W  J-1 
Nichall  M    B— 1 
Parlett  &   Pa«cault-f 
Shaniuhan  Wm  B~f 
Shreve  H«nr»— I 
Spenfe  W   W-1 


Speiife 
White  1 


SLKTOn 
QeantT  P  H-f 

Davi.  W  J-f 
DrenniD  Mtnlr-i  } 
Evani  Geo  M-1 
Finler  ChM  B— 1 
Gronei  Philip  M 
Lefler  Fred  H-f 
Perkini  J   WUl-1 


Oorter  Wm  K— f 


EMHETSBUKG 
Auun  E  L— f  Ic 

Row*  ChulM  P— f 
EwhecUi  C  T—f 

FEDERALSBURG 


"^0.  W^ 


CuKl  ft  Waten— f 
CFUDer  Geo  L  ft  Son— I 
Devtibisa  ft  Uras— f 
Elder  B  T-i 


Hatxy    ^-l 

Marti  H— 1 

McCoy  I   B— 1 
Mixdorff   Louis— f 


mer  Wm  H— 1  e 
,.,..  Walter  L— L 
TuUpol    a  Tyson— (  1 


■  G-1 


McMonu!  ..  , 
Metzger  F  G-1 
Metigerf  S-f 
Morgan  t  H-1 
Nole  Wm  C-c 
Oder  J  B— f 
ShanW  Phill-1 
Scot!  Jnhn  B-l 
Tyli^r  B-I 
Weils  S   B.^nson-f 

GAITHEKSBUSG 
CIoTd  J   A-t 
tihiffily    E    S-f 
Pace  J  0-1 

HAGERSTOWN 
ArmWtong  &  Co— f  c 
Bitner  J  Iriin  S  Co— f 
HaecTnawn    Agcj    Co- 

Kttij   Qafence   A    Co- 
Keller  C  HarrT— f  1  c 

Kelley  S  N  ft  Co— f  1  < 
McComii  H  A  ft  Co— f 
Snyder  G  C— f 
Sowen  S  W— f  1  c 
St  aair  J  W— 1 
Sune breaker  &  Co— f  c 
Triealer  C  M— 1 
Young  S  L  V— f 


Carver   J    W   Jr-1 
Coboutn  F  C— c 
HiU  WI-1 
Hopklni  J  T-f 
ionea  C  M— 1 
LefHer  &   MitcheU— f 
McCoUourii  W  T-l 
Mi*UnJW-f 
Oweni  J  H— f 
VuuieiDaD  ft  Chtref— fe 


Roberta  John— f 
Spiva  Wm  T  ' 
Till  C      ■ 


Murphy  C  S-£ 

NEW  WINDSOR 
BiUe  K  H-i 
Buckey  Jobn  C— f 
EnjUr  atom  P  B— I 

I^lnat  Olto-J 
Otto  Ch»i  W— f  1 

NORTH  EAST 


OAKLAND 
Ff«iCT  G  A-I 
Loraditch  H  A-l 
Uatthew*  ft  Hamill— 1 
Mitchell  John  T-i 
Renninni'  ft  Offutt— J 
SUser  B  B-l 
Thayer  Fred  A— I 
Weim  E  S— I 


PRINCESS  ANNE 


SALISBURY 
Cooper  Wn  M  ft  Bto-I 
CovbiiUM)  C     ' 
Ellet    ^  '  - 


.,    ..    _   Sr-f 

Jy  W  S  Jr-1 

Inaley  Bros— f  1  c 

Marylaud  Inc  Agcy  Co — 

Utvphr  B  Ir-I 
ShocUey  P  S  ft  Co-f 
Toadin  A  G  ft  Son-^ 
Trmder  W  A— f  1  c 


SNOW  HILL 
Baraea  Archie  ft  Ci>— I 
Brattes  W  E  ft  Co-f 
Coinlry  W  D  Jl^ 

tahnaoD  Thoma*  Z— f 
IcAllen  K  T-l 
McAllen  ft  Brw-I 
Powell  Zadoe— f 
Pumell  O  M-f 

TANEYTOWN 
Biniie  Geone  H— f  I 
Engbr  P  ^1 


UNION    BRIDGE 
M^eUind  K-] 

WESTMINSTER 
BDcUa^am  A  W— e 
FnaaJH-ie 
Goodwin  Cbaa  E-f 
Herins  Oiaa  E— <  1 
Lynch  C  GlojA—t 
tfyera  W  RlIq-1 


WILLIAMSPORT 
Chrlaman  Jamei — I 
DarbT  R  N-! 
Hawken  J  A-f 
Shaw  Frank  McH-1 


MASSACHUSETTS 


JOHNCBUGE  &CO. 
Insurance 

65  KiLsr  Street 

BOSTON. 


INflDBA!4CE  AGENTS— HABSACHD8ETTB 


DIRECrrORS 

JAMES  J.  STORROW  EVERETT  C.  BENTON 

LUCIUS  TUTTLE  GEORGE  E.  SMITH 

WILLIAM  G.  SHILLABER  EDWIN  T.  McKNIGHT 

GUY  A.  HAM  EDGAR  R.  CHAMPLIN 

BERNARD  J.  ROTHWELL 


EVERETT  C.  BENTON.  President 

JAMES  J.  STORROW.  Vice-President 

GUY  A.  HAM,  Genersl  Counsel 

WALTER  ADLARD.  Secretary  and  Managing  Underwriter 

FRANK  E.  BUXTON.  Assistant  Secretary 


FIBE  AND  MABINE  INSDRANCE  OF  EVERY  DESCRIPTION 


BOSTON    nEPARTMENT 

Oo  KlLBY   Street 

JOHN    C.    PAIOE    &,    CO. 

MA?tAOERH 


Agencies   or   Correspondents   in   all   principal   Cities   oF  America   and   Europe 


XSUKANCE    AGENTS— MASSACHUSETTS. 


City  of  New  York 


Insurance  Company 

Hame  Office,  42  CEDAR  STREET,  NEW  YORK 


Cash  Capital,       -  -  $500,000 

Surplus  to  Policy  Holders  over     1,000,000 


MAJOR  A.  WHITE.  Ptcadoi 
J.  BOMAINE  BROWN,  VKe-Prokloii  J.  CARROLL  FRENCH.  SoMuy 


EJwud  Athlortb 

Ral  Elblc 

Leopold  S.  Backe 

].S.BKht&Ca..  Bukn 

Dunel  Birdall 

Rul  Eiblc 

J.  Ronuioe  BnwD 

E.  C.  Cuwnn 

Cunuu.Vooriwa  &  Rwd 

RaJ  Eiuie 
Wm.  H.  CtieKbiDiigh 

V.  P..  U.S.  R«lbT«iC«. 


DIRECTORS 


CWIa  JoodH  Edwtrdi 
EaoiuUe  Ule  AiHTuea 

J.  Curoll  rreDcb 

Scc-tN.  Y.  PkuCI— 

Wm.  M.  V.  HoSdud 

A.  P.  W.  Kinnui 

R«l  Eiule 
J.  Edg.r  U.yci.h 

Red  EitUe 

AHMd  E.  MuUng 

H.  3.  Ely  «■  Co  .  Rod 

Emu 


Fredcdck  G  Potto 


Wm.  C.  Ver  PIikIe 


SilBWoddl 

Col.  A.  H.  Wnr 

US.""     - 


ABIHGTON 
Cou(litaa  Bio* — f  I  . 
HowUnd,  FkuDct  &  Co— 

ACTON 
Conant  E  F-^ 
Stooc  Chu  B— f 
WeUiCTb«  J  K  Vf--4 

ADAUS 

CniBcr  Gar-t 

Gr«n  W  g  a  Co— f  Ic 


Uorton  &  O'BricD-l  1 


Mnrphy  John  F— f  1 
PouliB  JoMoh— f 
Whitcher  Pit— i  c 


INSURANCE  AGENTS— MASSACHUSETTS. 


Bichardion    Harold    K- 

Bivwiicr  W  «"&  Co-i 
Eridghim  R  C-1 
Btowfit  A  S— I 
Bruenon  Ik  Kimbtll-f 


WbMder  OurlM  H 


ASUNGTON 
HiOicid  R  W-f  I  c 
Holler  Wd  A-~l  I  o 
httenoD  F  Alfrad-f 


ASHBtlRNHAM 
RichvdHm  W  H— f  c 
Whitner  W   B-.(  c 

ATHOL 
BalToek  Elmer  J— f 
Certh  Lawrence  B—1 
iiooOtaeed  TliOB  H— I 
Kimb^  D  P-f  I  c 
Lord  Laden— t 
Lnnan  A  H — I 
Mor»e  Sumner  H 
Paige  Geo  R-l  1  c 
Sw3t  Parke  B-f  1  t 


Rrisga  Fred  E— f 
CaRrer  John  M— f  I  c 
Carpenter   Hra  Apbia  G 

Cupenter  H  E— f 
daifc  Hotrntin  L-c 
Bldredge  Miat  Mabel  P 

C^W  N— f 
HamilloB  G  W— I 

Ho'irt'c  F-(  e 
KcIlT  Geo  J—t  I  e 
Kenney  Wm  J—{ 
Love  Daniel  L 
Palmer  Jamn  S— f 
KandaU^— 1 


LoTeioy  Augurtua    t 
O'Brien  Tamet  J— 1  c 
Suidenon  G  W-f 
Stone  E  D— f 
TaibeU  Peter— ( 

BARNSTABLE 
Bearcc  Aw  F— f 
Chile  E  1,-f  c 
HaiTii   K  N-t 
Howel  MarCDI  H— f 
Leonard  T  Hilton— ( 
Lorell    Edgar    A-f 
Thacher  E  A  k  Co-«  1  i 
Thaeher  Frank— f 
Tbacber  F  G— 1  c 


BBLHONT 
Bentoa  E  C— ( 
Chenery  W  H  e 
Pickett  Rufui 
Hobba  Harry  W-I 


BEVERLY 
Duilela  O  A— f 
Dodge  Chaa  L-1 
Fenick  W  T-f 
Flint  W«lter-f 
Pome*!  Artbnr  A— f  c 
Keanu  H  F— f  ■ 
Lee  Chaa  F-f  1  c 
Lefavonr  Inachar— f 
Stone  Sannel  H— I  1  e 
"Wbalm  H  F-1 

BILLERICA 
Blodntt  ]  E-f 
BuU^  A-f 
Potter  I  H— I 


BLACKSTONE 
Barton  C  A— f 
Fuller  O  F-1 
McCktlan  W  B-t 


Alden  H  B-t 
Arehibald  A  &  Co— t 
Amold  E  I^-l 
Bache  Wm  F  ft  Co— 1 
Balch  L  W-I 
Baldwin  Perer  V-^ 
Barker  E  S-I 


WM.A.BEiintE&CO. 

INSURANCE 
141  MILK  STREET 

Bcnion   Wjllird- 1 
Berkman  S-[ 
Biibop  Hebei— c 
Blake  Edw  D  ft  Co-f 
Boil  Robt  A  ft  Co— f 


Bunlin  Richard  W-] 
Bnrke  A  W— c 
Burlce  Chaa  S— 1 
Bunill   Chfls  S-1 
Bursaw  W  J-1 
Gate  ML*  Co-f 
Ci,atnb«laii,    Prc5co[t-l 

Chapman 'c  H-] 
Cboier  &  Han-I  c 

Child  W  B  B-c 
Colby   W    R— 

Co-^ 
Crane  C— I 
CraoMonJoliD  5-1 
Cutler   H-1 
Cumnock  I  W-I 
Cnrti<AH-l 
Damon  J-1 
Dtrenport  W  E  A  Son 

Daddaon  B  E— 1 
Davii  Ssm— ] 
Dierkea  W  F-) 
Diaon  H  G-1 
Dcvick  ft  Flanden-f 
Dickeiman  G  W— 1 
Dnnkle  X  J— e 
Drer  A  Foia-^ 
EddTjobnHft  Co-«l« 
•""-  W  P-1 


Field  &  Bowles 

iksurange 
85  Water  Street 

Fletcher  R  T-1 
FkxH)  C  H-1 

Folk  A  P  ft  Co-c 
Foiter  N  Jr  &  Co-c 

Gjlmonr  A  CoolM«»-4  e 


HamiJlor.  Wm  A  Co— c 
Hammer  F  J-1 
HaTen  A  FTih-1 
H>*eni  G  W-e 
Haitei  Rannond — I 
ntdjt,  S  M-l 
Hoffman  R  S  ft  Co— I 

HINCKLEY&WOODS 

SEHERJIL  IHSUHtHCE 

32  KiLBV  ar. 

L  Mua  i«H»-t!.  tm.  4139 


c-75 

Johnson  E  J— (  c 
Johnion  Vr  B^ 
Jordan,  La*ett  ft  Co-f 
Kaler,    Camej    ft    LiOcr 

Kollock  Rice  ft  Co — f 
Lake  I  H-1 
Luc  Uri  U  T-t 
Lord   E  A  Co-I  c 
I^neh.    Tbo*    D— I 
luoonbar  Pnak  GUr— 

HcCoT  Geo  U  A  Son— f 
McGaffcT  Geo  W— I 
UcDowdl  C-I 
Hank  F-l 
a-en  C  H  «Co-« 
Hetri  W  N-l 
Moor*  P  S-c 
HOTM  G  S— I 
Mnller  W  A  ft  Co-f 

OBRION&RUSSEU 


lOS  WATER  STREET 

ftige  John  C  ft  Co-llo 
Phape  F  S  ft  Co-I  e 
Phel »  fat  T  ft  Co-I  c 
Philbndc  E  F— e 
Pierce  U  W~l 
Ptnmmer  Henry  H-4 
Plrnptoo  ft  BuntisB— I 
Pond  R  L  Jr-l 
Porter  W  ft' Co-I 
RandaU,  McCartfar  A  Co 


REED  &  DUNKLE 


Ouidti,  II,  J.,  Bpni^U  r.  t  L 

».  rial  r.aii,  livBruma,  1.  J, 

71  KILBV  STREET 

Rice  A  Whitney— t 
Roberta  C  E— c 
Rogeri  Jos  F-l 
Roveri  A  Rowel— ( 
•■-■"  ry,  Emery  &  Per- 


Simpson, 
Campbell  &  Co. 
FIRE  INSURANCE 
45  &  47  Kllby  Street 


HENRY  J.   IDC  ALBERT  W.   SEWAU 

DE  d.  SEWALL,  Gen'l  Agtt. 

No.  141   MILK  STREET,   BOSTON 

■kan  Imurance  Co.  d  Newark,  inc.  IS4S 
Ubany  Itunrancc  Co.  d  Albany,  Inc.  1811 

Insurance  Co.  of  the  Stale  of  Perm.,  Inc.  17fl4 
Union  Insuranct  Co.  of  Phila,.  Inc.  18M 


INSURANCE   AGENTS— »tASSACHUSETTS. 


ROTHERY,  EMERY  &  PERKINS 


RSPREBENTINa 


Ina.  Co.  Slate  ot  Pennsylvsnia.  FraiikUn  of  Phila., 
Ocman  Amnican,  Biltimotc.  TeutonU.  Pbi 
Atoo  10  LcuUoE  Dwellinc  House  MucuaU 


Sharp  e— f 
SmiA  C  A  J-l 
Smith  G  W-f 
SpaoldiDS  H  K-( 
Squire  if  N-f 
Swert   V   B-I 

N  W-t 


TatI; 


TO    KILBV    STMET 


MASS.— Bos  (on,  Cod. 
SwfinldB  J-1 
n  G  B-) 


Smith  L  C  P— I 
Spa  Bard  I  B— . 
Spiti  J  H-1 

SUrhtttbi  &  Sbaplaj 

Firs,  tirlne 
ind  Cuualtj  lOBnnnce 


Car,  Piovl- 
::talaia,IU. 


TowDMnd  C  H^-l 
Van  UuTicn  W  J-l 
Wallace    W— c 
Waireo  Nllhan-^ 
Wateri    &   Chwidler— c 
Weill  A  E— 1 

woicT  e  A-i 

Wetberbee  k  Sinunona 
Whecloek  &  Scrai— f 
WhilBcT  W  H-1 
Wblttemora  U  S-1 
WUUama  G  B-1 


Woodcock  F  W— 1 

BRAIHTKEB 
Cusuninai  C  B-I  I  C 
Hanoaford  C  S— f 
Hobart  C  H  &  Son-f 
Sampion  Ceo  E-i  c 
Simmi  Aodreir  J-l 
VintoD  H  B-t 
Williami  Geotge  S-1 

BRIDCEWATER 
BcDKiB  Cbai  A— f 
Cbaniocb  J  P-f  I  e 
Crocker  T  W-l  I  o 
Lowe  Lcwli  G  A  8a«- 


BBOCKTON 
Abb*  i  Jone.-(  1  c 
iUItle.  navid  W-f  1  c 
Bluichird  H   L-l 
Brvanl  II  L  ft  W  C— f 
Curlii  D  n-f  u 


Fulic 


I  c  n  A  cit-i 


GordcD  John  H— f  1  e 
!fc  PB  »  C-    ' 

-n  I  J-l  I   - 

Nunint  G  W-t 
Pukva  SPA  SoD-f  1 1 


Thompaon  W  M  *  C«— 

BKOOKFIELD 
Cattle  H  E-f 
Goodell  Bcoa— <  c 

BROOKUNS 
Abbott  E  U-i  I 
Abbott  G  H  A  Co— 1 
Atbcrtou  G  E  It— t 
Alwood  N  D-^^ 
Atwood  jfc  Paitee— 1 
Itamford  A  I— f 
Bennett  H  D-^ 
Bowkcr  A  W— f 
BrowD  D  F-1 
BruA  E  C— f 
CamweU  P  J-f 
Clark  H    U-I 
Codmaa  &  Street— f 
Coffin  L  E— f 
CoBkey  J  A  »  Ci>-I 

Dalej  B  W-I 
Deknapp  A  W— I 
Dill  Geo  A-^ 
Downi  Da«d— c 
EUUott  U  L— I 


Fenuion  W  J— f 
Fbbci  H  W-f 
Flood  C  E-I 
Gardiner  J  P-* 
Gilbert  S-l 
Gbddeu  G  B-f 
Goodoow  R  J— f 
Hud  W  H-< 
Harrinnon  J  J— I 
Harriwiu  WT-^ 
HellbMB  J-l 
Hoaur  J  W-f 
Houfhton  J  H-c 
Hurd  N  B-t 
jojoe  G  F— f 
k«t  T  M-l 
"'     man  U-f 


McTifue  Janea— [ 
Manball  T  H-t 
Uingoa  B  D-(  I 
Monl  Carl   F-l  e 

raer  " 

rdocli 
._.rTilU 
XetooD   H-1 

'No"rK  Winfield  L-t  1 
Nowell  J  P-l 
Noyet  G  A— I 
O'SrioD  &  RoueU-l 
Pinotl  L  H— 1 
Parkar  Geo  S-l 
Perkina  P  F-l  c 
Putnam  F  H-l 
Riebarda  F  W-f  I 
Kicbird*  E  E  ft  H  N- 
Roaen  E  G— I 


F  C-f  1 


CAMBRIDGE 

B  I  I-fc 

tf4Co-lc 

Brawl  T  J— f 
Brooki  ft  CodIo— 4 
Bnmge  W   E— I 
Carrick  C  H-1 

CMledgf^l  1  c 
Crowther  T  M^ 
Cnnointham  Bto»— f 
Donovan  J  F— I 
Dow  Geo  L— f 
Fallon  ft  HaTertT 
Plamaod  ft  Ljmcb— f 
Franeii  M  W  ft  Son— f 
GUea  G  A— I  1  e 
GrovcT  L  G   ft  Son-I 
Hislmgi  W   !!  S,  Co-ti 


ontngus  C  H-( 
j'lei  T  F  A  Co— I 


Stewart  A  MftC<i-(l< 
ThnratOQ  C  H— < 
Walton  M  1^ 
WlllaH  W  A  P-(  1 


CANTON 
Boody   Bartholome*— I 
Docker?  M  J-f  c 
Holmei  F  R-l 

CHARLEMUNT 
Hieka  H  A-^  c 
Shennan  Bomet^-I 
Walker  U  T-f 

CHATHAM 
BearM  E  T-f  1  e 
Eldredgc  Nathanid  A- 
FrMOWB  C  A— I 
Harding  Alired— e  I 
NkkeruB  J  A-4 


Chaml 
I  1  c 
Gatei  A  E-1  e 
GouJd  leiat  ft  Son— I  < 
CMi  Gee  B-I 
Hayea  G  I  M-f 
McCann  J  A  ft  C*-l  • 
Pratt  Walter-t  1  e 
SolUTan  D  H-f 
Wentworth  R  S— f 


■iKon  C  j-l 
iriaht  P  J— I 
lUer  W  f— f  e 
inkier  F  1^1  c 
oulihin  M  B— f 


CHICOPEB 
Abbv  ChM  C-d 
BtrtT  Daniel  F— I 
Uoivh  Loaii  T— I 

BoTd  H  ;— ( 

Dickinaon  N  A-I 
DrfKon  C  j-   ' 
Enriaht  P 
FnllcT  W 
Hinkler 

HoulihiL 

Kelly  Johnl-— * 
LaonUi  )  S-f  e 
UcDonnell  ft  Leabey-i 
ONdl  Enicae  J-f 
Smith  Frank  E— t 
WOeoK  O  F  ft  Co 

CLINTOH 

J  R  W-1 

Areri  ft  Hammoad — i  1  c 
B>et  Broa— f  I  c 
Cannon   P   F— I  I  G 
Crowle*  Geo  H— I 
Dame  J  T  ft  W  R— 1 1  c 
DieUinan-MiiB  A  T 
Flnnerty  Thomas  B— 1 
Centadi  Cbas  H— f  1  t 
lUoe  Joseph  D— f  1 
Linton  Joseph  L — I 
McNsDisra  ft  ConcUin-^ 
Ucrrlck  S  R  ft  Co-f  1  c 
Morse  Oenland— f  I  c 
OToole  W  J— f  1  e 
Stevens  Chaa  G  ft  Soa- 

Tliissell  H  A— I 
Wilwn  A  E-f  1 
Witmsnn  A— t 


Lottrop  CalA— I 
Sdow  E  Jr^f 
Tower  Borgesa  C-4  I 
Toinr  Ensco*  N— f  I 


a  ft  Holde 


DANVXB3 
Allen  A  G-l  1  c 
Aran  W  U— f  t  c 

Bodwell  O  R— f  1 
CarroU  John  T— f  1 
FarrlnElOB  Geo  C— f  I 
Fuller  A  E  ft  Co-f  I 
Pop*  Got  P— (  c 
Tapley  C  Kalpb— I  1  c 


DEDBAU 

Hin  Wm  F-f  c 
HsB^in  H  D— f  1  e 
nnbaU  C  H  J— f  I  c 
Uumr  Tbos  T— f  I  e 
Scholi  Adirfpk  F  A-f  1 1 
Staraa  Geo  C—i 
Thsjrer  Arthur  E— i  I  c 


n  Win 


DENKIS 
Baker  W  F— t 
EdwardsJ  P-f 
LorinK  HD— I 

DOUGLASS 
Bind  P  H-f  I  c 
Wilted  Jaa  W-I 

DUXBURY 
Gtmo  Alfr^  I-l  1  c 
Steams  Geo  H— I 


INSURAHCE    AGENTS— MASSACHUSETTS. 


EAST  DOUGLASS 
Bitd  Frmok  H-t  1  e 
Wixted  J  W-4 

EAST  HAMPTON 
Boekiiet  C— I  c 
Enn  Edw  F-f  1  e 
Hie  Baa  Thoi-f  1  c 

FAST  PEPPERELL 
Boraton  A  Pvber— ( 
KittcTcdn  lonlto— i 
Sliney  WllUun  H-l 

EAST    TEMFLETUN 
IdbIu   C    E-I  c 


CanncU   Bnw— I 
F»ll   E  R—t  c 
■     1  C  E— ( 


Wt5^ 


.Snrs  A  W  ft  Son— f  c 
Wood  Geo  H— f 
WoodraS  S  D—t  a 

FAIRHAVEH 
Tripp  Job  C-l  1  c 

KAIXBIVEB 
Andet  A  1^1  c 
Buffintos     ft    Hstkenon 

— f  1  c 
Cbmcc   W   B    M   A  Co- 

t  Ic 
Cole  E  J-f  e 
Cook  C  C--<  I  « 
Cunoeen  J*.  E-I  I  c 
Davia  C  H— f  I  c 
D«j>tdin>  G  T— f  I 
Dnckett  Jkno— < 
Dnrfee  Geo  N— (  1  e 
Gacnon  0*eir  D— f  I  c 
HaBbrdi  G  H  ft  Co-f  c 
H-<l  Tu  L— f  I  c 
H»ikey  W»  t-l 
Hood  A  H  ft  Co-f 
BtrwUod   A  G  ft  W  ;- 


Pu-adi*  J    B-I  c 

Reniod   A— I 

Sladc   John    F  A  Smi- 


FITCSBURG 
BorsM  ft  CliiK— t 
-rove  H  F-f  c 
Satcfa  Fnnfc-flo 
Hatch  B  A— lie 
auBiphnj   Fndolift— 
ohDMO   w   C-f 
CirtiT   C  E— 1 
LoHBlcr  ft  Ic  Ro)>— f] 
«.rCt>*in  S  J-<  1  c 

SorriBoTS-4 
>ierce  J  S  ft  Co— (  1  c 
■inkbam  B  F-^ 
StcliCT  H— t 


Sawyer  S  W-l 
Shea  J  J— f 
Silm  Wi>-t 


FLORZMCB 
Elakcr  Geonc  N— t  c 
BMlaCra  E^l* 
Could  Mluda-I 


Newton  Howud  E— 4  s 

FRAMINGHAH 
Adaiua  J  S— f 
Trmblr  H  P— I 

FRANKLIN 
Galwan  ft  O'DonocIl— f 
Fiuteiald   Dennia— f 
Flupatrick  J  B— f 

iohnMB  Wm  S — I 
letcaU  H  1,-t 
Necloa  Thoa  F— 1 
Sbiao  Frank— ( 
Suwvt  a»«  W-< 

Wtainaker  L  TL-t 
Woodward    Palmer    A- 

Wrtko*  W  A-1 

GARDNBH 
BuTfCM  Lcalie  F— I 
EdgcU  C  N-l 
Greenwood  Brpa— i 
Hikhcr  T  E-J 
King  Benrr  J-^ 
King  J^ 
Minatt  G  L-I  e 

K^Caidaon  C  F  ft  Co— 

( 
Rjan  Broa    I 
TDrBer  B— I 
Wild  J  A-1 


Roger  S  Uawe— f 
GLOUCESTER 

Andit*.  J    H-i 
Cbson  Ffu  1  ft  Co-1 1 
Bnnagan  F  A-1  c 
CSYin  J   H-fl 


K=. 


Steele  Geo    Sou  ft  Co— 


GRAFTON 
Dodge  Jouph  A— i  1  c 
Fisb?  D  I— (  I  e 
Front  M  H-f  1  c 

GT.  HARRINGTON 
BidwcD  ft  Wbeclet^l< 
BHn    -  •■    • 


ColRni  A  C-f  a 
D»T  W  T«flor-f 
-  *■  W  H-( 


leSen 


McCartr  Michael  J— 1 
Sanford  W  B-le 
TiTloT  Geo  I^-f  1  e 
Wright  Frank  H-fIc 

GREENFIELD 


Kanlliack  C  H-l 
Lawler  Bn>»-I 
Morgan  Edward  H— i 
Packard  ft  Dosonn— f 


GROTON 
Genlah  E  B-^ 
Shattock  G  W-f 


Taintor  H  P— I 


Small  Samuel— I  c 
Snow  Geo  H— f  I  c 
W«k>  Al^-I 

HAVERHILL 
Adamt  J   Ficd— f 
Baaicti  S  C-l 
Brown  J  B-I 
Davi.  John  F-( 
F.i:-  E  A-f  c 
Fnnkle  &  TillDd—l  « 
Gould  Ralph  W-l 

H»"dinB  A  G-f  1 
HillinrJ  C    E-1 
KellT  C  O^f 
Mamn  GMigc  W-l 
N«l»ry  Geo  F-1 
Nicli.ili  M   C-l 
Norwood  G  U-i 
Page  W  H-l 
Rand   F   N-f 
Smilb  Fred  R-i 
Veaiey  A  G-l 


aiNGHAM 
Cnahing  H  W-f 
Foater  Walter  B— f 
Hendcnon  G  D— I 
HcracT  H  W-( 
HutcbioaoD  B  V-f 
Uocoln  F  H-f 
LoTiu  E  B— t 
NewSl  F  E-f 


Holbrook  Frank—f 
Underhajr  John-f 
Whit*  Waller  E-I  1  c 


Dillon  t  J— f 

Dowdjaa  J-f  I  c 

Elj   Charlei-I 

Eanln  W  U-i  I  C 

Ga&wj  J  J— I 

Codda  JoMph  D-l  I  c 

Johoaon  Cba*  W  A  Co— 

jBdd  Dwight  0  A  Co-I 

£idd  A  Pataoo»-<  I  c 
Dchlcr  Panl— t 
Lauckner  O  G-f 
0-Ntill   L  A-1 
Powen  S  M-1 
WUilanu  A  MoatfMBcry 


HOFKINTON 
Dai  D  P-I 
friai  W  A-f 
Ralpln  Ceo  H  A  Co-f 
HiMKaw>7  Geo  L— ( 

HUDSON 
„.U  Cbaa  H-f  a 
IcMlIn  Jane*  T-f 
Roat  I&niel  D-t  1  e 
Walih  A  Parker^  I  e 

HYAHNIS 

Ca»e  W  I^f 

Chaae  E  t^-i  1  O 

Chaie  Walter— 1 

COofclrrfagW-^ 

~    :ber  Eban  A  A  Co- 


HYDB  PARK 
Bn^Gm  T-f 
---ion  H  S-f 
._  f^  E  C-l 
Faanec  Thoa  B— f 
FredridE   Edenborg  A- 
Gaorga  F  L—t 
Hat^war  E  S-4 

Keller  S  it^ 
Kollock  Wra  B-I 
Lockwood  Can  W-4 
HcGruor  Frank  P— f 
NorrlaWm  H  A  Son- 


Rafter  JS- 
Terry  Hem 
Waldron  B 


INDIAN  ORCHARD 
GleaKin  Albert  M— I 
-otie  V  B  ft  Co— I  1  e 
'right  K  K— f 

IPSWICH 
_arker  G  Adiian-t  I  e 
BUke  Jobo  A-f 
■Brown  Tr  A  S-f  c 
Cogawefi   ft  Safford— f 
Dupriy  W  E-f  c 
ScboficU  Geo  A-f 
Witbam  Fred  S— 1 
WoodburT  C   P  A  Co- 
I  I  c 


n  I  H-l  c 
n  E  H-f  e 
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MASS.— Con. 

LAWKBNCE 

Arundel  EJward  I— 1  f 
Amtin  Geo  M  &  Co— 1 
Beviniton  Thos-I  1  c 
Bradley  Chai  E-I 
Chickerioir  Ceo  E-f 
Coffin  C  W— I  I  c 

Dongan  B  E-I  1  o 
Fl*na  Hiehul— 1 
Foster  W   Sc  Co-( 
HcBld  A  E— f 
Huriex  John  I-f 
Jiiquilh  W    H-1 
MeCattfay  EagcDB  A— I 
Mack  A  E— f 
Uinh  J  R—t 
Milbei   Loiiii— { 
Morton  W  H— I 
Norwood  John  K— f  1  e 
H'SuIliyin  J  T-f 
nito  Hernun— f 
Psrkir  J  O— t 
Porter  F  I--1 
Reynold  Ume.  T-l 


Rnn    C  i 

Saunders  , 


LEE 
OialFer  J  C  4  Son-I 
O'Brloi  jB»-f  1  c 
Peaae  M  H  &  Co—  i 

LEICESTER 

Denny  Parkman  T— f 


LEOMINSTBK 
Allen  Geo  H— c 
Bronkt  aaytoo — 1 
Burnham  Btoi — e 
CoDUit  H  L— I 
Gardner  W  V— 1 
Gtlea  J    W-t,  . 
Killelea  T  H-f  I    , , 
Loelwy  I  P  A  Co-i  I  « 
""'-.r  Geo  F-f 


Mfller  I 


Gray  Arthnr  L-f 
Green  L  V-1 
Kimball  G  D— f 
Lee  Tboma*  C  A 

Leedi  F  B— E  e 
Mansur  Ezra  E— { 
Mete«U  Geo  E  ft  Co-i 
MUIer  Henry  A  Son-I  c 
MiirpbT  Frftnk  Brown— .i 
Norcroi»  Nieholaa  G— fl 

benais  W  A— f  c 

lody  JoMiA— i  c 

PclerMOi  G  W-1  e 
Pntsatn  George  W— f  I 
Ramuy  Jamei  F— 1 


Tncke  S  U-i  e 
Whidden  Gnbim  B— <  < 
Wright  Heibert  A-l  e 
York  JoMpb  B-t  c 


LYNN 

Atldiu  Prank  W— 1 
BikcT,    Geer   *  Ingdl*- 


BicHUban   &  Feebin-^ 

BnrriU  Wm  S-f 
Callahan  Wm-I 
Cnlliton  John— 1 
CunniBEhan  Joi  H-1 
Dalton  Si  Lent— I 
Davii  M  T-l 
Fairfield  &  Dorothy 


kiodrilge  Chai  S-1 

Ireer.  H  H-1 

laU  Sl  Nevball-r  1 
Jeinie  John  A-1 
Hlgcina  Geo  C-c 
Knight  ThoB  B-f  e 


FoM  L*on  F— f 
Glover  G  E— i  I 
Holden  J  P-^  1 
Horton  Sidoer  S— f 
Howud  Chai  W  A  Son 

Kritb  id  F-£ 
HacCartby  D  E^-t 
Pacqnill  Clemenl— f 
Peck  C  A-f  1 
Peteraon  F  E-f 
Prcaeott  C  R  A  Son— i  c 
Sanborn  F  C— I 
Sawyer  Conrad- 1 
Sawyer  Hattie  A— 1 1 
Serrat  W  D-f 


Wnodtide  C  I^^ 


Willmonton  G  E— f 
UANSPIELD 
E«T  A  B  &  Co-t  I  e 
Durain  W  H-1 
Fairbanka  Frasci*  D— I 
Hall  Geom  W-£ 
HallidiT  fohn  R— I,  , 
Sbepard  Albert  L-f  I 

UARBLEHEAD 
Cole  Benj— I 
Hathaway  Gardner  B— 


MARLBOROUGH 
Bennett  J  A— (  1  c 
Bmkt  Tfaoa  S— f  1 
(^rroll  P  H— 1 
Claiaia  F  L— I 
John— I 


Timterlake  C  S— f 


Villian 


Willi 


e  Frank  N-f  c 
:V  E  M— f  c 


Woodworth  H  S-1 1 
LEXINGTON 
Brown  B  F  A  Son— f 
Hill  Willard  C— f 
Hnnt  Wm— f 
Manhall  A  A-f 
Reed  W  W-f 
Saville  Leonard  A— f  c 
Scott  A  E— f 
Taylor  Geo  W-f 
Worthen  Edwu  1»— f  I  c 

LOWELL 
AcUn  Haory  M-f  e 
Biogan  Frank  M— I 


Phelpi  Jas  F-1 
Pillirr.  W   y-1 


Wamn  A  M-f  I 


ChateJ  F-1 
[    Cobnni  D  }-t 
Corbett  A  Wiac-f 
Crawford  G  D-1 
Damon  C  E-f 
DaTenport  W  B-l 
Denueti  C  E— I 
Elwell  P  5-t 


DaRoa  Jobi.   . 
Doyle  *  p-4 


s-t 


Frye  L  H  A  Co-f 
Greene  E  F— I 
Holyoke  A  Rnite)l-I 
La  Plante  G  J-f 
McGec  J  A— f 
Mildon  V  R  S-l  c 
NoDiae  C  W-f 
OtteraoB  J  F  J— 1 


MAYNARD 
Conahlan  Arthur  J — I 
Kina  John  C-f 
Wall«  A  E-f  1 

MEDFIELD 
Birtlett  Mr)  A  H— f 
Mann  R  L— {  1  0 
Ryan  W  C-f  I  c 


B»l  C  B-< 
Cole  G  S— f 
Fifieid  W  W-^ 
Roodwtn  ;  O-f  1 
GlbaoD  R-< 
Grnai  Geo  W-l  c 
MoTTiaon  Ta»— I 
Ober  To*  E-f 
Ober  Wm  E-f 
Peten  Edw  M-f  I  c 
Pierce  E  G-*  I  c 
SaTille  F  E-1  c 
Sleeper  Fred  W-f 


W-H 

Wilber  N   E-f        , 
Wilmot  Alfred  G— f  e 

HELBOSB 
Brir*  W  S-f  C 
Burke  Geo  W-f 
Burrell  Wm  A— f 
Coltamore  DC— I 
Dearborn  GH—f 
Do*  M  J-j 
Everett  F  E-f  ,     , 
Fanuworth  H  L-f 
Folaom  W  N-l  I 
Hill  C  F-t  1 
IdL-  C   M-l 


1  J   T-f 


_,„.   F  R-f 
Swett  A  Lovejoy— 1 
Upham  F  R— f 


BsTka  G  W-l  1  c 
CoUoBore  D  K— I 
Fanuworth  Hiaa  Minnie 

1,-f 
Folaom  W  N-f  I  c 
Hentcb  Fred  I^-f 
Hill  C  F-f 
KUsore  R  D-f 
Small  A  Hatch-f  1  c 
Spear  Frank  R-f      , 
Swett  A  L<neioT|-f  1  e 
Woodlaad  Geo  W  A  Co 

MERRICK 
Briflkerhofi  Frank  C 
Cana  C  B 


MERRIMACK 


Trull  A  A— 1  0 

MIDDLEBOKOUCH 
Aldan  J  F-f 
Caiwell  H  B-l 
CoahnuB  A  L-l 

aSSwayCU-l 

Howei  Alvin  C-f  1 
Keith  Penr  W-l  1 
Reed  Annie  U— f 
Robiuaon  Miia  Saiak— I 
Ryder  Charlea— I 
Ryder  T  M-l 
Sullivan  D  D-f  t  e 
Tbatcher  Chaa-f 

MEDWAY 
Hitchcock  A   Woodward 


v  Lncj— f  I  c 
,B  Wm  H— f 


Marah  H  A-4 

Tebo  Wm  H-1  1.   _ 

Whitney  Cha*  A  A  Son 


HILFOSD 

SikerWH-l 
Bi^  Auk  A— I 
Duud  HcBiT  A— I 
Douic  Pnl— ( 
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Puho  JF-c 
Paol  John  W-(  I  e 
Ptarae  Lcknd  C-l 

PhdH    IHM  W-l 

ftolliu  A  J-1 
Rotefa  &  Potter— <  a 
BoT  D  A-1 
Sheraiui  J  C—e 
Smhh  C  T-l 


BdKod  W  W— ( 

Bi»dl»  I  W-f 
Brjat  F  jU-f 

Danabnafat  S  L-t 
Hvk>w  WN-f 
Hdnaa  S  l— f  e 
K»kr  J  T— * 
Lf  A  HcAUlHci^-f 
HcmrM  H  D-l 
Pfcnoii.  W  D-* 
Fond  Jr  R  I^-f  1  e 
RoddkT   Robert  J-1 
Pope  H  A-f 
SpiDser  E  R—f 
Tilbot  I>-f 
TVhdm  C  F  W-f 
WuMn  R  C-f 
Wood  W— (  I 
Woedbaij  S  P-( 

UONSON 
BiU  F— * 

Herlih*  J  P-l  1  c 
Peek  C  t^-f  1  c 

UONTAGUE 
Suchcller  H  C-I 
Cbeser  J-^ 


Wiatlow  A  T— 1 1 


FarwcD    Edwia— f  I   c 


YetserT  E— f  e 

NESDBAU 
Boircrs  E  B—t 
Eaton  Geo  E— f 


HoMler  WG-f 


Jrownen  <3  K-4 
luK  WaiUm  K-l  I  • 
:ook   Sam'l  H-(  e 
:onuSli  IS*  So»-il  I 
•      -      1  John  A-4 

-'  C    K— I 

vdncr  W„C:-1 

^!mUatd  ^Witter  S-^ 
ore  J«~*«X-'.l« 


lilreT   El 


me*  AJtred  I-f  1 
ma  Tlioa  U  ft  Co-I  « 
[■■pp   S   Eft  Co-f  1  e 
Sm«»  B  F-1  e 


York  Geo  A-f  e 

NEWBURYPORT 
AildnioD  R  W  C— f  c 
BUu  E  W  a  Co-f  I 


OConncU  T-l 

NEWTON 
AlTord  Br«-f 

Darbour  Sc  Morton-t 
Bair.FS  E  F— I 
Denn«t  R-t 
Edmands      Wiley     S 

Fr»nli-I 
French  J  W-( 
Fuller  J  C-( 


WiUiima  M  SiscUir-f 
Wright  JM  A-1 
Young  Wn.  B-f 

NEWTONVILLE 


NORTH   ADAUS 

Barnard     Hawin-f 
Burcb  Win    M— f   I 


Lyons  M  S-f 
Maher  &  Co-f  I  c 
Miller  George  P—S  J  c 
Pik=   Arthur— I 
Rudord  Pnnk-I  I  c 
Spencer  Broi— f  I  c 
ToKCT  Hcnrr^I  e 

NORTH    ATTLEBORO 

:-f'i  c 


Lynch  J  F-l 


NORTHBORO 
Brigbun  C  M— f  c 
Gates   Fcuik— f  c 
Hollwiy  G  R— I 
Lciihton  Haien— f 
Potter  A  Binlow— f  I 

Sic*  C  A-r 

Sargent  Geo  F— f  c 


Smith  Fiaak  A  &  Son- 

NORTH  EASTON 
B«riow>  George   C— 1 
ClemcBta  Wm  H— 1 
Conu  R  H-H  e 
Howard  Wm  N— f  1  i 
Field  C  S  &  Co-( 
Field  Gao  C-< 
Field  John  R-f 
Kins  John  B-l  1 
LoDB  J  F-l 

NOBTHAUPTON 
Btrrett  A  O'Brien-f  1  . 
Cochrin  Wm  U  k  Co- 


Hllli  C  A-1 
.    Nuh  E  H-t 

Perker  B  P-f  e 
Pirker  A  Shipton— f  1  t 
Rauaenhouaen  John— f  ► 
Semd  F  F  A  Son-f  e 
Suiden  H  P— I  1  c 
ShkSer  Judion  H— f 
5h>per  A  May-f  c 
"*— en»on  A  Co— I  1  e 
•  John  B-^ 
raton  T  J— 1  c 

TreTer  Henry  Ji^f  i  c 


Dvilcl*  J  0-1 


iniM  I  C 

u  rif-f 

JieU   F-1 


UarliT  _  _ 
UltcheU  F-l 
O'DooneU  T  H-(  1 


Woodwwd  F  T-f  1  e 

NORTH  HANOVER 
Dwelley  A  Naih— C 
Little  MelTin-f 

NORWOOD 
CiUahan  Joho  F-f 
Git  Harold  W-  t  1 
UorriU  F  A-f  1  e 


Kimbdl  Jm  D—i  1 


Dillon  if  F-f 
Eickiel  Geo-I  c 
Fitch  A  B-t  1  c 
Heltyu  S  H-f  1  e 


Stone  Ouu  E— i  e 
Taylor  Fraok— f 
Wooda  P  J-f  e 


p.g>„, 


Harshall   Merrian— 1 
PITTSFIELD 
\ualin  W  C— f  1 

Bailion  J  J— 1 


Dennr  George  T— : 
EsrigM  T  N— f  e 
Gardener  W  B— f 
Learned  Geo— c 


PLYMOUTH 
Alcsander    C   A— f 
ATery  E  B— f 
Baraett  ft  Snow—* 
Corey  Burt  H-f 
Darta  Chu  S-f  1  e 
Eldred«c  W  T-t 
ForWmeyer  V  H— f 
Tackioa  Tloa— f  e 
Horrfuer  Herbert— f 
:    ddardft  McLeas-( 
Tracy  John  E— t 
WhitebouK  G  E— 1 

PROVINCETOWN 
Cook  John-f 
GiSord  ft  Yonnc— t 
Law  Loaia  S-f 
Small  John  W— f  t 
Snull  Laura  T— I 
Snow  John  F— f 

QUINCY 
Adams  W  W-E 
Brown  Geo  H  ft  Co— f 


CbaieRb— ( 
Field  Geo  H-l  1  e 
Btrdwick  John  A  Co— 1  • 
Hunt  John  T 
Kincaide  H  L 
Morton  Geo  W-f 
O'Hata  F— i 
niner  A  G-f  I 
Pinkham  Herbert  W-f 
Porter  Charlea  H— ( 
SuIUtbb  M  T-4 
TeawUle  W  H-f  1 

RANDOLPH 
Ptcocb  Fred  H-f  I 

Randall  Howard— f 

READING 

Badger  Waller  K-f  1  c 
Bancroft  Lewi*  M-f  c 
Boaion   Harry  P— 1  e 
Fiah  W    H-I   c 
Borroekl  George  E — f  c 
-ingraan      William     H— 

f  1  c 
Prcntiu  It  Vlall-f  c 
Roberta  Arthur  £— f  c 
Wlshtmaa  W  H-f 

KBVERK 

Atkiaa  A  Abbott-f 
Better  Andrew  L— f 
BnnneU  I   C-f  1 
Child  Aberdeen  H— flc 
Hall  C  E  »  Sona-f 
Lawrence  Prank  D— f 
UeLanghlio  John  J— I 
McMahon  Ji&n-f 
Scvee  Samuel  A— f 


8SS£ 


Muufldd  G«o  E-i  1  c 
ilnlreadj  f-dwln-'  '  ' 
Phdpt  A  A-Uo 


nUad  C  W  A  Sob- 

Howlud  GUc*  W-1 
-•      -  -J  G«>  B-*  1 

„  .[  A-(lo 

Tusuy  Ju  H— I 
ROC3CPORT 

Andrewi  C  Il-t 
Appleton   ii<:no   A  -■ 
Clcmrn  C  H-f  c 
Quvei  Le»i-1  c 
Eu>ti«  R  H-e 
Foiter  H  S»villl^ 
Knowllon  J  E-1  c 
MM»h.ll  r  Mnouit- 
Rosen  Geo  D — f  1 
Ruiicll  B  G-S 
Smith  E  W-c 
Simple  G  E-l  f  c 


Autte  Event!  B^ 


B^S^Edwi 
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Walen  lunei  J-(  I 
WhiW  W  L-( 
WllHUI  V  I^-f 


KiUou  W  S  4  Co-I 
Ford  Arthm  S— 1 
Gibton  L— 1 


Hay  Ed* 


Hugh.. 


■V-l  1 
A-f 


laht 


..    p  A  Oo-f  1. 
...  LouU  O-l 
E  D— f 
IE  Robert— I 

Wd'wm"s-f 
Uinifiild  J»i  A— t  1       , 
WcSi»«neT  PAS  Co-* 
Odcll  Chu  H— <  I  e 
Hlehird.on   Honbey-t 
Stunden  A  L-* 


Willi  Bo.  C—t 
Wh«l«  Harry  D-l 
Whipple   G  WiUi^t 
Wil»n  H  D— t  1 
Wren  P  J— t 

SANDWICH 

Hoocn  Cbu  K— I  1  c 

SAUCUS 

Batch  I«ii>e»  »-t      , 
Newhafl  Wilbur  t-i 
Nocn  E  I^-l    , 
Bar  Jane*  W-l 
BlM  F  H-1 
Sawra  A  BoTcM-f 
SMckv  C  H-t 

SCTTUATI 
AluUa  I  R— f  1 
B^Ur  »«dBi«h  T-f 


SHEFFIELD 
Cowles  Mr*  M  E^-f 
French  W   D— t 
Wickwire  T  C  »  Co— f 

SHERBURNE    FALLS 
Biekd  CMWr-f  1 1 
Hub  CW  k  Co-f 
ManniuJ  F-^ 
Union    Eat    Itu    AiWi 
loc-f 

SOMERSET 
Hood  AH*  Co-(  c 

SOMERVILLE 
Adanu   B— I 
Adrian  I— £ 
Binoer  E  A-!     ^      , 
BrLagi  !»•  A  S.Ca-1 
Bui  beck  S  K— I 
Csllahan  C—t 
ChaHee  E  F-f 
ChaniberlalQ    K   T-( 
Child  Mix  S  F— I 
aarke  W  B-1 
Coffin  W  W-( 
Coffin  E  B^ 

Cum^  S  E^ 
Dime  L  A-( 
Itavis  L  F  S-f  c 
DiWitt  L  F-( 
Dodgl  Chaa  S— I 

Finelon  T  R  &  Co-i 
Fish  W  W-l 
Flynn  W  H— t 
Gilc.  Jo.  1~i 
Hill  W  C— (  1  c 
[jpham  F  DeWiti-l 
Maosfield  W  F-l 
Montagn'  C  H-l 
Paine  t  A-f 
PeiiT  O  H  4  Co— t 


rijon  C  S-( 
i,au^u  E  E-f  1 
Snow  W  I—l 


imi   S  *   C  H-( 

VVilmol  A  G— f 

SOUTH  BOSTON 
Allen  B  W-4 
lUrtlett  W  E-f 
Barton  E  H— I 
Bond  C  H-f 
Bowen  H  J— f 
CarroU  J  T-f 
Cfaapoan  D  J— f 
Cortoett  P  B  Son— f 
DerimJ  A-f  e 
Dikon  H  G-f 
Euton  »  Tattk— t 
Foler  P««r  J-1 


SOUTH  BRAINTHEE 
Cummingi  C  B-f  1  c 
Haonaford  C  O-f 
Hobart  C  H  ft  Son-I  c 

SOUTH  BRIDGE 


SOUTH   EASTON 
aemoiU  W  H-I 
Field  Geo— f 
Howard  W  N-(  c 

SO.    FRAMINGHAU 
Ad>m>  C  S  &  Co-I 

Cai»cll   H    E-l 
dark  \V  E  &  Son-I  c 
Connell  JdHq   J-1 
Bewer  H  H-l 
Lowtll  H  N-1 
Slatlery  E  J-(  I 
Trowbridge  A  S-l 
Twiie  George— 1 
Whitlemote  Jaa  G-f 
SOUTH  HADLEY 
Bralnerd   F  A— I  c 
Buahee  HIm  C  F-I 
Cooke  A  D-I 
GridtarC  A-f 

S.  WEYMOUTH 
Cook  Florence  M— f 
CoofcLA-fle 
Srt  L  A  jr-fle 
FMriocC  W-flc 
Toner  Geo  C— fie 

SPENCER 
Allen  Chu  H— f  e 
Colklt  Frank— €     , 
Ctrtlet  Edwwd  P-l  1  c 
Howlud  E  Harria— f  I 

SPRINGFIELD 
Aggai  R  B— 1 
Aibro   Frank  E-l 

iSrtett^is"*"-'  = 
Baaielt  A  P-(     , 
Batchelder  E  S— f 
Binaham  Bar— i  I 

Bran  B  L— f  ■  e 
Bmkerhoff  F  C— 1  c 
Burt  C  A— 1 
Caroll  A  J— 1  0 
Caae  W  W-l 
CaMv  John  D— I  c 
CUrfc  k  M— ! 

Clune  I  H— f  1 
ColM  ainlOB  W-l 
Cone  &  Sherwood— (  c 
Congdon  A  B  *  Co — c 
Coraon  J  t^ 
Cowle*  A  B-f  1  0 
Cetrica  O  L-l  1  c 
Craig  A  B— 1  e 
D.«ei  W  I— f  c 
Dari)  L  C— 1 
Dealer  E  J— t  c 


Eustii  Chai  W— 
F»T  S  B— 1 
fnller  F  W-l 


Hagger^  W  J— 1 

HaS*  Albert  I^-l  e 
Haunan  Fraofia— I  c 

ni  G  H— 1  c 

Geo   A-f 

klerF  L-^ 

HollCT-^ 
Hore*  F  W— f  1  c 
Howland  E  B— f  c 
Hutchinaon  T  C— I 
Johnion  F  H-l  c 
lodd  ft  Paraoat— f  c 
Kelly  J  E-e 
Knowlel  Hatrii  E-J 
Ladner  Archibald— 1  c 
La  Biviere  OcUtc  A— ( 


MorK  V  B  ft  Co— (  1  e 

Murphy  E  T— f  1  c 
O'Coniicr  A  V— 1 
O'Keefe  J  P— 1 
Oppenheim  ft  Field — 1 1  c 
Owen  Geo  5—1 
Puker  F  C-l 
i^nchoB  Jaa  H— f 
Euniehouten  A   L 
Ran»ehou»en  ft  Hute— c 
Bansehouien  H  H     _ 
Banaebaafe*  J   C  ft  Saa 


chwenaer  j  G— 1 

harrocka  S— c 

haw  W  E— f 

mith  Wilbur   H— 1 
„picer  E  F-l 
Stearni  Broa— f  1  c 
Slod.  E  W-l  c 
Stebbina  Moro  D— 1 1 
Stednun  F  C — 1  c 
StickDCT  Charlea  E  ft  0> 

— f  c 
SottoB,  Allia  ft  Rkteidi 


Webtter  W  T— 1 
White  Alfred  C— 1 
Williamt.    Cowlca    ft    Ca 


STOCKS  RIDGE 
Emu  C  E-f 
Fenn  D  »— I 
Plynn  H-l 
Lorett  G  W-^ 

STONEHAH 
Gilmor,   Onalow  ft   Co- 

lonei  ;Bme*  A-f 
Smith  H  A-f  1  e 

STOUGHTON 
Blake  Ralph  S— f  I  c 
Britton  Henrr  W— t  1  c 


Cnitte  Albcn  P— fl 
Dc^oon  Joha — 1 
Bolbrook  Hcary   B— f 
Wentwartb  Ceo  O— f  1 


SWAMPSCOTT 
GObett  Geo  A  L 
Porter  M  D-l 
SMTt  S-i  1  c 

TAUHTOM 
Adriaa  Jobs-I 
Anica  ThM  H-l 
Atulbi  ;  Uwi*-^ 
Btok«  AldfB  H-t 
Campkn  H-f  I 
Cimpioa  ]—l 

Coutj  F  V-i 
CoDCh  L  C— t  1  a 
Earl  C  H-l 
Eldridn  ]  H-4  1  < 
CsbridS  I^-f  I« 
George  H  W— f  c 
BwBDMtt  Geo  B— I  e 
Bumood,  Hor*e  A  Co 

-tie 
hdnoB  BT  &  Co-f  Ic 
Keller  Fnncl*  N-  I 
Leonttd  11  B-l  Ic 
O'HMne  Join  ft  Co- 


Sproal  A  B— ( 

■lUlnwB  J  K^  I 

—  "  I  G  L    ■  • 


TEUFLETON 
Humer  An— f 
Spcarc  Chw  E— f  1 

TEWKSBUKY 
Cnubr  Geo  E— ( 
Fanner  Fnak  H— I 
Lewley  J  I-l 


CucT  Tbodut  F— t 
Hobb*  Gn>  T-l  I  c 

Ledborr  Un  AdcU: 


WAKEFIELD 
Bhmeothal  Loiil>-l 
Botkr  Wm  H-f 
COttoa  Salpb— 4  I 
DHnr  Geo  H  S-t  c 
Hart*bonc  Ourle*  F  ft 

PerUn*  Albert  K— (  c 
Perkini  Joa  B-f 
Pope  Charia  H— t 


WESTFORD 
Fletcha  S  H— f 

WEST  NEWTOM 
rbonr  A  L,-t  I 


INSURANCE    AGENTS— MASSACHUSETTS. 


KUnMT  Wn  E-^ 
LoUe  Geo  F-l 
Perldoi  D  E-f 
Porter  Fnnk  K— I 
Power*  ft  Power>-f 
Rewle  Chailet  Ir-t  1 

laon  J  F  »  F  ;-l  r 

oer  i  CartcT^-f 

J  Chat  W-t 

SlDoe  Chai  F— f 
Tolman  Btadahn  T-^ 
Vile*  D  F-l  I  e 
Walker  Ednrd  A-l  1  ( 

WAKE 
,  WI-* 

uwriwnow-^ 

CoDCT  H  U-t 
DsTla  BeniT  C— 1 1  e 
Dottalaiae   E— I 
LincotD  ;  N-l 
Harlud  Noab-1 
Sebouanuker  J  H—t 
Shctoiao  Homer — I 
Stona  Bro»-l  e 

WAREHAlf 

Delano  R  T— 1 
Eldridse  J  L^-( 


Uacnrda  Wm  A-<  1  ■ 
Paine  Richard  H-l 
Stone  Edwin  L-i  1  e 


Cuer  Daniel  F— I 
Qirk  CM*  Co— f  1  c 
Coorollr  J  J-1 
Dupra  Hector— 1 
Fitipatrick 
Gouldinl  W  S 
Gredej  A  R 
HuBhei  E  H-l 
HuEbea  Georse  H— 1 
Wio  A  D»*i«— 1 
Klltey  P  J— c 
KingrfiurY  John  C— c 
Leboeuf  Tele.pli —     ' 


itner  S  1—1  c 
'land  Pl-l 
■ith  G  fS—t  e 


WALNUT  HILL 
nliii  hiaan    n 
Lrofia  G  E 
Bf  cKay  J 
KffpbiK  H  A 

WALPOU 
Atlta  J  S-f  I  0 
Brown  A  U-t 
Howard  Hanr  I^-f 
Manire  T  r-t 
WiOMt  Albeit  D-i  I 

WALTHAU 
Bertln  Micbad-1 
!>««»  HoUla  S~t  m 


coin  BenJMniB  L — c 

Moreau  Mdki— c 
Moru  JoKpb  A— 1 
ProDt  Pilrlck— f  1  c 
Sarrawa  F  A— 1 
Steinberg  H  H— <  c 
TuBle  ES— 1 
Upham  LcTOT  J— ( 

WELLESLEY 
Carur  A  Peabodi— 1 
loboaoa  Fred  0-)  c 
Smllh  Georse  N-f 


CliainbeTUia  W  E-l  1 
Falrbanki  Artbnr  B-l 
Fairbank*  Jobn  W-{  c 
Porbea  Wilbnt   E-f  I 


incklar  A  Wooli    i  t 

W.  SPRINGFIELD 

BrinkcrhoS     Prank     C— 


WEYMOUTH 
Browo  Edward— (  I  • 
Chubbock  Cbai  H— f 
Cook  L  A-l 
Garer  M  F-f  I  c 
Jordan  A  S  ft  Co-1 1  e 


Worater  RnaaeU  B-l  • 
WHITIN5VILLB 
BoaUene  F— 1 
Breene  T-1 
CarrS  A— 1 


CrcT  Daniel  D-t 
tooper  C  E— ( 
Cntii.  W  H-l 
EelsndJ  F-f 
ralin  T  H-l 
L  l^f 


B  T  H-l 

H    A— f 

Prior  E-l 

-      foin  J  J-I  1 


F1ah< 


lertr  U  P- 
ettjo— 1 
le  Cbu-l 


P-ll 


Dickinaon  E  D— I 
Green  A  E— f 
tleiC  J— I 

KiaBabarr  H  N^-c  . 

Ueackam  W  P  »  Son-l    Babcock 


PaHdj  C  F-l 


Soale  Geo  D-l  I  c 

WILUAHSTOWN 
Monabaa  M  I^lc 
Prindle   S  He 


WINCHENDOH 
Drioa  Oicar— 1 
Greenund  S  A  A  Son-i 

1  e 
Lamb  A  S-fle 
Merrill  Chaa  A-f  I  c 
Nolan  Fred  W-4 
Whitner  A  H-l 

WINCHESTER 
Barker  Edward  SH 
Daleb  M  H-l 
Fiab  C  E-l 
Plandcra  W  F-f 
Goodall   Perci— c 
Hatch  Enmona-I 
Ireland   Stephen— I 
Kimball  D  W-i 
Knapn  Un  N  A-l 
LanaCee  B  I^  1  C 
Mann  Frank  C-1 
Mill!  A  B-l 
Newman  S  E— 1 
Sobinaoa  Edwin— 1  1  c 
Rewe  Prank  E-f  1  c 
Willi  Frank  I-l 
WIUi  A  Son  J  B-l  I  e 
Wood*  G  A-f  e 
Woofter  F  V-1 1  c 

WOBURN 
AldrJeh    RarnoDd    W-1 


Sampion  Sewel  D  ft  Co 
SIher  Elmer  E-f  I 


WORCESTER 
Ark«n  W  J—l 
AnBitrou  J  F — 1  i 
BacM  C  S-1 
Bailer  L  V-1 
Barrett,  Snow  ft  Arnold 

Bean  F  A— 1  c 
Btaitrenrd  Jtillut— 1  e 
Belial*  A-l 
Ben  G  A-f  1 
Blom  P  W— 1  « 
Brown  Edwin  B-f 
Bumham  Broa— f  c 
Burobam  Chaa  E— c 
Carroll  H  A-I  c 
-         ■  A  F— I 


Corti*  }  B-f  I  c 
D*T  Eira  A — f 
Detaner  M  J—l 


Bammar  A  H— 1  c 
Harrington  Chaa  A-l 
HarrlDBton  N  A— I  c 
He»ler  P  J—l 
Healer  J»"e.  F— 1  c 
Hoffman  N  W— I  c 
Holwar  G  R-^  c 
Hopkin*  F  F-^ 
Jobnaon  L— I 
Tphnion  W  C-l 
Kalbr,    Dame    Arm    ft 


Kilgote  F  H— 1 
KitBore  ;  U-1 

Kirbr  C  E— 1  o 


Lrnch  John  J—l 
Macsowan    A   UcOowaa 


i Worcester, 

Co 
uer  H  P— I  c 
IDS  John— I 
I  P  F— 1 

e   A    C    ft    Imp 


Mnnroc  J  P-1 


W  J  B 
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Stark  W  N-^  c 
Sollina  f  C-1 
Titnun  4  Pirk_{  e 


Sander*   E  L-( 
SawjB  S  W— 1 
Scott  W  W-1 
bmith  W  E—e 

Snow  Charles  E— 


Trollopt  J  R— 1  e 
Upbam  ft  Kenddl-i 

Vickerr  E  E— 1 
Wmkcfield  O  J— 1 


Wheeler  A  A— I  c 
"Tiite  A  A-t  c 

WSENTHAU 
--laa  G  F— f  I 
Gilmore  F  E— f  I 
Pood  C  W-< 

YASMOUTHPORT 
CUrk  Joba  H-l 
Bawe*  J  E-I  1  c 


ADA 
C«le  W  P-* 
Wileoi-O  H 


Baldwin  Clark  E— c 


Hatt  &  HardT-f 
Htlmc  J  W  Jr-f       , 

HoidBBton  M  W-< 
Hoog  ft  Bennett— f 
Hoo^  P  J  ft  Son— f  < 
HowiU  John  C— c 
Hugbra  F  L-1 


Kine  W  F-c 
Lanolnf  Geo  L— t  c 
Marahall  W  Hal-t 
Hichacl  Joieph— ( 
Nolan  jin«  F— 1 

PdBUT   C   B-1 

Kctoa  Fiank  W-l 

8uick  A  D— 1 
obetiaon  Cha*  F— « 
Simpeon  Chaa  E— (  1 
Smalliihaw  Tho  M— c 
Smith  E  F— I 
Smitb  E  Jt-l 
Smith  W  C-^ 
Tobiaa  B  E-1 
Tobia*  ft  Wt»~t  I 
Treat  A  B-( 
Wagner  Looli  A-i 
Waldlcr  H  B-1 
While  ^  O-I 
Whitner  CtM— f 
WUcox  laa  S-1 
Wilun  T  A  C-^ 

ALBIOH 
Cnlnr  ft  Curo— f 
Da*i*  Kn  R-f 
DiTliO  1^-t 
Dean  Geo  E— f  I 
DcariDK  P  M-l 
Ealow  J  C  ft  Sa*~< 


Gildart  Wm  D-f 
Hule  A  E-1 
h3id  R-< 

Haughlin  F  F— 1 
Kendrkk  J  S-t 
Labertrau  F— 1 
Lane  C  B-( 
Leonard  O  A— J  I  c 
Leonard  ft  Novet — I 
McCotcheon  A  1,-i  c 
NoTCa  W  R-f 
Reed  3  U-f  1  c 
RobeilB  Maude— { 
Row  B  E-t 
Shepatd  ft  Wright— f 


Ibm  KOT-T  H 
Pontiat  D  A— f 
RobertKHi  J  M— t 

ALLEGAN 
Born  C  M— f  c 
Ctoh  O  S-f 
FooteM  e-f 
BIcktGI^f 
Le  tale  Frani-1 


SS!J*U  E-i 


Town  P  E-f 
--    ■  ■      T  S-lc 
H  F-[ 


5Klll!S.^ 


ALPBNA 
Ballow  W  A— f 
Blackbtini  ft  Co-t  1  < 

KanlecV  Tonr-1 
Kelley  ft  Barron-t  c 


ANN  ARBOR 
Ball  B  N-f 
Baamgardner  John— 1 
Benham  H  C— c 
Butler  W  H— f  c 
Childi  W  K-t 
Gaise   F  S-f 
Gauntlet  Jo»— c 
Haaret  ft   Son— I 


Freatit  J  H-^ 
Rb«ad  GeoB-) 
Sawyer  Lorenio— f 
Sellman  H  G-f 
SeMloD*  J  O  A-t  I 
Shearer  C  H-l 
Smith  W  H-f  c 
Williama  H  A-I 

ATLANTIC  MINE 


BAD  AXE 
Ball  Chu  L— f 
Hill  Stephen  B— 1 
Liabnai  L  J— f 
Ryan  Wm  J— f 
Thompaon  Chaa  E-t  . 
Woodwarth  Paul-f 
Wright  A  I— f  c 

BATTLE  CREEK 
Arthnr  Jeaae — I 
Banam  E  C 
Barrr  F  M— f  c 
Beardalee  N  A-f 
Binkhont— 1 
Brownell      W  N-1 
Eavci  E-f  c 
Gotdoik  JW-I  e 
HarrerH  T— o 
Hop^na  C  M 
Howei  S  A— f 
Hubbard  N  E  Co-f  1  c 
HolMber  A  H-l 
LewU  Harrr — f 
LDdlnm  Ror-f 
Lnian    Chaa   E— f  1  c 
Harstaall  ft  Buller— f 
NIcboli  L  G-l 
Palmer  Cba*  I^-t 
Parker  A  S 
Poole   Fiord— I 
Reed  ;  I^-f 


«ephenB 
Vakehan 


Frid-I 

Ward  Frank  W-t  c 

Wilder  &  S<mpaon-f 


Bnchanan  J— I 
Bath  A  E  S-(  c 
CknwT  R  G-f  1 
Carroll  D  T— c 
CUft  W  O-f  1  e 
Enift  Frank— f  1  e 
Carmu  C  W~l 
Goeacbel   Loida-f 
T«lTn  L  E— 1 


trer  F  E  ft  Co-^  I  c 

mr  Jai  B-1 
Sptcr  ft  Lewit— f  c 
'nomthwaltc  C  W— * 
Tiemer   Broa— f 
Van  Tnrl  E  A  Co-f  c 
Warrsi  ft  Warren— f  I  c 
Wedthofi  W  F-c 
Weatorei^-f  1 
BAY  CITY  (W.  SIDE) 
Birehard  S  R-f  1 
Elliot  W  U-f  1  c 
Hvri*  J  C-f 
Lichtig  E 

Phillip*  Otto  C-f 
Phillip*  Wm  H— f 
Ttaomaa  D  CunpbcU— f 

BELDIHG 
Caue  W  L-« 
-■-y  W  S-f 

bell  I  L-f 

Lamtwrtaon  W  S— f 
ModUoo  Geo  W— f 
SaodeU  Wm  F-f  c 
Smith  H  A-f 
Spencer  A  L— f 
Wagner  ft  Sos— fie 

BENTON  HARBOR 
Baaaett  ft  Ely— I  e 
Cady  ft  Andrew*— f 
Chaddock  R  P— f  c 
Corell  Horace  B— f  c 
Edmunda  ft  Co— f  c 
-     ler  E  C-f  le 

imer  ft  PIsmaMr— f  c 

Riford  I  W-f 


BIG   RAPIDS 

[too  Cbaric*— f 

Bcnsett  A  W-f 

Clark  J  F-f 

Ford  Brothen— f 

Ford  ft  HenderaoB — I 

Ho«  W-i 

EnbOBme  J  H— f  c 

Mar*h  Mr*  A  L-f 

Tlitop   ChM— t 

Wcbater  Soy  ft  Co.-f 
BUSSFIELD 
leraon  Verone— I 
penter  Htt  Grace— 1 

peoter  Mr*  C  C— f  c 

Baraer  J  E— f 


Holt   OliicT— f 
Rathfo*!  Lawrence — f  c 
leiley  Atty  J— f 
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Palaur  W  A-l  I 
Ptva  Charlo—f 
Roe  A  C-l 


Bcanr  A  Dlsgiiu-f  e 
Bothwell  T-T^ 
Bowen  F  £— f 
Bbb>^  HaiTT 
Hukiai  E  B-i 
HclDtyn  D  E-* 
Rowl  M  I^f  c 
Snrer  Z  F 
Wetmore  A  Bieett— t  c 

CALUlfET 
Annit  D»iA-f  1  c 
FuKCtt  Bro*  A  Gaek- 


CI'Brien  H  E-1  c 
Schnella'  A  La»TC 

Sunnvd  W  L 

CASO 
Garner  E  E— t  c 
Hoacd  J  H-f 
Quinn  W-t  c 
Ruulord  B  L— I 


cAssoN  cmr 

3Di«  A  I^-t 
DnmiDgi  E  C  A  S«» 


I^on  1#  A— f 

CASSOPOUS 
Harden  Ja>   G  A   So 

Northio 
KMcT  C 


m  D-f 


■  J   B— fic 
CHAKLKVOIX 
Burnett  Ed  A-t  c 
Batttra  A  Biidn— f 
Coope.  Henr/  C-€ 
Gicen  E  H— f 
Hampton  W  E— f 
Kane  R  W— ( 
Rachow  W  r— f 
YouQK  A  F— c 
Young  HrHle— f  c 

CHARLOTTE 
DnM*  EG-^ 
Dcekc   Geo— I 
Finch  Frank^-I 
GriSlh  V  G-f  1  e 
Gawkina  Hrrao— I 
HnM  BeatriG^4 
Kar  J  D— f  0 
MnrraT  E  A  Co— f 
Nicholi  John  C-t 
Power.  Id  a  Co-<  e 
Proctor  H  B— c 
Rowln  G  W— f 
Spafford  C  D-f 
Stilling    W    P   A    Sa»- 

Swert  J   A-l 
TJbert  A  Co-f 
Tear.  V«.  J-! 
Warrea  F  G-f  c 

CHEBOYGAK 
Hf^vhrar  Geo  F— I 


Middlelon  W  R— f  I 
HoloDcv  V  8-1 1  « 
SboonAcr  W  B-i  1 4 

CHELSEA 
BackwHfe  GcoW-f 
Be  Gok  G  A— (  1 

Emmett  M  T— f 
Fletcher  Jotn— j 
Kalmbaeh  loha— I 


X-f  1  c 


J  U„    . 

SchaibU  PauW 
TnmbtUI    A     WtkanO- 


Coryell  B  G-J  1  e 
Damon  O  Vf-i 
DcTcreatui  J  P— f 


Bowler  Joa-f 
Derbr  Olia— f 
Marnud  A  E— f  c 
Readini  C  A-t 
Welch  A  Bennett-t 

CLEARWATER 
Finer  W  B-f  1 
Shaw  W  F-( 
Whiitemote  Broa— f 

CLINTON 
BUnebard  J  R-t 
Kimball  L  W-{ 
Snrith,  Rlebmond  A  Co— f 
Van  Tiiyle  W  D-l 

COLDWATER 
AHen  E  J-f 
Bennett  C  W-f 
CrandaU  E  R-«  I  e 
Brana  John  S-i 
Gibaon  Atatm—t 
Rodgcman  W  E— (  a 
Howe  Cba*  F-^  a 
Hnebea  Hcut-I 
HsBfCTferd   A   Li 

L™  F  a— I 
Hilnct  A  Wataon 
Hontafse  J  H— f 


wmUniB  F  S-l  e 
CORUNNA 
Baafa  Walter  U-f 
Derbua  Rajr— ( 


L«we  D  H-f 


CRYSTAl.  VALLS 
Beech  A  Cat* 
Corcoran  J  F  Ins  Agcj 

Ltd— f  1  c 

DELVAY 
Itiman  lai  T 
Uorler  K-t  e 

DETROIT 
Adama  John  I— I 
AltboffC  A-f 
AmboT  Lee— 1 
A A  Jamtaka-I 


Anns  I-Vfcl— 
Anfaur  Jai  C 
Aaton  T  W— : 

Aikin  W  L- 


Giddingi  T  F— I 

G,.].hnv^  T  E-l 

GjllOD    H  J-l 

Glueeklich  A-l 
Goodale  W  B-1 


Buter  Cbaa  E— 1 
Baxur  &  Baxler— ( 
Beach  Geo  H— I 
Beat  IT  R  A— 1 
BclanKcr  Ioicph-< 
B«n  "ii  d  B-!c 

BtiircH    rti^s    D— [ 

Beiincu  E  K-i 
Bcnaon  I  J— C 
Bentler  Fred  C— ( 

Beisennr  A  Moore— f 
Biert*  A  Sage— f 


Hennt'^  Leu  K—t 


Boanfnsliaaaen  Jnlln»— I 
Bnakcoiidge  D  S— 1 
Breault    A    V-f 
Bieroort  In  a  Agcy    I 
Briacoe  A  UcKce-< 
Brookt  Geo  W— I 
Brown  Chaa  Fiankllo— I 
Buchanan  Geo  H— I 
Bnnclark  Altred-f  c 
BurnaaPS— I 
BnrEe  F-f 
Burkhaidt  O  F-^ 
Bnttrlck  F  L—  I 
Campbcn  F  C-l 
Campbell  Robt— 1 
C«ter  G  I— f 
Chad     " 


I  Hnah- 
n  L  fi  I 


k  W  C 


Chandler   Geo    W,    The 
Inr    ' ■ 

Chill 


Chrii 


C-l 


KaiMT  Joi  A  Co-f 
Karrer    A    Berachbach— I 
Kanfmans  Jo*  F  A  Co 
KeaTCr  Wm-f 


CitT  A  Snbnrbaa  BoBCi 

Co  Lld-f 
Claik  D  A-l 
Clbbee  W  D-^ 
CodT  Pred-^ 
Coulion  C  I— f 
CnmmLn»-l 
£"^i"«J^  J.  ^ 


.-f. 


Knorr  Frederick-f 
Kopp  F— f 
Koppin  Henrv  L— f 
Kurtli  Chai  W-f 
Lambreeht  A_Kell; 


St 


W-l 
Philip-f 


Daihi.   , 

DeUalc  Peter  L 
Detroit  !□■  Agencjr-i 
Diamond  T  P— 1 
DiekinionJ  E— f 
Doaae  H  F^t 
Donualaki  M— { 
Downing  W  R— I 


and-f 


Duven 


Farmer  Henr;— 1 
Pectenn  Fred  O-^ 
Peld  Cfaaa  A 
FerencT  J  G— I 
Fieldman  Thro  A  Sona- 


Fick  L  }-t 
Fisher  A  E-l 
Fiak  Chaa  D-l 
PHch  C  U-1 
Friederich  J  U-( 
Failer  E  H-l 
Gage  W  T-1 
Gardner  Ham> 
Gent«h  W  f~ 


S-l 


Gee  A  Bennett— f 
Gerard.  SloimfelU,  Lor*- 
ley  Co-t 


Tr' 

Lawaon  Martin— f 
Lee  J-l 
Lindaay-Brown    Inmt> 

■nee   Barean-j 
Lioael  Hlury-f 
Lipaiti  M   A-l 
Look   C  A-f 
Lot»    Louia   P— f 
Mcaond  A  H— I 
McDougoU  W   A— I 
UcGill  Geo  B— I 
HcGifcnin  Thoa— 1 
UcGraw  Homei^f 
HcLeaa  J  A-l 
Macanlajt  R  H— I 
Uacben  John  T-1 
Uage  W  C-^ 
Maraah  A  Well*-I 
Marron  A  N-f 
MaiT  M  R-l 
ManhaU  U  W-I 
MarahDit  W  B— 1 
Uartin  W  C— I 
Maaon  B  I^-l 
McDougall  W  A— I 
Meiatens  G-f 
Meltier  J-l 
Michigan  Ina  Agcr 
Hiller  C  H-l 
Miller  G  W-l 
Mitte  Miai  Cartje  H-l 
Mobr  Frank— f 
Uontgomarr  W  B-4 


.t  B  F-l 

Uoucr  C  G-1 

O'BHcB  Idi  Baiao—I 


Pulier  Broi  Co  Lld-I 
Parlicr  E  H— 1 
Pariah   Jos-l 


Pellisr  Chas  F-f 


A  Co— f 
f 


PjIhboBB    &    StCVEDt 


Reilly    T   J-f 
Xhlse*  £  U— c 


SobiiUMi  W  W-4 
Robn)  Hermuin  C— f 
BuKb  H-l  _ 
Rueb  One  H— t 


Schutte  P-f 
SeoTille  C  O-l 
Skinner  W  C 
Swmoii  L  J~4  1 
Simom  N— I 
Smith  F  G  ft  Co— f 
Smith  W  A-1 

Sooner  A  T-) 


a-  John  D 
E  O  C-4 


Stelrc  -    .    . 
Stenger  J  A— ( 
Stereu  G  B— i 
Slock   &  Voik-f 
Stoll  Otto— f 
StriDf  cr  C  A  4  Bro-I 
Swinger  E  S— 1 
Strloscr  w  }-A 
Snalet  &  Co— 1 
ThomM  J  H  »  Co— f 
TliompMn  Albert  R-^ 
ThotBpton  J    W    *   Soi 


TtomcI  IB 
Tornir  C  E-1 
Utter  ft  Thomn 
Vin  Antwerp  M 
Vu  Sickle  V/-1 
V«n  Tori  H  G-1 
Veinot  Bro»-l 
Vicmui  C  I^-l 
Wade  H  C— I 
Waits  ft  Bnrgm    I 
W«iie  Will  A-1 
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Werd  Eber  ft  Co-I 
Ward  Thai  W-i 
Wanen,   Brown  ft  Co-f 
Waterfall  E  A-f 
Watkina  G  A-) 
Watu  Will  W-1 
Weayer  H  D-f 
Welsh  J  M— 1 
Whitakcr  Broi  A  Peuj 


White  C  5-1 
Whitney  P  H-f 
Willeiit   Frank  J-( 
Willson  Kilph  J—l 
Wiliinger  H  C-1 
Wflioo  W  G— 1 
Winter  John  ft  Co-I 
Wood  Wm-( 
Worcealer  John  A— 1  e 
■     O  J~-! 
«er  B-t 

ft  Kioiell 

York  B  D  ft  Co 
VonnB  W  B-c 
Zacbariai  H  H-1 
ZimmernuD  ft  Adam*-I 

DOWAGIAC 

Beenft  J  O-i  e 
Donahue  Leon — f  1  c 
Zdirania  T  R-1  e  I 
Field!  Geo  M-<  c 
Howe  Edward  F-f 
Ketcham  Gyde  H-l 
Klnnane  Jamtl  H-l 
Lee   Henrr-I  e 
Lrle  Mn  Leon  R— f 
Moon  A  M— f  e 


Stat. 


j'Ma 


DUNDEE 
Carr  Fred  B— f 
Corbin  ft  Hitlon— f  1  c 


De  Coaztj  jeroma   ■ 
Hamilton  H  H-l 
Harria  B  S-i 
Honenrell  Geo  P— f 
Hughea  i  Hughe*— f  I 
Lewfa  W  W-f  I  o 
Milbonm  H  J-l 

.  _Jb^  S.  H-f 
SpHnkle  C  A— f  I  e 


Besei   L  M— f  1  c 
D^crty  ft  Lewit— fe 
Erwln  W  B— I 
--     ■  I  J  R— I 

e  A  R  ft  Co 

irup  ft  Northrup— f 


EVART 
OuN  Irrin-f  I'c 
-  Mial  J  R— f 


Youaia  Dan — f  c 
FENTUA' 
Ama  W  B— { 
Corrifin  C  I^-f  I  c 
Da*ia  W  R-fl 
Holmea  R  S— f  t  c 
HoTcy  ft  UcWals-l 
KldgVm  H-l 
MaeNeal   Geo  F— f 
PhUBn  H  l-f 
Renwiek  R  »-l 
Tinker  Clareoce— I 
Wilmot  Geo  W— f 

FLINT 


ssn^H 


Petlilmne  Milton— f 

Seeley  M  L 

T>1c[  John  B 

UVnoD  JruM   ft    S*>lBP 

Vlert  J«red-£c 


FRANKFORT 
Capron  W  V-^  « 
HoflMcMer  J  ¥-4 
Schmidt  Antnn— < 
Snider  Byron  W-^ 
WiGkham  F  0~f  e 

GLADSTONE 
EmpaOD  G  R— f  c 
HupT  Phil— f 
Hnber  F-fc 

Uerti  O  I^-l 

White  E  V-4  c 

GRAND  HAVEN 
Soer  Hann  I— i 
Danhof  I  J-f  I  e 
DeBoeV-1 


r  J  O'Bricn- 
«  Wllllam-f 


Oake*  J 
flair  J  . 


iwina  J  W-l  e 

Innd  Ledge  Ini  AgcmC)' 

Joaa'  V   W— f 
jarman  T  I^f  1  c 
Panlow  H-( 
Ruiiell  A  E-r : 
Stodcwell  C  J-l 
Wright  J  L-l 

GRAND  RAPIDS 
.__bright  J  C-^ 
Aiotander  ft  Tlanjtniln 


Arrta  R  W— f 
Bareharl  I  W— I 
Becker  H  W— I 
Bamia  Geo  T— I 
Beneker  B  A — I 


Campbell  It  La  BM«e-l 
Carr  H    B-€ 
Cavin  J  H 

Chaoncer  C  W— £  I  c 
Llara  G  B— I 
aotlerhouae  L  J — f 
Colleton  Mitcbd — f 
Cook  P  J—t 
CroabT  r  S  ft  Co-f  c 
Cuiick  T  U— f 
Damaker  A  S — f 


Dosker  Bemuon  ft  Co— i 

Palh  W  B-l 

Perriaa  Luther  Co — f  I  c 

Finh  H  D  ft  Co— I 

Fiaher  F  J— I  I  c 

Preemas  H  E— 1 

Grand   Raplda  Fire  laa. 

GrefniL  N-l 
Grlanall  Hasfj  ft  Sao— 


Holden  ft  Hardr-4  a 
Khnea  B  C-l 
La  Barge  S  H— f 
Loomii  R  B  ft  Co-f 
Luthur,  Ferrii  ft  Co— I 
MeKee  I  H  A  Sott-f 
Manlndale  W  A  ft  C»-4 
Uelia  M  R-C 
Uilla  P-l 
Newell  U  H-t 
Prorin  F  J-f 
Powell  G-1 
Ralbbun  C  P-4 
Roelofa  Ceo-I 


Shl^ll  1 


Soueh  J  E 

Squlrei  E  G-1 

Ten  Broek-4 

Thanr  P  W^ 

Van  Leeowen  W  H— f 

Van  Slooien  J  T-^ 

Vanden  Bosh  ft  Ajer— ( 


Wilhler  L  G— 
Wood  J  J  ft  O 
Wright  Silai  k 


Zachariai  M  H— 1 


Starr  Rarnr— (  c 
Vaodarllp  B— I  c 
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HANCOCK 
Blehkcn  J  J-f  « 

Finch  W  W-l 
Fmlcy  Artbot— I 
nalc*  ft  CoinhHii    « 
KbIct  &  CoDchllB  Com- 


(HUcn<c  J  H 
Hartuuton  C 
J*n»r>r«ik 
Jane*    W    F 

Inc-lle 
HcDouldSt 


HOWELL 

B<Kb  W  B-(e 
Bntdkt  O  H-1 
Uonloa  ThDi— f 
Gncnc  Jane*  A— 4 
W  W—f 

If  Prufc-J 

Lfooa  WUla  1,-e 


HASTINGS 
B.UM  C  H-f 
Beumer  loha-t 
Biihov  Cliaunccy-I 
Snrton  E  A— t  e 
Colgiove  P  T— f 
Hiyei  W  D  ft  Smt-tl  4 


Kcnai 


n  A  E-l 


Pmcoaat  FR—l 


HILLSDALE 
Biihop  S  D— f 
Owppel  J— f 

GallDwir  E  O— f 
Kcmpton  C  R— f 
Uarcfa  Geo  K-i 

Marvin  »  Lrcmi-fle 
Nyeri  Geo  W--f 
O'MelBT  I'red-f 
Rejnolfl.  L  P-f 
Roy  &  Roy— f 
Shcpard  l.idi— f 
Sutton  J  K-f 
Taylor  W  D— I 

HOLLAND 
D*  Koier  C-< 

Garrod  W  J— i  I  c 

"ooym  G  W-C 

onw  Ittae  ft  C 

_a™ilje  Tboma 

McBridc  P  H-f  1  e 
McBridc  Cba>  H— 1  c 
Milea  Fred  T— I 
Morrar  I   E-I 
Olin  Wm  T-l 
Pcarink  J-f 
Te  Boiler  D  J-f 
Timber  MriXM-f 
Vm  Dnrea  Aithni— 1 1 
Van  Durcn  G  J— < 


HOLLY 
Baird  C  H~f  fc 
Hkka   W  P-f 

eilta  T  H-f 
cKinney  ft  Swiiifau* 

Hia«r  C  E-4 


HOUGHTON 
DoBslaaa  F  A  Af  ncy 
=*•>  J  T-1 1  e 
Shelden  ft  Beitnnd-f  1 
Vu  OrdcB  Broa-t  1  e 


O'DosneU  ft   ! 


Whhoey  C  C—f 


Burn 


CroLl  A  R-1 
I  Crua  E  E-l 
Uowney  J  C-1 


I  Hall  A  Kennedy-f  I  • 


SpauldloB  A  A-i  e 
Wallace  thaa  A-1 
Vebb  W  B  ft  Co-I  C 


JONESVILLE 
Deal  ft  Son  J  J-f 
Guy   F   li-f 


Calklna  Cbaa-f 
Homoei  S  B  Co— 1  c 
Hcrrttt  Ed— f  I  c 
Montgomerr  Laurm— 4 1  c 
Slyi  &  Co  E  E-f  e 
Snitb  L  W-( 
Smith  W  T-1 
SoBia  W  F-l  a 
WardI*  Clanaca  B-t  t  « 
WoodOS-i 

IRON  MOUNTAIN 
Corta  Jowpb  W-l 

^10  John-I 
Ut^BHn^-f 

Sieri"nB  L  T-t  1  e 
Woodmrd  E  A-f 
Wriffat  A  F-(  c 

IRONWOOD 
Bank  of  Inmwood  lat 

EricksCD  H  H—f  I  e 
GtaiT  Coo— f 
Hinaeom  Oiaa  A-l 
HealT  P  A-l  a 
licbctthil  A-4 
Pcteraoa  A  W-f  1  o 


ISHFEHING 
Rtlbridgii  John— ( 
CnndcnoB  Sana— t  1 


BronaoD  B  Gny— 1 
Brown  Ini  A>ey — I  I  c 
Bunietl  CT— Tc 
ChafcT  H  F-l  I  e 
Chamboa  I  F—I 
Chapman  Htu  G  H—f 


Collinr*' 
Dahby   H"H-I 


°aJi 


John  H-f 
=1  H-I 
liaon.  Barry  Co, 


MrNeal  S  I>-t 


KALAMAZOO 


_  _.e  W  H— 1 
Chen»y  J  E-( 
De  Yoe  E  W  ft  W  tl-i 


Edden  J  C-f  I 
Elwell  R  W— c 


lialley  H  H— 


HincktcT  ft 
Hollander 


Scdcw^k  G< 

Skogberg  Ge. 
W«I  Jolln  t 


f  I  c 


D— f  o 
ITHACA 
AriilcT  E   H—f 
Baritow  A  E-f  I  c 
Cldler   I-f 
Howd  Jaa  N-t 
Malhetn  John  T— ( 
McCatI  Broa-f  c 
lohn  W—f 


Petti 


ira  Jo 


D— f 


JACKSON 
Badfeley  B  C  A  Co-I 
Banckcr  Enoch— f 
Bellow*  W  B—l  a 
Bennett  J  T— f  c 
Breck  J  f-l 
Brewa  W  Rr-t  I  e 
Conrdl  H  P-l 


ivaman   H   W— 1 
nka    S     n-1 
i-dan  G  S— 1 


I'hillipa  T'  B— f 
Pike  W  P— 1 


,mao  G  L-1 

Starkweather  F  E— 1 
Sterrett  S  C— 1 
Taylor  Wm-c 


White  A  Norcrow-t  I 


Prince  E  F— f 
Vine  A  J-f  1  c 

LANSING 
Acketmtn  Frank  M- 
Baker  Artbnr— f 


Earniberger  F  M— I 
Parrand  H  K-l 
Goodell  Geo  K-l  1 

Hoiden  E  A— f 
Bolbeck    F   C-1 
Howe  F  A—t 
Hull  Warren  C-1  c 
-     ■      1    N    F-f 

eim    H   C-f 

g  Ina  Abcj^I  1 

Leathernun  J  P-c 
Routaer  ft  SatUer— f 
Row  A  SpencB^-f 
Ryan  Robt  H-I 
Seymour  Wm-1 


Jidwell  J  H—f  t 
Buck  Geo  R— f  c 
Borbanka  C  C— c 
Holland  D  E-( 


Tophi  W  H-1 

LOWELL 
Hicka  S  P-l 
Uange  D  G— !  1  e 
Spiiagett  ft  Brained— f 
StocktnR  R  D-f 

LUDINGTON 
Amott  R— f  1  e      ,  . 
Dunwell  ft  Stray— f  1  t 
Poater  F  A-f  e 
Globe   City    Realty    Co— 

M— f  c 

■  D  W-( 

Howen  E  H— I 

Felletier  Bro»— f  c 

Fbelan  John-I 
LUTHER 

Bndner  Nortnan— f 

Fairbanki  Earl — 1  c 

JohBion  E  G-1 

MANCHESTER 

Caae  C  W-f 

a  A  F  A  F  M-l 
er  Geo  T-i 

I  F  A— f 

Root  E  £— f 

WalT     -   '    ' 


*  It'  , 


Watkini  L  L— f 

MANISTEE 
Bamea  A  Bamea— [  c 
Cole  D  E-l  e 
~      itianaon   A   C-f 

....nan  G  R-l  e 
Pienon  A  Trimb1e-f  e 
Xtmadell  T  M— f  e 
i    Wallace  J  D  H-1 
Wallaoe  ft  Hart— f  1  c 
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MICH.— Con. 

UANISTIQUE 
Aihlord  E  A-i 
Bull  C  E— f  1 
Fim  Nitn  Btek-t  c 
J.weU  E  H-f  c 
Manlftiqiu  Bank — 1 1  c 
Orr  G»  H— f  e 
Tecplc  ft  Fonhir-1 1 

IfASINB  CITY 


UcCarthT  D-I 
RabertHiii  Mar  A— f  e 
Scbnoor  Will-I 
SeatjneJt  Bro»— f 


Dn&  k  UakaScT^  1  c 
Fnard  U  H-f 
BoiAiD»-t 
IfaDEriHR-f 
Pctcri  R^Rt— f  e 
Robertnn   Tohn- f 
Rrtn  T  F-f  I  c 
Teeplc  P  G-1 
TodicT  G-l 
White  Peter  ft  C»-(  1  c 

UABSHALL 

BiUinn  H— I 
Corlright   H  T-( 


Lsni  C  J-f 
Merrill  H  M-f 
Miliar  Charlfi  O— f  I 
Osbom  S  N— f 
Page  L  S— f 
SimmoD.  E  E~( 
Vernor  J  T-1 
W«t>oB  Kalc-f 
Winior   i    Miller— f 

UASON 
Adam*  W  J-f 
Allen  Fred-f 
Berniui  A  A— (  I 
Briwol  Geo  W-(  e 
Curen    Waltei^-f 
Dart  B  C-f 
FreeUnd  H  C-f  e 
Ltod  Alva  G— f 
Peck  GL-f 
Strand  Hae  Un-i 

HENOUIKSE 
Cox  ft  Roper— f  1  e 
Guay  Chai  J— 1 

Lehman   W-l 
Lowry  Tndd— I 
Martmck  J  J-f  I  e 
Menoniaee    In*   Agea 

Ltd-f  10 
Sbainboli    Fred— I 
Spie»  C  A— I 
Stephenaon  J  A-(  S 

upenor     naurance      | 


MIDLAND 
Axe  Geo— t 
Bradley  ft  Arbuiy — I 
Boreh  Bttoo— f  c 
Fatrchndt  H  L-f  c 
Falei  It»-f 
Gua  H  J-t 
Hart  Ray-f 
Lane  Rcibl— f 

Pom  F  i^i 

Rice  B  P-4 
SlanCord  G  B— f 


ST  J    A-I 

...jdoD  A  B— 1  e 
Cron  Loniaa— 4 
Danaard  B  ft  Son— f 
Uaoion  Will-f  1 
ItceafriB  F  I^-f 
IlchDcr  Geo— f 
Kirchnaaner  Ella — i 
lUinielliofer  W  U-^ 
Lupberc  W  N— f  1 
Litilo  Geo  I^-f  1  e 
LoTannr  P  B— f 
Marn  7ohn— f 
HcCoimick  C  J-f  I 
MeCormlck  ]  J-t  1  c 
Ualhewa  P  H-t 
Meier  W  A-f 
Schrauder  Geo~f 
Veisbo  G— i  c 
Wade  Lcandei^-1 
Walter  W  H-c 

MO  REN  CI 

lellui   W  H-f 

FoMcr  A  V— f 
Uumpbre*  Sam— f 
Miller    A    E-f 
Smith  R  ll-f 
Wilton  C  A-f  I  c 

MOUNT  CLEMENS 
Bchnke  H  W— f 

Ueioc   E    A-f 
Uich  W  C-i  I  e 


Waliier  Otto  E-l 


Crego  F  C— I 
McNamara  Frank- 
Lyon  ft  Livinntoi 


UUNSING 

n*  ft  Stockwell— f   c 

CoDina  G  Shemaa-l 
"  fy  JamM-f 

MUSKEGON 
_  _  MB  W  W-f  I  c 

Barnei  C  C— 1 
'  Chamberlahi  Chaa  L— I  c 
-t  Vriea  Jno  E^-c 

_  ""  O  A— "c" 
Uougberty  R  I^-f  c 

eHK'd  R  P  Ins  Agcy— 


Holthe  P  O-^ 
Knowlei  ft  Tbonie  — f 
Lange  Chamberlain  Wii 


_o>bY  P  W-f 

UcKillIp  Geo-I 

Me  rri  field  Cheater  H— 1 

Minty  R  H-f  1  c 

Powera  Dr  Lunette— 1 

Prlnalc  S  E-t 

Smltli  F  D  ft  Co-f  1  . 

Sweniniilon  L  C— f 


TellDMn  B  H— f 
VandarLaan  Jno  S— 1 
Vandcrwerp  Georie  D — f 
Wilaon   Aahford  ft  Co— 

NASHVILLE 
Hough  C  A— I 

Kidder  Anhur-I 
Mall  Dry  E  D—f 
Sute  Savingi  Bank— f 
Wolfing  H  D— I 

NECAUNEE 
AdamaI.Oft  Son— f 
Cooley  ST^-te 
Jenniiin  Chat— f 
Nirttlnide  E  N-f 
Nikander  W-^ 


Pike  Walter— f 
Shaw  B  0-i  I  c 

NILES 
Betcbel   H-I 
Corel!  Geo  E— (Ic 
Harder  Jaa   E-f 


Walts  D  D-lc 
Wood  L  E~lc 
Tappan  C  Q^ 

NORTEmLLE 
AnblCT  W  H-f  c 
Babbitt  L  A-f 
Dolph  Charlet-f 
Lapbam  Edward— I 
Slmondt  B  K-4  c 

NORWAY 
Fim  Natl  Bank-f  c 
Springer  Lewi*— f  e 

ONTONAGON 
Carroll  Edw— f  I  c 

Corfnn  J-f  I 
Hdllenr  C— fc 
Spetlman  C—fe 


First  State  Saviags  Bank 

Ina  Agcy — f  c 
Hart  M  Mra-f 
Roae  E  T-< 
Tncker  A  B-f 
Walker  Fred  W— f  c 


Cadwallader  W  C-(  1  e 
Gale  R  I— f  I  c 
Jackfon  Chaa— f  1  c 
Kilpatricfc  W  M-f 

LoiSTg  W-f  1  e" 
Miller  E  M— t  1  c 
Oibom  Fred— f 


Waahbnni  W  E— c 
Weldman  Fr*nk-f 
Willlann  C  S-f 


Fuller  C  H-f  1 


Greeo  A  H— f 
KiDtmaa  G  O — f  1  c 
McCBitr  Aln-fc 
Tnaatead  W  J-c 

PAW-PAW 

Allea  S  E-e 
Downiof  B  E— f 
Free  JW-I 
Gtiaua  F  P^  o 
LsuwcU    W   H-1 
HelTiel  H  Ir-f 
UaaoB  W  H-f 
Parka  Bdwud  F-I 
Sirrinc  E  D-l  f 
TltOil,  H-f 

PETOSBXY 
Amei  R  C-I 
Call  ft  Lmr 
Gatei  HeniT— t 
GObert  E  E— f 
Krieger  R  A  B-f 

>^™at  Tco— f  I  c 
TioDtaw  &  Song  Co  Thoi 

— f  I  c 
Wachtel  ft  Galater  Co— f 

PLAINWELL 
BUir  John-f 
Nichob  Albert  L-f  1  c 
Shand  Bertha  J— I 


BrnmlcT  P  B-f 
Brondige  George  F — (  e 
BrondigeJ  B-4  1 
Buck  lU  &-f 
Burrige  C  W-f 
dark  Fr«d  C-t 
Colria  H  H-f 
Corert  P— f 
Crawford  Clark—  f  c 
Crawford  F  A-f  e 
Crohn  S  S— f  I 
Dana  D  L-f 
Eaton  Cbai  M-f  e 
Ellaworth  Arthur— f 
Pidier  A  J— f 
Fndenburgh  J   A-f 
Gtlliipie  ft  Van  Wagonei 


North  Wm  F-f 
Norlhrup  Henrr  C~f  1 
Phinney  A  K— f 


Turner  C  B— f 
Van  Wuoaer  Tames— f 
WatUnaF  A-f  1 
Webiter  E  R-f  c 

PORT  HURON 
AtUat  Lewla-I  e 
Barson  H  G— I 
Carapben  R  S-I 
DaTid  A  P  ft  Co-f  e 
Daddaon  W  F— f  c 
Denier  ft  Dcnlei^f 
Piaaer  A  Fiih— f  c 
Hayden  ft  Co— f  I  « 
Marx  H  F— f  c 
McLean   A    D— 1 
MeniA  J   D-f 
MihletaUCT  D—t 
Mulr  Ju-f 
O-Brten  Ll-f  I 
Pcrdnl  B  F— I  e 
FhUUpa  Wd  M-e 
Rtmneb  H  B— c 
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VT»e  T  H-1 

WclMo  *  £cfcle»-f  « 
WilkiaMia  E— I 
WOwM  i  Co-f  c 
— tea  J  S-f  1 
^1,  Hort  ft  C 

PORTLAND 

Com  ft  GoM-f  1  c 
Helcomb  B  W— f 
Jeokiat  O  N— f  e 
U»a«d  &  AII«o-< 
Sdtock,  W  F-f  I  c 
Webber  John  A  ft   Sod 


READING 
Daikr  J  F— f 
Dotr  I-  H— f 
Hill  ft  TrrrU[— {  1  e 

BED  JACKBT 
Aimit  DiTid-f 
CaluiDet  Sutc  Bank  Fin 

Im  A^ner— f 
Fancett    Bio*    ft    Gock— 


IIiwldDi  W  E-^  G 
I^ocke  W  R 
SaTidae  B  N-f 


SAGINAW 


BlaoliBrta  H-) 
Brater  C  G— f 
Brown  Ja»  F  &  Soa-(  . 
FETcnaon  ft  Wallace— f  i 
Gaudow   C   F— f 

B.  GEER  &  SON 

INSURANCE 

AaciKT  BstabUibal  1883 


SAGINAW,  MICHIGAN 

GecT  HewT— (  c 
Goeaebd   H— f 
Grant  Geo  A  —1 
Hnnmoicr.       HcTcr 

Weber  *  C<h-I 
Hewitt  W  M-1 
Holland  L  E-I 
Iberiioa  L  I-l 
Johtiaoa  J  3—1 
Kenten  BdwiB-4 


Klnitn    Abcv-I 
Klum..,.  .-i    lin.-^:iT 

SiL-.^pU  s  r-f 
Lake  Wm  ,>^  i-o 

L*»il   Arthur  F- 
littlcGrM  G   F-1 


Sckmelnr   F    N— f 
Sebmii  V  E  ft  Br*-f 
Stakr  H  H-t 
Stelnbraaer  F  M-1 
Vtnaickle  J  W-t 

SAGINAW-E.     SIDE 
Appleby  B  G  Co— I 
Bum  Wm  B  ft  Bro-f  I  c 
Biater  C  G— f 
Hnxm  IF*  Sos— <  c 
Draper  J  D— '  »■ 
FernaoB    ft 

Geo-  B  ft  Son— f  e 
Gcer  H  N-t  c 
Goeacbel  US 
Holland  I.  B-4 

fSS  £!■"-' 

Khoea  Cbark»-f 
Klnmpp    W    C-f 
Koepke  S  G-f  c 
L4ke  Wm  a  Co-( 
Lceaeh  CbsK-f 
Lewi!  A  F-1 
littlefield  Ceo-I 
LooidU  Edgar  A— 1 
HiniD  W  B-i 


Schmelier  F  N-f 
Scbwahn  V  E  ft  Bro-< 
Sbaler  H  H-[ 

SAUK  RAPIDS 
Benion       CouDty       Rea! 

Eitate  Co— f 
Berg  HtTmaa-f 
Hetcber  Wm  H-t 
Seno  John  A—* 

TurriWn  A  E— 1  f  c 

ST.   CL^IR 
Baird  HeniT^ 
Hobel  Cfau-I 
IdkIu  D  P-^ 
lenkt  Riui  S-t  I  c 
UcElroT  Darid  C-{  1  i 


ST.  IGNACE 
HobMi  M— fle 
Hotchldu  E  H— fic 


Blown  I  E— f 
Cattle  W  H-f 
DoolloK  B  L-t  c 
Flyoo  Xhtt-f 
GiSeli  Chaa— f 
Hamilton  Wm-i  e 
Hoxie  J  M-f 
Hnnt  D  L-f  1  c 
Kendrick  R  L-1 


Ldand  Wm-f 


ST.  JOSEPH 
CuUTUi  ft  Waba— I  1 
CraofDcd  R  C 
Utaki  J  S-t 
Fletcher  J  W-l 
Hicman  U  C— I 
Jackwni  John  H— ] 


Scliuli  L 


St  Oait  J  C-J  1  c 

ST,  LOUIS 
Aldridg*  ft  Ueir-f  c 
Baratow  Wm  N-f  c 
GUdlnci  C  W-t  1  0 
L0W17  A  H-l  c 
PhiUipa  E  C-f  c 
Stercna  Manler— c 
WbitakcT  Geo— f 
Wriabt  Jai  K-l  1  c 

SAULT  STE.   UARIE 
Adaou  Ina  Aaeocj— 1  c 
Blank  Geo— He 
Brook  C  J-t 
ColwcU  ft  Oark-f  1 
Uaridaon  W  E— f 
Empey  CD-I 
LaL^d*  W  S-f  e 


Saull   lot   Age    King   & 


SOUTH  HAVEN 
CorUii  Geo— [ 
tnnlai  Geo  R— f  I  C 
Elkoibwf  W— f  e 
Hardt  ft  Fullanwldo 
Hemenwar  Eatl-{ 
Holmaa  W  W-f 
Linden  J  V  !>-!  1 
Madill  R  J-1 
McCrimmon  Roy— c 

Fhelpa   Mfnl 

STURGIS 
Adama  W  A  J-f 
Beck  J  W-f 
GraTci  C  W-f 
Uanrman  H  W'-f  1  c 
HEald  F  O-f 
Jacoba  Theo— f 
Keadiiu  Ceo-f  e 
Smilb    i"  A— flc 
Stanton  J  J— f 
Walt  A  H-llc 
White  L  E-t 

TECUUSEH 

BiTd    Robert— f 

Brown  Co-f 
DaTldaoa  Gnr  J— 1 
Cmespie  Gtact— 1 
Gllleapie  Garland— t 


WLEhtman  T  W — f 
Wtlmmaon  C  E— f 

THREE  RIVERS 
Andrewa  Ed-f 
Arnold  Geo  H-flc 
Bamird  W  E-f 
Burt.1  John   B— f 
Griffith.  Jobn-f 
Howard  Arthur  E-f 


Lenbart  Edward  L— f 


TRAVERSE   CITY 

BIllinKi,    K-l    c 
Bird«-ll    F    S— C 
Carver    Bfo»— f   c 
aeveUnd  L  K-f 


McWJihtT  Geo  W-f  e 
MaiiiriirislipT  R  A-c 
Mi^oroe  Ja*  H-l  t 


VASSAR 
Clarke  Ceo  D-f 
Gtorae  H J  P 
Hurnoa  H  E— I  o 
Lnm  RG-( 
North  r-l 

VICKSBUKG 
Clark  Chu  1- 

D^^'c 
McHaiter  J  "H-f 
Piatt  B  R— f  c 
Smith  Jame»  ft  Co— f  1 

WAYNE 

Cadr  Chaa  H-f 
Hoopi  Ed«>..J  G-f 


Chat  J-l 
y  J  R-f 
!■  D  B-f 


WEST  BAY  CTTTf 
Allen  Ceo  A-f  e 
liirchard  &  Ruttle— f  I  ■ 
Elliott  Wm  M-f 
Hvtk  J  C-f 
Liehtig  Edward 
Phillipa  Otto 
PhUUp*  W  H-f  1  a 
Shaver  Daniel  F— f 
Wilson  C  T-l 

WHITEHALL 
Haverkate  John— f  1  c 
Redfem  C  W— I  I  e 

Rugglei  C  H— t 
Wiliiamt  J  H-f  1  e 

WHITE  PIGEON 
Gardner  E  N— f 
Hatchio  C  W-( 
Roderick  E— f 

WILLI  AMSTON 
Caimi  W  F-f  1 
Croaaman  Ned— f 
Keumbak  J   F— f 


WYANDOTTE 


Mclnery  J   I 
Marr  C  H-f 
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Thieda  C  B-( 


Bowie*  U  H-f  0 
Burt  Geo  G— I 
F«*d  E  F-f  e 
Hecben  N  B-(  c 
UcTTill  John  H-i  0 
Saplcjr  JcsBC— f  c 

YPSILANTI 
CkipentcT  F  it— I 


Crcmer  llartiii— f 
Done"  Flojd— f 
Fdloira  C  U-) 
Fotnter  Albert— f 
Galhip  Fred  S-fl 
Gillelt  F  C-i 
GriSa  D  C-t 


Jodrn   PraBk— f 
nrk  John  P-f 
Loclwood  Geo — f  I  c 
PaUam  W  S-fle 
SeroouT  W   B-t 
Towner  T  S-f  e 
Tjitt  Ltwii  H-t 
Van  De  Walker  H  B-H 
\mber  D  E  ft  Soa-f  Ic 
WoTtlcT  J  H-f 


Fulton  D  E — f 
Harmon  J  U-f 
HiDta   Loula-f  d 
Herrinier  E  J — f  1  c 
Hctlaod  John  U— 1 
Halaon  Peier-f  I 


Hcnac  Fiank— ( I 
Krech  PreCBMD  E— tc 
Sgldi^iJ  Ir-t  c 

mKna  Geo  T-(le 

ALBERT  LEA 
BmwD  L  A-f  1  ■ 
GtHop  V-J  « 

G^B J  H— f 
Hamond  K  S— f 
Joaea  U  H-f  • 

ALEXANDRIA 
Baniea  W  K-f 
Cfaideater  Buel-I  I  c 
Cowen  I  S— f 

iluS^  S  B-J 
lacobami  Andmr— f 
IjKobaoo  TolleS— f 
Konaeb  G  A— f 
Leach  Hugh  E 

HclkaT  i  A-i 

HitaoD  W  B-f 
Mren  J  C-t 
Tnat  Geo^f 
Uamb  P  O 
Van  Dvka  Wo^f 

ANOKA 
AUd  R  W-f  0 
Curial  E  Ir-f  c 
Ihua  J  F-f 
Green  C  D  ft  Son— f  e 
Green  wald  L  I— f  c 
Haon  L  W-f 
Palmer  W  H-f 

AUSTIN 
Balrd  Lrmaa  D— f  c 
Bandler  Bro»-f 


Earl  N  F— fo 
Goodwill  Parker— f 
GrecDman    P  W— fe 
Mitchell  J  [^t 
PridbBB  T  H— fc 
RanncT  W  W-f 
SbeedjF  »  Cook— f  c 
Smllh  E  H-t  c 
Tleknor  F  A— f 
Webber  C  H-f  c 
Wfi^  A  w-r 


Hankn  Oiai  S-f  I  c 
NelMn  C  E-f 
OUtct  C  R-f  t  e 


Chard  E  E— f  1 
Conhm  H  B— f 

Sdiocn   lohn-f 
Weibel  W  H-t 


Miilhrw.    Leslie— 1 
Mcnermoll  Lco-1 
Sl^ne  H  W-f 
Thnmpwn    G  O— f 


Cirk  n'He-( 

n»Ti»  V  H-f 

Drake  W  H-f  I  e 
Floe  r^t 
Knb*   Fred-f 
Pmnan   P  E— t 
SitTeraaoJ- f 
Sprant  J  H— f 

BBAINESD 
BiDoelt  T  C— f  c 
-     ■  G  W-f  1  c 


Rima  A  P— f 
Smith  Bros— f  1  c 
Swanion  G  S — f 

CALEDONIA 
Bedoow  T  A— f 
Blexmd  H  ;-f 
TIauqaet  John— f 
DorJral  C  A-f  c 
DorWal  E  P-f 
Dmberrr  P  A — f  e 
FlTnn  A  T-f  1 
Fljmo  R  E— f  1  c 
Sprague  R  D— f 

CANBY 
ChriMie  J  S 

CRASKA 

Cn»en  Thomi  F-f 
Doll  Hy-f  1 
Dnnh  F  E  Jr— I 


MINNESOTA 


Faber  Geo  F-t 
Klammer  K  K— I  I  c 
Muirrei  H  H-f  1 
Simona  P  H— f  c 
Strenkeua   Geo— f 


CHATPIELD 
Haxen  C  H-f 
Ober  ft  Bumap— f  1  e 
Shearer  R  D— f 
narber  Chaa  L— tl 


CLEAR   WATER 
HoHman  F— f 
Pineo  W  B-f  1 
Sbaw  Vt  A— f 
Whittcmore  Bro»— f 

CLOQUET 
Cookom  Geo— c 
DIaaeo  I  E— f 
Dixon  C  V-t 
Feiwnbeck  I  A-t 
iDikeep  F  V-l 
HeWldieT  T  G-f 
Skemp  W  H-f 


Sirh  ft  HoelH-f  I  c 
Laitctot  Wm— f  1  c 
LnndhcTf  M — f  I  c 
Marin  WillUm-f  c 
HcPbee  }obn  D— ( 


Newhcrrr  C  W-f  c 


Dcriofl   Eli*»— f 
le  Geo  F 


!1'!!11,  F-f  c 

Strander  Abitract  ft  Ii 

veatment  Companr 
Vance  Sheldon  W-f  e 
Vannet  Wm— t  I  c 
Walah  ft  Low— f  c 
Whedcr  3  W-1 
WIMe  Gco-^ 

DETROIT  ary 

Bakke  J  E-f  1  e 
BoUla  t  F-f 
Carman  W  B-( 
Din  Mra  L  E-f 

MacGreeor  Chaa— 1  c 
Morrow.  W  J-f  e 

Nottage  T  A-f  1  - 


Sehroede 


P  F-f 

stunenni  C  G-f 
Wm  Jno  K— f 

DULUTH 


nder  E 


.„.,...--£' 

BarnVa"  A-f 
Bate*  U  P-< 
Burg  A  H  ft  Co—]  c 
Buih  G  A-f 
a»rke-Wertin  Co— f 
Cooler  ft   UnderhilJ- f 
Coitello^raff  Co  Ini^l 
Craig  C  P  &  Co-f 
Dowie  B  P  *  Co— f 


Dulatb  Pi 

nunninB_i 

Gridley-f 


&  Duonlai'-i 
or  &  GrldlcT-  ' 

Id™  H   I^-;l 


Field  E  D   Co— i 
Pink  A  H— 1 
FttT  J— ( 
Getchel  W  B-f 
Giddioea  C  H-1 
Grahtud  J— 1 
Cnvee  C  H  ft  Co-I 
Greoifield  T  B-f 
Hartman-O'Donsdl  Age 


Hepworth-Kirby  Agi^ — 

Herihfield  A  E-1 
Howard  &  Co  J   D-f 
bnnter  R  M— t 
lalud  T  A-I 
Jamar  H— I 
KirbT  Agcp-* 
Knox  ft  Co— R  B-f 
Lannera  H  W-t 
Laraeo  L  A— f 
Little  ft  Nolte— I 


McCormaek  P  E— c 
McNally  F  J-1 
Mendenliall  ft  Hoo 
Uichud  A  R-1   c 
Munoghan  1  J-1 
Mldlin  H  J— I 


„,.,.™ir±r' 

Pineo  H  I— 1 

Pulford,  Haw  ft  Co— I  c 

RichardwD    Day   ft   Hir- 

Rydberg  G  A-I 

ScoS  Kreidler  Co-f 
Segog  B  G— I 
Sherwood  W  C  *  Co-I 
Simenaon  L  A — 1 
Stepbenun  Jobn  A  ft  Co. 


Vui  Brunt  W-f 
Wahl  A  Meiaer— f 
WioB  H  A-I 
""-■tnej.  Wall  ft  Co~( 


BtonaoD  ft  Raamnii 

— f 
Dnffy  F  J-f 
faeobi  G  R-f  e 
Puictll  G  8— f 
SuUinn  Bnia— f 
Snilinn  T  A— I 
ELY 
Brot^war  L  B— <  i 
Broiich   G    L-f 
Chinn  H«nT  C — t 
Jamaa  W  T-f 


INSURANCE    AGENTS— MINNESOTA. 


FAIRMONT 
Dhb  a  Fmlmcr — I  t  c 
Uilb*i|  k  SoM-f 
OttrUk  Herritt— f 

SiBcUirH  W-f 
Wird  A  L-f 
Ward  De  FomM— ( 
PABIBADLT 

BeiTT  F  A-( 
Chuffee  F  M-l 
Chaje   A   G-t  1 

ChBK    K     S-I   1 

Clf  mem  Mil  Dora  S- 
ConliD   T  J-f 
DonsldKin  S   F-f  e 
Fo5lcr    ft    Co  J  A 
Kam    H    S-I 
UcMshoo  J  P-(  1 
Rufc   Pcler— f  c 


FERGUS  FALLS 
Aadenv  A  G— f 

b5E?  c  fc-* 

B>rk«  JO-( 
Birrowa  F  G— f 
Btnder  J— (  e 
Eriduoq  1,-f  I  c 
lohDMn  B-l 
Lake  *  Lomrr—tt 
lincola  R— c 
LowTT  H  R-o 
Nicbola  Cm  Ir-I  e 

Sawfari^  C  J-t 
StBU  U~tl 
Wbuktcb  H  H-f  c 
Wrisbt   C  J-* 

FRAZEE 
Albcruon   L  W 
Drir  J   J-t  I 
Gammer  E  F 
Merera  J  T 


AJ  L  1 


EbeliDs  Bel . 

GoDld^  G-f 
Janiw  r  W-f 
Eohler  F  X— f 


HewT  A 


Tifft-? 

Tioten  J— f 
Waldron  J  P-f 
Wenk  J  P  T— f  c 
Whaln   D  K-f 

GRACEVILU 
Balrd  E  C-t  I  c 
CaatT  U  R-t 
CallcB  C  D-^ 
UcDoggdl  M  T-t 
McRa*  Ju  A-I 
O'Brlni  A  D-l  I  o 

CRAHD  RAPIDS 
Farren  E  J-t  I 
First  Ntliooal  Baok-^  i 
FirK  State  Baak— f  I  o 
Gole  J  S-*  c 
Graffan  H  E-t  C 
Kremer  A  Kins— {  e 
WinaoT  H  t-1  \ 

GRANITE  FALLS 
Batctwlder  A   E— f 
B«sUoa  H  P 


TohnHHi  L  0-4 
K^OWT  W  I^-t 
Lot  Bert  O—t 
HcLanr  D  A-I 
Mamioa  C  Jl~i 


W    N— I 

SorlicB  O  H 
5«Iin  T  H-f  1 
WaUooB*  P  H-t 
HASTINGS 
BoyntOD  Francea  L — f  1 

Follm  D-l 
G*rgMi  &  Doffing— I 
Knoi  N   F~f  1  c 
Millcll  J  M— f 
Prinalt   W    DcW-f« 
RreJC  E-c  f 
Schaller  A  J-f 
SurUer  Lowell  C-t 


Sullin 


I   H-f 


HIBBING 
BnOj  T  P-f  « 
Corer  F  CUrh— ta 


KiitiT  S 
Lewfi  ; 


Power  J  W-tc 


Sid's 


GMna^r  B  J-l 
Holliatft  H  L-( 


k  SchonlcT-f 
HUTCHINSON 
Adami  D  A-1 
AnderioD  S  G  Jt-1 

Bank  of  HntchEniao-f 

Goodnow  K— f 
HarrinEto:!  W  E— f 
MeNallr  Vvm  O— f 
JACKSON 


JORDAN 
EngleT  Heorr  A— f 
Leonard  J— f 

KASSON 

romwon''w  IS-f 
Gooilrkh  S-f 


loan  S  T-f  e 
kcCaagbej  J  J-l  t 
"      mlrook  A  D-f  e 
W  N-f  1 
KENYON 
Bakko  E  O— f  I 
Beicb  H  E 
BorUoa  Arthur — I  ] 
Btirlaug   B  J-t 
BnulettcD  C  L— f 
FoM  Ed-f 
BarriaoD  Chaa_l 
Hotmail  J  C  E-f 
Oha  Frank— f 
Overhart  G  H 
Ruen  P  O— I  1 

LAKE  CITY 
BartJelt   J   C— f 
Dempiter  C  L-f  1  e 

Hammood   Ceo  H'-f 
Hubbard  W  A— (  1  c 
Pike  N  C-f  c 
Romick  Robt— f 
Simpton  S  M-f  1  c 
LANESBOBO 
Chapman  A  G— f 
Hanton   W   E-l 
Nelaon  S   A 
ScbdUd  k  Habberttab-f 
TollefaDD  L  T-f 
LE  SEUER 
Anderen  J  A — t 
"orer  P"A-f 


LITCHFIELD 
Benoa  W  R-t 

Braale  C  A-f 
tampbcn  E  "" 
f'anfera   k 

Bank-f 
■^nt  Nation 

eribej  H  .- 
-leeker    Co    - 

Loan  Co-fle 
UTTLE  PALLS 
Beraheim  N  N-i 
Briek  5  P-t 
Cameron  Don  H — I 
Cafey  Fred— f  e 
Croiifield  I  W-f  e 
DandaDB  A  R  loa  Af< 


JoBrtillott  W  T-c  1 
Tiebbj  S-t  c 
VaaalT  Lewi»~f  e 


LUVERNE 
AnuMronr  W  H— f 
Barler  Fred-t 
CanGeld  E  H-f  e 

SrfitoplieTKB  C  H— I 
■ii  L  E— i 
Dili  A  j— f 
Fergui.^n     Bios-f 
HinVleT  R  B-f  g 

KniH  G  W—l 
LaDue  Jay-)  1  c 
Kanin  C  J-c 
KcDowell    I    W-c 
Sphuck   B   E~t  1 
T-"erd  Svdntj  C— I 
Wbiu  Uarrison-l 
MADBLIA 
Brown  C  E— f 
Dahl   C  T— f  e 
Doaaet  H  S— 1 
Farmer  E  C— f 
Hayenft  J  E— (  a 

IfANKATO 
Brcfam  F  C^ 
Qiapman  Cfaaa  A— I  « 
CiliKa      Fire     Amu     oI 

Uaokalo 
Comitack  W  L— f 
Davie*  &  W«lker-f  I  c 
Evana  DaTld  S— 1  c 
Fone    Fred-l 
Punk  W  A-f 


johaioa  J 
lohuon  li 


Sbaub   Arthur— f 
Smith  W  W-f 
Veum  Land  Co— t 
Witlard  D  G— f  I  e 
WUUrd  M  G 


Davia  Thin  E-f  I  e 
Daniela  k  Co  R  B-f  c 
Gail  O  E-f  e 
Hathewa  H  E-f  c 
Odell  *  UcNiien-f  I  s 
Seward  V  B-f 
WoodaH  O-f  G 

HILACA 
Allen  J  A-f  1  c 
Alltooo  Tbo*  W-f 


*rberg  John — f 


Selections  of  Risks  by  tlie  Life  Solicitw 

By  C.  H.  HARBAUQH,  M.  D. 

Id  order  thai  a  mbmium  number  of  releclums  and  psatpcarments  mav  be  refiislered  by 
a  compuiy  anirul  an  uient,  It  is  desirable  thai  the  agent  ahould  carf^ully  gaunF  the  ac- 
t^eptAbilily  of  hji  proapecta;  aikd  Ibe  abortnamed  treatrse.  wrillea  by  a  wcll-lmowii 
authority  in  the  lite,  arcideiU  and  health  lasunmce  bvalntiB.  will  muteriBlly  help  in  agent 
who  will  read  and  study  it,  to  avoid  rejectknu  and  poslponemenu;  to  be  a  good  producer, 
and.  generally,  to  be  more  nicceirfuL  Hviilg  the  TaluBble  time  which  would  otherwise  be 
waAled  on  undeairable  rahs.  This  4i-piRe  pimphlel.  pocket  «Ee.  m  tinted  cover,  ia  uld 
at  the  followina  pricn: 

Sln^e  CopiM t0.3S  50  Cople* S9.00         500  Coplea. . .    WO.OO 

laCoplai 3.71         100  Copies 17.00      1000  Copies 120.00 

)I  Coplea 5.00 

No  enn  charge  for  printing  apedal  adnniKment  on  the  bick  of  this  publicalion  on 
Olden  foi  100  copies  or  more. 

THE    SPECTATOR    COMPANY 
Chicago  Offkre,  150  La  Sail*  Street  135  WBliam  Street.  NEW  VORK 
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MINNEAPOLIS  INSURANCE  AGENCY 

MINNEAPOLIS,  MINN. 
Representing  the  following  Companies: 

Atlas,  Eng.;  Caledonian;  Citizens,  Mo.;  Detroit  F.  &M.;  Firemans  Fund;  German  American,  N.  Y.; 

Hartford;    Ina.  Co.  of  N.  A.;   Liverpool  &  London  &  Globe,  Eng.;    N.  Y.  Underwriters  Agency; 

National,  Conn.;  Norwich  Union;  North  British  &  Mercantile,  Eng.;  Northern,  Eng,;  Fidelity- 

Pheoii;  Philadelphia  Underwriters;  Queen;  Royal;  Scottish  Union;  Springfield  F.  &  M. 

General  Agents 

New  York  Plate  Glass;  New  Jersey  Plate  Glass;   United  States  Casualty. 

CODunluloDi  Allowed  NoD-R«(ldait  Broken  ud  Accnta  on  bumace  on  MlnnMinll*  Prnpcrdei 

CORRESPONDENCB  SOUCITED. 


Ainiwonb  G  A-I 
Allen  C  A— f 
Alleo-HumanBOD    Co— f 
AndcTMn.Axd  Co — f 
Arnutront  A  J—i 
AnliiiT  S  K—i 
BadscT  Walter  I^-f 
Bldxcr  Wm  A  Co— 1  e 
Biker  G  M— 1 
Biniei  Mn  Frank— f 
BarnCT  Fred  E— f 
Ban  E  R— f 
Batin  A  H— I 
Batei  C  C— f 
Batei,      Chambetlain      k 

Blxte^Tr— 1 
Beadell  C  G~-f 
Belkngp  A  L-^ 
Bell  D  C  Investment  Ce 

-f 
Ben  John  I— f 
Berkey  Co-f 
BleckeD  P  P  L-f 

nignd   T   A— I 


Buraiel   Ealpfa— 1 
BuAe  J  C-4 
Bniti  F  C-^ 
Calbonn  J  P— f 

Campbell  L.  W— 


Centnl  An  Bank— f 

Chue  &  Scbanlield— f 
Chamberlain  W  O— f 


ConuJ-l 
Coi&W  M-l 

Conbaim  Louia— 1 


Cowles  B  K— f 
Cree  W  C—t 
CunninEbim  H  J— 
Danieli  C  E~f 
Duvia  A  B— f 
Darling  Geo  B— 1 
Oaning  Fortioni  C 
Dickej  F  A-1 
DgOBghue  Bto«— f 


Elchhom  E  &  Son*— ( 
Ellig  B  E— 1 
EmUcT  P  M-f 
Eitnlv-Hopptn  C0— f 
Eiterb  R  &--1 
Panton  Hiaa  Ei>— 1 
Findler  S  H  »  Co-1 
Fisher  W  I-f 
Flike  F  W-l 
Fletcber  L  H— < 
Fletcber  Co  (The)— f 
Florj.  F  M— 1 
Freeman  B  W— f 
Fnller  C  I-f 
Gale  A  S— ( 
Gale  C  S— f  1 
Girlaad  J  Ir-1 
Garlord  E  R-l 
Gilbert  B  H-l 
Gilei  H  M-f 
Grant  W  H-l 
Graham  W  J— 1 
Greely  Solberg  Agcy— £ 


Ha™;.;;  !«^l^r  1 
Harriwn  &  MerriM— f 
Harrington  C  I^-f 
HarriDirton-Skllei    Co— f 
Hairii  Cliai  H-l 
Hartwell  D  H— f  c 
Hirei  W  A-f 
Haiard  J  T— f 
Head-Schurch    Waltai>— f 
Henderaon  ft  McCriig— f 
Hermann  W  C  J-f 


J.  PORSTER,  SecnMry 


«.E.ZONNE,Vlc*-Pna'<kTn«.   O,  B.  U>Oltl]S.  AHi,SK-y 

ConKlin  ft  Zonne  Company 


MortvaKC  Loon* 


IqoilaU*  f.  1 1.  ha.  Ot.:  liBpnr  Fir*  Idl  Oo.;  Rn  liiodatiflD;  P 
liMlu.CD.:1lKiui«udTrblinhB.Cg.lliw  BUBbinnntu. 

._._,.  -J,  ,^  jj    gt  Pial  ».  1. 1»»  (t:   tlDiMi  Minni 

--  ■.IjOfc;  fcwJim - 


CLlMMnpolilu 


■J  ?kU  BliB  loc  Co. 


Ibing  T  N-l 
Im  AM 


Hunt  P  B— 1 

Hunter  T  A— 1 

Jsmei  William  H  H-f 

JamiacHi  T  A  ft  Hna  Co 

Johnaon  Saml  J— f 
Jonca-DiTU  Aaenej^-f 
loBW  D  E-1 
Jonee   D  Wheeler  ft   Co 

Joyee  F  M-I 
Kibie  J  J-f 
Kaufman  n  I— I 

Keating  W  J— 1 
Kendall  A  W— 1 
King  J  I^f 
Kinmao  W  E-1 
Kirkwood  Uim  Annie— 1 
Koat  F  J  ft  Co-f 
Lambreehl  J  J-A 

•   le  Leiii^  r  ' 


O'Brien  Ftedk— f 
Page  C  A— I 
Palmer  P  L— f 
Farlin  F  F— 1 

C  N— 1 


Pation 


D  E— I 


lalij  W-l 


I.OW17  W  D— f 


Meren  J  E-1 
MiflH  E  J— 1 
HianeapoUa    Ins  AgcsCT 

Moore  BtOi.  Brace  &  Co 

Mo«S''s   "ji^ 
Morton  Chaa  M— f 
Mother  W  P-l  I 
Mosher,  Lewii  ft  Co— I 
Mowr»  F  L— f 
Murphy  Harry  &-1  e 
Newport  R  M— f 
Nickel*  t  Smith— f 
Jmcob  Stont.  Pies. 

NortliwBsten  Ins.  Akc't 

change  Ahut.  Co. 


Royal  Eh 
PeilunAi 


wCo. 


s  Agcy— f 

Peet  Wm— f 
Piav  A  F-t 
Pnston  C  P  »  Co-f 
Purple  I  G-^ 
QuiSt  CA  &  Co— f 
llena  A  J-1 
Roat  Geo  H— f  I  c 
Rote  K  N— f 
Robinson  Wm  _ 
Sacketi  F  J-l 
Sammii  F  C— f 
Sandera  F  H-l 
Schutt  Jsiiu*  ft  Son— ( 
Seott  Z  A— 1 
Seiberlech  Robl  J-l 
Seeley  Agcr 
Seeley  Co— f 
Sexton  Chaa  W  Co— f  e 
Sbodahl  N  0-1 
Shon  C  B  ft  Co-f 
Sbon  Heater  U 
Smith  F  K-1 
Smith  Jotao  L-f 
South  Side  State  Bknk— f 
SquretF  C— ! 
Sttfford  J  F— ( 
Stephenson   H  W— 1 
Stcreni  Broo— 1 
Stocker  A  C— f 
StodneU  S  A-^ 
Stone  Jacob— f 
Strinser  J  W-l 
Swartwood  F— 1 
Tabonr  Rcillr  Co— ( 
Taylor  G  W-l 
Thayer  ft  Gale — f 
nonpaon  L  K— 1 
ThompKin  J  P— ( 


Thuraan  J   T— 1 
TImberlakc  B  H— 1 
TomUnaOD  R  B  J^^ 
Totton  1  M— 1 
Towle  Geo  E-^ 
Van  Slykc  V  H-4 
Van  Toyl  C  W-^ 
Wasner  P  H  Aoency— f 
Watker-AlleD  Co-I 
Wallace  ft  BcldfO— c 
Waller  C  ^-1 
Walton   Edmund   G  Atcr 
Warren  A^ 
Web*ter  D  D-f 
Weismann  Arthur   C— I 
Wheeler  A  M— 1 
White  W  H— f 
White  Darling  Hasan)— 

While  ft  Odell— I 
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CHARLES 


SEXTON 

COMPANY. 

PbcBiiix  BIdg., 

MINNEAPOLIS, 
MINN. 


AETNA, 
CALDIET. 
CAPITAL, 
COI'L  ONION, 
COHMONWEALTB, 
fElHAN  AMEUCAN, 
BANOYEl, 
lOME, 

LONBON  ASSXE, 
NEW  HAMPSBIRE, 
NOIWICII, 
ST.  PADL, 
WESTERN  ASSXE 
FIDELITY  and 

CASDALTT 
AlEIICAN  B0NDIN6 

INSURANCE 
In  All  its  Branches. 


Special  Attention 

^ven  to  the 

Interests  of  Non- 

Besldents  and 

Ont-off^Toim 

Orders. 


WRITB  us 
F«r  lnlwtU>«  m4  RMm 


R  H.  WAQNER  AGENCY 

REPRESENTINQ 

Agricultural ;  Buffalo  Qerman ;  Law,  Union 
&  Rock ;  American,  N.  J. ;  Flremens,  N.  J. ; 
National  Lumber,  N.  Y. ;  Buffalo  Commer- 
cial ;  German,  Pa. ;  WUHamsburs^h  City. 

MINNEAPOLIS,  MINN. 


Wmiamt  H  F— 1 
Wilson  &  Force — c 
Wilaon  W  O-l 
Winalow  W  E^l 
Wolford  W  L 
Woodruff  C  S-£ 
Woodward  F  W-1 
Ya]e  Realty  Co-f 

MONTEVIDEO 
Anderson  J  O — f  c 
Rudd  ft  Moyer— £  1  e 
Eliason  A  O— 1 
Eltscn  G—l 
Fosnes  C  A— f 
Mo3rer  L  G— £  1  c 
Norman  P  L— f 
Fftrki  G  A-f 
Serercns  J  M— f 
Simons  C  W~f 
Whitmorc  B  A— f 

MORRIS 

Beiae  Geo  W-f 
BorriU  W  C-f 
BickneU  W  C— f 
Burpee  C  B— £ 
Cherry  Wm  H— f 
Cooley  W  F— f  c 
Devenncy  J  H — f 
Peterson  Erick— f  c 
Putnam  F  R— f 
Randall  C  B— f  c 
Sirerts  S  A— f  1 
Spooner  L  C— f 
Stenfper  A  L— f  I 
Vaughan  Chas — f 

NEW  PLAGUE 
Hanaal  W  T— f 
Komarek  E  W— f 
Rvnda  A  J-f 
wacck  Jno — f 

NEW  ULM 
Alwin  A  J— c 
Deters  B  H— 1 
Fenskc  W  A— 1 
Fritsche  Rudolph—l 
Henle  John— f 
Hcnningscn  N— 4  1  e 

Jacobs  George — ^f 
uni  E  H-1 
:uykendall  W  H— 1 
\fcile  Adolph— f  1  c 
Pfaender  Wm  Jr-f  i  c 
Schmidt  Gottlieb — £ 
Wedendor£  John— { 
Wicherski  S-f  c 

NORTHFIELD 
Carpenter  C  P— f  « 
aark  M  M— £  c 
Dilley  H  O— £ 
Douipierty  Chas— £ 
Netland  S  A— £  1 
Rice  Geo-f  1 
Rice  F  0-£ 
Schmidt  &  Shandorf 
Wyman  J  F— £  1  c 

NORTH  ST.  PAUL 
Herrick  John  W— f  c 

ORTONVILLE 
Chriaman  Chas  E— £  c 
Cliff  ft  Puree]]— £  c 
Farrington  Ray  G— £ 
Kaercher  A  S— £  c 
Raercher  Grace  F — 1 
MicheU  John— £ 


Miller-Scofield    Agency^ 

flc 
MorriU  E  N— £ 
Pnrcell  J  T-£  c 
Scofield  Chas  E— £le 
Stephens  E  H— £ 

OWATONNA 
Anderson  R  F — £ 
Bennett  L  L  Sons— f 
Church  F  E— f 
Dunham  Frank  A— f  c 
Hostad  F  Y— f 
Johnson  R  H— f 
Kinyon  A  M— £ 
Malone  J— £ 
Murphy  Joseph— I 
Niles  J  W--£ 
Palmer  Johnson  J— f  1 
Rowland    ft    Doolittle— t 

]  c 
Schmidt  Herman — £ 
Sperry  W  A— f 
Theimer  Karl  P— f  c 
WoodF  A-1 

PARK  RAPIDS 
Shepard  F  M— £ 
Smythe  W  R  B-f 
Taber  Wm  M— £  1  c 
Vanderpool  F  A— £ 
Wooley  W  W— £ 

PELICAN  RAPIDS 
Alexander  C  L— £  1  c 
Bank  J  P  Wa]UKe-£ 
Bruce  H  N— £  c 
First  Nat'l  Bank— f 
Sherin  Cecil  W-£ 
WeiUe  M  T— £ 

PERHAM 
Claydon  R  G 
Daly  M  J— £ 
Dirkes  C  C-£ 
Donohue  J  W 
First  Natl  Baak-f 
Kemper  Miss  M  A— £ 
Shannon  A— f 
Struett  L 
Young  G  M 

PLAINVIEW 
Carley  J  A— f  1 
Damoufe  R  R— £ 
Fuller  M  D-£ 
Hall  G  R-£ 
Lyons  S  S— £ 
Oliverson  H  K— £ 
Sylvester  Bros — ^f  1  c 
Wood  MelTin— c 

PRESTON 
Anderson  C  M— £  1  c 
Bassett  H  S— £ 
Garrott  T  I— £  1  c 
Read    F— £ 

PRINCETON 
Eaton  G  A— £ 
Ewing  Guy  ft  Co— £  1  c 
Ewing  Annie — f 
Petterson   S  S— £ 
Rutherford  M  S  &  Co— J 
Skahin  J  J— £ 
Zimmerman  H — 1 

RED  LAKE  FALLS 
Duffy  John  A— £ 
Germo  Thomas— £ 
Gradjr  F  A— £  c 
Higginbotam— £ 
Tonpin  A  P— £  1 


Hood& 


PhMiii  Bnildiiis 

Niflfleapolis 
Miflfl. 


!Pi 


General  agents  for 
the 

OCEAN  ACCIDENT  S 
6DA1ANTEE 
CORPORATION,  Ltd. 

for  Minnesota, 
Western  Wisconsin 
North  Dakota 
and  Montana, 
writing  Liability, 
Boiler,  Burglary, 
Health,  and 
Acddentlnsurance : 

Also  general  agents 
for  the 

TITLE  ODARANTT  & 
TRUST  COMPANY 

for  Minnesota, 
Western  Wisconsin 
and  North  Dakota, 
writing  all 
classes  of  bonds . 

Write  us  for  rates 

and  territory 
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MINN.-C011. 

KED  WING 
BudeharK  E  J  B— ! 
ChclKii  AUred-t  1  e 
Dlepcabrock  G  H— t  e 
FdoI  F  W— f  I  e 
Gitci  C  E— f 
Uclneire  JoK-f  I  c 
NdMD  S  G— f 
Petciwn  N  A— f  c 
Ken*  A  P-f  e 
Rodu  A  G-4 
RuihW  I— 1 
Waodtra!.-! 

REDWOOD  FALLS 
Etsu  G  Li—t  I 
Blaseler  H  W-fl« 
H*ioaSO-f 
Ulltcr  A  C-f  1  c 
RobiuoB  J  B  ft  Co-t 
Qunoa  k  Bame*— t 
Snith  Wm  U-1 

RENVILLE 
BBinen  A  A 
a*j  C  F-^ 
DUT  ft  Binurd— < 


ROCHESTER 
Allen  Geo  J— f 
BliM  T  H-f  1  c 
BroDkncr  Geo— f  I  c 
Collin  J  T-f  I  e 
Collin  &  Griffin-f  I  c 
Collin  «  KeIlr-(  1  c 
Goodinj  A  C-f  c 
Gooding  F  E-f  I  c 
GrfFBn  1r  McGovern— (li 


F™«i 


-I  Ic 


ron  M-f  i  . 
Kalb  H~f  I  c 
KenncdT  T  F-f  1 
MtGovcrn  J  F^f  I  c 

Richordion   I]  J  ft  W  B 


StCTCDaon  ft  Malonc— I 
RUSHFORD 

UtStr  V^<*a-U 
OltB  H   V-f 
Rdiueb  O  E— t 
Rockwell  G  W-f 
Roughford  State  BuIe— 
Rowlec  E  B-^ 

ST.  CHARLES 
French  Geo  D-f 
KirfcT  Nie— f 
Knipp  Oi«  F~f  I 
Knmer  F   J— I 
Hlller  Eufctic-I 
Ffefferkorn  G-f  1  e 
Smith  A  W-j 
Sfwncer  W  E-f 

ST  CLOUD 
Atwood  C  I^f  1  « 
Bennett  J  R  Sr— f  c 
Doane  A  D— t  c 
Donohue  J  I— f 
1  P  B-f 


n  H- 


Suinllvin  n«a-l 
eed  ft  Millei^f 
Roctmll  L  J-f 
Rofenberwr  Gconc 
Smith  H  L-f 
Thtrer  W  W 
Wllttr   John-f 
Whitner  Gtt,  R— f 
Wind  T  C-1 
Wrifbt  A  A-f  t  e 
Zopp  Edwvd— I 


QtlKin  Natl  Back- 
CrowlcT  W  S— f  I 
EUnonh  F  F— f 


SaadqaiU  U  W-l  I 
Seagei  ft  Seagec — f 
SecuriCT  Stite  Bank— 1  1 
SchaSmao  W  F^  c 
ThoiDtoD  J  J  Sr-f 

ST.  PAUL 
Adams  Cliai  r— 1 
A  del  John  R— 9 
Adkini  W  A-1 
Ahern  J  J-1 
Afal  G  H— 1 
AhlcD   Alex— 1 
Allen  E  D— ! 

Bid^n^W  A— t 


BaM  F  W— 1 
Banrd  Deuel  ft  Co— f 
BeanUier  B  F-c 
Bell  C  P— f 
Benjamin   F  A 
Bentle;  C  D— f 
Bolt  GregDiJ—{ 
Benjamin  F  A— f 
Bercfield  Io»-f 
Blood  ft  Thomaa— t 

BORT  L  J-f  c 
Brrant  L  N-f 
Bnllli  J  J-1 
Campbell  H  A  ft  Co-t 

Carlson  A  W— f 
CarlHjn  John  M— f 
CainerlT  L  I  ft  Co-f 
CathcBTl  Alexander — f 
Clark  ChM  H-f 
Clatk  M  A~f 
Clark  R  W-^ 


Codden  W— f 
Cohoon  J  1^-t 
Cole  H  S— f 
Colwell  J  H-1 


DabI  ft  Manin-f 
DaTJdun   E  H-l 
Dani  £  P-f  c 
Dawion  W— e 

Day  C  H— f  c 
Ue    Rough  W— c 
Dillon  M  J— I 
Donovan   Mat— c 
Doolittle  A  A — f 
Dougan  E  C— c 
Dnift  J  T— e 
Fider  D  R-f 
Elford  A  S-1 


Fletcher  H  H-f 
Fletcher  &  Stcpbeni 
Foot  ft  KnaufI— c 
Ford  F  E-1  c 
Frojl  N  B— f 
Frje  ft  JenkiB»-f 
Fry  R  J-1 
"■■-nle  T  S-c 
geH  E-( 
ID  Wm  S-f 
ei  Geo  B-I 


HantoD  J  A— ( 
Hart  W  H— f 
HaTnie  E  C-c 

Heath  Charle*— c 


Hemanaoo  iTin— ) 
Herriek  J  W-l 
iitchcotk    ft    Learoed— I 
■   -    an  J  P-f 
an  t  G— 1 


__jghUlinB  E  S-1 
Hon  Homer  H-f 
Hughea  L  A-f 
Hughion  &  Whitacei^ 

lunaaker  C  V~C 

Innt  Cbaa  J— 1 
-    It  P  B-1 
!■  W  G— f 

.-ji  ft  Dunn— f 

OTce  W  B  ft  C(i-«  c 


lernian  Jno  A-f 
ig  W  A— f 
igfofd  N  P  Jr-1 

LiitaTIl  iT  ft  Co-f 

*dr  B  A— c 
«tbroek  A  Dar-f 


.ilW  T  J— ( 
Lytle  G  U-Genl 
McDonald  Peter-f 
Maklcikv  Ab— 1 
Mai  one*  T  B— f 
Marker!  Geo— [  1 
Man  Joa-f 
Merchant!  Asencr— f 
Meyer,  J   E-l 
Michel  Geo—I 
HlDea  E  A-f 
Moore  C  W-t 
Moriarty  M  P— t 
Moiiti.    Fowen  ft  Lehu 


Mosber-Lewli  Co— 1 
Mott  G  C^f 
Murphy  D— 1 
Neely  ft  Co  R  M-c 
Neeley  ft  Lilley-c 
Nelaon  F  E-f 
Newport  R  M  Jr— f 
NowSl  J  A  Co-f  e 
N  W  Tniat  Co-f 
O'LotvhllB  Allan— f 
O'Mcara  Chas  Agcy— ( 
■"«ra  losftSoni— f 
Parlin  F  t-l 


Pruddeo  Geo  H^ 
Read  Win  C-f 
Reagan  P  M-t 
Reevo  A  J-I 
Rene  A  A— f 
Rilt  Edw  A— 1 
Roberta  G  A— f 
Robinson  J  K— 1 
Rodenbers  Geo  W-l 
Rogen  T  A-f 
Roger.  John  Jr-f 
Rothschild  H  ft  V  J-f 
Rugg   Geo    C— f 
San  ford  ft  Co— f 
Scbnabel  Geo  E^f  e 
Schniger  L  F— I 
Schnler  D  R— 1 
Sheppard  G  K— 1 
Shepard  J  W  ft  Ccr-f 
Simpum  T  R— 1 
Sjoben  ft  Hedberg- 1 


I>-( 


oben  I 

liTTiilh  U  U— 1 
Smith  ft  Taylor-f 
Stark  A  J-1 
Stenger  George  W— I 
Sternberg  Alex— f 
Stewart  F  M— f 


Stinaoo  A — f 

Strickland     Doolhttc    Co 

Tarbol  C  S-1 
Taylor  J  W-£ 
Tbompaon  C  N— « 
Iraer  I«»-f 
Tmai  tl  G-f 
Waldref  G  Gnnt—I 
Ware  E  U  ft  H  F-t 
Warner    ft    Reaenadorf— 


ft  C»-*e 


Wat*™  J  J-f 
Weed,  Parker  _ 
Wbcder  F  M^  e 
Wilkea  L  D— I 
Wilaoo   F   U-l 
Worrell  GtaoTiUe-l 
Yoongmaii  P  D — f 
ST.  PETBB 
Dayidaon  D-^ 
Uumsn  W  G-f  e 
Miller  ft  Miller— fie 
Sackctt   Ina  Agc*^l< 


:r  Mra  OlTn 


SSTt! 


_   H  c 

Lamb  P— t  c 
Uinaetie  P  E-f 
Uorae  C  A-(  I  c 


iraoue  C 
rebel  A 


Strebel  A  F-f  c 

SHAEOPEE 
Colter  I  A-f 
Deulach  U  A-f 
Duffy  Wm  V-t 
Meyer  Nkk-f 
Souihwortb  E^ 
Storcr  C  C— ( 


DaTii  L  G— f  e 
Darii  LeRoT  A— {  c 
Geaebwind  Peter— f  c 
GHStb  ft  Smith— flc 
Hauler  Albert— f 
Mo  Hana  F  T 
Pickle  A  H— f  c 
ReidI  F  J-f 

SOUTH  ST.  PAUL 
Clark  C  W— f 
Liftle  G  L— f 
o'Brian  J  J-f 

SPRINGFIELD 
AMb  C  H-f 
Erlckaon  AoB— f 
Femholi  Ed  J-f 
Frank  Wm  C^l 
Frederickaoa  A— f 
Peteraon  C  S— f 
Ray  I  J-f 
Schmid  John  R— fc 
Seman  C  M— f 

SPRING   VALLEY 
Bartlett  El  win— f 
Hale  S  H-f 


STILLWATER 
Cairtle  L  B— f  I  c 
GUIeaple  Smeat— I 


UcGuTT  Robt— (  c 

Snitb  -  Staplci  •  Rotnrt- 

SatHnn    Bna-f  " 
Wakk  TbM  W-f 

TOWEK 
AkcTwm  O  W— e 
Whitmu  G  A— 1 1 

TRACY 
Bcrdu  C  ]-4 
Cain  H  J-l 
Pitch  L  J— f  1 
Ksnu  A  tohsaoB— I 
RoMBMoNJ-f 
Starr  Uuv  A-f  1  a 

TWO  HARBORS 
Andrew!  Brotheri — £  1 
Dwan  John— f 

£llc  J  G— * 
iwnnec  H  Dnld-~f 
Unnfonl  George— I 


Britt*  B  F— f 
Gill  ThaoiM    1  e 
MataoD  A  TtaantsB— f 
UcDdnald  ■  GiU    AfBUT 
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ToBC*  Co 
Palnc  H- 


WADENA 
Banmbaeh  R  I^-t 
Becker  Jobn— t 
Bislow  Fred  O-i 
Feehui  Mu-nret  E— I 
Vitti  F  C-fc 
nnt  NatlaBal  Bank— t 
Goiei  P  &-(  c 
HaMinti  G-ay—t 
Hoikn  A  Maik-f 
Hunaiaier  Cbrto-f  I  c 
KmgilcT  Chu  U— < 
Latla  F-( 
Meltet  Jaha— 1 
Mcttcl  Joha-f  e 


WASECA 

Andrc»a    F   B— f 
Buthler  L  T— f 
Buckman  Manon— 1 
Coleman    Thooia^f  I 
pi*  F  T-f 
Li] It   B— < 
lliaden  J    E-fc 
Hidigin  lohn-f 
M.lonej  A   S-f 
Somn«^r.wd  C  P-f 
R*iil  Wm  A-f  I  c 
Wobjchill    Wm  C-i 

WATERVILLE 
DmKi  P  E 
I>TCMcl  Geo  J— {  c 


OtlerocM  G 
SbtrmMid  C 


WELLS 
Allan  A  O-f 
BfawMar  U  W-f 
Draper  C  H— f  s 


Cory  H  B— f 
Griffith  B  B— f 
HoDMon  Chiiln  E— f 
Klawon  F  H--f  c 


WHITE     BEAR     LAKE 
Auger  A  J-* 
nnt  Sute  Bank— f 
Warner  H  A-f 


WINKEBAGO 

Annairong  T  A-f 
-■ino^ll   Plbl-f 

fadltir  C   W-f 

.11   W   ii-f 

ZIrJ' 


I   M— f  t 


r  H  V 


WINONA 
BiEice  ft  Kou— f  c 
Qatk  A  KelTiD— f  c 
Grcaorr  Geo  W— (  T  e 
Konkel   G   W— f  1  c 
Olten  H  C—] 
Pclier  Ed-I  I 
Ptobuco  C  R 
RUinf  » jDar-f 
Robert*  E  H-l 
Roewier  L  T— I 
Sttrena  H  •.  4  Co— f 


Uarkbni  Wn  T-t 
NonUn  A  F-f 
Odd!  Cbai  W-f 
Otb  Johi»-(  c 


Ueblein  P  B— 1 
WatMin  N  H-l 
Wlnoda  Ini  Atcj—f  t 

ZUHBROTA 
-  ■ritell  ft  Mania— f 
Rockur  A   J-f 
Wuii  Grover  Uoiher— f 


Mississippr 


ABERDEEN 
BInf  ord  J  A-t 
Dortcb  L  L — f 
Bekford  J  W-)  e 
French  A  H— f 
McParlane  Jr  I  C-)  0 
llcQaiitoa  D  H  ft  Co— I 
Maoroe  loa  ABener  laa 


Kd£[  a   Dcwlt4 

ARMORY 
Baker  ft  Thonuoa 
HeWhortar  B  F-f 
BATESVILLB 


>Ie^^^  J  'w-f  1  e 

BILOXI 
Bond    Broa  ft   Wataon— 
t  c 

BOONEVILLB 
Alacandcr  K.  B — t  o 
Aniter  1  G-(lc 
Bamett  W  H  «  E  B-~l  c 
Enii  W  P— 1 


Henn  Pat— I 
WardU  E-fc 

BSOOKHAVEN 
Bndabaw  W  W— I 
Brookhaven       Bank 

Daughtrr  I  B— f'e 
Ererelt  M  1^1 
McNair  Dr  Tho»-r  c 
Underwriter*  AgcT— f  1 

BROOKVILLE 
Bank  <rf  Brookirilte-l 
JohoaoB   E  H — t  1  c 

CANTON 
CHnUoa  W  t~t 
EvaD*  J  J— f  1 

Holliday  T  C— f  1  c 
Parker  P  11— f 

CARRt/LLTON 
Ndll  W  H— 1  I  e 
Ndaoa  C  J-f  I 

CEKTERVILLE 
Tonea  A  L — I 

I?««..S  R-1  ..  . 


CLARKSDALB 


Dari*  P  I^-{  I 
Reeae  W  C^-f  1  c 
Woollard  P  U-i  I  c 
COFFEYVILLE 
Branaon  W  I^-t  I 
HoUer  R  I^  I 


COLDWATEH 
Darbr  Mr*  S  L— f 
Da  Boll  E  W— « 
Gilliland  W  R-l  e 


Can*  I 


Moore  Edward  S-( 
Pope  W  E-f 
W*r«cld  H  C-f  e 
Whit6eU  A  D-f 

COHO 
ChMW  J  D— ( 


Thruher  Joo  R— 1 
youm  H  N  ft  Co-I  I 
Yooag  ft  Hcnrr— (  I 


CRYSTAL    SPRINGS 
Loh  ft  Rhytnta— t  I  c 
LoHerhH  P  A-f  I  e 
Townei  A  F— { 


Glme*  W  O— I 
Hub  J  E 
Hurpbr  F  H— t  t 


ELLI5VILLE 

■worth  W  H-f  I  c 

.  -Mil  W  S-(  I  e 

Walteri  W  V-i  1  c 

ENTERPRISE 

BDcklejr  M  W  Jr— f 

FAYETTE 

Parettc  Id*  It  Realty  Co 

Eattvlina  W  R  ft  Co-f 

"  BOB  T  B-l 

FERN  WOOD 
nton  Z  Z— 1 

FBIARPOINT 
_jmkin  J  O— f  1  e 
RobiDton  F  D— I  1  c 

GLOSTER 
„-..ett  W  H— 1 
Glotter  Undcrwriteri 

„:i3en«piiuicr  J  L — I 
Whittington  E  O— f 
GOODMAN 
nckcni  Ed  W— I  1 
GREENVILLE 
BcTgnun,  HcbroB  ft 

Starliog-f  1  c 
Lake  J  X-t 
Lemler  Maa-f  I  c 
Robb  J  H-f  1  e 
Wheatler  Haycroft  C»— 
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MISS.— Con. 

GREENWOOD 

Barnwell  J  W-i 
Delta  Ins  Agcy — £ 
Ellington  J  H— f  1  c 
Fatheree  M— 1 
Greenwood    Ins    Agcj<— 

f  1  c 
Johnson  C  F— f 
McShane  L  F— 1 
Peteet  W  M— f  1  e 

GRENADA 

Beatty  C  A-4 

BeU  A  S-1 

Hoffa  W  B-1 

Hoffa,  Moody  &  Penn^ 

f  c 
Lawerence  O  L— 1 
Moody  T  B-1 
M'Leod  Ruby  Mra— f  1  c 
Penn  W  E— 1 
Richardson  W  Lr-1 
WUldna  W 


GULFPORT 

Burnsides  J  T-^ 
Coleman  &  Co— £  1  c 
Conran  S  E— 1 
Dontch  Ins  Agcy— I  1 
Hewes  &  Yergci^ 
Jordan  A  E— i 
Pulliam  Jno— 1 

HATTIESBURG 


Bishop  J  A — ^1 
Collins  &  King— f 
Currie  Alex — ^l 


Epley  M  J— f 
Fcrrill  O  S— 1 
Gaston  P  I^-f 
Hall  R  G— 1 
Hattiesburg  Ins  Agcy — ^i 
Holmes  D  B— 1 
Lea  &   Duke— f_     , 
McCullough  N  R— 1 
Montague  A  A — f 
Pace  Geo— 1       ^,    ^ 
Robertson  Geo  H — ^I 

HAZELHURSX 

Conn  Abe  H-^  c^ 
Covington  G  W— f  • 
ElUsBros— f 
Graves  A  T— £  e 
Hamilton  Mrs  Mary  N 

— f 
Higdon  M  N— 1  c,    _, 
Ramsey  Mrs  Carrie  W— 

f  1 

HERNANDO 

Cogan  R  F  B— f 
Cooke  &  Flinn— f 
Fosterr  H— £  1  c 

HOLLANDALE 

Bank  of  Hollandale-4 
Hannah  Wm— I  1 

HOLLY  SPRINGS 

Francisco  E  W-^  1  c 
Smith  &  Totten— f  1  c 
Smith  L  A-i  1  c 

INDIANOLA 

French.  Smith  &  Variart- 

dale 
Lockhart  W  M— I  1 
Oliver  A  W— f  I  c 
Pitts  W  T-£  1  c 

ITTABENA 

Bradford  &  Reese — f  1  c 
Dunn  C— f  1 
Russell  J  F— {  1  c 


JACKSON 

Carter  &  West— 1 
Cavett  &  Cavett— I 
Crowder  A  C— 1 
Dreyfus  I  &  Co— f 
Glaiser  &  Co— f 
Gordon  &  Taylor— 1 
Harmon  &  Fairiey— 1 
Hood  J  C  &  Co-f  I 
Lake-Lott  Co— f  c 
Lee  A  C  &  Co-f  c 
Mims  R  B— 1 
Montgomerr  &  Cross— 1 
Nugent  &  Galloway— f  c 
PulTen  &  Lake-1 
Ragland  &  Anderson— 1 
RatlifF  &  Gunter— 1 
Robinson  &  Robinson:- 

f  c 
Ross  &  Yerger— f  e 
Shoemaker  T  M— 1 
Simonton  W  W— 1 
The  Bradley  Co— 1 
Wharton  &  Roberta— f  c 
vVhitten  &  Johnson— 1 
Wells  &  Setsions-1 
Yerger  L  &  Co— f  c 

KOSaUSKO 

Brown  J  P— £  c 
Cain  J  H-£ 
Fletcher  John  M— £  1  c 
Knotts  J  M— £  1  c 

LAUREL 

Edwards  A  A— 1 

Edwards  J  M— 1 
Ferris  C  H— f 
Ford  &  Co — f  c 
Hall  C  R— f 
Knight  G  W— 1  c 
Rumble  W  F— £c 
Stinton  J  C— f 
Treat  J  A— f  c 
Wilson  W  1^1 
Yates,       Saunders      and 
Yates— f  c 

LELAND 
Smith  M  B  &  Co 

LEXINGTON 

Dyson  John  L^-<  1  e 
Smith  T  W-I  1  c 
Watson  H  Vi-i  1  c 

LOUISVILLE 

Boswell  C  N— 1 
Delashmet  B — 1 
HoIIingsworth  N  J 

Johnson   B  T— f 
fcCracken  F— c 
Philips  L  B-1 
Taylor  T  F— I  c 
Tolbert  R  L— f  c 

LUMBERTON 

Hall  W  W-f 
Camp  D  C— f  1  c 

MACON 

Cavett  E  D— 1 
Cavatt  W  M-1 
Dorroh  C  B— £ 
Fant  A   C— f  1 
Holman  W  H— 1 
Lee  Joe— 1 
Lucas  P  G— 1 
Minor  W  P— f 
Roberts  L  C— 1 
Yates  E  V-£ 
Yates  R  B  V-1 

MAGNOLIA 

Gill  W  A  &  Son-4 
Hiller  Jonaa-f  e 

M'COMB  aXY 

Craft  H-l 
Jamis  T  W-I 


Latterhas  Fred — 1 
Quin  &  Williams— f 
Watkins  J  T— £  1 

MERIDIAN 

Broach  &  Broach— 1 1 
Carter  ft  Broach— f 
Cameron  B  F— 1 
Dowdle  J  R— 1 
Elson  Miss  Minnie — 1 
Gibson  J  A — I 
Grimes  B  H  ft  Co— £  1  c 
Harria-Caldwell  Co— £  c 
Hodges  W  G— f 
Kimbrough  Ed — ^1 
Lloyd  J  C  &  Co-I 
Mc  Raven  A  D— £ 
NalL  Broach  &  Keeton 

Ormond  R  F — c 
Shotts  Henry  A— 1 
Street  H  M— f 
Terrell  W  A— 1 
Weems  ft  Smith — f 
White  B  V— f  c 
Woods  H  J  ft  Co-£  c 
Woods  &  Poitevent— I 

MOSS  POINT 

Cowan  O  B 
Fourth  Chas 
Stewart  J  W— f  1 
Vanderwall  John  A — f  1 
c 

NATCHEZ 

Davis  E  L— I 

De  Lap  F  G— £  1  c 

Mayor  ±x  S 

Porter  C  L— 1 

Rawle  John  Sr— £le 

Turley  H  C— c 

Wheeler  MoriU  ft  Strat- 

ton 
Willaon  C  W— 1 

NEW  ALBANY 

Phyfer  &  Smallwood— Ic 
Smallwood  J  A— 1 

NEWTON 

Bassett  J  H— 1 
Gilfflore  W  A— 1 
Maguire  H  C— l 
Newton  Ins  Aoency 
Rowzee  J  R— £ 
Sclby  T  H— £ 
Wilson  Thomas— I 

OCEAN  SPRINGS 
Russell  H  F— f 

OKALONA 

Bromlett  T  L— f 
Ellis  B  I-l 
Houston  ft  Jogoe — £  1  c 
King  S  B-€ 
Morrison  &  LaGrone — 

£  c 
Savage  W  £^ 

OXFORD 

Logan  &  Knight— f  1  c 
Ponter  W  D-3  1  c 


PASS  CHRISTIAN 

Northrop  Elmer— I  1  c 
Lansing  John  £—1  e 

PEARLINGTON 
Pescud  P  F  ft  Co— f 

PICKENS 

Bridgforth  Lr-1 
Gordon  W  S-l 

PONTOTOC 

Boone  W  A—  £  1  e 
Simmooi  J  D— £ 
Thomaaoa  W  IrA  • 


POPLARVILLE 

Rolands  C  E— 1 
Tally  J  C-1 

Scarborough  J  J  &  Co — 
f  1  c 

PORT  GIBSON 

Brashear  J  N— f  c 
Drake  E  S  ft  J  T— f  c 
Gordon  C  A  ft  Co— f 
Humphreys  E  A— I  1  c 
Spencer  H  N— 1 
Spencer  J  G— 1 
Taylor  &  Bemheimer— f  c 

QUITMAN 

Evans  J  B— f 
Terral  J  A— f  1  c 

RIDLEY 

Matthews  W  L— f 
Murray  J  Y  Jr-I 
Wallace  J  C-f 

ROSEDALE 

LobdeU  John  V— f  1  c 
Roberts  W  B— f  1  c 
Ellis  ft  Richardson 

SARDIS 
Duval  C  W— f  c 

SCRANTON 

Jane  E  J— f  c 
Lewis  F  H-f  e 

SENATOBIA 

Hill  T  P— £  1  c 
Johnson  H— £ 
Lauderdale  J  W— £ 
Still  W  E-£  c 
Taylor  N  A— £ 

SHUBUTA 

Patton  W  H— f  c 
Weems  C  S-l 

SHUGULAK 
Minor  H  A  Jr-f  1 

STARKVILLE 

Hartneaa  G  D— £  c 
Hogan  J  B  Mrs— I  c 
Powers  F  H— £  c 
Reynolds  H  H  Ins  Agcy 
— £c 

SUMMIT 

Atkinson  Woodson— f 
Bradshaw  ft  Bradahaw— 

£c 
Ford  ft  Keraky— £ 


TEHULA 

Hubert  J  G— f 
Jones  W  B— f 

TERRY 

Redding^-c  f 

TUPELO 

Marmon  Brooka— I  c 
Povall  W  S— 1 
Savery's  Ins  Agcy— f  1 
Vincent  W  S— T 

UTICA 

Ferguson  ft  Grafton — ^fl 
Price  W  H— f 

VARDBK 

Armstrong  J  J— f 
McCormick  S  Er-£   _ 
McConnico  S  £  Jr— £  I 


VICKSBURG 
F1o«en  Broa-f  c 
Floweme  tt  E-f  1 « 
HeHoB  DickKO— f 
HcnnaKy  P  L  ft  Bra— I 

Lam,  Binh  ft  Hin^— f  1 
UocTeJ  K-f  Ic 
0'Ne»l  F  OA 
PutOD  ft  CNeO-f  ] 
RuMcU  &  Udotc 
Smith  Bra*— f 
Speed  I^-f 
Wilkcnoa  R  C-t  I  e 

WATER  VALLEY 
Btovn  S  B— f 
CmIe  Everett— fie 
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Hibbfer  Tol-f  e 
Uoinlrth   B  H-1 
Ktja  A  BttttT 
King  T  C-H 
MiMer  Edith— 1 
Motel;  ft  IjgTone-t  I 
OliTer  I  A— I 


WESSON 
Andetton  W  H-f 
Rea  R  E— 1 
RetJuS-f 

WEST  POIMT 
ArthDia,  Dunn  ft  C>— f 


WINONA 
Bachmsn  E  B— f  c 
Bt«T  W  M-1 
Purnell  J  C— ( 
The  Winau  Ini  A| 

f  I  c 

Webiter  W  S— I 


WOODVILLE 
Dnidwiii  I  A— f 
JoMph  1  5— f  I 
RiehudKm  Un  N— f 
Soiriani  J  M— t 

YAZOO  aTY 
Bvnwell      ft      Buboor— 

Carroll  Uile^~f 
Oitk  J«  A-l  I  o 
Dabenjr  M  P  ft  J  B-( 
Enleiton  B  T-A 
Eiom  B— f  t  c 
Howaid  F— 1 
Hudun  W  H— 1  c 
MucT  W  P-1 
Hon  N  A-f 


MISSOURI 


ADRIAN 
AUen  F  R-f  1  c 
Grons  Joi  H— f  c 
Hemld  Geo 
Homer  lodia  Hin-f 
Hthon  W  S~(  1  e 
MoDlton  C  F— f 
NelHB  Moodi^-f 
Wodi  F  M— f 

ALBANY 
Dalber  Blondina— f 
De  Bord  StCDhen— f 
Ernrt  C  E— r 
Kent  D  O— 1 
KiDaiboTOush   D  D— I 
HcCuiunoa  T  P— f 
UcCammao  ft  Gibbanf- 

Robertaon  D  F — f 
Supteton  W  F — t 
Ware  J  W— 1 


APPLETON  CITY 
Joch  Tno  L— * 
3uip4  WW-f 


Vannice  W  R-f 

ASH  GROVE 
Conqnra  C  B-{ 
ItaUdlW  H-f 
Hajdea  J  C-fc 
Uia^nre  G  W-t 
Ni^Tu  AT— f 
Reynolds  Howard— f  I 

AURORA 
Grier  Gcrtrade  E— { 
laveatora  Redtr  Co-f  c 
Mmidar  J  W 
Rajtinser  Heniy  R 
Tbompacm  C  G--f 


Woodfin  Jaied  R  Jr 

BBLTON 
BUir  JF— * 
Bradford  W  J-f  I  o 
Hotwtoa  W  P— tla 
Roberta  W  A— i 

BETHANY 
Allen    Bro*— { 
Buiow  ft  Barlow— f  ■ 
Bttko*  Joaeph  F  Jr— t 


Cumi 


Hrastoo   Wen  C— I 
Hni!hi.'<  A  L— f 
I*aienby  W  I 

Ncvillr  Lillk. 
Busk  J  H— f  c 
Sigler    R    P-f   c 


C-f 


anifaaaTG-fl 
BivtaeiT  R-f 
TonaaEdS-f 
Wabeth  J  W-( 

BLOOHFIELD 
Cqle  W  F-f 
Croaaer  G  B-l 
Green  H  S— I 
Uoren  Vemer— f 
Nlcholla  C  H-1 
Reddick  T  R--I 
"■■     "    Huti'' 


h  Addii 


•cr' 


Deardorff  Anna 
Leonard  B  F— f 
UcCracken  H  C— f 
TarloT  El&-f 
Tonaend  O  H— ( 
Vilaa  C  W-f 
Wataoo  T  A— f  I  c 
Wimberlr  Letia 

BOMHETERRE 
Bonner  O  U— f 
Bnlord— 1 


ml  J-f 
.  EV-< 


rark^lnck  AUee— f 


BOONVILLE 
Cbamber*  Wm-f 
Danwaltcr  F— 1 
Elliott  Mil«-f 
Gott  C  P— I 
Hodelkb  R— f 


loonieT  C  W-l 
Lionberger  Wm  U-f 
Reoalaon  J  E— f 
SpUlera  JL  ft  Co-f 
Steptaena   W   S  ft   Bro- 


ni»aa  &  Nlion-f 


BOWLING  GREEN 
Alliiton  J  E— I 
CMb  J  E-1 
Da*ii   W  J-I 
Dunbar  Wm— { 
HeoKon  E  W— I 


TiDakT 

Wcnkfe 

Wiae  G  C-f  I 


Roaaal  Joe  C-f  I  c 
Sttuker  ft  Son— ( 
Ward  Frank— f 

BROOKFIELD 
Bset  D  H— I 
BetteAdm  B  J  G-f 
Brinklev  Chaa  W-f 


Wannemaker  H  E-( 
White  B  F— 1 

BRUNSWICK 
Benecke  LoDla  F— f 
Beneeke  tt  Beoecke — f  c 
Crotaland  J  I— f 
EUiotl  Hinm  E-f 
Finck  Chaa  E-f  c 

Sckaon  L  T-t  1  e 
errill  Lewia  E— f 
Ruckcr  G  W-f  c 

BUTLER 
Canterbury  B— f  c 
CalterUn  J  M-f 


Hartwell  P— e 
Herell  J  T— f  1 
Holowar  ft  Choate— f  c 
Home  Uilea-r 
Jeter  Franfc-f 
Moore  laa  B-I 
Roat  W  W— f 


CALIFORNIA 
Bimhill  W  H~f  1 
CiU  SC-f 
Hardy  H  B-f  1 
Beck  W  C-f 
Hert  L  F-l 
Herfurtb  Henry— f  1 


CAMEROX. 
Baker  M  P— f  I  c 
Oark  John  A— f 
DiHart  LPS  Son— f  e 
Eakin  E  J— f  c 
Fitigsraia  Maggie— f 
Freeman  H  F— I 
Ganti  A  T— f 
Grove,  a  Cooper— f 
Harris  E  r—tc 
Hauwm  Adam— f  I  e 
Hutd  L  S— f 
Klepper  Frank  B— f 

McGii^Nellie— f~ 
Partin  T  W— f 
Riee  H  E— c 

Shirta  H  V— I 


Barrett  C  W-f 
Liar  ft  Son-f 
Elatoa  John— I 
Emit  C  M-f 
Haney  A  F-f 
HenderaoQ  E  F-f 
Henton  W  B-f 
Hilben  Arthur- 1 
HilbotI  E— f 
Howard  H  H-f 
Lawrenion  F  R-f 
Lillard  J  W-f 
McCuUhan  Jag  F- 
MillapaDEh  F  C-f 
SetUe  J  M-f  e 
Smith  J  R-f 
Starr  K  D-f 
Torler  W  H-f 


C-f 
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MO.— Con. 

CAPE  GUARDEAU 
Albert.    V.ndiTort    t 
Viit«rlmB-l  1  c 


^lemum  E  E  ft  G  I 

fild«l  Tkai  J— f  1 
cCr*«  C  W-l  c 
Mclnme  John— I 
N«l  C  J-1 
Norvcll  t  A— I 
Sample  John  I— I 
Schuler  Tohn-I 
Snider  M  N-1 
WillUn*  Thog  H-^ 
Williuni  ft  Elli*-f  e 

CARL  JUNCTION 
Allen  B-f  c 
Chitwood  G  D— { 
Down*  Chw— f 
McDonnell  A  W-( 

CARROLLTON 
Erwio  H-f 

HDDttcB  J  G  ft  Som-t  I 
Kimble  E  W-( 
Lemon  R— I 
Lewti  Sintoa--l 
Medlin  A  II  Si— f  e 
PeKier  ft  Artcbnrtt-^ 
Kiblclt  Wn— f 


Tuler  J  N-(  « 


CARTHAGE 
Black  ft  WjsU-4  e 
Brierton  ft  Uv^enunitl 
— £ 

[iuctwell  S  Caffce  f  c 
Butts   In»    AacT— f 
Grain  R  H— f 
Cr.~ford    T   C~f 
Cu.hm»n  F  A-f  c 
D»vi«on  M  F— f 
Dgdwell  L  J— 1 
(J«y  T  E-f  E 
CrlKg.   J    W-l 
Hal!  J  E— * 
l^w«  A   F-( 
Minler  a  Asendori— (  1 
McU« John  C-l  c 
Smith  Cieo  F-l 
SvcBce  J«iD«»— t 
Stemmini  A  C — f 

CARUTHERSVILLE 
UcCUe-han  J  W~f  1 
SmTtb  J  F— 1 
Tindle,  W»rd  &  Byrd-( 

CENTRALIA 
Andcnon  E  C— f 
Bootb  H  S-£ 
Bord  »  Son— f 


Holllof  ifaud  H  H— f  I 
Hope  R  1^1 

Jmninn  D  M-f  1 
[effert  Biot— ( 
Settle  C  U-t 


How  LTno — f 
Heqn«.a>onrE  C  W-f 
Kirpelriek  CBule*  E— 1  < 
Rbodei  John  A-f 
Sink!  A  B 
Steele  L  D 

CHILLI  COTHE 
Aihbj   Freolt— f 
"    int  Harry  C— f  1 

.vies  Conner  Land 

i<m  ft  In*— f 
^,uw  ft  Newm«i-( 
Gill  ft  R«an-I 
Gunb»  W  E— f 
H«U  A-1 
HuEhtun  H  C-t 
Leaver   Win   Kittie— I 
Utrtln  L  A-f 
Botrer  S  D  *  Co-r 
Smiib  Okw  Ir-f 
Stewart  ft  Son— t  I 
Watkini  J  E— f 
Wyckoff— C  F— ( 

CLARENCE 
Bjan  F  W-f 
HamHck  W  t^-f 
Haraei  E  M— f 
Prilchard  W   M— I  1 
Sbanki  N  O-f   1 
-      ka  R  N-t 


CLARKSVILLE 
Carroll  ft  Co— f 
■DoTall  P J-l 
E(tei  L  Ednr-f 
McGlDni*  BF-f 
Moodr  E  N-f 
Well*  J  Henry  Jr-t 

CUNTOM 


DaA  C  I-f 
Diit  BE-t 
Ellinon  J  I^-f  0 
Faria  H  P-I„    , 
Goodwin  W  U-1  c 
Hoorer  Owen— f 
Hontet  H  L-(  c 
Kyle  ;  B-* 
Lfiidley  T  F-l  1 
Snjier-i  1  c 
Sle*eni  W   M-* 

COLUMBIA 
Batterton  ft  Belebef--f 
Bowman  ft  Loni— f  I  c 
Cochran  H  W-J    „         , 
ColuRibia   Ina   ft  Rental 

Dim'i^'Se  A  F 
Pclknra  N  J-f 
Fyfer,  S»ng  ft  Bauman— 


Boon  ft  l*t-*, 
Brownini  F— I 
Deal  E  f  ft  Co-f  a 
Haw  J  M— f 


DEEPWATEH 
Godwin  W  E— f 
Pigg  W  I^f 
Witberapoon  M  B— I 

DESLOGE 
UacUej  A  P-~f 
Ward  ft  Whitencr 


«i=T ;  G— f 

Dowetb  N  F-e 
nan  A  I^f 
well  T  F— f 
w  W  E— f  1  c 
ei  T  B— f 
„_„ar  E  C— f  1  c 
Herrington   M  F— f 


Mabn   George-C  c 
Muller  Anton — t 
Mnnroe  Robert  B — f  1 
Rongtly  D  L— f  c 


Clemenu  &  Blankenahip 


CMte*  L  L — f  « 
Ennia  J  W-f  e 
Gibbon*  Paol-f  « 
Holliater  W  C— f  c 


ELDORADO  SFGS 
Allen  WH-1,    ,  , 
BilUoialey  S  W-l  1  c 
nandMi  C  C— f 
Dry  T  B— I  , 

McCary  &  Son-*  , 
Rhodes  &  aaahy— I  e 


ELSBERRY 
Brown  Reful  U— f 
Gibion  John  M  ft  Son- 
Huckatep  Chaa  S— f 
Long  Thos,  L— t 
Shannon  ft  Palmer— f 


Pratt  SW-lc 
Sebwabe  Broa— te 
Smhli  D  N~( 
Smith  W  F  ft  Co-I 
Spencer  G  A— I 
Stewart  A  J— f 
Stone  ft  LiDicomb— 1 
Trimble  W  G-l 
Whittle  T  W— ( 

CRYSTAL  crnr 

Cryalal  Merc  Co 


PARMINGTOH 
_..n.  U   S  G-l 
Flamini  W  N-f 
Haile  O   L  ft   Co— f  1  e 
Ledbetler  H  B— I 
Mnrrill  john-f  1  c 
Talbert  Koberi  If —I 
Smith-Bleeck-Foratei— I  I 

Yoonj  M  A-*  1  c 
FAYETTE 


ttuiguin  A  B— 1  c 
D*«T«   If  H   ft  C. 

Tiore  J  R  ft  < 
....„  J  W-fe 
Tackwn  R  S— f  c 
Kirby  AlTa— f 


h  WUlard— f 

0,    Job  n-1 

)n  J  D  ft  Co— ( 


FERGUSON 

eman  Carl-H  e 

Graf  A  Caae-f 
Pol  land  J  B-^ 


Fnnk  J  R-( 

FLAT  RIVBR 
Borton  ft  Beid— I  1  e 
Roberta  ft  Tetlej— «  I  e 

FREDERICKTOWH 
Albert  R— f 
Anthony  E  D— I 
Boardnan  ft  Farrar — f 
Chilton  J  F— f 
Chitwooaj   H-I 
Gtavea  I  F— f 
Snider  Edfar— f 

FULTON 
Adcock  ft  Gilpin— f  1  c 
Atkniaan  J  H— 1 
Baker  J   B—e 
Bell  U  F— I 
Collier  S  Bairr-I 
Cntbrie  Broa— t 
Hamilton  ReaHy  C«— f  1 


Carter  J  G-l 
Comb.  Qafr-I 
Daultan  B  D— ( 


KXnJ 


McDonald  DT-^ 
Robinion  M  V-l 
SchoolT  A  I^f 


t  &  Barria— f  I 


HerriDf  D  W_ 

McI ,     

Rtiasell  W  F— 1 

Tnttk  E  N 


Cmaen  N  G-*^ 
Dudley  Boyd—*, 
Citliban  8  B-f  ■ 
Givena  N  5— f  e 
Hatidy  W  R-f  a 

Bon  7  '-' 


INSURANCE    AGENTS— MISSOURI. 


PUcbcr  H  A-( 
SdbrT  A-t  e 
Steiatn*  Faim  Loan  ( 


DcDDf  H  A-f 
Buiuu  W  A-f  1 
HuTuon  Geo  B— I 
Hciulcr«i  J  S-l 
Minie  F  A-1  1  « 
Oibonic  T  E-I  i 
Prie*  A  B-f  1 
RiehvdwB  G  S— f 


?Tb" 


GRANT  CITY 
BCDKHI  JoM-l 
CiK  Wm— f  I 

Clark  P  H— I 
Qoad  J  F  *  Son— f 
Dubwt  a  Hillei—f 
Ewing  «  Hutiogi— f 
Hudion  &  EnalE — t 
Hudson    Walter— f 
Kcl»  Ed— f 
Phipps  Geo— f 

GREENFIELD 
HutUoo  Edwin— t 
HollMid  W  H-l 
Nale  B   U-t 
Ptjnt   R  D-l 
RuMcIl  W  0-<  1  c 
StoTDs  Ed-f  e 
Wetiel  L  A— I 

GREENVILLE 


HAMILTON 

CUtk  Elmii— I  1  e 
Filwn  T  A-f  c 
Hndion  C  P-(  1  C 

IDbuon  C  C— <  e 
[cAfet  WDIiim-tc 
Robert*!  P-f 
Windle  Dale  T— (  c 
Wj.tt  Vf  1-te 
Vousc  S  H-f 

HANNIBAL 

Knd«*on  C  H— t 
Indcraoa  T  L— (  c 
iMMs  A  SpesccP— I  e 
niTton  Gee  D—t  I  c 
riiTtop  Robert  U  -f  e 
role  J   F— I 
)iexel  A  Link— 1 
Ueu  J  E— f  1  c 

uher  A  J-f 

isher  W  H— #  c 
iilbert  R  N— I 

oodson  R  B-i  1  e 
lannilnl  Trmt  Co— t 

Dime  John  T— f  1  e 

Rerbcml  S  O— f 


ttle.  E  V-f  1  , 
nith  Abna  S-4 
ilBon  U  H— (  ] 


Trovbridn  R  B-C  « 


HERMANN 
__  Adt  Jf-I 
Ucnr  Ani-f 
Egfey  Chi«  A-<  I 

S1?S*V  A-l"7 
Wdlcer  A  B-1  I  c 

HIGGINSVILLE 
Cuopbcll  H  T-t  e 
HoefcT  Duuel— f  e 
Jackion  J  F— f 
SauliaT*!  J  B— 1 1 

HOLDEN 

Bell  M  C-l  c 
Boiuean  O  C-l 

Bower*  Jeaie— (  c 

CiTpenterM^EIla-f 
Eres  H  J— I  c 
Gilker  J  A— I  c 
Uddlc  W  H-f  I  e 
Sukej  S  R-f  I  c 
Steele  ft  Son— ( 
Willtce  W  B-I 
Yoong  Geo  S — f  c 

HUMANSVILLB 
Emu  S  B— f 
Hun  A  B-f  e 
Wood  Wm  U 

HUNT5VILLE 


Keoban^  Geo  W— f  c 
Kirk  Geo  T-fe 
CBttio  J  T-f 
Rotlierford,     Holman    ft 

Co-f 
Sutliff  R  E  ft  Co-(  I  c 
VuK  FercT  I^-f  c 
WiTUad  J  N-f 

INDEPENDENCE 
-■rton  ft  Jickion — f  c 
Beatt7  A  C  H-f 
Brio*  Jokn  D— f  e 
Rrrtnt  O  P— f 
Barton  Co  E  P— I  e 
Cirroll  CarHn  M>r-f  ■ 
Cbutain   H— i 
Clement*  Uari*Tt~l 
ainton  Geo  W— f 
Compton  Broi 
Hall  ft  M*r— f  c 
Hitdin  I  H-f 
Haria  E  P— f  c 


Wml  }A~, 
Woodaon  &  Sh*itle-f  1 1 
Zeigler  Jobn-f 

JACKSON 

Boa*  ft  Fnl*-f  e 
CaMscU  H  L-f 
Hine*  T  D— f 
Hnbbaid  A  D— f 
L*  Pierr*  C  H-l  e 

WlUuBi  S  D-I 
WilUama  Chaa~f 
WUaon  R  K-I 

JEFFERSON  OTY 


Bnrch     N    C    *     itro-i 
Chinn  &   Smilh— f  d 
Cook  Sam   B  &  Co-f  c 
Cox   S    W-i 
EallmeTcr  Wra  A-f  1 
EdwaiJi  W  J—  1 
F«n<  L  }~i 
Fisiitr  W   B-1 
Fromrne   F  J— I 


JOPLIN 

Andrew.   John    ^t-i 
Barr   J    F-i    c 
Btiuton    Hcrion-l    c 
Brarilry  J    H-l 
BrigKi    &    Uriggs— 1  1  < 

Bu'J?"ilwsriI-l 
Callsway   W  Itwio-1 
Calvin  J  W-c 
Oovei  A  Cl0*er-f 
CoFcr   &   Sauoden-f 

^'i  i'-l- 

Craven  Chaa— 1 
1*iu[erfield  J  H  ft  H  E 


Edwards  Chai 
Eonl*  C  H-l 
Fanlkendet  J  C-(  o 
Gnr  Howard—!  I  c 
"•rrer  A  E-1 
[ilcblna*  H  E-) 


Hiner  A  E— 1 

Hiicblna*  H  E-1 
~Ioward  ft  BrowD~f 


Smith,  Franklin  H-l 
Steele  aement— 1 
Swel  Geo  G— I 
Swet   P  T-1 
Tatman  B  L-1 
Tlramia  C  H-1 
Walker  Jo»  S-f 
Walker  ft  Tatun-I  I  e 
Wcbiter  Elmer— f  1  c 
Webtter  ft  Keanao— f  |  o 

UHOKA 


Uewellrn  C  T-l 
Monlgoniery   F  1^1  e 
Rulberford  W  T-f 
Spinglet  E  P— f  c 
Wbileiide  John  A— I 

KANSAS  CITY 
Allen  Inveitment  Co— f 
AUendorph  E  W-1 
Atudn  Howard  A  —I 
Bailer  L  B-1 
Bair,  Eaton  ft  Fnltos— I 
Bale*  ft  Hoiaett— f 
Barbee  C  L-4 
Banow  Tame*  S-) 
Beadia  A  D-l 
Bennett  ft  Plekett-f 
Blackman  J  ft  Co— t 
Blakeln  H  G-f 
Bond  Ceo  A— I 
Boone.  Daniel  ft  C»-l 
Boot  V  P  ft  Co— f 
Brent  ft  Crittenden— f 


Caiey  Samuel  1^1 
Casey  *  Smith- f 
Ckamlrerloin  A  A— f 
Cheiney  f  O  It  F  L-. 
Chick  J  S  lOT  Co-I 
a.i)ds  &  Jones-I 
Qark  H  D  ft  Co 
Comeliu.  Thomas  J-i 
nriigan  &  Madden— f 
rourmcy    C   C-I 


DtK  J,.mrt  P  ft  Co-f 
Dillon  WmJ— f 
Dixon  R  H-^ 
Dobbin  &  McLauiblin— I 


DRENNONSCHAFER&CO. 

INSURANCE  OF  ALL  KINDS 
SURETY  BONDS 


Loar  W  S~-te 
McCor  A  L— f 
Uindnp  Oacai^f 
Modle  fcbn  H-f 
Otl  A  M-f 

IPrewitt  T  A— ( 
Rider,  Walter  ft  C»— f  1 1 
Sea  L  M-f  I  e 
SilHngtoa  R  S— f 
SoBtbem  A  C— f 


Miles  ft  Son-f  I  c 
Hiinc   R  G-1 
Milne  W  S-l 


Dodson  BroG^t  c 
Drennon   R   H-f 
Dunlao  I  B  ft  Co-f 
Drer  Bro*  Kcaltr  ft  In* 

Dyts-  Geo  L— I 
Eflia  ft  Seaor-l 
Ennii  H  R  ft  Co— f 
Erbardt  Phillip— I 
ForgT  Cfaas  E  ft  Co— f 


French  Chmrtn  E-1 
Fergiuaa  Fied  W— ( 
Forguoa  ft  Tibb  Uad 


Giah  John  W-f 
Gnhia  ft  Barker  ( 
Gnj  Lnlic  C— t 
Greef  A  H  RealtF  t.     - 
Green  T  J  ft  J  J  *  Co 

Griffin  Broa— ( 
Griffith  F  A-t 
Gro*e>  Biird  6  Eab_-    - 
Grovea  Broa  In*  Agcr — f 
H.1  ft  ttMT-t 

Burinuo  D  S-l 
Htmooi,  Oiild  A  Po«^ 


son  Wm  E— f  1 


(CI  W  I^[ 


Lons  George   D— c 
Mcdllum  £  MeCli 

MTCuthy  Cbu  F  ft  Co 


McGoniele  Slin 


McClue 
-  -cGoniele 

MetcaH-  - 

McKm  J  E— ( 

Madden  P  H— f 


Mill  ChM  D— 1 
Miller   Henrr  B-< 
Miller  Jack    P-f 
Mollcy  W  P-1 

Much  Inch  uster  &  Js 

Nenerbarg,  Brown  ft  Co 

Nicholi  A  P  ft  Co— t 
O'Looahtin  TJ-t 
Oppenheima'  Geofje- 
Parker  C  D  ft  Co— t 
Fanona  Fr»nh  D— ! 
FdraoD  Wm  A  Ina  Apif 

Peltier  Theo  C— * 
Perrin   Claifc— i       _    . 
Phlaler,  Laurance  H— f 
Piatt  M  R  }i~-* 
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Sacha  Oaoar^ 
Scarrttt  NaCban— < 
Scairitt  ft  Uoihtr — ( 


■  Scaltr  *  ln» 

Co-f 
Sehmll  Jqacph— c 
Scott  ft  Walnalej-I 
Scott,  Wallv  ft  Ca-^ 
Seidliti    Cfaaa   N-l 
Sella   Ednr  N~l 
Silla  NorOrap  ft  Co— f 
SiWej  I  S-t 
Silref  L«dtn~-I 
SimpaoB  ft  Grorea— ( 
Simpaos  S  N  ft  C  I^~t 
Sloan-Norria  Realtr  Co- 


Spencer  B  J-i 
Spicir'a  Ina  Ajcj— I 
Sterena  W  P  U-t 
Steveoaon  M  D—t 
Stone  Robert  In»  Co— ( 
Stowell  A  C  ft  Soni— f 
Stowell-Meeker  Co— f 
Swearingen  J  H-1 
SwoSord  f  I  ft  Co— f 
Tboratenberg    Realty   Co 

nirelkcld  J  E  &  Son— I 
Tillhoi  &  CatnBbeU— I 
Trout  Jno  N  ik  Co—* 
TruLit  E  S  &  Co— f 
Turner  &  NicHola-J 
United  SuiriT  Co-e 
Urban  J  E— f 


Wslkicc    In'    f^BCT-r' 
Wslm^tv,  lljiry  R— f 
W«lson   >-  Siiolej— I 
Webb  Geo  W  ft  Co— f 


k-ilea  J  I 
hillock    I 


-  -  -_    Re^tT   ft    Loan 

Co— f 
Wittig  ft  Maaoiog— f 
WooAon  ft  Shirtle-. 
Woodwortb  ft  Stewart— 1 


KBrTBSVItXB 
A«d«on  H   W-l,     , 
Holeomb  Un  Aonl»-1 
HokaabK  H-f 


Rainer  T  M-5 
Rankin  HanTr;! 
Reeae   Dark    W-c 
Richer  J  R-*    , 
Rid»  liioa  S— f 
Rl^r,  Adktna  ft  Moor 

Rlcger  ft  Tbonip«i»— I 

Robertaon  H  C~<   _ 
Roac,   Heory  t  ft  C^- 
Rod^  Cbarlw  B-l 


Collar  ft  McKaanr 
Flood  Tofas-f  G 
Milan  Vm-t  e 
Snaps  J  A-^  a 
SnllioBer  J  W-f 
Waf«™_J  J-t 
Ward  G«™— f  e 
WardJHftG«o-lB 


Dneherr  T  f-f 
Downini  Wm  A-( 
Hamilton  Chaa  A— I 
Batcher  J  W-*  c 
KlrkavUle  1^  C»-4 
Lankin  B  F-(l« 
Liodicr  H  S-' 
Loreni  Robert— f  , 

Minler  ft  Wln^^-f 
OrcMt  Ci-t 


Uan  WT-fc 

Hoore  Samt— 1 
ThoBU  B  F-f  • 

KNOBNOSTER 
Crals  A  U-l  I 
URl^eld  Ed  C-t  1  0 
Senior  John  G— f 

LAGRANGE 
Bonrth    Carrol    C— f 
DaTia  Geo-f  o 
Ednrda  Lwli»-I 
HasDod  P  S-l 
EoA  L  F— f 


Cordmai 
£nM«  C 
Kueo  E 


,..._  C  D^ 

[osa  C  S-f 

^         EL 
Laiiard  ft  HcEn»-( 
McGUvTu  J  B-l 
Pcoplea  SiTinsi  Bank 

Vm"pSl  O  E-f 
Van  Pool  ft  Uattla-f 


LATEROP 
■.™.vrd  C— I 
Croaa  P  T— f 
DohertT  J  T-f 
Hamillon  F  D— 1 
Radford  C^l 
StBckrS  U-t 

LEBAHOM 
Bnrler  T  B-l  o 
Callagan  ft  Jame»-f 
Conj  A  W*-! 
DiSender«er  W  I-l 
Draper  C  C— f  e 
FarrialW-f  e 
Mariield  A  O-t  I  c 


Mayfield  I  W— 1 
StidveU  &  Hatti 
Vernon  D  O-t  e 

LEES  SUUMIT 
Bennett  E  S— f 


LEXINGTON 
Adana  P  N-1 
EdBundt  J  A-f  a 
lanua  A-f 
HichUn  R  Ar-1 
Howe  Fraoh— I 
Ireland  B  R— < 
Leaoeor  J  O  ft  So«-l 
Nebb  J  H-1 
Noel  C-1 
Norfolk  R  F-f 
Price  John  U-t 
Tanbman  ft  Son— t 
Wallace  H  C-f 
WUto  ft  Keralaefc   t 
Wilaon  Broa— f 


Petft  I 


Col»er  jy-t 
FindlT  H  J—t  1 
Frita  J  W-i  c 
Goodman  W  B— I  e 
Griffith  J  B— < 
Griffith  W  H-I 
Haler  W  B-l 
'       -ttGEftCo— ft 
MBion  &  Woods— f 
Steinbeck  A  M— I 
—     nan  F  J-f  c 

ICACON 
AcbB  Otto— f  0     .      „    , 
Brock   Mra  Ifaoda   D-l 
Cook  Jno  A-f  I  « 
EnaUati  AbHuo— f  Ic 
Heaa  Chaa  P-f  ^      ,  , 
Hei,  Brown  A  C<v-I  I 
^ieka,  Nottbcnt  *  C»- 

Hugfaca  I>  R-l  , 
"ilas  ft  PeWT    * 
,ra,«.n  C  H^e, 
Shouah  E  ft  Son— f 
Walker  W  G— £ 

-^^om*!rs^-^i 

ICALDEN 
DaTla  ft  Morria-f  I  o 
Edwarda  C  U-f  I 
Peck  Geo  W-I  c 
Rarban  «  B-*  I 


Sraedley  H  A— f 
Wood!  O  H-1 
Wrenn  J  R-(le 

HARIONVILLS 
Cannadr  ft  Broa— f  e 
Camqr  ft  Cars*]^^  e 
Ra^aala  A  J-J^c 


Barbce  ft  Roberte-fc 
Bryant  J  W-I  8 
Canpbd  F  W-f 
Cani^^ter  W  W-fl 


Laark  W  B-f  c 
Habard  W  K-f 
Hafcatd  J  I^~t 
Mitchell  E  H-1 
Ibnitacne  If  L-l  1 
MoBtaomerr   ft   Jsnaa— I 


MAR5BFIBU) 
Bamil  Fraala-f 
Lom^W.L-f 


FbOlipa  R  S-f  « 
SmithJP:-!     ,, 
Winalow  C«-f  !• 
HARYVnU 
Alk«WB-l    ^   , 


Cnrawt  ft  MatMc^-f 
Deminf  II  U-t 
GiUuB.  Bdbwi  *  Mm 

BaDcr  B  C-iK 
Hcradon  O  K— < 
HolmaOL-f 
Hydop  Clwle>~(  c 
K«f  Gco-1 
UcDoaid  K  L-f  « 
Nxh  A  L-f 
Oti*  Edarard-t 
RolofMDi  F-f  c 
Sbeldon  E  B-^ 
SimiNASoa-f 
Smidi  It  Gtems— f  c 
Stitwea  ChM-f  e 
Wnr  T  K-1 

HEKFHIS 
Denni«0B  R  E— f 
Doran  J  M-f  I  c 


te? 


_.E  A  C— I 
Luther  }  E— f 
UonlBomen  L  J — t 
Pitkio  A  B-1 
Rcddisk  FC-I 
Scott  WL-f 
Stuckhtt  G  W-f 
Smoot  H  V-l 
TbofBHID   N   A — t 
Watkin)  J  H-E  c 


Fowka  W  L  ft  Soi»-f 
n«— ■-  L  M— 1 
Hopkiai     &    EdBond* 

HoAll  J  W-f  I  e 
LAkeoan  ft  Bubm— f 
Lane   A  Coons— f 
Locke   E  R  ftCo-f 
3ffi.t  JoKph— t 
Piol   W  I-l 
jUcketti  ft  Whftsei— f  1 

>l>]linKS   Allen— f 


VjIIiBfiii  To(-f  0 
ViIIi»m.  JV-11 
Vniiaim  ft  Shtrp-t 
VitbenpoOB  C  A — f 
/ooldridce  J  W— 1 

IflLAN 
irewn  Alaaada<~l 
inmhaai  A  Cocbnn— t 
(iner    ft   fflEpii*— f  t  ■ 

I'Bttenbarser     ft     Blnf- 
^BtKiii  &  HcCalloBah— 


atfield  H  A—1 


A-lc 


■Vrnder  T  B— < 
■ndolpIiT  T-^  c 
eret  ft  S<e«et-4  t  e 
irrell  ft  Vietof— f  e 
arks    Gm  W-f  f  a 
rdford  H»  J—t 
dford  B--Ia 

HONBTT 
d«er  L  W-f 
6W.   ft  O'DvTM— f 


•visumas  A  W— c 

UONKOB  CITY 
Drcacher  Hanir 
Ely  WL-r 
<  .radr  J  H-f  c 
Gnea  Hoda-I 
Hum  N  I^-f  e 
Longmirc  W  W-f  e 
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NBW  HADBID 

Carter  K  U 
Dino  ft  r 
CaMGca  _   . 
JokHKia   ft  WmUr-i 
balbcrwD  A  C-( 
UcCrilUt  O-l 

NOSBOBNE 
Ajm  N  R— 1 
Bord  J  L-f 
BoKlin  Jw  W-f  c 
Brown  S  T-f  1 
Meebu  Edward-f 
Ifechan  Ceo  T-f 
RnnTan  W  T-f 
Strathmaa  H^-f 
Traivblxr  Wm-f 
^niea  G  D-f 
wbiteman  Gnr— f 
Wri«U  T  O-f  I 

ODESSA 

Biker  B  P— f 
Uuenn  W— f  e 

Ct*aM9  ChuR-t  c 
DiggeH  &  Carttm— I 


OBECON 
fi<DtM   R    C-t 
Bridsemu  It  B-l  e 
Camalai  G  L—l 
Dnnnn  T  C— t 
Buat  D  H-{  1  c 
Moore  L  I-l 
Fetrae  Broi— t 
Vao  Btukirk  Alsx^ 


HONTCOHERT 
BadKtJO-f 
dark  C  L-f  le 
Cook  W  B  H— f 
Gentry  E  B— f 


UOUHD  CTTT 


Thonuu  C  E— f 


UOUMTAIHGROVB 
Allea  J  W-f  1  o 
Chue  Sank  A  Wf-t 
BaHbcck  Wm-< 
Key  J  W-f 
Sewkirk  F  W  -I 
NewtoD  Gm  W-f  I 
:lhoit  Joel  F-f 
SUnrhtcr  ft  Wbaela— f 

UOUNT  VERNOK 
Porter  ft  MePhiion    fa 
Shrinr  T  E— f 
Tnrk  Tokn  C-f  a 
Woodi  D  C— f 


"itatta 


Bom  E  O— f 
Davia  J  C-f 
Bubbcrt  Gennaa  At<T~ 

Sbalnon  Tofan  F-f  ■ 
Shartel  C  U-t 
Sim*  ft   SIca-f 
Whfannr  J  U  Z-f  a 


Gilbert  C  E— f  c 
Gilbert  ThoBM-f  e 
Godfrer  G  K  A  Co— f  < 


Ftewltt  Cbaa  H 
Steele  E  T— f  t 
"        •   Jobn    A    ft   ! 


NEW  FRANKUM 
AlMO  B  n-t  I  a 
Aliop  ft  ChaniirilBa  i  1 
Cwpcster  W  W-1 


■  ;»T-f 

IBB  Haiiy  — I 

Stewart  A  T— f 


HaniSl 


DaBlcb  Geo  B— f 
Bargna  IC-c 
HickaTIW 
JiAntai  Ralph— f 
LewU  SR-4 
Luaa  WC-o 


PACIFIC  GROVE 
Calklna  H-f 
Ballow  J   E-f 
Fletcher  J  W-f 
Rmbmt  Bnw— f 


Lane  P  W-f  1 
Roaen  Tboa 
Sbecti  B  C-f 
"hup  L  H-f 

Ivltfa  F  W-l 

;at*r  TT-I 
.Tiompun  G«>  B-l 
Viliant  J  S-t 
WUte  Jokn  T-f 

PARIS 

W  W— f 

Bayd  J  P— f 
Brice    Fenn-f 
Bbtbib  iBBBia  N-f  I 
Burnett  C  P— f 
ETana    Clarctna   I 


Bl-f 


PIBDHOKT 
Jonaa  Chai  H-f  I  a 
Smhb  Z  C— f 
Wtan  W  W— f 

PIERCE  CITY 
.-Urn  ft  Soaa-f  1  e 
Carlfn  Thoa-I  a 
Stark  J  F-f 
"".lliami  Jobn  B— f 

PLATTSBURG 
Froat  ft  Froat— f 
Hooper  L  B— f 
UeWiUIaDU  E4-<l 
Unuer  ft  Piice-f  Ic 
Riley  H  R-l 
Ttaomaa  E— f 
Walku  Ju  B~f 

PLEASANT  HILL 

:iBy  R  H— f  c 
Jtallai  ft  Pbillipa— r 
HiUitOM  N   C— c 
HilligoH  Miu  Dean— f 
jone.  A  ;— f 

Younf  A  W— f  e 


L  W— f 

Gratiot     Real     Eatate     ft 
Iht  Co— f 

Scobmeier  R  H  e 
»«e  W  W— f 
Reynold*  Teue — f  e 
RobinioD  E  M—f  I  « 
Turner  ft  Walton — f  c 
Winitoa   Nettie — t 

FSINCBTOH 
Alley  H  J-t  e 
XTan*  ft  Looun-I  1 

an  W  H-f 

,.,„  A  If-f  ii 
Powen-I 

-  ihinMB  ft  Wanda-f 
lompion  J  A— I 

RICH  BILL 

rrewf  TohB— f 

Hooier  It  B-l 
Uillcr  J  R-f 
MooreJTahn  D— f  1  a 


oSSS  6  1 


Stonebrahar  W  C  ft  Soa 


ienkini  Geo  W— f 
Joiner  J  K-f 
Xlrkpatrick  R  B— t 
Robert!  Uanrio»-( 
Sbotwell  Ino  W  ft  Soa-f 
~    «  W  S-l 
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FOUNDED  1887. 


F.Churchill  Whittemore  Co. 


FIRE  INSURANCE 


COMMONWEALTH 

NORTH    RIVER 

CONTINENTAL 

COMMERCE 

WILLIAMSBURGH 

MERCHANTS 

ST.  PAUL 

SPRING    GARDEN 

ACCIDENT 
COLUMBIAN    NAT'L 

LIABILITY 
OCEAN  -  ENG 


Y. 


MINN. 
PENN. 


CAMDEN 

GRANITE   STATE 

MERCANTILE 

RHODE  ISLANQ 

NORWICH  UNION 
NORTH    BRITISH 

HAMBURG-BREMEN 


J. 

H. 


R.  I. 
ENG. 


!^ 


AUTOMOBILE 
RELIANCE  -  ENG. 

PLATE  GLASS 
OCEAN  -  ENG. 


BONDING 
AMERICAN -SALT. 

SPRINKLER 
RHODE  ISLAND 


BURGLARY  —  BOILER --TORNADO —TOURISTS 

First  Floor  Pierce  BIda.  118-120  N.  FOURTH  STREET 

STLOUIS* 

COMMISSIONS  ALLOWED  NON-RESIDENT    BROKERS    AND    AGENTS    ON 

INSURANCE  ON  ST.   LpUIS    PROPERTIES 

CORRESPONDENCE  SOLICITED 


MO. 


ROCKPORT 

Bresder  W  U-^ 
Gutsch  ft  Wells— f  c 
Raines  John  W— f 
Stopel  H  F— c 
Wells  C  A— f 
Wyatt  D  T— f  c 

ROLLA 
Critet  J  J  Real  Est  Co— 

f  e 
Jones  &  Clino-4  1  e 
Loits  ft  Bums— £ 
Rucker  B  H— c 
Rticker  &  Cowan— I  c 
Walker  J  £llia-f 

ST.  CHARLES 
Botani  Frank — ^1 
Burns  J  W-f 
Cardosa  J  M — ^1 


Daudt  Chas  J— f 
Diehr  J  George— f 
Dinkmeier  J  F— 1 
Dyer  Bernard  H— f 
Echelmeier  Herman 

£1 
Emmons  Ben  Lr-i 
Feldmann  L  F — 1 
Grothc  W  I^£ 
Haenssler  R  C— f  1 
Hallway  Ed— 1  £ 
Kavanaugfa  Dan — 1 
Kemper  llenry^  1 
Krekel  Petet^l  c 
Marten  O  J— £  1 
Martin  J  6— f  c 
Paul  Charlea-1 
Radel  Geo— £ 
Vierling  Hy  £—1 
Wents  Geo  E-l 
Wolter  Wm  F— 1 
Wor£ul  Benj— 1 


H- 


ST.  LOUIS 

Alexander  C  H— £ 

Ambler  A— 1  c 
Anderson  W  E-l 
Andrews  W  O— 1 
Arnold  John— I 
Atwood  ft  Johnson— c 
Bain  R  E  M— f 
Barrows  J  C  ft  Co— c 
Barrows  «  Cabanne— f 
Barrows  ft  Karst— c 
BarUett  ft  Millef^ 
Bascome  Western  ft  Co 


Beckert  J  Jr— f 
Benham  G— 1 
Berg  Nichols  ft  Son-£ 
Bersch's  Ins  Agcy— f 
Bierman  Paul  H— £ 
Blakemore  A  H— I 
Blanke  D  J-f 
BoUn  C  D-1 


Bowers  F  W— £ 
Bradford  R  E-c 
Brady  J  F— f 
Branch  C—£ 
Breck  David — £  c 
Brey  Wm  L  C— f 
Brown  T  xm— £ 
Bull  Wm-£  1  c 
Burde  C  J-£ 
Bus  Hy— I 
Byrne  Jaa— 1 


W.M.  BYRNE  ACQ. 

INSURANCE 
PIERCE  BUILDING 

ST.  LOUIS 


H.  M.  BLOSSOM  ft  CO. 
PBUONBT  ft  HBMBNWAY 


ROeSLBIN  ft  ROBYN 
M08BS  PRALBY  *  CO 


THE  INSURANCE  AGENCY  CO. 

Fire    Marine    Tornado     Casualty     Sprinkler     Boiler 
Employers'  Liability     Personal  Accident 

Bonding     Plate  Glass 

Orden  from  Ageatt  and  Brokers  are  Solicited  and  will  be  given  apecial  prompt  attentioa. 

PIERCE  BUILDINa  '  '  ST.  LOUIS,  MO. 
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F.  D.  HIRSCHBERQ  dB  CO. 

ST.  LOUIS  UNDERWRITERS  AGENCY 

MEROHANTS   BXOHANOB'"aRD   ANO   RINB  STRBBTS,     ST.  UOUtS,  MO 

WritiacaBfomsof  PIrt,  Marfnc.  Htslth,  UabOttir.  Toraado,  Acddeat,  Bargkry,  AatooioUto,  Plats  OtaM, 
StMOi  Bolter,  FUdtty  and  Saraty  Bonda,  Touriit  and  Commercial  Travalcn  Inaaniiica. 

American  Central  Insurance  Co.  Imperial  Fire  Ins.  Co.»  Colo. 

British  America  Assurance  Co.  Insurance  Company  of  North  America 

California  Insurance  Co.  Liverpool  &  London  &  Globe  Instvance  Co. 

Citizens  Insurance  Co.  Michigan  Fire  &  Marine  Ins.  Co.,  Detroit 

Detroit  Fire  &  Marine  Insurance  Co.  Northern  Assurance  Co. 

Fire  Association,  Philadelphia  Scottish  Union  &  National  Insurance  Co. 

Hartford  Fire  Insurance  Co.  ^tna  Indemnity  Co.,  Hartford 

Home  Insurance  Co.,  New  York  Employers'  Liability  Asstuance  Corporation 

Orders  floUcitad  from  non-Raaideot  Agaats  aad  Broken,  aad  Com^aaiaa 

Gso.  D.  Maskham       John  R.  Goodall       A.  H.  Hitchings       C  H.  Morriia 


RBPRBSBNTINQ 

a  and  London  and  Olobe  North  BritJah  ft  Moeantile  of  State  of  Liverpool 

Royal  Baehanse  New  York  Secori^  of  New  Hayen 

Qneen  Svea  Federal  of  New  Jetaey 

Sun  Inaanuioe  Office  The  Colonial  Aaanrance  Fircman'a  Fttnd 

Natkmal  Northern  of  New  Yock  London  Aaauianoe 

Caledottian  Western  Reserve  Insaranoe  Co.  of  North  America 

Orient  American  Lloyds  Metropolitan  Caaoalty 

Ndrth  Britiah  ft  Mercantile  of  Northwestern  llutaal  Life  Fedenl  Union  Smety 


Oreat  Britain 

Amenta  for  Saatem  Ifisaouri  for  the  Ocean  Accident  ft  Onarantee  Corporation,  lindtsd,  of  London 

Commissions  Allowed  Brokers  and  Agents  on  St  Louis  Risks 


Individual  Fire  Underwriters  of  St.  Louis 

Surplus  insurance  in  all  parts  of  the  world* 
Excellent  facilities  at  Lloyds,  London. 

WRITE  FOR  PARTICULARS 

W.  H.  MARKHAM  &  CO..  Attorneys  &  Managers 

1226-1249  PIERCE  BUILDING,  ST.  LOUIS 

BI>GAR  M.  DAVIS  CHAS.  W.  DAVIS  ARTHUR  J.  DAVIS 

EDGAR    M.    DAVI®    &    GO. 

INSURANCE 

PIERCE  BUILDINQ       -       -       ST.  LOUIS,  MO. 

RBPRB8ENTIN0 

tgmm  marti  Co.  State  of  Ola.  PittilMrg  Uadwwriton  Soaboard,  Tazaa 

Natloaal  of  Pa.  MonongaMa,  Pa. 

ST.  LOUIS  FIRE  INSURANCE  COMPANY 

Capital,  $200,000 
BDGAR  M.  DAVIS,  Preridcnt  F.  C.  RIDDLE,  Vice-President 

W.  R.  BERRY,  Treasurer 


INSURANCE  AGENTS— MISSOURI. 


CunpMl  E  T  Jt^ 

ftuvrcwiuico, 

OENBRAL    AOBNTS 

PIre,  (lUrineand 
CuoaHjr  linmce 

PIERCE     BUILDINQ 

SL  LhIs      -     li. 


CARR  BROS. 


MiTtn  nilL,  tinii  ruk. 
KA.  «hL,  U^  Elm.  hu- 
kijf  V^^KM.  iTl 

iTLCMullT.UiJMlaMj 
W  N,  lUin  1S171^  Nnua 

Cvralt,  PowiU  Jt  Brask 

an  S  E-* 


Cbeoer  F  N-l 
Chcrrr  R  B-l 
Cbrdy  O   K-1 

ao»  E-i 

CoUioi,     Martin    SoS    * 

Cook  Hcnriette— f 

Cwbin  J   A-c 

Cowu  Jiflici   E  A  Sob 

Ou  ChwLft  Co-(g 
Cnwlord  G  tmcw—t  c 
Critcbficid  J  U-1 
CrODtCC-( 

Dw&*  Btack-1 

J.W.Baighert7SC«. 

INSURANCE 

Sti  Olive  St 

ST.  LOUIS     •     MO. 

DaimpDn  B  H-1 
Dini  fLdar  M— f 
Dclaficid  a  Snow— f 
Dclaplanc  F.  S-t 
D.ffnj    I    H-f 
D*™.  H  W-1 

Eatoo  C  D-f 
Elliian  H  B-I 
Eitea  I  W-1 
Falcotwr  J  A — c 
FcDtrctl  ft  Tulton-l 
Fiihrr  W  t-1 
Fcnrler  F  £  ft  C»-f  c 
FrilcT.  Hoaca  A  Co 
FkmB  J— I 
Ftmi*  Jm  F-I 
Foltoa  a  PcnfTtM    1 
Ponk  W-l 
Gut  A  SoB^-i 
Garkch  Wn-t 
(Sdaalih  ft  at—ptw-4 
Gota  C  H— c 


&5n- 


CABELL  GRAY 

INSURANCE 

110  OLIVE  STREET 

ST.  LOUIS 

Han  Geo  W-^ 
WM  WC-Io 
Hampa  Otto~-( 
Haikina,  Hodf  e*  A  Co— 


HiT«a  E  A  P-4  a 

Sarward  H  E-1 
aanr  Tto*  U-t 
HdBilehabola    F 
HenickW  H-l 
Hlniobotfaii    *  ' 
HinchbcTB  I 


SSSt _ . 

Kins  L  L-l  c 
Klobaai  E  L(  — 
Koch  T  S-c  1 
KnlcDUa  C  ft  Soo— f 

KREISMANN- 
THEEGARTCN 

INSURANCE  ASENCV 
SENERAL  INSURANCE 


UwUm  ]  E  SoB-f  a 
LclubCTB  ChM  K— I 
Lcouid  H  U-1 
Llpi  Alu  A  Bro-f  a 
Loahcr  W  H^ 
Lowarr  JoU  S-l 
McKcoD  5  C-A 
HcLano  Bn»— e 

WJ.aARKHtlllCII, 

Qeneral  Insurance 
Pierce  BIdg. 


lUOar  C  I^ 
Hliin  H  r    ' 

Hhebll  L 


UoBro*  A  Buianlu  I 
Uoa*  A  B  A  &>--i  - 
KM  B  T-a 


hauD  B  B-t 

PoTfRK-te 
Paooet  A  HcBeswi 

^{-■^ 

Poindnter  ]  B-) 
~>oIk  Samod-)  a 


Baackc  PA  Son— < 
Rae  E  D-e 

RodilT  Wn-f 
Raealdn  A  Bobyo— I 


SAWTELLE  & 
MONTAGUE 

flENENAL    IKSURANCB 


Spcrn  A  Lea 
Sprool  G  E— 1 
StneiiKia  E  I.— 1 
Stone  Persr-c 
StrodtKUB  A  atrodtais 


Tiflor  WH-4 

Terrr  Waumofth— I  . 
Thcctartcn  Paul  A  Co— f 


Tam  J5-e 
Wacbtar  Aoa  A— f 
Wanoncr  SB— t 
Wtb*rCI^-f 
WaberOtto  C-f 
WelnMttd   E-f 

J.  E.  VERTH  A  BBO. 

Wwtk  lunraoea  Asencr 


6«nsral  Insuranea 
III  cHEsnnrr  nvEBT 

IHBK  (IkBkKhBHHBIf. 

n.  lOUU,  MO. 

Whitbnwl  C  P-t  a 
WhIttcDora   F   rkiiiiAm 

ACo-^c 
WUIat  G  H-l 

wniiuM  R  j-i 
WBnaGar-l 


Witt*  OaMJ  R-l 
TacBal  ■  HiQJBan*-Ha 

ST  JOSEPB 

Aadroi  &  KelJr-f 
Boweo    Hugh    J-I 
Bovcn  &   Boyei— I 
BrowD  }obD-t  c 
Bmndiin  M  K-1 
Buckingliaiii  It  Soii»-1 1 1 


DtVot  G  W— 1 
Knrigbt  C  F— f  e 
Foiran  D  a 
FufiiuK  Crl-( 
Gulich  F  A  H— f 
Hutidl  E  F— f 


B^Gb  C-f 
HnU  ft  Co-I 
UadlaJ  C— f 
toabcMk  H  P-l 
UcCaotland  B  U-t 
HcCdr  Uanbnar  W-t 
MaOM  Attxrt  S~fc 
UeGae  lobB  A-f  c 
HcUoitic  B  R-f  a 
Hjcn  a  ;-i 
Ufller  Tame>-4 
MlUer  S  F-) 
ICuBibrd  A  ffanM    I 
Nfedorp  Harry— I 
PcttipierO  I^-f 
Suiden  W  B-4 
ScbaaUar  EMiU-i 
Sbcrwaod  WilUfr-l  c 
Stabba  L  H— 4  e 


BainMI  E  W 
Bnoc  T  A— f 
Guttia  J  D— f 
HcAatcc  F  C-4 
UcGaa  LT 

SKT^  "-* 

Wioco  G  C 


BoBton  I  T— i 
Cooper  fW-le 
Dubd  J  U-f  la 
Ferfnaon  B  C— I 
Ban  Uta-t  1 

Jdtmn  Lean  B-4 
Uaton  J_R-f 
Pratt  IF— I 
Slatenboeher  W  F— I 


SAVANMAB 
Allen  CH-t 
Ford  W  F— * 


^^* 


INSURANCE   AGENTS— lUSSOURl. 


SESAIIA 
Co«ti  J  I-! 
CoaOm  7  r-~t 
Cunu  Wm-I 
nmeltS  F— f 
Bnu  Ed  T-l  c 
tarptcaW  D-t 
FucW  Adam-f 
Boffaus  F  E  ft  Set 
BU}Sr-t 


Uoane  Walter— 1 
Hthm  Bro*-f  1  e 
Utiian  J  F-f  I  e 
Kmuldi   ft   Sernoldt- 


Sftiouon  BnM-e 
Via  WuBv  W  B-<  < 


SHELBIHA 
JaKBEW— * 
f«titH  H-* 
•UBoiag   ft    Hoekadi 


Packcn  ft  UartfB 
Kia  a  SkooM-f  « 
Bolli  E  R— 1 
"■OM*  ft  OllMpto    I 

SBELBTVILLE 
^rfwtH  E  M-f 


Html  JohB  J 
Fukwa  a   Meff 
Uonn  Wm  R-1 
5'Brytn  E   M-f 
adbT     Co     Abslrart     I 

UrSD     Co— f 

SIEESTOH 
Iratlon  C  7— f  1  c 
-oak  Chaa  A  ft  Son — f 
iieHMm  M  G~f 
-tachn  J  C— f 
JcCoT  Dw— * 


filooc  £  T— f 

' Toe  W-f 

L  T— f  I  • 


}  L  ft  W  H-f 


teldCE-f 
Mu  K  P-f  1 
[tridcr  Dn  V— f  « 
Lirknll  GcorK-^ 


feid  S  C— f_ 


fel 


SFKINGnELD 

Ashwortfa  Miu  EtU~(li 

|.Bbr  R  c-i 

Bail   A— f 


Crawfoid  A  B— t 
Cunnmehim  &  W(Ili-4 
Cuni)  W  T  a  Co— I 
DiBEin,  A    B— f 

DlxDa  G  E~f 

J  B  ft  SoB-f  1  c 
■-  Joha-fe 

-  _, C  H-l 

Garllck  H  C-~f 
Gulich  C»^  c 
Hacknn  G  W  ft  Soa-1 1 
Harria  W  G-) 
HardoD  W  I-f 
Hcnderaoa  Wiltet  B 
Hubble  U  J-t 
'-■-—J*  R  a~i 

...  B  O-t 

rd  I— t  I 
uamo  ft  Co-f  c 
Hran  P  G-4 
OIV*  Broa-f 
Parrrman  J  L— I 
Pkillipa  E  W— f  e 
Porter  R  H-f 
Robbcraan  Walter— f  e 
Sehnook,  Pattan  ftRkk- 

Sbattock  L  ■ 

Spcrrj  Jaaper  IT— I 

TMnlbim  R  H-4 
Waddin  T  B-l 
Vcnmi  ft  KDlaB-l  « 

STANSBERRV 
Cabi  J  J-f  1 


lUrbndi  .._  .  . 
RatcliffTC  A-f  1 
Sascr  W  F-  ' 

'VarHner  ft 
ioodjr— 

STEWARTSVILLE 
Comith  ft  Yarh-t  I 
Ganta  F  A— f 
McCrtal™  A  D-« 
York  J  K~Hl  1  o 


Waoanakar  7-1 

SWEET  SPRINGS 
BeattT  ft  HnitoB— I 
BnHlaid  Lco-I 
Khlera   Wm-I 
HaU  C  U— 1 
Hocker  T  B-(  1 
Tackno  Fanl-f 
McGidn  J-fl 
Bearia  ft  Prismor»--< 

TARKIO 

Co*  cn-tt 

Crtnch  C  C—l 
Fsikctt  L  H-l 
Golaak  J  A-l 
HannaJW-f 
Btual  H  W-l 
LIttcU  W  R-1 
HcPheriOB  A  1j~A 
Ratert  EN-f 


Wll«ni  DC-i 

TBAYZB 
Caah  Dv-f 

PentR£^ 
Dnrat  Geo  U-t 
Bahom  7  B-« 
HcLcIInd  W-H 
MiIl?B-i  1 
Hlky  F 


Bu»RF-flc 
UnicrR— f 
HoDcoe  Waft  U-l 
QidllcT  W  7-1 
Sham  J— I 
Tbooaa  A  I-f 

TRENTON 
B>>D    C   J~i 
Bain  H  J-[ 


HubbellL  W— f 

fc""  S  S~( 
Linner  W  B-( 
HcGritb  W  H— f 
PEnliu,    Ticob-I 
Siwyer  W  H-l  c 
SehQoltr  T  W-l 
Sttpp  W  D-( 
White  A  M— t  c 
youni  R  V-l  c 

TBOy 

Atlcn   I  B-( 
Col  bin  G  W— 1 
Cretch  B  J-l 
Bllii  W  X-1  ( 
Htrrr  John  T-l 
Manin  R  S— ( 
Muck  Hcnij— I  1 
Ptna  S  1^1  c 
Woolloik  E  B— 1 
Youna  W  R— I 

UNIONVILLE 
BoafecT  B  H— f  I  e 
Brawlonl  Z  T-f  e 
BrowD  I  U-f 
SeUaraflne  ft  PiMt-l  I 
lonea  l^-t 
UcCiit«be«i  ft  Som-t 
HiddlctoD  Bro»~l  I  e 
Roberta  I,  P^ 
Vakntiiw  T  B-l 


Ellia  ft  Uoon-f 
EIt  S  D-I 
Fergnun  W  M— f 

Lemon  E  C— f 


VERSAILLES 


Mnia  J  W-f  Ic 
Snrlack  Paol— ( 
YoBBg  H  A-l 

WARRENSBURG 
tdtWlr-i  e 
Bnna  W  H— «  ' 
CoIUna  ft  r 


GweLC-l 

GroTcr  ft  GroTcr— (  c 

Piiher  B  S—t  c 

Hill  J  U—f  0 

laAX  W— *  e 

Johnun  Countr  TrnH  Co 


WASHDfaiON 
7oat  I  C  S-4  1  c 
Pnea  took  7-f  c 
Pnti  W-f 

WEBB  ary 

Da  Gaimo  G  B-^ 
Haxri«m  j6-f 
Hirona  ft  H»ni»—I  I  o 
Huleti  H  B 
KoacaWR-t 

SpCDTM  W  V    K-f 

WEBSTER  GROVES 
Baker  C.A-* 
Baker  B  C-I 
Beldiu  Bear7  W-l 
BaotbJ,  F-l 
Gloor  »■!■  1 
Honpod  B  A— I 


Bowe  Vi*«  O-f 

SmiS  A  TMl 
TwinlncCkMO- 


eCeornr' 

IP-fe 

WiaaCP-f  to 


M^ae  'Ceorie'W-f  I 
Wtbon  1  P-fe 


Haidlara  J  B-l 


B>r<lMtf  M  S-f 

MutdocV  J  W-l 
Schneider  A-f 
Sphaeider  A  V-tl 
Sebm  G  H— f 
SherknfT  B  O-f 
St«le  Geo  C-f 


Htfuy  B  T— f  e 
Eellett  P  H  ft  Soo— f  c 
Rile*  Mra  FUnie 
Van  Wonner  Dick— ( 
Wooddde  GiiT-<  c 

WILLO\V  SPRINGS 
Dawes  B  P-<  t  c 
Perinaon  J  A— I 


WINDSOR 
AllcB  ft  Hut-f  e 
Cole  A  H 


INSURANCE    AGENTS— MONTANA. 


MONTANA 


ANACONDA 
FMTd  Uudn  &  C<i-^  1  c 
UattjBO  W-l 
Ncal  H  S-i 
Fetcrtod  Geo— f 
Sii11I*ui   P  M-l  1  c 
Wellcome    it    Pecknei^ 


BILUNGS 
Billinn  LcHIn  K  Title  Co 

-ffe 
Biuton  Chmi  F— I  1  e 


Uollidar  D  H-l 
M.nn  F  I^-l 
UatheuQ  W  P— f  1 
Uantana  RollT  *  L 


SchBd   L  E-f 
Shtphtrd  K  E  &  Co- 
SufAr  City  Land  Co 
Wright  Hkrn— ) 
YellowMoiM  lav  O' 

BOULDEB 
Camn  Bra*-~l 
TMtU  S  F— f 
Kdir  JB-I 


FinltT  K  K-t 
Fiiha  E  H-f 
GdlalfB  Lud  ft  lavML 

Co-( 
Gvdaer  E  It— I  c 
Haikini  C  W-l 

a  a  k  Ycrn^-f  Ic 
dicr  ;  U~i 

HonUna  Ltnd  Co — I 
Natnrtl       Seaource      & 

Radt*  Co— ( 
Smith  a  B— f 
Smitti  W  Y-l 
Wldnwr  I  BafM»-4l 
Wylle  Bobt-1 
Wrmu  C  H-4 

BUTTB 

Bailer  Realtr  Co— f 
Bener  W  A— f 
Butler  P  11—4 
Cohen  &  CDhen— ( 
Cooror  U  V-t 
Cuitia  I  H— I 
CotlCT  C  l-I 
Dbiw  P  T— f 
Feanct  W  D-1 
ntiHtrlck  J  B-1 
Godfrc*   W  H^ 
Goodirin  Realtr  Co — I 
Hall  Bra>-( 
HanaoB-MicPherion      C 

—t 
Hoitoii  A  EldeACT— ( 
King  L  A-c 
UcCanhr  C  B-l 
MeMilUn  &  Caaaon-f 


Mantuu  Sccuritiei  Co — f 
Morwan  A  T— f  c 
Moikr  &  Tbomaa— I  c 
Parker  P  W  Ca~t 
Paiamore  A  Co— (  1  < 
Roaa  ft  Kilmer — t 
Root  ft  Lawlor — ( 
Sexton  F  B 
Sidler  J  T^     ,    , 


CHINOOK 
BeaoUen  L  H— < 
Blackatooe  D  I^-f 
Doff  I  C 
O-Kaafe  R  E 
Sanda  W  B— f 
Zicbarth  A  W— < 

DEER  LODGE 


MoDcnre  Cockreli-f  I 
Meren  T  H-f 
Scfcarnlkow  Edward— f  t 
Sbaw  J  Ar-I 
Wilaon  S  P-fl 

DILLON 
Btckalcod   Rnllr  ft   lav 

Co— I 
BeruletD  Win— f 


Smilh  Peiil  I— f 
Sifvenaoo  B  N-« 
Stone  A   1^1 


FORT  BENTON 
Flaoaiaii  F  A — f 

GLENDIVE 
Banker  CA-f 
Hill  J  N-f 
Leiper  F  P-f 
Leonard  E  C— ( 
HUler  ft  Jordan—! 
Miikinen   Realtr  ft   Ini 

Co 
Sample  H  A-f 
Slatlerr  I  A-f 
Wation  Robt  H-t  1  c 

GREAT  FALLS 
Bennett  Ricfaard— f 
CampbeU  ft  Habbard-fl 
Eliot  C   D 
Errin  ft  Co-f 
Fr«T  N  G-(  1  e 
Gaunt  Ja«  ft  Co— f 
Leieher  Reclurda— f 
McDonnell  L  H— f 
HcNair  B  P-f  I  c 

Rocera  A  E— f  e 


Stackbonac-Spccr  ABCBCr 

Stanler  H  H— £ 
Wadaworth  O  F  Jr-(  e 


HAMILTON 
Johnrton  Jaa— I 
McCraekea  W  W-t 
Morria  F  J-f  1  e 
o'Haia  R  A-f 
Packer   H   C-f 
Kivall!  Abitiact  Co-t 
Roberta  W  H-f 
WamerC  S-f 
Wlnatanler  ft  Kecaer— t 

HAVKE 

Bramble  J  K~f 
Carmth  E  C-fle 
Devlin  L  K-1 
GuaaenfaOTen  Joa — f 
Hammood  R  E— f 
UniC  W-^ 
Roae  ft  CcntiT— ( 
-     ■     ion  G  T-i  c 


Balensieier  Kealtr  ft  lai 

Co— t  1  c 
Becker  C^l 
Bin*  IDT  Co-f 
Bracken      ft      Schroeder 

Co-f 
Ellia  C  F  ft  Co-f 
Ferria  W  S-f 
Goia  S  D-t 
HawUnt  R  M-f 
Henry.  L  C-l 
Iv«*HB-l 
JorceGI-* 

Lodcer  lav-  Co— f 
Miller  T  B-f 
Palmer  H  B  ft  Co  ItK— f 
PUtt  ft  Heath  Co-f 
Pifott  H  H-f 
p7iBanaU  Sol— f  I 


Kallipell    Land    ft     Ina. 

Co-f  c 
Fogue  ft  Knott — f 
RoDglieu  1  D— f 
Stoop  Frank  D— f 
Swaaey  ft  Wallaoe-H 


Co-f  I  _ 
Kcltr  C  M-f 
Morton  ft  Uirtin— t  1 
Cook-Rernoldi  Co  Tbe- 

Wrislit  Edmund-I  1  e 

LIVINGSTON 
Bcndo'  Frank 
Dyer  Harrr  W— f  e 
Eierett  John-e 
LirlnEiton   Land   ft   Ab 

atract  Co— f   c 
Reed  Geo  E-f 
Roberta  Broa — f 
Swindlehurat  T  M-i  e 
Walah  ;  M-f  1  c 


f  1  c 
Clark  Land  Co— f  c 
Collu*  I  B-t  c 
Cnater  Commiaaion   Co— 
-       rle  J<*n  E-1 

iim  J  E— £  1  0 

Gibblno-ftc 

'  cniltr  Land  ft  Loan  Co 


Draon  Wm— f  1  c 
Fertiiaon  C— f 
riaher  H  D— f 


Rhoadea  J    U-f   c 
Smcad  WH-f 
Smhb  Wallace-f 
Stoddard  ft  Prtoe-fle 
Tarloi  ft  Pearaon — f  I 


PHILIPSBURG 


RED  LODGE 
Alden  F  H-f  1 
Caiwell  L  O— fe 
'ohnion  F  I— f 
UTlhauiaa    ft     WUtcber 


aitle  T  E-l 
Clark  Wm  A-f 
-     I  JZ-f 


WHITS  SULPHUR 
SPRINGS 
Bleaainc  ft  Powliii— f 
Sarter  Theodoiv— f 
Waltwork   Geo— I 
Wood  ft  HamptoB-f  c 


INSURANCE  AGENTS— NXBRASKA. 


C-105 


NEBRASKA 


A.  J.  LovB,  President. 


Frank  J.  Hasxbia,  Secretary 


LOVE -HASKELL    COMPANY 

EVERY  KNOWN  KIND  OP  INSURANCE 
TUrd  Root,  Omaha  NatfoiMl  Bairic  BtdlAw 


Stats  Agsnts  for  Nebraska. 

The  Travelers'  Insurance  Co.  of  Hartford. 
American  Bonding  Co.  of  Baltimore. 
Caledonian  Insurance  Co.  of  Scotland. 
State  Insurance  of  Nebraska,  Omaha 
New  York  Plate  Glass  Ins.  Co.  of  N.  Y. 
National  Fire  of  Hartford 
Boston  Insurance  Co. 
Calumet  Insurance  Co.  of  Chicago 


Local  Aosnts. 

Caledonian  Insurance  Company  of  Scotland. 
Calumet  Insurance  Company  of  Chicago. 
Citizens  Insurance  Company  of  Missouri. 
North  British  &  Mer.  Insurance  Co.  of  N.  Y. 
Fidelity- Phenix  Insurance  Co.  of  New  York. 
City  of  New  York  Ins,  Co..  N.  Y. 
State  Insurance  Co.  of  Nebraska 
Sun  Insurance  Office  of  London. 
National  Fire  Ins.  Co.  of  Hartford. 


THE  STATE  INSURANCE  COMPANY  OF  NEBRASKA 

Omaha. 

Organlxed   1903. 
Authorted  Capttal,  $  1 ,000,000  Paid  up  Capital,  $200,000.00 

£.  A.  CuoAHY,  President.  A.  J.  LovB,  Secretary. 

D.  M.  DARBY,  Manager,  Metropolitan  District,  111  WlUiam  St,  New  York  City. 

SHIPMAN  &  WAYNE,  Managers,  Cook  County,    159  La  Salle  Street,  Chicago. 

W.  L.  NELSON  &  CO.,  General  Agents,  Memphis,  Tenn. 


AINSWORTH 

Citizens  Bank  of  A—f 
Ely  W  M 

McSweencx  Arthur— f  1 C 
Snell  R  E— < 
ToUTer  J  C  ft  Boo— f 

ALBION 

Brady  J«me»— f 
Cnlbertson— f 
Fox  Jam**— f 
Mack  F  J-l  c       . 
Ncedbam  Doten— f  c 
Parrott— f 
Pieper  ft  Parne — i 
Price  J   A— I 
Ruddy  Broa— f 
Scott  P  M— <^ 
Tbompaon  F  S— I 
Thompaon  M   B — f  c 
Weitzel  F  M-£  I  c 
Weitxel  Wm— f  c 
Wmiama  Broa-I  e 

ALLIANCE 

Alliance  Realtr  Co-I 
Balbridtfc  A  F— I 
Fletcher  Nelaoa^f 
Gray  &  Guthrie— f  1  c 
Guthrie  J  W— 1 
Reddiah  F  E-f 


ALMA 
Billiners  J  B  ft  Soi 

Erwin  Wm  M— f 
Everaon  John— I  c 
Harden  D  S— f  1 
Kecatcr  R  L— f 
Thc<H-l  1 


-f  1 


Moore  Wm  R— f  c 
Porter  ft  Griffin-f  e 
Tbomaa  G— f  1 

ARAPAHOE 

Banwell  W  H  Jr-f 
Byrd  ft  Tnll-I 
Mooney  J  H— f  1  e 
Patterson  Sam'l-I  1  e 
Renie  S  S 

ASHLAND 

Craig  T  T-f 
FoImmb  Brothera— f 
Fowler  W  A-f 
Fuller  C  W  Jr-£  1  c 
La  Chapelle  &  Bell-f 
McLoed  Broa— f 
Moon  Jesse  N— f  1  c 
Shedd  Realty  Investniettt 

Whhe  F  E-f 
Wilson  T  B-f 

ATKINSON 

Brady  John  F— f 
Campbell  Mosea— f 
Chapman  Wash — f 
Hart  A  T— £ 
Mack  E  J 
Searl  Alex-£ 
Sturdevant  B  E— £ 
Swingley  Fred  H-f  1 

AUBURN 

Cotton  Geo— 1 
Dorel  O  P-£ 
Eustice— £ 
Fablinger  Geo— £ 
Freeman  W  P— £ 


Gtllan  R  M-£ 
Gillan  Jim— £ 
Horn  T  F— £  1  c 
Matthiesen  Wm— £ 
Rutledae  W  G-£ 
Snow  C  O— £ 
Wright  M— £ 

AURORA 

Boyd  R  W 
Brown  C  S — ^f 
Burt  F  A— £  1  c 
Edminson  J  H— £  c 
Farley  W  I-£  1  c 
Grosrenor  J  H— £  1  e 
Isaman  Jaa— £  1  c 
Peterson  A  G-^  c 
Rogers  A  E— £  c 
Shenbcraer  W  W— £ 
Weata  W  C-c 

BEATRICE 
Bearer  Jesse    £  c 

Brinkworth  Jamea— £  c 
Butler  E  E— £ 
Dobba  Hugh  J— f 
Drake  E  G— 1 
Fletcher  T  C— £ 
Fulton — f  c 
Green  A  Lr-£ 
Harkrade»  D  B— £  1 
Hill  W  D-£  1  c 
Hinkle  G  W— f 

Johnson  G  H  ft  Co— £  e 
ones  J  E— £  e 
.a  Selle  H  A— £ 
Macy  J  F-i  1 
Mayer  A  W— £ 
Mum£ord  Eugene— f 
Otis  Charles  S— £ 
Penner  ft  Penner— £  1  c 
Riesen  H  V  ft  Son 


BLAIR 

Haller  B  F— f  c 
Kemp  S  E— £ 
Petersen  Paul— £  c 
Plata  James— £  c 
Riker  G  B— £  c 
Riker  ft  Chambera— f  e 
Walton  W  C-£  c 
WUliama  L  A-l 

BLOOMINGTON 

Cole  Wm  A— £  c 
Dorsey  W  C— £  c 
Hartt  S  T— £ 
Kirkbride  J  W--c 
McGrew  J  B— f  c 
Montgomery  I  E— £  c 
Patterson  Mary  R— £  c 

BLUE  HILL 

Gund  C  F— i  1  c 
Lapin    Carl—- £   c 
Ranney  A  D— £  c 
Simpson  R  A— £  1  c 
Walters  A  M— 1 
Wehnes  F— £ 

BLUE  SPRINGS 

Burrington  E  H— f 
Casebeer  J  H— £ 
Greene  Tom— f 
Otis  C  S-£ 
Poor  E  W-£  I  c 
Tsylor  W  M-£ 

BROKEN  BOW 

Eastham  W  B— f 
Fodge  J  M— f 
Holomb  C  H— f 
House  E  C— f  1  c 


MeGnw  JS-llB 
Hornn  A  SUlLn-l 


CEHTKAL  OTV 
Bock*  Gtora^-t 
Bowl.  A  J-l  , 

mi  Evl-f 
Haldcn  J  G-<  1  o_     , 
K«rr  lanMmcat  C»-f 
L*on  Bret— f 
^wajt  C  F-f  lo 
PattcTKD  John  Ji— I 
Fttenon  LewU— t 
KouEE-( 
SturcnS  B-< 

CHADRON 
BiteOGk  Geo  T  H-( 

DuBoii  A  E-f  1 
Houihlon  F  ] 
InriD  BMtr—B 
O'Lina  Fumj — I 
PhmuB  P-^ 
ntmu  B  If— f 
Bcynold*  W  H-l 
So<itdBL-< 

COLUMBUS 
Bcclwr,    HackeabcT^f 

ChuDben— f  le 
Elliott,   Speice  EchoUCo 


Kaon  A  I^-f  1  o 
R7»o  ft  Birna— f  c 
Wiiulow  &  Holdot— < 

CKBIGHTON 
BncbBuWr  T  J— f 

Perton  S  H— fl 
Rice  O  W— 1 
Steinhatuen  H  J— f 
SiniD  W  A-^    .    . 
Woodwotth  H  W-l 


INSUEAMCX  AOCMTS— NEBEASKA. 


Hub  4  JaWioB-l 
UePu-Une   Aldtudcc— I 


Willuie  W  P-l 


GarriKT  O  N-(  c 

Goodrich  L  W-f  c 
SollidaT  S  T-1 
Uillrr  )  Y-I  c 
Mui9  Jeff-i  c 
Stoddard  F  H-l 


FAIRFIELD 
Cobl*  Ceo  W-l  1  « 
Epptrton  C  H— f  e 
Holdenua  J  H— t 
Hrde  H  H-(  c 
Lewie  C  l^-f  e 
UcRcynokU  W  G-1 
Prkketl  C  M-f  e 
SanfoTd  I  M-f  1  c 
Sheperd  WilloM 
SuplKn»n  M  A— f 


Erani  Minoi — f 
Bolland  Dan— f 

Kotoidr  H  B 
Klniion  Wm-*  I 
HcCaiker  I  T-l  I 
Thompaon  A  e—i 
Ron  J  G-t  1  c 
Runyon  &  Uargon 
SIcilea  &  Barria 
Thomaa  A  V— ( 
Wallioi  A  M-( 


Baai  Maro-f 
Chapio  ft  CbaelB— ( 
Jackaaa  JoMp6-< 
konpioa  It  ThoBpaoa 


FALLS  CITY 
Cameron  Andrew  J— I 
Oeaver  ft  SeboM-(  a 
Fallalead  George— f  1  c 
Gantt  A  E— f  e 
Lechtr  Samoel— f 
Lejda  J  E-f  e 
MaddoK  W  B-f  e 
Powell  John  W-f 
SchmeUel  George-^ 
Smitb  E  C-f 
SsraciDa  J  D— f 
Wilblte  J  R-l 
WUtakcr   Brae-f 
Wiltde  Jeha-f 

FREMONT 
Alber*  A  I-l 
Aidennan^  F-^ 
Arnold  Wm— f 
Brcmera  Heory^ 
Cbrialenaen  C  H-f 


Miller  John-I 
Peitit  H  R-I 
Plambrck  A  F-( 
Platnbtck  CUas   H-l 
Pollard  C  C-f  I 
Rcrnoldi  Geo  W  D-fli 
Richard.  R  P  Co-*  e 
Springet  D  J-l  1  e 
Stilea  S  F-i 
TeiTv  &  Palmer-i 
Troefdrll  Arihur-f 

FRIEND 
Addie  J  E-l 
Ball  Tobn— i 


Scheldt  jobD—f 

FULLERTOH 
Bfke  C  F-f„l  c 
Dwaon  B  E-f 
DaTia  W  H-l 
Denkmao  H  C— f 
Kellocf  U  M— t  1  0 
Krehl&  W  H-4 
McLean  A — f 
PicrcT  ft  Half— f  1 
Pnnntt  ft  Blofield-f  I 

GENEVA 
BaM  M— f 

Cortlt  ft  Warinr-f  I  e 
Eiana  Bichard-1 
McPherreB  E  C-l 
Safer  J  H-f  c 
P(ge  ft  WeiM— I  c 
SWwart  W  H-f  c 
WlUon  H  P-l 
WillMD  G— f  1  e 


Allen  HcnrT^f 
Allan  Jotan-f 
Brinlnger  C  W  ft  Son— 

Cleary  Jamet— f 
Clearj  Lao— f 
QlSord  H  e-f 
DmTia  B  F-1 
Dill  ft  HnitOD— f  a 
Edwarda  H  A-( 
Harriaon  ft  Princ*-f 
Hiyman  W  5 
Bctael  G  D-f  1  e 
Tuetica  E  W-l 
KcarncT  A  Walter* 
Kant  S  F-f 
Mayer  A   C-f 
Roae  Charlea  A— f 
Kolh  Fred-f 
Sanpion  Wm-f 
Steama  H  W-f  „     , 
Tbompaon  John  R— f 
Underwood  L  B— 1 

HARVARD 
Barbour  T_A— f  I 
Bengtaon  E  M— t 
Boslousb  Patd  E— 1  c 
ElUr  r  F-f  c 
Henog  G  A-f  1  • 
Scbwcnk  Wm 


EEBRON 

CoUlnt  C-f  1 
Fitcbpatrick  J  M— f  I 
Gallant  Wm— f 
Leggit  C  M 
MeCulatlon  J  T-l  I 
Powell  ft  Son— { 
Udall  F  B— f  1 
Weiaa  U  H-f 
Witlmore  Tilford— f 
WLlaon  H  G-f 
Young  B  F-f 

BOLDRECK 
Bndlei  Thoe  C-l 
Bragg  J  H-f 
Edwarji  W  T— I  1  = 
ElDwl— f  e 
Hall  W  P— f 
Haibaniji  L  M-l 

u'^firHnBP-f 
Maxer  E  W-l 
Bask  W  M-f  1  ( 
Reed  E  W— f 

Roth  Ed— f  1  c 
SewcU  H-f  1  c 
Sbaeler  Andrew— I 
Swedeborg  ft  Warren— f  I 
Thompeon  Broa— f 

HUMBOLDT 
Aahford  Edie-f 
Buttcrfleld  F— 1  e 
Buttofield  A  Gergcna-f 
Stniifc  1  E-f  a 
Snetben  Frank— f 
Walib  J  F  ft  Son— I  1  c 
Wilaon  M  R-f 

KEARNEY 


dapp  W  S— f  1 
Eldred  T  W-f  I 
Gnibam  ft  Neale — 4 


HASTINGS 
Cramer  A  H-f  c 
&owle7JF~(  , 
Coraeliiia  ft  Co— f 
Crow  F  M-f  c 
Dailey  J  M-f  _  , , 
Hlginbotbam     ft    Plddna 

Kubca  Z  H-l 
I<£ofon  W  T-f 
KerrH  O-l 


Simowrtng  ft  SarooMa- 

Snider  Jobn-^  e 
Steele  W  E-( 
Sticbler  S  H 
Tibbeta  1^-1        .      , 
Thompaon  Mianifr-f 
Wahlquiit  Cally  H-f 
Walter!  E  P-l 


,  Land  Co-f 

Kearncr  Pabllahicw   ft 

Imm4ratlon  C»^ 
Keenl  F  G-f  e 
Lcmmon  ft  Herrtar-* 

Nieboli  A  L  a  Co— t 

Midway  RealtT  Co-^  , 
PUtte  Valley  Land  Ca-1 
Smitb  Realty  Co~(  s 

St  John  S  S— f 
Swan  CO— i 

Vama  F  S-f  « 

Wallace  J  A-(  I  c 

Woolworth  B  J-f 

LEXINGTOH 

Can  I  P  A  Co-i  >  « 

Giantbam  A  B—l 

Kaaaabaum  H— f 

KreitI  F  P-f  I  c 

Mitchell  J  I^-l 

Mullen  S  C— f 

Powell  B  E-[ 

Smitb  H  O  Abatiaet  Ca 
— f  1  c 

Spencer  C  F— f 

T^ple  F  IW 

Van  Horn  ft  C«-f  1 

LINCOLN 
Allen  E  W  ft  Co-* 
Arterbara   ft  Biahop— (C 
Aaatin  B  F—l 
Baker  P  Wm-^ 
Blanford  C  T— I 
Barkt,  Spangler  A  Co^ 


IMSURANCB  AGBMTS— HEBUSKA. 


CdlHMs  A  WalM-f 
Ettn  H  U-l  I 
EdalHoii;  Hk  SoB-l 

Elan  Geo  P-f 

Embsd  W  H— f 

Eqniuble  InveM  Cb~-( 
Amen  ft  Uccduat* 

Folnm  Bra*  Co—f  « 

Fnnke  F— f 
CvdDcr  N  B-l 
Gitu  G  M  ft  Soii~4 
HdIdo  ft  UcDoaalda-l 


Hnnunpon  ft  Baydoa— I 

Hrde  H  A-1 

leui  Adun— I 

Xal  T  JohB-l 

KldoJo»-J 

Ku»  Cbu  T-< 

lincoln   Safe    Deposit   ft 

TRMCo—fc 
Uachridgc  H  H— ) 
MinikUer  F  ]>-c 
Miller  A  W  Avj-*  e 
Uockctt  F  E— 1 
M«k«tt  T  H  Tf^ 
UockettJ  H  &-1 
Mooie  r  W— ( 

0.  W.    PALM 

Insurance 
Agency 


Fihner  If  l^-l 
RccdTDo  S— fe 
Retd  1  S  ft  W  D— *  c 
Stfioia  F  E-l 
Strine-SchTOdet  Co-^c 
TicbeoDT  C— 1 
Wolera  Fi«  A«7-i 
Williams  ft  W^!^-[  1  e 


LOUISVILLE 
Ckthom  Wm  A-<  < 
ItontwoQ  J  A— I 

iVood  Cca_(l 
Wood   J    P-f 


I>awliiic   W  I'-f 


P«aMr  U  B-e 
Frutr  A  R-1  1  g 
Fnwr  Chu  B-1 
nrJeke  £d— f 

'*rr»tt  M  C-f  > 
L«fleui  W  A~( 
Linn  Robcn~f 
NKhol*  Jim-C 
O'Shu  Ed— f 
O'Sfau  Thoi— ( 
lUed  W  E-{  c 
Smiih  C  S-f  1  e 
Smith  Rcallr  Co— f  t 


HeCOOK 
BoTT  R  H— t  c 
B«rU  ft  Eldr«4-4  c 
Bums  A  G-l 
Cdrdul  S-f 
Ebcrt  A  {>-f 
BUler  W  1£~4 
KdlT  J  E— I  c 
Lcha  C  F-f 
Pcnocll  Picd— 1 
RTmn  C  J-f  c 
Stamtr  X  W-f  1  e 


CuTieo  F  I^-t 
CtaapHll  Chu  A— <  I 
GodfrcT  G  L-f  c 


S^S^*^ 


_   V«l-( 

U  D-f  le 

iley  F  B-f 


KinnleT  F  I 
MePbcclT  ; 
hfcwdl  L-f 


Bobiwn  Tbid— (  1  0 


lUter  J  > 
mlthj  V, 
-idnlTE 


NEBRASKA  CITY 
ColIlDi  H  H'-f  e 
PawU  L  R— 1 
GMt  J  Y    ' 
HiEl  Mn 
IirdlDE, 
Co-fT. 
Hawke  Geo  W  ft  Co-f  c 
HelTicT  Fred-{ 
TackiOD  D  S-4  c 
Lddisb  OliTcr-t 
liTingMoo    ft    SMicbioii 

UcCattecr  ft  TnnidlA- 

Uille^  S   H  ftj  S-( 
Uana  Janm  H-t 


Para*  Wa  B-4  e 
KooaAO-te 
Sloas  W  T— f  I  c 
Wri^  Z  T-4 

NEUtra 

Bcckwiih  E  E~[ 
(ifflpbrU   William-I 
C«l™in  J  M-f  I  c 
lackiDo  N  D-l 
Wlrin.  T  C-f 
KilKT  Cbi>  H^f 

BcAn..i«  Joh-M-f  a 
cAUiittr    VJm—t 
UcGiniiif  H  l^f 
l-«,nc  R  S-( 
Riwnia    iv'.i..._i 


j-i 

n  5  D-f 
C  I^f 
1  O  A-( 


HORPOLK 

CCTTill  F  G— f 
Durfj  D  B-I 
DuiUnd  C  B— I  c 
Evjn,    Geo   W-1 
Gtrw  W  J  &  Dro-i 

HiTi^r   Krf-r  c 
KotniHilfin    Ui:fc-f 

U^.3n,  c  n'-i 

IjTdr   Mrs  Jcnnit— * 


Stank^  W  F-* 


T  C-*  I 

Temple  Real  EMatt  ft 
---  AtcT-t\c 


OGALLALA 
HamiHoB  Ibt  W  H 

s^^  c  w 

Worden  C  C 

OMAHA 

BaidviB  B  L  ft  Co-t  • 
Baldwin  W  A-( 
Btmit  G  P-( 


Dod<«  N   P  ft  Co— < 
Dumonlj  B-(      „      , 
Fell  ft  Plnkerton  Co— 1  c 
Pitchett  G  H-! 
Flack  John  F— f     , 
Fuskhoiucr  U  V—lc  . 
Fttnkboaier       ft       Pnok- 

GalUgher  ft  NelM»-f 
Garrln  Bio*- 1 

Gonld  C  Z— 1 
Gonld  B  H— 1 
Hallow**  Ciaa  A— ( 
Bauai  H  A— 1 
HartlDiift  Herdto  Id> 

HoSTFw-l 
HIcbT  B    ' 


Hutch inun- Bollard  Co~f 
Indo*  W  B-l 
KcllT  Tlioa.  S— 1  c 
KcnnedT  Alfred  C-( 
LanainK  A— 1 
Tjim-HMkell  Co—* 
Ltmdm™  Wdl  A-* 
M-.nlD   l:r.-i*  .V  Co— f  e 

McCail  !b5  Aacr-t 
Mi:GDvem.  TGot  ft  Son 


M.iriin  Rroi  ft  Co—*  e 
Ucikle   W    B-f  B 
Mey«   D   M-l 

M.:y<T  Juliu—l 


Milhtn   J   ? 
Mullen   C  D 


c.  ^v.  IMarUn 


rrank  T.  B.  Martin 


IVIA.RXIIV  BROS.  &  CO. 

INSURANCE 
BARKER    BLACK  OMAHA 

COh«RANIBS    REPRESENTED! 

lawrlcan  iBMraiea  C*.,  al  NawlarMT  NorilMrB  AtMraiKa,  of  Eiiglaid 

IMwaukM  MMlMolei,  at  WImomIk  Narwich  Union,  of  England 

laUoaal  Flra  laanraaca  Co.,  af  Hariferd  Sacarlty  InMrane*  Co.,  ol  Coanacticat 

lartb  BrtUak  u4  MareaMlla,  «f  .Eqlaad  Waatcbaatar  Flra,  ol  Haw  Yait   -;^ 

GENERAL.    lAOENTSi  -~J 

!■*■  lartay  nato  Btaaa,  al  Haw  laraay  Franklarl  Aeeldanl  a»4  Uabllllr,  ol  QarMaair 

Maaaaebaaalta  SaMlai  ni  Imaranca  Ca.,  BaalH 


INSURANCE    AGENTS— NEBRASKA. 


NEB.— OmahB,  Con. 

NattiDro'  ft  OlMD— I 
Neel*  H  D-1 
Noble  G  W-4 
F^mcf  H  S  Son  ft  Co- 


Ttttn  K  C  ft  Co-i 
PUnck  Fnnk-f 
Pottn  PhUlip-l 
Patter-ValcnliM  Co 
Bainer  Cbu  W-l 
Sup  J  W-^ 
Kinimlt  Bro*.-^  1  • 
Kebbini  JoIid  V/~-t 
Ki»Kll  ft  UcKltridt  Co 

-t 
Bjlinder  ft  Uoon— ( 
Sherwood  T  H-f 
5elb7  W  C-l 
Shimcr  ft  Cbue-< 
Shol»  D  V-f 
Sfariw  W  G-l 
Smith  C  I^ 
Smhh  W  Fvann  ft  Co 


Tilling*  C  0-1 
Thoinsi  Wm  H-H 
TrmTcri  C  P-f 

Turkirgl. 


But  Wtlto^-i 
Lore  G  L  G  S— 

J  St'  , 


PLATTSUOUTH 
rcher  M-l 


Joact  U  G-f 
Rufti  J  C— < 
RobnuC  W-f 


Arnold  J  E-l 

BiHOCT  A  J-;^ 


Friek*  C  G-f  e 
ton  W  K-f 
HoIlT  Wn»-I 
LeiAi  J  M-f 

Pollock    TbOB 


rurkirgloi 
r.Tn   FC 
Walker  F    i— i 
Wead  F  D-f 
WeatherlerE  S-e       _ 
Webiler,   Howtrd  ft  C 

Wbeder  ft  Welpton—I 
Wlihc-Hicki  AiencrTlM 


Yotmi  ft  boogheftr— I 


Campbell    Fr>Qk-l 
Downey  C  E-f  c 
Ey.ni  W  T-( 
GiiiaikeT  Ed  F—f  0 
Gilleipie  L  G— I 
Haramotid  H  J-f  e 

Ha™?ih"j  C-t 
McCaffeity  J   J— <  I 
MdCanhT  M  H— f  c 
HcNicholi  S  r— f 
--  redilh  7  H-f 
lannelfT-    " 


Tldd  A  L-f 
Wdllns  Tbom— f 
While  A  W-* 
Windham  R  B— f 


Hurler  lobn  U— I 
Kinnburr  C  A-f 
KiS  C  F-(  I  e 
McCarthr  W  D-l 
MittiioB  Geo— { 
Ucllon  M  I-f 
Pcanon  J  V-l 


Cathef  CF-I 
Fort  L  H-1  c 
Kalqr  D  H-f  c 


O'Dnnnell  T  F-f 
Parktt  R  H-f 


Brltht  1.  B-I 
CaproD  J  H— f 
Cuiea  WH-f 
Oanniti  E  P— f 
Da*ii  H  U-f  I  « 
DaYii  C  A— f  c 
CndmondKB  H— t 
Kokei  V-f 
Newbecket  Geo— f 
OlcKJii  H  E— f 
Staple  R  L— ( 
Wmiami  E  M-f 
Zableodil  Fnnk— f 


Cornell  W  W-f 
Doit  J  C-«  c 
Graham  S  J-<  I 


T-fc 


Farrell-f 
Hoailaud  H 
Hjtft  George — I  1 
UcKeniie  junca  C-1 
McNalr  I  E— ( 
Parne  Dioii— f  c 
Rathaiek  W  A— f 
ShoDka  Frank  W— f 
Simnona  J  H— t  c 
Weill  Geo  B-< 
Woti  Geo-f  c 

SEWARD 
Barkle7  C  W-( 
Landiaft  Sehick-f  I  c 
UcKillip  L  a—t  c 
Norral  %  F-f  e 
Seward  Laad  Co— f  c 
Tiahua  W  C-f 
"uderboof    ft    FrankUn 


STROUSBUKG 

UakMvcr  M  A-f  1 
OUon  E  -f 
Stanton  E  £— ( 
Toasne  J— I 
WDaon  tfilhan-f 
WiUoa  V  E— f  e 

SUPERIOR 
Bimm  Geo—f 
Brubakcr  H  A— f  c 
Felt  A  C-f  ^     , 


Llgbt  Ed-f 
More  F  D-f 


k  Hotmea— f  1  o 


Stnuec  I  B— I 
Teel  O  C-f  c 
Walker   A  T-f 

RISING  CITY 

B™rG  W-! 
Reynold!  C  E-l 


Bell  T  T-f  « 
Crew  F  W-f  I  e 
Crockett  C  A— f 


Paul  N  J~t  I 
Peikini  R  C-f  I 
Taylor  Frmik-f  o 
Taylor  C  E-f  I  « 
Templin  Jobs— I  c 


SIDNEY 
Bartow  R  A-* 
HadKMi  J  C-f  I 
Mclntoih  J  I-f 
Uelntoih  J  1—41 « 
Martin  Leroy— 1 
UBaa  WP-i 

SO.  OMAHA 
BcniDial  A  L  ft  Son— t 
Brown  E  B-f 
Dee  E  f-f 
Duff  J  I^f 
GIbaon  L  C— f 
Goibera  H—f 
HannoD  ft  Rawlej 
Hoetor  Thomaa— I 
Koplcta  I  H—f 
Ufur  T  6-f 
McNeill  Geo  H—f 
McMillan  J-f 

K.  Vis's..-. 

O'Neill-*   Real  EiUte  I 

Int  Agcy-f 
Pancoait  A  C— f 
Paprocki  A— f 
Raymer  Geo  L— ( 
Ryan  J  J-f 
Train^-Coldwell  Co-I 
Wilcox  Rkb  Co— t 


Appleby  R  Y— f  I  e 
Baer  B  B-(l  c 
Cowan  W  P-f  e 
Eberly  G  A— f  c 
Ehifaardt  J  A— f  1  c 
Hytand  ft  Uycra-f  1  a 
Kearrrey  A  A-I 
Kenney  I  E— f 
Mickey  J  W-f 
Peten  Jamea-f 
Puih  tieo  E-(  I  c 


Gri™    ,._  ~     -   - 

Hanna  Hanr— f 

Jphnitoo  C  A— f 

Hinhall   H   N 
PhlUipa  F  U-l  c 
Pierce  M  I^f.,     , 
Sbambaufb  T  U— f 
Spohn  Geo  H— 1 
Sweet  F  M-t 

SUTTON 
„.jer  Al«it-f 

SUTDtt  E  P-f 
Dlnamor«  J  B-f 
Elchler  B— f    , 
Groaehana  H — f 
HanaoD  Hani— f 
Jarrett  ft  Challben— 1 
Licubben  U    I^^ 
Hlllcr  Tlieo— f 
Nuia  P  F-f   , 
Steincn  L  B-f 

TECUUSEH 
Dafoc  Al  N-f 
Don^aa  JB-f  l« 
□oualaa  Oscai^^  I  e 
Gritt  Ed  H-f 
Howorth  Alf— I  c 
Jewell  C  A— f 
lUller  Geo  W-f  c 
Place  John — 1  c 
Smith  C  E— t  e 
Stewart  Boy— f  1 
Stewart  S  S-i 


Grecnieat  D  W— < 
Hennea  R  B— f 
Hopewell  WM—f 


UWrVERSITY    PLACE 
Beck  a  Barber 
De  Tar  Realty  Co— f 
Enjeard  C  W— f 
De  Lor  Really  Co— I 
Bnecort  C  W— f 
Gatta  G  U  ft  Sod-I 
Hate  W  E-i  1 
Hyijw  ^  W-f 

sStb*TW-f  I 
Weatraa  E  V-t 
WImberly  ft  Heltl-t  1 

WAHOO 
BariT  John— f 
Berreren  WJ  P^  * 
CtaJrford  ft  Webater-I 
Dean  Franklin— f  e 
Hendricki  B  E-f  e 


fohnaon  J  J-f 
trie  ft  Coflio»-( 
l/aitin  LW-f 
Pertf  Chat— t 
Snndeeu  J  L— f  e 
Worrelt  H  O-l 
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WAYNE 

Alter  I  W— f  c 
Bcrrj  F  A— f 
BreMler  A  E— f  c 
Cherry  J  M--I 
D»Ti8  A  R— f 
Ferguaon  A  J  &  Co— f  c 
Jones  H  B— f 
Katl  Phfl  H— f 
Ley   RolUe-f 
Massie  J  H-l 
Matfaenj  A  N— f 
Mean  C  S-f  1 
Rooney  W  P— f  c 


WEEPING  WATER 
Bamca  P  S— f 
Bish  C  W— f 


Reed  H  D-f  1 
Teaejardea  laaao^f 
Talt  €-4 
Telt 


WEST  POINT 

Aekemian  C  W— f 
Baumaim  J  T— f  c 
Wi 


Gentrup   . , 

Htmker  &  Krake— I  c 
Krauae  A  L  ft  Co— f  1  e 
Krauae  Amandna— 4 
McLaufdilin  M--e 
Neligh  WTS— f  1  c 
Rapp  C— f  c 
Stuefer  Wm— f  e 

WILBER 

Bartoa  F  W— f  c 


Bartoa  Stanlejf— f  c 
Clcmenu  T  A— < 
Grimm  J  H  ft  Son— f 
Horsick  Joa— f 
Kobottt  V  B— I 
Magnusaon  H  F— f 
Moore  J  I— I 
Safarik  P  S~f 
Slcpicka  Al— 4 
Spirk  T  F-l 
Spirk  V  C-1 


WYMORE 

Afchard  L  H— f  c 
Balier  F  W— £ 
Crawford  F  E— f 
Huaton  T  F — f 
Kanffman  E  N— f 
Stepheaaon  G  T— f 


YORK 

Ben  J  M-f 
Brott  H  W-l 
Codding  A  B— f 
Crone  C  B — £ 
Daggy  B  F— f 
Da^WH-1 
Ferguaon  N  M— f 
Jaeoba  J  A— I  c 
Myera  S  A  ft  Soo-I 
Miller,    Prewitt   ft  Dean 
— f 

Olmated  ft  Olmtted— f 
Tranger  C  J— f 
Sovereign  M — f 
White  W  I^-f  e 
WUdman  &  Wildman— f 
WyckoflE  W  W— f  e 


NEVADA 


AUSTIN 
Miller  J  A-f  1 

BATTLE    MOUNTAIN 
A  D  ft  Sona  Ine 


CARSON  CITY 

DaTis  J  T— f 
Hof  cr  T  R— £  1  c 
Peters  C  H— f  1  c 
WUdes  F  Lr^ 

ELKO 

First  National  Bank-f 
Henderson  John^-f  1  e 


Heaaoa  A  W— f 
Smith  W  T-f  e 
Tkbcr  A  D 

EUREKA 
Whitmore  I  C  C— f  c 

GOLD   HILL 
BlauTelt  W  H— f 

LOVELOCKS 

Baker  T  £— £ 
Davenport  Lucy  A— f  1 
Firat   National    Bank   of 

Loveloeka— f  1 
Lovclocka  Mercantile  Co 

— £1 


Htmter  J  R— f 
Mclntoah  f  A— £ 
Marker  J  T— f 
Reid  J  T-f  I  e 

RENO 

Bank  of  Nevada  Savinga 

ft  Trust  Co— f 
Bonham  Realty  ft  Truat 

Co-f  c 
Crane  Sam— 1 
Fifield  ft  Watt— f  c 
Nevada  Loan  ft  Trust  Co 

— f 
Pearson  ft  Cafferata— f 
Peck  ft  Sample— f 
Rhoda  F  L^-4 


Scheeline      Banking      ft 

Trust  Co— f 
Spinney  J  P— 1 
Waahoe     County   -  Bank 

-f    1    c 
Whitney 


VIRGINIA  CITY 

Matheaon  J— 1  c 
Leonard  Jaa  M— I 

WADSWORTH 
Griswold  E 

WINNEMUCCA 
Daehl  C  D  Si^f 
Firat  National  Bank— f  1  s 
Reinhart  E  &  Co— f  1 


NEW   HAMPSHIRE 


ALSTED 
Gibney  W  E-f  i  c 

ANTRIM 

Baker  E  W— f  1  e 
Hilla  C  E  ft  Son-^  1  e 
Pai^e  Morton— 1 
Swett  Anson— f 

ASHLAND 

Drew  W  Aaa-f 
HiU  ft  Hardy-I 
Hashes  Francia  M— f  e 

ekckaon  John  M— >! 
yford  Henry  O— 1 
Rec<vd  Lewis  S— { 

BARRINGTON 
Bradford  G  F 

BELMONT 

Moore  J  A— f 
Sarvent  J  M— I 

BERLIN 

Burlingame  Wm  W-l 

1  c 
Eley  A  H— 1  c 
Hayes  ft  Davidson— f  1  c 
Wbeeler  ft  Vaillancourt 

— f  1  c 
Wckodward   ft   Gcrriah-f 

1   e 

BRISTOL 

Aekennan  Fred  H— 1 
Cutler  Roswell— 1  c 
Dcarliom  ft  Chaae— f  e 
FfijBg  Chaa  W— f  e 


CHESTER 
Jonea  E  P— 1 
Webster  John  M— I 
Widcomb  A  H— £  1 

CLAREMONT 

Bamea  E  S  ft  Son — f  c 
Chandler  Paul  I^-l  c 
Charron  H — 1 
Delamore  C  W— t 
Daw  Herbert  G— 1  c 
Foster  F  H— c 
Hurd  ft  Kinney— f 
Merrill  Robert  T-ll  c 
Preacott  B  O— f  1  e 
Prescott  Wm  P— £  1  c 
Richardaon  S— f  1  c 
Shannon  Joseph  A — ^1 
Stockwen  Geo  T— f 
Warner  Geo  C — 1 

COLEBROOK 

C*rr  J  T-£  c 
Drew  W— f  c 
Dudley  J  H-f 
Jphnaon  T  F— f 
Peaae  D  S— 1 

CONCORD 

Baker  ft  Keeler— f  1  e 
Chase  ft  Martin— f  1  e 
Clark  C  S— c 
Crossett  A  W— f  1  c 
Drew  Wm  J— f 
Dudley  F  W— 1 
Eastman   ft   Merrill— flc 
Frost  N— 1 

Jackman  ft  Lang— £  1  e 
Little  Thos  B— 1  c 
Mfller  D  E-f 
Moore  Hugh— f  1  e 


Morrill  ft  Danf orth— £  1  c 
Owen  £  Scott— 1  c 
Parker  Chas  S— 1  c 
Roby  ft  Knowlea— f  1  c 
Staniela  C  E-1  c 

CONWAY 

Davia  P  S-f  I 
Dinamore  P  W— I 
Dow  Herbert  G — ^I  c 
Garland  J  H— f 
Hill  W  D  H-f 
Keniston  A  E— f  1 
Keniston  A  E— f  1 
Mitchell  Peter-1 
Thompson  Wm  F  F— 1  c 
Wood  J  C  I^f  c 

DEERFIELD 

Batchelder  J  H-f 
Chase  A  M— f 

DERRY 
Abbott  ft  Davia— f 
Adams  ft  Hardy — f 
Bsrtlett  ft  Shepard— f 
Clair-Moore  ft  Co— f 
Kingsbury  W  J— £  I  c 
Russell  ft  Hardy^f 
Young  F  N— f 

DOVER 

Barrett  Geo  D— £  1  c 
Fosa  C  H— £  c 
Grimes  John  H — £  1 
Henderson  Hariv  P— ! 
Hutchings  Martin— 1  c 

iewetl  John  S— 1 
feserve  F  E— f  1 
Redflcld  H  A— e 


Shepard  Frank  P— f  1  e 
Sherry  Thomaa— £  1 
Stevena  Geo— f  1  c 
Tufta  Arthur  G— f  c 

ENFIELD 

Bryant  A  M  (Grange)— f 
Currier  F  T— £  1 
Currier  L  W— f 
Dorothy  W  F— 1  c 
McElwain  H  A— 1 
Nooman  J  H— 1 


EPPING 

Brown  A  D— f 
Gilmore  Geo  A— £ 
Rosa  J  O— £  1  c 
Tatou  J  J-f  c 


EXETER 

Baker  Dana  W— £  1  c 
Brown  John  A— f  1  c 
Button  Christian   S — ^1  c 
Cilley  Frank  M— f  1  c 
Elkins  John  H— 1  c 
Getchell  Clarence— f 
Greene  A  F— 1 
Hobbs  L  F— f 
Johnson  Mrs  Annie  P — 

f  c 
Sargent  Chas  H — f 
Shute  Edward  A— £  c 
Smith  Samuel  S  Jr — ^1 

FARMINGTON 
•Hddcn  Ira  W— f  I  e 

Pitman  C  H-f  1  c 
Waldron  J— f  1  c 
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FRANKLIN 
Baan  &  Bramt— t  c 
BockliB  C  C 
Chidwick  S  B-l 
Cbue  G  W-1  c 
Clifford  T  F— I 
Currier  H  A^  I  e 
DtoieU  F  H-c 
GlisM  Wm- 
L«  Pointe  T  N-i 
LcMh  E  C-t  1  c 


Chadwlrt  S  B— I 
Chut  G  W-1, 

Currier  H  A-l 
Dtniell  F  H— 1  c 
Lapoiat  N— f 
LeKhEG^c 


GOFFSTOWN 
BUWideU  E  A-l 
Ha^cT  Geo  P—t 
GORHAM 
AndleT  PJ-e  , 
BicUord  B  B-1  c 
Eb»  A  H-l  o, 
E»«ni  A  R--( 
Libl)7  LF-*  ,  . 
Noye*  H  G-I  I  c 


HANOVER 
Fro»t  Newton  A-i  1 
Stoirit  E  P— ( 


HINSDALE 
Colton  Fred  W— f  I  « 
F»T  W  B-f 
Temple  E  J-l 


Rul=nd  Ceo  W-1  c 
Tnslt  Geo  F  T-1  , 
York  PerleT  A—*  I 
Wilber  C  W  A  Son. 
Wriaht  J  H-l  « 


Meliier    4    PrcKOtt 
HoOTcl^  B-^  e 


Moiln  John  B— f  I  c 
FrcMOM  W  L— f  1  e 
YovBI  Fred  A-l  I  c 

LAKEPORT 
Lovelojr  &  Preieott— I 
Heldiet  &  PtcMott 

MofinyB—f  , 
Prcuott  W  L-f 
Young  Fred  A-t 

LANCASTER 
Kent  Geo  N-i  I  e 
Noua*e  F  L— 1  c 
Steven*  G  M  &  Son  Co 


Dewer,  Peck  1  Co-(  1  ■ 
Dwy«  Thoi  F  T.-1 
French  Em»l  E-l  e 
Smith  JoKph  C— f  1  c 

LISBON 
BriEham   S  H— I  1  c 
Hunt  G  1,-c 
OliTtr  W  W-1 1  c 
Woolton  &  Ooogb-*  I 

LITTLETON 
Barrett  A  J— I 
TomiM  B  " 
.fur  (TA-  -  .  - 
Frje  Solon  A— I  e 
GtBT  Cheater  S-t  1  e 
Kellejr  Fr«d-1 
Richudaon  H  E-1 
Tiliolsoo  ft  Fart— i  I  e 
Tromblef  C— c 

MANCHESTER 
Anderson  R  E— 1  c 
ATerj  F  W-f  1  , 
Berry  WUliim  G-f  1  c 

Bo*"d  a  N— f 

BoivinI  A-l 
Chue  Robert— f  c 
Chenej  A  Cheney-^ 
Clouah  &  P»rker-f  c 
Conifer  S  H-I  c 
Connoly   &  Rile)r— f 
Daniela  J  W— f  1 
D.Tia  B  l^-t 
Dockham  ft  Thorpe— f 
JuhQ^E 


Cominjc  B  H  ft  Co— f  c 


Fo)som  J  A— 1 
HadItT  C  J— ( 
Hayes  Cho.  C-I  e 

Johnsao  V  C— f  1 
ijinr  John  G— 1  1 
Linlefiild  C  B— ( 


Worcester  Geo  A^ 


Bontelle  Georse  A— 1 
Bargea*  J  L-H  ,        ,  , 
Bulon  k  Crovlc^-f  1  ' 
CheCTer   W  H-l 

Chenier  A— I 
QouEfaJoeeph  L— f 
Cooke  E  V-1 
Croat    Ir»-I   1    c 
Dan  forth  Geo  E-^ 

Farley  Wm  A-ll  e 

&fS^JS.m-B-l   e 
Meloon  J  L-l  c 
Petit   Charlea  H-l  1  c 
Sailer  Shennan  T— 1 
Shattuck  Arthur  G-1 
Taylor  M  A-l  1  c 
Towne  Fred  D-1  e 
Tuck  A  J-l 
Whitnerjame*  F— 1 
Witaon  H  E-1 
York  Walter  H-l 

NEW  BOSTON 
Foxe  E  P-l 
Harden  C  F— f 

NEW  MARKET 
GriSn  John  H-l 
Gudboia  WUliam  J— 1 
Kingdian  Bela-f  I  c 
pinkham  E  P— I 

NEWPORT 

McCriilii  John— I  I  c 

-  ■■     ■  Fred  T-f  1  e 


FETERBOKO 
Dnttan  Geo  P— 1 

Hatch  R  B-l  1  e 
lelllaon  C  W-1 
ronea  E  W-1  e 
White  DMA  Co— I 


odelaperoer  B 
hethan  rA-l 
oUelle  L  F-"! 


Vermllle  G  A-t  I  o 
Way  B  F-1 
Wdlman  I  A-l 
Whittier  i  Potter— I 

MEREDITH 
Blaitden  B— I 
Eitea  jamea  F— 1, 
Sanborn  Geo  F— i 


Ayer  Chaa  I-f  1  c 
Berry  JCA , 
Berry  H  E-1 
Bnrlelih  AMtt-t 
CaUey  F  C-I  1  c 
Fetrio  M  A-l 
HucUBa  J  P-( 

PORTSMOUTH 
BMler  ft  Marahall-I 
Coalon  W  L  ft  Co 
Conner  ft  Co-f  1 
Dodge   Samuel— 1 
DooHttle  A  M-1 
Haywood  W  I— 1 
Hailet  C  A-l 
Hilton  Lamon^-f  1 
Howard  A  F-I 
Oldteld  Vnd-1 


Oxford  C  B-l 
?anl  Henry  S— I 
Jender  John— I  1  c 
Prime  E  B— i 
Siae  John  ft  Cb-f  )  e 
Stoddvd  E  P 
TibbetU  C  H— I 
Trafton  C  E-*  I 
TtKkei  Harry  M-* 


Ladd  J  E-1  c 

ROCHESTER 
Barll  T  A-f  1  c 
Colman  C  D— f  1  e 
Kendall   Frank   L— I   I  ' 
Morgan  J  A-l       ^     , 
ParaSler  Ageney  The  A 
-    <1  o 

I  F  E-f  1  e 

worth  ft  Vamey-l 


SALMON  FALLS 

^rena  C  E— f 

Townaend  E  W — f  I  e 
Wentworth  R  S— I  I  e 


Ga^n  F  J— f 
Joyce  J  H-f 
Lebotee  Paul— f 

WALPOLE 

Sturteirant  C  L— f 


WEARE 
Eaton  Fnnk-^ 
Herbert  W  S  B-l 
Johnson  A  B — i  I  c 
Simona  Frank  N-i 
Wears  E-^ 

WILMOT 
GoodhneF  B-l 
Langley  W  F-I 

WILTON 
Balaa  Geo  E-1 

WINCHESTER 
AlcjUDder  J  G 


WOLFSBORO 
Abbott  A  ATery— I 
Beaeham  I  H — I 
Britton  Wm  J-l 
Edwards  L  K— 1  e 


WOODSVILLB 
Banlett  S  T-^  1  « 
Dearth  F  P-ll  c 
Whitcbo' W  F-I 
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NEW   JERSEY 


LUCIUS  L  WRIGHT,  Ttvu.  J.  BYKON  KOGKKS,  Si 

C.  J.  ADAMS  CO. 


ISKAEL  O.  ADAMS  A  CO. 

REAL  ESTATE  AND  INSURANCE 

REAL,  ESTATE  AND  LAW  BUILDING,  Roonu  3,  4,  t,  7  and  8 
ATLANTIC  CITY,  N.  J. 

Fiddity-Phcnii  ol  N.  Y.  Humboldl 


REntESBNTWa 

AfrinltnnL  N.  Y. 
Amaiaiij  N.  J. 
BaFnuikliii 
OMoniia 
CdnnKticut,  Conn* 
Ccolmoial.  N.  y. 
Dcimrc,  Fhih. 


Pluafa,  Htftf  ad.  Co^ 


Hutford 
Hamiluia  ol  N.  Y. 


Nitiml  Luraba  lu.  Co.         Shun 


„_  ji  o(  N  Y. 
SoT^  Ini.  Co„  Bu.1 
Sccnritr  lu.  CcL,CaiB. 

Shunee,  KiuH. 
Sun  Iiu.  Office,  Ew. 
Sfrtaipudm,  Pbib. 


NorwkiiDnlDa.Nor'ck.Enc.  ' 

Paoplei  Niticoul  \ 

Fidelity,  Accident,  PUte  Glua,  Liability,  Boiler,  Elevator  and  BurKl''ry  Insurance 

Klelity  uid  Cumin  Co.,  M.  V.  Title  Gauutr  ud  Snret)  Co.,  Scnnnn,  Ps.  Cuuttty  Ox  ol  Amerio,  N.  ¥. 

'auuilTunk  OtauStj  Co.,  SoutoB,  Pa.  Itankn  In*.  Co.,  Btntatirfia"'- 


BarroQSlu  W  C— f  1 


FeTEiuon  tt  Soft^  c 
Heirick  A   SoD-^  c 
HickmM  J  P-1  e 
P»lev    F   A-f 
Piwle*  &  Co-f  1  c 
PincDKcr    Geo   W-fle 


ATUwnc  cmr 

■vdaM  C  J  Co— f  1  e 
^damtChu  R  ft  Co— (e 


Ululie  Re^tT  Co^-( 
)uk«    Chu  A— I 
lachanch     Seal     EMUi 

Co— f  e 
Jartlett    C  A—* 
iracknian  V  C-f  1 
riiileer  W  K-l 

rideabers  S  R  &  C*— 


luon  T  H— f 
rror  i  Cloud — (  t  « 
lid   W  T  *   C«-< 
jddle    WilUm— f 


chimpf  TbM  J.     -  . 
Esin^cr  C  E  &  Cc^^  o 
imnser  June*  B — f 

Batsfaltehed  18T3 

rEPiAirr «  co. 

FIRB  IPfSURANCe 
4TLAimCCITT,M.I. 
.«a  HARBOR  CltY,  H.  I. 
Moh  AM.  Co.,  •lUaAM 
HDT  ■■>.Co.,N.V. 


BAYONNI 
Abbcu  CkM  E— f 
Bnleii  JtiMS  ;-l 
CoMll*  C  U-f 
Cnti  ft  Ca-(  1  « 
Gould  G  H-f 
UiU,  TlhentMrt  ft  Co 
lotasMn  J  M  ft  Co-;  t 
SobetvoB  Hoiaco-f 
Salter  W  D-f 

BELLEVILLB 
C«riUD  I  H 
Depiie  J  TV 
Fiirchlld  O  A-4 
~;ageiie  H 
:  A  S-t 

BELVIDEKS 
Cuter}  V-f 
Hixioii  S  ]—t 
Uomw  Wm  H-f  1  c 
Morrow  ft  HllKm-(  1  « 
O'Neg  W»-f  1  s 
Scark*  A  B— f 

BEVERLY 
AdnwDr  t  S— fl 
Bainer  J  W-4  I 


•njlTHf 


Craia  A 
Ki^llo  I 


BI.aOU7IEU> 


Connolly  "11    5   *    Co- 

Dodd  liMii/  P— ( 


;r*«,    T«st   C-1 
li^lcll    L   C-1 


BLOOUtNGDALB 
Ban  Ed  E-<  I  G 
Doaald  S  S-f 


Van  Dnnie  N  S-l  1 
BOKDEHTOWN 
Aaronion   R   B— f  1  • 


Malone  J  A-f  e 
Snook  E— 1 
Taalun  Ja*~-f 

BOUMD  BROOK 
BrampIoD  R  T~f  1  e 
Dutcher  SimeoB— f 
Oikler  P  H—f  e 
Reed  Salph  I^I  1  c 
Surdam  b  C-f 
Van  Srcktl  T  D-f  1  c 

BRIDGETON 
Bctchncr  (Jto  W-( 
Burt  I  Ogden-f 
DmI  Jostrli  H-i 


BURLINGTON 
AmatriRif  ]  A — f  1 
Brancb  Refioald — f  c 
Doolis  E  C-f 
Drcaaer  A  W-f  I  e 
Peacock  ft  Peaeoct     f  . 
RiM  Budd  M—f  c 
Shaw  Sunnel  G— < 
Tylor  Jo^w   ft   San- 

BUTLER 
Curie  Gua  Jr—f  c 
Garalaj  Ednrd  D— I 


Dnfford  P  S-t  1 


AcUer  C   S-t 

Baker  Janiei  F— < 

"  -   ""-ik  J-l 


Condit  D  HariT— f  I  a 
D**li  William  B-f 
Fellon  Cbai  H   ft  Co— I 
Fidsecald   Tliofliaa  B— I 

Heodenon  D  A  ft  Co— 


jmphre^a    Loi 


Krooae  C  A  ft  Co— f 
LlppincoH  P  C— I  1  e 
Mar  E-l 


Uiller        Mafbtw 

Tbompoon  Co-^  1  « 
Schmidt  Wm-f 
Tnuoott  A  Sharp   I 
Wetkr  E  W  C«-4  1 
WilUaaa  Geoixe  P-f 

CAPE  UAY 
CamiAell  Cbarle»-t  o 


Needle*  Sol-f 
RichardaoD  F  C~t  1 
Tarlor  Jame*  E-« 

CARLSTADT 
Foth  Herman — (  1  e 
Ullman  ft  Hotfrnu— <  o 


Seward  Ctaceso*— I  I 


INSURAKCE    AGENTS— NEW  JERSEY. 


N.  J.— Con. 

DOVER 
Cooper  PeWT  E— f 
Hmnnm  D  R— f  1  c 

Klu  W  J-9 
UeGnth  John  U-i 
kUurtin-1 

Uatthtwi  Bdwln-f 
Uoller  John-t 
Soderer  C.  F-f  I  e 
Scbmri  HuTj  li—t  ■ 
Tippell  F  H-f  1  e 

EAST    ORANGE 
Brown  M  I — I 
KcUt  E  A-f 
Hontcomcrr  Lladar-t 

EUZABETH 

Jliahou  S  C— f 
Bouidon  W   A— f  I  c 
Boyle  M  W— t 
ColiBS  J  J— f 
Crwe  J  W— f 
Dunbar  &  Wcnvr. 
FonlaioF   F   E-f 
Gabriel  F— f  I 

Hall  J   Ci-i  , 

HnuMMJ  D  F— f 
JenDiag*  P  S— f 
Kiupp  E  A— f 
KeM  H  C— f  1  E 
M»«  C— f 
Ueeker  W  H— f  1  c 
Miller  B  B  4  Co— f 
HarriMQ  N  F— * 
Mnlford  A  D— f  1  c 
NcUon  H— f    . 
O'Daimd  L-I  1  c 
Osden  B  M  &  S  R— <  I 


PyinJ  P  S  W  H— f 

Sldo  W  F— f 
Walker  *  Farrelly-f 
Whittemore  A  R— f 
Wiliam.  C  W— ( 
W«adwud  It  WllUunaon 


Nleuklrk  E  W 

ENGLEWOOD 
Birtwhlrtlc  ft  Sl^Btim  Co 

Co«  Arthur  B— f     , 
Conklin  WUIU»-f 
Do  Birfa  F— f    _    , 
Gorhim  EdfOn  B— f  c 
Gorbam  R  A-f  c 
Homtna  Shmrd-l 
llcKinner  J  H-l 
Miller  L  A-1 
Mcrwrr  L  D-*,' 
ParaonaS  P^ 

Rebimund  B  F— I 
VakDtioe  EM  C  W-f 


FLEMINGTON 
AlntcT  ft  Lao^J— f  t 
Beikaw    B   H-( , 
Dill*  Auguitin^ 
Large  Georae  K— '  = 
Bobbioa  Advn  O— f 

FREEBOLO 
Barkalon  «  Rue-*, 


Da  Rocbe 
Da  Rocbe. 


el  A-c 
•JF-^ 
loa  D-f  e 
Chu  V-t  c 


HADDONFIELD 


A  W-{ 

Dreby  E  C— f 
Dobbi  S  R— f 
"   nbai  Samuel— f 
..jdricki  Geo  E— f 
Harriion    Wm    H-l 
Hang  L  J— f  e 
Kroua    ^  ■   '  ' 


K  k  Co— ( 
'     —fie 


Boehner    Cbaa— f 
Brovn  Lawrence  E — 
Cook  Daniel— f 
U^neo  Frank— f 


Van  der  Plaat  J  Ji—i 
Whitehead  Milei  C— (  c 
Wrisbt  Charlea— I  e 

GERMAN    VALLEY 
Wilex  F  J-1 

GLASSBORO 
Imlioff  Jacob  F— ^  1  e 
Piera  John  E— f 
Shntc  H  C— f 
Stargeaa  Edward  L— f  1  < 

GLEN    RIDGE 
Klnc  R  C-f  I  e 
LuKiOoth  T  W-f 
Phillip.  John  B-i 
PieraoD  A  R— f 
Ruaietl  Nathan  Ino— f  ■ 
Rju  Vincent  A— f 

GLOUCESTER  aXY 
Black  &  Bunbleton- r  c 
Caaer  Ceo  A-f 
Fuller  Frank  M-c 
Glenn  S— I 

Hamblcton  Wm  B— f  c 
McEthone  ChM  A-f 
Hanion  John-f 
MuUen  &  McEIhoae-f 
Mullln    D    H-f   c 

8*1  fc!, 

Stetaer  ft   Stetier — f 
GUTTENBERG 
Eypper  W  J  *  C  A-<  c 
Knoebel  P  R-f  e 
Maser  W  J  A  Bro-f  I 


HACKENSACK 


Bratt  Jamea— f  I  c 
Can  mint  Thoa  H— f 
Harinrj  Elliott-1  1  c 
Newnun  Bn»-f  1  e 
Phillipi  &  Co  E  T— {  c 
ProToat  Mra  J  W-f 
Someyn  &  Demarett 
Hon  F  B-f 
Taylor  F  M  A  Co— c  f 
Van  GieaoD  J  B- 

HACKETTSTOWN 
Flaher  Jamea— f  I 
Neighbonr  Horria— f 


Pniten  }  P-( 
Pctllow  Tostpli- 

Phniipi  H  Ni- 1 


HAMHONTOH 
Bemihonie  W  H-l  c 
HcLaugblin  John— I 
Monfort  H  L-( 
Patten  J  P-f 
Phillipa  H  M-1 
Tilton  W  R-(  c 


HAWTHORNE 
AmatrooE  Wm  H-^  1 
Johns  E  A-f 
Kecle  Ed-1 
More  A  G— f  1  c 
More  H— I  1  c 
Strong  S  C-~l 


Harer   Leo 
Haiee  Ennoe  V-l  e 
U^irtln  Edward  W-I  e 
Schiller  Albert  S-(  e 
Schmidt  Fred  F— I 
Itack  Edward— f 
Jtelfc*  A  StelJet-1  I 
Tliaon  C  A-f 
Weidner  Hearr  J-i  I  c 
White  Wm  H-t 

mVINGTON 

J Lottie  A— ( 

Statea-Wooller  Co  loc— f 

JAHESBURC 
_/ooka  Wm  H— f  1  c 
O-urter  Wm  H.  Aaencr 

The-i 
DaiiaoD  B  D— < 

JERSEY  OTY 
Bleti  F  W— f 
Brrne   Co  Joi  U-t 
Carey  Broi— f  1 
Dertlt  H  W-1 
Erwin  ft  Co-I  c 


SlK« 


BesTera  A  I^-I 

HIGHTSTOWN 
Allen  A  Stnlta— I  1  c 
Norton  W  I-f 

HOBOKEN 
Bender  F  W-f 

■    Ja>  Son.-! 


FaU  Char1ea-( 


Cinidll  Jan 
Gnffi^B  V 


■1    Eatate  Co 


Jaquith  Wm  P-1 
lUlaer  G  E-l 
Lembeck  ft  Co-f 
Lcwia  Frank  H-1 
LoTC   A  Wanaef-I 
McLaaftaUn  Jame^-f 
liUufaewa  F  J-( 
Merer  ft  Klein  Co— f 
Micbel  ft  Elg*nraBEk-l 
Mullcr  Adam— f 
MuUer  John   E  ft  Sod- 

MuUer  ft  Bittin(>-I 
UoUini  ft  Crooui— I 
Nebon  ft  Ward— f  c 
Oimond  A  C-f 
PatteraoD  ft  Rowlaada-f 
Pinkney  C  N— 1 
Prior  ft  I.udrina  Co-I 
Raiuoni  ft  Meti— f 
Real  Eat  Trust  Co—f  c 
Rippe  AiBold-f 
Rnrk.lBTen      A      Haon- 

Rye  Thoa  A— ( 


iry  G— I 


VAN  HOUTEN  A  SHEBHOOD  CO. 

Louli  Shtnnod,  Frea. 
Tdepbcne,  Jeney  City  U  U  Kzclung*  PUct 


Commonwealth.     .  ... 

U.  S.  RdiUty  and  Qnaranty,  Md. 
Aln>  Wrlta 


EnritaUft   R.  I..  Okba  ta*  RvUn 
N.Y.,  Indiana  A  Ohio  Uva  StodiCo  > 


WOODWARD  t  WILLiaiSOl 


■,mj.ii. 


TtoiMHr:la«IU«ultHk.k^y:(l«Midar&iM.h[li^ 

.  e.  d  Onuj:   l!«^  Mini  tumMk  UOfUr  I  MiM' 

MkB';  hw  Iwk  ?Wl  Slw  rf  1.  T.;  IHk  Gmatr  t  lanlT  Oa  >lh 

Bnach  Olflca,  Elwbatt,  N.  J.         ,^ 

Bnwch  OHkaa,  41  WBBam  Stnat,  Kaw  Varfc  City. 
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Soitk  ThM  H—I  c 
Smith  Co  C  P-I 
Stcvou  Pnnk— f  c 
TtDbnKck  Hart  A  Co— t 
Vin    HoDtcn  &   Sbcr- 

Vu  Had  A  Holitcin 
Woodwnd   ft  WOKuD- 


WooIcT  U  A  Sod— f  I  < 

KEASNEY 
ChsinBui  A  ChapBUB— 

Dorhnd  IrHnt  V-f  I  . 
EiUhnmiM  H  G— 1 
Liddblom  L  W— ( 
Purdin  ft  AntmaB — t 
Strant  E  A— f 


Brown  Geo  W— ( 
DnBoii  E  D-{ 
Taylor  Uaim  B-< 
WaJIiac  R  O-t 
WilliDg  Aharado  W-f 

LAXEWOOD 
Bndihiw  Co  A  U— f  li 
Le  Omntc  E  E— f 

T  j^^srxii  c 

LAHBERTVILLE 
Dilla  KobcitH— f 
HaThnrit   W   F-f 

™be  ft  McCmckci 


Hofcon 


UTTLE  FALLS. 
Danieli  C  C-f 
Uadden  J~l  c 
Uteta  t  W-t  G 
McaimzT  W  G— f 

LONG  BRANCH 
Blafr  Alfra]  G-^ 
Fminnil  ft  Co — f  1  e 
Gnen  Uarrr  W  ft  Bi«~ 


Bron  LhtataC—t 
Cook  E  l^t 
E>vlc*  Alac-i 

ICANASaUAN 
Binh  KMpb— f  1 
CoDonr  Wm  T-1 
Goddud  E  F-^ 
JuiKn  J  H-1 
LoncMrecl  Jofcn  A— f  . 
Manwquan     Real    EMate 

ft   laa  Co— f 
Pullen  E  If-I 
Townaeod  Gcoria— 1 
Woodficid  Tohn— t 
ZiarnHnui  H  S-l 


MERCHANTVILLE 
BeattT  C  H— 1 
Crais  Aitlior— f 
Dowiii  F  A— ( 
Gukin  Tbeodon  I^f 
Griffilb  J«biu-f 
HollinBibcad  Cbaa— I  c 
HoUiasibead  G  I— f 


TiaiAt  I 
LewWw 


Wahoa  Coal»-f 


HILLBUSN 
Schmidt  J  H  Ji^f 
"   -nerg  W  E—f  I 


Conoret  Chu  B— f  c 
Utiii  Geo— 1 
ErickioD  L — I 
Gbans  Wm— I 
Goodirin  E— f  c 
Headier  Ju>e*  R— f  c 
Utuaa  Wn-1 
Lander  E  Lft  Co-f 
Newcomb  H  O— f 
OliTBT  F07— f 
Pofch  Jo—-t 


KONTCLAIR 

Andcnon  C  W-1 
Criwlt;      Fr>nd>    M    ft 

Bros-f 
DrnT^T-  H  B-f  I  c 

Heaing    R    M— f 

Hinclt     Lwir-51— f 

U«M.s  S  Fr.nL-I  1 
LnrKn    Pi^dc—f  1 


Gillcilite  Geo-t 
Keniard  W— 1 
PetHt   A    S— f  I   E 
Stoto*  N  NcwUn  Jr-( 
SuUinn  J  T-f 


Upmaii  F  L— < 
Metrell   P  W-l 
Roaa  Geo  H  ft  Co-f  I 
Searins  J  Wilter-f  )  c 
Van  Drke  ft  Wke-f 

MT.  SOLLY 
Bowher  R  U 

Hawlrin*  " 


Howell  Ic 
Hulme  J 
KelncT  ft 


,.f."?-. 


KelncT  ft   - 

Oitman  Tohnion'^ 
Reodcll  Wm  S-f  1  1 
NEWARK 


Bcnr  I  A-( 

Bka  ft  B4*-f 


-own  CluiB   R— f 
_jficnbach  A  C 
Bjrne  J  M  Co-(  1 
rarlDugh   F   V-  f  c 
ihapmia  A  S-( 
:hipinBR  &  Tompld&t 
:iapp  C  M-1 
:\irV  11  M  &  Co— f 
;iark  J  y-l  c 
:iBrk  fii  Hand— f 


EgBtri  4  Lppm.n-c 

Ft"l*mlin  j"L-I  c 

Rindell  &  Co-f 
FieldJer  Realtr  Co 

Girabrani  ImuM  E— f 
Gfrndt  ft  Co— f 
G1»>  Joi  H-f 
Gooding  &  Coleman-I 
Gorbim  E  W— 1  c 
Cray  &   MandevilJc— 1 
Griflitb  T  W  Co-I 


Beinlien   G  Ji-f   1 
Honoc*  J  T-1 
BonoD  W  C—t 
Hum  C  W-1 
Huitl-l 
KiDf  Geo  P— 1 
Kinna  £  B— f 
Lamenaiu  Geo  W— f  I 
!^e  T  £-1 
Liadctnuw  H— t 
LowcfT  ft  Bergu— t 
Luaheu  W  U— 1 
Lron  Erneit  A— f 
tfcNunara  J  T-i 
HeNcar  ft  Kramei^f 
UcNeil  A  W-l 
Midear  W-f 
Marlcy  B  J^l 
Moffetl  T  C-f  c 
My«i   ft   KisB-i 
O'GorTDBD  Robt— f 
Ortoa  F  M-1 
Oeboroc  R  A— f 
Olbonw  John  U— f 
Peclcham  ft  Co— f  I 
PlnmoGeo  C— * 
RiTmond  G  B— 1 
Bclomoad  B  F— I 
Richard*  G  A— I 
Roche  M  P-f 
Rommel  Harn  C— f 
Rorick  n  C-1 
Roaenilrauch  W  S— f 
Rutan  ft  Gerlei — c 
HytncD  ft  HaU-f 
SchleiiDger  I^f 
SeelT  Loclcwood  U-f 
Seligman  C  ft  F— f 
SdTise  Cbaa— f 
Shepard  M  T— 1 
Slmond*  G  H-1  c 
Smith  H   P-f 
Smltb  ft  Proiaer— f 
Smjftb  J  W-f 
Statei  A  I-l 
SKk*  F  W  T-e 
TeUer  A  D-c 


Trimpi  H  F-f 
Tnaddl  W  N-1 
Van  Valen  U  B-f 
Ward  Gchim  ft  Co— f  c 
WtaiM  ft  Fealdc-l 
baa  Roai  U  ft  Co- 


NEW  BRUNSWICK 
Flafaei  Chaa— f 
HarUna  ft  Vietori— f  1  e 
lUcfcpalrichJ  Banrd-f 
Levin  Samuel  I^-f  I  c 
O'Connor  Micbaal-f 
Parker  Ntilaoii  T— f 
Parker  ft  WatMn 
StarcDaoii  B— f 
Towla  Ceo  C— f 
Wright  J  B-l 


itriholl    J    B-( 
uu-ell  Smiib  &  Co-f  c 
Lose/  John  C-f 
Shaler  Natlisn   H-1 
Tuttle  Ruiberford— f 
Van  Blarcom  A  J- 1 
Woodward   Henry  J-f  1 
Woodward    Wm  V-f 

NORTH    PATERSON 
Anutmtf  W  H— f  I 
Uoore  A  G— 1 


OCEAN  GROVE 
Co»ert  D  C— f  c 
Wooliton  Enut— f  1  c 


BtrhhoU  Edw  D-l  1  c 
Clari  J  A-f  1  e 
Hannera  A  R— f 
Holmca  Jaa  S— f 
Kelly  J  P-1 
LaDoreanc  G  W— f 
Smith  S  T  ft  C  A  Co- 
Smith  W  H-1 
Smith  W  P-I 
Snyder  E  H— f 
Thomp«)n  O  S-f 
Wagner  W  H— f 
Yoons  Albert  C-4 

OXFORD 
Fowler  Pnd-f 
Hoagland  L  B— f 
Scbarer  Geo  T-1 
Tnniun  Ura  W  A-l 


McNeU  John— f 
Rudderow  Wm— f 
Walter*  A  H— f 
Wimer  G  N— f  c 

PATERSON 
Allen  V  R-1 
Babcock   Epbraim— f 
Borden  R  W-t  1  c 
Brown  Robert  W— f 
tuckley  R  D-f 
Intterworth  Jaa— I 
Jirlock  A  H— f 
Cocker  Jamea  H-f 
Conklln  John  L— 1 
Day  Paul  H-I 
Da  Laaier  Jaeob— i 
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N.  J.— Pktcnoo,  Con. 

EkiDgt  R  M  &  Co-(  1 
Ftrrtt  Sidner— 1 
FnrrcT  F   W— I 


Lie  John  F-l 
Leggelt  Boben-f 
McCsoii  Jobn  D 
McDcnnott  W   F-f 
Mortlock  S-f 

Oatnun  J  M— ! 
Oldu  E  H-t  c 
Pollin  Geo  W-^ 
Pulver  G  B  A  Co—f 


Sli««  &  Motn»on-f 
Sherwood  *  Lockwood- 
Shidds  a  Co 


PAOLSBORO 
AduoMQ  W  J-f  1  e 
CweiU  W  G-f  c 
UUIer  E  G-f 

PENN  GROVE 
D«y  Henma— I 
Llto.  Wm-I 


PERTH  AMBOY 
BoTnton  Btm  k  Co — f 

Burke  *  P<>'PI-C  « 
Comerr  *  N*U-f 
CookUD   F   R-H 
Ctom  Rubtne— 1 
Pox  Pndcriek  F— f 
Pnier  Bro»— (  c 
NielKD  Brot-f  c_ 
NIel»n  Adolpb— f 
Prmlt-BTOWD— f 
Shirley  D  A-f 


n  h  UcCoDSat- 

Duli  C  J-f 
"  -   Rua«l- 
e  Marr 


Hm  R 


.■isll  Edward-l 
R*nde11  Jobo-1 
Beilir  J  1   Blnir-f  c 
Shimer J  M  R-f 
Smith   Edwird-E 
Smilh  Jai  E-f 
VanbillUrd  Oliver  k  i 

yoDiiB  Jo»  L— i  1  c 
PLAINPIELD 
Abbott  Wm  H— f 
Baker  P 


t  L  H-( 

e  T  J"^ 
1  E  F-f  1  e 


Di^^  I  W 
Eromon*  J  F— '  " 
French  k  Ce  Etalon  U— 


Bud  E  H— c 
HukiM  J  H— f 
HardiDihuB  E  C — f  c 
Kmf   I>-I 
Lietke  k  LuB—f  c 
Limbvger  D— 1 
MacDmuld  J  F— f 
Uanlr  J-c 
Mulford  A-f 
Mundf  W  B-f  1  c 
PopeiCo  JC-f 
Slocum  C  H 
Speoeer  &  Son— f 
TipKOtt  *  Bro  H  B— f  I 
Thirlutuni  W  D-f 


PLEASANTVILLE 
Andmra  Inae— t 
Andnoi  Hom — f 
Csine  Joieph- 1 
Campbell    C  A— f  c 
Clark  a  Tbompun— f 
CoddI*  Hr-l 


PRINCETON 
CoDD'er  TborDton— t  I 
Howe  W  B  A  E  L-f  I 
Hubbird  O  H— f  I  c 
Lavabc  T  W-f  I 
Mnrrmjr  Georn  R— 1 1 
Rowland  Richard— f 
Rule  Geo  A-f  1 
Van  Martcr  S  J-f  I 


Philipp  Wm  P— r 
Spencer  A  <»bb*-f 
Van   Campen  SiTlIlian- 

Whjte  W  T-f 

RARITAN 

DaUer  Wm  V— f 

Green  W  F-f 

Rilr  INmkl-l 

Hope  Geo— 1 

Runeri   Michael— t 

VanatU  Jowob-I 

Van  Neite  WlUian  H-l 


Quisle) 
Rider  I 


:on    D-f   0 
'   D   Ini  Agcr 

\  Birdnll} 


RIDGEWOOD 
Barnard  A  W — I 
Cniae  J  F-f 
Gordon  C— f 

KdMr  £  I  B  a  Cft-1 
KelMT  I  B-f  1 


TerboK  R  W-f 
Wortendrb  B  H— f 
Zabbrlake  W  C-f 


UcGrath  Jobn-f 


RUTHERFORD 
Broim  DuTall  B— f  c 
Dannfaelni  Carl-f  I  c 
Van  WinUe  A  W  ft  Co- 

Wation  A  L  ft  Co-f  e 

SALEH 
Acton  O  W— c 
Dunham  I  S— f  1 
Billiard  W  T— o 
HitchOBt  jamea— f 
Ramuy  Alex— f 
SianictKtnJ  F— c 
Snelbalur  H— I 


idincton  L  H— f  C 
ak  Joho-I  I  c 


Harna  Wn-l 
Hope  Georae — 1 
Naiatto  Toaeph-l 
Nolan  k  SwlnlOB— f  I  c 
Re»er   Toho-f 
ScullT  M  W-f 
Smaller  W  A-l 
Sutpheo  A  P  ft  Son— f  < 
Van  Cleef  Chaa-I 

SOUTH  AMBOY 
Birmiaibam  Wm— f  1  e 
HeGranr-f 

Giac*  Alonao  I>— f  I  a 
Gundrum  Ceo— f 
Lowdne.  W  D-f 
ParicT  J  If-f 

SOUTH  ORANGE 
O'Brien  Charlea  I— f 
Redfem  Ira  T— I  c 
Sdlenck  J  V  P-^  c 

SOUTH   RIVER 
Fan  Geo  P-f  1  e 
Prentice  Frank  J-i 
Seniaa  D-f 


STANHOPE 
Knicbl  T  J-f  I  o 
SUCCASUMNA 

:ber_J  W-f 

Buck  J  H-f 

SUUBHT 

D*me.^E*C^f  * 
eraon  E  C— f  1  e 

5WEDESBORO 


Woodcock  K-) 


TENAFLY 
DcmareM  B— f  Ic 
Binea  Poater  ft  Co-^ 
PanI  Dwtiel-f 


TOUS  XIVER 
Bauer  S  C  Ji— *  1  c 
FiiticT  Wn  H-f 

Irona  Cbaa— f 

TRENTON 
Baily  S  I^-f 


^"^FB-f 


BiUiDgbaa  R— f 
BreaH^Geo-f 
Brook*  ft  LsBme— f 


rouih  1 


a  T-f 


/  M-f 


Caae  L  C-f 

Caae  W  B— f 
Clinton  H  W-f 
Clinton  J  B— f 
Comp  C£a*-f 
ConnellT  E  J-f 
Dlckiofon  W  li 
Eaitfaura  B  H-i 
FeU  ft  yoon-f  c 
Fitiierald  U  T-f 
Foster  S  W-f 
Harter  N  C-f 
Hill  E  C  A  Co-r 
Keanedr  Chu  B— f 
Kenw  J  J-f 
U  Barre  G  B 
Lawrence  A  Bogeia-f 


Murpbj  C  V  C-f 
Patkinion  E  S— f 
FalterwB  Chaa  L— £ 
Fbillipi  B  M  ft  Son  Co— 

Rea^E  ft  Brenoan— f 
Rice  A  S-1 
ScblaTone  J-1 
Smith  F-f 
Smith  Walter  F-f 
Stoke*  B  I^f 
StfTker  Wm  B— f 
Teuton  Cbaa   S-f 
Van     Horn     &     Uurrai 

RealtT  Co-f 
Walaon  !  I^f 
Wataon  ft  WrisM-f 
White  EdmnnS-^ 


Wright  Joaeph   H 
WriEbl  i  Co-f 
Yard  AlaxMder  C-f 
Yard  Ceo  B-f 


Hanaen  A  Raw  4 
Hauenttein  I.  O-t 
limouie,    Shield.    Sat" 

Rcnner  S  F-) 
Suh  C  F-f 


DBebalb  O- 


INSUBANCE   AGENTS— NEW   YOBK. 


VINELAHD 


Taylor  HtBXj—t 
Tomblooa  L  W— I 
WUla  C  T-l 

WASHINGTON 
Andenon  A— 1 
Biuil  W-f 
OuUtinc  B— I 
CrCTcliDt  W  G-c 

tobnitoo  BcocT— L 
Pehlcin  Jokn  £-f 
Vfjtkoa  D  V-f  1  e 


WEST  NEW  YOKK 
Anf  dcT  Hdde-f  1  e 
DvUu  lobn  S-f 
titSiajom-t 

WESTFIKLD 
Abnmi  Herbert  L— f  c 
Bnuh  Fcrd— f 


HunilloD  Heary—I 
Home*   HcniT-f 
K«lCT  W  I-f 
Lee  WJtei  T— I 
Muih  J  U  C-f 
R«ye  W  Edni^ 
Scuddcr  U  M=f 
Senrd  Wm-1 


Wald  Wn  8  •  8g*-l 
WeMfidd  Bed  E«at*  C« 


WOODBRIDGB 
Borntoa  Broa  It  Cc — f 
Brown  ChM  R— f 


WOODBUKY 
Caitar  W  U— t 
Cooover  J  B— 1 
Fotd  Elawr-1 


£&iB  W  A-l 
Puk  Cbarle*-!  c 
ftandH  John— 1 
Rcdftdd  BmcM— f  1 
WUklu  F  L-f  1  c 


WOODSTOWN 
Andrew*  Geo  H— I 
FUtcraft    FrukUa-llc 
FUtcnft  5  &-1 
For  E  S-f 
(Ma  G  B— f 
BiUnia  U  Gruit— f 
RlcluDUi  C  H"f 


NEW    MEXICO 


ALAMOGORDO 
Clemeols  J  D-(  e 
Hawldiu  J  H-f 
Menge  E  P-f 
Stklcup  W  K-I  1 


AUUQUERQUB 
Bncon  W  W-^ 
Urcwer  Geo  E-^ 
Brown  G  A-I 

Fleiichei   A— f 
GbUc.  I,  W— 1 
Gilcwoad  L  1^1 
KcDi    F  H   ft   Co-E  1  c 
McOdm  P  p-r 
McDonald  W   W-i 
Mel  calf  A  Sltaua*— f 
Moore  Real);  Co  I  M— f 
O'Rielly  Jo*  J-l 
Rankin     k    Co-f 
Scbwentkei  J   B-t 


Sewud  T-^ 
SIcnter  B  A— ( 
Wilker  A  E-f 

BAST  LAS  VEGAS 
a»k  John  S-r  1  c 
Harrii  A  H— f 
Hlniai  ft  Son  A  D-f  i 
MiTli   BvTOB  T 
Wbitaore  A  H-l  e 

GALLUP 
Bewler  <t  Ctrl— f 
Bart  £dw-f  t 
Horrii  W  B— f 

LINCOLN 
JoS>  J  J-(I  c 

LAS  CBUCES 
Hunt  T  S  &  Co— ( 

UORA 
Romero  B-^ 


RATON 
Barn*  C  U-f 
Carter  ft  Pbelpa-f  1  e 
Chapmin  Wn  A— (  e 
Cramptoo  E  C—e 
Fiaher  C  O-l 
Jelfi  A-t 


Studler  E  E-f 
Tonlinwa  M  T— c 
Wiaenun    ft    Bumphreri 

ROSWELL 
Fold  W)I1i*-l  c 
French  ft  Maioae— f  c 
Gerer  ft  Johnaon — f 
HcGaSer  L  K-f  « 
pBTMoa  A  Lawrence — 1  f 
Parlor  W  T-l  e 
Roawell  Realtr  ft  Idt  Co 


SANTA  FE 
Harrer  Un  L  A— t  1 
Maret  John  W— f  I 

E -pt     Abatrae 

llT  Ina  Co— f 

n  O  C  ft  Co-f  1  c 

SILVER  CITY 
Baker  S  O-f 
Blcnnl  E  A— f  I  c 
Warren  Ura  O  S-f  I  e 
WhitehiU    Comatock— f   I 


ADDISON 
Bartlett  W  A-*  1  • 
CIvk  W  B-f  1  e 
Cooa  J  B-l 

Wade  Eoseoe-I  I  e 

AKXON 
Chitdi  J  G— t  1  c 
XdftDt_J  F— f  1  e 
Stage  FU  ft  Co-f  I  0 

ALBANY 
Autin  ft  Co— to 
Barcoi  Jaa  Q~l 
Sarradale  D  S— 1 


Ball  Horace  S—  f  I 
Boll  U  V  B-l 
Bornham  W  F-e 
Oiadwick  S  R— f 
CTharlea  Tfao9iaa-« 


NEW 

Cook  A  J-1  0 
CmnneT  C  J— f 

Dayton  A  A— t 

De  RonTillc  Chai  C— I 

Derine  J  F-1 

DiaiDDn  Edward  J— 4 

Dwight  J  W-* 

Eaton  C  W-* 

Foater  H  S-I  I  e 

FotlcrS  I'-f 

Frank    Moaca    1-4 

Gaeu  E  F-f 

Gebhard    Frederick    W- 

Grllcr  C  C— I 


HfDchlieretr    H   1^1  I 
Hill  W  1.  I  Co-f 
JeniJon  &  Co-(  c 
Lansing   C    E-l 

Lnsch    i    DotwalJt-l 


Porter  C  B— I 


Rnaaell  G  B  ft  Son-f 
SaSord  B  Sona-f 
Scott  JAA  Co-f 
Secor  G  H-l 
Stephen!    G— f 
Stockwau  U  G-l 
Ta«g  5  D-I 
Ten  Eyck  ft  Lanalna— I  < 
Van  Alien  ft  Hamilton- 
Van  Sant*oordl  W  G-f : 
Wallace  MJ-f 
Walah  U  P-l 
Wal«h  R  V  De  Witt— f  < 

'ptr*  ' 


WinaUp  V 


Harvin  I  B-t 
Richmond  A  W—f  1 
Roaa  Chat  D-f  I  c 
Tijlor  Wm  G-t 


Ireland  ft    KetclUBB   Ua- 

derwritinc   Akskt 
Kinv  Myron  B^ 
Morgan  C  O-f  e 
AUSTERDAM 

BarkliuS   A   T— T 
Bfll  W  H-l 


Ocv 


1  L  4  H  K— f 

~  11-1 
-f  1 


Bu.Irr   F  T-l 
U^i:=flre>r  Esoi-i  1 
Uonaglian  Thomaa- 
Ocha.iii.i.iKh  W  C- 


Wekb  W  D-f 


ickaon  P  H-i  I 
utheifatd  J  H-f 
WeaTerEt-l 


INSURANCE   AGENTS—NEW    YORK. 


N.  v.— Con. 

ANGOLA 
Bcckwitb  S  1^ 


BATAVIA 
Buxton   Loni** — f  1  c 
ChuMock  W  H— f  1 
Corp  J  h-t  1  c 
Coopltnd  J  W-) 
Cox  E-I 
Day   A   Dmr-t 
De  L4ao  Aldco  H — I 
Dexwr  G  G — I 


sss? 


lleWon  Fred  S— f  I 

-    aar]«  E-i  1  c 

ARCADE 


JLaaingtoa  Tttd  J—t  1  « 

ATHENS 
CoDier  Wm  U-f 
Flint  Orin  Q— f  1  e 
Fox,  HenrT  C—l 
GifFord  &  Poitei— f 


Brown  W  S-1 
CofiwcU  Geo  D-t 
DoTiucc  J  G-(  c 


Bailer  ' 


French  D  E— f  c 
Giirett  A  SimpMn— f  1 
Hetnun.  C  C-^ 
HoTt  ft  Guilfoil— (  I  e 
Keii  »  Downet— f 
Long  W  J— I 
Lron  L  t—t  I  c 
Lyon  W  S— 1 
HcCwtliT  G  M— f 
McFirtand  G  W— I 
Hoiber  &  Hoildn*— f  I 
Ogdner  T  T— f 
O'Neil  T  H— t  1  e 
FtopleB  Aginei — I  1  e 
PtiM  W— i 
Rogeii  F  L—\  c 
SUnierJ  N— I 
Tuller  a  ^-f  I  e 
Tuxill  Realty  Co 

•ite  J  J-1 
WicIk*  &  Stupp-^  e 
Win*  S  5-f 

AVON 
Gleuon  P  C— f 
Mogmire  F  A-l  1 
RogmlR  W  W  Ji^  I 
BABYLON 


RobUn*  leremlab— f  1  c 
Snedecer  ft  Norton— f  c 
Surdim  W  H-f  1 

BALDWIHSVILLE 
Lcwii  W  W-^ 
Morri)  ft  Lewl>-f 
Ward  J  A— f  I  c 

BALSTON  SPA 
Beach  Geo  R  ft  Son— f  1  a 
McCrecdy  ft  Co-f  1  e 

BARKERS 
Coatei  Wallace-^ 
Eaton  Hubert— 1 
Malley  }  O— *  I  c 


VanValkcnbiirgh  C 
Wade  John  H 


Walker  R  H— f  I  c 


Parker  E  P-H  1  e 
Read  Stephen  S-^ 
BAY  SHORE 
Brewiter  Realty  Co— ( 
Comellle  ft  Co-< 
Hnlw  W  V/-f 
Robbini  ft  Cloek-I 
'    Schwab  W  A-f  c 
Strong  E  P  &  Son-f 

BELlfONT 
Seynolda  ft  Achernan — 1 
Sotore  ft  Ackennan— f  I  c 
Vinderfaoef  H  C—t  I  e 

BINGHAUTOK 


rown   L   1^1 
_yrnei  W  J  ft  Co— ( 
Canon  W  H-1 
Chapman  John— I 
□>ty  Jat-f 
DeWltl  U  A— 1 
Fancher  J  A-f 
Ferria  G  W-l 
Gaylord  ft  Hyer— f 
Height  ft  Farce— f 
Hart  Harold— f 
Hecox  W  H-f  c 
Hermana  H  C-l 
HDdretb  B-1 
Holeomb  H  H— 1 
Homer  Broi— {  1 
Hotehkin  W  S  ft  Son-f 
Macb  Ch»  T  ft  Co— f 
McLanghlin-l 
HcNamar*  Catherine-! 
Ueraereau   Lee— f 
Mitchell  5  N   ft  P  W- 

f  I  c  Boiler  ft  LUUlity 
UoiM  ft  DaTl>-t 
Mother  Wn  H-1 
Na>h  a  Lawrence  (  c 
Nelaon  B  H  ft  Son— f  1  c 
Neliea  Jonei  A  Co-f  e 
O'Neil  Ftaok  A— f 
Fellon  C  A-1 
Ralph  W  E-1 
Shad  J  V-l 
Smiih  Chat  H-1 
Stewart  C  R-t 
Slilaon  N  C—t 


Van  XtU  R  O-t 

Whipple  C  P-1 
Whipple  ft  Co  T  V/—t  < 
Yiger  C  L  4  Co— f 

BOONVILLE 
Fox  Chti    f 
Bayei  Geo  C— I 
Uou^  W  D-f 
Lockwood  Wo-I 


Tnbbi  H  R-t  1  c 

BROCKPORT 
CaiweU  F  M— f  1  c 
Hamon  Geo  B  Jr^-f  I 
Hinet,  Crippen  ft  Co— f 

BROOKLYN 
Aleiandet  W  A~f  1 
Andrew*  A  doff— f 

J.F.ftWm.F.itkliisi)n 


Nortbweftim  Mntoal  lite 


bed  I-^ 

jdei  mituig  C 

anion  L — I 


teak 


[oaehln  C  J—i 
Kellock  A  J  A  Co— f 
Kelly  A  Fttilef~-f 
Keliey,  Suydam  A   Uol- 

Lake  B  F-1 
Lamorcuz  A  W— 1 
LebTvnkniua   J   A   Soni 


Bainbridee  C  H  A  Cc 


Benedict    ft    Benedtct- 

f  1  e 
Berg  Albert— f 
Beritdn  A  N-l 
Beiaatein  Uon*— I 
Blraidel  L  A-l 
Bolwell  Cbaa-I 
Brady  J  E— I 
Brannan  J  N— 1 
Bridgeman  M^ 
Brown  D  J-! 
Bum.  W  i-l 
Ctff  L,A-1 


..,„Dian  C  V-l 
Eckenrode  Joi  A— I 
Edward*  C  J-l 
Etdridge  R  D-{ 
■^naley  C  B-I 
;patdn  S  F-c 
h.Mielltvn  Sberman- 
Paah  G  W— 1 


Griffin  A  E  A  Co-[ 
Gnttman  I— 1 
Hamilton  L  P 


Harvey  R  M 
HaiHieM  G  I 


wood  E  H-f  1 

sn  E  W-(  1 

Herman   M— 1 


Lloyd   W    M— 1 

Lynch  T   R— 1 
kfcFarlBrd  A  H-1 
McGoIdrict  J  C-f 


Meyn  ft  Alexander 
mibtl  Adam— I 
*'iller  H  B-1 
Uonnt  E  H— f 
Murphy  Edw  C—l 
Neweorab  A  B — f 
Newman  ft  McBaio 
Nickenon  A  P— f 
Vieolay  Wm  A-^ 
Parker  G  H-1 
Pendleton    ft    Pcndlecoii 


Pott  LW-t 
Pratt  C  F-H 
Prentice  Dan— f 
Ouinn  H  F-1  I 
Keillr  F  B— 1 
Rraaliaw  ft  Licit— f 
Riliet  W  H-1 
RitdieTg  B  ft  Co— I 


W  H-1 

Snllb  G  A— I 
Simonaon  f  V  N— f 
Skidmoie  H  B— c 
Sloan  I  P-£  1  c 
Skuo  W  D-e 
SouTille  L  A— e 
Staniland   F    C—l 
Stieglieti  H  C^ 
Slokc*  A  Knowlct— f 
Siory  W  C-I  1  c 
Ctatsy  Bni-f  I  e 
Sweeney  D  J— I 
Tuck  X  H-lc 
Ttwker  A  F— c 
Vanderreer  E  B— f  i 
Van   Voorhls    ft   Giubcrt 
Vo shell  S  5—1 
Volhell  I  K-1 
Wallace  John— T 
Warburtnn  W  A-l 
Warner  E  T-c 
Weill  H  S-t 
White  Joi-I 
Wolf  A  Harp«^ 
Wood!  P  it— 1 
Woodward  T  C-e 
Wright  Geo  S-~(  c 

ZencT  Tbeo— f 
J  C-J 


I*  H  W-l 

AIrd  A  F— I 
Allen  I*ue  W-] 


INSURANCE  AGENTS— NEW  YORK. 


tRMSTRONG-ROTH- 
CADY  CO. 

AnutroDCft  Hortird,  ttntb 


Bier  C  V-t 
Birtlctt  G  Hnntn— I 
Bcndw-Nnpert  C»-l 
Bomett  L  W-t 
PfHingef  A  A-l 


Bodle  A  W-l 
Bol.nd«  J-l 
Booth  A  B-( 
Bowen   J   C-f 


Utink   P  M— ( 

Brodhod  J   R— I 
Buitilo   Fit*   ok™— I 


»UtLeSII.CLAIKE 
ft  CO. 

Insurance 

■    WEST   SSNEU   51 

lobcn  P  L-l 

:ooper  D  B-l 

Ztown  A  H-f 
Jaere  Bob*  F-l 
JanfOTth    F  W  a  F   I. 


^eabcckcT  D  H-t 
llcutacbcT   M— I 
Derereiix  Walter— f  e 
limick  B   U-H 

litniek  F  C-I 
3iiiuck  ft  Newell-- 


.J5,A 


JreiiieT   Edw  V-f 
5u«!  H  C— c 
Dntton   Robt  L — c 
-:«ert   E  B— f 
,TiTott    C  S-1 

'-iOBcrald  ft  Horgu  C 
^iticerald  Edmimd— t 


Tieit  Ed«-1 
,*fin   C    B— c 


Gorton  H  > 
-       iin   Ge 


-Idl  Jos  C  1   Co- 

Hillon  F  A-l 
HughiDQ  M  G—[ 
HTimphrn      ft      Viadi 

alVd   &   Eib-I 
Hur]»  Daniel— f 
Urge  L  J-l 
tt.hn.oB  P  J-l 
TobDioD  Jicob-f 


1  4  Tutgton— f  1  c 

L^  Joho-e 
ladaMchcr    ft    Reinecke 

Lyman    M    V-1 
Hsdden  &  Hcnrj-I 
Mahoner  T  J-f 
Minion  John  J— c 
Mailin   Alex- f 
Marriti  C  E-c 
McCilmoni  T  D-1 
UeCrearv  Cbai— 1 
McDonald  4  Birnt: — c 
Mcpherson  11  H-I 
McPherion-Carltr  Co— fe 

Mtld'rum    K'jhi   n-1 


Munacll  W  H-< 
Muiuus  ii  S--1 
Murphy  John  A  ft  Co—I 
Niemu  Wtr    '-' 
Northmp  L 


Niemu  %Vtii  T-f 
Northnp  L  d-t 
Norton  Bobt  Y— c 


Nowicki  S  5-f 
O-BrUn  T  J-l 
O'Briui  *  Co-I 


Oitruder  L  1^-e 
Owen  ft  CatT- 1 
Osier  A  M-J 
Parker  W  H-! 
Peacock  J  1^1 
Ralph  D  Clark-l 


Rolh  Edw  C  ft  Ca-I 
Ryan  jai  Sons  Co— f  e 
Schaffft  Adolf-f 
Scherro    *   Siephao-I 


smitijaTisiCo. 

198-100  Iiln  8L 
Fire. 
Marine 
Automobile 
Casualty 
Insurance 
Average  Adjusters 

Snyder  W  H-^ 
SpHtb  Chat— 1 
"-  B«  H  W-l 
_,^_e«r  F  A-l 
Spoflord  W  A-l 
"--'lind  W  G-l 

ihena  E  F— 1 

Stect   Tbeo— I 


Steenbeni  E  F— f 

SwHt  D  B  ft  D  C-I 

Tldball  Z  I^-c 

Tleman     Dam     ft     Co— 

t  I  e 
Walah  Edw  F-f  c 
Warner  Ed*  H-c 
Warner  A  I^f  1  E 
Wtrren   J    H-1 


Wood,  Ball  A  Go. 

FIRE 

INSURANCE 

73  Pearl  Street 


CAMBRIDGE 
Anatm  Edwanl— I 
Catpeoler  C  H— ( 


CAMDEN 

Flah  B  W-^  c 
Uoru  G  F-4  I  c 
Skinner   Geo  J— I 
Stneoa  W  T-f  1 
TraSam  Geo  Lr- 1  1  c 
Ward  CF-lc 


Mtwchcll  Ellnrorth  J-f 
RMdG«)H-ll 
Riley  BanoD 

SlMO   P«tei"-< 

WhHicr  Chaa  W-l  1 
Wiktn  WalUa 

CAMAHDAIGUA 


WORTHMBTOtl&SlU 

ttu.  fl.  Vvlkutu.  Fna. 

iBTT  1,  SlTiui-Pnt. 

bail  L  Kopa,  Sm'j, 
IG-1 T  ChanMrof  Comnarce 
Sepreaent  ihc  foUowlns: 
KUL,  brtfUi  taiL:  TMBit  T. 
at  ■..  Mndl;  Rn  liwiHiaa, 
FUlKl«tkniiflac.:ft.Pul^ 
lidL  SL  F«l:  bdoil.  Eut- 
liBi;IMal,  liRM:  lott  Mtiih 
ulknaiiliKS.T.;  Iftinilninl. 

ProTidgut-TiAiaftBi^  [ 
Daira  >  Otewn,  LohIm:  In  tni 

UBUl  an.  (Mwil  Kaninn) 
SL  Hal  F.  t  >.  BL  rHLlCni. 
IM>«tF.llL(l*iall.l«nit,l>uk. 
XBi,  HirtIM;  ' — '■■ —  "-'■ 
Ijiftw,  U«di '-' 


Pa^c  E  K- 

RaTne.  Johe 


CANA5TOTA 
Cbilda  E  GM**-^ 
CoUia  R  C-f  e 
Jaqnay  Herhen  C— I 
¥Srj  Miioo  G-l  1  c 
Roaa  Emory  H— 1 1  c 
Trwrla  Htnry  O— f  c 

CAKISTBO 
Almy  Ja.  A-f 
Baker  Lul^ — I 
Carter  Jaa  D-l 
Comfort  D  N-f  I 
Hall  L  E-l 
Northrop  B-4 
Roben«in  B  E— c 
Vlckcra  Jacob-I  I  c 

CANTON 
Cheelham  I  E-l 
OrreUnd  B  H— I  e 
Crary  Leon  G— 1 
Donihee  Jamet-f 
Fullington  ft  Cheitham  - 

Kimball  W  H  A  S  !>-■ 
Slerena  E  E-l 
Whetlei  F  J-l 

CARTHAGE 
Karl  Geo  A-l 

CASTILE 
Greene  W  I  &  Co-( 
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Heath  O  T-l 
Hunter  W  C— f  e 
Nichols  Chaa  B— I 
Penon  R  A 
Vtn  Gordon  F  E— {  1 
Van  Orden  P  V— f 
WUbur  A  D-A  e 

CAZENOVIA 

Clements  ft   Carpenter— 

lie 
Doremns  Wm  L— 1 
Eigabroadt  £  T— 1 
Paame  Chaa— 1 
Rouse  H  J— 1 
Salisbury  Geo  W— f  1  c 
Stanler   C  M— f  e 
WiUiams  George  £-4 

CENTRAL  SQUARE 

Gridley  J  H— f 
Wood  ELr^ 

CHAMPLAIN 

Qark  J  W-f  1 
Deal  Ehner  H— f  1  c 

CHAPPAQUA 

Cornell  David  W— f 
Hunt  Geo— f 

CHATHAM 

Boice  John— 1 

Darrow  W  Porter— 1 

Flanagan   Francia  J— { 

Ghent 

Jones    Mrs   J    Weslcj^ 

Park   F  I  ft  H  N-f   c 
Reynolds  W  V— f 

CHESTER 
Ball  G  W-f  1  c 

CHITTENANGO 
Baker  J  T  Lr-i  \  c 
Coetello  J  R— f 
McHenry  T  --f  1  c 

CLINTON 

Burdick  Daniel  H— f 
Martin  M— f  1 
Stebbins  E  J— f 
Turner  Mrs  W  A— c 
Wniiams  Mrs  Rachael  W 

Woods  Jno-f 

CLYDE 

Baker  Geo  O— f 
Hinman  J  W— {  1  e 

5l"S«JL  JoJm  T-I  1  e 
Odell  Chas— { 
Stow  D  L— f  I  e 

COBLESKILL 

Burnet  B— f 
Colclougfa  W  D— f 
Eckerson  E  J^f  c 
Mann  F  P— f  1  c 
Moore  V  S— f 
Van  Ness  S  H— f  1  e 
Young  Newton— f  1 

COEYMANS 

Briggs  I  N-l 
Gould  J  E— £ 
Long  Ed  N— f  c 

COHOCTON 

Edmunds  W— f  1 
Waugh  J  Leonard— f  c 

COHOES 

Chadwkk  Robt  R— 4 
Cohoes  Insurance  Agty— 
f  1  c 


Dodflfi  W  T— I 
Donion  Richard  J-— £  c 
Ford  G  F  ft  Son—f  1  c 
Gilchrest  J  D— f  c 
'i  ranger  M  A  ft  Son — f 
Kahn   Herman,    Estate — 

1  c 
Laughlin  John   ft  Son — 

Michel  W  K-4  c 
Sidebotham  Geo — ^f 
Smalling  L  K— f 
Smith  P  P— f  1  c 
Soden  J  H«-^  i  c 

COLD  SPRING 

Greene  Joseph  A— 1 
Arthur 


Naylor 
Southard  Jacob  G— f  1  c 
Southard  J  Bennett— 1  e 
Wood  Wm-f 

COLLEGE  POINT 

Dekmain  Mn  H  W«-f  e 
Fuchs  Chas  F 
Graeser  Jacob— f  c 
Heinze  Wm— f  1  c 
Hunold  Frank— f  1 
Powell  Chaa  A— f 
Smyth  Mary  I— f  1 
Waltropp  Henry^f  1 

COOPERSTOWN 

Arnold  ft  Cooke— f 
Brockham  Edward— f 
Carley  George— 1 
Phinney  ft  Leonard— { 
Revnold  Jesse    f 
Shfpman  A  C— f  e 
Sylrester  I  E^f 

CORINTH 

Dayton  T  Judd— f  1  e 
Rice  John  T— f 

CORNING 

Arland  ft  Park-f 
Bantley  P  J— 1 
Carr  O  A-4 
Cash  C  F— 1 
Christian  Henrjp— { 
Freeman  C  H— 1  o 
Gardner  Almon  H— 1 
Haradon  &  Pease— f 
Ingersoll     &     McCarty— 

Kingsbury  F  D  ft  Co-f  1 
e 

§uackenbush  S  E— f  1  c 
ill  C  D— 1 
Stansbunr  R  T— 1 
Tuthill  H  G  ft  Son-f 
Willwms  F  C-i 
Wolcott  O 


CORNWALL 
Chadeayne  H  W-f 
Goodnough  L  G — f 
Jackson  J  C— 1 
Jaeger  C  E— f 
Trow  John  F— f 
Young  S  B— c 
Young  S  B  ft  Co— f 

CORTLAND 

Bates  Eugene  W— f 

aerf  H  I^-f  c 

Davis,  Jenkins  ft  Hakes 

f  1  c 
Kingsburr  Fred— f  e 
Loope  L  M— f 
Nixon  James  A  ft  Co— 

fie 
Maycumbcr  Schemcrhom 

ft  Co-f  c 
Stevenson  Theo— 1 1  c 
StockweU  W  A  ft  Co 
Thompson  C  R— 1 1  e 

COXSACKIE 
Townsend  W  B— f  1  e 


CUBA 

Khrby  James— f 
Leggett  J  C-f  c 
Ormiston  ft  Keller-^  1  e 

DANSVILLB 

Baker  J  H-f  1  c 
Krein  Geo  L— f  1  e 
McNeal  ft  Cridler— f  1  c 
Oberdorf  B  H— I  1  c 

DELHI 

BiU  W  R-{  1  c 
Munn  W  C-1 
Nichols  O  S-f 
NicoU  A— 1 
Pitcher  H  A— f  1  c 

DEPEW 
Rawley  E  B— f  1  e 

DEPOSIT 

Lewis  Wm  B  &  Co-f  1  c 
Loren  ft  Curtis — f  1  c 
Underdonk  C— f  1  c 

DOBBS   FERRY 

Storms  C  G— f 
Taylor  James  L — f  1  c 

DUNKIRK 

Droege  H  P— f 
Gidley  H  J-4 
Holstein  J  A— f  e 
Johnson  C  W— f  c 
Kaiser  ft  Starr— f  1  o 
Patterson  J  K— f  1  c 
Sampsell  B  F— 1 
Stephens  F  A— f  1  c 
Sullivan  Daniel— I 
Till  Brothers— f  1  c 

EAST  AURORA 

Fink  C  P— f 
Germain  Geo  A— 4 
Gray  A  E-f 
Jones  W   D-f 
Parker  ft  Pierce    f  1  c 
Persons  P  S— f  1  c 

EAST  SYRACUSE 

Evans  O  R— I 
Lansing  ft  Son— f  1  e 

ELLENVILLK 

Low  S  B-f  1  e 
Terwilliger  W  E  ft  E  N 

-f  I  c 
Watson  ft  Sheely- f  1  e 

ELMIRA 

Barnes  W  S— 1 
Beardslee  M  C— 1 
Campbell  A  E  ft  Son— 

f  Ic 
Coleman  ft  Bullard— f 
Coykendall  J  B— f  1  c 
Drew  W  S-f  1 
Gorman  Frank  J— ^l  c 
Haberbush  Geo— 1 
Hayes  &  Chapel— f 
Hart  Chas  Earle— 1 
Herrick  Fred  D-f  e 
Keeton  C  C— f  1  c 
Kolb  T  B-f  1  c 
Myer  Thos  E— 1 
On^onnell  ft  Sullivan— f 
Park  A  E  ft  Bro— f 
Perrv  G  W  Co-f  c 
Quick  Horace  G— 1 
Searles  F  A— f 
Spring  G  H— 1 
Sturdevant  L  J  ft  Soft— 

f  c 
Swan  ft  Sons— f  c 
Tomlinson  F  C— 1  c 
Van  Campen  J  R— f  c 
Weaver  P  B— f  1 
Young  PhilUp  E^  c 


FAIRPORT 

DisEOB  Jobs— f 
Dohcrty  P  F— I 
Gray  Oias  W— 1 
Palmer  A  W— f  o 
Slocnm  Geo  A— f  1  e 

FAR  ROCKAWAY 
Davenport  H  C— f  1  c 

FAYETTEVILLE 

Armstrong  A  T— f  1  c 
Austin  Wm— f 
Hale  F  H— 1 
Wilkin  A  D-f  1  c 

FISHKILL-ON-HUD- 
SON 

Cammack  I  B— 4  o 
De  Garmo  J  M— 1  e 
Doughtr  Robt  W— f  1  c 
Tones  W  A  ft  Son— I  c 
Kearney  James — ^1 
Lynch  B  F— 1 
Pralatowaki  W  J-^  c 
Webb  S  J-f  1  e 

FLUSHING 

Burnett  TI-^  1  e 
Hams  E  F— f 
Hniyer  Jas  B-f 
Master  D  ft  Co— f 


Qui 
Whj 


uinlan  J  H— f  e 
"ite  ft  SoB-< 


FORT  EDWARD 

Barber  Cicero  ft  Son»- 

f  1  c 
Bascom  R  O— I 
Ketchum  Chas  Lr-f  1  c 
Loughlin  &  Bascom    f 
Robinson  WiUard-f 
Williams  V-f  1  c 

FORT  PLAIN 

Caster  W  P-f  1  e 
De  Wandelaer  E  P--1 
Edwarda  C  C-4  I 
Eldredge  H  M— 1 
Freehold  A  C-1 
Shulta  D  C— f 
Young  Sam  Ir-i  I  c 
Zielly  Chas  G-1 

FRANKFORT 

Fox  C  1^1 
Goodier  J  G— I 
Ingham  H  H— ff 
Loftus  T  J-f 
MaUger  P  J-1 

FRANKLINVILLE 

Ames  Guy  C— f  1  c 
Dingly  J  T  ft  Co-f  I  c 
Wade  M  H-l  c 
Woodmanseejohn— 1 
Woodworth  H  L-f  1  c 

FREDONIA 

Bailey  A  J— 1 
Black  Charles  S— 1 
Cowden  A  J— f 
Drake  H  C--\  e 
Morse  F  E— 1  c 
Palmer  Joseph  N  ft  Son 

SadKtt^D  G  ft  C»-f 
Tremaine  G  M— f  1 

FRBEPORT 

Daria  Roswell— f 
Edwards  Broa  Inc.— € 
Foremnn  C  M*^ 
Han  Wb  8-4 
Johnson  Real^  Co— f 
Libby  H  P-^  e 
Miller  Raymond  J— 4 
Moort  C  C— f 
Pow«nidaB-C 
Smith  ft  Loff>-f 
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FKIENDSHir 

Brtellc  A  StBTtBM—t  I 
Wiit  L  H-f  1  e 
WiUm  W  C-f 

FULTON 
Bona  W  C-1 
Cm  W  W-1 
DutU   ft  Muoo— ( 


nilrook  V 


Bacon  Ellihi-I 
Barni  Ttaoi  E— f  < 
Campbell  Hugh 

Mmiman  W  H-1 

Sterena  WmX-l 


BruUey  F— f  1  e 
Barrall  E  J  A  Son-I  s 
Clark  John  B-f  c 
Co(linB<OB    &   Sudall— { 

1  c 
Ditmsn  G  F— * 
Fink  W  M-I 
Fanrcit  J  G-f 


MelleyJ  V 
Naah  PRr 


...ater  DtiH-t 
Otllay    H  F— f  1  c 
Peel   Geo-t 
RcVriold*  Wb-^ 
Riler  Wm-fle 


Wyekofi  A  R-< 

GLEN  COVB 
Baldwin  Chu  J-^ 
Cocks  Geo  Vr-I 


HawldM  Georic  B 
Pe>r>aU  H  B-1 
Rsynor  C — 1 
Robiiuan  Wm  &-I 
rowtuend  Tunc*  W— f 
Wheeler  Corbln-^ 

GL.ENS  FALLS 
i^damaon  ft  BaTl*-4  1  c 
-     --  —  - —  _|  ^_ 

IS5«it'G"v 
Scnaatb  W  n.— ■ 

Inma  Hkfaad-l 
:mrW>a  ChaaH— 4le 
>>Di>u  H  J-( 
^1   CW^la 
jitdicack  ChH  H— I 


HcFarland  S..    _  . 
HeOoiba'  N  8-1 
KoBtaa  Edmrd-1 


Iniii^iain  A  G — 1  e 
Stopplcbcen  C  A— 1 

GLOVERSVILLE 
Baird  ft  Abram- 
BDrlon  S  £-f  1  c 
DcmateM    ft    Witbtrt 


k  W  H-A 

HcNanani  F  T-f 
RaB«t7  F  E-H 
Speoccr  PG— <• 
Streeter  C  W-f  1  e 
TnH  G  B-1 
WbiMJwT  ft  LOTtjor-f  ) 

FULTON  VILLB 
Cron  WelUnawn— f  1 
Kline    Hauj—i 


St  T   i 


Vr<^    \i  Vv    Z     f  I  c 
■•■  -in     Ft  c 

Id  J  E  a  Co-f  !  4 

GOSHEN 
Datbnd  DC-I 
i^mctr  J  S-f  I 

Smith  H  H-f  e 
v'lllicc  A  V  Et-f  « 
Wood  Geo-l 

GOUVERNEUR 
Bafctr  J  V-r  1  c 
Brown  B  F— f  1  c 
Bnnliek  L  W— I 
Earle  C  P-l 
Kitti  U  A-f 
LcCBcn  D  A-t  I  c 
Parker  Goo  W-t 
GOWAKDA 
.  _.ler  &  Kerr— I  1  c 
McDonild  &  HuEh-I 
Place  Fred  E-1  fe 
Swift  Geo  H— 1 
Vioton  Alien— I 
Youns  John-1 

GRANVILLE 
Atwood  C  W-f  1 
Blskelr  H  T-t  1  • 


Lron  CR-( 
Saynor  Leror— 1 
Re«««  ft  Bartlett— t  e 
Tagker  ft  Co-i  I  o 
Tuthill  G  F  Jr-t 
Weill  J  U  ft  Son-f 


Cook  E  W-f 
ConnollT  T  T— t 
GonJd  WmIct-I 


HAVERSTRAW 

Bedford  ft  KowM-f  1  a 
CaTit  Wm-l 
Coonbi  A— 1 
GlUIca  Jno  W-f  1  o 
■nvtor  am  I 


HEMPSTEAD 

Adder  Wm   H-l 
Binam  Janin    1 
B^frlF  Artbnr  W-l  t 
Clark  F   P  J-1 
Qowe*  B  ValLuU—    I 
Da*  Alfred  M 
Decker  Wiltsi^ 
DejeorlpB  Guatate-^ 
Duty  Pi 


lone*  Hoiel  H— I 
Ldier   Wm-l 
Lowe  Wm  G-1 
McLean  J  R-t 
Niebola  John  S  Jf^-1 
CBJaUer  Uichad-I 
Palmer   Tame*— f 
Parwna  E  F-< 
Peltil  Ed-f  I  e 
Pettlt  Glenn-l 


Sraitb  Wm  H  S-t 
Slaffel  Wm-f  t 
VaaDeWaterJWE-1 
Van    DeWater   Lott,   Ji 


HEREIUBB 
BHdcnbeckCT    Indaon-l 
Earl  ft  Gloo-I 
Hendtnos  ft  DuBola-f 


HUDSOK 

Bo<t*kkC\^l« 
UaerChaaW-f 
HacT  ft  WhiHMft-t 
llerteU  W  A-l  1  o 
PhUlip  J  Ti^-f 
Race  ft_Ionei 
Smith  EDgene— t  c 
Snrder  Wm  M-I 
Ssyder  WilUa  A 
TetT7  Cbaa  C-f 

HUNTINGTON 
Cain  Gilbsn  F-1 
Co&kltB   Doaalaii    1 
Crowe  Fred-? 
Fnnnall  H  T-1 
Gerard  D  U 


Shake*hait  Riebard 
Swett  Saaiae^-f 
Townaend  G  DcKbt— f  1 
Ward  ft  Ward-( 
While  Charle*  H-l 
Yovns  Tho>-< 

ILION 
Glkhriit  Ta»-f 
Hotfer  F  S-f 
McGowan  ft  Klcbardaon 

-tl* 
Penny  S  A-f  1  o 
Rsiback  Geo  O-l 
Rikei  S  W-f  I  e 
Schmidt  Broa— f  1  c 


HOMER 
Bnrdick  W  E-f  1 
FMter  W  H-  f  I  e 
Norton  L  P— f 

HOOSICK  FALLS 
Blake  Ceo  T-i  1  c 
Brown  A  P-f  I  e 
Collins  Janet— I 
Dowllng  John  S— 1 
Eaaton.    tUiint   ft   Wo 


Meneiole  F— I 


derick  U  A— f 

CriaBeld  T  W-f 
Templeton  Noroan 

ITHACA 
Adam.  Arthur  C-f 
GeorgU  W  B  ft  Son-f  c 
Grant  Harnr  J— f 
Grotei  H  A— 1 
Howea  Cham  H— t 
'     »  Realty  Co-f  c 


,-I  _ 


■kfn- 


McKearin  GeorKc  S—f  I  e 
McKeirin  F  ft  Co— f  I  e 
Tracy  Fatilck  J-f  I  c 

HORNELLSVILLE 
Cameron  ToKiib— t  c 
Connor  W  F-l 
CoyaWG-f  0 
Crandall  W  H-l  c 
Dayidton  Alex— f 
DnnDlng  U  E-f  1  b 
Hgllett  TV  »— f 
Hard  ft  Robinaon — f 
Kreaaon  Z  B— f 
Lake  M  B-f 
Lot*  John  P— 1 
Lynch  J  A-f 
Mnrray  ft  Tpnea-I  1  e 
Pettibone  H-l 
Reed  A  W-f  I  c 
Rodman  Grant  W—I 
Salncn  F  H— f 
Sweener  A  L-f 
Woolard  ft  Woodburr- 


'e  S-f  c 


Smith  Fred  H-f  I 


Van  XeniHlaer  L  D-f  c 
Webster  Cha»  H-l 
Wood  P  W— f  I  e 
Woodford  Mr*  Haty  Ar- 


WalttjrftGaoT~f1< 
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JAMESTOWN 
Abnm*  »  wntdF-f 
Btwbliaw     k      UeHde- 

t  1  c 
Breed  k  ArtDMioiw— f  1  c 
Brlskt  G«o  S-l  c 
Bottcrfidd   k    Sadoat— 


Eddr  Elbia  E  k  C»-f 
Gvainer  S— 1 
GaSttlttM  G  O— f  c 
Huivd  Robeit— f 
HltGhcack  Hcnee— t 
Horlon  Bro»-l  e 
Johunn   Bfm  ft  Pnther 

Jon«*  Ch«  W— f  I 
Joat*  John  F-1  e 
Hdhufih  &  Co  C  D—t  < 


LE  KOy 
Gillctt  Ini  Acme]'— f  1 
Himon  E  H— 1  e 
Kclton  C  P-H 


Ti««d»le  John-l 
Storton  Arthnr— I 
Wbite   A   P— I 

vriiet  E  C-l 

JOHNSTOWN 
Can  Addie-{  1  c 
Cbtmberlaln  W  W-l  1 
DiviB  Hlcbael— 1 
Don  E  J— i  1  e 
Getnun  Nellic-f  1  c 
Hantan     4     CoBnellr— 


f  1  c 


a  E-f  1 


Onltt  W  G-l 
Surlu  Fnd— I 
l^derhlll  C  E-l 
Weill   k    Pottei— f  1  1 
WiUoa  WlUicn  T-t 

KATONAH 
Kdud  iTTing 


KINDERHOOK 
Bny  Chu  M— f 

Reynaldi  Jime*  A— f  c 

KINGSTON 
De  Witt  Wm  C-l  1  e 
Decker  C  V  A-1 
Doboii  Lanbert  J— < 
Ellii  Wetlo— 1 


VS-lt 


HDghL . 

Jahnston  &  Elmeddorf- 


Itnrrav  Chrli  A^{  t 
Pardee  A  R-f  1  e 
RltMT  AnthonT— f  c 
Schoonmalier  C  L— 1 
Scha'u  ft  Bonn— f  1  e 
Tremper  I  H  Jr^-f 
Van  feWen  T  G-f 


LANSINGBURG 
Bulkier  Bertha— I 
ComeiliCT  Stephen— f 


LEWISTON 
ArmitronK  W  J-J 
Carter  G«  V-f 
Hall  H  H-f 
Moai  Wtn  H— f 
Powell  W   H-r 
Kedmond  B  P-f  I 

LITTLE  FALLS 
Becker  &  Co-f  c 
DiTli  B  I-^  1  c 
DonoTas  la*  B— 1 
Ullr  Edward-I 
Lewli  R  F-f 
Norrii  &  Co-(  c 

M  J  ft  CO-I 

Van  Alitine  Wm  N-i  i 
Warren  B  W-f  e 

LOCKPORT 

lerson  B-l 

aur   Irring   1-f  1  c 

I  in  Geo  \V^i  ! 


Chuie  T  E-1  c 
Criine  C  A-1 
Dickiaun  W  A— I  c 
FcdBHpeil  M  A-i 
Finch  M  M-1 

McNeil  H   D-l  c 
McPatlin  Pittr  H— I 
UoodT   Grscs   C-f 


W^nlhenvai  C 


LONG  ISLAND  CrTV 
AIhp  H  R— I 
&*Mlnreon  F   W  ft  Son 

a»r  Geo  E— I 
Doriej  "  '    ' 


Dorier  C  T-l  c 
Horak  Badolph- 
Krahe  Wm-I 


Ohnema*  John— 4 
Plantar  C  H— f 
Pavne  Geo  E— I 
RidtcnatRD  Wm-f 
Ryan  Geo  T-f 
Smith  Roe  H  Aicr— <  c 
Staple!  C  Idell 


LYONS 
Allae  Bnrtoa— f  1  c 
BUlM  C  G-f 
Calkini  A  P-l 
Ennli  *  CO-f 
Hanui  Edwa  W— c 
Hot*  J  W-c 
Knapp  Ctrde  W— c 
Lake  Lnlhcr  S-l  I  c 
Lake  L  S  ft  Co~f  I  c 
Hano  D  H— 1 
U«Mi  Wm  H— 1 
yilem  G  H-l 
Scott  W  S-c 
Siuoo  W  G-c 
WoMn  E  E-l 

KALONS 

Cady  C  W-l  (  c 
Channell  F  C-f  e 
Cootirr   J    E-f 
Donoviin  W   B— 1  e 
DulciJ  H-l 
Eilei  P  B— 1  e 


Kelly  W  P— 1 

McGarrahao  I  P-l 
McGuire  M  G— I 
Mean  A  Edward*- 
Uerrilt  A  H-[  1  c 
O'Neil  &  H.lf— f  1 
Skinner  S  B—i  I  c 


GednerEH-il 
Gcdner  Wm  H  ft  lon- 
GrlSen   Chai  Field-f 
Kane  Arthur  M  A— f 
PdmcT  T  C-f 
Paloicr  W  D-t  c 
Sinnott  Prmnk— f 
Wllaon  Fred 
Wampaquam  Realtj 
CoiToratlon— f 


MARLBOROUGH 
tnak  lohn-f 
rBthill  H  S-f 


Webb  W  Jamea-f 

UATTEAWAN 
Rikcrt  PG-I 
Webb  E  J-(  I  « 

MZCHANICSVILLE 
Howland  C  A-f  I  c 
Kelw  N  W— f  1  c 
Tompkini  R  V— f  1  e 


MEXICO 
Conini  W  J-I 
Graoci  Milo  A^  e 
lohnion  I  A-1 
Miller  C  1-f 
Bobbin*  W  Ar-t 
Sampion  W  Ar-i 
"•one  G  W-l 

UIDDLEPORT 


Hoyi  W  D  ft  SaD-i 
Seaman  E  H— f 
Tnltle  E  J-I 


Conlins  E  E-f  1  e 
Couttwrisbt  Fred— I  i 
Ferguaen  John-l  I 
^■-—.  Win  M-l  1 

M    ifH^-f  1  C 

er  DaTid  H-l  e 

MeWilliani   &    Roaiio 

—I  1  c 
McWilliami    AicDcy-f 
Tice  Willi!  G-l  I  c 
WeUer  Theo  A-(  1  e 
Wbitaer  E  G— f 

MOHAWK 

mer  H  H-f  I  e 

Brown  L  D— I 

Coe  S  E  ft  Soa-f  )  c 

Raiter  J  %~1 

MONTGOMERY 

Eater  Wm-f 
Smith  Harver  N— f 


Warien  H  W 

MOUNT  KISCO 
Carpenter  ft  PeitoD— f  1  < 
Mcrriam  Jo*— (  I  c 
Uytn  J  F-f  I 

HT.  MORRIS 


ConkUn  E  M-^ 
Crrrelint  S  R— c 
Cmeiins  H   B-f 
Dicker  William—) 
Gamble  ft  Gtlbrtilh-f 
SeTmoor  E  C— f 
Shnll  Geo  H-f  c 
Winter!  J  C  Ji— t 
Wlmer  Bctth^ 

MT  VSBNON 
Adeteaon  Sotu  Wrs  'I 
Bard  Cbarlei  H-l 
Bard  Wm  H-f  c 
Brinckerhofi  Wm~l  I 
Ctdrln  A  M-f 
Cooler  *  Wea(  Inc-I  ' 
Corda  T  H-« 


Cooper  ft  Hood— I  c 
Downi  Prank  R-f  c 
Nichol  K  W  ft  G  A-1  c 
-'      ■  ■  '       ft      Wright- 


-d  J  E-  .  , 

Dcdell  J  C-l  c 
Dixon  Walter  B-I I  c 
Geacheldt  A  P— t  1  ( 
Hathaway  W  K— I 
Houier  Hra  C  P-(  1 
Habbtrd   O-f 
Hnrd  J  M-( 
Lneu  Edwin  I— f 
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H.  C.  WARD  &  CO. 

84  WILLIAM  STREET  NEW    YORK 

SURPLUS  LINES 


ATLANTIC   CITY    FIRE   INS.  CO. 

f    CASH    CAPITAL,    SIH.M* 

SURPLUS  TO  POLICYHOLDERS!  $208,715 


Doucfatr  D  J— f 

Duicbcr  B  if— I 
(iralua  H   K-l 
Hmittiurtmi  J  H—l  I  a 
Tober  Ccargc— f 


a  ft  nenon— f 

Prcacott  t  Barld^-i 
WUUuu  RoH-fl 

NEW  BRIGHTON 
Eadi«  ft  Cowtoh    f 
KolS  C  C-i 
Van  VccbtES  V-f 
NEWBUBGH 
Battc  Fred  C-t 
BcDSCtt  C  W-1 
Dnnph;  ft    Kcnrick— t 
Gerow  D  $-4  e 
Goodrah  C  T  ft  Son— f  c 
Kenned*  Wm  t-| 
McKar  W.  Johnnaa-f  < 
Miller  A  Uncoln  J-^  li 
Miot;  Wm  S-t 
Hollencanx  W»-) 
Pellett  Lc  Graad-l 
Qninlui  John  H—l 
Kobinicm  C  D  ft  F  B 
Sadlicr  C  P— t 
Shipp  ft  OibDrB~4  I  c 
Ward  JoMpk  E-1 
Wbdan  RoMN-f 
Whiicboul  Wb-I 
Wflkiu  Hcnrr  J-4  e 

MEW  HOCHELLE 
Brown  S  K—f 
Cole  A  H  ft  Sod— f 
Cole  Charlt      "      " 


CoI*eU  Hirry  E— f  c 


lIuDbden  ft  Soo  jot— I 
Price  T  Howdl— ( 
Sullivmn  Timolhr  J~l 
Sheldon  Eli-I  e 
Simon  George  W~f 
Seofieid  Elwood-f 
Ticiaey  ft  Co  D  W-f 
Ward  L  S-t  I  c 


NEWTOWN 

li'irT 

C  ft  Soo-I 

n«>,,.F..Dr   H«^-( 

NEW   YORK  aTV 


ADderion  C  W  ft  Son— 
AndcTioD  W  E-1 
Bikcf  Ja»-I 


Becker  W  E-1 
Beckler  R  U— I 
Bell  TC— 1 
fieraitein  B  F— 1 
BcrtKhman  J— c 
Bern  E  H  ft  Co-f 


Blodfctt  T-1 
Blum  S-1 
Breath  I— I 
Brinkerboff  G  A— 1 
Btidol  John  I  D— t 
Brown  T  Y  4  Co-f 
Brown  W  S  ft  CO-f 
Bnidi  A  Ij-e 
Brneoo  1.  S— 1 
Brru  Cb»  A— 1 
Buchanin  D-l 
Burner  J    B-l 


Cadogan  5— t  1 
Bnmi  1  E-] 
Cargill  H   1^1 

Cary  ft  Good— 1 

CerfL  A— 1 
Chapin  H_I-l 
Chatfield  H  G— 1 
Cbobotikr  A— 1 
Cbubb  ft  S0DI-{ c 
Clapp  E  E  ft  Co— c 
dnit  Geo  P  B-l 
Clelud  J  B-^ 

J.  6.  CLOUD 


Aincrlcu  Pldellty  Co. 

Far  New  Vok, 


Comploo  W  M— I 
CoombOL  J  B— 1 
-■      orD  C    ■ 


Conn 


■  P  F-1 


Cmikahank  F  R  &  Co-f 
Crom  C  L— I 
Crom  ft  Foraler— f 
Cunnlnffaaoi  ft  Co-c 
DalT  G  W-t 
Datkaw  J  B-l 


ei  demieri  T  H  ft  Co 
ForreR  Eira-I 
RiTtra  W  J-l 
itl  H  W— 1 
(more  Wm  ft  Son— f 


DOUGLAS 
BROS. 

Insurance 

ONI  LIUKTT  ST. 


BUXTON  INSURING  AGENCY 

tl  WILLIAM  STREET.  NEW  YORK 

I  f  (*  kxal  atml)  n 


Hicben  Bmtoo,  rerreicolbic  b  <• 

tun  mrpliu  line  ompanJea.   cxmipr 

Uu-duifft  Co..  of  aJ^io. 


Dramsold  W  I^-l 
Dudley   The   John   L  Jr 

Co— ( 
DnnnioK  F  O— ) 


DUERSGIllESPIE 

OrnenI  lanruce 


M  Wllliui  Strast 

Dnffer  T  A— f 
Dnrbrow  Jamea-f 
Dulcher    Wm-I 
Dwishl  Ed  Ir— c 
Ebo.  H  C-I 


Ferria  Wm  T-l 
Flanagan  U  T— 1 
noyd  M  T-l 
Ford  H  T-l 
Fojt  ft  Mer-f 
Frank  ft  DaBo<*— I 
Frank  G  ft  Co-c 
Frelinghuyten  T  S-{ 
Fuller  Mra J  H-l 
Giffney  J  S-l 
Gaston  F  K-c 
Gladwin  R  I— 1 
Godfrey  C  W-l 
Goulden  J  A  ft  Son^ 
Goulden  ft  Hillai— 1 
GrifSn  J  l-l 
GrOb*  ft  GroM  Co— I  c 
Hale  H-l 
Hale  &  Son  H-l 
Hall  A  }-A 
Hall   ft   Henibaw-f 
Hall  &  Trowbridn-l 
Hill  E  E  &  Co-t 
Hall    E    E-f 
Hardy  R  H-l 
Haynei  A  C-I 
Hecker   W   H-l 
Heilner  E  I— I 
Henicbel  Geo-I 
Hepburn  L  P— I 

L  L  HOPKINS 

Gtneral  ilanagtr 

Union   Central  Life 

Insurajice  Co. 

1  MMISOK  AVE. 
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Wallace  Reid, 


Representiiy; 


American  of  Newark, 
Camden  Fire, 
Colonial  of  N.  Y., 
Mechanics,  Pa., 


Providence-Washington, 
Reliance,  Pa., 
Westchester, 
Teutonia,  New  Orleans. 


56  Maiden  Lane,  N.  \. 


ALSO 


Binding  Authcxity  for  guaranteed  Underwriters  at 

London  Lloyds. 

Surplus  Lines  at  Tariff  Rates. 


TCLKPHONC8 


lOWN 


3260 
3261 


JOHN 


JAMK8  MARSHALL 


WILLARD  S.  BROWN  6l  CO. 


NORTHERN   OF  N.   Y. 
ROYAL    EXCHANGE 
ROCHESTER   GERMAN 


RCPRESCNTINO 


FIREMAN'S  FUND 

PENNSYLVANIA 

CONNECTICUT 


1   LIBERTY  STREET.  NEW  YORK 


J".    Gh.     ECITiT.TAIRD 


COMPANIES    REPRBSBNTBD 

Scottkh-Union  and  National  Inaonnce  Co.  of  Bdinbugh,  Scotland. 
Security  Ins.  Co.  of  New  Haven,  Cooxl 

American  Central  Insnrance  Co.  of  St  Lonia.  Mo. 

Lnmbermen'a  Insurance  Co.  of  Philadelphia,  Pa. 

Giraxd  P.  &  M.  Insnrance  Co.  of  Pniladelphia,  Pa. 
Albany  Insurance  Co.  of  Albany,  N.  Y. 

Oerman  Fire  Insurance  Co.  of  Wheeling.  W  Va. 

Liverpool  &  London  &  Globe  Ins.  Co.  of  N.  Y. 

Pmssian  National  Ins.  Ca  of  Germany 

Standard  Ins.  Co.,  Hartford 

3   flitrooty       IMlBDITTir 
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F^REZD    tS.    tlA^IVIEZS    &:    CO. 

133  WILLIAM  STREET  >  NEW  YORK  CITY 

MBTROPOUTAN    DISTRICT    AOBNTS 
National  Union  Tiro  Ins.  Go.  of  Pittoburgh,  Pa.        Calumot  In*.  Co.  of  Chloaio 

National  Tiro  ln«uranoo  Co.  of  Hartford 
Conoral  rira  Aoouranoo  Co.  of  Parlo»  Tranoo 

CORRBVONDBNTS  IN  THE  UNITED  STATES  FOR  SURPLUS  UNES 

Tho  Contral   lnouran<;o  Co.,   Ltd.,  of  London,   Dniland 
Boaax  ft  Suffolk  Cqultabio  Ina.  •ooioty,  Ltd.,  of  Coiohooter,  Dngland 
Northweotorn  Inauranoa  Co.,  btd.,  of  Liverpool 
Logal  Inourano*  to.,  l»td.,  of  London. 
LIvarpool  VIotorIa  Inauranoa  Corp.,  Ltd.,  of  Bngland 
DIndor  Contraot  (with  Quarantaad  Undarwrltara)  at  Lloyda,  London 

CUcaso  OUtBm  CabU  Addr— 

171  La  8«11«  StrMt  Chteajamf,  New  York 

^— — ^-^^™^^^^^^^— ^-^^— ^^^^^^^-^^^^^^^- -  -    , — — 

OEO.  B.  WALTON  8A1W1UEL.  T.  BROWN 

BataMUMiatf  IftSS 

X.  Y.  BROWIM  &  CO. 

FIRE  INSURANCE  AGENQ 

77  William  St.        NEW  YORK 

Rapraaantino 

Oens  FaOs      MOwaiikee  Meehuks     Caledonian  Aaertcan 

HSW  TOSK       mew  JXR8KT       FKini8YI.VAinA      and      HXW  KlfOI.Ain>  STATES 

EDWARD  E.  HALL 

QBNERAL    AQENOY 

^3*^7 '^O  OB  OAR  STRKBT,  NmW  YORK 


The  Dbde  Fire  Inrwinmcft  Ca  of  Greensboro,  N.  C 

Mettopofitan  Fiie  lamiranoe  Ca  of  Chicago 

Insurance  Co.  of  the  State  of  Illinois,  of  Rockford,  IlL 

The  County  Fire  Insurance  Co.  of  Philadelphia 

Central  National  Fire  Insurance  Co.  of  Chicago  (krlw  kgiud) 

Peoples  National  Fire  Ins.  Co.  of  Phila.,  Pa. 

Hll^b*dBSi  PaM  Wefm,  Dwewpneot  sad  la^pscaoa.    Msnanm  Iboobm  pvodacM  fsv  coMMvatna  cwapsalsi 

basM  on  aUalaiaai  Mom  and  wbctisd  cfaMdfllieatlon. 

EDWARD  E.  HALL  &  CO, 


I 

45   CEDAR   STREET.    NEW  YORK 


SURPLUS   LINES   COVERED  UNDER   IMMEDIATE   BINDER 

IN 

Reliable  Foreign  Companies  and  London  Lloyds 

POUCIES  PROMPTLY  DELIVERED 
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J.  A.  KtDy  H.  H. 

Metropolitan   JVlanagers 

Fire  Association  of  Phila.,  Pa.  Michigan  Commercial  of  Lansing,  Mich. 

Geoiigia  Home  of  Columbus^  Ga.  Western  Reserve  of  Cleveland,  Ohio 

Boston  of  Boston,  Mass.  Old  Colony  of  Boston,  Mass. 

Franklin  Insurance  Co.  of  D.  C.  Michigan  Millers  of  T^n^ing   Mich. 

ALSO  OPERATINa  FOR 

KELLY,  FULLER  &  De  RIVERA 

REPRBSENTINQ 

Pittsburg  Underwriters  Teutonia  of  Pa.  Humboldt  of  Pa. 

N.  Y.  City  Offices  No.  92  WIIHam  St»  Brooklyn  Offlcei  No.  |40  MontoKiie  Street 


WHILDEN   &   HANCOCK 

GENERAL  AGENTS  AND  MANAGERS 

106  William  Street  New  York 

DANIBL  T.  WALDBN,  Maiugw  MstropoUtaa  Dspartowot 


FOR  UNITED  STATCB  AND  CANADA 
Monongahela  Insurance  Co.,  of  PlttebuiYt  P^ 

FOR  NEW  YORK  AND  NEW  JERSEY  SUBURBAN  TERRITORY 
PhiladelpliiA  Underwriters,  of  Philadelphia 

FOR  NEW  YORK,  NEW  JERSEY  AND  PENNSYLVANIA 

Austin  Fire  Insurance  Co.,  of  Dallas,  Texas 
Commonwealth  Fire  Insurance  Co.,  of  Dallas,  Texas 
Republic  Underwriters,  of  Dallas,  Texas 
Central  National  Fire  Insurance  Co.,  of  Chicago,  111. 
German- Amerlcan^Ins.  Co.,  of  Pa.  (For  New  York  City) 

LEGITIMATE  SURPLUS  LINES 

IWrttton  inlUnltedlStotM  aad  CanadA  in  followiiif  com^aolM: 

Anchor  Fire  Insurance  Co.,  of  Des  Moines,  Iowa.  Hernando  Insurance  Co., 
of  Memphis,  Tenn.  Acme  Ins.  Co.,  of  Cedar  Rapids,  Iowa.  Factors  Ins.  Co., 
of  Memphis,  Tenn.  Scranton  Fire  Ins.  Co.,  of  Scranton,  Pa.  Western  Empire 
Ins.  Co.,  of  Sookane,  Wash.  Montmagny  Ins.  Co.,  of  Toronto.  Mlssisquoi  & 
Rouville,  of  Quebec.    Italian  Fire  &  Marine  Ins.  Co.,  of  Genoa,  Italy. 


THE  JOHN  L.  DUDLEY,  Jr.,  COMPANY 

45-49  WILLIAM  STR££T 
NEW  YORK  CITY 

UNITED  STATES  ATTORNEYS  AND  GENERAL  AGENTS 

Drapers*  Mutual  Fire  and  General  Insurance  Corporation,  Ltd.,  London,  England. 

Glasgow  Assurance  Corporation,  Ltd.,  Glasgow,  Scodand. 

Law  Car  and  General  Insurance  Corporation,  Ltd.,  London,  England. 

Law  Fidelity  and  General  Insurance  Corporation,  Lul.,  London,  England. 

Majestic  Insurance  Company,  Ltd.,  London,  England. 

United  Counties  Insurance  Company,  Ltd.,  Manchester,  England. 

Immediate  binders  given  and  polides  issued  from  this  office  upon  suiplus  risks  throughout 
the  United  States,  its  foreign  possessions,  Canada,  Cuba,  Mexico,  Central  and  South  America. 
Licensed  under  Section  137  of  the  Insurance  Law  of  New  York. 
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JolmM.Whiton  y)raaGftiM«i« 

WHITOK  &  IWEf^OES 


MANAGERS 

St.  Paul  Fire  and  Marine  Insurance  Co.  Concordia  Fire  Int.  Co.  of  Milwaukee,  Wit. 

Firemen's  Insurance  Co.  of  Newark,  N.  J.  National  Ins.  Co.  of  Penn. 

German  Fire  Insurance  Co.  of  Peoria,  IlL  Western  Insurance  Co.  of  Pittsburgh 

No.  73  WILLIAM  STREET      -     -     -      NEW  YORK 

SEWALL  &  ALDEN 

1  Liberty  Street,  New  York 

Automobile   Insurance 

FIRE  -  LIABILITY  —  DAMAGE  TO  CAR  —  DAMAGE  TO  PROPERTY 
PERSONAL  ACCIDENT— BURGLARY  AND  THEFT 


Gcncfal  Accident,  Fne  aad  Life  Awurance  Corporatioo,  Lid. 
Geacial  Motor  Underwiiting  Agency 


LUMBER   INSURER'S    GENERAL   AGENCY 
84  WILLIAM  STREET,  NEW  YORK 

UNDERWRITING   MANAGERS 

HUDSON   UNDERWRITERS 

COMPOSED  OP 

LUMBER  INSURANCE  CO.  of  NEW  YORK 

CAPrrAL  AND  SURPLUS^  |3M,00«40 

ADIRONDACK  FIRE  INSURANCE  CO. 

CAPITAL  AND  SUItPtUS.  tttOfiOtM 


LARGEST      CASUALTY      AGENCY      IN      THE     WORLD 


B.  B.  CLAPP  P.  T.  GRIFFITH  EDWARD  GRIFFITH 

E.    E.    CLAPP   &   CO.,    Managera 
THE     FIDELITY     AND     CASUALTY     COMPANY 

Accident  and  Health  Departments  for  New  York,  New  Jersey,  Massachusetts 
and  Rhode  Island.       Burglary  Department  for  the  Greater  New  York 

66    PINE   STREET  NEW  YORK 


•le  Premium  Ineeme  ef  the  Gdiidral  Ageney  Exceeds  $1|S00|000  annually 
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INSURANCE  AGENCY 

NEWMAN    &    MacBAIN 

Fidelity-Phenix  Merchants  Assurance  Corp. 

Peoples  National  American  National 

State  of  PennsylYania  Union  of  Philadelphia 

Delaware  Shawnee  of  Topeka 

Dixie  Washington 

Eastern  of  New  Jersey  Lumber  of  New  York 

Adirondack  of  New  York 


Eastern  Manasera  of 
SHAWNEE  FIRE  INSURANCE  COMPANY  OF  TOPEKA,  KANSAS 


N.  V.  State  Managers 
INS.  CO.  OF  STATE  OF  PENNSYLVANIA      UNION  OF  PHILADELPHIA 

72  William  Street,    »    .     New  York  City 


Warren  M.  Kimball  &  Co. 

LONDON  OFFICE  NEW  YORK  OFFICE 

3  LOMBARD  STREET  100  WILLIAM  STREET 

U.  S.  Correspondents  for 

SURPLUS  LINES 

El  DIa,  Spain,  AueU  over  $2,900,000     Colonial,  Batavia,  AssetB  over  $^,000,000 

London  Lloyds  (immediate  Binders) 

EASTERN  DEPARTMENT 

Farmers  &  Merchants,  Nelmuka 

Madison,  Indiana 

Firemen  &  Mechanics,  Indiana 

LOSSES  ADJUSTED  AND  PAID  IN  NEW  YORK 
LIBERAL  COMMISSION  PROMPT  SERVICE 


INSURANCE   AGENTS— NEW   YORK. 
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J.  s.  fr£linghuyse:n 

I  NSURAIWCE 
111  William  Street.  New  York 


CiMMral  Agent 

STUYVESANT  INSURANCE  COMPANY 

IA«Mit,  thinji^jfi 

PACinC  FIRE  INSURANCE  COMPANY 
INSURANCE  UNDERWRITERS 

^UffJttiM 


SPRING  GARDEN  INSURANCE  COMPHT 

AMets,  $3,l«732LtS 
Manttsar  for  the  Mefropotttan  District. 


Surplus  Lines  Depertment 


MERCHANTS'  FIRE  LLOYDS 

Oigsaksd  1888 

MANUFACTURERS'  LLOYDS 

OfSuaised  1888 
Sprioklcrsd  Risks  Onlr 

JAMESON  &  FREUNGHUYSEN,  Attjs. 

ik99lic»tioa»  soUcUca  »Aa  wH« 
KXCKPTIOIiiUt^    rACIl^ITIKS    FOR 


NATIONAL  BRITISH  &  IRISH  MILLERS 
INSURANCE  COMPANY 

Sabscribsd  Gspitsl,  81,B88.llf 
Psid-ln  Capital,  83MJii 

BRITISH  CROWN  ASSURANCE  CO. 

SabscrilMd  Capital,  81*afl,ii8 
Paid-in  Capital;  t3Bt,lit 

MIDLAND  INSURANCE  COMPANY^  Ltd. 
Subseribttd  Capital,  84M,lit 
Paid-in  Capital,  8lM,lit 

LONDON  LLOYDS 

All  Undarwriters  Guarantaed 

Spacial  binding  Contract  with  UoydiL  London 

(ffuarantaed).    Bindcra  civan  immediatefar.    Busl- 

nast  accepted  In  the  United  Statea,  Canada  and 

Mexico. 

NATIONAL  GENERAL  INS.  CO.,  Ltd. 

Subscribed  Capital,  f976.M5 
Paid-in  Capital,  8343,154 

-CAR  AND  GENERAL  INS.  CORP.,  Ltd. 

Subscribed  Capital,  8508,lit 

Paid-in  Capital,  SlltiMt 

n  r«o«iv«a  9rom9tlr  Hanatoa 

COVUtlliG   l^ARGK    AMOVMTS 


& 


MANAGERS  METROPOLITAN  DISTRICT 


Allemamiia  Fire  Ins  Co.,  Pa. 
Aachen  &  Munich  Fire  Ins.  Co. 

{efFeraon  Fhe  Ina.  Co.,  Phlk.,  Pa. 
Tnited  States  Fire  Ins  Co.,  N.  Y. 
Empire  City,  N  Y. 


Peter  Cooper  Fire  Ins.  Co.,  N.  Y. 
National  lumber  Ins.  Co.,  Buffalo,  N.  Y. 
Nassau  Fire  Ins.  Co.,  N.  Y. 
Dutchess  Ins.  Co.,  N.  Y. 
Richmond  Ins.  Co.,  N.  Y. 


GENERAL  AGENTS  FOR  THE  UNITED  STATES 


The  Nassau  Fire  Ins.  Co.  of  Brooklyn,  N.  Y. 

United  States  Fire  Ins.  Co.,  N.  Y. 

Richmond  Ina.  Co.,  N.  Y.,  J.  B.  Eing,  Gen'l  AgL 


Peter  Cooper  Fire  Ins.  Co.,  N,  Y 
Kmpire  City  Fire  Ins.  Co.,  N.  Y 


OF    NEW    YORK 


INCORPORATED     1 822 


Q«-Q7.^Q  W^llllam  SU 


New  York  City 
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STARKWEATHER  &  SHEPLEY 

(Incorporated) 
QEORQB  U  SHEPLEY,  Prasidont 


17CMlomHoBM8trMt,Provldeiico  80-83  WilMam  SCreot,  Now  Yoik  4  Ubwty  8«uio,  Bottoo 

159  U  SaUo  Stroet,  Chicafo  20,  Ruo  Cluiiicluit,  Paris 

General  Agente 

RHODE  ISLAND  INSURANCE  CO.  of  Providence,  R.  I. 

Fire   an^   Sprinkler  Leakaoe   Insurance 

SURPLUS  LINES 

We  are  attorney!  and  bave  aotliorlty  to  bind  and  iarae  poUciee  for  the  Hollowing  larplYUi  Une  eompjuilmt: 
L'Union  of  Park.  (Bst.  1928);  La  Metroooie  of  Parte.  (Eii.  1870):  L'tJttialne  of  Parts.  (Bet.  ISB);  Le  V^mbt  ot  Parti. 
(Est.  1819):  LaOonflanoe  of  Parts.  (Est.  1S44):  Son  of  Paris.  (Est.  1820):  La  National  of  Pftrts.  oin.  1820):  Standard 
of  Amsterdam.  (Eet.  1001);  Amsterdam  London,  ot  Amsterdam.  lEst.  iSO£):  Le  Nord  of  Parts.  (Est.  1840);  SorsrelgB 
of  Toronto.  (Est.  1006). 

All  losses  are  adjusted  and  paid  by  ns.    Our  forelim  olBoes  maintain  witb  us  essh  balanoes  available  for  this  putpos 


CUNNINGHAM  &  COMPANY 

GENERAL  INSURANCE 

General  Agents  The  Columbian  National  Life  Insurance  Company 
of  Boston,  Mass.,  for  Accident  and  Health  Department. 

Special  Facilities  for  handling  all  lines  of  Casually  and  Marine  Insurance. 
Telaphone.  37»  John  1  LIBERTY  STREET,  NEW  YORK    CITY 


E.  F.  PERRY 

ATTORNEY  IN  PACT  AND  MANAGER 

LUMBER  UNDERWRITERS 

66  BROADWAY, NEW  YORK 


Specialists  on  lumber  and  Inmber  worlcing  riaks»  no  other  class  of  risk  accepted. 

Correspondence  on  brokerage  or  swrplns  lines  aolicitod. 
Please  write  Home  Office  for  further  information. 


T.  A.  DUFFEY 


84  WIL.L.IA^4  ST.  NEW  YORK 


Lines    BOUND   and    WRITTEN    in    Excellent    Companies   throughout 

United  States,  Canada,  Mexico  and  Cuba 


INSURANCE  AGENTS-^NEW   YORK.  C-128-a 


*P  artner  ^  hip 
Corporation 
In^mrance 


and 


pays  the  life  agent  better  in  proportion 
to  the  time  and  work  involved  than 
any  other  form  of  life  underwriting. 
Agents  who  make  a  specialty  of  cor- 
poration insurance  find  it  necessary 
to  represent  a  company  impregnable 
in  strength  and  capable  of  accepting 
applications  for  large  amounts. 

THe  Equitable 
Life  Assurance 

iety 

OF    THE    UNITED    STATES 

by  reason  of  its  strength,  size  and 
prominence,  affords  exceptional  in- 
ducements to  life  agents  of  standing 
and  ability  who  desire  to  take  up 
corporation  insurance  as  a  specialty. 


J 


C-128-1)  INSURANCE  AGENTS— NKW  YORK. 


Experts  or 


eginners 


in  the  Business  of  Life  Insurance, 
of  good  reputation  and  financial 
standing,  desiring  to  minimize  their 
troubles  and  increase  their  effective- 
ness to  the  maximum,  should  write 
for  new  agency  application  and 
memorandum  of  contract,  addressing 


JNO.  I.  D.  BRISTOL 


General  Agent 


No.  1  MADISON  AVE..    NEW  YORK  CITY 


I 


INSURANCE  AGENTS— NEW  YORK. 


C-129 


WEED  &  KEJSfNEDY 


123-133  William  St. 


New  York  City 


BROKERS  IN  FIRE,  MARINE,  CASUALH, 
AND    EVERY   BRANCH   OF    INSURANCE 


METROPOLITAN  DISTRICT  AGENTS 

Of  Several  Fire  Insurance  Companies 


Surplus  Line  Department 

UNITED  STATES  CORRESPONDENTS 

Of  the  following  Companies 


HELVETIA  of  Saint  Gall 

BSTABUSHBD  1861 

JSSBTS         -       -        OVER  $4,700,000 

ASSICURAZIONI  GENERALI 
of  Trieste 

BSTABUSHBD  1881 

-       -       OVER  $70,000,000 


NETHERLANDS  of  The  Hague 

BSTABUSHBD  1846 

ASSETS        -        -        OVER  $3,000,000 

HOLLAND   UNDERWRITERS 
of  Amsterdam 

(An   AflMdation  of  ComiMiiics  with   larce  Capita 

and  Aaets) 


London  Lloyds  Underwriters 

We     bave  exclusive   contracts   with   many  of   the  members   of  this,  the  greatest  underwriting 
sociation  in  the  world,  by  which  we  are  able  to  immediately   cover  large  amounts  on  desirable 
ks  /rrespectfbe  of  other  Amounts  on  the  SAme  properties  obtained  through  other  channels. 
For  more  than  twenty-five  \ears  we  have  conducted  this  department  of  business  with  European 
fi  American  companies  and  our  facilities  are  unequalled. 

Xhe  re  never  is  trouble,  vexation,  or  delay  in   the   adjustment  of  losses  when    forms  have  been 
1.^71)  and  risks  have  been  placed  by  us. 


c-13d 


INSURANCE  AGENTS— NEW  YORK. 


WOOD  BROTHERS  and  COMSTOCK 

GENERAL  AGENTS 
100  William  Street  New  York 


REPRESENTINQ 
FOR  NBW  YORK,  NEW  JBRSBY,  CONNECTICUT 

Camden  Michigan,  Commercial 

Humboldt  Western  Reserve 

Pittsburg  Underwriters  Georgia  Home 

Allemannia  Atlas 

Insurance  Co.,  State  of  Pa.  Central  National 


American,  N.  J* 
Dixie 

Union,  Pa. 
Shawnee 


N.  Y.— N.Y.  City,  Con. 

Herender  A— 1 
Herrmann  F— f  c 
Hester  W-1 
Heubner  A — 1 
Higffint  &  Cox— c 
HmTard  J  G-f 
Hoodgman  F  A— 1 
Honig  Henry  ft   Son— f 

1  c 
Houston  G— f 
Hughes  P— 1 
Hughes  R  L^l 
Huff  P  F— 1  f  c 
iTes  ft  Myrick— 1 
James  F  S  ft  Co— f 
Jameson    ft    Frelinghuy- 

sen— f 
Johnson  Wm  C— 1 
Johnson  ft  Higgins— I  c 
Tones  ft  Whitfock— c 
Kelly  Fuller  ft  de  Rirera 

Co-f 
KeUy  J  A  ft  Co-f 
Kelly  ft  Fuller-f 
Kestler  R  R— 1 
Kimball  W  M  ft  Co— f 


JOHN  E.  KING 

QENERAL  AQENT 

RIeliinsad  Int.  Co.  of  N.  Y. 
95  WILLIAM  STREET 


King,    Scheide    ft    Co— f 

1  e 
Kohn  I— 1 
Kreielsheimer  L— 1 


Klifl  Sehdie  ft  C*. 

Manacsrt 

North  American  Accident 
Inourance  Co. 

84  William  Strsdt 

Lane  T  B-1 
Leeds  L  R-c 
Lewis  ft  Boardman — c 
Lins  Geo  H— '1 
Lohr  W— 1 
Lockwood  ft  Bro— f 
L>ockwood  ft  Lowe— f  c 
I-ohr  Wm— 1 
Lombard  £  B— 1 
Lumber    Insurers    Gen'l 

Agency— f 
Lyon  Ed — c 
Makley  ft  Gseller— 1 
Martin  £  A— I 

MARSH  &  Mclennan 

INSURANCE 


54  William  street 

(See  Chicago) 

Mathers  ft  Co— f 
McGee  W  H— c 
McLaughlin  J— 1 
McMurchy  C  £—1 
Meltzer  M  C— 1 
Milch  S— 1 


Miller  A  E— f 
Miller  Z  T— 1 
Mindin  H— I 
Mix  R  J— 1 
Montgomery  ft  Fountain 

Moray  N  R— c 
Mowry  ft  Patterson— 1 
MuWey  W  C-c 
Murphy  J  B — c 
Newman  &  McBain — f 
O'Connor  H  L— 1 
O'Neil  D  £—1 
O'Sullivan  S  J— c 
Ogborn  E  C— 1 

W.  B.  OGDEN  A  SON 

BsdMin  to  0|An  k  IstsauBayv 
mSUBANCE  AGEKTS 

RBPRBSBNTINO 

Itwarit  nn,  of  I.  J. 
Nsoktiloi  ad  Tlrsiwi,  «f  la. 
OonsmlBianuMiOs^  Albsny 

10  Liberty  5trMt 

Osbom  F  H— c 
Owens  ft  Philips  F— 1 
Page  W  H— 1 
Pawley  F  A— f 
Pawling  W  J-c 
Piatt  H  B— s 
Payne  &  Ramsay— c 
Peck  M— 1 
Plewes  S  £— c 
Pendleton  Wm  M— 1 
Penncock  H  H— 1 
Perrin  W  L  ft  Son— f 
Perry  Solicitors  Co— f  1  c 
Pitcher  J  R-c 
Piatt  &  Jeremiah— c 


Foggenburg  H  F  &  Co— 

Pratt  E  W— I 
Prentice  D— f 
Prosser  ft  Homana — ^1 
Rathbone  R  C  ft  Son— 

f  1 
Reid,  WalUce-f 
Reilly  Wm  F— 1 
Reinharz  D— 1 
Rice  Gus— 1 
Ridgway  T  W— 1 
Riehle  J  M— 1 
Robinson  J  H— 1 
RobinM>n  L  B — I 
Robinson  M  W— f  c 
Rooney  W  T— 1 
Rose  B  R— 1 
Rose  B  R— 1 
Ross  F   H  ft  Son— f 
Rowlands  H  £  ft  Co 
Rubens  T— 1 
Ryan  John  N— 1 
Sammis  W  D— f 
Saaseene  R  H— 1  c 
Saunders  £  R— f  1  c 
Schjff  D-1 
Scheide  W  C— f  1  c 
Schenck  V  R— c 
Sdiinf  M— 1 
Schlesinger  G— 1 
Schumann  &  Ruykharcr 
Schirmer  J  M — 1 

— f 
Seddon  Underwriting  Co 

— f 
Seibert  A— I 
Sewall  ft  Alden 
Sharrot  W  G— c 
Shipway  R  H— f  c 
Sinclair  D  G  C— 1 
Small  J  H— 1 
Smith  C  G— f  c 
Smith  F  W— f 
Smith  ft  Hicks— 1 


SEDDON  UNDERWRITING  COMPANY 

SURPLUS    LINES 

UNITED   STATES   CORRESPONDENTS 

UNITED  LONDON  &  SCOTTISH  INSURANCE  CO.  LTD,  OF  LONDON 

PROPERTY  INSURANCE  COMPANY  LTD.  OF  LONDON 
SfiCURlTfe  GENERAL  INSURANCE  COMPANY  LTD.  OF  BELGIUM 


All  losses  paid   promptly  at  New    York    Office,    Liberal   Commissions  paid  to 
Brokers  and  Licensed  under  Section   137  of  the  Insurance  Law  of  New  York. 


84  WILLIAM  STREET 


NEW  YORK  CITY 


TBLBPHONB    310    TOHN 


INSURANCE  AGENTS— NEW  YORK. 


Smith  A  Sod  T-I  1  c 
Sohmer  A  Flonbcin— 1 


Surkweathcr    ft    Shcplejr 

-lerling.  French  &  Stw- 
it^dSitd  A  &  J  H 


bridge  C  H-l 


inubDTEcr  M  I 


ilbot  Wallace  ft  Co 

HUMAN  t  SEJUS 

Nea  Tart  lad  Haw  JttMc 


rtlittr  J.  ThiwlKS 


{•99  Nassau  Street 


:as  C   S— I 

akin  W  J— I 

ITOT    M  W— 1 

icy  J  T-4 

i«ey  H  T-i 

«i  A  B-c 

Her  L  W-f 

rner   C    M-1 

ite   C    H-l 

ke  C— 1 

lin-B   F   J-c 

rd  &  WtDihip  V— ] 


:d  &   KenDBd)-— ( 

ael    G   A-1 

fer   K— 1 

^nuui    V-9 

«S<!    F    S-1 

[den   a    Hincoclc— 1 

I  on  &  UcTfci— f 

ht  C  B— 1 

cox,    Albert  &  Co— I 


d    Bro>   ft  Comiioelt 

dward   &  Wilfinntoii 

'»nce   J«»— 1 

[AGABAI-AIXS 
,.  J   X— I  1  c 


C  A— <  1« 


Eleetrio    at;    Sccoritie* 

Fudu  H  C-  1 
Clavcs    L    P-l 
Htndttjon  E  E-f  1 
HouKOD  W  W-i  I 
Mc Milan  Henij— 1  c 
HcroilrT   &  Felt-!  1  <; 
Vutpb*  .J«ne»    F    Co- 

IUndr,rph   Miss    M    A--1 
Sclimcck  J   E   H-t  1 
Simni.>n.  A  BaVtr  Co-fl 

w<ii=.  r;tt>  j-t  I  i: 
N.  TOHAWAMDA 

Lindur   r 
Saith  ft] 


MORTHVILLE 
AnitHl  L  S— f  I  e 
Cole  a  Uoon-f  1  c 

NORWICH 
BklielT  M  M-t 
Finegan   F-f  c 

H»ll  ft  N»ih-f  c 
HeiTick  I  M-f 
LToni  Cbs«-I 


Slomll  E  E-f  I  e 

NYACK 
Blaoren  A  MomU-f  1  < 
E—ex  Harrr— t  c 
GanoT  ToMph  T— C  e 
Gedoer  Robert— f 
tSJbr  I  P-f  e 
UcGlnlcT  H-l  c 
Pemr  P-f 
Polbemug  W  O— f  c 

OGDENSHURr, 
ArmMrong  D  R-l 
Bickford  A  tt-l 

ChirghioT.  D  J  -f 

Chspin    A    Zjinrlo-f    1    . 
Crighlon    D   J-f 
Dana  Theo  F~f  I  c 
Dudr  J   R— J 
Dittler  S  L-r  I  c 
Dencen  T-1  1  c 
FiliGeralil   Richard-t  c 
Kelly  U  D-f 
Meashet  G  S-f  c 
Merriman  C  A-{  I  c 
Smond.  Cha.  H-f  1  c 


OLEAN 
Abnmi  ft  Son*— I  c 
Border  B  E-( 
Collin*    Interttate    Afcy 

Co-f 
Pitch  ft  Ratnaer— 1 
HaDderille  W  H   A   Co 

-f  1  E 
P**«raore  S  E— I  1  c 
Pierce  ft  Cobb-< 

SHII™o'  P  V  R-f  I  B 
Van  Campen  Geo— 1 

ONEIDA 
Babcock  J  A-1  e 
Brewer  J  B— f 
Brewer  S  T-1 
Caac  Cbaa  B— 1 


Coon  Easene  E 1 

Pcann  Henry  D— I  e 
Hanblin  A  D-f  c 
Ha*oo  M  H— t 
UoDi  Bra*— < 
Muni  P  J-f 


OSSINING 
Coraell  H*rri*oa  ^-f  i 
Cowie  G  C-f  I  c 
Foihay  Praak  E— t 

Loirr  TliomaB— I  a 
Travi)  Agcy  The— f  1  c 

OSWEGO 
Borchard  S  B— 1  e 
Cooper  Webb  G— i 
Crorable  M  5—1 
Dewinc  Tho*-f   t 
Doyle  Tai  P^  I  E 
FroM  E  E— f  1  c 
Karpcnaki  H  J— 1 1 
Kenific  E  P-4 
UollUon  ft  Dowdte-(  < 
Parker  P  W-f  1  c 
Phelpi  &  Spnccr— f  ' 
Riley  Fred  M-* 


OIVEGO 
Horinn  F  G— I  ]  r 
Lainhart  A—' 
Robiion  A  J-I  1  c 
Shayi   T-(  1  c 
Starr  ft  Wnt-f 
Sweet  &  Corey— f  1 
Woodford  C  G-f 


Slratton  H  J— I 

PALUYRA 
Branum  S  B— I  I  o 
Gile  F— f 

lackaon  A  P-t  1  c 
Knapp  A  R-l  e. 
TruU  S  G-1 
UcLoutb  C— t 

PATCHOGUE 
CUchMter  Geo  L— I  ( 
Conklin  S  W— f  e 
Loaee  Jo*  T-f 
Potter  John  A-f 
Potter  R   E--1 
Price  Jdo  M-i 
Ro*  John  J—i 
Sweaw  IB-t 
Winina^  G-f 


Gcodliffc    Frank    B— f  1 
Hnnon    Cyrui   W-f  e 
to-rvb  Geo  B-1  c 
Knapp  S  R-l 


Strang  &  Wood— C  1  e 
Wjlion  E  C-( 

PEKIN 
Croder  T  W-f 
Van  Slyb:,  A  A^-c 

PENNYAN 

Datley  N  S-f  I  e 
Ktapatrkk  Wm  f-f  I 
Goad*p**dft  lUAer-Iti 
HBTCna  B  U-l  c 
HoTton  Freeman— 1 
HowcU  E  E-I  I  c 
KlBBa  Sila*  ft  Son— t 
Hallory  B  T-f 
Sallabory  J  M-f  I  c 
Walkina  J  E-f  1  e 

PERRY 
Anitin  J  N— 1  c 
Gregg  Bennan— 1 
Hut  ft  GtieT«-f  1 
Page  G  K-e 
Sweet  L  B-f 
Wdxter  E  J— ( 


PHILHONT 
Mead  S  I^f 
Sanndera  h»— f  I  E 


PLATTSBURGH 
Gofbord  Robt  H-t  t  e 
HeffcRian    ft   BnrMgb— 

CBricn  ft  Hilllgui-(  • 
Olliver  C  H— f  1  c 
Parkhurit  ft  Taylor-f  1  • 
Stratum  J  A-1 
Themai  H  A  A  Co— 1 1 « 


PORT  BYRON 
Aldrieh  C  R-f 
Crane  T  M-f 
Madden  John— 1 
Monroe  M— f 
Smwdi  R  R-f 
Wethey  C  E-t  c 


PORT  HENRY 
Been  AT*b  R— f  1 
Neide  Mair  E— f  I 


INSURANCE  AGENTS— NEW  YORK. 


EGBERT  r.  ASHLEY  CO. 


W.  a  ASHLEV.  Preiident  J.  A.  DDPUY.  Vltt- 

XISTS  CTIB  AJSrOE 

Rochester  Qernian  Ins.  Co.  (Local  D^l.) 

Hutford  Fire  Ins.  Co. 

North  Biidsb  fit  Mercantile  Ins.  Co. 

Gennan-Ameiican  Ins.  Co.  of  New  York 

Connecticut  Fire  In*.  Co. 

Springfield  Fire  &  Marine  Ins.  Co. 

Northern  Ins.  Co.  of  New  York 

Buffalo  German  laa.  Co. 

Cotumbia  Ina.  Co. 

"Otte  of  the  Lea^nE  Ageoclct 


Pm  ud  Tnu  CHARLSS  T.  RAU.  SccnUiy 

£tna  (Fire)  Ins.  Co. 
Fire  Association  of  Philadelphia 
Providence-Washington  Ins.  Co. 
Buffalo  Commercial  Ins.  Co 
Hartford  Steam  Boiler  Ins.  Co. 
Guarantee  Co.  of  North  America 
United  States  Guarantee  Co. 
Standard  of  Detroit    (Liability) 
Uannhdm  Ins.  Co. 
ot  tile  Couotty."— JV.  Y.  Presa 


N.  Y.— Con. 
POST  JEFFERSON 

Bayli.  H  T-t 
DarUnR  G*d  E— f 
Davis  &  D»y.on-i 
Daylon  R  B— t 
Floyd  &  Roe— f 
Norton  A  T-I 
Plntt  C  V-f 
Rilch  Thos  J  Jr 
Rot  Cbai  F-f 
Schrr««  G  P-( 
SweucT  I  M— f 

PORT  JEHVIS 
Bnaa*  W  S-l  1  c 
BonneU  T  f  — I 
Brown  E  A— 1 
EInoD  Ir*iD|— f  1  e 
Fsnner  C  H— 1 
Fu&nm  HeniT  H-f  1 
Fiiher  T  A-f  e 
GillKHi  O  P-(  1  e 

-  -  wl 


Schwcikcr  Fni-t  I  a 

PORT  RICHMOND 
Bnnun  W  U-f  I  c 
Giiath  Chas  E  A  Sod- 

HWen  Panl  V-f 
UiitUa  B-f 
Perry  4  Co  W  H-l  c 
3lucTctt  H  J— I 

POTSDAM 
Brownell  L  T— f  I  c 
C>nb  H  C-t  I  o 
Hulb  A  D-f 
Perrlto  H  S-t 


Froit  &  Luckey-f  1  c 
Gardner  J  W-1 
Gill  HaroH  M-f  e 
Guenucy  Homer  W-f 

Hinkly  John^ 
Iriih  SB-M  e 
TohDiton   Charlei  D-f 
i(e(ch»ffl  Cha.  A-f  c 
Kirch ner  Loull  Ji— f 
Krieget  H-f  c 
Kunsinaer  M-(  c 

M^.Ii'biW  RlCTling-Ilc 
PellMni  H<»-{  c 
Pelcri  Atlred  H— I 
Quinterr-o  Wm  S-f  c 
Stockton  S  D— I 


■nee  1«K  P-t 

Vail  LewU  H-f 
Vail,  Sutton  &  VaD-lli 
Valentine  &  Booth 
WMten  P  J-1 
Welch  lohn  C— 1 
Wickhui  R  W-l 


Hubb*  I  G-f  o 
Leonard  W  J— I  e 
UllleT  Cbat-<  1  e 
Farkborrt  B  E  &  I  W- 

RAN50UVILLB 


RENSSELAER 
Hecran  &  LithEow-l 
Uung»r  John  F-f  1  c 


SchrrvcT  U  V  B-f 
Sceor  H  N-f 
Vdia  Fiaoh-l 

RICHFIELD  SPRINGS 
BlennaD  D  A-f 
Gujtt  ft  BonA— f  I  c 
Hoke  H  F-l 
Parker  I  B-f 
Tnlla  M-f 

RIVERHEAD 
Baifha*  lobo-f  e 
Corwhi   MaIhb-( 
Fiihel  E  D— f 
Gallaudet  E-1 
Howdl    Cbsi  H    ft  Son 


ROCHESTER 

Adatna  Lewi.  H-c 

A.hley  E  F  Co-f  e 
AsbtoB  J  H  Co-f 
Aioood  H  P-4 
ATerr   W   M-l 
Dalelle  Wm  H  ft  Co-f 
Bcnnni  B  G— I 
-     ih  A  B-I 
bS  JT-I 


CsmU  1  B-1 
Chriit  l-l 
Clark  E  P-1 
Clark  Kjt  ft  Foi 

Cooke  W^-4 


CBnlatCV-4 
Uanal  H  C— I 
Dano  Howard  C— I  c 
Decker  F  B  ft  Co— f 


Doolcy  Frank  S-c 
Duffy  J»«  K-c 
DnttSn  Percy  B—f 
Ellia  Earl  E  ft  Co-1 
EtacrtoB  H  J— I 
Enflehardt    Edwtid    Co 

Fil^n    Webb    &    John- 


laaeny  C  G-l 

[Sn  Jj-I 
aiU  Joho-^ 
HayM  W  D-l  e 
Uendertoa  C  U-^ 
Hotcbkiii  T  D-f  c 
inien   Cbn»-.^ 
johnMoa  Jsa— t  c 
Joaes  J  B— 1  c 
Kannaab  John— 1  c 
Kend^ETIft  Co-I 


McKrouBb  Geo— I 
MoHnllen  F  E— I 
Malley  Jwnca-t 
Uara^  C   J-f 
Uillcr  C  F-l 
HDIcrlU-l 
Miller  If  R-l 
Moore  ft  Milla— f  c 
Uorwi  Fannie  A-l 

Unrpby  ft  Sir 

NMfie  lt_J—l 
PaTiour  Robl  S-f  c 
Pacock  J  L-l 
Reiblina  A  J  ft  Son  Ci 

Roblnaon  A-e 
RoEcri  A  N-e 
Sa«  J  L-l 

Sclilitter  Uo  A— f 
Srater  B  J-l 
Security  Abct  Co-I  c 
Smitb  A  V-i 
Slahlbrodl  Siiiera— f 

Steiu  G  W  ft  Son-f 
Siillnan  A  Stewait'-I 
Tnk.  C  W-c 


Tumbull  J  H-t 
Wall  W  H-l 
Ward  L  3  *  Ccf-f  1 
WcbD  Louis  W  F— f 
Whitbeck  L  H  4  Co-I 
Walfcrt  K  4  Bni-^ 
Wets  H  E  Co-f  e 
.WrirtlJ- 


',S^l 


O-lc 


B»ldwtaft,S*«ie-jle 


J.,nt,  N  Tl-t  1  c  , 
fconcy  ft  Bouton-f  I 
Lt-ii  W  G  4  Co-[ 
Lovic,  A  M-l  c 
Solb  Bro»-f 
SMfle  C  W~ 


Hlcki  Canla  C— f 

BOUSES  POINT 
HyoraJ  R-i 

SAG   BAKBOK 
Bate*  A-l         _ 
Brown  Artbor  T— c  f 
Corwtn  B  D— f  1 
Greene  W  C-f  1  e 


Barnor  G 
Sldfbl  C 


R-l 


ST.   JOHMSVILLB 
Lanpnan  C  P-f  I 
Sntberlaad  H  L-f  I  < 
SALAUANCA 

hI^  W  H  4  Co-fit 
Kammiie  Carl  A-t  I  < 
Klein  E  P  ft  Co-I  t 


HDl  P  A-f  I  e 

SANDY  CREEK 
Boot  Ed  S-H  c 
WaltBC*  H   L«ria-< 

SANDY  HILL 
Ambler  S  B-I  f 
Brown»m  W  H-l 


INSURANCE    AGENTS— NEW    VORK. 

PERCY  B.  DUTTON 


Foartli  Floor  Wilder  BuBdlnf 


ROCHESTER,  N.  Y. 


STATE  MANAGER 


Humboldt  Fire  Insurance  Co.  of  PKIsbursIi,  Pa. 
Teutonia  Fire  Insurance  Co.  of  PltUburgh,  Pa. 
Cooper  Fire  Insurance  Co.  of  Dayton,  Ohio. 

REPRESENTING  ALSO 
Pittsburch  Underwriters  Nortbwestem  Underwriters 

Milwaukee  Fire  Insurance  Co.  of  Milwaukee,  Wis. 

Ben  Franklin  Fire  Insurance  Co.  of  Plttsbursh,  Pa. 

National  Fire  Insurance.  Co.  of  nttsburgh.  Pa. 


aaaaU  C  U-t 
Cai  P  H— f  1  c 
[ifilU  ft  Sumrv—t 
IfcUren  L  R-1 
W  I  Locke  Co-I  I 

SARANAC  LAKE 
luriH  ft  Co-r 
tlcKtr  E  H— I 


SARATOGA 
M)^  E  O— f  I  c 
lanwcU  ft  SbackcUonl- 
f  1  e 

lovknd  O  V-f  1  c 
igcrsoU  W  S-t  I  e 
ilbud.   WUtc  ft  Co-^ 


eLoublln.  Ju  P—f  1  a 
cNnltT  JD-l 
oodi  ClarcDCe — 1 
sarins    B    H— t 
icldon  Jennie  8 — 1 1 
in  Dciuai  Henry— 1 1  • 
ID  VoTBt  ft  LaoBud-l 


iBuoel  Wm  H— f 
nesan  Ed«ai4— I 
cney   H  T-4  e 

Iti  lt>    - 


SCHEMECTADY 
fie    ft    CSbaaut— f  I  i 
idwick   Wn  A— t  1  e 
te  HeiWT  J-< 
tbam    P  B— 1 
»n  *  rtgta-A 
sn    H  2~t 
rrinn    Edward 
.1^  *   Co-f 
doer   C.H^C-I 
Igea.    Martin— I  c 
Tj  S  aSoD-de 
"A    H-f 
(sbury  ft  Co— I 

ree    A    V-(  c 

^a    P  C  ft  W  A 


Traai  W  C-c 

UiT  ft  Sod  Herman— f 

Van  Voatt  ft  Leonard— 


Yelvenoa  E  E— f 


SCHUYLESVIU.B 

la«inn   O   W-f 

&  Tiffi-I 


Giippcn  &  ' 
Kaban  P-t 
Leonard  U-l 
O'RtiUr  John-l 


n  Thoi  J-(  1  c 

GaT  ft  Son— f  I  e 
Harper  W  B^[  1  c 
HHtley  W  H-f 
Lathiop  R  F— (  1 
Macdonald  Broa-f  e 
Umer  J  T~i 
Pontiu  Geo  W-I 
Tenoant  P  E— 1  c 


SIDNEY 
Bartler  tl  A— 1 1  e 
Georcte  B  B-f  I  a 
Miller  A  H-f  I  O 
Nicholaa  C  E-i  1  a 
Pond™  S-I 
SpniQC  C  J— f  I  e 
Wanaer  F  Vf-t  1  e 

SEANEATBLBS 


WfUiamaon  G  B  ft  Co— 
f  Ic 

SOLVAY 
Richard!  Chaa— e 

SO.    GLEN   FAIX3 


BOITTHAUFTON 
Edwarda  A-4 
Harlow  Chaa-t  1  0 
Havena  U  R-f  c 
HoweU  e  B— f  I 
Oibome   A  S— t  1  o 
Payne   C  A-l 
PieraoaJ  H-J  e 
Smitb   R  £-f 

SOUTHOLD 
D;cker»on  A  T— 1 
Folk  A  A-f  1  c 
Tmy  W   H— f  ] 

SPRINGVILLE 
Keree  J  W-f 
Rernalda  G  E-f  I  e 
Spalding  H  P-f  1  e 

STAPLETON 
Anderwrn  ft  Flaka— 1 1  < 
Bartb  GaaUTC— 1  1  « 
CoraeU  D  T-f  c 


SYRACUSE 

A^oyd  &  Day  Co— f 
Ban  Stanley^ 
BaEer  ft  Knapp  Co— f  1  C 
Baker  L  S-f  1  c 
Berry  G«>  A— f 
Bowes  ft  PeiTT — I  o 
Bard  D-^ 
B^ngtoo  Geo  T— f 
Brockarni  C  T— I 
BrowMlI  Wm   N   A   ft 

Co-f 
Buler  J  E-1 

Congdnn  C   S-f 
Coopei   D   B-1 


Coopc 


:    C-f 


Ellis  E   E-f 

Fuller  Frank  L 
Calpbin  G  W-I 
^,„—    ^   n    . 

Sree 
I 
if  adler  u  f— i 
Hala  Frank  H-l 
Herrick  O  B-t 
Row*  E  U-l 

JOBI        -     "         ■        - 

Xld. 

Kliaa  J  P-l  e 


n  S  G-l 


liefer  I  M-1 

Uiller  Jaa-I 

Uurphy  ft  Steinblcker— < 

Kash  ;   J-f 

Norlhnip  M  H  Co-f  1  c 

Schrum  E  A-c 

Smith  S  F  ft  Son  (Slu- 

lev  G)-f  c 
Spring   T   D-1 
Stepheni  &  DurttOB— f 
Sjtacuie  Fire  OfEce-l 
Tanner    &    Wadswoflh-c 
T*nnant  A  &  C  H-l 
TTue  R  B  4  Cc— 1 
Turner  R   C-f  I 
Tutlle  Roben  R— t 
WalBh  Mary- i 
Wation  B  E-1  e 
While  ft  Bond-e 
Wliilc  S  Drtiri!-! 
Whitney  C  F— t 
Wight  R  E  ft  Son-I 
Wi'ion  L  A-l 
Woodworth  A  T  ft  Co— t 
Young  Ceo-f 

TARRYTOWN 
Abbott  ft   Randolph— f  e 
AldHdge  W  H-f 
Arcolarloa  D  G-l 
Biahop  ft  Reynolda— I  e 
Free  H  L-t  c 
Griffin  De  Loa-t 
Hoctor  John  F— f 
Lotb  Carl  C-^  c 
Uartlo  George  B— I 


TICONDEROGA 


Mead  LeroT  R— (  1  c 
Murphy  W  F-! 
Weed  &  Buildgh-f 

TONAWANDA 
Crown  A  H— f  1  e 
DaTie*  E  H  ft  Co-t  1  e 
BtuBphrc]'  ft  Vaader- 

nort-f  1  c 
Lindaay  Saml  B-( 


onawi 


ida  Underwriteri 
W  1—! 


INSURANCE  AGENTS— NEW  YORK. 


N.  Y.— C«i, 

TOITENVILU 
Bobn  JobD  P-1 
Fiiher  &  Walter-f 

Jinni^  W  K-t 
MeMenonir  B— I 


Potter  W  b-l 
R>Tle  H-l 
SpAcht  J  W-l 
Vuuiww  P  U-1 
Wllliunt  BcnJ-l 


TROY 
BAwW  V-I 
Belmin  JoKpli  I 

Bttob  Pltrick— 1 
Coffer   fli    UcDoniwu— I 
Comeaky  A  tLoritr—l 
Dt  Looa  K— t 
Draper  S  Hinliu— ( 
Bsw  U  E  JTCo-f 
nooman  H  A— f 
Ge«t  Gilbot  Jr  A  Co-f 
Harrington  A  W  H  Jt^f 
HndMn  ft  Thomaioi    I 
^M  J  S-t 
KenDcdr.  Wilbor  ft  Co 

tChilock  A  G-f 
Knox  &  Mead— f  1  c 
Hacdonald  A  Co— I 
McCarty  C   E-f 
McC»n(iT  Geo  H-1  e 
McDdTiaTd  F  C— 1 

Mo(*y  F  C— 1 
Morphy  F— ! 
Nichol»  *  Bradley— I 
Pattiicn  Ed— t 
Phelpi  W— 1 
SmdE  r.  F— I 


amea  A  W-f 
.Icily  ft  Dolao— f 
Keniu  E  F  ft  J  S-f  < 
Kligee  H  A~f 
LioSk  A  A-i  c 
Maynaid  Wm  E— f 
McGarrity  la*  B— I  e 
McInerowT-[   I 
Miller  Geo  W-1 
Pike  E  E— f 
Porter  H  B-l 
Poat  A  W-f 
Shaw  Wn  R-l 
Smith  Wilbur  B-( 
Staley  H  I^( 
TbomMB,    Rlcbarda    ft 

Tbom  Chi*  H-l 
■nbWti  W  A-f 
-urbull  J  H  ft  J  M-l 


WALDEN 
neckerW  G-1 

iJ^r  ^H  Ca-t  1  e 
Miller  Thco— f  I  e 
Snydtr  ft  Abnni— 4 

WALTON 
Blue*  Jamea  E— 1 
Dana,  Dnmand  ft  Co-I 
GUdttone  W  I>-4  1  c 
Mirrin  H  F-(  1  c 
McLean  D  Br-4 

r\titB  H  S-fl  0 
RoUiuon  H  U-l 

WAPPINGER 


Woodcock  DC-1 

TRUKANSBURG 
Utocy  W  D-(  1  e 
Noble  O  G-t 
WimaBuon  M  T-t  1  « 


UNION  SPRINGS 
FeekhaiB  Jaaea  tl—t 
SeekeU  Arthnr  M— 1  I 

UTICA. 

Abrvmi  D  J-1 
Adam*  JnHa  A-1 
Arttanr  t  I^f 
Baechle-Dark  Co-t 
BasB  Egbert  &  Co-f  I 

Bore  C-I  I 

Brown  ft  Hopaon — f 
BMler  W  S-1  c 
Cirr  F  J-I 
Chue  C  C-c 
CUrk  B  A  ft  Soo-< 
Clarke  W  H-l 


Dnssaa  ft  Pittca— I 

fShI  i  Co-f  c 
Floyd  W  Harry-f  1  c 
Frey  C  P-l  e 
Geer  Gilea-f 
GlOTcr  F-1 
Gomph  Joha  F-1 


WARRENSBURG 

Reanx  Looia  B— e 
Tbomai  ft  Reamc— f  c 

WARSAW 
Ftiher  A  W-l 
Gtll  ft  Watker-1  1 

McCmineTl  W  R^  1  c 
Smitfa  John  W-f 
WebatO'  ft  Lamberaott- 
{  1 

WARWICK 
Colwell  E  S-f  1  c 
Hawkln*  Ira-f 
Sanford  F  V-I 
Sanford  J  W-f  c 
"n  Duier  W  W-l  I  e 

WATERFORD 
Bamfitbcr  ft  Co— t 
Hull  S  C  ft  Co-f  I  0 
nennla  Wm  A-f  1  c 
Kelly  TaniM  A-) 


Powell   U  C  i  SoB-f 


Rodme  Geo  F-l  t 
Carroll  J-1 
DowdcB  E— f 


JobnioD  Luke— 1 
Kuoey  Orlia— f 


WATERTOWN 

irde  A  E-^ 
-.-own  Ceo  N-(  c 
DeCant  ft  Matlbew>-f  1 1 
Flummerlell  J    A-1 
Goodale  Henry  D-f  1  c 
bine  Omar  A— I 
MaBher   E  G-t  e 
Ogabury  WD-{ 
Pawlins  ft  Owana— f 
'nver  ft  Peck-f  1  c 

lepard  W  J-f 


Goodwin  ft   Ra»-t 
Kins  H  M-f 
Lofttu  W   H-^ 
Race  W  I^  e 
Sdiibary  AC-] 

WATERVLIET 
Ball  John-f 

Em"*" E  a  Co-*  I 
Gleaaon  ft  Co  J  U-f  I 


Hiwea  ft  Son— I 
Pellet  W  U-f  I  c 
Velier  Ceo-I 

WAVERLY 
Hoagland  Chas  O-t  c 
Laos  A  L  ft  Co— f 
T.yford  F  E  ft  Co-f  e 
Maxwell    Fred-1 
Munn  F  E-f  c 
Nijt   W  T-1 
Sawyer  F  A—* 
Shear  John  C-4 
Smith  E  A— 1 
TilEon  Edaon  A— I  1  e 

WELLSVILLE 
Halaty  A  I-f  c 
Hanki  B  Panl-f  1  e 
Hankii  S  P-M  e 
O'Connor  Thoa 
Opp  Wn-f  c 

WEST  BRIGHTON 
Lynch  John   A-f  c 
Rouke  James  T-f  e 
Smith  John  F-f  c 
Vretland  C  S-f 


WHITEHALL 
Baacom  W  F-t  I 
Doreoi' Jaa  SoB*-f  I 
Doren  Fred  C-I  c 
Edmond*  John  T— t 

WHITE  PLAINS 
Carpenter  Bca)  J— I 
Carpenter  Enieal— f 
Cooley  Cfaai  E— (  c 
Cooley  ft  Weat-f 
Fonl  W  W-f  c 
Ropkina  E  T— f 
Hueatia  W  H-f  I  e 
Hont  Dl«ld— f 
Irving  Ryan-f 
Lerlneai  darence — f 
Head  Joseph   H— f 
Rotledge   Kichard— f 
SwceneylohD  R— f 
Tiblnti  V  B  ft  Co-f  I  t 
—     aft  GrifBn-f 

cheater      Land     Ei- 

WriS't'^ft  a' G-f 


Roe  Edwin  P-f 
Towosend  4  Knob-f  c 
Wctteraner  Henry— f 

WILLIHK 
Germaeir  Ceo  A— f 
^ne*  W  D 
TuVti  ft  Pierce 
Petiona  F  S  ft  Co 


WOLCOTT 
Berler  Fred-I 
Brown  S  T— 4  1  e 
Clapper  William-f  I 
Comwcn  B  J— 1 
Kenn  Uerritt-f 
GiaTei  G  P-l  I  c 
Roc  Wfltlan-f  1 
Walker  C   J-* 


Brady  Broa— 1 
BreiUtack  ft  C 


Ganl  ft  Bell-f 
Hdnricha  T  R— <  I  c 
lenkina  ]  Foster— f  I  c 
Tohnaon   Frank   Edgar-I 
Kipp  Aufuato*— f 
Kline  A^ 

Lambertaoa  Royal  E-i 
-      bertaoB-Slenetii     C^ 

i 

Leailck  M  T-f 
Mayer  U-i 
N^man  C  W-f  c 


WE8TPIELD 
Brown  R  F-I  c 
Filvay  D  K-f  1  c 
Cibb-  G  G— f  I 
La   Due  Jerome-f   e 
Ottiway  ft  HuiMon-f 
rrendirgaat     &     Irona- 


Smith  F  A-f 
SutUrd  B  E-f 
Sweeney  Joa— f 
Tboation    Broa— f 
Ulrieh  C  F  ft  W  H-' 
Waring   Oacar    B-f 
Wendelkcn  I  H-l 
Whelao  James  P-f 

YOUNGSTOWN 
Johnson  Fellieo  C— f  1 
Towil    P   S-f 
Wcllnian  M  G-f  1  e 


INSUBAKCE  AGENTS-NORTH  CAROLINA. 


NORTH    CAROLINA 


ROBERT  W.  MURRAY 


Oreensboro  National  Bank  Bulldlne 


QREENSBORO,  N.  C. 


Gemtan   American,  N.  V.,  Phoenix  of  Hartford,   Queen,   Springfield   P.  &  H., 

New  Hampshire,      Pennsylvania,     Niagara,     Westchester,     Atlas,  Bug-, 

Providence- Washington,  Piddity  &  Casualty  Company,  New  York. 

QenenU  Afmt  Ualt«d  SUtea  Fidelity  &  atianuity  Co.,  Baltimore. 


ASBEVILLB 
.Hod,  B»l>ft  Co-fll 
lodiet  «  HItchcU-l 
shiiMMi  Harold-I 
jmb«ler  E  B-l 
■  Bube  Uiwk  A  CUUt 
Co-t  e 
mGco  G-1  c 
t«r«  F  P-1 
[cKemlck  Rc^tr  Co-t 
orphT  Wd  B-I 


ichiina  I,  ft  T  Co-I 


BURLINGTON 
Tight  J  P-f  I  c 
dmoot  Triut  Co-f  Ic 
irp  W  E-(  I 

CHABLOTTE 
•ott  F  C  ft  Co-f  1  c 
una  C  C-r 
■ander    F  D-f 
:r!caTi  TruM  Co— 1 1  c 
nett  B  W-1  c 
m  W— 1 
■m  ft   Co-t 
t  C  N  G  Co— f  c 
ton  G  T-c 
,y,n»  Realty  Co-t 
an   C   M-f 
lone   Rcaltr  ft  TnM 

irane  R  E-f  I  o 
■am    A— f 
am  A  a  Son— f 
ihton    T  H-f 
Irraoo     J    Aitbor    ft 

irraoaj  A  ft  Bro— f 
rtitoo    TH-f_ 
htnaoa   E  N— t 
ler   E    ly~t 
■c  R  r*  ft  Co-( 


Rom  BwtUi^-f 
Soodicrn    R    E,    L   ft    T 

Co-f 
Tndtn  Land  Co— f 
UnioD  Loin  ft  Rtaltr  C< 

wikiB«aa  W  C  ft  Co- 


CLINTON 
Bctbone  ft  Stoirt— t  c 
Cnlbrcth  D  A— f  I  o 
HIdm  H  J-I 
Hnblwrd  R  H   Si^-f  c 
MeKiimon    Bo«ard-1 
Pctoioa  W  F— I 

CONCORD 
HcBdrlx  Jbo  H-f 
Cititenm   Bank    ft    Tm 

Co-f  1  c 
Uiller  ;ohn-l 


Johnwn   Alf-t 
Linrtwr  W  C-l  I 
McCtbr  W  H-l 
Smith  Jooii.5  H-l 
SouihjEic  J  &  Son-(  e 
Sparger   S    W-1 
Tlif      Grinwold      loL      ft 
Rp.l  Esiilc  Co-t  1  c 

EDENTON 
Bond  F  M— f  1  c 
Caffield  C  W— ( 
Cone  Geo  H-l 
HarreU   Bir1o«-1 
Harrl*  G»  B— 1 
McMullan  J  R-l 
Pri»ott  H  C  ft  Bra— t 
Rea  J  K  ft  Son-[  1 
Tuttic  R  F— f 
Wliite  A  I^-l 
Wood,  Cokt  &  BcrrrinaB 

Wood  ft  R«-f 

BUZABETH  CTTY 
Culpepper,     GriSa,     Old 

ft^frice  Co-f  1  0 
Fearing  B  B  ft  Co— f  e 
'  net  N  A  Reahr  Co~f 

ittle  ft  SawT*r-(  I  c 


Old  L  E-C 
Pitker  J  T-l 
Parka-  H  R  Jf— 1 
Sanderlin  M  I^-l 
Scott   G   H-f 
Watlaca  H  F-l 
Wilcox  1-1 
WflaoaT  B-4 

ENPI2LD 
Britt  R  B~f 

BritI  Wilkinion-f 
aement  W  T-1 
Petwajr  p  O— f 


FAYETTEVILLE 


McRufflf  n  I-l  r_ 
McDuffic.  John  J— I 
McFadytn  H  O— 1 
McRac   S    H    S  Co-f 


NTON 
■rkler  D  E-f  1  c 

.     ft  Cooke-t 
ihell  J  1^1 


te 


Willi*  R  B-f 

GASTOKIA 
FariaoDx.  T  H-l 
Gaatonia  loa  ft  Realty  Co 

Guton  Lou  ft  Trutt  Co 


GOLDSBORO 
Bain  Edinr  H— t  1  e 
Baldwin  K  1^1 


Paulkener  A  W-f 
Goldiboro  Ini   ft  Realtj 

Co-f  1  0 
HoiiVhrc*  H  U— 1 
UcGee  Thoi-l 
Uortaa  A  R— I 
Parker  H  B  Ji^-f  1 

GREENSBORO 
Block  H  E-1 
Carolina  R*al  Eftate  ft 

In*cMnienl  Co — t  e 
Cut  O  W  ft  Co  Ine-f 

Clan  W  S-f  1  e 
ForbU  J  W-1 
Greensboro   Loio    ft 

Tratt  Co— f  I  e 
Harriaon  J  C— I 
Hewell  S  H-l 
Herrlmon  W  B  ft  Co-f 

Miller  ft  UcBane-f  1  c 
Moore  C  E-l 
MnrraT  R  W-f  c 
Soothem   Greeniboro  R 

E  ft  Tr  Co-f  I 
SoDtbern  Real  Bitate  Co 


Walata  Ascnn  I  H— f 
Wllliaoiaon  C  J-1 
WinalDW  T  H-l 

GREENVn.LE 
WL-t  I  e 
Brw-f  I  c 


Moaeler  1 
Wbitell 


HENDERSON 
Citiiena*  Bank.  Inanruce 

Departnent-f  1 
Fbicb  E  G-^ 
Henderaon  Loan  ft   Real 

Estate  Co— f  1 
PeiTj  HeniT— f  1  c 
HENDERSONVILLE 
Ewbenk  &  Ewbank-f  1  c 
Ray, ft  Jordan— I 


r  Co-I 


/aldrop  J . 

/ante-Ca  Trust  ft  Bank- 
ing Co-f  1  e 

/ilfiams  J-I 


INSURANCE  AGENTS-NORTH  CAROLINA. 


N.C.— Coo. 

HICKORY 
CunpteO   Ini    t    Reilt]' 

Co-f  1  e 
Clinard  F  A-^ 
atnard  ft  ^wlf*  ' 
Balthcock  Gto  £—1 
Hdthcoek  John  E_f 
Hlckorr     Innmnce     ft 

RMltT  Co-f  1  c 


JONESBORO 
BwhlarS  H-t  1  c 
KING'S    MOUNTAIN 
CuDDbcU  E  I^-f 
UcSniili  ft  Hwuiliia— f 
S[UTov  T  H-f 

KINSTON 


Crawford  P  B-l 


a  Ini  ft  Rcallr  Cs 


ibarr  J' 
DDlrec  E 


C-l 

C-i 


I^  GRANGE 
D.vi»  C  P-H^  „,    ,  , 
Hadler  Geo  B  W— f  I 

Sunton  rW-l  I 
Wiltcn  J  P-f  1 
Wilten  U  L-l 

LBNOIB 

Hill  I  G-t  1  c 

LenoGr  Realtr  ft  Im  Co 


LEXINGTON 
CrsTen  B— f  1  c 
Dniitea  Ini  ft  T.   Co 

iDO-f 

MendoitiBll  W  B-t  I  < 
Monuutlc  G  W— 1 1  c 
RsdcHfl  H  S-l 

LILLINGTON 
FuKiMj  J  N-f  1  c 
NiTson  M  G-f 
Spear*  H  T— f 

LINCOLNTON 
CtiMcr  R  E— f  I 
Uncolnton  lu  ft  RealO 

Siginen  Ids  ft  Bealtr  Co 

"■*  LITTLETON 
Alalon  T  C— f 
Bairuon  T  N— f  I  c 

SproU  W  B-f  e 

LOUISBURG 
Ann  R  G-C 
BaDiT  Wm-f 


Tavlor  R  F-H 
TnriMr  J  AM 
WUder  Tboa  B-l  I  c 

LUUBERTON 
Barter  A  J-I 
Caldwell  A   P  ft  Co-fl 
Hamilton  H  S— f 
HcAllirtcr   ft    UcAlUatar 

-f 
McLean  HedoiM 
NoncBt  Dt  T  Ar-l 
Puc  E  E-l 
supper  B  C~I 
Willbutia  Q  T— f  c 


MONROE 

Gordoa  Ina  ft 

Co~f  1  e 
Uonroc    loi     ft    InvlM- 

tncBi  Co-f  I 
Redfeni  N  H-f 
'■aTiDsi    Loan    ft    Tnut 

Co-4  1  c 

HORGANTOH 


Hlldn-brand  M  P— I 
Mairfield  ft  Hoffmat-    - 
MornDton  Ina  ft  Real^ 

Co-f  1  c 
Mumford  E  F— 1 
Peanon  John  H-f 

MOUNT  AIRV 
Granite    Citr    Realty    ft 

Inn  Co-f  1  c 
Hinea  J  F-f  1  e 
Spanet  Geo  W  ft  Co— 

Srdnor  W  G-t  I  c 

HEW  BERN 

Bsrrinpon   \V   D-1 
Biihop  &  CUypool-f 
Brran  W  P  U-f 

Dill  Lou-f  I 
Henderion  Geora^— I 
Ive,  J  r-1 

MnrUn   C  C-l 
Nicoll  Geo— f  I 
KigS'   E  N— I 
STnellwood  S  W-^ 
Stilh  C  H— t 
Street  Mis*  N  P-f  e 


Duncan  J  A— 1 
DwfcT  C  K-< 
Dorham  WalleiM 
Fort  ft  Hithtowei^ 
Grlmaa  ft  VM*-4 
Gntbris  R«T  I  O-^ 
Hay  Oacu— f 
Har  T  T  ft  Bro-(  I  • 
Honter  Carr  J-f  1 
HoBter  ft  Drawer  C^- 


Eakndn  A  R— f 


RANDELHAH 

idte  J  E-l 

Cole  Ins  ft  Realty  Co— 

Ferrcll  R  G— f 
Iv„  J  A-1 
Pickard  W  H— f 

REIDSVILLB 
_.jle  J  N-f  I 
HoSne*  John  D— f  e 
""■■iville   Ini   &  Realty 


ROCKY  MOUNT 
BwDctt  Geo  T— f  I  c 
Horaa  J  L  Jr-l 
Unffinet  B  L-f  1  c 
lonea  Feter-1 
Laeo*  Geo  . 


SCOTLAND  NECK 
Alexander  I  H-^  I  C 
Altibrook  Bernard— ( 
Billiard   E    E— I 
roacT  Will  H-f  1 
shields  ft  mn-t 

SHELBY 
Bamett  T  K— I 

■an  ft  WatUnm-i 

i«  A  P    ' 
Mmn  S  J — f 
MDIcr  A  C-( 
Shelby  Inv  ft  Realty  Co 
Webb  Carl  R— 1 
Wilaon  H    D— t  1 
C  J-1 


SOUTHPORT 
Daniels  D  O— {  1 
Pyke  W  H-f  I  c 
" ,  E  B— f  1 

SPENCER 
Doraetl  J    K-f 
Lampktn  F  M-f  I  e 
Pethel  W   D-« 
WacboTia  Loan   ft  Tnnt 
Co-f 

STATESVILLS 
CaritOB  P  C-f 
GaHher  E  C-(  1  e 
Sloan  W  E^ 
Sutcnille  Loan  ft  TtMl 
Co-f  Ic 

R  V-1 

"-•  Realty  ft 
Co-f  1« 


OXFORD 
GraoTilte  Real  EaUla  ft 

Truit  Co— f  I  c 
Lyon  W  T-f  1 
RoOer  J  R  ft  Son  Co— f 

PITTSBORO 
Brook*  W  E-f  1 
fiynttD  A  H— < 
Coble  H  I'-l 
London  A  H— t 
LoadoB  H  A— f 
London  H  M-1 

PLYMOUTH 
Aiabon  W  F-t  1  s 

RALEIGH 

BoaabanjD-l 
Broi^toa    J    M    ft    Co 

CaroUu  Tntt  Co-f 


haipc  H 
lieStsK 


ROXBORO 
Carrer  P  O  ft  Co— f 
SatteT6eld  S  P  So* 
Wilaon  C  T  Co-f  1  e 


Edwarda  M  1,-f 
Erwin  O  C-l 
Gallert  S— c 
Grayaon  A  I^-f  « 
Morrow  D  P— f 
Rutherfordton    Real    Ei- 

Tanner  C  P— f 


Sprinkle  T  S— 1 

SALISBURY 
Adama  C   C  ft  Co-f 
Bailey  G  H-l 
Brown  J  Allcn-f  :  c 
Bosby  ;  L  ft  Co— f 
Crawtord  R  I^-f  1 
Lend  ft  Hobaon— t 
HeCobblna  ft   Harraaon 
-f  I  e 

Harah  T  B-f 


TARBORO 
Carter  ft  Stalling* 
ChcBbite  ft   Penniocton 
Gotten  J  W-f  I 
Curtla  ft  CheAire— f 
Dancy  F  I^-I 
Foihes  J  W-1  1 
GaaUll  J  R— f 
Kimbell  J  C— 1  „  . 

Orrcn     Willfanu,     Wad- 
dell  ft  Co-f  I  c 
Pender  F  H-) 
Wilklnaon  G  A-f  1  c 

WADESBORO 
Anton  Real  Enate  ft  b- 
Har«ba]l  ft  Little-f  t  c 
UcGreK°i  D  A-f  1 
Steal  W  Lcak-i  1 

WAKE  FOREST 
Hotdin«  T  E-f 
Reid  Hlsa  L  Rnby^-f 
Raid  Mra   H-f 

WARRENTOWN 
Mkob  Hal  T-r  t  c 
Watson  N  T~t  1 


W  D-f 

Myers  J  ft  P  B-t 
Parker  C  D-l  I  e 
Perry  D  I,-! 
PUlIlp*  Geo  A— t  c 


INSURANCE  AGENTS-NORTH  DAKOTA. 


WILUAllSTON 
lirlonj  K  B-l  I  c 
Mnll  Alwonl  S-f  I 


[Mts  J  Vi 

[rflljF  T  O 

mitba  L 


Mens  J  Van  B-4 1 


WILSON 
BankaW  L-l 
BuiM*  E  T  *  Co-f  c 
Blount  C  E— 1 
Brown  H  D— 1 
a«rk  ft  Dtrden— I  C 
Cobb  ft  Rabcitt-4 
Corrdl  Jobn— 1 
Dcau  Eraeit— f  I  c 
Ftnon  U  B-l 


WnKin  Idi  ft  ReitV  0> 


WINSTON-SALEM 
leuat  I  C-f  I  o 
hinn  LS-(  1 


FoHi  H  W-4  e 
Follm  Co  The-I  1 
Gilloway  &  JtnUL 
Gnr  Eugene  E-I 


&   Ins  Co— f  1  c 

Ic,l,„-,n  C  E-f 
L.nthBcl.  JA-i 
Monty  RTI-f 
OlitJen  W  L-l 
Sr-.iuEli  II  W— f 
SL>tinkLe  T  S-1 
Tudor  Geo  C-1 
W,ill(Pt  Ralph— f 
W.:m;.i.h  John  L-i 


1  c 


WinsK 


n    W  ,« 


.  Aaen 


g  John  G— r  I 


NORTH    DAKOTA 


iBERCKOUBIE 
B  H  I-f 
e  O  N-f 
dk  G  H 

BATHGATE 

ite    Stale    Bta^J 

W  J-( 
19  Sun  B*ak 

T5MARCK 
-  D  E-l 
P  E-(  1  c 
1  Fred-f 
Bros— f  c 


Ui" 


M— f  1 

-f    I    G 

;ST01VN 


Dfckliuaa  AbMnet  ft 

Real  Eatat^-f 
ET«reR   Real   Eatata  ft 
_Loan  Co— t 
Harnett  A^-f 
HflTroni  Cmreot— t 
JobnMm  ft  Co  R  H— f 

ELLENDALB 
Gear  Da  E-f 
Graham  F  I— I 
Peek  H  C-t 
Sefton  Tbot^  I  e 
Stomb  G  D-f 
Wd*  Geo  T-f 


FARGO 
Amerland  H-1 
Anbeir  &  Rupert— {  I  c 
Baker  Tboi  Jr  A  Co-4 

Blakemorc  R  B— 1 
Carpenter  H  G— f 
Carpenter  J  D— 1 
Door  lamea— I  c 
Poiter  Geo  I-< 
HUcber  Bro»~c 
Hathinv  A  N-l 
Rilpatiicli  W  EM 


GRAND    FORKS 


Kdlar  H  E 


Sbipin  O  H-f 
SwarSout  E  R-f 

HILLSBORO 
Carter  I  K-*  e^ 
Goodman  Fred  1^  1  c 
Kaldor  Thea— I 
TjfhuM  Jobn  E— 1 
Nonnan  H   H-i 
Swiea  E  Y-t  1  e 


JAMESTOWN 
Benich   John— f  c 
Curry  Jobn  T-1 
Hemml  J  U-f 
UarvhT  A  J-f 
Uorpb;  MMaet-f 
Seller  Oacar  J— f  I  e 


LAKOTA 
Balrd  T  J-te 
Burlinganie  J  G— 1 
Freegord  A  L— f 
Frich  A  KellcT— f 
KelloSB  Geo  A— 4 
McUuter  f  H  C-1  • 
Rabdera,  MerrlM  ft  R 

leT~l  e 
Root  F  P-f 
Sandlle  P  E-l 
Sheet!  A   E— f  c 
Weho  A  C-f  c 

LANGDON 

Mlett  H  D— f  c 
Burke  T  E-i  1 
Laldlaw  W  A-I 
MOne  J  D-( 
Sheehan   Tphn-f 
Smith  F  E— I 
~      ipKin  O  E-( 
aW  F-t 


Em.ChaaS-f  1e 
ffickleCO-f 
Korllo  Alfred  M-l 
Lueai  E  C^f 
RoorbB  Frank  M— f 
Ronrke  P  H-* 
Tbomaa  F  S— f 
WiUiamaon  W  Ir-f 


MANDAN 
Car?  L  N  A  Co-f  1  e 
Coonollr  Lonia— f  1 
EIKi  C  V-f  1  c 
Gilbrtalta  J  R— t  1 
Heia  Joaeph  P-1  e 
Uandan  Loan  ft  iBTei 

tnent  Co— f 
RoTcr  L  5-1 
Wilder  Frank-f 


GimndiD  It  Edmrda— f  C 
Grolh  B  S-f  e 
Grotb  K  S— f  c 


MILNOR 
Eaatman  A  W-( 

Lewia  E  C-(  1 
Sem  O  S-f 
Van  F  W-f  e 


Connor*  F  j— f 
McGloreh  Johs-t  1 
Phdna  j  o-l  c 
Titoi  MS-f 

PARK    RIVER 
Bank  of  Park  Siier-f  e 
Farmer*  Security  Bank- 
First  Natlonil  Bank— f  c 
Lord  F  C— 1 
HacKay  D  G-f 
Myerajoel— f 
Smitb-Peterim  E— f 
Whitefield  H  D-J 
Yotur  Geo  W— f 


I.  Gueltni  &  Gr*- 


PeteruHi  S  E— f 
Taylor  E  A-f 


c-138 
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TOWNER 
-I  Ic 
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Holmi 


VALLEY  CITY 
Boyd  M   I-f 
auk  D  W-f 


(.OOP  Wall 
Eitley  J  P 
Gndr  Jam 

Lund  Chw 


SecorWC-flc 
Secor  &  Seeor— f  1  e 
Simou  Taho— t 
Smith  T  W-l 
Smith   Vf  W-f 
Slull  Jmmei~l 
Tenny  A  H 


WAHPETOH 

Bwbcr  Kobcn  T-<  1  c 
Cvtct  W  l^-f 
Pinuvorth  W  A-1 
R«eder  J  P-(  1 
RiDk  C  W-f 
Sehncllcr  Pnok  B— f 
Schulcr  Bro^-I 


OHIO 


Gr.^W. 


r,j-^. 


GBIVBBAL    AGENT 
rirst  National  Dank  Dulldtnt,  CInolnnaU,  O. 

attitrml  Agtnt  f»r  HamUtu*  OsuMty,   O. 

SPRING  GARDEII,  PHIL*.        TEUTONIA  OF  OHIO        OLOBE  k  RUTOEHS,  N.  V. 


Gmtrat   Agent  Stmta 


INSURANCE  UNDERWRITERS,  PHILA. 
NATIONAL  LUMBER,  N.  Y. 


of  OhUi 

STUYVESANT,  N.  Y. 

Sprinkled  RUkt  and  Surplus  Linn 


Pretident  NATIONAL  INSURANCE  CO.  ftf  Cincinnati,  0. 


ADA 

^£Sett  SXt-t  1  e 
HcCoppio  E  B-i  1  c 
Tobiu  N  W-t 

AKRON 
AmtT  Louii — I 
Auien  A  Ormsbj'— c 
Btchie]  J  ^-f 
BloomfieldJ  C-f  I  c 
Bock  P  P  «  Co-f  d 
OrownlFM  H  R— 1  i; 
BroiuE  &  Shrefllcr— f  1 
Bnincr  -  Goodbuc-Cnc 

Cn-(  I    i: 
Butlct  CbBS  E— I 
tflitts  &  WorkmjTi  -f 
Doyle  D  A-e 


Fcuchltr  Henry- 
Pitch  W  W-l 
G«ll  G  L  H-1 


Herlwrich  A  Co—!  1  c 
Boll  Hilet-1 
HoTt  O  A-t 
In/oe  Wm  H-1 
Iredfll  B  S-f  c   . 

keadig  h  VV— J 
KnlTke  Inliiii-f  I 
Lickey  G  O— I 
Mclntoih   Biun  Co  Thi 
-f  I  c 

uflh  E  P-^ 
Morse  E  E-1 


Piliner  A  R— i 


ill  Philip  B-c 

Mcb  P  T-f 

»x   &  Wilcox-f 

ALLIANCE 
•tTODK  Bn«-f  1  e 

^  A  M-f 

ConioUdited  Rultr  Co— 

Pordinc  G  W-1  c 
Galbreith  Hancock  Age 

Co-f  1  e 
McConnell  J  I^-(  I  c 
McGin  Chii— f  1   c 
Urera  O  P— f  I  c 
Reichard  B  F-f  I 
Speidel  E  P-f  1  c 
Thoniia  O  C— I  1  0 
Winamaker  Hiaa  Lulti— 


ASHLAND 
Arnold  S  L  ft  Son— f  e 
Brubtker    D— f 


Miller  A  S-f  1  e 
Slom  J  Camer— 1 
Urie  E  W-l  e 

ASHTABULA 


CmUc  R  H-f 
Ctevcland  O  R— f 
Cole  E  V-l  c 
Gape  Wn-{ 
"mtr  Albert-4  c 
-jvA  H  B-f 
tacqna  C  W-f  c 


iacquc 
Leotj 


C-l 


-^ ogham  S  J— I 

Bc«d  Jiniti — I  e 
Savage  C  W-l 
Scorill*  W  E-1  e 
Seymonr  J  U— f  c 
Walrotu  1  W-f  e 
*T  A-(  c 


ATHENS 
Cameron  Broa— f  1  c 
Hanlng  H  H— {  1  e 
Ijwrenee  ft  Bean— f 
Hurpby    O    B    ft   Si 


Kaufman  S  F— I 
HUler  W  P-1 
SnttoB  L  L-f  1 

BARBESTON 
HolllDger  The  Co— f  1  c 
Tahntton  W  A-i  1  c 
Ljan  ;  A-I 

UcNamara  John  ft  Son— 

HHchdl  W  S~f 
Uoore  A  A-f 
Morton  W  A-f  e 
St  John  G  W-f  1  e 
StDtaldreher  A  P-f  I  c 

BARNESVILLB 
Cbappell  A  Co-t  I  c 
Dcwees  Elwood— f  c 
Foreman  S  S— I  1  e 
Greta  W  S-f 
Heiini  Herbert-I 
Hunt  Fred— I 
Laaihlin  A  W-f 


W-f  1  e 

White  J  W-f 

BBLLAIRB 
fiickerton  T  S-f 
Cooper  D  W-e 
CoT&tt  Jamea-t  1  e 
Cowen  ft  Co— f  1  c 

Eiikan  Lee-l 
Gow  John  R— f  c 
Herman  R  W-l 

KmpBrt*lS^C-f  1 
Linard  Jai  l^-t  1  c 
HiUican  Wm— f 
Steser  John  i  S«-t  I  e 
Winrinion  H  B-f 
Workman  ft  9chnnH-f  1 

B  ELLEFO  NT  AI NE 
Alkin  John  P— 1  I  c 
Allen  C^  H— 1 
Arnold  Fred  W— f  I  c 
Btldwln  J  F-1 


Campbel 


S  K-f 


Cbeerer  Mary  A-f 
Cole  P  P-1  e 
Corbett  4  Smith— I  1  c 
Hamilton  E  H-< 
Hay*.  H  C-l  e 
Inikeep  John  D— f 
Lane  Co  The  C  L-f  1 1 
Mone  W  L-1 
Newen  H  H-t 
Southard  S  J— c 
Tbomai  Hector  N— t  c 
Tremain  R  P-f  1 


Cloae  ft  Oehm— f  I  c 
Cook  C  C-t  G 
Ende  Gnat— f  I  c 
Friedler  G  W— f  I  t 
GroH  Martin- f 


ddlno-f 
hi  Bn»-{) 


INSURANCE  AGENTS-OHIO. 


CBLINA 
BiDoklian  &  HvUa-f 
Dp«—  P  F— I  ■ 


JivR  I  Gittumt-t  I  c 
'hnuh  EirMc 
'Htm  J  B  ft  Sos-i  « 
load  Comtj  lu  Ajcy 

Miktr  C  D-l 

BStDGEFOKT 

loti  Geo  H-t  c 

BRILUANT 

idle  C  L-(  I 

BRTAN 

cbtea  Bnw— ( 


CANAL  DOVER 
BakCT  C  F— fc 

KoniH  It  Btrton— f 
Horn  Chu— f 
KoiM  C  H-^ 
Randerlnicct  C— I  c 
Shi»  w  a-t 
Vinton  P-e  e 

CANTON 

Aderholf  R  K-I 

•SS'i. •■'■■'  ' 

Allen  John   F-f  1  c 
Kastord  F  C— I 
Bergirt  I  C-f 
TliHwrll  t  J-l  c 


e  J  F-L 
IS  C  D-. 
— _■  C  S-t  1  c 
Cock  H  R-( 
Cole  Funk  I^I 
Cook  W  F-f 
"lily  H  F-f  1  c 


H  D-1  c 
rj  A-t  G 

Cllnlon  ft  Soo-f  c 

J  f>-(c 
t  W  O-l 

BUCYRUS 
i.n  G  F-f  c 

W  H— I 
1    E—t  I  c 
V  H-f  I  e 
I  A-l 
W  A-I  c 
R  K-f  I  c 


r  J  P^l 
r  \Varren-1 
Fton    Mark-f 


(J— f   1   . 
\-DTZ 


RIDGE 
-f 

-f  I  c 
— (   I    e 


Taynei  S  T^l 
acohi  John— ( 
.cob  Wm-I 
^shy  T  W— I 
.ehmin   ?  H-l  s 
,«inird  G   A-f  < 
Moyd  R  C-1 
I,uti  M   E— f  1  c 
Merer  C  E— f 

■'  m^R  F-f~ 

ieil  J  L-1 

ro  J  A-f 
-ler  Alfred— ( 
Real  Estate  Burea 
Rehniot  I  F-t  c 
Rowlen  rhirlet-f 
Rchucket  F  P— f 
Settler  Otto— 1 


CARRY 
rh.mberi  IT  Ci— I 
~  ■  .  t  A-f  e 


SS'rui 


CuiAcU  I  W-( 
Ovlcld  &  Smltta-f  e 
Clou  C  N-l 
DdBilan  Rar— t 


CHICAGO 
Bnnrta  W  0-4 
Gatton  Mand— I 
'"t«  H  M-l 

luel  P  E— f  I 
— JCclKT  J  W— f 
Parker  N  6-1  c 
Se*ana«  W  »  E  W-) 
Sutton  B  A—l 
VatI  I  B-f 
Zndcb  J  B— « 

CHILUCOTHB 
AndcnonT  C-A  e 
Garfc  W  itm-t  c 
Cntririii  Elijah  Ii^-c 
noBata  Henrr  J-A  e 
EpMinc  Saainel-I 


Blown   R  K-f 


Uuddeke  Gerhard  J— 
TlurdHll  Chai  S-1 
"'':?"'_J'i'',"..I>-l. 


Hoiford  Edward  A-^ 
Howard  H  G— e 
Kind   H   G~t  e 
l.i>hllc  C  N-e 
Hl^  John  B-^  e 
MDIcr  Wn-f  1  e 
«lt>.  WiB  B-< 
MtBriull  A  P-c 
WloMii  John  A-1 
Ohio  Loan  ft  InvtatiMBt 

Co-e 
Purdom  Eitelle  J— C 
PnnltHii  NelaoQ-H  t 
Rafa  F  P-1 
Refd   T*RoT-(  e 
fichildcr  W  H-I  e 
Swartibanah  W  V— 1 

Yaple  Wallace  D-c 

CINCINNATI 

Adams  Ben"^A^    "* 
Alilbrandt  John  H  Ji--f 
Ahlbrandt  ft  WhaleU 
Alexander  M  L  ft  Son— 

Annitrong  T  T— 1  c 

\vey  C  B— t  c 

tabbitt  ft  Brown-f  Ic 
BailjF  Heiekiih  B— I 
Bair  O  W  A  Sob-1 
Bammerlin    Auaust   G — f 
"  -    Ing  H  B-( 

Md  B   W— 1 

Bedinger  B  C— 1  c 

n ,"Will   J-f 

iorf  The  K  F  Co- 


Care  J  H-l 
L'lemoDa  W  H-[ 
:  lemon  1    R   1— I 
:iose  R  G-l  c 
Lloud  &  Cox-f  c 
:ioud  Jo,  A-( 
rorby  G  E-c 
:ra*Jord  Frank  E-1 
r-rotve  Frank  R-f 
rrushinff  H  H-f 
3allnn  Ceo  ft_  f 


r  Chas  J  &  Son- 


Davis  Mark-l 
De  Camp  J  M-f 
Dickraan  S  Ortman-f 
Dierkes  J  H-l 
Dierkea-L  B-1 
Dieterlv  G  C-1 
I»i Rains   H   M— c 
Dillfioff  Jos  T— f  i  c 
Doerger    F   O— 1   c 
Doyle  Geo  J-1 
Doyle  J„hn-f  1   c 
Drewry  L  D  &  Co-1 
Dreiefius    X    B    &    Cq 


Elliolt  C  H-( 
Ellis  Samuel  P-1 
Eilis  W  H-f  _ 

Far'lVv  ]'™'i&  S^n-f 
Farrar  W  C  ft  Co-f  c 
Fechheimer  L  W— I  c 
Finke  H  F-f 
Feinknopf  Paul-I 
"erri,  Aecy  Co  The-f  c 

-iaher  F>ank  W-e 

filch   E  n-l 

'niev  Tas  I  -< 

'ord  Collin  &  Sons-f 
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O— Qndnnati,  Con. 
HirdiDE  Ed  C-f  c 
HardlnB  Leoaatd  1^1  e 
Hukneai  &  Witthwine- 

a'arper  John  W  &  Co-f 
Hm  W  F-l 
Hiuicr  Arthur  D-1     , 
Heckle  John  &  Soos-I  c 
Heckle's  John  Son»-c 
Heckle  W  S  &  Co-f  1  e 


HenOB  H   S-1 
Heyro^  O  H-1 
Hiiler  Goltlieb-l 
Holterhoff   R«lph— t 


Huntington  F  G— c 

Hution  Albert  E-1 
Dredell  Cliai  j-1 


Kennedy  A  Roy  &  Co 


KUpi«rt  Win  &  Co-f 


Klum  Hiram   B-! 
Knoat   Herman-f 
Knoit  &  Keoiper-c 
Kragrr  ContaJ-t  I  e 
Kr  A  J  C<H-f 
Laaker  laaac  E— c 
L*w'.    In.    Agency     Cc 

The-I  c 
Leiding    The    J    H     In: 

Agcy  Co— f  c 
Levendorl  Wro-t  I  c 


LiSSS^ii^JohnJ-c 
Linahan  Joa  J-c 
Logan  Chaa  E-l_ 

L^dete   Edla'rd-I 
Luthy  Edmund-f      , 
McGary  Clifford  C-f  _ 
Mclnlyre  j  N  &  Co-t 
McKIajr   C  E-1 


Magly,  Slradhley  & 

Matfield  Ellioil— 1 
Mariachen  Harry  W 
Uarkknd  S  B— c  _ 
Marthall  Chis  E-f 
M»tli  Chaa  P-f 
Meyer  D  B-f  1  e 
Miller  Lloyd  C-1 


GM.W.NMn6ibl)S& 
Coivaiil 

t,  UARINB  and 
WOBILBINa 

DnOH    IRD3T    BLDG. 
ClneluaU,  OUe 

Neft  C  Gordon  &  Co-f 

^„ M  H-1 

0-N«il  Wm  J-l  ,     , 
O'Reilly  Frank  1^1 
Peaslee  John  B-l 
Pentluid  John  A  S  Co— 

Pflueeer  Arthur  S— I 


s:k,.i 


.    ...n^B  &  C^ 
W  T  Jr-f 


Kuahmejer  Henrj'— f  I 
Runek   Cha>  F  &   Co- 

Rnifck  John  F-(  I  c 
Runck  tewia  F-f  1  c 
Ryan  ElBe  Virginia-I 
Sargent  W  H-c 
Sayre  D  W  &  Co— f 
Sairea  Dt  Konn  B-l 
Sctell  Albert  W  &  Co- 


i'tf, 


Swartibaugh    Willard    V 

Tnnion  T  J-f 

Tarr  Walter  H  &  Son-f 

Tste  W  W-l 

Taylor  Florence  N-f 

Taylor  J  E-1 

Toeiek  Joa  H-f 

Tow  Geo  H-c 

Trageiatr  Edw  G-I  1  c 

Tranl  R  F-l  c 

Tro^   Eraeal     '  "    " 


Ulrfc 


r   W  & 


Van  Berg  E;— c 


Wac 


...  DsTid-1 
man  Ralph  A— I 
N  R— f  1  c 


t  AupiBl-f 
ler  CEm  J  ' 


Uorrell  Ge" 
Uorgan  N-u 
Uoylan  Wm 


r  M  H-1 


Weiakittel   Robt  E— ( 
Weiss  E  F— 1  c 
Weaaendarp  jo.  A-c 
White  Franklin  J-l 
Wild  C  R-l  e 
WJIlUmson  Albert-f 
Wilaon  Wm  H  Co-I 
Winkel  Jo»-l 
Wilham    Thf   A    R    In 

-Agey    Co-f 
Wilberspoon  T  G-l 
WoK  Beoj  J-c 
Wood  Cant  Chas  G— I 


Schroeder  Cfiaa  J  &  Son 
— f 

Schubel. 

Schwab  ^ 

ia  Ag^y  Co  The 

;   John-I 

leidoo  H-1 

Sbeppard  O  F— c 
Sherlock  J  C-f 

EDW&RDE.SHIPIET 

FIRR.  XARINB 

BUKOLARY 

ACCIDBNT    UABIunr 

sOrbtt  oh  bonds 


Shuff  John  1^1 


Wulfekoetter  E  H—l 
Wulfekoerter  J  H-f 
Yerger  Wm  D-1 
Yerger  *  Elli^-1 

CISCLEVILLB 
Beatbrd  S  F-< 
Brown  T  P— ( 1  e 
Gerliardt  Oua-c 
GcMln  Orritt— 1 
Hava  J  G-l 
Heian  J  I^-c 
Hnmmcl  A  Plnm— f  1  i 
LeiM  C  A— c 
Linduy  G  W-s 
HorrU  Hilt-c 
lUdeliSc  M  B-f 
Seblcrer  G  A— 1 
Smith  C  A-l 
TerwDllKer  Heeka^  < 
Vtith  WiD-t  « 
WanI  A  Boyle-i  1  e 
Walter*  Barton— c 
Weldon  Chria  A-e 
Wentworth  W  H— i  1  c 

CLEVELAND 
Anwl   H  P-l 
AraTitrani  W  W  A  Co 


Bntwdl  ft  Bria*-c 
Burrows  H  B  Ii>4 
Bnnow*  R  H-i 
Bntta  W  M-l      . 
CaMwwtil  P  D-1 
C»l«y  J  B.-1  , 


DaBcnbansr  P  H— f 
Davis  A  B  &  Co— f 
DIKo  P  W-i  t 

D^I^WBftCo-1 
B*ui*  Edww*-!  _ 
".Tu^  Treonino  Tta 

.»rlBy  A  Co-| 
p!h3i  MtoTK^L-l 
FiDlhaber  P  V-l 
iTitdi  E  E-l„    . 

'     gmtc*  u-i 

eeEH-t 

">  n  F-l 
"  Jo« 


Goldinhh  O  H  ft  Co-I 
Gooch  ft  Wagai— I 
Grimw  A  P-I 
Gr^  L  A-M 
Halkr  Jaoob— I 
Ilaan  B  C— I 
Baoiia  ft.Cg-« 
Hnmen  A  K-l 
Harta  t^-t 
HawkT  ft  ReeJ-( 
Hcrberi  U  ]■   ' 


i  U  j-l 


huff  Jol 
idel  Job 


Spencer  M  A— I 


BarinriU   ft   lOaimw-l 


Becliwfth 


[  H-1 


CO-lB 

Hawctla  ft  Gtn— t 
Howgood  ft  Cbi<<M-c 


fonM  Paul  D-1      , 
kca  W  H  ft  C»-l    , 
Kendall  F  A  *  Sna-J 
Keownflhy  W  H-1 
KWre  W  H-e 
Vbkwood  J  T-l 
Koppet  H— I 


T^ln 


r  D  E-1 


LeeJWft  Co-ll 
Lewla  Henry— I 
T,oeacle  J  A-^ 
IfoAaiDi^  1  T-l  c  _      , 
McAninch-Paraoni  Co-I 
HcNntt  H«T7  F-t 
Manning  W  A-l 
Uatx  ft  Ford-I 
Hayne  A  W-^ 
MelcberJ  A— I     _ 
Hsrgan  Ch**  H— I 


Mnetler  C  A— I 
Uueniaii  C  A—l  , 
Ncale  Bioa  ft  Scb 


Ilerkey  C  E-1 
Bioshara  ft  DongtaM  Co 

Blake'alK  F  R  ft  Co-I 

RIood  Jno   H-1 

Rom  C  F-l  c 

Bradr  ft  TntUe-l 

Bronwlkr  1,%^.^, 

BaehaooB  H»  H  Ca-f  I  OtabaoalT  ft  8npka-l 


Oliaatod  Bn»^      ,    , 
OlDuMd  OH*  Co-I 
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PtlTTiH  D  T  C»-t 
PUratr  C  F-e 
Piik«  I  C-c 
nrkiLeourd  &  Co-I 
Piic  B™-f 
Ptgler  Qm  E-I 
PercHi  Lonb  a   Co-I 
Pmin  W  N-( 
Pntn  Ltwii  &  Cp— t 
Phjrt  Wm  G  a  Co— I 
Fhiptn  Broi  &  Co— I 


Sipp  R  E— 1 

SeitiB  A  Sddnua-I 

SchutgtiT  A  HiLm    I 

-ScbnlM  H-* 

Seookr  L  G-4 

SalDii  J  A-{ 

SeiTwiitht  J— I 
SertDODT  BeldtD— I 
Shuklin  C  C  Tb*  Co-f 
Sberwn  K  B~t  t 
SltottB  Paokw*  Co— f 
SimuMn  G«a  C  ft  Co-( 
Slower  C  l_] 
Jnerd  Z  T  A  Ca-< 
lorder  E  W-l 
lufford  E  P-i 
iufford  ft  Gon  Co,  TW 


O   M-f  _ 


n  L-4 


E  J-l 
H  WF-I 


«Frid.P.TlHniCo. 

RC   AH0  CASUALTY 
INSURANCE 

>  SURETY  BONOS 

JIK  BiniiSnra 

>UBLIC  SQUARE 

.nu  R   S— f 
leodoifer  I— < 
aper  tt  D»»l>— I 
nper  S  F-^ 

Dc  Boa,  Hagtt  ft 

Mi»    A   T— 1 
.    C  W— * 
n  A  Co  I.  H-l 
■or   ft  Co— f 

C  S  Co— ( 
Ecr  G  I>-f 
!   a  Fr«*— ( 

>  £.  m  Co-f 
Mr*  J    Tt— « 

A  Son— < 
lore    T   A— I 
r  J   ft— I 


Hill  John  E^ 
Lima  Marnrct  J— I  I 
P*Mie  W  D—f  1  e 
SUrk  E  E— f  1  c 
Tiffinjr  A  a»pp-(  I  i 

Wick.  A  H-r 

COLLIN  WOOD 
Hoflmu  E  M-f 
KjBi   D   R-f  c 
Mapu  Gut  F-I 

Mapci   t:  C-(  c 

Wffis  Thos 

COLUMBUS 

Harlow   Gu9    B— I 
btdwtrll  Cha*  E  -1 
Behrni  G  U-c 
bndihao  J    W— I 
Bnghl  J  L  A  F  A— I 
iiiishl  &  BrowEiUe 
liit.ck     H  (."..  Ihc-f 
Brovn  L  U-l 

TlSw'ell  Cn  The^f 
BuBb  B  E  Si  M  £— ( 


n^n* Edward    A  Soa 


Etarbirt   A  W— f 
D.f  J  O-t 
Elsmon  S  C-f  c 
Ensevrngf  E  C  -r 
Field  AaencT  The-e 

FOHCT    t    M-(    I 

Gardner  E— I  s 
Gardner  K  H  Cu-  [ 
<i»jlord  O  N-1 
(icrlach  E  B--1 
Grnne  F  F-1 
HinleT  H  J-l  c 
Haynei  E  R-l 
Hilli  B  D  A  Son— 1 
Hoovtr  Selh    I^-c 
Howard  H  C-c 
Huflf  J   E— 1  f 
Hugh  Harry— t 
Hiigh«    Harry -f 
Humicutt  D  B-l  c 


0'C«x  Owen  C^  I  - 
O'Kant  Henr"-f 
Ovenurt   I   W-l 
Paioe  E  C-l 
Paul  A  B-i 

A   Fcaitei 


Kcdoi. 


e  E-i 


Kobf  na  A  Lcre— f 


J  S  A  Soo-1 1  C 


Slcgcr  S-) 
Talmadgc  : 


lajward  D  W^~ 

teUoBi  T  W-f 
JUngdom  B  C 
Pitcher  A  B-f  I  c 
Pvtatj  H  D— I  c 
Stone  L  V—t 
Tnm  a  W— I  I  c 
Wlltoashbr  Cha*  B-e 


Boyd  Gleno    O— f 


UcComwU  jtKKi^li 
Ulur  W  A-l  I  e 
NofHi  Bro*-f  I  c 
Peek  AIfr*d-< 
WhtdOT  T  H-f 


eh  FIH 

Demld  C  S— { 
Glower  R  P-4 

La^li  L  R-l 
UeHahod  Thoa-I 
Stiiie  Cbat  tr^ 
Zink  D  L-f 
Zink  J  E-I 

CUllHINSVILLB 
DicT  G-( 
BoDeiideT  C«i-I 
McGarr  W  H— I 
KotUer  C  C-t 


Xemmler  C— f 
Kopp  F  G— f 

Lauterbach  A  Ei 
Uwia   B    L-1 
Lewi*  C  E-i 
l,ev.is  W  r-f 
Lock  G  A— 1 
Macklio  F  J  A  C 
Mae  It  a  Son— f 
Mann  P-  >^t 


CUYAHOGA      FALU 
Allen  A  H-f 
Fox  Fruik  E-f  1  e 
Heath  F  T-f  c 
LAr  Giant— I  e 
HcCnakcv  F-f  1 
UcLane  U  M-l  1  c 
Prior  B  A-f  e 
TMft  G  C-^ 
Vail  F  O-f  1  e 


Decker  G  E— I  I  e 
EcUcT  Sidner-I  c 
Friend   T    D-1 
G.»1ot  O  N-1 
Gllteipie  A  McGee-l  I 
Gammece  A  Brown— 1 
Gunkel   O    F-f 
Guiler  Tohn-I 
BarriiH  C-^ 


Keder  H  D— 1 
Kennett  J  1^1 

Kerr  Hamilton- 1 
Kidd  C  D— i  c 
Kile  W  I-e 
Kimmel  E  F— I 
Kiamer  J  M-l 
Lewi.  G  B-l 
Lin,»ei]er  J  Jr-I 


M^ 


TcCabe   O    P   A    Shep- 
herd 

MeCOT   Millon-1 

McHenrr  G  A— f  1  e 

Meuche  A  Hickman-I  t 

Meyer  A  O'Brien-l 

Meyeni  J  C-( 

Nuttall  Wm  T— I 

Pierce  Scolt— I 

Reynotdi  W  I^I 

SebaeSer  Val  A  Son-f  1 

"  ■        k  Ch»»-f 


lieble 


■-1 


ard  T  1^1  1  e 

Stout  Hsrrr  A— I  G 
Sullivan  Wm  R— I  t 


Young  Willia  G-I 

DEFIANCE 
A  yen  Dey— f 
Coslello  M  A-( 
Deatrick  I  F  A  Co-I  i 
Donih  C  J-l 


Wohn  George  P-f  c 
Wortman   R  W-f 

DELAWARE 
Alden    Frank  W-l 
Bale   A  Main— f 
<orhin  &  O'Kanc- 1 
Curren  J  F-f 


Kellqeg  Robert  N— 
Mc  Roberts    Wm— f 
Nye  W  C— f  1  c 
Pfiffncr   r   W-f  1  c 
-•olloek  W  S-f  e 
opp  J   M-f 
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DEU>H05 
AttsabcTBCT  F  X— f  1 
BroUmrtan  B  J— { 
Cocttc   Hennui— t  1  c 
Kimball  W  S-i 
Lcunre  Gm  N — i 
Lindeniuin  John  F— i  I 
Moiontf  F  B— 1 
Stillk4Dp  Frank  X— 1 1  i 
Wcsct  Vnak  A-f  c 

DSNNISON 
Andcmm  Ju— f 
Loll<r  T  R-f 


GribbeU  P-f  e 
TbompMni— f  I  c 
Waltimire  G  C-f 

DOYI,ESTOWK 
acckncr  H— f 
hckKH  Grarfc— I 
Pnrten  W  A 
Lude>G«o— f 
UnebJ  B-< 
HilUr  Wa  H-c 

DUNKIRK 
Folk!  C-f 
Frrer  D  F-t  I 
faoei  C  M-f  I 
Hilwn  JndHD— t  1 

EAST  LIVEBPOOI. 
Bbkc  W  V  A  Smt-I 
Bndoiu  H  L— 1 
Cooper  L  C—l  e 
Crawford  C  D-4 
Gamer  Geo— 1 
GwUm  W  H-f 
Kan  Wm-f 
HcOvToa  H  P— c 
MeK«ntr  Bobt— ( 
McLean  W  S-1 
NiceO  D-l 
Owtn  G«o  Hft  Co-Ill 
Stow  A  W-t  c 
Stcvart   Rebecca  I— f 
Sapplec  Waltef— ( 
Pettui    Ins    Agcy  The- 


EAST  PALESTINE 
FolcT  W  J-t 
Kja  L  hl-f  e 
Lrona  E  L— I  e 
Tnckcr  H  A— I 


Bloom  Charlet— f  I   c 
Boree  U  O-l 
BnitnbaiiBh  V  V-c 

Foo*  Suple^-e 
Griffin  Geo  O— 1 
jpilln   Ui»  Jeaoe-f 

Kelly  Ktine  &  Swihart- 
Poo»e7aii-f 

Rimije  &   Rimije— c 
S*t1ot  Jai  L— e 
Sayler  &  Gilmer*-* 
Shannon  W  G  «  Co-I 
Williima  Tbot  H-l  c 

ET.MOKE 
Hani  Un  Jennie— I 
GehrinK  Geo— I 
KJeghilr  G  W— f 
Kimball  B  P-f  c 


UcRobfauon-H 
NiemaD  W  H~f  c 
Palenbach  Carl— 1 
Reed  *  Robinaoo— I  c 
Rimie  &  Riroige— c 
Smoyer  C  K-i  I  o 
Wataon  G  W-f  1  c 

ELM  WOOD  PLACE 
Gaakill  J  B-f  ^  ^        , 
Hammell  A  I  ft  Sob— i 
TTiompaoD  a  P— 1  _ 
Tliompaon  H  P  ft  Son- 

"       ELYRIA 
Andreia  H  U-f 
Bovee  U  0—1 
Criap  J  C-I 
Georae  S  Dunn— 1 1 

ealiD  Miaa  GiOTe-l 
elling  N  P-l 
Kolinab  Gnat-f  c 
KobiTw  H-^  _    , 
Uarboronfb  E  S— 1 
Miller  Henry-f 
Morae  C  ^-f  . 
Pomror  ft  Benbam 
Smith  Prank  A  ft  Bro- 


FINDLAY 
Bailej  Geo  M-1  e 
Bavleaa  Theo-f 
BoW  Grac^i 

Brsclittl  A  E-1  c 


Jjiwit  T  F 
;taf  R  B-l 


LalcLaw   1'   S-i  I  c 
McCnrth/  W  J-1 
McDade  t>  T-l 


y  i?  C-f'' 


FOREST 
Conktin  Loaia  A— f  1  c 
Cook  E  n-t  c 
Donons  Ed-f 

Sleinman  1   L-f 
William*  F  S-c 

FOSTORIA 
Abbott  U  W— c 
Avliworth  A  W  ft  Co— f 
Ballmer  Cfaaa  G-t  1  c 
Bradner  J  R-f  e 
Brown  Irene  ft  Co-f 
Uruit  W  W— 1 
Gaaimrer  Henry—!  c 
Dciiiben  H  G— f  c 
Diefceti  John-f 


GroM  W  L— 1 
Hall  Geo-l  c 
Hecken  W  D-f  1  c 
Job  niton    Slevena    Atcj 

eibnaion  Thoe  P-f 
illcT  S  G-f 
Lloyd  A  C-t  1 
Lloyd  D  C-f  1  e 
Neillerode  I  W— t 
Painter  W  A-1 
Hehm  John-I 
Smith  Carl— f  I  c 
Snyder  G  A— c 
True   Piuk-f 
Wilaon  Jennie-I 

FRANKUN 
Conofer  C  B— f  I  c 
Dn  Boie*  Fraah— f 
Meeker  H  W-f  I 


Bntnuw  V  D— f 
CarrB  A-f 
Grayca  Bnoo  W— f 
Baatalbadi  A  Lebm 
Heffner  Carl  J-t  1  < 
Hobart  H  W-f  c 
Kiaer  Frank  C-f  1  c 
KHdler  Ina  Agency— f  1  i 
Liebcr  Ananat— f 
Riet   Cba^ea-f 
RiehanJi  W  S-1  < 
Roaa  W  D-t 
Scbwarta  J  ft  S«a-i 
Stcrena  Oaa  S— f 
Tyler  Charlca  A-l 


GAUOH 

Bacheldir  H  J— f  1  c 
CaHle-f 

Criaainier  C  J-f 
Lrttaer'w  H-1 
Dillon  J  W-1 
Frank*  P-e 
KIbby  C  H-c 
Koote  HencT-t  I  c 
McCarroo  J  W-c 
Metbean*  A  U— f  c 


GALLIPOLIS 
Cherrington  F  E-[  1  c 
Cherineton  S  H— I  I 
Dutton  A  S— ( 
Gardner   Geo   I>-^ 
Doepping  Wm— I 
Kerr  C   C^-1 


Phyraale  loho  A 


Jack«in  1  I-f  c 
Paine  ft  NJehotaon-t 
Webb  Roicoc  J-l 

GENEVA 
Bnnrn  W  S-i 
Chriitian   R  D-f 
Cowdery  Geo  H— I  1 
Forf  Chaa-f  c 
Knapp  &  Foster— I  c 


Martin  A  B  SoB*-<  I  c 
Wamora  Ip'^U  1  e 
GEItMANTOWK 
Antrim  F  V-f  1  c 
Cat  row  Joaeph— f  c 
Hnber  C  F-f  c 
Weat  B  H-l 
WUiOD  Rlce-f  I  c 

GIRARD 
Cnim  E  t>— f  1  c 
Deemcr  W  R-f  c 


GLENVILLE 
Batdea  ft  Sirreaaoo-I  > 
Drapar  A  1^-f 
LiTbiptonc  C  A— f 
Lownle  Geo  T-f 
WUtmaa  Mra  C  A-^ 

GLOUSTEE 
Fawcell  G  C-f  I  c 
Haadley  J  C-f  c 


Stahl  W  I'-f  e 

GREENFIELD 
Adama  W  B-l 
Aoderaon  W  H  ft  S«o- 


I^-f. 


Dtmtap  M   Irwia— I 
Hiaer  D  T-I 
Kelao  ;  C-I 
Mattbtwa  M  1,-t 
Uhl  Cb**-f 
Wadden  L  P-f  c 

GREENVILLE 
Baker  K  T-I  c 

Haumgardner  A  J-l  c 
Brawley  C  C— f 
Deanbloasom  D  D— f 
Bmmbaagh  W  D-i 
Davidaon  Miaa  CaDio-lc 
Deroe  Mr*  CTai«— < 
Guthridge  Albert  R— 1 
HoDgh  ft  Reigja— I  c 
Katxeobnrttr  C  A— <  c 
KIpp  G  C-(  1  c 
LamEiice  E — ( 
Haher  P  H  ft  Son-f 
Maker  Tbomaa— ] 
Martin  J  H-f 
Martin  Jaa  W-l 


HAMILTON 
Alaton  ft  Laahbora — * 
Bcekettjoi— 1  c 
Be^er  John  Sr—t  e 
Boaeh  t  Oenienta 
Cahil  Taa  J-f  I  c 
Caaa  Dan-f 
DaMCtt  W  H-l  c 
Danett  ft  TWlor— r  c 
Enry  Aloyt  E-l  c 
Praiier  J  C-I  c 
HUl    Alfred-I 
Hnnter  Alex— I  e 
Kranth  J  W-l  c 
Licklldei  Benj  D-1 
T,innmann    Licbman— 
McOeliand  F  P-^  c 
MeKle  S  N-l 
Merer  Geo— I 
Mtltiken  Robt-t  c 
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Smnlft  Shxuia-ie 
Smjm  Idi  Afcncr-I  I 
Sonidu  Ridunl-I 
ilntetm  E  C-1 
TiMo  H-H  ( 
WcJIinr  MiA-f  I 


.in  ;* 

lerJW 


HICKSVILLB 
rmilrcmi  E  P-1 1 
feker  f~-l 
v1  AE-t 
cbirds  A  U-l 
Iton  W  D-t  1  c 

HILL5B0KO 


lore  Spme*— ( 
ore  Robert— f  e 
crrain  JanM*-f 

I  ;ohii  Q-' '  <= 

oroBgh  J  M-I  1 
r  VVide-f  I  c 
OS  H  L-f  c 
y  J  B-c 


c  Paol-f 
,   W  J-f 

RONTON 

C—i  1 
;o  W-J  c 

Ibert  U— I  >  c 
-taoa    C— f  1  C 

F    7— f  1  c 

A«  ■ ' 

Collett— 1 
RdskII— f  1  c 

&  Rioaro— f  1  c 

Abcle— f  I  c 

TKSON 
H— 1 


ShiOcl  Wd-1 
"      «tt  W-l  1 

KENT 
Alln  P  L-f 
Biten  W  F-^ 
BirbCT  P  W-f  I  c 
Bunu  &  Sethman— ] 
ConiH  C  H-f 
IH*li  C  U-l 
D»Ti«  E  O-l 
Etui  I>-I 


ThompMH  H  B— c 

KENTON 
Ablefeld   S  Andrn 
Bildwid  T  M-f  c 
Blue  O  P-f  1  c 
Bolenbanih  I«uc  Jr— ( I 
Eaton      Cei —       '   "  ' 


Cessna     ft  Oel- 


ic*  S  J-f  c 

e  A  li-t 

Kiel  P  C-l  c 
Rnmmtll  F  H-f  1  e 
Rutledie   &  Sella— f  1 
Slinchccmb  J   W-l  c 
Walker  Marr  E-l 

LANCASTER 

nea  W  T-I 

Bnrseai   B— ) 
Crnmlcr  C  E-f 
Davldaon  W»-( 
Drinkle  H  C— t  • 
EmUeh  Edwin  C-l 
Matt  Fnak— {  1  c 
Mut  Gco-I  • 
Mom  Geo  W— f 
Newnun  W  E~< 
Site*  J  S-l 
Smftb  H  T-( 


LEBANON 
Bianl  Ju— 1 
"--n  F  J-f  1  e 
T  Geo  W— I  1  c 
_   jlin  Bd  S-1 
Daltin  H  C-I  I  c 
Dahln  I^-t 
H<*rEni  O  S— I  1  c 
FoTlto  F-f 
Ron  W  Z-I  e 
Saouer  Geo  W-f 
Sbnhan  ^Hatri*— I  c 
TbompKm  John  A— f  1  r 

LEETONIA 
___inam)F«r  C  E-<  c 
Mellinnr  D  W-^  e 
Morgan  John  B-c 
Warren  W  E-f 

LEIPSIC 
Pike   G   A-f  1 
MiUer  W  H-f  I  c 
Slarbansb  A  BtO-t  c 
Slepbenaon  &  Rover— I 
Wener  J  ft  Son-f  I  c 


Irep*  A  S 
Eclivt  H 


O'Connor  Broa— f  1  c 
Ohler  J  O-f 
PbUlIpe  John  H-t 
Sprasue  G  U-l 
United  Seallr  Co-f 
Wallace  E  l5  ft  Son-l 

WaUace  G  I-f 

LISBON 
Connell   Charles  C— c 

Dotwirt  H  B— t 
HeanacT  B  F— f  1  e 
Hmchbft*  J  H-t  c 
Hocnetter  Wm— f 

Rimsn  A  A— t 


Strnbel   ft   Wlse-f 
Vocwetk  C  S-l 
William*  ft  Hcll*aiae-I 

LOUDONVILLB 
Crow  G  S~M  G 
Groft  W-c 


MADISONVILLB 


ScbuncT  Edward— 1 
SUUman  C  N— I 
SkUlman  C  W-t  c 
Vahrop  Wm-l 

LOGAN 
Bay  H  B-1 
Beck  E  W-I 


Kirker  Hamr— 1 
Lappea  ft  Brandl 
•■ndlej  r  J-f 


Lytl( 
UcO 


(cCrar   W  W   ft   Son 

Mickel  H-c 
Naila  F  A-« 
~  impel  John— I 


Schwinke  C  W-. 


LONDON 

AlchiBoo  J  R-c 
Boyd   R  W-c 
Chenowerch  Rca— f 
Clark  Job  J-(  c 
Cordrav    Geo— c 
Dungan  T  M-(  c 
nurAerJ  A-f  1  c 
Faurer   H  I^f  1   c 


Van   Wageser   &   Par] 

-f  c 
y»rUn  Jacob  J-f  1  c 


Hitchcock  C  P-f  c 
Little  W  N-i  e 
Pole  W  S-f 
Robinson  E  A— f  1 


Dr.Ce  J  B- 


Goddard    F    H-l 
■"      1  W  W-( 

sley  F  R-I I  r. 


UAMCBESTER 
Dmbar  J  K— f  1  c 
Daldridfc  Percy— ( 

UANSFIELD 
..ten  T  R-I 
BaW  G  W-i 


Biker  J  W-I  c 
"11  O  V-1 


Dickson  V  M— fa 
DeyanBoa  G  W  ft  Son— 1 
Fox  J  B-l  1  c 
Friti  C  W-f  c 
Gibbs  Jobn— t 
Glasener  S  G-f  c 
Hahn  &  Yoong-f 
Hardina  C  F~l  c 
HiU  C  S-l  c 
Hoover  D  S— f  I  c 
■  ■    »  H  1^1 
__„J«r  A-f  1  c 
Kins  J  f-I  c 
KoAti  »  5-f  c 
Lentij  W  I^t  e 
Llndiey  E  R— c 
McFartand  J  S— 1 
Mclntire  L  R-1 
.Jorlon  F  C-l 
ParaoBi  LeRoy— t  I  a 

Redmp  A  J— c 


Seward  John 
Shaler  D  P- 


Summerville  A   J   &  Co 


MARIETTA 
Athey  J  W-f 

Blohm  Louia 
Booth  E  U-I 
Bachanan  Harry— f  c 
Cooke  R  D-f  I  c 
-rooks  I  C-f  I  e 
Jewel  }  E-l 
Flanders  Bros— I  I  e 
Goebel  J  S-l 


NoU  ft  n*b«^c 


SnrglM  C  B-t  c 
Wdi  J  H-l  c 


Chue  M  B  »  W  H-(  1 
D«e  Qui  ft  Co— f  I  o 
Too*.  »  WlUoBi-f  1  c 

Siupp  ft  Son*— f  1 
McGnlri  G  S-^  c 
HcKlDln  Geo-I  e 
UUli  ft  BrowD— f  c 
lljen  ft  Co-I 
NawmlW-l 
Felen  7  W-t  e 
Rinbatucr  S  S— J  c 
SMOun  C«o-l 
Shaw  E  C-l 
Smith  E  C  ft  Son-1 
Virden  Cmrn-t 
WbJtlBg  A  J-1 

llABTIN'S  FERRY 
ColeUE-^ 
CaulerKB-l 
GithouWE-^ 
HwiM  J  T-f  e 
Loptou  lit*  W  U-t  e 
llnnger  A— I 
UanelJ  J  T-i 
Recce  G  W-1 
S^Kwlck  BrM-f  c 
Sprnw  John  I-l 
lUbM  C  R-1 
Vu  Fdt  A  J—e 
Winiuni  R  T-4 

UARYSVILLE 
DoUmu-  S  W-f  c 
Edward!  C  C-4 
Peoborwood  C  C— 1 
StMja  B  P-l 


Bi.ldj.iif  P  J-l 
Bierly   J    W-1 
CoDird   iMic—I  I 
Oawford  K  l!-f  1 
D«»i>  TTiDi  C-i 


JohM  "WilUfun-f  I 
Xoons  ft  Son^l  -^ 
Lester  J  G-H 
Prnl  G  G-l  1 
Rmsc  C  D-f  1  c 
Sthott  Chrittltn— f 
ShUKT  L  P— I  c 
Smllb  Vra-t 
Voilkmer  O  C-f 
WeiUbBughCT   Jr   J 


MAUHEB 
Alini  AUr-i  I  c 
CohcB  A  W— f 
EckeR  L  A^ 
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MECHANICSBURG 
BoBhoa  B  R— 1 
CbcBcT  T   S— f 
MagrndcT  V  S-l 

OrtS^W  W-f 
Wood  C  A— I 

ICEDIKA 
Hale  H  J-1 
Heodrickion  Blak*— (  1  c 
UcDowdl  Blake-t  I 
Rlchardi  Georse  A— I 
Spaltman  PnnK— I 
SpllMr  A  T-I  I 
Van  Epp  Artbu^-f 

UIAUISBURG 
Bowlei  F  K— f  c 
DadT  M  1^-t  c 
Doih  L  A 
Gobhirt  Mablon 
L»on»  T  V-i  c 
«'«  )  C 
Paaiine    B    J-1 
Purneirjohn 
RoBcn  E  J— c 


NELSONVILLE 
Cabk  D  C-t  1  c 

Dowd  ThM  A— f  1  c 
HaBsiBt  A  Hathenr-I 
JtmipcT  C  W-l  B 
M^kard  A  L  Dt-I 

NEWARK 


HIDDLEPORT 
Downniu  LB  Jr— f  I  ■ 
Horden  R  H-f 


Idurphy  H  t 


ic  In  J-i  1  c 


Criat  CG-Ifi 
lid  BOO  George — £  c 
EdsoD  B  B— f  I 
Potter  A  h-1  I  e 
Goldman  Cliarlca— I  c 
HarrlHin  W  T-I!  e 
lone*  W  B-I 
helo  ft  Wci»el-( 
NewUm  W  A-1 
TwbuBtcr  Hidred— t 
Todhnnler  W  B-I 

MINERVA 
DeFord  J  T-(  1  c 
Greoiwoad  J  F— f  1  c 
KerrFP-fl 
Murray  Jmines— I 
Unkefer  T  A-1  e 

MINGO  nmcnoN 

BretteU  Tu-f  1  c 
Lone  D  14-4 
Ruber  H  A— f 

MOUNT  GILEAD 
Aabler  L  H  ft  Son— f 
Boober  D  D— f  e 
Pollock  B  n-f  c 
Smiley  C  D-(  I  c 

MT  VERNON 
AOen  Banaet  H— 1  I 
Campbell  H  S  ft  Co— f  1 

Cooper  TobD— I  I  e 
Cord*  W  C-I  1  c 
Daniel*  O  G— 1  i 
Haittbnrger  F  H  ft  Son 


NEW    COMEBSTOWN 

»  ft  Co  W  A-1 1  c 

Kennedr  M  B— f 
Mncbelniui  B  G— f  1  c 
Schlnpp  JobB-l 


War  C  B-(l  0 

NORWALK 
Andrews  A  V-e 
Beehlol  John  M-c 
Bloomer  C  E-t  c 

en  ft  Suider*— <  1  c 
_....jli«n  Fred  W— i 
Dou$hertT  H  O— I 
Garrinn  J  M — c 
Goodbue  Wm-I 
Harriun  William— 1 
Lawrence  Cbarles  B— f  e 
Lyon  G  A— 1 
Hcaebam  W  Ar^ 
•iiichell  Hear-  S-*  - 

{onnd  Grorie  I'-  -,  i  c 

iawyer  Franlt-f 

Jnook  Lc 


'ickham    ft    Holtidi;- 
Woodward  Kent  H-(  1  c 

NORWOOD 
Bartram  C  E— 1 
Baamet  ft  Co-(_ 
Beeebcr  Walter  H-l 
Bloodwortb  J  H-l 
Bund*  Geo— f 
"■     im  B  M-f  1  e 
Jiriii  R  W  ft  Co-I 


NEW  PHILADELPHIA 

"  •■  !  fk  Kunrli-i  1  1 


Jolia-I 

W  W-l 

Jobniton  Mra  I  M— I 
*  ■       m  W  R-( 

Robert-I 

North  Geo  J-1 
Parker  Bnilh-I  c 
Scho^der  P  J-1 
Sehnlte  John— I 
ThomDtoa  ft  Hece»-I 
Wbitacre  M  B-I 

OAK  HARBOR 
Ferria  ft  Ferri»-f  1  c 
Kramb  Chaa— I  1  c 
Kreamcr  J  H-l 
M«er  L  E-1  c 


NEW  RICHMOND 
Carae*  A  L— 1 
Davl*  Robert  A— (  1 
-      loa  C  W-l  1    , 


OBBRUN 
A«i7  H  H— I  1 
Brady  J  J"!  ,  , 
~ — aer  I,  B-I  1  c 


Edward*/  V-t 
Fobe*  Hlram-^  c 
-        W  A-1 


NEW   STHAITSVILLE 
EsMi  Palvin— f 
Evana  Joho-I 
McDonoaugh    M-1 


Karl  P  W-l 


McCONNELLSVILLB 
Beckett  ft  Grnr-f  e 
Finley  Harry  M— f  1 
nnley  Silvia  A-t 


Calwtll  ft  Hayne>-(  ! 
Campbell  Ceo  I^-l  I 
Campbell  Ju  B-4  e 
PhlUipa  L  M-l  e 
Stlllwaaon  F  W  Ajtney 

Taylor  Geo  J-(  I  c 
NORTH  BALTIMORE 
Dirk  M  E-f 


OTTAWA 
Baatman  ft  Go*lta>-(  t 
Cowaajahii— f  I 
Greer  F  J-1  I 

Strunan  Albot— I 
SlanfCer  G  A-1  1 
Zelkr  ft  Co— flc 


S^ 
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Dooaldwo  W  E-c 

hckwio  B  E— G 

Ui«hU»  It  HerrlU-^ 


PAULDING 
DittcnfcsMr  Bm>-I  e 
Coopa-  Ed  H— 1 

DOBVt  O  W-(  B 

Hoorcbcad  ft  Bmncr— I 
Price  S  T  ft  Co-i  1  c 
Spriggi   A  J-1 
Y>Ecr  John-t  c 


PIQUA 
Brooka  Gcorn  B— I 
Btwhutia  vrw-i 
GvuBoKT  W  H  ft  Co 

Gimnin  H  C— I  c 
EdRc   H    C-e 
Hnfeoofh  Lock  A-t  I 
UodHm    C-1    c 
Hunter  Mn  H  H-t 
HcCoUcc:  Seth— f 
Hendenhall  &  WilginMn 

Co  Thi-(  c 
Hile*  J  K-l 
Pragb  A  W-~1 

Sbtplcr  J   W-l  1  c 
Sgkr  ft  Wmiuw-I  e 


POUBSOY 

Ajhwmth  A  P 
Cu-lMon  Emcrji— 4 
Geyer    D-1 
Hart  ft  Sajrc— f  c 
Ible  C-I  fc 
l>Dk«i»nj  K-l 
Eoiaed*  FP-^ 
Lm  AW-ie 
PcoplM  P«rtr  !>-(  « 
RefDinatan    BeoJ — I 
SbaTcr  J  W-^ 


Gfnorr Ju  A— I  c 

Woncll  J  A-l  e 
SdMTK«r  A  J-4 

PORTSMOUTH 
BAner  John  W— f  ■ 
Bcrer  Wm  F-l  c 
Bide  Andrew   C-1 

Ciu-k    Mirnn    C-I   I   g 
Ctatk   Philo  S-l  I  e  , 
Drucr  E  F  ft  Co-I  1  a 
DniaH  Merle  O-l 
Ftnner  J  H-*  e         _ 
FInner  Pnnk  B  CO  Th* 


Huvood  B  P— 1 
Hulchuu  ft  Hunm— I  1 
Inmu  W  A'4 
InnUB  ft  GnhuD—I  I  c 
jofesMB  Sui-f  1  ■ 
Knox  E  E— f  1 
h.rLcker  C«o  £—1  1  c 
dirt  J  1-1  1  o 
HtUu  K  G-c 
Miller  Jno  T-I   I  c 
RiekvdioD  A  H-f  c 
Schrdber  M  D— 1 
.-c»rcT    H   C— I 
Shcppvd     ft 

Siket  F  L-f  I  c 
SboenbctiCT  F  H-t 
Sttaret  J  F— I  1  I 

KAVENKA 

Becley  W  J-t 
fccbe  W  fi-f 
Dcdw-f  W    l-E  ;  c 
rui«ll  I  H-f 
Halsicad  F  (;-c 


iF^^ 


Sejm, 


I  L  P-l 


READING 
Heraun  Gcorte— I 
Varjotun  F  H-*  e 

RIPLEY 
Anutroat  W  H— I  I  c 
WUIten*  ft  WU1i«iu-( 

Youf  E  R-f  1 

ST.  HABYS 

n   H    E-f  1  c 


Ki9h 


»V  H- 

V  M  J-1 


n  J  F~f  1  c 
SALEM 


Veiiioa  ft  Ambler-(G 
Yomt  U  W-l  c 
Voiinf  H  1^1  e 
YcmnrMLftSoD-tJc 

SALINEVILLE 
Kirk  W  F-f  e 
Knox  Chi*  A— I 
McBdn  W  A-f 
HcCotmick  S  B-f 
TkompaoB  R  G— 1 


Bittner  C  C-I 
Bnerkteft  Ur 
Bum  Tho>-l 


De  Allen   P-<  e 


Dehoci  ft 

neRipHv  J   A-i  e 

Dimon  C— e 

Flrna,  Jndaon  ft  Sblppcl 

Gftdenan  lohn— ( 
Hinier  J  C-(  I  c 


HcitWn  J  F-l  « 
jMkiM  r  H— c 
MaiiMiD  W  A-f  1  c 
Muna  F  R-1 

HeGookie  F— I  c 
UcNemey  D  M-l 
Millo    H-i   I   G 
Minn  L  D-t 
I'ohe  J   R-1 

l£^  R  K— c 

ReiDbcimer  C-I  e 
SchiDb  Wm— {  1  e 

Sinfler  J  F— (  c 
SmtUi  J  W-l 
Smith  W  B— c 
Smith  Wm  H-I  c 
Spencer  F*onit  G — I 
Tbomu  F  W— 1 
Tnnb    Joha— f 
Tucker  F-l 


r  Lvov  B-1 

nt  B  W  ft  3 


SHAWNEE 
Liabie  L  C  ft  Soa-i 
Willi.m»  H  W-f  1  e 

SHELBY 
Beck  H  K-l  c 
Hinna  W  D-f  c 
Hlldekml  H  W— f  I  c 
Morri*  C  E— f 
SonoraMiBe  W  P— f 
SMmbauh  S  F— f 
Wfati  Hmtt— s 

SIDNEY 

Asdtnon  G  C— 1 1  c 
Bubet  W  H-(  c 
Cooch  W  P— I 
DickH  I.  H-f 
DIekeniheeti  T  L~l  c 
Ucolrtck  L-1 
HlnlD*  B*n  D~t 
k2  H  E-f  G 
Oldham  J— f 
Pruden  D  M-f  I  c 
Batcrauiiii  B  G — I 
RobertHin  Leal— f  c 
Rnew  B  T-I  1 
Stndennt  L  H— f  c 
Wrnun  W  C-I 
Wrrau  W  R-1 
YOOBB  C    P— f 

SPRINGFIELD 
Aduu  G  W  ft  Sotk-t . 

Banta  Bdcar  G— I  I  c 
Brian   Leo— I 
Bnwk*  H  H  ft  Soa-t 

Carr  C  W-l 
Camnell  C  M— I 
Conildlna  M  D  ft  Soa- 
t  1  c 


Biflril  B  W-f 


■  Iloce  &  Cc^l  I 
Wraighl   h'  G— 1  c 


STEUBEN  VILLE 
Arkler  Wm-f  1  c 
Anit  J  C-f  c 


•  J  W-l 
w  H  G-^ 

GcMheider     The     Geo   A 

Co  loc— f  1  e 
Hardin  Geo  P-c 
HIU  W  I-f  1  c 
King  F  S-i  c 
McCracken  Ueo  P-f 
HcLane  Chaa— c 
Hax-tall  Hrt  BlU  W-te 


Trainer  Wm  H-I  c 
Winaenniaker  Jno  C-t 

Zink  Mr*  W  R-c 
SYRACUSE 
BartetU  Wm  F 
Bridtenuin  L  H 
I  Bridsemao  O  N 

'  TIFFIN 

Altaffer  ft  Co-f  c 
Baldwin  Frank— f  c 
Boehlcr  ft  Hnnlei-^ 
Cochajmc  B  F— f  I  e 
De  Ran  L— c 
Droben  Theo— 1  c 
Eaatman  W  S-l  e 
Plack  Ed«ar  B  ft  Cd-I 
Gnpea  Frank— (  e 
HenhlMTjier  JooM— f  e 


UiT  Edward-I  I  « 
Harrow  M— f 


Rlliott  J  S  The  Co-I  I  < 
Enrtan  ft  Laiaacn-^  e 
Honemian  D  R— I 
HudaoB  T  F-l 
Jpaea  C  C-I  c 
Keiio  W  A-f  I  c 
Knisht  Georfc  U— I  c 
Lan*on_J  C— 1  a 
Ledic  C  C-f 
LeMner  A  I^-t  I  c 
Llchtenbers  Frfta  A-l 
linlfi   jMcph    ft   Sons— 

Linn   H   F-l 
Lothaebncti  Pttai^ 
Lndmao  T  C-1 


Noble  MaiT^f 
Rohrbacber  W-c 
Rauel  Knepper  C 
Steegar  H-f 
Scheibler  W  W-f 
Smith  E  C  ft  SoB-i 
StepbauoD  ft  NeU^— (  1 

Wagner  O  D-(  I  c 
Werner  lobn-I  c 
Yiaglins   Dr   Geo   S-l 

TOLEDO 
Allen  D-l 
Btrkar,  Prort  ft  Ch^- 
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O.— Toledo,  Con. 
Dctwdlsr  A  S— f 
Fedennan  &  Lee 
Pox  Sulty  Co 
FuialonbuiK  &  Fuller— ( 
Heeman,  Krini  It  1.0-1 
Hiett  Inrlna  B  ft  Co-t 
Hodn  ft  V/tO-t 
HubSeU  E  F-f  1 
Hii3H7  C-i 
Irving  tin  B  H  ft  Co— I 


ketcteo  W  A-f 
Klndmer,    W^dcmui    ft 

UU-I  c 
Kneoper  Wolfsun  ft  Co 

Kjtkc  &  5ttpy—t 
Kounli  Stcil  ft  Co— f 
Lonir  S  F-T 
Long  ft  BuihonK— < 
HcKeniui  Blur  ft  Co-I 
HoKeacu  ft  Cone-t 
Unrill,    Doigt   ft  lack- 

HcNkr  P  J-f  I 
Hoorc  Bro« 
Murphr  Tho«  H— I 
Oibome,  Greer  ft  Wrlfht 


RicbudHia  Ira  A  ft  Jndd 

-t 
Schmitt  T— ( 
Sebreares  A 
Seirlli  ft  Mooi— f 
Sbuki  ft  Slndaii^ 
Smith  H  I-f 
Thoawon  F  G  ft  Co— 4 
Valoii  E  L-[ 
Walbridie  ft  Co— I 


wnmKer  a    1,0 
Whiltleir-  ft  Co-I 
Wiiker  E  H  ft  Co— I 
Wrifht  Riii«11  ft  B«j-f 

TORONTO 
Aolt  G  Vf-t 
Dawion  Ben— 1 


TROY 
Clark  A  W— c 

CjJnA  Geo  W-f 

D.»l!  1  W-f 
Crttn  HE*  Son-I 
Rennr  Jolin-I 
Himler  N  G-1 
Ml  ion    Alfred' -t 
McConnell  Geo  B— t 
Park  Mm  Pearl— ( 
Rsnnelti    C    F-1 


UHRICHSVILLE 
Boltenbcrt  Cheater— f 
Furbar  R  K-f  1 
Mniican  C  C-I 
Moore  Enoch— t 
Ronit  A  T-l 
SBjder  HO*  Smt-1 1 1 


GibHi  W  A-(  e 
Haner  B  A-t  1 
Kew  Henry— f  c 
Kirchner  I.  C— (  c 
L«cln>ood  W  F-f  : 
Mania  William— (  1 
Iseligmaa  L  A— 1 
StecBer  Geo  J— f 
Smith  C  F-l  1  0 

URBANA 
Banu  Brolher*— i  1 
Banta  John  A  Si^l 


ReifBieider  Piank— f  1 
Rosi  ft  0'K«ne-f 


VAN  WERT 
.^pnllne  J  O— I 
Balneal  E  C-f  1  c 
BUchler.    Priddr    ft 

Clark  Good-c 
Conn  B  C— 1 
Conn  Ensene— f  1  c 
Gilpin  A  C-c 
HaU  FB-c 
Holden   F  C-f  c 


Kear  W  M-f 


Purmort  Broi— f  I  c 
Rank  J— f  c 
Redrsp  H  C-f 
SalUiaber,   Hoke  ft  Oa- 

Sbeeli  A  C— f 
SpHnftr  E  C— I 
Stiggen  J  A— f  1  c 
Webner  ft  Son-f  1  c 
Wilion  G  E-l 
Wood!  Hut— ft 
Wjandt  Jacob-f 

WADSWORTR 
Allen  ft  Hartzell-I  1  c 
Beck  A  U-f  e 
Dnrllna  John  H— I 


Craii'ford  A»-f  1  e 


Temnlelon  F  D— e 
Waldeck  Jicob-^ 

WoDderi  A  E— 1 


WABREN 

Adana  Fred  W-f  I  e 
Adarni  WhtttleicT— <  I 
Burnett  A  C-f  1  c 
Clapp  ft  Lewla— t  c 
CalvEr  A  D-c 
Dtmbani  ft  Abel— f  I  0 
RU'ott  Fiank-f 
Grimm  E  A-(  e 
Haiard  J   E-l 
Hecklinaer  ft  Co— I 
HoRmin  Oiai-I 
Hoffman  John  K-t 


FuJTcrlon  Frank— f  1 
Rwlcliff  Jplm-c 
Ramacr  B  A— I 
Sazton  Lonla    f  c 
Snirdar  Edoar— f  I  c 
•= — -on  Waii>-f  I  e 


Goranch  Geo— ( 
Greenouch  C  F— ( 
Grieaer  ft  Son— f  c 
Hodni  C  J-f  1  c 
Mailer  H  I^-f  c 
Rolhluia  &  Davis— f  1 


WELUNGTON 
Blnehower  Joe — f  1  c 
Jobnion  L  A 
Robiahaw  Geo  E— f  1  e 


Eblin  Ini  Agency— f  1 
Evini  W  I^-f  I  c 
Hogan  J  W-(  1 
Tacoba  A  E-f  1 
Vandervoorl  J  G-t 

WELLSVILLE 
Adama  G  W-f 
Arnold  C  W-l  1  c 
Black  L  A-f  1  c 
Fogo  Wallae«-( 
Lonai  W  F— c 
McBane  A  C-(  1  e 
McQueen  &  Brennan-j 
O'CSadT  WillUm-f 
Rilev  I  W-f  I  c 
Weill  F  I^-e 
Wilferlng  C  J— i 

WESTERVILtE 
_onti  laa  Aaenc*~f 
Ranek  F  kC-4 
Seder  D  S  ft  I,-!  I  e 
"lubton  R-1 
(Inland  J  A— < 


ion    Mot    Ina.  Co~f 

D  RC-f  c 

1  E  J  ft  Co-I  e 

man  Amoa— I 

'herton  E  T— I 

Moon  A  ^-e 
Smilh  F  0—1 
~        HE  E-f  c 

aa   C   S-l  e 

Tooker  V  B-c 
■■■  ilker  W  W— f  c 
-jat  Hdwin  P-l 
Wright  Joel-( 


WOOSTER 

Applebaugh  John— I 
Beebe  W  O-l 
Feemin  ft  Larwill— f  I 
Fetaer  Jamea  C— f  1 
Flack  ft  Co  R  C-f  1  < 
Platterr  T  I^  1  c 


XEKIA 
Barroira  M  F— I 
Uloom  Wendel-f 
Fnhon  N  A-l  1  a 
JonM  J  B-i 
Kcnnad*  T  J— i 
I«SoniJ  ft  tUt-l 
Logan   C  F— .c 


Schlednier  B-f  t  c 
Whiteman  L  H-( 
Whitmer  ft  Hrpea-f  1 


YOiraCSTOWN 
Beard  ft  HoSmaatei^ 
Bnma   Robert-^ 
Cantwell   T-f 
Cobb  E  W— 1 
Davia  Sana  John  R— 1 1  c 
Ddbla  ft  Son— I 
Bdmmida  David  W— f 
Franda  ft   Ranuej— I 


loaca  E  J-f  I 
KaenOKT   Pred-I 
KIding  Robt-f 
Liebman    AU-I  1 
Lieman  Loii  ft  GaMt 

Hatdaon  C  F-l 
McCncken    I^-f 
HeElvay  Wn  B 
Miller  Looia  W-l  1  e 
Moreman   Edward— I  e 
Pfan  ft  Pfannec— f  I 
Roch  ft  Kealint— I  c 
Rudge  ft  Johnaloa— f  c 
Tanner  Hoiwx— I 

ZANESVILLE 
Anderaon  J  B-I 
Atwell  Broa— t  1 

IkSSw*^ 
Earich  J  B  W— f 
England  Broa— f 
Enna  T  R— .1 
Foler  Geo— f  c 


Hahn  ft  Nant-I  I  e 
Hdmick  W  B-( 
King  Cttthrle-I  e 
Lndmani  C  U— f 
McDonald  Jno  H-^ 
"-"onald      A     Wagner 


Sbaner  B  N  The  Co 
Sbarpc  H  A-l 
Stdner  ft  Cm-t 
Suwvt  Geo  H— 1 
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OKLAHOMA 


ALVA 

Ban   W  S-f 
Calvin  &  Tunaer— f  1 
Carrioo  S  T— f 
Cofield  W  H— f 
Dooltn  John  B— {  c 
Green  C  O-^ 
Liak  G  M— f 
McOure  J  B-i 
McMuUin  Burr-f 
Noah  H   L-f 
Pancoat  Clare— f 
Sain    Broa— f  1 
Scott  J  D-f 
Westing  W  E-f 

ARDMORE 

AlcaGUider    ft    Roberta— 

f  1 
Ardmore  Loan  ft  Tmat 

Co— I 
Bankers  Traat  Co— f 
Berkahire  &  Gorman— f 
Bvmea  Junea  T— 1 
Carter   &  Cannon— f  c 
Drew   &    Ramaey— f 
Hobaon  Claude— 1  e 
Kedfield  I>-« 
Roberta    ft   Bonnet^f   c 
Rollina   ft   Kahn— f 
Smith  W  S  Realty  Co-f 
Tycr   ft  Drennen— f 

CHANDLER 

Gayman  W  K— f 
Green  &  Co  J  W-f 
Hall  T  N-£ 
Hicks  A  R— f  c 
Hinchey  T  J— f 
Hoyt   ¥  B— £  1  c 

CHICKASHA 

Cochran  ft  Co  A  B— f  e 
Gamer  ft  Campbell— f  c 

Harbotir  T  J— f  c 
Hawkina  J— f 
McManas  L  R — I 
Martin  Turner— f  c 
Matthews  ft  Co— I 
Price  H  E-£ 
Ruther£ord  C— £ 
Si>arks  ft  Cralle-f  c 

COLGATE 

Cardwell  ft  Son— £ 
Hodge  Geo  W— £  c 
Lewis  J  D— £  c 
Morgan  W  K— £ 

DUNCAN 

Bumpoa-Brymer  Co 
Bowman  ft  Hightower— £ 
Campbell  R  E— c 
r;alloway_J  O— 1 
Gamblin  R  U 
McClnre  J  S 
March  R  L— f  c 
Maraball  J  W-4 
Schuyler  P  S 
Wilson  R  P— f 
Yeager  G  W 

DURANT 

Bxirton  M  H— £ 
r>owning  J  H— f 
I>urbam  H— £  1  e 
ITarrison  Geo    £ 
Sarrey  ft  Stallt 

I»rice  R  A  Jr— £ 
Stevens  Geo— I 
Wliale  ft  Co3c— £ 
\^oodiiafd  C  A— £ 

ELRENO 

Cnarke  W.  J— £ 
I'asch  W  J—l  c 


Harkin  T  M— £ 
Jensen  ft   Newland— £   c 
Lambe  Geo  A— £ 
Meyer  Frank— f 
Nighswander  J  F— f 
Parker  H  S— £ 
Patteraon  H  S-< 
Rhoades  £  S— f 
Ricker  H  K— f  c 
Van  Ness  C  A-£  c 

ENID 

Blakeslee  C  W— £ 
Brmdfield  Frank 
Canaler  C  P— £  c 
Qevinger  J  W— f 
Dickenaheet  &  Maier-£  c 
Eastman  D  W 
Fagan  ft  Fagan— { 
Fillebrown  &  Johnson 
Gannon  ft  Gouldtng— I 
Homer  H  N— £ 
King-Pratts  Graves— £ 
Lee  E  R-f  c 
Lee  W  D-f  c 
Liffht£oot  Broa 
Minton  J  D-f  1  e 
Myera  J— £ 
Neater  Robt— 1 
Putnam  Broa— £ 
Rainey  ft  Robinson— £ 
Robinson   B   L— £ 
Sanders  Bruce— £ 
Strickler  Broa— £ 
Wniiama  R  T-£ 
Wood  C  O— I  c 

GXTTHRIB 

Adama  H  M— f 
Bronaon  W  M— £  c 
Ckrlen  ft  Seehr 
Cockrum  W  L-£ 
Curl  J  N-l 
Gibson  W  M— f 
Johnson  A  E— £ 
Lowe  T  J-1 
Mack  M  I-l 
Martindale  ft  Edmonds 
West  M  \r^ 

HARTSHORNE 

Baker  J  H— f 
Cox  ft  Rivers— f  1  c 
Gooch  A  M— {  1  c 
Patterson  I  D— f  1  c 
Thompson  M  L— f 
Wingate  C  S— f  c 

HENNESSEY 

Fanncfs   ft  Merchants 

Bank-f 
Moore  WL-I 
Schliemann  J  G— £ 
Smith  Glen  K— £ 
Westlake  ft  Hines-£ 

LEHIGH 

Johnson  ft  Shuell— £  1 
Jones  Arthur— £ 
WiUiama  B  F— £  1  c 

MANGUIN 

Barlow    F    G— f 
Dial  R  R-£  c 
Echols  ft  McBee— c 
Echols  &  McBee-£  1 
Hamilton  ft  Burden— £  1  c 
Hood  Mrs  Nancy^£ 
Hughea  J  T-1 
Hunter  G  N— £ 

iohnson  G  B— £  1 
f  cCallister  L  A— £  c 
Wood  J  C-! 

MARLOW 

Drewry  &  Graham— £ 
Martin  T  P— £ 
Steward  ft  Doathitt— £ 


Wade  T  I^£  c 

WUlis  D  W-£  1  c 

McALESTER 

Brice   C   S-£ 
Brown  Frank  E— 1 
Chiles  S  H-1 
GiU  G  A-£ 
Jones  A  W-£ 
Leibrand  John  T— £  c 
Lounsbenr^Gill  Co— £ 
Smith  Frank  £  c 
Sterrett  F  M— 1 
White  ft  C»-£ 
WUliama  M— £ 
Wilson  Chaa-£ 


MUSKOGEE 

Anderson  ft  Anderson— f 
Beard  R  H-£ 
Brison  ft  Tarolmen— f 
Brown  J  A— £ 
Collins  ft  Collins— f 
Cooper  Carl   H— t  c 
Culbertson  &  Tomm— f 
Emmertt  Bros— 1 
Jackson  ft  Morris  Co 
Kirkland  ft  Wisdom-f 
Klock  M  U— { 
Knox   &   Magoffin 
Metcalf  S  T— c 
Muafcogee  Title  ft  Tniat 
Oklahoma  Fire  Ins  Co 
RoberU  ft  Moffett 
Sadler  F  W 
Shermerhom-Butz     Agcy 

-f 
Tingle   Stonewall — 1 
Union  Accident— c 
Washington  Loan  ft 

Trust  Co— I  c 

NORMAN 

KJagkade  Andrew— 1 
Nesbitt,     McFarlsnd    ft 

Brewer— f   c 
Rowland  Hughea  ft  Son 

State  Investment  Co— £ 

OKLAHOMA  CITY 

Alexander  &  Upsher 

Beaton  Ralph  A— £  1 

Bewley  E  L— £ 

Braniff  J  A  &  Co— f 

Brundret  J — f 

Carroll  &  Thompaon— 1 

Clark  J  C-1 

Connolly  John— f 

Domica  J  F— £ 

Edwarda  W  W— 1 

Engleaman  A  D— 1 

Fanner  A  C— f 

Farmer   W— £ 

Fuller  G  H— £ 

Guthrie  Eugene  P— 1 

Hadlock  H^-l 

Harrah  F— £ 

Harrell  J  B— 1 

Heinrich  C  B— f 

Hitt  R  E  L-£ 
amieson  J  C — £ 
ennings  Co  The— I 
ohnson  J  Henry— ^1 
ohns.  Spencer  ft  Baker 
-£ 

McConnell  ft  Osborne— 1 

McGaughcy  C  S-^ 

Malone  W— £  1 

Marshall  F— f  1 

Mattison  J  Oliver— 1 

Merchant    W  H— 1 

Merrill  ft  Braniff— £  c 

Myers  B   F— 1 

O'Donnell  W  I— 1 

Overholser  ft  Avey— £ 

Price  Conger  ft  Co— £ 


Pryor,  Gardner  ft  Co— f 
Rouse  W  S  Co— { 
Seamans  Ed  M  &  Co— f 
Slaughter    ft    Verachoyle 

Sprague  W  B— £ 
Stephenaon  G  W— £ 
Stickley   ft  Fuller— f 
Upahaw  T  M  ft  Co-£ 
Wathington  W  H— 1 
Whittington  &  Steddom 

Wilson  O  F— £ 
Workman  ft  Co— £ 

OKMULGEE 

Cook  ft  Simmons 
Evans  Geo  W— f 
Hall  Collins  ft  Ahny-£  c 
Jolly  W  A-f 
McAdoo  W  C-f 
Smith  Fred  H— f  c 
Swain  C  F-f 

PAULS  VALLEY 

Jones  L  T— f  1  c 
IcLoin— f  1  c 
Taylor  E  M-^ 
Waide  ft  Sipea-f  1  c 

PAWNEE 

Clark  E  M— f 
Hale   Jaa    H-f 
Ingraham  M  F— £ 
Liacum  Fred  H 
Manning  John  H— f 
Muir  Miss  MoUie-f 
Nield  ft  Reid-{ 
Soulsby  Joe— £ 
Sterling  ft  Smith— £  c 
Tucker  W  S-£ 

PERRY 

Dulaney  J  C-£  1  c 
Kirchner   &   Taylor 
Robbins  M  M— £  c 
Tate  J  F 
Tebbe  E  F— f  e 
Tucker  ft  Ferryman 
Walker  C  L-f 

PONCA 

Acton  N  A— £ 
Alexander  ft  Alexander 
Baird  F  A— £ 
Bemia  A  W— 1 
Bride  C  A-f 
Brodball  H  C  R— f 
Caraon  &  Son— £ 
Chenowith— f 
Cole  H  A— £ 
Ferria  E  L— £ 
Moore  W    K— f 
Rawlings  W  M— f 
Souligny  J  P— £ 
Souligny  ft  Woodard— £ 
Walts  Geo  B-l 

POND  CREEK 

Aaher  J  H— f 
Clayton  I  T— £ 
Dunkcn  John — f 
Heironymus  W  M — ^1 
Tngersoll  C  S— f 
Myers  D  L  ft  Son— £ 
Strecker   C— £ 
Sullivan  M  D— £  c 
Vanside  Brothers— f 

POTEAU 

Armstrong  ft  Armstrong 

— f  c 
Bums  ft  Little— f 
Campbell  W  A— f 
Patrick  R  E-£  1  c 
Terry  George  W— £ 


OKLA.— Con. 

PUSCEU. 

Canimr  h  Wllbcni— f  c 
Gkico  E  D-f 
Smith  Jm  P^e 
Woodt  T  C-f  1  c 

RYAN 
Bird  ft  Tuna 
Borun  i  True 
WbiMhle  ft  Fiitaer-f 

SHAWNEE 
Brook*  J  W-f 
BylcT-Sue  ReUtj  Co— t 
CariDB  t  Dickwm 
Chriitner  Broi-t  I  c 
Parker  ft  Rign 

Co-f 
Smh  F  A-I 

STILLWATER 

Diiike  AlcKuidcr— I 
Good  E  E— { 
McCUin  Gee  HcC-f 
McGnw   &    Hunblin- 
UcL^D  John-  I 
Helton  C  A--f 


1    ft    Lou 
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SULPHUR 
ElUn  C  B-f  1 

•  &  White-f 


Marlon  B-I 

Miaten  Co  The— t  i  c 

WriEht  J  H-l  c 

TAHLEQUAH 
Duumberf  J  C— f  I 

TECUMSEH 
Cmldwell  H  I^-l 
"■  ■  H   I-f 


aiK." 


UeiikJuili     ft      PlaaUn 

In»  Co-f 
Prudentul  Idt  Co— t  c 
Pudni  ft  Eoperaon— t 
Rose  C  ft  Co-f 


VINITA 
Butler  ft  Bwd— I  c 

""    Kalcliff     Uini 


iDor  O  1^1 

Sehcut  T  E— t  e 
(ity    Farm   Lnn    Co 


ScumoD  F  C-< 
Seircy  &  Hither— f  e 
Simpgoa  Ealelle— (  c 
Steil  M«M-f 
Summer.  )  J-f 

WEATHBRFORD 
Baird  &  Scott-f 
Bauet  J  I-l  c 
Beer  F  L-f  I  e 


Cooper     ft     UcQain- 

Frie*eo  Land  Co  J  E-i 
loDC*  T  W  }i~t 
horriios  H  W-f 
Sp*rk>  Thoi— f 


WOODWARD 
GoberJohn  L 
Gray  fD 
Haming  H  C 
Morsao  ft  Araot-f  t 

WYNNEWOOD 
Eakridn      Laurence      t 

DeaF-t 
Cochrao  ft  Skaehdford- 

Nonell  ft  DiUinihuH 

YUKON 
Bdlde  R  M-4 
Banoa  H  T-f  c 
Elllion  E  B-f 

PhiUiiS'  D  B-f  c 
Spencer  L  M 


OREGON 


Brrant  C  C~f 

ChriitT  I  C-* 

CoclierUne  H  N-1 

Collins  &  T»Tlor— f 

Curl  L  M-f 

Curtis  Seal  Ealile  Co- 

UiU-Gale  S-f  c 

Howard  ;  A  ft  Co-f 

Kiag  Gnff— f 

Unn  ft  Benton  R  E  Co 

-f  1 
MeComb  &  Ptettyman— I 
Herrni  H  F-f  I  c 
Owes  Beam— f 
Pipe  J  V-f 
Ralaton   I   U-i 
RWer  W  S— f 


Roth  A  W-l 
Schujti  I  R— f 
Sendeta  M— f  c 
Sm  C  E-f 
Teibault  C  W-f 
Weatheriord  A  B— C  c 
Winn  C  B-(  e 
Wriiht  G  W-f 

ASHLAND 
Allen  Solie— f 
BilUnsa  G  F— f  I  c 
Bniler  G  S-4 
Carter  E  V-f 
EubackB  Geo— f 
Fox    0    F— f 
Gillilte  C  H-f 
HarreT  J  A-I 
HuHl  X  t^ 
Slaplea  ft  Grant— f  c 
Trelrcn  G  W-l 

ASTORIA 
Allen  A  V-l  _ 

Aitorta  Ahitnct  A  TKk 

Co-f 
Cyma  A  R— ( 
Dnnbar  F  I— f 
Elmore  Samnel  ft  Co-f 
Hlnini  ft  Warren-f 


Welch  Jai  W-f 


Bowera  W  S-f  c 
Dlmond  F  H— I 
Foiter  Geo  H  ft  Co— f  1  < 


lett  Geo  W-f 
McCocd  H  G-f 
Hellla  F  K-f  1 
Moore  Snaan-f 
StntcheU  J  W-( 

BAY  OTY 
HendrtekaH  B-f 
Kifer  Ceo  W-f 

OORVALLIS 
Bates  W  A-f 


Waltera  V  E-f 
WUaon  B  B-I 

DALLAS 
Campbell  H  G 
Conba  J  L-l 
DaltoD  E  V-f 
Fenton    H    I^-f 
OfclBrd  Silaa 
StoufCer  D  P— f 
Van  Oradal  J  0 
Vaaall  W  O-f 
WlUiama  R  E-f 


EUGENE 

B^^  Wm  ft  Son-1 
Brown   W    W-f 
Bryaon    R   S— f 
Button  Herbert— c 
Cartmell   D   I^-f 
ChoHnan  W  W-l 
Daniela  J  H~f 
DorrI*  B  F— f 
Galea  I  H— f 
UOTCT  B   H-f 

McHurpher  R~f 
Oilnim  F  W-* 
Spencer  S  S— f 


FOREST  GROVE 
Bailey  J  E-t 
CU*  J  C-f 
Halnca  B  W-f 
Hoffman  IN— I 
HoUta  W  B-t 
Hufhea  5  G— I 
Laiwlcy  WM  ft  Sott-I 
M^downey  W   W-f  1 
Naylor  E  L-f 
Ikombargh  J  A— I 


Beat  ft  Fuller  Realty  Co 

Conklin  Arthnr-< 
Comdl  A  B— 1 
Durham  G  H-f 
Petiner  loa— i 
Haadrteka  H  B-f  c 
Moai  ]oa-f 
Peterabn  J  E-l 
Pollock  S-f 
Snuc  Ceo— { 
Voo^eea  A  E-l 

HEPPNER 
Brliia  L  W-f  I  c 
Cohn  FWl-f 


Crawford  Vawter-I 
Hynd  R  F-f 
Humphrey  T— t 
Hahoner  T  T-f 
httcnon  C  E— f  I 
Smead  W  W-f 
Smith  Wm-f 
Woodaon  C— ( 


Dyke  W   P-f 
K^tli  Btoa-f 
LouB  L  A— I 
Peridna  E  L-f 
Schulmerick   Geo— f 
Shotea  A8-4 
Shutc  A   C-^ 
Tenala  John— f 
Tonne  ft  Tonsne— f 
Vanderwall  John  -f 
Wall  Tohn-f 
W^irunf  W  H-f 
WUkea  J  B-f 


INDEPENDENCE 


Wilwn  F  S-f 

JACKSONVILLE 

Nan  J  It— t 

Newbory  Gaa-{ 
Nunan  J-f 
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LA  GKANDI 

Bticfc  J   C-f 

Omrdi  W  J~f 

L>  Gnn^lBTot  Ca— -f 

Leirt*  HP—l 

McKennon,  Phy  &  Bob- 


Villianu  A  C-l 


GuUnd  5  lf-4 


MARSBnELO 
tier  WJ-I 
la^Mt  W  U-( 


H»ll    Tuati  T 
HaU   f  ohn  F-f 
Nukbsn  Clsod— ( 
PteoM  Droi  Co— I 
RtM  W  I-f 
ScbenerO— I 
Samu   A   E-l 
SenB»t»dita   H— I  1 

Upton  J  U-t 

VcUINNVILU 
Coooer  R  L— f  c 
Hopficid  L  S— f 
Honck   W  S-f 
Ktiks    B   A-f 
LatoofctM  W  H— f 
OdcU    Albcrt-f 


HEDF08D 

AHord    V  L-l 

Coehran  J  H-1 

Gr»T  W  R-f 
Jackson  W  H-i 
tawtoo  D  T-f 

L>ndl<^  G  R-f 

Kil«  W  F~f 

Kllm      C    W-( 
PScTM    C    H-f 

PurdiD  M-f 
'tcwast  P  U—i 
WUW  *  Trebridg«-< 
York    W  T-i 


NKWBEKG 

Beaver  Stalty  Co— ( 
Bon  C-l  I 

C«lkioi  S  M-f 


fei 


OREGON  aTY 
BiU  D  W 
Cbamu  T  t^ 
Chenej  O  A— f 
CUrk  J  F-l 


-iU" 


Dj«  C 

Eutbun  O  W-f 
Eb»  O   D-l 
Cffmth  P  T-f 
Hardini  G  A-f 
RartreaTM  Geo  E 
Homphrn  John  R— I 
Keltr  H— * 
LUmimm  C  D  It  D  C 

Latonrette  H  V—t 
Lovelt  I  P-I 
Vtjtt  P  J-f 
Ryan  T  F— I 


PENDLETON 
Beoller  ft  lohoa— t  c 
Bittner  k  Coutf-t 
BrowoOdd  C  W-f 
Oopton   Frudc  B  ft   Co 

ColHiu  H  V— f 
DJekKm   I  R-l  1  e 
Gil   Jo*-(  I 
Hafler  John  Jr— ( 
lohnwn  H  F-l 
Umniore   Lot — f 
^tcComai  E  W— f 
Moorhonac    Lee— f  c 
Moorhooat  Mark-f  1  c 
PandleMa     Abatract     Co 


Becbe  ft  Black-f 
Billon  H-f 
nsrreff  A  H-f 
Bnrsard  J  H  ft  Co-f 


Campbell  I   W-« 


Ben]  t-f 


ComptoD  ft  GIbiOD— 1 
Crow  N  E-^ 
Cortiaa  C  S-1 
Dicu-Hiiller   Co-f 
l>ooIey  ft  Co— f 
EnerrCU 
Kveren  ft  Ca-I 
Ford  J  P-f 
ilibRiham  I 
H.n  E  N  ft  ^    . 
llill  ft  Vu  Fridaib— f 
Uait  Fiuk  B-f 
iTirt  J  I>-« 
HirtDUD   ft  Tboinpion- 

Herrin  D  C-f 

Hewett  Heory  ft  Co— f  . 

llnebliBi  D  \¥  ft  &►-! 


Jordan  Thoa  A  ft  Co— f 

Kati  A  D-l 

Lambert.  Whltmer  ft  C« 


Milcomb  F  S  C»-f 
MukiB  W  R-1 
M  inner   Ja>    ft    Co-I 
Martin  ft  Campbell 
MendenbaU  T  J-1 
Hatter  ft  Co— f 
O'Bnran  Barcey— f 
Palaer  W  D-)  c 
Panar  John— 1 
Parrlih,  Watkina  ft  Co- 

Faraooa  E— I 
Fetcn  L  H-1 
Petti»Gro«ima7<r  Co— t 


SoSmtt 


lloundtree  A  Diamond— 
RuHtl  ft  Blytb-f 
Scott  W  D  ft  Co-f 
S>i«iniin   i[  HiTfnon— 1 
SrlJci   R  A-1 
Sldry  Gro  L— t 
S»,-ni.t.r   &  Co-r 
TTiomai  G  H— f 


Wuod   Jas   Mcl-I 


Alln  F  E-1 

Donglu  Connty  AMnct 
Co-f 

Bamilion  C  L— f 


W  r-i 

T  J  E-f 
biook  D   R-I 


Wri«ht  J  W-f 
Wri«ht  M   F— f 

SALEM 

Boiie  fi  P  Jt-f 
Derby  ft  WillMO— f 
Ellig  &  Btolhetton— r 
Ford  T  K— f 
Ball  ft  DowninB-f 

tnki   W  T— r 
trk  L  M-f  1  c 


TbiclKn  Henry  B— 1  « 
Wright  J  G  ft  Co— f 

THE  DALLES 
Aid  H   D— f  I  c 
Chf'bro   luT  Co-f  t 
Rlloon  lohn-f 
Giboiu  R  F— f 
Hoiletler  ft  FrcDCta'f 
Hon^tlir  k  Coodwio— I 
-    ■         T  A-f  c 


Hud..o' 


and  Co— ( 


■n  &  Grei 

slv   C  T-i 

Nolan  M  T-f  c 
Schenek  ft  BeaB-f 
Seofert  Arlfan^ 


WASCO 
;[t  N  M— f 

Catiron  E  S-f 
Ftoebe  Wm  N-f 


fttll  J 


HcCoy-Atwood   C»-€ 


PENNSYLVANIA 


ALLEGHENY 
Annatnnu  H  W— I 
BcckCddVj-f 
SlacfcatoBa  H  B-l 
BIsttiHr  L-4 
Bttos  Bdn^ 
DoIIbopf  C-f 
r>T«r  JU-I 
Poerrtcr  ft  Endera— f 
Ford  Lala>«tw-t 
Ford  W«  A-l 
Bart  H-l 
Har  WA-f 


■  C  H-f 

Mleftob  Jawaa   I 
C»tk  G  C-f  I 


Pc»»nft  nfta-t 
Scott  W   t^-f 
Stork  A— 1 

Waldachnridt  Fked-4  I 
Walter  H-f 
Wrftenhaoaea  C  V-{ 

ALLENTOWN 
Bender  Edward  C-f  c 
Berkemeyer  L  F— r 
Boih  A  B— I 
Ro^e  C«o-f 
Brown  ft  Kocb-f  1  c 
Deniler  R  S— I 
Deih  B  E-f 
Diebl  F  A-l 
rnllin»eT  Dpira.-f 
Dreaber  F  G-1 
Fry  Geo-f 
Hecker  ft  Rnhe— f  c 
Hirdatr  Geo  H— f 
Hartielt  ft  Werler-f 


Hoata  Ulaa  Uair-f 
Kittle  J  I-f  I  e 
jonei  W  L  ft  Soo-t  I  I 
Klaller  A  D-l 
KIcckner  Fnnda— { 
Kleckner  Lerl-f 
Rllnrer  Uartia— t 
Kobftr  V  Z—t 
Koona  aement  V—t  I  c 
Knu  ft  Petera-1 
Kutt  H  J-f 
Laroa  Chai   W-f 
Trfiienrinn  *  Walkef^ 
Lett  SEepbto- f  1  e 
McFarland  Wealey-I 
Meinell  M  J-f 
Miller  E  S~c 
Miner  L  F-l 
Miller  T  E-f 
Mohr  H  W  ft  5oa-f 


Newhard  J  H— c 
Ramaay  T  I^I 
-     h  ft  freai 


Scbubcrt  Wm-1 
Sepp  J  W-.f  1  e 
Si»el  ft  Smith-( 
Smith  ft  Uiehael-f 
Troiell  N  L  C-f  I  c 
Tmcfaaea  Harry  E— f 
Waaaer  W  H-f 
Webb  Jame*  W-f 
Ytagllof  H  B  ft  Son— 1 
Zietper  Clasd— f 


Cnine  W  U  C-f  c 
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PA. — ^Altoona,  Con. 

Hickt  Wm  B--{  e 
Irwin  Woods  B— 1 
Kcctcy  M   R— 4 
Logan  T  M— I 
McCartney  John— 1 
Morris  Chas— f  c 
Nicholson  H  L— f 
Young  £  O— f 

ARCHIBALD 

Bishop  Bros— { 
Burke  Tim— 1 
Caffery  Mart— 1 
Cummings  W  T— 1 
Duffy  M— 1 
Kearney  Jas  F— f 
Mahady  Mart— 1 
Mnnley  John— 1 
Noon  Jonn— 1 
Philbin  J— 1 

APOLLO 
GalUgher  J  E— f  I  c 

Jackson  Chas  G— f 
IcLaughlin  R  M  &  Co 

Wolfe  A  S— £ 
Wray  Ira  J — ^f 

ARDMORE 
McCnrdy  J  C-f  1  c 

ASHLAND 

Barron  T  F— f  1  e 
Daley  W  J-4 
Gamer  J  C  &  Son— f 
Lessig  Jacob— f  c 
Williams     &    Gearhart- 
f  1  c 

ASHLEY 

Fenner  Geo  L— f  c 

{ones  lasp— f 
«ineban  Patrick  J-4 
Vincent  Fred— I 
Wells  S  E-1 
Wflliams  Thos  C-l  1  c 

ATHENS 
Decker  P  E— f 
Hnn  C  F-f 
Sairs  F  G-f 
Shaw  L  F-f 
Tidd  C  W— f  c 

•  AUSTIN 

Van  Valkenberg  Mary—! 
WandaU  F  J-f 

AVALON 

De  Noon  R  W-1 
Nettronr  Chas  F— 1 
Wright  B  E— I 

AVOCA 

Qifford  Frank— 1 
Dunlap  Henry— 1 
Kane  Wm-1 
Lower  G  W-f 
McDemott  Patrick—] 
McHale   Thos— 1 
Rider  Thomas— 1 
Rowe  Wm— 1 
Samrnon  George— f 

BANGOR 

Bnssard  E  P— f  c 
Delp  Saml  E— 1 
Jones  M  H— 1  c 
Tones  R  P— f 
Kichline  T  J— f  1  c 
Linaberry  C  S— I 
Lindeman  W  H— f  1  c 
Long  J  E— f 
Mitchell  T  H-1 
Speer  ft  Rea^e 
Raesly  S  E— I 
Thorman   M   J   ft    Co— 
f  1  c 


BEAVER 

Anderson  H  D— 1  c 
BeU  D  B-1 
BoTsrd  ft  Anderson— f 
Harper  ft  Hughes— f  1 
Hurst  A  C-l  c 
Singleton  E  H— f 
SUndley  E  M— 1 

BEAVER  FALLS 

Lewis  O  S— f  1  e 
McCoy  J  D-f  1  c 

BEDFORD 
Cessna  J  Roy— f  1 
Gailey  John  W-l  I 
Lysinger  Wm  S— f  1 
Miller  H  C-f 
Moore  Ruth— f  1 
Reed  Wm— { 
Roberts  J  C— 1 

BELLEFONTB 

Fenlon  H  E— f  c 
Grar   John    P   ft    Son- 

i  ic 
Harper  J  C— 1 
Hunter  R  F— 1 
McCargar  J  S— 1 
Musser  W  H-f  1  c 
Rankfai  W  B-f  1  c 
Walker  Miles  W— 1 
Woodring  D  W-f 

BELLEVUE 

Bowman   A  M— 1 
Bulger  L  M— I 
Gregory  Chas  E— 1 

BENNETT 
Bauer  P  J— f 


Isensee 

Nenf 

Reed  E  L-f  1 

Sample  H  E-l 

Yoong  W  A-f 

BERWICK 

Reshline  Gideon— f 
Erans  J  L— f 
Evans  J  W-f  1  c 
Jacoby   L    S— f  c 
Letteer  O  E— f  c 
McAnall  ft  Co-f  c 
Smith  Adam— f  1 
Thomas  W— 1 
Vought  W  C— f  c 

BETHLEHEM 

Borhek  M  A-l 
Faust  Jas  D— 1 1  c 
Fink  Wm  J-l  c 
Funk  D  S-f 
Haus  Frank  J— I 
Hess  Geo  K— I 
Lilly  W  S-f  1 
Leibert  R  W-l 
Leibiried  L  F-l 
Ott  R  B— f  c 

BIRDSBORO 

Arters  Wm  M— 1 
Beidler  Heber-1 
Cross  T  Frank— f 
Miller  S^ler-1 
Painter  Horace— 1 
Sj>onagle  John— f 
~  ooora  ft  Bro— f 


Sp 
Yo 


BLATRSVTLLB 

Allen   Chas— I 
Clawson   G  L^ 
Cunningham  A 

— fc 
Graff  F.-f 
Stitt  W  H-f 
Wineman  S  G-A  1  c 


BLOOMSBURGH 
Brooke  W  H— f  1  c 
Campbell  D  W— I  1  c 
Dentler  F  D—f  i 
Lutz  M  P  &  Son— f  1  c 
McKelvy  C  W— f  1  c 
Maize  J  H  ft  Son— f  1  c 
Nagle  C  F-f  1 
Peacock  S  P— f  1  c 
Vannatta  Sade— f  c 
Whitney  W  R— f  c 

BLOSSBURG 
Reese  D  W— 1 
Kehler  ft   Reeae-f 
Smith  F  B— f  1 

BOSTON 
Douglass  W  L-f  I  c 

BRADDOCK 
Baker  ft  Oskin— I 
Burd  E  M— 1 
Clifford  J  M-l  c 
Holland  W  J-f  c 
McAnuhy  R  M— I  e 
McCune_J  T— f  c 
Mnis  J  K-l 
Nugent  E  D— f  c 
Oskin  Wm-I 
Rinard  A  Stewart— f  c 
Rueckert  C  J  G— 1 
Schi]linff_A  A— f  c 
Sexton  £  G— 1 
SheeW-f 

Stroud  A  Hanrey— I  c 
Stroup  D  W-l  1  e 
Stokes  C  A— f  e 

BRADFORD 

Bauer  Robert— f  1  c 
Boardman  A  M— I  c 
Brown  A  F 
Butterfield  W  C 
Coatetlo  T  E-l  1  c 
Finney  L  M— 1 
Healy  D  T-l  c 
Hooker  C  M 
GUUa  A 

Paton  ft  WhccleiM  1  c 
Slocum  Frank— 1  c 

BRIDGEPORT 
Thomas  Benj— f  c 

BRISTOL 

Archer  Tamc»— 1 
Boos  Wm  H— f 
Hromley  Jease— 1 
Brooks  Jas  H-f  1 
Brown  Edward— 1 
Bunting  John— 1 
Gilkeson  Franklin— f  c 
Gilkeson  James— f  c 
Griffin  John— 1 
Hellyer  Maurice— 1 
James  Howard  I— f  c 
Laing  William  E— f 
Leigh  Edward  L^l 
T^vett  J  C-l 
Maule   John    C— f 
Moffitt  Thomas  F— 1 
Nilms  Lewis— 1 
Phipps  George  S— 1 
Scott  Chss  &-1 
Smith  William— 1 
Stuckert  John  C— f  c 
Tavlor  Darid  O— f 
Wilson  Charie»-f  1 
Wright  Charles-1 

BROOKVILLE 

Brown   Bros— f  1  c 
Eshbaugh  Clyde— 1 
Galbraith  T  B— f  1  c 
McGary  H  E— f  1  c 
Finney  Mrs  Jennie  B— f 
Reed  John  T— f  1  c 
Shaffer  W  J-l  1  c 
Stewart  J  B— f  1  c 


BROWNSVILLE 

Binns  J  Y— f  1  c 
Bush  J  K-f  1  c 
Garletto  C  C— f  1  c 
Lenhart  Geo  W  &  Son-f 

Ic 
Lockridge  L  R— f  1  c 
Snowdon  H  J— I  1  c 

BUTLER 

Abrams  A  Dale— I  1  e 
Alexander  Bros— f 
Brandon  J  E— 1 
Carmichael  J  H-4 
Crawford  W^F— 1 
Donglaaa  C  H— I 
Evans  Walter— f  1  c 
Graham  John— e 
Haslett  A  McCollongb-f 
Hutchison  J  W— c 
MarshaU  T  B-l 
McBride  A  Wood»-f 
Mcjunkin   L   S    ft   Co- 

f  I  c 
McGa£Be— 1  c 
MiUer  Wm  H-l  1  c 
Purdum  W  M~l 
Rumberger  W  F— f 
Stewart  ft  Boyei^-f 
Sutton  D  H— f 
Turner  W  R— c 
Voelker  Wm— f  1  c 


Vogeley  Theodore— f  1  e 
Walker  ft  McElvain-l  1 
Wright  M  F-f 

CALIFORNIA 

Baker  ft  Tackman  Co— f  c 
Myers     ft     Richardsoo— 

f  1  c 
Underwood  T  J-f 

CANONSBURG 

Bamett  G  Lizzie— I 
BUck  W  C— f  1  c 
Gowem  J  W— I 
fsherwood  Ernest   I 
Kelso  B  M— r 
Mcaelland  L  John-I 
Reese  T  M-f 

CANTON 

Butler  J  B-f 
Bullock  C  E— f 
Qereland  E  J— f  1  c 
Knise  G  F-f  1  e 

CARBONDALE 

Baker  W  R-l 
Bridgett  John— f  c 
Coudb  Inanranee  Agency 

— f  I  c 
Edwards  ft  Campbell— C 
Gardner  M  A— I  1 
Gehen  Insurance  Agency 

-f  1  c 
Latiirope  Ins^   Agency-- 

f  1  c 
McDonouA  P— f  1 
O'Heam  jM  c 
O'Maltey  7-4 
Rees  David— f  1 
Shannon  J  B— f  1  c 
Stoddard  Eugene^  1 
Williams  A  Okely-1 2  c 

CARLISLE 

Boats  Jdhn-I 
Comman  W  H— f 
Diram  C  H— 1 
Eckels  John  C-l  I  e 
Eyler  Wm  M-I  c 
Gerhart   Fredlc-I 
Groome  John  C-f 
Hoffer  F  H— I  c 
Hnmrich  Chas  F— f  I  c 
Kecny  Chaa  D— 1  c 
Keeny  J  M— f  I  e 
Kistler  Jno— 1 
Liggett 
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LinilK7   E   D-1   c 


feEs.; 


Hitler  W  B-(l 
M'tti'-''  Chu  0—1 
SiBertBF  Jr-!l 

Sheaier  R  E— f  c 
ShcplM  W  H— 1« 
Smith  J  U— flc 
boUenbiiaci  Geo  A-^ 
Slock  J  C— 1 

A'MkirtJ  H— 1 
WiETier  b»id-[ 
Ward  H  A— 1 
Whita  Irwin  J-^ 
Vita  Allen  W— Ic 
Yut*   Ebaa-i   c 

CARNSGIB 
Bm(ham  H  R 
Bnrgui  K  P 
Emu  Rttat—t 
Gill   I— 1 

MelTiUu  A  W— t 
Oswald  Endc — f 
Portmm  Bdw — i 
KeitH  G-1 
RoMCT  Geo— I 
Soowrafl  WB-f 
Stifter  Ftank— f 
Walter   L  H— f 
Walter  W  B-t 

CATASAUQUA 
Click  ft  Co-f 
jpae*  Tbomaa— ( 
Koom  A  A— I 
Koooa  A  FA  Stta-H  > 
Kooot  E  C-f  I  « 
Mclirie  F  J-f 
RIclileT  Geo  H— f 
Utrich  A  N-t 


CENTSALIA 
Footer  W  John— ( 


Bollliiflcr  E  E-^  I 
Bord^J-ll 
Ganoe  HB— I 
Gillan  Aitlrar  W-f 
Gehr  D  O— f 
Hoemer   W   S— ( 
HabcT  Samnd  F— f 
HattOD    A    FinneT—l    1 
tCeeler  Wm  R-f  e 
Lhv  •   HirbaDfb— t 
Uord  Ellii  F— t  c 
McKnltT   B   Howard—  < 

Minelurt  T  Z 
Orr  C  U-f  1  c 
Otr  Fraak-f  lo 

Petcn   i   Hdnttdman— 


C^ilci  EuECoe  J— { 
Co-operation    Realty     Co 

FlieHnr"  L  P— t 
Fiye  I  N-1 
Frre  C  0-(  1 
Htpler  H  O-t  I  e 
Hefpln  J  A-<  e 


UcKtao  John  C-f 
Ftoplu  Ifu  Aaenc* 
Riibeck  George  W~(  c 
Trew  C  R-f 
Trlaiky  M  J— f 
WilUaauoa  T  D-l 

CHESTER 
Crwh  V 

"        An 

Wm  N-f  c 


B-f 

1 

WerriloiF-f  c 


Hirrei  George  t 
Ton«  Xdmnnd-f 
Lear  A  Werillow- 


Ucttler  rruikllB  V-l 
UlrUl  Tahn  H-t 
Horlock  Joho^ 
Palmer  Ourlet     ' 


Smltli  LmriiT-f 
SveencT  ft  Cirda— <  e 
Tirlor   Wm-1  e 
Temple  J  H~( 
WaH  Wm  Ji^t 
Wler  A  Crowlei— f 
Wlt>a  Horace-! 

CLARION 
Brown  John  F— I 
Collner   W    F  It   Sop»- 

FnmptoD  B  B— 1 
LangUtn  S  S-(  I  c 
KauT^iaD    M    M    A    L- 
r  le 

CLAVSVILLE 
Inrin  D  K-f  e 
HcLain  A  Co  Jr 
Noble  ;  H-l 

CLEARFIELD 
Bareta*  John  C-(  1  e 
CbaM  E  B-f 
Fnlford  A  FuKord-l 
HagertT  S  Sackett—f 
Hefmbold,   Stewart   ft 


KauflmBi,   C   C-f  1  c 
KilBi-rf    C    M-1 
Miller  Daniel  L-l 
Sliuman  M  S-( 
Smith   M    1-1 
Tripple  I  A-1 

Zlegler   Mirr-f 

CONHELLSVILLE 
Davfa  Tohn-l 
Donehoo  Geo  P— f  1 
Fuehrer  Geo  Co-f  c 
(1,11.  Kher    J-1 
Goldimllb  Henri— f  1  c 
Hood  A  Co  S  F— t  L  c 
Kramer  K  K— f  1  e 
Porter  J  D-t  1  c 

CONSHOHOCKEN 


^Tle   ^  J; 


Heywood   H  B  ft   Bro 

Taimaoii  I— 1 
Kennedy  W  1^1 
KJrkpatrick  A— 1 
Kocb  G  W-l 
Light  A  Potta— f 
Uerera  Wm  F-f 
O'Brien  C-i 
Raiierty  Geo-I 
Repoert  Wm 
Robiaaon  John— 1 
Tracy  H  M-f 


Baldwin  Broa— f 
Dnnlip  A  U— f 
Gog  A  D-f 
Metabt  J  M-f 
Neclcy  die  S-l 
SteienwB  Chaa  H 
Taylor  Jaa  S-( 

03RRy 
Ao«r  Harry— (  I  c 
Coyle  U  F-1  c 


I>a*U 


a*U  I  B 
arihV  1 


Eri— f . 

r  s-i 

Nantea  l_0-f  c 
Palmer  R  K— ! 


COUDKRSPORT 
Daniel!  In*  Agsy-f  1  c 
Dinehart  F  &-4 
Elliott  fl  V-f  I  c 
Potter  M   T— I 
Stevena  E  C— t 
Van  De  Boc  C  D-l  )  e 

DANVILLE 
Ammerman  C  V— f 
Ammerman  W  H  ft  Co 

~f  c 
Cormon  Edw  W— [ 
Derr  Frank  C— t  1 
Edmonion  Gconre  D— fl 
EdmondaoB  H  R-f  I 
FarniBworth       Pauline-f 

le 
MeCarren  Praak— I 
McCIne  Wm  1,-i 
McCoy  S  A-1  e 
MUea,   Pelfer  A  Co— flc 
Phiilen  Totin-1 
Sidler  W  1^1 
Vincent  Heory-f  1  c 
Wei  ah  Thos— 1 


DARBV 
Hilbert  W  J-f 
Palcbell  George— f 
Swope  A  Sana— f  c 

DERRY  STATION 
Bennett  H  H— 1 
PHin^tt  J   A — f 
D  A-f  1 
J  M— f  1 


Mowry  fi 
Nicholaon 
Utta  Wan 


DOWNINGTOWN 
Carpenter   T  T-( 
Carr  Jfr-f 
Connelt  John— f 
Griffith  S  Son— f 
Yohnaon  Joa  H-f 
Ryan  W  T-l 
White  S  D—  f 


DOYLESTOWN 
Andera  Aaher  K— f 
Harria  Henry  O— f 
Tamea  Henry  A-t 
'lamea    Irv.n    U-1 
tame*  Wynne-  I 
Jobnaon  J  Rov 
Kelly  Wm  F  Jr-f 
Maaon  Wni-4 
Metlar  Geo    W— f 
NIghtiunle  C  R-f  1 
W^  WUli»-1 

DV  BOIS 
Boweranx  J   A— f 
Cannon  G  W-l 
Chriaanun  H  S— 1 
Ford  W  B-f  c 
Foi  A  E-l 
Hatten  Walter-f  1  c 
NeB  Doraey— f 
Rodgera  John  A— f  1  e 
Rodgera  Chai  W-f  1  e 
Seyler  TEA  Co-f  c 
Shaffer  Bro»-t  c 
Shaffer  A  Gleason— f  1 
Stockdale  Geo  A-f  I   i 


DUNCANNON 
KIlBe  M  E-f  I  c 
Noaa  George  B— f 
Pens  ell  George— f 
Pennen  FranE— f 
Rife  R  Jonea-f 


WahUi 


DOQUESNE 
BUek  Howard  I^-f 
Conlin  J   A—f 
ConllD  M  C-( 
GerdU  F— f  c 
Goldatrohm  Chaa  F-f 
Granger  W  1,-f 
MeConnell  J  G-f  e 
PItu  Afthnr  B— f 
EAST    CONEHAUGH 


McGiniey  John  1^1 
(CDonnel  John  A— I 


EASTON 
Bninner  A  Brunoer— f  1 1 
Btwkley  A  Co— f 


Ealer  Geo  J-c 
FlemmiBg  Geo  D-f  I 
Frinciaco  W  B— f 
Hickett  A   Chiday— f  I 


Lennox  Geo-f 
Lerch  R  H— 1  c 
McKeen  H  A  Son— f 
Mevtrs  A  Yeager— f  I 
Oldt   C   F-1 
Riebarda  A  N-f  1 
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PA.— Easton,  Con. 
Sbawda  B  H-f 
Shimo  Frank  G-f  c 
SBTder  i  Brawn-^ 
Stewart    Pruik    W— 1 1 

T^dn  ^^1-1 
Waraet  Jm  H-I  f  e 
WerkhcUer  U  F-l  c 
White    Wm   I^-) 


Brown  Pbil-I 
Butler  Kor—t 
CunDinsham  I^t 
Dendl  Sunl— i 
Fiiber  Georfc— 1 
Frsocii  &  Joho.(on-f 


EMPORIUM 
Grant  Allen- -f 
Hackenberg  Wm-i  c 
Haupt  U  O— f 
Tndd  F  G-i  t  c 
Le«t  F  D-( 
Walker  Cm  Ir-l 


Well 


E  T-1 


EPHRATA 

UuLh  J  VV-( 
Engl*  F  E— f 
trt  S  B-f 


Hoyer  John-I 
SiEmineU  H  E-  f 
We**er  S  U-f 
Yeaget  C  5-t 


Auatfai  Cha*  P— I 
Bailn  J   A-I 
Baker  S  U-1 
Bankion  W  I^-c 
Banmbach  C  H-I 
Barger  G  B-l  c 
Banchard  Chat  H-'I 
BenMn  Paul  A— c 

Brown  C  D  W-1 
Brown  John  P-1 
BctU  G  Ediat— I 


HambcTEer  John   &  Son 
Harper    tc    Baoell    Co- 
Harper  W  W-l 
Hare*  C  »-f 
HemphlU  T  U-f  c 
Howell  S  H_l 


Mfauic  C  J— c 
Morriion  X  Q-t  |  c 
Moaher  W  K-1 
Uanger  H  I^-e 
Roberta  M  B— c 


Clark  S  F-l 
FisdIer  ft  TitIot 

GALETEAN 
Martin  R  T  &  H  D— f  c 

GALLITZEH 
Brkkner  M— 1 
GlaM  H  J-] 

GETTYSBURG 
DoBghcrtT  A  Bartle;— f 
Ellkitt  Jamet-f 


Sabl  Pn 
(landon: 


Mar  Gee 

Richer  C 


WaUh  H  J-l 

FRACKVILLE 
Anatock  C  I^-f 
Etbh*  B  David-1 
Drew  Rober^-c 
Hartaoc  Cbaa— I 
Hick*  Ror  P-i 


DanbeaiMck  G  Ar-i 
Flndlaj  »  Flemlna— (  I 
Frj  G  B  «  Cd^I  c 
Galbrath  Cbaa  R— I  1  c 
Harea  Oarence  Y-l 
Lambenon    Harrr-^ 
McR»  &  RowlandB-f 
Officer  F  W-l 
Smilh  C  E  &  Son 


Havei  Mr*  Jobi 
IfaJoT  J  J-l 
Mclfreariy   lohn-f 
McCarron   Wm-I 
McGlaochKn  Pmk-^ 
O'Donnell  A  J-l 
Renn  Ju  M-f 
Slatlery  Thoi-1 


Grenoble  I  J— f 
Schick  I  L-f 
StalUnuth  J  Frank  ft  Co 

Weaver  E  A 
Winter  Martia-f  1  e 


GIRARDVILLE 
BeddcU  Ben   B-f 
Ciray  AI-l 

Coon  Thot  I^-l 
Granger  Aflhor— (  c 
Green  Robert-I 
Hamlin  Irrin-I 
Lavellt  John-f 
McGlnaia  Hairy  &  Bro- 

Mlrrtee  Harrr 
Selgrade  John  ]t--4 
Weller  Henrf  J-f  c 

GLA5SPOBT 
Bonomley  J  C— I 
Cheater  F  }-t 


GREEN  V1LX£ 
Bstteiier  F  A— t 
BeattT  ^oa— I 
Bond  M  H-i  I  c 
Burnett  Q  J— 1 
Carberrr    Y    A— I 
Downa  S  D-t 
Field  F  F-l 
GiUetpit  5  A-t  1  e 
Hoomer  H  C— f 
Kane  Martin— f  1 

HAMBURGH 

Bear  Geo  W-t  I  c 
HoSoan  Sol  K— f 
HiUcr  Ed  J-H 


HANOVER 
Bair  G  Millon-I  1 
Bange  H   M~l 
Biihop    Edwia— 1 
KUni  Amoa-{ 
Brough  John— f  1  c 
ChroWwalte  Tho»  F— I 
Pitcher  J  W-f 
Kling  Amoi— f 
Miller  John  B— i 
Miller  ft  Gdielmto-f 
Stark   Geo    W— f  1  c 


HABRISBGRG 


ttTu  i 


GRBENCASTLE 
Clippinger  C  H— f 
Daibon  W  R-l 
Fletcher  L  B-f  I 
Ijghl  J  H— f  1 
Patton  W  J-( 
Ruthraaff  Mix   LilUn- 


BalsbauBh  H  W-i  c 
-    ler  4  Son-f 

..d  &  Nidkey-f  c 
Biahop  W  U-i  c 
Bowman  D  G— f  c 
Bnghthill  &  Curoll-C 
Breta  H  H-c 


BnAneU  W  F-f  c 
BsAncU  W  H-I 
Carl  Robt  A-t 
Careny  S  B-f  1 
Coc«  ttobl  F-f 
Crammer  E  W-l 
Cullmerrr  G  L^-f  c 
DanieU  J  F-l 
Dare  E  O  ft  Son-f  e 
-  pp  J   F-f 
—r  R  H— f  1  c 
Dnicotl  W  H— f 
Dunkle  Broa— f 
Eaton  J  F-l 
Ehr  B   P— f 
Ectenrode  John  W-l 


burn    H    U-f 

Friedman  S— f 
GermiD  j  W— 1 
Gipple  J  E-f 
Giriio  6  R-f 
Gtovf  J  1^-f 
'     Ilafflmond  ft  BaDer— ftc 


Ionia  J  P-( 

Uib  Frank  R  ft  So>-fe 

liennann  P  W  ft  So*-f 
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HOMESTEAD 


MeCormMJc  J  L— c 


Miller  &  I^Bf_f 
Miller  1-1  c 
Moore  A  C— c 

MoRiKM    J_S^ 

MoMcr  JH-f 
NiehoU*  J  B-l 
Oliver  D— 1 
Orentt  C  H— I 
Orth  Hcnrr  C— (  I  i 
Pmb  *  PMe-f 


CEHCIUL 

msviuitce 
Ml  (LUSIUn 


Roddy  &  McWiUUms-f 
SAbrer  J  F  ft  Sca-t 
Sciben  G  A— { 
Sbcafer  H  J  ft  Co-H  « 


AndniEffi  Frank — E 
B«na  En-a  A— i 
BenncT   WclLinglon- 

Hiscombe  B— f  1  c 


Coitelle  Eugoii 
D(7fooB  Hiirj- 
F.non  PMir-f 


Pichl. 


G  P-i 


J  John-f 

GallaEher  John— 1 
Gorauo  J  B-f 
'Gcmeh  John  I— f 
Ham.  Phil-t  1  c 
Heidcneieb  Broa-l 
H»lms  C  E— f  1  c 
Hill  C  F  «  Sof       ' 
Hill  C  WilUrd-f  I  1 
HughM  J  J-f  1 
Toa«  2°*'I''>  "-* 

Loai  H-f  e 

McAniiHr  A  T— f 
HcAtot  W  M-( 
Maiw  Chaj»-i 
HlB*  Albert— f 
Halbatl  John  J~*  I  c 
Pen?  R  P-f  I  e 
RppCTt  Birr»— ( 
FoweU  W  M-f  1 
Rielt7  navid— I 


Taylor  ft  ClaA-t  I  « 
Tbomaa  Pnnir— f  1 
Wbfttaker  T  J-t 
VTilbelB  Tobn— f 


HOLIDAySBURGH 
Acker*  Tobn  T-f  1  e 
CBber  J  W-l  1  c 
McPadda  H  A— 1 1  o 
SiAk  Wa  Ar-lo 


Bainbridfc  Jdo  W 
Beadk  BrOB— f 
Crawford  D  J 
tiikt  Gm  W-I  1  c 
BobBD  C  R-f  c 
IIome«M*d  Keaitr  Co- 
Jacob*  GcOTM— f  c 
Ipiiea  ft  Mort-f  I 
ksba  A  T— f  1  e 
KufaD  JaiBM  C-f 
HeOeerr  G  W-t 
Heaor*  H  L-t 


ialonei  Jol 
filler  )  faj 


3rd>-l 
Tho*-l 


HONESDALE 
Baher  W  W-l 
BI,«irI  C   1^1 


Coliman  W  F 
Kirk   Edwin-i 


;  M»Itier  Chas-f 
I  \«dh»in    B    C-1 
I  Nighllingcr   BcDJ   F 

Kenocr  A   B— I 
Kuddacb  j  W— f 
Sicniti  Clu*  A— 1 
SmTlh  H-f 
Traok  J   G-f 


Dcpew  Frank  L-f 


Kraft  A  6-.T,Ktr-f  1  <: 
Fohjn^on    I    5-f   1   c 
Sthtn^k    W    P-f 
Slont    W   H-f 
Tclley  F  J-  I 
Tirgky  Hcnry-I 
Wffeh  J  N-ic 

HOUTZDALE 
BonHon  Bernr— f 
Coman  Jobn— I 
RenneiieT  P  F-1 
McGrath  Joho    B— t 
Scollin*  John— t 

HUNTINGDON 
Donkle  J  C-t 
laenbera  Frank  H— f  e 
lackioa  J  C-f  c 
Iffillcr  R  AUiaoD  ft  Son 

-1  e 
Nophdnr  H  W-f 
Oi«K>ii  R  A-t 
Port  T  Orda-f  c 
Sbaffner  Martiii  t.  ft 

Son-f  c 
SImp-m  JR  A  W  B-(l 
Smgait    Hanbberier    ft 

Wood*  Jai^e*  S-f  c 

INDIANA 

Beana  loi  Accy^-f  1 
Edwarda  T  L-f 
Gaibri*  S  W-l 
KinB  J  R-l  1  c 
Marahall  G  M-i 
NeK  W  S-f 

Panteil  ft  Cowhrr— f  I  c 
Stewart    ft   Cannhisbani 

TbompHni  Un  M  H— f  e 
Huberlake  &  HcLain-f 

wiuoa  wmi»-« 

IRWIN 

D.H  OH"  H-f 
Davii  ft  Faltirk— f  I 

Dilend trier  M-  I 
Galllghcr  ft   Grcu-f 


f  t   c 

MtCabt  . 


e  Adan 


Wilson  John-f  1  c 
TEAHNSTTE 
Bcil  John— f  c 
Bctbtme  A  I^-t  c 


JERSEY   SHORE 
Doaoe  ft  BoawcU-f  1 
Martin  Jane*— f 
St*<er  M  I^-t  I  * 

Williani»on  aate— I  I 

JOHNSOHBURG 
O'Donnel  ft  Smltb-f  I 
Cunsinibam  J  H— I  c 
Secriat  W  I-f  I  e 


:o>   Mr* Jan 

rtoftord  Dan' 


t  D  G— I 


nan   H    L  S   CO- 


.  .  ..  .  J  ?.  , 
Millapaw  G  W- 
Oelf  «  Waltrr j-f 

Rcam'ft  Hibner— f  e 
Roberta  &  Byron — f 
SecUer  ft  Alcer*— f 
Sleofer  John— f 
Swflialr  W  W-l  c 
Watlriot  Bro*-f 
Woodrint  U  R  ft  Co-t  i 


KINGSTON 
Marey  W  J-f 
Halter  H  W-l 
Van  Horn  H  W 

KITTAHING 


Ptrtner  H  B— I  1  a 
WeM  Geo-f  1  c 

KNOXVIIXE 
Hilcbcoek  A  B-f  t  c 
Bean  Forrcat— t  I 


LANCASTER 

AtkiDl  Frank  J-t 
Bauimai.    I    A-l 
Bauimao  S   D-l   e 
BrenemaD  H    R-(  1  c 
Cochran  &  Reinitth— [ 
Dchaif        -    "  -      - 


EiikIc  Si   Hambright-i 
Fchi  J  W-f  c 
Forney  1  G  &  Co-f 
France  (-1 
GrofT  Ltmud  L— f 
Hamiih   Thoma,  J-l 
Bridig  a   McGovsm— 
Hcff  Allen  A-r  c 
Herr  I  H  »  Bfo~l  1 
Ho*elI  Heerr  N—f  c 
KauSman  R  John— I 


Mfliirr  lo»in  H— I 
People.  John  B-l 
Baut.   I  lialen   P~l 


LANSDALB 

Addlaoo  C  R-( 
BddUr  H  H-l  I  c 
Preta  H  M-c 

eibnaoa  A  D— f 
lller  Cha*  H-f  I  c 
Place  J   W-( 
Sebtdta  Daolet  S-t 
Steer  Frank— f  e 


LANSFORD 
Laiwr  John  B-f  I 
Lewi*  Fred-f 
Scott  B  E— ( 

Scott  L  r-t 

Weal  D  C-f 


Freeble  Jamea  I^-(  t  e 
Harria  H  E-l  c 
gar*   E^er  J— f  e 


Kline  J  T 
Lobr  R  G 


Horler  W  D-l 

Pepperdar  John  J-f 
St  Oalr  Steele  B-f  I  c 
Saxman  C  W— f 
Saxnuo   A  G— I  e 
Toner    ft    Chamber*— f  c 
Veigle   W   W-f 
Walton  Cbarle*  G-t  e 

LEBANON 
AddnaHarn  T— 1 
r  J  C-1 


r  Geo— I 


Borbn  Tboa  J— I 
C«  B-1 
Gallatber  H  C-t 
Haln  D  W-f 
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17  JJ 

Krante  JoMpb— f  1  e 
lOgnira  J  W-flc 
Mmr  S  T-^ 
IfUlcr  J  Henry  ft 

f  Ic 

Nitn«cr  ft  Hartoian— f  c 
Rank  ft  Walter-f 
Rife  C  M-1 
Seltser  John  H— f 
Shaak  W  E^f 
Shindy  Ciae  ft  Tijlor- 

f  1  c 
Spangler  M  P— f  1  c 
iWion  H  F— 1 
Wenael  D  W-1 
White  Harry-l 

LEECHBURG 

Morris  Clarence  O— f  i  c 
Rowe  £  H— f 
Thomas  Howard— I 
Ttottt  Judsott— f  1 
Van  (Hesen  T  L-^ 
Wray  H  H-f 

LEETONIA 

MarshaU  N  E-e 
MeUinccr  D  W-1 
Warren  Yrtn  B 

LBHIGHTON 

Amer  J  F— f  1 
Ash  Win  E-f 
Fritanger  J  M*f  I 
Gray  Geo  E-l 
Granl  P  M-f 
Haulc  C  A— f 
Horack   G— 1 
Keller  John— I 
Kennel  H  B-f  I 
Ifarthlmer  Ralph— 1 
MiUer  L  S-1 
Seaboldt  Howard— f  1  e 
Walch  N  T— 1 
Zem  E  G— f  1 

LEWISBURGH 

Btttler  L  T— f  c 
Darlington  R  M— 1  c 
Follmer  W  R-l 
Gets  D  H— f 
Halfpenny  T  B— I 
Halfpenny  W  S-f  c 
Linn  P  6— f 
Spyker  H  E-i 
Vw  Valsah  1  W-f 
WaOs  WC-I 
Wolfe  C  J-f 


LEWISTOK 

Aikeas  W  H-f 
Barger  E  E— f 
BeU  G  H-f  e 
Orr  Allen  A— fie 
Rodaem  Andrew— 1 
Settle  WS-f^ 
Snyder  ft  Coopei^-^ 
Wren  ft  Eckbert-lle 
Zerbe  C  A-Ile 

LITTLESTOWN 

Kayers  C  H— f 
Smucker  A  ft  Son— f  1  e 

LOCK  HAVEN 

Cnlp  G  E-f 
Gearhart  C  R— 1 
Gearhart  ft  Co— f  1  e 
Good  D  F  ft  Bro— f  1 
Logue  A  E— f  1  c 
McCormick   A   W— f  1  c 
Satterlee  H  S>— 1  c 
Satterlee  ft  Shaffer-^  c 
Scott  R  J— f  I  c 
Shaffer  G  P— f  c 
Smith  J  C— f  c 


LUZERNE 

Parry  Wm  J-f 
Johnaon  H  C— f 

LYKENS 

Long  A  C— f 
Lcbo  Edward— f 
MiUer  J  M— f  c 
Voas  F  H 

MAHANOY  CITY 

DaTis  Ndaon  T— <  I  e 

FUer  EUsha  Ji^ 
Gallagher  James— 1 
Goyne  John— I 
Httser  R  L-^  1  c 
Lawler  John— I 
Reing  C  P-f  c 
Wahih  W  J-l 
Wyatt  Robt— I  c 

MANAYUNK 
Finer  Chaa— 1 

MANHBIM 

Stroh  J  B-<  1  c 

MANSFIELD 

ElUott  J  A— f  c     ^  , 
Hoard  Jose^  S— I  1  e 
Hnsted  WTW 
Stont  John  T— I  ^    , 
Whitcomb  Ray  M— f  c 

MARIETTA 

Brandt  J  I^-f      ^    . 
Cameron  Simon  B— fe 
Rich  Henry  S-f  le 

MAUCH  CHUNK 

Barber  L  U— f  e 
Bojrle  I  A-l 


Craig - 

Leisenring  L  F— f 
ParaeUD  B^ 
Pnrsell  A  Dods— f  I  e 

BiAYFIELD 

Daley  Patrick-1 
Walsh  M  J-f 
Mendelson  S— f 

McADOO 

Daiky  E  J— f 
Jonea  Darid  B— i 

BIcDONALD 

Alton  J  T— f 

Campell  G  S— f 
CharUer  J  J-4 
Cochran  A  B— f 
Conlev  M  R— f 
Deloche  Victof^f 
Donaldson  J  B— f 
Madgwick  Wm— f  c 

McKEESPORT 

Campbell   A    B    Co— f   c 
Cunningham  W  H— f  c 
Dahlstrom  C  F  ft  Co-I 
Fife  W  G  &  Son— f  c 
Gardner  T  D— flc 
German  Harry  V— f 
Haben  James— c 
Harrison   F  G-f  1  c 
Jenkins  Jas  J— f  c 
Koch  Peter— f 
Lewis  Thos — 1 
Loeb  Simon  F— f 
Lysle  George  H— I 
Mansfield  W  D-f  c 
McCurty  R  L— f 
Morgan  L  N— f 
Myers  Harry— f 
Peterson  Wm— c 
Realty  Co  The— f  c 
Repper  W  D— c 
Scott  Wm  D— 1 
Shaw  C  N-f 


Sieber  W  ft  Son-I 
Stewart  Scott  M— f 
United  Real  Est  Co— f  c 
White  Jas  J-f 

McKEES  ROCKS 


Bryant  Janet— f 
Carter  Chaa  A— f 
Davis  Geo  S  Co-f 
Engd  Chaa  V— f 
Gast  WUliam— f 
Hall  J  M— f  1 
Johnston  R  C-l  1 
Mayes  J  W-l 

MEDIA 

Corlies  Wm  H— f 
Baldwin  J  Rkhard-f 
Rhodes  F  B— f 

MEADVILLL 

Adams  R  C— f 
Barrett  ft  Logan— f 
Culbertson,      Gelyin       & 

Jackson— f  1  c 
Dake  Frank— 1  c 
Dilley  Elmei^-t  c 
Everett  F  V— 1 
Holton  George  L— f 
Leberman  Arthur  V-^ 
Leberman  &  Grore— f  1  c 
Lealie  Jamea— 1 
Mallcry  J  H— f 
Oaka  A  G-1 
Oster  A  G— I 
Phillips  G  W-f  c 
See.  Cyms-Land— c 
Stols  Otto— f  c 
Wens   Philip— f 

MBCHANICSBURG 

Adsms  Walter-f 
American  Realty  Co  Inc 

-flc 
Aaper  Jeasie-f  1 
Gardner  E  C-^ 
King  Ira  F— i 
Lloyd  Geo  E— f 
Mohler  H  5-f  c 
Mumma  F  S  ft  Son— f  c 
Orris  T  D-^e 
Reeser  John— f 
Weeler  W  B-1 

MERC8R 

BeU  John  W— 1  c 
CUusen  A  M— f  1 
Law  C  J-l 
McKay  G  H— 1  c 
McLefland  H  G-f  1  c 
Morrow  Wm  L— c 
Orr  Robert— f  1  c 

MEYERSDALB 

Bkek  J  H-1  c 
Cook  W  B  Son 

Lichty  E  M-1 

MIDDLBTOWN 

Fisher  H  S-f 
Hoffman  H  C— f 
Hutchinson  C  H— f 
Irvin  Etter  P— I 
Kennard  W  J— f  1  c 
Metagar  J  W-f 
Nattress  Otto— f 
Neye  S  S-f 
Schreiner  W  G-f 
Yetter  S  Lr-f  I  c 

MILLERSBURG 

Bowman  S  S— f 
Herrold  Wm— f 
Rowe  J  H  ft  Sona— f  c 
Woodaide  R  E-f  1  c 

MILVALE 

Bauer  J  P— f 
Beuthner  R  E— 1 


Reed  E  I^-l  f 
Young  W  A-f  1 

MILTON 

Belford  R  L-f 
Davia  ft  Hetnen— f  1  e 
Galbraith  W  B  ft 

flc 
Gau|[er  H— f  1  e 
Haatinga    ft    ** 

flc 
Marsh  C  N-f  e 
Paul  Bdwia-f 
Reber  F  M-f  1  c 
Riagler  H— flc 
Shearer  J  O-flc 


MINERS  MILLS 

Bevan  Deaid— f 
Boylan  Patrick  J-4 
Finn  Thoa  H-^ 
Kane  Michael-1 
Manely  Anthony— 1 

MIKOKA 

Mulkcrin  O  J-l 
O'Malley  J  B-f 

MONBSSBN 

Burner  Frank— f  1  e 
Dttvall  Chauacay  S— f  1  c 
Lnoe  Biea 
Moneasen  Sav.  ft  Trust 

Co-f  Ic 
Newcomer  ft  Wolt— ff  1  c 
Shoatar  ft  Reed 
Steen  ft  Dilla-f  '  c 

MONONGAHBLA 

Altea  W  F-f  1  e 
Budd  Thomas— 1 
Chattaway  Arthur— 1 
EUwoodR  L-f 
Hamilton  T  A— f 
Robinaon  Robt— f 
WameM  S-f 
Wimaasa  R  ft 


MONTROSB 

Beardaley  Joseph  R— f  Ic 

Tiuworthft  Son— f 

MOUNT  CARMBL 

Bergstretsser  S  E— f 
Bolten  &  Magennis— f 
Dondero  Louia— f 
Goldsmith  Isaac— f 
Hughea  D  M— f 
Kauffman  1  B— f  I  c 
Kehler  D  W-f 
Kline  Ruben— f  c 
Lord  ft  Amour— f 
Smith  Jamea  N— f 
ToUaa  Ray^ 
Vwjght  P  A-f 

MOUNT  JAY 

Richer  S  A-f 
Zeller  C  H— f  I  c 

MOUNT  OLIVER 

Saitz  John  F— f 
Wagner  Wm  C-f 

MT.  PLEASANT 
Hunter  J  W— f 
Kalp  J  LMrd-f 
Merriion  W  F-flc 


MYERSTOWN 
GocUey  B  S-f 
GocUey  S-1 

WeoBaon  W— f  c 

NANTICOKB 
Befiall  Chaa  i 
Brader  J  C  Co-f 
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ARROTT  &  HAWLEY  INSURANCE  AGENCY 

431   WALNUT  STREET,   PHILADELPHIA 

Tlw^rajtnHng  ^ar  Flrt  Injurane*  ik*  FoIlc^lnM  Camponltl 

Gcnnui  Amuioui  InaonuKC  Co.,  N.  Y.  Northcm  Asstmnce  Co.,  London 

Rocbester  German  Inntnoce  Co.,  N.  Y.  New  York  Underwriters  Agency 

PItUbuig  Underwriter!,  Pittsburg  Old  Colon?  Insurance  Co.,  Boston 

Cslnmet  InsanuKC  Co.,  Chicago  Camden  Fire  Ins-Asa'a  (Suburban  only) 

SUBURBAN  GENERAL  AGENTS 

NEW  JERBBV  AND  PEKNSYLVANU 

Pittsburg  Underwriters,  Pa.  Humboldt,  Pittsburg  Allemannia,  Pittsbku-g 

Marine  and  Trmup«r*atiam  /tuaranea,   A.tilamabtlaj.  Floatf,  *tc, 

Pcdeial  Insurance  Co.,  N.  J. 
KmRBSPONDeNcs  wrm  out-op-town  brokers  aoucriBD  prompt  attention 


S^t  0]~( 
■trona  Rc^  C*-f 
rmTii  h  Co-<  1  G 

nazarktb 

Kk  W  E-l 

IPC  Cm  W-I 
imma  Wm-l 
sth    Fraak— t 
ETCbcsthil  RcnbcD— 1 
mmAVr-\ 
Kh  C  E-l  c 
lofcaeh   Joln^ 
(n>  J  J-f 
-iiihciaer  J  S-f 
yirirA  C— I 


NEW  BRIGHTON 
inch   G   E-( 
(dahaw    Chu  W— ( 

Uon   WiOkm  Vt-t 
NEW     CAffTLS 
rr  Geo  Jr-I 
jid  G  C^c 
:luiiaa  L  U— I  I  c 
lahui   S   I  He*  Ym 
Jte 


rk  W  O-f  < 
loellT   E   F-(  c 

:baoe  C  T-i 
mt  W  A— f 
;liih    *    HcConncU- 

ED  O  H  r-i 
■t  J  A  Soo-^  I 
rinston   A  Nordidren 

m  J  P  4  Co-f  c 
It  J    W— I  e 
aerfy  J  F  P-l 
■   ft    ftorchad-f  e 
rence   Reattr  Co— f 
r    G    S— t  G 

ride  Q  A-;  e, 
'ackco    S  A—* 


"J^Jl}: 


.  Life  J  WU- 


!•    Su|._ 
r«-    K    W-I 
:r    H    G— f  e 


OLD  FORGE 
Braadbcad  Saond— f 
HoltaDd  Dalikl 

OLYPHANT 
Bcbb  Wm  C— I 
Bnrke  Wai-l  c 
UBTit  I  J-l 

FeodieL  Artbv 
PiadmBwat  F— 1 
Halhawij  C  M-l 
KoiDora  J^n— f 


I^Jm^C 


wilier  Butt  C— I 


riiliiimi   k   WoBMtlcr— 

lie 
EgtMrt  ft  GroS-fe 
Golinli  ft  Beyer— I  I  c 
UaSM  D   I-l 
RalnoB  Gm  R— f 
Robot  Cm  W-I  c 
Smhh  Z  T-i  1 

NORTHEAST 
Bcecker  I  T-I 
-    ■  LC-I 


NORTHUH  BERLAND 
Brlcfal  Wm  R-f 

Com  Tolui  E-fl« 

Dodst  Chu  H-tie 
Lantentdn  Ben— f  1  c 
■^triih  S  S-f 
TlenWT  U  P-f  I 


HcKeln*   Wflliam-I 
O'Maly   If    P-l 
Rndr  G  P-l 


Tackne;  Hofb— 1 


OSCEOLA 
Balrd  Arthur  W-i 
Charlei  Heorv — I 

Snea  Geo  B-(  1 
•let  A-f  1 
UeCarthT  Michael— f 


Ban*  J   d— f 
Emu  ft  Tajlor— f 
RamKT  J  &~f  c 
Stubb*  D  A-f 
TaTlor   D   M-l 
Walker  Millon-f 
Worth  H  S— f 


PATTON 
Ungbeio  Geo  H— f 
MeUoo  ft  CiUhaa-f 
Pimell  Cowbcr    ft    Co 

~       "        P  AJl 

PEN  ARCYLB 


HirtiB  lulah— 1 1 
MiMcrt  Wllliim- 
Palmer  T  F-l 
Howe  John-I 
SnilbClI-f 
WOTDCT  J  H-I I 


PHILADELPHIA 
Adam*  Herbert  K— I 
Addli  L  U-f 

Allra   Wn   W  ft   Sas- 

MB    W    S-( 

I   k   Wanocnachtr 

ft    Bawtatr    IM 

A^^'jo^Til  J:— c 
Aihbrook  W  A-1 
AlherlOD  G  Edward— 1 
■  M  SJr-l 
d  Saml  M-c 

ft    GlbMO-( 

„    H  E-t 

edict  R  R-e 


Co-i  e 
Birdaall  J  T-f 
BonfocT  L  P-l 
BoibrabeU    OliTcr    H-c 
e  &  Durham-l 

I  B  R— 1 

Borer  C  H— e 
Bradwar  Wm  L  lac— f 
Braacb  C  S  V-l 
^ray  ft  Soter— I 
JnMMtml  H  A— I  e 
Brown  Heary  W  ft  Co 


i.  HOWARD  BBOWM  &  GO. 

SaS  WALNUT  aTHCCT 

«!  illiuuilu.<to.:  ii 


IIDENSED    EXCESS    WtKERS 

Brown  J  Can-1 
Bnckmanl  W-i 

Bums  J  E-l 


Carr  J  B  ft  Sana  Ino— 1 1  c 

farroll  W  G-1 
Caaaebanin  W  I,-! 
Cutle  C  E-l 
Calender  John  C-l 
Chamber*  C  H— c 
Chambers  R  S— c 
Chapnan  i  Oliphant— 1 
Chaie  i  Bate*— f 
Qancy  J-f  c 
Clark  Au»lin-I 
Clarke  J  H-r 
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WAGNER  &  TAYLOR  CO. 

422  WALNUT  ST.»  PHILADELPHIA 


REPRESENTING 


AGRICULTURAI,  INS.  CO. 
AMBRICAN  CB^nrRAL  INS.  CO. 
DBTROIT  P.  9c  U.  INS.  CO. 
BQUITABI^B  F.  &  M.  INS.  CO. 
PIDBUTY  UNDBRWRITBRS 
NATIONAL  LUMBBR  INS.  CO. 

AORICUI.TURAI,  INS.  CO. 
AMBRICAN  CBNTRAL  INS.  CO. 
DBTROIT  P.  &  M.  INS.  CO. 


ST.  PAUL  P.  &  M.  INS.  CO. 

DBLAWARB  INS.  CO. 

UNITBD  PIRBMBN'S  INS.  CO. 

SUN  INS.  OPPICB 

SCOTTISH  UNION  &  NATIONAL  INS. 


CO 


SUBURBAN  TERRITORY 

BQUITABLB  P.  &  M.  INS.  CO. 
NORTHBRN  ASSURANCB  CO. 
ALLBMANIA  INS.  CO. 


AUTOMOBILE  DEPARTMENT 

ST.  PAUL  P.  &  M.  INS.  CO. 

SPECIAL  ATTENTION  GIVEN  TO  OUT  OP  TOWN  ACCOUNTS 


PA,— Phila.,  Con. 

ROBT.M.COYLEftCO. 

AGENTS 

Hambniv-BraiiMn 

Uvarpool  mnd  London  and 

Globe  of  N.  Y. 

Boston  Ins.  Co. 

MercluuBts  of  N.  Y. 

423  WALNUT  STREET 

Corbin  &  Goodrich — c 
Cressey  KendaU  P~f 
Creth  A  SuIUtu— f 
Crittenden  &  Swope-f 
Crosson  F  J— f 
Curtin  &  Brockie— f  e 
Curry  Wm— c 


DsTies  Herbert— f  c 

Deane  E  V— 1 

Donebne  J  W— c 

Donaldson  Francis  A  & 
Son— I 

Doriss  &  Swan — c 

Dowdy  J  M— 1 

Downes  F  A  &  Co— f 

Doyle  Josr-f 

Drake  Arthur  H— f 

Duffy  John  J — c 

Dugan,  Richmond  &  Pat- 
ton— c 

Dnnlaver  C  A— 1 

Durban  B  J  &  Co— f 

Earle  Albert  B-f 

Elliott  H  G-c 

Ellis  Eugene  R— 1 

Emerson  W  S— 1 

Fansler  &  Hoffman— 1 


Fimer  Cbas— 1 
Fish  A  F-< 
Fisher  las  A— f 


Fisher 


G  Jr-f  c 


CM  AS.T.  EVANS 

Agent  and  Broker 

RK^RKaBNTINa 

CONTINEMTAL.  N.  Y. 
WESTCHESTER,  N.Y. 
CONNECTICUTJIAIITFORD 

QOIITINEIITAL  CttUALTY  GOMPANY 
428  Walnut  Street 
Cnioaqo 

FhU  J  O-l 
FiUerald  Chas  J— £ 
Flint  A  C— c 


Flint  P  A— c 
Foran  John  J— f 
Foster  T  C-f 
Fonae  G  L^ 
Fox  J  R 
Fuller  C  B— c 
Gaffney  J  W-1 
General     Ins 

Co-£ 
Gibboney  &  Bialy— 1 
GtlHngham     Harrold 

Gintfaer  Fraads 
Given  Alex  W-f 
Glenn  Jas  H-4 
l»ore  Chas  J— c 
Gronqnist  C— 1 
Gufflpert  W  E— c 
Hahl  Wm  H— I 
Hammer  F  E— 1 


EXCEPTIONAL  PAC1UTIE8  OFFERED  TO  BROKERS  AND  AGENTS 
CLARENCE  A.  KROXnSE  WALTER  A.  MUNNS 

CLARENCE    A.    KROUSE    &    CO. 

GCNCRAL INSURANCE    AGENTS 

Saff   Walnut  Streett  Pltlladelplilat  F»a. 


Hudson  UndenrrlteiB  of  N  JY. 


PHILADELPHIA  FIRST  AGENCIES 

WUllam  Penn  of  Fa.  Washlnglon  Fke 


QossnClty 


Flrsmens  of  New  Jeney 
8prtaigAsldF.4bM 
Tentonla.  AUesheny 
WaShlnftonFlre 
WOUamPenn.  Pa. 
Queen  City 


EASTERN  PENNA.— SOUTHERN  NEW  JERSEY 

antlnental  ot  New  York 
iCBolx  of  Oonneotlottt 
Hudson  Underwriters,  N.  Y. 
Peoples  National 
Hawkeys 
Oonoorala 
Western  of  Pittsburg 


8t.PattlF.4ft 

FrankUa  of 

GfantteStals 

Jelleison 

Humboldt 

Norftklk 


ATLANTIC  COAST  PROPERTY  A  SPECIALTY 
AotomoUle  Agents  for  the  SL  Panl  Pire  and  Marine  insi 


Company 


HARROLD  E.  QILLINQHAM 

Philadelphia  Agent  for 

Providence  Washington      Albany  Concordia  Union  of  Pittsburgh 

Caledonian-American  Keystone  Underwriters      Ben  Franklin    Birmingham 

Managier  SuburlMui  Department 

Providence  Washington  Insurance  Company 

Bucks,  Chester,  Delaware  and  MdntBomcrv  Counties  of  Pcnnqrhrania 

Camden,  Burlingtan  snd  Gloucester  Counties  of  New  Jersey 

Qeneral  Agent  Eastern  Penna.  Department 

Birmingham  Fire  Insurance  Company  of  Pittsburgh 

Automobile  and  Motor  Boat  Policies  Issued 


430  WALNUT  STREET 


PHILADELPHIA,  PA. 
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PLATT.  YUNGMAN  &  COMPANY 

GENERAL  INSURANCE 


434  WALNUT  STREET 


PHILADELPHIA,  PA. 


REPRESENT  THE  FOLLOWING  COMPANIES 


SUN,  EnglaDd 
HOME.  N.  Y. 
SPRINGPIBLD. 
FIREMAN'S  PUND»  Cal. 
PHILA.  UNDBRWRITSR&  Pa. 
PHOENIX,  Conn. 
PETERSBURG.  Va. 


ALLIANCE,  Pa.  RHODE  ISLAND.  R.  I. 

VIRGINIA  STATE.  Va.  CITIZENS'  OP  W.  VA..  Also 

General  Agents  for  the  United  States  and  Canada  for 
INSURANCE  COMPANY  OP  NORTH  AMERICA.  Automobile  Dept 

Alto  General  Agents  of  the 
VIRGINIA  STATE  INSURANCE  COMPANY 
Por  the  State  of  Pennsylvania 


ardy  W  F-1 
are  &  Chase— f  c 
argreaves  J  T— 1 
arper  V\    K-l 
arper  C  L  &  Co— f  c 
arvey  C  D-\ 
aug  A— f 

aumton  &  Smith — f  e 
azlett  ft  Moss— f 
cath  Chas  £— f  c 
ertel  &  Van  Roden-^ 
3ag  W  E— c 
3bson  W  T— 1 
sffman  Louis— 4 
^Iman  W  A-f 
oopes  Herman— c 
jover  John  G— 1 
>sktns  &  Howell— {  c 
>y  J  S    c 

iidekoper  &  Wilson-f 
c 

imphries  Ralph — ^1 
mt  £  R  &  Co— I  c 
rneman  J  E  ft  Co— f 
1  Jas  S— f 
iny  R  A — c 
rkson   W  X — c 
her  J  (   Jr-I 
les  W  J-f  1 
les  &  Dietrtck— c 
tz  Marcus  ft  Son — c 
;Iy  Oliver  S  ft  Co— f 
ghler  Gegler  ft  Co— f 
^ht  C  B— 1 
tgbt  H  C-f  e 

LU8     Sol     C — I 

>ttse»  Clarence  A  ft  Co 
i 

ig  G  H— 1 
igley  E   P— 1 
ahan  &  Brown — ^1 
Rhton   W  A  L— c 
raon  W  F— 1 
Wm  W  ft  Son— f 


Lerch  W  J-c 
Lever  G  F-f  1 
Lewis  E  C— 1 
Lewis  Henry  A — c 
Lipka  Albert— c 
Lockyer  ft    Rhawn— 1 
Lokes  G  H— 1 
Long  Geo  W— 1 
Longstreth   W  W— f 
Lyman  J  fi — ^1 
McCall  ft  Co-I 
McCausland.     Moore     & 

Stringer— 1 
McCurdy  Jas  C— f 
McCurley  J  W-f 
Mcllwee  IVf 
Maddock  H  A-1 
Madeira  Louis  C  ft  Son— f 
Marston  ft  Wakelin— 1 
Mather  ft  Co— f 
Megary  W  D-1 
Mifflin  W  P— c 
Mills  Geo  A— c 
Moore  Franklin  J— c 
Morlock  Harry — 1 
Moses  Walter — 1 
Mott  &  Hollister— 1 
Mulktn  Martin  T— 1 
Murphy  Arthur  D— 1 
Muschamp  H  F — c 
Nettleship  F  M— 1 
Nyholm  C  J-f 
O^dU  W  C  ft  Sona-f  c 
Otis  A  C— 1 
Parker  Geo  T— c 
Parrott  S  J— c 
Paschall  Stephen  M— 1 
rM>ne  ft    itair — f 
Pearl  ft   Sudlow— c 
Pedrick  R  J-1 
Pegky  W  W-1 
Pennsylvania  Under- 
writer Co— 1 
Percy  W  R— c 


WUUan  L.  Pstttbons 


am 


A.KrouM 


PETTIBONE  Q  KROUSE 


GBNBRAL  AGBNT8 

SKS  WALNUT  STRSBT.  PHILADBLPHIA,  PA« 

Managlag  UndsrwrltMS  for  ttas  United  Statas 

WILLIAM  PBNN  FIRE  INS.  00.»  POTTBVILLE.  PA. 
Ohio,  West  Virginia.  Pennsylvania,  snd  New  Jeney 
tUEBN  CITY  FIRE  INSrOO..  SIOUX  FALLS.  B.  J>. 
lWKEYE  insurance  CO..   DBS  MOINES.  IOWA 
Reliable  agents  wanted  where  not  represented. 


ha: 


Perry  Jas  H— I 

Pitts  Jas  R-c 

Piatt.   Yungman   ft   Co- 

f  c 
Plummer  E  H— 1 
Pool  S  H-c 
Potts  ft  Thomson— f 
Powell  Robt  S  Jiv-c 
Prevost  &  Hemng— f 
Prichard  £  j— 1 
Purdy  Geo  F— c 
Rauck  C  B— 1 
Read  Frank  ft  Son— 1 
Reese  M  P— 1 
Reeve  A  H— c 
Reeves  Horaee  A  ft  Son 

-flc 
Richman  W  B-c 
Richmond  J  G  &  Co— c 

RldgiMcNalllftFirloag 

INSURANCE 

314  WALNUT  STREET 
PHILADELPHIA 

Rigaudiere  Guv  de  la— 1 
Ross  Rupert — I 


Roister  I  Layton  ft 

Rigaudiere  Guy  de  la— 1 
Sanders  'W  R— c 
Sappington   Ferdinand  E 

Sauer  H  C  L-f  I  c 
ScheU  J  W— 1 
Schilling  Geo  F— 1 
Schlesinger  Abe— I  1 
Schweppe  W  B— c 
Schnlts  E  K— f 
Schweiss  Thos  C— 1 
Seaman  D— 1 
Sexton  W  H— 1 
Shaffer  A  C— f 
Sherman  F  S— c 
Shields  P  F— 1 
Shields  Wm  I— f 
Simmonds  A  P— 1 
Simpson  W  A  ft  Son— f 
Simpson  Wm  A — c 
Singleton  E  S— c 
Skinner  M— f 
Slifcr  R  G-1 
Smethirst  C  L— 1 
Smith  J  H-1 
Smith  J  Parsons— f 
Smith  Minor  C — c 
Smith  T  B  ft  Co— c 
Snyder  R— 1 


FRANK  C  STORTEVANT 

Manager  Eastern  Dept. 


CONFLAGRATION  PROOF 


California  Insurance  Co. 

OF  SAN  FRANCISCO,  CALIFORNIA 

Manhathiii  Uf e  Bldg..      Philadelphia 
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PA,— Phila.,  Con. 

Sparhawk  R  Dale— 1 
Speakmaii  W  C— 1  c 
Stanton  E  J— 1 
Staples  J  C—\ 
Stevens  Chas  E— c 
Stewart  T   A— 1 
Stimmel  u  C— 1 
Stokes  ft  Packard— I  e 
Stone  Theo  H—c 


Brown  P  Strode— f  c 
pymer  H  M— 1  c 
CoDorn  John— 1 
Gilky  Son  Bro»-f 
Hartman  J  C— f 
HoweU  C  H-f  1 
Jones  D— 1 
King  P  W-f  1  c 
Moses  S-1 
Moulder  Garrett  1  c 
Oberholtser  Geo  R— f 


Stone,  Mathews  &  Coo 

INSURANCE 

333  WALNUT  STREET 

PHILADELPHIA,  PA. 


Story  Samuel  ft  Son— f 
Sturtevant  F  C— I 
Styles  Thos  J— 1 
Taber  Wm  Brewster-c 
Teitelbaum  J— c 
Tredick,  Chas  &  Co— f 
Trotter  Bros— f  c 
Tustin  G  O— f 
United  Securities  Co— 1 
United    Underwriters  Co 
—I 

GEO.  E.  WAGNER 
&C0. 

INSURANCE 

401  Walnut  Street 
Philadelphia,  Pa. 

Wagner  ft  T9jIot—4 

>\/aitlron  A  M— f  c 
Wallis  A  D-1 
Walsh's  D  J  Sons— £  c 
Walsh  J  E-f 
Walter  H  T-1 
Wannemacher  R  H— f 
Ward  Donald  B-c 
Weatherbee  F  C— o 
Weaver  Geo  D-c 
Weil   Tacob-1 
West  Edgar  C— 1 
Wheaton  F  M— 1 
Wheeler  S  F-c 
Whitfield  W  G-e 
Willianu  ft  Lvcett— I  e 
Williams  ft  Waltao-< 
Wilson  Wm  A--e 
Wister  A  W  ft  Sott-f 
Wolf  S-o 
Wood  B  H-^ 
Wood  Wm  E  Co— e 
Woodroife  J  M-f 
Woods  B  T-1 
Wray  C  A-! 
Yoder  C  M-l 
Young  Jas  S  ft  C»-4 
Young  Vfiles  C— f 
Zcbley  Walter  J-« 

PHILLIPSBURG 

Eskridge  J  H-1 
Fryberger  C  T— f  1  c 
Henry  C   C— f 
Irwin  Frank  F— i  I  e 
Lichtenthaler    Griffilfa— I 

f  e 
Pearce  Alex— 1  e 
Street  Thos— f  e 
Van  Daniker  J  R-« 

PHCBNIXVILLE 

Allabsch  ft  Co-4  « 
Atkinson  W  C-1 
Bader  P  lBr-4 
Bishop  G  M— f  e 


PITCAIRN 

Garman  Al— f 
Kcefer  C  C  V— f  1  c 
KJefer  H  O 
Reed  C  S— f 
Smith  Jacob  H— 1 

PITTSBURG 
Abbott,  Woodward  ft  Co 


Alexander  G  M  ft 
f  c 

Allam  J  S— 1 
AUcwelt  D  B— f  c 
Anshultz   Lew  A^ 
Arrott  J  W  Co  Ltd-I  e 
Baldwin  W  C— 1 
Beane  R  B  ft  Co— f  c 
Bebout  T  N— 1 
Beegle  H  K-I 
Behen  D  ft  Son— f 
BeU  D  B-f  1  c 
Benswanger  ft  Hast— f 
Biggert  las  C— 1 
Bishop  A  S— { 
Bleichner  J  A— f 
Boggs  J  M— c 
Boyd  ft  Niehaus— f 
Brew  R  H— 1 
Brown  F  G  ft  Son— 1 
Brown  Jesse  R— 1 
Brown  Joseph  S  &  Sons 

— f 
Brown  R  R— f  c 
Brown  ft   Tillinghast— 1 
Brust  C  K— 1 
Burnett  L  A  Co— f  c 
Rurtt  William  C  Co-f 
CaldweU  John— I 

EstablUked  1869 


C.  P.  CAMPBELL 

INSURANCE 

AGENCY 

237  Fourth  Avenue 
PITTSBURGH,  PA. 

Campbell  Jas  H— 1 
Chsmbers  J  S-1 
Chapman  W— I 
Chance  C  H— f 
Clsrke  Robt  P— 1 
Oifton  P  D— c 
Clark  W  L  Co— f 


Colbum  E  B— 1 
Coll  ft  Totten— f 
Collingwood  6:  Son~-i  e 
Copeland  J  M— f 
Craighead  F  C— f  1  c 
Crooks  J  B  ft  Co— f  c 
Cull  M  B— £ 
Cunningham  J  H — f 
Dalbey  Jas  U-l 
Dalzefl  T  A— c 
Daris  Geo  R— f 
Davis  J  K  Co— f 
Deaa  Geo  W— <c 
Delamater  J  S— I 
DeLong  Jas  R— £ 
Dermitt  E  H— 1 
Donehue  D  M— 1 
Duff  W  M-l 
Duncan  A  L— 1 
Dwyer  D  J— 1 
Eagle  S  ji4 
Edwards,  George  ft  Co— 

f  c 
England  M 
English  H  D  W— 1 
English  ft  Furey— 1 
Evans  W  A— 1 
Ewer  Jos  T 
Eyler  P  B— c 
Eyler  ft  Henry— c 
Fairman  Chas  M  ft  Sons 

— £ 
Farman  E  H— f 
nnberg  N 
Fisher  J  P— f 
Fmk  John— f 
Fisher  W  A-£ 

WM.  W.  FLANEGIN 
&  COHPANT 

Insurance  Agents 
and  Brokefs 

Park  Bislldlns 
Pmdbtf  rght  Pa* 

Fleishman  S  L— £ 
Foehl  C  A— 1 
Focrster  J— £ 
Founley  Robt— 1 
Fouse  J  J— £ 
Fox  J  T— f 
Frazer  Bros— £ 
Fraaier  L  C>-4 
Furman  R  T— 1 
Furey  Wm  M— 1 
Gardner  W  F  ft  Son— f 
Glass  J  E-i 
Goldsbury  R  S— 1 
Graib  ft  Fairler— £ 
Greene  C  M— 1 
Grimm  S  S — f 
Haas  &  Lauinger— f 
Haller  H  B 
Hamilton  W  B— c 
Hammer  G  W  ft  Son— £ 
Hankey  W  L 
Harris  I  F-1 
Hsrrison  F  G— £ 
Hartman  F  D— c 
Hayes  Geo  M — 1 
Heathcote  J— 1 
Hemingway  C  D — ^1 
Hemphill  W  A— £ 
Henderson  Bros— f 
Hennmg  A  J— I 


Heselbarth 
Hess  Peter 
Hilands  J  B-4 
Hillman  G  A— 1 
Hopkins  W  A— c 
Hofkins  W  A— c 
Holmes  J  M— £ 
Hoover  &  Hurst— £ 
Horhberser  H  O 
Horner  *  Ladlcy— f  c 
Hughes  H  M— 1 
Hurst  O  C— £  c 
Ingham  H  B— £ 


Jacobs  D— 1 
Jacobs  Geo  T— c 
Jacobs  I  W— £  c 
Jamison  J  N— 1 
Jenkina  Wm— 1 
Lones  W  L-l 
Kann  A-^ 
Kann  M— 1 
Keilcr  F  W-f 
Keller  Thomas  D— f 
Kelly  ft  Sheeky— f 
Kent  A  £—1 
Kent,   Bell  ft  Co-^   c 
Kerr  Robt  M— 1 

£ 
is^elly  ft  Sheeky— £ 
Kei£er  ft  Colvin— f 
Kimball  J  H-c 
Kinaey  A  S  E— 1 
Klein  A-c 
Kohne  J  C  ft  Co— f 
Kohen  F  P— £ 
Kribbs  G  F— £ 
Lang  Edw  G— £ 
Leach  Stetson— 1 
Liggett  D  S  ft  Co— £ 
Ltmijcrt  C   M — £ 
Little  James-^ 
Little  ft  McClure— £  c 
Lloyd  S  H-f 
Lockhart  P  T— f 
Logue  C  M  ft  Bro— f  c 
Lyne  W  C-l 
Mahan  J  H— 1 
Mahan  &  McCutcheon — f 
Massey  C  C— 1 
MarshaU  Ja»-£ 
Martin  G  A— 1 
Maney  C  C— 1 
Massey  C  D— 1 
Mays  J  W 
McCandless  W  G  ft  Son 

McClure  M  L-£ 
McCormack  J  W— f 
McCreery  R  H— I 
McDonald  A  F-1 
McDonald  J  Sharp— I 
McFarland,     Stewart     C 

McFeeley  John  L— 1 
McRnight  ft  Cordoa-4 
McManus  Wm  H— I 
McPherran  W  S— c 
Mendel  H  C  Co-f 
MilUr  W  N— f 
Miller  G  W-1 
MiUer  N  A— 1 
Moore  F  P— 1 
Morris  H  T-f 
Morris  Walter— f 
Morgan  S  V — c 
Motheral  Theo  A— f  c 
Motheral  ft  Kimball— £  c 
Mnlert  Justus   i 
Myler  T  F-1 
Neckeman  Irvaa — f 
Negley  Edw  C  J— I 

D.  cTneSleyI  go. 

348  Fourth  Avaaoa 


QBioBAIsrklojsl" 
avan  of  lUk.:  iilM  tf 
tsdnal  flf  laatm; 
Plato  Ghia 


M- 


Nugent  E  D— f 
Oehmler  R  Jr— 1 
O'NefU  Edw^l 
Oppenheim  G  H — f 
Over  F  Y-£ 
Owens  G  F.— t 
Page  Oliver  O— £ 
Paterson  Frank  K— f 
Patterson  A  L— c 
Parsons  F  C  L— 1 
Pearce  Austin— I 
Phipps  W  L 


INSURANCE  AGENTS-PENNSYLVANIA. 

W.  L.  CLARK  COMPANY 

Insurance 
307  Fourth  Avenue 

PITTSBURGH,  PA. 

Special  fodlitits  for  UUng  care  of  out-of-town  accounts 


icrce  F  G-t 
ipe«W  W— I 
iDudK  W  C-) 


itnuD  E  B-I 
iihtr  H  r-f 
■■lingi  Wm  A-1 


.     J  G— 1 
laefer   L  P  Aoency— 
luchramn  K  W-f 
unb  H  A  &  Co-<  e 


lok  H  &  Son-f 
■f»CT  V  V  P-v 
cock  j  E-1 

ith  C  P  *  Co-f 
rely  ft  Rohn*— I 
nfl   W  J  It  Co 
nmel   W  »-) 
lerod   F  E>-f 
r  ft   HcBidBB— I 
Clair   I.  K-4 
ivan   Cfaai-l 


Sullnp  C  B-f 
Sweet  JM  W-c 
Swejtier  t  Co— f 
Thomu  W  I^-l 
TfaomsMa  &  Sproall— I 
TillinahaM  1  J-l 
Toi.  Edw  C-f  c 

■  ■  &  Muioikr 


Tooole*  &   D.viii-1 
Trat  C  O-l 

Uhlinger  C  &  Crj-I 
Uovcmp   W    l^i 
UmjlMiTLrc  E-l 
Voati  &  Whsfl.in— t 
Vonmer-Bulil  Co-f 
Walkins  C  V  &  to- 
Waiwn  &  SclilLcl.tr 
VL>fin«  E  C 
Weld  be  Forest-I 
Weill  G  C^ 
Weill  a  KiUem*n-l 


Whiti 

11 

«ii  r,cD  c-( 

nIA-] 

s 

;fe 

A— 1 

S'J.' 


Zeugscliffiidt  C!ia»— f 

PITTSTON 
Andrew*  J  H— I 
AnnnroDf   k    Stadei*^ 

Barbed  A  J  ft  Co— f  e 
ChriMmin  Jimci 
Engliih  Tboe 

?.'«"??  Ut* 

Grier  Jobn  W— ) 


C  H— 1 

Muler  «  Suik— E  c 
Perrin  M  I^f  1  e 
Reap  A  A— f  I 
Reap  Joi  B 

Schmrttkopf   Monroe— f 
Weir  A  D^ 

PLYMOUTH 
Hoaerwcll  C  W-f  c 
Wico  Cb-f  I  c 

POTTSTOWN 


WdticB  Chu  H  *  Son 
Yonnlllelib  Tnhn    I 
I     PUNXSUTAWNEY 
Aduu  W  B— f  e 
Brown  Bro*— f  I  o 
DiTis  Goheen— { 
Ftok  A  Hiichell-f  I 


hSt^" 


BiirC&^ru 
Bembvt  A  J— (  c 


Sellingtflohn  A-4 
Sbiffert  D  A-f 
Shomher  Lolber  D— f 


te^i,, 


McGaw  L  C-e 
StercDioii  G«  W-f 
Stumph  B  C— I  c 
Thomu John  I^-f 
Weber  F  W-1  c 
WiUianii  Walter  S-f 
Zdller  Jacob  A  Co-I  I  c 

OUAKKHTOWN 
Freed  WiUiani-f 
Hillegaa  W   C-c 
KinKT  Geo  C-t 

'■• -i»n  John  V-£ 

ChM  R-f  t  c 
«Edf*f^ 


;  b-f 


Dnlfv  Di 
Preilcr   I 


',L, 

Mortimer  G  W«1ry— t  c 
PnrccU  J  C~i 

«ninlaa  Wm  S-l 
Ick  Norman  E— 1  f 
Shtafer  ft  Lowro-f  1  e 
Siltrmaa  C  B-f  f- 
Slteen  C  E-l 
Stichter  H  P— f 
Wade  C  A-] 
Wertoo  H  W-f  c 
Wilron  W  C~l  c 


Beard  Wm— f  e 
,  BigooT  W  F-l 

Binmao   Ccorie  W  ft 
'      Co-f  1  c 
,  Bulk  W  H  K-t  E 

Cohen   A  A—! 

CojU  La  Verne  T-l 


I  Eadek  Joa  W-t  c 


EDWARDS,  GEOROE  &  CO. 

S  FOURTH  AVE.  INSURANCE        PITTSBURQH,  PA. 


SPECIAL  ATTENTIONEGIVBN  TO  OtJT  OF  TOWN  ACCOUNTS 


aa  Iiuurance  Co.  of  Hartford 
awan  of  Philaddphta 
•men's  Insurance  Co.  of  Newark 
raJ    Bxchsnge  of  London 


National  Fire  Ins.  Co.  of  Hartford. 
Ijverpool  &  I^ndon  Sc  Globe  Ins.  Co,  of  Eng 
New  York  Underwriters'  Agency,  New  York 
Scottish  Union  &  National  of  Edinburgh 


c-160 

PA.— RcAding,  Con. 
EHick   Wri  S-1  c 
Feodl  C  V-1 
Fetter  W  W-f 
FaoM   W  T—t 
FrankhonKT  L  W-f 


INSURANCE  AGENTS— PENNSYLVANIA. 

SCOTTDALE  Walter  W  B  tt  Co-f 

Wcrbnni  S  Flctcbct— e 
Wilcdx  J  I^ 


I  D-l 
H  B-l 


S  H  &  K  R-^ 


Bur  H  B-l 
Hinti  H  B-f 


KcnancT  r«uDer— i 
Knapp,   E.    M-i 
Leintich  W  M-f 
Li^t  A  Ulll-^ 
Luppold  &  Wikman-f 
UuLln  FnDk  A— f 
"      --■   -     "engel— 1  1  < 


Diiliin  T  J-f  c 
Evans  J  C-1 

Gordon  Geo  W-1 
Hobbe  R  C— i 
Juret  Geo  C-I 
kel[T  W  I^f  c 
Kelly  &  CooIl— 1  1  c 
Uughrer  Johr,-f 
Leiliell  Dr  L    H-l  c 
"    Tholt  Esrnest— c 
.^.,0.U._, 

Sliekler  J  T-l 

Wiley  ft  Soa  J  W-f  1 


Williamjon  }  1^1 

SELIN-S    GROVE 
Hiller  H  E  &  Soni-f  1  ■ 
SchDch  F  M-f 
Schoeh  Ira  C-t  I 
Schoch  H  UiTT^— I 
Scbreyer  K  l^f  1  c 
Ulritb  Chaa  P-( 

SEWICKLEY 
Boobyer  R  B— f 
"rowD  R  R-t 
_iuncan  W  C-( 
MiUer  Homrd— f 


MUl 


^„. 


Hobn  Jaa  F-. 

Nolan    Ke»l    EiUte    u 

FalST  M^^ 
Potleiser  Samuel  N— f 
EeadiiiB  Real  Eautc  Ex- 

Rhada  A  K— f 
Seaman  IS-' 
Stephan   Fred— I 
StrauM  ft   Co-( 
Umbcoliauct    ft    Wanner 

Van  Hasgen  H  Er"' 
Wleand  Chaa  B-f 

KENOVO 
Bamer  Clyde  F-f  1 


REYH  OLDSVIIXE 
Love  P  B-f  I  c  , 
UeDould  G  U— f  e 
McEntira  L  J— c 
UcDonaid  G  H— f  e 

RIDCWAY 
ArridMO  A  0-c 
Blote  L  G-l 
Flllott  ft  Kima-f 

Lener  L  J  A— I  I  c 
UcOain  Edward  B-l 


ROCHESTER 
BoalT  M-1 
Ed^«  S  A-f  c 
Peylcr  Frank— I  , 
Fry  Harry  C  Ii^ 
Hnrat  Chaa  W— f  t 
Lkwd  ft  Rcno-< 
Lo^hart  F  T-f 
Hanin  Ed«-I 
Noai  C  C-f 

ROYERSFORD 
Anderson  M  E-f  1  c 
Dilkel  Frank  M-1 
FinOiiDer  N  S  G-f  I  c 

SAYRE 
Law*  A  I^f 
Slerena  A  D— f  1  c 
Taylor  F  J-f  1  c 
Wfnlack  Nelwo  &  Co- 

SCHUYLKILL 
CDmmlna)   5  C-I 
Pilhen  B— I  I  e 
Kiilin  C  E-f 
Koenii  W   H— 1 
Moyrr  C   A-f 
Pflueier  Mn  M  V-f 
Rady  Carl  S-1  c 
Wamer    Henry— I 


Btackman    T   HugheB-l 
Bnland  C  6  &  Co-f  I  « 
Booth   Waller  H-l  c 
Broadhenl  J    F-c 
Brown   Gui  N-f  1  c 
Buck  Walter  S-1 
Bushnell  H   H-f 
Collendtr   S   N-f  c 
Campbell  D   1  ft  Co-f 
r,.„f.-  w  J-f 

1    W    B-( 
Frank   H-c 
Conrad  A   &    Son-f  I  I 
-Qfcoran  J   B-l 
^ourseo  C  E-f 
Danieli  W  G-f,    , 

Emrich  rW-f  i  c 
-        (  ft  Thoma*-f 

s    1   D  &  C<^f 
Lmmonl  Joiin-f 

Franklin  E  B  ft  C»-*c 
Fuller  Clurlca  ft  Q^-f 
Fulton  ft  Bradbury— i 
Center  CHS  Co-i, 
Gitleapit  Ulia  A  U-t 
Gorton  JN-I 
Hackett   W  T-f 
HartieU  F  V-l 
Heeler    fcnaene— f 
Hitchcock  F  L  ft  Son— 


Hayca  Tbo*  R-f  I 
■-"-  Geo  W-I  I  c 

ntr  &  Rafc<f~-4 


Renter  W   E-f 
Schwani  J  J  W-f 
Sbook  &  Zarins— f 
Sbnop  Ceo  O— 1 

■"-Ml  John  W-I 

...jenKller  S  »-— c  1 
Waaeniener  ft  Htckert- 


KHck  Geo-I  i 

•       ■     W  W-1 

I  ft  Kea«h-f 
wan  John— I 
^lii    £d-l 

Jham  h  J-l 

Pallernn   I.mea-1 

Robeiti  Wm-l 

Surfrala    Ed— 1 

Walih  Wm-l 

Wtlliama  T  T— f 

SHERIDAN 
Biahop  M  L— 1 
Lcaman  T  S-c 
Lewi*  Wm  B-l 
Welpa  J  C~l  e 

SHERtDANVILL£ 
Abercnrntrie  Wm — t 
Barclay  W  W-f  1  e 
Biahop  N  L-f 
Dunn  Ely-1 
Genet   Frank— f 
Hall  John  Jr-f 
Jenkina  Morfan— f 
Llppincott  U  E— I 
St&  S  S-1 

SHICKSHINNY 
Pott  Brot— f  1  c 
Po«  F  J-f 

SHIPPENSBUSG 
Landia  B  F— f  1 
Ltttt  W  A-f 
Morrow  W  Boyd-1 
Omwake  J  S— t 
Powell  D  K-t  1  e 

SLATINGTON 


te'/ 


riK 


SHARON 
AahtoD  C  A— f  t  e 
Beil  A  Hairia~4  1  e 
Calrey  Fred  B-f 
Cavanaafh  Pan)— I  c 
Cohan  H  M-f  I  e 
Davla  Jaa  E-f  1  c 
Eihelnan  W  E-f  1  c 
Gable  Ror-f  e 
Irvine  C  C-f  t  e 
"  -1   M-f 

. jedy  W  I— * 

Lealie  J  S-f  1  c 
Mailiand  Wm-f  1  c 
McConnic  Mr>  C  F— 1 1 
Scrrka  Broa  ft  Co-ll  i 


Dalby  Roba 
Jonei  Perry 
ta  Bar  '     - 


rieiae-fic 
Dan<cl-f 


Innvance  Aienef     < 


-liltipa  W  W-f 

Refn'oJa"  G  fc'f 
RoMine     Kirchof    I 


Henderson  C  C— f  c 
Kraua  E  A-f 
Mycra  W  C-i 


.toblnion  5  A-f  1  c 
Stevina  W  H-f  e 
Turner  E  A-f  1 

SHENANDOAH 
^ientein  P  W-t  I 
Irndrncll    Thoi-I 

;v.'!r,.'..U-n. 

Dingier  C  W— f 


Dingier  C  ' 
Dowlini  I- 
Greitorr   W 


Huihit  Lewia-I 


G-f 


Knahle  W  W-f  e 
SO  BETHLEHEM 


HildenberBer  Geo— f 
Hildenberscr  Hartio— f 

Kjrriohn-I 
Kr««e  J  H-f 
McGair  Joa-f 
HcGovem  E  B-f 


Sinwell  Wm-f 
Wl«i  F  E-c 
Wolbmnth  R  O— f  c 


Weikel  J  R-f 

ST.   MARYS 
Cbcatle  Wm-t  I  e 
Coyle  J»ni»-c 
Determan  Hema»— t  I  e 
Geeck  Andrew— I 
H ruber  In*  Aaency    I 
Hanber  Geo—I 
Lynch  John— I 
Robertaon  Jobn-^ 


INSUHANCB  AGENTS-PBNNSYLVANIA. 


STEELTON 
Allcnu  11  R— I  I 
Attkkt  Wm— 1 

Cron  J  r-t 

Dnnkb  Abm-I 
Pick**  Wm  S-t 
Flnm  Wm  It-* 
Gron  Jahn  L—t 


NeroB   ~ 
Smith 


H-f 
.  H  H-fIc 
Dairiil  W-f 
Hour  G-^c 


Drcber  Normaa  B— * 


SUHUIT  HILL 
Scott  E  £— f  1  c 
Stotth  C  P~f 

SUNBURY 
Barolian  H  B— f 
BM>l*r  ft  0«WItl-f  • 

CbUiIub  C  l-f  1  c 
ClrmTOi  ft  feroilM-l  ] 
Corirl!  &  Frymiit-i 

DcDiwB  G  W— ! 

DcppcB  ft  Bro*— I 

DeiT  ft  RoekdCllci-  . 

Druckcmills  '"  "     - 
Felker  W  M- 


DruckcmillcT  W  B-U  • 
Felker  W  M-l 
GiFcoouKh  &  Krenn^r-1 
Kell»  B>— ( 
XiiDkle  J   S-1 
McDn-iii  Ju  H-f 
MeWIIIiam*  J   K-f  c 
l.r..rg.o  J  W-l 
R«3  S^6-(  ) 

Kh«d*   W    F-f 
Rotufa  E  U—f 

Smb  ft  Witm*r-t 
ZaniBu  W  E— f 

SUSQUEHANNA 
UitchcU  W  S-i 
OmUcT  Frad  G-f  I  c 
Titnrorth  C  E— f  I  e 


Leopold  W  Fr*Bk-r « 
LiDawccTCi  joiiab— f 
PrutioUD  MP*  Co— I 
Schad  Jobs— I 
Schuag  Wtn-f 
ShinSr]  C  F  ft  Co-l  1  i 
Shi  add  C  S— I 
Sonder  H  W  G-1 1 
Siidfol*  lobn  H— f 
■Wilwr*  C  E— f  1  c 
TAKKMTUM 


i-* 


KniKd*  ;  W 
HmuoitlK  O  , 
Uarvin  Bra*— f 
Kc*4  CN-lle 
Xdahr  T-f  I  o 
Tank  R  A  ft  Q 
Wllthov  L  I^-l 


TAYLOR 
w  JaBCt  F-f 
■  B*n  C  H-f 


Bubwi  J   L-<  c 
Chick  ft  WbMkt-(  1  « 
Coacnn  J  H-ilc 
joCiuton  Bill-f 
tVhite  Wm-I 


.  H-le 

C  T-I  c 

KauSui  L  M-f  I  c 
HU  J  W-l  e 
Pirii  ft  WaKon-f  I  c 
Turner  C  H-1 
Tdlhitl   B  P-^ 
Wilker  Bd-fe 

TOWER  CITY 
Belder  LonU— I 
MoTcrJ  B-f  e 

TBEHONT 
Ba*hor*  R  S-I 


TURTLE  CRXBK 
HBnbcT  Ceo— f 
McDoiuld  If  W-l 
Semmm  W  H— i 
'AvmUi  J  T-I 
TYRONE 


Fleoner   W   U    A   Son— 


UNION  CITY 
Dolittic  V  M-^ 
Holden  B— I 
Uti>^  C  J-f  t  c 
Smet  A  G  ft  Sou— f 

UNIONTOWN 
Alrbart  P  F-l 
Ariford  E  S-1 
Bycr.  W   1^1 
Cri  IT  tr  Chaa  T— f  1  c 

feslfii   W   H-f   1   1 


Plah 


le   N    H-( 


SnriahlJ  A-l  I  c 
SeitoD  CH-fle 
Scm*at  G»  W-l 


Whilfy  W  B 

VAKDEBGRIPT 
Bair  JebB  F-l 
BarcUy  W  W-l 
Commui  C  F-f 
Grimm  ft  Wdib— f 
"  ~      ■    j  M-l 

It  E-f  c 


WARRBN 

Bunhan  ft   DtFonM— f 
BraimnB  ft  Alcnadcr 
Cable  ]  B-^  c 
Cofjwrtl  »  A-l  0 


Darlins  F  C-^ 
Gctlr  CihIb*  U-1 
Henrr  W  ¥-t 
McKclTT  A  H-l 
Iflntnr     Cable     ft     C»- 

Rlcbard*  W  J-l 


WASHINGTON 
Aadenon  W  B— I 
B'.fl«  W  G-l 


Htmphill  J   T-I 


Jo»d'il' 


5?r" 


m;%»'  i'  w-f 

Pr,Hg  J   U~f 
Rofiion  J  M-f 


Smith  Ed   R   Tr-l  c 
Smilh  W  F-f  e 
Sijihtrlind  J  C-1 
Ws^hine.nn  R-aliT  Co-( 

WATSONTOWN 
Piiber  P  B-f  c 
RombwA  H  W— f 
Shv  Wm  P-l 

WAYNE 
Can-  P  W-f  1  e 
Nicbol*  W  R-f  c 

WAYNE5BURG 
Brock  Htidton  D— lie 
Bom*  ft  Aa)d-I  t 

Hadlee  W  O 
Hutchina  W  V 
Huffman  Geo— f  1  c 
^tlema  ft  Pulton— 1 1  c 
Riadolpb  a  BaUT-l  I 

Scott  rw-i 


WEATHBBLY 
EbT  S  G-f 
Perry  aarlao— 1 
Rinker  STD-f 
Van  DjTC  Wmeo— f  I  i 


Wm  B-1  c 

Clnk  C  B-f 
Darii  O  H-f 
Kehler  Wm-f 
KockweU  F  H-l 
Smith  D  C-t  e 
Woodbouae  W  S-(  c 
Yotuifl  E  B-f  1  c 
WEST  BETHLEHEM 
Borkdt  A  H-l 


Jon«  Aihler  V 
teibctl  W  6-t 


WEST  CHESTER 
Ibitindale  C  F— f  I  c 

WEST  NEWTON 
Dick  A  H  ft  Co-f  I 
D«rr  A  T-f 
OblCT  H  A-f 
Parker  A  J  Co— f  I  c 

WILKESBARBB 


ttard  S  M-l 
Benner  Eiia— f 
Biddte  A  Eno-I  c 
Bolind  jai  M-l 
Bnodt  Jacob  ft  Co— I  e 
Camp   C  D-l 
Carpenter  I  I>— t 
Cool  Jai-I 
Criiman   E  I^-f 
Dana  ft  Frantt— I 
Derr  Thompson  ft  Bro— I 

Fa "  11  I  ™ft  W  L-( 
Feller  C  M-l 
Fraier  Edwin  D— t 
GradT  Jrto-I 
Hamlin    Ed«   B-l 
Harlnan  Geo  J— f 
HarreyJ  C-I 
Haban  Ed  A-f 
HoUn  F  T-I 
Hoban  I  W  ft  Co-I  1 
Holt  J  fe-( 
Bou«r  S  H-l 
Hughei  D  F-l 
jonei  Lawrence  B— 1 
IC^ntiry    !   C-1 
Kiinkte  &  Molter— 1 
Liidlcr  Thai  K— I 
Lanine  A  C-l 
Lamed  F  W  ft  Co-f 
Lindler    L   W— f 
Lloid   Joi   W— f 
McGqurtT  A  SliD»lin— I 
MillCT  I  Wation-( 
Phillip.  &  Moore-f 
Pat>Dn!  W  1^1 
Post  Willard   L-f  1   e 
Potldger  John— I 
ReinWd  Theo-I 
Rejnold,  ft  Co-l 
Pobinion  W  B— 1 
Royer  A  E^l 
SaliburE  L  K  ft  Co— f 
Smith  Chaa  R-1 
Snyder  Cbai  M-l 
Swartwoot  Leroj  W-l 

THEIS  BROS. 

OBNERAL    AOENrS 

S«B  Ibiln.  da.  nUkaii,  H- 


Smu  n»  <{  hvia,  m. 

TImI*  Fr*d-I  I  e 
Toaaphin*  W  S-1 
Van  Looo  Chaa  R— I 
Ward  IUeb*Td  A-c 
Waihboni  W  O-l 
WIllaaaoB   Jm-I 


INSURANCE  AGENTS— RHODE  ISLAND. 


PA.— Con. 

WILKINSBUSG 
Brewster   I    W 
Brinkct  W  M 
BcowD  Ju  «  Son 
Coon  O  M-l 
Cooper  L  S— c 


Griffith  D  H 
HiTiinett  W  £ 
HendHion  Jm 
HilfDUD  Fred 
Hofhun  Jolui   L  Co — t 
Homer  Hiai  Georgik  D 
Irwin  Tho»  W 
Kulner  J  T 
Lovetl  H  H 
McCoy  Cbu 
UsrsbaJI  A  B 


I  W 


Repini.    .. 
Wylie  J  R 

WILLIAlfSPORT 

Allen  R  W-l  c 
BdlToK  D 
Bcntler  P  W-t  e 
Bower  J  £-f 
Burrow*  F  J— f 
Burrowi  J  B— (  1 
CUngiT  Hentr  j— f 
OlDger  Otto  C-l  1  e 
CdI*  E  W-t  e 
cSSiat  J  r-i 
DiteiDunl— I 
Diiii  J  r-A 


G^iiaeGe 


F  H-f  1 


Goodoun  CeorB^-4 


Bart  Ab«-I 
Bill  H  C  &  Co-1 
Hill  S  W— (  1 
iLouck  &  SBie*d— f 
Irvin  H  M-l 
Kceler  D  &  Co— f 
King  W  l^L 
L.eaitin    I    F-i 
Laitd  *1  R-( 


Mever  H  S-t 

Mill.  Ceorei— c 
Prnni.  Ins   Exthlpge-t 
Rcidr  John   P— f 
Sayles   P  D-l 
Stadl    H  J-l 
Sigtried  E  M-l 
Sondbeimer  U-l 
Snib   E   I-f 
Sioui  J  W-l 
Swuti  *  Wel>h-I 
Van  Valkenburg  J  W 


Weed  H  B  «  Co-[ 
Whilebewl  ChM  U—t 
Woodraff  W  B-I 
YMfct  S-f 


WILHERDING 
BowniM  J  H— f  c 
CunninEham  J  E— t  I  c 
EntlffH  L-l 


WINDER 
Colbom  R  G— f 
Htitmeo  J  A  A  CO — f 
PtnieU  J  H— f  1  e 

WBIGHTSVILLE 


YORK 
AltTand  Philip  A 
Benton  Thomu  T 
Berohirt  A  1 
Bargeiler  C  C 


Ehtrt  Harrj  S 
Eckenrode  Wm  M 
Eveaa  Margaretu  B 
Fomqi    Ell   L 
Frick  Benjunin  F 
Fry  Charlea  H  &  Son 
Colwalt  Wm  S-l 
Grayhill  George-l 
Grow  Sunuel   1^1 
Hanna  &  Hanna 
Hliuer  John  S   »   D 


Jeiaep  &  Cnlp — t 
King  Robert— 1  c 
Kraber  Broi— i 
Lancka  G  Wathlngtoa— 1 
Leathery  Eli  G 
Lcbt  John  A 
Lightnet  Banr   G 
LoDcka  Albert 
McBlaiD  Walter   C 
McConher  E  K  ft  Co— f 
MeManua  Miaa  Marr  B 


KoLler^  c 
Owen  W  S  &  Bra>-4  I  < 
RiiFeoibRger    W    J    Co 

RobinaoD  John  A 
Rogera  Henir  W 
Rotier  John  H-l 
Schatl  &  Urera-f 
Schwartz  H  Joaeph-llc 
Shetter-Myeri  Co— E  c 
Shroff  Samuel  A— 1  e 
SnuJl  Frederick  U-f 
Smraer  Charlea  B 
Spangler  GeorKC   P 
Stallamjth  Robert  O-c 
Stnyer  Martin  L. 


Zeiglet   Elmer   C— I 


AKcnc 

Ckrk*  Herbert  H-t  1  c 
Laaaerln  OUm— 1 
llRoae  E-l 
Perkina  Toa  Ji^ 
Soucjr  Pierre-4 

ASHWAY 
Stillniaa  E  C-f 

BRISTOL 
UcDostf  BenJ-f 
PeckG^-ls  .     , 

Skinner   ^mi«ui  Ir— ( 
Strtlibt  CUtk  H-f  1  • 

CENTRAL  FALLS 
Hinkle  J-1 

CRANSTON 
BliM  Z  W-f 
Hotton  H  F  ft  Soaa-l 
Latham  J  A  ft  Co 
EAST    GREENWICH 
Gleaaon  C  C-1 
Ranudin  W-l 
Shipper  H  E— <  e 

HARRISVILLE 
Richard  Hera  E  S  C-t 

HOPS  VALLEY 
CraodaU, 


rcsi 


W  I  0 


GrMne  JohD 
Richmond  Sua  mr-t 

JOHNSON 
CalefHC-(e 
Dean  E  A— f 
Wilder  J  B  W-f  I  c 


LONSDALE 
Melnern*  Itdw— ( 
Nn  C  P-l 
O'SnIIhran  P^ 
Pattcnon  Wm-I 


NATICK 

LJttlefidd— a 
Whipple  R  R— f  1 

NEWPORT 
Brasi^  Packer— 1  e 
Briahtnuw  Wn   X—t 
BbIT  Henri^  1  e 
Dcblola  ft  Eldrldcn^ 
DerbT  R  C-l 
Dtct  H  L-^ 
Bimnctt  A  Qareoca  G> 


I'Nem  Banaa  C-f 
'aMnaia  rS   ft  Sob- 


Blsnebard  Andr*— f 


ISLAND 

Bowen  E  S— ( 


Gh  I  lasher  Manhew   I- 1 
Gt/dlty  Geo  F  Jr-f 
Crime.    R    W-( 
InHiaham    D    B-f 
Kellcy  Waller  W-l 
Kent  Lxcien   E~f 
Le»in   Ella  R-( 
McKilcheo  Wm  H-l 
HulliEan  Mylea  U— I  e 
N^r-tTl  Ja,  S-f 


O'BHf 


Co  Ceo  I-[  e 
rower.  Frank  J-l 
Pmdy   A  C-f 
Sagat  H  H-f  c 
Shove  Iiaac  ft  Co-f  c 

PORTSMOUTH 
BrewneH  A  B-^  e 
FOye  S  M-^ 
Mancheater  A  G— f 

PROVIDENCE 
Arnold  ftTmiuteal-f 
Banott  W  A— r 
BanitT  C  B— f 
Barton  J  A-l 
BMdi  ft  8wM-<e 
Blaochard  C  C-I 
Blnmcnkiwu  B  S-< 

Boawoith  J   D-l 
Bowen  Wm  II  P-e 
Brio*  H   B-I 
Brown  A— I 
Boiflanf  John  C  Ji^-f 


Bnnca  C  H  ft  Co-t 
Burton  ft  SaliabsiT— ( 
Calel  H  C-l 
Calderone  P  J— t 
Canning  J  P— I 
Carpenter  J  B— e 

^mberaWB  C-f 
Caiman   ft  L— f 
Colktl  Geo  H-l 
Conutoc^     ft     Gardiner 

Cornell  W  A— I 
Cook  Jaa  W-f  e 
Crura  F  A-1 

Draper  W  H~1 
Diiboi.  R  C-f 
Bpsieihrooki  H  G-1 
Eldy  A  W-f 
EdrfT  Jno  ft  Soo-t 
Eddr  !_  T  A-I 
Kgao  b  C-f 
Fanmrn  E  H-I 


Fore«t  C  A-I 
Frft^man  la.  F-I  I 
Gn'livan  i  O'DonndMI 
Oiinnoiia  J  A-f  ,  ; 

&ln>wcll    Si    lograba-t  I 
Gardiner  A  C-^  I 

QlbaneMarr  J-I 
Soodmal  T7-I  I 

Go  ugh  loKph— f 
QriiwoliI  W  H-l 
&at,  G  L  ft  H  J-l  •     J 
H»M  W  H-£ 
Harri*  W  D-l 
Harrjagtan  G«  O^ 


Sob^Im"* 


INSURANCE  AGENTS-SOOTH  CAROLINA. 


Hutian  Caanw  3  k  Co 

:iuud  C  L-t 

itmii  Norann  W~-l 

asnck  Wo  H  ft  Co-t 

ioimt*  C  B-t 

ionoa  H  F  *  Sou  Co 


Iiirlc7  H  A-i 
ahsKD  M  C-~{ 
oBO  I  S  E-f  1 
Caeh  7  A-1  e 
:eb«  J  L  Co-f 


.night  j^ 
ithim  ' 


/h" 


ITllCT    B    C-^    C 

onj  B  U-c 

cCibe  JS-f 
IcGaiaocM  John  B— ( 
cLeodJ  D-f 
■ndiater  Wlllv«-f   1 


uooE  C-f  I  c 
umj  T  W-f 
nconb  C  F— f  t 
ighiJDgilc  S  A  CO--I 


bonntn  J— f  1 
Lctrr  Arlhor— 1  1  a 
Heilley  T  M-c 
rla  Geo  M-l 
rLer  G  I-f 


Pratt  C  T-f 
R^dad  Wm  R-1 
Kaihbtm  T  R-l 
Kmj  F  H-j 

KiclMnUa  F  A  Bro-I 
RjKi  T  f-f 
Sb>w  H-4 
ShemaD  H  C  Jt-t 
Smith  J  E-(    ' 
Stulcr  C  U-) 
Stuton  W  C  &  K  L— 1 
StaA  J    R-f 

3iuhnll(u  &  iluplej 

Flr«,ltrlie 
ud  Casultj  liHruce 


(SccNfli 


Ciff.l 


Uu.  ud  CUoco. 

Stone  &  Sm<ih-f 
Sundcrllnd  J  F~f  1 
S*i(i  J  H-f 
Thompion  RabI  W— 1 
Tilliogha.!  P  S-f 
Todd  M*llor  Co-f 
Ton.pl.in.  C  A-[ 
Tuckir  D  B-l 

S.  L  WiTSOl  A  CO. 
INSURANCE 


49  WMtmlnster  Street 


WuTcn  W  W-1 
Wilker  R  L  ft  Co-f 
WdlKH  Wd  V— f 
Waihbun  Wm  H-l 
Whcclcr  Van  K-c 

SAYLESVILLE 
Fliieadm  H  F—  I  c 

S  KINGSTON 
Baboock  Jobs  E— I 
Boon  Chat  E  ft  C»-f 
CaawcU  W  H-f 
Gardner  Ttaei  A— f 
Hum  Jamei  J-^ 
UoTtaa  Tboa— 1 
Hoirrr  Sumner-f 
Pott  Howard  B— I 
Pndar  GcorBc  F— 1 
Sweet  W  R-=J 
Wataon    OHtm^-I 
TIVERTON 
BrlBhtman  W  E-l  1  e 
Dnrfee  J  T-« 
Hambly  A  L-  ' 
Seabniy  Geori 
Seaburr  S-^ 
White  A  P-l 

VALL.EY  FALLS 
Brown  N  A— f 
Xinion  P  F—t 
SulHTan  P  O-f  1 
WUIiama  J  J-l 

WAKEFIELD 
Habcock  John   E— t 
Gardner  T  A  ft  Co— t 
PerT7  Howard  B-i  e 
Wataon  OliTti— I 


Uanln  Joanh  W-t 
Piwroat  ]  A— f 
Smith  R  S-f  I 


Bttrkc  Edward  M-i 
Caaey  W  B 
Chester  Irrine  O-f 
Cot  Fnnk   W— t 
Eldrtd  A  E-l 
HiUard  P  H— I 


WOONSOCKKT 
Barrett*  E  O— 1  e 
Bennett  A  I—t  1 
Brina    B    M    ft    Son» 


Brown  Stephen  H— f  • 
CaUen  J  tl-t 
Carroll  John  R-( 
CaraBangh  T— {  1  e 
Cook    L    U-f 
Coaaeboom  J  C— f  I  c 
FlcDraniJ  F  Ine— (  I  e 
Gaakell  Robert  S-t  1 « 
Gaulln   U-f 
Girud  Geo  N-f  1  c 
Gnaj  Joa  A-i  i  c 
LarocheUc  N-4 
L'Eaperanee  R  T-t 
Lord  D  C-l  I  c 
Mariineau  Eadeaa— f 
McGoTcm  J  M-{  1  c 
MowiT  Wa  C-t  I  e 
MuUiean  Ambroi*  A— < 
Bowen   T-< 
Seafrave  Geern  B— t 
Smith  R  P  ft  ^on-f  I  I 
Sutton  B  P-t 
WilUnil-l 
WUIiama  Wm  B-l 


SOUTH  CAROLINA 


ABBEVILLE 
beville    Int     &    Trait 
hTj   R-t  I 
dnera.  Ju-f  I  < 
Pre  J  ri  ft  Co-f 
a  ft  Snritb-f  1  e 
nhrell   J    U-i 
I    R    E— f 

AIKZN 
nrwt  I  W-f  1  « 
•on  /  C-f  )e 


ALLENDALE 
nor  C  T— I 

ANDERSON 

ihaiDa  ft  Dfcfcaon— I 
rn'a    Loan  ft  Realtr 

e^^I«A5«^c 

to^I^Ap^j^o 

K  J-1 

1    D    P— I 
«r    G   G-f 
.    C    W-l 

BAMBKRG 


BARNWELL 
Creed!  H  L  ft  Co-f  I  c 
Green  Miller  F-c 
Har  C  J-f 
H>r  R  M-f 
Uanvjlle  A  P— I 
UcNat  Wm   ft   Boddnr 


BEAUFORT 
Tphnaon  C  S-f 
KinEhom  J  B 
WatcAouae  Geo 

BENNETTSVIIXE 
BennettarHle  Ina  ft 

RaltT  Co-f  I  c 
Drake  Jii  N-( 

Sickaon  Bnford— f 
ewtoB  S  C— f  1 
Parham   H    B— ] 
Sbelton  S— f 
Smith  ft  Patmei^-f  1  c 
Thompaon    S    O-l 

BLACKSBURG 
Andenon  W-f 
Bclae  E  K-1  e 
Bchie  John   F— I  c 


CAMDEN 

BorUn  N  C-f  c 
Brown  W-l 
Hoogh  W  S-I 
Lenoir  G  H— f  c 
WiUlama  ft  Steedman-1  c 

CHARLESTON 
Bark  J  J-l  1 
Cblaolm    ft    De    Sanaan- 

re-f 
CoHro*e  J— 1  t  c 
QiUlniham  J  C-l 
Dowie  ft  Mnn-f 
Dunn  J  W— I 
Doryea  B  H— 1 
Flicli  W  H-e 
Gaillard  E  G— 1 
Gordon  ft  Dunldn— f  c 
Gnerard  E  P— 1 
Raade  W  S  ft  Son-f  I  c 
Heyward  ft  O'NeiU-f  c 
HoBonr  J  L  ft  Cd-< 
HanieniD  Geo  E— 4  1 
Hrde  T  T-l 
Kenjr  J  D-f  I  c 
Klatte  C  U-i 
Kroef  A  A-f 
Lcgare  A  Rhctl—I  e 
Lanolr  GB-I 
Leaemaa  J  D— 4  1  a 
Lowndea  C  T  ft  Co-{ 
HcGec  H  T-f 
Martball  R  U  ft  Bro-f 
Middleton  W  D  ft  Co- 


ng C  J-f 
a  ft  HcT 


Sebachte  C  B-t 
Schacfate  Henrr—f  0 
Sberfeaee  L  ft  Son-f  t 
Tlwrnpaoo  W  T  ft  Co— t 


CRERAW 
Ealea  C  W-l 
Mallor  C  A-1 


Weill  John  H-ri  e 

CHESTER 
Edward)  C  C-f  I  e 
BardiD   W   H  ft  E    1 

r  I  c 
Latham    Broi — I 


COLUMBIA 
BUIock  RT-I 
Bolin  Jno  B-f 
Caldwell  Howard  ft  Co- 

Canler  J  M-f  1 
Cathcart  Jamea  A— f  e 


ISSURASCB  AGENTS-SOUTH  CAKOUNA. 


$•  C. — Columlna,  Cod. 

Cox  D  Sun—] 

Dill  Geo  L  &  Co-(  c 

GillUtd  &  Withers-f  c 

Hy»tt  F  H— 1 

Jcnkini  Mill  Maiy  Glm- 

brill-f  c 
Jo«ph  L  H-l 
Kellejr  Ch.i  L  «  Co-f 
Koetter  Geo  R  ft  Co— < 
Lind  J  S-1 
LotI  J  C-f 
M»Iti«on  5  1^1 
RbwIi  B  A-f  I 
Richland   Loan   &  Troit 

Co-f  I 
S«ibel>  E  W  &  SoD-f  0 
Seiblei  Edwin  G— [ 
Simmona    C  B-(  c 
Swafficid  W  C— <  I  e 
Thompion  H  T-1 
Williei'RaTencl    &    Co— 


Callini  U  W-f 
Frecnwa  Vtitt  A-t 
UcN«m  D  T-) 
QoMtldMnn  C  P-t 

DARLINGTON 
Coeeihill  ft  Bynd— I 
Coguhall  B  W— f 
Diinagton    Underwiitett 


D0VE5VILLE 
Chunben  P  P— 1 
De  Lonn«  C  H-^ 

DUE  WEST 
Agnew  J  B-1 
Bonner  Mr>  H  E-f 
Brownlee  O  Y— 1 
Tohnwon  S  C-l 
Kennedy  A  S-i 
Frenly  S  A-f 


Snltb  ft  Tarlof-I 

EDGEFIELD 
BuUng  W  H— tl 
Han(7u  T-ll 
NorrU  E  J-tle 
Smilb  H  A-f 


Chaie  ft  Son  ;  F-f 
ChaM  S-t  1  e 
Chi»e  ft  Howard— c 


GAFFNEY  OTY 
Carpenter  J  L  S— 1 
ClBTT   E  J-1 
Fort  Sam  I^-t 
Giffner  Trait  Co-{  1  c 
Rnbotaon  Z  A— tie 
Sama  K  O-f 
Smith   ft  Ijpaeomb— f  1  < 
Yotmi  G  D— I 


Morgan  W  D-^ 
Munnerhm  B  A  ft  Co-i 
Pjatt  J  S-1 


GRANITEVILLE 
Bomworth  O  P-f  1 
Hard  B  W-f 
WiUia  C  B-( 

GREENVILLE 


Funnan   A  G— I 

ft  McElroT^ 
_ -.4  Wm  Jr-^  I 

Goldtmilh  &  Agnew— f 


GoudJett  R  C— t 


irlin  W  F-i 

iU>  L  A-f  1  c 
„itch«li  J  F  4  Cft-(  1 
SWea  G«o  1-1  I  e 
"     '  dsc  J  B  ft  C0-( 


CanliTid  J  V, 
Chiplty  7  ! 
Cmrrett  C  Vl 


Mcilock  T   T-f  e 
Millw  S  E-l  e 
Nkholi  ft  Raker-I 

S5"« ;  w-j , 


HAUBDRG 
Bum  F  N  Co-f 
Walker  J  W  Co-f 


Sumner  Emcat— f 

HICKORY  GROVE 
McDill  N  W-f 
Slaushlcr  W-1 


Derrick  W  C-1 
EpM  PelCT— 1 
Mm  Y  M-f  e 
Mffiford  ft  Watera-f 
Out!  ft  Wataon— f  1 
Water*  G  G-^ 


Culvem  ft 
McCaaUU 


Majaej— f  1 


LANCASTER 
AOlaon  E  C-^ 
Clark  A  J-l 
Laneaatar   Sairliwa   Bank 

ft  Triiat  Co-Tl  . 
Uoora  ft  WflUama- 
WUliaDU  W  T-f 
WtW^ooa  U  S  ft  Co 


LAURENS 

»  J  J-f 

Andirion  ft  Blakelr— c 
Balle  Geo  ft  Co-~f 
BaAuUle  C  D— f  I 
Barktdala  John  A— f 
Bishop  ft  Woia-f  I 
Copdud  U  L-l 
Dial  W  H-f  c 
KenncdT  H  B 
Laorena  Truat  Co-f  I 
Todd  A  C  a  Co— f  c 
Tronhorn  J  H— f 
V/Wat  E  H  ft  Co 


Fox  A  J— f  1  c 

MANNING 


ST.    MATHEWS 
AUeL  UDr-f  I  c 
Amaker  T  A— f 
Dnber  L  S— f 
'tgetl  W  A-(  I 


SENECA 
Edwarda  ft  5od-E  c 
EUiaon  C  H— f 
HopUna  J  Euatace— t  c 
Nimmona  W  P-f 
Street  T  M— 1 
Todd  J  W-f 

SPARTANBURG 


Tenkinaoa  R  R— t 
Wilaon  Ina  Agencf— f 

MARION 
CnriBKton  P  P-^ 
Hamcf  ft  Lewia— f  e 
"  '    wn  J  W-l 

ja  C^unlv  Truii  ' 

Beld  C  I^-f  1  c 
MAYSVILLE 

-  .    in  Robi— {  1 

Cooper  T  E^l 

Docbampa  G  S-f 

Marea  C  E-l 

Stacker  &  Chandler- 
MC  CORMICK 

Britt  J  E-f  I  q 

Talbert  J  L— f 


Norria  Bobt— 1  f 


Carliile  C  H-t 
CoSdd  Taa  ft  Co-t  c 
"       n  G  B    - 


Coaton  G  B— I 


rwood  I  E-f 
uril7  Loan  I 


ORANGEBURG 
Boone  M  H— 1 
Errant  R  F— I 
Ediito  Ina  Aency_f 
lalar  ft  Sallev— f 
Lilea  ft  Lilei-1 
Melllchampe  S  R— f 
Orbe  Ina  Agency— f 
Seaae  W  K-f 
Sturke  L  K-f  1 
Waocamaker  H   C-f 
Wolfe  ft  Berry-f 
Zeigler  ft  Dibble— f  1  < 

PENDLETON 
Hard  Mra  Jannle— f 
Htwter  J   P-f  1 
Sadler   B    H— f 
Sitlon  J  J— t 

ROCK   HILL 
AnderaoB  G  B— 1 
Douglaa  Wm  A  ft  C( 


.  loFadden  J  H-( 
Peopte*  Tract  Co— t  1 
Poaf  J  Ednc^ 

Slaric  C  M-1 


HowTand  Helea  G  ft  Ca 


Womack  M  G-f  1 
SUMMERVILLE 


SUMTER 
v  W  A-l  a 

Ciliiena    laa      Agacr— f 


i  D  T-1 

Hoaea  Andnu  Mra-I 
Hoaea  F-^ 
Sinbba  C  E-l 
Samter  Ina  Agency— fit 
Snmter    Real     Eaute    t 

In.  Co-f  e 
Taylor  Fomt    1 
Upahnr  W  B-l 
Wallace  ft  Moaes-f 
WHaoa  Jamea-1 

TIMM0N5VILLE 
AtUnaon  B  Rr-le 
Charlci  B    K-t  )  e 
Conyear  Uarloa  J-l  e 
Corbett  K  I-l 
Eppa  H  D-1 
Gamer    ft   RaQlnB-lle 
Lauer  N  I— I 
Roae  W  C-f  ) 
Tnudcr  D  H— if 


Co-f  e 

Cititcna    Real    Tilafc    k 

Loan   Co-f  1 
CHiicna  Savins  Baak-f 
Dnke  F  0-4  c 


i  Tbaanaoo— f  c 
RmI  Santa  A* 


Ni  Aolaaa  W  A  ft  Se^  . 
CeMl  Got  H— f  • 


INSURANCE  AGBITTS-SOUTH  DAKOTA. 


WALTEKBORO 
tkTi  t-t 
ckH  WJi-l 


Kkin  JM  U-t 

Von  Lth*  John  D-f  1 

Wimn  Jobn  D-l 

WESTUINSTBR 
Asdenon  W  F— I 
C«rt«  J   S-l 
Pltti  IV-I 
Muett   O   S-l 
Havltt  K  W-fl 


WILUAMSTOWH 
Gouett  &  Snbcf— f  c 
Hoiton  Hiw  Loniw  ■  f 
Plw^nej  A  C— f  1  c 

WINNSBORO 
Aniette  W  Juliad-f  I  i 
B«tr  W  aU 


Flenoikiii  W  H-l 
KM^fi  H  E-f 

YORKVILLB 
OrlM  Sun  If-I  1  c 
LiodwT  ;   R-f  1   0 


SOUTH   DAKOTA 


ABKKDBXK 
rett  A  Cochfm    1 
a.  CM 


T  I  W-f 

OD  C  F-(  1  0 

in  G  HL-) 

er  Hn  BeDc  B-l  i 


a  ChuJ-f 
mtB  C-l 

^n  A  F~4 


I^XANDRIA 
'    J    H-f 
t  Sdllwell 
B  }-t  c 
am   A  Sefai]t>-4 
A   RTbunt— 1 
le  Mwk  W  E-f 


ARHOUm 

J  W-f  e 


,^srs^ 


ASHTON 

■  E— f 
E  N— f 
D  H— f 

■  S  P— 4  c 

iRBSFORD 
W  J— I 

H  J—i 
ohn    C~f 

BLUKT 


■lilr-5- 


Rnn  T  J-l 
SBuu'd  T  T-l 
&nlth  W7W  1 
Todd  G  B-f 
TKhcttcr  Jicob— f 
TKhltter  J  P-f 
Wipl  £  J-f 

BRTTTON 

Abbott  By7on-f 
CcoltT  *  Sligfr 
Forui  S  E— f 
Gardner    Robert— f 
Kbsi  OllD  I^f 
KrllT  J  F-f 
Prmiup  C  E-f 
Flint  up  D  I^f  c 
Thorp  W  W-f 


Alllion  A   B-l 
Cariiile    F   J_-(    1    i 
Cu-liile  M  G-l  e 
Chapprll  T  1^1 
Chrtver  A  Ch«v«r- 
Fiihbilk  H— f  e 
Krappfn  G  F-f  c 
McCarl    S    H-f 
Purdr  WaliKe  E-f 
Tbijer  G«o   F-f 
BRYANT 
ABMMn  G  A  S-f 
HM  G  W-fe 
Honcwatl  J  Ar-to 
Bnden  B  A— I  1 
Smnoa  E  A— I 


Cooper  H  N-f  e 
Dan  E  U-t 
HuiMn  U  H-i 
Bdsmon  A— f 
Jooca  E  A 
^DdKin  O  C--4 
Lewii  JwocB— f 
Rndolpb  O  A-f 
Skartncdt  G— f 

CASTLE  WOOD 
Cortim  H  H-f  c 
McLonsUiB  E  W-f  c 


CBNTREVILLE 
Berwin  Loni*-f  ) 
Bognc  Alan— 1 
Harrow  C-l 
Gardner  Walter— t 
Uec  Ja»-fc 
HD*er  D  U-f  « 
Petereon  Leonard— f 
Soper  F  I^-f 
TluHBian  J  S — fc 

CHAVBERIAIN 
DnuT  B  I^-f  e 
F«Be^W^-f 


COLUHBU 
NaboB  John  J-t  1 
Snith  A  H— f 

CUSTER  QTY 
Dclkata  T  W-t  1  e 
Hanlejr  W  F— f 
Penin  C  E-f  1 


Gorder  C  O— c 
Hnner  Co  J  P— f  C 
Ickei  W  A-f  s 
Soaian  S  W-1 

DELL  BAPIDS 
Hcnc  Olnf-f 
HsntemcT  A— I 
KemOckRE-f  I 
Larton  L  K— ( 
Laid  W  G-f 
Snhh  Heorr  M 
Smitb  O  H-f  c 
UliB*  G  A-f 

DE  SUET 

ActfllUKh  L  P-1 
Andrew*  F  M-t 
Carroll  J  H-f 
Dawler  C  U-f  I 
Green  E  F— f 
Williama  O  P~f 


Grsttan  O  T-I 

Ho^h  Geo  E-f 
Hodge  J  E-f 
Zale.\y  E  R-f  I 

ESTBLLINB 
Calif  A  B-f  e 
CalleM  J  W-f  e 
Liebentteia  M  S— f  e 
Smitb  L.trm—\ 
Sobr  Geo  C— 1  c 
~    rder  J  A-f  B 

ilttemon  W  E-f  e 


SuTder 
Wblttei 


i-f  1 


Pbelpi  &  Griflee-f  e 
Siekfe  V  R-f  c 
Seamaa  F  A-f 

FLANDRXAU 
BcMoo  L«ria-< 
Bisdow  Jamea  T— lis 
BootkH  A— ( 
Cotanm  B  G-<e 
DnaUp  R  H— I 
Faenr  R  O— f  c 
T^i^  Bd-f 
Scbyan  Knu— I 
Smitb  Tnae  A-f  e 
Wanea  P  A-l 


GARY 
EzcbanBe  Bask  of  Gbt 

Hoaghtoo  A— f  I  e 
Honsfaton  A  T  Si^  1  e 

GROTOM 

Aahler   Wro-f 
Bitom  N  S— [  0 
Bo»ler  U  F-( 
Erwin  W  l-i 
Kffb  C  M-( 
Mmner  K  A-f 
Millar  VJ  B— f  B 
Steele  H  W 

HERMOSA 
Baker  J  P-f 
Heanard  A  T-f 
Uonachan  Tboa  L— f 

HOT  SPRINGS 
QcKland  G  H-fle 
~  ■■  k  Hediic-      ' 


Tickctt  E  R^  c 
_  aisimn^^ 

GC-lc 


Pttia  k  Martr— f  I 


WQias  ft  WUaoD-f  c 

HOWARD 
Boah  k  Wakefidd-t 
Criiie*  ft  Cox— f  o 
Grua  Ed— f 
Hauaon  H  H-t  I  c 
K«TUiqr  W  F-l 
Smith  Fiank-f 
Smith  Hufh-f  e 
Stnnd  K  O— I  e 
Widel  J  A-t  1  c 

HURON 
Blake  &  Scott— f 
Beach   B  E-f 
Bryant  ft  DIekenaoB-4 
Farmer  W  N-f 
Fullenweider  Geo  B-l 
Hinckler  H  C-f 
Itienhutb  C  C— f 
Keller  C  Ar-f 
Klennn  J  C-l  « 


INSUHANCE  AGBNTS-SOUTB  DAKOTA. 


IROQUOIS 
Bddridn  J— t 
Boop  W  H-I 
BolBiter  S  W-l 
Ohlien  C  H— { 
Snllinu  T  J— f 
White  E  A-f 
Wllnurth  D  F-1 

KIUBALL 

Blum  Geo— ( 
Griiwold   Fn6-i 
Kruegei  C  F-( 
Smitfi  C  E-l  c 
Smidi  H  C-f 
Lombud  E  B— i 

LEAD 
Cumn  &  Currmo— f  c 
Feowy  Jo»— I  c 

Jacob*  Nacbui— f 

]tOK>B  O  R-i  c 

McKtr   W«llef— f 
Quimbr  W  M-l 

SuUina  J  I^f 

HADISON 

Ball  F  G-I  1  c 
Beardsln  Wm-f 
Bcrtber  V   F— f 
Dariton  f  W-J 
Filli    F    D— I 
Holdtldse  D  D-( 
Xconedr    Chtl   B-i 
Hackir  D  F-f 
MuluT  W  A-f 
McClllilter  G  I^f 
Handsll  F  S-f 


S*uiid«s  F  C-f 
Standi  D— I 
Wood  G  Ir-f  e 

MITCHELL 
Bldwdl  F  A-t  c 
Bruimnt  O  L  &  Co— f 
BurbKik  F  E— f  c 
Craft  FA 
Crow  Toha  N-f 
Dnkc 

Hucr  A  B-f  c 
Hdmbarran-  W  A— I 
Kdiy  P  jH— f 

::.  _.._bI1  a  r-( 

Rew  a  Harri*— f 
Rowley  W  B 


Sher 


K  G-f 


UlLBANK 
Benedict  E  H-f 
Bteuer  A  f— t 
Bouek  Tho  L-f 
Kohler   P»ul-( 
Lockhart  S  S-f  e 
Uirtens  Bros— f 
Meebin  F  W-f 
Middlebrook  G  C-t 
Uilli  C  E-f 
RU  Geo  S-l 
Boberti  F  B-1 


-.-   Ut 

Swtft  lo«-I 
Wdb  J  B-t  I  e 
W*lpo[c  Al 
WlgtmmhJ  a-l 
Wilnth  J  O-t 
Williasu  J  E-^ 

PARZER 
Cfaifby  P  I^-f 

^oSdinfK  B-ie 

WlIWD   J  W-f 
Wendl  E  A-f  c 

PIERRE 
Aadcnoa  C  H— f 
-      len  J  K-t 

k  A  C-* 

Crew  &  Knspp— f 
Cottiur  H  &-t  c 
Cu    Belt    Luid    ft    Al 

Co-t 
Hyde  C  I^f 

Uke^  WMibtugb-f 
Lockhut  J  1,-ir 
March  D  W 


RAPID  CTTY 
Allen  Bro>-f  c 
Cox  WilIiua-1 
Crabtree  C  C^f 
Erildne  Robt— I 
Famr  ft  Jepton— f 
Hunt  G  C—t 
llcCaln  Fred  C-f  c 
Moore  T  A-l 


REDFIELD 

Buli'ilt  T-f 
Bruell  W  F-f  e 
Fl«her  Geo  W-f  I 
Fiike  E  W-f  I  c 

Labrie  A  F-f  c 
Lonnberg  C  W-f  I 
Moriart*  M^l 
Packard  H  P-f 
Randolph  A  M-l 
Sterling  C  D— f  o 
Waiters   G   M-f 


ST  LAWRENCE 
I««a  B  F-t  e 
HeCnlleo  J  F-i 


Goldimitb  D— [ 
Scanlui  P  W-f 
Smiih  W  A 
Todd  I  J— f  c 


SIOUX  FALLS 
Allen  J  J-f 
Babeock  Wcm-^ 
Boone  John  P  Jc— I 
Caille  C--t 
Campbell  L  C-l 
dark  J  B-f 
Gliddai  D  S-1 
Grant  Hanj— 1 
Hanna  G— 1 
Holliiter  Brothen-f 
Knowla  &  Dwivht-f  I 
Lewi*  CeorsB  W— I 


VERMILION 


NortOD  C  I^-i 
Pitcbet  Earl— f  I 
Sexton  Tho»— f 
Toi^ey  C  C 


Dunnam  ft  Newton- 1 
Irwin  W  R-t 
Kinney  A  1^1 
Knigbt  W  S-l 
Todd  ft  Eu>laee-f  I  c 

STURGIS 
Atwater  H  P-f  c 
Forde  Land  Co— f 
Graff  I  C-[  1 


Hart  E  M-(  Is 

Lewia  ft  Weaillnd-f  I  e 

P»yne  ft  CI  ion 


WATEKTOWN 
Bird  J  E-f 
Fahncalock  H  — (c 
Go*«  ft  Snydet— I 
banc   Chaa— i 
UcHath  W  J-^  c 
Scholti  F_J-t  1  c 
Sheldon  S  I^-f  c 
Sheldon  S  B-<  c 
Snyder  C  K-f 
Ste*eBi  ft  BoabaB— f  c 
WalnthH  D— I  e 
WiUian*  En  E— f 


Alley  J-f 
Compton  D  B — f  c 
Ene  H    E-t 
Goodwin  J  T~f 
--  ■  iberj  Carl-* 
trCC-l 

J   Albert^ 

Wenme  E  A-l 
Wen*  ft  Walton-f 


WIUfOT 
EaMD^n  R  H-4 
Uougen  L  S — I 
Hinder  A— f 
Mnnro  JobnA— f  1  e^ 

WOONSOCKET 
Allen  W  H-I 
neron  J   B— I 

jneir  Connor—* 

Dalton  J  R-f 

Dlnamore  ft  Halliday-1  \ 

Diie  H  S-f 

Hauge  H  W--t  I  c 

Hobart  H  J-f 

"  ■         1  Drie    '  - 


Perkins  &  Ladd— f 
fiooney  Laud  Co— t 
-  rt  Wesley  H-f 
nai  D  P-f 

TYNDALL 
Abbott  H  F-f 
Cbladek  F  F-l 
Krauac  Ed-tIc 

Robinson  R  R-f  I  c 
Thompson  Wm— f  c 

VALLEY  SPRINGS 
Helland  L  S-f 
Hetland  E  T— f  c 
jainei  W  H-t  c 

\Vright  G  W-f  c 


McNaugbtOD  R  H- 
Soner  ft  Finlanon- 
Stuart  W  S~f^ 


YANKTON 
Dnnn  B  H— f  I  e 
Dana  ft  Ohiman— { 
Edward*  Thoa— t 
Gamble  Hr>  En-f 

I  Miner   E-f 
Roberta  G  W-f 
Walker  ft  Walpolc-I 
Wbeeler  R  A— c 
White  Edarin  T—  I  1  r 
Wynan  A  U-l 


INSXntANCS  AGEMTS-TSNNBSSBB. 


C-IW 


TENNESSEE 


R.  C.  WILLIAMSON  &  CO. 


Memphis  Trust  Bldg. 


MEMPHIS,  TENN. 


Insurance  in  all  its  branches. 
Surplus  lines  solicited  in  Mississippi,  Tenessee  and  Arkansas. 

Lumber  and  Cotton  Seed  Oil  Mills. 
Cotton  and  Cotton  Gins  Specialties. 


ATHENS 

ifi  &  Gabert 
son  W  C-41c 
ack  Frank— f 
Je  C  F— I 

BOLIVAR 

J  H— £ 
op  D  £-fl 
rr  C  A— c 
itt  Frank 
on  James 
Knox— f  1 

BRISTOL 
elly  T  L-f  1  e 
er  W  P  Son»-f 
:11  &  Bachman— f  1  c 
J  B—i  1  c 
rland  M  A  ft  Co— 

i\v  G  &  Co-f  1  e 
F  R— 1 

western      Agcncy^- 

1  c 

lOWNSVILLE 
R  N— £ 
)rd  H  C— £  c 

W  T— £  1  c 

G   W-c 
e  ff  R— f 
ly    N    B— £  1 
3  W— -fc 
I  B  A  Jr— £ 
H  J-4 
IS  ST  F—f 
J   M— £  1 
aw^    E — c 
r  J   A— I 

[ATTANOOGA 

C  W— I 

n  ^W^  J  ft  Co-lie 

r   St  Kanlston— 1 
a   I>   I.-c^ 
Sfe   Oiren— ic 
J    Kred  ft  Bro— £ 
&  Grmdy— f  I  e 
c  X^aJiiicr  Co— £  1  c 

r   IV     B-€ 

an    Thoa— c 


land   H  L— 1 

A    Stuart— £  1  e 

&    Oleage-f 
Z^^   ft  Co-lc 


Ctrric  Ar-f 


Royalty  C  H— 1 
Sloan  A  N  ft  Son— I  1  e 
Thompaon  T  C--1 
Tyier  F  B-l 
Vance  Harry— 1 

CLARKSVILLE 

BardweU  ft  Pickerinr-< 
Beach  H  E  Jr  &  Co— f  c 
Byers  L  N— 1 1  e 
Carter  Marvin  E— f 
Dortch  W  T-f 
Elder  &  McKeage— £ 
Fort  Geo— £  1 
Hannittg  J  T— I 
Hodgaon    ft   Caldwell— I 

Ic 
Howell  ft  Atkina— f  c 
Michel  H  L— 1 
Northington  M  C  &  Co 

-£1  c 
Settle  T  L-1 
Smith  G  C— £  1 
Roisington  R  B— I 
Thomaa  D  P— 1 
Yarbrough  H  N-£l 

CLEVELAND 

Barnes  ft  Fox— £  1 
Bhu;kbam  J  R— f  1 
Chace  &  .Trotter- £ 
Hargii  J  W-£  1 
Harle  C  W  ft  Bro-f  c 
Jordan  T  G— f 
Knox  O  A— f 
Ramsey  P  K— f  1 
Rogers  T  L— {  1 
Taylor  W  O— £  1 
Tonkin  W  H-i  1  c 
Webb  B  M-f 

COAL  CREEK 
Irwin  M  H— f 
Reed  C  R— £  1  c 

COLUMBIA 

Columbia    Ins    Agency— 

f  1  c 
Elam  J  J-4 
FarrcU  ft  Lipiomb— £  1  c 
Farris  Mora  B— £  1 
Gallup  L  L— 1 
Hall  A  G-1 
Handley,      Cochran      & 

Thomas— £  1 
McAdams  W  G— 1 
Maxwell  Sol— 1 
Sheppard  J  M— £  c 

COVINGTON 

Boyd  Alfred  Jr-f  1 
Garner  James  L— £  1  c 
Girdner  ft  Fisher— f  1  e 


Lindsey  W  H-l  1 
Lindsey  ft  Townsend— £1 
Sloan  Jno  R— £  1  c 

DANDRIDGB 
HaU  J  T 

DAYTON 

Abel  Rogt  P— £  e 
Dean  ft  Bletchem— £  1 
Dodd  J  C-£  c 
Sanborn   ft   BurkhaltCP— 
£o 

DRESDEN 

HaU  F  P— £ 
Irvine  R  N— £  e 
LewU  R  T-£  I 
Lewis  T  A-£  1 
McCuan  Lester^-£ 
Moran  C  H— £ 
Webb  King^£ 

DUCKTOWN 
Campbell  C  M— 

DYERSBURG 

Atkins  J  W-l 
Doyle  J  C-£ 
Latta  J  G-l 
Mcnsiea  ft  Biggs— f 
Moas  R  F  C-T 
Tucker  L  W-£  c 
WellaT  L-fl 

ERIN 

Chetts  Chas— c 
Clutts  Chas  C— 1  c 
Hobbs  J  C— £ 
McElroy  J  L-£ 
Parker  Chas  N— £  c 

FAYETTEVILLE 

Alexander  Bros— f  1 
Camden  L  E— £  1 
Dosier  W  Z  ft  Co-f  1 
Feenev  R  E  D— 1  c 
Goodrich  Geo— £  1 
Goodrich  John  T— £ 
Hill  Miss  Emilv- 1  c 
Tones  ft  Goodrich— I 
Newman  Geo  H— £ 
Roach  ft  Goodrich— £1 
Thomison  J  H— 1 


FRANKLIN 

Qunpbell  ft  Perki 
ChanneU  P  V— lo 
Ewin  B  D— 1  c 
Gillespie  W  H— 1 
Harpeth  Bank— £ 
Henderson  Tom— I 


£le 


McCan  J  L-^1 
McGavock  Ed— £ 
Matthews  Geo  I— £ 
Murray  Wm— £ 
Pttrfces  JL— £ 
Paachall  W  A— 1 
Perkins  H  E— f 
Ridley  Lefr-£1 


GALLATIN 

Anderson  D  B  ft  Son- 

flo 
Blue  A  M-£  1 
Caldwell  R  W-f 
Hall  ft  Elkin— £  1  c 
Pardue  W  W— £c 
Tomkins  Bros-I  1  c 

GOODLETTSVILLE 
Mathes  A  R— £ 

GREENEVILLE 


Armitage  Jas— 1 
ArmiUge  W  H-f 
Britton  J  D— I 
Hacker  J  E— f 
Howard  N  T  ft  Co-£lc 
Pipe  John  M— £ 
Susong  D  S— £ 

HARRIMAN 

Hendrick  C  E— f  c 
Manley  John  A— £ 
Scott  L  O—  £  1  c 
Sevier  C  B— f 

HUMBOLDT 

Adama  G  J— £ 
Dodson  A  R— f 
Fox   E   tr^ 
Hughs— 1 
Love  ft  Smith— c 
Mathis  J  W— £  1 
Senter  J  M— £  1  c 
Thomas  J  H— £ 
Warren  &  McFarland— £ 

HUNTINGTON 

Foster  A  W— f  1  c 
Wright  Neil-f  1  c 

JACKSON 

Anderaon  M  D— { 
Barfield  J  H  S-1 
Caldwell,  Vanden   &  Co 

— £  1  c 
Dunaway  W  B— I 
Fulghum  E— 1 
Gaston  B  M— 1 
Hall  J  L-1 
Hurt  K  A— £ 
Jones  Chester— 1 
Knott  C  D— 1  0 
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INSURANCE  AGENTS-TENNESSEE. 


w. 


GO. 


L..    NBUSON    & 

GENERAL    AGENTS 

TENNESSEE  TRUST  COMPANY  BUILDINO,  MEMPHIS,  TBNN. 

Branch  offin:    Hibcraia  BuiMini.  New  Oileuii.  La. 
AUCANUa  TEWNEagBB UWIMANA 

Union  Marine,  Liverpool,  Eng. 
Federal  Union,  Chicago. 
Anchor  Ins.  Co.,  Des  Hoino,  I*. 
Oeiman  of  Peoda,  lU. 
NoTtb  SUte  ai  Greensboro,  N.  C 
Shawnee  of  Topeka 
Hawkejie  of  Dei  Uoinea 


Peoples  National  of  Philadelphia. 
Lumber  Underwriter*.  N.  Y. 
Rhode  Idand,  Prov.  R.  I. 
CoDGordia  Fir«,  Hilwankee,  'n^. 
MetropoUUn,  CUouEO. 
Otobe  &  Rutgers  New  York,  N.  Y. 
Dixie  Pin  Ins.  Co.,  Oreenslxffo,  N.  C. 
National  Lumber  In«.  Co.,  Buffalo,  M.  Y. 
Sute  Ins.  Co.,  Omaha,  Neb. 


International  of  Fort  Worth. 


TENN.— Jackson,  Cod. 
LndbCF-l 

Lni  H-{  I 
Ucr  F  K-1  c 
HcCnlchcoii    &   Drake 

Huhii  L  E-f  I 

Polk,  iDgnm  ft  WUdom 


n  LO-f  t  e 


Shdton  ID-f 

SlonU,  Cairoll 

Spiller  F  M-   - 

SwoltBun  ' 

TiTlor  k  _    .  . 

TIgntI  I  B-f 

Unioa  Buk  A  TnM  Co 

-t  e 
WUktnoa  A  Plttehw 


TONE5BOSO 
Cojr  J  D-f  t  G 
Stone  ;  W-f  c 

KENTON 
Howell  A  U-l 
Klnf  T  U-i 
KlBi  T  U-f  1 
Mld^  D  A-4 


KNOXVILLB 

Bair  C  I>-1 
Brsnhatd  1  W-c 
Birdiong  A  S~f  c 
BioolM  Jno  M— < 

Canon  J  H  &  Son— f 


Flennikcn  M  F  A  Co— lo 
GimmoD  G  A-l 
Go  third  Clyde— 1 
Bean  Frank— 1 
Bendetton  Wm  B— M 


Huff  ijc  Hull-! 
Ithy  &  Still-I 
Irhy  John   R— I 


te"w« 


Merille  S  G-1 
Robert*  W  H-l 
Rofcn  Van  GiUci^ 
RolhweU  R  A-^ 
Scott  Fnmk  K— 1 
Serriu  E  E— 1 


WaUon  A  A  Co— c 


Glenn  J  D-< 
Hookor  A  Bvcruon— f 
HcCUn  A  M-t 
-  ■  V  G-ilc 


Hcndrlcki  R  G-f 
LkTd  J  A  ACo-f  1  e 
UcCltn  W  P-1 


LONDON 
Kollock  Joe  H 
Malcolm  J  B-f 


Willa  J  I  A  Co-f  1 
MARYVILLE 

Corentrr   A   A— f  I 


McNutt  A  Broytc*— f 
MarUl  R  H-l  c 
Walker  R  S-i  c 


KXMPBIS 

Bank    ol    Commerce    A 

TiutCo-fc 
Beaaler  T  B-4 
Bortod  )  E-! 
BcRT  R  K-i 
Bilei,  Hlcki  A  A^fc  Cs 


Calhom  S  I'-l 


C^iic  L  P— 1 


Glaacoek  Geo  H— e 
Groom  1 — c 
Gakm  H  L  Co— f 
Hatria  Z  T-t 

HmtcT  F  B  A  Co— ( 
Tone*  W  H-4 
kellr  J  D-( 
Lake  It  P  A  Sob-1 
Lou  A  EdkM-^ 
UcKar  H  U  A  Co-I 
McKinncr  J  W-t 


INSURANCE  DEPAKTHENT 

Union  &  Planters  Bank  and  Trost  Co. 

S.  F.  cm,  Nuager,  MEHPIIS.  TENN. 

REPRESENTING 

Phoenix  of  Hartford        Hanover  of  New  York 

Shawnee  of  Kansas      .£tna  Indemnity  Co.       Pennsylvania  Casualty  Co. 

Excellent  facilities  for  handling  large  lines. 


UaiiatJ  J-c 
HtltoB  r  L  ft  C>-l 
Kevin  TbonnaM 
PutdK  AIi-l 
><*ictAW]tC<)-ll« 
'ope  Felb  T-l 
lietFI-Je 

(ooddiiut  W  S-1 
chuiS  W-c 
ctmidt  JohiM 
booukv  SS-< 
tier  ft  Erdnc-I 
iipntoLW  H  k  Co-f 

Ditll  0  A-f 

OD«WA-( 
inrau  I  k  Co— (  t 
nion  A  Plantm  Buik 
i  Trait  Co-(  c 
lit)  AM 

iH  BA-le 
«  JW-I 
Word  TbMM*  k 

tder  J  B 

li4auoa  Bnw— le 
li  iO>ZV-t 

lULAN 
{nift  dvfc-l 
•iHD  J  S-f 
dc«;  tMl 

•i.'R-,,, 

MORRISTOWH 
■n  L  W-f  1  e 

r  W  D-* 


OM    W 


A  Smitb-f 
cieb  A  W-f  1 
7  B-(l 


RFREESB080 


Sc   UcKetuie— f 
■  M— t 

la  A  Seatea— 1 1 
flNNVlLLB 


t  &  HAU 


im.  TENN. 


INSUKANCE  AGBNTS-TENNZSSKE. 


Baiter  J  A  £  Co— I 
aiakcmorc,     Picton     ft 

CampbeU-f 
Bollea  Mutrer  &  Co— I 
Bndlotd  M  A-c 
BruidoD  D  G-1 
Brawair  E  N-e 
BitriEhuTit  W  R-l 


■^Tl 


Coopti  &  Hall- 
Col  P  H-1 
Cowan  C  I^( 
Jtocklt.  I   V-( 
Crouch   B   Dukt 


Davit  W  F-c 
Diel.»B  W  B-1 
Dryluj  Sol  E-1  c 
Dudley.  Blanton  &  Co-^ 
DirnnicB  ]  T-l 
Eava  iVi  H-I 
EpHTMn  Luln  B  k  Co— I 
EiriB  B    D-l  a 
Ewine  F  E-l 
Famll  Norman  Sf-( 
Fleldt  B  F-i 
Fite  Bro*  Ina  Agtarr~t 
Ftta  Fraok  G-c 
FfaoklinJ  C-^ 
Fruier  H  S-f 
Frlutll  C  f-t 
Fruet  ft  Palmei^-f 
FHiun  C  T-( 
Fuller  R  D-c 
Fuicb  E  A-l  c 
Gale  &  Friticll 
GuiniwnT  C  T— c 
Goodall,  Thomu  ft  Co— I 
HaU  G-f 
HartT  F 

Hart  Thoa  M  ft  Co-f 
HcniT  R  A-l 
Hicks  F  H-f 
Hill  R 

HindmiD  Julia 
Hjrd  I  P-1 
Hoffnan  W  C-e 
HndaoB  D  R— f 
Tackaon  H  E-f 
Jama  A  T-l 
Jannoa   Hafh— 1 


Lndl  U  F-1 
LtDdaer  A  S— f 
LItlon  G  S  ft  Co— f 
Lo*«ithal  Broa— {  1  c 
Loeoi  J  C  ft  Co-I 
Mclier  Cbenn  ft  Co— f 
McKm  J  B  a  Co-t  I  0 


Martin  J  C-l 
Haaon  A  B-c 
Mcwa  Jaa  D-t 
Hctinr  W  B  ft  Co-f 
Moodj  C  J-« 
Mumv  T  O— f 
NaataotDa  Tnat  Co-t 


Pieton  Lti-t 
Polk  J  K-l 
FotkUT-1 


Sberlll,   YanecT  ft   Roo- 
kie^ 
Simpaoo  U  H-1 
Smith  J  H-1 
Smitb  J.  U-l 
Smitb  H  H-] 
Smitb  ft  Morton-f 
Smilbcr  J  W-l 

Stampa  N  J— c 
Stone  D  C-t 
Stnbj  M  B-l 


lliroop  ft 

Tbompaon  I  H— <       _ 
TImbetlake  A  B  ft  J  P- 

tL^t  J  D-l 
TreanorJ  O  ft  Soo— f  e 
Turner  RW  ft  Co-I 
Webater  W  A-I 
WlllUma  R  H— c 
Wichm  D  P-c 
Yowell  ft  DabncT— I 

NEWBEEN 


Sbihler  W  A 

PARIS 

Alexander  C-f  I  c 
Cberrr   A   G    ft   Co— f 
Ball  B  T-l  I  c 
Haathig*  C  B  ft  Co-f  I  e 
JobDioniaa   ft    Patteraon 

White  Alex'B-fle 


Carter  T  B-f 
Carter   S-l 
n.i|*  ft  Wtlaon— (  I 
FloiillDT  J   W-f 
Halbimk   B«n-I 
TTanrood  ft  Smitb— f  1 
Hindman  ft  Walker-f 
Mar  G  T-f 
Riddle  Geo  T— f  c 
RIdfewv;  D  F— f  1 

Romhi*  W  B-t  I 
Smitbaon  W  B-l 
Topo  Gordon— I 
WilkcrsoD  Lee— 1  c 
Wllkea  Jno  B— f  I 
Wilaon  ft  DatT-f  I 


ROCKWOOD 


ox  J  B- 
tadder  C 


SAVANNAH 
Bdl  WUI  P-f  1  c 
IrwiD  JW-1 
WiUiaa*  C  W-f  1  c 

SHBLBYVILLB 
Baarden  E  W-f 
Cmraa  H  B-M  a 


SVsU 


SOUTH  PITTSBURG 
Fitxseiald  R  H— f  e 
Hu^  F  C-f  I  c 

SFAXTA 
laebaoa  ft  Co-f  1  e 
Dficcr  A  O-fl  c  _  _,_ 

SPRINGFIELD 
Ecklea  Ed  S-f  I  e 
Omdortf  T  W-l 
Pnna  ft  Wattm— fic 

Pike  ft  Brown— fic 
Smitb  a  E-f  1  o 

TRACY   CITY 
Donia  J  C  ft  Co— f  1  c 

WbiwT  M  C-f 

TRACY  TOWN 
Infiam  Faol — f  1 
Wbccler  J  B-l 


Tonea  Frank 
tandii  J  A-f 
Wade  ft  W«de-I  I 

TULUUIOHA 
Bater  H  T-l 
Harton  John— f 
Moore  R  T-l 
Ranaom  ft   Co— {  I  c 

UNION  CITY 
Beckman  ft  Mayea — f  1  c 
Carter  ft  White-f  1  c 
Davta  W  P-f  1  c 
Gcorse  D   A— f  1 
Hefler  J  A-f  e 
Kfmbeilfn  K—i  e 
Union   Citr   Ini   ft   Real 

Ealale  Anocr— f  e 
Walker   Job)   T   ft  Co- 

WAVUILY 

Bleaang  C  T-t 
CamelTD  C~f 
Gown  C  W-f 

Gonld  P  F  F-I 
Slaydan  "    "'    ' 


Saandera  i 


B  R-f 


1N5UKANCB  AGENTS-TSXAS. 


TEXAS 


Gposs  H-  Scpuggs  &.  Co. 

MANAGERS 

SOUTHWESTHBN    DHPARTMBNT 

DALLAS,  TEX. 

Texas,  Arkansas,  Louisiana  and  Oklahoma 

WIUtaDMbiaili  OQr  Fir*  t<u.  Co.,  Wutcbralcr  Fin  Iol  Co.,  TIu  North  Rhw  In*.  Co.  (for  Texu  tat 
OkUbonu).  ShawoM  PIro  iai.  Co.  <lor  Taxu,  Arkaoui  uid  LooUUnk),  Cllj'  of  New  York  E^rc 
loi.  Co..  tWawira  of  PhUadtlpUi,  DnlctaM*.  PovhkMpHe,  N.  Y. 


E  B  ft  C»-t  I  c 

Tade— I 

Chllder.  J  W  ft  Co— f 
EUikrlder  C  W-^ 
Limboth  H  C— f 
Uoti  ft  Ci»ti*--flc 
Uuir  V  B-(  c 
PitzeT-\ 

SoUiiM  TarncT  S  Sr — 1 
V4nderb«tk    Fted-1 


ALBANY 
CoSec  &  Co£fee-f 
MuniDB  W  I^ 
W«bb  &  Hill— f  I 

ALPINE 
Derrick  J  H-f 
Souther  Wm  F-f  I  c 


-flo 

Splnki  Un  JoMie— f 

ALVORD 
Coriacton  Wtn  A — f 

Him*    ft    HlTTBT — f 

Speer  ft  W.rd-Y  c 


Freemin  J  N— f  c 
Kirbr   ft   HcCUIlan-f 
Liiortfc  F  M-l 
T»rlor  &  Ttylor— I 

ARLINGTON 
Colli  o*  Hoiuton  ft  Cild- 

well-f  !  c 
Ditto  ft  Ditto— f 
DoBslu  W  M— t 
Duran  Wm  M-f 
u^.^  I  u  a.  i~« I 


ATHENS 
irroU  ft  Femll — t 
ou  FidI— f 
1   Rue.   SiflcT  ft  Tat- 


AUSTIN 
Banibart  Kue— f  I 
Bird  W  H  ft  Co-f  G 


Frcrman  J  H-I 
Hammond  R  J-£ 


lodnrtte  W  G-I 
lollon  G  N— f 
Icuslon  J  M-! 
Ecrliey  ft  Smith- f  c 
Crcisl.;  W  C-l 
{ulienberg   Rcilij.   Co-f 

jickridge  Si  F-f 
-omai  Tt  C— t  d 
..ticy  Tas  E-c 


R»™OBd  Tm  n  Jr-f  c 
Robinwo  4  HambT— f  e 
Smith  C  O  ft  Co-f 
Smith  Fieldini-f 
Smiih  W  R-lc 
Spauldini  A   Hirrls— f  c 
SttCT-RoBbina  Ci>— f  c 
StmnW  C  M-l 
TbompBon  R  E~l 
Vin«  Paul-] 
Wslling  G«o  Jr-f  c 
Weatben  Real  Eatate  Co 
Weigic  Chu-I  c 


BALUNGER 

Fidelitjr  ft  Credit  Co-^  i 
MaddoK  Lee — f  I  c 
PlummeT  Erocal— f  c 
Voaa  A  F— f  c 


Bndr  R  L-l 
BroWn  B  I^-f  e 
Bruuard  ft  Aubrejr— f  c 
Bryan  ft  Vincbalet- f  c 
Burton  ft  Thurmond— 1  c 
Conwar  F  S— c 
Cony,  Roberta  ft  Corley 

-f  I  e 
De  Netfe  T  I— 1 
Denman  &  Hunt-1  c 
Ditworth  Thoa  E-^ 
FraoUin  S  H— c 
Gray,  Smith  &  Itcb-(  I  c 
HeiaU  k  Smdkei^flc 
Henr?  &  Weaver-!  e 
Jamiaon  J  W— c 
lobnion  Sidney  W— o 
Junker  ft  Edwards-f  I  c 

Lanahani  A  D-l  1  c 
HcGee  Sun  O-^ 
HcQuerter  F  H— e 
Monroe  J  E— le 
Montgomery   R  L— 1  c 
Uottltomll— fc 
Uanlnajno— I 
Nonii  R  A— 1 
Pu-ker  Fmchall  A— I 
RobioioD  U  E— « 
Sheeki  F  L— Ic 
Smith  A  D— 1 
Steinhagnn  B  A— I 
Stepheoa  H  C— 1 
Taylor  J  H-1  c 
Watta  W  A-^ 
Well.  V  a  Son— flc 


FlounwT  J 
Marah  W  E 


BELLVILLE 
Tohaaon  ft  Hatthaei— e 
Lanihammer  C  K— I 

Teach  ft  Ptov— f 

BELTON 

Bloomer  Jno  H— f  I  e 
Denoy  Oiaa  F — fc 
HiUer  I  2-^ 
MaDtcJtk  Roy — fc 
ncrcc  J  W—f  1  e 
Yarrell  Thoa  ft  Co-I  e  1 

BIG  SPRINGS 

Boyett  Doc— f  1  c 
Hartiof  J  O— ile 
Lee  Geo  1>— flo 
Hner  R  T-(  1 


WiUiana  W  T  ft  Co-f  c 

BONHAIC 
Bradford  ft  Rodaeta— f  i 
Evaoi  wm  H--f 
Gibaoo  ft  Tayloi^-f  1  c 
HendHcka  ft  Uoore-f  e 
Loweiy  Joe  U — f  I 


BOWIE 
Bucaner  W  B  ft  Co-f  e 
CoOwld  W  H-I 
Bockner  ft  Co 
Green  P  C-l  0 
Nanee  T  S-1  c 
WatUatH  B— f 

BRACKETTVILLE 
Searseant  O  P— f  c 

BRADY 
AlcKaader  T— 1 
Crawford  A  R 
Crothera  ft  Ifatthewa— { 

BREUOND 
Schmidt  H-( 
Stellbauer  Henry — t 


IHSUSANCE  AGSNTS-TEXAS. 


Coctiran,   Xtiomas    &    Co. 


GENERAL  AGENTS 

TEXAS.  ARKANSAS.  LOUISIANA,  OKLAHOMA 


b*r  Gob  bnu  Co.  of "    'i  ■    .  N-  Y. 
bik.nl  hH.  Coww  rf  W>Mtow>,  N.  Y. 
wl  Laim  1m.  CTSUUs.  N.  Y. 
l>v>CD«inlk.  Co.    '■  I   IJbk. 


M«}uk>  .Ml  Twki  <l 


AinXMOHLE  DEPARTMENT  t—  MICHIGAN  COMMEROAU  BOSTON.  OLD  COLONY 

EXCEFnONAL  FACIUnES  FOR  HANIHJNG  LARGE  LINES 

ALL  LOSSES  ADJUSTED  AND  PAID  FROM  THIS  OFFICE 


BREKHAM 
tchBjdt  Aiir^e 
IT  J  D-l 
1  CM-f 


OWNSVILLE 

J  H-f 

O  N  Idi  AgCT- 


E   B  A   Co-f  e 

Beli-f 

VliM  Asa*— f 

Wn  R-H 

W  E— 1 
U-f 
io  Y  &  Co— f 

A— 1  c 

at   Laad  Co-^ 

RVAM 

■    S    I^—\ 


I  NET 
J—t 

:  a  Co— «c 

I^-I 
E 

te    W— f   I 
t»i     H — f   I 

"ERT 

a    Co — f  « 


CAUEHON 
Anold  Ibwltunlc  E— f 
joTna  J  W-( 
Lcnrlkr  F  S-f  I 
Moore  Hr— f  c 
Oxihecr  Sraltb-f 
hdcn  It  Brown — f 
Slallotd  T  C— ) 
Tibrt  A  W-c 


CLARENDON 

Be*llk  A  M— f  e 
Lewis  L  O— I  1  c 

CLARKSVILLE 
Bvnett  Wm— I 
BuT7  Jna  E— f 
Chutber*  ft  Tniea— c 
Corlex  A  G— * 
Dick  A  P--f 
DkkMm  B  F— 1 
Edwvda  ft  Uorritoo — ft 
Fagataa  Sua  W — I 
Gn*ei  A  U— f  c 
Hkmun  S  W— « 
MiM  Ju  P-^ 
HocbcT  Sun  T— i 
HooId  D«Tid  I^-l 
Lendm  iv  D— fc 
NieolM  A  Hoob— f 
Nicola  Ju  P— 1 
Tsrlor  k  Butcho^-f  e 


Jniner  J  B-f  1  . 


Wolktt  Wm  R-i 
COLEHaN 
Dfbrcn  F  A— fic 
Ledbctter  JF-(  c 
Mnnar  Geo  G  k  Co— 
Th»r«t  W  I^f  e 
W4tMD  k  Gordon— f 


COLLINSVILLE 
Rodcen  T  F-1  c 
COLORADO 

mm  ft  Hot 

BuTtner    Gu* — I 
Cook  WI— 1 
HinicM  G  B  ft  Co— f 
KcuUn  E  A-f  C 
Koon  K  C—fs 
SiDUoa  C  W — (e 

COLXniBUS 
Hitcfain*  ft  Hilchell-^ 
iMtt  Onnui  H— 1  c 
MootffomerT  L  I — i  1 
SlnpBiift  Shtw— f 
Wat  T  B-B 

COMUANCHE 
AlUnl  S-^ 
Bonner  AtMtr«ct  Co— f 
Eud  J  R  ft  Co—f  lo 
H.11  Art  G-1 
Holramn  ft  Sou  J  A—t 
Kewbr  J  G— c 
iitja  JTI^  Co— < 
OliTtr  S 


ReJier  T  H-f  < 
Sua  W  L— I 

SberrUI  Hugh-l  c 
WDkcrMB  Ed-1 


Moon!  M  L  ft  E  H— 1 
Sbecly  ft  Moore-f  c 
Scott  J   T-f  c 
Taylor  ft  Prict-f  I  c 

CONROB 
FoMer  W  N-f  c 
UewellTD    J-f 


Lawrence  S-( 
McKioner  Bro* — te 
RMeUS  S  C— 41c 

CORPUS  CHRIST! 
Bernard  J  D — f 
CterkMBj  T— flc 
Cabace  £dw— tl 
Etu  ft  Caldwell— f 
Lear*  Dan  A — f 
Later  Henry  &— f 
Peaie  Clark — f 


Raadie  Realtr  Co 
Scott  C  R— < 
Sonthgitc  TliM  B — 1 1 1 
Whecrer  F  B-f  c 


CORSICANA 
AdUaaon  D  R— I 
Bell  ft  JobnMon— f 
Bland^  S  F-^ 
Bornaa  Walter   ft  Co— 

CamU  L  H-1 
Halacy  Uia  R.  P-f  c 
Loodna  P.  H-« 
Olmatcad  L  D-1 
Finkaton  ft  Chnreh— f  1  c 
Polk  E  U  ft  Co-t  1  c 
Shwarta  ft  Shw«n»-f 
Toachatone  J.  C^ 
Watkina  J  V  ft  Co-f 

COTULLA 

Daniel  Jno  It— f 
Eamcat  FG— 1 
Hendricbaon  Geo  W— f 


SmSm 


rledoe  H  J- 

«11  I  W— (  I 

ea  I  W  ft  s 


^    ..   _  Son-f 

Moore  C  W— f  c 
SattarwUtc  M  ft  Co-f  I  e 

CUERO 
Graham  W  H-I  c 
Melianer  &  Joiepb-f  e 
Scblweti  B-f  1  e 
Scbwab  C  T— I 
Nan  Ino-1       , 
Sberldan  Joa— f  e      „ 
WoodwMth   ft    Haadltmi 
—flc 

DALLAS 
Addison  W  I  ft  Co-1  c 
Addlaon  W  I— t  e 
Aldchoff  Jebn  S  ft  Co— t 


Chile.  S  H-1 
Uocbran  Tbomaa  ft  Co— £ 
Cradock  &  Smith- i 
Critea  J  E— 1 
Dealer  Cbaa  l^f 
Dexter  Chaa  L  ft  Co— te 
Deiter  &  Mabanna—f  c 
Ellict  ft  HcLcnmore-l 
Farrell   Forter-1 
Freeman  ft  Burton — fc 
Hall  ft  Lyle— ( 
Hancock  A  F— ( 


INSURANCE  AGENTS-TEXAS. 


TEX.— DallM,  Con. 


McAleer  1  A-f 
Htnniu  T  A— f 
HcadorR  T  k  Co-« 
Mey^r*  H  G-1 
Ulller  &  gtemmoni — I 
MitchcU  R  H— 1  c 
Monoaan  T  L  &  Co-1  I 
yarg>ii  E-f 
Munn   T   J-f 
P.rki  H  R— f 
PtupM  Mf»  E  E— I 
Ptitt  J  R— 1 
R«dy  Fr»nli-1 
Reinhirdl  I  S  Son-t  1 
Rhode.  J  A— c      _      , 
Robmson  DAS  Co-( 
Ri»eob«um  Bn»— I  e 
Scrum  Grou  R  ft  Co— « 


EAGt^ELAKB 
Eutc  Lake  Ini  Accy-^ 
Gwyno  H  S  *  Ca-f 
Tb*tctan  Ini  Ajij— 1  1  c 

EAGLE  PASS 

lonl 


Scrurai  Grc 

St:iy  S  Hal 


EDNA 
Lc«;  M-f  c 
Rowfett  J  O-t  1  < 
Walta  L  F-l 


FLORESVILLB 
Fnaklin   ft  Collln^-f  c 
HsriuEtaa   E  W-f 
WiiCBua  &  Hougtoo— {  < 


GiMBfieU  Emll— I 
^won  N  B-f 
"■       Joe  Er-t  1  e 
m  J  T— f 

PORT  DAVIS 
Brom  T  H— I 
Cixhoo  E  H— 1 


p  Orvilll— 1 

■™ni   (k   Cochran— < 


DECATUR 
B>rd  C  B-f 
Bwd  J  E— f  1  e 
R^BdsIl  G  W-f  1  e 

DEL  RIO 
Bwnei  k  Whedei— f 
HdUT  *  Thiwot— t 
McDow«ll-l„  ^ 
RoKO&cld  ft  Bobtrtwm- 

Whedn  ft  Fiimon— c 

DENNISON 
Alexander  H  G— t  c 
EUii  G  R-^o 
Ffencb  Ceo  F  *  Soa- 


n JobD  U 


Kcnoa  E 

KenncdT  '. 

PutOB    HI 


••fif; 


DENTON 
Browder   H   F-( 
Dsvcoport  ft  Co— t  I  e 
HopUu  ft  Uilllcu-c 
Ker  EI-c   , 
Po«  O  P-f  1  c 
RobcTtMO  L  V— c 
Smith  W.  C-f  e 

SwttT  ft  Cfr-f 
Wtlden  H  M-1 
Woodw«rd  W  F-c 

DETROIT 
Beilh  ft  BiflfT-f 
Euler  E  J-f 

DUBLIN 
HdoncT  G  B-f  c 
Pike*  LM-f  e 
W«**a  S  J  ft  Co-f  • 


Goinei  &   Holmei— c 
Hadlock   E  J-c 
B»lb*rt  ft  Cri»— e 
Hunter    Frmok    E— c 
Lara    i   Hirpci^-e 
tay  H  A-1 
Loomii   Bro.— f 
Luik  H  E— I  c 
HcGreaqr  D  H— I  e 

r  &  Magoffin— I 

_ j»ii  W  O— f 

Keff  E  W  S— ( 
-      ■!!  G  W— f 

Tmfi'v/  F— c 
"lyl  H— c 
.J«£ut  R  H— IG 
Smith;  B-f 


Barnn  J  B 
Cbrk  John  A-e  I 
Cni(  ft  BijFiiei— ( 
F.rrl.  ft  Atwood-f 
Grlfith  W  G— c 
HuTli  D  W— c 
HeNMihtoa  W  R— c 
Moore  Joe— I 
Nerllle    P   S— f 
Ovenlt  J  B-l 
SCMfODI  D  S— I 
Walker  D   W-f 
Valludlni^nB  Joo  O— c 
Wloa  Ed  H-^ 


Bnrfca  Job  ft  Co— f 
CkDditM  C  W  ft  Co— t 
Collctt  &  Siebold-I  c 
Cooerr  C  W— te 
Crane— Reynold*   Co— ( 
BiU*H  f-1! 
Foidick  E  E  &  Co-t  c 
FurnuD  &  OrMin— f 
Head,  Gardnr-  '  "-■ 
HollhinwortI 
HuH  S  B-j 

-■"^  ^  's  ft   Cb 


&  Co~( 
G  W-( 


-f 
UcCrMkca  J  W— t 

Mitchell  J  W  ft  Co-(  c 
Kelaon  MomwB    f 

Stnoki  A  W  ft  Co-f 
«■-  -    W-I 


Chtldi  Brat— t 

FARMERSVILLB 
HoddlatoB  J  P— f 
Jduuoo  Ura  L  L  ft  Soa 


ft    McNaui 


Talbert 

-I 

Vera  Adamt  B  ft  Co-t 
Walker  Gleo-t 
WiUic  W  H-f 
Wheeler  A  D-1 

FREDERICKSBURG 
Btodie  S  T— I 
Gold  ft  Wright-f  e 

GAINESVILLE 
Beailer   I-f  1 
•>. r   y/_, 

WrtsU— f1< 


PoweU  ft  Son  T  H-f  I 
ShaeUett  J  N— c 
Thomiaoii  Edw  N— I 
Tomer  CtapbeU  O— 1( 
WiaaoB  A— 1 

GALVESTON 
Adrinnee  Joo  Jr— f 
AuUn  GT-<e 


ChaSaS.  Brown 
&  Compajif 

lESDENT  ASEHIS 
Galveston   -  Tex. 

Cpenod  ft  Colbr— f  c 


Lorenbers  I— f 
McKendcT  Dr  E  B-] 
Menard  J  M  O  ft  Co-f  c 
I  MontsomeiT  ft  Co  jM-f 
Oweoa  JDO  E-l 
Rice  E  E— f  c 
Singer  J— i  c 
Stewart    Macs    ft    Hmor 

Stow*  J  N  ft  Co-I  1 
Tellif*an_T<Ai>-l  c 
Warns  C  B-l 

CATESVILLE 
ni  T  F— 1 

fieael'an  J  ^^" 

Uiln  W  T— f 

Schley  W  H— I 

Wtlli  O  F— I 

White  Mr>  Pearle— f 

Williain*  ft  WeHa— f  c 
GEORGETOWN 

Flanagan  W  J— f  I  c 

Foiter  ft  Cirother»-f  I  c 

Snyder  J  W  ft  Sou-I  I  e 
GIDDINGS 

Bursa  E  A^f  c 

Falkca  J  R— f 

SD(b«  H  E^^ 

GILMER 
Crowley  Mra  Mary— C  = 
McOeUnd  Will-f^e 
Marahal  Will-f  c 
Mattoi  R  t^-f  c 

GOLDTHWAITE 
BiinioD   M   N 
aementa  Phil  H-f 
Clementa  R  E— 1 
Hob  Thomaa— 1 
GOLIAD 
Caobell  W  B  ft  Son-f  e 
Lutcnbacher  L  J-f 
Haetie  ft  Bako^f  c 

GONZALES 
Ad^H  E— 1 


HoildDi  Conde  R-f  1  c 
Moeller    Albert— e 
hndletoa  M  V— I 


MnlA:  OmuilMirwiHmllL:  TMla,h.;  InM.IHaiirL: 
IfilH  rf  nila, ',   TaUnefntMan:   fLwifiad  (aallBiBW: 


INSURANCE  AGENTS-TEXAS.  C-173 


DALLAS 
OBNBRAL  AOBNTS  FOR  TEXAS 

PrMtj  i  Cinalty  C$.  %t  New  Ttrk         KutTer  Fire  Iisiruce  Ce.  ef  New  Terl 

Peeples  Natieial  Fire  Iisiraice  Ce.  ef  PIdliilelpkia 

G«Bflr«1  Ag«ato  Avtomobil*  I>«pl.»  las.  Co*  of  North  Amorica 

"J38IDENT  AOBNTS 

aledooun  of  Soollaiid  laauraiice  Co.  of  the  State  ot  Pean. 

Commachl  UiUoa  of  London  New  Braiswick  Pire  Ids.  Co.  of  N.  J. 

Common wolth  of  New  York  Peoples  National  Pire  Ins.  Co.  of  Ptaila. 

kOcnnan  AlHenof  of  New  York  Prusrian  National  Insormnoe  Coi,  of  Qcnna&y 

Piddity-Plienix  Insnranoe  Co.  Rochester  Oennan  of  New  Yofk 

Hsnovcr  Plie  Insonnce  Co.  of  New  York                   Royal  Insurance  Co.  of  lirersodl 

Hartfoid  Pfae  ot  Hartf ofd  Son  Insnnuioe  Co.  of  New  Orleans 

Insurance  Co.  ot  North  Ameriea  Union   Insurance    Co.  of  Philadelphia 

rREZEVANT  and  COCHRAN 

Texas,  Arkansas,  New  Mexico,  Louisiana  and  Oklahoma 

Pire  Association  of  Philadelphia,  Scottish  Union  and  National  of 
Edinburgh,  Orient  of  Hartford,  The  New  Hampshire  of  Manchester, 
N.  H.;  The  Pennsylvania  Pire  of  Philadelphia,  Pa.;  National  of 
Hartford,  Philadelphia  Underwriters  Agency,  Glens  Palls  of  New 
York,  Niagara  of  New  York,  Royal  Exchange  Assurance,  Metro- 
politan Casualty  Insurance  Co.  of  New  York. 

DALLAS.       TEX. 


RUSS  L.  DBXTSR  OBO.  T.  MAHANA 

DEXTER  &  MAHANA 

literal  Agents  DALLAS,  TEXAS 

.rd  F.  &  M.  Insurance  Co.  of  Philadelphia 

Ocean  Accident  &  Guarantee  Corp.  (Ltd.)  of  London 

New  Jersey  Plate  Glass  Ins.  Co.  of  Newark 

Firemans  Fund  Insurance  Co.  (^'"Sriy"** ) 

B   OFFER  EXCEPTIONAL  FACILITIES  TO  LOCAL  AGENTS 


T.  A.  MANNING 

6ENERAL  A6ENT  FOR 

Texas,  Arkansas,  Laaistana,  Mississippi 

and  Oklahoma 

X^Y  OF  NBW  HAVEN  RELIANCE  OF  PHILADELPHIA 

LJIS  FIRE,  ST.  LOUIS  AMERICAN  UNION  OF  PHILADELPHIA 

DALLAS,  TEXAS 


INSURANCE  AGENTS-TEXAS. 


BEERS,    KENISON   St  CO. 

GHUVeSTON.      TeXKS 


Fin  taiui 


GENERAL  AGENTS  FOR 

Co.  Sub  Iiuurancc  OSoe  of  LoaJin.  j 

ivDfwicb  Un1«B  Fixe  Inmtj^w,^  Sociatj, 

HDpuy  of  N«w  Orleui.         CaJcdoBun  luuiuu  Cmpaay  of  Ediabuivb 

UARINE  COMPANIES 

The  Brltlib*  Foreign  UaHoe  Iniuiaoce  Co.,  Lid.,  of  Liverpsol,    The  Sm  iniannu  Ca^Lt<l.,of  Unrpoal- 

—     ^.   .!._•. ._,__■ ^_    ,  .J    _>  . ■      „.., ..__,__  . •  Co.,  of  LiiiTJOol. 


Sub  luiui 


Tb(  Suadird  lUHne 


« iDiarai 


St.  Pwl  F.  ft  M.  Ii 


TEX.— Con. 

GRAHAM 
Akin  W  Jo.-f  c 
Larmon*  J  T— I 
NoiTii  A  O   &  Son-f 
Stewirt  A  D— 1  c 

GRAND  SALINE 
PeetT  Thoi  H— f  I  c 
SimVloroiB-f  c 

GRAND  VIEW 

Abney  J  D-f 
Bknoer  P  S — 1 

EllEi  1  N— e 
Flamson  It  J— 1 
Harhiti  &  SlurgcB-l 
Hirrel  J  B  *  Snn-f 
MMtin  W  B— £  c 
Pint  Dr  D— f 


n  Beni  F— ! 


GREENVILLE 
__.n  Robt  M— *e 
Imrdi  A  E-^ 


Ed^i 


GROESBECK 
BndlcT  lu  E— « 
CoUini  Fnak  A— I 
HenderMm   Joe— i 
Seonedr  O— ( 1 
Nonbiuio  ft  StbarS—t 
OliTW-  D— f  c 


Proctor  A  W— f 
WicDbiili  Hn  Curie 
WmitaM  H  W— 1 

HALLETTSVILLZ 


RoKnbcTE  ft  Young— f  < 
SnpMn  Fntich—f  c 
Staouuba  C  I^-f 
TorUnston  S  G— 1 

HAMILTON 
Mnrpbree     &     Fienon- 

flc 
HMre  ft  WiUiww— f 
FetiT  Bro»— t 

HASKELL 
loMtr  A  C-t  I  c 
Hwkdl  K«a  EMate— f 
McConoell  H   G-f 
Scatt  S  W-f 
Suden  ft  WilUon-l 
Panmon  O  B-i 

HEARNE 


HEMPSTEAD 
Ahrenbcck  EHa  J— f 
Gnk  PhuI— f 
Henderion  Alvin-f  c 
Henderwn  Robt^^e 
Hufbei  EHeo  L— f 
Mooniy   Mrl  H    C-f 


Grahim  A   B— f 
Griffin  H  L  ft  Co 


HENRIETTA 
Cortxtt  ft  TBTloi^r  1  c 
Sqnirei  ft  WyaR-f  1  c 


HILL5B0R0 
Huria  R  E— f 
LefCTTt  Ura  AlWiM  H- 

f  le 
Lowrer  ft  Younr — '  I  c 
UanbiU  H  W— ( 
Smilb  Charier  E  ft  Cu- 

W<«  Gieen  J— 1 
W«M  Qaj  k  Co— f  o 

HONEY  GROVE 
BalUnjer  ft  Stepbcn*-^ 
Black   ft  Ctav-f  1  e 
Dail}'  G  A— f 


HOUSTON 
Beana*  E  H  U— 1e 
Belk  ft  Co— { 
Bradler  Mi»*  C  V-f 


Hob— I 

ImS  ft  C 


jiTR  I 

Cfaildreat  ft  TaTlot—l  c 
-    ■        O  L-fe 


Du  U  F— I 
Damble  £  H  ft  Co-t 
Pfwer  ft  HelatTTc— 4  c 
Htmt,    Hcyer   ft    Yofnea 

IQiUaad  W   H  ft  Cr-t 
Lawaon  A  M-1 


m'SilUb 

Mf^t^N  L    - 

Peten  H  E  ft  Co— (e 


fei. 


KIce,  Sadi«4  ft  Co-<c 
Shekoa  ft  Aaw— fe 
Sbapbod  ft  WUppk-l 
Straw  W-l  ^^ 

T«T»  ft  Co— f  c 
Weraa  ft  BeriiiR-t  I  c 
YocoiB  R  S  ft  Cf>— f 


GILBERT  HAY 

WACO,   TEXAS 

Qeneral  Acenl  for 

AMERICAN  UNDERWRITERS  AGENCY,  oi  Phila. 

Total  Assets,  93,187,821.05 

FOR  THE  STATE  OF  TEXAS 


INSURANCE  AGENTS-TEXAS. 


KOTVS  CAGE 


Cf^flVEflS    &    GflOE 

WKB,  TOSNADO  AND  LIABILITY  UNDBRWRITBRS 
HOUSTON,  TEXAS 

;     (UANAGBRS  SOUTHWESTERN  DEPARTMENT) 
.  Paul  P.  &».  Ini  Co.  ofSt.  PBnl,  Hiim.       American  Central  Ins.  Co..  SL  Louis. 


ehigan  F.  ft  U.  Ins.  Co.  of  Detxoit,  U 
riDg  Garden  of  Philadelphia 
ural  Acddcnt,  Perth,  Scotland. 


Mercantile  F.  ft  11.  Ina.  Co.  of  Boston. 
Piremena  Ins.  Co.,  Newark,  N.  T. 
Detnrit  P.  &  H.  of  Detroit,  Miidi. 


aUNTSVILLE 

W  S-f  c 

■11  W  H-f 
e  Cil>bi  A-f  e 

ITALY 


ITASCA 
U  H-f 

XMkK— 1 


thnaos      Kcalty 

DO    P— « 

>— fc 

Iw  W  P  Lu 

f  c 

ONVILUB 


JEFFERSON 
Umnbut  A  H-1 


Dttlii  T  A-^ 

BMBfJs'l  Co— f 
Sbtir,  Huh  ft  Naili-f< 

KERSVILLB 
RraUutaJ  U—t 
KcUr  B  H  &  Son-f 
■     '       --      CC-lc 


KcUr  £ 


A  BndT-l 
a  Klt-f 


LADONIA 
Cobb  H  H-f 
Weldon  C  W  T  &  Co- 
f  I  C 

LA  GRANGE 


LANCASTEB 


Dvdta  Ed— f 
EuMrt  H  C-c 

HIM  Wb  O^e 
OaiaUBilli  Jt  E-l 

Sum*,  Moon  ft  Co— fl 

Winalow  A-c 


&ITBUX  E  W  S-« 
Glnnl*  H  R-t 
Oalaun  Manlull  C— <  e 


LOCKHART 
Dodd  B  F-f  1  e 
DnboiM  O  K  ft  Co-f  I 
EUia  Diek-( 
GaDom  W  S-l 
Kdlr  U  C-^ 
UcDoweO  UrfAltib-t 
BobctW  P  S-f  1 


WitMn  H  H-f 

LUFKIN 
CoIBbi  Gw  H— Ic 
Rowcft  Co— tie 
Sharps  J  E— f  I 
WillMC  A  L-^c 


ICARUN 

Eddinc-I 

Hoka  Jno  W— fl« 

OtMrf  C  A— <e 


Ckiter  Joo  B— I  c 
Cop*lflnd  Jno  B— c 

F1*ld  *  Young— f 
FUninn  T  W— ( 
Hudgins  W  P  P— 1 


MeLenB«n  A  D— f 
Prnce  J  I^-I 
Ra^ct  It  Cnn—fc 


MASON 
Ebcf  P  W-f 
Loripg  Van  H-f  I  c 
Jordu  W  E-f 

HeOREGOR 

Snd^aw  T  W— f  I  t 
Cberrr  A  P-t  1 
Kaylor  ft  Crun— f  I  i 
S(ul>ble£eld  T  W— I  I 
WtOkir  Edward— tU 


C.    W.   CANNON 


Chairman  Organization 


lobe   Fire  Insurance  Gjmpany 

GIBBS    BUILDING 
SAN  ANTONIO,  TEX. 

Desiraible  Agency  Connections  open  In  Sonthem  Plelda 


TEX.— Con. 

UcKINNEY 

AbunMhy  (Hdam  F-^c 
Chamben  Mim  K  %-t 
CoSm  Aaioo — f 
BnrinB  D-1 
B^bMc  WallMC— « 

rT  Robert  I^^ 

V^Qter  C  J  S-l 
WUta  ft  Dni^-ta 

UEUFBIS 
SriM  R  F-f  I  c 
BeiTtr  H  E-l 
Ihiiibar  Bra*— f  c 

JfOTWOod  W  C— (  c 

MERIDIAN 

Cnrcton  ft  Dnnhp—f 
H>l«  P  S-t 
Hin  T  O-f  1_    , 
RnbMWn  R  8— f  « 

KEXIA 
H«ri«r  A  I-* 
KUBW  IW .  , 
Itsphr  D  A— ( 

5dSrVc-j 

F*tk  J  H-l 

inOLAND 
Banui  4  Dm— f  e 
Buiham,  She^wrd  ft  Co 

Berrf 'e  D-^  1 

"  indt  L»nd  C 

,lwood  ft  Bi 

laDLOTBIAN 
PtT  C  B.  ft  Brot— f  I  e 

UILFORD 
Goldnoo  J  M  ft  py-t  I 
Pilrin  B  ti—t  1 

JOMEOLA 

Cv  Geo 'H  e     , 
Guton  ft  ThoiM*— 1 

Been*  E  A— f 

MINERAL  WELLS 
B«b«r|l«to-< 
Barber  G  P-'  , 
BinctM  M  B-< 
CoteanJ  H-r* 
Dnitum  I  B— f  e 
Goodwin     ft     Goodnrfa- 

BiAjMT-le 
MOBGAN 

MT.  PLEASANT 
Browne  ft  Crrte-l  c 
Diduon  J  E-J  c 
DuncED  C  L— 1  1  t 


KrJx.   G    Ar-t   1 

NACOGDOCHES 
luralNB  Ceo  C  ft  P  H 


INSURANCE  AGENTS-TEXAS. 


QUAMAH 
Elbert  ft  Matttiew— I  « 
Flyol  E  I-l 
Reeu  J  C-* 


ROCKDALE 
Corbett  W-l 
•      kett  I  I^-f 

lips  ft  Ptzif—t  1  « 

ROCKPORT 
Iwin  Baar—t 

ROCKWALL 
net  B>l-f 
»  B  F— f 
don  B  H-f 
ROUND  ROCK 
Banff  B  B-( 
Ioh«m  Miff  A^e-t. 


NEW   BRAUNFELS 
ClcmeDl  ft  Fntt— f  1  c 

fi^^  F  F'"'— ' 
lofbdnB. 


ORANGE 
Cuttt  P  B  ft  SoD-f  1  e 
Curd.  Geo  W-l  c 
Malone  ft  Lore— f  I  c 

PALESTINE 
Bnfkin  ft  Craae— I 
CollcT  Simt-i 
Diek  W  H-(  c 
EiEle  S-I 

Hinile  ft  Word-4  e 
Bnaha  P  H— f  e 
Kendall  ft  Wileon— f  1 
MiUoT  D  C-^ 


Bikird  jat  W— c 

Ball  J  r— f  c 

BaJlinca    ft    Gtlbnath- 

Brool.  Chus-l 
Brook!  C  B— t 
Brawn  E  E— f 
D&r^n  (t  Rigland— I  e 


D&rgan  (t  Riilaf 
D»»ldfe  Jno  B- 
Fcw  i  Petligrcn 
Balben  R  &     " 


Poteet  C  A— t    , 
Reea  ft  Jonea— I . 
RoberttonT  E— I 
Rowh  A  W— 1 
BoH  ft  Aleunda^  1 
Roandtree  J  T— f 
Snider  J  C— 1 
Soeh  Ja»  K— 1  _    . 
Wiadietur  W  C-) 
PILOT  POINT 


». 


RUSK 
E  L— (c 


Shook  ft  Noman— f  e 

SAINT  JO 
UtteU  ft  HempUU-f 

WUej  J  K— » 

SAN  ANGELO 
Brandt  Bal  F-f  1  c 
Broocae  CAft  Co— fl< 
Burke   D  J-f 
Ion*  ft  Bonlware— I  1  e 


BarrieOD  A  J— f    , 


'oDpUna  F 
VbKUii  JR 


PITTSBURG 
Ball  ft  Greer— I  e 
UOiaid  B— I 
Mocria  R  A— f 
RoiaeU  Tboi  &-f  e 
Tapi-  J  C-1 

PLAMO 
Crawford  R  B-f  I 
Bradahaw  ^o^ 


West  ft  DvUda 

SAN  ANTOmO 

Baird  ft  Howaid-l 
KrHaDer  Victor— I 
Bodrt  Geo— 1 
Borden  J  C— 1 
Btowd  &  Mcadar-l  c 
Burtufaelle  A  F-f 
CampbtUT  W— « 

SvoberlEin  Edwin— I 
Conror  ft  Ri»— f 


Florian  Chu  H— c 


n  Fted  *  Co— tl 


SAN  MARCOS 
GrlffinTLft  B  S-f  c 
—  rer  T  G— f  1  c 
_jMeT  AW— «lo 
S^Htblin  F  L-f 
Stevtoa  ft  Taj4er— f  c 
WiUaaaoa  B  B-l 

SAN  SABA 
Kdlar  Saarad— f  1 
Kimtraufa  W  B— < 
Seidenl&o— I 
Seldara  Jtobart— (  e- 
Urnobart  Dr  W  B— 1 
WdMn  G  W-i 


SEALEY 
Baddiacth  W-l 
Sander*  C  T-f 


Hauet  ft  MDcUer 


SEYMOUR 
Baaaa  VaUe;  Land  C»-4 
Faneher  Broi  ft  Biipe— f 
Bead  G  M-1  e 
Plants  G  S-f  I 
Power  Arthm— !  c 
WUtaBL-l 
Wbiledde  T  S-^ 

SHERMAN 
Browa  W  L— 1 
Buck  Albert  C— c 
Carpenter  k  B*lde» — 1 1  e 

Sle  a  Meyeia— f  I 
CopclT  G  E— 1 
Craokihink.  ft  Moon— < 
Davis    M— c 
Down*  W  N— le 
Enbank  J  J-f  1  e 
Pewell  B  S— 1 
Gulik  D  W  ft  Co— <e 
Geren    Jai    P-( 
Joa«Mr.C  R— fic 
Wilier  H  C— 1 
--      -t  C  W— c 

■  u^:-..    S    C-f    I    C 

Hoov  Un  LoueUa— <  I  e 

■rter  ft  Porte*^— f  I  c 
„nmdtRa  Chaa  C— < 
Sanderaoa  T  B— I 
^tb  A  S-i 

V^ifckCA— c 

SHBtBR 
Rnak  E  ft  CO— f 
Welhanaen  Peek— £ 


1-ar  J  » 

Uortln  W  L-J 
PeaeoekT  H 


PkMt  ft  KeOar-f  0 
Piper  ft  Stflea— fc 
Sdrabft  Groa*-fe„ 
Sadder  FT  ft  Co— fl< 


EunteldR  ^-1 


SOHOKA 

Conall  ft  Wardlow— t 
Bacartaad  J  A-l 


tNSUKAHCB  AGENTS-UTAH. 


STEFHINVILIl 

suLPmis  sntutGS 


fwknMWriCi- 


s 


BB-t 

tFOKW-(l 

TS-fl* 


SWEETWATU 
inajno-fl 


TAYLOB 
«  A  SdD-fc 
rFndJ-f 
H  F  Wi-« 
;  S-f  c 
r  D«alct-f 
WD  tSctdei*- 
I  A  Uojd-f 

TEKPLI 


hn  A-r  I  e 
o~i  c 
L  H-H 
I  G  W-e 

SNA  Co— 


&  Co  A  K-f  c 
— f 

Gfifitb— flc 
T  GfiSUMO — f  c 

T— I 
H  *  Co-f 


Gny  Gm  J  t  Ca 


THOKF  SPRING 
ItobneT  £  M-1 
StuSct  G  W-c 
¥«■»■  A  W-f 

TYLER 

Booaar  C  T— 1 
Dum   ft   Uu^t-t  e 
-   htiom-f 


Fern  &  Laf  dn-l  e 
Sknr  Lto-t    ^ 

UVALDE 
Fuiar  R  T;^  _ 


Wm'Sm   f 


E*n>i  Un  L  B-f  1 
FBltDB    R    S— {   1    ( 

Hmm  AP>tti»~l 
VERNOH 
AntalMdil-lc 
HeCdib  W  M-l 
UcCollDcb  C  8~f  I 
Staks  It  Hdlt-f 

VICTORIA 
Bardta  E  B-f 
CoTtkc  h  Scott— ( 
Hofer  L  N-(  c 
Lnl  A  ft  Co-tc 
McDoBildJni— '  < 
Steele  L  T-f 
Whipi    - 


WACO 
O  C-f 

EiitMryBD  C-I 
Pitdiadi  ft  Ibnball-tc 
Port  WUtcr  V  ft  C»-<e 


Dockerr  1 
Eatoa  /BD 


H>n  Bra*— f  c 
Killouib  J  U-f 
MukcT  I  H  A  Co-f 

Mdor  I   H— 1 
Moore  ft  Moon— f 
Newton  Jno   D-1 
ISkhoI.  f«  C-c 
PeiKll  C-I 
Pimiher  &  G»fiett— ( 

KoKlMt    W    J-1 

Shum.le  N  T-1 
EimpHn  B  H-I 
SUugbtcr  A  L-l 
Trier  IT  &  Co-( 
Vesey^  J-c 
West  »  SesreT-l 
U'illii  Geo  ft  Co— f  0 
WAXAHACHIB 
AdUfu-CoaullT  Co-I  c 
AldcTBun  G  H— e 
Lannford,  PhilUpi  ft  Co 

-f  I  c 
Ldgh  W  L  P-(  1  c 
HcComb*  K  D— <  I  c 
Uiiell,  Peten  ft  Co— 1 1  c 
Phillip*  E  F— I 

WEATHERFOXD 
Aniliii  W  C  ft  Co-I 
Bdodc,  StokM  ft  Ot-t  c 
DiTii  R  W-o 
FiDoie  F  C— f 
GHbble,  KMton  ft  Co- 

Hamblcton  W  J-e 
Morton  W  J-f  1 
Price  J  B  ft  Co-I  c 
TlTlDT  W  D  ft  Co-I  I 
Tucker  I  O-c 

VJTTCtt  W   R-l 
W«l!  LA*  Co-I 
Wythe  T  A  ft  Co— f  1 1 

WEIMAR 
BnA«r  H— f 
Ci^Ai  W  C-c 
Heyer  Owen— f 
Nmbm  ft  Bowtefcw  I 

WEST 
Brown  E  G-t 
Dereny  JM-l 
Dillud  b-i 
HollnwaT  ft  BoneM 
Kmiudrl  P-*r 


Tetretl  H  B-f 
TerreU  Itu  Co-I 
Wcnilorf  A  C-(  1 
Wwtft  Derai7-I 
WHARTOM 
Bokon  Cku— f 
BronBM-c 
GiSord  O  C  ft  Co— f 
KoMtU  H  I-l  I  e 
Whtrton  Lud  Co— < 
WHITBSBORO 
Bm>W  K-ilo 
Bwfawua  J  M-f  I  G 
CoweU  SB-f  le 
Ker  T  A-f 

WBtTEWZKmr 
Bub«r  To«-f  1  e 
M^«n  Mn  Ifaak  R- 

WHITNKY 
Batbrd  ft  BdIttd-(  1  c 
Carrer  O  B— f 
McMibim  O  G-f  I  c 
NoUee  ft  Dtnuk-f  • 
WICHITA  FALLS 


Frkn  W  E— f  c 
Goodwin  H  A— 1 
Seott  Fred  W^ 
WILLS  POINT 

Brolbeii  \Vm   I— 1  I 
Co.     Ben    L-c 
Curtio  Jno  W— I 
D«n  A  J-1 
Fr»nci.  Rct  R  B— I 
Qbbird  i  Gibbard— t 
Hantici  L  1—1 
Harable  ft  Sail— ( 


Wiiuo.  Howell  ft  Owe 
VfTtan  ft  Collhia    e 
WOLFE  CITT 
BktGkw  ft  Bnib— f  I  e 
loae*  J  O  ft  C»-f  0 
MeWUrter  C  P-l  r 

YOAKUM 
Luuler  I  B 
Rom  A  J 
Shun  Dan 


CBDAR  cmr 

Anha  CJ-I 
Porter  S  J-f 
HiiboalTD-l 
L^h  Hennr— f 
WOUn*oo  Cbat  S-t 

COALVILLX 


EPBRIAU 

P  C-f  I  8 

GroTU  P  Tr-t 


Stott  B  N  C-f 
Tinlic  Secnrlty  ft  Anuer 
Co-I  1  o  , 


FAIRVIEW 

Ckrittonacn  Albert— 1 
Daalebon  F  J  C-I 
Nletooa  SwcD  O-l 
FILLMOSB 
KcUtTa-I 


Onntiuta*  R 

SpfT  W» 


cltu^J   R-f 
Sbeflield  B  J  Jt>-4 


W;,'w 


Wing  Wm— 1 

LOGAN 

Bmatiaaa  R  L— f 
CanJon  Lonia  S— T 
Craaej  WilUrd-^ 
Crockett  John  A— f 


■Btaz  A  M- 
b  ^E— f 


Klmban  ft  Cnamtr-t 


INSURANCE  AGENTS— VERMONT. 


t  J  Z—te 
aZcpb— f 


KANTI 

CnwfmA  W  W— * 
Drrcnt  ft  C*n>entet>- 
Sorrcnwn  E  D— f  1 


MONROE 
Eridoon  F— f 

NilMOB  Bdm— t 

MORONI 
AndtnoD—f 
Jolley  J  T-1 
MOUNT  PLEASANT 
Aldrkh  Aiuo— f 
Andenon  Rumui — f 

CudUnd  A  C-t  1 
Lund  C  N— f 
Rumonen  DtaM—t 
WiU  A  C-f 

MURRAY 
Alwood  H  C-f  I  c 
Williuni  J  C-f  c 

NEPHI 
Burton  T  H— I 

Winn  T  E— f  1 
OGDEN 
Anth  Edwird— { 
Borenui  J  S — I 
finti  E  P-t  1 
Brnmmltt  J  J— {)« 
Ciuln  Jamn-t 
ForroUll  J  M-*  c 
Goddud  B  H-l  1  c 
Coddud  H  H-<  1  c 


Grout  Dibs  F— f 
Huntr  iQVMimMt  Co-I 
Burner  &  Kennedy— f 
Kelly  &  Herrick-1  !  « 


P*=ty    Broa-F 
Picrcf  VV  N— t 
Rolapp  E  S— f 
Scowcroil  WilUrd-[ 
■  h  S  S-f 

jeo.  Frank  J-I 

WedelL  W  B-f 

PARK  CITY 

Ovk  Feta^f  1  c 
Loddun  O  C—fle 
Shield*  H-f 
Wight  ft  Co-f 

PAROWAN 
Aduns  Chu— f 

Burtei  £dw— I 

PAYSON 

H   Sjnm—t 

Binih  Eugene  J— f 
Hlflrii  Sonl  T-{ 
LoTcleu  Jnitln  A— f 
PROVO  CITY 
Joiepta— f 

_._,    .1 
{  1  e 

RICHFIELD 
Cterk  S  G— f 
Lewi*  &  HoSnum— f  a 

"  ■  TMO  Jh  M— i 

BICHHOHD 

Ftmk  Junn— f 
Hurit  C  Z—f 
Hendricki  Geo  G-^ 
BcDdrickt  S  Vf—t 

i  Co-op  Mer  Cc 

Sutc  Bank  of  Richmond 

SALT  LAKE  QTY 
Aduni  J  F— f 
Ageacf  Co— ( 
Allen  A  G-I 
Andenon  Ini 
Aihton  E  M 


Bdl  I  B~l 
Bunrd  A  J-I 
Caiae  ft  Hooper  Co-( 
Cuneron  R  B— 1 
CuooB  la*  AgencT— 
Cultal  Rcil  State  I 

CaS!=dy    E    E-f 
Cuftil  J    W-1 
Dirlini  Elmer  E-( 
Done  Wm-1 


Hiakry  U  a-. 

Home  'iCf  a^ 

Co— ( 
Houttan    Real    Eiiale  ft 

InvatniHil   Co-I 
Budean'i  Sana  &  Co-I 

■    '.tl, 

»n  J  A-1 


Smith  FTi— 1 
Smith  J  V-1 
Spencer  I_I>— 1 
Stohr  L  B-1 
Stontt,  SoreBasi  ft  C0-< 
Taylor  C  B  ft  Co-f 
Taylor  E  W-1 
Thonua  T  J—t 
TboBU  Moroni  T— f 
TnKT  LotD  ft  Trwt  Co 

Ton]  a  Hroa-f 
"oyica  L  E— 1 
./abcifau  Ini  Aaii    I 
WallaMW  S— 1 
Wamoek  Ini  Aacocj— < 
Well*  B  S— 1 
Wella  V  P-^ 
Wicka  B  B-( 
WUUanii  B  C-1 
WilMD-Sbermaa  Co-f 
WlndMr  H  B  A  Co-< 
yonoff  ft  Fowlci^ 
Yonns  ft  Yovar— ( 
Zion'e  Benefit  BtdMing 
Sodcty— 1 


I^oich  Will 


:.  Cooke  ft  Co 
&  Co-f 


Meltier    J-l 
Miller  A  Viele-, 
Morelon   I  B-f 
Moreton  S  Naylor-1 
Holier 

Partridge  Ttaoa  W-f 
Peck  Geo  W-1 
-   '  » J  I^ 

1  E  H-l 

Rawlinga  W  J-l 
Rllcher  A-f 
Roblnaon  M  t^H 
Roger»-E*ani  Co^f 
Salt  Lake  laa  Aaein.i  ■  I 
"tit     Lake     Security     k 

Trun  Co-f 
-haw  A  C-l 
Shaw  Ja*  K-I 
Sbepard  E  E-l 
Slou  E  1,-f 
StoaaTho*  W-t 
SBedley-Wakeling  In* 


MUea  E  R  Jr-f 
"mitk  A-f 

SPANISH  FORK 
Berber  J  E-(  c 
lone*  JStm-f 
Sncll  F  M-( 

SPRING  CITY 

Iter  lohn   R— f 
Johnion  J    M^ 

SPRINGVILLS 
Deal  Broi  ft  Co— < 
Tordan  Elliot  H— f 
ReTniildi  H  T  ft  Co— f 
Weitwood  J  M 
Wood  ft  Kernolda— I 
TOOELB 

■  L  I^f 

Gowan*  H   S— f  I 
Huatingtoo  R  J-^ 


VERMONT 


ARLINGTON 
Canfield  F  N-f 
Eaton  H  T-f 
Woodworth  E  C-f  e 

BARRE 
Ballard  NeUon  B-f  1  c 
Diilon  J  W— f  1  e 
Freaier  A  W-1 
Grign  J  C — 1 
LinekiD  Geo  L — 1 
UclTer    Malcolm   N— 1 
Milea  A  E— I 
Metier  William  H-l 
Pape  G  Heitert— flc 


Pti 


e  ft  Paige— f  I  c 


BELLOWS  FALLS 
Barrett  M  J— 1 
EUJotl  H  C-I  c 
Ferjuion  ft  Thayer— 1 1 
GidTd  Geo  O— I 
Haye*  L  5-^ 
Leonard  E  S— f  1  c 
Neyland  Margaret-f  c 
Walker  E  I^^  1  c 

BENNINGTON 
Booth  E  A— fe 
GibKm  C  D—f 
Hall  E  I-f  c 
Harria  Emory  S-f  1  c 
Barte  J  B— I 
Norton  A  J-l 
Norton  Earrlaon  I — fe 
Norton  L  S— 1  c 
Ouinlan  B  A— f 

Cbaa  N—f  I  c 
I*  B  K-^ 


WilUama  Frank  W-f  c 

BRATXLEBORO 
Chndi  F  W-1 
Childi  ft  Putnam— t  c 
Oay  G  H-f  I  e 
Daniel)  S  A-f  1 
Horton  W  C^-I 
TaylorHEftSoD— fl< 


Robinaon  Geo  S  ft  Co— 
f  c 

BRISTOL 
Ihnttai  E  A— fie 
Banka  C  A-f 
Hunun  C  E— f  I 
Wltaoo  P  K-f  e 


BURLINGTON 
Bond  J  A-t 
Daiglc  B  T-1 
Green   C  L— I 
Hall  L  J-I 


Peck  T  S-f  I  e 
PoweU  ft  Hark>-f  c 
Rctan  F  S-l 
Saflord  J  M-c 
St.  Pierie  A  R-f  c 
Stratton  G  E— t  e 
WUlB  J  G-« 

CAMBRIDGE 


INSURANCE  AGENTS-VERUONT. 


fiina  EIM 
6iibrH0-e 
Csriia  M  HH 
SpiKH  WH-t 
TmKDilWP-l 


inta  C»  T-l 
Imtoa  E  H-l 
luliiipe  B  I-f  1  c 


UNCOLN 
Gon  H  B-t 
"orian  A  T-t 

LUDLOW 
iaore  Geone  M— f  1  e 

Sk«i*-f  1  c 
Wilker  Fnmk  A— flc 
WUcos  JnUni  A-t 

LYNDONVILLE 
.„.nMMl  B  U-^ 
CUipbcIl  G  M— f 


•in  DtTM-f 

FAIK  HAVEN 

*  ;  G^l  1  c 
ni   W  H-l 
NR— 1 
Ml  H  K— flc 
W  A—t 
ai  F  O-e 
ni  Tohd— 1 
;  Dr  J  F— c 

lAKDWICK 
r  L— flc 
i  J  H— f 


Wm  S— f 
&  Jtavmood — I  I 
A  E— f I c 
W— f  I  c 


OE  PARK 
d  F  H— f 
1   H   M— f  c 
B— f 

VD  POND 

J  S  ft  Co— f 


CoblwkF  E 
Nichob  S  D 


UANCHESTEK 
Andenoo  W  B-t  1  c 
Btmdr  W  H-f 
Fowler  J  N-l  1  c 

ICIDDUlSUKy 
Btuke  ;  M-f  1  c 
Dotwtu  J_A— f  1  c 

Week*  J  E-f  e 


Daley  O-l  d 
lon&i  C  W-1  c 
Sinmier  Bcol  A—t  1  c 
Wathbun  W  C— f  1  « 

IfORBISTOWN 
Bnrut  H  D— I  c 
Cbeoer  The*  C— I  « 
UotM  G  A-^ 
Nilo  A  A-f 
Rarmon  Cbaa-4 
Smaller  H  A-1  o 
Stnrrit  O  D— 1 
WaBna  C • 


n  A-^  0 

NEWBURY 
Bowcn  A  A-^ 
Knisht  U  C— ( 
Moncie  I  W-c 
Sandal  Geo---f 
Rofcn  B  l>-f 

NEW  HAVEN 
KinBkr  J  W-l 
L^iSc^  H  J-f 

NEWPORT 
Alired  P  E-t 
Blancbard  E  C— 1 

Hitchcock  C  D—l 


NORTHFIELD 
OnerUW  AtOKT-t  li 
Plaitridie  EngcBe  A— 

SmlU  li  D-^ 

NORTH  TROY 
Butterfield  A    B— f   1   c 

PITTSFORD 
Bnrbaok  S  K-f  c 
Tiaao;  A  D-I 

POULTNEY 
Cn^man  A  E-f  1  C 

PROCTOR 
BoTce  G  H— f 
Boiler  E  P-f  1 
CaldweU  J  A— I 
Charchill  F  W—l  e 
Hania  S  L— 1  c 
HoranJ-J 
Howe  W  H-l  c 

RANDOLPH 

8Uaehaf4  P  T-^ 
dndaad  F  W-f 
DnBoi*  Jokn  H-f  c 
Eklredo  J  B-1 

BICHFORD 
Bluette  Senmnir— 1 
-  -■      L  B-(  1  c 

RUTLAND 

,  U  1^1 

BwlH  J  E^ 
Bnnihain  F  H-f  I  c 
Chumas  F  B-1 
ChA  W  A-l  c 
Davl*  Winlbrop— 1  c 
Doner  Stepben- 1  c 
FarraiT  H  &-!  c 
TWA  F  A-I  « 
Ftanciaco  M  J  4  S»b— 

Grangw  C  H— 1 
Herman  J— 1  C 
Hoadlej  J  R-I  c 
HoM  C  S-1  c 
KinTlejr   E  S-1 
Lerlni  UIm  U  E-I  1  c 
Ljalon  J  D—l 
fiiDonouBh  J  A-l 
Portei— 1 

RichminHl  R  I^^  c 
Riordon  U  P-c 
Roberu  F  C— 1 
Ro»  H  H-l  e 
Bouell  J  T-l  c 

ST  ALBANS 
Ataraod  N  N— ilc 
K*an<7  J—t  1  c 
McDonald  Ju-I  c 
HcCowan  Gsi— I  c 
MaMW  E  t'-f  c 
Roach  C  P-1 
Scully  Gfo-l 


ST  JOllNSBURY 
Bildi  li   F— 1 
Bralty  C  G-f  1  c 
Bcvnion  C  F-1  c 
Cady  J  M— (  1  c 
Cady  &  Briley— [  I  e 
Bailingi  L  V-l  c 
Jacqurs  F  B-I 

""   Uonald  J  A— 1  c 


Rmdcy    Cr»«riord-I  1   « 
Baydtn  Chtncy— 1 


SPRINGFIELD 
DaTiaFMd  C-l  c 

DoDOvan  M  J— 1  I  c 
Lawrasce  ft  Wheelar— f 

I  e 
Lcoaatd  C  G— f  1  c 

STOWZ 
BniMll  G  W-f 
Cfaeoer  A  H— f 
HaiTii  I  T-( 

SW  ANTON 
Blak*  B  B-f 
Bradler  k  Hannl>— f  I  t 
Batlei  C  A— I 

VERGENNES 
Pierce  C  T  S-f  I  o 
Strong  Wb  J— f  1  c 
WHITE  RIVER 
JUNCTION 
DaTia  Edw-I   c 
Lau  Sobt  B— 1 
MiUer  Garfield  H-l 
Fincrec  Witllain  S-t 
RiukII  W«  W-f  c 
WatKm  Alfred  E-f  I  e 

WILMINGTON 
Boyd  Lalie  W—l  1  e 

WINDSOR 
Blodgatt  E  H-l 
Bock  E  R— flc 
Catanack  C— I 
Clark  Prank  H-(  I 
Cole  Belt  E— f 
DaTii  ft  Daria-f  1  c 
Haien  G  T— c 
Hoiainiton  Harler— c 
Loll  T  C— 1 
waiiami  Herbert— r 
WOODSTOCK 
Dana  H  S— f  1  c 
Globe  E  J-1 
Maxbaa  A  F-1 
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VIRGINIA 


John  L.  Ropn,  Preddmt 

Gbo.  McG.  Goodkidob,  Secretary 


C  S.  Sbbkwood,  Vice-Preddent 
Wk.  Huntbb  Bill,  An't  Secretary 


Louis  T.  Dobs,  Rcaideat 
TaiBWBix  T&OMPtON,  IVeasacr 


Zhc  Seaboard  fire  Insurance  Co* 


Commenced  Buaneti  1896 


Cash  Capital  $200,000 


ShCORFOLK,  VIRGINIA 


Reprtwatlag  tha  PoUowiog  Conpaadaa  tlvoagh  Afaaqr  DaptftBant 
Hama  Tnwiranre  Co^  N.  Y.  Wertcherter  Fba  InsmaDce  Co.  New  Yofk  Plate  Gtaai  Tn^iT^tM^  Co. 

Fiiamans  Fund  TmBiraiwe  Co.  Atlaa  Aesurance  Co.  Employera  Liability  AMaraxKe  Com 

Hartford  Steam  Boiler  Tnipartion         St  Paul  Fire  ft  Marina  Inawanoa  Co.     Empire  State  Sur^  Company 
and  Tnwiiante  Co.  Lumbernena  Marina  Ineuranca  Ga 

Pira,    Marina,    Inland,    Toniado,  ..AccUant,    Staam    Boiler,  Plata-Oiaas,    Enployara    UaMitty,  Elavator. 

PIdellty  Ooafwitaa,  an!   Burglary  Inanranoa. 


ABINGDON 

Brownlow  Franfc— I 
Deacon  E  F 
Dodd  W  S-f  1 
Hagy  Kina  A— f  1 
Kreger  k  rrcetoo— I  1  c 
Preston  S  R— f  1  c 
Williams  &  McConnell 

ALEXANDRIA 
Brannar  Wm  C-1 
Dyson  ft  Paul— 1 
Graanaway  N  S— a 
Gnibb  HJ-4 
Lukana  C~l 
Nomoyla  John  D— f  e 
Palton  JnUn»— f 
Schneider  ft  Slaymaker^ 

Stabler  Lauranca  t  1  • 
Thompson  ft  Appich— f 
White  H— I  1  c 
Wise  ft  Co^-fle 

ASHLAND 
Cox  F  H-f 
Meyberg  L  E  W— f 

BEDFORD  CITY 

Bargamin  ft  Richniondr— 

fc 
Board  C  A-^ 
Fitspatrick  W  A— II 
Scott  ft  Carper— 1 
Wharton  C  W--I1 

BERKLEY 
Antrim  Jpnxk—X 
Coke  G  H— 1 
Kei*ter  ft  Co— f 
Lyons  S  W  Jr  ft  Co— f 
Peoples    Bank    ft    Tnut 

Co-f 
South  Norfolk  Ins  Agcy 

-f 
TiUey  G  T-4  a 

BIG  STONE  GAP 

Barron  ft  Witt— f  c 
Kilbonm  W  B-1 
Uorison  R  D— 1 

BOYDTON 

Baptist  ft 
BealeaMC— 1 
Carter  ft  WaO-l 
Fhnlkaar  C  J— 1 
Honaa  ft  Baakar 
Tones  ft  Wall-f  1 
WffiiaflwCN— lla 

BOYKINS 

BaaloA  C  F—e 
Benton  S  L— f  1 


1 


BRISTOL 

Brewer  W  P  Sona— f  c 
Connelly  J  H— f  I  e 
Howell  ft  Bachman— f  1  e 
Kalber  E  H 
l^on  Co  J  B— f  Ic 
McFarland   Mrs   M  A- 

fc 
Sbaaa  Wm  G  ft  Co^-41c 
Siler  J  L-f  1  e 

BUENA  VISTA 

Paxton  W  T  ft  Co-f  1  c 
Prichard  N  B-f 
Rocker  A  M— f  1 

CHARLOTTB   C    H. 

Daniel  B  T-4 
Eggleaton  B  P-l 
Hutcheson  C  M— f  1 
Hutcheson  R  F— c 

CHARLOTTESVILLE 

Bickers  B  A  ft  Co-f  1 
Boone  ft  Smith— f  1 
Carter  Ivy  D— 1 
Qottd  W  T— f  1  e 
Dinwiddle  Walter— f  c 
Elliott  W  T-1 
Hanckel  L  T  ft  Son— I  c 
Jackaon  J  T— f  1  e 
Jones  Robert  E— I 
Lore^rove  J  W— I 
Maphis  ft  Twjnnaii— f  1 
McKennie  J  C— f 
Nicholas  R  C-1  c 
Piedmont  Real  Estate  ft 

Sav  Co..  Ino— 1 
Saltsman  W  G— 1  c 
Smith  W  L-I 
Va    Realty   ft    Ins   Co— 

f  I  c 
Walker  J  W-l 
Watson  R  A— f  c 
White  ft  Long-f 
Woods  L  C-f  1 

CHATHAM 

Carter  J  L— f  1  c 
ColUe  J  W-£ 
Cnder  E  P— f  1  c 
Reid  £  S  ft  Co-f  1  c 

CHRISTIANBURG 

Brown  J  C  ft  Co— f 
Ellctt  G  F— f 
Pierce  W   L-f  I  e 
Waltera  ft  Colhonn— f 

CUFTON  FORGE 

Bowlaa  T  P— f 
Hawkina  R  P 
Maaka  H  B  ft  Co 


Nair  C  P-f 

Tinsley  W  F  ft  Co-f  1 

COLUMBIA 

Hodgson  G  P  Jr— f 
Mosfey  L  £-f 

COVINGTON 

Carter  C  D  ^f—i 
Friend  W  S— £  1 
Kline  G  D— f 
Lear  J  J  Jr-f 
McCaleb  T  B-f 
McKinney  R  I^f 
Rinehart  &  Carter— f  1 

CULPEPER 

Bickcra  W  A— f 
Ha<^na  Fred   P— flc 
Jeffnea  Marion— f 
Latham  J  F— f 
Nelson  L  P  Jr— £ 
Rixey  Robert  H— f  le 

DANVILLE 

Averett  W  P  ft  Br»— 1  c 
Catlin  Jaa  T  ft  son— f  c 
Craddock    ft    Ebuiison— 

flc 
Crew  J  D-f 
Jefferson  H  M— f 
Millar  E  H  ft  Co-f  1 
Parfaam  E  T-^ 
Patton  ft  Noell— f  1  c 
RaJne  C  A— I  1  c 
Sottthall  A  M-f 
Swann  ft  Hoiland^f  a 
Wade  B  H    1 
Waddill-HolUnd   0>   Inc 

— f  1  c 
Walker  B  M-1 
WilUamaon   ft   Temple— 

flc 

E   RADFORD 

Dixon  N  T— f  e 
Kearsley  L  P  Co— f  1  c 
Kenderdine  W  J— f  1 
SnUivan  G  A  Co-f  1  e 

EMPOkiA 

Cruikshank  S  H— f 
Ganlick  J  R— 1  c 
Goodwyn  A  N— I  c 
Goodwyn  E  E  Co— f  1  c 
Harding  W  T-1 
Potter  A  M— 1 
Smith  J  H— 1 
Taylor  H  L-f  1 

FARMVILLB 

BaaaC  C-f 
Booker  B  R— f  1  e 


Bugg  Chaa  F— f 
Cunningham  C  B— 1 
GarUnd  ft  Martin— 1 
Martin  E  S  ft  Co— f 
Pavlctt-Vcnable-Garland 

Co  lac— f  1  c 
Venable  W  G  ft  Co-f 

FINCASTLB 
Beckley  A— f  1  e 
Dunlop  D  P— 1 

FRANKLIN 

Beale  J   C— f 
Tenkins  &  Johnson— f  1 
Manry  L  L— f  I  c 
Parker  J  C  ft  Sona-f  c 
West,  Withers  ft  Beale— 

f 
Woodard,  Elam  ft  Hol- 
land—f  1 

PRBDERICKSBUkG 

AUiaon  ft  Co-f 
Bernard  Wm— I 
Biaooe  H  C-1 
BotU  A  B  ft  Co-I  I  e 
Chichister  ft  Co-i  1  c 
ColeB  D-f 

Gottldman  John  F  Jr— f 
-     »  W  t-f 
mith  ft  Swifl-f  I 


I 


FRONT  ROYAL 

Allen  S  G-f 
Ford  C  A-f 
Kendrick  W  J-f  1  c 
Tront  W.  A  ft 


le 

GORDONVILLB 

Champion  F  T— f  1  c 
linaey  Norrille   A— flc 

HAMPTON 

Beed  G  F-f 
Haecker  E  D— 1  c 
Hemmingway  I  M— f 
Inglia  N  A-ff 
Mmra  O  F— f 
Ridceway  Frank— f 
RobmaoQ  Broo— f 
Salabnry  C  E— f 
SaWdge  Wm-f 
Snyder  J  M-f 
WflUamaC  I^-f 

HARRISONBURGH 

Dcehert  B  1^-4 
Deehert  W  L  Cofp 
LopCen  C  B— 1 
Shtae  Geo  E-l 


Staplaa  J  Cft 
Tniiflf  C  J— I 
WBUmmob  T 


I 


la 


UWBENCIVIIU 
mar  J  W-l 
vC«-f 


■Md  Cm  0-1 

1t*C«-^lc 
t   Ckmaa  It   Co 


INSUKANCE  AGBNTS-VIBGINIA. 

GmnT  Cft  Co-4 
Ford  H  A-f  I  E 
TlOte  S  B-f  I  « 


LEXINCTON 

fdl  TS-< 
H  0-* 


on)  A  B-(  1 
Lt/RAY 


iid*  a  Cb— f  ti 

E— f 
i  A^ 


C  A  Co— I 
t 

t  Co— f  I  « 
RoberU— f  I 
A  Co— f  I 


Il.C-1  1   c 
Godwin  S  W— 1 
HQskJni  C  R-f  c 
KiUun  Gto  T~f  1 
UilJer  Sol  S  Co— (  G 
PoweU  Tnist  Co— (o 
E.7nold.   Bfo.-f  c 
foamerviUi   Tni«    Co- 
le 
W»rr«i    I   E  Co  loc-fc 
WillcH  &   Co— f  1  c 
WoBbk  ft  Bcjant— tc 


Aaanraih  R  C  «  n«d- 

BtldwJD  Bto*— f  c 
Buk  of  Norfolb-f  c 
DnT7.  Oibon*  *  Co— 


Collint  &  Van  D 


DcT  G  W   &  Sod*— 1  e 

Do&ie  R  1^1  c 
Fcrfdl  &  Co  C  n-( 
Gordon  i  Hune— f 
Grubb  W  N— e 

■    -iinfln  VV   E— 1 

....    G   B— ! 
Haggard  R  C  &  Co—! 
HumphrcTi  D  ft  San-(l 
HBmphrty   W   L— 1 
Tobn»n  E  B  Co  In* — fo 
,  otdan   I   M-1 

Cehoe  /  W-1 

Ceiner  Co-i 
Moiri..    Ahbott   «   Co-< 
Peoples     B«nk     &     Tn«t 

Co-f 
ScatKwrd    Fin    loi   Co— 

Sttphenson    &   Taylor— f 
The  Norfolk  Ini  ft  Ralt]> 

Thom^rn,"  Elhetidge    ft 

Tilltr  G  T-(  c 
Trice  W  H  H  ft  Co-( 
Ttuill   &    Savagi^f   c: 
Turner     M    JohnitoD 

Vsii|h8n   A   M-f 
Wilke  &  Son-f  1  c 


:STER 
— f   c 
&  Co — ! 


ORANGE 

LilUrd  ft    Slaughter— I 

Sbackelford   ft  ^ture: 

t  I  c 
WilUiou  J  G-f 


PETERSBURG 


FOKTSlfOUTH 
BireliT  ft  Pirr-f 
Brook!  S  S— f 
DMheill  E  L— f 
Duan  ft  Wntbrook— I 
Emerson  J  C— t  c 
Miller  Fisnk  B— t 
FoIUrd   W   A— I 

WstKB    JohD     I^f  I  C 

WelloD  Cbu  R— f  1  c 
PULASKI  CITY 

Baldwin    H   F-(  I  c 
Brewer  O  C— ft 

glfer  L  S— f 
ves  ft  Ralcljffe— f  I 
niihugb  —    ■ 
Lan^lun 
LaughlQi 

McG»™k"wL^(  s 
RICHUOND 
AlMcnd  T  L  ft  Sa»-{ 
Attlnctoa  I  I'-i 
Itahlka  G  W-) 
Bmm  S  -a-A 

Benson   ELK    Co-f  ( 
Blur  ft  T.bb— 1  c 
C»fT  T  A— 1 
ChipiD  ft  Home— fc 
Crerutuw    W    A— (U 
Diinner  W  A-1 
Daveaport  ft  Co — I 
Tfintiy  J  C  4  Co-1 
Freem.n  W   B  &  Sdo- 
Gibion  ft   Moore-f  c 


O— f 


r  F— i  c 


kcene  R   S-1 
LauRhion  F  C  & 
Lecky  ft  Ruffin  1 
Lfehf  Chns  E  ( 
tiaary  W   G-l 


Flea. 


anw  A  L  &  Co-1 
«  F-? 


Patnn  D  A-H 
PnUteai  S  T  &  Co-(  I  < 
Kattr  Ini  AfCT — te 

Suopaon   ft  Grar— c 
SehKfer  Robt— c 
SUli  N  D-1 
Spesee  E  Leslie— c 
Smn*    Jnlhu   ft   Soiu- 

Sviaeford  H  &  Son— t 
SwiDcford  0-1 
Tack  R  S-1 


Colnmbte  Tnut  Ca  lae 
-t  I  « 

C^ppcridcc  W  D-1 
Davli  ft  StephcBBo— f  I 


HLrell  &  Sorwoo 
Huk  H  F-ri  c 


ROCKY  MOUNT 
Da*li  C  J-1 
DaTto  Wit— 1 
Gurett  ft  Dm»U— f  I  c 

Mcnefcc  W  C— fie 
St  Clair  Wattei— ) 


a»A  Orrille— f 
Dosnetl  A  J  R-e 
Lee  L  M— f  1  t 
Oakey  W  H-f 
Penn  J  T-l 
PerilDEB  J  S— 1  I 
Thiimlon  J  W-1 


SUITHV1LLE 
Daniel  B  F-f 
EfslcMon  B  F— f 
^^hlnMm  C  U-f  1  c 
ThonitOB  F  C— f  1   c 

SOUTH  BOSTON 


Fiy.  Jordan   ft  Wltaon— 

fa^minrt  I  U—t 
Hodiea,      9u-kadale      ft 

WatkiD»-(  1 
StcbUn  ft  UwaoD— fl 
Toeker  T  D  ft  Co— lie 
Ward  W  W 
Ward  ft  Gkan— f  1 
Wi)^  Jbo  A— I 


VA.— Con. 

STAUNTON 
Aa^non  R  0-) 
Bowmui   Qui    P— 1 
Ctuhiu  E  J — f  c 
Gv  Vff-A 
HoKc  A  HcCbcsner— I  • 
Knowlei  A  L— £  c 
UcCss  W  T-( 
McllhuT  H  M-f  1 
NorrU  H  F-f  I 
Perry  Wm  J  loc— f  1  ■ 
Sorook  ft  Crowle— fc 
Weroer  Philip  H— 1 
ZirUi  Chulcs-1 


INSURANCE  AGENTS— WASHINGTON. 


WARHENTON 
Gukioi  F  D-f  I  G 
Hotchkiu  E  I— t  0 
Huuoa  ft  P^rae— f 
RetBiner   Hugh— 1 

WILLIAUSBUHG 
Brooki  A— {  1  c 
Pachj  B  I>-f 
Piedoant     ft     Tidentcr 
Land  Co-f  1  c 
WINCHESTER 
Brown  MUi  Funic  O-f 
Brruler   H   R   &   Bro- 


Uoiler  J  Wtlta^-i 
lohnian  W  T-f  1 
Jordan  ft  LoUis— f  I  c 
Kilbr  Bridford—f 
Lcwil  C  t^f  1  c 
Lloyd  Holland  Co-f  I 
Moore  &  Saundert— 1 
Riddicb  A  A— f  1 
Smith  T  S-1 
Wett  ft  Withtrt-i  1  c 
WoodwaTd  ft  EUm— fl 


lamiKin  Olirer  1^1 
Luplon  H  S  ft  Sob— f  1 
Rusiell  J  B  &  SOB-I 


dbboDCT  J  H— le 
Hauaer  H  H— f 
KrcD&ins  L   F— f  1 
Rkh  D  A— t 
Saitsii  G  S— te 
Terry  F  H— 1 1  c 
Tbe   S    E   Bwald    Innn- 


ABEKDEEN 
Hwt  W  W  ft  Co-f  c 
lonea  F  E  ft  Sm-t  c 
FatterMD-Locke  Co~4  < 
PeanoD  J  C — f 
Pcnx-Laanias   Co— ( 

ANACORTES 
Beard  W  G— t 
Hender  &   Co— f  c 


McCallnm    ft   Nor 
McLean  W  A-f  1 
Odlio  W  T-f  c 
Reed  J   W-f 


BALLARD  STATION 
Cox  E  B  InT  Co  loe-l 
~     "     1  ft  Twigj-I 


GtOTcr  R  V/-i 
Holloo-Hine*-! 
Kean  Broa— f 


Campbell  Allen-f 
Cole  Thos  B-1 
Day  E  P  Y— f 
DIckinton  H  L  ft  C»- 

Eaaton  J  L-f 
Eckardc  W  A-( 
Felker  G  W-f  I 
FTsher  Geo  C  ft  Co-I 
Gamwell  R  G— t  c 
Home  Loan  Co-f 
Hull  J  G  A  Co-f 
Horn  C  A-f 
Kline   R    L   iDveatment 

Co-f 
Lobe  &  Brown-f 
Mullen   S    E—f 
McArthur  D  J  ft  Son»-f 
SUdc  InTeaimem   Co-I 
Swarti    ft    Britton— t 


Gillenile  W  I-f 
Gundloch  L  W-f 
Martin  John— f 
Shaw  G  S-t  1  c 
Wllmot  W  C— t 

BUCKLEY 
Bank  of  Bncklcy^ 
JenDinE*  John— ( 


WASHINGTON 


Tona  J  F-f 
Bheeta  J  H-l 
Slever  Geo— f 


CENTRAUA 
Baker   &   Enbanka 
Barnes  Realty  Co— f 
Ben  ad  ice  J  M— f 
Bi«ton  J  B— f 
DysBrt  Geo-1  I 
McCleary  T  H— f 
Miller  H  J— fli 
Re^M  D  E-f 
Hhodea  B  H— I 

CHEHAUS 

Coffman  A  L  ft  C»-f  I! 
Kenoyer  ft  AUen— f  I  c 
Settemaier     AbatncI      ft 

Security  C»-t 
Urquhart  ft  Jodd-f  !  c 
White  S  C-f 

CHENEY 
Garbers  E  E— f 

Green  Frank— t 
HoU  J  S— f 
McCarthey  R  H— f  1 
Minnick  f  W— f 
Ratctiffe  C  A-f 
BjchardHin  C   C— 1    c 
WeUer  E  D-f 


LaRue  G  W  ft  Co-t  1  c 
Katlil!   P   S    &  Co-f 
Scott  A  M-f 

COSMOPOUS 
Brower  C  W— f 
Sraitii  Staoleir  W— f 


DAVENPORT 
Cathurt  Broa — f 
DaTle*  I^-< 
Fraiei  J  E^f  c 
Gibion   &   Foj-f 
Lee  H  A-f 
Phinney   ft  Wbealey-f 
Weaka  S   W-f   c 
Weill  Fred-( 

DAYTON 
Baker  Geo  B  Co— I  1  c 
Cahill  W  E— f  I  e 

ELLENSBURGH 
CarroU  ft  Wood-f 
CtaigF  E-f 


d'AblainE  G-f  e 
DkkniB  G  E— fc 
FaireU  h*-f 
Gwlt  B  F-f 
Hubbcll  A  HallMWa 


W  J— fl 
WW  L 


Saowden  ft  Rom— flc 
Stewart  C  H— fie 
Wiilianu  Guy  C  ft  Co— f 

EVERETT 
AiUmion,  Meacber  A 

BaboSrA  CI 
Baker  J  A-. 
Bonwick  Grace  G— f 
Clark  J  J— f 
Carrie  ft  Stanford— f  c 
De»tle  E  W  ft  Co-f 
Duryee  D  A— f  c 
Polaom  iDTcMment  Co-t 
Hudaon  ft  Booth— f 


Parkhurat  A  Kelly— f 


Peake  Bi__ 
Peane  ft  Li 
Ready  lofei 


FARMINGTON 
Renfrew  W  CUude-{ 
Ptowman  L — t 

GOLDENDALE 
Brooka  H  B-f 
Bowie  A  Raucb— f 
an  A  C— f 
r  W  P— * 


Ibbitum    Samuel— f 
Lamb  W  M  ft  Son-f 
McKee  J  S 
Morcan  ft  Brcmci— f 
ngden  W  B-f  c 
Phabrlek-B  S-l  c 
Rockwell  A  C— t 

Werner  A-f  c 
WilND  Z  T— f 


KELSO 


KENT 
Gtdbenon  ft  MtdlMii— f 
Shlno  A  Bowen— f  1  e 

LYENDEM 
AuatiB  1  S-t 
Baman  Mra  F  A  P— f 
BeaTCia  C  A— f 

MEDICAL  LAKE 
Firat    Natkinal    Bufc  of 

Medical  Lake-f 
Hallett  Stanley—t 

MONTESANO 
Bignold  L  &~f  c 
BD*h  W  H-<  e 
Cheney  B  G— f  c 
CalderJ  E— t 

UOUNT  VERNON 
Bowen   J    S-l 
Bradley  Auemtna — f 

tti'lVy  Shea-f 
G:.,.-i',^r  &   Wan! 
Hcl.ean   C,    U-f 
McLun   llenrr-f  e 
M,irbie  Geo  W-f 


NORTH  YAKIMA 
Amnnier  W  J— f 
Coonac  Bmn^f—1 

Donal  H  B— f  e 

Doiia<rui  C— f 

L«h  Land  Co 

Martin 

Miller  J  J 

Naylor  Frederick  B-l 

Needbam  J  H-f 

Scudder  H  B  ft  Co-f 

Taylor  Henry— 1 

YaJcima  Comraerela]  Co 


ft  Cn£^fa 
ra  Co-i^l 


INSUSANCS  AGENTS-WASHINGTON. 


«fflNJt  M 

indliTCZ-f 
cDowcD  Ju-f  I 


BUck  The  a 


■ur  Nilhu  S-tl 
zBHftCMc 

ibiuEA-l 


FALOUn 

ttP  W-c 
Mte  Lud  Ca-{ 
adGD-fi 
mkkj  K~ft 
rapSCk  Co-li 
ler  Rnl  EMI«  C< 
!  I  W-f 
nrdBCACo-f 

POHBXOy 

H  A-l 
1  N  0-t  1 

E  C-f 

CouBtj'  AbHrict 

M  H-t 
IW-f  e 
N  D-( 
!r  Fnnk-i 
V  B-f 
U— f 


urweh  &  Moi . 

irUcn)  a  Earles  Inc— f 

ilhoon.       Denny       ft 

Ewidg-f   c 
-irwr  J   H   &  Co-i 
Chilberg  A  gene  j  The— f 
-      on  John  B   R  (>-( 


T  Fred  E  «E  Co-f 

JT  IF*  Co-f 

bcbiocder  H  A-f 

■  »»b»chCT  Broi  &  Co 

Securilr,    Tniit    ft    Silc 

Depoait  Co— 1 
SMley  &  Co-( 
Shay  A  K  Jr-f 
SbtJ  &  Gilmer— f 
Shun  H  O  &  Co-t 
Stodird  E  B— f 
Strout  E  A  &  Co— ( 
Underwood  Realtv  Co— f 
U'Rtn  T  ft  Co— r 
ViUi  C  E-f 


Coop 


~f 


<wford. 


CunnmBhai 
D..iH  fohn 
De   MQle   ( 


kerly  &  Co— f 
y  T  P  S  Co-f 
cney  &  Peltini  "" 


A    T   &   Co- 

^r  &  Co-( 

1    M    &   Co- 

"i  ThorA- 


GarngL-.    ., 

Cough  &  Be: . 

Green   ft   HUl— f 

Gridncll  H  U— f 

Guion  &  Co-f 

Huford  ft  De  VenTC— f 

Hirper  Wm  P  ft  Son-f 

Heath  B— t 

Himelock  D  R  &  Bro-I 

IroDride  ft  Co-f 

Jackaoa   Realtjr  &  Loan 


Webiter  S  G-f 
Weymouth  H  E— f 
WhaleT  John  A  &  Co-I 


Zwick  W  T-t 

SNOHOMISH 
BMren  J  V-f  0 

Bofle  Joha— i 
Burtoa  Jamea— t 
Comtgr*  H  C— { 
Crippen  C  H 
Gorban  C  W-f 
Hall  Ju  W-f  e 
McGidiuicaa  U  J-t 
ShrewibciTT  D  ••  - 
Stockton  H  N 
Walton  H  F-f 


Co-f 


Johnaon  J  B  ft  ( 
Jordan  F  U-( 
lost  I  N-f 

Kinner   Pan!    & 

"  "°a"feii^f 


Co-f 

Co-f 


DWNSBND 

,Dk  A— f 
C-f   1   1 


Llppmann  H  E  &  Co— 1 
Llevelljn  ft  Ward  Agea- 


McGraw,      Kittinger      ft 
Caie— { 

McKinley   &   Wanon-f 
Martin  John   B-f 
Meacham  Geo  F  &  Co— i 
MilUr  C  E  ft  Co— 1 
Northwest  TruM  ft   Safe 
Depoait  Co— f 


F-f 


SPOKANB 
Alleohcrg  H  A-l  c 
Barren  St  Co— I 

Beecher  &  Thompion^ 
Bio-oe  I  J-f 

a  en  Wm  M  &  Co-f  a 
imberlin     Real    Estate 
&  Imp  Co-f 
Connelly  MBA  C»-f  e 
Codli-Claike  Co-f 
Dittgeit  FloTd  I^f 
DsKgeit  P  A  &  Co-e 
Deniel   EuBeoe-l  c 
Dorn    RudSph-1   c 
Encock  K  M-f 
Elmenttori   ft    Elmcndotl 

Fcr^n  O  I^f 
Fr.lHO  W  P— f 
Poiler  J  C— f  1  0 


J  A   H— f 

Olion-Uilla  Kealtr  Co— f 
Orr  U  E  ft  Co-I 
Osner  ft  Mehlhorn— 


I   Land   Co- 

n.on  &  Boa 

Pelly  B-f 


■  W   D  &  C»- 

P  J-1 

r   Reat   &    Col 


mierC  C  ft  Co- 
_._Ber  H  A-f 

Reed  &  Co-f 
Renick  F  H  ft  Co- 
Rimby  J  W-t 
Roberta  Tom  R  &  C 


Maan  ft  HInblc-t  g 
Mariner  ft  Riler-f  c 
Martin  W  IW 
Mnnaon  ft  Oy-t  c 
MnrpbCT  A  Co— f 
OppenhdmcT  »  Co— 1 1  • 
PieKOtt  Broa— f  1  0 


Sawyer  Land  Co— f 
Shielda  W  H-t 
Spokane  State  Bank— f 


Swu  Ceo  W-t 


Waahingion  Trait  Co-I 
Zieglcr  W  H-f 

SPKAGUB 
Cole  D  R— t 
DamreU    ft     FcttJ]oha-f 

Kinney  J  P-( 
Hlaner  Hcan-f 
Sanderaon  C  E  U-l 
Smhh  U  D-f 

SUHNEK 
B[»7  J  W-f 
IngaUi  W  H-f 
Trublhow  H  J-f 
White  R  R— f 
Young  E  J-l 
Young  Frank-I 

TACOUA 
Andcrion  S  E  ft  Co-^  c 
Babcoek  Phenix— f 
BaUosr,    Gotluia    ft    Co 

-f 
Batlow  ft  Whlteonb— I 
Barnet  W  A-f 
Berry  ft  Spiulding— f 
Bertelton  &  Co-i 
Broenkon  ft  Yonng-t 
Corey  ft  Kennedy 
Cotton  ft  Moaer-f 
Dakin  &  Co-f 
UillmoDl- Miller  Co— f 
Fidelity    Rent    ft    CoUee- 

lion  Co — f 
Fowler  G  W— ( 
Garretaon-Palmer— { 
Grant  C  D  ft  Co-f 
Gregory  E  F  ft  Co— < 
Gunaton-Heath— I 
Hanbey  A  1^1 
Hanaen  L  N  ft  Co-f  c 
Harden    ft    Whllehatue 

hSS,  ^on~ft  Co— ( 
Hill  Allyn  Co-f  c 
Hio»*rly  ft  Co— f 
Hopl^ng  ft  Co— f 
lonei  R  W  ft  Co-f 
Judaon  Co— f 
Keen  J  H  ft  Co— f 
Kennard  ft  Etdiidge-f 
Longalreth   H_y-f 
McCfaadleae-f^ 
Manning  L  R  Co-t 
Mattingly  F  I-f  1 
Mead  I  F— c 
Horriaon  ft  Bnlkwill-t 


Purdon  ft  SUcj— f 


RnJolph   W  F-l 
Riis^cll    Geo   &    Co-f 


Sh"f'  R   P— f  c 
SpsMiTiK  B-f 
Siilinri  A  F,  »  Co-f 
Tliompson  Karl-f 
Tou.y.  A  C-I 
Van    fiyunl    E  C— f 
VisMl  S  Eckbere— f 
Wclbert  J   A-f 

UNION  TOWN 
P^rmna  State  Bank 

~      ■  Bank-f 


ideltty  State  B 
rief  J  J-f 


INSURANCE  AGENTS-WEST  VIHCINIA. 


WASH.-Con. 

VANCOUVBK 
Anold  H  W-< 
Beard  S  If  ~f 
Biina  F— i 
Cnvtord  Wm  P-t 
Cnwlmf  Dm    1 
Ellwcll  J  H-( 
UacHuter  DcMuld-f 
UeCredi*   W  W-f 
O'Kcuw  Ju  J-f  1 
Ro«k7  £  U-t 
Sonloa  E  H-( 


StapktoD  Ti 
WtficbuDn  J 


Morsaa  J  W— f 
Fetcnon  H  P— I 
PreitOB-  Puton-HUUst 

Co-( 
FickMt  U  O-t 

WALLA  WALLA 
Aniettoa  J  G  Co— f 


Dice  A  jmcluoo-f  1  o 
D«Tiei  ft  SldDaef — t 
Howard  C  R-1 
Jonet-Scott  Co— t 
Xent  Jobn  P-(  1  c 
Lenaam  A  lr~t 
Uattlian  E  D— tc 
Nixon  E  H  ft  Soa-f 
PieMon  Chaa— I 
Schibd  John-1  c 
Shaw   ft   HcConagh;^ 


StiiUng    ft    Oitnndcr- 


WATEKVILLE 
OktI*  a  J-(  c 
DiTlaoB  M  H-e 
Hendrii^  G  W— ( 
Hopewdl  O  R— f 

V^^%i»  ^tLv  Baa 


WEST  VIRGINIA 


BERKLEV    SPRINGS 
DiwaoD  T  H  B  ft  Soo-I 
lofanwD  V  E— f 
Sbockeir  C  H-f 

BETHANBY 
Gkoa J  R-l  o 
Scott  CB-fIc 


BLUEneLD 
ADderion  R  A-H 


■ain  E  H-f  ) 
at  Top   laa   i 


Uolon  Israranea  Acener 

BUCKHANNON 
Chideator  J  H-f  c 
DrninmORd  Broa— f  I  e 

Boldns  i  Hodgea— f  c 
DduT   L   H— { 
Lncb    G   A— t 
SestoD  F  P  ft  Bto-(  I  c 

CHARLESTON 
Bacon  N  O-l 

Binhiael  L  N— 1 
Cain  ft  Whitney— f  I 
Captlol  Realtj  ft  Ina  Co 

Cation  ft  Summera— i 
Chamberlain  J   E— f 
DeGrnrter  ft  FralaeT—f^ 
Elk  Aiener  Campanr— f  I 
Empire  Beain  Int  Co— f 
FnnUIn  R  C-t  I 
Gallaber    DeWitt-f 

BlSS  A  C^^ 
Hill  F  i-t 

{cCHea  Thomaa  E— ( 
ooea  V/nt—e 
Boea-Wlakler   Ina    Agef 

Kama  ft  Odlina-I  t  c 


Lohmcrer,  Goihom,  Pat 

teraon  Co-f  1  c 
Lord  F  K-l 
Mayer  Joa-l 
KcCbeaacT  T  i, — I  c 
Newcomer  G  H— 1 
Scheor-MortoD  O^-f  I 


Norria  W  O— 1 


Bi^nlleT  Sam!  R-1 
HawK  A  1^1 
Hornor  J  Dsvi»-I 
Koblegard  Mitfc— f  g 
Long  !■   M  a  Son-f 


Wofcecter  C   Vf-t 


ELKIN9 
Cobb   W   H-1 
Cumminaa  Co  H  C— I  1 
Hirner  W  K-«  1 
Keim    N  H-l 
Ktim  &  Ktim-t  I  c 
King.   Kirlt-l 


NiilegBer  Jno  F — f 
Simon  &  Will— 1 
Sulherland   Uoward-l 


jnt  Tnut  Ct-4 

Holbert  Broa— f  c 
KellT  L  W-1 
linn  Uarrin  L— f 
Miller  C  0~t  c 
Nlchola  F  E-f  c 


GRAFTON 
Barlow  J  H-f 
Cole  ft  Da*la-f 
Cmiae  W  B-1 
Dndler  Mi»  Daity- 
Friedman   S  J-l 
Kendall  N  F— f 
Iille7   C  R-l 
Maaan    L  jA 

mSSTa  E-(e 


Pracht  A  RoM— i  1  c 
Starcber  ft  Co— f  e 
'•■  ;d  &  Wycko«-l 


GRANTSVILLE 
Miller  A  G-4 
ShiUer  D  E— f 
Waldo  S  T-e 

HINTOK 
Boreeai  ft  Boaeaa-t 
Darrctt  Wm  H— c 
Ewart  H-f  1  c 
Pack  E  B-1 
SiAwcickart  ChrU  J-l 
Spencer  A  T-^ 

HUNTINGTON 
AndrewB  ft  Taylor—  f  e 
Aibworth  L  J-^ 
Blair  ft  BnfBineton-f  1  c 
Burdette  J  G-l  C 
Burnett    Oii-nx—1 
Caldwell   Broa-I 
Cammack,  Rece  ft  Cam- 


Robion  &  Pollock-f 
Smith  D  B~l 
Sheltoo  Jol 


Bana  GcOTfle  W— I 
Bowman  H  L— 1 
Crooka  W  E-f  1  c 
NewhoDie  Geo  B— 1 
Potomac  Fire  Ina  Aaen 
Wolf  C  W  1,-f  e 

KINGWOOD 
Albriiht  ft  (Sbaon— f  1 
Wo!t  C  W  I^-f  c 

LEWISBUKG 
Burdette  W  8-t  1  c 


UANNINGTOH 
Porbee  W  H— f  I  e 

UARTIHSBURG 
Alexander  H  L^-t  1  c 
HarriaoD   P  B-<  C 
Miller   SmaD-t 
Portcrfield  ft  Boyai— f 
PownaU  Chaa  V-t 
Tbompaon  H  S— f  1  c 

MAYSVILLE 

Histabericr  W  F— f 

MONTGOMERY 

MonHomcTT  ft  Colei  Ini 


SAnaoaV  B-f 
oUand  B  L-t  I 
Neekamp  W  P 


tlontsomUT 


lurt   &    Richudi""- 

Haier  Chaa  _E-(  1  e 
Milla  I  H— (  1  c 
U^tb  Ed  W-) 
Potter  Erie— f  I  c 
Price  Wm— I  I  c 
Purinton  TohD— f 
Sandcra  Hairy— f  I  c 
Snee  W  1-1  e 
Siller  MT-fl  c 
Steele  ft  Bornaide— I 
Wanna  n  Altha-I 
Wharton  J  t^-t  Ic 

MOUNDSVILLK 
Blake  Geo  W-< 
Brown  ft  Son-t 
Catlett  J  B-1 
Harah  Cbaa-I 
Roberta  E  G— (  c 
Scott  ft  Booker— f  c 
Wrifht  ft  Tbompaon-f  c 

NEW    CUHBEKLAin) 
BiadlcT  C  S-t  I  e 
Robb  ft  Seott-f  1  c 
NEW  MARTINSVILLE 
Ho^wa  Taaea-e 
Ltuft  Pranda-f 

UcIotTIvI^-f 

Bellabia  Ina  Aceney— 

tic 
Wrifht  Ckaa-I  e 

PAXKERSBURG 
Blackford  B  R-f  c 
Bnach  J  C  W-l  1  c 
CarpeatcT  H   S— ( 
Chancellor  E  P  Ji—f  e 


atST-l 

St  J  E-I 
aCC-t 


ilmtaif  -  Vat\ 

Jib  J  T-( 
twmrj  J  A— f  e 

■rioftB  WD-f  c 


^dP'k^ 


?ENNSaOR0 

DfbUD  I17  E^  1 

aj  A  £niU3»— I  ] 

FBIUFPI 
n't    lu    Ji^j 


on  R  1,-f  I  c 
N  M-« 

W-f 


INSUKANCR  AGBHTS-WISCON5IN. 


RIPLEY 
_  HoDx  G-f  1 1 
C  C-f  I  « 


KOHNBY 

Haioa  C  W-1 
WhUaera  A  B  C-f 

KONCEVKSTB 
DDOchty  T  P— f  « 
Gibbt  (i«o  Vf—l  1  c 
tohnwa  Juki  B— I 
IfiMJiHiii  John— 1 


ROOSEVELT 
Haffmu  WI^ 
Robuti  G  W-f 
EalMTtt  R  C-^ 

SHEFERDSTOWM 
HuTtean  Sehlcr— t  1  e 
Weltibcimer  F  I^-l 

SISTERVILLB 
Afnew  W  G-t  1  e 
BrswiibMk  Geo— 1 
Lawrence  S  W— (  I  c 
McCor  H  W-( 
UtCor  Joha-l  e 


TERRA  ALTA 
rke  K  E-1  c 
IM  O  C— fl 


UNION 
licCUnsfaBtr  J  C-I 
Wluiilwti(ht  F  D-f 

WBLLSBURG 

BochttUB  T  H^  e 
Cooper  Ibi  Afenn— fl 
Cnrti*  k  Beared— fe 
Bnntt  ft  Hahi 
Glus  W  R-c 
Taceb  C  Kr-( 
K«MaB  John— I 
Reid  T  J-f  c 
WladMT  Cku  ] 


WHEELING 
Armbrarter  F  E— 1 
Balrd  Gm-1 
Buver  F  D— <  e 
Bowk  S  B— f  1  c 
BnwB  L  S-l 
Cillabui   P   R-< 
CitlcM  W  D-l 
CnD*  S  F— I 

dook  Gco-^ 
Dickey  Jm»  V-l 
Dinger  Diniel— I  c 
Ddobui  John — e 


Lamphear  B  O— 1 

Mithiion    Geo  J-f  I   c 

UcDonald   D  E-1 

U«kte    H-l 

Uornn  D  G  &  Son— fc 

O'Britn  J  E-1 

Psull  Alfred  &  Soni-f  c 

Piull   &    Pmull— f  I  c 

Rice.  Hendrii  &  Co— tc 

Rititer  F-t 

HUb^naon  J  E— 1 
Hodgerm  I  V  I^fe 
Roll  L  A-f  c 
RollFt  &  Emig-l  a 
Sharttr  E  E-I  1  c 
SiiniHon  It  Tatum— f 
Siniih  G  O  &  Son-f  c 

Slalnnlitr  D  E  &  Co— f  1 
SweencT  Ttaoi  B— I 
TaylDT  Bnw— I 


Wiedebtneh  A  H-e 
Wood*  C  C-t 
ZuH  PtatoH— f  I 
Zehn  H  E— 1 


WISCONSIN 


tERT,  BAERWALD  tb  DAWE  COMPANY 
msuRimcE 

86-88  MICHIGAN  ST.,  MILWAUKEE,  WIS. 


ce  Offlco,  Londoa,  Buc. 
■ncB  Co.,  nartford,  Coan. 


MKbnIca  «  Tn«v(  of  New  OriUM 
HuMvar  Fira  Ibivuu.  New  Voik 
Trndm  tn*.  Co.  (Uabattr  Dept.),  Hartford,  Coaa. 
aTATB  AOENra 


METROPOLITAN  CASUALTY  INSURANCE  CO.,  NEW  YORK 

rBRICAN  BONDING  COMPANY   (Bun^lary  Dept),  BaltimaK,  Hd. 
PBDERAL  INSURANCE  CO.  (AutomobUc),  of  New  Jersey 


Haj  Hanrr— f 
Honn  Tboa— t 
Kje!ei  &  McrU  In*  Co— 

Ucme'ft  Tndewen-I 
Palmer  E  H-t  e 
Steward  A-^ 
rrrrcr  ft  Crasdall— t  e 

APPLETON 
Allen  W  F-^ 
BrinT  W-f 
ClarE  W  A— I 
Cooker  P  U— flc 


Comeroi*  R  E—i 
Harbcek-HiUert  Inm^ 

ince  AgencT— t  I 
Hini  C  A-f 
Kdler  Loalt  H-) 
Kent   ft  Co-f 
Koffend  Joe — fte 
Koinelr  P  A— f 
McGiU  Hi«  E— f 
Harceilin  LcBrecb— 1 
Pierce  D  S-f  e 
Rhnlander  A— f 

VaDKlw  W-f   G 
Veiiir  W  J-I  I  G 


W  J— f 

Wcttengcl   Fred  PeUx- 

Wettengel    ft   Wetteniel 

WlDkeswerder  J  W— < 

A5HLAKD 


BDclanu]  Geo  H— t  1 
Boreh  ft  MeDcm»n--fe 
QUI  J  S-f  1  c 
Good  Jii  W  ft  Co-t 
Lamal  Pcto^  c 
Lk>rd   Con   W-f 


INSURANCE  AGENTS-WISCONSIH. 


WIS.— AshUnd,  Con. 
MoUa  A  B— fe 
PUihotU  C-i 
Qnun  W— ( 
Hm  A  WincUo^-f 


AUGUSTA 
Bndfbtd  A  R-i 
Bndford  I  B  ft  E  U- 


BARABOO 


Gemniill  A  G— f 
Hal)l«d  H  I/-1 


Scircck  &  Chec 


H«lJVT-f^ 


Sucy  E  D-f  I  c 
Vdinj  Peler— f 
Welch  T  J— f 
Williimj  E  E-i 


Dow  I  B-(  I  c 
Dow  7  S-f 
Liyennore  F  F — fe 
Lovt  J  A  &  H  J-f  c 
UacAffcc  C  M^  c 
North  rop  M  E-l 
Pret  Biolhen— f  c 
Robert  1  H— f  c 
Van    Uprl    Don— f  c 
\Vilkio5on    Gco-I    I 


ChrlMh    a    Crawford— f 

Ic 
Eudbracht  P  Jr— f  e 
(jifibird  C  N-f 
Hitcbcack  Cbu  W— f  1  c 
Mormon  Henir— i 
Peck  C  A-t 
SchumckodT  John   M- 


D«wiu  EdB  A^ 
Cnmu  W  W-4 
Lwfcn  Boi— f 
Ifcnfchwioen  C — (e 


WtJkcr  G«a~S 

BRODHEAD 

CupentaT  C  W— I 
Derrick  F  R-^  I  c 
Uttter  MIn  Hair  R-i 
Rudall  A  N— I 
Sihempii  Wm— f 

Sliaaer  C  E 
Skinner  &  Slont— f  1  « 

BURLINGTON 
Brehm  I^-l 
Haoton  H — ( 

filIlCi  C  A^dc 
cCuM  C  B-i 
Ueinhut  A— f 
Mole  C  A~( 
Munhardt  E— f 
Prwch  John— f  o 
ReuKhlein  F  &  Son-H 

Ic 
BeuKhlein  J-f 
Sctamlkr  F  A— f 


CEDARBURG 
Armbroiter  John— 4 
Becker  U  P— f 
Horn  W  H-i 
Jpchcm  L  E-t 
KcQUr  C  F—t  B 
Kueiher  F  R-l 
RoKDheimer   D  H-f 
Weber  John  3r-l 


Doxiichel  Gregor    I 
Hume  G  C-f 


Pfeffer  A  J-I 
Pioaow  W  F-f 
Shewe  An«i"M   H— f 


Fwell  H  P-( 
Gailey  &  Millci— I 
Greennood  W  S—l 
Hughes  F  R-f  I  c 


!^^; 


NoUd  Jai  M— f  c 


CLINTON 
Kemauier  J  F— 1 1 
MoehleBpih   H  A— r  I 
Nortbioiy  W  S  »  A  K— 


Gimli^  C  R—t 
Goff  J  H-f 
Hoh>  F  &^ 


Ricdner  W  J— {  c 
Sbennn  O  D— la 
Wbcvler  ]   R^ 

CUMBERLAND 
Cook  Geo  B— f 
Fuller  WN—* 
HoftUnd  &  Eviot— t 
ButR  B— f 


DARLINGTON 
Bower  WiJter— f 
CjLity  J  K~f  c 
Conley  P  H— (c 
Fallon  F   U-1 
lolly   H  L-f  1 
licCoDnrll  &   Wfst— ( 
McDsniel   C  r-f 
Mackay  T  C  1^1 
O'Brien  John— t  c 
Otton    P  A-l  1 
W«l  Geo  F— fc 

DELAVAN 
Bowen  ft  Somner— f 
Crue  Effis-( 

tohnaoa  H  C— f  1  e 
:endrick  A  B— i 
Lillihridge  Robt-f 


Smith  Herbert  J— t 
WejenberB  R-^ 
Workman  W  M—f 


Hoaldna  Jamem  J— f 
O'Neil  I  E-f 
Perkine  E  A-f 
Raaiosi  O  E— f 

Reew  Jobn  M-f  I  e 
Robbiae  A  I^-< 
StroDC  OrrDle — t 
Thonui    B   Ir_f   c 
Taylor  C  H-f  I 
Witliami  D  H-t  1 

DURAND 
Biainard   K  K-1 
Eidridn  J  D—f 
Foch  Frank— f 
Hammond  A  V-1 


Fittiioa  E^f  1  c 

Pattiaon  T  J—f  c 
Wallace  A  J-t 

EAU  CLAIRE 
Aauatad  Ole — f 
Atkinioo  Peray  C— 1  c 
Bartlett  E  M  ft  Son— f  i 
Bletcher  F  1— I  c 
Bright  Honce-e 
Boflii  R  V— c 
Cfaaac  Hirmm— 1 
Cfariitopfaet  Henrr— 1  c 
Culler  7  C-f  c 

Gi1a%  Ifoabolf  c 
KeiM  E  W  ft  Co-f  c 
Hubbard  U  B-f 
TadaoB**  Son  O  F— (  c 
KlldakI  J—t  c 
LawnMi  Brady— < 
LortvGeo  J— f 
McCorkhill  H  V-l 
Roondi  E  B— I 
Sctaloaaer  Pctci^-f 
Shaw  Un  NelHe-l 


Wdnfeld  Ei^ 
Weyand  WWi 
WifcoE  5  H— 


Firman  G  P-l 
Jobnion  Heniy — f  1  c 
Ladd  E  H-f 
Son  H  C-t 
Towne  L  B.—t 

BLEHOSN 
Baraea  C— f  I  « 
Cain  Geo  B-) 

aSS^w~i-f 

GottW  W-lc 
Hooper  E  J— < 

Lrtle  Sanoel— c 
MoirUon  S  B-l  1 


ELROY 
DitbmarJ  T— < 
Hart  J  &-f 
PhiBifi  Wm  G-t  I  c 
Rowan  H  C— f 
Telfer  Archie— f 

EVANSVILLE 
Colony  O  C— f 
Hartley  Robert  D— 1 
lanca  F  L— f  1  c 
Mtgee  Geo-^  1 
PbUlipf  W  R-{ 
Pollen  Geo  1^-f  I 
Ridhaond  R  U— e 
Toll*  wm-{ 
Wilder  N  D-f 

FOND  DU  LAC 
Amory  R  U  Co— i  e 
Baker  A  P-f 
Cole  W  B-e 
Crosby  R  H— I  1  c 
Dana  A  G-f  t  c 
De  Steele  Willitm-l  c 
Fairbank  R  C—f 
Frdbers  C  F-*  1 
Gi«eaa  F  B-f 
Handt  C  L-f  1  c 
—  C  E-f 


Koner  E— f  c 
McDermott  J  P-1 
McDemott  Wm-i  I  e 
Madden— f  1  c 
Hiloney  E  1,-f  1  c 
Maloney  L  E-f  c 
Meiitlejobn  W  A-E  c 
Phelpi  ft  Wotaon-f 
RodRera  C  E— f 
Ryan  W  J-f 
Schafer  ft  Johnaon-I  c 
Schuchirdt  A  B-f 
Seeley  E  A~t 
Steel  e-Borebam      Afency 

-f  Ic 
Wolff  F  J-f 
WyaN  S  1>-f  1  G 

FORT  ATKINSON 
Aapinwall  C  H— fie 
Biadt  N  D  M-f  c 
Brandel  J  C-f  1 
(Uawen  C  A— f  c 
Cbaae  Roy  D-!  c 
Chaie  T  W-c 
Curri*  C  B-f 
Donkle  O  W-( 
Eicbman  Wm-f  1  c 
-raok-c 
n  W  F  Ji-« 
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HbUboiiWO-I 

MoomO  Wc 
PctcrunlA-J 
PoRcr  Honif  E-( 

IkcES-fl 
^wen?H-lc 
cfctiDef  J  F-t 
/cbk  i  Tnn-f  e 
'ItdikEA-ie 

POUNTAIH  Cinf 
idler  Pint 

£'m  Mtrtin  H  I  c 
n»M  Gs-f  le 

FOXUKB 
rim  F  I-) 
dter  lokB-f 
nrioll  5-t 
tb  WmlX 
nraeU  Wni  7-1 
ciBfon  LtRn-f 
rrti  Ceo  S-f  I 
hatlC-le 


'  F  G  A«ney— f  c 

E«fle-f  le 
nvJIle  Ed-t  ] 
*  Seott— fie 
ft  Kfc*«-f 


W  J— f 

£^-i  I.- 

^  Ina  Agency— f 
—1  c 

;— f  I 

is  C— f  I  c 
M— I  c 
irl— I 
n— f  1 
Miaa   S  C—t 


F-1 


Kinoer  A  J— f  c 
Rudill  Gm-4  I  e 
SlrasK  R  W— f  I  c 
Wcbtter  W  E-f  c 

HUKLBY 
FUaacanJ  C-f  le 
FoMtf  Cm  C-f 
Rdd  Dn-I  1  e 
Treuna  ft  Lamtriz— 1  < 

JANESVILLB 

BMTtLIr-f 

BUdmun  Frink  A— 1 
Blulivd  H  H-l 
Bngsi   Kobt   P— f 
Bnnu  J  H— f  1 
Carter  ft  Hotbc— 1  c 
adaod  C  S-f  c 
DoBima  Fred  1^-f  1  e 
Cimniiiiham  H  J — i 
Groat  Wm-l 
GrubbS  D-t 
H«r  J  t^l  c 
Himer  ft  Beer*— I  1  « 

te]b■  Geo  A-i 
N-1 
Lichfield  F  H— f 
Lowell  E  W-f 
McKinntT  H  D-i  1  0 


Solder   Fnok    R-i    c 


JEFFERSON 
Habennan  O  T—t 
Henry  W  S-f  c 
KenebcBtteiiieT  O  J — f 
Uittele  ft  Smitb-4  1 
Muck  Wn  A— f 
Roeuler  O— I 
ShakeebetW  L  W-l 
StoppcDlauli  Fnn^H 
SUr^bich  O  F— flc 


MullipUand  H  J-^ 


Corconn  ft  Swltl-I  c 
Crook  H  C-f 
Fliach   Rannond— t 
French  A  H— f  1  e 
Grwer  FT— f 
HoUlater  E  H— ( 
HudKwi  Ceo  W— 1 
Huep  G  W-l 
Tordu  H  F— ( 
Kenoihl   Realty  Co-C 
Marn  F  A-f 
Mathewi  Theodore— I  e 
Miller  Ja*— < 
Movacki  Kazmir-f 
Pcnneteathcr  Jw—f 
Ffennis  Chat— tc 
Reinold  Fred-t  c 
Hdth  H  W-f 
Schend  ft  Sod— f  c 

t[mmoai  ft  Brine— t 
limnoni  ft  Pvkei^-f  i 
Tarbdl  C  A-f 
Tolly  Ji»-f 
Villiww  G  L-l 
2*Dl  John— f 


KEWAUNEE 

jMCf  O   H- 

Cawcn  WA-f 


Wlu  0 
Wl^Mcb 


LA  CROSSE 

Cnmer  H  ft  S  C-f 
Daniel.   ;   A-f 


HickiKh  W  j-1  I 
Hnllj<-k  W  C-f 
BoHryJ    M-f 
Buni  dint  W— f 
Kni.in  L J-l 
Klein  C  F-t  e 
Loomis  E  I>-f  e 


Schofield  F  H-I 
'cccbM  O— f 
.jc  BnrCc  Anncy^-flc 
Thotnpun  ft  Nelson— f 
Van  Aohen  C  S-(  I  c 
Voli  B  H-f  1 
Wilkcr  W  E— fc 
Wheeler  Holwiy  i  Co— ( 
Whyte  D  G— 1 
Wlthei      


J'iih  ft  Schnlkunp— (  « 
Toi  Edmn  M— 1 
Haley  John  C— fie 
Haley   Loui»-f 
Herfalh  Theodore  «  &•■ 

— fc 
Hobbin*  3  B— f  e 
HobbiB.  I  N-f 
HobbiDt  Xotii*  M-f 

Kropf  R  R~f 
HuyVr  J  P-1 
L«dd  N  A— f 
Lamp  RobI  M~fc 
I^tscn  A  C-1 
UaiB  A  H  4  Son— f  1  • 
Main  W  E— f 
McKay   P»ul  W-J 

D  W-f 


LAKE  GENEVA 


•  rfirld  J-t 


Kestol  Mrs  N  R-1 
Kiill  Fred-f 
Samoion  I.  D-1 
Willi  (I  C  H-l 

LANCASTER 
Carthew  John— f 
Lathrop  W  B-f 
McFtrien  Jtnie»— f 
McCmt  Elr-4c 
Moru  A  C-f  1 
Shlmmlni  W  E-f 
Schreiner  DaTid— f 
Stevcna  L  rl— f 
Slone  John  M-^ 
T»ylor  S  H-f 
Wayne  Alonio— c 
Wbeeler  G  B-t 

UADISON 
Adimi  ft  Caaa-f 
Amei  A  R-f 
Aadervon  R  B— I 
Annll  Geo  R— 1 
Bdl  Frank  R— 1 
Batkerville    E  J-f 
Boyd  Inveatraent  Co— 
Brercton  H  H— f 
Brom  C  N— f 
Campbell  Chaa— f 
Cooled  se   Qifford- f 

COTTT    J    P-* 

Cnnriey  J  I— I 
DitU  Frank  H-^ 
Dow  CM— I 
Ellis    ft   Eigheny-f 
Feather*  M  D— 1 
Field  C  A-f 


Mornli^i 


H-f 


Pringle  J  D-1 
Pfoaor  7  C-f 
RatcliS— f  1 
Riley  Geo  C-f 
Runje  A  E~-t 
ShttHer  C  E~f 

Schlo«6'E  T-1 
Schluttr  F  C-1 
ShakeiheskY  L  W-l  c 
Sonmers  Max-f 
Sienhcnson   R  C— I 
SlCTM.  L  E— f 
Stimmen  Muc— f 
Webb  A  T— 1 

MANITOWOC 

Cole  J  H-l 
Filfte  H-(  1  e 
Crti  C  r-f  I 


HflUBfn   &    Brady-l 
Healfv  D-(  c 
Hubbard  H  F— f  I  c 
LinJstedt  Juliu.  ft  Co— 


Klarik  Niclt-f  „      , 
Ku!chenburff    Oiarli 
Leroy  jo.eph-1 
McGillfi  J  J-f 
Mfldimn  &  Duihury 
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MARSH  FIELD 
Booldrk  A  L-f  1  e 
CoU  J  F-l 
DeolMBU— f 
UoUErtA-i 
Edmrdi  C  B— f 
Fleckoutdn  H  G-t 
Hiho   ft  Habn— 1 
Pamof  E  B— f  e 
VtMtr  C  S— t 
WasBcr  Huso 


Gnbb  Geo  S— fl 

Hods  WC— f 
Lyon  O-i 

WoMrWF-f 

HAYVILLE 


RccbnsJphtt-( 
Hccbars  Ful— c 

JuneD  Gn-ll  e 
Klocdca   A   Proctu 
lUn^c  Vm-t 
Thitik*  Hut^-t 


Cort  Wn— f_ 

ScUMt  HauT— f 
Wiltird  H  H-f  G 


dam  C  I^f 
eSS-ic 
»nt.  J   M-f 


HENOHONIE 
Bat«  EJ-t 
CUik  WA-tl  G 
Drovler  &-f 


^ird  Sobe  B-( 
Bird  A  Bum— I 
Bosk  &  PflcMr— f 
Bonh  Otto—* 
Bcnra  J  D— f 
Bndford  I  R-< 
Biaun  O  A-l 


n  A  S  A  W  B-t 


„...tciu7  &  Whi 
CroUa>  S  H—f 
CicTwiniki  IvpatE— t 
Damlioetilw  T    A    Co— I 
Dtumling  Ch»«    f 
DcUacr  rruk  B-^ 
De  wAt  Joba  B-4 
Dietrich      A      IHetrieh 

Dtnswall  R  l^ 
DoDD  W  A  A  Ca-f 
Dnnptiv  J  F~l 
Dtumnd  Lecdom  Agty—t 
Donod  Lonl— I 
Ehlluintt  B~i 
Eiernun  A  C  A  Co 
Eldnd  AgsiCT  Tbc 
Elmer  RTch-t 
Ernat  Tbeo— f 


Fiichbeck  V  D— f 

Flanlni  T  J— ) 

Fona   S   Wawctrniikow- 
•ki-f  I 

Ponler  At— I 

Froede   A-t 

Fuller  H  S-1 
,    Cibaoa  Uiu  C  IS-i 
■    Goltuach  HeniT— * 

Gordon  J  D-H  o 

Gotttetuilk  S  W  A  G  H 


HoBwood  T— < 
Heian  f-i 
McLean  W  C 


Greene  Broe   A  Hinacn 

-I 
Grootnult  A  I^-f 
Gratu  F  J  A  Co-( 
Hackett  A  Ho8— f 
Hamn  P  H-( 
Hunan  laa  A  Co-f 

aaaoD  T  A— f 

erdeaen  S— I 

Hibbard  C  F  A  Co-I 


PkUaey  A  KnlaM>-f 
Roanasn  F  G~f  I  a 

MILWAUKEE 
Aaioni  Eliaa— I 
Albright  Janes  G-1 
ArmitaR  Ardcv— ^ 
Auer  L  A  Son-( 
BaldaafTo«epb-f 
Bariwr  E  B— f 
Barker  Cbaa-1 
Banlett  Geo  D— c 
Batae  E  O-H 
Baaae  G  D-f 

C-t 


in  J  H  C- 
T  Paul  -f 


Dawo  Co.— f  - 
ilalihaBer  &  Webo^-f 
Hoach  John  J-] 
Ho.t   Oem    P-( 
HuchtinE  F  B  A  Son-^ 
Hucke  H J-f 
Humniel  H  D-( 
HuBkel  G  P  4  Son-f 
Hymen  J  0-( 
nda  J  S-l 


efferaon  Rich 


-mnedi  I  A-l 
Kleck  G  H—f 
Kippd  Geo— I 


Krauthoefer  Wa  J-t 
KrebU  F  A-{ 


Kremera  O  A  A  Co— 4 
Leedom  taa  B— f 
LocSler  Otto— I 
Locire  R  C 
Lons  Samuel— 1 
Mact  B  S 
MacLaren  U  N— I  c 
MacNeill  E  H-( 
Uannc)'  G 


Mappcl  John  1-i 
Mittheva  Q  A-( 
Maynard  CTA-f 


Merrill  Rossa— 1  c 
Millard  Fred  C— c 
Uoraan  B  A-i  I 
Morgan  Jaa-1 
Morgan    Win  J-f 
Mudler  S  C  Ji—f 
Uycn  J  O  A  Co-f 
Naiah  E  B-l 
Noma  R  H-4 
Oamer  S  C-l 
Otien  Tbeo— I 
Park  A  Co  C  W 
Patten  M  M-f 
PatU   A  Sebrt 
Perelei  Herman    f 
Plimpton  N  D 
Pitle&ov  Chna-f 
Popoakejr  F  T  A  Co— f 


lej  C-f 

Ramaer  T— f 
Rebban  Aug  A  Co-( 
Rlcbtcr   Theo-f 
Roberu  Co  Tbe— f 
Rogers  E  E-f 


EiumU  Geo  H  a  Co-f 
Saltntehi  L— I  c 
Sanbon  P  S— t 
Schaeier  Cbaa  A-f 
Schenck  O  J-( 
Schiaaler  Br»— t 
Scbraiti  A  Co  R— f 
Schneider  T  U-f 
Schroeder  Cluia— 1 
Schroeder  Edward-f 
Schroeder  Hri  Ida-f 
Schroeder  Wm  F  A   Co 

Scott  F  M— f 
Semmann  J  L  A  Co— f 
Sbennera  W  H  A  Co-[ 

SifkwonVC  H 

Stewatt  W 

Stiank  LS-f 

Suelflow  TWA  Sona-f 

Surlea  W  H-I 

Tapping  &  Reidebure- i 

Tuebiatowiki  Alberl-( 

Ticbienlachr  Fnd-[ 

Vance   DaTid   Co-f 

Waller  Geo  C— 1 

Walff   F  W-1 

Wuhbuni  A  Faiit  Co-j 

Weila  B  M  Sona  A  Co-f 

Weni  A-f 

While  E  E— 1 
I  Whilnej  F  H-f 
I  Wilde  M  E-f 
I  Woller  A  Blum-f 

Wuntei  E  G— f 

Zillmer  &  Zenter^-f 

Zinaer  A  Bran 
I  Zwalina  R-1 


MINERAL  POINT 


MeaeroU  J  A-( 
Paahalluna  Allt«4-I 
PrimS^H-i 
Remold  ]  B— f  lo 
Spinaler  A  UeUko>-l  I 
TrewccE  Joo-f 
WcUH  S-f  c 

MONROE 
Eltcr  ft  Tnafr-fU 
Hodges  ft  Tachudr-ftc 
Roner  Edward— I 
Stoma  D  A  A  Co-f  1  c 
Thorn  ft  GoikaB— 1 1  e 
Wri^t  C»— f  Ig 

NECEOAH 
BateockC  E— fic 
Banter  Hanr  W-t  1  g 
FolkiC  C— fie 
Nilea  A  F^-fl 
PEaS  L  G— flo 


OanaGn  3  H-4 
Gcrbarit  W  A-I 
HiIIMHC-<a 
Hiattfthna  W   H- 

HoweU  J  H-f 
Teoaaa  ftda-f 
kcIliHg  A  W-f 
HottHaAew-f 
Oberier  H  J-l 
Pride  S  B-f 


Wndlng  Mnoa 

NEW  LONDOH 
AodciaoB  Asdmr— f 

Bhndlh  M-[ 
Dtrfiimns  G   W— c 
DtDiming  N   R-f  I  e 
Furhjah  C  E—f 
Hermann  A  C— f  e 
Hildertnndl   I  G— f 
Knapilein  M  W-f 
Nu«b>um   Wto-1 
Pape  A  H—f 
Rape  E  C— i  I  e 
G  H— - 


Ritcb 


3  T-i  1 


rc? 


Iowa  Co  Bank — I 


^Dltlran  G-f 

NEW  RICHMOND 
Baker  Lnther  A— f 
Beeba  S  S— fl 
Fioaeaan    Frank— f 
Hnwkw  S  N  ft  C»-4 
KIbbee  A  RrH 

UcN^  Wb  F  ft  M  P 


OCONOMOWOC 
Debbie  Geo  A-f 
Delaserii  W— f 
Edgertoo  B  G— f  c 
Bdnrd*  l>-c 
Evaaa  N  W-t 
Htulbal    Marterr  J-f 

^mT^^F-Ife 
Kelly  John  /      ' 
McDowe"  "" 


U  W  S— f 
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RoUawa  G«o  E-l 
Smth  DB-fe 
Tfaeobold  £  C-c 
WilUaaii  Looiie  C-f  c 

OCONTO 

Braieau  &  Pelker— f  c 
CaJdwell  A  H  1  c 
Caldwell  ]ohn-t 
Dta  LevT  J  A— f 
HArrcT  L  C— f  le 
McAUuter  A--f 
Morrow  G  C~l 
Peeor  Dtvid— 1 
PocqiMtte  JoMph— fl 

OMRO 

Dafidiofi  G  B— f 
D'mdaon  Rob— f 
Slinei  Ferr—i 
Hotchkiu  MiM  Netde-l 
iarlbut  Wilbur  E-f  1 
'.help  J  S-f  c 
relwen  John  D— f  c 

OSHKOSH 

miington  W  N— f  c 

ikerW  H-l 

irber  A  J  ft  Co-f  1  • 

irber  The  Co-f  c 

isc  Heniy— I 

atlcr  T  H-f 

wen  W  H-1  c 

reton  Geo  R  &  Son— f 

meroii  D  N— 1 

i«e  O  P  ft  Son-f 

jftiuitoB  N  P-f 

r  B  J  ft  a>-le 

aaades  ft  Lub*— fie 

enewald  W  F^ 

(non  AffencT'"! 

t  A  W-^i 

trkner  J  ft  J— I  e 

ion  ft  Crmrir^  e 

•old  Alma  V— f 

old  W  H-f  e 

her  G  S-f  1  e 

i€r  Wm  D-f  c 

>8h  SaTingB  ft  Tnut 

A^cy — f  c 

!r,    AadiM   ft   Hin- 

Tx  M— 1  c 

[^  Horaee— 1  e 
kCnren  B  E~~f 
lylce  A  R — 1  c 
x>d  E  W— f  e 
Levitt  ft  Tnttle 
c 

OTSEGO 
rs  C 


PEPIN 

E— f  c 
C— £  e 

rXSVILLE 
T  J— f 


Hottman  H  W— 1  e 
Leudtke  H— f  1 
Robertoon  R  W— f  e 
Rooney  H  J— f 
Sweet  U—4  1  e 
VfUaon 


PORTAGE 

Baker  E  S— f  c 
Bogue  David— f 
Derinfi  C  L— f  le 
Downey  M  J— f  1  c 
Fulton  Wm— f 
Hanley  T  C-f 
Hettinger  John— f 
Holmes  A— f 
Jaeger  E  L— f 
Keiser  Frank— I 
Kelm  W  O-f  1  e 
Kellogg  ft  Hall— 1 
Kteler  P  W-f  e 
Lawson  J  M— f  c 
Lurvey  D  T— 1 
Mitchell  Robt— f 
Older  Jas  A— f 
Smith  Chas  H— f  c 

PORT  WASHINGTON 

Boetwick  E  B— f 
Boetwkk  J  M-f  1  c 
Eckd  C  F— I 
Hill  Oarence-f  I  e 
Niederkom  Hcnnr— 1 
Schnmackcr  Frank— f  e 
Schason  W  F--f 
Zastrow  Walter  G— f 

PRAIRIE  DU  CHISN 

Benson  E  R— f 
BttU  N  S-f 
Garrity  J— I 
Neidymeyer  F— f 
Otto  H-f 
Schweiger  W  T-f 
Smith  Wm  T-4 
Smrcina  V— f 

PRESCOTT 

Cook  Geo— f 
Pirncr  Barbar»-f 
Longworth  Edward— f  1 
Miller  H  S-f  1 

PRINCETON 

Giese  Herman— f 
Harroun  Edw— f 
Herring  J  E — 1 
Manthey  H  J— f 
Maxwell  H  J— f 
Megow  H  E— f 
Schulthies   Henry— f  c 
Whittemore  W  W-f  1 

RACINE 

Anderson  Jacob— f 
Baahell  R  E-1 
Blish  Byron  C  ft  Co 
Boyd  R  M— f 
Carpenter  ft  Rowlaadt^ 

fc 
Comer  John— 1 
Davies  J  E— 1 
Deitrich  Broe-f  c 
Durgin  J  E— 1 
Fagen  T  A— f 
Frankaon  J  R— f 
Gcmmill  J  A 
Herzog  ft  Cb— f  c 
Jagers  ft  Co— f  1  c 
Janes  D  G— f  c 
Johnson  C— f 
Knight  J  W  Co-f 
Leach  E  W— 1 
McCaughey  W  F— 1 
Milkr  L  D  ft  Co— lie 
Miller  Wm  H-f  1 
Mogcnsen  Lonia— f 
Morey  D  J  ft  Sons— f 
Nelson  Peter 
Vttvn  J  L-f 
Powcn  Thoa    1 


Schlegel  L— f 
Weadt  ft  Nelson-f 
Yance  ft  Son— f  1 
summers  ft  Co— 1 

REEDSBURG 

Bates  &  Sherman— f 
Daly  Patrick— fc 
GiU  N  I-f 
Morse  Geo  T— f 
O'Connor  Hugh  W-f 
Perry  R  F-l  e 
Riggen  Wm— f  c 
Sbefden  C  F— f 
Stolte  £  G— f 
Stone  Chaa  H— f 
Stone  James— f  e 
Winchester  W  P— f  c 
Wyse  Wm  A— f  c 

RHINELANDER 

Bamca-Weesner  Agcjr— f 

1  c 
Browne  Paul— f  e 

{ewell  ft  Steele— f 
iahoney  Geo  F 
Miller  &  Reevs-f 
Orr  Wm  C 
Teal  J  C— 1  e 
Zander  Herman 

RICE  LAKE 

Balky  N  W— fc 
Barry  M  P— I 

Bowers  E  N— f 
Delta  W  W-1  c 


Demarest  J  B- 
L— f 


Everts  E 

Olson  Jasper  j&— t  i 
Peterson  S  A— f 
Rasmussen  K  E— f  c 
Sudeaon  Theo— 1 


RICHLAND  CENTER 

Clark  H  J— fc 
MeCorkle  W  S-^e 

Moody  G  S— f 
Pier  A  V— f 
Thomson  C  R 
Wulfing  ft 


RIPON 

Evers  H  C— 1 
Fargo  G  T— f 


Homer 

Homer  G  F— f 
Loper  A  A— f  c 
Lyle  W  R-f  c 
Sanford  B  F— f 
Steele  Frank  E— f 
Thomas  David— f 

RIVER  FALLS 

Ellis  C  R-f 
Grimm  J  H-f 
Knowles  W  P— f  1  c 
Skogmo  G  B— f 
Spence  W  G — f 
Weiger  C-l  c 

SAUKaTY 

Kahn  Andrew— f 
Naifk  Chas-^f 
Theisen  Math— f 
WiUams 


SHARON 

Denamore  F  C— f  c 
Hoard  Ralph— fc 
Kinyon  Henry 
Manafield  Geo  C— f  Ic 
Wise  J  B— f  e 

SHEBOYGAN 

Aldag  ft  Burhop — f 
Armbruster  John— f 
Benfey  Felix— f 
Bowles  &  Bowles— f 
QarefllMich  E— f 


Cole  N— flc 
DetUng  ft  Maynard— f 
Dewey  H  G-l 
Firihammer  A— f 
Giblin  J  M-i  1 


Hanson  J  W— f  c 
Heller  Geo  Jr— f 
Hoope  ft  Co— f  e 
Jphann  W  C-f  c 
Keli  Frank  ft  Co— f 
Luhmann  A  E — f  1 
Lutz  C  Sons  Co— f 
Latse  £— f 
I^ch  Thomas— f  c 
Margenaw  F— f 
NaoelF-f 
Nehriich  Emil— f 
Netwna  H  J — flc 
Nickel  J  H^ 
Ochler  Ed— f  1 
ppgeorth  H— f 
raster  Ed— c 
Prescolt  A  C~— f 
Reuter  P— f 
Roenits  W  C— f  e 
Schmidt  WilI-£ 
Scfaraspe  Gua— Ic 
Steimle  John— { 

Zeuner  Adolph— e 
Zundel  E  A— f 

SHEBOYGAN  PALLS 
Barragar  W  H— f 
Bauemfeind  J— i 
Dehvan  John— ]  c 
Ehren  J  P-f 
Heald  A  0-£Ic 
Little  LeRoy  T-c 
Osthelser  J  P-{ 
Wachter  Chas-f 

SHERIDAN 
BoatwiekH— 1 

Stote  Loan  ft  Tmst  Co 

StoCts  F  H-f  1  e 
Sumption  ft  Kas^— f 

SHULLSBURG 
Law  A  W— f 
O'Brien  M  A— f  c 
Weatherby  Geo   E — fc 
WUliama  John  P— fc 

SPARTA 
Ady  I  H  ft  Co-f  c 
Blyton  W  H  ft  Co-f  c 
Button  S  W— f 
Dickerson  E  W— f 
Dunning  T  A— c 
Givler  ft  Longwell— f 
Masters  Harry— f 
Rice  Z  S-f 
Rice  &  Roberts— f  1  e 
Teasdale  H-4 

STANLEY 

Culbertson  C  B— f 
Imbert  Roe— f  c 
Lynn  W  H— f 
Olson  Nils-f  1 
Stalheim   Nels-f 

STEVEN'S  POINT 
Buckingham  W  B— f  1  c 
Clarke  Menry — 1 
Finch  H  J  ft  Co-f  1  e 
Hayes  G— 1 
Hem  G  W— f  1  c 
KlelisaewksU   Martin— f 
McDonald  R  K— f 
Moen  L  P— I 
Riley  Thos-f 


WlS^Steven's  Point 

Con. 
Selkra  E  W-f  I  c 
Shonmr  W  i— fic 
Siaoiuas  C  w— c 
VaughD  Cw^ 
Wakcfldd  Gco-f  1  « 

STOUGHTON 
Chase  Ftank— c 
Cuirkf  L  C— fc 
Dow,   Rob*  S  Sons— fe 
Gilbert  A  E— f 
Htgelmerer   W    C— 1  c 
Hibb»td  J  M-( 
Huber  Fied-(  e 
HulKibn  H  A— ( 

McCoak  R  D— f 
Sevirson  A  L-l  1  c 
Ushtr  D   D— f  I 
W»it  B  E-f 

STUItGEON  BAY 
Bcmbvdt  H  O-l  c 
Bninion  Sletne— I 
Feuer.    Cody    *    Bem- 

bardt—f 
Fetier  H«niy-c 
Ndsoo  *  l«wreoce-f 
Pclcrnn  H  I^t 
Schauer  I  M— (  I  c 
WaldmsD  H  C-1  e 


Erbirl  Chatlci  A— ( 
Finch  Bros— f  c 
Gilbert  H  Vf-t 
Haiper-Sbicldi       Agencr 

H»rp^  W  7-t 
Hdmbaugh  4  Sprin«-< 
Howe  Ajen.r-1        , 
Ttfrard  ft  Lenroot— * 
toner  ft  Pecthim-I  o 
McCrtw  Jobn  M-l 
MomL  H  Ic 
Newton  Geo  G  ft  Co-f 
PertOB  B  M-l 
ttogert-Knger  Co— f 
Slephennn  R  ft  Co— f 
Stritton  Philip  G  ft  Co 

Sunderland  &  Oitrwidec 

TeoDla  Cbaa  C  ft  Co— a 
Webb  W  H-l 
Wildner  &  Wildnei— I 


IK  ft  Sadinr— f 

e  J  W— ( 

«ia  Ed-f 

Prentiu  J  ¥—t 
Robr  Max— t 
Schoecknt  A  Haaer- 1 
Sldnner  Oa*  A— 1 
Suit  W  D-i« 
Tanek  Emil-f  c 
Van  OudcD— f 
Voaa  W  F-H 
Wenck  Cbaa  J— (Ic 
Wright  Joa  ft  Son— I  c 

WAUKESHA 
Bncanan  J  K-f 
Davii  W  L— I  1  c 
DoDglaaa  K  B-4 
Frame  ft  Bladntona— 1 
Gerkin  G  E— f  e 
Hardy  W  H-l 
Hanioni  W-f  c 
Hardy  ft  Ryan  Co— t 
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TOUAH 
Drew  Fraok-f 
BoIliTOf,  A  E— f 


TOMAHAWK 

K^y"jamct— fie 
Macomber  C  B— i 
Olaon  A  J-t  I  c 
Seth  Jia  A-l  c 

Sheldon  G  U-{  c 
Wimer  F  P— I  c 

TWO  RIVERS 
Bartellne   Peter— 1 
Despini  Geo— I  c 
Dick  Geo  H-^ 

cSaatJ  A— f 
Goeter  Kiki— e 
Klaow  A-c 
Kiauae  AlTin— o 
Lohman  Artbfli — fl 
Magee  G   A-e  ,    ^ 

Uneller,  Hamilton  ft  Co 

— fc 
Pleffer  Ed-f 
Schmitt  Peter— f 
Schroder  Fraiik— 1 
VIROQUA 
Beat  A  I-f 


WASHBURN 
Axelberc  H  P-f  c 
Claoaen  L  N-f  e 
Horns  Geo  F— f 
SowdcT  Cba*  O— f  e 

WATERFORD 


WATERTOWN 
BncMieil  Guatai— f  e 
Conway  John  G— f 
DaTiet.  tucck,    Muelb. 

■er  ft  Laeck— f 
enmerUDC  C  E-f  1 
Prey  Cbai  E^-1 


Murray  W  J-f 
Nelion  Cbaa  B-l 
Snyder  M  L-l 
Tullar  Hobart  A— 1 

WAUPACA 
HaTcnor  K  I-f  1  c 
Heirman  B  W— f 
Holit  Pctcf~f 
leffen  E  B-f  1 
JohnioD  Alfred  ft  Son- 
Lord  Irrlog  P— f 


Vae    Efip*   Mra 
Wblte  N  H 


Cnrtii  H  C-f 
Hoohar  C  E— f  e 
lobuMn  Fred— I' 
Kittein  B-f 
U  array  Jamea— I 
Olivet  R  I'-f 

Telinda  G— f 
Turner  T  F-f  c 
Zinnerman  F  F— f 
Zinmermann  I.  E-f 


WAUSAU 
AlbreiAt  W  Ji— I 
Alderaon  V  A-f 
Braata  H  C-I 
Chartier  F  E  ft  R  E-f 

Coatei  Joa  W-^ 
EnenF  Vf-t 
Henw  W  C-f 
Ktetlow  E  C-(  I  C 


Regner  ft   Bingle-f 


Kellora  Alamo  F-l 
Meyera  J  O— f 
South  C  E-f 
Watner  Henry— f 

WEST  BEND 
Brati  W  C— flc 
KnechenmeUter  G  A-f 
Leioa  C  F-l  1 
O-Ueaia    Jo»-f    e 
Pick  John— 1 
Scbufer  F  M— f  1 
Schwln  Uark-I 
Thielmann  Anton— J 
Wasncr  Adam— 4  c 
ZieSer  B  C-f  1  e 

WHITEWATER 
Boach  F^ed-f  I 
Buckley  R— f 
Bnrton   Tamea  E-l 
CaM  ET-( 
HamOtoo— I 
Henderaon  J  F  ft  B  ' 

Hendctun   Roy   W 
Keatol  Jamea  G-* 
Klaer  F  C-f 
Kiaer  P  H-f 
Loomer  Harrey^l  1 
McMnieB-l 
Spooner  T  R— f 
dt^C  E-f 
Warner  D  T-f 
Wfaccler  ft  Tratl-f 
WUllama  Cbas-I 

WIKNECQNNS 
Becker  U-f 
Lond  I^-f 
Riley  H  &-f  c 
Rnaiell  C  A-f  c 
Vredcnbargh   B-f 


BUFFALO 
Brown   ft  Sonnamaker— f 
Cochran  S  B-f 
LaafwortbT  B  S— 1 
Wyoming  Loan  A  Tnwt 

CASPER 
Baraea  J   B-f 
Bnrr  J  H-f  1  c 
BnSW  A  T-f 
Hewea  Ada— I     , 
McFadden  Jaa— * 
Scott  J   T-f 
Spearl  H  H— f 
Whcder  M  P— f 
Wilaon  W  0-( 
Wood  Fr»nk-f 

CHEYENNE 
Bailey  Charlea— I 


Bruner  J  W  ft  Son— f  1  c 
Chapman  Frank—! 
Kidfia  I^^ 
Newman  J  U-f  c 
Pollard  J  B-l  c 
Rtawr  ft  Schnhgef— fIc 
Whitely  A  R-f 
Wri^t  J  D-f  1  c 

DOUGLAS 
Dateaman   H   S-f 
Knittle  F  S— I 
Manrcr  Cbaa  F— f 
UlUer  Henry  C-I 

EVANSTON 

Bccman  ft  Caabia  Mar- 

canlUa  Co— f  _      , 

■   -  -         Co— f 


WYOMING 

Evanaton  National  Bank 

— f 
Firat  National  Bank  of 


Blyth  ft  ^rgo  C 


Foote  F  M-l 
Gannell  Cbsrlea-^ 
Hatten  Jeaae— f 
taherwood  H  W-t  1  c 
NiAet  Alexander-1  f 

GREEN  RIVER 
Gaenaelcr  E  A 
Gravalle  G  G 
Hoadly  W  F-t 


Cook   ft  Nickeneo-I 
Earl  Fred-f 
Fireatone  W  S-f 
Fonrt  E  H— I 
Hardin  W  E— f 
Keicter  Mea  S  A  P-f1c 
KdMcr  Peari  S-f  I  c 
Noble  F  F— I 
Sharp  J  W-f 


LARAMIB 
BnUer  Rkhvd-f  I 
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Fitch  K  E-f  1  e 
Haya  W  H-f 
Lanmje  Realty  Co-1 1 
Rimer  C  L-1 
RoichH  N~f 
Spildiiif  C  IM 
STmoni  T  H— f 
Itgaer  C-f 


Ulen  Mn  Add*— fe 
WUkiiison  E  A-f  c 

NEW   CASTLE 

Carl  Harry  V-l 
Cooper  F  R— f 
Falkler  David— f  c 
Kugland  &  Raynoi^  I  c 


RAWLINS 

Franoe  Homer  A— f 
Luckfidd  F  A— f 
Merrill  Homer — ^fc 
RaamosMn  ft  Thode— f  c 
Rumaey  Jaa  M— { 
Schalk  Loiiia— f 


ROCK  SPRINGS 


Boycr  J  P— f  1  c 

Boyer  J  P— 1  c 

Kendall  ft  Boyer^fc 

Mellor  W— f 

Smith  B  I^f  1 

Van  Duaen  ft  Murphy — i 


DEPENDENQES  OF  THE  UNITED  STATES 


HAWAII 


HILO 
irrt  Trust  C<H-f  1  c 

HONOLULU 

(fonao  G  F 
mei  T  H  ft  Co 
ickfield  H  ft  C6 
iaon  A  fl 
Qun  £ 

KAUAI 
gaard  C  B— £  I  c 


LAHAINA 
Lttfkin  C  D-{  1  c 

OAHU 

Alexander  &  Baldwin— 

fe 
Biflhop  Ina  Agency— f  1  c 
Bolte  C— f 

Brewer  C  ft  Co  Ltd— f  1 
Cartwright  Bruce— 1  c 
Castle  &  Cooke-^  1 


Daviea  Theo  fi  ft  Co- 

f  c 
Dillingham  B  F  Co-f 
Dowsett  J  M— I 
Gartenberig  A— f 
Gilman  J  A— 4 
Hackfeld  H  ft  Co-f 
Hawaiian  Troat  Co— f  Ic 
Hoffachlaeger  Co  Ltd— f 
Maciarlane  F  W— f 
Motoehige  W-f 
Plratt  J  W-f 


Schaefcr  F  A  ft  Co— f 
Smith  W  O— f 
Trent  Trust  Co— f  1 
Von  Hamm> Young  Co— f 
Von  Holt  H  M-f 
Waterhouse  Henry  Trust 
Co  Ltd— f  1  c 


WAILAKU 

Coke  J  L 
Lufkin  C  D 


PHILIPPINE   ISLANDS 


MANILLA 
ewi  J  H  ft  Co 

f»  Antoague  Bin 
,  Meyer  ft  Co 

114  Anloague 
Martin 

16  Martines  Bin 
dion  Sim  ft  Co 

62  Nueva  Bin 
7  &  Co 

26  Plasa  Goiti 
Mtrnn  ft  Co 

4Z  David  Bin 
ii  A  Kuttner 

82  Anloactw 


Germann  ft  Co 

127  S  Jacinto 

Heinaien  C  ft  Co 

IfiS  Roaario  Bin 

Herdman  R  E 

6  Plaaa  Moraga 

Hip  On  ft  Co 

7  Olivares  Bin 
HoUday,  Wise  ft  Co 

100  Anloague 
Ker  ft  Co 

7  San  Gabriel  fiin 
Kttcnsle  ft  Streiif 

48  David 


Lucio  y  Limpangeo 

24  Sacmtia  Bin 

Luts,  Moll  ft  Co 

88  Anloague  Bin 
Macleod  ft  Co 

8U  Mudle  del  Rey 
Macondray  ft  Co 

18  P  Cervantes 
Meerkamp  ft  Co 

287  MueUe  de  U  Reina 
Reyes  Feo 

19  P  Moraga 
Sackermann  Sr 

96  Anloague  Bin 


Smith,  Bell  ft  Co 

2  Carenero  Bin 

Sprungli  ft  Co 

28  David  Bin 

Spits  Enrique 

42  Escolte 

Stevenson  W  F  ft  Co 

828  Muelle  del  Rey 
Stmekmann  ft  Co 

96  San  Vicente  Bin 
Tnason  J  M  ft  Co 

106  Carriedo  Quiapo 
Warner*  Bamea  ft  Co 

7  Carenero 


PORTO   RICO 


UADILLA 

He  ios— f 
Philippi  &  Co— 

r  &  co-^ 

BO   RAJO 
Colbers  JSOlas 

flOLINA 
Ortiz   &   Marti' 


>AMO 
Quel  A 


HUMACAO 
Basso  Nardso 

MANATI 
Padro  J  ft  Co 

MAYAQUEZ 

Bravo  A  ft  Co— f 

De  La  Cancels  Lvis-1 1 

Femandes  Y  Gomes  J  M 

Frat  Y  Quillat  £-1 
Fritse  Londt  Co— f 
Moral  ft  Co-f 
Ramos  ft  Snares— f 
Schroder  ft  Co— i 


PONCE 

Armstrong  Carlos—! 
Cortada  Ramon  ft  Co— f 
De  Oca  Mantes— 1 
Felid  ft  Co— f 
Luchetti  A  ft  Co 
Tore  Manuel  A 

SAN  JUAN 

Anderson  Jos  Jr—c 
Barbosa  Jos6  C— 1 
Besosa  Harry  F — c 
Cochran  H   L— c 
Finlay     Broa     ft     Wav* 
mouth  Trading  Co— f 
Fritse  Lundt  ft  Co— f 
Gandia  ft  Stnbbe-1 1 


Hartzeil  Chas— c 
Hermano  J  Ochoay — f 
Korber  William— I 
Muellenhoflf  ft  Korter— f 
Ochoa  J  ft  Hermano-^ 
Sanches  Moralea  L— 1 
Schombtrg  Frederico— c 
SIhra  J  r  Co— I 
Sobrinos  de  Exqulaga— f 
V6re  Chas-f 
VUlar  ft  Co-f 
Welty   Frank   M-c 

HAVANA 
CXJBA 
Davis  Norman  H— f 
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Dominion  of  Canada 


BRITISH   COLUMBIA 


T  ac  iuuni 

J   H-f 
W  A— f 


CHILUWACK 
AdiweU  J  H— f 
Barwdl  R  C-1 
Bent  &  Goodland— f 
Cavley  &  Cruickshank— 

I  c 
Hart  FTftCo-f  Ic 
Hewer  9c  Ramtey— I 
PeUy  "     * 
PoUy 
Rose 

Smith  R  N-l  I 
Scott  J—^ 

KAMLOOPS 
Calloway  &  Fragnell— I  c 
Cornwall  F  T— 5  c 
Dowding  G  J— I 
Palmer  L  A— f 
Robinson  J  T— f  1  c 
Skey  A  H-l 
Strutt  &  Nash— f  c 
Wood  E  S-f  1 

NANAIMO 
Ldshton  Wm  K-f  1  • 
McAIoney  Joa-^  1 
Shakespeare  B— f  1  e 

NELSON 
Bird  H  k  M— f  1 
Brrdgea,     Blakemora     ft 
Cameron,  Ltd— lie 


Croasdale  H  E-f  1  c 
Dockstrader  A  B— 1 
Hnnter  G  A— 4  1  c 
McDermid  £  B-l  1  c 
Proctor    k    Blackwood— 

f  Ic 
Robertson  H  W— f  1 
Steel  J  R-f  1  c 


NEW    WESTMINSTER 

Diamond  ft  Corbould— f 
Dominion  Trust  Co— f  I  c 
Gordon  R  H— f 
Hale  Broo— f 
Hart  F  J  &  Co-{  1  c 
Johnston  J  T 
Keary   W    H-f 
Kerr  W  J-f 
McLeod  A  W-f 
McLeod,  Mark  ft  Co— f 
Malins,  Conlthard  ft  Coy 

-f  1  c 
Peebles  P 
White  Shiles  ft  Cc-f  1  c 


VANCOUVER 

Baufield  J  J-f 
BelMnring  H  ft  Co— I  c 


Breeze  J  D— f  1  e 
Burnett  ft  Son— f 
Ceperley  ft  Rounafell— I 
Charleston  Percy    c 
Dominion  Trust  Co  Ltd 

-f  c 
Evana  J  E— 1 
Evans,  Coleman  ft  Erans 

— f  c 
Faulkner  S  G— 1 
Ferric  W  B-l 
Hope,  Gravelcy  ft  Co— I 
Home  A  P— f 
Kerr  J  W-1 
Macaulay  ft  NicoUa— fc 
MacGowan  ft  Co— f  c 
Mahon      McFarland      ft 


McGregor  D  C— f  c 
Richards  ft  Akroyd— f 
Robertson  ft  Mackensie 

Ltd— fe 
Scott  A  J 
Twiss  J  W— 1 
Ward  Robert  ft  Co  Ltd 


VICTORIA 

Baird  S  A— f  1 

B  A  Trust  Co  Ltd— f 


B  C  Land  ft  Inv  Agency 

Ltd— f 
Bond  ft  dark— f  1 
Boetock  ft  Co-f 
Brett  R  E — f  iC 
Bridgemaa  A  W— f 
Brown  P  R — ^fc 
Conyers  L  W  ft  Co— f 
D^  R  S— f  c 
Drnry  ft  Maegum — 1 
Duck  ft  Johnson— II 
Findhy.  Durham  ft  Bro- 

dte— i« 
Grant  ft  Lindiam— II 
HaU  Ricnard— lie 
Heistermati   ft  Co— lie 
Jonea  A  W— 1 1 
jphnaon  E  M — I 
Kini^um  1~~' 
Kinsman  J  E— I 
Leeming  Broa  Ltd— 1 1  c 
Lee  ft  FnacT— II 
Matson  ft  Colca    He 
Montcith  W— Ic 
Muagrave  J— 1 
Parke  Beran  ft  Co— f 
Pembertoo  ft  Soo— II 
Rithet  ft  Co— I  c 
Robertaoa  A  S— le 
SwinnertoB  ft  Oddy— I 
Turner.  Beltoo  ft  Co-I 
Ward  Robert  ft  Co— flc 


MANITOBA 


BRANiK>N 

BarcUy  £  J-l  1 
Bawden  Geo — ^1   c 
Cormel  Joa-^ 
Currie  Wm  J-f  c 
Evans  A  Ar-I  1 
Fortune  Robt-4 
Hall  Robt-I  1 
Harwood  O  L— f  1 
Irwin  A  R— II 
McNeil  H  J-l 
Magee-f  1 
Moore  Dr — ^1 
Purdon— f 

Scott  D  H  ft  Son— I 
Skynner  H  J— I 
Sudy-f 
Townsend  E— 1 
WisweU  ft  Ayraa-I 


la 


1 


CARBERRY 

Balfour  W  C  ft  Co-I  1  c 
Barrett  G-4  « 
Belt  H  R-l 
Dickia  N-l 
Harrison  R  M-l 
Hooper  H-l  1  e 
Hnchell  B  A 
Ireland  W  W-l 
Morton  Ed— I  1  c 

PORTAGE  LA 
PRAIRIB 


BcattiaG  1- 
Garrioch  W 


I 


Heath  C— f  1  c 
Lament  T  H— I 
McKinnon  Jno  R 
Metcalf  ft  Son-f 
Moore  D  R— f  1  c 
O'Brien  John— I  e 
Remey  I^f  1  c 
Rundle  W  P-l  1  e 
Souch  E  A— f  1  c 

WAWANESA 

Atldttson  C  L— I  1  c 
Hardy  S  W— I  I  c 
Manchester  W — 1 
Robertson  Robt— f 
Scott  L  G—  f  1 
Sweeney  Jas-^ 
Wootfe  J  W-f  1 

WINNIPEG 

Allan,  Lang  ft  Killam— 

f  1  c  m 
Andrews  H  B-4 
Baker  E  S— 1 
Rlakely  Dr  E  A— 1 
Brock  J  H-1 
Brydges  F  H  ft  Sons— 

f  c 
Brydges  ft  Waugh— I  c 
Brown-Clark  Agency— f 
Burch  R  E— c 
CampbeU  A  MeT-1 
Carruthert,   Johnston    ft 

Bradky^l 
Christie  ft  Co  W  J-l 


Qarke  F  A— 1  e 
Colgate  W  R— I 
Conrad  T  F— 1 
Cornell  S  W-l 
Cote  T  B-l 
Day  6  H 
Dowler  Jamet— 1 
Douglas  E  W-l 
Dickson  J  J-l 
Drommond  F  A— I 
Enderton  ft  Co  C 
Foster  F  K— I 
Gardner  John  B— I 
Grant  J  R— 1 
Graybum  K  F— 1 
Hadden  John— 1 
Harvey  Wm— 1 
Hogan  ft  Quinn— I 
IriiX  A  jA 

Johnson  J  N— f 
:endaU  J  T— 1 


Killer  Caspei^l 
Lake  A-e 
Lawson  J  M— I 
Lewis  T  L  L-1 
r-ord  J  W-l 
Lovell  G  S— 1 
Maedonald  R  C— 1 
Macdonald  W  £-1 
MacKenaie  Wm— 1 
McAllister  Misa  M 
McBride  Williidn-l 
McCush  R  G-l 
McDonaM  D-4 
Maclntyre  A  E— 1 
MeKinnott  P  D— 1 


D-1 


McNkhoI  A  R-l 
Meickleiohn  H  J-l 
MiUer  E  S.  Ltd-f 
Miner  G  H-f 
Mitchell  S  H-l 
Mornn  J  G— 1 
Murdodi  Andrew— 1 
Oldlidd.  Kirby  ft  Gtf  4- 

Oater,  Hammond  ft  Kaa- 


Pace  F  W-l 
Reid  A-1 
Riley  R  T-l 
Robb  Miss 


Roberta  J  J— i  e 
Robertson   K  S— f 
Robinson  ft  Black— I  c 
Ryan  Accncy  I«td-H 


Agency  Lt 
a  W  W-f 


( 


Serofgie  J-l 
SmiO-Feaa  Agency— f 
Stewart  J  W^-f 
Strang  Robcrt-I 
St  Louia  L  R-l 
Swcatmaa  W 
Taylor  R  A— 1 
TessieW-l 
WaUaee  J  S-1 
Waugh  ft  Bcatriee-n« 
▼vMCcni  uoocriiiiwi'^ 
White  W  H-l 
WiUiama-Raincy  Ca-4, 
Winnipeg  Undcrwn.-f  . 
WtaniM  Im  Md  Vcsril 


AGENTS-NEW  BRUNSWICK-NORTHWEST  TERRITORIES, 


NEW  BRUNSWICK 


BAIHURST 
ilhnGco  G-<l 
«HiinDT-l 
■mduD  S  11-ilc 
iDbBC-I 

CAHFBELLTON 

Uste  lohB-l 
EoiicjB-fl 
xtt  Slepboi-I 

-nr  F  a-<  1  c 


ItOllM— / 

^niie  r  B  D  F— 1 
rMraFwioi«-f 
vK-fc 
laU  W  B— f 
K  D 
n  W4n«n  C-f  I 

lEDERICTON 

»Sfci' 

«"  S-f  c 
in  K  VV-f 
n  J.uke— r  c 


r  J  J  F-( 
ONCTON 
WH-1 


tUnu  Gaofn  L — f 
Hemon  K  W-f 
Ton**  U  &-I 
biifht  J  K—t 
Mackar  J-l 
Hutenft  Saow— tic 
McCullT  F  A— t 
McWimun  C  A-) 
M^cee  J  S-( 
Nevmu  A  H— fie 
Rod  La  B-f 
Reillcr  E  A-4 
Rsbintoa  C  W— { 

s2fiSt«  W~0-I1 
Sveener  F  J— I 
WDUM  G  B-t 

NEWCASTLE 


Daridson  J.mn  W-f  1  . 
lawlor  J  R— f 
McCuidy  A  E-f 
MorrisK/  Chiirlcs-f 
NicholBoo  0«bum— fl 
Whal™  T  H-f 
WilUslon  E  P— fl 

REXTON 
HuriMO   S  L  T— f  I  • 
jvdinc  Jann»   1 


Fonler  ft  Saamer— 4 
nrlnmer  G  I>-1 
Luibe  G  H-(_ 


Ctou  R  Adria— f  1 


Herron  Alex—. 
McHcc  C  Hu«n-(  1  fl 
McGrutui  Leo— { 


)-NelU  J 

ST.  JOHN 
Aodenon  J  C— 1 
AnMlrong  B  R — f 
Anuld  W  H-H  c 
Annin  H  A-1 
Blair  Aodicw — 1  c 
Bemncit  F  5-1 
Borley  Alfrod-f  c 
Clarke   PercT  A— f 
Clinch   Pctei—f  I 
Cmrie  ft  Edwarda-f 
DeFotett  S  S-~i 
ETCretl  C  S-1 
Fairweather     Geo     E     A 

SoB-t 
Fainrealhcr  A  C  ft  Sam 

-t  e 
Fanii  F  S— I 
Fmton  W-f 
Frink  S  W  W-l  c 
GibaoD  W  A-^ 
Grant  J  M  ft  C  W  Hoiw 

Hall   ft   FairwcaUiei^ 
lack  D  R-f 

Unit  A  Whinkei-f 
Jarrla  Wm  H-( 
Jordan  Gabert--I 
King  J  H-1 
Knowlton    ft  Gilchriat— f 
LeaTJtt   A    G-f 
Lockhart  ft  Ritdue— f  c 
Maehom  A  J-^ 
Hachom  The  E  R  Co— 

f   1  c 
Macbara  &  Poater— f 
HcDade  Hicbwl-^ 
McDonald  C  A-1  c 
McLean  &  Mcaoan— (  c 
Merrict  G  Welraoie-1 
OttT  Geotsc  O    D—t 
Parker   Geo   W-l 
Peten    A    W-1 
J  tl-t  1  c 


8^.'. 


Robinaon  T  B  ft  H  B— 


Scunoelt  Chai  E-1 
Scarcliffe   W   B-1 
Sipprell  S  U-i 
Sipprell   Rot^l 
Sturdee  E  T  C-c 


ST.  MARTINS 
Cocbrac  F  tt—t  1  c 
Love  Robert  Allen— f 
Skillen  W  E-f 


Hyslip  E— (  I 
Keoen  Emanael  I-^  « 
MiUs  N  M— f  c 
RiiduidioB  L  W-)  c 
Steven  ■  Ju  G  It— 1 
Topping  G  S— r  1  c 
WUtk>&  JnUni  t-f  I  c 
Wbhlock  S  W-f  1  e 


SACKVILLB 

Aliton  J  F-f  e 
Ar*r  A  A-1  c 
Copp  A  B-^ 
Murrav  Tho*-!  e 
Powell  Bennett  ft  TriUa 

Rainnie  F  G— 1  0 


WOODSTOCK 
AMk  JaBMi»-f  1  c 
Comben  CharJea-^ 


UadaaT  T  A-1 
YoansL  E-( 


NORTHWEST  TERRITORIES 


TLfFOKD 

HuU  W  R  &  Co-f 

LETH8RIDGB 

P  G— 

Irvine  A  D-f  c 

Bowsun  C  3— (  1 « 

Baker  A-^ 

Innne  J  A— ( 

Conybeire,      Cburcb      ft 

BuTov  S  R-) 

^Sr*  s" 

Lavis  G  A— f 

Btown*  McltoBifr-f 

tfe 

Lolt   C  S— f  c 

GiUioiia  R  V— f 

Canender  5  F— flc 

Lyon  John-I 

KoTa  E-f 

Ferpiion  R   B-1 
GoiSon  A  L-^ 

c*^^ 

Markler  A  W  B-1  c 

UtAoi»T—tt 

Mayhei  R  W  &  Co— E 
MePhee  J  A-1 

Macbetb  H-f 

Grovel  U-i 

PattaonT  E-t 

Juie»n  S— fl 

GARY 

McQueen  C  P-l 

MACLEOD 

ish   Columbia 

Middleton,  Ross  &  Co- 
NMtlty  H   H-f  c 
Skfnner  t""j  S-f 

HIS! 

HUliud  R  H— f  1 

UcAn  F  Ji— flc 
Ryan    W   B-1      , 

Tavender  E  F  I^f 

TrukweU  B  U-I 

th^EMnen  R  G-1  1 

Watioo  Jno-I 

&      "Wbine- 

ToSle.'peet*l~Cc^t  1  c 

WWtMor.  Brw-I 

Tiadale  0  S  E-f  c 

Scougill  G  H-f  1 

Yonnt  J   tt-t 

INSURAMCE   AGENTS— NOVA    SCOTIA— ONTARIO. 


NOVA  SCOTIA 


ANHAPOUS 


Edwirdi  J   P— 1 
Bvdwick  G  H—l 
Bird  wick   RoUins— f 
Hmnin  F   W-i  1  c 
Kiag  A  M— i 
U^ymtmad  U  C— f 
Uilli  ADA  Son— f 
OiKB  J  M— f 
Pickd*  F  W-f 
RnCKlei  H  D-f 

l^mu  F  C-f 


DIGBV 

ipua  Dr  J  E-f 

Jpoe»  O  C— o 

KiDB  T  H-^ 

NlcEoIl  Miu  Annii  J-f 

PelcTi  G  H-i  1  c 

Sprout  D  ft  O— i 

Stenrt  W  B-4 

Vmi  Bbnon  WE-I 
HALIFAX 

Albro  J   E-l 
Atundrt  i  Mclan«-( 
B*illie  A  C-f 

Beer  E  t  &  Co-f 
Bell  A  J-f  c  ^    ^ 


Curreo  Hmrt  &  Cq  Lid— f 
Dal»  F  4   Co-c 
Daly  &  Cotbeil— f  c 
DiiHiK  Willum-< 
Elliott  R»T-f 


Gu*   J   C-l 
CoudBS  T-f 
Gr»ni.  Oxley  4  Co-I  I  c 
Gunninl  C  W-f  1 
Harden  P— I 
H^b  W  E-l  e 
Kewit  W  R  C-1 
Hueilis  M  B— 1 
jmck  A  M  A  Sao— f  c 
Jolmion  J  A— 1 
feenoy  E  G-f 
Meliirea  H  R— I 
MbcCot  W  B— 1 
Mmrquvid  W  J— 1 
McLennu  H  C-l 
Merlin  R  F-c 
Nicholi  a  E  E— f 
RiiRnie  J  G— c 
Ronua  F  P— e 
Sannden   &   Dnffat— f  e 
Seeley  E  J-I 
Shortt  Alfred- 1  I  0 
StTMhan  J-c 
Thonuon  Wm  A  Co  — « 
ThompMn,  Adama  a  Co 


Wil»o  J  T-1 
Wjldi  H  A  A-f 

NEW  GLASGOW 
Bell  A  C-l  1  c  , 
Fitzpstrick  H  K— I 
FrHer  Snnlej— f  1  c 
Grihim  R  H-f  1  e 
Grtnl  R— 1 

TC«y  Daniel  R-1 
McDonald  J    Ed— f   c 
McGlUinv  Miu  JcmIi 

-11 
HcGrefor  P  A— ( 
McKar  Rod  G— f 
UcKcntie  W  F—t  e 
Smith  J  R-1 
Sinclair  }  H-f  c 
Sntherlud  H  T-l 
Tbonpaon  J  G— I 
Tuen*E  J-1 

PICTOU 
Cartoa  Ad«n»— ( 
Chlsbolm  G  R-f  I 


MackiT  John— f  I  e 
McAnbur  Alex^^ 
Priert  I  W— f 


Fiirbanki  E  B— f  t  c 
HetfenUD  F  S— f 
McLcod  Dwiel— f 
Murrai  R  S— f  1  c 

Terrei  B  S— f 

STELLARTON 
Campbcl]  Kobert— 1 
Fraaer  Jaht] — f  I  c 
Fraaerjobn  K-f 
Giant  Bro*— £o 
Grar   Donald — f 
Hendenon  T  W— fl 
Inglis   A   M-f 
McLeod  Jolm  T— I 
McQuarne  Jao— f 
MiUerWG-(l 
ReidT  J-I 


Fallon  G  O-l 
Cedda  ;  H-f 
iiladwui  E  U-^ 
Grifin  D  H-^ 
lot  W  H-H 


&' 


Kins  W  P-f  1  C 
Larton  Geo— I 
McDoDgall  H  G-1 
McLatiir  H  O— f 
Mel-ell«n  S  D— I 
MeLennon  C  A— f 
Mackeniie  Bugb— f 


WINDSOR 
Anilov   Jaa  J—f  c 
Blanchard  J  W-f 
Cbrlatic  W  11— f 
Curren    J    E-l   1   e 
Dimock  C  Hcnn^ 
Graham  Tamea  E-f  c 
Grahaa  Jolm  P-^ 
McDonald  Tofan-l 
Mor»   E  /-I  1 
O'Brien  Jaa— 1  e 
Roach  FVank-f  1 
Saniater  H  W-I  e 


Shaw  W  E 
Snitfa  T«*. 

Tfentdn  H 


\Pft  Co-I 
■  T-f 
c  P-l 


MoMtlcT  E  W-( 
Ritchie  H  &  Co-f 
Semple  E  W-1  c 
WeUBore  C  V— f  1 
YoonB  A   Lorwar — f  I 

TRURO 
Archibald  R  McG-;f 

aASSJom  W  " 
Bill  J  P-? 
BUck  A  S-f  1 
Campbell  A  J-f  I 
Creelman  Cnrri^^ 
On  M  S-f 
Crowe  L  G-f  c 
Dalrymple  A  T-f 
Dickie  H  A-f  1 
Persnaon  W  U— f  c 


gWB-f 


Boyd  Joieph  W-t  1 
ComfalB  Wn>-f  1 
Corning  A  Chipmao- 
Godfrejr  C  G— c 
Geibtj'Wm  lr-4 
Goodey   Hitam— f  I 
ba*  J  Bond— I  1  e 
Keller  R  Oiarka-f 


Lcwta  H  K— f  le 
UeGmr  A  E— f 
McKay  Robt  S-f 


Sandcraon  Geo  G— I  c 
S^aiKT  E  K-f  e 
SMDenan  A  P-f 
Tref  rr  AAcrt  H— 1 


ICacdonald  A  G-f 
HcDonald  Angua— f 
McDonald  Donald  A-(  I 
McDonald  J  J-t  1 
Snltk   Jaa-f   1 

ALLISTON 
dark  W-I  c 
EUiiW   S-l  1  c 

Wright  H  W-I  1 
AUIDNTZ 
CoBllcr  I^-f  c 
Grels  ft  Greis— f 
Xirl&id  I  T-f  1 
Pollodt  W  CW  I  e 
Roaamond  J  M — f 

WUaon  Geo-I  1  a 


AMHERSTBiniG 
Barron  D  — f 
GoR  George— I  f  c 
Falla  Broa-f  1  c 
Leggatt  ]  B  C-f 
L«*egroTc  John— ( 
LDckham  D    R— I  c 
Wilkinaon  W  T-f  c 


Fletcher 


1  A-f  1 


-j-f 

„.jfton  C  F-l 
JamicMin  B  D-1 
torr  H  E-f  1  c 
Lett  F  A-f  c 
l*tl  P  t-t 
Lm  O  H— r 
lUoohBWnn  A  F  A-f  1 


Monywmen'  F  M— f 
Moore  John — f  1  e 
Morton  C— f 
Ollwr  John-I 

Smith  Thomas— f 
Wilkea  Alfred-t 

1  BELL\'ILLE 

I  Adam*  R  W— f 

Aahler  C— f 

Barrow*  S — le 
!  BnttcrSeld  J  W-I 

Campbell  W  H-I  C 

Oarke  F  M-l 

Diamond  F  DaTj^-l 

Diamond  Irvine-^ 

Diamond  W  J-I 

Ewen  T  E-f 

Gra*  H    H-t 

RoilKm  W  P-l  I 

HorM  Ja«— I 

KeteheK«  H  F— I  1  e 


Jairell  Geo  W-1 
Ketehewm  R  H-f 
La  Roche  E  H— I  f 
Lerett  Sam— I 
Lhtle  Ia*-f  1 
HcMoJleo  W  A-^ 
Parka  J  E-^ 
Stewart  Thoc— I 
Tfaomaa  John  Patter— I 
Vaadtuen  J  G — f  c 


Sehnlte  ft  Rienef— f  I  c 
Stsebler  H  L  ft  Co-f  1  c 
Webar  t  S  K  ft  Cb-I  c 


INSURANCE  AGENTS-ONTAHIO. 


Stewart  S  K— I 
Tboibom  DooBid— I 
Wada  Tbo*  S-f  c 


BBIGBTON 
Becker  B  C  H~llc 
Butler  W  C-J  1  c 
DnidMO  W  N-l 
Hewitt  Slehird-^ 
Horrvw  J  H-1  c 
Phillip*  H  B-1 


Shearer  Wm— f  I 
Stewart   H  A-t 
Tarlor  J-) 
Westherheid  Edwin   U- 

f  1  c 
Weatherbead  G  H   W  S 

Son— f  1  c 
WhHe  Harry  B-l  I  c 
Willde  H  W— 1  c 


GtiiT  B-f 
Kerr  W  H-1 
Leckie  J-f  1  c 
Scott  F  S— (  I  c 

CAUPBELLFORD 
Bedford  G— I 
Renor  Georn-t  1  o 
Denike   R  B— flc 
Terria  J  B— flc 

'na  A— tl 

lothcns  T  J — f 

rwioj-l 

ahnitoD  J— I 
CARLETON  PLACE 
Alien  W  H— f  c 
HvOtcn  A  T— f 
Galvin  J   S-( 

Morsan  R— f  c 

Pattenon  ft  Fiodlay— f  < 
Stewwl  A  F— f 

CHATHAM 
Aitkena  J— I 
Brijcoe  Fred  H— (  c 
Dtmn  A— t 
Grandy  John— I 
Harrii  T  R-l 

Kimmerly  &  Durocher- 

I  c 
McDonell  A— f 
McKeJlB'  T   P-f  c 
Merr^tt  W  K-f 
Hardock  Wm-I 
Mnrphy  K   A— f  t 
Parrott  4  Son— f 
Riapin  W  E-f  1  e 
RnttiYei)   N-l 
Smith    »   Smith— f  I  c 
Solder  W  W-( 


CLARKSBUKG 
Hanman  C  W— (  1  c 
Py«  C-ll 


Farran  W  W— f 
Hale  C  B-f  1 
Hooper  A— I  o 
Irtlaiu)  J-l 
Uacph'rwm   D  L— flc 
Uannina  R  E— I  I  c 
UcClachertr  Jaa-1 


Taylor  Jacob-t  I 
TUdall  T  F-(  1  c 


Bickle  John  W-^ 
Bnlnr  Jamea-^ 
Clarke  Jaa-I 
Pica  Robert— I 
Field  F  H-f 
Hatcrman  J  G— f  1  e 
Howdl  S  &-f  e 
HacNaditan  N  F-f  I 
Maaten    GearBO-4 
Minakar  D  H-f 
Orr  J  G-f  1 
Oatar  E  H-I  e 
Penwarden   W— 1 
Roberta  Aithm^-f  e 


WUaaa  A  A-t  I  c 


C-llafihan    P   F— n 


McnunaW  Cap!  A  J— f 
M.-..i,r,.^-    U-i    I   c 

WalaonV  G— i 


irgir  r.eo  D-( 
McCuUoach  Jao— fl 
Bridcewatei  B— t  e 


S-fl 
-1 


Dickaon  &  Carlinf-^ 
Elliott  Emeat — fe 
Hardy  S-E 
Hufton  Henry — fe 
KDiabc  J  J— e 
S^M  Joa— f  I 
Vincent  L  D— 1 
WeU  Jobna-l  e 


FEKELON  FALLS 

Arnold  Jaa  I^-t  e 
GiBham  Thoa-1 1  e 
Marka  E^-t 

FOREST 

Campbell    P   W-i 

Deana  W-< 
Elnalle  A  G-f 
Endicott  T  F— 1 
English  W  I^I 
Hawk  H  O-l  1  e 
Head  C  R-t  I  c 
Holme.  T  E-l 


f^... 


Olive  W-I 
Radifan  E— c 
Schroder  M  A— 1 
Shnpe  Leon— f  c 
Snyds-  M  A-(  1  c 
Strong  A  D— f  e 
Strong  R  S— f  e 
Taylor  j  W-f 
Virgil  W  T-l  e 
Wflniuna  J  A-1 

GANANOQUE 
Bewa  D  W— 1 
BoydW  Y-lc 
Da*it  A— f  c 
Heaallp  P-l  1  c 
jackaon  J  A-l 
ta«n  J  W-1 
PeclTGeo-f 
Robinion  Geo— I 


edy  H  W-f 
C  C-f  1  c 


c-196 

ONT.— Con. 

GODERICH 
CuopbeU  W-f 
Cucr  O  S-f 
Criific  J  W-C  I  e 
H»Ains  J  B-l 
Hortoo  W  1^-e 
Le*  Wm-c 
Policy  &  Proudloot-I 
FroadfMI    Haja    k  BIbIt 

EUdcKffe   R-f 
RobertHD  W  R— f  c 
Woodcock  E-f 
Wood!  Gm-^ 
Yum  Ju-(  1 


DuieU  B-l 
Darjaaon  John— f  c 
Fclker  W-) 
Greenawait  W  J-l 
Hamilton  G  Powell— t  ( 
Hamilton  W  H-1 
Hefferoaa  Jot—t 
Hall  J  G-1 
Joiwa  W  H-f  1 
Kilsonr  J-t 
Law  Samnel-f  I  c 
McDouiall  R-^  e 
O'BHcn  E  C-^      ■ 
Precloni   H— 1 
Stoo*  A— 1 
Slracbu)  Tolm— 1 
Sutherland  John-f 
Vanderbars  W  H-l  c 
White  W  W-f  1   e 
Woodwork  T  K-1 

HAMILTON 
AnbroM  W  Y-t  I  c 
AnbTCMC  Wihet— (  I  c 
Applentb  J  K— f  1  c 

Birdr  W  R-f  1  c 
Bull  J  i^f  I  c 
Burna  John    M-f   c 
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c  T— f  1 


CDlllthBTd    T    1- 

Crcrir  ft  Burl 


-Rtner  John  ft  Co— I 
Tlealer  H    1-1 
Hooper  F  C-f  1  c 
Jon*!  S  &  Co-f  c 
Xidd   David-I 
Leitch  Thn»— f 


McIlroT  S  H— 1 
McKeand  ft  Doiighertr— f 
Mender   Bro>— ( 


Mo^ 


lard  en 


i.^.  >-' 


a   W  C-1 

Pajne  Elioiil  G-f  I  c 
PmnlaMon  M  A— ( 
Rilett  G  H 
Robin*  F  C-(  1  o 
5;eonCS-f 
Rpratt  W  A-1 1  e 
Stoner  John  L— 1 
smart  W  S-f 
Ttdtwell  W  n— 1 1  e 
Waldron   L  W-) 


HAWKESBUBY 
Berthanina  F^ 
Oojla  D«ni»-I 


Coleridte  John— 1 


,_..ton    J-f  I 
Sutherland  Geo-i  I  c 
WoodRacli  G«1  A^t— f 

KINCARDINE 
Borer  I  £ 
CamiAell^ 
Fair  J  E 
FlemfiuJa*  H— 
HentyS-le 
Henry  Wm  I-l 
Loacoabe  W  C 
HePherKin  M  T 
Millar  ElUth-l 


[lllar  E]Uah-r 
cougatl  J  H— 
Dlth  A  V-t 


Smith  A  _-  . 
Stewart  James— I 
Waihbom  A  C-f  t  e 


Dafii  R  F-f  1 
Fair  W  J— I 
Flaninn  Uka— ft 
Gardiner  Toba  A— f  1  c 


Ldever  J  T-f  I 
Loekbaird  F  J-f 
McCannJS  R— fic 
MmweU  G  W-f 
Hecaee  Jiinea  H — tc 
Mill*  Thos-t 
Minnis  Q  D-f 


Swift  J«»-f 
Swift  Joaeoh— f  I  e 
White   W  7   B-f  I 


LINDSAY 
Brown  Thos-l 
Utoce  M  T-1 
Campbell  A  J-  1  c 
Connoll7  T—i 
Cortieil  R  G— f  e 
I>nn  Jame>— 1 
Per^ion  Peter— I 
GillORle  J  A-*  c 
Kennedr  Peter — f 
Kidd  K  H-i  c 
Kno»l«n  J  B-f 
KnowlBon  J   M-l  c 
Low  J— f 
MeOoTT  F— I  I 
McLcu  B  L-1 


Roga-t  F  H— I 
SmTth  Rcdit— f 
Widdeta  W  R-f  I  c 

LISTOWEL 
Bolton  L-f 
Bricker  S— le 


HamUton  T  L-(  I 


LONDON 
Atkinion  Geo— f 
Beddome  A  Brown-f  I  < 
Butler  R  A  Son-f  I  o 
Campbell  D  &  Son 

Euia  Andr^^ 
FercoMm  H  J— 1 
Ferouaon  &  Cor— t 
GateaH  £-1 
German  C  E— I 
GiUeu  A-f  1 
Glan  C  T-l 
Glaa*  S  U-f 
Grejorj  S-^ 
Gtmo  G  M  ft  Son— f  1  e 
Hambly  R  S-l 
Hammond  P  J— f  I  o 
Harea  G  W-f 
Tohnaton  J  R— 1 
Loid  Wra-1 
Haeffrtnr  A  S— 1 
McPheraOD  A-f  1 
McRobert  E  J-f  1 
Miiae  J  F-1 
Manhall   P— f 
McTTitt  G  H-f  1  e 
HUler  W  R-l 
NeBea  J  A-f  1  c 
Oliver  J  R-c 
Priichard  G-t  I  c 
Reere  Vlnan-l 
RnaaeU  J  A-l 
Simeon  E  G-1 
Smrth  A  G— f 
Tarlor   larael— I 
Towa  E-f  I 
Udj-  A  N-f  1  e 

LUCKNOW 
Agnew  T  E-f  c 
linaaT  ft  L-| 
Siddall  G  A-f 


JC 


Muilow  John-I 
Reid   Homer-f  t  c 
Roblnion  W  J— f  l 
Sing  W  H-f 

SutSerland  C  T— 1 


Cannon  A  D 

Cull  J  W— flc 

Dent  ft  Thompaon — f 
,  Hord  F  C-1 
I  Martin  Wm— f 
.  May  W  F-(  I 
1  Wodstr  C-1  1 

MT,  PORREST 


ReidG  J-l 
5to*el  S  K-f  I  e 
wake*  J  C-f 

NAPAKEE 

Boeart  F— f  1 
B««utM  C— f 
Gruie  W  A— f 
HailWF-f  Ic 
Ham  Jotia—1 
Harabaw  A  T-t 
Lapnm  E  S-f  c 
Mctiler  J  W— f 
I'lul  A  E-(  c 
WiiaoB  V  M—f  I 

NEW  MARKET 


HallidiT    Wm-1 
HDBbe*  T  B-f 
Keith  Wm-f  I 
LuudT  C  E-4 
Ramaar  A  A-f 
Robertaon  K  N-f  I  c 
WIddiGcId  J   E-f  I 
WiddificId  W  C-1 

NIAGARA  FALLS 


llemmingi  John  \V-I 
HewBoa  WUKam-f  le 

McClive    &    V»bindn 


Warner  The  C  S  Co-f  c 

NORTH   BAY 
Btuk*  J— f 
Dixon  i  H^ 
Hardy  ft  ifammood 
McCOol  P-f 
Martin  ft  De«9»-f  1  <: 
Rhemme  E  C-f  I 


HoEUth  J  D-f  1 
Irwin  Jamea— 1 
Moore  1h  S  ft  Son 


ORANGEVILLE 
mneH  J  M-l  e 
'own  D  B  ft  Sat-I^' 


HentT  R  E— (  1 
Bn^ea  J  H— I 
Hofhaon  ft  Soi»-( 


B^  Job 
Clark  G  S 


Craher  W  H-i 
Dunham  J  B-J  c 
Erana  F  G— f 
Ferguion  C  D— t 


HipwttI  R-f  t 
BoiDC  T~f  1  c 

Ualcibj  Jabn  T-t 

BMb*  T  W— f 
KoWittm  R  H-^ 
SaWuoa  S  S~f 
RmcJC— f 


SpuhDS 


Wriibcr  ft  WcbWr-t  c 


UeLcM  Alex— ( 
McMilkQ  That  H— f 
UiUcr  li  Son*  Tha»-I 
Monit  Thomu — I 
0»cn  ;  P— t 


lliomEwon  J  A— f 


Bkck  W  G— f 
BrDWB  W  E— f 
BrownlccT  R— 1 


:niuiinsb*m  C  S— f 
Cnnninghwii  ft  Co— f 
iDlbert     John    ft    Soa- 


lagmn,      Scott    ft     ChuD- 


imt  Wb-I 
farcock  R  B 


■nnouth  4  RDwalt— f 
lacoBn  L  S-l 
iBTriott  B—t 
luon  L  S-< 
rcMaboD  E-{ 
rm  I  A-1 
rfwney  H-l 

(oKicr  R— f  1 

enaock  A  W— f  1 
enoock  A  Mfea    I  1 
oner  N  D-f 
cid   Jolin  R— 1 


"« 


Uw   S  C-f 
nfth    R  R— f  « 
lufaa  N  C  Co-f  I  c 
^ew«T«  RatMt— 41 

ickwvnA  S-l 


INSURANCE   AGENTS-ONTARIO. 


PETHOUA 
Ef>a  Charles — fie 
FuTcl  Jaim—le 
llWhew*  T  J— le 
feit  J  ft  Son 
WmUnr  J  W— fie 


Cochtaae  ianw»— f 
Crcigbtoa  G   P-t  1  e 
Ltntc  Wm-f  1 
Mwrfd  Gtdtgt—t  1  c 
ItcCill  ft   P.ticr>im-fli 
Kclnnia  J   H— f  I  c 
Middlibrn  W  S-i 
Hillcr  R  B— [  c 
Raven    J    P-l 
Ruthtrford  lohn— f  1  e 
Stephen.   Wf  B— f  I  O 
Ttlford  Junes  P— t  c 

PARIS 
Carrol  G  H-c 
Xar  Tafan — flc 
Ke*  Henrr— f 
Fickcrint  Gill-t  c 
Smile*  J**-l  I  E 
Wit  tCeni  S-f  I  c 


PARK  HILI. 
Diekwn  E  A-f  1 
M>ct«n*h  A   A-f 


PEMBROKE 
Portiar  A  J — f  1 
Horn  T  R— f  1 

Kiaitoo  A— f  1  c 
»ch  J  H-l 
Lockhan  J  R— f  1 
Morria  ft  Coflard— f  I 
Warm  D  B— f  1  e 

PERTH 
Cameron  W  G— f 
Cod*  Job»-^ 

DOWMNI  S  T— fl 

Hope  Petei^l 
Malloeb  E  G-t 
Uatheeoa  A— f 
Ifatbeaon  ft  Baldanoa — f 
HeigtacD  W-f 
Robertwn  W  S-f 
Senll  C  J-f  e 
Shaw  A  C-(  1 
Stewart  ft  Chadwlek— 

f  I  e 
Twlor  Henry — flo 
Wfialely  F— ( 

PETERBOROUGH 
Bradhnrn  T  E — flc 
Crane  John—f 
DaTia-Thomiiiaii    Co   I-td 


HUI  W  H— f  1  c 

Lindsay  H  P-f  1 
Hicmillen  Wilbert— < 


Pope  Geo— 1 
Robinaoo  T  W-f  I   e 
Rnafa  R— fl 
StepbcDaon  Geo-4  c 
Wood  X  E-f 
Young  Coo  *  Son-f  1 


PICTON 


GUletpla  J  F— I 
Hobbi  O  C— fie 
Laird  Jobn—f 
Rom  Wallar  T— f  1 
SpenocT  C  C— f  1 
Wiiliamaon  W  H-i-f  1 

PORT  ARTHUR 


Gordon  A-(  1  e 
Gordon  W-f 
Jadoon  ft  Co 
MeCaUaa  W  A-f  1  c 
McCaiclieoB  A  N— 1 
Port  Arthur   In*  ft  Va 
ael  AcencT— f 


PORT  DOVER 


Hbbetti  WF— f 


PORT  HOPE 
Benwn  F  A— 1 
Bleleher  UUi  H— f 
Bletcbcr  Wn— « 
ChoMa  N— ( 
Chiahohn  D  H-f  1 
Djer  E  V-1 
Forbr  G  M— f 
fhilp  Fred  C-f  1  c 
Lost  T])0»— f  Ic 
Lmg  A  H  C^f  lo 
HcComb  Jaa-I 
RobertKin  W  J-f  1 
Runoalli  Tno-t  1 
San^n  TW— <c 


rt  J  E~fl 
t  R  W— 1 


EbheU  H  I^-t 
HcCaw  Wm— c 
Hchaaj  joho  W— f  1 
Piarce  Vj-f 


PRESCOTT 
Buckler  Iamea-{  1  c 
Coalea  Va~4  I  o 
Coatea  J  E-t  1 
Dbtt  F  J-f  1  c 
Dowder  J  K-f  c 
Duhrule J-    ' 


ihrulej— ( 
lion    Fred 


'Harper— f 


RIDGETOWN 


Gordon  J  W-f  1 
Gripton  C  M— I  e 
L^ndHT  A  N— fie 
McGibhOD  Waltir-f 
Moor*  John  G-t  I  c 
Uojer  F  H-f  e 
Moycr    M— r   I  c 
O'Loughlin  H— f  I  e 
PamelT  ft  Craise— t 

Yo„ns  J    W-l 


Eon  W — f 

EMiw  M  E- 
erd  8-f  e 


CoJte^ 


Duaeb  Alex— 1 

Fiaaer  McD— 1 
Geddea  G«»-f  1  c 
Glaifow  W  S-i 
Honon  S  A— (  1 
Idaardi  W  E— fl 
Lewji  Fred  S-i 
Mar  W  H— (  I 
Mclntyie  D  A— I  1 
McPherioD   W  I-f  I  c 
Moore  E— fl 
MoTtoD  G  K — f 
Mureh  W  H-f_ 


Reiche  G-t  t 

SARNIA 
Pucke  E  P— f  c 

Cook  T  H  iTco— t  ! 
Elliott  J  F— fl 


Gordon  T  J— fc 
HunQton  John  W— fo 
HaxwaQ  'fim—t 
McMann  J  E-1 
Paul  Robert— fl 
Palmer  R  C— f 
Ponnett  H  M— 1 
Sandeia  M  A— fie 
Sinclair  D  N— 1 
Stewart  Wm—f 
Sweet  Wm-f  I  c 
Watwn  Fredk  C— fie 
West  Elmer  W-f  1  c 
Wli^na  W  A— flc 
Yard  H-f  c 

SEAFORTH 
Beattie  Jamea — t 
CoUon  A  E-f 
Rankin  Joho-(  I 
Scott  H— 1 
Van  Entumd  L — f 
WatMtn  Jaa— f  1  a 
WUnaAaa— 1 


ONT.— Omi. 

SIUCOE 
Boyd  W  D— f 
Cunu  Fnnk  E — f  1 
Everett  W  C^l  1  c 
GtaB  B  H— f 
McOOl  W  C— f  1  c 
McKiee  George  J-f  I  e 
McPherion  H  S-^ 


Cwwell  B-i 
CroM  C  f-4 
Forreu  5  li~4 
Hambleton  H  J— 1 
• — »GH— *c 


UnUGU—tt 
Jekcn  J  R— I 
L«Tell  &  Fam 
Lewto  J  A— ( 
Hc£wen  Tohn-<  1 
Mioer  H  C-f  I  0 
SpuhuD  B-^ 

STRATFORD 
Andrewj  H  B— I  1 
Bkllantrne  A  Sou  Tho* 


Bockinthaa  Wm— 4 
DlDgnun  A — flc 
DuiKui   Stewart— 1 
Harria  J-1 
Humbar  H-f  1 


KflSU' 


__illion  S-l 
McNichol   R-1  e 
Itonlieth  J  C— f  1 


Trow  k  Deacon— f  1 
Trow  T  &  J— 1 
Wadddl  &  Son-!  e 
Wcttnan  George— I 
Wilion  J  M-Tl 

STRATHROY 
German   G  G-f  c 
Irwin  John — flc 
Kinder  Geo-I 
T.iddell   Tlm-l 
Lindaar  H  G— f 
McDonald  Ja  Die*  V— 1 
Mclnioah  f  H~[|e 
Nicholaoo  B— f  1 


THORNBURY 
Bork  Jamea-I 
Idle  T  G— f 
McLean  A  D-i  I  c 

THOROLD 
Hoover  A   M— * 
Munro  DJO-tie 
Fattiion   F-I 

TIIXSONBUHG 
Biette  P-< 
Brown  T  T-f  1 
DantoD  C  H— <  1  e 
Imria  Wm-f  I 
Tickaon  B  C-f  I  e 
Unnotoae  W  W-f  1 
McMeKan    E-f 
OKnnder  C  A— 1 
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Raynea  A  E— f  I  c 
Thompaon  J— f  c 
Tillaoa  E  V-l 


Ba.lCT  P  I— I 
Baird  R  S~l 
Bwtiy   E   P-l 
B«KB  H-[ 
Beiiey  W  H-1 
Blackburn  H  M— I 
Bloge  T  C-f 
Bojd  Jaa  T-1 
BTjd.fiaw  T-1 
Brandon  Ja*-1 
Breti  A-i 
BriRg.   A   W-l 
Briggf  Hy-1 
BllBMS   1    M— ( 
BrouHhall  Geo—) 
Brown  J  S~l 
Buck  C  E_f 
Bucklaad  H  G-l 
Burneii  G  G-i 
Bun  R  H— f 
Campbell  J    W-l 
Cannon— f 
Csme   Rob(— f 
Ca*thra  &  Cawlhra— f 
Chadwick  C  W— I 
Charleswonti   H   G 
Cox  Sc  Baillie  Hd-I 
Cox  E  W-l 
Craig  Jaa-1 
Cr-«ford  A  J-l 
Crowlher  W  C-1 
Dingle  F  E-i 
Dopov^in  A  E-1 
Diith.m  J   H  C— f 
Fasrmure  A  L-f 
EasunuTc  Ik  Liahiboiir 

Edniand  Frank— f 
Edward  A— I 
Ellis  Alt  H— I  c 
Evan.   &   Evans-f 
Evana  a  W— f 
Ewart  T  H-l 
F*jrb>n^>  Wm-1 
Parqubar  J  D-f 
Foiter   F  X-I 
Gall  Wm— 1 
GariMt  J  W-l 
Gihbi  Malcr.ln.-I 
Gillespie  C  T-1 
Goldman  L— 1 
Gooch  F  H-( 
Gnuinlock  Jnbn— f 
Grant  J  C-1 
Grwnwood  R-l 
Grundy  Geo  H— 1 
Hall  W  H-f 
Hamilton  R  C— I 
Hsmnion  Wm-1 


ton"a"Geo  H-I 

Jonea  ft  Proctor  Broa— f 

JonktaTP-l 

Tankin  ^-1 

Reani  R  J— I 

Kenny  J  J-^ 

Kemahao  M  G 

Kerr  Total  W-l 

King  III  A  D-f 


Wood    *    Kirkpatii<^-I 
Woodland  C-e 
Wright   A~f 


LowTT  Dr  D— 1 
Loren  Robt— 1 
McAdam  D  A— 1 
McCarthy  J    O-l 
UeCallnm  P  A-4 
HcPadden  J  A-^ 
Mclntyre  W  T-1 
McKay  BenianiD  F-f 
McHdlkin  F  J— t 
UcMoTicb  Geo— f 
McHunry  W  T-1 
McNBUglu  C  b-t 
McTaggart  W  O-c 
Hacdonald  T  K-1 
Uacdonald  W  C^ 
Mastm  I  B— t 
Harahall 
Marter  E  C-i 
Maioa  T  fi-f 
Mataon  R  H-l 
Maagbaa  Tota  ft  Soa— f 
Maion  ft  Sbaw-4 
HedUnd  W  A  *  Soa-i  c 
Merrin  ThD»-t 
Miller  Darid-I 
Millt  J  S  A  G  G-^ 
Hinton  T  S-< 
Moon  Robert— « 
Moore  Wm  M-l 
Manti   A   Beatty^-f 
Murphy,     Love,     Hamit 

too   &  Baicom-( 
Uurton  S  W— I 
O'Hara  A  Sona— 1 
Orr  Geo  H— 1 
Orr  W  H  ft  Soo-1 
Parkea  ft  VcViltie- 
ParkinMiB  W-l 
Peik«  L  C-I 
Fearvni  E  P^ 
Feck  W  J-f 


Boyd  Tl 

CtuQll  J' 


Bbmilton  W— f 
McHare  V-f  1 
Miller  A  E-l 
Moore  R  J— I  c 


WALKERTON 
Atvood  Tlioa  E— flc 
Dippel  N  J— f  1  e 


WALLACEBUBG 
Beanie  I  H— 1 1 
Burgeaa  B  M-f 
Cfanbb  Ctaaa— f  I  e 


Pringle  ft  Weir- 
Pyke  o  A-f 

8ua  P  W-l 
am«»T  W  T-t 
Ree^  Shaw  ft  McNaught 

Richardaon  T  D— f 
RiddeU  T  A— I 
Ridont  D  K— f 
Ridoot  ft  Strickland— t 
Robarta  J  D— I 
Roaa  P  H  ft  Co-t 
Ruaaell  F  H-l  c 
SalU  S  E-l 
Sanderaon  P— I 
Rcadding  E  A— f 
Scarth  Cbaa  G— 1 
Scon  Cheater  G— c 
Scott  ft  Walnu-ey— I  I  c 
Sbaw  ft  Begg— f 
Smith  A  W-4  1 


WATERLOO 
Anoatnnui  T  I^-f 
Ball  ft  Son  J-f  I  c 
Boehm  C  A— f  I  e 
Carthew  W— t 
Crrumaa  A  K-f  1  c 
HabtcMl  F— 1 
HugtaeaJ  B— f 
RooaPH-^ 
StauSer  1^-4 

WALTERS  PALLS 
Dayman  W  A— f  1  c 
Howey  J  H— f  I 

WATFORD 
Pl1ager.vld  W  E— f 
Fuller  W  S-t  1 
Hnme  J  H-J  I  e 
Watt   Da*id~( 

WELLAND 
-imore  J  S-£ 
Gamer  O  H— f 
Hill   J  F-(  I  c 
JfcCotmick  BJ-f 
Morwaod   H   S— f 


Stark  John-f 
Stewart  P  J— f 
Stewart  L  A— 1 
Stratby  A  G— f 
Sutherland  H— I 
SylTcatet  S  A— f 
Sidiaki  Paul-f 
SietiaU  ft  McLtan-< 
Tbaya  Ira  B— I  c 
Tbompaon  M  G— I 
Vtnderwaltr  U— 1 
VaaKoo^nct  A  H  S 
Walker  Barion-f 
Walker  P  W-f 
WalUec  T  C-I 


WHITBY 
Blow  E  R— f 
Kowden  K-f  I 
Howden  ;  D-l 
O'Conner  John-!  ( 
Prinde  W'B— f 
Rlchardaon  W  J  H-(Ic 
—     henaoa  E-c 


Bartlet  Gao— f 
Bell  Tboa  A— 1 
BronghtoB  S  J— I 
CboreUn  I  B— f 


INSURANCE  AGENTS-QUEBEC. 


Chittk*  Tkaa— I 
Caaenj  ]  B—tl 
Cona  Kka—tJe 
Dium  Junt* 
Dodi  J  M-J  1 
Filler  Cbcriet  H-1 

Itint  B  B-^ 

Utn  C  B-C 

L«nin  A  C— I 
Monoo  R  U—f  I  e 
OliTcr  June*— II 


Griffin  C  N-f  1 


n  ^'iT^f " 


Picud  Gupard— 1 
Peek;  0~t7 
Prone  G  K  *  Soo— fl 
RejraoJiM  &  Son  R  A— 

RIchardKiD  W  H— !  I  Riiclrie 

WINCHAM  sSb'A-Ei'' 

Bank  of  HuuDton — I  I  Vuutoac  8-^ 
Ben  Dirid— I  WOODSTOCK 

Gent  Wm-I  Brown  I  Ht 

!>«»!»  HenrT— (  I  aarke  W  G 


ST" 


Dkkart  D  O-f  I 
Eden  Geo  C— f  1 

Edgington  J-1 
Ftsndu  V  l^(  !  c 
Holl  John— i 
Kcsbitt  E  W— f  I  c 
Ormaby    &   Clipp-1  I   C 

Sivtell  R  G— f 
Scarff  J  S— f  c 


^     -It  H  B 
I'idlaod  J   \ 


CHARLOTrarOWK 
^er  laa  Co  Ud— {  1  o 
Broir  E  R-(  1  0 
MuhuB  O-f 
WidMo  R  H-f  I  E 
Iimrd  Horace— f 
Itnderaon  R— ( 
Irndnan  P  W  *  SoD- 


PRINCE  EDWARD   ISLAND 

McchuD  E  R  Co— I 
R«ers   W   K    Co   D 


KENSINGTON 
Andenon  Jofan — [  1  c 
Duraeh  D-l 


«lie  H  A— £  I  Gordon  D— f  c 

ckhwt  A  W-f  I  mc^S  M-f  1  c 

Monkler  EdwBid- 
SUMMER5IDE  Honuon  Donald- 

irrows  UiM  Amy   G—    |l"«fp 


Campbell    Alexander — 


QUEBEC 


BEDFORD 
Mfen  E— f 
lurie  E  F-t  c 
OMlin  J  E-f 
cagb  7  Tl-t 
oufd  A  T-f 

oll^d  J  T— f 


rker  A  H-! 

CHICOUTIMI 
■KKnin  L  A— f 
faurd     Eli-I    1 
aienae  Edw*rd-{  1  G 
rord    Joe    £d-l   1 
Pierre   A  Belleau-f 
Adelaid-<    1 


in»^KtrI 


«iioo  U  C  H— f 
>u>s  A  I^ 
■talne  H  C-f 
■er  lohs-l 
uon  A  C-l 
ma  F  B—l 
rtleff  WL-tIc 


ett     Ed-f 

r>«-»id-f 

rence  E  E— ( I  < 


KARNHAV 

«e  B— f  I 
B  A  I'—t 
L.un»  T  A-f 


-nx      S-I  1 
.BC    E-4  l« 

tsnoa  P  A-^ 


CoS»i'oeau°i'o^  1 
D«Mmt    Pittre-l 


Simon  D  C— f  c 

JOUETTE 
Carawell  N  M— f  1 
CharUad  A— f  1 
Leurd  W-f 
Maue  O  D-t  1  c 
Page  J  O-f  I 


RobetailU  &  fouDlaini 
St  Georgei  1,  W-f  1  c 


DorioD  J  M— f  1  o 
GarretM*  W  H— I 
Rain  Taa  W— I  1  e 
Walker  G  J-<  1  c 

LAUZON 
Bergeron  J  B  P— 1 
Bomeel  P  A— f 
Bonifin  Theofred-f 
Conillani  Ernest— I 
Dion   F-l 
GoeHa  Jo»— I 
Lagneox  Joi 

Vieo  d  S-f  I  c 
LEVIS 


HAGOG 
Andet  L  A— f 

Simin  H— f 
cDounld  H— I 
Pete^  W  W— I 
Taylor  Perej— f 
Tonrigmr  Aff— I 
Weat  Dr  T-f 
Wilcox  T  R-f 


Alarie  J  S  A-f 
Alibi  Jat  A  Soo-f  I 
AI1ow*T  C  J-f 


Ayer  H  H-i 
Binhiaomc  O  F— f 
Beckit  O  G— f 
Biekerdike  R— t 
BUcbe  C  R-f 
BoTonow  U— f 
Boyer    N-f 
Bridse  R  H-f 


Brawn  B  Hai — 1 
Brown  Cliat  J-f 
Brown  F^rette — 1 
Brown  Godbee  W- 
Biowne  FiU  Jamei 


lorke  I 


/   A-f 


Bttub  Cfaai  A — f 
Cairnpr  Wm— I 
Campbell  K  A-f 
Cararn  Bnia — f 
Charteboii  C— f 
Cberalier  Joe— f 
ChtiiMmaa  T  H-^ 
CliristnuK  A  Son*-^ 
Clighom  Power  C— 
C«n»od   Wm-f 
Cole  Hinden  P— f 
CoUeret  J  A-f 
Collina   Prancia— < 


DickXtbar  E-f 
DickMD  T  E  E — f 
Dobbin  TTioa  F— f 
Donoian  T  J— f 
Doataler 
Doataler  A  O— t 


DoffJ 


i_J  B-( 
A  Johns 


Forew  C  E-f 
Fox  Ceo  G— ( 
Frotninfa  H  A — I 
GabeaaH-t 
GanmP-l 
Ganit  PerCT  R-t 
Ganthier  P— f 
Ganthler  Pierre-t 
Ganthier  Raod  S-f 


Stavert  H  W  B— f 

Strong  Heatb— ( 

Tanton  B  W-f  e 


Gra*  Samoel-f 
Gailbault    Denia-f 
Eagar  Walter  C 
Hague  C  A— f 
Hague  Frederic 
Hampaoa  Bob!  ft  Sod— t 
HMe  ft  HcKeniie-( 
Hawiboma  J  A— I 
Hendernn  C  A-t 
HiD*haw  H  C— f 
Howard    Robl-f 
HudMm  T  H— c 
Muote  Tolei-f 
HurtnbolK  A  St  Cyr— t 
Jackaon  Wm— f 
Johnion  F  W  G-f 


e  J  B— f 
e7oa-Hl 


Ltbremac    W-f 
Lambert  H  H— f 
Langloia  E  I— f 
L^rSlere  J  N-l 
Lanrin  Cyrille-t 
La»era  A  H— 1 
Lee  W  I^-f 
Leger  O— I 
Lcet  L  I^-l 

Lewil    Tjiwing 1 

Lukia,  Stewart  A  Co— ( 
Lyman  Geo — ( 


U^w 


Wm 


Maroii   Jos— [ 
UsEson  botninique-f 
Mtilkur  A  A-( 
Miller  J   H-1 
Minden  Cole  F-f 
Molaon  r  W  Co  L(d 
MoImou  Marklind  W-f 
MondiT  O  T-l 
Mnmaej'  Tt~f 
Madgf  N  R  a   ■- 


Norn 


k    M-l 


I— f 


c-200 


INSURANCE  AGENTS— QUEBEC. 


QUE. — ^Montreal,  Con. 

Oswald  M  C-A 
Painchard  L  H— I 
Parldns  Ftmnk  F— Ic 
Patenon  ft  Son— 1 
PeUerin  J  H-l 
Pelton  J  G-1 
Perrin  L-l 
PinkertoiD  ft  Co-4 
Popham  H  R— 1 
Potfier  R--f 
Quenneville  O — ^f  1 
Qiieiiafel,  Sharpe  ft  Co— e 
Kamsay  A— c 
IUnff«r  A  R— I 
Raphael  H  W-^ 
Rawlingt  Edward— 1 
Rcid  FG-I 
Robertson  Frew  W 
Kobertson  G  R  ft  Soaa^-f 
Robillard  Adolphe 
RoUand,   Lyman  ft  Bur^ 


Rots  A  G— f 
Ross  Arthur^ 
Roiith  C  H 
Roy  Jos  'Er-i 
Saucier  J  A— 1 
Shannon  C  A— ( 
Sharpe  C  A— c 
Sherritt  J  M~l 
Simard  Arthur^ 
Simpson    Craddock    J    ft 

Co,  Ltd 
Smith  Pemberton— f 
Smith  W  F— 1 
Snowdon  W  A— f 
Sunger  Jas^  T— I 


P— 1 

Stewart    Alescandcr— f 
Suckling  H  W-l 
SyWain  J  H-C 
Tansey    Deni*— I 
Tatley  J  W—f 
Taylor  E  T  ft  Soo-f 
Thompson  J  G — f 
Tiff  on  Chas  I>~4 
Tyre  Robt  W-< 
Vcith  J  G-l 
Walsh  Miss  M  En-{ 
Walsh  M  J-f 

Whitehead  E  A  Co,  The 

Ltd-I 
Wooham  H  W^f 
Wright  A~l 


NICOLET 

Beauchemin  Narcisse— fl 
Beaubien  Chr  M— C 
Chillas  P  A-l  1  c 
Comeau  H— f 
DuTal  Joseph— 1 
Leblanc  F  X— f  1 
Rousseau  J  B  A— I  1 
St  Pierre  Lorenzo — I  1 

ORMSTON 

Gale  H  £— f 
Lenney  W  A— f 
McGerrigle  J  L  G-f 
Patten  H  B-4 
Rousseau  L  A— f 
Tomsoo  J  H— 1 1 

QUEBEC 

Anderson     &    Gilmour— 

f  1  c 
Af«l  J  F— f 
Belleatt  J  F-f  1 
Belleau  ft  Belleau— I 
Bigndl  H  B-f 
Bnmcan  J  O— 1  e 
Bruneau  Louis— f  1  c 
Budden  ft  Welch— f 
Champion  C  &  W-f  1 
Chateauvert  Geo  P— 1 
Dclancy  W  I— 1  e 
Demers  Ge»— f 
Drum  S  Wilson— 1  c 
Eraser  W  J-<  c 
Gagnon  Oscar— 1 
Glass  Frank — Ic 
Giroux  ft  Cote— flc 
HoUoway  F— f  1  c 
Lachance  J  T— I 
Laurie  Alex — c 
Leclerc  E— f  1 
LeClerc  Theo— < 
McGee  D  ft  Son— f 
McPherson  W  M— f  1 
Mahony  ft  Hay— fie 
Marcotte  Arthur— I 
Maicoux  J  A — ^1 
Monaghan  M— 1 
Morin  Osoar— 1 
Morissette  J  B— f  1  c 
Mnrphy  J  &-f 
Payette  E  J— 1 

bee  Fire  Agcy— f 

acine  Pierre— f 


Rollit— f  1  c 
RoUit  &  Scott^f  1  c 
Scott  Arthur  £— f  Ic 
Trudel  ft  Dion— 1 
Vallieres  Alfred— f 
Walcot  C  W—f 

RICHMOND 

Alexander  G  J— f  Ic 
Bedard  David  F— f 
Campbell  Chas— 1 
Cleveland  E  F— f 
Dresser  G  F— I 
Ewing  WUliam-f  1 
Ginn  T  O— f 
McCaig J  C-f 
Rowat  D  M— f 

RIVIERE  DU  LOUP 

Binet  G  A— f 
Douoet  £  A— I 


Oi»l 
Raci] 


Michaud  J  P— f  1 
Morin  D  E~i  1 
Pmdis  D— 1 
Pellant  J  F— f  1 
Potvin  G  J-l 
T6tu  Alex— f 

ROCK  ISLAND 

Hovcy  E  W—f  1  c 
Parquette  John— f  1  c 

ST  HYACINTHE 

Bartels  F  Agency  Inc — 

f   1  c 
Boisseau    ft    Boisseau — f 
Rrousseau  Louis — 1 
Cabana  J  N— f  1  c 
Chabot  E— f 
David  M  A— f 

iodotn  A — f  c 
forin  Ren4 — ^f  c 
Nault  J— f  1 
St  Germain  H— f  1 
St  Germain,   Dufresne  & 
Hamel— f  1  c 

ST.  JOHNS 

Beauchemin  C  H — f  Ic 
Beauchemin  A  S— 1 
Hall  F-f 
Hebert  J  E--f 
Lavoie  Joa— fie 


Marooox  £ — 1 
O'Cttin  Jamea— <lc 
Pcrrcliard  H  G 

SHERBROOKE 

Belanger  T— f 
Burrage  R  R— f  Ic 
Dresaer  W  S  ft  Co-flc 
Duberger  C  H— 1 
Eraser  G  E  ft  C  K— 41c 
Gags6  Alf-f  1 
Kennedy  J  D — f  Ic 
Levesque  U — 1 
Pahner  C  O— 1 
Pa^ca  T  T— 1 
Southwooa  F  J — f  c 
Villencttve  P  H— 1 
Worthington  ftBorlase-^ 

SOREL 

Beaubien  J  E— f 
Guevremont  A — f 
Udremhre  1  B  T-f  1 
Laurin  L— I 
Maase  N— 1 
Mornn  W  G  M-C  1  c 
St  Martin  L  N— f 

THREE  RIVERS 

Dupleasis  C  Z— f 
Gouin  &  DeatleCt-f  I  c 
Lambert  O— 1 
Spenard  ft  Gtnvel— f  c 

VALLEYFIELD 

Choquette  Leo — I 
Dents  Ed— I 
Fortier  S-4  1  c 
Joron  R  S-f  1  c 
Langevin  L  J  H— f  1  c 
Lavimiodiere  N  Er-4 
Lavoie  Donat— 1 
Legendre  A — 1 
Low  J  Tr-f  1  c 
Richer  Jos — ^1 
Solis  E  H-f 

WATERLOO 

Bridge  W  H— € 
Fontaine  F— f 
Harvey  ft  Call-f  Ic 
Jodin  &  Bonrgois^f 
Radcot  A  A— f 
R  F-^lc 
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ALABAMA. 


ANNISTON 

>ook  S  L 

BIRMINGHAM 

^dams  Geo  C 
iuJJivan  J  A 

QTRONELLE 
Jrown  W  T 

DOTHAN 

iarnet  A  £ 
mith  H  G 

EVERGREEN 
tkiason  W  D 

GENEVA 
aughan  D  O 

GRESNVIIXB 

orter  R  Y 
/ilson  J   H 

MONTGOMERY 

all  &  Samford 
olloway   ft  Brown 
teiner,  Cmm  ft  Well 
arts,  Troy  ft  Coffey 

NEW  DECATUR 
llisoii  E  H 

ROANOKE 
ichols   F  P 


ARIZONA. 


JEROME 
mch  C  T 

NOGALES 
vin  H 

TOMBSTONE 
ckens  J  V 

TUCSON 

anklin   A  M 
iderwood  H 


ARKANSAS. 


CAMDEN 
all  wood  T  R 

FOREST  CITY 
rd   R   J 


FORT  SMITH 

Boyd  P  M 
Kennedy  A 

HELENA 
Meyer  A  ft  Son 

UTTLE  ROCK 

Ford  T  B 
Hirsch  G  L 
Smallwood  T  R 

NEWPORT 

Hirsch  G  L 

PINE  BLUFF 

Rotcnbcrv  F  M 
Wdb  Geo  M 

SILOAM  SPRINGS 
Andrews  J  M 


CALIFORNIA. 


AUBURN 

Rodeliaver  W  W 
Wills  I  H 

BERKELEY 
Creed   W  H 

COLUSA 

Boffgs  A  B 
Tadcson  M  J 
Van  Dorsten  E  A 

CRESCENT   CITY 

Barmlmrg  A  A 
Corrin  ¥J 

EUREKA 

Allard  S  I 
Belcher  Peter 

LIVERMORE 
Mel  Lows 

LOS  ANGELES 

Clinkscales  J  H 
Faust  William  H 
Hart  Seth 
Laying  C  A 
Mcintosh  D  W 
Williams  T  H 

MADERA 

Farnsworth  E  ^* 
Meade  Calvert 
Sexton  Wm 

MARYSVILLE 
Morcuse  H  M 

OAKLAND 
Crown  ft  Lewis 

PLEASANTON 
Magill  R  H 

REDWOOD  CITY 

Brown  R 
Hull  Bros. 
Winter  Geo 

SAN    FRANCISCO 

Eithel  Edw  E 
Ehrlich  John 


'  Farnsworth  E  P 
Garrigue  R  H 
Jolly  E  J 
Koempel  H  C 
Maris  Wm 
Mauritzitts  Frank 
Meade  C 
Spencer  H  McD 
Wilson  D  W 

SAN  JOSE 
Noellering  £  A  &  Co 

SAN  MATEO 
Morton  John 

SAN  PEDRO 
Abbott  O  C 

SANTA  ANA 

Black  A  C 
McNeill  C 
Preble  Geo 

SANTA  CLARA 
Enright  D  J 
Woodward  C  C 

SANTA   CRUZ 
Towne  H  B 

TRUCKEE 
McQellan  C  R 

VISALIA 

Chambers  L 
Hastings  R 

WILLOW 
Knock  T  L 


COLORADO. 


CANON  CITY 
Bridwell  W  F 

CRIPPLE  CREEK 
Berbower  F  R 

GUNNISON 
LakeH  F 

IDAHO  SPRINGS 
Bonner  Tom 

PUEBLO 
Eraser  W  G 

SILVERTON 
Fast  Aug 

VICTOR 
Simonton   G  E 


CONNECTICUT. 


BRIDGEPORT 

Beardon  George  N 
Goodsell  G  W 
Goodsell    S    E 
Schibner  G  H 


DANBURY 

Hodge  E  A 
Stevens  Chas  W 

GREENWICH 

Crosby  Jos  P 
Sullivan  Jas  F 
Wigmore  Thos  E 

HARTFORD 
Fitch  William  G 

LITCHFIELD 
Bishop  B  C 

MERIDEN 
Williams  J  F 

MILFORD 
Hepburn  R  P 

NEW  MILFORD 
Todd  Arthur  G 

NORWALK 
Golden  R  H 

NORWICH 

Blackredge   H 
Carpenter  A  M 

SOUTHINGTON 
Hemingway  J 

SOUTH  NORWALK 
Golden  Richard  H 

THOMPSONVILLE 
Watters  Thomas 

TORRINGTON 
Cowles  W  A 

WILUMANTIC 

Crane  C  L 
Sullivan  J  O 

WINSTED 
Moore  D  I  S 


FLORIDA. 


DELAND 

Wright  S  B 

FERNANDINA 
HiUycrCV 

JACKSONVILLE 
Lowe  C  M 

OCALA 
Davis  D  W 

ORLANDO 
Way  Y  S 

PALATKA 
Hillard  J  Walter 

PENSACOLA 
Daniels  Julius  E 

i  QUINCY 

i  Wilson  W  W  f 
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TAMPA 

HUlard  Chas  M 
Taylor  E  H 


GEORGIA. 


ALBANY 

Ventulctt  Thos  W 
Wright  Edw  L  ft  Co 

AMERICUS 

Arthur  F  B 
DaTenport  J  A 

ATLANTA 

Crandall  G  L 
Hawks  Wm  M 
Melone  H  M 

BAINBRIDGE 
Perry  E  J 

CARROLLTON 
Boykin  S  J 

COLUMBUS 
Spencer  &  Clapp 

CORDELL 

BaUinger  G  A 
Campbell  H  W 

EASTMAN 
Herman  H 

MARIETTA 
CoryeU  H  G 

Mcdonough 

Low  M  C 

McRAE 
Stamps  John  S 

NEWMAN 
Fisher  T  J 

QUITMAN 

Peoples  R  A 
Young  H  Lane 

SPARTA 
Cook  E  R 

VALDOSTA 
Peoples  R  A  Jr 


IDAHO 


BLACKFOOT 
Fisher  C  N 

BOISE 
Hall  Almon  P 


BUTTE 
Smith  F  B 

HAILEY 
George  W  B 

KENDRICK 
Porter  R  H 

MOSCOW 
Merwin  C  E 

NAMPA 
Hickey  C  R 

WESER 
Harvey  O  M 


ILLINOIS. 


AMBOY 
Vaughan  F  N 

AURORA 

Brigffs  £  D 
Holoen  James 
Tomlin  N  W 

BATAVIA 
Burke  F  H 

BEARDSTOWN 

Condit  F  M 
Garm  C  C 

BELLEVILLE 
Hoppe  Wm  M 

BLANDINSVILLE 
Ballon  E  C 

BLOOMINGTON 

White  S  R 
White  Ora 

BUSHNELL 
Chidester  D  F 

CANTON 
Cableigh  F  A 

CARTHAGE 
Irving  Mayor 

CENTRALIA 

Tonas  Leo 
Murphy  Gordon 

CHAMPAIGN 
Harris  Chester  A 

CHICAGO 

Bnllard  A  F 
Dorr  J  P 

Engleman  Chas  P 
Green  Carl 
Harvey  J  C 

SEE  AGENTS'  LIST 

CHIOAQO.  ILUNOIS 

J.  L.  HOLDEN 

Mariner  W  B 


Marshall  J  F 

McMillan  L  S 

Read  Charles  &  Sons 

Redfield  George  K 

Rogers  F  D 

Root  J  S 

Root  Jerome 

Smith  T  H 

Wagner  D  S 

Wefls  H  M 

Western    Adjustment   A 

Inspection  Co 
White  H  W 

CHILLICOTHE 
Mitchell  E  A 

DECATUR 
Corlcy  D  C 

DIXON 
Newcomer  F  X 

DWIGHT 
Ahem  J  C 

ELMWOOD 
Jay  Fred  D 

EVANSTON 

Greene  Carl  D 
Schrieber  T 

FAIRBURY 
Virgen  C  R 

FAIRFIELD 
Lloyd  J  J 

GALESBURG 
Holmes  F  H 

JACKSONVILLE 
Wharton  J  B 

JERSEYVILLE 
Vinson   J   W 

KANKAKEE 
Dolan  Jas 

LA  GRANGE 
Iverson  C  L 

LINCOLN 
Davy  T  S 

LITCHFIELD 
Potts  E  J 

MATTOON 
Guthrie  E  T 

M'LEANSBORO 
Shoemaker  Jas  M 

METROPOLIS   CITY 

Kerr  S  B 
Roby  C 

MONMOUTH 

Allen  J  A 
O'Dowd  J 

MONTICELLO 
Porter  W  J 

MOUND  OTY 
Carter  H  G 

MOUNT  VERNON 
Hagebusch  W  H 

MURPHYSBORO 
Ritter  Chas  L 


NAPERVILLE 

Rassweiler  H  H 
Scott  Alvin 

NASHVILLE 
Holston  B  B 

OLNEY 
Coin  Jas  T 

PARIS 

Beckett  J  P 
Tanner  A  A 

PEKIN 
Struck  I  A 

PEORIA 
Hatfield  S  K 

PROPHETSTOWN 
Griawold  E 

QUINCY 
Gille  Geo  C 

ROCKFORD 

Camlin  John  H 
Worthington  W  A 

RUSHVILLE 

Craske  Henry 
Webster  John  L 
Whitson  Geo 

SPRINGFIELD 
Bellersheim  G  J 

SPRING  VALLEY 
Sweeney  John  J 

TAYLORVILLE 
Kinney  A  T 

VANDAUA 
Bingham  A  Henry 

WILMETTE 
Skelton  John 

WINCHESTER 
Smith  Dan  T 

WOODSTOCK 
Hyde  J  R 

WYOMING 

Innis  Elmer 


INDIANA. 


ANDREW 
Haller  W 

AUBURN 

Baxter  Miles 
Weaver  D  H 

BOSWELL 
McAdams  A  B 

BRAZIL 

Finley  John   A 
Seiders  Wm  F 

BUTLER 
CambeU  R  C 
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COLUMBIA  CITY 

TERRE  HAUTE 

HUMBOLDT 

BAXTER  SPRINGS 

Smith  AC 

Smith  H  M 
Taylor  R  H 

King  J  W 

Daniels  W  C 

COVINGTON 

IDA  GROVE 

CHERRY  VALE 

Brown  QiM  A 

TIPTON 
Richnum  C  J 

Moorehead  A  H 

Cormony  W  J 

DECATUR 

•^ 

INDEPENDENCE 

CONCORDIA 

Hooper  &  Lenhart 

WASHINGTON 
Johnson  &  Ellis 

McGuire  W  P 

Giersberg  G  J 

DELPHI 

•F 

LAKE  CITY 

ERIE 

Bradshaw  W  H 

WESTFIELD 
Bray  W  C 

Freeman  J  M 

Wells  J  A 

ELKHART 

w 

LA  PORTE 

FORT  SCOIT 

rbamberlain   Le   Roy 

WORTHINGTON 

Banger  Geo 

Cormany  W  A 

khafer  G  M 

Dyer  M  Jas 

McGregor 

Rawlings  V  L 

EVANSVILLE 

Walker  C  W 

FRANKFORT 

look  S  W  &  Co 

MOUNT  AYR 

Cracus  W   P 

FORT  WAYNE 

Beard  H  C 

HORTON 

raham  &  Evans 

IOWA. 

NEWTON 

McCormack  John  A 

FRANKFORT 

Brunner  J  G 

HUTCHINSON 

oung  J  L 

NORA  SPRINGS 

Kinkel  John  M 

GARRETT 

Waterbury  O  P 

lOLA 

•own  H  M 

Smith  &  TraTis 

igc  G  E 

AKRON 

OSAGE 

GREENFIELD 

Agnes  M  A 

Woodward  O  P 

LAWRENCE 
Benedict  F  M 

oper  DBA  Son 

BELLE  PLAINE 

OTTUMWA 

Gardner  T 

oper  M  P 

Muher  J  C 
Paden  C  M 

Benson  B  S 

LEAVENWORTH 

HAMMOND 

ROCKWELL    CITY 

McGee  Jas 

ed  Pump  Construction 

BURLINGTON 

Wilson  Henry 

O'Lund  J  S 

Co 

Wesner  E  M 

HUNTINGBURG 
latepohlen  Daniel 

CARROLL 
Daugherty  A  J 

SCRANTON 

Andrews  John  T 
Clark  B  O 

LYNDON 
Hussey  L  F 

HUNTINGDON 

^_       'E*       'E* 

CASCADE 
McMillan  Thos 

SHENANDOAH 

LYONS 
Pulliam  E  B 

^n   £  £ 

Hayes  J  M 

Fleisback  C  E 

INDIANAPOUS 

CF.DAR  RAPIDS 

Swallow  J  A 

MARION 
Case  Rosse 

:aust  Cbas 

Anderson  Lew 

SPIRIT  LAKE 

Richardson  S  E 

CENDALLVIT-LR 

Hook  C  W 

Van  Steenburg  B 

MARYSVILLE 

il  Jo«  T 

CHEROKEE 

STUART 

Morse  0  J  &  Co 

KOKOMO 

Lucas  H  H 

Bacus  John 
Bamett  S  P 

Mcpherson 

ikwsitcr  W  W 

CINCINNATI 

TAMA 

Hendry  Alexander  S 

T.AFAYETTE 

Ketchans  F  C 
McDonald  T  C 
Wood  &  Johnson 

Carson  Lee  S 

PITTSBURG 

re  E   L 

TOT EDO 

Werner  F  C 

LOGANPORT 

CLINTON 

Bishop  I  B 

SALINA 

son  S  M 

(on  E  D 

Scofield  Geo 

Mclntire  W  H 

Cracus  W  P 

ey  C   O 

COLFAX 

VINTON 

STOCKTON 

[ARTINSVILLE 

Hahn  J  U 

Watson  C 

McKanna  R  H 

Tames  R 
ur    R  L 

CORNING 
Gavely  Walter 

WHAT  CHEER 
Brokaw  W  E 

VALLEY  FATJ.S 
Strawn  S  M 

MUNCIE 
p    E    W. 

,-EW  ALBANY 
an    W  A 

DAVENPORT 
Rosa  W  P 

DENISON 

WILTON 

Paustair  L 
Wildosin  U 

WICHITA 

Gribi  S  G 
Warren  R  B 

Richardson  Geo  A 

WINFIELD 

W     HARMONY 
Jolui 

DES  MOINES 
aark  A  E 

Eaton  T  J 

OBLESVILLE 

>v  c 

Hanna  C  E 
Smith  M  H 

KANSAS. 

RTH   VERNON 
Max-y  A 

DEWITT 

Hawes  T  W 
Morris  S  J 

KENTUCKY. 

KOCKPOBT 

C    C 

FORT  DODGE 

ABILENE 

gm    S  B 

Merritt  Wm  M 

Seeds  H  E 

>tJTH   BEND 

FORT  MADISON 

ANTHONY 

ASHLAND 

^V   P 

Albright  H  A 

Jennings  G  L 

Pritchard  Charles  H 
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BOWLING   GREEN 

Herdman  &  Stout 

COVINGTON 

Jackson  H 
Sprague  Edwin  F 
Whitney  H  A 

FLEMINGSBURG 
Lawton  John  S 

FRANKUN 
Gillespie  Bros 

GREENVILLE 
Morgan  J  P 

HARRODSBURG 
Thompson  C  D 

LAWRENCEBURG 
Grain  John  H 

LOUISVILLE 

Campbell  Philip 
Drake  Frank 

Stephen  French 

ADJUSTER  OP 
FIRE  LOSSES 

ColamUa  Baildbiff 

Louisville,    Ky. 

MAYFIELD 
Stanfield  W  B 

MIDDLESBORO 

Kinnaird   Wm  J 
Sleet  Wm  C 

MT.  STERLING 
Coleman  J  L 

MURRY 
Holton  M  D 

NICHOLASVILLE 

Wilds  Thos  G 
Wolf   B 

OWENSBORO 
Carter  J  W 

PADUCAH 

C.C.  ROSE 


Adjuster 

of  Fire  Losses 

in 

Illinois,  Kentucky 

and  Tennesee 

PADUCAH,  KY. 

PIKEVILLE 

Rogers  &  Bevins 
Sawards  Jas 

SOMERSET 

Buclor  Mrs.  C  B 
P»^ather  &  Co 


VERSAILLES 
Wasson  D  E 


LOUISIANA. 


CROWLEY 
Acadia  Ins  Agcy 

HOMER 
Prescott  J  H 

NEW  ORLEANS 

Campbell  W  S  Co 

Cooke  W  A 

Crescent   Adjustment   ft 

Inspection  Co 
New  Orleans  Adjust'g  Co 
Southern  Adjustment  Co 

SHREVEPORT 
Prescott  J  H 


MAINE. 

AUBURN 

Greenleaf  Chas  A 
Greenleaf  John   A 
Greenleaf  Elbridge  M 
Warren  Andrew  F 

AUGUSTA 

CarU  E  C 
Downiiig  S  C 

BANGOR 

Carter  John  T 
Cutter  Leslie  W 
Gatchell  Elmer  N 
Lancester  M  H 
Nelson  George  G 
Nelson  O 

BAR  HARBOR 
Burrill  F  C 

BATH 

Crosby  E  S 
Humphrey  D  M 

BIDDEFORD 
Woodman  M 

BREWER 
Burr  E  B 

CALAIS 

Murchie  Howard 
St  CUir  Ashley 

CANTON 
Richardson  O  M 

DOVER 
Howard  G  E 

EASTPORT 
Bradish  Scott  P 

ELLSWORTH 

Burrill— f   c 
Mason  C  W  ft  F  L 


FREEPORT 
Gould  F  E 

GARDINER 

Hailey  A 
Jordan  A  H 

HOULTON 
Donnell  W  C 

KENNEBUNK 
Cole  C  H 

LEWISTON 

Keene  F  W 

OLD  TOWN 

McNaughton  James  A 
Wilbur  Geo  H 

PORTLAND 
Shearmon  John  E 

SKOWHEGAN 
Folsom- Jones  Charles 

WINTHROP 
Foster  H  E 


MARYLAND. 


BALTIMORE 

THOMAS  L  BOND 
Adjuster 

111  Chtmker  of  Commerco 
BALTIMORE.  MD. 

Cunningham  Coal  Co 
Deming  T  C 
Hulden  &  Dowrien 
Gardner  H  S 

iohnson  &  Higgins 
fcCaffrey  Geo  J 
Nelson  John  M 

CAMBRIDGE 

Thomas  Wm  H 

CENTREVILLE 
Gibson  W  H 

POCOMOKE  CITY 
Fontaine  Edgar 

ROCKVILLE 
IschefFeby  E  L 

SAUSBURY 
Tnder  W  A 


MASSACHUSETTS 


BELMONT 
Scott  Chas  S 


BOSTON 
Allen  G  H 

William  P.  Brown 

Adjuster 
Fire  Losses 

S5  Kilby  St,     BOSTON 

Buell  Geo  L 
Clark  Arthur  A 
Forbresh  J  &  M 
Hill  Herbert  C 
Jarvis  E  E 
Porter  T  M 
Weelock  H  S 
Whitney  H  F 

BROCKTON 
Jackson  John  A 

CHELSEA 
Pratt  Walter 

CLINTON 

Lowe  H  H 
Perham  A  O 
Philbin  J  J 

DEDHAM 

Rogers  M  J 
Stevens  H  H 

FITCHBURG 
Littlehole  J  D 

FRANKLIN 
Woodward  A  P 

GLOUCESTER 
Griflin  Edward  S 

or   BARRINGTON 

Evans  E  B 
Shufelt  H  F 

HINGHAM 

Hughes  Thomas  R 
Johnson  H  E 
Weelock  H  S 

HOLYOKE 
Judd  Chas  C 

HUDSON 
Fletcher  A  L 

LEOMINSTER 

Libley   J  H 
Lyon  A  E 
Stacy  H  H 

LEXINGTON 

Hill   Willard  C 
Norris  J  L 

LONG  MEADOW 
Eaton  John  D 

LOWELL 

Baker  E  G 
Nelson  H  C 
O'Connor  John  J 
Pcnn  W  H 
Wiggins  B  H 

MALDEN 

Clark  Chas  F 
Libby  Z  Z 

MANSFIELD 

AageUWH 
Foster  G  L 
Haskell  Chu 
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MARBLE  HEAD 

Hathaway  G  P 
Slec  Chas  A 

MEDFIELD 
Rran  W  C 

MELROSE 

Slade  A  K  Jr 

MILFORD 
Whitney  Geo  S 

MILTON 
Pond  R  L 

NATICK 

Barker  W  F 
Forbosh  J  M 
Sweetland  Chas  F 
Sweetland  S  A 

XEWBURYPORT 
Hatch  O  F 

NORTH  ATTLEBORO 
Parker  A  T 

NORTH  ADAMS 
Ford  C  W 

PEABODY 

^arrin^on  Geo  C 
spanldmg  Geo  £ 

QUINCY 

itchfield  A  L 
ViUiama  P  J 

ROCKLAND 
fansfield  G  E 

SALEM 

talcomb   T  W 
owler  Cbas  B 
[andy  Keller  W 
itman  G  W 
mitfa  Arthur  A 
teams  £  A 

SHARON 
^ggins  C  G 

SO.  HADLEY 
idd  Burritt 

STOUGHTON 
ilbott  J  Elmer 

UXBRIDGE 
obbm  Geo  T 

WARE 
ivis  H  C 

WATERTOWN 

ragTie   C 
ilson    W  H 

WESTMINSTER 

TTOSX     C    C 

^VEST  NEWTON 
[en    G   H 


MICHIGAN. 


W:iI-I-IAMSTOWN 

bertfl    Nelton 
edley  P  A 


ADRIAN 
Joalin  T  M 

ANN    ARBOR 
Haller  H  Walter 

BAY  CITY 
MUlar  A  R 

BIG  RAPIDS 
Bennett  A  W 

BUCHANAN 
Palmer  W  A 

CHARLEVOIS 
Burnett  E  A 

CHEBOYGAN 
Shoemaker  Wm  E 

COLDWATER 
Crandall  E  R 

DETROIT 
Brooks  Fred  S 
Craig   F   D 
Rukie  Chas  A 

DURAND 

Eldridse  F  L 
Patchel  S  C 

FENTON 

Corrigan  C  L 
PhiUips  C  J 

FUNT 
Palmer  Jonathan 

GRAND  RAPIDS 
ChampUn  Fred 

HILLSDALE 

March  Geo  K 
Suttcn  R  J 

ITHACA 

Barstone  E  A 

JACKSON 

Burke  N  D 

LANSING 

Brown's  Ins.  Agency 
Chafey  M  F 
Holmes   R  S 
Titus  Wm  G 

LUTHER 
Fairbanks  E 

MANISTIQUE 
Wright  W  S 

MARQUETTE 
Wright  W  S 

MARSHALL 
MUler  C  O 

NILES 
Corell  G  C 

ONTONAGON 
Wright  W  S 

PETOSKEY 

McCune  W  G 
Wachtel  P  B 


PORT    AUSTIN 
Hall  James  H 

PORT  HURON 
Phillips  &  Wright 

ROMEO 

Phillips  G  W 
Seaman  B  N 

SALINE 
Hawkhurst  W  K 

ST.  LOUIS 
Phillips  E  C 

TRAVERSE  CITY 

Hastings  E  W 
Scurto  John  K 

W.  BAY  CITY 

PhUips  W  H 
Spear  F  B 

YALE 
Herberk  B  N 


MINNESOTA. 


BELLEPLAINE 
Chard  E  E 

BRAINERD 
White  J  U 

CHATFIELD 
Bibbins  S  E 

FERGUS  PALLS 
Lowry  G  B 

GLENCOE 
Dansk  J  L  T 

GRACEVILLE 
BairdCE 

KASSON 
Compton  W^  M 

KBNYON 

Borlang  Arthur 

LITCHFIELD 
Dath  Chas  H 

LITTLE   FALLS 
Crandall  B  F 

MANKATO 
Johnson  J  A 

MERRIAM  PARK 
Crandall  W  H 

MINNEAPOUS 
Leach  W  B 

NORTHFIELD 
Childress  &  Barrett 

ST  PAUL 
Titcomb  H 


ST  PETER 
MiUer  E  E 

SLEEPY  EYE 
Smith  W  W 

WELLS 
Klawish  J  A 

WILLMAR 
Warkus  W  T 


MISSISSIPPI. 


BATES  VILLE 
Walton  Capt   E  S 

CLARKSDALE 
Johnson  J  H 

GRENADA 
Moody  T  E 

JACKSON 

Emery  C  C 
Norman  &  Burke 

MERIDIAN 
Johnson  J  F 

STARKVILLE 

Ho8»n  J  B 

SUMMIT 
Bradshaw  &  Bradshaw 
Lea  H  G 

TUPELO 
Savery  P  M 

VICKSBURG 

Klein  J 
Wcille  A  A 

WINONA 
Bachman 


MISSOURI. 


BOLIVAR 
Leavitt  J  M 

BROOKFIELD 
Rusk  Elmer  M 

BOWLING  GREEN 
Wise  Geo  C 

CHARLESTON 
Kirkpatrick  Chas  E 

COLUMBIA 

Columbia    Ins   &    Rental 
Agency 
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DE  SOTO 
Hunter  R  M 

GALLATIN 

Alexander  Geo  T 
Handy  W  R 

GLASGOW 
Price  A  B 

GRANT  CITY 
Welch  Melton 

HANNIBAL 

Clayton  George  D 

KANSAS  CITY 

Crosson  C  W 
Good  C  W 
Pinkey  A  E 
Whittemore  Chas  L 
Welsh  Milton 

KIRKSVILLE 
Lamkin  B  F 

LEES   SUMMIT 
McDowell 


Mon^(omery  S  J 


MARSHALL 

Fleming  D 
Montgomei 
Phillips  J 

MEXICO 
Rickettt  JT 

MONROE  CITY 
Davenport  D  R 

MOUNTAIN  GROVE 
AUen  J  W 

PATTONSBURG 
Meadows  C  M 

POPLAR  BLUFF 
Robinson  D  &  Co 

ROLLA 
Dowd  F  E 

ST.  LOUIS 

Butler  &  Son  W  C 
Lowe  S  E 

SAVANNAH 
Sheppard  S  A 

SEDALIA 

Espenchild  A  P 
Hoffman  F  E  &  Son 

SENECA 

Galbraith  I  D 
StaflFord  D  N 

SHELTNIA 
Manning  W  S 

SLATER 
BrightweU  R  T 

SPRINGFIELD 

Dixon  L  P 
Martin  Porter 

TIPTON 
Morris  W  M 

UNIONVILLB 
Bonfoey  B  H 

WASHINGTON 
Kohman  Jos  F 


WEBB  CITY 
Funk  J  J 

WHITE  PLAINS 
Coff  G  H 


MONTANA. 


BUTTE  aTY 
Smith  F  Brownson 

HELENA 

Ellis  C  F 
Lockey  R 
Luke  K  A 

LIVINGSTON 
Walsh  M  J 

MISSOULA 

Brooks  Geo  F 
Smith  W  P 


NEBRASKA. 


BEATRICE 
HUl  WD 

BLUE  HILL 
Simpson  A  R 

BLUE  SPRINGS 
Casebeer  J  H 

COMSTOCK 
Lewis  F 

CREIGHTON 

Moore    F 
Strain  W  A 

FAIRFIELD 
Sanford  J  M 

FRIEND 

Ball  John 
Newby  W  L 

HEBRON 
Gamiere  J  D 

HOLDREDGE 
Sewell  H 

HUMBOLDT 

Anderson  R 
Anderson  &  Boyd 

LEXINGTON 
Kreits  F  P 

LINCOLN 
Evans  G  A 

McCOOK 
Kelly  J  E 


MINDEN 

Anderson  Lewis 
Canaday  J  S 

NORFOLK 
Ramson  ft  Anderson 

OAKLAND 
Mayer  R  N 

OMAHA 

Garmire  J  D 
Richards  C  M 

ORD 
DariaH  M 

SEWARD 

Landis  H  D 
Schick  Roy  R 

STROMSBERG 
Flodman  C  F 

TECUMSEH 
Buffum  J  W 

WAHOO 

Dean  Franklin 

WEST  POINT 

Krause  L  A 
NeUfh  S  T  W 


NEW  HAMP- 
SHIRE. 


BERLIN 

GUbert  A  N 
Snodgrass  R 

CLAREMONT 

Beckwith  H  R 
Story  W  H 

LANCASTER 
Nourse  Fred  H 

LITTLETON 
Barrett  A  J 

PLYMOUTH 

Ayer  C  J 

Kimball  Wm  A 

PORTSMOUTH 

Sise  F  M 
Webster  Benj  F 

ROCHESTER 

Kendall  F  L 


NEW  JERSEY. 


BAYONNE 
Yates  George  W 

BLAIRSTOWN 
Craig  A  B 


BOGOTA 
Cane  Fred  W 

BOUND  BROOK 
La  Tourette  Enweim  D 

BUTLER 
Sloan  D  Reeve 

DOVER 

Berg  O 
Drake  Bros 
Hiller  &  Egbert 
Shomaker  W  V 

ENGLEWOOD 
Gulnac  Jas  M 

GARFIELD 

Noonburg  A 
Sojko  George 
Warnaar  IT 

GLOUCESTER    CITY 
MuUin  ft  McElhore 

HACKENSACK 
Birley  G  H 

HADDONFIELD 

Shattuck  F  E 
Whitoll  W  H 

HAMMONTON 
Bemshouse  W 

HAWTHORNE 

Armstrona  W  H 
More  A  G 

KEYPORT 
West  Robt 

LONG  BRANCH 
Ferguson  Geo  E 

MERCHANTWILLE 
Ruth  Frank 

METUCHEN 
Wilson  R 

MONTCLAIR 
Carlson  J  S 

NEW  BRUNSWICK 
Felton   Wm 

FHILUPSBURG 
Deidunan  A  S 

RUTHERFORD 
Newhoase  W  J 

SALEM 
Acton  I  O 

SOMERVILLE 
Myers  Hodge 

SWEDESBORO 
Acton  T  O 

TOM'S  RIVER 
Holmon  Geo  H 

VINELAND 

Foulk  W  L 


NEW  MEXICO. 


ALBUQUERQUE 
Brewer  G  £ 


INDEPENDENT  ADJUSTERS. 


C-207 


NEW  YORK. 


ALBANY 

Austin  Thot 
Foster  H  S 
Hibbs  C  H 
Srant  Schuyler 
Rose  W  C 

ATHENS 
nint  Orin  Q 

BATH 
DaTison  R  J 

BINGHAMTON 

Uidrews  J  H 
-acey  WW 

BROOKLYN 

ROOKLYN    ADJUSTMENT 
BUREAU 

IRA  WKLCH,  Manao«r 

I  loBtegw  St.  BlMCn,  I.  T. 
Tcl«viM>iM  Main  9l» 

am  fiivta  Pranft  od  flhnAd 
itmttfls  fcr  ths  OuipiBisi; 

BUFFALO 

irlisle  E  J 

?id  James  J  ft  Son 

indrock  W  J  (marine) 

CAMADEN 
orss  Geo  F 

CANANDAIGUA 

arch  £  C 
ines  J 

CATSKILL 

>o<igood  C  £ 
ffin  C  £ 
rding  Geo 
nter  W  C 
:hoIs  C  £ 

COHOES 
Ikins  H   G 


ith 


CORINTH 
L 


COURDEN 
rss  G  F 

CUBA 
ciiston  W  D 

ELMIRA 

licke  F 
inF  W 

FLUSHING 
yer  J    E 

FORT  EDWARD 
ghlin  &  Baacom 

FREDONIA 
Wm 

FREEPORT 
er  Wm  G 

LOVERSVILLE 
:h  W  r> 


GOSHEN 
Edwtrda  F  j 

HERKIMER 
Mnnson  E  C 

HORNELLSVILLB 
Murray  W  H 

JAMAICA 
Watts  J  Tyler 

JOHNSTOWN 

Chamberlain  W  W 
Simmons  P  M 
Wassung  A  B 

LYONS 
Lake  Luther  S 

MASSENA 
Britton  G  E 

MIDDLETOWN 
Dolson  R  H 

MONTGOMERY 
Wilkin  J  M 

MT.   VERNON 

Bradley  G  G 
McCorton  A  J 

NAPLES 
Renoldson  J  A 

NEWBURGH 
Mosier  Geo 

NEW  YORK 

AUiger  R  D 
Branson  G  R 
Clough  A  E 
Dameron  L  C 
Durfee  Chas 
Freeman  W  R 
Hart  A  W 
Hillyer  J  E 
Hopwood  E  B 
Hosford  A  R 
LaTourette  E  D 
MacKowin  J  T 
Manners  R  R 
Pitcher  W  R 
Potter  N  F 
Shade  Chas  E 
Spencer  A  P 
Stephens  J  W 
Temple  T  J 
Walker  Geo  W 
Walton  E  D  B 
Watlington  T 
Webster  F 
Welsh  Ira  . 
Wood  H  P 
Wyman  L  A 

OGDENSBURG 
Smith  A  E 

OLEAN 

Collins  I  P 
Larkin  J  M 
Mandviile  W  H 

ONEIDA 
Hamblin  A  D 

ONEONTA 

Borst  Sam 
McFee  F 

OSSINING 

Farren  Edward 
Horton  Ezra  H 

OXFORD 
Bcntley  W  A 


OWEGO 
Horton  F  G 

PATCHOGUE 
Price  J  M 

PEEKSKILL 
Barger  O  E 

PENN  YAN 
Goodspecd  J  C 

PORT  RICHMOND 
Braman  W  M 

POTSDAM 
Brownell  L  J 

PULASKI 
Parkhurst  J  W 

ROCHESTER 

Barry  S  J 
Lowenguth  Louis 

ROME 
Bottton  E  L 

SALAMANCA 
Gates  De  Forest 

SARATOGA 

Boyl  E  O 
Wemplc  J  R 

STAPLETON 
Cornell  D  T 

SYRACUSE 

Viascher,  J  B 
Willard  J  L 

TICONDEROGA 
Arthur  J  H 

TROY 

Carpenter  J  H 
MacDonald  &  Co 
Stillman  B  ft  Son 

WARRENSBURG 
Rcoux  E  Louis 

WATERTOWN 
Goodale  H  D 

WATKINS 
Pellet  W  M 

WELLSVILLE 

Clark  Chas  E 
Hanks  S  F 


NORTH  CARO. 
UNA. 


ASHEVILLE 
Fitzgerald  Wm  J 

BURUNGTON 
Graham  Jaa  A  Jr 

CHARLOTTE 

Cochrane   R  L 
Griffith  Thomas 
Hunter  M  G 
McGilvray  Geo  C 
Thomas  J  S 
WilUams  G 


GOLDSBORO 
Dewey  E  B 

GREENSBORO 
Murray  R  W 

LA  GRANGE 

Hadley  Geo  B  N 

LUMBERTON 
Williams  S  T 

NEW  BERN 
Rhodes  &.  Underwood 

RALEIGH 
Williams  Gordon 

REIDSVILLE 
Womack  Francis 

ROCKY  MOUNT 
Brothers  B  M 

SCOTLAND  NECK 
Alexander,  J  H  Jr 

TARBORO 
Weddell  J  A 

WELDON 
Stainbach  P  N 


NORTH  DAKOTA. 


CASSELTON 
Smith  D  S 

FARGO 

Baker  T  Jr 
Schlip  F  O 

GRAFTON 
Hall  J  E 

JAMESTOWN 
Trimble  W  B  S 

MANDAN 
Cary  L  N  &  Co 

VALLEY  CITY 

Qark  D  W 
Gordon  W 
Lund  C  G 
Pierce  A  F 
Secor  W  C 


OHIO. 


ALLIANCE 

Burky  S  R 
Johnson  J  H 

ASHTABULA 
Massingham  S  J 

BELLEFONTAINE 
Bort  Lee  W 

BOWLING  GREEN 

Beyerstock  Edw 
Lenhart  C  W 
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BUCYRUS 

Monett  L 
Yeoglcy  L 

CARROLLTON 
Getzman  D 

CHARDON 
Smith  J  E 

CINCINNATI 

Clinton  J  H 
Coker  Geo 
Diebold  Geo 
Schweer  Wm  H 
Western    Adjustment    ft 

Inspection    Co    (A    A 

Crandall  Msr 
Woodward,  Warren 

CLEVELAND 

Carroll  Frank  C 
Hawthorne  J  R 
Manning  A  R 
Parsons  Frank  L 

COLUMBUS 

Brock  R  S 
Cnble  Ralph 
Chapin  John  W 
Foster  R  J 
Grinn  M  F 
McKay  A  F 

DAYTON 
Knecht  C  F 

DENNISON 
Reis  L 

EATON 
Dinerger  Ed 
Rmfut  WGeo 

ELMWOOD  PLACE 
Thompson  H  P 

GARRETTSVILLE 
Agler  W  E 

GALLIPOLIS 
Wall  P  T 

IRONTON 

Berkley  J  W 

JAMESTOWN 
Clemans  W  L 

MARIETTA 
Cooke  R  D 

MIDDLEPORT 
Downing  J  B 

NEW 
PHILADELPHIA 

Hendesholt  I  R 

OBERLIN 
Dorand  W  B 

PAINESVILLE 
Carroll  F  C 

POMEROY 
Webster  Manning  S 


SPRINGFIELD 

Carey  H  W 
Winwood  G  M 


STEUBENVILLE 

Gescheider  The  G  A  Co 
Inc 

TOLEDO 

Hogue  F  H 
Standish  E  N 
Waldvogel  Geo  J 

TORONTO 
Johnson  G 

WELLSTON 
Evans  W  L 

WOOSTER 
Meyers  W  C 


OKLAHOMA 


CHANDLER 
Hoyt  F  B 

MANGUIN 

Townsend  G  B 
Zach  &  Bryse 

MUSCOGEE 
Miller  Julius  M 

OKLAHOMA  CITY 
Bates   Adjustment   Co 

OKMULGEE 
Marn  E  W 

TULSA 
Mosher  S  P 


OREGON. 


PENNSYLVANIA. 


ALBANY 

Merrill  H  F 
Ralston  J  M 
Senders  M 

FOREST  GROVE 

Bankers     ft     Merchants 
Fire  Relief  Assn 

GRANT'S    PASS 
Hendricks  B  H 

PORTLAND 

Grant  H  M 

White  Warren  S 

THE   DALLES 
Hudson  T  A 


ALLENTOWN 

JOHN  J.  YINGUNG 

Adjuster  of 
FIRE  LOSSES 

ALLENTOWN,    PA. 

ALTOONA 
Green  F  M 

BEDFORD 

Arnold  W  S 
Minnich  W  J 

BENNETT 
Young  W  A 

BETHLEHEM 

Faust  J  D 
Lilly  W  E 

BIRDSBORO 
Focht  L  H 

BLOOMSBURGH 

Hclry  C  W 
Lutz  C  B 
Mazie  B  F 

BRADFORD 
Bauer  Robert 

BRISTOL 
Lawrence  Ernest 

CANTON 
Cteveknd  E  J 

CLEARFIELD 

Barclay  John  C 
Helmbold  Wm  C 

COLUMBIA 
Kanffoan   C   C 

CORRY 

Auer  Harry 
Davis  F  E 

DU  BOIS 

Hatten  W 
Stockdale  Geo  A 
Torier  G  W 

HAZLETON 
Benner  Ezra  A 

JERMYN 
Dunn  G  S 

INDIANA 
Burrell.  J  E 

LEHIGHTON 
Seaboldt  H 

LOCK  HAVEN 

Betts  W  T 
Chase  H  C 
Culp  G  E 
Good  D  F 

MANSFIELD 
Hoard  J  S 


McKEES  ROCKS 
Kann  B 

MEADVILLE 

Culbertson,       GelTin     t 
Jackson 

NAZARETH 
CkweH  H  E 

NORTHEAST 
Hill  C  C 

PARKER  CITY 
Findlay  A  G 

PATTON 
Cornell,  Cower  ft  Co 

PHILADELPHIA 

Akxaader  G   B 
Dawson  Louis 
Herrick  G  L 
Jackson  A  S 
Nelson  Thos  T 
Shtttnek  Frank  R 
Walsh  S  H 
WhiuU  Wm  H 
WUUaniMn  A 

PITTSBURGH 

Allewelt  D  B 
Fisher  J  P 
Hatfield  J  K 
Strobel  W  D  Jr 
Wilson  Jamea  F  D 

POTTSVILLE 
Hert  T  S 

READING 
BtUnuui  G  W 

ST.  MARYS 
Valentine  T  J  Jr. 

SCRANTON 

Boland  C  G 
Campbell  John  J 
Fiine  H  E 

SHARON 

Sally  Martin 
Wright  James  A 

SHENANDOAH 

Bachman  Daniel 
Daris  J  B 
DerrrD  P 
RatsDiirf  E 

SHICKSHINN'Y 
Post  F  J 

SHIPPENSBURG 
Powell  D  N 

STEELTON 

AUeman  M  R 
Howard  H  H 

TTTUSVILLK 
Copley  A  P 

TREMONT 

Hibahman  W  H 
Moody  W  E 

UNION  CITY 
Sweet  AG 

WARREN 
Rogers  W  S 

WATSONTOWN 
Fisher  B  F 
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WELLSBOROUCSH 
Young  A  B 

WEST  NEWTON 
Tvktr  A  J 

WILKESBARRE 
Post  W  L 

WILLIAMSFORT 

Cfiacer  H  J 
HooTcr  Gntnt 


YORK 


Gfijbill 


RHODE  ISLAND. 


NEWPORT 
Braman  P 
Ciaas«nd   H 

PROVIDENCE 
Inrrington    A  S 


SOUTH  CARO- 
LINA. 


AIKEN 
eeks  L  R 

CHARLESTON 

hnson  O  B 
iddlctown  W  D 
eeves  &  McTurconi 

COLUMBIA 

ial  G  L 
ullord   A   S 

EASLEY 
rCavcy  E  P 

GAFFNEY  OTY 

Jdmore  J  G 
lith   C   M 

GEORGETOWN 
a.ser  J  H 


rd   C   F 

GREENWOOD 
iham  HM 

HARTSVILLE 
Nrton  J  J 

ICARION 
lofield  C  L 

MEWBERRY 
»n   V^AH 


ROCK  HILL 
ICiiy  C  S 


SPARTANBURG 

idd 
Law  A 


Colidd  Jm 


SUMTER 
Hajnuworth  G  E 

UNION 
McNally  R  L 

YORKVILLE 
Grist  Sam  M 


SOUTH  DAKOTA. 


ABERDEEN 

McDonald  J  J  Jr 
l^aa  A  F 
Rccd  A  S 

BRYANT 

Griffinff  S  B 

CASTLEWOOD 
Stuart  Nathan 

CHAMBERLAIN 
TidrickCD 

DEADWOOD 
Thomas  ft  Reagan 

FAULKSTON 
Morae  A  W 

GROTON 

BoMMB    N    S 


I         HOT  SPRINGS 
I  Paxics  J  F 

HURON 

Bryant  C  E 
Klemsue  J  C 

PIERRE 
Matin  C  C 

REDFIELD 
Fiske  E  W 

SIOUX  FALLS 

Knowlea  E  S 
Knmba  E  S 
Morcom  B  D 

SPEARFISH 
Ti  Ad  &  EusUce 

STURGIS 

Perkins  Henry  E 
Stuart  W  A 

WATERTOWN 

Countryman  F  A 
Pahnestock  Joha 
Snyder  E  St  Oair 


TENNESSEE. 


BRISTOL 

Lyon  J  B 
Sheen  P  G 
Sheen  F  R 

CHATTANOOGA 

Erwin  Harry  J 

CLEVELAND 
Tonkin  W  H 

FAYETTEVILLE 
Goodrich  G 

HARRIMAN 
Scott  L  O 

JOHNSON  CITY 

McCown  T  V 
Wofford  G  T 

KNOXVILLV 

Daries  J  E 
Flenniken  M  F 
Hickman  J  E 
Murphy  Chas 
Simmonda  R  H 

LEXINGTON 
Graper  H  E 

LEWISBURG 
Loyd  J  A 

MEMPHIS 

Hart  H  B 
Liadacnr  E  M 
Stone  Yf  A 

MOUNT   PLEASANT 
Irwin  E 

NASHVILLE 

DaTieaJoe 
Davis  I  H 
Kline  Vemcr 
Thomas  Jones  A 

NEWBEEN 
Tigrett  A  B 


TEXAS. 


ABILENE 

Mortz  C  Jr 
Curtis  M  A 

AUSTIN 
Pollard  R  L 

BROWNWOOD 
Henley  E  B  &  Co ' 

COLORADO  aTY 
Boren  R  L  ft  Co 

DALLAS 

Langdean  C  H 
Mayo  R  W 
Miller  W  C 


Slaton  W  D 
Turner  W  W 
Wood  Tos  L 
Wolf  Hy 

DENNISON 
Gardner  J  H 

DENTON 

Foremore  W  L 
Poe  O  P 

DUBLIN 
Abrahams  E  H 

EL  PASO 
Gaffney  J  R 

FORT  WORTH 
Torleton  C  L 

GEORGETOWN 
Harrel  A  G 

HOUSTON 

Mott  R 
Prescott  R  F 
Yocum  R  C 

HONEY  GROVE 
Erwin  Ivan  B 

MEXIA 

Smith  B 

MINERAL  WELLS 
Harris  J  T 

NAVASOTA 
Bridges  E  L 

QUANAH 

Elbert  J  L 
Matthew  S  J 

SHERMAN 
Belden  O  J 

TEMPLE 

Downs  P  L 
Sayre  V  A 

TYLER 
Bonner  John  T 

WACO 
Hays  W  B 


UTAH. 


EUREKA 
Freed  S  B 

PROVO   CITY 
Roy  W  H  &  Co 

SALT  LAKE 

Crawford  A 
MacDonald  A  L 
Rookledge  J   W 
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VERMONT. 


BELLOWS  FALLS  ' 
Hayes  Z  S 

BURLINGTON 

Hickok  H  H 
Peck  T  S 
Powell  &  Marks 

CAMBRIDGE 
Parker  W  H 

MANCHESTER 
Fowler  J  W 

MORRISTOWN 
Chenej  T  C 

WHITE  RIVER  JUNC- 
TION 

Watson  A  E 


VIRGINIA. 


ALEXANDRA 
Stabler  L 

BRISTOL 
Brewer  J  A 
Lyon  Jas  B 
Sheen  Wm  G 

CUFTON   FORGE 
Tinaley  W  F 

CULPEPER 
Rixey  R  P 

DANVILLE 
Swan  &  Holland 

FARMVILLE 
Paulen  S  W  Jr 

FREDERICKSBURG 
Botts  A  B 

HAMPTON 
Saunders  Howard 

NEWPORT  NEWS 
Miller  Sol  &  Co 

NORFOLK 
Richardson  R  R 

PETERSBURG 
Friend   J 

PULASKI  CITY. 
Baldwin  B  F 

RADFORD 
Mount  C  K 

RICHMOND 
Campbell  R  L 
Cummins  Holmes 


ROANOKE 

Lunsford  Chas  I 
Showalter  C  M  D 

SMITHFIELD 
Woodward  R  L 

SOUTH  BOSTON 
Fry  JD 

STAUNTON 

McGilway  Geo  C 
Perry  Wm  J 

SUFFOLK 

West  &  Withers 
Woodward  &  Elam 

WYTHEVILLE 

Ewald  S  R 
Gibboney  J  H 


WASHINGTON. 


COSMOPOLIS 
Nuins  L  B 

DAYTON 
CahiU  W  £ 

ELLENSBURG 
Ross  P  H  W 

EVERETT 
Sumner  F  B 

GOLDENDALE 
Ranch  W  P 

SEATTLE 

Austin  J  E 
Whitley  N  B 

SPOKANE 
McKowen  W  H 

TACOMA 
Broomell  B  B 

WALLA  WALLA 

Dice  &  Jackson 
Shaw  Le  F  A 


WEST  VIRGINIA. 


CHARLESTON 

Good  D  £ 
Lohmeyer  Arthur 

CHARLESTOWN 
Moore  S  J  C 

CLARKSBURG 
Vance  J  Carl 

ELKINS 
Keim  N  G 


FAIRMONT 
Boydston  T  W 

HUNTINGTON 
Blair  cnas  W 

MARTINSBURG 
Alexander  H  L 

PARKERSBURG 
Tozier  M  A 

WHEEUNG 
Wilkinson  H  P 


WISCONSIN. 


ANTIGO 
Trever  J  H 

APPLETON 

Briggs  Theo  W 
Sherry  James 

BERLIN 
Jones  C  T 

CEDARBURG 
Kenney  C  F 

CENTRALIA 
Frietzsinger  E  B 

CUMBERLAND 
Larson  L 

KEWAUNEE 

Borgman  John  M 
Hamachek  Frank 

LA  CROSSE 

Holbeck  W  C 
Hiscoz  Roy 

MARSHPIELD 
Bouldrie  A  L 

MENOMONIE 
Clark  W  A 

MILWAUKEE 
'Ragsdale  L  C 

MUNROE 
Treat  R  J 

NEENAH 
Williams  E  A 

SHEBOYGAN    FALLS 
Boldt  H  B 

SPARTA 

Ady  I  H 
Blyton  W  H 
Rice  &  Roberts 

STURGEON  BAY 

Fetzer  H 

WAUSAU 
Gritzmaker  Carl 


WAUWATOSA 
Laudvet  A 

WEST  BEND 
Operworth   H 


WYOMING. 


CHEYENNE 
Riner  Chas  N 


CANADA. 

BRITISH 
COLUMBIA 


NELSON 
McDemicd   &  McHsrdj 

VANCOUVER 

Lye  Henry 
Richardson  R  R 


MANITOBA 


PORTAGE  LA 
PRAIRIE 

Duncan  John 

WAWANESA 
Naismith  A  Sr. 

WINNIPEG 

Pateraon  A  R  D 
Woodman  G  O 


NEW  BRUNSWICK 


CHATHAM 

Walsh  R  T 
Walsh  W  M 

FREDERICTON 

Qarke  H  M 
Hall  Chaa 
Mitchell  Moses 
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ST.  ANDREWS 

McKecn  L  S 
Rigby  A  A 
Rigl>f  H  C 

ST.  JOHN 

Fairweather  E  H 
JarruC  EL 

WOODSTOCK 
AsUc  J.  W 


ALBERTA  AND 
SASKATCHEWAN 


CALGARY 

LtUy  E  A 
Motley  H  H 

MALCER 
Lambert  J  S 


NOVA  SCOTIA. 


TRURO 
King  W  P 

YARMOUTH 

Boyd  J  R 
Stonexnan  A  P 


ONTARIO. 


ALEXANDRIA 
McDonald  Angus 

ALLISTON 

Tewett  James 
Wrisbt  Wm  K 

BARRIE 
Bail    Geo 

BELLEVILLE 
Palen  E  L 

BLENHEIM 
Elall  W  E 

BOWMANVILLB 
R 


3 


BROCKVILLE 

Icsnan  E  A 

therhead  C  H 

BRUSSELS 
PS 


COBURG 

Carruthers  C 
Henderson  J 

COLLINGWOOD 
WUson  A  A 

CORNWELL 
Monroe  D 

DESERONTO 

Clement  G 
Donnelly  Thos 

DRESDEN 

Laird  Thos 
Steeper  Thos 
Watson  W  A 

EXETER 
Huston  H  E 

GALT 
Scott  W  M 

KINSTON 

Chapman  W  J 
McCann  I  S  R 

LEAMINGTON 
Foster  H 

LINDSAY 

McGeouffh  W  H 
Thobum  J 

USTOWEL 
Grant  J  R 

LUCKNOW 
Lindsay  H  L 

MEAFORD 

Arlidge  W  F  C 
Robinson  W  J 

MITCHELL 
Cull  J  W 

MT.  FORREST 
Hunter  J  A 

NAPANEE 

CUff  Geo  A 
Harshaw  A  T 

NEW  MARKET 
Nelson  May 

NIAGARA  FALLS 

Harriman  Jamct 
Homan  W  S 
Robertson  H  M 

NORTH  BAY 
Martin  W 

NORWICH 
Qirron  C  W 

ORANGEVILLE 
Foster  Jos^ 

OSHAWA 

James  R  J 
Holland  W 

OTTAWA 
Shore  Thos 

OWEN  SOUND 

Cockburn  J 
Gordon  C 
Green  A 


PARKDALE 
Picke  E  E 


PARIS 


Kay  J 


PEMBROKE 
Beatty  Walter 

PETERBOROUGH 

Graham  Tas  G 
Langford  W 
Montgomery  Tas 
Rutherford  T 

PETROUA 
Hntehcnft  W 

PINE  ORCHARD 
May  Nelson 

PORT  HOPE 
Long  Thos 

PRESCOTT 

Steele  Joseph 

RENFREW 
Rochester  J  K 

SMITH'S  FALLS 
Ryan  Matthew 

ST  THOMAS 

Darrach  W  R 
Green  J  M 

STRATFORD 

Cardman  A 
Orr  Thos 
Ruston  T 

STRATHROY 
Noble  Jas 

TILLSONBURG 
Denton  C  H 

UXBRIDGE 
Peter  H 

WALTER'S  FALLS 
Dasrman  W  A 

WATERLOO 
Bechtel  B  E 
Moogk  Cfaas 

WATFORD 
Elfiott  J  F 

WINDSOR 

Dixon  Tames 
Thorn  R 

WINGHAM 
Ritchie  J 


PRINCE  EDWARD 
ISLAND 


CHARLOTTETOWN 

Hyndman  F  W 
Hsmdman  J  O 
Rogers  W  K 


QUEBEC 


BUCKINGHAM 
Lapiem  A  M 

CHICOUTIMI 

Peducault  Alphonse 
Sodbout  Alfred 

COATICOOKE 

Humphrey  S  B 
ShurtUflF  T  T 

FRASERVILLE 
Lachance  William 

JOLIETTE 
Durand  Al 

MONTREAL 

Cheese  Geo  E 
Debbage  W  B 
Hanson  C  D 
Kennedy 
Logan  J  E 

Montreal    Adjustment 
Bureau 

NICOLBT 
Rousseau  J  B  A 

QUEBEC 
Perry  James 

RICHMOND 
BotfaweU  J  A 

ST.  HYACINTHE 

Cheese  &  Debbage 
Logan  J  E 
Morin  C  A 


THREE  RIVERS 

Dussault  Ernest 
Pothier  A  I 
Vcrrette  FA 

ULVERTON 
Bothwell  J  A 


HAWAII 


HONOLULU 
Gurrey  A  R 

OAHU 
Gurrey  A  R 
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Attorneys  and  Counselors 

SPECIALLY  QUALIFIED  TO 

HANDLE  INSURANCE  CASES 

It  is  a  well-known  fact  that  few  lawyers  are  competent  to  properly  handle  an  insurance 
case  without  a  special  knowledge  of  the  business,  however  skillful  they  may  be  as  general 
practitioners.  We  have  requested  from  a  large  number  of  well-known  underwriters  the 
names  of  attorneys  whom  they  have  found  to  be  competent  and  satisfactory  in  the  conduct 
of  cases  placed  in  thdr  charge.  The  following  list  is  made  up  of  the  names  thus  volun- 
tarily given,  together  with  a  few  others  who  have  given  special  attention  to  insurance  law 


ALABAMA 


ABBEYVILLE 
Miller  R  W 

ANDALUSIA 

0]>p  H 
Powell  A  R 

ANNISTON 

Kno3c,  Acker,  Bkckman 
&  Merritt 

ATHENS 
Sanders  W  T 

BAY  MINETTE 

Hall  Chaa 
Stone  F  S 

BIRMINGHAM 
Calbotm  C  A 

HUGH  C.  CRANE 

/tftorne/'ai'Law 

205  A  206  TITLE  GUAR- 
ANTEE BUILDING 

BIRMINGHAM,  ALA 

Evans  Geo 
Floyd  Oscar 
London  ft  London 
Walker  Wm  A 
Ward  &  Stroughton 

BREWTON 
Leigh  A  Leigh 

BUTLER 
Gray  ft  Lindsay 

CAMDEN 

Miller  ft  Bonner 
MUler  ft  Miller 

CENTER 

Cather  Wm  H 
Connor  ft  Lumpkin 

CENTERVILLE 

Fuller  Jerome  T 
Fulton  J  T 
Lavender  W  W 

CLANTON 
Smith  A  C 


CLAYTON 
Patterson  T  M 

COLUMBIANA 
Hajmes  J  J 

CULLMAN 
Brown  ft  Kyle 

DADEVILLE 
Dennis  J  C 

DECATUR 
Callahan  ft  Harris 

DOTHAN 
Epsy  A  Farmer 

DOUBLE  SPRINGS 
McVay  Z 

ELBA 
Sanders  J  F  ft  W  W 

BUTAW 
Harwood  ft  McKiney 

EVERGREEN 
Jones  J  F 

FAYETTE 
Harris  W  L 

Hood  &  Murphee 
Rainey  L  B 

FLORENCE 

Jordon  C  E 
Weakley  John  B 

FT  PAYNE 
Howard  ft  Hunt 

GADSDEN 

Hood  &  Murphee 
Rainey  L  B 

GENEVA 

Carmichael  C  D 
Chapman  W  R 

GOODWATER 
Darden  J  A 

GREENSBORO 
Knight  T  E 

GREENVILLE 

Powell,       Hamilton      & 
Lane 

GROVE  HILL 

Dunn  Wm  D 
Wilson  &  Aldridge 


GUNTERSVILLE 
Lnsk  J  A 

HAMILTON . 

Johnson  J  T 
Quinn  R  W 

HAYNESVILLE 

Hinson  E 

Htnson  &  McGanale 

HEFLIN 

Merrill  &  Merrill 
Shackleford  T  H 

HUNTSVILLE 

Cooper  A  Foster 
Spragins  R   E 

JASPER 

Bankhead  ft  Bankhead 
Daris  Wm  C 

LAFAYETTE 

Dickinson  W  P 
Hines  ft  Fuller 

UNDEN 

Canterbury  ft  Gilder 
Taylor  E  E 

LIVINGSTON 
MItcheU  J  A 

LUVERNE 
Sentell  J  O 

MARION 

Fowlkes  Wm  M 
Stewart  ft  Stewart 

MOBILE 

Bestor,  Bestor  ft  Young 
Bestor  Gray  A  Bestor 
Qarke  R  H  ft  N  B 

MONROEVILLE 
Bayles  ft  Hybart 

MONTGOMERY 

Ball  Fred  S 
Holloway  ft  Brown 
Steiner,  Crum  &  Well 
Watts,  Troy  &  Coffey 

MOULTON 
Irwin  J  M 

ONEONTA 
Ward  ft  Wearer 

OZARK 
SoUle  M 

OPEUKA 

Dickinson  W  F 
Houston  A  Power 


PRATTVILLE 
Smith  M  A 

ROCKFORD 

Batson  John  W 
Jones  E  V 

RUSSELLVILLE 
Key  W  H 

ST  STEPHENS 
Granadc  A  Granade 

SEALS 
Henry  J  £ 


i 


Pollard  J  L 

SELMA 
Craig  ft  Craig 

SHEFFIELD 
Wilhoyte  R  H 

TALLADEGA 

Harrison  W  B 
Knox  Dixon  ft  Burr 

TROY 

Carmichael  ft  Brannen 
Chapman  W  R 
Grii&i  W  £ 

TUSCALOOSA 

Foster  ft  Oliver 
Oliver,  Vemer  &  Rice 

TUSCUMBIA 
Alexander  J  E 

UNION   SPRINGS 

Moseley  L  M 
Norman  J  D 

VERNON 
Neandth  ft  Stone 

WEDOWEE 

Bemer  G  W 
Overton  J  W 

WETUMPKA 
Lull  F  W 


ARIZONA 


BISBEE 
StricUer  E  G 
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FLAGSTAFF 
Jones  J  E 

FLORENCE 

Coker  E  W 
O'Connor  J  E 

GLOTE 
Shate  G  W 

KINGMAN 
Horriaon  F  W 

NOGALES 
MmrsteUer  H 

PHCENIX 
Armatrong  ft  Lewie 

PRESCOTT 

Andrews.  Henry  T 
Forrest  J  C 

SOLOMONSVILLE 
Rawlins  C  L 

ST  JOHNS 
Line  R 

TOMBSTONE 
Ctuiningham  D  L 

TUCSON 
Hartman  F  M 

YUMA 

Baxter  F 

In  graham  Fred  L 


ARKANSAS 


ARKADELPHIA 
Hardaye  ft  Wilaon 


ARKANSAS  CITY 
PindaU  ft  Pindall 

ASHDOWN 
Cowling  J  T 

AUGUSTA 

Anilrews  ft   Woods 
Woods  H  M 

BATESVILLE 
NeiU  E 

BENTONVILLE 
McGUl  ft  Lindsey 

BRINKLEY 
Grecnbie   C  F 

CAMDEN 
Ootas^ian  ft  Sifford 

CHARLESTON 
Pettigrew  T  A 

CLARENDON 
XIbobw  ft  Lee 

CLARKESVILLE 
B€o«>tgoniery  J  J 


CONWAY 
Frauenthal  C 

CORNING 
Crowder  T  J 

DES  ARC 
WiUeford  W  L 

DE  WITT 

Coleman  H 
Smith  L  C 

ENGLAND 
Gray  J  B 

EUREKA  SPRINGS 

Pace  T 
Pendergrass  Jno  B 

FAYETTEVI3LLE 

WaU  E  B 

Williams  ft  Buchanan 

FORREST  CITY 

Norton  N  W 
Lanier  W  J 

FT  SMITH 

Brizzolari  James 
Oglesby  Ira  D 

HAMBURG 
George  &  Butler 

HAMPTON 
Poole  C  L 

HARRISBURG 

Going    &   Brinkerhoff 
Mardis  J  J 

HARRISON 
Crump  ft  Trimble 

HEBER 

Mitchell  &  ThomjMon 
Vinson  M  £ 

HELENA 

Homor  J  G  ft  E  C 
Moore  John  I 

HOPE 
GrsTes  O  A 

HOT  SPRINGS 

Greares  ft  Martin 

Huff  C  F 

Wood  ft  Henderson 

HUNTSVILLE 

Harris  &  Ivie 
Johnson  ft   Comb 

JASPER 
Ammous  E  E 

JONESBORO 

Hawthorne  J  C 
Hughes  A 

LAKE  VILLAGE 
Vinson  B 

LEWISVILLE 
Searcy  A  Park 

UTTLE  ROCK 

Carmichael      Brooks 

Powers 
Cockrell  ft  Cockrell 
Cohn  M  M 
Harnwell  C  P 
House  J  M  ft  W 


Rose.    Hemingway,    Can* 

trcll  A  Loughborough 
Terry  ft  Terry 
Wiley  R  E 

LONOKE 
Trimble  ft  Robinson 

MALVERN 
Richmond  N  P 

MAGNOLIA 
Sterens  ft  Sterena 

MARIANNA 

Compton  W  A 
Daggett  J  M 

MARION 

Haden   Hugh 
Neely  S  V 

MARSHALL 

Aday  J  R 
Mills  Wm 

MELBOURNE 

Allen  T  F 
Hanly  F  M 

MENA 
Olney  M  P 

MONTICELLO 

Henry  P  Jr 
Wilson  R  W 

MORRILLTON 

Moose  W  L 
Sellers  ft  Sellers 

MOUNTAINHOME 

Dyer  W  M 
Jones  J.  T 

MOUNT  IDA 
Bearers  L  L 

MURFREESBORO 

Langley  S  S 
Rinnix  J  C 

NASHVILLE 
Rodgers  W  C 

NEWPORT 

Erwin  C  M 
Stayton  ft  SUyton 

OSCEOLA 

Giadish  S  L 
Thomason  G  W 

OZARK 
Barham  G  W 

PARAGOULD 
Block  J  D 

PARIS 

Stroup  Henry 
Wear  T  J 

PINE  BLUFF 

Austin  A  Danaher 
Budges  &  Woldbridge 
Rowell  Alexander  IT 

POCAHONTAS 
Witt  ft  Schoonover 

PRESCOTT 
McCrae  ft  Tompkins 


RUSSELL  VILLE 

Wallace  J  G 
Wilson  R  B 

RISON 
Holmes  P 

SALEM 

Northcutt  H  A 
Watson  J  A 

SHERIDAN 

Brottse  W  D 
McClellan  Isaac 

STAR  CTTY 
Lucas  H  R 

TEXARKANA 

Webber  &  Webber 
WUUams  ft  Arnold 

VAN  BUREN 
Lark  J  E 

WALDRON 
Smith  O  R 

WALNUT  RIDGE 

Ponder  H  L 
Thorp  E  H 

WARREN 
Goodwin  W  S 

WASHINGTON 

Baker  J  P 
Etter  W  H 

WYNNE 

Killough  O  H 

YELLVILLE 
Chastain  W  S 


CALIFORNIA 


ALAMEDA 

Hoar  E   H 
James  H  K 

ALTURAS 

Cornish  N  A 
Cornish  ft  Sharp 

AUBURN 
WaUace  L  E 

BAKERSFIELD 

Allen  T  F 
Scott  T 

BRIDGEPORT 
Parker  W  O 

COLUSA 
Rutledge  T 

CRESCENT   CITY 

Howe  Geo  W 
Taft  F  W 

DOWNIEVILLE 
Wehe  ft  Redding 
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EUREKA 
Cutten  C  P 

FAIRFIELD 

Gregory  T  T  C 
Gregory  &  Gregory 

FRESNO 

Cook  F  E 
Crichton  W  D 
Gallagher  Jas 

HANFORD 

Irwin  J  L  C 
Miller  R  W 

HOLLISTER 
Jean  G  W 

INDEPENDENCE 
Dchy  W 

JACKSON 

Caldwell  J  W 
Snyder  Wm  G 

LAKEPORT 

Crawford  &  Crawford 
Wenters  R  D 

LOS  ANGELES 

Campbell  Walter  M 
O'Mulveny 
Rodman  ft  Garrett 
Thomson  A  F 

WILLIAMS,  GOUDGE 
AND  CHANDLER 

W.  J.  WIIXIAM8. 
HERBERT  J.  OOUDQE, 
NORMAN  WILLIAMS. 
CHARLES  L.  CHANDLER. 

CXCHANQE  BLDQ. 

CORnSATION,  PROBATE 
AND  INSURANCE  LAW 

RefereoDea: 
Pacific  Mutual  Life  lot.  Co.  of 

California  -«  v 

American  Sunty  Co.  of  IJLY. 
Loa  Anialaa  Oaa  and  Electric 

Corp.  ^  -.  __* 

LoaAi«ri«s  Abstract  *TfUft 

Co. 

MADERA 
Fee  F  A 

MARIPOSA 
Larew  J  S 

MARKLEEVILLE 
Mayo  J  E 

MARTINEZ 

Wyatt  J  O'B 

MARYSVILLE 

Belcher  R 
Thomas  J  C 

MERCED 
Jonea  E  R 

MODESTO 

Hatton  W  H 
Hawkins  J  W 

NAPA 

Johnston   F  E 
York  John  T 

NEVADA  CITY 
Jones  G  S 


OROVILLE 
Thunen  F 

RED  BLUFF 

Johnson  W  P 
McCoy  &  Gars 

REDDING 
Herxinger    &   Hersinger 
Perry  G  O 

REDWOOD  CITY 

Ross  &  Ross 
Thorpe  F  H 

RIVERSIDE 
Hall  F  G 

SACRAMENTO 

Derlin  ft  DeTlin 
Thomas  J  C 

SAUNAS 
Alexander  &  Alexander 
Pence  Walter  M 

SAN  ANDREAS 
Snyder  &  Snyder 

SAN  BERNARDINO 

Berber!  B.  Chase 

losnrance 
Lawyer 

San  Bernardino,  CaL 

SAN  DIEGO 

Crane  &  Andrews 
Steams  &  Sweet 

SAN  FRANCISCO 

Coogin  F  C 

Corhett  &  Selby 
Deertng  Frank  P 

Henry  G.  W.  fMaketopiel 

ATTORNEY  AT  LAW 

800-06  Ctaos  Spreclwla 
Building 

SAN  FRANCISCO 

References:  Unkm  Trust  Co 

Anglo  and  London  Paris 

NatMoalBank 

Cable  Address:  Gesdin 

Feigenbaum   Sanford 
Goodfellow  ft  Eells 
Gould  F  H 
Hewitt,   Bancroft  A  Bal- 

lentyne 
Pa^e,  McCutcheon,  Hard- 

mg  ft  Knight 
Riley  J  F 
Smith  Willard  P 
Van  Ness  T  C 
Van  Ness  ft  Redman 
Wheeler  C  S 

SAN  JOSE 
McGinnis  J  S 

SAN  LUIS  OBISPO 
Gregg  P  M 

SAN  RAFAEL 

Boyd  T  P 
Cochrane  Jas  W 

SANTA  ANA 
Daris   S  M 


SANTA  BARBARA 

Carrier  C  F 
Griffith  Wm  G 

SANTA  CRUZ 

Bias  Harry  J 
Ware  A 


1 


SONORA 

Hardin  Rowan 
Webster  J  C 

STOCKTON 
Dodge  R  W 

SUSANVILLE 
Burroughs    H    D 

UKIAH 

Mannon  &  Mannon 
Poage  W  G 

VENTURA 
Toland  ft  Rogers 

VISALIA 
Allen  J  A 

WEAVERVILLE 

GiTen  H   R 
HaU  D  J 

WILLOW 
Donohue  C  L 

WOODLAND 

Bailey  A  G 
Huston  A  C 

YREKA 

Fairchild  J  D 
Luttrell   Chas  J 

YUBA  CITY 

Farmers         Co-operatiTC 
Union 


COLORADO 


ASPEN 

Dark  H  W 
Rucker  Thos  A 

BOULDER 

Campbell  C  M 
Beresford  &   Simpson 

BRECKINRIDGE 
Thomas  Wm 

BRIGHTON 
Garard  G  A 

BUENA  VISTA 
Walker  G  A 

BURLINGTON 

Godsman   P    B 
Vogt  Louis 

CANON  CITY 
McLain  A   H 

CASTLE  ROCK 

Heiman  Chas  S 
Webster  A  G 


CENTRAL  CITY 
Withrow  Wm  E 

COLORADO    SPRINGS 

Mclntire  J  E 

Orr  &  Cunningham 

CORTEZ 

Beall  W  H 
Mowry  W  F 

CREEDE 
Moses  A   L 

CRIPPLE  CREEK 

Rinker  J   E 
Shaw  F  L 

DEL  NORTE 
Wilson  Geo  P 

DELTA 
Stephan  G 

DENVER 
Banister  Ward  J 

6ICKSLER,  BEIIEIT 
A  ITS 

Attoracyt  and  Coomeloff 

■lUw 

Equitable  Bulldbift.   .      ^ 
DeuTsr,  Coiondo 

¥.  Soott  Biekdar 

Hauk  6.  Bonttt 

Georg*  Llji 

OrUs  Addnsi,  ^'BkklMB,  9«i«; 


oflevTork 

Bm  MoiiM  Ufe  lasBnans  tenttl 
Ontnl  life  iMXSBMSDartyrfte 
United  StiUfl^  Dm  Moiaas. 

Imiwxial  Fin  Ibi.  Oo^  tad  Oqitu 
Isuonal  Bank,  Smver. 

bryUnd  QunaltyOsL  efMli- 


Miles  Wm  J 
Rogers.    Ellis    &    John- 
son 
WUlUma  SylTester  G 

DURANGO 

McQoud   R 
Mollette  A  R 

EADS 

Crowles  ft  Hughes 
Rittgers  A  R 

FAIR  PLAY 
Smith  I  S 

FORT  COLUNS 
Lee  P  W 

FORT  MORGAN 

Hill  W  A 

Van  Brandt  Irrmg 

GEORGETOWN 
White  J  J 

GLENWOOD   SPRINGS 
Darrow  C  W 

GOLDEN 
Jameson  A   D 

GRAND  JUNCTION 
McMuUin  ft  Sternberg 

GREELEY 
Townsend  C  C 
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GUNNISON 
S«pp  D  T 

HOLYOKE 

Bennett  J  S 
Zimmennaii  Philip 

JULESBURG 

Pmmd  W  H 
Rolfson  Chas  M 

LA  JUNTA 
Miner  M  F 
O'Connor  Harry  T 

LAKE  CITY 
Avery  H  A 

LAMAR 

BeU  HG 
Thome  G  H 

LAS  ANIMAS 
Ivhen  H  L 

LEADVILLE 
*fuh  W  H 

LITTLETON 
Imrman  H  G 

MONTROSE 
(ell,  CaUin  ft  Blake 
feath   Fred  W 

OURAY 
radshaw  T  Y 

PAGOSA  SPRINGS 

aldwell  E  K 
migh  A  M 

PUEBLO 

ist   Chas  E 
&tea  Wm  B 

REDCUFF 

Ilmore  John  D 
lomas  L  R 

RICO 
iams  E  B 

ROCKY  FORD 
inland  W  C 

SAGUACHE 
xner   J    L 

SILVERTON 

IS    Frank   L 
rcy  &  RtiBaell 

STERLING 
Zoaley  &  Hinldey 

XPJHUR  SPRINGS 

cton    H    M 
ric  A  C 

TELLURIDE 
ma    £   B 

-TRINIDAD 

m    F   M 

on    St   Tipton 

VAJ-SENBURG 

iershot  Chas  L 
e»    J    A  J 

MTRAY 
1    W    G 


CONNECTICUT 


BRIDGEPORT 
Shaw  Sam  C 
Stoddard,  Marah  &  Stod- 
dard 

DANBURY 

Dcmpsey  &  Booth 
Tweedy,  Ives  &  Beers 
Walsh  J  E 

DERBY 
Downs  Wm  S 

GREENWICH 

Dalton  C  F 
McNaU  G  G 
Shaw  S  C 

HARTFORD 

BiU  &  Tuttie 

Eberle  F  G 

Gross  C  £ 

Gross,  Hyde  &  Shipman 

Halli  Jay  W  T 

Hungertord,    Hyde,   Joa- 

lyn  &  Glllman 
Perkins  C  E 
Re/nolds   Harry  W 
RoSittson  &  Robinson 
Smith  W  B 

LEWIS  SPEIIY 

Attorney  at  Law 

Coutud  for  the 
Jtas  Life  and  ths  Ibrtfuii  Life 

^tna'Llfa  InaunuieeBldf 
HARTFORD,  CONN. 

LITCHFIELD 
Woodruff  &  Woodruff 

MERIDAN 
Fay  G  A 

MIDDLETOWN 

Bacon  C  E 
Haines  F  D 
Warner  &  Tyler 

NEW  BRITAIN 

Hungerford  F  L 
Kirkham   &   Cooper 

.NEW  LONDON 
Calkins  A  B 

NEW  MILFORD 
Marsh  F  M 

NEW  HAVEN 

Ailing,  Webb  &  Moore- 
house 

Bristol.  Stoddard,  Beach 
&  Fisher 

Fay  &  Bennett 

Loomis  S  C 

White,  Daggett  &  Till- 
son 

NORWALK 
Warner  &  Goldschmidt 

NORWICH 

Brown  F  T 
Desmond  J  J 


PUTNAM 
Searls  &  Russell 

ROCKVILLE 
McCarthy  D  J 
Phelps  C 

SALISBURY 
Warner  &  Landon 

SOUTHINGTON 
Holcomb  &  Pierce 

SOUTH  NORWALK 
Light  J  H 
KMgh  J 

STAMFORD 

Cummings  H  S 
Fessenden  S 

WATERBURY 

Burpee  &  Carmody 
O'Neill  J  J 
Root  C  C 

WATERTOWN 
Huntington  Warner 

WILLIMANTIC 
King  Wm  A 

WINSTEAD 
Herman  S  A 


DELAWARE 


DOVER 

Hughes  J  H 
Kennedy  R   R 

GEORGETOWN 

Cullen  C  W 
Martin  W 

WILMINGTON 

Hayes  W  H 
Hilles  Wm  S 
Ward  &  Gray 


DISTRICT  OF 
COLUMBIA 


WASHINGTON 

Blair  &  Thorn 
Berry  &  Minor 
Clephane  W  C 
Leckie,   Fulton  &  Cox 
Mattingly  Wm  F 
Perry  R  R  &  Son 
Tyler  R  K 
Wilson  &  Barksdale 
Wolf  &  Rosenberg 
Worthington,  Heaid  & 
Fraley 


FLORIDA 


APALACHICOLA 

Burdine  R  Freeman 
Oven  W  J 

ARCADIA 
Burton  John  W 
Forrester  &  Burton 

BARTOW 
OUiphant  H  K 

BONIFAY 
Bludworth  W  T 

BRAIDENTOWN 
Steward  J  J 

BRISTOL 
Hentx  F  A 

BRONSON 
Cubberly  F 
WiUis  John  R 

BROOKSVILLE 
Coogler  F  B 
Davant  &  Davant 

CRAWFORDSVILLE 
Walker  N  R 

DADE  CITY 
Dayton  G  W 

DE  FINNAK 
Campbell  D  &  Son 

DE  LAND 
Landis  &  Fish 

FERNANDINA 

Baker  H  J  &  H  J 
Calkins  Jas  £ 

FT  MEYERS 
Alderman  F  C 
Hammings  &  Andrews 

GAINESVILLE 
Carter  &  Layton 

GREEN  COVE 
SPRINGS 

Bardin   G  N 
Bell  A  H 

JACKSONVILLE 

Cockrell  A  W  &  Son 
Fletcher  D  W 

Hetcher  &  Dodge 

Represents 

Florida  Life  Insurance 
Company 

Peninsular  Casualty  Co 

Peoplas  Bank  and 
Trust  Company 

losnnuiee  Law  a  Specialty 

Marks  R  P 
Owen  W  B 

JASPER 

Roberson,        Small        & 
Stephens 
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KEY  WEST 

Knowles  C  L 
Otta  Julius 

KISSIMMEE 

Minx  L  A 

LAKE  CITY 

Booser  &  Gillen 
Palmer  G  O 

LIVE  OAK 

Broome  M  E 
Carter  &  McCoUum 

MACCLENNY 

Brown   Max  M 
Corbett  C  C 

MADISON 
Hardee  &  Rowe 

MARIANNA 

Wilton  C  L 

MAYO 
Carter  L  G 

MIAMI 

Sanders  J  T 

MILTON 

Clark  W  W 
West  Thos  F 

OCALA 
Izlar  L  T 

ORLANDO 
Starbuck  L  G 

PALATKA 
Strunz  H 

PEN5AC0LA 

Arery  &  Arcry 
Blount  &  Blount 

FERRY 

Adams  T  B 
Davis  W  B 

ST  AUGUSTINE 

Dewhurst  W  W 
McWilHam  Wm  A 

STARKE 

Futch  T  E 
Long  A  V 

TALLAHASSEE 
Williama  R  W 

TAMPA 
Frasier  &  Mabry 

F.M.SIMONTON 


Attorney  and 
Counselor  at  Law 

TAMPA,  FLA. 


TITUSVILLE 
Webb  F  J 

VERNON 

Hutchinson  I  A 
McKinney  L 


GEORGIA 


Spedal  attention  slTen  to 

Inanrance  Corporation 
and  Commercial  Matters 

Whittacker  C  C 


ALBANY 
Nelson  L  W 

AMERICUS 

Lane,         Maynard         i 
Hooper 

ATHENS 

Erwin  Alexander  S 
Erwin  &  Erwin 

ATLANTA 

Bryan  S 

Dorsey,  Brewster  & 

Howell 
Eyins  &  Spencer 
Gilbert  T  H 
Haas  Herbert  J 
Hammond  T  A 
King,  Spaldinff  &  Little 
Rountree  E  W 

SLATON&PHILUPS 

P&UDBITTXAL  BUILDING 

ATLAVTA.  OA. 

Refer  to .  .  . 

PDiun-PHKii  nai  ns.  oo. 
OBimn&co. 

PDIUTTilDOiSUiLTTM. 

Smith.        Hammond       & 

Smith 
Van  Valkenburg  J  E 

AUGUSTA 

Callaway  E  H 
Cohen  C  H 

Cummings  J  B  &  Bryan 
Lamar  J  R 

BAINBRIDGE 
Wilson  John  R 

BAXLEY 
Parker  C  H 

BLAKELY 
Park  &  Collins 

BLUE  RIDGE 
Hall  A  S  J 

BRUNSWICK 

Crovatt  &  Whitfield 
Sparks  J  D 

BUCHANAN 
McPherson  L  D 

CALHOUN 
Lang  J  M 

CANTON 
Teasley  G  I 


CARNESVILLE 
King  A  N 

CARROLLTON 
McPherson  L  D 

CARTERSVILLE 
Norris  J  T 

CEDARTOWN 

Bunn  ft  Bunn 
Mundy  &  Mundy 

CLARKESVILLE 
Edwards  J  C 

COLUMBUS 

Hatcher  S  B 
Lewis  J  H 
Little  W  A 
Love  &  Fort 

CORDELE 

J.  T.  HILL 

LAWYER 

Intarance  Litigation  and 
Settlements  a  Specialty 

Organized  Collectioo 
Department 

HUl  ft  Royal 

GUMMING 

Fisher  A  H 
Patterson  H  L 

CUSSETA 

Howard  H  B 
Minter  C  C 

DAWSON 
Parks  Jas  G 

DOUGLAS 

Dart  &  koan 
Lankford  &  Dickerson 

DOUGLASVILLE 

Dorsett  L  Z 
Roberts  ft  Hutcheson 

EASTMAN 
De  Lacy  ft  Bishop 

ELBERTON 
Rogers  Z  B 

FAIRBURN 

Longino  J  H 
Parker  Oscar  ^ 

FAYETTE  VILLE 
Hollingsworth  W  B 

FITZGERALD 

& 

lyman 

FORT  GAINES 
King  ft  Castellow 

FRANKUN 
Whitaker  D  B 

GAINESVILLE 

Adams  T  O 
Boone  J  C    ,  ^ 
Perry,  Hon  H  H 

GIBSON 
Walker  B  F 


Ryman  E  W 


GREENSBORO 
Brown  J  P 

HAMILTON 
Tramniell  E  B 

HARTWELL 

McCurry  A  G  ft  Jnliaa 
Skelton  J  H 

HAZLEHURST 
ft  Sellers 


HOMER 
Griffin  A  J 

HOMER  VILLE 
Dickerson  R  G 

JACKSON 

Curry  F  Z 
Watkins  W  £ 

JEFFERSON 
Smith  R  L  J 

JONESBORO 
Coogler  O  J 

KNOXVILLE 
Culverhouse  R  H 

LAWRENCE  VILLE 
Nix  O  A 

LOUISVILLE 

Gamble  R  L 
Phillips   ft    PhtUips 

Mcdonough 

Bryan  G  W 

MACON 

Dressan  W 
Estes  C 


HARDEMAN, 

JONES, 

CALUWAY 

AND 

JOHNSTON 

General  Insurance 
Law 

MACON,  GA. 

Harris  N  E  &  W  A 
Ross  P  I 
Thomas  J  A 
Wimberly  R  S 

MARIETTA 
Blair  D  W 

MILLEDGEVILLE 
Sanlord  D  B  &  D  S 

MILLEN 

Anderson  A  S 
Dixon  J  A 

MONTICELLO 
Johnson  G  F 
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MORGAN 
Beck  J  J 

MOULTRIE 

Hendricks,       Smith       & 

Christian 
Mattox  T  W 
Shipp  &  Kline 

NASHVILLE 
Hendricks  &  Christian 
Shipp  ft  Kline 

NEWMAN 

Adams  L 
Jones  R  O 

PEARSON 
Allen  B  T 

PERRY 
Kunz  M 
Townslcy  L  S 

QUITMAN 
Turner   S  M 

RINGGOLD 
Anderson  J  H 

ROME 

LIPSCOMB, 
WILLINGHAM 
&  WRIGHT 

1-7  Clark  Building 
ROME,  6A. 


•PECIALTICt 

Corporation     Insvranca 
and    Commercial     Law 

SAVANNAH 
Ca&n.    Barrows    &    Mo* 

Intire. 
day  Wm  L 
Coldlng  R  L 
Denmark  ft  Adams 
Lawton  ft  Cunningham 
Meldrin  Hon.  P  W 
O'Connor,     0*Bryne     ft 

Hartridge 
Richards  K  R 

SPARTA 
Merritt  R  L 

STATENVILLE 
Tiaon  R  G 

STATESBORO 
Johnston  ft  Cone 

SUMMER  VILLE 
BeUah  J  M 

SWAINSBORO 
Williams  ft  Bradley 

SYLVANIA 
Boykin  H  A 

SYLVESTER 
Fayton  ft  Hay 

TRENTON 
Brock  B  T 

VIENNA 
George  ft  Woodward 

WAYNESBORO 
I«awson  ft  Scales 

WRIGHTSVILLE 
Hatcher  A  L 


IDAHO 


ILLINOIS 


ALBION 
Hale  O  R 

BLACKFOOT 

Bowen  A  M 
Hansborottgh  G  F 

BOISE 

Perky  ft  Blaine 
Perky  ft  MacLane 

CALDWELL 
Griffiths  ft  Griffiths 

CHALUS 
Johnston  L  H 

GRANGEVILLE 
Hardy  A  S 

HAILEY 
Sullivan  ft  SuUiyan 

IDAHO  FALLS 
Hasbrouck  H  J 

LEWISTON 
Batt  J  E 

MALAD  CITY 

Jones  T  D 
IcDougall 

MOSCOW 

Cosier  R  V 
Forney  I  H      ^   _ 
Orland,  Smith  ft  French 
Pickett  G  G 

MOUNTAIN  HOME 
Wolfe  E  M 

PARIS 
Austin  De  Meade 

POCATELLO 
Boyd  C  A 

RATHDRUM 

Poleson  Martin 
Whitla  E  R 

SALMON 

Podgham  J  H 
Redwine  H  G 

SHOSHONE 
Disney  F  T 

SILVER  CITY 

Cunningham  R 
Hays  CM 

ST  ANTHONY 

Gwinn  J  G 
Soule  &  Soule 


WALLACE 

Fox  Carleton 
Gray  J  P  _ 
Hanson  W  H 

WEISER 
Coulter  E  R 


ALBION 
Strawn  H  J  ft  J  H 

ALEDO 

Carlston  O  E 
Werts  Geo  W  Jr. 

BELLEVILLE 

Turner  L  D 
Webb  ft  Webb 

BELVIDERE 
O'DonneU  P  H 

BENTON 
Hickman  G  A 

BLOOMINGTON 

Bach  Wm  R 
Barry  Ed 
DeMange  A  E 
Ewing  J  S 

CAMBRIDGE 
Linn  A  H 

CAIRO 

Candee  H  S 
Gilbert  M  F 

CANTON 
Taylor  B  H 

CARBONDALE 

Caldwell  A  S 
Youngblood  M 

CARUNVILLE 
Anderson  W  E  P 

CARLYLE 

Beckemever  H  J  C 
Murray  &  Beckmeyer 

CARMI 
Kern  ft  Pearce 

CARROLLTON 
Rainey  ft  Jones 

CHAMPAIGN 

Gere  Geo  W 

CHARLESTON 

Neal  H  A 

CHESTER 

Detrich  D  E 

CHICAGO 

Atkinson  C  A 
BangSt  Wood  ft  Bangs 
Barger  R  W 
Barger  ft  Hicks 
Bates  T  «    .  ,, 

Bates,  Harding  ft  Atkins 
Beach  M  H 
Brown  S  R 
Brower  J  F 


Dixon  S  W 
Doyle  W  A 
Duncombe  H  S 
Fulkerson  Monroe 
Hoyne  O'Connor  ft  Irwin 
Long  T  K 

McMahofl,  Cheiey 
and  Brown 

Lawyers 

1136  Unity  Building 

79  Dearborn  Street 

Chicago*  111. 

Paden  J  £ 
Schuyler  D  J 
Stebbins  L  A 
Utt  Bros 

CLINTON 

Monson  Wm 

DANVILLE 

Dixon  S  W 

Holmes  R  B 

Lindley,  Penwell  ft  Lind- 

Icy 
Rearick  G  F 

DECATUR 

D.  C.  CORLEY 

ATTORNEY 

DECATUR,         ILL. 

Gives  Insurance  and 
Corporation  Business 
Special  Attention 

EAST  ST.  LOUIS 

Keefe  ft  SuUiTan 
Whitnel  L  O 
Wise  ft  McNulty 

EDWARDSVILLE 

Wamock,    Williamson    ft 
Borroughs 

EFFINGHAM 
Wright  Bros 

ELGIN 

Ellis  D  B 

ELIZABETHTOWN 

I^dbettcr  ft  Watson 
Oxford  &  Denton 

EUREKA 

Foster  W  H 
Meek  ft  Robeson 

FAIRFIELD 

Burgess  H  S 
Cooper  &  Burgess 

FREEPORT 
Stearns  ft  Zipf 


Cratty  Bros.,  Jarvis  &  Hudson 

3n3tmmu  anb  C«riiorat<on  lAtopetK 

Suite  1511   to  1519.  134  Monroe  Street 

DepuMlboi  bcfon  JeDnie  M.  Houn,  Nolaiy 

Gable  Address:  "Cratty.  Chicago." 

iocs:   Supreme  Lodfe  Order  Mutual  Proleedoo.  Uni 
Bank  o(  Chiois^Ameficaa  Trat  &  Saviiifli  Baak 
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GALESBURG 
Arnold  &  Arnold 

GOLCONDA 
Moore  Wm  H 

GREENVILLE 

Park  H  W 
Park  &  Story 

HARRISBURG 
Scott  W  F 

HAVANNA 

Northrup  H  R 
Northrup  &  Williams 

HENNEPIN 
Taylor  J  E 

HILLSBORO 

Baker  Jos  M 
Cress  E  A 

JACKSONVILLE 

Barnes  C  A 
Bellatta  J  A 
Kirbey  E  P 

JERSEYVILLE 
Richards  O  H 

JOLIET 

Antraxn  C  E 
Donahoe,  McNanghton 

McKeown 
Hill  F  A 

JONESBORO 
Lingle  J 

KANKAKEE 

Dyers  &  Whittemore 
Granger  A  L 

LACON 
Barnes  ft  Magoon 

LAWRENCEVILLE 

Gee  Sylrester  J 
Huffman  G 
McGeaghey  J  E 

LEWISTOWN 
Waggoner  H  M 

LINCOLN 
Wallace  S  L 

LOUISVILLE 
Booney  J  R 

McLEANSBORO 

Thomas  &  Anderson 

MACOMB 
Vose  A  Creel 

MARION 

Qemens  &  Wardner 
Dennison  E  £ 

MARSHALL 
Daridson  &  Bartlett 

MATTOON 

Clark  H   S 
Craig  E  C 
Craig  &  Kinsel 
Scott  J  F 

METROPOLIS 

Courtney  J  C 
Mulkey  C  L  V 


MONMOUTH 
Brown  ft  Soule 

MONTICELLO 
Edie  A  C 
Mansfield  C  F 

MORRIS 
Reardon  C 

MORRISON 
McCalmont  ft  Ramsay 

MOUND  CITY 

Martin  Geo  £ 
Wall  &  Caster 

MOUNT  CARMEL 
Kolb  P  J 
Lopp  J  A 

MOUNT  CARROLL 
Smith  F  S 

MOUNT    STERLING 
Manny  W 
Regan  John  F 

MOUNT  VERNON 
Ore  Geo  L 

MURPHYSBORO 

Andrews  G  W 
Herbert  J  E 
Martin  J  H 

NASHVILLE 
Hosmer  H  H 

NEWTON 

Fithian  Cbas  D 
Walker  C 

OLNEY 
Lynch  J 

OQUAWKA 
Werts  E  L 

OREGON 
Crowell  Solon  W 
Ray  £  A 

OTTAWA 

Duncan,  Doyle  &  O'Con- 
nor 
Hitt  Rector  C 

McDougall 
&  Chapman 

ATTORNEYS  AT 
LAW 

Ottawa,  Illinois 

Duncan  McDougall 
C.  B.  Chapman 


PARIS 


Dyas  R  S 

McKinley  R  S  &  G  M 

PAXTON 
Wylie  O  H 


PEKIN 
Curran  W  R 

PEORIA 


STARK 
Miller  A  P 

SULLIVAN 
Meeker  R  D 


Page,  Wead,  Hunter  &  Scully 

JetfenoD  Biukfing.  PEORIA.  ILLINOIS 

INSURANCE  LAW 

BxrxB  to: — 

Geimas  Fire  hmifuce  Co.  of  Peoria;  Aebia  UoIm.  Co.,  FUd- 
ity  &  Camalty  Co..  of  New  Yoik;  Muykad  Canmky  Co.: 
Employm'  LiabiHiy  Awnruice  Coip.:  EqoitaUe  Life  Aaannce 
Sooalsr:  Travelcn  luunace  Co.  of  Hailford;  Jolin  Haaoock 
Mutual  Ufe  latunnoe  Co.;  Mutod  Life  Inaraace  Co.  of  N.  Y. 


PINCKNEYVILLE 
Dry  A  R 
Edwards  Wm  O 

PITTSFIELD 
Graham  LT 

PONTIAC 
Graves  W  C 
Mcllduff  R 

PRINCETON 
Trimble  H  M  &  Cairo  A 

QUINCY 

Emmons  &  Emmons 
Wilson  &  Wall 

ROBINSON 
McCarty  &  Arnold 

ROCKFORD 

Early  AD 
Lathrop  E  P 
Morrison  L  L 


ROCK  ISLAND 

Hurst  E  W 
Jackson  W  H 
Jackson,  Hurst  &  Staf* 

ford 
Sweeney  &  Walker 

RUSHVILLE 
Brown  H  H 

SALEM 

Kagy  &  Vanderwort 
Stonecipher  J  S 

SHAWNEETOWN 
Lambert  M  £ 

SHELBYVILLE 
MiUigan  D  A 

SPRINGFIELD 

Conklin  C  L 
Hamlin  &  Gillespie 

Northcott  &  Orr 

SPRINGFIELD 
ILLINOIS 

Insurance  Law 

ReiUy  J 

Wheeler  Brown  &  Hay 

SPRING  VALLEY 
Greenwood  A  R 


SYCAMORE 
Brower  F  E 

TAYLORVILLE 
Taylor  J  M 

TOLEDO 
Decins  L 
Greatbottse  &  Busaard 

URBANA 
Jones  H  L 

VANDAUA 

Brown  Bumside  ft  Bol- 

lington 
Roe  Arthur 

VIENNA 
Whitnel  ft  Gillespie 

VIRGINIA 
Mills  R  W 

WATERLOO 
Gauen  R  £ 

WATSEKA 

Goodyear  A  F 
Kay.  Saum  &  Kay 

WAUKEGAN 
Dady  R  J 
Lander,  King  &  Gage 

WHEATON 

Hadley  Chas  W 
Herrick  F  E 

WINCHESTER 
lUggs  R  M 

WOODSTOCK 
Cooney  J  J 
Mullen  &  Hot 

YORKVILLE 
Fitagerald  J 


INDIANA 


ALBION 
Taylor  David  S 

ANDERSON 

Ellis  W  S 
Kittinger  &  DiTcn 
Walker  ft  Foster 
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ANGOLA 
WoodhuU  ft  Beckholt 

AUBURN 

Brown  ft  West 
West  P  D 

BEDFORD 
Alexander  J  D 

BLOOMFIELD 

Pate  M  E 
Pate  ft  GiUiUnd 

BLOOMINGTON 
Dnncan  ft  Batman 

BLUFFTON 
Mock  ft  Sons 

BOONEVILLE 
Moore  R  S 

BRAZIL 

McNntt  &  Shattuck 

BROOKVILLE 
O'Byme  G  F 

BROWNSTOWN 
Branaman  &  Branaman 

CANNELTON 

Minor  O   C 
Suddarth  ft  Casper 

CHARLESTOWN 
V^atson  W  H 

COLUMBIA  CITY 
.\dams   A  A 

COLUMBUS 
^Ilmeyer  C  J 

CONNERSVILLE 
ilcKee,  Little  ft  Frost 

CORYDON 
ones  T  S 

COVINGTON 

>ice  C  W 
jvencood  V  E 

CRAWFORDSVILLE 
rrane   &  McCabe 

CROWNPOINT 

tarr   H    S 

larr   &  Wheeler 

DANVILLE 
^ownard  J  A 

DECATUR 
eatty   A  P 

DELPHI 

[anna    &   Hall 
bear  J  O 

ELKHART 
an  Vleet  ft  Van  Vleet 

ENGUSH 
atbartii  J  L 

EVANSVILLE 

ijirnxxighani   Geo  A 
en^on  G  K 
icrist  Major  Alex 


FORT  WAYNE 

FelU  ft  Vawter 

Olds  W 

WUliams  Creiffhton  H 

FOWLER 
HaU  E  G 

FRANKFORT 
Guenther  ft  Clark 

FRANKLIN 
White  ft  Owens 

GOSHEN 
Vail  Lou  W 

GREENCASTLE 

James  J  H 
Sutherlin  W  M 

GREENFIELD 
Robb  E  A 

GREENSBURG 

Ewing  J  K 
Wickens  &  Osbom 

HAMMOND 

Bomberger  L  L 
Crnmpacher  ft  Moran 
Reiter  V  S 
Whincry   Wm  J 

HARTFORD  CITY 

Secrest  Ethan  W 
Waltz  ft  Secrest 

HUNTINGTON 

Branyan  W  A 
France  J  F 

INDIANAPOUS 

Barrett  &  Barrett 
Bamberger  ft  Feibleman 
Brandon  H  J 
Coffin  C  E 
Denny  C  S  ft  G  L 
Kepperly  J  E 
Ketcham  W  A 
Littleton  F  L 
McBride   R  W 
Martindale  C 
Milligan  H  J 
Pickens,   Moores,   David- 
son ft  Pickens 
Raub  E  B 

nsTEET.simi 

Attomey-at-Law 

Refers  to  the  Continental  Nat. 
Bank 

Insurance  Law  a  Specialty 

418  Amer.  Central  Life  BIdfl. 
INDIANAPOLIS 

Woollen,    Woolen    ft 
Byers 

JASPER 

Bretz  &  McFall 
Traylor  ft  Traylor 

JEFFERSONVILLE 
Stannard  M  Z 

KENTLAND 

Cnmmingham  T  B 
Sanunons  H  L 

KOKOMO 
Blacklidge  ft  Wolf 


LAFAYETTE 

Baird  S  P 
Kumler   ft  Gaylor 
McHugh  John  F 

LA  GRANGE 
Merritt  ft  Duff 

LA   PORTE 
Leliter  M  E 

LAWRENCEBURG 
Russe  J  H 

LEBANON 
Mahan  O  P 

LIBERTY 
Stanford  ft  Bamhart 

LOGANSPORT 

McConnell,     Jenkins     ft 

Stuart 
Myers  Q  A 
Myers  &  Yarlott 

MADISON 

CraTens  L  V 
Sulzer  ft  Bear 

MARION 

St.  John,  Charles  ft  Gem- 

rnill 
Todd  ft  Ranch 

MARTINSVILLE 
Minton  R  C 

MONTICELLO 
Uhl  Wm  E 

MT.   VERNON 

Barker  D   O 
Barker  ft  Zimmerman 

MUNCIE 

Bingham  J 
Ryan  T  L 
Thompson  ft  Thompson 

NASHVILLE 
Perdfield  A 

NEW  ALBANY 

Dowling  A 

Jewett  C  L  ft  H  E 

NEWCASTLE 
Hunt  C  C 

NEWPORT 

Conley  ft  Conley 
Fults  Chas  N 

NOBLESVILLE 

Gentry  ft  Cloe 
Hines  Fred  £ 

NORTH   VERNON 
Overmycr  J 

PAOLI 

Ratts  O 
Lambdin  Sam  R 

PERU 
Antrim  &  McClintic 

PETERSBURG 
Curll  Wm  D 

PLYMOUTH 

Kellison  C 
Lauer  L  M 
Logan  H  A 


PORTLAND 
Headington  ft  Wheat 

PRINCETON 

Gamble  J  B 
McCoy  J  R 

RENSSELAER 
Ferguson  ft  Ferguson 

RICHMOND 

Robbins  ft  Star 
Rupe  J  L 

RISING  SUN 
Williams  W  W 

ROCHESTER 

Heleman  G  W 
Montgomery  ft  Emmons 

ROCKPORT 
Swan  ft  Mason 

ROCKVILLE 
Hancock  H  L 

RUSHVILLE 

Watson,      Titsworth      ft 
Green 

SALEM 
Hobbs  O  K 

SCOTTSBURG 
Mace  L  N 
Shea  ft  Storen 

SHELBY  VILLE 
Billman  J  W 

SHOALS 
Marshall  J  B 

SOUTH  BEND 

Brick  A  L 
Creed  J  P 

FRANK  H. 
DUNNAHOO 

LAWYER 


Sayings   Bank  Block 

SOUTH  BEND, 
IND. 

TELEPHONE  NO.  7 

Harris  H  D 

SPENCER 

Elliott  H 
Miller  J  R 

SULLIVAN 
Bays  ft  Bays 

TERRE    HAUTE 

Batt  C  S 

Lamb,  Beasley  ft  Sawyer 
McNutt  ft  McNutt 
Piety  J  O 

TIPTON 
Carter  W 
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VALPARAISO 

Bartholomew  A  D 
Loring  H  H 
Tinkbam  C  B 

VERSAILLES 
Creafch  T  L 

VEVAY 
Griffith  F  M 

VINCENNES 

CttUop  ft  Shaw  , 
Willottghby  B  M 

WABASH 
Stitt  T  L 

WARSAW 
Frazer,  Biggs  &  Fraser 

WASHINGTON 
Heffernan  &  Mattingly 

WILLIAMSPORT 

Stansburv  &  Billings 
Stephens  J  C 

WINAMAC 
Dukes  F  L 

WINCHESTER 

Focht  F  C 

Focht  &  Hutchens 

Macy,  Goodrich  ft  Bates 


IOWA 


ADEL 
White  ft  Qark 

ALBIA 
Mabry  J  C 

ALGONA 
SuUiTan  ft  McMahon 

ALLISON 

Craig  ft  Ray 
Shepard  W  C 

ANAMOSIA 
Remley  ft  Remley 

ATLANTIC 
Rockafellow  J  B 

AUDUBON 
Coason  ft  Ross 

BEDFORD 

Jackson  W  M 
Thomas  C 

BELLE  PLAINE 
Milner  A 

BLOOMFIELD 

Bence  T  P 

Payne  ft   Goodson 

BOONE 
Dyer   S   R 

BRITT 
Senneff  ft  Bliss 


BURUNGTON 

Huson  ft  Holsteen 
Power  &  Power 

CARROLL 
Lee  ft  Robb 

CEDAR  RAPIDS 

Qark  C  A 
Dawley  &  Wheeler 
Grimm,  Trewin   &  Rob- 
bins 
Rickle  ft  Crocker 

CENTERVILLE 
Mechem  L  C 

CHARITON 
Dnagan  ft  Aten 

CHARLES  CITY 
Campbell  J  C 

CHEROKEE 
Herrick  E  C 

CLARINDA 

Miller  G  I 
Stipe  &  Clark 

CLARION 

Birdsall  &  Birdsall 
Nagle  &  Nasfle 
Peterson  &  Knapp 

CLINTON 

Ellis  &  McCoy 
Hays  ft  Schuyler 

CORYDON 
Miles  &  Steele 

COUNaL  BLUFFS 

Flickinger   Bros 
Organ  J  P 

CRESCO 

McCook  J 
Reed  H  C 

DAVENPORT 

Carroll   Bros 
Chamberlain  Wm  M 
Cook  &  Dodge 
Davison  &  Lane 
Ficke  &  Ficke 
Hanley  J  C 
Lane  &  Waterman 
Lischer,  Bawden  &  Neal 
Murphy  C  M 
Murphy  &  Petersburger 

DECORAH 

Bartlett  H  F 
WiUett  N 

DBS  MOINES 

Berryhill  &  Henry 
Carr.  Hewitt,  Parker  ft 

Wright 
Carson  Guy  R 
Cheshire  T  A 
Clark  &  McLaughlin 
Cummins  A  B 
Dale  H  F 
Dorn  C  R 
Dudley  &  Coffin 
Dunshee  &  Dorn 
Guemser  N  T 
Henry  &  Henry 
McVey  A  H 
Nourse  C  L 
Odell  Wm 


READ  &  READ 

LAWYERS 

8att«606 
Securities  Building 
DE8  MOINES,  IOWA 

ittauranoe  Law  a  Specialty 

Wright  C 

DUBUQUE 

Bonson,  Kenline  &  Roe- 
dell 

ELDORA 

Albrook  &  Ltmdy 
Lundy  &  Wood 

ELKADER 
Sehulte  G  H 

EMMETSBURG 

Morling  E  A 
Kelly  B  E 

ESTHERVILLE 
Lee  N  J 

FAIRFIELD 
Leggett  &  McKenney 

FOREST  CITY 
Gordon  O 

FORT  DODGE 

Chantland,  Hadley  & 

Graham 
Healy  &  Healy 
Kcnyon  W  S 
Nugent  P  F 
Wright  R  M 

FT.  MADISON 
Johnson  R  N 

GARNER 
Ramsey  &  Blackstone 

GLENWOOD 
Logan  H  M 

GREENFIELD 
Chapman  &  Musmaker 

GRUNDY 

Crary  E  A 
Kerr   N  C 

GUTHRIE    CENTRE 
Weeks  &  Hughes 

HAMPTON 
Andrews  E  P 

HARLON 
Whitney  J  B 

HUMBOLDT 
Finch  P 

INDEPENDENCE 
Cook  &  Cock 

INDIANOLA 
Watson  J  O 

IOWA  CITY 

BallG  W 
Dutcher  &  Burton 
William  F  M 

IOWA  FALLS 
Williams  F  M 


JEFFERSON 
Wilson  &  Albert 

KEOKUK 
Sawyer  H  I 

KEOSAUQUA 

Calhoun  J  C 
Starr  &  Calhoun 

KNOXVILLE 
Hays  &  Amos 

LEMARS 
BedeU  E  T 

LEON 
Baker  G  W 

LOGAN 
Smith  T  C 

MANCHESTER 
Carr  H 

MAQUOKETA 
Kelsey  F  D 

MARENGO 
Fopham  &  Havner 

MARION 
Anderson  P  L 


MARSHALLTOWN 

amey 
Farber 


Carney  J  L 

-  EN 


MASON  CITY 
Blvthe,  Markley,  Rule  & 


imne. 
Smith 


MONTEZUMA 

Carr  J  W 
Clark  &  Clark 

MONTICELLO 
Doxsee  J  W 

MT.  AYR 
Fuller  &  Fuller 

MT.   PLEASANT 
Kopp  W  P 

MUSCATINE 
Jayne  &  HoflFman 

NEVADA 
Fitspatrick  &  McCsII 

NEW  HAMPTON 

Smith  &  O'Connor 
Swale  F  F 

NEWTON 
McElroy  &  Cox 

NORTHWOOD 
Kepler  &  Westlall 

ORANGE  CITY 
Van  Oosterhout  &  Hos- 
pers 

OSCEOLA 
Temple  M  L 

OSKALOOSA 

Johnson  Inring  C 
Sheriff  H  H 

OSAGE 
Mmh  GB 
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OTTUMWA 
Tiidale  ft  Heiodel 

POCAHONTAS 
Hitlett  Wm 

PRINGAR 

Arthcrholt  W    W 
Locke  R  J 

RED  OAK 

Sichards  P  W 

ROCK  RAPIDS 

Hoops  W  E 
Konzen  P  H 

ROCKWELL  CITY 

Frick  M  W 
Sterenson  £  C 

SAC  CITY 

Tatt  &  Jackson 

SIBLEY 
Lifter  G  W 

SIGOURNEY 
Brown  C   At 

SIOUX  CITY 

Hnbbard  E  H 
Robinson  ft  McKuffn 
Sears  &  Me«ra 
IVright  &  Can 

SPIRIT  LAKE 
Franda  &  Owen 

STORM   LAKE 
Edaon  &  Moulton 

TIPTON 
If offitt  J  T 

TOLEDO 
rValtera  C  E 

VINTON 
Vhipple    W   P 

WAPELLO 
tdley  L  A 

WASHINGTON 
laflcy  M  W 

WATERLOO 
ioies  &  Law 

WAUKON 
^eremore  D 

WEBSTER  CITY 
[artin  Wealey 

WEST  UNION 
eiffler   S  B 

W^INTERSET 
teele  T  P 


KANSAS 


ABILENE 

ard  G  W 
tUe  E  C 
nith  S  S 


ALMA 

Carroll  C  E 
Wilson  John  H 

ANTHONY 
Wfloox  E  C 

ATCHISON 

Tackson  H   M 
Waffgener,   Doater  ft 
Orr 

ASHLAND 
Price  F  C 

ATWOOD 
Robertaon  F 

BELLEVILLE 

Bnllcn  B  T 
Ward  N  J 

BELOIT 

Bumbam.      Dasbiell 
Michaelaon 

BURLINGTON 

Ganae  ft  Hannen 
Rolaton  Joe 

CIMARRON 
Hoorer  Wm 

CLAY  CENTER 

Jonea  C  V 
Jones  ft  Lealie 

COLBY 
Taylor  A  L 

COLDWATER 
Rich  D  H 

COLUMBUS 
SUdmore  ft  Walker 

CONCORDIA 
Kesnett  ft  Gant 

COTTONWOOD 
FALLS 

Johnston  Bros. 

COUNCIL  GROVE 
Bertram  £  S 

DIGHTON 
Fcrria  A  L 

DODGE  CITY 

Finley  ft  Madison 
Scates  ft  Watkin 

ELDORADO 

Aiknum  C  L 
Mooner  ft  Stratford 

ELLSWORTH 
Lloyd  Ira  E 

EMPORIA 

Graves  C  B 
Kellogg  L  B 
Madden  D 

ERIE 

Dine  ft  Stratton 
Milla  J  A 

EUREKA 
Jackaon  ft  Darby 

FORT  SCOTT 

Keene  ft  Gatca 
Padgett  W  W 
Pritchard  H  A 


FREDONLA 

Mikeaell  E  D 
Mikeacil  ft  WQaon 

GALENA 
Weatcott  S  C 

GARDEN  CITY 
Miller  G  L 

GARNETT 
Knight  W  O 

GIRARD 
PhiUiiM  L  H 

GOODLAND 
Hartslcr  J 

GOVE 
Jonea  O  B 

GREAT  BEND 

Cole  CE 
Rnaaell  ft  Rnaaell 

GREENSBURG 
Beck  J  D 

HAYS  CITY 

Holmquiat  C  M 
Reeder  C  W 

HIAWATHA 
Pearl  F  M 

HILL  CITY 
Wilcox  R  V 

HOLTON 
Hnrah  G  L 

HOWARD 

Ayrea  A  T 

Sima  A  F 

HOXIE 
Chambers  ft  Chmmben 

HUTCHINSON 

Roae  J  W 
Vanderreer  ft  Martin 

INDEPENDENCE 

Banks  ft  Bertenahaw 
Conrtright  P  L 

lOLA 
Fanst,  Oacar  ft  Son 

JETMORE 
Kenyon  W  S 

JUNCTION  CITY 

Roark  W  S 
Roark  ft  Roark 

KANSAS  CITY 

Angerine  ft  Cnbbiaon 
Austin  ft  Auatin 
Enright  A  E 
McFidden  ft  Morria 
Sutton  ft  Earhart 

KINGMAN 
Calkina  C  C 

KINSLEY 
Dyer  A  C 

LA  CROSSE 
Russell  W  H 

LAKIN 
Hetzer  A  R 
Thorpe  E  R 


LARNED 
Vernon  W  H 

LAWRENCE 
Clingman  O 

LEAVENWORTH 

Bond  Lee 
Fenlon  &  Endrea 

LEOTI 
Washington  W 

LIBERAL 

Tucker  H  V 
Wright  ft  Macy 

LINCOLN 

McCurdy  J  J 
Ritchie  ft  Abel 

LYNDON 
Cmm  A  B 

LYONS 

Brinckerhoff  J  W 
Hopkins  O  E 

McPHERSON 

Johnson  F  O 
[iUiken  J  D 

MANHATTAN 

Brock  R  J     .     ^ 
Springer  Alvin  R 

MANKATO 

Coy  D  J       ^ 
Mitchell  W  R 

MARION 

King  ft  Wheeler 
Wheeler  D.  W. 

MARYSVILLE 
Brottghten  J  A 

MEADE 
Bodle  A  T  Jr 

MEDICINE  LODGE 
McCague  W  H 

MINNEAPOLIS 
Boyce  F  D 

MOUND  CITY 
Cannon  J  C 

NESS  CITY 
Fonlks  ft  Wilaon 

NEWTON 
Bowman  ft  Bowman 

NORTON 

Hamilton  T_R 
WUder  L  H 

OBERLIN 
Petera  J  F 

OLATHE 
Morriaon  W  D 

OSBORNE 
Nicholaa  C  H 

OSKALOOSA 
Gaaebier  H  N 

OSWEGO 

Clark  E  C 

Mattoz   S   J 
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OTTAWA 

Jenks  W  S 
Waddle  F  A 

PAOLO 
Joyce  W  L 

PHILLIPSBURG 
MillB  C  M 

PITTSBURG 
Widby  T  J 

PRATT 
Crick  R  F 

RICHFIELD 
Craddock  G  P 

RUSSELL 

Beardsley  L  B 
Ruppenthal  J  C 

SALINA 
Muster  W  F 

SANTA  FE 
Patrick  J  S 

SCOTT  CITY 

Armstronff  R  D 
Boyer  L  S 

SEDAN 
Brooks  &  Spencer 

SENECA 
Wells  &  Wells 

SHARON  SPRINGS 
Ward  W  E 

SMITH   CENTRE 
Mahin  &  Mahin 


Finley  J 
Wilson  R 


ST  FRANCIS 
L 
ros 


ST  JOHN 
Nagle  P  R 

STOCKTON 
Ham  W  B 
Ham  &  Gold 

SYRACUSE 

Tapscott  N  T 
Yaggy  S 

TOPEKA 
Evans  C  J 
Gleed,  Ware  &  Gleed 
Hagan  E 
Hite  D  R 
Horton  A  H 

Ietmore  A  P 
(ulvane  &  Gault 
Slutnton  &  Qninton 
toker  ft  Newell 
Ware  E  F 

TRIBUNE 
Glenn  W  M 

TROY 
Reeder  C  W 

ULYSSES 
Marshall  T  W 

WA  KEENEY 
Long  H 


WASH  [NGTON 
Powell  F 

WELLINGTON 

Elliott  C  E 
Finney   L  H 
Herrick  &  Herrick 

WESTMORELAND 

Challis  &  Brookens 
Coddington  &  Keyser 

WICHITA 

Amidon  S 
Houston  &  Brooks 
Sargent  T  W 
Stanley,  Vermillion  & 
Evans 

WINFIELD 

Albright  P  H 
Hackney  &  Lafferty 

YATES  CENTRE 
Holmes  S  C 


KENTUCKY 


ALBANY 
Bertram  E 

ASHLAND 

Hager  &  Steward 
Molin  P  E 

BARBOURSVILLE 
Tinsley  T  D 

BARDSTOWN 
Cherry  R  C 
Kelly  J  H 
Kelley  &  Cherry. 

BARDWELL 
Wickliffe  &  Wiley 

BEATTYVILLE 
Beatty  H  T 

BEDFORD 
Peaks  G  W  Jr 

BENTON 

McGregory  T  B 
Speight  &  Ford 

BOONEVILLE 
Hogg  C  W 

BOWLING  GREEN 

Herdman  G  D 
Wright  &  McElroy 

BRANDENBURG 
Hardin  J  D 

BROOKSVILLE 
Willis  H  P 

BROWNSVILLE 

Oark  M 

Logan  &  Hazelip 

BURKESVILLE 
McMurphy  J  E 


BURLINGTON 
Castleman  D  E 

CADIZ 

Gamett  J  B 
Thomas  G  P 

CAMPBELLSVILLE 
Wright  C  W 

CAMPTON 
Duff  W  B 

CARLISLE 
Burroughs  G  S 

CARROLLTON 
Gaunt  J  S 
Orr  J  J 
Orr  T  S 

CATLETTSBURG 
Brown  T  R 
Hager  &  Stewart 

CLINTON 

Robbins,  Thomas  & 

Bennett 
Sbelton  J  H 

J.  KEUY  SMITH 

AHORNEY  AT  UW 

Clinton,  Ky. 

lunruM  liti{iliii&  s  Speeislty 

"One-letah  of  all  /us  to 
Ckristiofuiy.** 

CLOVERPORT 
Murray  D  R 

COLUMBIA 

Gamett  Jas 
Montgomery  J  F 

COVINGTON 
Jackson  H 

CYNTHIANA 
Peterson  H 

DANVILLE 
Bagby  C  C 

DIXON 
Baker  &  Baker 

EDDYVILLE 
UtUey  N  W 

EDMONTON 
Kinnaird  J  W 

ELIZABETHTOWN 
Bush  S  H 

ELKTON 

Perkins  ft  Trimble 
Eminence,  Thorn  W  P 

EMINENCE 
Thorn  W  P 

FALMOUTH 

ColTin  J  B 
McGinety  J  W 

FLEMINGSBURG 
Power  J  H 

FRANKFORT 

Brown  E  H  Jr 
Lindaey  J  B  ft  D  W 


FRANKLIN 

Finn  G  T 
Finn  L  B 

FRENCHBURG 
Williams  J  H 

GEORGETOWN 

Bradley  V  F  ft  Sons 
Bradley  &  Bradley 

GLASGOW 
Jones  J  W 

GRAYSON 
Luaby  J  W 

GREENSBURG 
Noggle  &  Graham 

GREENUP 
Fullerton  E  £ 

GREENVILLE 
Hardison  R  Jr 

HARDINSBURG 
Barnes  ft  Kincbdoe 

HARLAN 
Forester  J  S 

HARRODSBURG 
Gaither  E  H 

HARTFORD 

Heavrin  M  L 
Likens  G  B 

HAWESVILLE 

Chambers  G  D 
Higdon  J  R 

HAZARD 
WiUiama  A 

HENDERSON 

Clay  ft  Oar 
Dorsey  ft  Stanley 
Vance  ft  Vance 
Yeaman  ft  Yeamaa 

HICKMAN 
Tyler  R  T 

HINDMAN 
Baker  J  M 

HODGENVILLE 

Handley  L  B 
Smith 


ey  i^  J 
D  N 


HOPKINSVILLE 
Wood  ft  Son 

HYDEN 

Begley  J  G 
Muncy  J  M 

INEZ 
Kiik  M  C 

IRVINE 

Miller  Clarence 
Riddell  ft  Friend 

JACKSON 
Patrick  J  E 

JAMESTOWN 
Meadows  J  N 

LA  GRANGE 
Yager  J  T 

LANCASTER 
Walker  L  L 
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LAWRENCEBURG 
Birdwhittell   J    M    B 

LEBANON 
McChord  J 

LEITCHFIELD 
Gnlum  J  C 

LEXINGTON 

Allen  &  Duncan 
Fonnan  ft  Fonnan 
Thornton  R  A 

LIBERTY 

Godbcy  &   Moore 
Mont(oniery  C  F 

LONDON 
Evans  W  E 

LOUISA 

SuHiTan  ft  Stewart 

LOUISVILLE 

AttkiMon  E  R 

Bodley  ft  Barkin 

Bruce  H 

Bullitt  ft  BuUitt 

Dallam  C 

Fairleigh,       Strauss      ft 

Pairleiffli 
Flexner  B 
Gibson  ft  Marshall 
Gnxbbs  C  S 
Gregory  ft  McHenrj 
Humphrey  ft  Humphrey 
Pirtle   Hon  J  S 
Strother  J  C 
Woodson  I  T 

tagMtoslVilliaB  JaaMLBufln 
LAW  OFFICES 

WiLLSON  &  DUFFIN 

LOUISVILLE,  KY. 
AModates: 

Bnrion  Ysaot     Okirlii  RtsgtnU 
Own  Bi  DoIb    Pud  Udekwwd 
&  A.  FoiBtar      T.  a  Bala 

McKEE 

Llewellyen  J  R 
Rader  G  I 

MADISONVILLE 

Gordon  ft  Gordon 
Jonson  ft  Jennings 

MANCHESTER 
Hall  A  D 

MARION 
Blue  ft  Nunn 

MAYFIELD 
Stanfield  Bros 

MAYSVILLB 
Pbiflter  T  R 

MIDDLESBORO 

Robrer  ft  Dawson 
Wood  C  A 

MONTICELLO 
Stone  St  Wallace 

MOREHEAD 
Clarke  J  £ 

SCORGANFIELD 
Or^^ft  Drury 


MORGANTOWN 

Gardner  W  R 
Thatcher  A 

MT  OLIVET 

Buckler  R 
Coyler  C  £ 


MT  STERLING 

BigstafF  T  J 
Tyler  ft  Appersoa 

MT  VERNON 
Brown  J  W 


MUNDFORDVILLE 
Watldns  ft  Garden 

MURRAY 
Thompson  A  D 

NEW  CASTLE 
Barbour  W  B 

NEWPORT 
Wright  ft  Anderson 

NICHOLAS  VI LLE 

Hoover  E  B 
Welch  J  H 

OWENSBORO 

Anderson  E  B 
EUis  W  T 

OWENTON 
Botts  H  G 

OWINGSVILLE 

Ewing  G  C 
Goodpaster  H  S 

PADUCAH 

Burnett  H 
Mocquot  J  D 
OliTer,     OliTer    ft     Mc 
Gregory 

PAINTSVILLE 
Wheeler  D  J 

PARIS 
McMillan  ft  Talbott 

PIKEVILLE 

Ratliff  A  S 
Ratliff  ft  RaUi£F 

PINEVILLE 

Logan  C  W 
Lo£ui  D  B 

FRESTONBURG 
HarUns  W  S 

PRINCETON 

Gates  J  C 
Hodge  ft  Hodge 

RICHMOND 

Chenault  J  C  ft  D  M 
SuUiTan  J 

RUSSELLVILLE 
Browder  ft  Browder 

SALYERSVILLS 
Cooper  R  H 

SANDY  HOOK 
Redwine  A  T 

SCOTTSDALE 
GUlUm  J  H 


SHELBYVILLE 

Beard  £  U 
Beard  ft  Marshall 
Peak  F 

SHEFHERDSVILLE 
Hamilton  L 

SMITHLAND 

Qark  W  I 
Wilson  C  H 

SOMERSET 
Smith  ft  Brown 

SPRINGFIELD 

Qaybrook  W  D 
Gingsby  W  F 

STANFORD 
McRoberts  P  M 

STANTON 
Spencer  C  P 

TAYLORSVILLE 
Ross  L  W 

TOMPKINSVILLE 

Miller  G  M 
White  F  M 

VANCEBURG 

Bane  M  C 
Parker  A  R 

VERSAILLES 

Davis  W  O 
Thornton  D  W 

WARSAW 
Brown  R  T 

WEST  LIBERTY 
Fogg  ft  Gardner 

WHITESBURG 
Lewis  J  P 

WICKUFFE 

Turner    &   Turner 
Wickliffe  J  B 

WILLIAMSBURG 

Sharp  &  Siler 

WILUAMSTOWN 
Webb  R  L 

WINCHESTER 

Beckner  ft  Beckner 
Jouett  &  Jouett 


LOUISIANA 


BATON  ROUGE 

Keman  T  J 
Laycock   ft  Beale 
Rouge  P 

LAKE  CHARLES 

McCoy  &  Moss 
Sompayrac  P  A 
Williams  Judge  R  P 


MONROE 

Hudson,    Potts   ft   Bern- 
stein 

NEW  ORLEANS 

Boatner  ft  Dodds 
Clegg  &  Qttintero 
Farrar    Jonas    ft    Krull- 

schnitt 
Forman  B  R 
Hall  H  H 
Hall  ft  Monroe 
Howe,  Fenner,  Spencer 

&  Cocke 
May  J 

Spencer  W  B 
Spencer  W 
Wolff  S 

OPELOUSAS 

Dupre  G  L 
Lewis  ft  Lewis 

SHREVEPORT 

Alexander  ft  WUkinson 
Davis  ft  Brown 
Hemdon  ft  Hemdon 
Wise    Randolph   ft   Ren- 
dall 


MAINE 


AUBURN 
Carver  H  P 

AUGUSTA 

Cornish  L  C 
Cornish  ft  Baasett 
Heath  ft  Andrews 

BANGOR 

Additon  B  C 
aifford  M  S 
Woodard  C  F 

GARDINER 
Haselton  G  W 

LEWISTON 

Crockett  R  W 
Newell  &  Skelton 

PORTLAND 

Bird  ft  Bradley 
Libby,  Robinson  ft  Ives 
Payson  ft  Virgin 
Symonds   Snow   Cook  ft 

Hutchinson 
Verrill,  Hale,  ft  Booth 

ROCKLAND 

Littlefield  A  S 
Littleiield  C  E 
Mortland  D  N 

SKOWHEGAN 

Danforth  E  F 
Gould  ft  Lawrence 
Gower  Geo  W 

WATERVILLE 

Eaton  H  D 
Johnson  C  F 
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MARYLAND 


BALTIMORE 

Baldwin  ft  Baldwin 
Bernard,    Richardson    ft 

Son 
Deming  J  B 
Dorton  F  T 
Cans  &  Haman 
Laucheimer      Sylvan     ft 

Haves 
Niles  A  S 
Poe  J  P 
Whitelock  Geo 
Whyte  Hon.  Wm.  P. 

CAMBRIDGE 

Goldsboro  P  L 
Joyce  H  A  Jr. 

HAGERSTOWN 

Haffner  A  R 
Little  C  A 

SALISBURY 

Ellegood  Jos  £ 
Graham  R  P 


MASSACHUSETTS 


MUton  C  C 
Parker  H 
Ihayer  ft  Rugg 


BOSTON 

Badger  W  I 
Bartiett  ft  Andrews 
Brown   F 
Bryant  J  D 
Davis  B 

Dickson  &  Knowles 
Foster  R 
Herrick  R  F 

Jacobs  &  Jacobs 
IcConnellJ  E 
Mansfield  E  S 
Morse  W  A 
Matthews  Thomi»son  ft 

Spring 
Stevens  F  H 
Stockbridge  W  M 
Underwood  W  O 

FALL  RIVER 

Fuller  &  Gray 
Jennings,  Morton   & 
Bray  ton 

LYNN 

Niles  W  H 
Niles  &  Carr 

PITTSFIELD 

Hawkins  W  F 
Hibbard  C  £ 

SPRINGFIELD 

Bell  C  E 
Bosworth  C  W 
Brooks  ft  Hamilton 
Carroll  J  B 
Learie  ft  Beattie 

TAUNTON 

Dean  Wm  M 
Woods  W  S 

WORCESTER 

Bullock  C 
Gay  D  F 


MICHIGAN 


ADRIAN 

Clark  R  H 
Joslin  T  M 

ANN  ARBOR 

Sawyer  A  J 
Stivers  Frank  A 
Carl   Storm,   insurance 
lawyer 

BAY  aTY 

Baker  O  W 
Gillett  &  Clark 
Shepard  &  Lyon 

BENTON  HARBOR 
Plummer  ft  Riford 

CHARLEVOIX 
Kane  R  W 


DETROIT 


Ani 


ngel.      Boynton,      Mc- 
Millan ft  Rodman 

Bates  G  W 

Brennan,   Donnelly   ft 
Van  DeMack 

Canfidd  ft  Canfield 

Qark,  Jones  ft  Stewart 

Hatch  C  H 

Hatch  Hon  H  H 

Hang  ft  Yerkes 

Manchester  Wm  C 

Maybury,    Lucking,    Em- 
mons &  Helfan 

Miller,  Smith,  Alexander 
ft  Paddock 

BERMD  B.  SBLLDI6 

60M-6-«-7-8  lAlVOn  BLM. 

DETROIT,  MICH. 

Loeil  Coimsal  far 

Pnidntisl  InnmuM  Co.  (lift)  sad 
Ooopar  iBsnnsflS  Co.  (Firs) 

IttwriBflS  UtigtiioB  a  Spsoslty 

SHAf ,  WAIREH, 

GADT  «  OAKES 

dandiiis  B.  Onat»  OsoBid 

Corporation,  Admiralty 
and  Insurance  Law. 

Uaion  fnai  BsMng,  9ITR0IT 

Obadiu  B.  Grant 
JokB  0.  Shaw      Charles  B.  ▼azrm 
▼iUiaisB.0Bd7    EeriMrtLOakss 

Smith  H  H 
Taylor  O  B 

DEXTER 
Honey  James  T 

EATON  RAPIDS 
Corbin  John 


FLUSHING 
Dayre  Ira  T 

GRAND  HAVEN 

Farr  Geo  A 
Lillie  W 

GRAND  RAPIDS 

Chandler  Chas 

Crane   ft   Norris,  Michi* 

gan  Trust  building 
Knenhaus  ft  Knappcn 
Minor  D  E 

HART 
Hansen  W  S 

IONIA 

Horrigan  H  J 
Nichols  Geo  E 
Wardle  C  B 

ISHPEMING 
Sedgwick  Alfred 

JACKSON 

Barkworth  T  C 
Wilson  ft  Coob 

KALAMAZOO 

Driver  J  D 

Howard  Wm  G  ft  H  C 

Howard,  Root  ft  Howard 

LAPEER 

Brown  Wm  B 
Halpin  T  D 

LOWELL 
Hicks  S  P 

MANCHESTER 
Freeman  A  F 

MANTON 
Wheeler  J  C 

MUSKEGON 

Carpenter  William 
Cross.  Lovelace  ft  Ross 

PETOSKY 

Gilbert  E  E 
Pailtherpe  C  J 

REED  CITY 
Winson  S  B 

SAGINAW 

Hanchet   B 

Hanchet,  Stark  ft  Han- 

chett 
Humphrey,   Grant   ft 

Smith 
Weadock  G  W 

ST.  JOHNS 

Brown  J  E 

Hanchet,       Stark      ft 

Hanchet 
Humphrey  ft  Grant 

SAULT  STE.  MARIE 

Oren  H  M 
Sutton  E  S  B 

WAYLAND 
Stockdale  Daniel 

YPSILANTI 
Joslyn   Frank 


MINNESOTA 


DULUTH 

Alford  ft  Hmt 
Steams  ft  Hunter 

FERGUS  FALLS 
Hilton  &  Thompson 

MINNEAPOLIS 

Brown  F  V 
Brown  ft  Kerr 
Brown  &  Albert 
Buffington  G  W 
Cohen,  Atwater  ft  Shaw 
Dodge  W  E 
Flannery   G  S 
Henderson,      Underlich. 

Stockton  ft  Henderson 
Hubachek  F  R 
Kellogg  J  A 
KitchtiL  Cohen  ft  Shaw 
Kdth,  KTans,  Thompson 

ftH^airchild 
Kerr  ft  Fowler 
Tryon  ft  Booth 
Welsh  V 

ST.  CLOUD 
Jenks  J  B 

ST.  PAUL 

Barrows  M 
Burr  S  W 
Clapp  ft  Macartnay 
Doran  J  E 
Dnrment  ft  Moore 
Hilscher  J  F 

HOW,  BUTLER  A 
MITCHELL 

ATTORNETS  AT  LAW 

BndlcottBalldhw, 
8t  Paid,  ilUna. 

Attorneys  for  StPanl  Ffae 
ft  Marine  Insurance  Oo. 
and  the  Minnesota  Mntnal 
Life  Insmmnoe  Oo. 

Lawler  W  D 
Morphy,  Ewing  ft  Brad- 
ford 

WINONA 

Biercc  H  Ik 
Brown  ft  Abbelt 
Tawney,  Smith  ft  Tawocy 


MISSISSIPPI 


BATESVILLE 

Lowry  P  H 
Lowrey   ft   Lamb 

COLUMBUS 

Landrum  Jack 
Stribling  wm  P 

FAYETTE 

Torrey   ft   Logan 
Truly  Hon  Jeff 


ATTORNEYS  AKD  COUNSELORS. 


GREENVIIXX 
RoK  A  I 

Thomu  B  S 

JACKSON 
CillionD  ft  Green 
Gi«a  h  Cncn 


V.  Otis  BobertsoD 

special  Atteatloa  to 
tauruce  Utlsation 


I.  H.  THOMPSON 


lACKIOR,   MrSS. 


NATCHEZ 
Martin  W  C 
Rccd  A  BnodoB 

SARDIS 

Raiawater  I,  P 
Taylor  R  H 

TUNICA 
HendCTMO  J  .  W. 
MontsomCTT  F  F 

VICKSBURG 
Dabacr  ft  UeCib* 
Dickfoo  Hirrii 
McLanrtn,    Armlatcad    ft 
Brien 


CHARLESTON 
LiniUar   T    T 
Ruwdl  John  J 


Hatiu  Geo  A 

JOPLIN 
Keliey  F  W 
Mead   J  P 

KANSAS  CITY 
F;^    Broi   ft    Snider    ft 

RIchardtOD 
HarUeai,    CyCnij  ft 

Copier 
Kame*  7  V  C 
Kamci,    Nnr    ft    Kraut- 


hoff 

Lathrop,  Morrow, 
Fox  A  Moore 

FIrtt  NitlMil  Bank 


PIEIIE  L  NRTn 

MM  HIURT  BIILHIS 


rf  ^bjn'  Udilitj. 


I  C.  K0SI»BSB6SB 

UUntjaitiiamimMUr 
Hn  Tiirii  Uta  BaMlM 

uutuarTmSr 

'tOUMO." 

ai  BiUUtr 


ThompwMi   ft  Price 
Wallace  ft  Wallace 
Ward  H  C 
Ward  Hadler  ft  Nee! 
Woodaoo  llajor 

LBBANON 


UEXICO 
RDbertaon  Ceo 
Robciuan  ft  RobertioD 

UOBERLY 
RothweU  W  A 
MONTGOUERY  CTTV 


fiDSKASTRntGPILLOl 

Dann«ll  Court 

ST.  JOSEPH,  MO. 

We  make  a  nedattr  of 
tbe  defoiie  at  pcnoaa] 
injnry  Utiaatka  and  of 
fire,  lUe  and  accident  (uea. 

SpcBcer  R  L 
Spencen  ft  Laudli 

9T  LOUIS 
AMood  L  L 
Barclajr  ft  FaontlcroT 

Bleiman  P  H 
Carter  W  P 

Famflcror  T  T 

CUDDD.HAU 

Attfn^  Ui 

CMMdUr  It  Urn 

SL  LmIs.  Mlsseiiri 

CMlrat  Kallonai  Bank  BIdi. 
TW  Mhc  Street 

PractiCB  In  state  ud  I>ed- 


leiue  of  Bmplarcn  UabO- 

itr  Caaei  a  ipecialtr. 
CooDfel  for  kadins  life, 
CacBaltT  and  Saicty  Com- 

AUe       ■  ■      -    ■ 


~ia  all  prints  dtk* 

I  c 

,  Jone*  &  Hocker 


^  Watu 


Rebfrt  E  S 
Smiih  S  T  G 
Ssllivan  F  H 


Santiae  ft   BoUinc 
SPRINGFIELD 
Bwboor  A  UcDavid 
FariuEtDo  J  S 


lUen,  Daj  d 
oniW  S 


AURORA 
CoTkendall  F 
Hilner  Hod  E  J 

COLUMBUS 
Garlow  C  J 
Seeder  ft  Albert 

FREMONT 
Abbott  C  B 
McNcah  ft  Graham 

GRAND  ISLAND 
AthtoD  F  W 
Garlow  H  T 
Harriaon  ft  Prince 
Harer  A  C 

HASTINGS 
Hutliui  H  A 
Tibbetti,   Merer    ft   FoV 

LINCOLN 
Amci  J  H 
Bnndr  ft  Petti* 
Field.  Rlcketti  ft  Ridt 

etu 
Flaniborg  ft  Wlllluu 
Montsomerr  ft  Hall 
RohB  F 
RoK  ft  Contloek 
Tibbctti  ft  AnderMn 
Wlieldon  C  O 
Wood*  P  H 

MADISON 
Allen  ft  Reed 
Foiter  M  B 

NORTH  PLATTE 
Baldwin  A  S 
French  G  E 


«>-n  Dnda  lUl  Bui  Ulf. 

Un  t«— litaal  lili  III.  On. 
<(  I.  T.:  Mm  litail  lih  lu  Ih.al 
rUU.:  Kujiud  OmbIIj  Oi.  if 

Bill.;  hob  &■«  &1.  Co.  hi  hu- 
tiHr,  IsTiJ  lu.  Ch,  Oince;  31.  hal 
nn  lu. Do,  ».  PuITkSi  lu. On. 
On&kA;  OnutlUlfla^  Buk,OniJiiL 
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PLATTSMOUTH 
Clark  B 
Tidd  A  L 


NEW  HAMPSHIRE 


COLEBROOK 
Dudley  J  H 

CONCORD 
Albin  J  H 
Eastman  S  C 
Leach.  Stevens  &  Conch 
Martin  &  Howe 

NILES  &  UPTON 

Counselors  at  Law 

60    NORTH   MAIN    STREET 
CONCORD.  N.  H. 

Edward  C.  NUes 

Robert  W.  Upton 

Telephone  Connection 

Sargent,  Remick  &  Niles 
Streeter  &  HoUis 

FRANKLIN 
Leach  £  G 

KEENE 

Batchelder  &  Faulkner 
Cain   Sc  Benton 

LANCASTER 

Drew,    Jordan    Shurtleff 
&  Morris 

LITTLETON 

Batchellor  &  Mitchell 
Remick  J  W 

MANCHESTER 

Andrews  J  H 
Branch  O  £ 
Bumham,    Brown    & 

Warren 
Hard  H   N 
Loverin  H   B 
Taggart  D  S 

NASHAU 

Doyle  &  Lucter 
French  Geo  B 
Hamblett  &  Spring 

PLYMOUTH 
Burleigh  &  Adams 

PORTSMOUTH 
Page   Calvin 
Page  &  Bartlett 

SOMERWORTH 
Russell  Wm  F 

WOLFBORO 
Abbott  S  G 


NEW  JERSEY 


CAMDEN 

Armstrong  E  A 
French  T  B 
Starr  L 

JERSEY  CITY 

Bedle  J  D 
Corbin  &  Corbin 
Gnson  H  C 
Hartshome,  Insley  & 

Leake 
Vredenburg,  Wall  & 

Otfey 

NEWARK 

Colie  £  M 

Day  E  A  &  W  T 

Guild,  Lum  &  Tamblyen 

Lindabury*  Depue  & 

Faulks 
Lowthrop  &  Moore 
Payne  Frederick  M 
Pitney,   Hardin  &   Skin- 
ner 

PATERSON 

Blauvelt  J  G 
Griggs  &  Harding 
Scott  Francis 

RIDGEWOOD 
Doremus  Cornelius 

TRENTON 
Buchanan  Jas,  26  W. State 
Lowtbrop  &  Moore 


NEW  MEXICO 


ALAMOGORDO 
Major  H  H 

ALBUQUERQUE 

Bryan  R  W  D 
Leister  F  H 


NEW  YORK 


ALBANY 

Buchanan  &  Lawyer 
Danaher  F  M 
Nachtmann  M  T 
Rosendale  &  Hessberg 
Sanford  R  B 
Towner  N  K 

BABYLON 
Reid  WilUrd  P 

BATAVIA 
Dunham  F  H 
Peck  M  H 

BINGHAMTON 

Carver  &  Deyo 
Jenkins  F  W 
Jenkins,  Page  St  Hays 


Meeker  R  W 
Perkins  H   C 
WeUs  A  D 

BROOKLYN 

Griffith  J  S 

Grout  E  M 

Grout  P 

Karuu,  Broomdl  &  Ol- 

sen 
Magner  T  F 

BUFFALO 

Bosc,  Norton  &  Bushnell 
Bushnell  C  M 
Bushnell  &  MetcaH 


MARTIN  CLARK 

Attorney  and 
Counselor 

91  Eri0  County  Savings 
Bank  Building 

BUFFALO,  N.  Y. 


Comstock   M  W 
Cunneen  J 
Gibbons  &  Pottle 
Gibbs  C  B 
Shire  &  lellinek 
Van  Arsdale  J  A 
Ward  H  Jr 

CARTHAGE 
Rilby  A  E 

ELIZABETHTOWN 

Hand  R  L 
Smith  &  Wickes 

ELMIRA 

Herendeen   &   Maode- 

ville 
Revnolds,  Staunchfield  & 

Collins 
Taylor  S  S 

FRANKLIN 
Johnson  Robt  T 

GLENS  FALLS 
Brown  S  &  L  M 

GREENPORT 
Reeve  Benj  H 

ITHACA 

Tompkins,  Cobb  &  Cobb 
Van  Vleet  D  F 

JAMESTOWN 
Wade  A  C 

KINGSTON 

Brinnier  W  D 
Clearwater  A  T 
Klein  H 
Van  Etten  A 

NEW  YORK  CITY 

Affield    F    O   Jr 
Alexander  &  Green 
Badger  W  O  Jr 
Butler,    Notman,    Joline 

&   Mynderce 
Cabell  H 


Campbell  W  O 
Caraoso*  Albert 
Cardoso  &  Nathan 
Choate  &  Lacroque 
Clement  G  A 
Coition  Aaron  J 
Condon  Richard 
Convers  &  Kirlia 
Crisp  W  Benton 
Cotterill  Geo  W 
Davis  A  L 
Ellison  William  B 
Elliott  W  A 
Eppstein  C  B 
Ford  W  H 
Groehl  F  J 

Holm,  Wiiitlock 
&  Scarff 

Counselors  at 
Law 

CHARLES  F.  HOLM 
VICTOR  E.  WHITLOCK 
PAUL  B.  SCARFF 

35  Nassau  Street 
New  York 

Holmes,  Rapallo  &  Ken- 
nedy 

iames,  Schell  &  Elknt 
farx  Michael 

Murray  W  D 

Neuwirth  Henry  C 

Purdy  &  Squire 

Petrasch  C  S 

Prince  &  Nathan 

Richards  &  Heald 

Ritch.  Woodford,  Bovce 
&  Butcher 

Runk  Chas  A 

Shenstone  A  C 

Shipman,      Laroque     ft 
Cnoate 

Thome  R 

Trull  W  C 

Van  Iderstine,  Badger  & 
Barker 

Van  Shaick  &  Norton 

Van  Shaick  &  Brice 

Washburn  W  I 

NEWBURG 
Vanamee  Wm 

OGDENSBURG 

Malby  &  Lucey 

Stronff  E  L 

Van  Rennon  Geo  E 

OLEAN 

Cary  &  Hastings 
Waring  J  H 

PORT  JERVIS 
Lybott  F 
Lyon  J  W 

POUGHKEEPSIE 

Ackerman  F  E 
Cossum  C  F 
Fowler  M  C 
Hackett  &  Butts 
Lown  P  B 
Wilkinson  R 

RIVERHEAD 

GrUBng  T  M 
Tooke?  B  W 
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ROCHESTER 

Cogiwell  &  Cogawell 
Foot  &  Havens 
Kenefick.  Cooke  & 

Mitchell 
Kiehel  C  D 
McGuire  &  Wood 
Perkins  ft  Havens 
Poole  H  O 
Satterlee,  Bissell,  Taylor 

&  French 
Satterlee,   Yeoman   ft 

Taylor 
Van  Voorhis  J 

SYRACUSE 

BOND  S  SCHOENECK 


431  UNION  BLDQ. 


SYRACUSE 
N.Y. 

Godelle,       Andrews 

Harding 
Hancock  iheodore  E 
Spencer  Chas  E 

TROY 

Douglas  E  W 


jan  T  B 

Griffith  L  £ 
Roche   W  J 
Shaw,  Bailey  ft  Murphy 
Van  Santvoord  &  Wel- 
lington 

UTICA 

Tones  T  S 

Jones,    Townsend   ft 

Rudd 
Keman   ft  Keman 
Mattiaon  W  A 
Matteaon  W  A 
Miller    ft  Fincke 
Southworth  L  N 
Van  Aucken  M  W 

WATERTOWN 

McConnick  oc  Van 

Namee 
PurccU  ft  Purcell 
Rogera   W  M 


NORTH 
CAROLINA 


ASHEVILLE 

Harkins   ft  Van  Winkle 
Martin  &  Wright 
Tucker  &  Murphy 

CHARLOTTE 

Burwell    ft  Cansler 
Clarkaon  Heriot 
3athric,T  C^ 
Maxwell  ft  Keerans 
A^orriaon   ft  Whitlock 
jtodman  W  B 
iraiett   St  Guthrie 
Valker   P  D 

GRBENSBORO 

uatice   &  Broadhurst 

Cing  A   lOmhall 

ical^a  -^»  M 
rhomson  W  S 


GREENVILLE 

Harding  F  C 
Moore  ft  Long 

HICKORY 

Cine  E  3 
Huffham  T  M 

NEWBERN 

Qark  W  W 
Mclver  W  D 
Ward  A  D 
Ward  D  L 

RALEIGH 

CHARLES  m.  BUSBBE 
PBRRIN  BUSBBE 

BUSBEE  &  BUSBEE 

Attorneys  at  Law 

RALEIGH,  N.  C. 

JOHN  f .  BfflSDALE 

CHlzais  Bank  BIdg. 
RALEIGH,  N.  C. 

Inturanct  Law  a  Specialty 
Practices  in  all  the  Courts 
In  N.  C. 
Rtferenees:  Dim,  Bradstreet 
Gcrmania  Life 
Hartford  Life 
Penn  Mutual 
L.  L.  &  G. 
Rochester  German 
Va.  F.  &  M. 
Fidelity  Mutual 
Maryland  Casualty 
U.  S.  Casualty 
Any  Bank  or  Judge  hi  N.  C. 

Smith  E  C 
Strong  R  C 

ROCKY  MOUNT 

Battle  J 
Bunn  B  H 

STATES  VILLE 

Armfield  ft  Turner 
McLaughlin    ft    Nichol- 
son 

WASHINGTON 

Bragaw  ft  Harding 
Small  ft  MacLean 
Ward  ft  Crimea 

WILMINGTON 

Meares  ft  Ruark 
Rountree  Geo. 

WINSTON 

Gray  E  £ 

Watson,  Buxton   ft  Wat- 
son 


GRAND  FORKS 

Bangs  G  A 
Bangs  T  R 

Bangs,  Cooley  ft  Hamil- 
ton 
Corbett  ft  Murphy 
Templeton  ft  Key 
Wilder  W  L 


OHIO 


I 


NORTH  DAKOTA 


FARGO 

Ball  ft  Watson 
Bamett  W  H 
Benton  ft  Lovell 
Glassford  ft  Lacy 
Stanbaugh  W  S 


AKRON 

Allen.     Waters,     Young 

ft  Andresa 
Kimble  ft  Huffman 

ASHTABULA 

Hall  Theo 

Hoyt    Munsell  ft  Hoyt 

BELLEFONTAINE 

Hamilton  Bros 
West  ft  West 

CANTON 

Lynch  ft  Day 
Shields  ft  Pomerene 
Welty  &  Albaugh 

CINCINNATI 

Bates  Judge  C 
Cabell  T  H 
Cabell  ft  Kohl 

Cobb,  Howard  & 
Bafley,  Atty«.  at  lw 

Blymyer  BIdg. 
CINaNNATI,  OHIO 

CorporaHoBft  InsonuMC 
natters  a  specialty 

DeCamp  W 
Kelly  ft  FoUett 
Jackson   Herbert 
Johnson  ft  Levy 
Logan  T  A 
Paxton  &  Warrington 
Ramsey  R 
Reece  Patterson  A 
Stephens  ft  Lincoln 

CIRCLEVILLE 

Abemathy  ft  Folsom 
Bolhi  ft  Eolin 
Cabell  ft  Kohl 

CLEVELAND 

Boyd  Wm  H 

Brewer,     Cook     ft     Me- 

Gowan 
Fuller  Oifford  W 
Guenther  W  H 
Holts  C  L 
Hoyt,  Dustin  ft  Kelley 

iohnson  T  L 
iasten  Frank 

Pattisoo  &  Austin 

Attoraeys-at-Law 

1605  WilHamsoo  Bids. 

CLEVBUND,  0. 

Coonselors  in  losor- 
ance  Matters 


Souires,    Sanders    ft 

Dempsey 
Taylor  Chas  H 

Whiter  Johnson 
&  Cannon 

▼XLLXA1C0OV 

Buiuna 

GLEYBLAHD,  OHIO 

COLUMBUS 

Isp«oliil  ■tt«irtton  alv«» 
to  liiMiraiioe  oi 


Arnold,  Morton 
&  Irvine 

Insaranoe  and 
General  Praotloe 

Booth.  Keating  ft  Peters 

Brandt  U   S 

Harrison,  Olds,  Hender- 
son ft  Harrison 

Mooney  J  W 

Watson,  Stouffer,  Davis 
ft  Headley 

CONNEAUT 

Cox  Allen  M 
Kingdon  H  C 

COSHOCTON 

McrrUl  W  S 
Pomerene  ft  Pomerene 

DAYTON 

Craighead  W  .      ^ 

Craighead   ft   Craighead 
Kennedy  G  C 
McKenny  ft  BeWille 
McMahon   ft  McMahon 
Young  ft  Young 

FINDLAY 

Axline  ft  BetU 
Ross  ft  Hinder 

FREMONT 

Bartlett  ft  Wilson  ^ 
Gawer.   Gawer  ft  Gawer 

GREENVILLE 

Allread  J  D^ 
Crawford  G  F 

HAMILTON 

Andrews,  Harlan  ft  Ao* 

draws 
Morey  G  C 
Morey  J  E 

IRONTON 

Anderson  1  L 
Hamilton  Mr 
Johnson  A  R 

JEFFERSON 

Lawyer  C 
Redmond  H  J 

LIMA 

Cable  ft   Parmenter 
Halfhill  J  W 
Mead  F   £ 
Ritchie  ft  Ritchie 
Wheeler  ft  Bentley 
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MANSFIELD 

Cummlnffs,    McBrid«    & 

Wolfe 
Jenner  ft  Wddon 

MEDINA 

Andrew  ft  Woods 
Spellman  F 

M.  VERNON 

Levling  F  O 
Waight  ft  Moore 

NEWARK 

Kibler  C  H 
Kibler  £  K 

SPRINGFIELD 

Martin  O  T 
McGrew  J  F 

ST.  CLAUSVILLE 

Kennan  N  K 
Weema  C  L 

TOLEDO 

Boone  G  B 
Doyle  Judge  J 
Doyle  ft  Lewis 
Byerett  C  W 
Holbrook  ft  Monsaratt 
Kohn  ft  Northup 
Prentice  F  D 
Schanfelberger  J  W 
Smith  B 

URBANA 
Middleton  E  P 

VAN  WERT 

Glen  H  C 
Saltsgarber 

YOUNGSTOWN 

Baldwin  F  C 
Hine  C  D 
Kennedy  IB 
Miller  ft  H 
Moore  E  H 


uxley 


ZANBSVILLE 

Adams  J  J 
Durban  F  A 


OKLAHOMA 


MUSKOGEE 

PEYTON  & 

MilSON 

LAWYERS 

Special  AtleittM 
Givei  To 

INSURANCECASES 

AND 

CORPORATION 
PRACTICE 


NORMAN 

Dudley  J  B 
Williams  B  F  Jr 

OKLAHOMA  CITY 

Doglaa  ft  Myers 
Everet  J  H 

Fulton,  Stringer  ft  Grant 
Howard  H   H 
Mannins  E  H 
Shortcl  J 

SHAWNEE 

Biffgers  &  Lrdick 
Pendleton,  Abemathy  ft 
Howell 

VINITA 
Wilson  DH 


OREGON. 


PORTLAND 

Carey  C  F 
Chamberlin*    Thomas 


Cotton,  Teal  ft  Miner 

Moody  R  £ 

Reed  ft  Hoque 

Teal  J  N 

Tifft  A  P 

Wluuield   ft    Farrington 

McMINNVILLE 
Rhodes  Bro 


PENNSYLVANIA 


ALLENTOWN 
Erdman    ft    Dilfenderfer 
Schaadt J  L 
Wright  R  E 

BEAVER 

Moore  W  D 
Stone  Dan  H 

CLEARFIELD 
Swoope  R  D 

COUDERSPORT 

Crandall  A  N 
Nelson  ft  Maynard 

EASTON 

Coffin  G  F 
Reeder  F 

ERIE 

Brevillier  ft  Davia,  Penn- 
sylvania building 

Gunnison,  RUlings  ft 
Fish 

GREENSBURG 

Ogden  ft  Dom 
Moorhead  ft  Smith 
Walkinshaw    ft    Walkin- 
shaw 


HARRISBURG 

Bergner  C  H 
Harsest  W  M 
Suoagrass  ft  Snodgri 
Stranahaa  J  A 

HONESDALE 
Mumford  £  C 
Searle  Alonao  T 


LANCASTER 

Brown  ft  Hensel 
Coyle  ft  Keller 

LEIGHTON 
Balllet  ft  Seidd 

LEWISBURG 

Linn  P  B 

Zeiser  Andrew  Albright 

MAUCH  CHUNK 
Barber  L  H 
Freyman,  Heycht  ft 
Nothstein 

MONTROSE 

AUen  MiUer  S 
Smith  A  B 

OIL  CITY 

Ash  ft  Barr 
Breen  ft  Breen 

PHILADELPHIA 
Byran  R  J 

Carr,  Beggs  & 
Stelnmetz 

Altoneys  it  Law 

MS  Btflcy  BrfkUm 
PHILADELPnA 

Dickson,  Beitler  ft  Mo- 
Couch 
Edmunds  H  R 
EsUng  H  C 
Farr  C  M 
Frie  H  K 
Gilpin  Hood 
Hersberg  Max 
Hibbard  D  P 
Keene  Geo  Fredlc 
Johnson  A  T 
Johnson    John    G 
Pepper  G  W 
Ri^  Geo  P, 
Savidge    Frank    R. 
Sayres  Edw  S 
Sharp,  AUeman  ft  Moise 
Shattuck  F  R 
Sloan  M  W 

PITTSBURG 

Carpenter  J  McF 

Chantler  T  D 

Chantler,  McGill  ft  Cun- 
ningham 

Dalsell.  Fisher,  Young  ft 
Hawkins 

Ewfaig  F 

Ferguson    J   Scott 

Iennings  &  Jennings 
Cehard  S  S 
McCook   WiUU   F 
Patterson  Thos 
Trimble  ft  Chalfont 
Wishart  ft  Dickie 


WAY, 
WALKER 
&  MORRIS 

1104-1111  Prick  BMg. 
PITTSBURGH,  PA. 

LIFE,  SURETY  nmi  FIRE 

INSURANCE  UTIOATION 

■(efBffences* 
National  Surety  Co^  N.  Y. 
Peoples  Natiooal  Bank 

of  Pittsbuxf 
Nat.  Bank  of  Commerce,  N .  Y 
National  Bank  of  the  Repablic 
Cbicaco 

READING 

Dersher  E  H 
Keiser  H  P 
Rnhl  C  H 
Rick  W 
Stereos  ft  Stevens 

SCRANTON 

HiU  WL 
Jessap  W  H 


Vosburg  ft  Dawson 
Willard,  Wancnft 


WiUi 


sy 


E  N 


SOMERSET 

Hobbert  A  C 
Kooser  ft  Kooaer 

SUNBURY 

Knight  H  S 
Wolvertott  S  P 

TOWANDA 
Merotr  Rodney  A 

WARREN 

Ball  D  I 
Thompaon  C  C 

WILKESBARRE 

Goodwin  W  H 
McGovem  Ed  F 
Reynolds  ft  Reynolds 

WILLIAMSPORT 
Gilmore  W  C 

YORK 

Black  J  S 

Cochran  ft  WflUaflis 
Hoober  J  A 
Niles  H  C 


RHODE  ISLAND 


PROVIDENCE 

Barney  W  H 
Comstock  ft  Canning  _ 
Edwarda       ft       AnfeU 

Union  Tr  Co  Mldtsff 
Gardner  Rathboa« 
Hayes    Fredlc,    Banifaa 

bnUding 
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Jencket  T  A 
LitUefidd  T  B 
Lyman  &  McDonnell 
Pierce  Edwin  C 
Ripley  Jas  M 
Robinson     Chaa     P,     €1 

Weetminiter 
TiUingfaast  J  A 
Van  Slyck  &  Mmnford 
Vincent  Walter  B 
Vincent,   Boss  &  Bame< 

field 
Waterman,      Curran      & 

Hunt 
Wilson  Chaa  A 


SOUTH 
CAROLINA 


SOUTH  DAKOTA 


CHARLESTON 

MitcheU  &  Smith 
MUler.  Wbaley  &  BisseU 
MordecftI,  Gadsdctt,  Rnt- 
\edg€  ft  Hagood 

Smythe,  Lee 
&  Frost 

Counsellors 
at  Law 

7-9  BROAD  ST. 

CHARLESTON,  S.  C. 

Trenholm  Geo  M 

COLUMBIA 

Abney  B  L 
Abney  &  Thomas 


&  BAIRON 

902-9-10-11-12.13  Natbnal 
Loan  &  Exchange  Bank  Bldg. 

COLUMBIA,  &  C. 

Insurance  Law  a 
Specialty 

Gibbes  Hunter  A 
Melton  &  Belser 
Siebels  J  T 

FLORENCE 

Wells.  Walter  H 
>¥ilcox  P  A 

GAFFNEY 

Jeffnes  J  C 
Otts  J  C 

SPARTANBURG 

Carlisle  H  B 
Johnson  &  Nash 
Saxidera  ft  DePass 
Simpson  ft  Bomar 


DEADWOOD 

Fowler  &  Fowler 
Rice  ft  Palley 

HURON 

Mouser  H  S 
Wood  John 

MITCHELL 

Preston  H  C 
Spangler  T  J 

REDFIELD 

Fiske  Edwin  W 
Sterling  ft  Clark 

SIOUX  FALLS 
Bailey  &  Vorhees 

U.  S.  e.  CHERRY 

SIOUX  FALLS,  8.  D. 

21  years'  txptritnee  In  om- 
trai  practice  In  State  and 
Federal  Courts.  During  paat 
five  years  fire  and  life  intu^ 
anee  litigation  hat  heen  a 
specialty,  and  in  that  tisie 
has  had  charge  of  siore  than 
160  oases  in  Courts  of  South 
Dakota,  North  Dakota.  Nek- 
raska,  Iowa,  Minnesota,  Illi- 
nois, Wisconsin.  Michigan, 
Indiana  and  Ohio.  Refers 
to  any  kank  In  Stoux  Falls, 
Springfield  F.  A  M..  Chicago, 
CoaiRiercial  Union,  Denver 
or  Insurance  ComnlsskMier 
In  any  of  akove  named  states. 

Gibbs  R  L 


TENNESSEE 


CHATTANOOGA 

SURKETT.  MILLER 
A  MOORE 

Attomasrs 

Jamas  Bnlldtaig 

Chattmioosa,  Tonnossoo 

Life,  Fire.  Accident.  Casualty 
and  alt  other  insurance  law 

BafanneM:  Vntnal  lifk  I«w  fork, 
OmtiMatal  OMoalty,  mauo, 
Imployin  Uability  Agrar.  wn'n, 
B<a(on(nBfliL 

Daniela  ft  WiUiams 
Martin  F 
Milligan  J  B 
Moon,  Daniela  ft  Garvin 
Smith  ft  Carswell 
Spears  ft  Lynch 

CLARKSVILLE 
Daniel  J  W 
Peay  Austin 

COLUMBIA 

'  Greenlaw  &  Whitthome 
j  Hughes  G  T 


FAYETTEVILLE 
Hohman  ft  Holman 
Lamb  J  B 

HARRIMAN 

Breazeale  Sam  A 

JONESBORO 
Deaderick  ft  Epps 
Kirkpatrick  S  J 

KINGSTON 
Breaseale  Sam  A 
Sevier  Judge  James 

KNOXVILLE 

Comick,      Wright      ft 
Frants 

Ingersoll  ft  Payton 

Jourolman,    Welcker    ft 
Smith 

Lucky  ft  Foulde 

Pickle,   Turner   ft   Ken- 
nedy. 

WaahDum,      Puckle     ft 
Heimer 

Webb,        McClung       ft 
Baker 

LEBANON 
Beard  £  B 
Thompson.  Lillard 

McMINNVILLE 
Savage  J  H 
Willis  J  C 

MEMPHIS 

Carroll  W  H 

Edmnndson  J  P 

Finley  ft  Fmley 

Fitxhngh  G  T 

Knrley  T  B 

Lehmsn,  Gates  ft  Leh- 
man 

Trezevant,      Bartels      & 
Trezevant 

Turley  ft  Ttarley 

Warriner  H  W 

Wright  L  E 

Zimmerman  F 

MURFREESBORO 
Palmer  H  E 
Ridley  ft  Richardson 

NASHVILLE 
Lelly  &  Price 
Pncfaer  J  S 
Stokes  W 
Williamson   W  H 


THOS.  J.  TTNE 


STAHLMAN  BUILDING 


NASHVILLE,  TENN. 


ROGERSVILLE 
Bowen  A  T 
Philips  J  O 

TRENTON 
Walker  ft  Hunt 
Walker  ft  Landmm 


TEXAS 


ABILENE 

Hardwicke  ft  Hardwicke 
Wagstaff  ft  Davidaon 


AUSTIN 

Fiset  ft  McQendon 
Fisher  S  R 
Gregory  ft  Batts 
Pendexter  G  T 
Robertson  J  H 

BEAUMONT 
Barry  H  P 

CROCKETT 
Nunn  ft  Nnnn 

DALLAS 

Alexander  ft  Thompson 
Garden,   Starling  &  Car- 
den 
Cockrell  &  Gray 
Coke,  Miller  &  Coke 
Chilton  ft  Chilton 

Crane  &  Crane 

Insurance 
Lawyers 

401, 402  Tnst  Bldg. 

DALLAS,    •     •     TEXAS 

Refer  without  permission  to 
TnatwDt  ft  Cochran,  Coch- 
ran. Thomas  ft  Co..  or  any 
other  Gen«ml  Agency  in  Dal- 
htt;  J.  D.  Kitten  &  Bro.. 
New  Orleans;  Outs.  H.  Barry. 
QucagOi 

^^me  Life,  N.  Y. 

Dabney  &  Townsend 
Dreeben  larael 
Etheridge  &  McCormick 
Leake  &  Henry 
Locke  &  Locke 

MEADOR 
&  DAVIS 


Attorneys 

Dallas 
and  Fort  Worth 


Morris  M  L 
Smith  &  Gossett 
Thompson  Wm 

DENISON 

Decker  NHL 
Moseley  ft  Eppstein 
Peck  W  M 

FT  WORTH 

Bomar  D  T 

Cappa,  Canty,  Hanger  ft 

Short 
Laaaiter  N  H 
Mattock,  Miller  ft  Dyens 
Meador  ft  Davis 
Orick  ft  Terrill 
Samuels  S  L 
Spoonts  ft  Thompson 
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ATTORNEYS  AND  COUNSELORS. 


GAINSVILLE 

Davit  St  Thomason 
Green  &  Blanton    ,  ^, 
Potter,  Gulp  &  Giddingt 
Stuart  &  Bell 

GALVESTON 

Armistead  J  A 
Austin  &  Rose 
Briggs  C  S  ,      ,„ 
Campbell  John  W 
Hanscom  S  S 
Hawkins  £  A 
Kleeberg,   Davidson   ft 

Neethe 
Maggill    C    P 
Mott   &  Armstrong 
Smith  R  Waverly 
Stewart  M 
Stubbs  J  B 
Stubbs  &  Stubbs 
Terry,  Cavin  &  Mills 
Walker  J  C 

HOUSTON 

Andrews,  Ball  &  Stree^ 

man 
Baker.   Botts,   Parker   & 

Garwood 

HOGG,  GILL 
&  JONES 


I^AWYERS 


Hooms 
201-2-3-4-5-6-7-8 

FIRST  NATIONAL 

BANK   BUILDING 

HOUSTON,  TEX. 

Hunt,  Mycr  &  Townes 
Hutchison  J  C 
Kittrell  N  G      ^  „      . 
Lane,  Jackson,  KcUey  « 

WoUcrs 
Ross  &  Wood 
Wilson  &  Dslmey 
Wolters  J  F 

PARIS 

Allen  &  Dohoney 
Burdett  &  Connor 
Moore,  Park  &  Binning- 
bam 

SAN  ANTONIO 

Denman  Leroy 
Franklin  Tbos 

ONION&HENRY 

Attoineys 

SAN  ANTONMft.  TEXAS 

REPRESENTING 

Manrland  Catuatty  Co. 
Continental  Casualty  Co. 
^antral  Aocldent  Int.  Co. 
Noffth-American  Acc't  lnt.Co. 
etc.,  Eto. 


KeUer  &  KeUer 
Lewis  Perry  S 
Swearingen  &  Brooks 

SHERMAN 

Head,  Dillard  &  Head 
Leslie  &  Lawrence 
Vinson  W  A 
Wilkins.  Beaty  &  Vinson 

TEXARKANA 
Webber  &  Webber 

TYLER 

Cain  &  Knox 
Lasseter  &  Knox 

WACO 

Baker  &  Thomas 
Boynton  ft  Boynton 
Clark  G 

Qark  ft  Bolinger 
Dyer  J  L 

HARRY  P.  JORDAN 


INSURANCE  LAW 
A  SPECIALTY 

General  Attorney  for 

Texas  Fidelity  and 

Bondlng*Co. 

WACO,  TEXAS 

Prendergast  ft  William- 

son 
Taylor  &  Gallagher 
WiUiams  £ 


UTAH 


SALT  LAKE  CITY 

Booth,  Lee  &  Badger 
Hoppaugh  A  L,  Auer* 

bach  building 
Twomey    &    Twomey, 

Commercial  block 
Varian  C  S   _  ^ 
Whittemore  C  O 


VERMONT 


BURLINGTON 

Taft  R  W 
Whittemore 


MONTPELIER 

Howland  F  A 
Stanton  Z  S 

RUTLAND 
Merrill  J  A 

ST.  ALBANS 

Austin  &  Sons 
Hogan  &  Royce 


VIRGINIA 


ALEXANDRIA 

Brent  S 
Smith  F  C 

HAMPTON 

Cumming  S  Gordon 
Weymouth  J 

LEXINGTON 

Letcher  G  D 
Shields  W  T 

LYNCHBURG 

Blackford  R  C 
Caskie  &  Coleman 
Daniel  &  Harper 
Harrison  &  Long 
Horsley  &  Kemp 

NEWPORT  NEWS 

Batchelor  &  Phillips 
Bickford  R  G 
Stuart  Wm  C 

NORFOLK 

Bibb  W  L    „  ^^    ^ 
Hubbard  &  Hubbard 

Jeffries,  Wolcott, 
Wolcott  & 
Lankford 

CoutuseUorKatlaui 

SeaboMd  Bank  BUg., 
Norfolk,  Va. 


RcrcRCNCCo : 
HstnpoUtan  Lib  lu.  Oa 
nw  TOKI 

Hst'l  Bank  of  Oonmwrw 
AtlsatiA  Trnstft  Dtpont  Ob. 

HOBTOIK,  TJl 
Old  Wm  W  &  Son 

PeatTMS&Savage 

Attomtyt  and  Counsaltort 
AiUw 

Uokson  Bldg.  Booibs  617-Oi 

Norfolk,  Vft. 

MPkoDsMS     ftatai  PhoBs  18tt 

Reference, 
Hfffolk  fin  Innnade  Oorpamttoa 

White.  Tttnstall  ft  Thorn 
Wilcox  J  W 
Wolcott  &  Wolcott 


PETERSBURG 

Davis  R  B 
DsTia  &  Davia 
Hamilton  Alex 
Hamilton  &  Mann 

RICHMOND 

CabelL  Tallq^  &  Cabdl 
Christian  &  Christian 
Crump  B  T 
EUett  Taxewdl 
Gregory  Geo  C 
Hanson  G  A 
Leake  &  Carter 
Lane  &  Carey 
Meredith  &  Cocke 
Montague  Hill 
Mullen  James 
Munford  B  B 
Munford,   Hunton,   Will- 
iams &  Anderson 
Oterrall  St  Register 
Pegram  &  Stnngfellow 
TaUey  R  H 

ROANOKE 

Fox  H  M 
McNulty  C  S 

STAUNTON 

Braxton  A  C 
Patrick  &  Gordan 


WASHINGTON 


CENTRALIA 
Dysart  George 

SEATTLE 

Donworth  &  Howe 

Gillman  L  C 

Granger  Herbert  T,  New 

York  block 
Graves,      Palmer     ft 

Murphy 
Heifner    Chas     G,    New 

York  block 
Kerr  &  McCord 
McClune  &  McQone 
Moran  E  P 
Piles  Samuel 
Stem  L  M 
Strudwtck  &  Peters 
Van  Dyke  John  B 
Walker  ft  Munn 

SPOKANE 

Graves  J  W 
Happy  &  Hindman 
Post,  Avery  ft 


MASK  F. 
HENDENHALL 

Attoniey  at  Law 


QEO.  E.  CAIinELO 

WM.  ILKAn 

39-30^.31  Bxdianfe 

Natiooal  Bank  Bnfldtag 

SPOKANE,  WASH. 

Twenty  years*  generd 
practice  Insurance  and 
Commercial  Law  special- 
ties. Rcfeicncea  on  re- 
quest. 


ATTORNEYS  AND  COUNSELORS. 
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TACOMA 

Aahton  J  M 
Growler  &  Grosacnp 
Fitch  &  Harris 
George  C  E 
Parsons  &  Parsons 
SneU  M  K 


WEST    VIRGINIA 


CHARLESTON 

BROWN, 
JACKSON  &  KNIGHT 

The  Kanawha  Valley 
Bank  BHildIng 

CHARLESTON,  W.  VA. 

James  P.  Brown 
Malcolm  Jackson 
Edward  W.  Knight 


Coniff  J  J 
Erskine  &  Allison 
Handlan  J 
Howard /A 
HnbbardW  C 
Reymmn  L  A 
Russell  &  Russell 


WISCONSIN 


V.  L.  Black 
John  Wehrle 
Angus  W.  McDonald 
George  8.  Couch,  Jr. 

Crawford  ft  Ashby 
Mollahon,    McClintic   ft 

Matthews 
Payne  &  Payne 

PRICE,  SMITH,  SPILMAN 
ft  CLAY 

laaawba  Baakiiir  k  Trost  Co. 

Uk  Baakuif  Oo. 

^  QtiasDS  Gunatjll  Tnut  Go. 

icatbera  States  Matoal  life  Ijul  Co. 

Re. 

BRADFORD    BUILDING, 
CHARLESTON,  W.  VA . 

Slirewsbtiry  G  H 

HINTON 
Dunlap  R  F 
tfiUer  &  Read 

HUNTINGTON 
I^mpbell,  Holt  ft  Camp- 

:owden  W  K 
Townshend  &  Hanrey 
^inaon  A  Thompioa 

MARTINSBURG 

^mmert   H  H 
•f  artin    C  E 
^oU  A  B 

PARKERSBURG 

lutchinson  J  F 
if  errick   ft  Smith 

WESTON 
Crannon  £  A 
rannon  W  W 

WHEELING 

Bldwen  G  B 
aldweU  A 


GREEN  BAY 

Cady  &  Strehlow 
Green.  Vroman   ft  Fair- 
child 
North  ft  Parker 

LA  CROSSE 

Bunge  G  W 
Fruit  ft  Gasdan 
Hiffbee  ft  Bunge 
Losey,  Woodward  ft 

Lees 
Morris  ft  Hartwell 
Winter  ft  Esch 

MADISON 
Bagley   Wm   R 
Basbford  &  Wilton 
Chynoweth  H  W 
Griffin  Jos  A 
Lamb  C  F 

Ricbmondi  Jackman 
and  SwansMi 

Suite  3-6  Mendota  Block 

MADISON,  WIS. 

L  C.  RICHMOND 

R.  W.  JACKMAN 

S.  T.  8WAN8EN 


S.  H.  STUART 

LIFE,  FIRE,  CASUALTY 
AND  SURETY  LITIGA- 
TION A  SPECIALTY 

REFERENCES  ON  REQUEST 

JohnHSubon  GhaoafleyE Blake 

Sanborn  &  Blake 

Attomeyt  and  Countelora 
•i  Law 

WISCONSIN  BUILDING 

MADISON,  WIS. 

MERRILL 

Reid,  Smart  ft  Curtia 
Van  Heckle  J 

MILWAUKEE 

Bloodgood,     Kemper     ft 

Bloodgood 
Miller,  Mack  ft  Fatrchild 
McElroy  ft  Wetsler 
Quarles,  Spence  & 

Quarles 


Francis  Bloodfood 
Francis  Bloodgood,  Jr. 


Jackson  B.  Kemper 
Wheeler  P.  Bloodgood 

Bloodgood,  Kemper  &  Bloodgood 

3e7-31S  MITCHELL  BUILDING 
MILWAUKEE,  WIS. 

Eapedal  Attention  Given  to  Insurance  Caaes. 


Roemer  ft  Aarons 
Spooner    ft    Rosecrants 
Van  Alstine  C  H 
Van  Dyke  W  D  ft  Co 
Van  I]Fjrke  ft  Van  Dyke 
Winkler,  Flanders,  Smith, 
Bottum  ft  Pawsett 


OCONTO 

Classon  ft  Lvnch 
Morrow  F  X 

OSHKOSH 

Barber   Charles 
Barbers  ft  Belinger 
Bouck  ft  Hilton 

PHILLIPS  &  HICKS 

LAWYERS 

Oskkosli,  Wis. 


SPECIALTY: 

Insurance 

and  Corporation 

Law 

General  Practice 

Thompson  A  E 
Weed  H  I 

RACINE 

Thompson  ft  Harvey 
Simmons,    Nelson    ft 
Walk 

WAUSAU 

Kreutzer  Bird  ft  Rosen- 
berry 
Mylrea  W  H 


WYOMING 


CHEYENNE 
Burke  ft  Qark 

LANDER 
Fourt  £  H 

SUNDANCE 

Adams  M  A 
Gordon  M  L 


CANADA 


BRITISH   COLUM- 
BIA 


GRAND  FORKS 

Macdonald  cc   Whiteside 
Sutton  A  C 

MANITOBA 

WINNIPEG 

Machray,  Sharpc  &  Den- 
nistoun 

TORONTO.  ONT. 

Beatty,  Blackstock,  Fas- 
ken  &  Cfaadwick 

Briggs  ft  Frost 

Johnston,  McKay,  Dods 
&  Grant 

McCarthy,  Osier  ft  Creal- 
man 

Maclaren,  Macdonald, 
Shcpley  ft  Donald 

Macdonald  ft  Macin- 
tosh 

Meams  ft  Hunt 


QUEBEC 


MONTREAL 

Brown.    Montgomery    ft 
McMichael 

Claxton  &  Kerr 

Davidson  ft  Wainwright 

Foster    Martin,    Archi- 
bald ft  Mann 

Greenshields     ft    Green- 
shields 

QUEBEC 
Cook  W  ft  H  H 
Fitrpatrick,  Parent,  Roy, 
Taschreau  ft  Cannon 


PRINCE  EDWARD 
ISLAND 


CHARLOTTETOWN 

Davis  ft  Hazard 
Peter  ft  Ings 


IRELAND 


BELFAST 
Mclldowie  Geo  ft  Sons 
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C.  D.  CRANE'S  DOUBLE  AND  TRIPLE  INDEX 

Insurance  Expiration  Registers 

Quickest  to  Write.  Lightning  to  Find. 

Expirations  Never  Overiooked.     Estimating  Space  Unnecessary. 

Writes  Most  Names. 
Names  Alphabetically  Arranged.  Writes  Block  Insurance, 

For  Thirteen  Years'  Use. 
Paper  and  Binding  First-Class.  Best  in  the  World. 


Send  six  cents  in  postage  stamps^  to  caver  bare  cost, 
for  sample  sheets^  with  prices  and  explanations^  to 

THE    SPECTATOR    COMRAINY, 

Chicago  Office  135  William  Street 

159  La  SaUe  Stieet  New  York 


Cttstomers'  Fire  Insaraoce  Expiration  Book 

FOR  KEEPING  RECORDS  OF  FIRE  INSURANCE  POLICIES 


Comprises  spaces  for  154  policies,  with  columns  rumiing  across  two  pages,  and 
providing  a  compact  and  comprehensive  summary  of  all  the  essential  data  relating  to 
each  policy,  including  Property  Insured;  Location;  Name  of  Company;  Number, 
Term  and  Amount  of  Policy;  Amount  and  Rate  of  Premium;  Dates  Policy  Issued 
and  Premium  Paid;  Date  of  Expiration;  Date  Cancelled  and  Remarks.  An  excellent 
advertising  medium  for  agents,  brokers  and  companies,  Presentation  inscription 
printed  without  extra  charge  on  orders  of  100  or  more  copies. 

Pressboard  Cloth  Pressboard  Cloth 

BumUxic  Binding  Bindinc  Bindixv 

Single  copies $0.20  $0.30  100  copies $11.00  $25.00 

12  copies 2.00  3.25  250  copies 27.50  62.50 

25  copies 4.00  6.50  500  copies 52.50  125.00 

50  copies 6.00  13.00 

THE  SPECTATOR  COMPANY 

CHICAGO  OFFICE:  135  William  Street 

159  La  Salle  Street  NEW  YORK 
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THE      SPeCTKTOR      COTVYPANV 

PUBLISHERS    AND    IMPORTKRS    OF 

INSURANCE    WORKS 


Publishers  of  the  following  important  Fire  Publications  : 

THE   SPECTATOR- — An  Atnericsn  Review  of  Insurance  ;  published  weekly.     Price,  $4.00  per  annum. 

THE  INSURANCE  YEAR  BOOK— issued  July  of  each  year.  Dealing  with  insurance  companle* 
lhrou>ijh.»ul  Ihe  world.  Price  ol  each  volume  :  Lfe,  Casualty  and  Miscellaneous  Insurance,  $6.00  ;  Hire 
and   '•^'aritie  InsurRnce.  $6.(X) ;  b   th  volutnes  when  ordered  tojifelher,  $10.00. 

REPORTS  OF  FIRE  INSURANCE  COA\PAMES.— issued  annually  in  June.  Contains  detailed  state- 
ments, officers,  directors,  field  men,  .and  other  data.  Covers  alK>ut  9S0  fire  and  marine  companies  and 
Llnyds,  licensed  and  .inlicensed,  seeking  business  in  the  United  States;  also  about  ^50  miscellaneous 
comi>anies.     Price,  |s.oo 

READY  RECKONER  FOR  EARNED  AND  UNEARNED  PREMIUMS.— By  the  late  Wm.  KlUworth.  An 
invaluable  assistant  in  the  rapid  computation  of  return  premiums  at  nhort  rates  and  pro-rata.   Price,  $500- 

HAND     BOOK    FOR     FIRE     INSURANCE  AGENTS  —By  S.  R.  Weed.    An  excellent  aid  to  agent.. 

Price    fi.50. 

FIRE  INSURANCE  LAW  CHART. — Contains  in  tabular  form  a  summary  of  special  SUlc  Laws  relating 
to  statetneu's  required  of  fire  ui'^uraiue  cT>iUk>ftn'es      Issued  annually.     Price,  $1.00. 

SPECIAL  AGENTS  AND  ADJUSTERS  HANDBOOK.— a  book  of  practical  advice  as  to  the  duties  of 
5p-  ial  ajfents  and  adjusters  with  rnt  ch  data  rclalinj;  to  special  hazards;  adjustment  rules;  tables  of 
\\eiprhts  and  measurements.  dc(  reci^tion,  costs,  etc.    Bv  Geo.  Velten  Steeb.  Price,  iu  flexible  leather,  $1.50. 

THE  FIRE  INSURANCE  AGENT  AND  HIS  AGENCY.— just  published,  a  work  of  instruction  and 
advice  to  fire  insurance  agetis,  bv  a  lit  Id  man  of  tv\eiity-five  years'  experience.     Price,  $1.00. 

FIRE  INSURANCE  POCKET  INDEX.  —Hxhi->its«»tatistics  lor  ten  years  of  nearly  300  American  and  Forelj^n 
tire   insurance  companies      I'nces  •  Manila  Lover    25  cents     in  Flexible  Leather  Pocket  Book.  50  cents. 

CUSTOA\ERS'  FIRE  INSU»^ANCE  EXPIRATION  BOOK— For  keeping  records  of  fire  insurance 
policies.     Price.  Pressb^iard  binding,  .jo  cents;  clmh  binding,  :<o  cents. 

LOO>E  LEAF  POCKET  EXPIRATION  REGISTER.— Prices,  one  binder,  complete,  with  40  expira- 
tion  sheet.s,  50  cents  ;  one  dozen  binders,  with  40  sheets  each.  $4.20  ;  binders,  with  40  sheets  each,  in  lots  of 
50  or  more  ^o  cents  each,  or  $is  f >'  r  5(.).  A  customer  desiring  a  new  binder  aione  may  procure  same  for 
-,0  cents,  and  a  ••inple  set  of  exj>iration  sh^ets  mav  be  obta  iitd  for  25  cents. 

DOUBLE  AND  TRIPLE  INDEX  EXPIRATION  REGISTER.— By  C.  D.Crane.  Accurate,  time-aaving. 
couve-meut.     Expirations  cannot  be  overlooked.     Prices,  from  $4.00  up. 

IMPROVED  EXPIRATION  REGISTER. — A  practical  and  concise  aystera.    Prices,  $3.00,  $5  00  and  $8.00. 

HEADY  REFERENCE  LEDCiER. — By  Turner.  Affords  a  complete  exhibit  at  any  time  of  the  business  for 
each  c<Jinpanv.     Price.  $3  00. 

RUTHERFORD'S  BOOK  OF   FIRE  INSURANCE  POLICY  FORMS.— Price  50  cents. 

DISTRIBUTION  BY  STATES  OF  FIRE  INSURANCE  IN  THE  UNITED  STATES.— 
Issued  annually.     Price,  bound  in  Flexible  Leather.  $3.00. 

HALL    ON    INSURANCE   ADJUSTMENTS.— A  new  and  practical  Guide  for  adjusters  of  fire  losses- 
Bv  Thrasher  Hall      Price,  fr  00 

SEM.HANN'S  FIRE  INSURANCE  CANCELLATION  TABLES.— For  accurate  and  rapid  calculation 
of    return  and  earned  preminms,  both  pro-rata  and  short-rate.     Price,  bound  in  flexible  leather,   Ji.oo. 

RECOLLECTIONS  OF  A   HIRE   INSURANCE   MAN.— Rv  r.  s  Critchell     Price.  $1.25. 

FIRE      UNDERWRITING     PROFITS    AND     LOSSES     FOR    A    DECADE.— single  copies,  10  cents. 

UNDER  WRITING  AND  INVESTMENT  PROFITS  AND  LOSSES   FOR    1909.— single  copies.  10  cents. 

EIRE  PREVENTION  AND  PROTECTION.— Second  edition,  revised.  Deals  with  methods,  materials 
and  appliances  for  preventing  and  extinguishing  fires.  Also  contains  "Hints  to  the  Insured."  Illus- 
trated.     Price.  f2.oo. 

rIRE  INSURANCE  LAWS,  TAXES  AND  FEES.— (including  County  and  Municipal  Taxes.)  Issued 
annually.      Price    bound  in  law  sheep.  $s  00  per  copy. 

AGHN TS'  AND  INSPECTORS'  POCKET  BOOK  OF  FIRE  PROTECTION.— By  George  Velten  Steeb. 
Price,  iu  red  Russin  Iraihrr.  $2. so  per  copy. 

FIRE    INSURANCE   AND   HOW>0   BUILD.— By  P.  C.  Moore.    Price,  $5.00. 

CLEMENT  ON  FIRE  INSURANCE.  —  Inivolumes.  Volume  i.  As  a  Valid  Contract  in  Hvent  of  Fire  and 
A<"i  jiistment  of  Claims  thcrt-under,  Voluaie  II  As  a  Void  Contract,  and  in  l>rjth  volumes  the  conditions 
at  the  contract  as  aflectcd  bv  Ct)iislrurtioii,  Waiver  or  Estoppel.     Price,  $6.  ^o  per  vol.,  delivered. 

^VEAKNESS  OF  MUTUAL  FIRE  INSURANCE.— Price,  per  copy.  10  cents;  50  copies,  |2.oo ;  100 
copies.  Js.oo  ;  5o<:>  copies,  $i2.(.n> ;   1,000  ct>pies,  $20.00. 

'UNOERWRITERS  AT  LLOYDS,"  LONDON,  ENG.— Price  per  copy,  10  cents;  100  copies.  I2.50;  500 
copies,   $10.00;   1000  co|iies,   Jic.oo. 

S\UTUAL  FIRE  INSURANCE  FALLACIES. — Price  per  copy.  10  cents;  too  copies,  $4.00;  500  copies, 
«:s  00;    rooo  copies.  $^5  00  ;  s«>oo  cc)]iieH.  $100.00;   iinon  copies.  J.?oo.oo, 

OPERATION    OF    THE    EIGHTY    PER    CENT.    AVERAGE    (OR    CO-INSURANCE)    CLAUSE.— 

i'ricc-s.  per  copy,  '  cents;   100  copies.  $1.50;  500  c -pies,  $3.50;   :,ca>j  copies,  $5.00;  10, ooo  copies,  $i«i. 00. 

Also  Numerous  Other  Standard    Insurance  Works. 


Also  Sole  Afents  for  All  Works  Haadled  by  Charles  k  Edwio  Uytoa  of  Loadoa. 

A  Catalogue  of  Insurance  Publications  will  be  forwarded  on  receipt  of  seven  cents 

in  postage  stamps.      Addiess 

Fhe:  Spectator  Company,  135  wiiiiam  street,  new  york. 


THE    INSURANCE    VIlAR    bOUK. 


Ages  Ago  Starting  a  Fire 
was  Hard  Work 

Nowadays  ifs  hard  to  keep  tires  from  starting:  where  tbeyTl 
do  damage.  To  safeg^uard  your  property  a2:aiiut  fire  lou,  do 
more   than  try  fire   prevention,— fire  extinction   is   necenary. 

Automatic  Sprinklers 

kill  ft  fire  while  killing:  it  is  easy — at  the  very  start  We  have 
various  types  to  meet  varying  conditions,  but  they  are  all  alike 
in  one  respect — they  can  always  be  relied  upon  to  do  their  work 
no  matter  how  long  they  have  been  inactive.  Tell  us  what 
your  property  is  and  we'll  outline  a  system  that  will  give  you 
complete  protection  and  the  benefit  of  oor  twenty  year^ 
experience. 

Estimates   and   proposals   furnished   free  of    all  costs   from 
Executive  or  Department  offices. 

Automatic  Sprinkler  Co.  of  America 

Executiva  Officu: 

Underwriters'  Building,   123-133  William  St,  New  York 

MaauUcturert'  Sprinkler  Plint, 

SyrACUte,  N.  Y. 

NUeira  Sprinkler  Plaot, 

AktOD,  Ohio 

Department  Officai : 
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FIRE    DEPARTMENTS 


A  COMPILATION  SHOWING  THE 

WATER  SUPPLY  AND   FIRE   APPLIANCES 

OF  THE 

CITIES,   TOWNS    AND   VILLAGES    OF   THE 
UNITED   STATES   AND   CANADA 


CORRBCTBD  TO  JULY  i,   1910 


Introduction  to  Appendix, 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY. 

^^^-r^^^o^*'^^  ^^^^"  herewith  are  the  culmination  of  over  thirty  years*  effort  on  the 
part  of  The  Spectator  Company  to  perfect  them,  and  cover  the  whole  field  of  Water- Works 
bystem  and  Fire  Department  equipment  of  the  cities,  towns  and  villages  of  the  United 
btates  and  Canada,  and  is  the  only  publication  of  its  kind  in  existence.  The  information 
has  been  compiled  with  great  care  for  the  present  edition  and  corrected  to  July  i.  Cir- 
culars were  sent  to  every  place  having  a  population  of  i,ooo  or  more,  and  wherever 
a  new  fire  department  was  reported  among  the  smaller  towns  it  has  been  included  in  this 
work.  During  the  years  this  work  has  been  published,  it  has  been  the  aim  of  the  publishers 
to  >"iprove  upon  it  each  year  and  to  extend  the  list  of  places  where  Fire  Protection  and 
Water  Supply  have  been  put  in  since  the  previous  publication.  It  is  now  the  most  perfect 
statement  of  such  information  that  has  ever  been  prepared.  These  reports  have  already 
proved  invaluable  to  fire  underwriters,  manufacturers  and  others,  and  it  is  our  purpose  to 
extend  and  improve  them  from  vear  to  year.  The  population  as  given  in  these  reports  is 
taken  from  the  official  census  of  1900,  except  in  a  few  cases,  where  local  authorities  have 
increased  the  number.  Where  this  has  been  done  the  authorities  will  be  expected  to  pro- 
vide adequate  fire  protection  for  their  increasing  population. 

We  desire  to  extend  oar  thanks  to  all  persons  who  have  aided  us  in  collecting  these 
statistics,  either  by  filling  out  the  blanks  sent  to  them  or  otherwise  contributing  to  secure 
accuracy. 

Underwriters'  Ratings.  The  underwriters'  ratings  given  in  the  following  pages  arc 
generally  in  accordance  with  the  specifications  here  outlined : 

First  Class.»-Fttn  paid  fire  department,  electric  fire  alarm  system  and  adequate 
waterworks. 

Second  Class. — ^Volunteer  or  partly  paid  fire  department;  with  engineers  and  drivers 
fully  paid  and  always  on  duty,  and  adequate  waterworks. 

Third  Class. — ^Volunteer  fire  department  and  fair  water  supply. 

Fourth  Class. — Facilities  inferior  to  those  of  third-class  towns. 

Fifth  Class. — No  fire  protection. 


Recapitulation. 

Below  will  be  found  a  summary  showing  by  States  the  number  of  towns  concerning 
which  reports  are  given  in  "Fire  Departments  and  Water  Supply"  for  1910,  compared  with 
those  of  1909,  with  the  respective  increase  made  in  1910.  This  tabulation  includes  towns  of 
1,000  inhabitants  or  over,  and  also  embraces  towns  having  less  than  that  population  which 
are  partly  protected  or  have  no  organized  fire  departments: 


• 

STATES. 

Towns 
Rbportbo 

IN 

a 

1600. 

1910. 

AlftbAni&  ....a.... 

n 

4 

17 

68 
118 

64 
184 

18 
1 

40 

100 

1 

16 
886 
8191 
867 
117 
100 

46 
188 

44 
886 
881 

81 

« 

18 
64 

186 

08 
184 

18 
1 

44 

118 

I 

88 
841 
888 
886 

no 

106 
40 

187 
48 

808 

881 

Aluka 

Arisooa  .......... 

Arkaosat ......... 

Califoraia 

Colorado  ......... 

CoBDCcticnt 

Delaware 

DUt.  of  Columbia. 
Rorida ........... 

Georgia  .......... 

Hawaii 

Idaho  

Illinois 

Indiana  .... , 

Iowa 

Kentucky 

Louisiana 

Maine  

Maryland 

MaMachuaetti .... 
Mlchifan 

STATES. 


Minnesota , 

Mississippi  .... 

Mbsouri 

Montana....... 

Nebraska 

Nevada 

New  Hampshire 

New  Jersey 

New  Mexico  ... 

New  York 

North  Carolina. 
North  Dakou.. 

Ohio  

Oklahoma 

Oregon  .... 

Pennsylvania . .  . , 
Rhode  Island.. 
South  Carolina. 
South  Dakou  . 
Tennessee  ..... 

Texas 

Uuh 

Vermont 


Q 

Towns 

g 

RSPORTBD 

V4 

IM 

s 

1000. 

10.0. 

^ 

808 

800 

7 

00 

88 

8 

148 

171 

88 

88 

81 

8 

101 

108 

7 

14 

10 

6 

100 

116 

7 

171 

176 

6 

80 

88 

8 

871 

881 

10 

80 

80 

0 

84 

84 

0 

880 

848 

8 

46 

60 

6 

88 

80 

1 

808 

800 

7 

47 

47 

0 

61 

61 

0 

61 

61 

0 

70 

78 

8 

180 

181 

1 

41 

41 

0 

118 

118 

0 

STATES. 


VIrgInU 

Washington 

West  Virginia... 

Wisconsin 

Wyoming ....... 

Totals,  U.  S  ... 

Canada. 
Alb*taASask'wan 
Britbh  Colombia. 

Manitoba 

New  Branswick  . 
Newfoundland  .. 

Nova  Scotia 

Ontario 

Prince  Edw'd  Isl. 
Quebec 

Totals,  Canada. 

Gmad     Totals, 
U.S.ftC«i.. 
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ALABAMA 

ABBREVIATIONS.— Ann.,  annual;  av.,  avenge;  bldga.,  bnildings;  cap.,  capacity;  ehn.,  chairman; 
c^  chemical;  c  ft  h.,  chemical  and  hoae;  elk.,  clerk;  comb,  combination;  comr.,  commlMioner;  com.,  com- 
mittee; comp.,  compound;  cona.,  oonatmction;  dcpt,  department;  dia.,  diameter:  dim.,  dimeniiona;  dom., 
domcttic;  dup»  duplex;  eng.,  engineer;  cxp.,  expeniea;  ex.,  extinguiiher;  ft.,  leet;  gala.,  gallona;  h.  d., 
high  duty:  b.  ft  L,  nook  ana  ladder;  ina.,  iniurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membenhip; 
Na,  number;  pop.,  population;  prea.,  preaident;  rea.,  reaerroir;  atdp.,  standpipe;  aupt.,  superintendent. 


ABBEVILXE,  pop.  L200;  fire  area,  060  acres. 
Fire  depL— 2  reel  carts,  600  ft  hose;  Talue  of  equip- 
ment, ^,000;  value  of  bldgs.,  1160;  total  mem.,  24, 
paid  part  time. 

Watu  SuFPLY~Source.  wells;  cost  of  construc- 
tion, 122,000;  bonded  debt,  120,000;  int.  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  |1,600;  works 
belong  to  city. 

ALABAMA  CITY,  pop.  3,000;  fire  area,  600 
acres.  Fire  dept.— 1  c  engine;  total  mem.,  40 
Tolnnteers. 

Watkx  Supply— Source,  creek;  2  pumping  en- 
gines, Deane,  cap.  per  day  1,000  gals.;  mains, 
10.000  ft.;  40  hydrants:  pressure,  fire  100  lbs.; 
works  belong  to  Co. ;  value  of  dept.  equip.,  $30,000; 
reservoir  260  ft.  above  town,  cap.  1,600,000  gal. 

ALEXANDER  CITY,  pop.  1,700:  fire  area,  40 
acres;  mercantile  bldgs.,  stone  and  brick,  1  and  2 
ttorlea;  private,  wood,  1  and  2  vtories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.~2  hose  wagons;  hose,  1,000  ft,  gocnl; 
fire  alarm,  whistle,  telephonesystem,  100  phones; 
Talue  of  dept.  equipment,  1800;  volunteer  dept, 
paid  part  time. 

WATxm  SuPFLT— Source,  2  bored  wells,  100  vds. 
from  business  center;  stdp.  cap.  124,000  gals.,  dim. 
20  X  10,  material  used  in  cons,  steel;  qual- 
ity of  water,  pure;  rea.  cap.  60,000  gals.,  located 
on  Court  House  Square;  2  pumpmg  engines. 
Smith- Vaile^  cap.  per  day  dOO^OOO  gals.,  constructors 
Stillwell,  Pierce.  Smith,  Vaile:  mains,  cast  iron, 
2%  miles,  8,  6  in.  and  4  in.  dia.;  80  hvdrants;  14 
valves;  pressure,  dom.  49  lbs.,  fire  100  lbs.;  coat  to 
construct,  120,000;  bonded  debt,  $20,000;  int  paid 
on  bonds,  6  per  cent;  works  belong  to  dtf, 

ANDALUSIA,  pop.  8,600;  combustibles  ord. 
Fire  dept.— 2  hose  carts;  hose,  2,000  ft;  fire  alarm, 
whistle;  total  mem^  80  volunteers. 

Water  Supply— Source,  2  artesian  wells;  res. 
cap.,  175,000  gals.;  2  Gardner  comp.  duplex  pumps; 
direct  pressure,  160  lbs.;  mains,  4  miles,  4  to  8  in. 
dia.;  90  hydrants. 

ANNISTON.  pop.  20.000:  fire  area,  %  sq.  mile; 

mercantile  bldgs.,  brick,  1  to  4  stories;   private, 

wood,   stone  and  brick,  1  and  2  stories;  wooden 

roofs  not  permitted;  fireworks  ord.;  causes  of  fires 

investigated.    Fire  dept— 8  hose  wagons,  1  hose 

carriage,  6  horses;  hose,  cotton,  rubber  lined,  good, 

4.000  ft.;  fire  alarm.  Gamewell,  20  boxes;  value  of 

dept   equipment   $16,000;   value   of   bldgs.,   $6,100; 

ann.  exp.  of  dept,  $2^00;  total  mem..  7o,  paid  full 

time;   underwriters'  rating,  second  class. 

WATxm  StrppLY— Source,  springs,  8%  miles  from 
bttsinesa  center;  system,  pump  to  res.;  quality 
of  water,  cood;  res.  cap.,  6.40(^000  gals.,  location 
2Vi  milea  from  city;  2  pumping  engines,  cap.  per 
day  3,000,000  gals,  each:  constructors.  Holly  Mfg. 
Co. ;  mains,  cast  iron.  23  miles,  4  to  20  in.  dia. ;  loO 
hydrants;  pressure,  dom.  90  lbs.,  fire  90  lbs.;  con- 
sumption, per  day  1,600.000  gals.,  per  capita  100 
gals.;  works  belong  to  Co. 

ATHENS,  pop.  1,600:  fire  area,  4  acres;  bldgs., 
brick  and  wood,  1  and  2  stories;  wooden  roois 
not  permitted;  combustibles  ord.  Fire  dept--8 
c.  hand  ex.,  2  h.  &  1.  trucks,  2  hose  reels;  hose, 
cotton,  food.  1,000  ft:  total  mem.,  12  volunteers; 
underwriters'  rating,  third  class. 

Watxr  Supply— Source.  Iwgc  spring;  system, 
pump  to  res.,  res.  cap.  71,000  gals;  2  pumpmg 
en^inea,  class  dup.,  cap.  per  day  1,006,000  gals., 
constructor  Gordon;  mains,  cast  iron,  17  miles, 
3  to  4  in.  dia.;  pressure,  dom.  140  to  100  lbs. 

ATTALLA,  pop.  2,200;  mercantile  bldgs.  1  and 
I  stories;  wooden  roofs  not  permitted;  no  fire- 
■rorkfi   and  combustibles  ord.;  causes  of  fires  not 


investigated.  Fire  dept— 2  hose  carts;  hose,  rub* 
ber,  good,  960  ft;  cotton,  rubber  lined,  700  ft; 
total  nose,  1,660  ft;  fire  alarm,  whistle;  value  of 
dept  equipment,  $1,200;  ann.  exp.  of  dept,  $48; 
total  mem.,  16  volunteers. 

Watbx  Supply— Source,  springs,  %  mile  froas 
business  center;  mtem,  pomp  to  stdp.,  cap.  68,001 
gals.,  dim.  10  x  100^  material  used  in  cons,  boikr 
uon,  builders  Hartford,  Herbert  &  Co.;  quaity 
of  water,  freestone;  2  pumping  engines,  cap.  per 
day  760,000  gala.,  conatmctors  Smith  ft  Vaila, 
McGowan;  pressure,  dom.  60  lbs.,  fire  100  lbs.; 
6  miles  of  mains,  3  to  8  in.  diameter;  28  hydrants; 
consumption,  per  day  20^000  gals.,  per  capita  12 
sals.;  cost  to  construct,  $80,000;  bonded  debt,  $85,- 
000;  ann.  cost  of  mtce.,  $iO0O;  works  belong  to 
city. 

AUBURN,  pop.  1,447;  mercantile  bldgs.,  mixed, 
1  and  2  stories;  private,  wood,  1  story;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept— 12  c.  hand  ex.,  1  h.  &  L  truck; 
underwriters'  rating,  fourth  daas. 

Watsx  Supply— Wells;  no  waterworks  system. 

AVONDALE    (now    a    part    of    Birmingham). 
Has  one  hose  conipany. 
WATsa  Supply— Furnished      by      Birmingham 
•  Waterworka  Co. 

BESSEMER,  pop.  13.000;  fire  area,  60  acres; 
mercantile  bldgs.,  brick  and  stone,  2  and  3  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per^ 
mitted;    fireworks    ord.;    causes    of   fires    investi- 

rted.  Fire  dept.— 1  h.  &  1.  truck,  3  hose  wagons, 
hose  carriages,  3  horses;  hose,  rubber,  good, 
3,750  ft;  fire  alarm,  telephone  and  whistle;  value 
of  dept  equipment,  $4,000;  value  of  bldgs.,  $5,000; 
ann.  exp.  of  dept.,  $000;  total  mem.  14,  paid  part 
time  1,  fully  paid  1,  12  volunteers. 

Watxx  Supply— ^Source,  springs,  4  miles  from 
business  center;  system,  pump  to  res.,  stdp.  and 
direct;  res.  cap.  6,600,000  gals.,  dim.  20  x  300,  lo- 
cated near  pumpmg  station;  quality  of  water, 
good;  2  pumping  engines,  cap.  per  day,  8,000,000 
gals.;  mams,  cast  iron,  19^  miles,  4  to  16  in.  dia.: 
70  hydrants;  300  valves,  Bourbon;  meters,  total 
number.  860,  National,  Neptune,  Hersey,  owned  by 
Co.;  1,400  services ;  pipe,  wrought  iron;  pressure, 
dom.  75  lbs.,  fire  90  lbs.;  consumption,  per  day 
1,500,000  gals.,  per  capita  150  gals.;  cost  to  cons., 
$200,000;  ann.  cost  of  mtce.,  $&,000;  works  belong 
to  Co. 

BIRMINGHAM,  pop.  65,000;  mercantile  bldgs., 
brick  and  steel,  1  to  16  stories;  private,  wood  ana 
brick,  1  to  4  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 6  steamers,  1  c.  engine, 
1  comb.  c.  &  h.  wagon,  18  c.  hand  ex.,  2  aerial 
trucks,  12  hose  wagons,  50  horses;  hose,  cotton, 
rubber  lined,  good,  22,500  ft.;  inferior,  all  kinds, 
450  ft. ;  total  hose,  22,960  ft. ;  fire  alarm,  Gamewell, 
64  boxes;  value  of  dept  equipment,  $86,992:  ann. 
exp.  of  dept,  $111,667;  total  mem.,  117,  paid  full 
time. 

Water  Supply — Source,  river  and  creek;  sys- 
tem, pumping  to  res.  and  direct;  res.  cap.,  147,- 
500,000  gals.,  located  on  mountains  3  miles  from 
citv;   6  pumping  engines,   cap.   per  day  37,000,000 

Sils.,  constructors  Wood,  Epping,  Carpenter, 
eane,  Worthington,  Knowles:  mains,  127.18 
miles,  4  to  24  in.  dia.,  Dennis  Long  &  Co.  and 
Howard  Harrison;  427  hydrants;  meters,  total 
number  7,668,  owned  bv  Co.;  13,464  services;  prea- 
sure,  dom.  75  to  100  Ids.;  consumption,  per  day 
12,000,000  gals.,  per  capita,  179  gals. ;  cost  to  cona., 
$3,500,000;  works  belong  to  Co. 

BREWTON,  pop.  1.882:  fire  area,  1  sq.  mile; 
mercantile  bldgs.,  orick,  1  and  2  stories;  private, 
wood,  1  story;  wooden  roofs  permitted;  fireworka 
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ord.;  causes  of  fires  investigated.  Fire  dept — 4 
stetmers.  1  hand  engine,  1  c  engin^  1  hose  car- 
riage ana  reel;  no  £re  alarm;  valtie  of  dept.  equip- 
ment, |16,000;  value  of  bldga.,  160,000:  total  mem^ 
tt  Toiuntecrs;  midenrriters'^  rating,  third  elaat. 

Watbr  Supply— Source,  wella,  400  yda.  from 
buainefs  center;  system,  pumping  direct,  cap.  per 
day  600,000  Rals.;  mains,  4  mi^es,  4  to  8  in.  duu; 
S6  hydrants;  100  serrices;  preasure,  fire  100  lbs.: 
cost  to  construct,  $18,000;  Int.  paid  on  bonds.  0 
per  cent;  ann.  cost  of  mtce.,  $4,000i 

BRIDGEPORT,  Jackson  Countv,  pop.  2,600; 
mercantile  bldgs.,  stone  and  brick,  8  and  8  stories; 
private,  stone  and  brick,  1  and  8  stories;  wooden 
foofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 8  hand  engines,  steam  engine  in  com- 
mission (Natchusel),  un  reserve,  reacner).  8  hand 
eic^  1  hose  wagon,  1  hose  carriage;  total  hose, 
1,600  ft.;  fire  alarm,  bell;  volunteers. 

Watbr  Supply— Source,  mountain  spring;  m- 
tem,  gravity,  pumping  to  stdp.,  stdp.  cap.,  V^* 


low;  meters,  tutal  number  86,  Hersey:  40  services 
pipe,  galv.  iron;  pressure,  dom.  186  lbs. 

BRUNDRIDGE,  pop.  1,000;  fire  area,  1  square 
mile;  mercantile  blags.,  brick;  wooden  roofs  not 

Permitted  in  fire  area;  causes  of  fire  investigated, 
'ire  dept— 8  hose  carriages;  hose,  good,  1,000  ft.; 
fire  alarm,    whistle;    value    of    dept.    eqmpment, 
11,000;  total  mem.,  16  volunteers. 
Watex  Supply— Owned  by  city. 

CLAYTON,  pop.  908;  fire  area,  00  acres;  mer- 
cantile bldgs.,  brick,  1  to  8  stories  {  private,  wood, 
1  story;  wooden  roofs  not  permitted;  fireworks 
ord.;  causes  of  fires  investigated.  Fire  dent.- 1 
steamer,  1  h.  ^  L  truck,  1  hose  carriage:  hose, 
cotton,  rubber  lined,  good,  1,600  ft;  inferior,  all 
kinds,  200  ft.;  total  hose,  1,700  ft.:  fire  alarm, 
bell;  value  of  dept  equipment,  $6,000;  value  of 
bldga.,  $1,800;  tottl  mem.,  80,  paid  part  time  1, 
volunteers  18. 

Water  Supply— Waterworks,  owned  by  the 
city;  18  hydrants. 

COLUMBIA,  pop.  1488;  fire  area,  1  sq.  mile; 
mercantile  bldga.,  brick,  1  and  8  stories;  private, 
wood,  1  story;  wooden  roofs  not  permitted;  fire- 
works ord. ;  causes  of  fires  investigated.  Fire  dept 
—1  hose  cart,  1  hose  reel;  hose,  good  800  ft:  total 
.,  10  voinnteers;  underwriters'  rating,  fourth 


Watxr  Supply— Source,  wells;  system.  pnmpljK 
dhrect  and  to  stdp.;  stdp.  cap.,  87,600  gals.;  1 
pumping  engine,  class  dup.,  cap.  per  dav  80.000 

Sis.,  constructor  Dcane;  mains,  8  miles,  8  in.  dia.; 
hydrants;  cost  to  construct*  $1«€00;  ann.  coat 
of  mtce..  I600L 
COLUMBIANA,  pop.  1,076.    No  organised  fire 

Watbr  Supply— Source,  spring  and  wells;  svs- 
tem,  gravity;  res.  cap.,  17,000  gals.:  mains,  1% 
miles;  cost  to  constnict,  $8,000;  works  belong  to 
county. 

CORDOVA,  pop.  2,000;  fire  area,  200  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  2  stories; 
trivate,  wood,  1  story;  wooden  roofs  permitted  in 
re  area;  causes  of  fire  investigated;  av.  ins.  in- 
volved for  past  8  years,  $568.  Fire  dept.— 2  hose 
wagons,  2  nose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,600  ft;  value  of  dept  equipment, 
^iOO;  value  of  bldgs.,  $600;  total  mem.,  0  volun- 
teers. 

Watek  Supply— Mains  attached  to  Indian  Har- 
bor Iklills  Line;  3  double  hydrants. 

COVINGTON,  pop.  8,200.  Fire  dept— 1  h.  &  1. 
truck,  3  hose  reels;  hose,  1,500  ft.;  fire  alarm,  tele- 
phone and  bell;  total  mem.,  40  volunteers. 

Water  Supply— Source,  wells;  stdp.  cap.,  136,000 
gals.;  quality  of  water,  good;  res.  cap.,  1,360,000 
gals.;  4  pumping  engines,  cap.  per  day  3,600,000 
gats.,  constructors  Platt-Smith-Vaile;  mains,  6 
miles,  6  to  10  in.  dia.;  50  hydrants;  pressure,  dom. 
00  lbs.,  fire  126  lbs. 

CULLMAN,  pop.  2^;  fire  area,  %  sq.  mile; 
mercantile  bldgs.,  brick,  wood  and  iron,  8  stories; 
private,  wood,  1  and  8  stories;  wooden  roofs  per- 


mitted; fireworks  ord.;  causes  of  fires  iiiYcstifracied; 
av.  fire  loss  per  yr.  for  8  yrs.,  $8,000.  Fire  dept— 
1  hand  engine.  74  c.  hand  ex.,  1  h.  ft  L  truck; 
4  equip,  h.  reeu;  hose,  cotton,  rubber  lined,  good. 
1300.fl;  total  hoae,  8,000  ft:  600  ft  reserve  hoee. 


standard  sixe;  fire  alarm,  whistle  and  bell;  value 
of  dept  equipment  $2,600;  value  of  bldga.,  S3^60t; 
$8,600;  ann.  exp.  of  dept,  $80;  total  ment,  41  vol- 
unteers; underwriters'  rating,  third  daaa. 

Watbs  Supply— Source,  well,  4  blodca  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  freestone;  res.  cap.,  886,000  gals^ 
located  near  station;  8  pumping  engin^  class 
dup.,  constructors  John  H.  McGowan;  maina, 
cast  iron,  3  miles,  4  to  10  in.  dia. ;  81  Corey  hy- 
drants; meters^  total  number,  HO,  owner  by  Co.; 
90  services:  pipe,  galv.  iron;  pressure,  dom.  69 
lbs.,  fire  100  lbs.;  cost  to  construct,  $30,000;  works 
belong  to  city. 


DECATUR,    pofli.    S414;    lire    area,    »    at 

mercantile  bldga..  orick  and  wood,  8  stories;  pri- 
vate, wood,  1  ana  8  stories;  wooden  roofs  not  per- 
mitted; fireworks  ord.  Fire  dept— 1  c.  engiBe,  5  c 
hand  ex.,  1  h.  ft  L  truck,  8  hose  reels;  hoae.  cotton, 
rubber  lined,  good  1,600  ft;  inferior,  all  kinds, 
600  ft;  total  hose,  2,000  ft;  fire  aterm,  whistle  and 
electric  bell:  value  of  dept  equipment.  $2,508; 
value  of  bldga.,  $600;   total  mem.,  40  volunteers. 

Watsr  Supply— See  New  Decatur. 


DEMOPOLIS,  pop.  4,600:  fire  area,  100  acres; 
mercantile  bldgs.,  brick  ana  wood,  1  to  8  stories; 
private,  wood,  8  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  fire  loss,  1808,  $8,000;  ins.  oo 
same,  $16,000.  Tire  dept— 1  h.  &  L  trudk,  1  hose 
wagon,  8  hose  carriages,  1  horse;  hoae,  cot- 
con,  rubber  lined,  good  1,800  ft.;  rubber,  good 
800  ft.;  total  hose,  f.OOO  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment.  $1,400;  value  of 
bldgs.,  $000;  ann.  exp.  of  dept,  8600;  total  mem.,  65 
volunteers. 

Watu  Supply— Source,  wells,  1  in  businesta 
center,  other  three  at  station;  qrstem,  pump  to 
stdp.,  cap.  180,000  gals.,  dim.  15  x  188,  material 
used  in  cons,  steel,  res.  csp.  100,000  gals.. 
locsted  at  station;  1  pumping  engine:  1  pump, 
can.  800  gals,  per  minute,  1  pump  600  gals,  per 
minute;  constructor  Henry  R.  Worthingtoo ; 
mains,  iron,  18  miles,  8  to  8  in.  dia.;  40  hydnats; 
Fairbanks  valves;  meters,  toUl  number  UO,  differ- 
ent kinds;  860  services:  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  80  lbs.;  consumption  per  day. 
UO  gals.;  cost  to  construct,  ^6,000;  no  bonded 
debt;  cost  of  mtce.,  $2,000;  works  belong  to  dty. 

DOTHAN,  pop.  18.000;  fire  sica.  8  aq.  miles; 
mercantile  bldgs.,  brick,  1  to  4  stories;  private 
wood,  1  story;  wooden  roofs  not  permitted  in  fire 
srea;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fue  dept— 8  hand  ex.,  1  hose 
wagon,  2  hose  reels.  2  horses;  hose,  8,700  ft  cotton, 
rubber  lined,  good;  inferior,  600  ft;  total  hoec, 
8,200  ft;  fire  alarm,  whistle;  value  of  dept  equip- 
ment. $8,000;  value  of  bldga.,  $8,000;  total  ncm!. 
8,  paid  full  time. 

Watke  Supply— Source,  artesian  wella  in  busi- 
ness  colter;  system,  pump  to  stdp.,  cap.  310,000 
gals.,  dim.  16  x  100.  material  used  la  cons, 
steel;  quality  of  water,  good;  rea.  cap.  11 
located  center  of  town;  8  pumping  enjnm 


steel;  quality  of^water,  good;  rea.  cap.  186,000  gals., 
located  center  of  town;  8  pumping  enjnnesu  Worth- 
iagton  onnp.  dup.,  cap.  per  day  1,AO,000^  600/101 


and  760,000  gals.;  constructor  Worthini 
cast  iron,  6  mOes,  4.  6  and  8  in.  dia.;  80  bydranU: 
meters,  total  number  840,  owned  by  dty;  pipe, 
galv. ;  pressure,  dom.  46  Iba.,  fire  UOT  lbs. ;  cost  to 
construct  $20,000;  cost  of  mtce.,  $8,000;  works  be- 
long to  city. 

ENSLEY,  pop.  10,000;  bldgs.,  wood  and  brick: 
wooden  roofs  not  permitted;  av.  fire  loaa  for  2 
yrs.,  $6,600;  av.  Ins.  for  same  time.  $8,000.  Fire 
dept— 8  hose  carriages,  4  hose  carts,  L  &  1.  truck; 
hose,  cotton,  rubber  lined,  good,  8,000  ft;  fir« 
alarm^  Gamewell,  10  boxes;  total  mem.,  S7,  paid 
part  time  0,  81  volunteers. 

Watxx  Supply— Source,  supplied  by  Bimiar 
ham  Waterworks. 

EUFAULA,  pop.  6,000;  mercantile  bldga..  brick. 
1  and  4  stories;  private,  wood,  8  stones;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.^l  truck  and  c  engine.  1 
h.  &  1.   truck,  1  hose  wagon,  1  hose  carnage.  I 
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horses;  hose,  cotton,  rubber  lined,  good,  8.600  ft.; 
inferior,  all  kinds,  1,000  It.;  toul  bose.  4^00  ft.; 
fire  alarm,  bell;  ralue  of  dept.  equipment,  $8,000: 
yalue  of  bldfl[s.,  M,000;  total  mem.  8&,  paid  full 
time  2,  part  time  X 

Watek  Supply— Source,  creek,  2^  miles  from 
business  center:  system,  pump  to  stop.;  stdp.  cap., 
400,000  gals.,  dim.  80  x  75,   located  on  bill  west 

Sart  of  city,  material  used  in  cons.,  steel ;  McCrary 
:  Co.  settling  basin,  concrete  cost  $400,000,  cap. 
260,000  gals.;  filtration  system,  mechanical;  quality 
of  water  good;  2  pumping  engines,  vert.,  cap.  per 
day  1,000,000  gals,  each,  constructors  H.  R. 
Worthington;  mains,  cast  iron,  12  miles,  4  to  14 
in.  dia. ;  lOO  hydrants,  R.  D.  Wood  &  Co. :  meters, 
total  number  166,  Worthington  1,  Bunalo  161, 
Columbia  12,  Keystone  1;  meters  owned  by  city: 
325  services;  pipe,  galv.  iron;  pressure,  dom.  70 
lbs.,  fire  70  lbs.;  consumption,  per  day  260,^000 
gals.,  per  capita  41  gals.;  bondea  debt,  $60,000; 
mt  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
^.000;  works  belong  to  city. 

EVTAW,  pop.  884.  Fire  dept— 8  hose  carte; 
1,500  ft.  gooa  hose;  fire  alarm,  bell;  totel  mem., 
w  volunteers. 

Watxk  SuppLT--Sottrce,  wells,  %  mUe  from 
business  center:  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  9(^000  gals.,  dnn.  12  x  100,  location  in 
public  square,  material  used  in  cons,  steel,  builders 
T.  H.  Fullton;  quality  of  water,  good;  res.  cap., 
a0,000  gals.,  located  ^  mile  from  stdp. ;  2  pumping 
engines,  constructor  Worthington;  mains,  cast 
iron,  2  miles,  6  and  4  in.  dia. ;  SO  hydrante,  Ahrens 
&  Ott;  16  valves,  Bourbon;  no  meters;  160  serw 
vices;  pipe,  galv.  iron;  pressure,  dom.  46  lbs.,  fire 
60  lbs.;  cost  to  construct,  $20,000;  works  belong  to 
Co. 

EVERGREEN,  pop.  1^00;  fire  area,  80  acres; 
mercantile  bldgs.,  onck.  1  and  2  stories;  private, 
wood  and  brick,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  ord.  Fire  dept— 
1  h.  &  1.  truck,  1  hose  cart,  2  horses;  1,600  ft  good 
hose;  &-e  alarm,  whistle;  total  mem.,  26  volun- 
teers. 

WAT^a  Supply— Source,  well,  in  business  cen- 
ter; system,  pump  to  res.  and  stdp.,  cap.  100,000 
gala.,  material  used  in  cons,  steel;  water,  arst-dass; 
res.  cap.  60,000  gals.,  located  near  well;  pump- 
ing engines,  1  Ltddlaw-Dunn-Gordon  compressor, 
10  X  10  X  10,  200,000  gals,  per  day;  1  reserve  pump. 
Cook,  deep  well,  10  x  86,  160,000  gals,  per  day:  I 
Smitb-Vaiie  dup.  pumps,  10  x  6  x  12,  420,000 
^als.  per  day;  mains,  cast  iror  16,600  ft,  6  and  8 
m.  dia.;  S  nydrante;  17  valves;  pressure,  dom.  66 
lbs.,  fire  12S  lbs.;  consumption  per  day,  100,000  sals.; 
cost  to  construct  $18,270.79;  bonded  debt,  $16,000; 
int  paid  on  bonds,  6  per  cent;  cost  of  mtce.,  $2,860; 
works  belong  to  city. 

FLORALA,  pop.  300.  Fire  dept— 2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,500  ft; 
fire  alarm,  whistle. 

Water  Supply— Source,  deep  well;  system, 
pump  to  stdp.,  stdp.  cap.  50,000  gals.;  res.  cap., 
100,000  gals.;  1  pumping  engine,  class  rratt  dup.; 
mains,  4,400  ft,  6  to  10  in.  dia.;  2  hydrants;  pres- 
sure, dom.  50  lbs.,  fire  110  lbs. 

FLORENCE,  pop.  6,748:  mercantile  bldgs.. 
stone  and  brick.  8  and  8  stories;  private,  brick  and 
wood,  2  and  i  stories;  wooden  roofs  not  per- 
mitted:  fireworks  and  combustibles  ord.;   causes 


total  hoae,  2|WiO  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $8,000;  value  of  bldgs.,  $40,000;  ann. 
exp.  of  drpt,  $1,260;  total  mem.,  11  volunteers. 

Watkk  Supply— Source,  Cypress  creek,  8  milea 
from  business  center:  system,  pump  to  stdp.  and 
direct;  stdp.  cap.,  800,000  gals.,  located  VA  miles 
from  city,  material  used  in  cons,  stone,  builders 
Jeter  &  Boordman;  ouality  of  water,  freestone;  2 
pumping'  engines,  Worthington  comp^  cap.  per 
day  3,000,000  gals.;  mains,  cast  iron,  27Mi  miles,  4 
to  16  in.  dia^  114  hvdrants,  Mathews;  96  valves, 
Eddy  Valve  Co.,  8  National;  meters,  total  number 
16.  Empire  2,  Hersev  Disc  2,  Worthington  2,  Buf- 
falo 2;  meters  owned  by  Co. ;  1,000  services;  pipe, 
galv.  iron;  pressure,  dom.  70  lbs.,  fire  70  to  90 
lbs.;  works  belong  to  Co. 


FORT  PAYNE,  popu  1,087;  fire  an^  H  «l* 
mile;  mercantile  bld^,  wood  and  brick,  t  stories; 
private,  wood*  2  stories;  wooden  roofs  permitted; 
nreworlcs  ord.  Fire  dept— 1  k.  ft  L  truck,  1  bose 
wagon,  1  hose  carriage;  hose,  cotton*  rubber  lined, 
good,  100  ft,  rubber,  good,  150  ft;  inferior,  all 
kinds,  860  ft^total  hose,  700  ft :  Value  of  dept 
equipment  $600;  value  of  bldgs..  $860;  total  mem.. 
Is  volunteers;  underwriters,  ratmg,  fourth  class. 

Watss  Supply— Source,  springs,  H  mile  from 
business  center;  system,  pump  to  stdp.,  cap.  270,000 
galsy  material  used  in  cons,  iron;  quality  of  water, 

Sood;  Gordon  pumping  engine,  duplex,  cap.  per 
ay  760,000  gals.,  constructor  Dean;  mains,  iron, 
10  miles,  4  to  10  in.  dia.^  62  hydrants;  42  valves; 
41  meters:  818  services;  jitpe,  galv.  iron:  pressure, 
dom.  90  lbs.;  consumption  per  day,  100,(100  gals.; 
cost  to  construct,  $70,000;  no  bonded  debt;  works 
belong  to  Co. 

FRUITHURST,  pop.  800:  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fire  not  investigated.  Fire  dept— 
8  hand  ex^  1  h.  &  1.  truck. 

Water  Supply— Source,  wells. 

GADSDEN,  pop.  7,000;  fire  area,  26  acres;  mer- 
cantile bldgs..  brick,  1  to  6  stories;  private,  brick 
and  wood,  It-ft.  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 

r'.,  for  8  years,  $800i  Fire  dept— 1  sieam  engine, 
hand  c  ex.,  2  hose  wagons,  2  nose  reels,  5  horses; 
hose,  new,  1,600  ft.:  medium,  1,000  ft;  total  hose, 
2,400  ft ;  fire  alarm,  bell  and  whistle,  8  boxes ;  value 
of  dept  equipment,  $6,000;  ann.  exp.  of  dept, 
$2,000;  total  mem.  CL,  paid  full  time  8,  paid  part 
time  89. 

Watsk  Supply— Source,  Coosa  river,  %  mile 
from  business  center:  system,  pump  to  res.  and 
direct  material  used  m  cons,  excavated  and  lined 
with  concrete;  quality  of  water,  good,  N.  Y.  Grav- 
ity filtration;  TtB,  cap.,  2,260,000  gals.;  pumping 
enirines,  1  h.  d.,  2  comp.,  cap.  per  day  4425,000 
sals.;  mains,  cast  iron,  9  8-10  miles,  4  to  12  in.  dia.; 
84  hydrants;  88  valves;  pipe,  wrought  iron;  pres- 
sure, dom.  66  lbs.;  cost  to  construct  ^00,000; 
works  belong  to  Co. 

GENEVA,  pop.  1,600;  fire  srea.  26  to  80  acres; 
bldgs.,  private,  1  and  8  stories;  wooden  roofs  not 
permitted:  fireworks  and  combustibles  ord.; 
causes  of  fire  investigated.  Fire  dept— 2  hose 
carriages,  1  horse;  hose,  cotton,  rubber  fined,  good. 
1,000  ft;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment,  $1,800;  value  of  bldgs.,  $700;  to- 
tal mem.,  28,  volunteers;  underwriters'  rating, 
third  class. 

WATBE  Supply— Source,  artesian  well,  1-16  mile 
from  business  center;  system,  gravity;  stdp.  cap., 
60,000  gals.;  quality  of  water,  good;  cap.,  60,000 
gals;   Dean   duplex  comp.,  cap.   per  day,  600,000 

fal. ;  mains,  cast  iron,  8  miles  laid,  4  to  8  in.  dia. ; 
I  hydrants;  14  valves;  meters,  total  number  6, 
Keystone  and  Hersey,  owned  by  city;  pipe,  cast 
iron;  pressure,  dom.  46  lbs.,  fire  100  Ids.;  con- 
sumption, per  day  80,000  gals.,  per  capita  20  gals.; 
cost  to  construct.  $17,000;  bonded  debt,  $17,000; 
int.  paid  on  bonds,  6  per  cent;  works  belong  to 
city. 

GIRARD,  pop.  4,600;  mercantile  bldgs.,  brick 
and  wood,  1  to  2  stories;  wooden  roofs  permitted 
in  fire  ar^si;  fireworks  and  combustibles  <ml.; 
causes  of  £/es  investigated. 

GREENSBORO,  pop.  2,416;  mercantile  bldgs., 
brick,  1  and  2  stories;  private,  wood,  1  story; 
wooden  roofs  not  permitted;  fireworks  ord.  Fire 
dept— 4  c  hand  ex.,  1  h.  &  1.  truck,  8  hose  car- 
riages; hose,  rubber,  good  800  ft;  total  hose,  800 
ft:  total  mem.,  44  volunteers;  underwriters'  rating, 
third  class. 

Watbr  Supply— Source,  wells,  2  blocks  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  42,600  gals.,  dim.  20  x  1§,  located  on 
wooden  tower  76  ft  from  ground;  new  tank,  cap. 
80,000  gals.;  quality  of  water,  good;  res.  cap.,  48,- 
000  gals. ;  2  pumping  engines,  cap.  per  day  ttO.OOO 
gals.,  constructors  Smith-Vaile  Co.;  20  Eclipse 
hydrants;  meters,  Columbia  66.  owned  by  Co.; 
pressure,  dom.  66  to  68  lbs.,  fire  100  lbs.;  con- 
sumption, per  day  40,000  gals.,  per  capita  20  gals.; 
bonded  debt,  $30,000;  int.  paid  on  bonds,  6  per 
cent;  works   belong  to  Co. 
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GREENVILLE,  pop.  4,600;  fif«  area,  40  acret; 
mercantile  bldgt.,  brick,  1  and  2  ttoriet;  prirate. 
wood,  1  and  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  corobnstibiea  ord.; 
causes  of  fires  investisated.  Fire  dept— 3  hose 
reels;  hose,  cotton,  rubber  lined,  000  ft.,  good  400 
ft;  inferior,  all  kinds,  260  ft;  total  hose,  1460  ft; 
fire  alarm,  oell;  value  of  dept  equipments,  $1,600; 
ann.  exp.  of  dept,  SlOO;  total  mem.,  80,  volunteers. 

Watik  SuFFLY---Source,  creek  and  well,  \L  mile 
east  of  town;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  76,000  gaU.;  material  used  in  coos., 
wood:  two  pumping  engines,  class  dup.,  cap.  per 
day  760,000  gals.,  constructor  Barr;  mains,  material 
cement,  6%  miles.  4  to  8  in.  dia.,  Phipps;  48  hy^ 
dnnts,  Ludlow;  88  valves,  Ludlow;  meters,  total 
number  12,  Crown,  meters  owned  by^Co.;  160  ser^ 
vices;  pressure,  dom.  100  lbs.,  fire  W  lbs.;  cost  to 
construct  180,000;  works  belong  to  Co. 

GUNTHERSVILLE,  pop.  1.800:  fire  area,  10 
acres;  mercantile  bides.,  bnck  ana  wood,  1  to  2 
stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  cause  of  fire  investigated;  av. 
fire  loss  per  year  for  3  years,  $600.  Fire  dept— 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,000  ft 

Water  Supply— Source,  spring,  1  mile  from 
business  center;  system,  pump  to  res.,  res.  cap. 
260,000  gals.;  2  pumping  engmes,  cap.  per  day 
126,000  gals.,  constructors  Herring:  mains,  cast 
iron,  8  miles,  6  to  8  in  dia.;  14  hydrants;  owned 
by  citv;  pressure,  fire  85  lbs.;  consumption  per 
day,  60.000  gals.;  cost  to  construct,  1160,000; 
bonded  debt  $120,000:  int.  paid  on  bonds.  6  per 
cent;  cost  of  mtce.,  $2,200;  works  belong  to  aty. 

HARTFORD,  pop.  382.  Fire  dept.— Annual 
exp.  of  dept.,  $14. 

Water  Supply— Source,  wells;  pump  to  stdp.; 
18  hydrants. 

HUNTSVILLE,  pop.  18,000;  fire  area,  1,000 
acres;  mercantile  bldgs.,  brick  and  stone,  1,  2  and 
8  stories;  private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  ord.  Fire 
dept.— 1  steam  engme,  4  c.  hand  ex.,  1  h.  &  1. 
truck,  1  comb,  c  and  hose  wagon,  3  hose  car- 
riages, 7  horses;  hose,  cotton,  rubber  lined,  good. 
2,600  ft.;  rubber,  inferior,  900  ft.;  toUl  hose,  3,600 
ft;  fire  alarm,  bell;  value  of  dept  equipment,  $10,- 
000;  value  of  bldgs.,  $4,000;  total  mem.  16,  paid 
full  time  8.  paid  part  time  8. 

Watir  Supply— Source^  springs:  system,  pump 
direct;    stdp.   cap.    600.000   cala.;    2    pumping   en- 

fines,  cap.  per  dav  24,000,000  gals.,  constmcton 
)eane,  Gordon,  Maxwell;  mams,  16  miles,  4  to 
22  in.  dia.:  96  hydrants.  Ludlow  &  Mathews: 
meters,  total  number  38,  Hersey  and  Trident:  470 
services;  pressure,  dom.  60  to  100  lbs.,  fire  lOO  to 
120  lbs.;  consumption  per  day  76,000  gals.,  per 
capita  S7  gals.;  cost  to  construct  $100,000:  int 
paid  on  bonds,  6  jper  cent;  cost  of  mtce.,  $0J07; 
works  belong  to  aty. 

JACKSONVILLE,  pop.  2,000;  fire  area,  SO 
acres;  mercantile  bldss.,  brick,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works ord.  Fire  dept— 1  h.  &  1.  truck.  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good  400  ft; 
total  hose^  400  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $860;  value  of  bldgs.,  $400;  ann.  exp. 
of  dept,  $80;  total  mem.,  26  volunteers;  under- 
writers' rating,  second  class. 

Water  Supply— Source,  spring,  SVi  miles  from 
business  center;  system,  gravity  to  res.;  quality  of 
water,  freestone;  res.  cap.,  72,000  gals.;  altitude, 
100  ft  above  the  city;  mams.  6  miles;  12  hydrants; 
consumption,  per  day  SO^OOO  gals.,  per  capita  60 
gals.;  cost  to  construct,  $24,000;  works  belong  to 
Co. 

JASPER,  pop.  2,600.  Fire  dept.— 2  hose  car- 
riages; fire  alarm,  whistle;  1,000  ft.  good  hose. 

Water  Supply— Source,  wells,  M|  mile  from 
business  center;  system,  gravity;  stdp.  cap..  30,000 
gals.;  material  used  in  construction,  wood;  res. 
cap..  200,000  gals.;  2  pumping  engines,  cast  iron: 
mains,  4  to  8  in.  dia.;  22  hydrants;  meters,  total 
number,  100;  223  services;  owned  bv  Co.;  pipe, 
galv.  iron;  pressure,  dom.  40  lbs.,  nre  100  lbs.; 
400  ft.  4-in.  mains  and  1  fire  hydrant,  to  be  in- 
stalled as  soon  as  possible. 


LAFAYETTE,  pop.  1,800;  mercantile  bldgs.. 
brick  and  stone,  1  and  2  stories;  private,   wood* 

1  and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept — Bucket 
brigade  only;  value  of  bldgs.,  $100;  ann.  exp.  of 
dept.,  $76;  total  mem.  106,  paid  Ifull  time  6.  volun- 
teers 100;  underwriters'  rating,   fourth  claiss. 

Water  Supply— Source,  2  cisterns,  cap.  20,000 
gals.,  and  bucket  brigade. 

LIVINGSTON,  pop.  1,200.  Fire  dept— h.  &  L 
truck;  value  of  equipment,  $600. 

Water  Supply— Source,  wells;  bonded  debt, 
$20,000;  int  paid  on  bonds,  6  per  cent 

MARION,  pop.  2,OOOL    Fire  dept— 1  c  engine^ 

2  c  ex.,  1  h.  &  L  truck,  8  hose  carriages; 
etc:  hose,  cotton,  rubber  Imed,  good  1,000  ft.; 
total  hose,  1,000  ft;  fire  alarm,  bell;  value  of  dept. 
equipment  $3,000;  total  mem.,  86  volunteers;  un- 
derwriters  rating,  third  class. 

Water  Supply— Source,  well*  PA  miles  from 
business  center;  system,  first  from  res.  through 
mains  to  stdp.|  cap.  64,000  gals.,  dim.  16  x  24  ft., 
material  usea  m  cons,  wood  and  iron;  quality  of 
water,  good;  res.  cap.  126,000  gals^  located  %  mile 
from  stdp.;  1  air  lift  pumping  en'nne,  operated  by 
steam;  1  air  lift  centrifugal  pump,  40O  gals,  per 
min.,  operates  by  electric  motors,  1  60-hp.,  2^00 
volts.  8  amps.;  1  40-hp.,  ^00  volts,  S  amps.. 
Crocker- Wheeler  motors:  mams,  iron,  2%  miles: 
60  hydrants;  meters,  total  number  136,  Empire  and 
Trident  owned  by  citv;  168  services;  pipe,  galv. 
iron;  pressure,  dom.  80  lbs.  normal;  consumption 
per  year,  80,0W.000  rals.,  per  day  60,000  gals.;  cost 
to  construct  $80,000;  bonded  debt  $26,000;  int  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $8,600;  works 
belong  to  city. 

MOBILE,  pop.  68.367;  fire  area,  6%  sq.  miles; 
mercantile  bldgs..  brick,  2,  3,  4  and  5  stories;  pri- 
vate, brick  and  wood,  2  and  3  stories;  wooden 
roofs  not  permitted;  fireworks  ord.;  causes  of 
fires  investigated.  Fire  dept— 3  steamers.  1  comb, 
h.  &  1.  wagon,  4  c.  hand  ex.,  1  h.  &  1.  truck.  1 
aerial  truck,  7  hose  wagons,  23  horses;  hose,  cot- 
ton, rubber  lined,  good,  11,100  ft;  total  hose.  11.- 
100  ft;  fire  alarm,  Gamewell,  60  boxes;  ann.  exp. 
of  dept.  $42,191  J  total  mem.  60,  paid  full  time; 
underwriters'  rating,  first  class. 

Water  Supply— -Source,  creek,  9  and  U  miles 
from  business  center;  system,  navity,  pump  to 
reaj  material  used  in  cons.,  brick  laid:  res.  cap., 
20,000,000  gals.,  located  on  Spring  Hill,  7  miles 
from  city;  6  pumping  engines,  class.  Worthington 
snd  Holly;  cap.  per  day,  15,500,000  gals.;  con- 
structors. Worthington,  Holly;  mains,  cast  iron, 
115.71  miles,  4  to  24  in.  dia.;  960  hydrants;  889 
valves;  11,366  services;  meters,  total  number  835. 
owned  by  city;  pressure,  dom.  78  lbs.,  fire  78  lbs.; 
consumption,  per  day  13,000,000  gals.,  per  capita, 
224  gals.;  cost  to  construct,  $1,666,000;  works  be- 
long to  city. 

MONTGOMERY,  pop.,  66,000;  fire  area,  4,ZU 
acres;  mercantile  bldgs.,  brick,  2  to  12  stories;  pn- 
vate,  brick  and  wood,  1  to  8  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworka  and  combusti- 
bles ord.  Fire  dept— 6  steamers,  28  hand  ex..  1 
aerial  truck,  2  h.  &  1.  trucks,  6  hose  wagons,  1 
comb.  h.  &  c.  wagon,  1  c  engine,  1  hose  carriage, 
80  horses;  hose,  cotton,  rubber  lined,  good.  13,000 
ft;  fire  alarm,  Gamewell,  66  boxes;  ann.  exp.  of 
dept.  last  year,  $63,068.63;  total  mem.,  65,  paid  full 
time. 

WA*rER  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  stdps.;  stdps.  cap., 
1,221,800  gals.,  dim.  U6  x  80,  106  x  26,  located  in 
city;  material  used  in  cons,  iron,  buUders  How- 
land  &  Ellis;  filtration  system,  none;  quality  of 
water,  pure;  res.  cap..  2,200,000  gals.,  located  at 
station;  2  pumping  engines,  cap.  per  day  13,000,000 
eals.,  constructors  Allis-Chalmers  and  Smith- 
Vaile  Co.;  mains,  cast  iron,  4  to  24  in.  dia.;  04 
hydrants;  valves,  1,080:  meters,  total  number  3.15l« 
Crown  1,000,  Union  50.  Empire  160,  Hersey  Disc 
260.  Thomson  160.  Worthington  200,  Keystone  1^ 
Tndent  626,  Lambert  100,  Nash  600.  Westinghouse 
1,  owned  by  city;  4,600  services;  pipe,  c  i.,  w.  i. 
and  1.;  pressure,  dom.  80  lbs.,  fire  100  lbs.;  cost 
to  construct,  1802,981;  bonded  debt  $60,000:  int 
paid  on  bonds,  4H  per  cent;  ann.  cost  of  mtce.. 
168,467;  works  belong  to  city. 
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NEW  DECATUR  AND  DECATUR,  popw  15^- 
OOO;  fire  area,  SO  acres:  mercantile  bldgt..  brick,  2 
stories;  private,  woo<L  2  stories;  wooden  ro9ts 
not  permitted;  fireworks  ord.;  causes  of  fires  in- 
vestigated; ar.  fire  loss  per  yr.  for  S  yrs.,  |10,aSLfi2. 
Fire  dept.— 2  hose  carriages,  2-horse  combination 
trucks;  nose,  cotton,  rubber  lined,  good,  2,250  ft.; 
fire  alarm  bell  and  whistle;  value  of  dept.  .equip- 
ment, 13,600;  value  of  bldgs..  1200;  ann.  exp.  of 
dept.,  6,200;  total  mem.,  2  lully  paid  men,  19  call 
men;  underwriters'  rating,  second  class. 

Watkk  Supply— Source,  river;  system,  pump  to 
stdp.  and  direct;  filtration;  quality  ox  water, 
^ood;  stdp.,  22Vi  x  120,  cap.  287,000  gals.;  4  pump- 
ing engines,  cap.  per  day  6,000,000  gals.,  con- 
structors Dean  Steam  Pump  Co.;  mains,  cast 
iron,  30  miles,  4  to  24  in.  dia.;  221  hydrants, 
Chapman;  few  meters;  1,800  services;  pipe,  galv. 
iron;  pressure,  dom.  50  lbs.,  fire  100  lbs.;  works 
belong  to  Co. 

ONEONTA,  pop.  583.  Fire  dept.— 2  carts; 
hose,  800  ft.;  25  volunteers. 

Watek  Supply — Source,   springs;  res.  cap.,  90,* 

000  gals.;  mains,  400  ft.,  4  m.  oia.;  3  hydrants. 

OPELIKA,  pop.  7,000;  mercantile  bldgs.,  brick, 

1  to  2  stories;  private,  wood,  1  and  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.—!  hose  truck,  1  80-gsI.  c.  engine,  2  21k 

fal.   hand  ex.;  hose,  cotton,  rubber  lined,  good. 
,G0O  ft.;   fire  alarm,  whistle;   total   mem.   3  paid 
men  at  engine  house  all  the  time. 

Watul  Supply— Source,  creeks,  2  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap*, 
250,000  gals.,  dim.  110  x  25,  located  on  highest 
point  in  county,  material  used  in  cons,  wrought 
iron;  filtration  system,  settlingbasins;  quality  of 
water,  good;  res.  cap.,  2,000,000  gals.,  located  2 
miles  from  town;  S  pumping  engines,  cap.  per 
dajr  1,600,000  gals.,  constructor  Barr;  mains,  ma- 
terial  cement,  18  miles.  4  to  10  in.  dia.;  80  by* 
drants,  Ludlow;  100  valves,  72  hydrants;  meters, 
total  number,  SSB,  National;  878  services;  pressure, 
dom.  75  lbs.,  fire  76  lbs.;  works  belong  to  Co. 

OXANNA — Fire  protection  same  aa  Anniston. 

OXFORD,  pop.  2,000;  fire  area,  5  acres;  mer- 
cantile bldgs.,^  brick.  1  to  8  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  not  permitted  in 
fire  area:  fireworks  and  combustibles  ord.  Fire 
dept. — 1  n.  &  1.  truckj^  hose  wagon,  1  horse; 
hose,  rubber,  good,  2,000  ft;  inferior,  all  kinds, 
800  ft.;  total  hose.  8^00  ft.;  value  of  dept.  equip- 
ment, $2,600;  value  of  station,  |600;  total  mem.  40 
volunteers. 

Water  Supply— Source,  Anniston  waterworks; 
6-in.  mains;  20  hydrants;  meters,  total  number  2; 
130  services;  pipe,  iron;  consumption,  per  day 
30.000  gals.;  cost  to  construct,  tlO,000;  bonded 
debt,  110,000;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $000;  works  belong  to  city. 

OZARK,  ^op.  1,570;  mercantile  bldgs..  brick,  1 
and  2  stones;  private,  wood,  1  and  2  stones: 
wooden  roofs  not  oermitted.  Fire  dept.^1  hand 
engine  1  h.  &  1.  truck,  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good  800  ft;  total  nose,  800  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  $600; 
total  mem.,  85  volunteers;  underwriters'  rating, 
third  class. 

Watsr  Supply— Source,  well,  %  mile  from  busi- 
ness center;  system,  air  lift;  stdp.  cap.  87,000  gals., 
dim.  12Vi  X  80,  material  used  in  cons,  iron; 
qnal!^  of  water,  1,746  grains  mineral;  res.  cap. 
125,000  gals.,  located  at  well  and  station^  1  pumping 
engine;  class  duplex,  size  12  x  14  x  8  m.,  cap.  per 
min.  600  gals.,  constructors  Smith- Vaile;  mams, 
cast  S,  wrought  4,  2  miles,  6  and  2Vi  to  4  in.  dia.;  36 
hydrants;  25  valves;  meters,  total  number  25.  Buf- 
fuo,  owned  by  consumer;  pressure,  dom.  So  lbs., 
fire  100  lbs.;  consumption/per  day,  46,000  to  80,000 
gals.;  cost  to  construct,  $20,000;  bonded  debt,  $80,- 
000;  int  pa'*d  on  bonds,  6  and  6  per  cent;  works 
belong  to  city. 

PHCSNIX,  pop.  4,800;  mercantile  bldgs.,  stone, 
brick  and  wood,  1  and  2  stories;  private,  wood, 
principally  1  story;  wooden  roofs  permitted  in  fire 
nrea;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  h.  &  L  truck,  1 
hose  reel;  hose,  2,000  ft  cotton,  rubber  lined,  good; 


fire  alarm,  ring  by  hand;  value  of  dept  equipment, 
$2,600;  total  mem.,  26  volusteeis. 

Watbr  Supply— Source,  creek,  %  mile  from 
business  center;  system,  pump  to  res.;  res.  dim. 
12  ft  deep  and  64  in.  dia.,  material  used  in 
cons,  hard  brick;  quality  of  water,  good;  rea. 
located  on  high  hill  norui  of  city:  pumping  en- 
gines, electric  power,  constructors  H.  A.  Cleveland 
and  A.  Byms;  mains,  cast  iron,  6  or  8  miles;  47 
hydranta;  homes,  560  services;  pipe,  galv.jpres- 
sure,  fire  60  to  tt  lbs.;  cost  to  construct,  $80,000; 
bonded  debt,  226.000:  int  paid  on  bonds  6  per  cent; 
cost  of  mtce.,  $1,600;  works  belong  to  city. 

PIEDMONT,  pop.  2,200;  fire  area,  200  acres: 
mercantile  bldgs.,  ston^  brick  and  wood,  1  to  1 
stories;  private,  wood,  1  storv;  wooden  roofs  not 
permitted ;  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated;  fire  loss  for  past  jr.,  $1,400. 
Fire  dept— 2  hose  wagons  {  hose,  cotton,  rubber 
lined,  good,  900  ft.;  inferior,  all  kinds,  850  ft; 
total  hose,  1,250  ft;  value  of  dept  equipment 
$1^200;  total  mem.,  10  volunteers. 

Watsr  Supply— -Source,  springs;  system,  pump 
to  res.,  cap.  250.000  gals.;  pumping  engines,  cap. 
per  day  2,000,000  gals.,  constructor  Worthington; 
maina,  4  miles;  21  nydrants;  200  services;  pressure, 
fire  80  lbs.;  consumpticm  per  day  36,000  gals.,  per 
capita  23  gals.;  cost  to  construct  $35,000;  cost  of 
mtce.,  $360;  works  belong  to  city. 


PRATT  CITY, 


3,486;  fire  area,  40  acres; 


rKAii  CiTY,  pop.  8,4»;  tire  area,  40  acres; 
mercantile  bldn.,  bnck,  1  and  2  stories:  private, 
wood,  1  and  2  stories.  Fire  dept— 3  nose  car- 
riages; hos<L  cotton,  rubber  lined,  good,  2,260  ft; 
total  hose.  1,600  ft;  fire  alarm,  bell  and  whistle: 
value  of  dept  equipment,  ^000;  total  mem.,  75 
volunteers;  underwriters'  rating,  third  class. 

Watbr  SuppLT-^ource,  weUs,  ^  mile  from 
business  center:  system,  pump  to  stop,  and  direct; 
stdp.  cap.,  84,700  gals.,  dim.  12  x  Iw,  located  at 
station,  material  used  in  cons,  steel,  builders 
Walsh  &  Weidner;  no  filtration;  quality  of  water, 
freestone;  res.  cap.,  100,000  gals.,  located  near 
wells;  2  pumping  engines,  dup.:  cap.  per  day 
1,000,000  gals.,  constructors  Smith- Vaile  Co. ;  mains, 
cast  iron,  4  miles,  4  to  8  in.  dia.;  42  hydrants; 
no  meters;  pressure,  dom.  60  lbs.,  fire  126  lbs., 
cost  to  construct.  $26,000;  works  belong  to  city. 

PRATT VILLE^  pop.  1,929;  fire  arn,  25  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood,  1%  stories;  wooden  roofs  not  permitted; 
fireworks  <uid  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  eng.,  4  c.  h.  ex.,  1  h. 
&  1.  truck,  1  hose  wagon,  3  hose  carriages,  reels, 
etc.;  hose,  cotton,  rubber  lined,  good  900  ft;  in- 
ferior, all  kinds,  600  ft;  total  hose,  1,600  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $1|600;  value 
of  bldn.,  $1,000;  ann.  exp.  oi  dept,  $200;  total 
mem.,  76  volunteers. 

Watxr  Supply— Cisterns  and  creek;  no  water- 
works system. 

ROANOKE,  pop.  3,000;  fire  area,  10  acres;  mer- 
cantile bldgs.,  wood  and  brick,  2  stories;  private, 
wood,  1  story;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — 3  hose  carriages,  reels, 
etc.;  hose,  cotton,  rubber  lined,  1,800  it.;  fire 
alarm,  bell;  total  mem.,  U  volunteers;  under- 
writers' rating,  third  class. 

Water  Supply— Source,  creek,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.,  cap.  52,000 
gals.;  material  used  m  cons.,  iron;  quality  of 
water,  good;  reservoir  cap.  124,000  gals.,  located 
highest  point  in  town ;  2  pumping  engines,  class 
comp.  dup.,  cap.  per  day  750.000  gals.,  constructor 
John  H.  McGowan;  mains,  cast  iron,  4  miles,  8  to 
4  in.  dia.;  31  hydrants,  makers  Bourbon  Copper  & 
Brass  Works;  same  valves;  pressure,  dom.  60  lbs., 
fire  90  lbs.;  consumption  tfer  dav,  25,000  gals.; 
cost  to  construct  $2o,000;  bonded  debt,  $3o,000; 
works  belong  to  city. 

SCOTTSBORO,  pop.  1,800;  volunteers  only. 

SELMA.  pop.  10,000;  fire  area,  200  acres;  mer- 
cantile bldgs.,  orick,  1  to  4  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
steamer,  1  comb.  c.  &  h.  wagon,  1  c  engine,  10  c. 
band  ex.,  1  h.  &  1.  truck,  3  hose  carriages,  8  horses; 
hose,  cotton,  rubber  lined,  good,  4,500  ft.:  rubber, 
good,  4,000  ft;  inferior,  all  kinds,  500  ft:  total 
hose,  9,000  ft;   fire   alarm,   Gamewell,   31   boxes; 
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nine  of  dept.  eqnipmisit,  tlTJXN):  T«lnc  of  bidn., 

tltiOO;    totsl    mem.,    »,    pud    fuU    timei    ondv- 
writaa'  rating,  Kcond  elu*. 


«U:  TO  Tllvci; 

I  Crown  T,  Em- 
it 920,  Thomson 


day  '700,006  g.1s.,  p,i  ;™r  tt6,i&t,0OB  Mlt;  cott  to 
coQslrucI,     Im.Of".     KondMl    debt.     tUO.OOOl    int. 

vitcc.  tllM")"^  B.iks  belong  to  city. 


pop.  5,«)0i 
I  peimitled  in 
h.  *'£  truck, 


SHEFFIELD,  Colbert  Con 
mercantile  bldgs.,  brick.  1  to  < 
wood,  t  aiorieti  wooden  roofi  —  , 
fire  ana;  fireworki  ud  combuitiblet 
of  firci  invcitinted.  Fire  d  ~  '  ' 
i  c.  hand  ei.,  1  hose  wagoD,  .  ..^i-^  .^^.,  ^  ^■^.•^, 
boK,  cotton,  rubber  lined,  good,  l.ilW  fl.;  fire 
alarm,  Camewell  elreiric  b*ll,  10  bo.e»;  nine  of 
dept.  equipment,  K.KO;  value  ol  bldia,  13.000; 
total  mem.  SE.  paid  lull  time  2,  paid  part  lime  10. 

W^Tia  SuprLY-Source,  Tennesiee  river;  •»»■ 
tem,  pump  to  rei.  and  itdp..  cap.  Maw)  gala.: 
ret.  cap.,  1,000,000  gala.;  2  pumping  enginei,  cap. 
per  day  l.WO.WO  gala.,  constructor  Wonhington; 
maini,  12U  miles,  1  to  16  in.  dit.;  iS  hydrmnU; 
pipe,  cast  iron:  prosure,  dom.  W  lb«.,  fire  BO  Ih«.; 
i  mechanical  fillers;  coniumption,  per  day  80,000 
gali.,  per  capiu  2T  gala.;  com  to  construct,  tUOi- 
OOO;   ann.    coat  ol   mtce.,   — —  ... 

Sbeflield  Co, 


orks   belong  t 


SHELBY,  pop.  1,000.     Fire  dept  not  reported. 

WAtaa  SorrLT — Source,  sprinc*;   lyitem,  pnmn 

direct;  rea  cap..  1.000,000  gals.;  2  pumping  enginea, 

clui  rramp.  dup..  Cap.  per  dav  2,(100,000  gala,  eacb, 

t  Deane;  matna,  4H  rallea;  10  bydranta; 

'--|.  TO  Ibi.,  fire  UO  Iba:  coat  to  oon- 

;  worka  belong  to  Shelbj'  Iron  Co. 


TKOY,  pop.  E,MO;  fire  area,  W  aoe*  merau- 
tile  bidga.  bnck,  1  to  2  atoriea^  private,  wood.  1 
noriea;  wooden  roob  not  permitted  in  fire  area; 
firework*  and  conbaatibies  ord.;  canic*  of  fires  in- 
veatigated.  Fire  dept— 1  iteam  engine,  1  c  ea- 
gine  on  wheela,  1  c.  hand  ex.,  t  hoae  cairriagei; 


..,  /alueof  del 
,   ti,.O0O;  ann. 


sp.  of  d 


.,  flDO;  total 


mem.  40,  k  paid 

Waraa  SurPLT— Sotn-cc,  ipringa,  nt  mild  troa 
bnaineaa  center;  system,  gravity  and  pomp  to 
(Idp.;  atdp.  cap.  2rajS9  gala.,  <Um.  20  x  110,  lo- 
cated near  public  sq.,  matoiala  oaed  in  cons, 
iron,  bulldera  Hartley  ft  Sona;  rea.  cap.,  !E>,in 
gala,   located  VA   mflc-   ' ■"-■ = 


from  city:   pomping   ok- 
-■ ■     -ip.  per  d>«  SOWM 


.    Worthingti 

.  »  10  In.  dla.;  «  bydranta;  bma.,  tuimi  uumua 

S+0,  owned  by  city;  S50  services;  pipe,  iron;  pres- 
sure, dom.  47  Ibi.,  fire  100  Ibi.;  cost  to  conatmei. 
168,000;  bonded  deV,  t«M»0;  int-^aid  on  bondi,  e 

to  city. 

TUSCALOOSA,  pop.  8004;  mercantile  bldgs., 
brick,  t  and  t  atoriea;  pnyate,  wood,  1  to  t  sl,>. 
nca;  woodii  roots  permitted;  fireworka  ord.  F,n 
dept.— I  c.  lund  tx.,  1  hose  wagon,  1  boat  reel.  J 
horaes;  hoae,  cottoji,  rubber  lined,  good  avTii., 
nihhfT.  Doud  4llu  (L:  total  hnu.  UOO  ft.;  Ere 
'  depL   eqmp- 


[,'I-,"L> 


r(^i: 


.    VA    milea    fr 
}  atdp.;  atdp.  c^ 


^loil;  quality  oi  watei 


SPRING   GARDEN,  pop.    100.    No  Are  dept., 

ooderwritera'   rating,    t ■*-    -'--- 

~       LT-Sou. 


Sd»lt— Source,  springs;  aystem,  pump 
to  rea.;  rei.  cap.,  35,000  gala-;  no  metera  uied; 
preanre,  dom.  56  lbs.,  fire  H  Iba.;  coosumpiiuo, 

per  day  lOOO  gal*.,  —     --■—   "   — ■-      -- 

construct,  moS;  am 
belong  to  Co. 


of  mtce.,  tlGO;  works 

SVLACAUGA,  pop.  2,000;  fire  area,  40  acres. 
Fire  dcpl.-hose,  1  hook  and  ladder,  hose  wagon 
and  2  reels;  value  of  equipment,  12,000;  value  of 
bldgs.,  tUO;  lolal  mem.  42,  35  active  members. 

Waraa  SurpiY-Source,  spring;  aystem,  grav- 
ity; (tdn.  cap.,  80,000  gals.,  dim.  £15  x  20;  2  pumps, 
const.  Heron,  cap.  per  day  500,000  gala.;  20  hy- 
drants; maioa,  12,600  It.,  4  10  8  in.  dia.;  cost  of 
construction,  120,000;  banded  debt,  1400;  int.  on 
bonds.  5H  pef  c«ol- 

TALLADEGA.  pop.  4,000;  fire  area.  2  aq.  miles; 
mercantile  bldga.,  brick,  1  to  3  stories;  private, 
brick  and  wood,  1  scoriea;  wooden  roofi  not  per- 
mitted in  fire  area;  fireworks  and  combnatible) 
ord.:  causes  of  fires  not  invelligaled.  Fire  dept.— 
1  b.  &  L  truck.  1  aerial  truck,  2  hoae  wagons,  t 
hose  carriages,  4  horses:  boae.  cotton,  robber 
lined.  n«d,  1,000  ft. ;  nibber^  jjood,  IMM  ft.^    ' 


™  ii 


if  station,  14,000;  ann.  exp.  i 


U8JT6    gall 

X 


ce.   springs.  MM  yds.   from 

I,  pump  to  atdp.;  aidp.  cap., 

..    r.,    bO.OOO  gals.;    2   pumping 

imp.   dup.i  cap.   per   day  L60Q.0CI0 


islmctors     Birmingham     Iron     Works; 

.t  Iron.  S<4  milea.  4  to  8  In.  dia.;  48  by 

dranu:  meters,  total  number  830;  460  servicea: 
pipe,  wrought  iron;  pressure,  dom.  70  Iba.  fire  00 
to  80  Ibi.;  consumption,  per  day  600.0DD  gala.,  pet 
eapHk  40  gals.;  437  consumeia;  int.   on  lionds,   6 


located  in  auburi> ;  1  pumping  engino,  cap.  per  day 
dnp.,   direct  acting,   cap.    per   day   I,GOD,000   fala, 

278,000  gala,  located  at  atatiim;  i  pumpinz  enginct. 
8»  mire*.  4  to  10  In.  dia.  i  (6  bydranta.  R.  D. 
Wood  &  Co.;  41  valve*,  Eddy  Valve  Co.;  menra. 
total  number  J8.  Crown  8.  Heracy  Rotary  11, 
owned  by  connmer:  IJU  service*:  pipe,  galv. 
iron;  preasure,  dom.  EI  lb*.,  fire  62  Iba.;  connrnp- 
tioo,  per  day  600,000  gala.,  per  capiU  80  gala.;  un. 
=?«  01  mtce.,  18,100;   work*  belong  to  Ca.  opo^ 

TUSCUMBIA,  pop.  4.600.     Fire  dept.— 1  h,   ft 


4,000,000    gala.;    m 

TUSKEGEE,  p 
truck,   2  hose  recia;   nose,  runner, 
total    mem.,    40   volunteera;    undei 
fourth  class. 

WATxa  SuvrLT-Source.  apringa  and  well,,  sit- 
ing; Btdp.  cap..  85.00o'"^lV™im.'  l5' ™lof  "S^ 
tenal  used  in  cons,  iron:  quality  of  water,  good; 
rea.  cap.,  000.000  gals.;  2  pumping  engine*,  cap. 
per  day  400,000  gals.;  constructor,  Worthirglon; 
mains,  cast  iron,  S  milea.  4  to  8  in,  dia.;  80  hy- 
drants; pipe,  galv.  iron;  pressure,  dom.  45  Ibt: 
cdniumpiion.  per  day  100,(100  gala.;  coM  of  corn., 
160.000;  bonded  debt,  130,000;  int.  paid  on  bond),  l 

UNION  SPRINGS,  pop.  UOO;  fire  area,  W 
acres;    mercantile  bldga,  brick,  1   and  S   atorin; 


jumpera,  1  com.  La  FVanc* 
_      ....  235  gals,   charges;  2  Bib- 
cotton,   rubber  lined,    good.   300  ft^  %'in?.''3S0  ft! 

2H-in.,  1,260  ft.  2H-in.;  loUt  hose,  l.MO  fL:  value 
of  depl.  equipment,  18,710;  value  nl  bidga.,  K.MO: 

eiian  well,  H  mne 
,alr  lilt  to  rts.  sM 
1.  2I«,0Oa  gals.,,  ras- 


ps id  man,  20  call  n 

on  doty;   underwrit. 

WATia  SuvPLV-S 

fnSr  nsrf'In'o 
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pnmpi&c  encines  2,  cap.  per  day  1,000^000  gait., 
coastructors  Smith-Vaile:  mains,  cast  iron,  l\i 
miles  of  C  in.  dia.,  6  miles  of  4  in.  dia.;  46  hy- 
drants; 48  valves;  meters,  total  number  190^ 
makers  Crown  100,  Nash  10,  Empire  20;  800  ser- 
vices; pipe,  galv.;  pressure,  dom.  60  lbs.,  fire  HO 
lbs.;  consumption  per  day,  100,000  gals.;  cost  to 
construct,  880,000;  bonded  debt,  820,000;  int.  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  84,000;  works 
belong  to  city. 

UNIONTOWN,  pop.  8,600;  mercantile  bldn., 
brick  and  iron,  1  and  2  stories;  private,  woocL  1 
and  2  storiea;  wooden  roofs  not  permitted;  are- 
works  ord.;  causes  of  fires  investigated.  Fire  dept. 
— 1  h.  ft  L  truck,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good  400  ft.;  rubber,  good  600  ft.; 
inferior,  all  kmds  260  ft.:  total  hose,  1,260  ft.; 
fire  alarm,  bell;  value  of  aept.  equipment,  88,000; 
value  of  bidgs.,  88,600;  total  mem.,  86  volunteers. 

Watsx  SuppLY->Sonrce,  well,  center  of  business 
district:  svstem,  pump  to  res.  and  stdp.;  stdp. 
cap.,  86,000  gals.,  dim.  12  x  90  ft.,  material  used 
in  cons,  iron;  quality  of  water,  pure;  res.  cap., 
50,000  gals.,  located  at  power  plant  |  additional 
res.  installed,  cap.  56,000  gals. ;  1  additional  pump ; 
pumping  engine,  air  compressor,  size  12  x  14  x 
12,   cap.    per   day   150,000  gals.,    constructor   Sar* 

Scant:  1  Corliss  ensine:  mains,  6,  6,  4  and  8  in. 
ia.;  36  hydrants:  67  valves;  meters,  total  number 
25,  Trident  5,  Thomson  6,  Worthington  10^  Buf- 
falo 6,  owned  by  city;  263  services;  pressure,  dom. 
35  lbs.,  fire  66  to  100  lbs.;  cost  to  construct,  828,- 
000;  bonded  debt,  $25,000;  int.  paid  on  bonds,  8 
per  cent;  works  belong  to  city. 

WARRIOR,  pop.  1.018;  fire  area,  busineas  part 
of  towti;  mercantile  bldgs.,  brick,  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permtttcd; 


fireworks  ord.;  causes  of  fires  investigated.    Fin 
dept. — None. 
Watbs  Sufflt— Has  ao  waterworks  lyttcm. 

WEST  BLOCTON,  pop.  8,600;  fire  area.  80 
acres;  bldgs.,  brick  and  wood.  Fire  dept.--l  hoae 
carts,  IJMXTft.  hose;  2  large  water  tanks;  fine  prea- 
sure;  fire  alarm,  bell;  mem.,  10  volunteers. 

Watbr  Supply — Source,  springs;  system,  pump 
direct  and  gravity;  res.  cap.,  80,000  gals.:  2  ele- 
vated tanks,  cap.  80.000  gals.;  mains,  2,100  ft,  4 
in.  dia.;  14  hydrants. 

WETUMPKA,  pop.  1.500.  Fire  dept.— 1  hose 
wagon;  hose,  1,200  ft;  fire  alarm,  bell;  total  mem., 
10  volunteers. 

Watbx  Supply— Source,  wells;  res.  cap.,  180,000 
gals.;  2  pumping  engines,  ca]>.  per  day  1,000^000 
gals.,  constructors  Smith- Vaile-Uerron ;  mains, 
1%  miles.  6  to  8  in.  dia.;  14  hydrants;  pressure, 
dom.  90  lbs.,  fire  100  lbs. 

WOODLAWN.  pop.  8,000;  fire  area,  2  sq.  milea; 
mercantile  bldgs.,  wood,  2  story;  private,  wood, 
1  atoiY;  wooden  roof  a  permitted:  fireworka  ord. 
Fire  aept— 1  hose  carriage.  2  Babcocks  and  lad- 
ders, 2  norses;  hose,  cotton,  rubber  lined,  good, 
1J600  ft.;  total  hose,  1,600  ft:  fire  alarm,  bdl; 
value  of  dept.  equipment  84,000;  value  of  bldgs., 
8800;  total  mem.,  19  volunteers;  underwriters' 
rating,  third  class. 

Watik  Supply— Source,  weUs;  sui>p]ied  by  Bir- 
mingham Water  Co.,  8  miles  from  city;  6  fire  hp 
dranta. 

Places  of  1,000  or  more  population  having  no  or- 
ganised fire  dept— Camden,  Dadevuie,  Jackaoii, 
Lanette,  Russellville,  Scottsboro^  Shelby. 

Places  of  1,000  or  more  population  not  reported.— 
Fort  Deposit,  Wetumka,  York. 
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ALASKA 

ABBREVIATIONS.— Ann.,  annual;  ar.,  average;  bldgi.,  buildingi;  cap.,  oapacity;  chn., 
Cf  chemical;  c  &  h.,  chemical  and  hose;  cllc,  clerk:  comb,  combination;  oomr.,  commiationer;  i 


USD  gutt:  n.  a  1.,  nooK  ana  laaaer;  int.,  miurance;  inc.,  miercm;  mice.,  maintenance;  mem.,  memoennig 
No.,  number;  pop.,  population;  prei.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt.,  superintendent. 

FAIRBANKS,  pop.  4,000.  Fire  dept— 1  hose 
wagon,  2  horses;  nose,  ^000  ft.  2H-in.  C.  R.  L.; 
fire  alarm,  bell,  telephone  and  steam  whistle. 

Water  Supply— 3  steam  pumps,  cap.  per  day, 
5,040,000  gals. ;  mains,  8  x  6  in. 

JUNEAU,  pop.  1,864;  fire  axea,  16  acres;  mer- 
cantile bldgs..  wood,  1  and  S  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  permitted;  combus- 
tibles ord. ;  causes  of  fires  investigated.  Fire  dept.— 
1  hand  engine,  6  c.  hand  ex.,  70>gaL  c.  engine, 
cost  11,000,  6  8-gsL  ex.,  ladders  and  buckets,  4 
hose  wagons;  hose,  cotton,  rubber  lined,  good, 
1,200  ft.;  toUl  hose,  SjSOO  ft;  fire  alarm,  bell;  value 
ot  dept.  equipment,  {4,400;  value  of  bldffs.,  $5,000; 
ann.  exp.  of  dept.,  12^200;  total  mem.  84,  1  paid 
full  time,  88  i>aid  part  time. 

Watbk  SurPLr-^ource,  springs,  1  mile  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  800,000  r^s.^  located  north  end_pf 


town ;  mains,  material,  wood,  steel  and  iron,  62^ 
miles,  2  to  12  in.  dia.;  23  hydrants;  20  valves;  no 
meters:  260  services;  pipe,  galv.  iron;  pressure, 
dom.  30  to  86  lbs.,  fire  86  lbs. ;  works  belong  to  Co. 

NOME,  pop.  6,000:  fire  area,  476  acres;  mer- 
cantile bldgs.,  wooa,  1  to  8  stories;  private, 
wood,  1  to  8  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fire  investigated.  Fire  dept— 1  comb, 
c.  &  h.  wagon,  2  steamers,  2  c.  engines,  00  c  hand 
ex.,  1  h.  &  1.  truck,  8  hose  wagons,  2  horses^  hose, 
cotton,  rubber  lined,  good,  8,000  ft;  inferior,  all 
kindSf  1,600  ft;  total  hose,  4,600  ft;  fire  alarm, 
electric  10  boxes;  value  of  dept  equipment,  |2S,- 
000;  value  of  bldgs.,  16,000;  ann.  ex.  of  dept., 
$18,068:  total  mem.,  ft,  paid  full  time  6.  paid  part 
time  6,  16  volunteers;  F.  H.  King,  chn.  of  fire 
com. 

WxTsa  Supply— Source,  springs;  svstem,  grav> 
ity.  pump  direct;  res.  cap.,  100,000  gals.;  pressure, 
dom.  86  lbs.,  fire  46  lbs.;  consumption,  per  day 
400,000  gals.,  per  capita  88  gals.;  cost  to  construct, 
$40,000;  ann.  cost  of  mtce.,  $2,000;  works  belong  to 
Co. 


SITKA,  pop.  1,200;  fire  are^  lOb  acres;  nu 
tile  bldgs.,  wood,  1  and  2  stones;  private,  wood,  1 
and  2  stones;  wooden  roofs  permitted  in  fire  area; 
fireworka  and  combustibles  ord.;  causes  off  fires  tn* 
vestigated.    Fire  dept— 1  h.  &  1.  truck.  1  hose  cart, 

1  bucket  truck :  hose,  rubber,  good,  700  fft ;  inferior, 
all  kinds,  200  ft^  total  hose,  600  ft;  value  of  dept 
eauipment,  $2,000;  value  of  bldgs.,  ^000;  ann,  exp. 
of  dept,  $700;  65  volunters. 

Watsr  Supply— Source,  mountain  stream,  1  mik 
from  business  center;  system,  gravity;  stdp.  cap., 
80pOOO  gals.,  material  used  in  cons,  wood;  qnah» 
of  water,  good;  res,  cap.,  20,000  gals.;  maisi%  wooo, 

2  miles,  8  and  6  in.  dta.;  6  hydrants;  5  Taires;  tt 
services:  pipe,  galv.  iron;  pressure,  dom.  75  Ids., 
fire  7B  lbs.;  consumotion  per  day,  8.000  gals.;  cost 
to  construct,  $10,000;  works  belong  to  Coi. 

SKAGWAY,  pop.  6,400;  fire  area,  640  acres;  met* 
oantile  bldgs.,  wood,  1  to  4  stories:  private,  wood, 
2  stories;  wooden  roofs  permtttea  in  fire  ares: 
causes  of  fires  investigated;  av.  fire  loss  per  yr.,  for 
8  years,  $7,500.  Fixe  dept— 1  h.  &  L  truck,  6  hand 
c.  ex.,  1  aerial  truck,  1  hose  wagon,  2  hose  carts,  1 
sled  reel;  hose,  cotton,  rubber  lined,  good,  S,ON 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $6,000;  value  of  station,  $6*000;  total 
mem.,  60    volunteers. 

WATsa  Supply — Source,  lake.  500  ft  above 
town;  system,  gravity;  tank  cap.,  50,000  gals.; 
mains,  stave  pipe,  2  miles,  4  to  10  in.  dia.;  f& 
hydrants;  pressure,  66  lbs.;  works  belong  to  town. 

ST.  MICHAEL  CITY,  pop.  1,600;  20O  men  in 
summer,  40  men  in  winter;  1  single  60*gal.  c  en- 

fine,    2    hose    carriages;    hose,    300    ft;    barrels, 
uckets,  ladders,  band  c.  ex. 
Water  Supply— 1  pump,   cap.  360,000  gals,  per 
dav;  100  lbs.  pressure  from  8  steam*diriven  pumps; 
2^in.  mains;;  23  hydrants. 

WRANGEL.    Fire  dept.  not  reported. 

Water  Supply— Source,  creek^  2  miles  from 
business  center;  system,  gravity;  mains,  ZV4 
miles,  6  to  10  in.  dia.;  5  hyorants;  4  gate  valves, 
maker  Ludlow;  pressure,  dom.  110  lbs.,  fire  110 
lbs.;  cost  to  construct,  $8,000. 
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ABBREVIATIONS.-Ann..  annual;  av..  aTeiase:  bldga.,  buUdtnga;  cap.,  cai»acity;  cbn..  chairmant 
e..  chemical;  c  &  h.,  chemical  and  hose;  elk.,  clerk;  comb,  combination;  coiir:,  co^iioSr  c^^coSJ 
mittee;.comp.,  compound;  cona.,  oonatrucUon;  dept,  department:  dia.,  diameter;  dim.,  dimeiioM^  d<»L 
iSt^^  *i?'*i!  ,^"E^*^'  *"/?  «?«»«««'J  ?^"  expenses;  ex..  extinguisher;  ft,  /eet;  i^,  gaUons  hTT. 
high  duty:  h.  &  L,  hook  andUdder;  ins.,  insurance;  rnt,  interest;  mtce.,  liiintenanci;  TOifmemBeniiip' 
No.,  number;  pop..  populaUon;  pres.,  president;  res.,  resenroir;  stdp.,  standpipe;  supt,  supisStendent. 

BISBEE.  pop.  16.000;  lire  area.  1  square  mile; 
mercantile  bldgs..  brick  and  wood.  1  and  2  stories; 
priTate,  brick,  wood,  adobe.  12  ft.  high;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord:  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  for  3  yrs.,  |600.  Fire  dept— 1  c.  engine.  20  c. 
hand  ex..  4  hose  carriages,  2  horses;  hose,  cotton, 
rubber  lined,  good,  6,000  ft.;  inferior,  all  kinds, 
1,000  ft.;  total  hose,  4.000  ft.;  fire  alarm,  whistle; 
ann.  exp.  of  dept.,  $1,000;  total  mem.,  60  volun- 
teers. 3  fully  paid  men.  2  partly  paid  men;  do  not 
furnish  Bisbee  with  fire  protection;  furnish 
Lowell  with  4  fire  plugs;  have  about  86  lbs.  pres- 
sure in  all  business  districts.  Have  an  earthen 
res.  at  pumping  plant.  1.260,000  gal^  have  10 
mains  in  town  from  plant;  have  one  600,000  pump 
and  one  960,000  gal.  pump. 

WATxm  SvppLY-^Source,  wells,  9  miles  from 
business  center,  1  mile  from  Naco;  system, 
pumps;  640  lbs.  pressure  at  pump  house;  quality 
of  water,  good;  res.  cap.,  1,600,000  gals.;  water 
pumped  to  tanks  located  on  side  of  mountains;  8 
distributing  points;  total  cap.  of  800.000  gals.: 
smallest  single  storage,  60,000  gals.:  meters,  total 
number  1,686,  owned  by  Co.;  1,772  services; 
Water  Co. 


FLAGSTAFF,  pop.  1,271;  fire  area,  1^  sq.  miles; 
mercantile  bldfls..  brick.  1  and  2  stones;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roof  a  per- 
mitted in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  hand  en- 
gine, 1  h.  &  1.  truck,  12  c  hand  ex.,  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,400  ft; 
total  hose,  1,400  ft;  fire  alarm,  electric  bell;  value 
of  dept  eqmpment,  $3,000;  ann.  exp.  of  dept,  ^fiOO; 
total  mem^  40  volunteers. 

Watkx  Supply — Source,  springs,  17  miks  from 
business  center;  system,  gravity,  pump  to  res.; 
quality  of  water,  excellent;  res.  cap.,  2.800,000  gals., 
located  8%  miles  north  of  town;  mains,  wroni^t 
and  cast  iron,  2  to  8  in.  dia. ;  88  hydrants ;  29 
valves;  meters,  total  number  312.  Empire  1.  Hersc7 
1,  Worthington  8.  Buffalo  800.  Columbia  6^ 
Keystone  1.  owned  by  consumer;  812  services;  pipe, 
lead  connection  and  galv.  iron;  pressure,  dom.  106 
lbs.,  fire  106  lbs. ;  consumption  per  day.  110.000  gala. ; 
cost  to  construct.  $110,OoO;  bonded  debt,  $103,000; 
int  paid  on  bonds,  6  per  cent;  cost  of  mtce..  $2,000; 
works  belong  to  town. 

FLORENCE,  pop.  1,000;  mercantile  bldgs..  adobe 
sad  brick,  1  story;  private,  adobe  and  brick,  1  story; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles ord.;  causes  oc  fires  investigated;  no  fire 
deot;  12  c.  hand  ex. 

Watzk  SupPLT-^Source,  river,  10  miles  from 
busineaa  center;  system,  pBvHy;  res.  cap.,  8,000^000 
gala.;  cost  to  construct,  $125,000. 

FORT  APACHE,  pop.  600;  fire  area,  16  acres; 
mercantile  bldgs.,  wood  and  adobe.  1  and  2  stories; 
private,  stone  and  wood,  1  story:  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 2  h.  &  L 
trucks,  9  c.  hand  ex.,  3  hose  carriages;  hose.  Mut- 
ton, rubber  lined,  good,  2,000  ft;  inferior,  all  kinds. 
1.600  ft.;  rubber,  ^ood,  1.000  ft;  total  hose,  4.600 
ft.;  fire  alarm,  whistle;  value  of  dept.  equipment 
$1,600;  value  of  bldg.,  $60;  total  mem.,  300  volun- 
teers. 

Watxk  Supply— Source,  river,  ^  mile  from  busi- 
neaa center;  system^pump  to  res.;  quality  of  water, 
good;  res.  cap.  80,0()0  gab.,  located  on  elevation  ^ 
mile  from  city;  2  pumping  engines,  constructor 
Worthington;  mains,  8.800  ft,  4  to  6  in.  dia.;  18 
hydrants;  8  valves;  pressure,  dom.  80  lbs.,  fire  100 
lbs.;  co«t  to  construct,  $8,000;  cost  of  mtce.,  $1,200; 
works  belong  to  U.  S.  Government 


GLOBE,  pop  1,486;  fire  area,  10  acres:  mercantile 
bidga.,  wood,  bnck  and  adobe,  1  and  2  storica: 

KH^  ^"**  ■£?  ^^  ^  !^^i  wooden  roofa  per 
mitted;  fireworks  and  oombuatibles  ord.;  cauaeaof 
firea  not  investigated;  av.  fire  k>ss  per  yr.  for  8 
yrfc,  $80^000;  av.  ins.  for  same  time,  $6,000.  Fire 
dept— Numerous  c.  hand  ex.;  2  hose  carriages, 
hose,  cotton,  rubber  lined,  good  L600  its 
totol  hose,   1.600   ft;   v^e   of   dept   equipment! 

$100;  total  mem.,  26,  volunteers;  underwriters* 
raung,  fourth  class. 

Watbk  SuppLY--Source,  2  wells;  system,  puinn 
to  res.;  res.  cap.,  160,000  gals.,  cap.  per  day  sSfiSi 
gals.,  constructor  Rumsey;  mains,  iron,  6  miles,  8 
to  6  m,  dia.;  16  hydrants;  4x2^  double.  4 Tin. 
single  disc,  22  disc;  meters,  toul  number  16: 
cost  to  construct,  $86,000;  ann.  cost  of  mtce..  $8,800. 

JEROME,  pop..  2.600;  fire  area,  160  acres;  mer. 
cantile  bldgs..  bnck  and  concrete,  1  to  4  stories; 
private^  wood,  1  and  2  stories;  wooden  roofs  per^ 
mitted  m  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fires  invcatiaated.  Fire  dept— 1  c.  engine 
on  wheels,  8  c  hand  ex.,  2  hose  carriages:  hose, 

f^?;  'U******;  ^"«4?  .P*'^^?  ^^  '^5  ^oui  hos^ 
L800  ft;  fire  alarm,  bell;  value  of  dept.  equipment, 
$2,600;  ann.  exp.  ot  dept.  $600;  total  mem..  %  rot 
unteers. 

WATia  Supply— Source,  springs.  1  mile  from 
business  center;  svstMn,  aravity;  quality  of  water, 
good;  rea.  cap.  80(^000  nds.,  located  north  end  o^ 
town;  niMns.  wood,  steel  and  iron,  62^  miles.  2  to 
12  m.  dia.;  28  hydrants:  20  valves. 

^^^wf^E^'  P^P-  *'?^'  fi'e  "«*'  6  acres;  mer- 
cantile bldgs.,  stone,  brick,  iron,  and  adobe,  1  to 
3  stories;  private,  stone,  bnck  and  adobe,  1  story; 
wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.---l  hand  engine,  1  c.  engine,  double  cylinder. 
80  gals,  each,  8  hand  ex.,  2  h.  &  1.  trucks,  3  hose 
carriages,  reels,  etc.;  hose,  jacket,  rubber  lined; 
total  liose,  1,600  ft;  value  of  blig.  and  tower. 
$1,600;  value  of  dept  equipment,  $41,600;  fire 
alarm,  bell,  steam  siren  and  telephone;  value  of 
budgs.,  $1,500;  total  mem.,  60  volunteers. 

Water  Supply— Source,  wells,  1%  miles  from 
business  center;  system,  gravity  and  pump  to  res.; 
SS-H**^  ^  water,  good;  res.  cap..  I,450,8o0  gals., 
located  %  mile  from  town;  4_pumping  engines, 
size  2^  X  6  in.,  cap.  per  day  600,000  gals.;  tSains 
iron,  7  to  8  miles.  2  to  8  in^  dia.;  40  hydrants. 
Crown  meters,  owned  by  Co.;  000  services;  pres- 
sure, dom.  65  lbs.,  fire  100  lbs.;  consumption,  per 
day  «pO.OOp  gals.,  per  capita  134  gals.;  cost  to  cS^- 
struct,  $85,000;  ann.  cost  of  mtce..  $6,800:  works 
belong  to  Co. 

PHCBNIX.  pop.  13,000;  mercantile  bldgs..  brick, 
1  to  6  stones;  private,  brick.  1  to  2  stories.  Fire 
dept— 2  steamers,  7  c.  hand  ex..  3  h.  &  1.  trucks.  1 
hose  wagon.  2  hose  carriages,  8  horses;  hose,  cot- 
ton, rubber  lined  good.  4.000  ft;  rubber,  good.  600 
ft;  total  hose,  3,500  ft;  fire  alarm,  bell,  17  boxes; 
2^c?!^  °'  ^^^  equipment,  $9,800;  value  of  bldgs., 
$8,000;  total  mem.,  150.  paid  full  time  8,  volun- 
teers 142;  underwnters'  rating,  first  class. 

WATia  Supply— Source,  wells,  %  mile  northeast 
of  ci^;  system,  pump  to  stdp.  and  direct;  stdp. 


mains,  kalemein,  80  miles,  4  to  16  in.  dia.;  16?  hy- 
drants; meters,  total  number.  106,  owned  by  Co.; 

?*^it?n!?*^^*'  P'Pe»  *r°"5  pressure,  dom.  fi  lbs., 
fire  100  lbs.;  consumption,  per  annum  479,086,426 
gals.,  per  camta  100  gals. ;  cost  to  construct.  $830,- 
MO;  bonded  debt  $«)0,000;  int  paid  on  bondT^i 
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per  cent;  cost  of  mice.,  |24,000;  works  belong  to 
city.  Contracts  have  been  let  for  90  miles  of  pipe, 
sises  4  to  16  in.,  and  104  hydrants;  cost,  $126,0001 

PRESCOTT,  pop.  7J00;  fire  area,  1,840  acres; 
mercantile  bldffs.,  brick,  stone  and  wood,  1  to  ^ 
stories;  private,  brick,  stone  and  wood,  2  stories; 
fireworks  and  combustibles  ord.;  av.  fire  loss  per 

K.  for  8  jrrs.,  16,500;  av.  ins.  for  same  time,  $2,260,- 
k  Fire  depL— 1  h.  &  L  truck,  comb.  c.  engine, 
hose  cart  and  h.  &  1.  wagon,  1  hose  wagon,  4  hose 
carriages,  2  horsey  2  paid  drivers;  hose,  cotton* 
rubber  Imed,  good,  8.000  ft;  inferior,  all  kinds, 
2,000  ft. ;  total  hose,  5,000  ft ;  fire  alarm,  Gamewell 
and  bell,  20  boxes;  total  mem.,  120  volunteers; 
A.   A.   Johns,  chief. 

WATim  SupFLT-^fiouroe,  springs^  20  milea  from 
business  center;  system,  gravity  and  ptmip  direct; 


Dome  and  Corliss;  mains,  wrought  iron,  19% 
miles,  4  to  8  in.  dia.;  86  hydxints,  Ludlow; 
tt  valves,  Ludlow:  meters,  total  number, 
660,  Hersey  Torrent  1.  Thomson  25,  Columbia  1« 
Lambert  u8,  owned  oy  ci^;  860  services;  pipe, 
galv.  iron;  pressure,  dom.  lOO  lbs.,  fire  106  lbs.: 
consumption,  per  dav  80^000  gals.,  per  capita  90 
sals.;  bonded  debt.  |841,26L90:  mt.  paid  on  oonds, 
6  per  cent;  works  belong  to  city. 

TEMPE.  pop.  866.  Fire  depL— 1  hose  cart; 
hose,  660  it;  volunteer  Co, 

Watbk  Supply— System,  pump  to  res.;  res.  cap. 
200,000  gals.;  mains,  4  to  8  in.  dia.;  88  hydranu; 
pressure,  96  lbs. 

TOMBSTONE,  pop.  8,600;  mercantile  bldgs., 
wood  and  adobe,  1  storpr;  wooden  roofs  permitted. 
Fire  dept— 4  hose  carnages;  hose,  cotton,  rubber 
lined,  good.  1.600  ft:  interior,  all  kinds,  600  ft; 
total  hose,  2,000  ft.;  fiure  alarm,  bell;  value  of  dept 
equipment  ^,000;  value  of  bld^s.,  15,000;  ann.  exp. 
of  dept,  8160;  volunteers. 

Watbr  SuppLY-^ource,  springs,  80  miles  from 
business  center;  system,  gravity;  quali^  pf  water, 
good;  res.  cap.,  1,300,000  gals.;  mains,  7  m.  dia.;  40 
hydrants;  meters, few  Worthingtoq:  pressure,  dom. 
156  Ibsj  consumption,  per  day  800,000  gals.,  pet 
capita  2dO  gals. ;  works  belong  to  Co. 

TUCSON,  pop.  18,000;  fire  area,  2  sq.  miles;  mer- 
cantile bldgs.,  adobe,' iron  and  stone,  1  and  2  sto 
ries;  private,  adobe,  brick  and  wood,  1  story; 
wooden  roofs  not  permitted;  fireworks  ord.  Fire 
dept— 1  c.  engine.  1  h.  &  L  truck,  4  hose  carriages, 
4  horses;  hose,  cotton,  rubber  lined,  good  8,000  ft; 


total  hose.  8,000  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  88,000;  vaiue  of  bldga.,  WMi  tottl 
menu,  100  volunteers;  underwriters'  rating,  ec 
claas. 

Watbk  Supplt— Source,  wells,  %  mile  from 
ness  center;  nrstem,  pump  to  mams  and  stdp.;  4 
pump»--6,000,000  gals,  per  day:  stdp.  cap., 
600,000  gala.,  dim.  82  x  80,  materul  used  in  coos. 
sheet  steel;  quality  of  water,  pure;  2  pumping  en- 
gines, class  Cross  comp.,  cap.  per  day  6,000,009 
gals.,  constructors  Noroberg  &  Barr;  mains,  cast 
and  wrought  iron,  44  miles  of  main,  4  to  12  in. 
dia.:  818  high-pressure  hydrants;  96  vsives:  meters, 
total  number  4.  Trident,  owned  by  city:  jL3D0  ser- 
vices; pipe,  galv.  iron;  pressure,  aom.  40  lbs.,  fire 
90  lbs.;  cost  to  construct,  8209,672;  bonded  debt 
8109,000;  int.  paid  on  bonds,  6  per  cent;  cost  of 
mtce.,  1684,000;  works  belong  to  city. 

WINSBORO.— Fire  dept  not  reported. 

Watbk  Supply— Source,  creek,  6^  miles  from 
business  center;  svstem,  steam  pump  to  stdp.; 
stdp.  cap.  8,800  gals.  ^  inch;  quality  of  water, 
slightly  alkaline;  material  used  in  cons,  steel:  res. 
cap.  3  00-ft.  tanks;  2  pumping  engines:  mains, 
cast  iron,  6V&  to  8  in.  dia.:  80  hydrants;  SO  Tshrca; 
pipe,  cast  iron;  works  belong  to  Co. 

WINSLOW.    Fire  dept— Not  reported. 

Watbk  Supply— Source,  Qear  Creek,  aittiated  f 
miles  from  business  section;  s>stem,  pump  to 
stdp.;  stdp.  cap.,  820,000  gals.,  dim.  24  x  €2  ft, 
material  used  in  cons,  steel:  quality  of  water,  hard; 
8  pumping  engines,  class  Uean  high-preaenre,  cap. 

Ber  dav  88,000  gals.,  constructor  Deane;  mama,  cast 
on,  6  miles,  8  in,  dia.;  24  hydrants;  8  valves:  1 
meter,  owned  by  Co.;  pressure,  dom.  80  Iba.,  fire 
120  lbs.;  consunmtion  per  day,  16(^000  gala.;  annual 
cost  of  mtce.,  $900. 

YUMA,  pop.  8,000.  Fire  dept— 1  h.  Sc  1.  truck. 
6  hose  carts,  40  fire  plugs  fed  by  8-in.,  6-in.  and 
4-in.  liner  pump  pressure,  cap.  800  lbs.;  6,000  ft. 
hose. 

Watbk  Supply— Source,  river;  system,  pump  to 
res.,  res.  cap.  I«a00,000  gals.;  res.  pressure.  98  lbs.; 
pumping  eneines,  cap.  per  day  8,000,000  gals., 
constructor  Allis;  mains,  2  miles,  26  in.  dia.;  2 
Dean  underwriter  pumps;  5  hydrants,  Qiapman; 
pressure,  dom.  86  lbs.;  cost  to  construct,  8bO,909; 
works  belong  to  Co. 

Places  of  1,000  or  more  population  hsviag  no 
orMniaed  fire  dept:  Florence,  1,600;  St.  Johna. 
x.lw. 

Places  of  IjOOO  or  more  population  not  reported: 
San  Carlos,  St.  Johns,  Williams. 
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ABBREVIATIONS.— Ann.,  anaqai;  aY.»  average;  bldgs.,  btnldmgB;  eap.,  capaeity;  cha.,  chairman; 
C  chemical;  c.  &  h.,  chemical  and  hoae;  elk.,  clerk;  comb,  combination;  comr.,  commiaaioner;  com^  eom- 
mittee;  compL,  compound;  cona.,  constnictioa;  depL,  department:  dia.,  diameter:  dim.,  dimenaiona;  dom., 
domcatic;  dttp»  duplex;  eno.,  engineer;  exp.,  expensea;  ex.,  extinguiaher;  ft,  xeet;  gala.,  gallona;  h.  d., 
high  duty:  h.  ft  L,  hook  and  ladder;  tna.,  inauranoe;  int.,  intereat;  mtce.,  maintenance;  mem.,  mcmberahip; 
Na*  number;  pop.,  population;  prea.,  preaident;  rea.,  reaerroir;  atdp.,  atandpipe;  aupt,  auperinteadent. 

cona.  wood;  qnalttr  of  water,  good;  rea.  cap.  MO,- 
000  gals.,  located  8H  miles  east  of  town;  2  pumping 
engine,  class  comp.,  cap.  per  day  2,880,000  gala., 
constructor  Wortbington;  mains,  cast  iron,  8  milca, 
8,  6  and  4  in.  dia.;  oO  hTdranta;  10  Talvea;  metrea, 
total  number  10,  owned  b  yconaumers  6,  city  6: 
860  aenrices;  pipe,  galv.  iron;  presaure^  dom.  60 
lbs.,  fire  85  lbs. ;  consumption  per  day,  65,000gals. ; 
cost  to  construct,  136.000;  bonded  debt,  120,000; 
int.  paid  on  bonds,  o  per  cent;  cost  of  mtce., 
$1,000;  works  belong  to  city. 

BLACK  ROCK,  pop.  1,400:  fire  loaa  for  1802, 
11,200;  ina.  for  same  time,  $600.  Fire  dept.— 1  c. 
engine;  fire  alarm,  bell;  total  mem.,  100  Tolunteera. 

WATxa  Supply— Source,  wella  and  river  close 
by,  with  bucket  brigade. 


ARKADELPHIA,  pop.  6,066;  fire  area,  860 
seres;  mercantile  bldga.,  brick,  1  and  2  atoriea; 
private,  wood,  1  and  2  stories:  wooden  roofs  not 
permitted;  fireworks  and  combuatiblea  ord.  Fire 
dept— 1  fai.  &  1.  truck,  1  hoae  carriage;  hose,  cot- 
ton,  rubber  lined,  good,  600  ft.;  inferior,  all  kinda, 
500  ft;  fire  alarm,  bril;  value  ol  dept.  equipment, 
11,200;  value  of  bldgs.,  |2G0;  total  mem.,  12  volun- 
teers; underwriters    rating,  aecond  claaa. 

WATsa  Supply— Source,  river,  %  mile  from  bual* 
neaa  center;  ayatem.  pump  to  malna  and  atdp.;  atdp. 
cap.  286,000  gab.,  dim.  20  x  IWK  material  uaed  in 
cona.  steel;  quality  of  water,  good;  2  pumpiitf  en- 
pnca,  cap.  per  day  160,000  gala.,  conatructor  Wofth- 
mgton;  maina,  vrrought  iron,  8  milea,  4,  6,  8  and  10 
in.  dia.;  80  hydnnta;  12  valvea;  216  aervicea;  pipe, 
galv.  iron;  preaaure,  dom.  80  to  40  Iba..  fire  100  iba.; 
cost  to  conatruct,  |100,000;  worka  belong  to  Co. 

ARKANSAS  CITY,  pop.  1,09L  Fire  dept— 1  h. 
&  1.  truck,  2  hoae  camagea;  hoae,  cotton,  rubber 
lined,  good.  600  ft;  George  Jamea,  chief. 

Watkk  Supply- Source,  well.  \i  mile  from  buai- 
ness  center;  ayatem,  pump  to  tank,  height  of  tank 
104  ft;  preaaure,  46  Iba.;  quality  of  water,  good; 
res.  cap.,  40,000  gala.:  1  pumping  engine;  maina, 
cast  iron,  2  miles;  l4  hydranta;  6  valves;  worka 
belong  to  Co. 

AUGUSTA,  popw  1,800;  fire  area,  60  blocka;  mer- 
cantile bldga.,  brick  and  wood,  1  and  2  storiea;  pri- 
vate, wood,  1  and  2  atoriea;  wooden  roofs  permitted 
in  fire  area;  cauaea  of  fuea  inveatigated.  Fire  dept. 
—3  hoae  carriagea;  hoae,  cotton,  rubber  lined, 
good,  1,600  ft.;  total  hoae,  1,600  ft^  fire  alarm, 
whistle;  value  of  dept.  equipment  IBOO:  value  ot 
bidg.,  100;  total  mem.,  80  volunteera;  underwritera' 
rating,  fourth  claaa. 

Watex  Supply— Source,  deep  wella.  ^  mUe  from 
busineaa  center;  ayatem,  pump  to  tank  and  direct; 
quality  of  water,  good;  rea.  cap.,  60,000  gala.,  lo- 
cated in  busineaa  center:  2  pumpmg  enginea,  aise 
6  in.,  constructors  Cooke  Well  Co.;  mains,  4^ 
miles.  4  to  6  in.  dia.;  26  hydrants,  Corey;  20  valvea, 
U.  S.  C.  I.  Pipe  &  Foundry  Co. 

BATESVILLE.  pop.  3,600;  mercantile  bldgs., 
stone  and  brick,  1  to  3  stories;  fireworks  and  com- 
bustibles ord.;  not  over  60  lbs.  powder  allowed  in 
citv  limits.  Fire  dept— 1  hand  engine,  2-horse  lad- 
der and  hose  wagon,  6  c  hand  ex.,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,200  ft.; 
new  hose,  1,500  ft;  total  hose,  2,700 It.;  fire  alarm, 
bell,  *phone  exchange;  total  mem.,  23  volunteera; 
underwriters'  rating,  second  class. 

Water  Supply— Source,  White  river,  %  mile 
from  business  center;  system,  main  to  stdp.;  stdp. 
100  ft.  higher  than  business  portion  of  town;  stdp. 
cap.  86,000  gals.,  dim.  12  x  100,  material  used  m 
eons,  steel;  quality  of  water,  good;  2  pumping  en- 
pnes,  cap.  i>er  day  860,000  gala.,  conatructor  Worth- 
ington:  maina,  caat  iron,  4  milea,  8,  6  and  4  in. 
iia.;  33  hydranta;  9  valves;  meters,  total  number, 
L2,  Worthington ;  250  services;  pipe.  galv.  iron; 
pressure,  dom.  86  to  104  lbs.,  fire  85  to  104  lbs.; 
:onsunxption  per  day.  60,000  gals.;  cost  to  con- 
itruct,  $40,000;  bonded  debt  117,000:  int  paid  on 
>onds,  6  per  cent;  cost  of  mtce.,  |2,500. 

BENTONVTLLE,  pop.  2,653:  fire  area,  640  acrea; 
oercaotile  bldgs.,  stone  and  brick,  1  to  8  stories; 
rivmte.  brick  and  wood,  2  stories;  wooden  roofs 
lot  permitted  in  fire  aiea;  fireworks  and  combuati- 
lea  ord. ;  cauaea  of  firea  inveatigated.  Fire  dept— 
b.  &  L  truck,  2  hoae  wagona;  hoae,  cotton,  rubber 
ned,  goodf  2,000  ft;  inferior,  all  kinda,  200  ft; 
>tal  hose,  2,200  ft;  fire  alarm,  bell;  value  of  dept 
qtupment,  11,000;  value  of  bldga.,  ^,600;  ann.  exp. 
It  oept.,  ?100;  total  mem.,  22  volunteera. 

WATsm  Supply — Source,  apring  8H  milea  from 
ustness  center;  ayatem,  pump  to  atdp.  and  direct; 
tdp.  cap.  60,000  gala.,  dim.  16  x  26,  material  uaed  in 


BRINKLEY,  pop.  1,648;  mercantile  bldga.,  wood 
and  brick,  1  and  2  atoriea;  private,  wood,  1  and  2 
atoriea;  wooden  roofs  permitted;  fireworka  and 
combnatiblea  ord.  Fire  dept — ^1  hand  engine,  force 
pump,  1  h.  &  L  truck,  2  hoae  carriagea;  hoae, 
rubber,  good,  1,200  ft:  total  hoae.  1,200  ft :  fire 
alarm,  bell;  value  of  dept  equipment,  ^^600; 
value  of  bldga.,  $1,600;  ann.  exp.  of  dept,  |260; 
total  mem.,  80,  part  paid;  underwritera'  rating, 
third  class. 

WATia  Supply— Source,  well,  1,000  ft.  from  buai- 
neaa  center;  ayatem,  pump  direct:  Ipumping  en- 
gine, claaa  dup.,  cap.  per  da/  600,000  gala.,  con- 
structor Deane;  maina,  caat  iron,  IH  milea,  6  to 
10  in.  dia.;  21  hydrants;  preasure,  fire  80  lbs.;  cost 
to  conatruct,  $7,000;  ann.  coat  of  mtce.,  II3OO. 

CAMDEN,  pO]>.  2,840;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick,  1  to  8  storiea;  private,  wood, 
1  and  2  atoriea;  wooden  roofa  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  8  yra.,  14,000;  av. 
ina.  Tor  aame  time,  $7,600.  Fire  dept— 1  h.  &  L 
truck,  1  hoae  carriage.  1  horae;  hoae,  cot- 
ton, rubber  lined,  good  1,200  ft:  inferior,  all 
kinda,  1.600  ft.;  total  hoae,  2,700  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $2,100;  value  of  bldgs., 
$1,600;  ann.  exp.  of  dept,  1,000;  total  mem.,  18  vol- 
unteers; underwriters    rating,  third  claaa. 

Water  Supply — Source,  nver;  ayatem,  pump  to 
stdp.,  stdp.  76  X  16,  cap.  09,000  gals.,  builders  Nel- 


son Mfg.  Co.;  2  pumping  enginea.  class  comp. 
dup.,  cap.  per  day  1,000,000  gals^  mams,  8Vi  milea, 
4  to  6  in.  dia.;  28  hydranta,  Holyoke;  pressure, 
dom  60  lbs.,  fire  80  lbs.;  cost  to  construct,  $43,000; 
ann.  cost  ot  mtce.,  $2,800;  works  belong  to  Co. 

DARDANELLE,  pop.  1,602;  fire  area,  78  blocka; 
mercantile  bldga.,  bnck  and  wood,  1  and  2  atoriea; 
private,  brick  and  wood:  wooden  roofa  permitted; 
nreworxa  and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  8  yra.,  $1,000; 
av.  ins.  for  same  time,  ^60.  Fire  dept— 2  nose 
wagona,  2  hose  carriagea:  hoae.  cotton,  rubber 
lined,  good  700  ft;  inferior,  all  kinda,  800  ft; 
total  hose,  1,000  ft;  ann.  exp.  of  dept,  $1,600; 
total  mem.,  28  volunteers. 

Watbr  Supply— Source,  springs,  6  milea  from 
buainesa  center;  system,  gravity,  pump  to  atdp., 
stdp.  cap.  176,000  gals.;  pumpina  engines,  cap.  per 
day  100,000  gals.,  constructors  Smith- Vaile;  mama, 
9  miles.  2  to  6  in.  dia;  12  hydrants.  Nelson;  meters, 
total  number  12;  160  services;  pressure,  dom.  130 
lbs.,  fire  75  lbs.;  cost  to  construct,  $27,000;  int 
paid  on  bonds,  6  per  cent;  ann.   coat  of  mtce., 

ELDORADO,  pop.  7,000;  bldgs.,  wood  and 
brick;  wooden  roofs  not  permitted.  Fire  dept. — ^1 
hose  wagon,  2  chem.  tanks  and  ladders,  1  paid 
Driver;  nose,  cotton,  rubber  lined,  good,  1,600 
ft:  fire  alarm,  bell  and  whistle;  total  mem.,  16 
volunteers. 

Watbr  Supply — Large  wells. 
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EUREKA  SPRINGS,  Carroll  Co.,  pop.  8,672; 
mercantile  bldgs.,  wood,  brick  and  stone,  1  to 
6  stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and  cooi' 
biistibles  ord.;  causes  of  fires  inrestigated.  Fire 
dept.'— 6  c.  hand  ex.,  S  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  1,200  ft.;  inferior,  all  kinds,  SOO 
ft;  total  hose,  1,600  ft.;  fire  alarm,  bell;  value  of 
dept  equipmenL|2,000;  valoe  of  station,  $260;  ann; 
exp.  of  dept.,  1200;  total  mem.^  50  volunteers. 

Watbk  Supfly— Source,  springs,  1  mile  from 
business  center;  system,  pump  to  stdp.  and  direct; 
■tdp.  cap.  86,000  gals.,  dim.  12  x  100.  located  on  high 
pckint  in  city  limits,  material  used  in  cons,  boiler 
iron,  builders  Brownell  &  Co.;  quality  of  water, 
good;  res.  cap.  26,000,000  gals.,  located  1%  miles 
from  business  center;  2  pumping  engines,  class 
comp.  dup.,  cap.  per  Aaj  720,000  gals.,  constructor 
Worthington;  mains,  cast  iron,  9  miles,  4  to  10  in. 
dia.;  66  hydrants,  Ludlow;  28  valves;  meters,  total 
number  139,  Crown  Piston  89,  Wash  Disc  20, 
Hersey  16,  Pittsburg  8,  Worthin^on  6,  Neptune 
2,  owned  by  consumer;  680  services;  pipe,  lead; 
pressure,  dom.  4  Oto  160  lbs.,  fire  1y6  lbs.;  con- 
sumption per  day  160,000gals.,  per  capita  20  gals. ; 
cost  to  construct,  990,000;  ann.  cost  of  mtce., 
18,000;  works  belong  to  cvty. 

FAYETTEVILLE,  pop.  6,000;  mercantile  bldgs., 
brick  and  wood,  1  to  6  stones;  private^  brick  and 
wood,  2  stories;  wooden  roofs  not  pemutted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  h.  &  I.  truck,  1  hose 
wagon;  hose,  cotton,  rubber  lined,  fair,  1,000  ft; 
good,  600  ft.;  total  hose,  1,600  ft.:  fire  alarm,  bell 
and  electric  gong;  value  of  dept.  equipment, 
11,800;  value  of  station,  $800;  ann.  exp.  of  dept., 
1900;  total  mem.  36.  paid  full  time  1.  paid  part 
time  1,  volunteers  34. 

Watek  Supply— Source,  river;  system,  pump  to 
res.;  res.  cap.,  1,000,000  gals^  2  Worthington  dup. 
pumps ;  res.  has  a  cap.  of  800,000  gals. ;  12-in.  sup- 
ply main;  63  hydrants;  meters,  total  number,  12; 
pressure,  dom.  80  lbs.,  fire  65  lbs.;  consumption, 
per  day  600,000  gsls.,  per  capita  75  gals.;  cost  to 
construct.  $60,000:  ann.  cost  ol  mtce.,  $2,600; 
works  belong  to  Co. 

FORREST  CITY,  pop.  8,000;  fire  area,  80  acres; 
mercantile  bldgs.,  brick,  1  snd  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted  in 
certain  (Kstricts  in  fire  area;  fireworks  and  com- 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 8  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1,000  ft;  interior,  all  kinds,  600  ft,  used 
only  a  short  time;  total  hose,  1,600  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment,  $1,600; 
value  of  bldgs.,  $500;  ann.  exp.  of  dept,  $2,000; 
total  mem.,  16  volunteers. 

WxTsa  Supply — Source,  wells,  360  yds.  from 
business  center;  system,  pump  to  res.  and  direct; 
res.  cap.,  76,000  gals.;  pressure,  dom.  40  Ibs^fire 
126  lbs.;  pumping  engines,  cap.  per  day  300.000 
jrals.,  constructor  Cook;  mains,  cast  iron,  4  miles; 
22  double  and  IS  single  hydrants,  Ludlow;  meters, 
total  number,  46;  306  services :  cost  to  construct, 
$60,000;  ann.  cost  of  mtce..  $6,000. 

FORT  SMITH,  pop.  86,000;  mercantile  bldgs., 
stone  and  brick,  1  to  o  stories;  private,  brick  and 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area:  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  steam  engine, 
4  c.  hand  ex.,  2  comb.  c.  wagons,  2  hose  wagons, 
12  horses;  total  hose,  6,000  ft;  fire  alarm,  tele- 
phone; value  of  dept  equipment,  $18,000;  value  of 
bldgs.,  $30,000;  total  mem.,  18,  paid  full  time. 

WATsa  Supply- Source,  river,  2  miles  from  busi- 
ness center;  system,  gravity,  pump  to  res.  and  di- 
rect: stdp.  cap.  600,000  gals.,  dim.  80  x  100,  material 
used  in  cons,  iron;  quality  of  water,  fair;  res.  cap. 
14,000,000  jgrals.,  located  U5  ft  above  low  water, 
south  of  city;  2  pumping  engines,  class  low  service, 
cap.  per  day  9,000.000  gals.,  constructor  Worthing- 
ton: mains,  cast  iron,  82.7  miles,  4  to  20  in.  dia.; 
160  hydrants :  212  valves ;  meters,  total  number,  675, 
Crown  120,  Gem  10,  Hersey  Disc  116,  Worthington 
2,  Nash  2,  owned  by  Co.  and  consumers;  8,100  ser- 
vices; pipe,  galv.  iron  and  lead;  pressure,  dom.  46 
lbs.,  fire  120  lbs.:  consumption  per  dav  2,600,000 
gals.,  per  capita  160  gals;  works  oelong  to  Co. 

HARRISON,  pop.  1,661;  fire  area,  6  acres;  mer- 
cantile bldgs.,   wood,   brick   and  stone,   1   and   2 
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stones;  private,  wood,  1%  stories;   wooden  roofi 
not  permitted  in  fire  area;  fireworks  and  combos- 
tibles  ord.;  causes  of  fires  investigated.    Fire  dept 
— 1  h.  &  L  truck;  fire  alarm,  whistle. 

Watke  Supply— Source,  spring,  2  blocks  from 
business  center:  system,  pump  to  res.  and  stdp.; 
stdp.  cap.,  26,000  gals.;  2  pumping  engines,  cap. 

rr  day  800,000  nls.,  constructor  Cameron;  maiai, 
miles,  2VI  in.  dia^  48  services:  pressure,  69  Iba; 
cost  to  construct,  $8,600;  Electric  Light  Co.,  own- 
ers. 

HELENA,  pop.  12,000;  mercantUe  bldgs.,  brick, 
iron,  stone  and  wood,  8  and  8  stories;  private, 
brick  and  wood;  wooden  roofs  not  permitted;  firs* 
works  and  combustibles  ord.;  canses  of  fires  in- 
vestigated. Fire  dept— 1  steamer,  2  hand  coainei, 
1  b.  &  L  truck,  1  nose  wagon,  4  hose  carnages, 
4  horses;  hose,  coUon,  rubber  lined,  good,  2j000 
ft;  fire  alarm,  bell;  value  of  dept  equipment. 
$4,500;  value  of  bldgs.,  $8,600;  total  mem.  2l,  paid 
full  time  16,  paid  part  time  10;  nnderwriters*  rat- 
ing, second  class. 

Watbk  Supply— Source,  artesian  wcUs,  6  blocks 
from  business  center;  system,  pump  to  res.  and  di- 
rect; quality  of  water,  good;  res.  cap.  1«000,OQO  gsln, 


by  Co.;  890  services;  nipe,  gidv.  iron;  pressure, 
dom.  50  to  00  lbs.,  fire  86  to  120  lbs. ;  consumption 
per  day,  960,000  gals.;  works  belong  to  pnvsle 
party. 

HOPE,  pop.  8,600.  Fire  dept—  1  h.  &  1.  truck. 
1  hose  wagon;  hose,  cotton,  rubber  lined,  good. 
600  ft.;  inferior,  all  kinds,  800  ft;  total  hose.  800 
ft;  total  mem.,  12  volunteers;  underwriters'  rating, 
fourth  class. 

Watik  Supply— Source,  wells;  STStcm,  pump  to 
res.;  res.  cap.,  870,000  gals.;  meters,  total  number, 
16;  consumption  per  capita,  60  ffsls.;  cost  to  con- 
struct $30,000;  cost  of  mtce.,  $7,000;  works  bdoof 
to  town. 

HOT  SPRINGS,  pop.  12,000;  mercantile  bldgs., 
stone  and  brick,  2  to  4  stories;  private,  brick  and 
wood,  2  stories;  wooden  roofs  not  permitted  is 
fire  sres;  combustibles  ord.;  causes  of  fire  is- 
vestinted.  Fire  dept— 2  stesmers,  1  comb.  c. 
snd  nose  wagon,  8  c.  hand  ex..  8  hose  wagons, 
7  horses;  hose,  cotton,  rubber  lined,  cood,  6JM 
ft;  inferior,  all  kinds,  1,000  ft;  total  hose,  6,(M 
ft;  fire  alarm  bell,  28  boxes;  tsIuc  of  dept 
equipment,  $4,000;  value  of  bldgs,  $12,000;  ann. 
exp.  of  dept.,  $10,720;  total  mem.,  12,  paid  foil 
time. 

Watir  Supply— Source,  springs  and  creek.  1% 
miles  from  business  center;  system,  pomp  to  ret^; 
res.  cap.,  201,000,000  gals.;  pumping  engines,  cap^ 

r^r  dajr,  4,500,000  gals.;  mains,  cast  iron,  12  miks, 
to  12  in.  dia.;  91  hvdrants;  40  valves;  676  services; 
pressurefdom.  110  lbs.,  fire  120  lbs.;  cost  to  con- 
struct $250,000;  int  paid  on  bonds,  6%  to  6  per 
cent;  ann.  cost  of  mtce.,  $6k000. 

JONESBORO,  pop.  8,000;  fire  area,  640  acres: 
mercantile  bldgs.,  brick.  2  to  8  stories;  private, 
wood,  8  stories:  fireworks  and  combustililes  ord; 
causes  of  fires  Investigated.  Fire  dept.— 1  h.  ft  L 
truck,  1  hose  wagon,  2  horses;  hose,  cotton,  rubber 
lined,  good,  1.600  ft;  inferior,  all  kinds,  800  ft: 
total  hose.  2,800  ft;  fire  alarm,  whistle  and  tele- 
phone; value  of  dept.  equipment,  $1,500;  ann.  exp. 
of  dept.,  $1,200;  total  mem.  12.  paid  full  time  L 
volunteers  11;  underwriters*  rating,  third  class. 

Watu  Supply— Source,  deep  weiiSj  %  mile  front 
business  center;  system,  pump  to  mains  and  stdp-: 
stdp.  cap.  100,000  gals.,  dim.  12  x  100.  material  used 
in  cons,  steel;  quality  of  water,  excellent;  res.  cap. 
about  360,000  gals.,  located  at  plant;  8  pamptn?  n- 
gines,  class  comp.,  cap.  per  day  4.000.000  gals-* 
constructor  Dun;  mains,  cast  and  galv.  iron.  « 
miles,  from  12  in.  down;  96  hydrants;  meters,  to- 
tal number,  75,  various  kinds;  1,300  services:  pipc- 
Ralv.  iron;  pressure,  dom.  66  lbs.,  fire  90  to  Itt) 
>s. ;  consumption  per  day.  960.000  gals.;  cost  lo 
construct,  for  water  and  light  comibined,  aboot 
$186,000;  works  belong  to  city. 

JUNCTION,  Union  Co..  pop.  2.600;  mcrcant^c 
bldgs..  brick,  1  to  2  stories;  private,  wood.  1  to 
2  stories;  wooden  roofs  not  permitted;  no  fiT«- 
works    or   combustible   ordinances;   average  fire 
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loss  per  7car  for  past  8  years,  HtMO;  average  ins. 
carried  on  properties  burned  per  year  during  same 

feriodL  |2,000;  fire  alam,  telephone;  no.  of  Doxes, 
;  unaerwriters'  rating,  fourth  class. 

LITTLE  ROCK,  pop.  50,000;  mercantile  bld^ 
stone  and  brick,  1  to  7  stories;  private,  stone,  bnck 
snd  wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  loss  per  yr.,  for  8  years, 
022,181;  av.  ins.  involved  for  same  time,  |6&,- 
688,581.  Fire  depL— 2  steam  engines,  8  in  reserve, 
1  c  engine  on  wheels,  9  hand  ex.,  1  aerial  truck, 
1  h.  &  1.  truck,  4  hose  wagons,  2  hose  carriages,  1 
in  reserve,  80  horses;   hose,  cotton,  rubber  Itned, 


d,  5,500  ft.;  rubber,  good,  8,000  ft;  total  hoa& 

00  fL;  fire  alarm,  Qmiewell,  89  boxes;  value  of 

^pt.  equipment,  %WfiO0;  value  of  bldgs.,  126,000; 

exp.    of   dept,   $46,722;    total   mem.   82,   paid   full 

time. 

Watsx  Supply — Source,  river,  1^  miles  from 
business  center;  system,  pump  to  res.  and  direct: 
stdp.  cap.  260,000  gals.,  dim.  80  x  125,  material 
used  in  cons,  boiler  iron;  quality  of  water,  good; 
res.  cap.,  11,000,000  gals. ;  6  pnmpmg  engines,  class 
comp.,  cap.  per  day  15,000,000  ^s.,  constructors 
Dean,  Worthington*Blake:  mams,  cast  iron,  89 
miles,  4  to  24  in.  dia.;  888  hydrants.  Chapman  & 
Ludlow;  valves,  Ludlow;  meters,  total  number 
1300,  owned  by  Co.;  pipe,  galv.  iron  and  lead; 
pressure,  dom.  1  to  90  lbs. ;  works  belong  to  Co. 

LONOKE,  pop.  2,100.  Fire  dept.— none.  Un- 
derwriters' rating,  fourth  class. 

Watsr  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  15,000  gaJs.;  new  stdp.  cap.,  500 
bbls.;  mains,  1%  miles;  300  services;  cost  to  con- 
struct, 84,500;  ann.  cost  of  mtce.,  |600. 

MA  RI  ANN  A,  pop.  8,600;  fire  area,  80  acres; 
mercantile  bides.,  brick,  1  to  8  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — ^1  h.  &  1. 
truck,  21  c.  hand  ex.,  1  hose  wsgon,  5  hose  car- 
riages, 21  horses;  hose,  cotton,  rubber  lined, 
good.  1,200  ft;  total  hose,  1,200  ft;  fire  alarm, 
bell;  value  of  bldgs.,  $1,600;  total  mem.,  16  volun- 
teers; M.  H.  Ford,  chief. 

Water  Supply— Source,  wells;  system,  pump  to 
res.  and  stdp.;  res.,  96,000  gals,  cap.;  2  pumps, 
cap.  660,000  gals,  per  24  hrs.;  pressure,  dom.  60 
lbs.,  fire  100  lbs.;  2V&  miles  of  4  to  8  m.  mains; 
66  hydrants;  daily  consumption,  76,000  gals.; 
stdp.  cap.,  105,000  gals.;  meters,  total  number,  5: 
pressure,  fire  200  lbs.;  consumption,  per  day  20,000 
gals.,  per  capita  12  gals.;  works  belong  to  town. 

MEN  A,  pop.  5,207.  Fire  dept— 1  h.  &  1.  truck, 
2  hose  carts  and  600  ft.  2^in.  hose;  lowest  pres- 
sure, 75  lbs.;  highest,  112  lbs.;  total  mem.,  20  vol- 
unteers. 

>Vatzr  Supply— Source,  springs;  system,  grav- 
ity; stdp.  cap.  175,000  gals.,  dim.  24  x  64,  material 
uaed  in  cons,  boiler  iron;  res.  cap.,  188,000  gala.; 
daily  consumption,  80,000  gals.  ;^  quality  of  water, 
g^ood ;  mains,  spiral,  spring  riveted,  4^  miles, 
4  to  12  in.  dia.;  31  hydrants;  15  valves:  meters, 
total  number  6,  Hersey  Rotary  3,  Keystone 
3,  owned  by  city  and  consumer;  pressure,  dom. 
110  lbs.,  fire  110  lbs.;  cost  to  construct  $28,000; 
bonded  debt  826,000;  int  paid  on  bonds,  6  per 
cent. ;   cost  of  mtce.,  $800;  works  belong  to  city. 

MONTI  CELLO,  pop.  8,000.  Fire  dept— 1  hose 
cart;  hose,  good,  l,aOO  ft;  total  mem.,  18  volun- 
teers; underwriters'  rating,  third  class. 

Watsx  Supply— Source,  well,  M  mile  from  busi- 
ness center;  system,  pump  to  res.  and  direct;  res. 
cap.v  100,000  gals.,  cap.  per  da^,  500,000  gala.;  con- 
stmctor  Knowles;  mains,  6  miles,  4  to  8  in.  dia.; 
30  hydrants;  meters,  total  number,  76;  876  ser- 
vices; pressure,  fire  120  lbs.;  cost  to  construct 
g30,000;  ann.  cost  of  mtce.,  $6,000. 

MORRILTON,  pop.  2,500;  fire  area,  1  sq.  mile. 
Fire  dept — 2  hose  carts ;  value  of  equipment,  $1,000. 

Water  SUPPLY—Source,  river,  creek  and  spring; 
cost    of  works,  $50,000. 

N^ASHVILLE,  pop.  2,000;  fire  area.  6  blocks; 
mercantile  bldgs.,  brick,  1  story;  wooden  roofs  not 
permitted;  no  ilreworks  and  combustibles  ord.  Fire 
dept. — 2  hand  engines,  2  hose  carriages;  no  organ- 
ized  dept;  underwriters'  rating,  fourth  class. 

VVatkr  Supply — Source,  wells,  3  large  cisterns, 
cap.  26,000  gals. 


NEWPORT  pop.  4,000:  fire  area,  600  acres;  mer- 
[  cantile  bldga.,  brick,  1  ana  2  stories;  private,  wood, 
1  and  8  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  hose  wa^on.  1  hoae 
carriage,  8  horses;  hose,  cotton,  rubber  hned,  good, 
2,000  ft. ;  toul  hose,  2,000  ft ;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment  $1,600;  value  of 
bldgs.,  $4,000;  ann.  exp.  of  dept,  $4,000;  total  mem., 
10  volunteers. 


Watrr  SuppLY^Source,     river,    H     mile    from 

m,  pump  to  stop. ; 
56,000  gals.,   dim.'  24  x  20,  located  lOOO  ft.   from 


business  center ;  system,  pump  to 


stdp.  cap.. 


station,  material  used  in  cons,  steel;  quality  of 
water,  good;  1  pumping  engine,  size  10  x  16  x  12, 
cap.  per  day  1,800,000  gals.,  constructors.  Smith- 
Vaile,  also  a  2,000,000-gaT.  Pump  of  no  name,  pres- 
sure, dom.  40  to  60  lbs.,  nre  75  to  80  lbs.;  mains, 
cast  iron,  7  miles,  4  to  8  in.  dia.:  58  hydrants; 
20  valves;  meters,  total  number  6,  Worthington  8, 
Buffalo  3;  meters  owned  by  Co. ;  360  services; 
pressure,  dom.  60  lbs.,  fire  72  lbs.;  cost  to  con- 
struct, $40,000;  bonded  debt  $40,000;  int.  paid  on 
bonds,  6  per  cent;  works  belong  to  Co. 

PARAGOULD,  pop.  8,834;  mercantile  bldgs, 
bride,  8  stories:  private,  wood,  1  story;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  h. 
ft  L  truck,  8  hose  carts;  hoae.  cotton  rubber  lined, 
good  800  ft;  inferior,  aU  kinds,  400  ft:  total  hose. 
1,200  ft;  value  of  dept  equipment  $700;  value  of 
bldgs.,  $300;  total  mem.,  16  volunteers;  under- 
writers' rating,  third  class. 

Watrr  Supply— Souree,  river,  %  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap.  76,- 
000  gals.,  dim.  12  x  8%  x  16,  material  used  in  cons, 
brick  and  cement;  quality  of  water,  pure;  res.  cap. 
210,000  gals.,  located  pump  station;  2  pumpinff  en- 
gines, cap.  per  day  750,000  gals.,  constructor  Worth- 
ington; mains,  cast  iron.  8  miles,  4  to  10  in.  dia.; 
81  hydrants,  owned  by  Co.;  432  services;  pipe,  cast 
iron;  pressure,  dom.  68  lbs.,  fire  100  lbs.:  consump- 
tion per  day,  100,000  gals.;  cost  to  construct,  $S8,000; 
bonded  debt,  $24,000;  int  paid  on  bonds,  6  per  cent; 
cost  of  mtce.,  $3,400;  works  belong  to  city. 

PINE  BLUFF,  pop.  20,000;  fire  area,  400  acres; 
mercantile  bldgs.,  brick,  1  to  5  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  h. 
ft  L  truck,  6  c.  hand  ex.,  2  nose  wagona.  6  horses; 
hose,  cotton,  rubber  lined,  good,  2,400  ft.;  fire 
alarm,  whistle;  value  of  dept  equipment  $0,000; 
value  of  bldgs.,  $10,000;  ann.  exp.  of  dept, 
$7,000;  total  mem.  11,  paid  full  time  9. 

Water  Supply— Source,  deep  wells,  %  mile  from 
business  center;  res.  cap.,  1,500,000  gals.;  system. 
pump  direct  to  mains;  quality  of  water,  good;  2 
pumping  engines,  cap.  per  day  8,000,000  gals.,  con- 
structor Worthington ;  mains,  27  miles,  4  to  20  in. 
dia.;  801  hydrants;  70  valves;  meters,  total  num- 
ber 952,  Crown  18,  Nash  130.  Gem  2,  Trident  16, 
Hersey  Disc  3,  Thomson  2,  Worthington  27,  Col- 
umbia 20,  Westinghouse  2,  Keystone  30,  owned  by 
Co.;  34  miles  of  mains;  1,500  services;  pipe,  galv. 
iron;  pressure,  dom.  40  lbs.,  fire  100  lbs.;  con- 
sumption per  day,  1,300.000  gals.;  cost  to  con- 
struct $450,000;  bonded  debt  $260,000;  int.  paid  on 
bonds,  5  per  cent;  works  belong  to  Co. 

PRESCOTT,  pop.  8,200;  mercantile  bldgs.,  brick 
and  wood,  1  ana  i  stories;  private,  wood,  1  story; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 2  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  100  ft;  inferior,  all  kinds,  800  ft;  total  hose, 
1,300  ft;  fire  alarm,  whistle;  totol  mem.,  12  volun- 
teers; Henry  Slaughter,  chief;  underwriters' 
rating,  third  class. 

Watrr  Supply— Souree,  wells,  ^  mile  from  busi- 
ness center;  system,  pump  to  res.,  to  stdp.  and 
direct;  atdp.  cap.,  100,000  gals.;  res.  cap.,  40.000 
gala.:  pumping  engines,  class  dup.,  cap.  per  day, 
O[),000  gals.,  constructor  Blakely;  mains,  cast  iron, 
4  miles,  3  to  8  in.  dia.;  125  services;  pressure,  dom. 
40  lbs.,  fire  80  lbs.;  cost  to  construct,  $20,000;  int 
paid  on  bonds,  4  per  cent;  ann.  cost  of  mtee,  $1,800. 

ROGERS,  Benton  County,  pop.  3,000;  mer- 
cantile bldgs.,  brick  and  stone,  2  stories;  private, 
wood  snd  brick,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
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of  firet  investigmted.  Fire  depL— 2  hose  carriara; 
hose,  cotton,  rubber  lined,  good,  90  ft. j  inferior, 
all  kinds,  600  ft.;  total  hose,  1400  ft^nre  alarm, 
bell;  value  of  depL  equipment.  lUOOO;  value  ot 
bldtfs.,  11,000;  total  mem.,  20  volunteers. 

WATBK  SuFPLY— Source,  springs,  1  mile  from 
business  center;  standpipe  cap.  70,000  gals.;  ma- 
terial used  in  construction,  steel;  water,  good; 
res.  cap.,  none;  filtration  system,  none:  2  pnnping 
engines;  class,  compound;  cap.  per  day,  1,000,000 
gals;  constructors,  Worthington,  Fairbanks-Morse 
Co.;  mains,  cast  iron,  26  miles,  4  to  8  in.  dia.; 
hydrants  L;  maker,  Ludlow;  bonded  debt,  HOO,- 
000;  int.  on  bonds,  6  per  cent;  works,  private. 


RUSSELLVILLE,  pop.  1,882;  fire  area,  40 
mercantile  bldga.,  brick,  1  to  S  stories;  private, 
wood  and  brick,  1  and  2  stories;  wooden  roofs  not 
permitted;  no  fbvworks  and  combustiblca  ord»; 
causes  of  fires  investigated;  av.  fire  loss  P£ryr*  for 
S  yrs.,  11,960;  av.  ins.  for  same  time,  9900.  No 
fire  department;  underwriters'  rating,  fourth  class. 

No  waterworks  system. 

SILOAM  SPRINGS,  pop.  2,600.  Fire  dept— 1 
h.  ft  L  truck;  hose,  cotton,  rubber  lined,  good  1«000 
ft;  total  hose,  1,000  ft;  total  mem.,  20  volunteers; 
underwriters*  rating,  second  class. 

Wates  Supply— Source,  8i>rings,  1  mile  from 
business  center;  system,  gravity;  stdp.  cap.  120,000 
gals.,  material  used  in  cons,  iron;  <^uality  of  water, 
soft;  res.  located  in  city;  1  American  centrifugal 
pump,  cap.  1/)60,000  gals,  per  day;  1  pumping  en- 
jrane,  class  Fairbanks-Morse  dup.,  cap.  per  day 
720,000  ^s.,  constructors  Fairbanks-Morse; 
mains,  spiral  steel,  1  mile,  6  in.,  4  in.  and  2  in. 
dia.;  40  hydrants;  00  valves;  meters,  total  num- 
ber 4,  Hersey  Disc,  owned  bv  consumer;  860  ser- 
vices; pipe,  galv.  iron;  8  miles  8  in.,  6  m.  and  4 
in.  cast  iron  water  mains;  pressure,  dom.  60  lbs., 
fire  60  lbs.;  consumption  per  day,  280,000  ffals.; 
cost  to  construct.  9».000;  bonded  debt,  $40,000; 
int  paid  on  bonds,  6  per  cent;  works  belong  to 
city;  leased  to  A.  W.  Perrine. 

STUTTGART,  pop.  8,000.  Fire  dcpt.— 1  c  en- 
gine. 2  hose  carts;  hose,  cotton,  rubber  lined, 
good.  1,200  ft:  total  hose,  1,700  ft;  fire  alarm, 
telephone:  total  mem.,  20  volunteers. 

Watkk  SuppLY-^ource,  wells,  near  business 
center;  60,000-gal.  concrete  res.;  system,  pump  to 
stdp.;  stdp.  cap.,  20,000  gals.;  water,  good;  2  pump- 
ing engines,  class  cyl.  dup.,  cap.  per  day  fiSO.OOO 
gals.^  constructors  Smith- Vaile;  S  miles  mains, 
cast  iron,  6  in.  dia.:  23  hydrants;  20  valves;  pres- 
sure, dom.  30  lbs.,  fire  140  lbs.;  cost  to  construct 
128,000;  cost  of  mtce.,  94,200;  works  belong  to  Co. 

TEX  ARK  AN  A,  pop.  10,000.  Fire  dept— 1  comb, 
truck  and  c.  engine,  1  hose  carriage;  hose,  cotton, 
rubber  lined,  good,  8.100  ft;  1  automobile  comb, 
hose  wagon,  c.  engine  and  pumping  engine,  2  hose 
wagons,  1  steam  engine,  1  comb,  hose  wagon 
chemical  equipped  with  ladders,  1  comb.  h.  &  1. 


truck  and  c.  engine,  1  deluge  set;  fire  alarm  sys- 
tem, Gamewell;  40  boxes;  total  mem.  62,  paid  full 
time  18,  volunteers  44;  underwriters'  rating,  sec- 
ond class;  J.  J.  Hussey,  joint  chief. 
Watbr  Supply— Source,  dem  well  and  springs; 


mains,  cast  iron,  li  miles,  4  to  12  in.  dia;  v^.^;: 
dom.  40  lbs.,  fire  70  lbs. ;  works  belong  to  Co. 

VAN  BUREN,  pop.  4,000;  fire  area,  660  acres; 
mercandle  bldgs.,  bnck  and  wood,  1  to  S  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  not  investigated.  Fire  dept — ^1  h.  ft  1. 
truck,  2  hose  carriages,  1  2-horse  comb,  wagon,  2 
hand  hose  reels;  hose,  new  cotton,  60O  ft;  rubber, 
good,  800  ft;  total  hose,  1«S00  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  9^260:  value  of  bldgs.. 
91,600;  ann.  exp.  ot  dept,  0,200;  total  n&em..  OD 
volunteers:  underwriters'  rating,  third  class. 

Watbk  Supplt— Source,  cmk,  9  miles  froa 
business  center;  system,  pump  to  res.;  quality  of 
water,  pure;  2  Dumping  mginra,  class  oompi.  aup., 
cap.  per  day  1,600,000  gals.,  coostmctor  Desne: 
mains,  cast  iron,  9  mtki,  4  to  8  in.  dia.;  44  hy- 
drants; 11  valves;  meters,  total  number,  20,  Hersey 
Rotary  4,  Trident  10,  Worthington  6;  660 


pipe,  salv.  iron  and  lead;  pressure,  dom.  107  lbs., 
fire  107  lbs.; 


consumption  per  day.  60jMKX>  ^Is.; 
cost  to  construct  966,000;  bonded  dd>t  969»000;  int 
paid  on  obnds,  6  per  cent;  works  belong  to  Co. 

WALNUT  RIDGE,  pop.  2.600;  fir«  area.  25 
acres;  mercantile  bldgs.,  brick,  1  and  2  stories: 
private  dwellings,  wood,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fixvs  investigated. 
Fire  dept.— 1  comb.  c.  ft  h.  wagon;  fire  altfm, 
bell;  vsJue  of  dept.  equipment,  91.500;  value  of 
budgs.,  976. 

WATER  SuppLY--Source,  waterworks,  a  few  pri- 
vate tanks. 


WYNNE,  pop.  8,220.  Fire  dept--S  hose 
riages,  1  h.  ft  L  truck:  hose,  cotton,  rubber  lined, 
ffood,  900  ft;  all  kinds,  2H  ft;  total  hose,  1.200 
ft;  total  mem.,  IS  volunteers;  underwriters'  rat- 
ing, fourth  class. 

Watbr  Supply— Source,  wells ;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.,  36,000  gals,  per  oay: 
mams,  4  in.,  6  in.  and  8  in.;  pressure^  dom.  40 
lbs.,  fire  100  lbs.jcost  to  construct,  921,000;  ann. 
cost  of  mtce.,  93,000;  works  belong  to  town. 

Places  of  1,000  or  more  population  having  as 
organised  fire  dept— Augusta,  Blackrocl^  Ciarea- 
don,  Conway,  Coming,  Clarksvitl^  De  Queen, 
Fordyce,  Gurdon,  Hambursr,  Lonolce,  ICagnolis. 
Malvern,  Morrillton,  Rttsseuville,  Searcy,  dpria^ 
dale. 

Places  of  1,000  or  more  popnlaftioa  not  r» 
ported.— Benton,  Coal  Hill.  Stamps. 
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CALIFORNIA 


ABBHEVIATI0N9.-Anii.,  __ 
,  chBaicali  c.  ft  b.,  cbemical  lad 
:;  eoCDp.,  conponnd; 


ALAHEDA, 


>HEDA.  imp.  10,000:  toe  irn,  UH 

itile  bldn..  brick  and  wood,  1  ind  1  ■ . 

printt,  wMid,  I  to  4  Moiica;  waDdcn  roofi  DM  per- 
mitted IS  fire  Ualui  combuitible*  onL;  catuo  of 
Bm  inrcMinlcd:  vr.  fire  km  per  tt..  (or  )  jtan, 
tU,S2T;  av.  idl  involved  for  nine  time,  ti£s£SO. 
Fire  itpL—1  iteim  cdeuic,  S  c.  bind  ex.  1  b. 
ft  L  track,  3  hoM  ncDna,  2  comb.  c.  tad  hoie 
vifone.  It  engine,  IS  Eoriei;  faaie,  eotton,  robber 
lioed,  spod  bJGO  It.;  rubber,  nood,  KO  ft.:  loUl 
boK,  10,400  ft.;  fire  ilum.  electric,  41  boiei; 
•tine  of  depL  equipment,  in,G93:  value  of  bldsi., 
l»,O0Oj  uu).  op.  ol  depL,  tSiMj  toUl  mem.,  H, 
paid  full  lime  ti,  paid  part  tine  ti. 
Wa*«  Svrri.T— SotiTCe,     well*,    H    mile*    from 


4  ptnnpins   ea^nei,  cap.    per  da^  8,000,00 


it*  S,  ii  liT'lB  ta.  dia.i  »S  brdiuu'i  

total  niunber  4,79,  Ciawn,  Naib,  Trident.  Thom- 
•on,  Wortbinston,  Keritone,  Lambert,  owned  br 
Co.;  4,TS  lervicei;  pipe,  wrontbt  and  niv.  iron; 
^eunre.  dom.  ED  Ibi.;  coniamgilaa  per  dar^  IMO,- 

t2S,«iai  work*  beloni 
AUADOR.  pop.  ML    Fire 
*"■-"-  ^— "—     o-.—    t-^g  ^^n  ,,,«  ,   , 

,   ini.  I  n 

0  hrdnnti;  )  valve*;  EO  k 
orka  belong  to  St 


Mac,  1  h.  A  i.  truck,  >  hoae  i .... 

ton,  robber  lined,  nod,  GOO  ft. ;  iniarlor,  all  kiodi, 
no  ft. ;  total  boK,  fjOO  ft. 
Watkb  SnrFiT — SotvccwcIU,  1  Idoeki  freoi  bod- 


I3S.000  gala.; 

mOOOnb., 

mains    e  mile*,  t  to  (  In.  dla. 
and   Crane;  meter*,  total  mnu 
■are,   Aom.  %  Iba.,  Gre  lEO  llw.: 
tZS.OOO;  ■—    --"     -  --    ■-    -  - 


to  Mdp-t  atdp.  cap., 
Inea.  cap.  per  da;  L- 
Be  and  WortbiutOB; 
,1  14  hvdranti,  Bakw 
10,   Naab;  pre*. 


n  boadi,  (  per  ci 


&  1.  truck,  2  c.  huid 
colton.    mbber    lined, 


itoHei;  orivate,  wood, 
en  luufa  not  permitted;  no 
.ibie*  ord.  Fire  dept.— 1  b. 
ex..  S  hose  catrisge!;  h<ne. 
good  2,300  ft.;  fire  ilaim, 
Oamewell,  T  boies.  bell  alarm:  value  of  dept. 
eqnipment,  tS.ODO;  inn.   exo.   et  dejit.,  1260;   total 

rlais."  "' 

Watw»  Sii»»i.t— Soorce,iprta«a:aTit*m,  ncvlty; 

res.   cap..   No.  1  TDO.OOO  gali.,  No.  i  SOO.OcS  gal*.: 

mains.  6  milei.  S  to  T  in.  dia.;  ZS  h^dranli;  pie«- 

■ure.  Sre  UO  Ibi.;  coat  (o  conttruct,  m,000. 
ANDERSON,    pop.    1,110;    fire    •'••     ">   •*"■■ 

moiiaiitflc  btdg*.,  brick  and  wood, 

privste,  brick  ind  wood.  1  ind  I 

roofa    permitted;   ao  fra*ork*  ai-_    

ord.     Are  dept.— 1   bote  carrUn,   bncketa,   axes. 

ladder*    and  hooks;  boat,   rabber,   good  100  ft.; 

total  hoae,  UO  ftj  lire  alarm,  bell;  value  ot  dept. 

eanlpment,  G4UC;  total  mea„  ID  Toltmtecn. 
WATxm  SumT-Sonce,   creek.    10   oDc*   Iran 

bnnacaa  center;  iratem,  tnvltT;  rea.  cap.,  mUMO 

gal*.;    main*.  lU   mUe*,  (in.    dla.;   140  bydrant*. 

Gamtt;    UE  lerviee*;   preMure.  fire  66  Ibi.;   cott 


d  1  aurie*; 
inibDitible* 


■  belong  to  Co. 
ANTIOCH,  pop.  2,00a  Fire  d 
3  hoae   e«Tiagei;  ho.e,  1.200  ft 

^V'ATKB  SurrtT— Source,  rivei 


Sill.;  1  pumping  engine,  claai  daplex,  i 
»y  1,S(»,I«0  nil.,  conllructor  ■■■—-' 
maim,  B,  4,  S,  iln.  dia.;  preuure,  d 

ARROYO-GKANDE,  pop.  1,200.  Fire  drat— 1 
hand  h.  &  1.  cart,  Z  hincf  hoae  cam;  hoie,  WO  ft. 
good;  fire  alarm,  bell  and  whiitle. 

W.».    i;iT....v_Sni.rrc,      CTCck;      1     Itdpi.,      cap. 

-ei.  cap.,  «0,000  gait.;  i 
igine*,  cap.  per  day  4.00O  and  R.OOO 
rSctor   Hooker;    maim.  4   in.    dia.;  10 

Evdrant*!  U.OOO-ga].   witer  tower;   preuure,   dom. 

X  Iba.,  fire  S  Ibt 


10.000   gall.    ( 


AUBURN,  pop.  UM;  fire  area,  TOO  acre*:  ma- 
utile  bldg*..  wood  lod  brick,  1  and  1  Moriea; 
tjvate,  waod.  1  and  t  Moiiei;  wooden  roofi  per- 
-ftted;  combnatiblei  ord-;  canaea  of  ' —  ' — -"- 
ited.    Ftre  d^— 1  h.  A  L  truck.  1  bi 


K 

total    boK,    1,000    ft.; 
(1,100;  nlae  of  bldgi.. 


cotton,  robber  lined,  good,  tOCOftH 
"*    '■  ;    value    of   Jepr     ' 


eqidptimrt. 

Watu  Sdtflv— Sonree,  river:  avitem,  grsvltr; 
ro.  cap.,  ],000,(I»  ^1l;  naiiu,  i  milea.  4  to  U  Id. 
dia.;  00  hrdranta;  4  valve*;  prcanut,   dooii  (0  to 


oia.;  Du  hvdranta;  1    , 

110  lb*.,  fire  SO  to  110  lb*.;  o__. 
000;  int.  paid  on  bonda.  I  per  ci 


Watk  Sumy— Source,  welli;  itdp.  cap.,  1,000,- 

000  gall.;  rei.  cap.,  l,Ei00.000  gall.;  I  panibmg  en- 

B'ne,  clias  centrifugal,  cap.  per  day  2,000,W0  gal*.; 
hjdriDtl. 
BAKERSFIELD,  pop.  10,000;  mercantile  bld^i., 
woo  en  r  o^s  no^^permj^  ^.^^  iSvMIigsKd.    Fire 
r'  »mers,    2  c.    enginei,    12   e.    hand  ex., 

i  ons,  1  comb.  b.  &  1.  track,  1  hoae  cart, 

:  loie,  cotton,  rubber  lined,   good,  1,(00 

1  ,  200  ft. ;  total  hose,  3,200  ft. ;  fire  ilirm, 

i     ."  jcoEbld'ga.,  114,000;  lolil  mem.  sTptii 

■Titem,  pump  direct;  7  pum[ring  itatiooa,  laJch 
iqoipped  witb  a  BTron-Jackion  centrifngal  ptnnp, 
rated  cap.  WO.OOO  gal*,  a  day;  main*.  14  mOes,  1  ta 
It  in.  dia.;  87  hydrantii  IJOO  services;  prcaanra, 
' —  ~  "--  're  40  Iba.;  coat  to  construct,  tUfc- 
of  mtce.,  H.EOO;  work*  belong  t« 

BENiaA,  pop.  1.000;  fire  area.  10  acrea;  mer- 
cantile bidgi-,  bnck  and  wood,  1  and  1  itoriea;  pri- 
vate, wood.  I  stories;  wooden  roofs  permitted  In 
Gre  srea:  firework*  and  combnatiblei  ord.;  canaea 
of  fires  mvestigated.  Fire  dept— 2  hand  enfinca, 
GO  c  htfld  en.,  I  aerial  truck,  1  h,  ft  1,  Irodia,  4 
hoae  carriagea;  hoae.  cotton,  rubber  lined,  good, 
1,450  tL;  robber,  good,  UO  ft.;  inferior,  all  kind*. 

ISO  ft;  total  hD*e,  •■"*<■.«—  -< -> ;-    H 

bonei;  value  of  di 
bldfri.,  tI,piM; 

WAtaa  Suri 

boiiaea*  eeotc,  -, ,  . ^  _. —  , ,  ._ , 

gualitv  of  water,  ^od,  aulphur;  tea.  cap.,  SGO.OOC^- 


SO  Ibi.,  firi 
mo;  ann.  coat  o 
Elect.  Water  Co. 


I,  gravitjr  and  pomp  to  raa. ; 


I  14  x' M;'capr  DO'  day  l,7S0i0t0 
Knowles;     mains,     cast     irOM, 
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7  miles,  6  to  16  in.  dia.;  SO  hydrants;  meters,  total 
number  100;  476  senrices;  pipe,  iron;  pressure, 
dom.  80  lbs.,  fire  80  lbs.;  consumption,  per  day 
840,000  gals.,  per  capita  HO  gals. ;  cost  to  ooostruct, 
300,000;  worlcs  belong  to  Co. 

BERKELEY,    pop.    46,000;    mercantile    bidgs., 
stone,  brick  and  wood,  2  to  8  stories;  prirate,  wood, 

1  stories;  wooden  roofs  not  permitted  in  fire  area; 
combostibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  engine,  lO  c.  hand  ex.,  2  aerial  trncks, 
lb.  &  1.  track,  4  hose  wagons,  2  comb,  wagons,  1 
hose  carriage.  26  horses;  hose,  cotton,  rubber 
lined,  good,  13,000  ft;  fire  alarm,  Gamewell,  72 
boxes;  value  of  dept.  equipment,  I37A40:  value  of 
bldgs.,  127,000;  ann.  exp.  of  dept,  $89,400.27:  total 
mem.  60  paid  full  time  23,  paid  part  time  40,  vol- 
unteers 8. 

Watbk  Suftlt— Source, wells;  systefli,  gravity  to 
catchment,  gravity  and  pumps  to  res. :  res.  cap., 
106,000,000  gals.;  101  miles  pipe^^  to  16  in.  dia.; 
161  hvdrants;  6,719  meters;  6,728  services;  pres- 
sure, oom.  60  to  80  lbs.;  fire  160  lb8.jco8t  to  con- 
stract,  |597JN)0;  ann.  cost  of  mtce.,  $20,000;  works 
belong  to  Co. 

BIGGS,  pop.  1,000;  fire  area,  4  acres.  Fire  dept. — 

2  hose  carts,  2  hose  reels;  hose,  1,000  ft.;  fire  alarm, 
telegraph;  2  20-ft  ext.  ladders,  1 12-ft.  roof  ladder; 
total  mem^  30  volunteers. 

Watbr  Supply— source,  wells;  system,  pump 
direct  to  mains;  mains  8,  6  and  4  in.  dia.;  centri- 
fugal pump,  capacity,  600  gals,  per  min;  1  electric 
motor  and  60-np.  gas,  constructor  United  Iron 
Works;  26  hydranU;  4  tanks;  total  cap.,  82,000 
gals.;  pressure,  dom.  30  lbs.,  fire  100  lbs.;  cost  to 
construct,  $10,000;  bonded  debt,  $12,000;  int.  on 
bonds,  5  per  cent;  works  belong  to  city. 

BISHOP,  pop.  1,200.  Fire  dept.— 1  comb,  hose 
cart  and  h.  &  1.  truck,  2  hose  carriages;  hose,  2,000 
ft;  fire  alarm,  bell;  total  mem.,  18  volunteers. 

Water  Supply— Source,  creek;  mains,  8  in.  dia. 

BOULDER  CREEK,  pop.  700.  Fire  dept.— hose, 
660  ft.;  total  mem.,  36  volunteers. 

Watek  Supply— ^vstem,  gravitation;  6  hv- 
drants; pressure,  140  lbs.;  cost  to  construct.  $3,- 
000;  works  belong  to  Co. ;  2  reservoirs,  cap.,  No.  1 
600,000  gals..  No.  2  60,000  gals. 

CHI  CO,  pop.  8,000;  fire  area,  249  acres;  mercan- 
tile bldga..  stone  and  brick,  1  to  8  stories;  private, 
wood,  1  story;  wooden  roofs  permitted;  fireworks 
snd  combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  yrs.,  $296,023;  av.  ins.  for 
same  time,  $181,468.  Fire  dept— 1  steamer, 
1  h.  &  1.  truck,  6  hose  carriagea,  2  horses; 
hose,  cotton,  rubber  lined,  3,600  ft.;  fire  alarm, 
telejmph,  24  boxes;  value  of  dept.  equipment, 
$12,000;  value  of  bldgs.,  $10,000;  ann.  exp.  of  dept, 
$4,000;  total  mem.,  260  volunteers;  underwriters* 
rating,  fourth  class. 

WxTsa  Supply— Source,  wells,  4  blocks  from 
business  center;  system,  pump  to  res.  and  direct; 
standpipe    cap.,    100,000    gals.;    quality    of    water, 

food;  res.  cap.  66,000  gals.,  located  west  of  town; 
pumping  engines,  cap.  per  day  2,000,000  gals., 
constructors  Hooker,  Thompson.  Evans;  mains, 
cast  iron,  10  miles,  12,  8,  6,  4  in.  aia.;  60  hydrants; 
800  services;  pressure,  dom.  46  lbs.,  fire  100  lbs.; 
consumption  per  day,  1,600,000  gals.;  cost  to  con- 
struct, $86,000;  works  belong  to  Co. 

CLAREMONT,  pop.  2,000.  Fire  dept— 1  hand 
hose  cart;  hose,  800  tt.  good;  total  mem.,  16  vol- 
unteers. 

WATsa  Supply— Source,  wells;  res.  cap.,  270,000 
gals.;  2  pumping  engines,  cap.  667,000  per  day: 
mains,  6  in.  dia.;  46  hydrants;  pressure,  fire  80 
lbs. 

CLOVERDALE,  pop.  760.  Fire  dept— 1  h.  & 
1.  track,  1  hose  cart;  nose,  1,000  ft;  total  mem., 
80. 

Watbe  SuppLY-^ystem,  grsvity;  res.  cap.  262,- 
000  gals.-;  mains,  6  in.  dia.;  40  hydrants;  pressure, 
60  lbs. 

COOLINGA,  pop,  3,000.  Fire  dept— 1  comb, 
hose  and  chem.  wagon;  hose,  1,100  ft  good;  total 
mem.,  17  volunteers. 

Water  Supply — Source,  wells;  2  stdps.,  cap. 
72,450  gals.;  2  pumping  engines,  cap.  per 
day  €48.000  gals,  together,  constructor  Fairbanks; 
19  hydrsnts. 


COLTON,  pop.  4,200.  Fire  dept— 1  h.  ft  L 
truck,  1  hose  carriage:  hose,  cotton,  rubber  lined, 
good,  1«000  ft;  total  hose,  2,000  ft;  1  new  hose 
wagon  and  1,000  ft  new  hose,  doublH^ckct  c 
rubber  lined  hose,  1  horse  and  harness;  fire  alarm, 
bell:  total  mem.,  24  volunteers. 

WATsm  Supply— Source,wcUa,  1%  mite  from  b«s>> 
ness  center;  system,  pump  direct;  quality  of  water, 

food;  res.  cap.,  300,000  gals.,  located  near  wells; 
electrical  pumps;  mains,  riv.  iron,  30  miles,  6  to 
18  in.  dia.;  60  hydrants;  meters,  total  nunaber  20. 
10  Union,  6  Sundard.  6  Hersey  Rotary;  meten 
owned  by  city  and  consumer;  800  services:  nipe,  % 
screw;  cost  to  construct.  $120,000;  boodea  debt, 
$68,600;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $7,000;  works  belong  to  city. 

COLUSA,  pop.  1,44L  Fire  dept— 1  h.  ft  L  truck. 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,260  ft;  inferior,  all  kinds,  200  ft;  total  bo«, 
1,460  ft;  total  mem.,  46  volunteers. 

Wates  Supply— Source,  Sacramento  river,  H 
mile  from  business  center;  system,  gravity,  pump 


valves;  meters,  total  number,  2;  410 
pipe,  iron;  pressure,  dom.  82  lbs.,  fire  40  Iba.; 
to  constract,  $38,000. 

CORONADO,  pop.  960;  fire  area,  640  acres;  mer- 
cantile bldgs.,  wood,  1  and  2  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  caoaes  of 
fires  investigated.  Fire  dept— 2  c  engines  on 
wheels,  1  hose  wagon.  2  horaes;  hose,  cotton,  rub- 
ber lined,  good,  1,760  ft.;  total  hoae  900  ft;  fire 
alarm,  electric,  7  station  boxes;  value  of  dept 
eouipment,  $3,000;  value  of  bldgs.,  $2,000;  ann.  exp. 
of  dept,  ^,036;  total  mem.,  18  volunteers. 

Water  Supply— Source,  spring.  14  miles  fross 


WW       9«m«.,       «.««uat«  aa^»«#» •        w,  «#•  kua«s^»««BB       ^>aa«B        a^-.#^  , 

mains,  40  miles,  2  to  12  in.  dia.;  36  hydrants; 
meters,  total  number  366;  620  services;  pressure, 
dom.  40  lbs.,  fire  90  lbs.;  cost  to  constract,  $866,751; 
ann.  cost  of  mtce.,  $4,600l 

DIXON,  pop.  788;  fire  area,  100  acres;  mercan- 
tile bldgs.,  orick.  1  and  8  stories;  private,  wood, 

1  story;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
vated.    Fire  dept— 1  hand  engine,  1  h.  &  L  truck. 

2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,600  ft;  rabber,  good  400  ft;  inferior,  all  kinds. 
100  ft;  total  hose,  2400  ft;  fire  alarm,  whistle  snd 
bell;  value  of  dept.  equipment,  $8J600:  value  of 
bldgs..  $1,600;  ann.  exp.  of  dept,  $760;  total  men., 
80  volunteers;  underwriters'  rating,  third  class. 

Watsx  SuppLY-^Souroe.  wells,  1,000  ft  from  bnsi- 
ness  center;  system,  pump  to  res.;  tanks  cap.., 
100,000  gals.,  dim.  18  x  24;  material  used  in  cons.^ 
wood;  quahty^  of  water,  good;  res.  cap.,  100,069 
gals.:  2  pumping  engines,  class  dup.,  cap.  per  day 
2tX>  OdO  gals.,  constructors  Worthington  and  Krok; 
mains,  iron,  8  miles,  4  to  8  in.  dia.;  12  valvOL  Gsr- 
ratt  and  Crane:  meters,  total  number  10.  Hersey 
Disc  10,  Worthington  1,  Buffalo  6,  Westmghouse 
8,  owned  by  Co.;  pressure,  dom,  88  lbs.,  nre  89 
lbs. ;  consumption,  per  day  160,000  gals.,  per  capita 
127  gals. ;  cost  to  construct,  $20,000;  works  belong 
to  Co. 

ESCONDIDO,  pop.  1,20a  Fire  dept~l  liose 
cart:  hose,  600  ft 

WATsa  Supply— System,  gravity;  res.  cap.  789.- 
OOO  gals.;  mains,  6  to  8  in.  dia.;  10  hydranta;  pres> 
sure,  60  lbs. 

ETNA  MILLS,  pop.  1,000.  Fire  dept— 2  ho«e 
carriages;  hose,  1,000  ft;  fire  alarm,  bell;  totfti 
mem.,  26  volunteers. 

Watbx  Supply— Source,  creek;  maina,  4.  S,  10 
and  24  in.  dia. ;  12  hydrants ;  pressure,  fire  86  Ibt. 

EUREKA,  Humboldt  County,  pop.  12,000;  mer- 
cantile bldgs.,  wood  and  brick,  1  to  4  stories; 
private,  wood,  2  atories:  wooden  roofs  permitted: 
no  fireworks  and  combustibles  ord.;  causes  ot 
fires  investigated.  Fire  dept— 3  steamera,  1  hand 
engine,  2  h.  &  1.  trucks,  11  hose  carriages,  8 
horses;  hose,  cotton,  rubber  lined,  good.  114dO  ft; 
fire  alarm,  Gamewell,  31  boxes;  value  of  dept 
equipment,  $30,000;  total  mem.,  2O0,  paid  part  time. 
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Watxr  Supply— Source,  river,  614  miles  from 
business  center;  system,  pump  to  stdp.;  2  stdps.. 
cap.,  1,046433  ffals..  dim.  64  x  81,  material  used 
in  cons,  wood;  nitration  system,  mechanical; 
quality  of  water,  good;  located  Harris  street,  be- 
tween E  and  F  streets:  2  pumpmg  engines,  class 
comp.  dup.,  cap.  per  day.  8,000,000  gai8.,con8truc- 
ter,  Knowles:  mams,  steel  and  cast  iron,  44  miles, 
2  to  13  in.  dia.:  170  hydrants;  486  valves;  meters, 
total  number  1,204,  Crown  2.  Trident  060,  Thomson 
117,  Bee  11,  Lambert  175,  Worthington  188,  Nash 
48.  Hersey  8,  owned  by  Co.;  1,922  services;  pipe, 
galv.  iron;  pressure,  dom.  77  lbs.,  fire  77  lbs.; 
consumption  per  day,  670,060  gals.;  cost  to  con- 
struct, 1219,24127;  cost  of  mtce.,  |84N)9.07;  works 
belong  to  Co. 

FERNDALE,  pop.  1,200.  Fire  dept.— 1  steamer, 
1  hand  engine,  3  nose  carts,  1  h.  &  1.  truck;  hose, 
2%  in.,  1,500  ft.;  total  mem.,  80  volunteers. 

Water  Supply — Svstem,  gravity;  tank  cap.,  33,- 
OOO  gals.;  res.,  66,000  gals.;  mains,  3  in.  dia.;  1 
hydrant;  pressure,  50  lbs. 

FORT  BRAGG,  pop.  1.580;  fire  area,  IH  miles; 
mercantile  bldgs.,  wood.  1  to  4  stories;  private 
wood;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated.  Fire 
dept.—!  c.  engine,  1  h.  &  1.  truck,  8  hose  wagons; 
iiose,  cotton,  rubber  lined,  good  8,000  ft;  total 
hoee,  3,000  ft;  fire  alarm,  bell;  total  mem.,  80  vol- 
unteers. 

Watkr  Supply— Source,  springs; svstem.  gravity; 
res.  cap.,  600,000  gals.;  mams.  4  miles.  2  to  7  m. 
dia.;  1»  hydrants;  pressure,  dom,  26  lbs.;  cost  to 
construct,  |0<600:  works  belong  to  Co. 

FORTUNA,  pop.  1,200;  mercantile  bldgs.,  brick 
and  wood,  1  and  2  stories;  private,  wood,  IH 
stories;  wooden  roofs  permitted  in  fire  ansaj  fire- 
vrorlcs  and  combustibles  ord.;  causes  of  fires  inves- 
tigated, fire  dept— 1  h.  &  L  truck,  1  hose  wagon, 
1  nose  carriage;  hose,  cotton,  rubber  lined,  good, 
1,000  ft.;  inferior,  all  kinds,  200  ft.;  total  nose, 
1.200  ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
fl,00O;  value  of  bldgs.,  $800;  total  mem.,  60  volun- 
teers. 

Watzr  Supply— Source,  springs;  system,  grav- 
ity; res.  cap.  600,000  gals.;  mains,  1%;  12  hy- 
drants; 50  services;  cost  to  construct,  110,000;  ann. 
cost  of  mtce.,  1200. 

FRESNO,  pop.  33,000;  mercantile  bldgs.,  brick, 
1  to  5  stories;  private,  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 6  steam- 
ers, 3  c.  engines,  1  comb,  wagon,  4  c.  hand  ex.,  1 
aerial  truck,  4  hose  wagons,  1  hose  reel,  33  horses; 
bose,  cotton,  rubber  lined,  good,  9,200  ft.;  rubber, 
flTpod  900  ft.;  total  hose,  10,800  ft.;  fire  alarm. 
Gamewell,  31  boxes;  value  of  dept.  equipment, 
S73.000:  value  of  bldgs.,  |66,600;  total  mem.  69,  paid 
foil  time  31,  paid  part  time  28. 

Water  Supply— Source,  wells,  scattered  over 
town;  system,  direct  into  mains;  stdp.  cap.  260,000 
Sala.,  material  used  in  cons,  iron;  quality  of  water, 
excellent;  increased  2  plants  from  720,000  gals,  to 
3.000.000  gals,  per  day;  7  pumping  engines,  class 
1  Holly  comp..  4  Krogh  comp.  centri.,  2  centri., 
cast  iron,  41  miles,  2%  to  12  in.  dia.;  171  valves; 
119  hydrants;  3,600  services;  pressure,  dom.  42  lbs., 
fire  52  lbs.;  cost  to  construct,  $240,000;  cost  of 
mtce..  about  $70,000;  works  belong  to  Co. 

FRUITVALE,  Alameda  County,  pop.  6,500; 
mercantile  bldgs,  redwood.  1  and  2  stories;  pri- 
wate.  redwood,  1  and  2  stories;  wooden  roofs  per* 
tnitted;  so  fireworks  and  combustibles  ord.  Fire 
<lept. — ^1  c  engine,  6  c.  hand  ex.,  1  hose  carriage; 
hose,  rubber,  good,  2.600  ft.;  fire  alarm,  bell;  value 
of  dept  equipment  $2,000;  value  of  bldgs.,  $1,600; 
total  mem.,  40  volunteers;  underwriters'  rating, 
first  class. 

Water  Supply— Source,  lake  and  wells,  10  miles 
from  business  center. 

GILROY,  pop.  1,820;  fire  area,  640  acrea;  mer- 
oantile  bldgs.,  wood  and  brick,  1  story;  private, 
wood,  1  story;  wooden  roofs  permitted;  fireworki 
atrsd  combustibles  ord.  Fire  dept.— 1  steamer,  1 
o.  hand  ex.,  1  b.  &  L  truck,  4  hose  carts;  hose 
cotton,  rubber  lined,  good  600  ft.;  rubber,  good 
l^SOO  ft.:  total  hose,  2,400  ft;  fire  alarm,  electric; 
-v^alue  of  dept.  equipment,  $6,600;  value  of  bldgs., 
^4,000;  ann.  cxp.  of  dept.,  $989;  total  mem.,  86. 
paid  full  time  1,  volunteers  85. 


Watxr  StrppLT— Source,  creek;  system,  gravity: 
res.  cap.,  4^600,000  gals. ;  mains,  9  miles,  18  to  10 
in.  dia.;  80  hydranta,  Mathews;  29  valves;  pr«a- 
sore,  fire  86  lbs.;  cost  to  construct,  $06,000;  works 
Delong  to  city. 

GLENDALE,  pop.  2,600.  Fire  dept.— 1  comb, 
hose  and  h.  &  1.  agon,  6  c.  hand  ex.,  1  hand  hose 
carriage;  hose,  1,(W0  ft.;  fire  alarm,  bell;  total 
mem.,  21  volunteers. 

Watsr  Supply— Source,  springs;  4  res.,  com- 
bined  cap.  3,000,000  gals.;  00  hydrants;  pressure, 
dom.  20  to  60  lbs.,  fire  60  to  90  lbs. 

GRASS  VALLEY,  pop.  4,719;  fire  area,  180 
acres;  mercantile  bidgs.,  brick,  1  and  8  stories; 
private^  wood.  1  story;  wooden  roofs  not  per- 
mitted; combustibles  ord.;  causes  of  fires  invea- 
tigated;  av.  fire  loss  per  yr.  for  3  yrs.,  $29,500;  av. 
ms  for  same  time,  $13,000.  Fire  dept.— 1  comb, 
c.  &  b.  wagon,  2  c  hand  ex.,  1  h.  &  1.  truck,  4 
hose  carriagea  and  reels;  hose,  cotton,  rubber 
lined,  good  8.000  ft.:  inferior,  all  kinds,  100  ft.; 
total  hose,  8.100  ft;  fire  alarm,  bell;  value  of  dept 
equipment.  $6,000;  value  of  bldgs.,  $8,000;  ann. 
exp.  of  dept,  $1,600;  total  mem.,  126;  under- 
writers  rating,  third  class. 

Watbr  Supply— Source.  Yuba  Water  Co.;  sys- 
tem, gravity;  res.  cap.,  1,200,000  gals.;  mains,  iron, 
12  miles,  8  to  22  in.  dia.;  126  hydrants;  76  valves; 
1,000  services;  pipe,  iron;  pressure,  fire  70  lbs.; 
cost  to  construct,  $90,000;  cost  of  mtce.,  $7,000; 
works  belong  to  city. 

HANFORD,  poo.  6,000;  fire  area,  60  acres;  mef^ 
cantile  bldgs.,  brick,  2  and  8  stories;  private,  brick 
and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  hand  engine,  4 
c.  hand  ex..  1  h.  &  1.  truck,  1  hose  carnage.  2 
horses;  hose,  cotton,  rubber  lined,  good.  2,700  ft; 
total  hose,  2,700  ft  (double  jacket);  fire  alarm, 
£i*2£?^*"'.  ^*  boxes;  value  of  dept  equipment 
JgjPOO;  value  of  bldgs.,  $10,000;  ann.  exp.  of  dept, 
gOO;  total  mem.  35^  paid  part  time  8,  volunteers 
12:   underwriters'  rating,   second  class. 

Water  Supply— Source,  wells,  600  ft  from  busi- 
ness center;  system,  pump  to  stdo.  and  direct; 
tank  cap.  150.000  gals.,  located  at  wells  and  station, 
material  used  in  cons,  wood;  quality  of  water, 
good;  pumps,  1  triple  double-acting,  size  10  ins. 
X  12  ins.,  constructors  Stillwell,  Bicrce  &  Smith- 
Vaile  Co.,  operated  by  30-hp.  electric  motor;  1  6- 
in.  Keogh  centrifugal  pump  driven  by  gas  engine 
(auxiliary);  1  6-in.  special  horizontal  2-step  centri- 
fugal  pump  operated  by  40-hp.  electric  motor; 
mains,  wrought  iron,  16  miles,  3  to  12  in.  dia.;  69 
hydrants,  Holly;  meters,  30;  1,100  services;  1-in. 
gas  pipe;  pressure,  dom.  25  lbs.,  fire  100  lbs.;  con- 
sumption, per  day  630,000  gals.,  per  capita  110  gals, 

HAYWARD.  pop.  3,000;  fire  area,  8  blocks;  mer- 
cantile bldgs.,  brick  and  wood.  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combuatibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  h.  &  I.  truck, 
8  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,800  ft ;  fire  alarm,  bell ;  value  of  dept  equipment 
$3,500;  ann.  expL  of  dept.,  $600;  total  mem.,  26; 
underwriters'  rating,  third  class. 

Water  Supply— Source,  wells,  streams;  system, 
pump  to  res..;  res.  cs;..  660,000  gals.;  pumping 
engines,  cap.  per  day  400,000  gals.,  constructor 
Dow;  mains,  7  miles,  3  to  8  in.  dia.;  37  hydrants; 
meters,  total  number  5,  Crown,  Niagara;  pressure, 
dom.  70  lbs.,  fire  90  lbs. ;  cost  to  construct,  $65,000; 
ann.  cost  of  mtce.,  $10,000;  works  private. 

HEALDS6URG,  pop.  3,000;  fire  area,  110  acrea; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 

r.,  for  3  years,  $7,600.  Fire  dept— 1  hand  engine, 
c  engine  on  wheels,  4  c  hand  ex.,  1  h.  ft  1. 
truck,  3  hose  carriages,  1  chemical  bicycle;  hose, 
cotton,  rubber  lined,  good,  1.300  ft.;  rubber,  good, 
250  ft.;  total  hose,  1.660  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $3,500;  ann.  exp.  of  dept,  $300; 
total  mem.  100,  paid  full  time  1,  volunteers  99. 

Water  Supply— Source,  river  and  wells;  sys- 
tem, pump  to  res.  and  direct;  quality  of  water, 
good;  res.  cap.,  600,000  gals.;  pumping  cap.  per 
hour,  30,000  gals. ;  mains.  8  miles,  8  to  8  in.  dia. ;  46 
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hydrants;  meters,  total  namber,  200;  cost  to  con- 
stnict,  180,000;  auxiliary  plant  cost  $14,000;  cost  of 
mtce.,  $4,wO. 

HOLLISTER,  pop.  8,000;  6re  area,  1  mile  long 
by  H  mile  wide;  mercantile  oldgs.,  brick  and  wood, 
1  and  2  stories |  private,  wood,  1  story;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord. ;  causes  of  fires  investigated.  Fire 
dept.— 1  h.  &  1.  truck,  8  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good.  1,600  ft ;  inferior,  all  kinds, 
460  ft.;  total  hose,  1,960  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment,  $2,400;  value  of  bidgs.,  $14,000; 
ann.  exp.  of  dept,  $76;  total  mem.,  110  volunteers. 

Watbk  SurrtY— Source,  artesian  wells,  12  miles 
from  business  center:  quality  of  water,  extra  good; 
res.  cap.,  1,000,000  gals.,  located  8  miles  from  city; 
mains,  cast  iron  and  steel,  2^  miles,  8,  0  snd  4  in. 
dia.^88  hydrants;  42  valves;  meters,  total  number 
40;  800  services:  pipe«  galv.  iron;  pressure,  dom.  46 
lbs.,  fire  80  Ids.;  consumption  per  dav,  200,000 
nls.;  cost  to  construct,  $146,000;  works  belong  to 
Co. 

JACKSON,  pop.  8,800;  bldga.,  brick  and  wood, 
1  and  2  stories;  wooden  roofs  permitted.  Fire 
dept— 2  hose  carriages;  hose,  cotton,  rubber  lined, 

food  1,800  ft;  inferior,  all  kinds,  800  ft;  total  hose. 
,000  ft;  fire  alarm,  electric,  10  boxes:  value  ot 
dept  equipment  ^»600;  value  of  blags.,  $800; 
total  mem.,  20  volunteers. 

WATim  SurrLT— Source,  canal;  syttCBi|  gravity: 
quality  of  water,  good:  mains,  iron.  014  miles,  6 
to  11  in.  dia.;  60  hvdrants;  16  valves;  pressure, 
dom.  80  lbs.,  fire  80  lbs.;  coat  of  mtce.,  $4,100; 
works  private. 

JAMESTOWN,  pop.  1,000.  Fire  dept— 8  hand 
hose  carriages;  hose,  600  ft^  fire  alarm,  bell. 

Watsk  Supply— Source,  Phoenix  Lake;  mains,  6 
in.  dia.;  16  hydrants. 

KERN,  pop.  8,400;  fire  area,  6  acres;  mercan- 
tile bldga.,  bnck,  2  and  8  stories;  private,  brick 
and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  or  combustiUes  ord.;  causes 
of  fires  investigated;  av.  fire  loss  for  past  8  yrs.. 
$600.  Fire  dept.— 1  steamer,  1  c  engine,  4  c.  hand 
ex.,  1  hose  wagon,  1  hose  reel,  8  horses;  hose,  cot- 
ton, rubber  lined,  1,600  ft :  fire  alarm,  telephone 
system;  value  of  equip.,  $B460;  value  of  bldga., 
$4,500:  ann.  exp.  of  dept,  $8,000;  total  mem.  86. 
paid  full  time  2,  paid  part  time  88;  underwriters 
rating,  fourth  class. 

Wat  IK  Supply— Not  reported. 

LA  JOLA,  pop.  1.000.    Fire  dept.  not  reported. 

Water  Supply — Source,  mountain,  60  miles  from 
business  center;  quality  of  water,  good;  res.  cap., 
1,000,000  gals. ;  mains,  cast  iron,  28  miles,  2  to  8^  in. 
dia.;  ^  valves,  owned  by  city;  300  services;  pipe, 
cast  and  wrought  iron;  pressure,  dom.  46  lbs.,  nre 
85  lbs. 

LIVERMORE,  pop.  1,488;  mercantile  bldgSy 
wood  and  brick,  1  to  8  stories:  private,  wood,  1 
atory:  wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av. 
fire  loaa  per  yr.  for  8  vrs.,  $167.  Fire  dept— 1 
steamer.  1  hand  engine,  2  comb.  c.  ft  h.  wagona, 
16  c.  hand  ex.,  1  h.  ft  L  truck  2  hose  wagons; 
hose,  cotton,  rubber  lined,  good  800  ft.;  rubber, 
food  600  ft;  inferior,  all  kinds,  200  ft:  total  hose, 
1,600  ft.;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $4,800;  ann.  eacp.  of  dept,  $1,000;  total  mem., 
60;  underwriters'  ratmg,  third  daas. 

Watsr  Supply— Source,  springs,  6  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good:  res.  cap.,  280.000  gals.;  pumping  engines, 
cap.  per  day  850.000  gals.;  mains,  18  miles,  2  to  11 
in.  dia.;  80  hydranta,  Garratt;  20  valves,  Garratt; 
meters,  total  number,  40,  Thomson  20,  Lambert  20; 
500  services;  pressure,  dom.  46  lbs.,  fire  66  lbs.; 
cost  to  construct  $66,000;  coat  of  mtce.,  $6,000; 
works  belong  to  Co. 

LODI,  pop.  3,000;  fire  area,  160  acres;  mercan- 
tile bldgs.,  brick,  1  and  2  stories;  private,  brick,  1 
and  2  stories.  Fire  dept— 2  hose  carriages;  total 
hose,  600  ft;  total  mem.,  40  volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
res.  and  stdp.;  stdp.  cap.,  120,000  gals.;  2  tanks, 
60.000  gals,  16,000  gals.;  quality  of  water,  good; 
Worthington  compound  duplex  steam  pumping  en- 
gines,   csp.    per    day    1,006,000    gals.;    centrifugal 


pump,  cap.  720,000  gals  per  day;  mains,  6  miles,  2 
to  8  in.  dia.;  14  hvdrants,  W.  T.  Y.  Schenck:  46 
valves;  pressure,  dom.  20  lbs.,  fire  80  lbs.;  cost  to 
construct,  $180,000;  works  belong  to  C6. 

LOMPOC,  pup.  1,600;  fire  area,  28Q  acres;  mei^ 
cantile  bldga.,  hrkk  and  wood,  1  and  2  stories; 
private,  wood,  1%  stories;  wooden  roofs  permitted 


m  fire  area;  fireworka  and  combustiblea  ord.; 

of  fires  investigated.     Fire  d«»»t— 1  h.  ft  L  tmck. 

2  hose  carts;  hose,  cotton,  ruboer  lined,  good,  1,000 

ft;  total  hose.  1,000  ft;  fire  alarm,  bell;  total  mea. 

82,  paid  full  time  28^  volunteers  8;  W.  H.  Gosline, 

chief. 

Wats&  Supply— Source,  apringa,  6  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  rea.  cap.  1,000,000  gala.,  located  2  miles  from 
center  of  city;  mains,  steel,  14  miles,  4  to  8  in.  dia.; 
27  hydrants:  80  valves;  meters,  ttotal  number,  5. 
Trident  8,  Buffalo  2,  owned  by  consumer;  SIS 
services;  pipe,  galv.  iron;  pressure,  dom.  6S  lbs., 
fire  100  lbs.;  consuinption  per  day,  200,000  gals.; 
coat  to  construct,  $40,000;  bonded  debt,  $87,080;  int 
paid  on  bonda,  4^  per  cent;  cost  of  mtce.,  8500; 
works  belong  to  city. 

LONG  BEACH,  pop.  20,000;  fire  area,  820  acres; 
mercantile  bldgs.,  brick,  1  to  6  stories;  private, 
wood,  1  to  8  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  canscs 
of  fires  investigated.  Fire  dept— 4  engines.  2  h.  ft 
1.  trucks,  1  comb,  wagon,  6  c.  hand  ex.,  2  comb, 
autos.,  2  hose  carts;  hose,  cotton,  rubber  lined, 

S9od,  3,000  ft.;  total  hose,  2,860  ft.;  fire  alarm, 
amewell  and  telephone,  26  boxes;  value  of  dept 
equipment,  $30,000:  ann.  exp.  of  dept..  $18.0w: 
value  of  bldgs.,  $28,000;  total  mem.,  27,  20  volun- 
teers. 

Watsr  Supply— ^urce.  Artesian  wells ;  system, 
gravity  and  pump  to  rea.;  quality  of  water  good; 
res.  cap.,  2,7m),000  gals.;  mains,  90  miles.  2  to  24 
in.  dia..  Lacy  Mfg.  Co.;  12  hydrants;  8  valves; 
pressure,  dom.  20  to  66  lbs. ;  works  belong  to  Co. 

LOS  ANGELES,  pop.  240,000;  fire  area.  4S 
acres;  mercantile  bldss.,  brick  and  stone,  1  to  12 
stories;  private  wood,  2  stories j  wooden  roofs 
permitted;  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated.  Fire  dept — ^26  steamers,  26 
comb.  c.  &  h.  wagons,  1  c  engine,  42  c  hand  ex.. 
2  h.  ft  1.  trucks.  1  aerial  truck,  2  hose  wagons.  3 
hose  carriages,  Z  supply  wagons.  12S  horses;  hose, 
cotton,  rubber  lined,  good,  48,000  ft;  total  hose, 
66,700  ft;  fire  alarm,  Gamewell,  310  boxes;  value 
of  dept  equipment,  $241,000:  value  of  bldga.,  $438,- 
881;  ann.  exp.  of  dept,  $862,968.88:  total  mem..  241 

Watsr  Supply— Source,  Loa  Angeles  river,  9 
miles  from  business  center;  system,  gravity  and 
pump  to  res.;  quality  of  water,  good;  12  pnmpinff 
engines,  class  cross  comp.,  cap.  per  day  56,005,000 

Kis.,  constructors  Snow^  Worthtncton,  Rumsey, 
idlaw-Dunn-Gordon,  Risdon  Iron  wonts;  mains, 
cast  iron,  639.86  miles.  4  to  86  in.  dia.;  2,190  hy- 
drants; 2,023  valves:  meters,  total  number  26342, 
Crown  127,  Nash  1.664,  Rotaij  6,  Empire  906.  Her- 
sey  Rotary  60,  Trident  18,843,  Hersey  Disc  S9, 
Thomson  6,  Worthington  16,  Columbia  41.  Pitts- 
burg 1,  Keystone  886,  Lambert  762,  owned  by  city 
with  exception  of  about  866;  68,tf3  services;  pipe, 
galv.  iron ;  pressure,  dom.  66  lbs.,  fire  80  lbs. ;  con- 
sumption per  day,  32,000,000  gals^  cost  to  con- 
struct, $6,600,000;  bonded  debt  $2,092,750;  int.  paid 
on  bonds,  Z%  and  4  per  cent;  cost  of  mtce.,  8^,* 
107.86;  works  belong  to  city. 

LOS  GATOS,  pop.  8,600;  fire  area,  200  acre«; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permHted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 10  c.  hand  ex..  1  b.  ft  L 
truck,  4  hose  carriages;  hose,  canvas,  1,500  ft.: 
rubber,  860  ft;  total  hose,  1,860  ft;  fire  alarm, 
bell,  7  boxes;  value  of  dept  equipment  $1,100: 
total  mem.,  25  volunteers. 

Watss  Supply— Source,  springa  and  wella;  sys- 
tem, gravity;  res.  can.,  6,260,000  gals.;  pumpinfc 
engines,  cap.  per  day  260,000  firals. ;  mains,  8  and  i 
in.  dia.;  47  hydrants;  meters,  total  number  5A: 
pressure,  dom.  100  lbs.,  fire  120  lbs.;  consumption 
per  day  250,000  gals.,  per  capita  126  gals.:  cost  to 
construct,  $77,476;  orks  belong  to  Co. 

MARICOPA.    Fire  dept-^  c.  engines;  cost  of 
equipment,  $1,400. 
Wates  Supply— Not  reported. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— CALIFORNIA. 


B-21 


na 


MARTINEZ,  Contra  Costa  Co..  pop.  2JS00;  mer- 
cantile bldgs.,  ttone,  brick  and  woo<L  2  stories: 
private,  wood,  IMt  stories ;  wooden  roots  permitted 
in  fire  area;  causes  of  fires  investigated.  Fire  dept. 
2  c.  engines  on  wheels,  6  c  hand  ex.,  1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1,200  ft.;  rubber,  good,  IfiO  ft;  total  hose, 
1,350  ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
$2,375;  value  of  bldgs.,  |8,000;  total  mem.,  66  vol- 
unteers. 

Watxk  SurrLT^-Soarce,  weUajfiystem,  pump  to 
ret.  sad  direct:  ret.  cap.,  10,000,000  gala.;  pnmpiag 
enfliincs.  cap.  3,000,000  gals;  mains,  40  milta,  S  to 
12  in.  ata.;  22  hydrants;  meters,  total  number  100, 
Naah  and  others;  pressure,  dom.  45  Ibt.,  firs  46 
lbs.;  consumption  per  day  iOOjOOOgals.,  per  capita 
00  gals.;  cost  to  conslnict,  |20,0w;  aan.  cost  of 
mtce,  12,500;  works  belong  to  Co. 

MARYSVILLE,  pop.  6,600.  Fire  dept-2 
steamers,  1  c.  engine,  1  b.  ft  L  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  8,000  ft; 
inferior,  all  kinds.  960  ft;  toUl  hose,  8,960  ft; 
total  mcm^.  16^  paia  full  time  4.  paid  part  time  12. 

Watxk  SurFLT— Source,  wcus;  systesn,  gravity, 
pump  to  stdp.  and  direct;  stdp.  cap^.  860,000  gals.;  1 
puflnping  engine,  cap.  per  day  l,o(XLOOO  gala.,  con- 
stractor  Woirthington;  mains,  8  miles,  2  to  12  in. 
dia.;  10  hvdrants;  meters*  total  number  8;  718 
services;  pipe,  cast  iron;  pressure^om.  18  lbs., 
fire  16  lbs.;  consumptioB.  per  day  80,000  gals^  per 
capita  10  gals.;  works  belong  to  Co. 

MAYFIELD,  pop.  1,400.  Fire  dept— 8  hose  car- 
iaees;  hose,  1,000  ft.;  total  mem.,  89  volunteers. 

WATKm  Supply— Source,  wells;  res.  cap.,  110,000 
gals.:  1  pumping  engine,  class  centrifugal,  cap. 
per  oay  604,000  gals.,  constructor  Jackson. 

MENDOCINO,  pop.  1,000;  fire  area,  84  acres; 
mercantile  bldgs.,  wood,  1  and  8  stories;  inivate, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  causes  of  fires  investiffited;  av.  fire  loss  |>er 

r.,  for  8  years,  81,000.  Fire  dept— 1  hand  e.  «rme, 
h.  &  L  truck,  1  c.  hand  ex.,  1  hose  cart;  hose, 
cotton,  rubber  lined,  good,  860  ft,  rubber,  good, 
150  ft;  inferior,  all  kinds,  100  ft:  total  hose,  000 
ft;  fire  alarm,  bell;  value  of  dept  equipment, 
^400;  value  of  bldgs.,  8600;  aim.  exp.  of  dept, 
1200;  total  mtm.,  60  volunteers. 

Watsk  Supplt— Source,  wells  and  cisterns;  sys* 
tern*  pvonp  to  res.;  quality  of  wat<Tj  good;  tank 
cap,,  860,000  gala.;  cost  to  constmct,  178,000. 

MENLO  PARK,  pop.  1,000;  fire  area,  400  acres; 
mercantile  bldgs.,  brick  and  wood,  1  story;  pri- 
vate, wood,  1  story;  wooden  roofo  p«^ 
mitted;  no  fireworks  and  combustibles  ora.; 
causes  of  fires  investigated;  st.  fire  loss  per  yr, 
for  S  yra.,  |800;  ar.  ina.  for  ssme  time,  1800.  i^ire 
dept.— 1  nose  wagon:  hos^,  cotton,  760  ft,  good 
500  ft;  total  hose.  7dO  ft;  fire  alarm,  bell;  value 
of  dept  equipment  H.OOO;  value  of  bldgs.,  8300; 
total  mern^^  30  volunteers. 

Watxk  supply— Source,  surface  water;  system, 

raTity;  res.  cap.,  125,000,000  gals.;  mains,  40  miles, 
to  20  in.  dia.:  meters,  total  number,  180,  Crown. 
Hersey  Disc,  Worthington;  pressiune.  dom.  70  lbs., 
fire  86  lbs. ;  cost  to  construct,  $400,000. 

MILL  VALLEY,  opp.  8,000.  Fire  dept-2,100 
ft  hose;  total  mem.,  2&  volimteers. 

Water  Supply— Source,  creek,  dam,  cap.  1.600,- 
000  gals.;  res.  csp.,  75,000  gals.:  mains,  4.  3,  2  in. 
dia.;  pressure,  dom.  GO  to  70  lbs.,  fire  106  to  135 
lbs. 

MERCED,  pop.  3.000;  mercantile  bldgs.,  stone, 
brick  and  wood.  1  and  2  stories;  private,  brick 
and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated.  Fire  dept— 2 
steamers,  2  c  hand  ex.,  3  hose  carts;  hose,  cotton, 
rubber  lined,  good,  600  ft:  cotton,  good,  1,500  ft; 
total  hose,  2.wb  ft ;  1.  como.  hose  wagon,  4  horses ; 
fire  alarm,  bell;  total  mem.,  28,  26  volunteers,  3 
paid  men. 

Watsr  Supply — Source,  river,  18  miles  from 
tyusiness  centre;  system,  pump  to  res.;  res.  cap.. 
3,000,000  gals.;  centrifugal  pump,  cap.  2,160,000 
gr^ls.  per  day;  quality  of  water,  good:  mains, 
oast  iron,  8  miles,  6  to  16  in.  dia.;  57  nydrants, 
IL.udlow;  400  services;  pipe,  lead;  pressure,  dom. 
36  lbs.,  fire  83  lbs.;  consumption  per  day  800.000 
^als.;  cost  to  construct,  $600,000;  ann.  cost  of 
notce.,  ^f600;  works  belong  to  Co. 


MODESTO,  pop.  %084;  fire  area,  8  blocks;  mer- 
cantile bldgs.,  brick,  2  Si^d  8  stories;  private,  wood, 

1  and  8  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.:  causes  of 
fires  investigated.  Fire  dept— 1  h.  ft  1.  truck,  1 
gasoline  fire  engine,  2  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  1,000  ft;  rubber,  good,  860  ft; 
inferior,  aU  kmds,  260  ft;  total  hose,  1,600  ft;  fire 
alarm,  electric  bell  and  whistle;  value  of  dept. 
eouimneniMOO;  value  of  bldgs.,  8466;  ann.  exp. 
ot  dept,  8900;  total  mem.,  46  volunteers. 

Waybk  Supply— Source,  wells;  system,  pump  di- 
rect and  to  stdp.;  stdp.  cap.,  160.000  gals.;  8  pump- 
ing engines,  csp.  per  day  2.000,000  gals.;  mams, 
8  miles,  8  to  12  in.  dia.:  88  hydranto;  8  valves; 
1,000  services:  pressure,  fire  120  lbs.;  cost  to  con- 
struct, $60^000;  int  paid  on  bonds,  8  per  cent 
semi-annually;  cost  of  mtce.,  88,000;  works  belong 
to  city. 

MONROVIA,  pop.  6,000;  fire  area,  6  blocks; 
mercantile  bldgs.,  stone,  concrete,  brick  and  wood, 

2  stories;  private,  wood,  1  and  8  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  aept^8  hose  carts*  hose,  cotton,  rubber 
lined,  good,  1,600  ft ;  8  hand  chemicals,  2  c.  carts. 

Watke  Supply— Source,  mountain;  system, 
gravity;  res.  cap.  8,000,000  gals.;  mains,  cement  and 
iron,  42  miles,  2  to  24  in!  dia.;  60  hydrants; 
pressure,  dom.  26  to  150  lbs.,  fire  76  to  200  lbs.; 
cost  to  construct,  870,000;  ann.  cost  of  mtce., 
86,000;  works  belong  to  city. 

MONTEREY,  Monterey  Co.,  pop.  3,100;  bldn.. 
wood,  1  story;  private,  wood,  1  story:  wooden 
roofs  permitted:  fireworks  and  combustibles  ord.; 
causes  of  fires  tnvestimted.  Fire  dept— 1  h.  ft  L 
truck,  1  hose  wagon,  8  hose  csrriMes;  hose,  cot- 
ton, rubber  nineql  good,  2,000  ft ;  fire  alarm,  bell ; 
value  of  bldga.,  fLOOO;  total  mem.,  00  volunteers. 

Watm  Supply — Source,  river,  26  miles  from 
business  centre;  system,  gravity;  quality  of  water, 


berg;  400  Yalves.  Coffin,  Ludlow,  Crsne;  meters, 
total  number  2,800;  3,200  services;  pipe,  galv.  iron; 
pressure,  dom.  80  lbs.,  fire  110  lbs.;  cost  to  con- 
struct 6.800,000;  works  belong  to  Co. 

MOUNTAIN  VIEW,  pop.  3,000.  Fire  dept.-l 
h.  &  1.  truck,  2  hose  carriages :  hose,  1,200  ft. ;  fire 
alarm,  bell;  total  mem.,  45  volunteers. 

Water  Supply — Source,  wells;  stdp.  cap.,  100,000 
gals.;  1  pumping  engine,  class  duplex,  cap.  per 
day  892,800  gals.,  constructor  Worthmgton;  mains, 
8,  6,  4,  8  in.  dia.;  37  hydrants;  pressure,  dom.  45 
lbs.,  fire  100  lbs. 

NAPA  CITY,  pop.  6;600;  fire  area,  896  acres: 
mercantile  bldgs.,  stone,  bnck  and  wood,  1  to  3 
stories;  private,  wood,  2  stories;  wooden  roofs  not 
permittea  in  fire  area;  fireworla  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
No.  3  Nott  steam  engine,  1  combination  hose 
wagon  and  chemical  engine  automobile,  1  hand 
engine,  6  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  6  hose  carriages,  2  horses;  hose,  cotton, 
rubber  lined,  good.  8,600  ft.;  inferior,  all  kinds, 
600  ft;  toUl  hose,  4,000  ft;  fire  alarm,  bell,  20 
boxes;  value  of  dept.  equipment,  815,000;  value  of 
bldgs.,  110,000;  ann.  exp.  of  dept,  $7,000;  total 
mem.  40,  5  paid,  6  call  men,  29  volunteers. 

Watsr  Supply— Source,  wells  and  river:  sys- 
tem, pump  to  res.  and  direct;  res.  cap.,  3,500;000 
gals.;  stdp.  cap..  867,200  gals.;  pumping  engines, 
cap.  per  dav  2^600,000  gals.;  mains,  i8  miles,  2  to 
12  in.  dia.;  64  hydrants;  meters,  total  number  200; 
897  services;  pressure,  dom.  20  to  40  lbs.,  fire  90 
lbs.:  consumption  per  day  1,600,000  gals.,  per 
capita  875  gals.;  cost  to  construct,  $200,000;  ann. 
cost  of  mtce.,  818,000;  works  belong  to  Co. 

NATIONAL  CITY,  pop.  1,086.  Fire  dept.— 1.  h. 
ft  1.  truck,  8  hose  csrriages:  total  hose,  lOOO  ft. 

Watsr  Sitpply— 'Source,  river,  8  miles  from  busi- 
ness center;  system,  gravity:  quality  of  water, 
good;  res.  cap.,  7,600,000,000  gals.:  msins,  wrought 
iron,  100  miles,  4  to  86  in.  dia.;  46  hydrants; 
meters,  total  number  485,  Crown  27.  Naah  38,  Em- 
pire 128,  Gem  113,  Trident  64,  Hersey  Disc  2. 
Thomson  19,  Worthington  6,  Columbia  24,  owned 
by  Co.;  1,23  services;  pipe,  wrought  iron;  pres- 
sure, dom.  90  lbs.,  fire  80  lbs. 
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NEVADA  CITY,  pop.  3,260;  fire  area.  1  sq. 
mile;  mercantile  bldgs.,  wood  and  brick,  1  to  S 
stories;  private,  wood.  IH  stories;  wooden  roofs 
pennittea;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — IS  c.  hand  ex., 
4  hose  carts,  3  hose  wagons,  2  horses;  hose^  cot- 
ton, rubber  lined,  good.  2,600  ft. :  fire  alarm,  Game- 
well,  12  boxes;  value  ot  bldgs.,  $3,900;  ann.  exp.  of 
dept.,  $1,750;  total  mem.,  110  volunteers. 

Watkk  Supply— Sjrstem,  gravity;  quality  of 
water,  good;  res.  cap.  8,900,000  faJa,,  located  north 
and  south  of  city:  mains,  cast  iron,  12  miles,  4  to 
20  in.  dia.;  96  hydrants;  40  valves.  Perfection, 
Ayres  and  Mathews;,  8w  services;  pipe,  galv. 
iron;  pressure,  dom.  35  lbs.,  fire  100  lbs.:  cost  to 
construct,  $60,000;  bonded  debt,  $42,000;  int.  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $1^250; 
works  belong  to  city. 

OAKDALE,  pop.  1,600;  mercantile  bldgs.,  brkk, 
1  and  2  stones;  private,  wood,  1  stoty;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  inves- 
tigated. Fire  dept.— 1  hand  engine,  1  c.  engine  on 
wheels,  4  c.  hand  ex.,  1  h.  &  L  truck,  1  hose  wagon; 
hose,  cotton,  rubber  lined,  sood,  600  ft.;  total  hoae, 
600  It.;  ann.  exp.  of  dept.,  ^60;  total  mem.,  40  vol- 
unteers. 

Watsr  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap..  200,000  gals.;  pumping  engines, 
cap.  per  dav  240,000  flgtls. ;  mains,  8  miles,  6  in. 
dia.;  10  hydrants;  1,000  services;  pressure,  dom. 
20  to  50  lbs.,  fire  80  lbs.;  cost  to  construct,  910,000; 
ann.  cost  of  mtce.,  $2,600. 

OAKLAND,  pop.  120,000;  fire  area,  28  sq.  miles; 
mercantile  bldgs.,  stone  and  brick,  1  to  11  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworka 
and  combustibles  ord.;  causes  of  fires  investigated; 
Fire  dcpt.— 10  steam  engines  (1  reserve),  16 
c.  hand  ex.,  1  h.  &  I.  truck,  2  hose  wagons,  52 
horses;  hose,  cotton,  rubber  lined,  good,  2,200  ft.; 
poor  hose,  600  ft.;  total  hose,  2,800  ft.;  fire  alarm, 
Gamewell,  158  boxes;  value  of  dept.  equipment, 
$150,000;  value  of  bldgs.,  $75,000;  total  mem.,  151, 
paid   full  time  56,  paid  part  time  96. 

Water  Supply— Source,  wells  and  Lake  San 
Leandro;  system,  gravity,  pump  direct;  res.  cap. 
6,800,000,000  gals.:  8  pumpmg  engines,  cap.  per 
day  14,000,000  gals^  mains,  cast  and  sheet  iron, 
6  and  4  in.  dia.;  138  hydrants;  meters,  total  num- 
ber 1,798;  15,700  services;  pressure,  dom.  60  to  70 
lbs.  fire  115  to  130  lbs. ;  cost  to  construct,  $4,520,000; 
int.  paid  on  bonds,  5  per  cent;  ann.  cost  of  mtce., 
$100,000;  works  belong  to  Co. 

ORANGE.  Water  Supply— Source,  8  wells: 
1  mile  from  business  center;  system,  gravity  and 
direct;  2  Unks,  cap.  100,000  gals.;  dim.  28x22  ft; 
qualitv  of  water,  excellent :  res.  cap.,  70,000  gals. ;  8 
pumping  engines,  1  gasoline,  1  steam;  cap.  per 
day  1,152,000  gals. ;  mains,  wrousht  iron,  8  to  8  in. 
dia.;  20  hydrants;  200  meters.  Trident,  Nash;  600 
services;  pipe,  galv.  iron;  preasure,  dom.  40  lbs., 
fire  100  lbs.;  consumption  per  day,  200,000  gals. ; 
per  capita,  400  gals.;  cost  to  construct,  $620,000; 
Dondea  debt,  $48,660;  int.  paid  on  bonds,  4%  per 
cent;  cost  of  mtce.,  $3,000;  works  owned  by  city. 

OROVILLE,  pop.  6,200;  mercantile  bldgs., 
brick,  1  and  2  stories;  private,  wood,  1  and  2 
stories;  wooden  roofs  not  permitted  in  fire  area; 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 1  h.  &  1.  truck,  6  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  2,500  ft.;  rubber,  good, 
150  ft;  inferior,  all  kinds,  850  ft.;  total  hose,  3,500 
ft.;  fire  alarm,  bell  and  electric,  26  boxes;  value  of 
dept.  equipment,  $4,000;  value  of  bldgs.,  $4,500; 
ann.  exp.  of  dept.,  $1,000;  total  mem.,  llo  volun- 
teers. 


meters,  total  number  1  Crown;  500  services;  pres- 
sure, aom.  70  lbs.,  fire  70  lbs.;  cost  to  construct, 
$300,000;  ann.  cost  of  mtce.,  $6,000;  works  belong 
to  Co. 

PACIFIC  GROVE,  pop.  2300;  mercantile  bldgs., 
wood,  1  and  2  atories;  private,  wood,  1  story,  rtre 
dept.— 1  h.  &  1.  truck,  6  c.  hand  ex.,  3  hose  carts; 
hose,  cotton,  tubber  lined,  good,  1,900  ft.;  ann. 
exp.  of  dept.,  $200;  total  mem.,  42  volunteers. 

Water  Supply— Source,  river,;  26  miles  from 
business  center;  system,  flnvity;  quality  of 
water,  good;    rea.  cap.,  146,000,000  gals;    located. 


2H  miles  from  city;  mains,  sted  and 
2o  milea,  12  to  20  m.  dia.:  hydranu;  1»«« 
meters,  total  number  60.  Crown.  Heracy 
Buffalo,  Trident  and  Hersey  Torrent, 
Co.;  1,800  services;  pipe,  galv.  iron; 
dom.  80  lbs.;  fire  110  lbs.;  cost  to 
$1,000,000;  works  belong  to  Co. 


Rotaxy, 

by 


PALO   ALTO. 


>.   5,600;  fire  area,   60  acres; 


fALAJ  Ai^iu,  pop.  &,auu;  nre  area,  m*  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  8  atories; 
private,  wood,  1  and  2  atories;  wooden  roofs  per- 
mitted; fireworks  ord.;  cauaea  of  fires  investigated; 
av.  fire  loaa  per  yr.  for  8  yrs.,  $6*600;  av.  ins;,  for 
same  time,  $12,000.  Fire  dept. — 4  c.  band  ex..  1 
h.  &  1.  truck,  3  hose  wMona:  hose,  cotton,  mbbcr 
lined,  good,  2,000  ft.;  fire  alarm,  bell;  ann.  exp. 
of  dept.,  $600;  total  mem.,  46  volunteers;  under- 
writers' rating,  third  daaa. 

Watsk  Supply— Source,  wells,  IH  milea  from 
buainesa  center;  system,  pump  to  rea.  and  direct; 
1  Rtadon  cent,  pump,  cap.  800  gals,  per  min.;  1 
Byron  Jackson  cent,  pump,  cap.  1,200  gmla.  per 
mm.;  2  Blake  steam  pumps,  combined  cap^  1,400 
gals,  per  min.;  res.  cap.,  ^,000  gals.;  2  tanks, 
cap.  40,000  gads,  each;  mains,  10  miles,  4  to  10  in. 
dia.;  98  hydrants;  meters,  total  number,  1,000;  140D 
services;  pressure,  dom.  40  lbs.,  fire  85  Iba. ;  cost 
to  construct,  $86,000;  int.  paid  on  bonds,  6  per 
cent;  ann.  cost  oi  mtce.,  $10,000. 

PASADENA,  pop.  30.000;  fire  area.  000  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  €  atories; 
private,  wood,  2  atories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustiiiles 
ord.;  causes  of  fires  investigated.  Fire  depC— 4  c 
engines  on  wheels,  8  steam  engines,  10  c  hisnd  ex., 
3  hose  wagons,  27  horses;  total  hose,  6,200  ft.;  fire 
alarm,  Gamewell,  25  boxes;  value  of  dept.  equip- 
ment, $45,000;  value  of  bldgs.,  $66,000;  ann.  exp. 
of  dept.,  $31,100;  total  mem.,  46,  paid  ftdl  time  ^ 
call  men  11. 

Water  Supply— Souree,   springs   and    speDs,    1 


Pasadena,  21,000,000  gaia.;  6  pumping  enginea,  cap. 
per  day  2,000,000  gals.,  constructor  Worthlngtra ; 
mains,  cast  iron  and  sheet  steel,  85  milea,  2  to  22 
in.  dia.;  40  hydrants;  100  valves.  Crane;  meters. 


1,000,000  nls.,  per  capita  12  gals.;  cost  to  con- 
struct, $261408.68:  bonded  debt,  $87,500;  int.  paid 
on  bonds,  7  per  cent;  ann.  cost  of  mtce.,  $10,000; 
works  belong  to  Co. 


PASO  ROBLES,  pop.  1,600;  fire  area.  400 
mercantile  bldgs.,  stone,  bride  and  woocL  4  atories; 
private,  atone,  brick  and  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  csuse  of  fires  investigated;  av.  fire 
loss  per  yr.  for  8  yrs.,  $600l  Fire  dept. — ^1  h.  ft  L 
truck,  2  hose  wagona,  2  hose  carriages:  boae 
cotton,  rubber  lined,  good  1,200  ft.;  total  hose, 
1,200  ft.;  fire  alarm,  bell;  ann.  exp.  of  dept., 
400;  total  mem.,  86,  paid  part  time.;  nnderwritcra* 
ratmg,  third  class. 

Watbr  Supply— Source,  pumps,  %  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  excellent;  res.  cap.,  LwO,000  gab.;  2  pump- 
ing enginea,  cap.  per  day  1,750,000  gala.,  conatme- 
tora  Garrett  ft  Daw;  mains,  wrought  iron,  2  miles. 
^to  8  in.  dia.;  16  hydrants;  meters,  total  number, 
80;  works  belong  to  Co. 

PETAL UM A,  pop.  6,000;  fire  area*  U  acres;  mer- 
cantile bld^.,  bnck.  1  to  8  stories;  private,  wood. 
1  to  8  stones;  wooden  roofs  not  permitted  ia  fire 
area;  fireworka  and  combuatibles  ord.;  canaea  of 
fires  investigated.  Fire  dept. — ^1  hand  engine.  1 
hose  wagon.  4  c.  hand  ex.,  o  hose  carriages;  hose. 
cotton,  rubber  lined,  good,  3,K0  ft.;  infenor.  all 
kinds,  600  ft.;  total  hose,  4,150  ft.;  fire  alarm. 
Gamewell,  11  boxes;  value  of  dept.  equipment. 
$10,000;  value  of  bldgs.,  $5,000;  ann.  exp.  of^  dept.. 
$1,500;  total  mem.,  127  volunteers. 

Watsr  Supply— Source,  mountain  streama;  sys- 
tem, gravity;  quality  of  water,  good;  res.  cap., 
66,000^000  gals.;  mains,  TI  miles,  4  to  8  in. 


51  hj^rsnts.  Savage  ft  Sona;  47  valvea,  Chapeaaa 
and  Eddy;  meters,  total  number  52,  Crown,  Xam- 
bert  pressure,  fire  60  to  66  lbs,j  cost  to  constrQct* 
$217.0u>;  ann.  cost  of  mtoe.,  HJMi  worlca  bdooff 
to  Ca 
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PLACERVILLE,  pop.  2,200;  mereantfle  bldjp., 
brick  and  wood,  8  stories;  private,  wood,  2  stones: 
wooden  roofs  permitted  in  fire  area;  fireworl^s  and 
combustibles  ord. ;  causes  of  fires  investigated.  Fire 
dept. — 2  hand  engines,  4  hose  carts;  hose,  cotton, 
mbber  lined,  good,  1,400  ft.;  inferior,  all  kinds. 
250  ft.;  toul  hose,  1,650  ft.;  fire  alarm,  bell;  total 
mem.,  60  volunteers. 

WATsa  SuprLY— Source,  springs  and  dstenis; 
system,  gravitv;  res.  cap..  G0ii,000  gals.;  mains.  SM 
miles,  7  m.  dia.;  IB  bydranu;  pressure,  fire  47  to 
IfiO  lbs. 

PLEAS  ANTON,  pop.  1,500;  mercantile  bldgs., 
brick  and  wood,  1  to  S  stories;  private,  wood,  1 
storr;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  yrs.,  18.760;  av.  iaa.  for 
same  time,  18460.  Fire  dept.— 15  c.  hand  ex., 
1  h.  &  L  truck,  2  hose  carriages;  hose,  cot- 
ttm,  rubber  lined,  ffood  1,000  ft.;  total  bosc.  1,000 
fL:  fire  alarm.  Dell;  value  of  dept.  cqummeat, 
11,750;  value  ot  bldga.,  11,000;  ann.  exp.  oTdept. 
ITC;  total  mem.,  42  volunteers;  underwriters 
rating,  third  class. 

Watxe  Supply— Source,  wells,  %  mile  from  busi- 
ness center;  system,  pump  to  res.;  quality  of  water, 
good;  res.  cap.  206,000  gals.,  located  133  ft.  eleva- 
tion above  town,  28  h.  p.  pumping  engines,  class 
Fairbanks-Morse,  cap.  per  min.,  600  ^Is.,  con- 
structor, Keogh;  mains,  cast  iron,  6H  miles,  10  to 
1%  in.  oia. :  80  hydrants ;  meters,  total  number,  15, 
Union  8,  Thomson  1,  Buffalo  o,  owned  by  cil 


.  .  _  V.  iron;  pressure,  dom. 
lbs.,  fire  67H  ibs.;  consumption  per  capita,  84  gals.; 
bonded  debt,  820,000;  cost  of  mtce.,  I1.600;  works 
belong  to  city. 

POMONA,  pop.  8,00a  Fire  dept.— 1  c.  engine, 
1  combinstion  h.  &  1.  truck,  1  auto,  combination 
chemical  and  hose  truck,  3  hose  carriages;  hose, 
cotton,  rubber  lined,  1,950  ft;  fire  alarm,  Garae- 
vrell;  total  mem.  74,  volunteers,  paid  2. 

Water  Supply— Source,  wells,  4%  miles  from 
business  center;  system,  gravity,  pump  to  res., 
material  used  in  cons.,  cement;  cap.  res.,  1.000^000 
sals. ;  quality  of  water,  good ;  res.  located  IVs  miles 
north;  engine,  class  Jackson  centrifugal,  cap.  per 
day  5,000,(JOO^aIs.,  constructors  Lindsey  &  Addi- 
son; mams.  To  miles,  2  to  24  in.  dia^  160  hydrants; 
meters,  total  number  450,  Trident  200.  Hersey  Disc 
60,  owned  by  city  and  consumer;  1,700  services; 
pressure,  dom.  M  lbs.,  fire  50  lb«.:  cost  to  con- 
struct, $360,970;  bondecl  debt.  $175,000;  int.  paid  on 
bonds.  6  per  cent;  cost  of  mtce.,  $10,600. 

PORTERSVILLE,  pop.  2,000;  fire  srea,  400 
acres;  mercantile  bldgs.,  brick,  1  snd  2  stories; 
private,  wood,  1  and  3  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  8  yrs., 
8A33;  av.  ins.  for  same  time,  8366.  Fire  dept— 1  c. 
engine,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good.  2.000  ft:  mferior,  all  kinds,  100  ft; 
total  hose.  2400  ft;  fire  alarmj^lectric,  88  boxes; 
value  of  dept.  equipment,  $16,000,  including  value 
of  bldgs.;  ann.  exp.  of  dept.,  $600;  total  mem.,  60 
▼olunteers:  underwriters'  rating,  third  class. 

Watzk  Supply— Source,  wells;  system,  pump 
direct;  res.  2U?'.u^^*^^  gs^s*:  pumping  engines, 
cap.  per  day  720,000  ^Is.,  constructor  J.  u,  Jardin; 
nains,  2H  miles,  6  m.  dia.;  80  hydrants;  pressure, 
dom.  40  lbs.,  fire  70  lbs.:  cost  to  construct,  860,000; 
ann.  cost  of  mtce.,  $6,000;  works  belong  to  Co. 

RED  BLUFF,  pop.  3.000;  fire  area,  700  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
X  to  2  stories;  wooden  roofs  not  permittra:  fire 
works  and  combustibles  ord.;  causes  of  fires  in- 
wcstigated.  Fire  dept— 2  steamers,  1  hand  engine, 
1  new  gasoline  engine,  4  c.  band  ex.,  1  b.  ft  L 
truck,  4  hose  carriages,  4  horses;  hose,  cotton, 
r-nbber  lined,  good.  1,500  ft;  total  hose.  1.600  ft; 
fire  alarm,  bell,  24  boxes;  value  of  dept.  equipment, 
^1.000;  value  of  bldgs.,  $16,000;  total  mem.  60, 
f>aid  full  time  8,  volunteers  47. 

Watbk  Supply— Source,  creek.  10  miles  from 
business  center;  system,  gravity  and  pumo  to 
tftdp.;  stdp.  cap..  8nO.00O  ffals.:  pumping  enorines, 
cap.  per  day  800,000  gals.,  constructors  W.  F. 
rvarratt  &  Co.:  mains,  sheet  iron,  18  miles,  W. 
\V.  Montague  Co.;  834  services;  pressure,  dom.  27 
lt>s.,  fire  27  lbs.;  cost  to  construct,  $150,000;  ann. 
cost  of  mtce.,  $6,000;  works  belong  to   Co. 


REDDING,  pop.  5,000;  fire  area,  28  acres;  bldgs., 
brick,  1  and  4  stories;  wooden  roofs  not  per- 
mitted. Fire  dept— 1  70-gal.  c.  engine,  6  c.  hand 
ex.,  1  h.  &  1.  truck,  45-ft.  ext,  4  nose  carriages; 
hose,  cotton,  rubber  lined,  good,  3,000  ft;  fire 
alarm,  Gamewell,  18  boxes;  value  of  dept.  equip- 
ment, $6,400;  value  of  bldgs.,  $1,500;  ann.  exp.  of 
dept.,  $1,600;  total  mem.,  100  volunteers. 

Watsk  Supply— Source,  river,  in  business  cen- 
ter; system,  pump  direct;  res.  cao.,  850,000  gals.; 
pumping  engines,  cap.  per  day  1,600,000  gala.,  con- 
struccors  Wortbington  and  Dow;  mains,  8%  miles. 
2  to  12  in.  dia.;  2e  hydrants,  Garratt;  meters,  total 
number  200;  pressure,  dom.  60  lbs.,  fire  60  lbs.; 
cost  to  construct,  868,000;  ann.  cost  of  mtce.,  $4,600; 
works  belong  to  Co. 

REDLANDS,  pop.  10,000;  fire  area,  15  blocks; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood,  1  and  8  stories^  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  comb,  c  &  h. 
wagon,  10  c.  hand  ex.,  1  hose  wagon,  2  hose  car- 
riages, 2  horses;  hose,  cotton,  rubber  lined,  2,700 
ft.:  fire  alarm,  bell;  value  of  dept.  equipment, 
$10,500;  value  of  bldgs.,  $5,500;  ann.  exp.  of^dept, 
$2,400:  toUl  mem.  17,  paid  full  time  1,  paid  part 
time  1,  volunteers  16. 

Watek  Supply— Source,  8  wells,  80  miles  from 
business  center;  system,  gravity;  nitration  aystem, 
sand  boxes;  quality  of  water,  good;  res.  cap., 
6^000,000  gals.,  located  in  city;  mains,  steel,  40 
miles.  8  and  6  in.  dia.:  47  hydrants;  1,900  services; 

fiipc,  iron;  pressure,  dom.  40  to  50  lbs.,  fire  80  to 
00  lbs.;  cost  to  construct,  $320,000;  bonded  debt, 
$100,000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $13,000;  works  belong  to  Co. 

REDWOOD,  pop.  1,668;  fire  area.  600  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  lossper  yr.  for 
8  yrs.,  $4,000;  av.  ins.  for  same  time.  $1,833.  Fire 
dept— 1  hand  engine,  1  c.  engine,  20  c.  hand  ex.,  1 
h.  &  L  truck,  1  hose  wagon,  4  hose  carriages; 
hose,  cotton,  rubber  lined,  good  1,000  ft;  rub- 
I  ber,  good  760  ft.;  inferior,  all  kinds,  400  ft.;  total 
I  nose,  2,160  ft;  fire  alarm,  bell.  8  boxes:  value  of 
;  dept  eduipment.  $3,760;  value  of  bldgs..  $2,500;  ann. 
exp.  of  dept,  $30;  total  mem.,  92  volunteers;  un- 
derwriters' rating,  third  class. 

Water  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  main  and  stdp.; 
stdp.  cap.,  100,000  gals.;  quality  of  water,  good; 
2  pumping  engines;  class,  centrifugal,  cap.  per 
day,  500,000  gals.:  constructor,  Byron  Jackson; 
mains,  10  miles,  2)^  to  8  in.  dia.;  90  hydrants; 
meters  owned  by  city;  460  services;  pipe,  iron; 
pressure,  dom.  30  lbs.,  fire  50  lbs.;  consumption 
per  day,  90,000  to  250,000  gals.;  cost  to  construct, 
$85,000;  bonded  debt,  $40,(»0;  int  paid  on  bonds, 
5  per  cent;  works  belong  to  city. 

RICHMOND,  pop.  9,000.  Fire  dept— 1  hose 
wagon,  2  hand  hose  carriages,  2  horses;  hose,  2,800 
ft;  fire  alarm,  bell;  total  mem.  50,  paid  full  time 
1,  49  volunteers. 

Water  Supply— Source,  wells;  4  stdps.,  com- 
bined cap.  425,000  gals.;  res.  cap.,  1.000,000  gals.;  2 
pumping  engines,  cap.  per  day  358,320  gals,  to- 
gether, constructors  Stilwell-Biercc-Knowlcs; 
.  mains,  10  miles,  3,  4,  6  in.  dia.;  61  hydrants;  pres- 
sure, fire  83  lbs. 

RIVERSIDE,  Riverside  County,  pop.  11,000; 
mercantile  bldgs.^  brick,  1  to  3  stories;  private, 
wood,  1  to  2  stones;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  &  1. 
truck,  1  steam  engine,  6  c.  hand  ex.,  2  hose  wag- 
ons, 1  hose  reel,  6  horses;  hose,  cotton,  rubber 
lined,  3,000  ft. ;  fire  alarm,  telegraph ;  value  of  dept 
equipment,  $16,385;  ann.  exp.  of  dept,  $6,300;  total 
mem.  36,  paid  full  time  o,  paid  part  time  31; 
Joseph  Schneider,  chief. 

Water  Supply— Source,  wells,  8  miles  from  busi- 
ness center;  auxiliary  plant,  1  mile  from  business 
center;  pumped  to  res.  at  an  elevation  of  240  ft; 
cap.  of  this  res.,  1,000,000  gals.;  system,  gravity; 
quality  of  water,  excellent;  res.  cap.,  50,0(W  gals.; 
located  at  station:  1  duplex  and  1  triplex  pump 
operated  by  2  50-H.  P.  Fairbanks-Morse  gas  en- 
gmes,  combined  cap.  675  gals  per  minute;  mains. 
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steel,  29  miles,  8,  6.  4,  3  and  2  in.  dia.;  IBO  hj- 
drants;  meters,  total  number,  816,  Crown  11,  Tri- 
dent 208,  Empire  88,  Hersey  Disc  3,  Keystone  6, 
Lambert  1,  Nash  1^  Pittsburg  8,  owned  by  Co.; 
2,216  services;  pipe,  1  in.;  pressure,  dom.  40  lbs., 
fire  65  lbs.;  consumption  per  day,  l,500,000ffals. ; 
per  capita,  60  gals.;  cost  to  construct,  |2ra,396; 
bonded  debt,  $186,000;  int.  paid  on  bonds,  5  per 
cent;  cost  of  mtce.,  |20,643;  works  belong  to  Co. 

ROCKLIN.    Placer    County,    pop.    1.200.      Fire 
dept. — 1  hose  carriage;  hose,  cotton,  rubber  lined,' 
good  1,000  ft.;  total  mem.,  25  volunteers. 

Watbr  SurFLT— Source,  river;  syttem,  gravity; 
qttality  of  water,  good;  rea.  located  4  milea  froni 
business  center;  mainiL  tted,  6)4  milea»  6  to  IS  in. 
dia.;  30  hydrants;  works  belong  to  Co. 

ROSEVILLE,  pop.  2,000.  Fire  dept— 4  hose 
carriages;  hose,  400  ft;  fire  alarm,  wnistle;  total 
mem.,  49  volunteers. 

Water  Supply— Source,  wells;   res.  cap.,  7,000,- 

000  gals.;  mains,  18,  16,  11,  8,  6,  4,  8^  in.  dia.;  51 
hydrants;  pressure,  fire  97  lbs. 

SACRAMENTO,  Dop.  46,000;  fire  area,  640 
acres;  mercantile  bmgs.,  brick  and  stone,  1  to  6 
stories;  private,  brick  and  wood,  1  to  4  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated ; 
av.  fire  loss  per  yr.  for  3  yrs.,  1122,948.44;  av.  ins. 
involved  for  same  time,  ^,014,728.  Fire  dept.^2 
h.  &  L  trucks,  6  steam  engines,  10  c.  hand  eac,  1 
aerial  uuck,  2  comb.  c.  and  hose  wagons,  8  hose 
wagons,  2  hose  carriages,  86  horses:  nose,  cotton 
rubber  lined,  good,  8,450  ft;  total  nose,  8,400  ft, 
fire  alarm,  electric,  70  boxes;  value  of  dept  equip- 
ment, 150.000;  value  of  bldgs^  $54,000;  ann.  escp. 
of  dept  $87,600;  total  mem.  68,  paid  full  time  35, 
paid   part  time  88. 

Watsr  SuppLY'-'Source,  river;  system,  pump 
direct;  quality  of  water,  good;  8  pumping  ennnea, 
cap.  per  day  87,000,000  gals.,  constructora  Holly, 
Aliis,  Snow,  Dow:  mains,  66  miles.  4  to  24  in.  dta.; 
400  hydrants,  Ludlow;  pressure,  dom.  40  lbs.,  fire 
60  lbs.;  cost  to  construct,  $666,000;  bonded  debt, 
$160,000;  int  paid  on  bonds,  4  per  cent;  ann  cost 
of  mtce.,  $40,000;  works  belong  to  city. 

ST.  HELENA,  pop.  1,688;  fire  area,  IS  acres: 
mercantile  bldgs.,  wood,  stone  and  bri<uc.  1  and  1 
stories;  private,  wood,  8  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept — 4  c.  hand  ex..  1  h.  &  1.  truck.  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  2,000  ft.:  fire 
alarm,  bell;  value  of  dept.  equipment,  $^000; 
value  of  bldgs.,  $2,300;  ann  exp.  of  dept,  $400; 
total  mem.,  60  volunteers;  underwriterr  rating, 
third  class. 

Watsr  Supply— Source,  springs;  system,  grav- 
ity; res.  cap..  60,000,000  gals.;  mains,  6  miles,  2  to 
12  in.  dia.;  40  hydrants;  meters,  total  number  75; 
860  services;  pressure,  fire  66  lbs.;  cost  to  con- 
struct, $80,000;  ann.  cost  of  mtce.,  $2,600;  works 
belong  to  Co. 

SALINAS,  pop.  4,000;  fire  area,  2,660  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated.   Fire  dept— 1  steamer,  2  c.  hand  ex.. 

1  h.  &  1.  truck,  1  hose  wagon,  2  hose  carts,  8 
horses ;  hose,  cotton,  rubber  lined,  good,  2,300  ft. ; 
cotton,  rubber  lined,  inferior,  2,006  ft;  total  hose. 
4,300  ft;  fire  alarm,  electric,  12  boxes;  value  ot 
dept.  equipment,  $7,500;  value  of  bldgs.,  $3,000; 
total  mem.  28,  3  paid  men,  25  volunteers. 

Water  Supply— Source,    wells,     4    mile    from 

inks 


hydrants;  1,000  services;  pipe,  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  45  lbs. ;  works  belong  to  Co. 

SAN  BERNARDINO,  pop.  16,000;  fire  area,  640 
acres:  mercantile  bldgs.,  brick,  1  to  7  stories;  pri- 
vate, wood,  1  to  8  stories:  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  2  c.  hand 
ex..  1  h.  &  1.  truck,  1  hose  wagon,  6  horses;  hose, 
cotton,  rubber  lined,  good,  2,700  ft;  fire  alarm, 
£?*IJ£.^*"\  ^^  boxes;  value  of  dept  equipment, 
gg.OOO;  value  of  bldgs.,  $13,000;  ann.  exp.  of  dept, 
li<,000;  total  mem.  21  volunteers. 


I 


Water  Supply— Source,  streams,  4  weila,  M  to 
7)6  miles  from  business  center;  system,  giaviif, 

mmp   direct;  quality  of  water,   good;    res.    cap. 

,600,000  gals.;  res.  located  3%  miles  northwest  of 
city;  pumping  engines,  class  dup.,  cap.  per  day 
4,00(1,000  gala. ;  mains,  steel  and  cast  iron,  60  miles, 

4  to  20  in.  dia.;  151  hydrants:  6  valves:  8,500  ser- 
vices; pipe,  iron;  pressure,  dom.  86  lbs.,  fire  80 
lbs. ;  consumption  per  day  2,000,000  fl^ls.,  per  cap- 
ita 200  gals:  cost  to  construct,  $380,000;  bonded 
debt,  $8m,000;  int.  paid  on  bonds.  4)&  per  cent; 
ann  cost  of  mtoe.,  $15,000;  works  belong  to  city. 

SAN  BUENA  VENTURA,  pop.  3,600;  fire  area. 

5  blocks;  mercantile  bldgs.,  brick,  8  stories;  pri- 
vate, wood,  1  and  8  storiea;  woodoi  roofs  per- 
mitted outside  of  fire  area,  r  ire  dept — ^1  h.  «  1. 
truck,  1  auto,  fire  engine  and  comb,  chemical  en- 
gine, 2  hose  carriages;  hose,  rubber,  good,  1,2CM 
ft:  cotton,  1,200  ft;  total  hose,  2,400  ft.;  fire  alarm, 
bell;  value  of  dept  equipment,  $10,000;  value  of 
bldgs.,  $9,000;  ann.  exp.  of  dept,  $760;  total  menu, 
17  volunteers. 

Watsr  Supply— Somve,  river:  system,  gtrnvity; 
res.  cap..  2,000,000  galaj:  pumpmg  engmea,  daias 
dup^  cap.  per  day  860,000  gals.;  mains.  S)  oiilc^  8 
to  86  in.  dia.,  Lacy  Mfg.  Ca;  60  hydrants,  Eddy 
and  Lacy;  86  valves,  Eddy  and  Chapman;  meters, 
total  number  80,  Worthington;  700  servioss;  pres* 
sure,  fire  80  lbs.;  cost  to  construct,  $176,000;  snn. 
cost  of  mtce.,  $3,000;  works  belong  to  Co. 

SAN  DIEGO,  pop.  40,000:  fire  area,  48,600  acres; 
mercantile  bldgs.,  stone  ana  brick,  1  to  5  stories; 
private,  wood,  1  to  8  stories;  wooden  ro^'s  not 
permitted  in  nre  area;  fireworka  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  c. 
engine  on  wheels,  8  steam  enginea,  6  c  hand  ex.. 
1  aerial  truck,  1  h.  ft  L  truck,  8  comb,  c  ft  h. 
wagons,  1  hose  wagon,  2  hose  carriagea,  IS  horses; 
hose,  cotton,  rubber  lined,  6,660  ft.;  fire  alarm. 
Gamewell,  37  boxes;  value  of  dept  equipment. 
$22,600;  value  of  bldgs.,  $37,000;  ann.  exp.  of  dept, 
$23,000;  total  mem.  I»,  paid  ull  time  26.  paid  part 
tome  13. 

Water  Supply— Source,  lake,  40  mfles  from 
business  center;  system,  gravity  by  flume, 
to  res.  and  direct;  res.  cap..  10,000,000  g^ 
pumping  engines,  2  Holly-Gaskill  hor. 
comp.  at  main  pumpin|[  station  and  6  Steams. 
Dayton;  Lambert  centn.  at  auxiliary  pnmping 
plant ;  mains,  cast  and  wrought  iron,  78  miles,  4 
to  28  in.  dia.;  406  hydrants.  Eclipse,  Wood,  Gar- 
rett, Babcock;  meCera,  total  number  1,776, 
Crown,  Thomson,  Worthington;  4,214  services; 
pressure,  dom.  40  to  ^  lbs.,  fire  100  lbs.;  cost  to 
construct,  $3,700,000;  int.  paid  on  bonds,  5  and  6 
per  cent;  ann.  cost  of  mtce.,  $154,000;  works  belong 
to  Co. 

SAN  FRANCISCO,  pop.  600,000;  fire  area.  26,- 
720  acres;  report  prior  to  confiagntion  of  April. 
1906;  private,  wood,  2  stories:  fire  limits;  wooden 
roofs  not  permitted  in  nre  area;  fireworks 
and  combustiDles  ord.;  causes  of  fires  mvestigated. 
Fire  dept.— 9  c.  engines,  89  steam  ensinea,  IS  in 
reserve,  60  c.  hand  ex.,  9  aerial  trucks,  89  hose 
wagons.  333  horses;  hose,  cotton,  rubber  lined, 
good,  80,000  ft;  toUl  hose,  80,000  ft;  fire  alarm, 
electric,  884  boxes;  value  of  dept  equipment,  ISOQ,- 
000:  value  of  bldgs.,  8400,000;  ann.  exp.  of  dept, 
$906,000;  total  mem.,  660  paid  full  time. 

Water  Supply- Source,  mountain  stream  and 
lakes;  system,  gravity  pump  to  res.  and  direct; 
res.  cap.,  29,000,000,000  gals.;  pumping  engines, 
cap.  per  da^,  71,000,000  ^s.;  mains,  600  miiea,  $ 
to  64  in.  dia.;  4,181  hydrants;  meters,  total  nnoi- 
ber,  11,687,  Crown  87,  Nash  28,  Gem  17,  Hersey 
Disc  66.  Hersey  Torrent  2,  Thomson  138,  Worth- 


140  lbs.;  consumption  per  day,  83.821.000  gala.;  int. 
paid  on  bonds,  6  and  4  per  cent;  cost  of  mtce., 
$554,000;  works  belong  to  Co. 

SAN  TOSE,  SanU  Clara  County,  pop.  30,000; 
mercantile  bldgs.,  stone,  brick  and  wood.  1  to  7 
stories;  private,  wood,  2  stories;  wooden  roofs  per* 


dept.— 6  steamers,  2  comb.  c.  &  h.  wagon,  1  c  en- 

fines,  7  c.  hand  ex.,  1  h.  &  1.  truck,  2  aerial  trucks, 
hose  wagon,  8  hoae  carriages.  18  horses;  hose. 
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cotton,  rubber  lined,  good,  7,000  ft;  inferior, 
all  kinds,  800  ftj  total  bote,  7,800  ft.;  fire 
alarm,  Gamewell,  75  boxes;  value  of  dept.  equip- 
ment,  $35,000;  value  of  bldgs.,  |40,000;  ann.  exp.  of 
dept.,  150,000;  total  mem.,  66,  paid  full  time  26, 
paid  part  time  80. 

Watze  Supply— Source,  streams,  90  miles  from 
business  center;  system,  gravitr;  quality  of  water, 

god;  res.  cap.,  400,000,000  gala.;  location,  Santa 
ux  mountains;  8  pumping  enjnnes,  cap.  per  day 
10,000^000  gals.,  constructors  Holly,  Deane  and 
Knowles;  mains,  sheet  iron  and  cast  iron,  130 
miles,  3  to  28  in.  dia.;  277  hydrants;  000  valTM: 
meters,  total  number,  1,200,  owned  by  Co.;  8,000 
services;  pipe,  iron;  pressure,  dom.  40  to  00  lbs.; 
cost  of  mtce.,  180,000,  including  taxes  paid;  works 
belong  to  Co. 

SAN  LEANDRO,  pop.  2,861.  Fire  dept.-4  h.  ft 
I.  truck,  8  hose  carriages:  hose,  cotton,  rubber 
Uned,  good  ZMKt  ft.;  inferior,  aU  kinds,  iOOO  ft; 
toul  hose.  8,000  ft ;  total  mem.,  24  volunteers. 

Watxr  Sopply— Source,  lake;  system,  gravity; 
res.  cap.,  6,000,000,000  mis. ;  pressure,  dom.  46  lbs., 
fire  60  lbs.;  consumption,  per  day  186,000  gals.,  per 
capita  67  gals.;  works  belong  to  Co. 

SAN  LUIS  OBISPO,  pop.  5,600;  fire  area,  260 
acres;  mercantile  bldffs.,  brick  and  wood,  1  to  3 
stories;   private,  wooa,  1  and  8  stories;   wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  steamer,  1  comb.  c.  &  h.  wagon,  1  h. 
&  1.  truck,  3  hose  carriages,  4  horses:  hose,  cotton, 
rubber   lined,  good,  8.000  ft;  infe.ior,  all  kinds, 
2,000  ft;  total  hose,  6,000  ft;  fire  alarm  system  in 
course  of  cons.;  value  of  dept  equipment,  $8,000; 
value  of  bldgs.,  $6,000;  ann.  exp.  of  dept,  $8,000; 
total   mem.  60,  paid  full  time  8,  paid  part  time  8, 
volunteers  64;  underwriters'  rating,  second  class. 
Water  Supply— Source,    springs    and    wells,    4 
miles  from  business  center;  system,  gravity,  pump 
to  res.  and  direct;  quality  of  water,  good;  res.  cap. 
11,000;000  gals.,  located  2  miles  from  city  in  moun- 
tains; 2  pumping  engines,  clsss  gas  and  sin|^  ac- 
tion,   constructors  Fairbanks,  Morse;  mains,  cast 
iron,   35  miles,  4  to  12  in.  dia.;  88  hydrants;  60 
valves;  1,600  services;  pipe,  galv.  iron:   pressure, 
fire   66  lbs.;    consumption   per  day,  760,000gals. ; 
cost   to  construct,   $140,000;   bonded  debt,   $25,000; 
int  paid  on  bonds,  6  x>er  cent;  cost  of  mtoe.,  $2,400; 
vrorks  belong  to  city. 

SAN  MATEO,  pop.  5,000:  fire  area,  1,600  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept— 
2  c.  hand  ex..  1  c.  engine  (small),  1  h.  &  L  truck, 
1  comb.  c.  &  h.  wagon,  8  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1^00  ft:  rubber,  good. 
1,200  ft;  inferior,  all  kinds,  860  ft.:  total  hose, 
2»750  ft;  fire  alarm,  electric;  value  of  dept  equip- 
ment, $6,000;  value  of  bldgs.,  $400:  total  mem.,  186 
volunteers:  imderwriters'  rating,  first  class. 

Watex  Supply — Source,  Spring  valley;  system, 
gravity,  pump  to  res.  and  direct;  quality  of  water, 


4   to  11  in.  dia.;  68  hvdrants;  1,000  services;  pipe, 
^  in. ;  pressure,  fire  60  lbs. ;  works  belong  to  Co. 

SAN  PEDRO,  Los  Angeles  County,  pop.  6,000; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
-wood,  1  story;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated. — Fire  dept— 1  c.  engine  on 
^r heels,  1  h.  ft  1.  truck,  24  c  hand  ex.,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good.  1,800 
ft.  ;  rubber,  gooil.  60  ft.;  inferior,  all  kinds.  600  ft; 
toial  hose,  2,750  ft.;  fire  alarm,  bells  and  telephone; 
•^a.lue  of  dept  eouipment,  $5,000;  value  of  oldgs., 
^4O0;  ann.  exp.  aept,  $1,600;  total  mem.  66,  paid 
part  time  and  volunteers. 

"Watek  Supply— Source,  spring  and  wells;  sys- 
t^txi,  pump  to  res.;  res.  cap.,  24950,000  gal><j;  2 
ptjxxiping  engines,  class  dup.,  size  10  x  16  x  83i, 
.    per    day    1,000,000   gals.,    constructor    Dow; 


yxiains,  6  miles,  6  to  12  in.  dia.;  82  hydrants,  Crane; 
7$  -valves.  Crane,  Worthiuffton;  meters,  total  nnm- 
-^y^r  75;  pressure,  donL  25  lbs.,  fire  40  lbs.;  cost  to 
construct  $100,<i00;  ann.  cost  of  mtce.,  $900  per 
0^0 nth;  works  private. 

S>^N  RAFAEL,  pop.  7,500.    Fire  dept— 2  h.  &  1. 
^Pi^cks,    2    hose    carriages,    3    hose   carts,    1    hose 


wajfon,  8  horses;  hose,  cotton,  rubber  lined,  good. 
4,200  ft.;  total  mem.,  106  volunteers;  underwriters 
rating,  first  class. 

Water  Supply— Source,  springs;  system,  grtT- 
ity;  res.  cap,,  140,000,000  gals.;  mains,  46  mile^  8 
to  14  in.  duu;  88  hydrants,  Vulcan  Iron  Works; 
meters,  total  number  800^  Crown;  1,600  services; 
pressure,  dom.  80  lbs.,  fire  120  lbs.;  cost  to  cos 
struct,  $68,000;  int  paid  on  bonds,  6  per  cent;  ana 
cost  of  mtoe..  $8O,O0O;  works  belong  to  Co. 

SANTA  ANA,  pop.  6,600;  fire  area,  60  acres; 
mercantile  bldgs.,  orick  and  wood,  1  to  8  stories; 
private,  woo<L  1  to  2  stories;  wooden  roofs  not 
permitted  in  nre  area;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  1  comb.  c.  ana  hose 
wa»>n,  6  c  hand  ex.,  2  hose  reels:  hose,  cotton, 
rubber  lined,  good,  2,600  ft.;  toul  hose,  2,600  ft; 
fire  alarm,  bell,  whistle  and  electric,  18  boxes; 
total  mem^  40  volunteers. 

Water  Supply— Source,  wells,  ^  milt  from 
business  center;  system,  direct  to  mains;  quality 
of  water,  good;  res.  cap.,  1,000,000  gals.,  located  at 
pumping  station;  4  pumping  engines,  1  Risdon,  1 
Worthington,  1  Laidlaw-Dunn-Gordon,  1  Murray 
Corliss;  mains,  csst  iron,  146,000  ft.,  40  to  20  in. 
dia.:  1^  hydrants;  83  valves;  meters,  total  number 
1,600,  owned  by  city;  2,400  services;  pressure,  dom. 
75  lbs.,  fire  120  lbs.;  consumption  per  day,  1,800,000 
gals.;  cost  to  construct,  U60,000;  bonded  debt, 
$M),600;  int  paid  on  bonds,  5  per  cent;  ann.  cost 
of  mtce.,  $10,600;  works  belong  to  city. 

SANTA  BARBARA,  pop.  10,000;  fire  area,  47^ 
acres;  mercantile  bldgs.,  stone  and  brick,  1  to  8 
stories;  private,  wood.  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  onL; 
causes  of  fires  investigated.  Fire  dept— 1  steamer 
in  reserve,  6  c.  hand  ex.,  1  h.  ft  1.  truck,  1  hose 
wagon,  2  hose  carts;  hose,  cotton,  rubber  lined, 
2,800  ft ;  toul  hose,  2,800  ft ;  fire  alarm,  Gamewell, 
8  boxes;  value  of  dept  equipment,  $8,100;  ann. 
exp.  of  dept,  $3,838;  total  mem.  19,  paid  fuU  time 
4,  volunteers  13. 

Water  Supply— Source,  mountains,  4  miles  from 
business  center;  system,  gravity;  Quality  of  water, 
good;   res.   cap.,  8,200,000  gals.,   located,   1   east, 

1  west  part  of  city;  mains,  cast  iron,  27  miles,  4  to 
18  in  dia.;  197  hydrants,  Eclipse;  600  valves;  2^07 
services;  pipe,  galv.  iron;  pressure,  dom.  130  lbs., 
fire  100  lbs.;  consumption,  per  capiU  80  gals.: 
cost  to  construct,  $420,416.96:  bonded  debt,  $274,- 
375.00;  int  paid  on  bonds,  4%  per  cent;  ann.  cost 
of  mtce.,  f7,376.92;   works  belong  to   city. 

SANTA  CLARA,  pop.  5,000;  mercantile  bldgs., 
stone,  brick  and  wood.  2  stories;  private,  wood, 

2  stories;  wooden  roots  permitted:  no  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated; av.  fire  loss  per  yr.  for  8  yrs.,  $1,383:  av. 
ms.  for  same  time,  $800.    Fire  dept— 4  c.  hand  ex. 

1  h.  &  L  truck,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  •''ood  2,000  ft;  toUl  mem.,  IfiO  volun- 
teers. 

Water  Supply— Source,  wells,  H  mile  from 
business  center;  system,  pump  to  stop,  and  direct: 
stdp.  cap.  100,000  gals.,  dim.  20  ft  deep,  material 
used  in  cons,  wood  and  steel;  quality  of  water, 
good:  2  pumping  engines,  class  comp.  dup.,  cap. 
per  day,  1,260,000  galsj:  1  Dow  triple  expansion 
duplex  pump,  cap.  2,000,000  gals,  per  day,  con- 
structor Worthinrton;  mains,  cast  iron,  21  miles, 

2  to  10  in.  dia.;  yO  hydrants;  1,075  services;  pipe, 
wrought  iron;  pressure,  dom.  40  lbs.,  fire  100  lbs. ; 
consumption  per  day,  750,000  gals. ;  cost  to  con- 
struct, $80,000;  bonded  debt,  $81,000;  int  paid  on 
bonds,  5  per  cent;  $22,000.  $59,000  outstanding;  cost 
of  mtce.,  $15,000;  works  belong  to  city. 

SANTA  CRUZ,  pop.  6,000;  fire  area,  1,000  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  h.  &  1.  truck,  1 
comb.  c.  and  hose  wagon,  2  hose  wagons,  2  hose 
carriages,    3  horses;    hose,   cotton,   rubber   lined, 

good,  1,600  ft;  inferior,  all  kinds,  800  ft,;  toUl 
ose,  2,300  ft.;  fire  alarm,  bell  and  electric,  U 
boxes:  toUl  mem.  20,  paid  full  time  8,  paid  part 
time  17. 

Water  Supply— Source,  mountain  stream;  sys- 
tem, gravity;  res.  cap.,  2,600,000  gals.;  meters, 
totsl  number  12;  100  hydrants;  pressure,  dom.  90 
lbs.,  fire  90  lbs. ;  consumption  per  day,  460,000  gals, ; 
cost  to  construct  $366,000;  ann.  cost  of  mtce., 
$4,600;  works  belong  to  city. 
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SANTA  MARIA,  Santa  Barbara  Co.,  pop.  3,000; 
mercantile  bldgs.,  wood  and  brick,  1  and  3  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; no  fireworks  and  combustibles  ord.  Fire 
dept.— 1  boae  carriage;  hose,  600  ft;  fire  alarm, 
bell  and  whistle;  valtae  of  dept.  equipment,  $600; 
▼alue  of  bldgs.,  |6,000;  U  hydranto  for  2^in.  stdp. 
hose. 

Watbk  Supply— Source,  tanks;  8  hydrants. 

SANTA  MONICA,  pop.  U,000;  fire  area,  80 
acres;  mercantile  blags.,  brick,  1  to  S  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted ;  no  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated.  Fire  dept.— 2  steamers,  2  c. 
engines,  1  h.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  8,000  ft;  fire  alarb. 
Gamewell:  value  of  equipment,  18,000;  value  ot 
bldfls.,  $12,000;  total   menu,  27  volunteers. 

Water  Supply — Source,  wdlt,  8  miles  from 
business  center;  system,  pump  to  res.;  res.  cap., 
6,000,000  gala.,  located  2  miles  out  of  city:  8  pump- 
ing engines,  size  25  X  14;  main;  4  to  16  in.  ditui 
1.260  services:  pipe,  galv.  steel;  presstire,  dom.  60 
lbs.,  fire  50  lbs.;  works  belong  to  Co. 

SANTA  PAULA,  pop.  2,800;  fire  area,  800  acres; 
mercantile  bldgs.,  onck  and  wood.  2  stories;  pri- 
vate, wood,  12  ft  high;  wooden  roofs  permit- 
ted in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 2  hose  carts;  hose, 
cotton,  rubber  lined,  good,  600  ft;  total  hose,  600 
ft.;  fire  alarm,  whistle,  10  boxes;  value  of  dept 
equipment  $600;  value  of  bldgs.,  $160;  ann.  exp. 
oi  dept,  &40;  total  mem.,  16  volunteers. 

Water  Supply— Source,  creek;  system,  gravity; 
quality  of  water,  good;  res.  cap.,  8,685,294  gals.: 
mains,  2  to  8  in.  dia.;  9  hydrants;  meters,  total 
number,  2;  pressure,  dom.  80  lbs.,  fire  80  lbs.; 
cost  to  construct,  $70,000;  cost  of  mtce.,  $1,662; 
works  belong  to  Co. 

SANTA  ROSA,  Sonoma  County,  pop.  12,000; 
mercantile  bldgs.,  brick,  stone  and  wood,  2  to  8 
stories;  private,  wood^  2  stories;  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
steam  engine,  1  h.  &  1.  truck,  4  c.  hand  ex..  2  hose 
wagons,  4  horses;  hose,  cotton,  rubber  lined,  good. 
2,300  ft;  fire  alarm,  Gamewell,  23  boxes;  value  ot 
dept.  equipment,  |i3,000;  value  of  bldgs.,  $7,000; 
total  mem.,  21,  paid  full  time  15,  paid  part  time  6. 
Water  Supply— Source,  creek,  6  miles  from 
business  center;  system,  sravitv;  quality  of  water, 
good;  res.  cap.,  200,000,000  gals.,  located  2  miles 
east  of  town;  2  centrifugal  pumps,  cap.  1^4  million 
gals,  each;  mains,  cast  and  wrought  iron,  80  miles. 
4  to  10  in.  dia.;  43  hydrants;  valves,  Garratt  and 
Crane;  meters,  total  number  6,  Crown  3,  Lam- 
bert 3,  owned  by  Co.;  1,200  services;  pipe,  dipped; 
pressure,  dom.  40  lbs.,  fire  60  lbs.;  cost  to  con- 
struct, $187,000;  bonded  debt,  $40,000;  int.  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $5,000;  works 
belong  to  Co. 

SAUSALITO,  pop.  2.600;  mercantile  bldgs., 
brick  and  wood,  8  stories;  private,  wood,  85  ft 
high;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  h.  &  1.  truck,  8  c.  hand 
ex.,  1  hose  carriage;   hose,  cotton,  rubber  lined. 


volunteers. 

Water  Supply— Source,  springs;  system,  grav- 
ity and  oump  to  res.;  res.  cap.,  8,000,000  gals.: 
mains,  iron,  19  miles.  10,  8.  5  and  4  in.  dia.;  150 
hydrants;  tank  cap.,  250,000  gals.;  Worthington 
pump,  cap.  450,720  gals,  per  day;  meters,  total 
numoer  39;  220  services;  pressure,  fire  90  lbs.;  cost 
to  construct,  $95,000;  ann.  cost  of  mtce.,  $2,400. 

SEBASTOPOL,  pop.  567.  Fire  dept— 1  gasolene 
engine,  1  hand  engine,  3  hose  carts;  hose,  2,600 
ft.:  total  mem..  36  volunteers. 

Water  Supply— Source,  wells  and  cisterns;  1 
elect,  motor.  50  hp.;  1  gas  engine,  60  hp.  Sep.; 
pumps  capable  of  600  gals,  per  min.;  res.  cap., 
266,060  gals.;  water  pipes  in  all  parts  of  town; 
well  holds  45,000  gals. 

SELMA.  pop.  1.900;  mercantile  bldgs..  wood  and 
brick,  1  to  2  stories;  private,  wood,  1  to  2  stories; 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  14  c.  hand  ex..  Those 
cart;   hose,   cotton,   rubber   lined,   good,   800  ft.; 


total  hose,  800  ft;  fire  alarm,  bell;  value  of  dept 
equipment^  $2,600;  toul  mem..  84  volnnteera. 

Water  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  66,000  gals.;  pumpmg  ennne  cap. 
per  day,  900,000  gals.;  constructors,  Dowd  ft 
Hooker;  mains,  18%  miles,  1^  to  6  in.  dia.:  l€ 
hvdrants:  14  valves;  80O  services;  presaure,  dom. 
32  lbs.,  fire  80  to  100  lbs.;  cost  to  construct.  $2Q,- 
000;  cost  of  mtce.,  $3,600;  works  belong  to  Co. 

SISSON,  pop.  666.  Fire  dept— 28  c  hand  ex.,  1 
hose  cart;  hose,  860  ft;  total  mem.,  80  vohm- 
teers. 

Water  Supply— System,  gravity;  Unk  cap.  ID,- 
000  gals.;  mains,  4  to  6  in.  dia.;  IS  hydrants;  pre*- 
sure,  120  lbs. 

SONORA,  pop.  3,000;  mercantile  bldgs.,  brick 
and  stone,  1  to  2%  stories.  Fire  dept— 1  hand  en- 
gine, 10  c.  hand  ex.,  1  h.  ft  L  truck,  2  hose  carts; 
nose,  cotton,  rubber  lined,  good,  3,000  ft;  fire 
alarm,  bell;  total  mem.,  57  volunteers. 

Water  Supply— Source,  springs;  svstem,  grav- 
ity and  pump  to  res.;  rea.   cap.,  64150.000  gals.; 


mains,  5  miles,  8  to  11  in.  dia.;  60  hydrants;  pres- 
sure, dom.  60  lbs.;  cost  to  construct,  li40,€00; 
bonded  debt  $6,800;  ann.  cost  of  mtce.,  $2400l 

STOCKTON,  poD.  20,000;  fixe  area,  4^  sq.  miles; 
mercantile  bldgs.,  orick  and  stone,  1  to  6  stories; 
private,  brick,  2  stories;  wooden  roofs  sot  ocr- 
mitted  in  fire  area;  combuatibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  c  engine  on 
wheela,  1  in  reserve,  2  steam  engines,  2  in  reserve, 
6  hand  ex.,  2hose  wagons,  1  in  reserve,  14  horses; 
hose,  cotton,  rubber  lined,  good,  5.000  ft. ;  inferior, 
all  kinds.  1,000  ft;  total  hose,  6,000  ft;  fire  alarm, 
Gamewell,  41  boxes;  value  of  dept  equipment, 
$50,000;  value  of  bldgs.,  $30,000:  ann.  exp.  of  dept, 
$30,000:  total  mem.  80,  paid  full  time  13,  paid  part 
time  17. 

Water  Supply— Source,  deep  wells,  1  mile  from 
business  center;  svatem,  pump  to  stdp.  and  direct; 
stdp.  cap.,  200,000  gals.;  material  used  in  cons., 
redwood  and  iron;  quality  of  water,  good;  res. 
cap.,  1,500,000  gals.,  located  at  pump  works; 
pump  with  centrifugal,  operated  by  electric  motor. 
6,000,000  gals.;  pumping  engines.  Snow  and  HoUy 
cross  compound,  cap.  per  day  8,000,000  gals.,  con- 
structors Holly,  Worthington;  new  steel  tank  and 
frame,  cap.  200.000  gals.;  Worthington  pump  re- 
moved, replaced  bv  Snow  horizontal  cross  com- 
pound pump,  6,000,000  gals.  24  hours;  total  ptimp- 
ing  cap.  12,000,000  JolIb.;  mains,  cast  iron^K  miles, 
4  to  20  in.  dia.;  4,130  taps;  223  hydrants;  27S  valves; 
310  meters.  Crown  6,  Union  1,  Empire  00,  Hersev 
Disc  4,  Thomson  17,  Worthington  11.  Columbia  21, 
Keystone  1,  Lambert  8.  owned  by  cit^  and  con- 
sumer: 3,0K2  services;  pipe,  wrought  iron;  pres- 
sure, 40  to  50  lbs.;  bonded  debt  $278,000:  int.  paid 
on  bonds,  6  per  cent;  works  belong  to  Co. 

SUSANVILLE,  pop.  950.  Fire  dept— 2  c  hand 
ex.,  1  hose  cart;  nose,  760  ft;  fire  alarm,  bell; 
total  mem.,  25. 

Water  Supply— Source,  lake;  svstem,  gravity; 
res.  cap.  5,000,000  gals;  pressure,  150  lbs. 

SUTTER  CREEK,  pop.  1,800;  fire  area.  20  acres; 
mercsntile  bldgs.,  wood,  stone  and  brick^  1  and  8 
stories;  private,  wood,  1  to  2H  stories.  Fire  dept 
—1  h.  ft  1.  truck,  8  hose  carriages;  hose,  rubber, 

good,   1,000  ft;   inferior,   all   kinds,   400   ft;    total 
ose,  1,400  ft;  2  6-gal.  fire  ex.;  fire  alarm,   bell; 
total  mem.,  16  volunteers. 

Water  Supply— Source,  lake,  126  miles  fross 
business  center;  system,  gravity;  res.  cap..  6.000,009 
gala;  mains,  sheet  snd  cast  iron,  6  miles,  4  to  11 
m.  dia.;  60  hydrants;  pipe,  aheet  iron;  prcssore, 
dom.  180  lbs.,  fire  210  lbs. 


TROPICO,  pop.  1.200.    Fire  dept.— 1  hand  hose 
carriage;   hose,  300  f       "        ' 
mem.,  45  volunteers. 


fire  alarm,   whistle;    total 


Water  Supply— Source,  canyon  in  mountains, 
and  well;  res.  cap.,  2,000,000  gals. 

TRUCKEE,  pop.  1,600;  fire' area  400  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood.  1  to  2 
stories;  private,  wood,  1  to  2  stories;  wooden  roofs 
permitted  in  fire  area:  combustibles  ord.:  causes 
of  fires  investiffsted.  Fire  dept— 1  h.  ft  L  track. 
3  c.  hand  ex.,  8  hose  carts,  1  nose  reel;  hose,  cot- 
ton, rubber  lined,  good,  1^700  ft:  inferior,  all 
kinds,  700  ft.;  total  hose,  2,400  ft;  fire  alarm,  bdl 
and  whistle;  value  of  dept.  equipment  $4J00;  ann. 
exp.  of  dept.,  $1,250;  total  mem.,  45  volunteers. 
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Watbk  SurrLT— Source,  springs,  2  miles  from 
business  center;  system,  graTity;  quality  of  wmtcr, 
good;  res.  cap.,  2iOO,UOO  gals.;  rotary  pump,  fi^in. 
mtake,  6-in.  discharge,  cap.  600  gals,  per  mm^ 
mains,  iron  and  steel,  5  miles,  H  to  10  in.  dia. :  SS 
hydrants;  meters,  total  nu.aber  90.  owned  by  Co.; 
800  services;  pressure,  dom.  93  lbs.,  fire  98  Ibs^ 
consumotion.  per  day  100,000  gals.,  per  capita  77 
gals. ;  cost  to  construct.  lULOOOj  cost  of  mtce.,  $260; 
works  belong  to  Co.;  C  F.  McGlashan,  supt. 

TULARE,  pop.  2,400;  fire  area,  14  acres;  mer- 
cmntile  bldgs..  brick,  1  to  8  stories:  private,  wood. 
1  story;  w<K>den  roots  not  permitted;  fireworks  and 
eombustiblcs  ord.;  causes  of  fires  investintcd. 
Fire  dept.— 1  h.  ft  L  truck,  1  hose  wagon,  r  bose 
carriages,  1  horse:  hose,  cotton,  rubber  lined, 
good,  1.00O  ft.;  inferior,  all  kinds.  800  ft.;  total 
hose,  1,900  ft;  fire  alarm.  Gamewell,  7  boxes; 
value  of  dept.  equipment,  |2^;  value  of  bldgs.. 
84,000:  ann.  exp.  of  dept,  1660:  total  mem.,  40 
Tolunteers;  underwriters'^  rating,  fourth  class. 

Watbx  SuprtT—Source,  wells;  system,  sravity, 
pump  to  stdp.  and  direct;  stdp.  cap.,  90,000  gals., 
dim..  60  ft  high;  quality  of  water,  good;  2  pump- 
ing engines,  cap.^per  day  1,440,000  gals.,  construc- 
tors Krogh  and  Buffalo;  mains,  18  miles;  64  hy- 
drants; pressure,  dom.  2Z  lbs.,  fire  60  to  66  lbs.: 
consumption,  per  day  900^000  gals.,  per  capita  150 
gals.;  cost  to  construct,  180,000;  works  belong  to 
Co.;    F.  M.  Eldridge,  supt 

UKIAH,  pop.  1360:  fire  area,  1J80  acres;  mer- 
cantile bldgs.,  oridc,  1  to  8  stones;  private,  wood. 

1  and  2  stories;  wooden  roofs  permitted.  Fire 
dept— 1  hand  engine,  2  e.  hand  ex.,  1  b.  ft  1.  track, 

2  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,000  ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment.  $2,500;  value  of  bldgs.,  $1,600;  ann. 
cxp.  of  dept,  $200;  total  mem.,  40  volunteers. 

Watsk  Supply— Source,  wells;  system,  pump  xo 
resL  and  direct;  res.  cap.,  1,000,000  gals.;  1  pump- 
ing engine,  class  dup.,  cap.  per  day  600,000  gals., 
constructor  Worthington;  mains,  8  miles,  2  to  U) 
in.  dia.  National  Tube  Works;  30  hydrants,  Ris- 
oon  Iron  Works;  valves,  Eddy;  pressure,  dom.  66 
lbs.;  cost  to  construct,  $40,000;  works  belong  to 
Co. 

VACAVILLE,  pop.  1,000;  fire  area,  28  acres; 
mercantile  bldgs..  onck  and  wood,  1  and  2  stories; 
private,  wood,  1  story;  wooden  roofs  not  per- 
mitted; no  fireworks  and  combustibles  ord.;  causes 
of  fires  not  investigated;  av.  fire  loss  per  yr.  for 
3  yrs.,  $2,000;  av.  ins.  for  same  time,  $1,200.  Fire 
dept — 2  hose  carriages;  hose,  cotton,  rubber 
lined,  good  2,000  ft;  toul  hose,  2,000  ft.;  fire 
alarm,  bell;  ann.  exp.  of  dept.  )S60;  total  mem. 
24,  paid  i>art  time;  M.  Cline,  chief;  underwriters* 
rating,  third  class. 

Watsk  Supplt— Source,  wells;  system,  pump  to 
res.  and  direct;  n:  cap.,  150,000  gals.^  located  at 
Callen  and  Vine  Sts.;  2  pumping  engines,  1  class 
comp.  dup.,  cap.  per  dav  200,000  gals.,  constructor 
lATorthingtott ;  mams,  1%  miles,  2  to  8  in.  dia., 
Smitb  Co.;  30  hydrants;  200  services;  pressure, 
dom.  60  lbs.,  fire  60  to  80  lbs.;  cost  to  construct, 
S24.000;  ann.  cost  of  mtce.,  $1,800;  works  belong 
to  Co. 

VALLETO,  pop.  12,000:  fire  area.  700  acres;  mer- 
cantile bldgs.,  brick  and  wood.  1  to  3  stories; 
l>rivate,  brick  and  wood,  1  to  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 2 
steam  engines,  6  c.  hand  ex.,  2  h.  ft  1.  trucks,  1 
hose  wagon.  4  hose  carts.  2  horses;  hose,  cotton, 
rubber  Imea.  good,  3,760  ft;  rubber,  good,  260  ft.; 
inferior,  all  kinds,  600  ft.;  total  hose,  5,000  ft;  fire 
Alarm,  bell,  18  boxes;  value  of  dept  equipment, 
S2O.006;  value  of  bldgs.,  $16,000;  ann.  exp.  of  dept, 
SS.OOO;  toUl  mem.  100,  paid  full  time  8,  volunteers 
XOO. 

^V^ATxa  Supply— Source,  falls,  18  miles  from 
t>osiness  center;  system,  gravity;  quality  of  water, 
0ood;  res.  cap.  1,000,000,000  gals.,  located  2  miles 
north  of  city;  mains,  steel  and  cast  iron;  130  hy- 
drants; meters,  total  number,  1,206,  Crown  1.  Nash 
l.  Empire  1,  Bfersey  Rotary  1,  Trident  401,  Hersey 
X>isc  1,  Thomson  40,  Worthington  410,  Columbia 
360.  owned  by  city;  2,426  services;  pipe,  galv. 
Icon:  pressure,  dom.  75  lbs.,  fire  76  lbs.;  cost  to 
construct,  $676,000;  int.  paid  on  bonds,  6  per  cent; 
<ro9t  of  mtce.,  $8,000  to  $10,000;  works  belong  to 
;  D.   Minahan,  supt 


VISALIA,  po|>.  4,600;  fire  area,  20  acres; 
cantile  bldga.,  brick,  1  to  8  stories;  private,  wood. 
1  story;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated; 
Fire  dept— 1  steamer,  1  hand  engine,  4  c.  hand 
ex.,  1  h.  &  L  truck,  1  hose  wagon,  2  hose  car- 
riages. 2  horses;  hose,  cotton,  rubber  lined,  good 
24m)  ft;  inferior,  all  kmds,  400  ft;  total  hof& 
2,660  ft;  fire  alarm,  bell,  whistle  and  Gamewell,  5 
boxes;  value  of  dept  equipment,  $6,000;  value  of 
bldgs.,  $10,000;  ann.  exp.  of  dept.  $8,000;  total 
mem.  48,  paid  full  time  4,  volunteers  4i4. 

Watkk  Supply— Source,  wells:  system,  pump  to 
res.  and  direct;  rea.  cap^.  192,000  gals.;  pumping 
engines,  cap.  per  day  2,000,000  gals.,  constructors 
Gordon,  Hall.  Blake ;  mains,  80  miles,  1%  to  10  in. 
dia.,  standard;  63  hvdrants,  Garratt;  700  services; 
pressure,  dom.  40  Ids.,  fire  80  lbs.;  cost  to  con- 
struct $120,000;  bonded  debt,  $80,000;  int.  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $12,000; 
works  belong  to  Co. 

WATSONVILLE,  pop.  4,000;  fire  area,  MO 
acres;  mercantile  bldffs.,  brick  and  wood.  1  and  2 
stories;  private,  wood,  1%  stories:  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  steamer, 
1  h.  ^  1.  truck,  8  hose  carriages.  2  horses;  hose, 
cotton,  rubber  lined,  good,  2,000  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  $7,800;  value  of 
bldgs.,  $6,000;  ann.  exp.  of  dept,  $1,200;  total 
mem.,  54,  paid  full  time  3,  volunteers  61. 

Watxb  Supply— Source,  mountain  stream,  9 
miles  from  business  center;  quality  of  water,  good; 
res.  cap.|  11,600,000  gals.,  located  V^  miles  from 
city;  mams,  sheet  and  cast  iron,  40  miles,  4,  6^  8, 
10  and  12  in.  dia.;  48  hydrants;  250  services;  pipe, 
%  in.^  pressure,  dom.  36  lbs.,  fire  36  lbs.;  con- 
sumption, per  day  600,000  gals.,  per  capita  200  gals. ; 
works  belong  to  Co.;  A.  White,  supt. 

WHITTIER,  pop.  5.000.  Fire  dept— 1  h.  &  1. 
truck,  1  automobile  fire  truck,  40-gai.  c.  engine,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
2,000  ft..,  2^-in.  double  jacket;  total  mem.,  20  vol. 
unteers. 

Watsk  Supply— Source,  wells;  system,  pump  to 
res. ;  res.  cap.,  24NN),00O  gals. ;  meters,  total  number 
160;  pressure,  dom.  30  to  106  lbs.,  fire  30  to  166  lbs.; 
consumptionper  day,  1,500,000  gals.;  cost  to  con- 
struct, $175,000;  ann.  cost  of  mtce.,  $12,000;  works 
belong  to  city;  D.  L.  Crane,  supt. 

WOODLAND,  pop.  4,986;  fire  area,  640  acres; 
mercantile  bldgs^  stone  and  brick,  1  to  8  stories; 
private,  wood.  1  story;  wooden  roofs  not  per^ 
mitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — 2  steamers,  1  h. 
&  1.  truck,  1  hose  wagon,  2  hose  carriages,  6 
horses;  hose,  cotton,  rubber  lined,  good,  2,tt0-ft; 
inferior,  all  kinds,  1,870  ft;  total  hose,  4,360  ft; 
fire  alarm,  Gamewell,  10  boxes;  value  of  dept 
equipment.  $4,000;  value  of  bldgs.,  $25,000;  ann. 
ex->.  of  dept.,  $5,000:  total  mem.  00,  paid  full  time 
4,  volunteers  56;  underwriters'  rating,  second  dass. 

Watsr  Supply— Source,  wells;  system,  pump  to 
tanks  and  direct;  cap.,  170,000  gals.;  2  pumping 
engines,  class  comp.  dup.,  size  10  x  18  x  14,  cap. 
per  day  2,500,000  gals.,  constructors  Worthingtor 
and  Dow;  1  Byron- Jackson  centrifugal  pump,  cap. 
1,476  gals.  i>er  minute;  mains,  cast  and  wrought 
iron  22  miles,  2  to  12  in.  dia.:  66  hydrants. 
Mathews  &  Co.;  pressure,  dom.  26  lbs.,  fire  90 
lbs.;  cost  to  construct,  $62,000;  ann.  cost  of  mtce., 
$3,600. 

YREKA,  pop.  It600;  fire  area,  200  acres;  mer- 
cantile bldgs.,  Drick.  2  stories;  private,  wood  and 
brick,  1  story;  wooaen  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.:  causes  of 
fires  investigated.  Fire  dept.— 1  h.  &  1.  truck, 
1  steam  pump  in  reserve,  2  c.  hand  ex.,  4  hose 
wagons;  hose,  cotton,  rubber  lined,  good,  2,400 
ft.;  total  hose.  2.400  ft;  fire  alarm,  bells,  whistle; 
ann.  exp.  of  dept,  $160;  total  mem.  100  volunteers; 
Henry  Schock,  chief. 

Watss  Supply— Source,  wells,  in  business  cen- 
ter; system,  ^ump  to  res.;  res.  cap.,  360,000  gals.; 
pumpmg  engines,  cap.  per  day  760,000  gals.^  con- 
structor Dow;  mains.  2  miles.  %  to  8  in.  dia.;  21 
hydranu,  Holyoke,  National;  pressure,  dom.  86 
lbs.,  fire  120  lbs.:  cost  to  construct,  $16,000;  cost  of 
mtce.,  $400;  works  belong  to  Co. 

Places  of  1,000  or  more  population  having  no 
organized  fire  dept.— Santa  raula.  South  Pasadena. 
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ABBREVIATIONS,-Anii.,  »ni 
c,  chemicili  c  &  h.,  ehcmictl  and  1 
mittcc;  eonip.,  compauod:  com.,  eoi 
AantrttiQi  duD.,  duplex;  cue.,  eosio 
ty:  h.  i  L,  took  tndUdder; 
imbcr;  pop.,  papal&tion;  pni 


COLORADO 

:  tv.,  avensei  bldgL,  bu 


ildinsii  cap.,  capidtr^  chn.. 


S!>  t^ii 


extid^iiliGr;  ft.,  ittt;  gmlt.,  t^JJaoMi  h.  i-. 


Watei  ScrrLi— Rci.  cap.  l.OOO.OM  gil*:  1  pump, 

dp.  per  dar  1M.0O0  t^i.:  Uok  up.  tDjOOO  gkl*.; 
13  hydrams;  pcHiure,  90  Ibi. 


un.  exp.  of  dept,,  tOO;  total  mem..  W  TOlunleer*. 

W«ril  SnrrLY-Source,  ci.tcriK  and  oellt. 

ANACONDA.— Fire  dept.— Not  reported. 

WATt*  SurTLV— Soune.  pumpioB  itatioD.  4 
mile*  from  bueiDMi  ccnler;  lyitem,  BTXity: 
maini.  cut  Iron,  I  milM.  t  to  6  in.  dia.:  T  hy- 
dranli;  pipe,  iron;  preiiure,  dam.  and  fire  BS  ]b>.i 
worka  belons  to  the  AlUsas  Water  Co.,  of  Cripple 


^ire  dept.— 1  hind  eogii  ■■. 
nferior.'ati  kmdi,  l.iXK 


txp.  oi  de 
WATia  : 

M  Tal'.e'T 


.,  i2,aioj  tola'l  mem.,  7^  volunteera.'*^ 
IPFLV— Source,  creek.  2  miles  from 
liter;  lyitem,  6ume  lo  rea.;  gnalitr  of 


!B'*i;YSMti,   Mallhe™!  and" 
Ludlow.  Eddy,    Crane;   XfW^ 

m  lEi.I'cost" 

(418,0001  work! 


Kk,  Silver  Lake.  S 
jritcm,  srmTity ;  qaal- 
rn.  cap.,  BS5,000.<ni> 
lc>,  4  to  3  in.  dia.: 
Ludlow;   200  va]\a. 

lo  160  Ibi..  6tt 


itiuct.MT.E0Oi  b 


oded  d 


BRECKEN  RIDGE,  pop.  S7I;  fire  area,  W* 
acrea;  mercandle  bldga..  wood  and  iron.  1  Btorica; 

EriTate,  wood,  1  Morr;  woodeo  roof*  pertniitedi 
reworka  and  eombuatible*  otd.  Fire  dept.— 1  h. 
A  L  truck,  t  boM  curiuei;  hoM,  eottoo,  nibbcf 
Uned.  tood  1,«W  ft:  inlerior,  all  kinda.  MO  ft-i 
total  hoae,  LwO  tL;  fire  alarm,  bcU;  valne  of  depL 

Suipment.  tS,OM;  **lue  of  blua..  nWD;  Mnn.  exp. 
dept..  1620;   total   mem.,  »  Tolunteen;    under- 
writeri*  rating,  fourth  ciMS. 

WATaa  SuPfi.*— Source^  creek;  nitcm,  navitr; 
qualiiT  of  water.  lood;  rei.  cap-  10.000.400  zala.; 
maini,  cait  inn,  S  miles,  4  to  It  in.  dia.:  »  bf- 
dranta,  Mathewa;  IW  lerrlcea;  preaanre,  ooio-  I* 
Ibi..  fire  146  Iba.:  conaumption,  per  da;  MUMO  aaU. 
per  capita  10  nil.;  cost  to  eounnict,  tMJNO;  bit. 

Eid   OD  bonds,   6  per  e    "'  "' 

AOO; ■--  •--■ 


rorka  belong  t< 
BUENA  VISTA,  pop.  ],00«;  fire  area.  GO  acrea; 

mercatilile  bidai.,  brick  and  wood.  1  atones;  pri- 
vate, brick  and  wood.  I  itoriea.  Fire  depi.— I  h. 
&  L  truck,  1  hoie  cerU:  bote,  cotton,  mbber 
lined,  Eood,  1.500  ft.;  inferior,  all  kiodi.  EOO  fL: 
toUl  haie.  lOOO  ft.;  fire  alann.  bell;  value  of  dept. 

— ■ 16,600;    value    ol    bidja..    KOOO;    ana. 

t..  1400-  tniil  mem..  K^rolunlecri. 
creek;  sfilcin,  i 


"''&A?aa' 


m.  »i  lbs.,  fire  126  Iba.;  coat    i    «■•  "f-j  ^■"O"  >ala.;  maioi.  tVi  miloj.  1  «o  lOrP 
worka  belona  to  Co  dia.;  11  hrdranta,  Ludlow;  presaure,  dom.  TO  tbi. 

coat    to    conatmct.    mOOO;    coat    of    mice,    SSOt 


WATea  Sufpuv— Sourci 
per  dar;  atdp.  cap,,  40,00 
m.  dia.;  IT  hrdtanti;  pre 
fire  00  Co  70  Iba. 


lept.— t  c.  band 
,  1,000  ft;  total 

gravity;  rea.  cap.  800.- 
>ure,  40  lb*. 


Waiik  Sv»«,y— Syi 
000  gals.;  13  hydrants; 

BLACK  HAWK,  Citpin  Counly,  p( 
mercantile  bidga..  brick  and  stone,  lU 
wooden     roof*     permitted.    Fire     depL— 


■^.'.'..'ffii 


rLi— Source,   springa,   4    milei   from 

g™d;"ra.™c»p.',  'rSolota'gal'a.'' locate?  in  Ww^; 
maina,^  caat  and  wrought  iron,  I  milta,  I  to  6  in. 
dJa,;  ^  bydranta,  Mathewa;  IT  valvea;  metera, 
total  numoer  12,  Nash,  owned  by  city;  ttO  aer- 
vicea;  presaure,  dom.  140  tba..  fire  !40  Iba.;  coat  to 
conalrucC,  lOO.OOd;  bonded  debt    tS.OOO;  ml.  paid 


OO;  <^i 


belong' 
brick,'] 


T'fw  t 


»\ 


.,  1  h.  &  I  ti 

™e  alarm. "^Garoe 
equipment  H.OOO;  - 
of  dept.,  t2J00:  lot: 


1  h.  ft  1.  truck.  1  hose  wagan.  t 
Hoae  carta;  noae.  good,  i,TW  It.;  inferior,  all  kindi, 
EOO  ft.;  total  hoae,  IJOO  ft.;  fire  alarm,  i  bells.  1 
wbiatlea,  11  boiea:  value  of  dept.  eqnipmeBl. 
r.OW:  ann.  eip.  o(  dept..  H.OOO;  total  mem.  B, 
paid  iull  time  4,  40  volunteeia. 

Wav»  St;»»LY— Source,  river,  %  mile  from 
bnaineaa  center;  system,  pump  direct:  filiratiao 
ayatcK,  ea.nd;  quality  ol  water,  good;  t  pampnc 
enginea,  aire  14  x  M.  cap.  per  &j  1.000.1100  gals., 
conatruclors  Lannon;  maiua,  caat  iron,  tO  mile*, 
4  to  SO  in.  dia.;  82  hydrants.  Ludlow;  ft  nlro} 
700  servicea;  pipe,  galv.  iron;  preanvc.  dom.  H 
lbs.,  fire  m  lbs.;  conaumplion,  per  day  I.OD0.W 
gala.,  per  capita  160  gals.;  coat  to  conitruei,  tUk- 
WO:  bonded  debt,  iSO.OK:  int.  paid  on  bondi.  i 
and  6  per  cent;  worka  belong  to  city. 

CENTRAL  CITY,  pop.  SJOO;  fire  area.  1  aq. 
mile;  mercantile  bldga.,  brick,  1  and  1  storiea;  pri- 
vate, wood.  S  atone*;  wooden  roofs  permitted: 
combusliblea  ard.;  caoae*  of  fires  iaveatisated.  Fin 
dept.— 1  hand  engine.  1  c.  engine,  t  hoae  carnagea: 
hose,  cotton,  rubber  lined,  good,  1.E00  ft;  infenar, 
all  kinda.  600  ft:  total  hoae.  1,000  ft^  fire  alarm, 
bell;  value  of  dept  equipment,  fl.NO:  valne  of 
bldga.,  CEOO;  ann.  exp.  of  dept.  MM;  total  mem.. 
IWvolunleera. 


gala, 
fvdn 


J  «atetr 


. .  S  miles,  >  tt  ,  —  — ,  — 

Its,  Ludlow;  metcra^otal  nitnber  K,  CrawB. 
y  Rotary.  BotMo;  tU  aerricM:  pr«sntr*  li« 
I  loa.:  cost  to  conatruci,  tlSS,00O;  mt.  paid  oa 
snda,   4H  per  cent;   ann.  co«   of  ntM..   KtH: 
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COLORADO  CITY,  pop.  S^fiOO;  fire  area.  700 
acres;  mercantile  bldge.,  brick  and  wood,  1  to  8 
stories;  prxrate,  wood,  2  stories.  Fire  depL— 1 
comb,  c  &  h.  wagon  with  ladders,  2  hose  carts, 
2  horses;  hose,  cotton,  rubber  lined,  good,  ^100 
ft;  fire  alarm,  bell  and  whistle,  14  boxes;  value  of 
dept.  equipment,  TIJMOi  value  of  bldss.,  $8,000: 
ann.  exp.  of  depL,  12,500;  toul  mem.  12,  paid  full 
time  2,  volunteers  10;  Geo.  G.  Birdsall,  chief. 

WATUt  SuFFLT'-Source,  creek,  t  miles  from 
business  center;  mtcm,  gravity;  res.  cap.,  8JNNV- 
000  gals.;  mains,  80  miles,  8  to  10  in.  dia.;  80  hy> 
drants.  10  valves;  IGO  services;  pressure,  dom.  aO 
Iba.,  fire  80  to  120  lbs.:  cost  to  construct,  |4i0^000: 
cost  of  mtoe.,  1800;  works  belong  to  Co. 

COLORADO  SPRINGS,  pop.  28,000;  fire  area, 
6426  acres;  mercantile  bldgs.,  brick  and  stone.  1 
to  6  stories;  private,  wood,  1  to  4  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
Old.;  causes  of  fires  investigated;  av.  fire  loss  per 

H.,  for  8  years,  143,166.09;  av.  ins.  for  same  time, 
,216476.  Fire  dept.~l  steamer,  8  comb.  c.  ft  h. 
wagons,  10  c.  band  ex.,  1  h.  &  1.  truck,  2  hose  car- 
riages, 1  aerial  truck,  17  horses;  hose,  cotton, 
rubber  lined,  good,  7,000  ft.;  inferior,  all  kinds, 
1,000  ft ;  total  hose,  9,800  ft ;  fire  alarm,  electric, 
67  boxes;  value  of  fire  dept.  bldgs.,  $55,000;  ann. 
exp.  of  dept,  $28,000;  total  mem.  70,  paid  full  time 
16,  volunteers  54. 

Watbk  Supply— Source,  rain,  snow,  si>rings,  18 
miles  from  business  center:  system,  grevitv;  qual- 
ity of  water,  good:  res.  (6)  cap.,  860,000,000  gals., 
located  near  Pike  s  Peak;  mams,  cast  iron  and 
steel,  118.74  miles,  IH  to  24  in.  dia.;  866  hydrants; 
1,175  valves;  meters,  total  number,  116,  owned  by 
city  and  consumer;  10,000  services;  pipe,  galv. 
iron;  pressure,  dom.  60  to  90  lbs.,  fire  126  Tbs^ 
consumption  per  day  7,500^000  gals.,  per  capita  260 

Sils.;  cost  to  construct.  $8,600,000;  bonded  debt, 
,41S,000;  int  paid  on  bonds,  4  and  5  per  cent; 
cost  of  mtce.,  $28,000;  works  belong  to  dty. 

CRESTED  BUTTE,  pop.  988;  fire  area,  100 
acres;  mercantile  bldgs.,  wood,  1  to  2  stories;  pri- 
vate, wood,  1  story;  wooden  roofs  permitted  in 
fire  ares;  combustibles  ord.  Fire  dept—12  c.  hand 
ex.,  1  h.  &  L  truck.  1  c.  engine  on  wheel8|  2  hose 
carriages;  hose,  rubber,  good.  1,600  ft:  mferior, 
ail  kinds,  600  ft;  total  hose,  2,000  ft^  fire  alarm, 
bell:  value  of  dept  equipment,  $2,600;  ann.  exp. 
of  dept,  $100;  total  mem.,  68  volunteers. 

Water  Supply— Source,  mountain  stream,  8 
miles  from  business  center;  system,  gravity;  quaU 
ity  of  water,  good;  res.  cap.,  8300,000  gals.;  mains, 
SA  miles:  13  hydrants;  Id  valves;  pressure,  dom. 
120  lbs.,  fire  120  lbs,;  consumption  per  day  11,000 
nrals.,  per  capiu  100  gals.;  cost  to  consuuct,  $46,- 
000;  cost  of  mtce.,  $2,0iD0;  works  belong  to  Co. 

CRIPPLE  CREEK,  pop.  7000;  fire  area,  600 
acres;  mercantile  bldgs.,  brick,  1  to  6  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causea  of  fires  investigated;  av.  fire  loss  per  yr., 
for  S  yrs.,  $35,118;  av.  ins.  involved  for  same 
time,  $60,438.  Fire  dept— 2  comb.  c.  &  h.  wagons, 
0  c.  hand  ex.,  1  h.  &  I.  truck,  1  hose  wsRon,  2  hose 
oarriages,  6  horses:  hose,  cotton,  rubber  lined, 
flTOod,  4,100  ft;  rubber,  good,  400  ft;  toUl  hose. 
4«600  ft;  fire  alarm,  Gamewell,  27  boxes;  value  of 
dept  equipment,  $6,000:  value  of  bldgs.,  $12,000: 
ann.  exp.  of  dept,  $16,600;  total  mem.  10,  paid 
fixll  time. 

Watzx  Supply— Source,  creek,  6  miles  from 
bTisiness  center;  system,  rravity;  quality  of  water, 
fl^cod;  res.  cap.,  100,000,000  gals.;  mains,  24  miles, 
X2  to  4  in.  dia.;  151  hydrants;  109  valves;  meters, 
cotal  number,  124,  Crown  84,  Nash  1,  Empire  10, 
Trident  12,  Thomson  8,  Westinghouse  1,  Bee  8, 
cjrwned  by  Co.;  1,607  services;  pressure,  dom.  160 
1t>B.;  consumption  per  dav  750.000  gals.;  works 
t»«long  to  Cripple  Creek  Water  Co. 

DELTA,  pop.  2,500;  fire  area,  40  blocks;  men 
pantile  bldgs.,  wood  and  brick.  1  and  2  stories: 
•wooden  roofs  not  permitted.  Fire  dept — 2  hand 
r^els;  hose,  cotton,  rubber  lined,  gooa,  1,  200  ft; 
fi:re  alarm,  bell;  value  of  dept.  equipment,  $2,000: 
^v^a.lue  of  bldgs.,  $800;  ann.  exp.  of  dept,  $75;  total 
XXI «m.,  80  vmunteers. 

AVatzk  Supply— Source,    river    and    lakes,    18 

iles  from  business  center,  10-in.  mains  to  pres- 

re  line;  system  gravity,  pump  to  res.  and  direct: 

ality  of  water,  good;  res.  cap.,  150,000  gals.;  2 


pumping  engines,  Knowles  duplex,  steam  pumps, 
capacity,  No.     1,400  gals,  per  minute.  No.  2,  600 

fals.  per  minute;  mains,  6  miles,  6,  4,  2  and  1  in. 
ia.;  48  hvdrants;  30  valves;  360  services;  pressure, 
dom.  60  lbs.,  fire  100  lbs.;  consumption  per  day 
100,000  gals.,  per  capita  126  gals. ;  ann.  cost  of 
mtce.,  ^,600;  works  belong  to  city. 

DENVER,  pop.  175,000  fire  ;area.  82.888  acres: 
mercantile  bldga.,  iron,  atone  and  brick.  1  to  10 
stories;  private,  stone  and  brick,  1  to  6  stories; 
wooden  roofs  not  permitted;  fireworks  and  combua* 
tiblea  ord. ;  causes  of  fires  investigated.  Fixe  dept 
—10  steamers,  1  comb.  c.  &  h.  wagon,  2  c  engnea. 
28  c.  hand  ex^  4  h.  &  L  trucks,  2  aerial  trucks,  1 
water  tower,  15  hose  wagona,  4  hose  carriages,  70 
horaes;  hose,  coton,  rubber  lined,  good  80,000  ft; 
rubber,  good  1,460  tt;  inferor,  all  kinda,  8,000  ft: 
total  hose.  84,460  ft;  fire  alarm,  Gamewell,  176 
boxes:  value  of  dept  equipment,  $190^000;  value 
of  bids..  $200,000;  ann.  exp.  of  dept,  $U8,000;  total 
mem.,  167,  paid  full  time. 

Watsr  Supply— Source,  river  and  creeks^  10  to 
60  miles  from  business  center :  system,  gravity  and 
pump  direct;  stdp.  cap.,  2,o00,000  gals.,  builders 
Kitter  ft  Conley,  Denver  Boiler  and  Star  Boiler 
Co.;  quality  of  water,  good;  12  pumping  engines, 
cap.  per  dav,  40,000,000  gals.,  constructors  BoUy, 
Deane,  Gaskill,  Barr  and  Worthingtoo:  mains, 
cast  iron,  600  miles,  6  to  86  in.  dia.:  8,297  hy- 
drants, Gaskill,  Corey,  Ludlow:  6^  valves;  86,006 
services;  daily  consumption,  60,000,000  gals.;  pipe, 
lead ;  pressure,  fire  45  to  90  lbs. ;  works  owned  oy 
Co. 

DURANGO,  pop.  6,600;  fire  area.  24U  blocks; 
mercantile  bldgs.,  stone  and  brick,  1  to  4  stories; 
private,  woody  1  to  8  stories:  wooden  roofs  not 
permitted  in  nre  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investioated.  Fire  dept— 8  c. 
hand  ex.,  1  h.  ft  1.  truck,  8  hose  wagons,  2  hose 
carriages,  8  horses;  hose,  cotton,  rubber  lined, 
good,  2|0|D0  ft;  inferior,  all  kinda,  1,000  ft;  total 
hose,  8,000  ft;  fire  alarm,  electric,  11  boxes;  value 
of  dept  equipment,  $6,000;  value  of  bldgs.,  $6,000; 
ann.  exp.  of  dept.,  $6,000;  total  mem.  6,  paid  full 
time  1,  paid  part  time  8. 

Water  Supply— Source,  Fla.  river,  UH  miles 
east  from  business  center;  system,  gravity,  pump 
to  res.;  quality  of  water,  good^  res.  cap.,  66,000,000 
i^s.,  located  \4  mile  east  of  city:  mains,  cast  and 
wrought  iron,  12^^  miles,  4  to  10  in.  dia.;  64  h3^ 
dranta;  meters,  total  number  4,  Hersey  Rotary; 
860  services;  pipe,  galv.  iron;  pressure,  dom.  167 
lbs.,  fire  167  lbs.;  consumption  per  day,  800,000 
nls.;  cost  to  construct,  $270,000;  bonded  debt. 
|S70,000:  int.  paid  on  bonds,  6  per  cent;  cost  ot 
mtce.,  $4,000;  works  belong  to  city. 

FLORENCE,  pop.  6,000;  fire  area,  4  39.  miles; 
mercantile  bldgs.,  brick,  2  to  8  stories;  i>nvate,  24 
brick,  1-8  wood;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fire  in- 
vestigated; av.  fire  loss  per  year  for  past  8  years, 
$1,000:  av.  ins.  carried  on  properties  burned  per 
year  during  past  3  years,  $600.  Fire  dept— 1  comb, 
c.  ft  h.  wagon,  h.  ft  L  trucks,  aerial  trucks,  hose 
wagons,  hose  carriages;  total  nose,  good,  2j800  tt; 
fire  alarm,  steam  whistle:  value  of  dept.  equipment. 
$4,000;  value  of  bldgs.,  $6,000;  total  mem.  26,  paid 
full  time  8,  volunteers  22;  underwriters'  rating, 
second  class. 

Water  Supply— Source,  creek  from  mountains, 
12  miles  from  business  center;  system,  gravity; 
stdp.  pipe  cap.,  600,000  q:als.;  dim.,  68 x 30  ins.;  ma- 
terial used  in  construction,  steel:  Quality  of  water, 
Sure;  mains,  cast  steel,  4  to  12  in.  dia.:  39  hy- 
rants.  68  valves:  meters,  total  number,  80O,  Lam- 
bert, Thomson,  Meter  Co.;  owned  by  consumers; 
pipe,  cast  steel;  pressure,  dom.  70  lbs.,  fire  160 
Ids;  consumption  per  day.  160,000  gals;  cost  to  con- 
struct, $135,000;  bonded  debt,  $80,000;  int.  paid  on 
bonds,  5  per  cent;  ann.  cost  of  mtce.,  $2,000;  works 
belong  to  city. 

FOWLER,  pop.  1,500.  Fire  dept— 2  chem.  ex., 
1  hand  hose  cart,  1  chem.  engine;  hose,  800  ft.; 
total  mem.,  17  volunteers. 

Watbr  Supply— Source,  springs,  cap.  105,000 
gals,  per  day;  stdp.  cap.,  100,000  gals.;  res.  cap., 
eO.OOO  gals.;  mains,  3%  miles,  4  in.  dia;  19  hy- 
drants. 

FRUITA,  pop.  1,000.  Fire  dept— 1  hand  hose 
reel;  hose,  500  ft;  fire  alarm,  bell;  20  volunteers. 
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Water  Supply — Source,  springs,  cap.  106,000 
gals,  per  day;  res.  cap.  not  known;  mains,  2,  4 
and  6  in.  dia.;  16  hydrants. 

FT.  COLLINS,  pop.  9,000;  fire  area,  150  acres; 
mercantile  bldgs..  stone  and  brick,  1  to  2  stories; 
priTate,  brick  ana  wood,  IH  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord.:  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  8  c.  hand  ex.,  1  comb.  c.  & 
h.  wagon,  2  hose  wagons,  4  hose  carriages,  2 
horses;  hose,  cotton,  rubber  lined,  good,  3,l00  ft.; 
fire  alarm,  bell  and  Gamewell,  22  boxes;  value  ot 
dept.  equipment,  $2,000:  value  of  bldgs.,  $4,000; 
ann.  exp.  of  dept.,  |1,006;  total  mem.  40,  paid  full 
time  2,  paid  part  time  4,  volunteers  34. 

Watbr  Supply— Source,  river,  14  miles  from 
business  center;  system,  gravity,  pump  to  stdp.: 
stdp.  cap.  200,000  gals.,  dim.  20  x  70,  material  used 
in  cons,  iron;  quality  of  water,  good;  mains,  wood 
and  iron,  3  to  22  in.  dia.:  115  hydranta;  40  valves; 
meters,  total  number  40,  Union,  Hersey  Disc, 
Thomson.  Worthington  and  Lambert,  owned  by 
city;  1,600  services;  pipe,  galv.  iron;  pressure, 
dom.  97  lbs.,  fire  97  lbs.:  cost  to  construct,  $106,- 
000:  bonded  debt,  1266,000;  int  paid  on  bonds,  4 
and  4%  per  cent;  cost  of  mtce.»  $3,600;  works  be- 
long to  city. 

FT.  MORGAN,  pop.  634.  Fire  dept.— 1  h.  &  L 
Co.:  hose,  5jP00  ft;  fire  alarm,  bell  and  whistle; 
total  mem^  W  volunteers. 

Water  Supply— System,  gravity;  mains,  4  to 
10  in.  dia.;  88  hydrants;  pressure,  fire  60  lbs.;  2 
Cook  steam  engine  pumps,  cap.  260  gals,  per  min. 


GEORGETOWN.  i>op.  1,418;  fire  area,  640  acres: 
mercantile  bldgs.,  brick,  2  stories;  private,  wood 
and  brick  2  stories;  wooden  roofs  permitted;  fire- 
works ana  combustibles  ord.  Fire  dept. — ^1  hand 
engine,  1  h.  &  L  truck,  4  hos^  carriages;  hose,  cot- 
ton, rubber  lined,  good  1,100  ft.;  rubber,  good 
2300  ft.;  total  hose,  8,910  tt;  fire  alarm,  b«U;  ynlwtt 
of  dept  equipment.  14,200;  value  of  bldgs.,  $10,000; 
ann.  exp.  of  dept,  $200;  total  mem.,  186  volunteers; 
underwriters'  rating,  second  class. 

Watbk  Supply— Source,  creek,  6  miles  from 
business  center;  system,  gravity;  quality  of  water, 
▼er^  best;  res.  located  southeast  comer  of  town; 
mams,  cast  iron,  8  miles,  8  to  6  in.  dia.:  80  hy- 
drants, Beaumont  and  Ludlow;  valves.  Ludlow: 
800  services;  pipe,  lead  and  fron;  pressurc^dom.  40 
lbs.,  fire  115  lbs.:  cost  to  construct,  $27,000;  ann. 
cost  of  mtce.,  $1,800;  works  belong  to  city. 


GLENWOOD  SPRINGS,  pop.  2,000;  fire  area, 
640  acres;  mercantile  bldgs.,  brick,  1  to  4  stories; 
private,  wood,  1  story;  wooden  roofs  not  permit- 
ted in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— ^1  h.  &  1. 
truck,  2  hose  carriages,  2  hand  chem.  ex.;  hose, 
cotton,  rubber  lined,  good.  1,900  ft;  fire  alarm, 
bell;  ann.  exp.  of  dept,  $lo0;  total  mem.,  15  vol- 
unteers. 

Water  Supply— Source,  creek,  8  miles  from 
business  center;  system,  gravity;  8  tanks,  10,000 
gals,  capacity;  mains,  6%  miles,  4,  6  and  8  in.  dia., 
National  Tube;  23  hydrants;  380  services;  pres- 
sure, dom.  80  lbs.,  fire  190  lbs.;  consunvption,  per 
capita  100  gals.;  cost  to  construct,  $165,000;  works 
belong  to  Co. 

GOLDEN,  pop.  2,600;  fire  area,  400  acres;  mer- 
cantile bldgs.,  brick,  1  to  8  stories;  private,  brick 
and  wood,  1  to  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— ^1 
steamer,  2  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
reels  and  carts;  hose,  cotton,  rubber  lined,  good, 
1,000  ft;  inferior,  all  kinds,  400  ft:  total  hose. 
1,400  ft;  fire  alarm,  bells  and  whistles;  value  of 
dept.  equipment,  $20,000;  value  of  bldgs.,  $12,000: 
ann.  exp.  of  dept,  $600;  toUl  mem.  SS,  paid  full 
time  2,  voltmteers  106. 

Water  Supply— Source,  creek;  system,  gravity, 
from  Beaver  Brook;  res.  1st,  13  miles  from  city, 
cap.  10,000,000  gals.;  res.  2d.  11  miles,  cap.  8,000,000 
gals.*,  2  district  res.,  combmed  cap.  8,50CL782  gals., 
j/k  mile  from  citv;  mains,  7  miles,  2  to  10  in.  dia.; 
60  hydrants.  Holly;  80  valves;  600  services;  pres- 
sure, dom.  135  lbs.,  fire  135  lbs.;  cost  to  construct, 
$200,000;  ann.  cost  of  mtce.,  $4,000;  works  belong 
to  city. 


GOLDFIELD,  pop.  1300{  mercantile  bides., 
wood  and  brick,  1  to  2  stones;  private,  wood,  1 
to  2  atories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fire  in- 
vestigated; mv.  fire  loss  per  yr.  for  ^MMt  S  jt%^ 
$1,686;  av.  ins.  carried  on  properties  burned  per  yr. 
during  past  8  yrs.,  40  per  cent  Ffre  dept — 12  c 
hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  sood,  IJSOd 
ft.;  fire  alarm,  steam  wnistle  and  heavV  bell;  value 
of  dept.  equipment,  $2,500;  value  of  bldffs.,  $3,00D; 
ann.  exp.  of  dept,  $500;  total  mem.,  18,  paid  part 
time,  volunteers  30;  underwriters'  rating,  second, 
third  and  fourth  class;  add  600  ft  hose. 

Watsr  Supply— Source,  Victor  res.,  €  miles 
from  business  centre:  system,  gravity:  stdp.  cap., 
1,100,000  gals.,  dim.  24  ft  deep  and  30  ft  hish;  ma- 
terial used  in  construction,  steel;  quality  of  water, 
good;  res.  cap,  Z^  billion  gals.;  mains,  cast  iroa 
and  steely  2^  miles,  4  in.  dia.;  17  hydrants;  21 
valves;  pipe,  cast  iron,  %  in.  and  %  in.;  pressnrt. 
dom.  80  lbs.,  fire  140  to  176  lbs.;  consiimp- 
tion  per  day,  50,000  gals. ;  cost  to  construct,  $81.- 
000;  bonded  debt,  $£.000;  int  paid  os  bonds,  4 
per  cent;  ann.  cost  of  mtce.,  $1600;  works  bdoag 
to  city. 


GRAND  JUNCTION,  pop.  6,000:  fire  .^ 
1,000  acres;  mercantile  bldga.,  mostly  brick.  1  to  S 
stories;  private,  wood,  2  stories;  wooden  roo& 
permitted  in  fire  area;  fireworks  and  combnstibks 
ord.;  causes  of  fires  investigated.  Fire  dept— 40 
c  hand  ex.,  1  comb.  h.  &  1.  truck,  1  hose  wagon, 
2  hose  reels  and  carts,  2  horses:  hose,  eocton,  rub- 
ber lined,  good,  2.800  ft;  inferior,  aU  kinds.  l,60l 
ft;  total  hose,  4,400  ft:  fire  alarm,  bell;  Tnlne  ol 
dept  equipment  $3,600:  value  of  bids;!*.,  $6j000; 
ann.  exp.  of  dept,  $3,000;  total  mem.  1^  paid  foil 
time  8,  volunteers  12. 

Watbk  Supply—  Source,  river,  2  miles  from  busi- 
ness center;  system,  pump  to  res.;  filtration  sysr 
tem,  Allen  patent  skimmers;  quality  of  water, 
good;  res.  cap.  1,600,000  gals.,  located  on  hill 
south  of  city;  2  pumping  engines,  cap.  per  day 
3^000,000  gals.,  constructors  Ludlow-Dunn-Gordon, 
Jeansville;  maina,  cast  iron,  15  miles,  4  to  12 
in.  dia.;  meters,  total  number,  88,  Union  S3, 
owned  by  city;  1,000  services;  pine,  galv.  iron; 
pressure,  dom.  90  lbs.,  fire  90  Ib^  consump- 
tion per  day  800.000  gals.,  per  capita  2»8nls.;  cost 
to  construct,  $126,000;   bonded  debt,  $0*000;  int 

Said  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
S,000;  works  belong  to  city. 

GREELY,  pop.  8,000;  mercantile  bldgs.,  bnck 
and  wood,  1  to  8  stories;  private,  brick  and  wood, 
1  to  2  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  cnoscs  of 
fires  investigated.  Fire  dept— 8  auto  h.  &  1.  trucks 
4  hose  wagons;  hose,  cotton,  rubber  lined,  good« 
2,750  ft;  inferior,  all  kinds,  600  ft:  total  hoM. 
8,250  ft:  fire  alarm,  bell  and  whistle,  4  boxes; 
value  of  dept  equipment  $8,000;  value  of  bldgs., 
$5,000;  ann.  exp.  of  dept,  $1,200;  total  menu  iM.  € 
paid  full  time. 

Watek  Supply— Source,  river  and  wells,  S  miles 
from  business  center;  svstem,  pump  to  stdp.  and 
direct;  stdp.  cap.,  148,000  gals.,  dim.  46  x  10,  k>- 
cated  on  hill,  material  used  in  cons,  iron;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
5,000,000  gals.,  constructors  Holly  and  Laidlaw; 
mains,  cast  iron,  20  miles;  70  hydrants.  Chapman; 
valves,  Eddy;  1,170  services;  pipe,  lead;  pressure, 
dom.  80  lbs.,  fire  76  lbs.;  consumption,  per  day 
1,500,000  gals.,  per  capita  600  gals.:  coat  to  con- 
struct $435,000:  bonded  debt  $fiO,000;  int  paid  00 
bonds,  4^  per  cent;  anxt  cost  of  mtce.,  $SJ500; 
works  belong  to  city. 

GUNNISON,  pop.  1,200;  mcrcantUe  bldga^,  stone 
and  frame,  1  to  8  stories;  private,  wood,  1  story; 
wooden  roofs  permitted;  fireworks  and  eombosB- 
bles  ord.  Fire  dept— 1  n.  &  U  track,  S  hose  car^ 
riages:  hose,  cotton,  rubber  lined,  good  1,800  ft; 
total  nose,  1,800  ft.;  value  of  dept  equipment 
$6,000;  totsJ  mem.,  66  volunteers. 

wATsa  SuppLY—Souroe,  river;  system,  pump  to 
stdp.;  res.  cap.,  80,000  gals.;  2  puAoixv  enpnes, 
class  comp.,  cap.  per  day  1.600,000  sala.,  ooa- 
structors  Worthington;  mains,  lead  and  galv.  tros, 
4^  miles,  4  to  12  in.  dia.,  Harrison  and  Howard; 
62  hydrants,  Holvoke;  160  services;  pressure,  dom. 
85  lbs.,  fire  100  lbs.;  consumption,  per  day  166.4€8 
gals.,  per  capita  600  gals.;  cost  to  construct,  180^000; 
ann.  cost  of  mtce.,  $4,800;  works  belong  to  Co. 
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wooden  roofi  permitted  in  lire  ircBi  ficeworki  tni 
canibnitiblci  ord.;  c>iii»9  of  fire  inYCMtigitFd  i  ». 
&rt  iou  per  71.  for  3  yean,  tl.ZOD.  Fiit  dept,— 1 
b.  &  J.  truck,  t  hoK  wigon;  ho>e.  800  ft.;  fiie 
•Jam.  wbiiUei  vslue  oC  dcpl.  equipment,  VM;  U 

HOLVOKE,  pop.  I,0«l.  Fire  depl.-l  hand  boic 
reeJi;  box,  2M>  tt;  fac  llarm,  bell  (od  irbiatle: 
loul  neni^  aJTiolimleei*. 


mile,  1  and  (  in.  di>.;  20  bydonla. 

IDAHO  SPRINGS,  pop.  tfiOO;  mtrontile 
bMf*.,  brick,  1  and  1  atoriea;  print*,  brick  ud 
wood,  1  ind  1  norio;  wooden  roofi  not  permitted; 
fireworka  »nd  conbuatiblei  ord.;  cauaea  of  firM 
io*eaifi<*>l.  Fire  dept.—!  h.  &  1.  tmck,  4  boM 
earriacca;  hoae.  cotton,  rubber  lined,  good,  2,800 
H..:  rubber,   good.   900  It.;   total  boae    S.TOO;   firv 

%m!  t4,W0r'nlue  of  bldgs.rVeOO;  an'n.  'eJS^'Sf 
dep(.,  t&OO:  total  mem.,  8G  Tolunteera. 

WnTii  SiTprLT — Source,  moimtaia  Mreuni;  n*- 
lem,  tnTitr;  aiulitt  of  mter,  Bood:  ra.  cap.  W. 
iMmO  «aU.;  maiaa,  1  railea,  4  to  U  in.  dia.; 
SI  bnlraata.  Eddr  and  Lndlow;  SO  Talrta,  Eddy: 

^ :__    , preMore,  don.  UO  Iba.. 

■    tUE,OOD;  int. 


&n  90  to  U&  Iba.: 

boada,  I  . 
orka  belong 
LA  JUNTA,  pop.  fl,0(IO;  Or*  aiea,  400  acre*: 
oeroatilc  bidsa.,  atone,  brick  and  wood,  1  Id  I 
floriea;  priTate,  atone,  brick  and  wood,  1  and  t 
■toriea;  wooden  rooia  not  permitted;  combtwtlblea 
ord.;  canaca  of  fire*  in*e(ligated j  av.  fire  loaa  per 
p.  tor  t  yra.,  tiAK.  Fire  dept.— 11  c  liand  ex., 
1  bOK  wagon,  4  boae  carriacea,  reel),  etc.,  t  boraea; 
bote,  cotton,  mbber  lined,  good  S,«»  ft.:  robber, 
iwd  400  ft;  Inferior,  all  kinda,  160  ft.;  total  boae, 
&£»  ft:  fire  aUrra,  betl,  «hl)tle  and  electric;  nine 
of  depL  cqaipmenl.  11,600;  ralue  of  bidga..  K,00a: 


3Si.D00  gata.;  1  pompinV  eneinea,  cap.  per  day, 
1JW0.00O  gala.,  conatrQctoraTvaUe,  K^owlea  and 
Smitfa;  nuina,  caat  iron,  SVmllea,  1  to  16  in.  dia.; 
SO  hTdrania;  U  T*lTe«;  ISO  aervicea;  preaaore, 
I.  90  Iba.,  fire  UO  Iba.;  coniumption  per  dar, 

~      ■  act,  tkjoor    •     •  ' 


m.OOO    sal 


taioO;  worka  belo 


londi,  4  per  cent;  o 


LAFAYETTE,   p 
Fire  dept— !  hoae  ( 


.   1,600;   fire 


;  hoae. 


fflfi.; 


0  h^drai 


eof  bldga.;  11.000; 

SfcrrLT— Source",   res,;    syiten,    gravity: 

L06orb"nied  debt  Pl.OOO;  in^  paid  on 
Donaa,  <yA  P"  cent;  ann.  coat  of  mice.,  JSOO; 
irorlit  belong  to  city;  Water  Com.,  rapt. 

LAKE  CITV,  pop.  TOD;  fire  area,  IT  blocka;  mer- 
cIDtile    bld^,    wood,    brick   and    atone,   1   and   1 

rood  not  pennftteiL  Fire  dept.— 1  c.  engine,  S  c. 
band  eic,  1  b.  &  L  truck,  t  doae  eirriagea:  hoae, 
cotton,  robber  Uned,  good  1,800  ft.;  inferior,  all 
linda,  too  ft.;  total  hoae,  1,000  ft.;  fire  alarm,  bell; 
ralue  of  dt:pt  equipment,  14,000;  vaJne  of  bldfa., 
n,600;  total  mem.,  86  TOlunteeit. 

Watu  SarpLT—Source.  Hver,  1  mile  from  boii- 
leaa  center;  ayatem,  irraTitr;  qualitr  ij  water, 
rood ;  maina,  iteel,  1  mile,  8  and  10  in.  di*. ;  14  hy- 
irania;  S  Talvea;  (S  lervjcea;  pipe,  galv.  iron; 
>reaauTe,  dom.  X  Ibi.,  fire  60  Iba.;  coat  to  con- 
TTuct,  tS8,O00;  bonded  debt,  tlt,0a(>;  Int.  paid  on 
londi.  8  iwr  eent;  coil  ol  mtce.,  (TW;  worka  be- 
ong  to  citr- 

re  area,  8  blocka;   mer. 

k  and  wood.  I  to  1  ato- 

, _ and  wood,  1^  atoriea; 

rooden  rooii  not  permitted  in  fire  area;  cauaea 
f  fire*  inireatigated.  Fire  dept.— 1  h.  &  L  track, 
c.  hand  ex.,  1  boae  cart;  hoae,  cotton,  rubber 
jned.  good,  MO  ft:  rubber,  good,  100  ft.;  inferior. 


all  kinda,  ¥»  I 

whlatle;  Talue  c 
bldga.,  tt,O00;  t 


0  fL;  fire  alarm. 


e,  S  arteiian  welli,  B 
blocka  from  buaioeu  center;  lytlem,  pumping  to 
tea.  or  direct;  atdp.  cap..  (0,000  gala.,  malerul  naed 

enginea;  mains,  wood.  1.  6  and  S  ins.  dia.;  EO 
hTOrantg;  331  metera,  total  number  ZIE,  owned  by 
cfty;  40a  .ervice.;  pipe,  %  In.  iron;  prea.ure,  dom. 
10  Ida.,  fire  7S  Ifai.;  conaumotion  per  day,  90,000 
nlt.:  coat  to  conatruct.  nS.OOO;  bonded  debt,  »!,- 
An;  Int.  paid  on  bonds,  6  per  cent;  cost  of  mt»., 
tUDO;  worka  belong  to  city. 


LAS  ANIMAS,  pop.  1,SZT;  fire  area,  100  acret; 
mercantile  bldga.,  atone  and  brick,  1  to  I  atoriea; 
private,  wood  and  brick,  1  atory;  cauaei  ol  firea 
mTCMigated.  Fire  dept.— 1  h.  &  L  truck.  4  c 
hand  ex.,  1  hoae  reel  and  cart;  hoae,  rubber,  good, 
—  '-      '-'--■-    ,11  jdnda,  m  It.;  loUl  h"        '  "^ 


;  fire  alarm,  bells  and 


I,  1  box 


,'toSi 


Elity  of  water,  alkaline;  t  pumping  enginea, 
a,  comp.,  cap.  per  day,  lOOJJOO  gala.,  conatruc- 
lora  Deane;  maina,  iron.  T  milea,  6  to  S  in.  dia.; 
41  hydranta;  m  arrricet;  pipe,  gaW.  iron;  prea- 
ante,  don.  SO  Iba.,  fire  IdO  iba.;  coniumption  per 
day,  100,000  gala.;  cost  to  construct.  tffi.OOO;  bond- 
ed debt,  tIT,WO;  Int.  paid  on  bonds,  5%  per  cent; 
coat  of  nice,  0.600;  worka  belong  to  city. 

LEADVILLE,  Lake  County,  pop.  11.000; 
mercantile  bldga.,  atone,  brick  and  wood,  1  to  4 
atoriea;  private,  brick  and  wood,  IH  atoriea; 
wooden  rooia  permitted  in  fire  area;  firework* 
and    combustiblea    ord.;    caua**    of    Gr*a    invetti- 

rled.  Fire  dept.— 1  h.  &  1.  truck,  4  c.  hand  *«., 
hose  wagon,  1  hoae  carriage,  4  horses;  hoae. 
cotton,  rubber  lined,  good,  7,000  ft ;  inferior,  all 
kinds,  1,000  ft.;  total  %o>e.  B,600  ft.:  fire  alarm, 
electnc  16  boiet;  ann.  exp.  of  dept,  (3,000:  total 
mem.,  S,  paid  full  time. 

Wat»  SurP!.*- Sonree,  mounuin  iireama.  1  to 
10  miles  from  bosineaa  center;  tystem,  gravity  and 

O'  to   rea.;  quality  of  water,  good;  res.   cap., 
,000   gals.;    pumping   enginea,    cap.    per    day 
!,000,00O  ^»1b..   consltuclora    Deane;  mams,    wottd 


„,  ..  .„ _.  _j.:  158  hy- 
drants, Holly;  valves.  Feet.  Ludlow,  Chapman  me- 
ters, total  number  20,  owned  by  consumer;  2.0CI 
lervicea:  pipe,  lead  and  galv.  iron;  pressure,  dom. 
BO  lbs.,  fire  160  lbs.;  int.  paid  on  bonds.  4  per  <:ent; 
ann.  cost  of  mtce.,  VOff/i;  vorka  belong  to  Co. 

LITTLETON,  pop.  IJOO;  fire  area,  190  acrei. 
Fire  dept.— 1  hoae  cart,  1  doe.  leather  buckela; 
boae,  l,lDa  ft.:  value  of  equipment,  {2,000 ;  ann. 
exp/of  dept.,  WD;  total  mem,  16  volunteers. 

Wat»  SurPLV— Source,  artesian  wetls  and 
river;  ayatem,  gravity;  1  pumpa,  cap.  per  day 
100,000  gala.:  Xliydranta;  nuina,  2^  mile);  prea- 
sure,  dom.  TS  lbs.,  fire  ISO  lbs.;  cost  to  construct, 
tK,000;  bonded  debt,  tlO,00»;  int.  paid  on  bond*, 
i  per  cent;  aon.  coat  ofrntcc,  (2,001):  works  belong 
to  city. 

LONr.MONT.  v^ll-  7.B00:  fire  area,  1,000  acres; 

^fivlw.  'wood  and  tn-k,*  1  srorie)';  wooden  "m's 
not  permitted;  fi.r«'..ks  and  combuatlblea  ord.; 
causes  of  fires  invent  ^tr.-ited;  av.  fire  loaa  per  vr.  for 
3  yiL.  K.00O:  IV.  ins  [or  aame  cimc,  tLOOO.  Flrt 
dcpf.— 1  2.|ior9e  iroml..  chem.  and  hose  wagon; 
hose,  cotlon.  sah\.r'  \nti.  good;  total  hose.  1.700 

M.b0O;'vaiiie'of'bMc^.  n^«»?  ann,^ exp'o'f''dew.! 
laSO;  IMal  rrem.  2S,  'i  :>aid  men,  2B  volunteers. 
Watib  Surri-y-fDurccriver.lO  miles  from  buai- 

terial  naed  in  cona.  bViek,  gtone  and  cement:  qualitr 
of  water,  good;  res.  cap.,  1,600,000  gala.,  located  1 
mile  from  city;  mains,  steel  and  cast  iron,  li 
milea,  4  to  8  in.  dia.;  88  hydranta;  ISl  valves:  me- 
ters, total  number.  17,  owned  hv  city;  918  ter- 
dee);  pipe.  galv.  iron:  pre))ure,  dom.  63  lbs.,  fire 
110  Iba.;  coal  to  conatruct,  nSO,ODO;  bonded  debt, 
1180,000;  int.  paid  on  bonda,  4  per  cent;  coal  ot 
mice.,  CODO;  works  belong  to  city. 
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LOUISVILLE,   pop.    906.    Fire   dept-^I    hoM 
cart:  hose.  1,000  ft:  total  mem.,  26. 
Watsr  Supply— System,  gravity;  rei.  cap.  1,000,* 

000  gait.;  mains,  4  to  12  in.  dia.;  80  hydrantf ;  pres- 
sure, 100  lbs. 

LOVELAND,  Larimer  County,  pop.  6,600; 
mercantile  bldgs,  brick  and  wood,  1  and  2  stories; 
private,  brick  and  woo<L  1,  2  and  8  stories;  wooden 
roofs  not  permitted:  fireworks  and  combustibles 
ord.  Fire  dept. — 1  n.  &  1.  truck,  1  comb.  auto, 
truck  with  full  equipment,  1  hose  wagon,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,000 
ft.;    fire   alarm,    bell;   value   of    dept.    equipment, 

g,000;  value  of  bld^s.,  81*200;  ann.  exp.  of  dept., 
OO;  total  mem.,  6o  volunteers. 
Water  Supply— Source,  mountain  rivers;  sys- 
tem, gravity;  quality  of  water,  good;  mains.  80 
miles,  2  to  12  in.  dia..  steel  and  cast  iron,  Wvckoff 
and  Michigan  Pipe  Co.;  80  hydrants,  Gaskill  and 
Corey  &  Ludlow;  pressure,  dom.  70  lbs.,  fire  106 
lbs.;  cost  to  construct,  8170,000;  bonded  debt, 
1100,000;  int.  paid  on  bonds,  6  per  cent;  ann  cost 
of  mtce.,  86.000;  ann.  revenue  derived  from  same, 
830,000;  works  belong  to  city. 

MANCOS,  pop.  1,000.    Fire  dept.— 1  hose  cart, 

1  h.  &  1.  truck;  hosej^,600  ft.;  fire  alarm^  bdl; 
value  of  equipment,  81,200;  A.  Lw  Hayes,  chief. 

Watse  Supply— Source,  Mancos  river;  system, 
gravity;  10  hydrants;  20  valves;  69  services;  cost 
to  construct,  826,000;  works  belong  to  town. 

MANITOU,  El  Paso  County,  pop.  1,400; 
mercantile  bldgs.,  stone  and  brick,  8  stones;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 40  c  hand  ex..  1 
h.  &  1.  truck,  1  hose  wagon,  2  hose  carriages,  18 
buckets;  hose^  cotton,  rubber  lined,  good.  1.000  ft.; 
rubber,  good.  1,800  ft;  total  hose,  2^00  ft;  fire 
alarm,  bell,  o  boxes;  value  of  dept  equipment, 
82,600;  ann.  exp.  of  dept,  8300;  total  mem.  76, 
volunteers  60. 

Water  Supply— Source,  creek;  system,  gravity; 
res.  cap.,  1,600,000  gals. :  mains,  80  miles,  8  to  16 
in.  dia.;  88  hydrants,  Ludlow  and  Chapman;  60 
valves;  pressure,  dom.  60  lbs.,  fire  186  lbs.;  cost  to 
construct  8100,000;  Int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  8800'  works  belong  to  city. 

MEEKER,  Rio  Blanco  County,  pop.  1,000. 
Fire  dept. — ^1  hand  hose  reel,  6  chem.  ex., 
1  hand  h.  &  1.  truck;  hose,  1,060  ft.;  fire 
alarm,  bell;  total  mem.,  80  volunteers. 

Water  Supply — Source,  river;  stdp.  cap.,  1,086,- 
800  gals. ;  mains,  3H  miles.  4.  6  and  8  in.  dia. ;  27 
hydrants;  pressure,  fire  70  lbs. 

MONTROSE,  pop.  4,600;  fire  area,  86  acres; 
mercantile  bldgs..  brick,  1  to  2  stories;  private, 
brick  and  wood,  i  to  8  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combusti- 
Dles  ord. ;  causes  of  fires  investigated.  Fire  dept— 
1  comb,  wagon,  1  h.  &  1.  truck,  2  reels  and  cart; 
hose,  cotton,  rubber  lined,  good,  2,600  ft;  in- 
ferior, all  kinds,  600  ft;  toUl  hose,  2,000  ft;  fire 
alarm,  electric;  ann.  exp.  of  dept,  82,200;  total 
mem.,  26  volunteers.  1  paid  driver. 

Watee  Supply— Source,  river;  system,  pump 
direct :  pumping  engines,  class  comp.,  cap.  per 
day  1,260,000  gals.,  constructors  Wortninston  and 
Deane;  mains,  2  miles,  4  to  8  in.  dia..  National; 
86  hydrants.  Chapman:  670  servi^;  pipe,  galv. 
iron ;  pressure,  fire  100  lbs. :  cost  to  construct,  ^10,- 
000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost  of 
mtce.,  88,600;  works  belong  to  city. 

ORD  WAY,  pop.  4,000:  fire  area,  200  acres;  mer- 
cantile  bldgs.,  brick  and  wood,  2  stories;  private, 
brick  and  wood,  1  and  2  stories ;  wooden  roofs  not 
permitted.  Fire  dept— 1  h.  &  1.  truck,  3  hose 
carts,  etc.;  hose,  cotton,  rubber  lined,  new  400  ft.. 
old  160  ft. ;  total  hose,  660  ft. ;  fire  alarm,  bell  and 
whistle;  ann.  exp.  of  dept.,  8100;  total  mem.,  16 
volunteers:  B.  H.  DuPraw,  chief. 

Watee  Supply— Source,  springs  and  creeks,  4^ 
miles  from  business  center;  system,  gravity  to 
res.:  quality  of  water,  good:  res.  cap.,  new  res.  10. 
000.000  gals.,  old  res.  8,000,000  gals.,  located  Vk 
mile  from  business  center;  mains,  cast  iron.  8H 
miles,  6  and  4  in.  dia.:  34  hydrants;  66  valves; 
pressure,  dom.  46  lbs.,  fire  140  lbs.;  consumption 
per  day,  400.000  gals.;  cost  to  construct  860,000; 
cost  of  mtce.,  82,000;  works  belong  to  city. 


PALISADE,  pop.  1,260.  Fire  dept— 2  hand  hose 
reels;  hose,  1,000  ft:  fire  alarm,  telephone  aod 
whistle;  total  mem.,  20  volunteers. 

Watee  Supply— Source,  creek,  cap.  SftlUfiS  gals. 

fier  24  hours;  res.  cap..  264,000  gals.;  mains,  1  nule, 
,  6  and  8  in.  dia.;  16  hydrants. 

PUEBLO,  pop.  67,000;  fire  area,  12^  square 
miles;  mercantile  bldgs.,  stone  and  brick,  1  to  5 
stories;  private,  stone,  brick  and  wood.  1  to  3 
stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investisraited;  av.  fire  loss  per  yr.,  for  S  ycsrs, 
870,916.70:  av.  ins.  involved  for  same  time,  840,- 
461.13.  Fire  dept— 2  engines,  1  chem.  engme  oa 
wheels,  18  c.  hand  ex.,  2  h.  &  1.  trucks,  1  aerial 
truck,  2  comb,  wagons,  6  hose  wagons,  »  horses; 
hose,  cotton,  rubber  lined,  good.  16,800  ft;  fire 
alarm,  electric,  82  boxes;  value  of  dept  equipment 
860,000;  value  of  bldgs.,  882.000;  ann.  exp.  of  dept, 
860.680;  total  mem.  42,  paid  full  time. 

Water  Supply— Source,  river,  8%  miles  from 
business  center;  system  pump  to  stdp.  and  di- 
rect; stdp.  cap.,  1,000,000  gals.,  dim.  60  x  60,  ma- 
terial osed  in  cons,  steel;  quality,  of  water,  good: 
rea.  cap.,  80,000,000  gals.;  4  pumping  enginea,  cap. 
per  da^  20,000,000  gala.,  constructors  Holly  and 
Worthsngton;  mains,  cast  iron,  66  miles;  862  hy- 
drants, Holly  and  Ludlow;  pressure,  dom.  90  Ibsl, 
fire  110  Ibsj^  consumption  per  day  d,000,000  gals.; 
per  capita  800  gals.;  works  belong  to  citir. 

Watee  Supply— North  side  of  riTet^-Soorce. 
river,  4  miles  from  business  center;  system,  pump 
to  stdp.  and  direct;  stdp.  cap.  600,000  ^ala.,  dim. 
20  X  60,  material  used  in  constractMm.  stcd; 
quality  of  water  good;  res.  cap.  80,000,000  gals.; 
3  pumping  engines,  cap.  21,000,0u0  gals.,  construct- 
ors  Holly  Improved;  mains,  woou  and  cast  iron, 
76  miles:  877  hydrants,  Holly,  Ludlow,  Eclipse 
and  Mathews;  pressure,  dom.  100  lbs.,  fire  110 
lbs.;  consumption  per  day  7,000,000  gals.,  per 
capita  800  gals.;  works  belong  to  north  side  river 
taxpayers. 

RIFLE,  pop.  1400.  Fire  dept— 1  hand  hose 
reel;  hose,  9OO  ft;  fire  alarm,  bell;  total  mem.,  80 
volunteers. 

Watee  Supply— Source,  creek,  cap.  648,006  gals, 
daily;  res.  cap.,  396,000  gals.;  mains,  8  miles,  4, 
6  and  8  in.  dia.;  27  hydrants. 

ROCKY  FORD.  Otero  County,  pop.  5,000; 
mercantile  bldgs.,  brick,  2  and  3  stories;  private. 
wood,  cement  and  brick,  1  and  2  stories:  wooden 
roofs  not  permitted  in  fire  area;  causes  ot  fires  to- 
vestigated.  Fire  dept — 1  comb,  hose  and  chem. 
wagon,  1  aerial  ladder  truck,  2  horses;  hose,  cot- 
ton, rubber  lined,  good,  2,300  ft;  fire  slarm. 
whistle  and  telephone;  value  of  dept  equipment 
88.000;  value  of  oldgs.,  81,000;  ann.  exp.  of  dept. 
83,000;  total  mem.  12,  paid  part  time. 

Watee  Supply — Source,  8  artesian  wells;  sys- 
tem, gravity  and  pumping;  quality  of  water,  good; 
res.  cap.,  760,476  gals.:  mains,  7H  miles,  2  to  8  in. 
dia.;  87  hydrants,  R.  L.  Rumsey  ft  Co.;  48  valves, 
Ludlow;  410  services;  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  100  lbs.;  cost  to  construct,  8I2.- 
000;  bonded  debt,  828.000;  int  on  bonds,  6  and  I 
per  cent;  ann.  cost  of  mtce.,  8100;  worics  belong 
to  city. 


SAGUACHE,  pop.  600.    Fire  dept— 1  hand 
gine,  1  h.  ft  I.  trucx;  hose,  600  ft;  volunteer  Co. 
Watee  Supply- Source,  wells. 

SALIDA,  pop.  6,000;  mercantile  bldgs.,  brick, 
1  and  2  stories;  private,  brick,  2  stories;  wooden 
roofs  permitted;  combustibles  ord.  Fire  dept— 1 
comb.  c.  ft  h.  wagon,  2  c  hand  ex.,  1  h.  ft  L 
truck,  2  hose  carriages,  reels,  etc,  3  horses;  hose, 
cotton,  rubber  lined,  good,  1,960  ft;  inferior,  all 
kinds.  400  ft;  total  hose,  900  ft;  fire  alarm. 
Gamewell.  17  boxes;  value  of  dept  equipment 
14.400:  value  of  bldgs.,  86,000;  total  mem.  U,  paid 
men  3,  volunteers  9. 

Watee  Supply— Source,  springs,  8  miles  from 
business  center;  system,  gravity;  quality  of  water, 

5ood;  2  res.,  cap.  2,600,000  gals.,  located  south  ot 
Lfkansas  river;  mains,  kat  and  cast  iron,  11^ 
miles,  4  to  12  in.  dis.;  49  hydrsnts;  60  valves; 
pipe,  galv.  iron;  pressure,  dom.  86  to  66  lbs.,  fire 
76  to  90  lbs.;  consumption  per  day,  l,60l^000ga]& : 
cost  to  construct  8^0,000;  bonded  debt.  flT.OOD; 
int.  psid  on  bonds,  4  snd  6  per  cent;  cost  of  mtce.. 
11,500;  works  belong  to  city. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY-COLO KADO. 


SILVERTON,  pop.  1,6DI>;  fin  if,  tlO  acre*: 
miminji*  bids*.,  wbod,  1  Morica;  pniaM.  brick 
lad  wood,  1  (Bd  t  noricti  woodea  nxui  vt- 
mined.  Ftn  dept— 1  b.  ft  I  Inck,  I  bo«c  taf 
riigu;  hoH,  cottoa,  nbbcr  Hoad,  «md  LMO  ft.! 
inimor,  all  kind*,  UO  ft.;  total  hate,  UOO  tLj  tri 
ilum,  bell:  value  of  dept.  eqnipaent,  tMOOj 
iilie  of  bldgi.,  ItiCDO;  uat,   rxp.  of_  dnt.,  tSK); 

VVtTii  SurrL* — Soorce,  monnUiD  itiiaai,  1 
milii  from  buiineu  center;  nttea,  Bravity;  ma- 

witcr," At {'"^"tf p' l!fl<»,OM K™1^ted  U mile 
ol  towni^uina,  kaL  ud  wood,  S  milei.  ft 


met.  miOOO; 


bonded  debt.  CB,- 


tl,500:  worki   belong  [o  town. 

SILVER  PLUUE,  pop.  TOO;  tic  am,  101 
icrei.  Fire  depL— «  hoie  carta.  I  laddera,  X 
buclieu,  8  nonleai  hoae,  1,«»  fl.;  Talue  ol  cqnlp- 
■ncm,  &.5(»:  Talae  of  bidga.,  UCO;  ano.  cxp.  ol 
dcpt.,  tIDO:  total  mem.,  IDS  TOlanteaa. 

(VAiaa  Sorrtr— Source,  Clear  creek;  iTttem, 
envilT;  cap.  per  dar,  l.SSCtHO  nl).;  15  hjdlSDti; 
»  Tilrei;  1K>  ■erTices:  malni,  TW  fL;  preaaure, 
dom.  70  Iba.,  fire  90  Ibi.;  coat  to  conaCruct  »,■ 
m;  bonded  debt,  tU.OOO;  int.  on  bonda,  S  per 
ccni;   tnn.   con  of  nice.,  MOO;   worki  belona  to 

STERLING,  pop.  l.EOO;  fir*  area,  IBO  acrea. 
Fire  dept.— h.  ft  I.,  tioac  cartj  value  of  equipnent. 
U»:  Talue  of  bldga.,  tl,«0«;  total  mem.,  B  lolim- 

WAtaa  SorrLT— Source,  apring:  lyatem,  BraTity; 
1  pomp,  csp.  per  day  1SS,W0  ^a,;  13  bydranta; 
tOOO  ft.  4-hi.  water  maini;  prcaaore,  dom.  «)  Iba., 
fire  140  Iba.;  coat  to  conatnct.  ItS.OOO;  bonded 
j-v.  •«  im^.  ,_^   __,|j  ij^  bonda,  S  per  cent;  worV* 


3,000;   lire  area,  i 


belong  to  city. 

nercaniile  bMgt/b'r'iit"n™«"and"*i<id,°  l"w'i 
•torrea;  private,  wood,  1  atoiy;  wooden  mola  not 
permitted;  combnatiblea  ord;  cauaea  of  Brei  in- 
*atigated.  Fire  dept.— 1  h.  ft  L  truck,  t  hoae 
eamagei;  total  bote,  cotton,  rubber  lined,  good 
I.OOO  ft.;  fire  alarm,  bell,  whiatle,  electHc;  value  of 
dept.  equipment,  »,«»;  value  of  bldgs.,  ttff»\ 
total  mem     »  yolunleera. 

Wa™  SopFTr- Source,  creek;  eratem,  nmTltyi 
res.  cap.,  IW.OOO  mIi.:  malm,  4H  milel;  U  hy- 
dranti;  prcHure,  Ere  im  Ibl.;  coat  to  c^n.lnict, 
ttP.OOO;  int.  oo  bondl,  t  per  cent.;  worki  belong  to 

TRINIDAD,  pop.  U,00«t  lire  area.  1,800  acre*; 
oercaolile  bldg*.,  brick  and  ttooc,  1  to  I  itariei: 


privata,  brick,  atone  and  wood,  1  to  I  atoria*; 
wooden  roofa  not  petmlttcd;  Srcworka  and  coa- 
buatiblea  ord.;   catuea  ol  Brei  Inycnlgatad.    Flra 


_,  i  h.  A  1.  trudt,  1  I 
.  1  boac  carriagca,  I  bor 
-      ■     lood,  tS»  h     -'■ 


hoae,  cotton,  mCba  lined,  good,  tiSib  n.:  isBDer, 
good,  IJnO  h.;  inferior,  all  klnda,  100  k:  total 
noae,  4JO0  ft.;  fire  alarm,  telepboite,  18  boxea; 
value  of  dept.  equipment,  MOOOi  vaJue  of  bldg*.. 
10,000;  ann.  exp.  of  dept.,  tE,ODD;  total  mem.  10, 
paid  full  time  G,  part  time  I;  ttnderwriten'  ntlng, 


railei  Irom  businesi  center;  ayatem.  «avityl  qual- 
ity ol  water,  EODdi  m.  cap.,  8tM0,IXII>  gala.,  lo- 
cated 3  to  B  miles  frDni  dtr;  malna,  eaat  Iron  and 
wood.  35  mitci,  4  lo  ^S  in.  dta-;  UIllTdranta,  Lnd- 
and    Chjlpm.in: 


Ijdranta,  I 

a,  Ludlow  and 
lO,    Crown   n. 


<  c^  and  c 


VICTOR,  Teller  County,  pop.  lOJMO;  n 
cantile  oldga.,  brick  and  iConc;  wooden  roofa  : 
permitted.  Fire  dcpL— 1  b.  ft  I.  track,  t-ha 
comb,  wagon,  1  hoae  carriage;  total  hoie,  cott 
rabber  lined,  good,  1,800  ft;  fire  alarm,  Gimew 
12  boxea;  value  of  •qulpmenl.  14,000;  ann.  exp, 
dent.,  «,«»:  mem.  4,  pSd  lull  time. 

Watii  SurrLV— Soarce,  mountain  atrcama;  i 
tem,  gravity;  rea.  cap.,  4m>.00D,IXI0  gala.:  maina, 
milea;  SS  bydranta;  metera,  lotaJ  number,  I;  1 
•erviceaj  eonaumptjon,  per  day  1.000,000  gala,, 
capita  no  gala. ;  coat  to  connnict,  nSLWO;  a 
cott  of  mice.,  tlO.0O0;  bonded  debt,  ^,800;  i 
on  bonda,  G  and  7  per  cent;  worka  belong  to  c 

WALSEXBURG,  pop.  2.Htt;  fire  area.  130  aci 
mercantile  bldga.,  atone,  brick  and  wood,  1  t 
iioriea;  private,  atone,  brick  and  wood,  1  tto 
wooden  roofa  not  permitted;  firework*  and  oi 
buitible*  ord-;  cauaea  of  firea  Inveatigatcd ; 
fire  loaa  per  yr.  for  t  yra.,  SJOO;  av.  Ina.  for  aa 
time,  tS.WO.     Fire  dept— 1  h.  ft  I.  truck,  1  chem 

hose,' loiao' ft  Tire  aLirm,  bell  and  wbi«Ie;'Ta 
of   dept    equipment,  1750;   value   of  bldgs.,   t! 


imm\t"i'''^i»l'u%' miK"2  to  8  i"'dia?^ 
bydranla;  200  aervicei;  gravity  preiaure.  12G  Ibr; 
coat  to  conitract,  870,000;  co9t  of  mtce..  81,200; 
work*  owned  by  dty. 
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ABBREVIATIONS.~Ann.,  annual;  «t.,  average;  bldgs.*  buildings;  cap.,  capacity;  chn.,  chatnnta; 
c.  chemical;  c.  &  h.,  chemical  and  hoae;  cllc,  clerk;  comb,  combination;  comr.,  commissioner;  coau. 


No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt.,  superintendent. 


ANSONIA,  pop.  14,000;  mercantile  bldgs.,  stone, 
brick  and  wood,  1  to  4  stories;  private,  wood,  IVi 
stories;  wooden  rools  not  permitted;  fireworks  and 
combustibles  ord. ;  causes  of  fires  investigated.  Fire 
dept.— 4  h.  ft  L  trucks,  2  hose  wagons,  8  hose  car- 
riages, reels,  etc. ;  hose,  cotton,  rubber  lined,  good, 
9,000  ft;  inferior,  all  kinds,  600  ft.;  total  hose. 
14,000  ft;  fire  alarm.  Gamewell,  88  boxes;  value  of 
dejpt  equipment  WKX);  value  of  bldgs.,  $4,000; 
ann.  exp.  of  dept,  83uO;  total  mem.,  286  volunteers; 
underwriters'  ratmg,  second  class. 

Water  Supply— Source,  springs;  system,  grav- 
itv;  res.  cap.,  260.000.000  gaJAi  mains,  4  to  fi  in. 
dia.;  meters,  total  number,  20o;  pressure,  dom.  86 
to  100  lbs.,  fire  80  to  110  lbs. ;  works  belong  to  Co. 

BALTIC,  pop.  1,26a  Fire  dept.— 1  steamer,  1 
hose  cart;  hose,  2.800  ft;  fire  alarm,  bell;  total 
mem.,  80  volunteers. 

Watxk  Supply— Not  reported. 

BETHEL^  pop.  4,200;  mercantile  bldgs.,  wood, 
1  to  4  stones;  private,  wood,  8  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investiffated.  Fire 
dept— 1  h.  &  1.  truck,  6  hand  ex.,  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,700  ft; 
rubber,  good,  1|200  ft.;  inferior,  all  kinds,  660  ft; 
total  hose,  8,666  ft:  fire  alarm,  whistle;  value  of 
dept  equipment.  $6JM0;  value  of  bldgs.,  87,600; 
ann.  exp.  of  dept,  $1,400;  total  mem.,  126  volun- 
teers. 

Watxx  Supply— Source,  res.,  1^  miles  from 
business  center;  system,  gravity:  quality  of  water, 
good;  res.  cap..  No.  1  110,000,000  gals.,  No.  8  66,- 
OiW.OOO  gals.;  new  reservoit.  located  IM  miles  south 
of  town.  cap.  110,000,000  gals.;  mains,  iron.  1^ 
miles.  16  and  12  in.  dia.;  91  hydrants;  40  valves; 
500  services:  pipe,  iron;  pressure.  114  lbs.;  cost  to 
construct.  $40,o00  (exclusive  of  new  reservoir); 
bonded  debt.  $56,000  (inclusive  of  new  reservoir; 
int.  paid  on  bonds,  4  per  cent 

BLOOMFIELD,  pop.  1,600.  Fire  dept— 1 
steamer. 

Watkk  Supply— Res.  No.  6  of  the  Hartford 
Water  Co.  is  located  in  Bloomfield;  no  water  sup- 
plied the  town  from  this  source. 

BRANFORD,  New  Haven  County,  pop. 
5,706.  Fire  dept— 3  c.  hand  ex.,  2  h.  & 
1.  trucks.  3  hose  carriages,  3  comb,  hose 
ladder  for  hand  use.  reels,  etc;  hose,  cotton,  rub- 
ber lined,  good,  1,000  ft;  toUl  hcse,  2.000  ft;  fire 
alarm,  bell:  value  of  dept  equipment.  $4,000;  value 
of  bldgs..  $7,000;  total  mem..  140  volunteers. 

Water  Supply— Source,  lakes*  system,  gravity 
to  storage  reservoir,  pump  to  distributing  reser- 
voir; Quality  of  water,  good;  res.  cap.,  3,000.000 
gals.,  located  on  Maple  hill;  1  pumpmg  engine. 
class  dup.,  cap.  per  day  1.000,000  gals.,  constructor 
Blake;  mains,  cast  iron  and  galv.  wrought  iron,  24 
miles,  14  to  4  in.  dia.,  2  m.  wrought  iron;  84 
hvdrants ;  meters,  total  number  416,  owned  by  Co. ; 
648  services;  pipe,  galv.  wrought  iron;  pressure, 
dom.  46  to  66  lbs.,  fire  60  to  80  lbs. ;  works  belong 
to  Co.  * 

BRIDGEPORT,  pop.  100.000;  fire  area,  14  acres: 
mercantile  bldgs.,  brick,  stone  and  iron,  4  to  8 
stories;  private,  wood,  8  stones;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 10  steamers,  auto- 
mobile c.  engine.  60-gal.  tank,  24  hand  ex.,  1  h.  ft 
L  truck,  1  aerial  truck.  10  supply  wagons.  10  hose 
carriages,  reels,  etc..  62  horses;  hose,  cotton,  rub- 
ber lined,  good.  20.000  ft.;  inferior,  all  kinds,  8,000 
ft;  fire  alarm,  Gamewell,  200  boxes;  value  of  dept 
equipment,  $280^;j^Iue  of  bldgs..  $178,000;  ann. 
«p.  of  deot.  $180,000;  total  mem.  166L  paid  fuU 
time  92,  paid  part  time  74. 

Water  Supply- Source,  brooks,  8  to  10  miles 
from    business    center;    system,    gravity,    pump, 


mainly  gravity  to  res.;  quality  of  water,  best; 
storage  cap.,  4.6  billion  gals.,  located  at  North 
Bridgeport  and  Fairfield ; Spumping  engines,  cross 
comp.,  cap.  per  day  t^fiHOfiW  gals.,  conatiuctoi 
Worthington:  mains,  cast  iron  and  cement,  ICI 
miles,  4  to  86  in.  dia.;  900  hydrants,  Mathews; 
1|500  valves,  Ludlow;  meters,  total  number  1,600, 
Gem  12,  Lambert  900,  Trident  70(K  owned  by  Co.; 
12,000  services;  pipe,  iron  and  lead;  presstire,  dom. 
44  to  75  lbs. ;  consumption,  per  day  17,6002000  gals., 
per  capita  176  gals.;  works  belong  to  Co. 

BRISTOL,  Hartford  County,  pop.  6.286; 
mei^caatile  bldgs.,  brick,  8  and  4  stones:  private, 
brick  and  wood,  8  and  8  stories;  wooden  roofs 
not  permitted;  fireworks  and  combiutibles  ord. 
Fire  dept— 8  steamers,  2  c  hand  ex.,  1  h.  ft  1. 
truck,  4  hose  carriages;  hose,  cotton,  mbbo*  UacdL 
good  4,000  ft;  inferior,  all  kindsri,000  ft.;  tool 
hose,  6,000  ft;  fire  alarm  gongs  and  bell;  value  of 
dept  equipment,  $10,240;  value  of  bldgsl,  $14,409; 
total  mem.,  186,  paid  full  time  8^  paia  part  tiasc 
188. 

Watsr  Supply— Source,  brooks  and  river,  8  to 
8  miles  from  business  center;  system,  gravi^: 
stdp.  cap.,  160,000  gals.,  dim.  80  x  86,  matmal 
usol  in  cons,  steel:  qualitv  of  water,  good;  res. 
cap.,  860,000,000  gals.;  mams,  cast  and  wi ought 
iron.  33  miles.  1  to  14  in.  dia.;  106  hydrants,  Lud- 
low; 260  valves,  Ludlow;  meters  owned  by 
Co.;  1,600  services;  pipe,  galv.  iron;  pressure, 
dom.  60  to  180  lbs.;  consumption,  per  day  U60,i80 
gals.,  per  capita  166  gals.;  works  belong  to  Co. 

BROAD  BROOK,  pop.  900.  Fire  dept— 1  comb, 
c.  ft  h.  wagon,  4  c  hand  ex.,  1  hose  cart;  fire 
alarm,  bell;  total  mem.,  80. 

Watsk  Supply— Source  and  .  system  aot  re- 
ported; 2  pumps,  12  hydrants;  pressure,  60  lbs. 

CLINTON,  pop.  1,400.    No  fire  dept. 

Watsr  Supply— System,  jgravity:  ni&lir  cast 
iron,  28  miles,  6  to  16  in.  dia.;  Ludlow  hjrorants; 
Ludlow  valves;  pipe,  lead;  pressure,  dom.  67  lbs.; 
bonded  debt,  $150,000;  int  paid  on  bonds,  6  per 
cent;  works  belong  to  Co. 

COLCHESTER,  pop.  2,009.    Fire  dept— 1  hand 

engine. 

Water  Supply— Source,  wells  and  cisterns;  sys- 
tem,  gravity. 

COLLINSVILLE,  pop.  8,426;  fire  area,  8  aq, 
miles;  mercantile  bldgs.,  wood  and  bride,  8  and 
8  stories;  private,  wood.  8  stories:  no  fireworin 
and  combustibles  ord.  Fire  dept— 1  band  enginei 
2  c.  hand  ex.,  1  h.  ft  L  truck,  4  hose  wagons; 
hose,  cotton,  rubber  lined,  good  1,600  ft;  rubber, 
good  800  ft;  toUl  hose,  2,400  ft;  fire  alarm,  beD; 
value  of  dept  equipment,  $5,000;  value  of  bldgs., 
$5,000;  ann.  exp.  of  dept,  $260;  total  mem.,  81 
volunteers. 

Water  Supply— Source,  springs,  1  mile  from 
business  center;  aystem,  gravity;  quality  of  water. 
good;  res.  cap.  2,000.00()  gals.;  1  pumping  engine, 
class  Rotary,  cap.  800  to  800  gals.  |>er  minute: 
mains,  cast  iron,  6  miles,  4  and  8  in.  dia.;  li  h%- 
drantsj  9  8-in.  valves ;  pressure,  dom.  70  to  90  lbs., 
fire  126  lbs. ;  works  owned  by  Co. 

CROMWELL,  pop.  2,081;  mercantile  btdga., 
stone,  brick  and  wood;  wooden  roofs  permitted 

Water  Supply— Source,  springs,  1  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap.. 
146,000  gals.,  dim.  26  x  4  material  ^  ia  co^ 
steel,  builders  Connecticut  Constmctson  Co.;  &> 
tration  system,  sand;  quality  of  water,  good:  8 
pumping  engines,  class  triplex,  cap.  per  day  1JB,- 

000  gals.,  constructor  Gould;  mains.  irasL  9  anika. 

1  to  8  in.  dia.;  63  hydrants.  Ludlow:  17  valwa, 
Ludlow:  meters,  total  number  16,  Thomson  L 
Union  2,  Shedd  1$,  owned  by  C6.;  800  aerricea: 
pipe,  galv.  iron;  pressure,  fire  75  lbs.;  cost  to 
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Struct,  180,000;  bonded  debt,  130,000;  iatMid  on 
bonds,  6  per  cent;  ran.  coat  of  mtcc,  lltSOO;  work* 
belooff  to  Co. 

DANBURY,  pop.  20.000;  fire  area,  10,000  acrei; 
mercantile  bldga.,  brick,  atone  and  wood,  1  to  5 
storiea;  priTate,  wood,  t  itories:  wooden  roof  a 
not  permitted  in  fire  area;  fireworka  and  combna- 
tiblea  ord.;  canaea  of  firea  inyeatigated;  ay.  fire 
loss  per  yr.,  for  Sreara,  &7,0S1;  ay.  ina.  inyolyed 
for  same  time,  SSmIO.  Fire  dcpt— 1  steamer,  1 
in  resenre,  8  c.  hand  ex.,  1  aenal  truck,  S  hose 
wagona,  7  hoae  carta.  0  horaea;  hoae,  cotton,  rub- 
ber lined,  good,  4,660  ft;  cotton,  rubber  lined,  in- 
ferior, 8,000  ft.;  total  hoae,  7,660  ft;  fire  alarm, 
electric,  47  boxea;  yalue  of  dept  equipment,  HO,- 
OOO;  value  of  bldga..  168,948;  ann.  exp.  of  dept, 
09,000;  total  mem.  200,  paid  part  time  84,  vohm- 
leers  176. 

WATxa  SuFPLT-^Source,  surface  water,  8  miles 
from  buaineaa  center;  ayatem,  grayity;  quality  of 
water,  good;  rea.  cap.,  2460,427,876  ^s.;  maina. 
cement  and  iron,  60  milea,  o  to  16  in.  dia.:  400 
hydranta,  Norwood  Eng.  Co.;  000  valvea,  Ludlow; 
16400  ft  20  to  80  in.  dia.,  cement  rad  iron;  prea- 
sm-e,  dom.  86  to  90  lbs.,  fire  66  lbs.;  cost  to  coo- 
struct,  1226,000;  bonded  debt  1800,000;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $4,600;  works 
belong  to  dty. 

DANIELSON,  pofi.  2,828:  fire  area,  600  acrea; 
mercantile  bldga..  brick  rad  wood,  2  to  4  storea; 
priyate*  wood  and  brick,  2^  storiea;  wooden  roof  a 
permitted;  fireworka  and  combuatiblea  ord.;  cauaea 
of  fires  investigated.  Fire  dept— 1  ateamer,  1  b.  & 
1.  truck,  8  c.  ex.,  4  hose  camaffea,  4  horses;  hose, 
cotton,  rubber  lined,  good,  3,600  ft;  inferior,  all 
kinds,  000  ft.;  total  hose,  4,100  ft;  fire  alarm, 
Gamewell,  bell  and  whistle,  11  boxes;  value  oi 
bldgs.,  11,800;  ann.  exp.  of  dept,  $800;  total  mem.. 
40,  paid  part  time;  underwriters'  rating,  second 
class. 

Watxr  Supply— Sotiree,  apringa  and  brooka; 
systena.  gravid;  mains,  12  milea,  4  to  12  in.  dia.; 
67  hydranta;  metera,  total  number  16;  preaanre, 
dom.  66  Iba.,  fire  75  to  100  lbs. ;  works  belong  to 
Crystal  Water  Co. 

DARIEN,  pop.  8,200;  mercantile  bldgs.,  wood, 
2  to  S  atones:  private,  wood,  2  stories;  wooden 
roofs  permtted  m  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 1  hand  chem.  engine,  10  c.  hand  ex.,  2  h.  & 
1.  trucks,  2  horses;  fire  alarm,  belh  value  of  dept 
equipment,  $600;  value  of  bldgs.,  $160;  total  mem., 
160  volunteers. 

Watkk  StJppLT— Wells. 

DE£P  RIVER,  pop.  1,826;  fire  area^  1%  miles; 
mercantile  bldgs.,  wood,  2  and  8  stones;  private, 
wood*  8  storiea;  wooden  roof  a  permitted;  no  fire- 
works and  combustibles  ord.  Fire  dept~l  hand 
engiiie»  1  c  engine,  2  c  hand  ex.,  1  h.  ft  L  truck, 
1  hose  carriage;  hose,  rubber,  good  000  ft;  fire 
alarm,  bell;  total  mem.,  60  volunteera. 

Watkk  Supply— Source,  Cheater  Water  Co.,  1 
mile  from  buaineaa  center;  maina,  cast  iron,  20 
miles,  4  to  14  in.  dia.;  20  hydrants,  Ludlow;  pres- 
sure, fire  110  lbs. 

DERBY,  pop.  7,990;  fire  area,  80  acres;  mercan- 
tile bldga.,  wood  rad  brick,  2  to  4  atoriea;  private, 
wood,  I  atoriea ;  wooden  roof  a  not  permitted:  fire- 
works and  combuatiblea  ord.;  cauaea  of  firea  inves- 


tigated. Fire  dept— 1  hand  engine,  6  c.  hand  ex.,  2 
h.  ft  L  trucka,  6  hoae  carriagea;  hose,  cotton,  rub- 
ber tined,  good  8,600  ft;  inferior,  aU  kinda,  800  ft; 
total  hose.  8,800  ft:  fire  alaraoLelectric;  28  boxes; 
value  of  dept  equipment  18,000;  value  of  bldgs., 
86,000;  ann.  exp.  of  dept,  |8,000;  total  mem.,  160 
volunteers. 

Watkk  Supply— Source,  springs  and  surface 
water;  ayaton,  gravity;  maina,  caat  iron,  14  milea, 
4  to  12  m.  dia.:  84  bydranta;  pressure,  fire  60  to 
112  lbs. ;  works  belong  to  Co. 

EAST  HARTFORD,  pop.  6,400;  fire  area,  2% 
miles;  mereantile  bldga.,  brick  and  wood,  1  to  4 
stories;  private. brick  rad  wood, 2^  stories; wooden 
roofs  permitted;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.  for  8  jrrs..  86.000;  av.  ins.  for  same 
time,  $6,000.  Fire  dept— 8  hose  carriages:  hose, 
cotton,  rubber  lined,  good  2J00  ft.,  interior,  all 
kinds,  1,000  ft;  total  hose,  8^  ft;  value  of  dept 
equipment,    $1,000;    value    of    bidg.,    |2,000;    ann. 


exp.  of  dept.  $460:  total  mem.,  100  volunteera. 
WATKK  SuppLY-'Souroe,  brook,  8  milea  from 
buainess  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  1,600,000  |^s.,  located  at  East 
Glastonbury;  mains,  cast  iron,  26  miles,  IH  to 
16  in.  dia.;  86  hydrants;  212  valves;  12  meters, 
total  number  9,  Empire  8,  Gem  1,  Trident  2, 
Thomson  8,  owned  by  consumer;   1,110  services: 

{npe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire  60 
bs.:  cost  to  construct  8806,000;  cash  in  sinking 
fund,  $18,000;  bonded  debt  $260,000j^nt  paid  on 
bonds,  4jper  cent;  cost  of  mtce.,  $8,000;  works  be- 
long to  £.  Hartford  Dist 

EAST  HAVEN,  pop.  1,167;  fire  area,  76  acrea; 
mercantile  bldgs..  wood,  4  stories;  private,  wood, 
2%  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  ord.;  causes  of  nres  investigated.  Fire 
dept— 1  c.  engine  on  wheels,  2  c.  hand  ex.,  1  h.  ft 
L  truck,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good,  860  ft:  inferior,  idl  kinds,  150  ft: 
total  hose,  1,000  ft;  fire  alarm,  bell;  total  mem.,  60 
volunteers. 

Watik  Supply— Supplied  by  New  Haven  Water 
Co.;  12  hydrants;  pressure,  60  to  60  lbs. 

EAST  NORWALK,  pop.  4,000;  fire  area,  IH  sq. 
miles;  mercantile  bldga.,  wood,  2  and  8  stories; 
private,  wood,  2  atoriea;  wooden  roof  a  permitted; 
cauaea  of  firea  inveatigated.  Fire  dept.— 8  c  hand 
ex.,  1  h.  ft  1.  truck,  2  hoae  carriages,  reels,  etc.; 
hose,  cotton,  rubber  lined,  good,  1,900  ft;  in- 
ferior, 400  ft;  toUl  hose,  24M)0  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $8,000;  value  of  bldgs^ 
$6,700;  ann.  exp.  of  dept.,  $400;  total  mem.,  76 
volunteers. 

Watkk  Supply— Souree,  from  South  Norwalk. 

ELLINGTON,  pop.  1,829.  No  fire  dept 
Watik  Supply— Source,  spring;  syatrai,  gravity; 
maina,  iron  and  wood,  1%  milea,  2  to  8  m.  dia^ 
Tucker;  40  aervices;  pleasure,  dom.  60  lbs.,  fire  80 
lbs.;  cost  to  construct,  $2,600;  ann.  cost  of  mtce., 
$76;  works  private. 

ENFIELD,  pop.  1,400;  height  of  bldgs.,  1  to  8 
stories;  dwellings,  1  to  2%  stories;  wooden  roofs 
permitted:  causes  of  fires  investigated;  av.  loaa  for 
3  yrs.,  $1,300.  Fire  dept— 2  hose  carts;  hose,  1,200 
ft.:  ann.  exp.  of  dept,  $60;  total  mem.,  dA. 

Watbk  Supply— Source,  springs,  2  miles  from 
business  center;  system,  pumping:  stdp.  cap.,  876,- 

000  gals.;  dim.  40x40  ft;  matenal  used  in  con- 
struction, iron;  2pumping  engines,  class,  Deane: 
cap.  per  day,  2,26o,000  gus.;  mains,  cement  ana 
cast  von.  1  to  20  miles,  4  to  12  in.  lia.;  76  hy- 
drants: 100  valves;  meters,  total  number,  24,  Tri> 
dent,  fiolljr.  Union;  owned  by  Co.;  service  1,200; 

Sipe,  caat  iron;  pressure,  dom.  20  to  96  lbs.,  fire 
)  to  96  lbs.;  consumption  per  day,  600,000  gala.; 
works  belong  to  Co. 

ESSEX,  pop.  X580;  fire  area,  10,840  acrea;  mer- 
cantile blm.,  wo6d  and  brick,  1  to  6  atoriea:  pri- 
vate, wood,  2%  storiea;  wooden  roof  a  permitted; 
combuatiblea  ordinance;  cauaea  of  fire  investigated. 
Fire  dept.— 1  hand  engine,  2  c  hand  ex.,  1  hoae 
carriage;  hoae.  cotton,  rubber  lined,  good,  1,000  ft; 
fire  aiann,  bell  and  whistle;  total  mem.,  60  volun- 
teers; Sidney  A.  Comatock,  chief. 

Watkk  Supply— Oieater  Water  Co. 

FAIRFIELD,  pop.  4,489.    Fire  dept— 2  c  ex., 

1  h.  &  1.  truck,  1  hoae  cart;  total  mem.,  60. 
Watbk  Supply— From      Bridsreport      Hydraulic 

Co.;  28  hydrants;  pressure,  80  lbs. 

FARMINGTON,  pop.  8.881;  fire  area,  76  acrea; 
mercantile  bldgs.,  wood,  2  stories;  private,  wood, 

2  storiea:  wooden  roofa  permitted;  fireworka  and 
combuatiolea  ord.:  causes  of  fires  investigated. 
Fire  dept— 1  hand  engine,  1  h.  ft  L  truck,  1  hose 
wagon,  1  hose  carriase;  hoae,  cotton,  rubber  lined^ 
good  860  ft:  total  taoae,  860  ft;  value  of  dept 
equipment  $bOO;  value  of  fire  dept  bldga.,  $1,000; 
ann.  exp.  of  dept.,  $400;  total  mem.,  44  volunteers; 
underwriters'  rating,  first  class. 

Watkk  Supply— ^urce,  %  mile  from  business 
center;  avatem,  gnvity;  filtration  aystem,  aand; 
quality  ot  water,  good;  res.  cap.,  60,000,000  gals., 
located  in  town;  mains,  cast  iron,  4,000  ft,  10  in. 
dia.;  82  hvdrants,  Ludlow;  20  4  in.  and  6  in.  and 
10  in.  valves,  Ludlow;  meters,  total  number  1, 
Nash;  129  services;  pressure,  dom.  62  lbs.,  fire  6e 
to  80  lbs.;  consumption,  per  day  800,000  gals.;  cost 
to  construct,  $39,600;  works  belong  to  Co. 


FIRE   DEPARTMENTS    AKD    WATER   SUPPLY— CONNECTICUT . 


GRANBY,  pop.  Ijat.    No  fire  dcpL 
Watbb  SurtLT— Sonicc,  brook;  irMein,  pump  to 
■tdp.i_reB.  cin,  SO  bblLi  pnnipiDS  easiac,  etf.  pu 
dar  bUDO  bbli.i  nulni,  IM  milts,  1  in.  ait.;  pte» 


IWICH,    pi 

i'mui  S~Morie«.     Fire  dept— 
I  bott 


-, ^.-^ 

,,  1  h.  A   L  track*,  t  now  wagoiu,  4  boK  cmr- 

risgci,  t  honei;  bne,  cotton.  Tubb«,  lined,  gcnd 
LOW  fu;  TDbber,  sood  l,im  ft;  tool  boM,  1,000  ftj 
Brc  aUrm,  GunewcUi  vmlue  of  dcpt.  eqmpmmt, 
tiJMOi    niae   oi   bldjii.,   &2,000;    total   raetn.,  ITS 

Watii  Supflt— Source,  lake*;  ajitem,  trarttj; 
•tdD.  cap.  IJEO.OOa  lal*.,  BO  x  16,  1  mile*  from 
ro.,  materi^roa;  Qtndon  iTnem,  N.  Y.  C  F. 
Co.;  cap.  of  plant,  1,250,000  gals.,  r».  op.,  J«,- 
«00,000  sail.;  main),  EI  mile*,  4  to  SO  in.  dia. i  lU 
hydranta,  2G  priTate,  wood;  meteri  owned  by  Co.: 
l.tOO  ierrica:  pipe,  saly.  iron:  preuurc.  dom.  Vt 
iba..  fire  40  to  liO  Iba.i  coniumplion,  p«t  day  l.OOO,- 
100  gall.,  per  capita  IIS  (ila. ;  work)  belong  lo  Co. 


;  mercantile  bldgt,  brick  i 


ord.    Fire  depL— I  h.  &  L  truck.  Z  c. 

hoK  waiona;   boae,  cotton,   rabbo-  1 

lan  ft,;  total  boat  1,200  ftj  fire  alar 

value  of  dept.  eqaipmcnt,   tl|200;   tott.    i:.:--..,    7- 

*o]unle«ia. 

Watis  SnrrLT-Source,  well  and  take  S  mile* 
from  boalna*  center:  ■TStcm,  pump  to  itdp.; 
>tdp.  cap.,  344,000  «ala.,  dim.  »  x  <  located  in 
GrotoD,  matoul  iron,  builders  Tippeit  S  Wood] 
filtration  system.  srsTcl;  quality  of  water,  Bood;  1 
pumcrins  ensine*,  clas*  lnpl«,  aiie  10  x  8,  cap.  per 
day  700X100  gal*.,  conBtructor*  Stilwdl.Bwrc*  and 
Smith-Vaiie  Co.;  miin*,  cast  iron,  U  milea,  4  to 
10  in.  dia.;  G8  bydianta,  ColKn;  21  Talye*;  meten, 
total   number    10,    Crown,    Keyitone,    owned    by 


tibO.OOO;  bonded  d 


t.  taiCOOO;  int.  paid  o 


per  cent;  works  beloni 

GUILFORD,  pop.  !,7S4.  Fire  dept.— 2  hand  eo- 
finea,  1  b.  S  I.  truck,  2  boie  carrisEe*;  boie,  CDIton, 
rubber  lined,  good  1,000  ft;  total  boat,  1,000  ft; 
tola]  mem.,  80  Toliniteers. 

Wat**  ScrrbT— Source,  brook;  •ritem,  graTfty; 
quality  of  water,  good;  50  hydrants;  pressure,  don. 


IS     sq. 
2  to  B 


HARTFORD,    pop.    li 
tniles:  mercantile  bldgs.. 

wooden  roofs  permitted;  fireworki  and  combusti- 
bles ord.;  causes  of  tires  investigated.  Fire  dept. 
—U  stesmers,  13  comb.  c.  &  h.  waaons.  1  c.  en- 
gme,  31  c.  hand  ».,  i  ladder  itucEs.  58  horses; 
bgse,   cotton,  rubber   lined.  33.000  '        ' 


Gamewcll.  140  boies 


eip.  of  dept.,  3160,04 


.nS: 


n  233    Nash  94.  Uni 


Gem  8.  Hersey  Rotary  34E,    ._ 

Torrent  IS,  Thomson  133,  Wotthinpon  18,  Lam- 
bert 1,388;  10,9E  servicei:  pipe,  galv.  iron;  prei- 
'--I,  TO  lbs.,  fire  76  lb -- 


W.OM  gals.,  per  capita  es  gala.;  cost  to 
t.  »3,5eT,iai.04:  bonjed  debt,  MT6/KI0;  int 
bonds.  4  per  cent;   cost  of  mice.,  fllO,- 


II.AZABDVILLE,   nop.   S.OOa     Fi 

Watik' Sit  rrLy— Pumping  system,  . 
to  storage  tanks;  17  hydrants;  preasai 


irel'aoXi'" 


HOTCHKISSVILLE,  pop.  400. 

Sine,  1  00.nl.  c  enjnne,  !8  haof 
le  o(  equipment,  KuO;  mem..  16 
WATxa  Sd»»li— None. 


■nd  S  atorica:  wooden  roof*  not  permitted; 
work*  and  combtutible)  ord-;  caDacs  of  fire* 
tigBled.    Fire  dept— 8  e.  h 


iin^    good    j  _    _ 

-_-,  . ieSirfiS.' 

WATiK  Sd»»lt— Source,  creeki 
lilc*  from  business  center;  sysli 
y  of  fBter.  good; 


b.  &  L  track, 
.,  .  — .-ses;  nose,  cotton,  rubber 
JO  ft;  fire  alarm,  GasMirell;  ■ 
dept  eqoipment.  ti.H)0;  value  oi 


TT;   800   > 

lis  lbs. 


;  74  Fijrdrsnls 


itile  bidga.,  *tone,niri^  and  wood,  I  to  f 
nei;  private,  atone,  brick  and  wood,  t  storie); 
oden  roofi  permitted  In  fire  area;  firesrorka  and 

cotton,  rubber 

..,   .„  kinds,   an  ft; 

fire  alarm,  bell;  value  of  dept. 
uviacnb  Utouu;  Talna  of  bldga.,  32,600:  ana. 
>.  ol  dept,  KM3j  total  mem  U  Tolunteers. 
Vater  SurrLT — Source,  brooka  and  springs,  1 
es  from  business  center;  system,  nanty:  qtial- 
waier,  good;   re*,  cap.,  9S,000jIOO  gala.,  lo- 


1  Stone  hill;  n 


7S4; 


works 


doog 


KENT,   pop.   1.2»;    fire   _ 

mercantile  111 dga.,  wood.  1  to  1  atorica;  private, 
wood,  3  stones;  wooden  roola  permitted  in  fire 
area.  Fire  dent— 1  hose  cart;  hose,  cottoo,  rabbet 
lined,  good.  GOO  ft;  inferior,  all  klnda,  400  ft; 
total  boae   900  ft;  total  mem.    ToloDteera. 

Wat»  SurrLT— Source,  sprmgs,  1VL  mOea  turn 
business  center;  ayatem,  graylty;  quality  ol  a 
good;    mains,   iron,    2^  rn:!—    »  ,«     >lU  •    v 
dranta;    60   aerrices;    p 
sure,  dom.  66  lbs.,  fire 
31fi,a»;  cost  of  mt 

LAKEVILLE,  j 


e'Sflb 


10.  dm.;   W  fay^ 


c  bldgi.. 


fire 


'iir' 


!  1  h.   ft  1.  track.  Plain  sin  be'et*; 
n.  ™hh™  lined,  good,  UOO  ft 

apringa,   I   milea   from 


.;r;  lyalem,  giavin;  qnalitr  of  inter. 
good;  mains,  iron,  7U  milea,  4  to  10  fh.  dia.:  d 
hydrants;  pressure,  dam.  UE  lbs.,  fire  UB  lb*.; 
coat  lo  construct,  (70,000;  cost  of  mtce.,  MOO; 
works  belong  to   Co. 

LITCHFIELD,  pop.  !,21E.  Fire  dept— I  h.  ft  L 
truck  1  hose  carriaaes;  hoae,  cotton,  rubber  UbhL 
good,  1,600  ft;  totiJ_baK,  2,000_ ft.;  total  n 


Wai 


.]  used  11 


mg  engines,  cap.  per  day,  360,000  gals.;  maina,  iron, 
104  miles.  4  to  §  in.  dis.;  40  hydranta;  pressure. 
dom.  80  lbs.,  fire  SO  lbs, ;  cost  to  constract,  tlOO,000: 
cost  of  mice.,  tl.SOO;  works  faFlong  to  Co. 

MANCHESTER,  pop.  13,000;  mercaatHe  bidgs., 
stone,  brick  and  wood,  t  and  3  Motie*;  private, 
wood,  2  stories;  wooden  roof*  permitted;  firework* 
and  eombuatlble*  ord.;  catue*  of  fitea  tuveatlgatri. 
Fire  dept— 1  h.  ft  L  truck,  t  boat  earriage*;  boae. 
cotton,  rabber  Uned,  good  1,100  ft;  inhrlorTaS 
kinds,  400  ft;  total  hoM,  !,E00  ft;  Taloe  of  aept, 
touipment,  12,000;  yalne  of  tldga,  (1,100:  ann.  cxB. 
of  dept,  OOO;  total  mem.,  90  volunlecra. 

Waiii  Surrtr-Soaret,  ponds,  S  to  4  mOea  froa 
luality  of  water, 
to  16  in.   dia.; 

[instruct,  1(6,000; 


FIRE   DEPARTMENTS   AND   WATER    SUPPLY— CONNECTICUT. 


B^7 


MERIDEN,  pop.  28,e86;  fire  area,  2^16  acres; 
■ercantile  blogB.  brick  and  wood,  1  to  6  atoriea; 
priTate,  wood,  2  atoriet;  wooden  roofs  not  per* 
mitted;  fireworks  and  combustibles  ord.;  causes  of 
fires  inTcstigated:  fire  loss  past  yr.,  127,000;  ins, 
for  same  time,  1834,000.  Fire  dept.— 1  steamer,  14 
c  hand  ex.,  1  h.  &  1.  truck,  1  comb.  c.  &  h.  wag- 
on, 6  hose  wagons,  2  hose  reels.  16  horses;  hose, 
cotton,  rubber  lined,  good,  5,200  ft;  inferior,  all 
kinds,  1.700  ft;  toUl  hose,  7.400  ft.;  fire  alarm 
Gamewcil,   M  boxes;   value   of  dept.   equipment, 


class. 


Watsr  Supply— Source,  surface  water,  2  to  4H 
Biles  from  business  center;  system,  grayitT^ump 
to  res.;  qualitr  of  water,  good;  res.  cap.,  680,000,- 
000  gals.:  1  safety  boiler,  171  H.  P.;  2  pumpinjg  en- 
gines, class  comp.  dup.,  cap.  per  day,  d,000,000 
fals.,  constructor  Knowles;  mains,  iron,  49  miles, 
to  20  in.  dia.:  887  hydrants;  100  S-in.  meters, 
total  number  260,  owned  by  city;  4,100  services; 
pipe,  galv.  iron;  pressure,  dom.  66  to  110  IbsL. 
fire  40  to  116  lbs.;  consumption  per  day.  8,000,000 
gals.;  cost  to  construct,  1700,000;  bonded  debt. 
190,000;  intj^aid  on  bonds,  4  per  cent;  cost  ot 
mtce.,   $12,000;   works  belong  to  city. 


MIDDLETON.  pop.  17,400;  mercantile  bldgs., 
brick  and  wood,  4  stones;  private,  brick  and  wood, 
IH  stories;  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  3  yrs.,  $146,601.  Fire  dept.— 8  c.  hand  ex.,  1  h. 
&  1.  truck,  8  comb.  c.  &  h.  wagon,  8  hose  wagons. 
5  horses;  hose,  cotton,  rubber  lined,  good,  5,000 
ft.;  fire  alarm,  whistle.  21  boxes;  value  of  dept. 
equipment,  $10,000;  value  of  bldgs.,  $90,000;  ann. 
exp.  of  dept.,  $10,000;  total  mem.  160,  paid  full 
time  6,  volunteers  144. 

Water  Supply— Source,  from  2  res.  4-6  miles 
from  city;  system,  gravity:  quality  of  water, 
good;  rea.  cap.  620,000.000  gals.,  located  south  and 
west  from  city;  mains,  cast  iron,  81  miles,  4  to  20 
in.  dia.;  200  hydrants,  Ludlow,  Mathews,  Chap- 
man; 813  valves,  Renaselaer,  Woodp  Chapman; 
metera*  total  number  77.  Crown  &.  Union  5,  Em- 

Blre  2,  Hersey  Rotary  10^  Hersey  Disc  1,  Thomson 
L  Trident  1,  Undine  1,  Nash  1,  owned  by  city; 
1,901  services,  pipe,  wrought  iron;  pressure,  dom. 
80  lbs.,  fire  125  lbs.;  consumption,  per  day  1,260,000 
gals.,  per  capita  69  gals.,  cost  to  construct,  $588,- 
S61.64:  bonded  debt,  $192,076.28;  int.  paid  on  bonds, 
8  and  4  per  cent;  ann.  cost  of  mtce.,  $7,382.71; 
works  belong  to  city. 

MILFORD,  pop.  8,788;  mercantile  bldgs.,  wood, 
1  to  8  stories:  private,  wood,  2  stories;  wooden 
roofs  permitted;  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  hand  engine,  1  c  en- 
gine, 1  h.  ft  1.  truck,  1  hose  wajg^on  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  14^00  ft; 
inferior,  all  kinds,  300  ft;  total  hose,  1,200  ft;  fire 
alarm,  electric,  9  boxes;  value  of  dept  equipment. 
$3,000;  value  of  bldgs.,  $l,6a0;  total  mem.,  70 
rolunteers. 

Water  Supply— Source,  brook,  2  miles  from 
business  center;  system,  pump  to  stdp.,  stdp.  cap. 
260,000  ^la.,  dim.  20  x  100,  material  used  in  cons, 
iron,  builders  Bigelow  Co.;  pumping  engines,  class 
duplex,;  mains,  cast  iron.  26  miles,  4  to  14  in.  dia.; 
92  hydrants;  Ludlow  valves;  services,  pipe,  lead; 
pressure,  dom.  47  lbs.;  bonded  debt.  $150,000;  int. 
paid  on  bonds,  6  per  cent;  works  belong  to  Co. 

MYSTIC,  pop.  6,000;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  4  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept.— 4  c. 
hand  ex..  1  h.  ft  1.  truck,  8  hose  carts;  hose,  cot- 
ton, rubber  lined,  good,  1,700  ft.;  rubber,  good, 
2,000  ft;  inferior,  all  kinds,  100  ft;  total  nose, 
1,800  ft.;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $3,600;  value  of  bldgs.,  $2,500;  total 
mem.,  110  volunteers. 

Water  Supply— Source,   brook,    pump    to    res.j 


per  cent;  ann.  coat  of  mtce,  $7|88S;  works  beloag 
to  Co. 

NAUGATUCK,  pop.  16,000;  fire  area,  1,600  acres; 
mercantile  bldga.,  bnck  and  wood,  1  to  6  stories; 
private,  wood,  1  to  4  stories;  wooden  roofs  per« 
mitted;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  lossper  yr.  for  8  yrs., 
$8,000;  av.  ins.  for  same  time,  827,600.  Fire  dept— 
2  c  nand  ex.,  1  h.  &  1.  truck,  1  comb.  c.  &  h. 
wagon;  hoae,  cotton,  rubber  lined,  good,  800  ft; 
rubber,  good,  4.000  ft. ;  inferior,  all  kinds,  600  ft: 
total  nose,  6,800  ft;  fire  alarm.  Gamewell,  81 
boxes;  ann.  exp.  of  dept,  $4,000;  total  mem.,  91 
volunteers. 

Water  Supply— •Source,  springs  and  brook,  1  to 
4  milea  from  buainess  center;  system,  gravity,  to 
rea.;  res.  cap.  126,000,000  gala.-  mains,  cast  iron, 
36  miles,  4  to  20  in.  dia.;  UO  hvdrants;  1,348  ser- 
vices; pressure,  dom.  40  lbs.,  ore  140  lbs.;  cost 
to  construct,  tUOfiOO;  int  naid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.,  $2,500. 

NEW  BRITAIN,  pop.  50,000;  causes  of  fires  in- 
vestigated. Fire  dept— 8  steamers,  10  c  hand  ex., 
2  h.  &  1.  trucks.  1  aerial  truck,  6  comb.  c.  hose 
wagons,    19   horses;   hose,    cotton,   rubber    lined, 

food.  10,000  ft;  rubber,  good,  1.500  ft.:  total  hose, 
0,500   ft.;   fire   alarm,    Gamewell,  66  Soxes:   ann. 
exp.  of  dept.,  $40,000;  total  mem.  83,  paid  full  time 
21:   underwriters'  rating,  first  class. 
Water  Supply— Source,   canals   and   brooks,    8 


miles  from  business  center;  systenoL  gravity;  qual- 
ity of  water,  good;  res.  cap.,  1,600,000,000  gals., 
located  at  South ington;  mains,  cast  iron,  68  miles. 


hydrants.  Coffin;  141  valves.  Coffin;  meters,  total 
number  16.  Crown,- Hersey;  preasure,  fire  76  lbs.; 
coat  to  construct,  $254,228.03;  int  paid  on  bonds,  5 


4  to  20  in.  dia.;  4S3  hydrants:  meters,  total  num- 
ber, 2K,  owned  by  city;  4,110  services;  pipe, 
wrought  iron ;  pressure,  dom.  80  lbs.,  fire  80  lbs. ; 
consumption  per  day,  6,000.000  gals.;  cost  to  con- 
struct, $2,375,000;  bonded  debt.  $826,000;  int  paid 
on  bonda,  4  per  cent;  cost  of  mtce.,  $40,000;  works 
belong  to  city. 

NEW  CANAAN,  pop.  2,968;  fire  area,  160  acres; 
mercantile  bldga.,  brick  and  wood.  1  to  3  stories; 
private,  wood,  8  stories.  Fire  dept— 1  gas  engine. 
800  gals,  per  min.,  1  Eastman  deluge  set,  cap.  800 
gala,  per  min.,  8  c.  hand  ex.,  1  h.  ft  1.  truck.  1 
nose  wagon,  1  hoae  cart;  hose,  cotton,  rubber 
lined,  good.  1,600  ft.:  inferior,  all  kinds,  600  ft.; 
total  hose,  2,000  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $6,000;  value  of  bldira.,  $4,000;  ann.  exp. 
ot  dept,  $1,0(M);  total  mem.,  90  volunteers. 

Water  Supply— Source,  river,  8  miles  from 
business  center;  systemLgravity;  quality  of  water, 
good;  res.  cap.  80.000,000  gals.,  located  at  river; 
mains,  cement  and  steel;  46  hydrants;  pressure, 
dom.  60  lbs.;  works  belong  to  Co. 

NEW  HARTFORD^  pop.  8,424;  mercantile  bldf^s., 
wood,  2  to  4  atoriea;  private,  wood,  2  stories; 
wooden  roofs  permitted;  no  nreworu  and  com- 
bustibles ord.;  causes  of  fires  investi^ted;  av. 
fire  loss  per  yr.  for  8  yra.,  $l,00a  Ftre  dept.— 
1  h.  ft  1.  truck,  1  hose  wagon,  1  hoae  carriage; 
hose,  cotton,  rubber  lined,  good  2,000  ft;  total 
hoae,  22OOO  tt;  fire  alarm,  bell  and  whistle;  total 
mem.,  20  volunteera;  John  Harris,  Jr.,  chief;  un- 
derwriters' rating,  aecond  class. 

Water  Supply- Source,  brook;  res.  cap.  100,000 
gals.;  mains,  6  miles,  4  to  12  in.  dia.;  60  hvdranta; 
metera,  total  number  20;  pressure,  fire  72  los.;  cost 
to  construct,  $62,000;  works  belong  to  Co. 

NEW  HAVEN,  pop.  126,000;  fire  area,  6,291 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood,  2%  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combuatiblea  ord. ;  causes  of  fires  investigated ; 
av.  fire  loss  per  yr.  for  3  yrs.,  $161^500;  av.  ins. 
involved  for  same  time,  $2,000,000.  Fire  d^t.— 1 
c.  engine  on  wheels,  14  steamers,  2  steamers  in 
reserve,  2  h.  &  1.  trucks,  1  h.  &  1.  truck  in  te- 
serve,  34  c.  hand  ex.,  1  aerial  truck,  6  comb.  c.  & 
h.  wagons,  1  comb.  c.  engine  and  h.  &  I.  truck, 
6  hose  wagons,  2  hose  wap:ons  in  reserve,  76 
horses;  hose,  cotton,  rubber  lined,  good,  27,300  ft.; 
fire  alarm,  Gamewell,  222  boxes;  value  of  dept. 
equipment,  $470,626;  value  of  bldgs.,  $194,350;  ann. 
exp.  of  dept,  $192,675;  total  mem.  192,  paid  full 
time  15S,  34  substitutes. 

Water  Supply— Source,  rivers  and  lakea,  8  to  6 
miles  from  business  center;  system,  gravity,  pump 
to  res.;  filtration  system,  sand;  quality  of  water, 
best;  res.  cap.  3,520,000,000  gals.;  pumping  engines, 


(-38 


FIRE   DEPARTMENTS   AND    WATER    SUPrLY— CONNECTICUT. 


cap.  per  day  37,720,000  gals.,  constructor  Worthmg- 
ton;  mains,  iron,  148.67  miles,  4  to  27  in.  ditu:  1,00) 
hydranU;  meters,  total  number,  800,  owned  by 
Co.:  pressure,  dom.  46  lbs.:  consumption  per  day, 
28,866,000  gals.,  per  capiU  174  gals.;  works  belong 
to  Co. 

NEWINGTON.    pop.    LOtt;    merantfle   bldgfc. 
wood  and  brick,  1  and  t  itoriet;  wooden  roott 

Sermitted;    fireworks   and  combustiblet   ord.     No 
re  dept 


Watbk  Supply— Source,  mountain  stream;  m- 


16,000;  ann.  cort  of  mtce.,  HiOO;  works  belong  to 
Co. 

NEW  LONDON,  pop.  n,648;  pxtwrtM.  2.000 
acres;  mercanule  bldsi..  brkk  and  wood,  2  to  4 
stories;  orivate,  wood,  Pk  •JonSK  ^»^  "^ 
permitted;  five  works  and  combustiblet  ord.;  causes 
Slfiiet  inyestigatcd;  av.  fire  loss^rjrr.  iotZm., 

18.886;  av.  ins^  for  same  to««-.»^»7*/JJ'\  4^ 
-4  steamers,  8  c.  hand  ex.,  1  h.  ft  L  truck,  S  noee 
wagons,  6  bote  carries,  reeMtc. ;  hose,  ojfton,  r^ 
be? lined,  good  6,76? ft;  mbber,  «oodl«00  ft;  totol 
hoM,  8,860  ft;  fire  alarm,  G«mewdL8  bells,  84 
boxn;  Value  of  dept.  equipment  I16.M0;  valueol 
bldgs.,  828,000;  ann.  exp.  of  dept,  I8J500;  totoJ 
mML,  816.  paid  part  time  8.  yolunteers  807. 

Watbr  SuppLY--Source,  res.,  6%  miles  from 
business  center,  770,000,000  gals.;  •/•tejj'jf*^*!;' 

Sump  to  stdp.  and  res.;  stdp.  cap.  80,0W  gals. 
im.,  26x26^  material , used  to  «>»•  ''Tro?^'**,  ^^^* 
quality  of  water,  good:  res.  cap.  646,000  gali... lo- 
oted about  IH  miles  from  c^ter  of  city;  mains, 
cast  iron  and  wrought  iron,  68  miles,  4  to  24  m. 
dia.;  868  hydranU;  228  valves;  meters,  total  num- 
ber 667,  owned  by  city;  4.040  •S^»ce«LP»JP«.  ^J^^Z' 
iron  and  lead;  pressure,  dom.  86  to  00  lbs.;  con- 
sumption per  day,  i.7W^ W  giJi.^^cost  to  consttiict, 
H,lBS,42»;^ondid  debt  |wi.OOO;  totjwid  on 
bonds.  8.68  per  cent;  cost  of  mtce.,  |ll,96f7;  works 
belong  to  city. 

NEW  MILFORD,  pop.  6,000:  fire  area  divided 
into  11  districts;  mercantile  bld^s.,  brick,  2  to  a 
stories;  private,  wood,  1  to  2  stones;  wooden  roofs 
permitted  in  fire  area:  causes  of  fires  investigated. 
Fire  dept— 25  c.  hand  ex..  1  h.  &  1.  truck,  1  hose 
wagon,  8  hose  carts,  2  horses;  hose,  cotton,  rubber 
lined,  good,  2,600  ft.;  fire  alarm,  bell,  operated 
from  telephone  office  by  Gamewell  system;  value 
of  dept.  equipment,  14.000;  value  of  bldgs..  $6,000; 
ann.  exp.  of  dept,  8300;  totol  mem..  78  volunteCTS. 

Watxk  Supply— Source,  mountain  streams,  1% 
miles  from  business  center;  system,  gravity;  res. 
cap.  (8).  60.000,000  jrals.;  mains,  7  miles,  1  to  12  to. 
dia.;  40  hy<mnt8.  Wood  &  Co.;  meters,  total  num- 
ber 2.  National;  pipe,  galv.  iron;  presrare,  fire  160 
lbs.:  cost  to  construct,  8116,000;  ann.  cost  of  mtoe., 
^,000;  works  belong  to  Co. 

NOANK,  pop.  1,600.  Fire  dept— 1  hand  engtoe, 
1  160-gal.  c  engine.  4  c  hand  ex.,  1  h.  &  1.  truck, 
1  hose  cart;  1,000  ft  hose;  total  mem..  66. 

Water  Supply— Source  and  system,  not  report* 
cd;  4  hydrants. 

NORFOLK,  pop.  1,614;  fire  area,  1.000  acres; 
mercantile  bldgs..  stone,  brick  and  wood;  wooden 
roofs  permitted.  Fire  dept— 1  h.  A  1.  truck.  Shose 
carriages;  hose,  cotton,  rubber  lined,  good  UOO  ft; 
total  hose,  1,600  ft;  lire  alarm,  bell  and  whistle; 
toUl  mern^  48  Tolunteers.    _  _       _^ 

Watxr  Supply— Source,  lake,  8^  .bA^  **«■ 
business  center;  system,  irravity;  quality  of  water, 
soft  and  pure:  located  Canaan,  Ct;  mains,  cast 
iron.  8  miles,  4  to  12  in.  dia. ;  61  hrdrants.  Ludlow, 
Ludlow  valves;  pressure,  dom.  40  to  200  lbs.,  fire 
40  to  200  lbs.;  works  belong  to  Co. 

NORTH  CANAAN,  pop.  2,000:  private  bldgs,, 
wood,  2  and  8  stories;  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.  rire  dept— 8 
hose  carriages;  800  ft  hose;  no  organized  dept 

Watkr  Supply— Source,  springs;  system,  grav- 
ity; res.  cap.  760.000  gals. ;  mains.  7  miles.  1  to  6 
to.  dia.;  6  hydrants;  150  services;  pressure,  fire  80 
lbs. ;  cost  to  construct,  $10,000. 

NORWALK,  pop.  2,500;  fire  area,  8  miles;  mer. 
cantile  bldgs..  brick  and  wood.  2  to  6  stories; 
private,  wood.  2  stories;  fireworlcs  and  combusti- 


bles ord.;  causes  of  fires  tovestigated.  Fire  dept 
—1  steam  engtoe.  8  c  hand  ex.,  1  h.  &  L  tnck, 
2  hose  wagons,  2  hose  carts,  4  horses;  hose,  cot- 
ton, rubber  Itoed,  8.000  ft. ;  fire  alarm,  bell,  whistle 
and  electric,  20  boxes;  value  of  dept  equipment 
213.000;  value  of  bldgs.,  820,000:  ann.  exp.  of  dept, 
16400;  toUl  mem.  148,  paid  full  time  8,  volunteers 
140. 

Watbr  Supply- Source,  river,  7  miles  from  bosi- 
nest  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  126,000,000  sals.,  located  at  New 
Canaan,  Ct.  and  Lewisboro.  f^.  Y.;  mains,  cement 
and  iron,  60  miles,  4  to  16  to.  dia.;  860  hydrants. 


Wood  and  Ludlow,  Ludlow  YRlTes:  meter^  to^^ 
number  20,  Crown  U.  Union  2,  Gem  6.  Hers^ 
Rotary  1,  Trident  X  owned  bf  city:  1,39 
services,  pipe,  galv.  iron;  pressure,  dom.  75  Iba., 


mtce.,  81,600;  works  belong  to  city. 


NORWICH,   pop.  80,000;   fire  area,  5  S-10  so. 

miles;  mercantile  bldgs.,  brick  and  wood.  2  to  6 
stories;  private,  brick  and  wood,  8  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  tovestigated.  Fire  dept— 2  steamers, 
8  comb.  c.  &  h.  wagons,  20  c  hand  ex.,  2  h.  &  L 
trucks,  1  aerial  truck,  1  city  sise  truck,  4  hose 
wagons,  6  hose  carriages.  14  norses ;  hose,  cotton, 
rubber  lined,  good,  10,860  ft;  total  hose,  12j600  ft; 
fire  alarm,  Gamewell,  66  boxes:  storage  battery, 
six-circuit  system,  Gamewdl  and  telegraph;  value 
of  dept  equipment  and  bldgs.,  8134.600;  ann.  exp. 
of  dept,  890,o00;  total  mem.,  96,  call  men  42,  per- 
manent men  20;  underwriters*  rating^  first  class. 
Watxr  Supply— Source,  springs,  1%  nUlea  from 
business  center;  system,  gravity;  res.  cap.  460,000,- 
000  galfL;  mains,  cast  iron,  48  miles.  4  to  16  to. 
dia.;  426  hvdrants,  Ludlow.  Boston.  Chapman, 
Norwood,  Kennedy  and  Corejr;  meters,  total  num- 
ber 280.  Crown,  Union,  Empire.  Gem,  Thomson. 
Buffalo,  Columbia,  Keystone,  Trident  Lambert 
Nash,  owned  by  city  and  consumer;  8^0  services; 
pipe,  lead;  consumption,  per  day.  2,000,000  gals., 
per  capita  88^nl8^  cost  to  construct  9800,000; 
bonded  debt,  8266,000:  tot.  paid  on  bonds,  M  to  6 
per  cent;  ann.  cost  oi  mtce.,  |18,000;  worka  briong 
to  city. 

PAWCATUCK,  pop.  700.  Fire  dept-«  chem. 
ex.,  S  hose  carts;  alarm,  Gamewell;  hose,  600  ft; 
total  mem..  40. 

Watsr  Supply— Source  and  system,  not  reports 
ed;  48  hydrants;  pressure,  80  lbs.;  suppliea  by 
Westerly  waterworks. 

PLAINVILLE,  pop.  3.000  fire  area,  1,200  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  atones: 
private,  wood,  2  stories;  wooden  roofs  permitted 
to  fire  area.  Fire  dept— 6  c  hand  ex.,  S  hoae 
carts;  hose,  cotton,  rubber  linedL  good,  1^700  ft; 
fire  alarm,  whistle;  value  of  dept  cqnipniefit, 
11,610;  value  of  bldffs..  820,000;  ann.  exp.  oT  dept. 
1100;  total  mem.,  86  volunteers. 

Watkr  Supply— Source,  springs  and  sorCaee.  M 
miles  from  bustoess  center;  tystenLgnTitj:  qnsi* 
ity  of  water,  good;  res.  cap.  166,0007)00  nla.,  lo- 
cated on  East  mountains,  to  town  of  Soutnington; 
matos,  cement  8H  miles,  4  to  8  to.  dia.:  0  hy^ 
drants;  meters,  total  number.  8,  owned  or  Co.; 
860  services;  pressure,, dom.  106  Ibs^  fire  idb  Jh^. 
cost  to  construct.  $86,000;  cost  m  mtee.,  8^0; 
works  belong  to  Platoville  Water  Co. 

PLYMOUTH,  pop.  2.828.    No  fire  depaitasmt 
Watxr  Supply— Source,  wells;  system,  giavUf ; 


ia.;  1  service; 
dom.  loo  lbs.,  fire  100  lbs.;  cost  to  construct.  Jpj889; 
ann.  cost  of  mtce.,  HO;  works  belong  to  W.  N. 


Austin. 

PORTLAND,  pop.  8,800;  fire  area,  8  sq.  mfles; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 4  c  hand  ex.,  2  hose  wagons,  2  hose  onrtn, 
1  horse;  hose,  cotton,  rubber  lined,  good.  2JnO  ft; 
inferior,  all  kinds.  700  ft:  total  hose,  8J0O  ft:  fire 
alarm,  bell;  value  of  dept  equipment*  9»JM: 
value  of  bldgs.,  $4,000;  ann.  exp.  of  dept,  SM8C: 
total  mem.,  76  volunteers. 

Water  Supply— Source,   streams,  6  miles  from 
busmess  center;  system,  gravity;  quality  of  water. 
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■ood:   m.   op.   VtMO.VO  s>U.,   locaitd  loot   of 

tun;  mtiat,  cut  iron.  U  milci.  4  to  12  in. 

K  br<lruiu;  tS  ralra^  — '—    — -'  


_  „ ,  Tndenl  2,  Hertcr  Di 

1,  owned  bj  Co.;  675  acrvicei;  pij 

. ,   ,reunrc.  dom.  90  Ibi.,   firo  100  Ibi 

coDtunption  per  dar,  SOfiOO  gall.;   worki  bel« 
to  Co. 


ber.  n.  Crown  S.  Nuh 
U.  Thoi ■ ■■ 


PUTNAM,  J 


PUTNAM,  pop. 
■nd     wood,     1     Ic 


,000^  meicantile  bldgi.,  I 
1  itoriea;  privite,  t 
roofa    permitted;     nreii 


,_ &  1.  trai,  i 

1  hoK  reeli,  T  honet;  hoee 


hoH  wuooi,  1  hoK  reeli,  T  honet;  hoib  niton 
rubber  liDed,  sood  tJOO  ft.;  tntiU  boM,  1,800  a. 
fin  alarm.  Guiewcll,  14  boaea:  nine  of  dept. 
equipment,  tlUDO;  nhtm  of  bldp.,  lt,000:  ann. 
cxp.  of  dept7M.MIl  total  mem.,  n  Talnntcara. 

W»M>  Snr»L»— Source,  t.vm  •T^IFTn.  jmTT.T^  In 
(tdp.;  atdp.  cap.  m.OOO  sill  ,      "..<'":-    i-:     ll-j^:.! 


cata.,   GoiutractDn  WanhiDG:'  ' 
i  to  10  io.  dia.i  Wood  8c  Co. 

tnUl   number  19,    Cr( 

J  a,  Thomaon  4.  En  .' 


reuure,  fire  76  lbs.;  c< 


.    nrc   Ion   for  1   ye& 
for  Hme  time,  UOO.DOi 


Watkr  SurtLT-Sonrcc,   ipringi  md  lalcei,  VA 

Tid";  atdp.  oTpV'mOOo'ga".',  dfrn.'S  ."w.^ma. 
terial  Died  in  con*,  itec);  quality  of  water,  good; 
1  pumping  engioei,  daii  triplex,  cap.  per  da^ 
(M.OOO  nia.,  conilttietoi  Gouldi;  raalDi.  eiii  iron, 
>  milea,  «,  8  and  10  in.  dia.;  90  hjdraDti;  130  aer- 
Ticea;  pipe,  galr.  iron;  pre»>nrt_ dom.  TB  lbs., 
fire  30  lbs. ;  coninmatioo  per  day,  77,500 jtala. ;  coit 
to  conttroct.  tUCWOi  bonded  debt,  rrojm:  int. 
paid  on  bondi.  E_per  cent;  coit  oi  mtce.,  KfiOO; 
worka  belong  to  Co. 

ROCKVILLE,  pop.  S,G0Oi  fire  area,  U,000  icrel; 
mcicaotile  bldga.,  bnck  and  wood,  I  to  5  itoriti; 
pHiate,  atone,  faricli  and  wood,  1  to  t  atoriei; 
wooden  toofi  pennitted;  fireworks  and  combuitibLea 
nril.:  cauaea  of  firea  inTcitigated ;  aT.  fire  lou  per 
I   yeara,    n.OOO;    ar,    ina.    lor   aame   lime. 


jr.    IDT   ■    jeara,    *j,v 
ii,00O.    Fire   dept-i 

wagon,  fl  c.  band  ex.,  i  n.  a  l  imca,  v  nose  car. 
riagea.  lecla,  etc;  boae,  cotton,  rabber  lined,  good 
4,0%  ft.;  Inferior,  all  Unda,  400  ft.;  total  boae, 
4,4ro  ft;  fire  alarm,  Gaynor  electric,  £4  boxea; 
vahie  of  depl.  equipment,  tU,OM;  Talue  of  bldga., 
n^OtO;  aon.  exp.  of  depL,  tS,88S;  total  mem.  W 
paid  ^rt  time. 

Watii  SurrLY— Source,  lake,  %  mile  irom  bxai- 
neaa  center;  ayilem,  gravity;  atdp.  op.  nT,000 
gala.  dim.  30  x  <0.  material  uied  id  cona.  ateel; 
quality  of  water,  good;  1  pumpiag  enoine,  claaa 
triple-acting    dup.,    cap.    per    day    400,000    gala., 


t  Co. 


D  lb*.;  worka  belong  ti 


ROWAYTON,  pop.  KO.  Fire  dept.— I  c  hand 
ex.,  1  b.  ft  L  track,  extenilon  U  ft.,  1  boae  eaiti; 
boae.  1400  ft.,  1  ext.  hand.  Standard,  1  doa  fire 
bocketi;  total  mtm^  100. 

WatxS  SuFTiT— Sonrce  and  ayatem,  not  report. 
«d;  X  hjdranta;  preiaure,  W  Iba. 

SALISBURY,    pop.    UH;    mercantUe    bldga-. 


Wats , 

plied  by  Lakcrflle  Water  Co.; 
rea.  cap.,  18.000,000  gall.;  — -— 
X  hydrant!  1  piesaure,  M  t 


yatenL   ( 


aup. 


permitud;  fireworki  and  c 
of  ftiei  isTeatigated;  r-  '- 

n,tw:  --   —   •- 


int.    lor    aame 


•jr&&.'^ 


SCO  ft.;  nilJ>er,'gDOd  ibo  ft;  it 

(•  .  Mill  hoH  1,160  ft.;  fire  alarm,  b — , .- 

ent.  tl,SOO;    Talnea  of  bldga.,   ttUO; 


good  100  i-, 

fl60  ft.;  fire  alarn^  bellj_»aJue 
equipin_f-'    "  ""■ 

pLr— Not  tepoiled. 
SEYMOUR,  pop.  S«l;  mercantile  bldga.,  wood, 
lick  and  atone,     nre  ^ept--l  ateamo-,  4  ^^"JJJ" 

rubber,  good,  126  ft. ; 

-    ■]  and  wbiatle; 

alue  of  hldgs. 

ream,  ibont  t  mllea 
;    CO  bydrants;    prta- 


rub'ber  lined,  good,  4,000  ft.; 
tou!  hoae    4,UG  It.;  fire  alu 


1   town;    ayitem.    giavi 


SHARON,,  pop.  1 


ft.:  ioferi 


-1  b.  ft  L  truck, 
bber  lined,  800 
dboae.  MO  ft; 


Watii  SurrLY— Source,  streama,  1»  mllea  from 
buaineaa  center;  sjatem.  gravityj  quality  ol  wilM, 
good;  rea.  cap.,  WO,000  gala.;  mainj^ ateel.  I  milea, 
I,  B  and  a  in.  dia.;  SS  Tiydmau; 
sure,  dom.  7G  lbs.,  fire  n  Iba.;  c< 
day,  *»,00O  gala;  coit  to  cot 
bonded  debt,  t^EOO 
cost  of  mtce..  HM: 

SHELTON.  pop.  B300,  Fire  dept.-i  c.  enpo«. 
I  h  jfc  I  iriii-k  a  hoae  cairiaRcs,  i  hortes;  bose, 
io?to*  nibb^lined.  good,  ij*)  ^.;  ™bber,  SMft 


™f  mem 


Grt  11G'  Iba. 

SIMSBURY,  pop.  ».(•*.    No  organbed  fire  dept, 
WATia  SuprtT— Source,  brooka  and  apnngi,  lii 

nio"lO.CTO!(«»  mis. ;  maina,  li  milei,  1  in.  di'a. ;  11 

"yfeants;  preaaVre,  dom.  9b  &..  6re  40  to  60  Iba.; 

cort  to  co-utnict,  PS,000;  ann.  coat  of  mtce..  HBO. 

SOUTH     COVENTRY,     pop.     l,Sffl.    Not     re. 

-Source,  lake,  ^  mile  from  b< 


nea*  center;  ayatei 


le  *et¥icea,  pit 
nre  10  tow  r 
belong  to  Co. 


in,  iS  milea;  B  hyiiianla;  7  Talvea; 
!,  lead;  preaaure,  dom.  10  to  BO  Iba^ 


litted  In  &i  area;  Sr 

'    firea   inveatigai 
^  hand  ex.,  1  h 


iriei;    woode 


b.  4  L  trucka, 
carta,  1  horse 
^K»  It.;  fire  ■ 

ann.    eip.   of 

""wATK'stlrrLY— Soi 


imbuatiblea 
I,  ?b<»e 

,  „.„.,.. i.rt 

{4,790;   value  of   bldga.,   flfiWii 
L,   lyiS;   toul  mem.    108,   paid 


__joka,  4Mi  milea  from 

aystem,  grarily;  quility  of  water, 
™d;  Vei.  cap.'  l«,«i(W"»  ^:.  located  oa  Wol- 
cott  mountain;  mains,  cast  iron,  U  miles.  I  to  U 
in.  dia.;  108  hydrants;  W  T«l»e.i  melera,  toUl 
number  8:  74J  aerrlcei;  pipe,  lead  and  wrought 
dom.    M   Ihi.,    fir*   90   lb*.;    -"- 


■umption  per  day,  1.000,000  gal 
(1£1,600:  notes,  ftVjBO;  Int.  pi 
per  cent;  Horka  belong  to  C< 


t.VA 


T^ 


SOUTH  MANCHESTER,  poi^  9,000.;  i 


Diux^,  -u™  and  brick,  1  and  1  storrea;  private, 
wood,  t  atoriei;  wooden  roofs  permitted;  no  fire- 
worka  and  comlraatlblea  ord.;  t»u*ei  of  firM  in- 
»e»tigated.  Pire  dept.-l  steamera.  1  c.  h«id  a.. 
a  h    a  1.  trucks,  3  hose  wagona,  1  auto,  chemical 
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cotton,  rubber  lined,  good,  3.600  ft.;  inferior,  all 
kinds,  1.211  ft.;  total  hose,  4,811  ft.;  fire  alarm, 
Gameweil,  26  boxes;  value  of  dept.  equipment. 
134,000;  value  of  bldgs.,  $10,000;  toUl  mem.,  160 
volunteers. 

Watbr  SuppLY-^ource,  spring  and  brooks,  2% 
miles  from  business  center;  system,  j^rxvityi  qual' 
ity  of  water,  excellent;  res.  cap.  176,000,000  ipds., 
located  about  2^  miles  from  town;  mains,  cast 
iron,  SO  miles,  4  to  12  in.  dia.;  199  hydrants;  210 
valves;  meters,  total  number,  35;  1,260  services; 
pipe,  tin  lined;  pressure,  dom.  75  to  110  lbs.,  fire 
110  lbs.;  works  belong  to  Co. 

SOUTH  NORWALK,  pop.  10.000;  fire  area.  6 
sq.  miles;  mercantile  bldgs,  stone  and  wood, 
mostly  brick,  2  to  6  stories;  i>rivate,  stone  and 
wood,  mostly  wood,  2  to  8  stories;  wooden  roofs 
not  permitted  in  fire  area,  except  by  special  j>er- 
mit;  fireworks  and  combustibles  ord;  causea  of 
fire  investigated'  fire  loss  190A,  $2,726;  ay.  int.  on 
same,  $46,400.  Fire  dept.—Natural  gravity  water 
pressure,  76  to  100  lbs.;  comb.  c.  ee  h.  wagons,  1 
c.  hand  ex.,  12  large  h.  &  I.  trucks  equipped  with 
c.  engine,  1  h.  &  1.  truck  in  reserve,  8  hose 
wagons,  1  hose  reel,  6  horses;  hose,  cotton,  rubber 
linedf  good,  3,660  ft. ;  rubber,  good,  460  ft. ;  inferior, 
all  kmds.  150  ft.;  total  hose,  44!50  ft.:  fire  alarm, 
Gameweil,  29  boxes;  ann.  exp.  of  aept.,  $6,500; 
total  mem.  166,  paid  full  time  4,  volunteers  152; 
underwriters*  rating,  third  class. 

Watbr  Supply— -Source,  brooks  and  springs,  5 
miles  from  business  center;  system,  gravity; 
water,  fair;  res.  cap.  700,000,000  gals.;  new  filtered, 
slow  sand  filter. 

SOUTHPORT,  pop.  1,479;  mereantile  bldgs., 
brick  and  wood,  2  to  4  stories;  private,  wood,  2^ 
stories;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fire  investigated;  av. 
fire  loss  per  yr.  for  8  yrs..  $1,000;  av.  ins.  for  same 
time,  $1,000.  Fire  depit— 1  steamer,  1  hand  engine, 
1  h.  &  1.  truck,  1  hose  wagon;  hose,  cotton,  rtibber 
lined,  good  1.800  ft.;  total  hose,  IjSOO  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  $6,000;  ann.  exp.  of 
dept.,  $600;  total  mem.,  88  volunteers. 

WATKR  Supply— Source,  brooks  and  springs, 
4H  miles  from  business  center;  system,  gravity; 
quality  of  water,  fair;  res.  cap.  7(XKOOO,000  gals., 
located  at  Wilton;  mams,  cast  iron,  87  miles,  4  to 
18  in.  dia.;  212  hydrants;  meters,  total  number.  67; 
1,000  services;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  80  to  100  lbs.,  nre  80  to  100  lbs.;  consump- 
tion oer  day,  8,000,000  gals.;  cost  to  construct, 
$842,119;  bonded  debt,  $191,000;  int  paid  on  bonds, 
4  per  cent;  cost  of  mtce.,  $2,500;  works  belong  to 
city. 

SOUTH    WINDSOR,    pop.    2,014;    mercantile 
bldgs.,  wood.    Fire  dept— Hand  extinguishers. 
Watbr  Supply— Source,  wells. 


STAFFORD,  pop.  1,887;  fire  ana,  1,226  acres; 
mercantile  bldgs.,  brick  and  wood;  wooden  roofs 
not  permitted.  Fire  depL— 1  steamer,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  1,000  ft; 
inferior,  all  kinds,  600  ft;  total  hose,  1,600  ft; 
fire  alsrm,  bell;  ann.  expenses  of  dept,  $600;  total 
mem.,  20  volunteers. 

Watkr  SuppLY-^ource,  brook;  system,  gravity; 
res.  cap.  6,000.000  gals.;  mains,  7  miles,  6  to  16 
in.  dia.;  82  hydrants,  Holyoke;  meters,  total  ninn* 
ber  4;  216  services;  pressure,  dom.  100  lbs.,  fire 
100  lbs.;  consumption,  per  day  600,000  gals.,  per 
capita  260  gals.;  ann.  cost  of  mtce.,  $600;  works 
belong  to  Co. 

STAFFORD  SPRINGS,  pop.  4.283;  fire  area. 
1,226  acres;  mercantile  bldgs.,  brick  and  wood,  1 
to  4  stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  steamer, 
81  c.  hand  ex.,  2  hose  carriages;  hose,  cotton,  rub* 
ber  lined,  good,  1,000  ft;  inferior,  all  kinds.  600  ft; 
total  hose,  1,600  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $Sj500;  value  of  bldgs.,  $4,000;  ann. 
exp.  of  dept,  $600;  total  mem.,  20  volunteers. 

Watbr  Supply— Source,  roaring  brook;  system, 
gravity;  quality  of  water,  good;  res.  cap  86,00M00 

Sals.;  mains,  11  miles^  4  to  10  in.  dia.,  Wood  ft  Co.; 
\  hvdrants,  226  services,  Holyoke;  pressure,  dom. 
120  lbs.«  fire  126  Ibsj  cost  to  construct,  188,000; 
ann.  cost  of  mtce.,  $600;  works  belong  to  Co. 


STAMFORD,  pop.  80,000;  fire  area,  7%  u{. 
miles;  mercantile  olags.,  wood,  1  to  6  stories;  pri- 
vate, wood,  8  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  mvestigated.  Fire  dept— 8  steamera«  7  c 
hand  ex.,  1  comb,  hose  wagon,  1  comb,  truck.  1 
aerial  truck,  2  hose  carriages,  1  jumper,  18  horses; 
cotton,  rubber  lined,  goocL  4,800  ft.;  rubber,  good, 
700  ft;  total  hose,  5^00  ft;  fire  alarm,  bell  and 
whistle,  40  boxes;  value  of  dept  equipment,  $70,> 
000;  value  of  bldgs.,  $26,000;  ann.  exp.  of  dept, 
$32,000;  toUl  mem.,  ^  paid  full  time  O,  paid 
part  time  20. 

Watbr  Supply— Source,  river,  lake  and  pood; 
system,  gravity;  lake  cap.  450,000.000  nis.,  dam 
cap.  42,000,000  gals.,  pond  cap.  88,0007MM  gals.; 
mains,  cement  and  cast  iron,  66  miles,  6  to  24  in. 
dia.;  195  hydrants;  meters,  total  number  1450;  2.900 
services;  pipe,  lead  and  galv.  iron;  pressure,  fire 
60  to  65  lbs.;  works  belong  to  Co. 

STONINGTON,  pop.  8,640.  fire  area,  180  acres; 
mercantile  bldgs.,  wood  and  brick,  1  to  5  stories; 

Srivate,  wood,  2  stories;  wooden  roofs  permitted; 
reworks  and  combustibles  ord. ;  causes  of  fires  in- 
vesti^ted;  av.  fire  loss  per  yr*  for  8yrs.,  $4,278: 
sv.  ins.  for  same  time,  $84,469.  Fire  dept^^l 
steamer,  8  c.  hand  ex.,  1  h.  ft  L  truck,  1  aerial 
truck,  6  hose  carriagea,  reels,  etc.;  hose,  cotton, 
rubber  lined,  good  2,100  ft;  inferior,  all  lands,  46$ 
ft.;  total  hose,  1L660  ft;  fire  alarm,  bell  and  whis- 
tle; value  of  dept.  equipment,  ^180;  value  of 
bldgs.,  $7,900;  ann.  exp.  oi  dept,  ^0;  total  mem., 
171.  paid  part  time  2,  volunteers  169. 

Water  Supply— Source,  brook;  system,  pump 
to  res.;  2  reservoirs,  cap.  50,000,000  gals.,  and  1 
distributing  res.,  cap.  2,000,000  gals.;  2  pumping 
engines,  cap.  per  day  2,000,000  gals.,  constructor 
Deane;  mams,  15  4-10  miles,  10  in.  dia.;  106  hy- 
drants; meters,  total  number  22,  owned  by  Co.; 
1,093  services;  pipe,  galv.  iron;  pressure,  dom.  80 
lbs.,  fire  70  lbs. ;  consumption,  per  day  214,876  gals., 
per  capita  130  ^s.;  cost  to  construct,  $809,86$; 
bonded  debt,  $130,000;  int.  paid  on  bonds,  6  per 
cent;  works  belong  to  Co. 

STRATFORD,  pop.  4,000;  fire  area,  8  mUeS;  mer- 
cahtile  bldgs.,  wood,  1  to  3  stories;  private,  wood. 
2  stories;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fire  invest^ted;  av. 
fire  loss  per  yr.  for  8  yrs.,  $8,000l  Fire  dqpt— 
1  c.  engine,  2  c.  hand  ex.,  1  h.  &  1.  truck.  2  hose 
wagons:  hose,  cotton,  rubber  lined,  good,  1,000  ft.; 
value  of  dept.  equipment,  $2,000;  value  of  bldgs., 
$2,600;  ann.  exp.  of  dept.,  $100;  total  mem.,  100  vol- 
unteers. 

Watrr  Supply— Source,  river,  4  miles  from  busi- 
ness center,  supplied  from  Bridgeport:  system, 
gravity  and  direct;  res.  cap.,  4,500,000,000  gals.; 
mains,  cast  iron,  4  miles,  3  ft.  dia.;  40  hydrants, 
Mathews  and  v/ood;  60  services;  pressure,  dooL 
52  lbs. ;  fire  52  lbs. ;  works  belong  to  Co. 

SUFFIELD.  pop.  8,621;  fire  area,  1  sq.  mile: 
mercantile  bldgs.,  brick,  stone  and  wood.  2  sto- 
ries; private,  brick,  stone  and  wood,  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 16  c  hand  ex.,  1  h.  ft  1.  truck,  2  hose 
wagons,  2  hose  carriages;  hose,  cotton,  rebber 
lined,  good,  2,400  ft.;  fire  alarm,  church  bell;  value 
of  dept.  equipment,  $8,000;  value  of  bldgs.,  0,500; 
ann.  exp.  of  dept.,  $600;  total  mem^  00  volunteers. 

Water  Supply— Source,  wells,  PA  miles  tram 
business  center;  system,  pump  to  sMp.,  stdp.  cap. 
800,000  gals.,  builders  F.  R.  Hawkins;  Downey 
pumping  engines;  mains,  cast  iron,  16  miles,  2  to  8 
in.  dia.;  46  hydrants;  900  services;  pressure,  fire 
60  to  80  lbs.;  cost  to  construct,  $88,000;  ann.  cost  of 
mtce.,  $8,600. 

TERRYVILLE,  pop.  3,000;  mercantile  bldgs^ 
brick  and  wood,  8  stories;  private,  wood,  2  sto- 
ries; wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
No.  fire  dept. ;  800  ft  hose. 

Water  Supply— Source,  spring,  8  mflca  from 
business  center;  system,  gravity,  pump  direct  to 


mains;  quality  of  water,  good;  res.  cap..  27^009.000 
gals.;  1  pumping  engine,  cap.  per  dav  14,000  gals.; 
msins,  cement;  6  hydrants;  16  valves:  neters, 
total  number,  3;  cost  to  construct,  $60,0(iO;  works 
belong  to  Co. 
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THOMASTON,  pop.  8,600;  fire  aret,  1,000  acres; 
mercantile  bidga.,  brick  and  wood,  i  to  4  storica; 
Drivate.  wood.  2  stories;  wooden  roofs  permitted; 
fireworks  and  combuatibles  ord.;  causea  of  fires 
investigated;  av.  fire  loss  per  yr.  for  S  yrs..  |S60l 
Fire  dept.— 4  c.  band  ex.,  1  h.  &  1.  truck,  2  hose 
carriages,  reels,  etc,  8  borses;  bose,  cotton,  rubber 
lined.  2,600  ft.;  inferior,  all  kinds.  000  ft.:  total 
hose,  3,100  ft.;  fire  alarm,  wbistle;  Tslue  of  dept. 
equipment,  I3J960:  value  of  buildings.,  $9,000;  ann. 
exp.  or  dopt.,  |600;  total  mem.,  100  volunteers. 

Watbr  Su??LY--Source,  from  Plymouth,  2  miles 
from  business  center;  system,  gravity;  filtration  sys* 
tem.  small  screens;  quality  of  water,  fair;  87  by* 
drants;  meters,  total  number  8,  Rersey  Disc, 
owned  by  Co.;  pressure,  fire  140  lbs.;  cost  to  con- 
struct. $40,000;  works  belong  to  Co. 

THOMPSON,  pop.  6.442.  Fire  dept.-4  c.  hand 
ex.,  1  h.  &  1.  truck,  4  hose  carriages  (2  private); 
fire  alarm,  wbistle;  total  mem.,  100. 

VVatbk  Supply— Source  and  system,  not  report- 
ed; 40  hydrants;  pressure.  100  lbs. 

THOMPSONVILLE,  pop.  9,000;  fire  area,  6,000 
acres;  mercantile  bldgs..  brick  and  wood,  1  to  4 
stories;  private,  wood.  XH  stories;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  investigated, 
rire  dept.— 1  steamer,  6  c  hand  ex.,  1  h.  &  1 
truck.  2  hose  wagons,  3  hose  carts,  3  horses,  1 
combination  auto.;  total  hose,  3,000  ft.;  fire  alarm, 
electric,  23  boxes :  value  of  dept.  equipment,  $7,000 ; 
value  of  bldss.,  $15,000;  ann.  exp.  of  dept.,  $3,500; 
total  mem^  75  volunteers. 

Watxs  Supply— Source,  springs.  2  miles  from 
business  center;  system,  pump  to  stdp. ;  stdp.  cap. 
376,000  gals.,  dim.  40  x  40,  material  used  in  cons, 
iron;  quality  of  water,  good;  res.  located  at  En- 
field street;  2  pumpmg  engines,  cap.  per  day 
1,250,000  gals.,  constructor  Deane;  mains,  cement 
and  iron,  20  miles;  75  hydrants;  meters,  total  num- 
ber, 25;  1,000  services;  pipe,  galv.  iron;  pressure, 
dom.  20  to  100  lbs.,  fire  20  to  100  lbs. ;  consumption 
per  day,  700,000  gals.;  cost  to  construct,  $7o,000; 
works  belong  to  Co. 

TORRINGTON,  pop.  12,463;  mercantile  bldgs.. 
brick  and  wood,  1  to  6  stories;  private,  brick  and 
wood.  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causea  o^  fires  investigated; 
aT.  lire  loss  per  yr.  for  8  yrs.,  $17,967;  ay.  ins. 
for  same  time,  $17,786.  Fire  dept— 2  steamers,  6 
c.  hand  ex.,  1  h.  &  1.  truck,  8  hose  wagons,  2  hose 
reeisp  6  horses;  hose,  cotton,  rubber  lined,  good 
6,000  ft.;  total  hose,  6,000  ft;  fire  alarm,  Game- 
well.  24  boxes;  value  of  dept  equipment,  $17,200; 
value  of  bldgs.,  $86,600;  ann.  exp.  of  dept,  $8,620.26; 
total  mem.,  64,  paid  full  time  I,  paid  part  time  4, 
volunteers  69. 

Watbr  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravity;  Quality  of  water, 

food;  tea.  cap.  217,000,000  gals.,  located  at  West 
brrington;  mains,  cast  iron,  86  miles,  4  to  16  in. 
dia.;  Itt  hydranta.  Mathews,  Chapman:  Ludlow 
Talves;  meters,  total  number  68,  owned  by  con- 
aumer  and  city:  2»000  aervices;  pipe.  galv.  iron; 
pressure,  dom.  70  lbs.,  fire  70  lbs.;  cost  to  con- 
struct, ia0O,OO0;  works  belong  to  Co. 

UNION VI LL£,  pop.  2,000;  fire  area,  820  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  6 
stories;  private,  stone,  brick  and  wood,  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combtistibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  hose  was[on.  1  hose  cart,  1  horse; 
hose^  rubber,  good,  m60  ft:  inferior,  all  kinds, 
200  Tt. ;  total  hose,  1,460  ft:  fire  alarm,  telephone, 
whistle  and  bell;  Talue  of  dept  equipment,  $32000; 
value  of  bldn.,  $6,000;  ann.  exp.  of  dept,  $900; 
total    mem.  80  volunteers;  A.  A.  Bumham,  chief. 

WATsa  Supply— Source,  brook;  res.  cap.,  3^000,- 
000  sals.;  mains.  6  miles;  82  hydrants;  pipe^iron; 
presanre,  fire  80  Ihs^  cost  to  construct,  $88,000; 
ann.  cost  of  mtoe.,  $800;  works  belong  to  Co. 

WALLINGFORD.  pop.  10,000;  fire  area,  2,047 
mercantile  bldgs.,  brick  and  wood,  2  and  8 


stories;  private,  wood,  2  and  8  stories:  wooden 
roofs  permitted.  Fire  dept— 1  steamer,  I  c.  hand 
ex.,  1  n.  &  L  truck,  8  hose  carriages;  hose,  cotton, 
mbber  lined,  good  8,000  ft;  fire  alarm,  Stevens; 
Tsloe  of  dept  equipment,  $0,600;  value  of  blugs., 
$10,500;  ann.  exp.  of  dept,  $2,400:  total  mem.  77. 
paid  part  time  4,  volunteers  78;  underwriters 
ratinff*  first  daai. 


Watsk  Supply— Source,  lake,  4  miles  from  busi- 
ness center;  system,  graTity;  quality  of  water, 
good;  res.  cap.  816,000^000  gals.,  located  4  miles 
southeast  of  borough ;  mains,  cast  iron,  80.16  miles, 

2  to  12  in.  dia.;  97  hvdrants;  meters,  total  number 
147,  owned  by  city,  26  owned  by  consumers;  1,368 
services;  pipe,  wrought  iron;  pressure,  dom.  80  to 
140  lbs.:  consumption,  per  day  806,600  gals.,  per 
capita  100  gals. ;  cost  to  construct.  $264,000;  bonded 
debt,  $106,000;  int.  paid  on  bonds,  3^  and  4  per 
cent;  ann.  cost  of  mtce.,  $8,158;  works  belong  to 
city. 

WASHINGTON,  pop.  1,820;  mercantile  bld^ 
wood,  2  and  8  stones;  private,  wood.  2  stories; 
wooden  roofs  permitted;  no  fire  works  and  com- 
btistibles  ord.  rire  dept— 1  hand  engine,  1  c  en- 
gine, 1  h.  &  L  truck,  1  hose  carriage;  hose,  cotton, 
rubber  lined,  good  700  ft;  rubber,  good  800  ft; 
total  hose.  1.000  ft 

Watbr  Supply— Water  Co. 

WATERBURY,  pop.  67,000;  fire  area  6H  tq- 
miles;  mercantile  bldgs.,  brick,  1  to  7  stories;  pn- 
▼ate.  wood,  8V4  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 8  steamers, 
12  c.  hand  ex.,  1  city  h.  &  1.  truck.  1  aerial  truck, 

3  bose  wagons,  1  hose  cart,  2  comb.  c.  &  h.  wag- 
ons, 1  auto  hose  wagon,  2d  horses;  hose,  rubber 
lined,  good,  14,150  ft. ;  fire  alarm,  electric,  82  boxes ; 
value  of  dept.  equipment,  $72,000;  value  of  bldgs.. 
$121,670;  toUl  mem.  101,  paid  full  time  68,  paid 
part  time  3,  30  volunteers. 

Watir  Supply— Source,  springs  and  brooka,  13 
miles  from  business  center;  system,  gravitv;  qual- 
ity of  water^  good;  res.  cap.,  920j000,000  gals^ 
mains,  cast  iron,  78.96  miles,  4  to  86  in.  dia.;  760 
hydrants;  713  valves:  meters,  total  number  1,811; 


owned  by  city;  6,599  services;  pipe,  galv.  iron; 
pressure,  dom.  120  lbs.,  fire  120  Ids.;  consumption 

Iter  day,  6^846.681  gals.;  cost  to  construct,  $1,845,- 
40;  bonded  debt  $8(S,000;  int.  paid  on  bonds,  4 
per  cent;  cost  of  mtce.,  $24,000;  works  belong  to 
!   city. 

'  WATERTOWN,  pop.  3,100;  fire  area,  1,000 
acres;  mercantile  bldgs.,  wood,  1  to  4  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted  in 
fire  area;  causes  of  fires  investigated.  Fire  dept. — 
1  h.  &  1.  truck,  2  hose  carts.  1  c  cart;  hose,  cot^ 
ton,  rubber  lined,  good,  1,600  ft;  total  hoae,  1,600 
ft;  fire  alarm,  bell;  value  of  dept  equipment 
^000;  value  of  bldgs.,  $8,600;  ann.  exp.  of  dept, 
$200;  total  mem.,  60  volunteers. 

Watsr  Supply— Source,  watershed,  6  miles  from 
business  center;  system,  gravity;   stdp.  cap.  600,- 

000  gals.,  dim.  12  x  60,  material  used  in  cons, 
cement  and  concrete;  quality  of  water,  fair;  dia- 
tributing  res.  cap.,  13,000,0000  gals.,  located  at 
Bethlehem;  1  pumping  engine,  constructor  Worth- 
ington;  mains,  cast  iron,  12  miles,  6  to  10  in.  dia.; 
66  hydrants;  60  valves;  meters,  total  number  6; 
185  services:  pipe,  iron  and  lead;  pressure,  dom. 
66  to  187  .lbs.,  fire  137  lbs.;  cost  to  construct, 
$66,600;  cost  of  r.itce.,  $600;  works  belong  to  Co. 

WEST  HARTFORD,  pop.  4,000.  Fire  dept— 2 
hose  carts;  hose,  cotton,  rubber  lined,  gooo,  600 
ft.:  total  mem.,  l5  volunteers. 

Watbr  Supply— Source,  supplied  by  Hartford. 

WEST  HAVEN,  pop.  6.247;  mercantile  bld| 
wood  and  brick,  VA  stories;  private,  wood, 
stories;  wooden  roots  permitted:  no  fireworks  anu 
combustibles  ord.    Fire  dept— 1  hand  engine,  10 
c.  hand  ex.,  1  h.  &  1.  truck,  3  hose  carriages,  reels, 

1  hose  wagon,  etc.,  2  horses;  hose,  cotton,  rubber 
lined,  good  4,000  ft.;  fire  alarm,  electric,  34  boxes; 
value  of  dept.  equipment,  $2,580;  value  of  bldgs., 
$4,000;  ann.  exp.  of  dept,  $2,000;  total  mem.,  151 
volunteers. 

Water  Supply— Source,  stream,  2H  miles  from 
business  center  ^system,  grayity;  quality  of  water, 
good;  res.  cap.  26d1000,000  gals.,  located  at  Orange; 
mains,  cement  and  iron,  26  miles,  4  to  16  in.  dm.; 
71  hydrants;  326  valves:  meters,  total  number  100; 
1,500  services;  pipe,  galv.  iron  and  lead;  pressure, 
fire  45  to  53  lbs.;  consumption  per  day,  660,000 
gals.;  works  belong  to  Co. 

WESTPORT,  pop.  4,000;  fire  area,  IH  macs; 
mercantile  bldgs.,  woocL  1  and  2  stones;  private, 
wood,  2  stories;  woodien  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
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▼eidgated;  av.  fire  lots  per  yr.  for  3  yrs..  $900: 
fty.  ina.  for  same  time,  tM,  Fire  deot— S  hand 
«&gines,  8  hand  ex.,  1  h.  &  1.  track,  B  hoie  car- 
riases,  reels,  etc.;  hose,  cotton,  rubber  lined,  good 
8,600  ft;  inferior,  all  kinds,  400  ft;  total  hose, 
8,900  ft;  fire  alarm,  bell;  value  of  dept  equipment, 
WOO;  value  of  bldgs.,  12400;  ann.  cxp.  of  dept, 
1800:  total  mem.,  1611  volunteers. 

WATER  Supply— Source,  wells,  1  mile  from 
business  center;  system,  gravity,  pump  to  stdp. 
and  direct;  stdp.  cap.,  240,000  gals.,  dim  26  x  », 
located  at  Westport,  matwial  used  in  cons,  steel; 
2  pumping  engines,  class  triplex,  sise  10  x  18  x  10^ 
cap.  per  da7  1,600,000  gala.,  constractors  Blake  and 
Gould:  mams,  cast  iron,  11  miles,  4  to  12  in.  dia.; 
53  hydrants,  Bolyoke;  66  valves,  Ludlow ;  meters, 
total   number   160,   owned    by   Co.;   310  services; 

Sipe,  galv.  iron  and  lead;  pressure,  dom.  66  lbs., 
re  90  lbs.;  consumption,  per  day  100,000  gals.,  per 
capita  60  gftls-;  cost  to  construct,  $100,000;  bonded 
debt,  175,000;  int  paid  on  bonds,  5  per  cent; 
works  belong  to   Co. 

WESTVILLE,  pop.  4,000;  fire  area,  3^  miles; 
mercantile  bldgs.,  wood,  1  to  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permitted; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  3  yrs.,  12,000.  Fire  dept— 4  c.  hand  ex.,  1  h. 
ft  1.  truck,  1  hose  wagon,  1  jumper:  hose,  cotton, 
rubber  lined,  good,  IjSOO  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  82.000;  value  of 
bldgs.,  $2,000;  ann.  exp.  of  dept,  $100;  total  mem. 
42,  paid  part  time  1,  41  volunteers. 

WATxa  Supply— Supplied  by  New  Haven  Water 
Co. 

WETHERSFIELD,  pop.  3,000;  fire  area,  2  sq. 
miles;  mercantile  bldgs..  wood  and  brick,  2M 
atories;  private,  wood,  1%  stories;  wooden  roots 
permitted.  Fire  dept— 1  n.  ft  1.  truck:  fire  alarm, 
bell;  value  of  dept  equipment  $700;  value  of 
bldgs.,  $260;  ann.  exp.  of  dept,  $26;  total  mem., 
80  volunteers;  E.  G.  Woodhome,  chief. 

Watxk  Supply— Source,  springs,  1%  miles  from 
business  center;  system,  pump  to  res.;  qualitv  of 
water,  best;  res.  cap.,  oO,0(X>  gals.,  located  at 
Wcatnersfield;  26  hydrants;  60  valves;  17  services: 
pipe,  galv.  iron.;  cost  to  construct,  $4,600;  bonded 
debt,  $226;  int  paid  on  bonds,  2%  per  cent;  ann. 
eost  of  mtce.,  $46;  works  belong  to  Co. 

WILLIM ANTIC,  pop.  8,987:  fire  area,  800  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  2  to  4 
stories;  wooden  roofs  i>ermitted.  Fire  dept.— 2  h. 
ft  L  trucks.  4  hose  carriages;  hose,  cotton,  rubber 
lined,  good  4,000  ft;  fire  alarm,  Gamewell.  24 
boxes;  value  of  dept  equipment,  9^,000;  ann.  exp. 
of  dept,  $4,000;  total  mem.,  180;  J.  S.  Donahue, 
chief;  underwriters'  rating,  first  class. 

Watbk  Supply— Source,  rivw;  system,  gravity 
and  pump  direct;  res.  cap.,  6.000.000  gals.;  pump- 
ing engines,  cap.  per  day  2,600.000  gals.;  mams,  U 
miles,  6  to  14  m.  dia.;  203  hydrants;  meters,  total 
number  996;  1^90  services;  pressure,  dom.  90  to 
100  lbs.,  fire  186  lbs.;  consumption,  per  day600^000 
gals.,  per  cap.  65H  ff§l>;  cost  to  construct,  $250,000; 
ann.  cost  of  mtce.,  $18,000;  works  belong  to  dty. 

WINDSOR,  pop.  8,600;  mercantile  bidn.,  brick 
and  wood,  2  ana  8  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept 
—1  hand  engine,  1  c.  engine,  2  c.  hand  ex.,  1  hose 
carriage;  hose,  cotton,  rubber  lined^  1,200  ft^  fire 
;alarm,  whistle;  value  of  dept.  equipment,  $8,000; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept,  $900; 
total  mem.,  40  volunteers;  underwriters'  rating, 
^rst  class. 

Watxr  SuppLY^Source,   Barker's  pond,  8  miles 


from  business  center;  system,  pump  to  stdp.,  rais- 
ing water  64  ft;  quabty  of  water,  good;  2  tramping 
engines,  class  aux.,  sise  10,  cap.  per  day  85.000 
prals. ;  1  gasoline  engine,  cap.  460,000  gals. ;  mams, 
iron,  4  to  8  in.  dia.;  3  private  hydrants,  Holyoke, 
Pratt  and  Cody;  meters,  total  number  18,  Crown, 
Trident  and  Lambert,  owned  by  Co.;  pipe,  galv. 
iron;  pressure,  62  lbs.;  bonded  debt,  $60,000:  int 
paid  on  bonds,  6  per  cent;  works  belong  to  Co. 


WINDSOR  LOCKS,  pop.  8,600:  fire 
acres;  mercantile  bldga.,  brick  and  wood,  1  to  6 
stories;  private,  brick  and  wood,  1  to  4  atories: 
wooden  roofs  permitted.  Fire  dept— 2  hoae  car- 
riagea,  1  h.  ft  1.  truck;  hose^  cotton,  rabber  lined, 
good,  1,200  ft;  value  of  dept  equipment;  $1«200; 
value  of  bldgs.,  $800;  total  mem.,  47  voluntecra; 
underwriters'  rating,  first  daaa. 

Watxx  Supply— Source,  springs;  system,  pump 
to  stdp.  and  direct;  stop.  cap..  8(L000  gals.;  3 
pumping  enginea,  cap.  per  day.  900,000  gala.,  con- 
structors Knowles  and  Deane:  mains,  8  miles,  4  to 
12  in.  dia.;  66  hydranta.  Holyoke  and  Norwood; 
pressure,  dom.  60  to  90  lbs.,  fire  60  to  90  Iba.;ooB- 
sumption,  per  day  260,000  _gals.,  per  capita  8S  1-8 
gals.;  cost  to  construct,  $75,000;  works  bdon^  to 

WINSTEAD,  pop.  6,804;  fire  ares,  1,800  acrea; 
mercantile  bldgs.,  brick  and  wood.  1  to  6  stories; 
private,  wood.  1  to  4  stories;  causes  of  fires  in- 
vestigated. Fire  dept— 1  steamer,  1  h.  ft  L  truck. 
8  jumpers,  4  hose  carriajges;  hose,  linen,  rubber 
lined,  good  1,600  ft,  rubber,  good  8,000  ft;  in- 
ferior, all  kinds.  800  ft;  total  hose,  4,400  ft;  lire 
alarm,  Gamcweu;  value  of  dept  equipment,  $14^* 
000;  value  of  bldgs.,  $6,000;  ann.  eacp.  of  dept. 
$l,la5;  total  mem..  147,  paid  full  time  X  volnnteers 
146;  underwriters'^  rating^  second  claas. 

Watxe  Supply— Source,  lake  and  res.,  1%  miles 
from  business  center;  tystem^grsvity;  quality  of 
water,  good;  res.  cap.,  448,688,716  gals.;  mains, 
cement  and  iron,  26  miles,  4  to  24  in.  dia.;  284 
hydrants;  86  valves:  meters,  total  number,  11: 
1^270  services:  pipe,  lead;  pressure,  dom.  90  to  ISO 
Ids.,  fire  160  Ibs^oott  to  construct,  S260,()60; 
bonded  debt,  $86,000;  int  paid  on  booda^  4  per 
cent;  cost  of  mtce,  $UN)0:  worka  belong  to  city. 

WOODBURY,  pop.  1,988;  fire  arcs.  800  . 
mercantile  bldfs.,  wood,  2  stories;  prnrate,  i 
2  stories;  wooden  roofs  permitted;  causes  of 
investigated.  Fire  dept— 1  hose  csniagcs; 
cotton,  rubber  lined,  good,  LOOO  ft ;  valoe  of 
equipment,  81,000;  value  of  bldgs.,  $50;  ann. 
of  dept,  8100;  total  mem.,  80  volnntcera. 

Watbr  Supply— Source,  reservoirs,  8  milea 
business  center;  system,  gravity:  ouality  ol 
good;  rea.  cap.,  8,800,000  gals;  malna,  cast 
miles,  4  to  6  in.  dia.;  20  hydranta.  Chap- 


dept 


I 

;  9 


con- 


valves,    Ludlow;   HO   services;    pipe,   ganr 
pressure,  dom.  66  lbs.,  fire  66  lbs.;  cost  to 
struct,  $20,500;  ann.  cost  of  mtce.,  $1,000; 
belong  to  Co. 

YANTIC,   pop.    400.    Fire   dept— 1    stcaacr,   2 
hose  carts;  total  mem.,  40. 
Watxk  Supply— 0  hydrants,  pressure  60  lbs. 

Pisces  with  s  population  of  1,000  or  more  having 
no  organized  fire  aept:  Avon,  Berlin.  Burlington, 
Chatham.  Chester,  Qinton,  ComwalL  Coventry, 
Cromwell,  E.  Haddam,  £.  Hampton,  Glastonbury. 
Hamden,  Hebron,  Ledyard,  Madison,  Mansfield. 
Manse,  Montville,  South  Canaan,  North  Haven. 
Plainfield,  Porfret,  Redding^  Rockv  Hill,  Rox- 
bury,  Somers,  Southbury,  South  Windsor,  Tol- 
land, Wilton. 
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DELAWARE 

ABIt£VIATIONS.~Aiiii..  aiinual;    av.,  avenge;  bldga.,  bvUdiags;  cap.,  capaeitj;  chn.,  chainnaa; 
c.^  chemical;  c  &  h.,  chemical  and  noae;  elk.,  clerk;  comb.  ^MnUnatioii;  comr.,  eommiaiipiier;  com.,  ooii»- 


DELAWARE  CITY.  pop.  I^ISS;  fire  area,  40 
acrea;  bldga.,  brick,  atone  and  wood,  2  and  8  ato- 
nes; wooden  roofs  permitted;  fireworks  and  com- 
bnstibles  ord.  Fire  dept— 1  hand  engine.  1  h.  &  L 
track,  1  hose  carriage;  hose,  linen,  rubber  lined, 
food  460  ft.,  leather,  good  900  ft:  total  hose,  660 
ft.:  fire  alarm,  whistle;  yalue  of  dept.  equipment, 
1600;  total  mem.,  26  voltmteers;  underwrfters 
ratiiig,  fourth  dasa. 

Watbk  Surn.y— Source,  wells,  \i  mile  from 
business  center:  system,  pump  to  stdp.;  stdp.  cap.. 
68,000  gala.;  mams,  iron,  2  miles,  4  to  6  in.  dia.;  12 
hydranta;  pressure,  fire  46  lbs. 

DOVES,  pop.  8.220;  fire  area.  800  acres;  mer- 
cantile bldga.,  orick  and  wood,  8  stories;  private, 
wood.  2  and  8  stories;  wooden  roofs  permitted; 
fireworka  and  combustibles  ord.;  cauaea  of  fires 
investigated.  Fire  dept.— 4  c.  engines,  1  h.  &  1. 
truck,  8  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  2,000  ft.:  total  hose,  2,000  ft.;  fire  alarm, 
Gamewell  2  boxes;  value  of  dept.  equipment, 
88,000;  value  of  bldgs.,  $8,800;  ann.  eacp.  of  dept., 
1700:  total  mem..  100  voltmteers. 

WATxa  Supply— Source,  wells;  system,  pump 
direct;  8  pumping  engines,  constructors  Holly; 
mains,  6^  miles;  46  hydrants.  Holly;  10  valvea; 
480  services;  pressure,  dom.  65  lbs.,  fire  96  Ibs^ 
consumption,  per  day  280,000  gals.,  per  cap.  98 
nU^  coat  to  construct,  180,000;  ann.  cost  of  mtce., 
«4,000;  worka  belong  to  aty. 

GEORGETOWN,  pop.  2,000;  fire  area,  H  mile 
from  center  of  town;  mercantile  bldgs.,  brioc  and 
wood,  1  to  8  stories;  private,  brick  and  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area: 
causes  of  fires  investigated,  l^e  dept.—!  hand 
engine,  1  h.  &  L  truck,  2  c  hand  ex..  8  hose  reels 
and  carts;  hose,  cotton,  rubber  lined,  ^ood,  1,000 
fL;  total  nose,  1,000  ft;  fire  alarm,  whistle;  value 
of  dept.  equipment,  $1,600  value  of  bldgs.,  $1,000; 
ann.  exp.  of  dept,  $400;  total  mem.,  86  volunteers. 

HARRINGTON,  pop.  1.400;  fire  area,  640  acres; 
mercantile  bldgs.,  wood,  2  to  8  stories;  private, 
wood,  1  to  8  stories;  wooden  roofs  permitted,  in 
6re  area:  causes  of  fires  investigated;  av.  fire  loss 
per  yr.  for  last  8  yrs.,  $60.  Fire  dept— Hose,  cot- 
ton, rubber  lined,  good,  1,000  ft;  fire  alarm,  song; 
ralue  of  dept.  equipment,  $400;  value  of  bldgs., 
000;  total  mem.,  60  volunteers. 

WATxa  Supply— Source,  wells,  %  mile  from 
»usinea6  center;  system,  direct  to  mains  or  stdp.: 
itdp.  cap.  80,000  gals.,  dim.  10  x  100,  material  used 
in  cona.  iron;  quality  of  water,  excellent;  located 
near  plant.  2  16-ap.  each  gas  engines,  class  triplex, 
»p.  per  day  604,000  gals.,  constructors  Smith- Vaile 
Co  ;  mains,  iron,  i'Ui  miles;  42  hydrants;  80 
ralvea;  100  services;  pipe,  lead  and  iron;  pressure, 
lorn.  46  lbs.,  fire  100  lbs.;  cost  to  construct,  $80,000; 
>onded  debt  $26,000rjnt.  paid  on  bonds,  6  per 
cent;  cost  ot  mtce.,  $860;  works  belong  to  Co. 


LAUREL,  pop.  6,000;  fire  area,  75  acres;  mer- 
antile  bldgs.,  brick  and  wood,  1  and  2  stories: 
>rivatc,  wood,  2  stories;  wooden  roofs  permitted 
n  fire  area;  fireworka  ord.  Fire  deot — 8  hose 
■eels:  hose,  cotton,  rubber  lined,  gooq,  1,000  ft.; 
nferior.  all  kinds,  700  ft;  toUl  hose,  1,700  ft;  fire 
Jarm.  bell;  value  of  dept  equipment,  $1,000;  value 
of  bldgs.,  $1,000;  total  mem.,  26  volunteers. 

Watkr  Supply— Source,  wells;  system,  pump  to 
Itdp.;  stdp.  cap.,  75,000  gals.;  quality  of  wato^ 
rood;  2  pumping  engines,  cap.  per  day  480.000 
rala.,  constructors  Otto  Co.;  mains,  iron,  6  miles, 
I  to  8  in.  dia.;  50  hvdrants,  Ludlow;  106  services; 
yressure,  dom.  46  lbs.,  fire  tf  lbs.;  consumption, 
>er  day  46^  gals.,  per  capita  16  gals^  cost  to 
:on struct,  $26,000;  ann.  cost  of  mtce.,  $600;  works 
>e1onff  to  town. 


I 


LEWES,  pop.  2,269;  mercantile  bldgs.,  wood. 
Fire  dept— 1  c  engine,  1  h.  &  L  truck,  2  hose 
carriages,  4  horses;  hose,  food,  1,200  ft;  total  hose^ 
1,200  It;  fire  alarm,  whistle;  total  mem.,  60  volun- 
teers. 

Watxk  Supply— Source,  river;  system,  gravi^r; 
res.  cap.,  100,000  gals.;  1  pump,  cap.  per  day,  600,- 
000  gala. 

MIDDLETOWN.  pop.  1,667;  fire  area,  880  acrea; 
mercantile  bldgs..  bnck,  8  stories;  private,  wood, 
2^  stories;  wooden  roofs  permitted;  av.  nre  loss 
per  yr.  for  8  yrs.,  $188.88.  Fire  dept— 8  c.  hand 
ex.,  1  h.  &  1.  truck^  hose  carta;  hoae.  cotton, 
rubber  lined,  good  1,000  ft;  inferior,  all  kinds,  860 
ft:  total  hoae,  1,860  ft.;  fire  alarm,  steam  whistle; 
value  of  dept  equipment,  $M0O;  value  of  bldga., 
$2,000;  ann.  exp.  of  dept,  $160;  total  mem.,  tf  vol- 
unteers. 

Watbk  Supply— Source,  wells,  1,000  ft  from 
business  center;  system,  pump  to  stdp.  and  direct; 
std^.  cap.,  87,600  gals.,  dim.  8  x  100,  located  at 
atation,  nutenal  used  in  cons,  iron;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  diqr 
720.000  gals.,  constructors  Smit^-Vaile,  Knowlea 
and  Worthington:  mains,  cast  iron,  4  miles.  4  to 
8  in.  dia.;  26  hydranta.  Wood;  20  valves.  Wood; 
pressure,  fire  76  lbs.;  cost  to  construct,  $86,866.17; 
ann.  cost  of  mtoe.,  $2,468.17;  works  belong  to 
town. 

MILFORD,  pop.  8,600;  fire  area.  200  acrea; 
mercantile  bldgs.,  wood  and  brick,  2  and  8  ato- 
ries;  private,  wood,  2  and  8  stories;  wooden  roofs 
permitted;  no  fireworks  and  combuatiblea  ord. 
Fire  dept— 1  h.  &  1.  truck.  8  hoae  carriages ;  hoae, 
rubber,  good  1,000  ft:  inferior,  all  kinds,  600  ft: 
total  hose,  1,500  ft:  nre  alarm,  whistle;  value  of 
dept  equipment,  $8,000;  value  of  bldgs.,  $1,000; 
ann.  exp.  of  dept,  876;  total  mem.  46  volunteera. 

Watbr  Supply— Source,  wells;  system,  pump  to 
stdp. ;  stdp.  cap.  88,000  gals.,  dim.  8  x  lOO,  material 
used  in  cons,  iron;  quality  of  water,  good;  res. 
located  in  center  of  town:  1  pumping  engine, 
class  comp.  dup..  cap.  per  day  8,840,000  gals.,  con- 
structors. Smith- Vaile;  mains,  cast  iron,  4  miles; 
69  hydrants;  86  valves;  pressure,  dom.  60  lbs.,  fire 
80  to  100  lbs.;  consumption  oer  dav  100,000  gals., 
per  capita  40  gals.;  bonded  debt,  $43,000;  int  paia 
on  bonds,  4  per  cent;  cost  of  mtce.,  $10,680;  worka 
belong  to  city. 

NEWARK,  pop.  1,600;  mercantile  bldgs.,  wood, 
2H  to  4  stories;  private,  wood,  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr.  for 
8  ys.,  $16.66;  av.  ins.  for  same  time,  $16.66.  Fire 
dept — 8  aerial  trucks,  4  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  1,000  ft ;  inferior,  all  kinda. 
200  ft;  total  hose.  1,200  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  $2,000;  value  of 
bldgs.,  $1,600;  ann.  exp.  of  dept,  $90;  total  mem.. 
50  volunteers;  Norris  Wowall,  chief;  underwriters' 
rating,  first  class. 

Watbr  SuppLv-^ource,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  ]j86,00O  gala.;  quality  of  water, 
good;  pumping  ennnes,  cap.  per  day  1,000,000 
ffals.,  constructors  Hollyj  mains,  2^  miles,  6  to 
10  in.  dia.,  McNeal;  88  hydranta.  Union  Co.; 
meters,  total  number  10^  Worthinjgton;  90  services; 
pressure,  dom.  60  lbs.,  fire  126  lbs.;  cost  to  con- 
struct, ^,500;  ann.  cost  of  mtce  $900. 

NEW  CASTLE,  pop.  6,000;  fire  area,  4.000  acrea; 
mercantile  bldgs.,  bride  and  wood,  2  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  investinted. 
Fire  dept— 1  steam  engine,  1  h.  &  1.  truck,  8  hose 
wagons;  hose,  cotton,  rubber  lined,  good,  2,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment  $10,000; 
value  of  bidffs..  $6,000;  ann.  exp.  of  dept,  $600; 
total   mem.,   80  volunteers. 
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Watbk  Supply— Source,  creek  and  ipringt,  4 
milcB  from  busiaest  center;  tyitem,  pump  to  rei.; 
quality  of  water,  good;  rea.  cap.,  1,260.000  gait.; 
pumpmg  engines,  cap.  per  day  wO,000  gala.;  mains, 
9  miles,  4  to  8  in.  dia.,  Morris  Tasker  &  Co.;  41 
hydrants,  Wood;  600  services;  pressure,  fire  80 
lbs.;  cost  to  construct,  1120,000;  int  paid  on  bond* 
6  per  cent;  ann.  cost  of  mtce.,  16,000;  works  be- 
long to  Co.  , 

SEAFORD,  pop.  1,724;  mercantile  bldgs.,  wood, 
8  stories:  private,  wood,  2  stories;  wooden  roofs 
permitted.  Fire  dept— 1  h.  &  1.  truck,  2  hose 
wagons;  hose,  cotton,  rubber  lined,  good,  1,200  fL; 
total  hose,  1,200  ft.;  nre  alarm,  bell;  total  mem.,  75 
volunteers. 

Watsk  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  oap.,  90,000  gals.;  pumping  engmes. 
cap.  per  day  »0,000  gals.:  mains,  cast  iron,  8H 
miles,  4  to  10  in.  dia.;  42  hydrants;  2  meters;  203 
services;  pressure,  dom.  46  lbs.,  fire  45  lbs.;  cost 
to  construct,  $26,000;  bonded  debt,  126,000;  int. 
paid  on  bonds,  4  per  cent. 

SMYRNA,  pop.  2,800;  fire  area,  %  mile;  mer- 
cantile bldgs..  mostly  wood,  1  to  5  stories:  i>rivate, 
wood,  8  stones;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  h.  &  1.  truck,  3 
hose  carriages;  hose,  rubber,  good,  8.600  ft.;  total 
hose,  8,600  ft.:  fire  alarm,  bell;  value  of  dept. 
equipment.  18,000;  total  mem.,  86  volunteers. 

Watxr  Supply— Source,  well,  H  mile  from 
business  center;  system,  pump  to  stdp.:  stdp.  lo- 
cated upper  part  of  town,  material  used  in  cons, 
iron,  builders  I.  Carson;  quality  of  water,  good; 


2  pumping  engines;  maina,  iron,  6%  miles.  Itol 
in.    dia.;    85    hydrants:   626   services;   pipe,  iraa; 

Eressure,  fire  60  lbs.;  bonded  debt,  |10,OilO;  vorb 
elong  to  city. 

WILMINGTON,  nop.  86,000;  fire  sret.  11  Sk 
miles;  mercantile  bldss.,  stone  and  brick,  8  to  I 
stories;  private,  mostly  brick,  8  stories;  woodet 
roofs  not  permitted  in  fire  area;  fireworks  mi 
combustibles  ord.;  causes  of  fires  investigatti 
Fire  dept.— 1  h.  &  t  truck,  11  steam  engines, !  c 
engines,  6  comb.  c.  &  h.  wagons,  9  c.  hand  a., 
2  aerial  trucks,  2  hose  wagons,  4  hose  carriages,  S3 
horses;  hose,  cotton,  rubber  lined,  good,  10,(XK)  ft 
rubber,  good,  2.000  ft.;  inferior,  all  kinds.  v.^V 
ft;  total  hose,  17,000  ft;  fire  alarm,  Gamevell  T^ 
boxes;  value  of  dept.  equipment  $83,600;  Tiliie  of 
bldgs.,  1120,000:  total  mem.  1400,  paid  foU  time  li 
volunteers  1,062. 

Watxe  Supply— Source,  creek,   IH  miles  froa 

and  stdp; 

qual- 
ity  of  water^'  fair;   res.    cap.,   40,000,000  gals.;  4 
pumping  engines,  class  1  dup.,  4  cross  comp..  ap. 
per   day    28,000,000    gals.,    constructors   Worthing- 
ton.   Snow,    Wetherel;    mains,  iron,   117  miles.  I 
to  80  in.  dia.;  902  hydrants;  meters,  total  number, 
4.916.  Thomson  2,204,  Hersey  486,  Nash  11,  Ger 
15,  Empire  114,  Crown  230,  Worthington  i  Kev 
stone   113,  owned  by  city;   17,498   services:  pt?; 
lead  and  iron;  pressure,  dom.  20  to  90  lbs.;  cr 
sumption   per  day  8,864,000  sals^  per  capita  ^^ 
gals^cost  to  construct,  $2,500,000;  cost  of  otce, 
175,000;  works  belong  to  city. 
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DISTRICT  OF  COLUMBIA 

ABBREVIATIONS.— Ann.,  tonaal;  »▼.,  aTermge;  bldgi.,  butldingi;  cap.,  cspacitf^  chn.,  chairman; 
c.»  chemical;  c  ft  h.,  chemical  and  hoae;  elk.,  clerk;  comb,  combination;  comr.,  comnuMioner;  com.,  com- 


WASHINGTON,  pop.  3S9440;  fire  area,  70  so. 
miles;  mercantile  blags.,  stone  and  brick,  4  to  U 
stories;  private,  stone,  brick  and  wood,  S  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  inrestigated. 
Fire  depL— 24  steamers,  1  fire  boat,  1  water  tower. 
6  c  engines,  16  comb.  c.  &  h.  wagons,  127  c.  hand 
ex.,  13  aerial  trucks,  4  comb.  cEem.  engines,  14 
hose  carriages,  2  hose  wagons,  2  trucks;  hose, 
good,  94,000  ft.;  fire  alarm,  Gsmewell,  477  boxes; 
value  of  dept.  equipment,  #400,000;  value  of  bldgs.. 
1740,000;  ann.  exp.  of  dept.,  about  $662,800;  total 
mem.  446,  paid  full  time. 

Water  Supply— Source,  river,   17%  miles  from 


business  center;  system,  grsTitr,  pump  to  res.  and 
direct;  quality  of  water,  excellent;  res.  cap.,  810,- 
680,000  gals. ;  6  pumping  engines,  class  triple  and 
iron,  479  miles,  3  to  75  in.  dia.;  2,672  hydranu;  6,90S 
iron,  400  miles,  3 to 76  in.  dia.;  2,422  hydrants;  6,908 
valves:  meters,  total  number,  12.611,  Crown  124, 
Nash  967,  Union  129.  Gem  99,  Tndent  14,  Herscy 
Disc  18,  Pittsburg  827,  Hersey  Torrent  1,  Thom- 
son 327,  Worthington  74,  Buffalo  6^  Lambert  1, 
Registers  6,  owned  by  consumer;  66,887  services; 
pipe,  lead ;  pressure,  30  to  70  lbs. ;  consumption 
per  day,  66,000,000  gals.,  per  capita  191  gals.;  works 
belong  to  city. 
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FLORIDA 

ABBREVIATIONS.— AniL,  annual;  av.,  ayerage;  bldgs.,  buildinci;  cap.,  capacity;  chn., 
c^  chemical;  c  &  h.>  chemical  and  hoae;  dk.,  clerk;  comb,  combination;  oomr.,  commi—ipner;  com.. 


APALACHICOLA,  pop.  6,000;  combustibles 
ord.  Fire  dept.— 1  h.  &  I.  truck,  3  hose  reels; 
hose,  2,000  ft. ;  volunteer  Co. 

Watsk  Supply— Good  city  water  system,  new; 
pressure,  00  lbs. ;  60  hydrants. 

BARTOW,  pop.  8,009;  bldgs.,  wood  and  brick,  S 
stories;  metai  roofs  permitted.  Fire  dept.— 2 
steam  engines,  600  gals,  per  min.  each,  2  res.  of 
60,000  gals,  each,  1  h.  &  L  truck,  2  hose  carriages. 
2  horses:  hose,  cotton,  rubber  lined,  good,  2,000 
ft;  hiferior,  all  kinds,  160  ft;  total  hose,  2^160  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  12,200; 
value  of  bldgs.,  |600;  total  mem.,  88  yoluntecrs; 
underwriters'  rating,  third  class. 

Watkr  Supply— Source,  well,  800  ft  from  busi- 
ness, center;  system,  pump  to  tank;  stdp.  cap. 
80,000  gala.,  dim.  18  z  80,  material  used  in  cons. 
steel;  res.  cap.,  60,000  gals.;  <iuality  of  water, 
slightly  sulphur;  2  pumping  engines,  class  2  cylin- 
der compound  Worthington.  constructor  Deane; 
mains,  cast  iron,  4)^  miles,  4  to  6  in.  dia.;  60  hy- 
drants; 826  services:  pipe,  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  126  lbs.;  consumption  per  day, 
76,000  gals.;  cost  to  construct,  820^000:  int  paid  on 
bonds,  6  per  cent;  cost  of  mtce.,  |600;  works  be- 
long to  city. 

BRADENTOWN,  pop.  900.  No  fire  dept 
Water  Supply— Source,  wells,  1^  miles  from 
business  center:  system,  pump  to  tank  or  direct: 
tank  cap.,  76,000  gals.,  dim.  20  x  SI  ft,  material 
used  in  construction  steel;  quality  of  water,  good; 
res.  cap.,  12,000  gals.;  1  pumping  engine^  cap.  per 
day  600,000  gals.;  mains,  cast  iron,  2  miles,  4  to  8 
in.  dia.:  10  hydrants;  16  valves;  meters,  total  num- 
ber 6,  Neptune  Meter  Co.  4,  Crown  i,  owned  by 
city;  121  services;  pipe,  galv.  iron;  pressure,  dom. 
56  lbs.,  fire  80  lbs.;  consumption  per  day.  60,000.000 
gals.;  cost  to  construct,  $20,000;  bonded  debt,  $200; 
mt.  paid  on  bonds,  6  per  cent;  works  belong  to 
city. 

DAYTONA,  pop.  6,000;  fire  area.  8,440  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  2  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 2  c  engines  on  wheels,  20  c  hand  ex.,  1 
hose  wagon;  total  hose,  700  ft;  fire  alarm,  whistle 
and  telephone;  value  of  bldgs.,  $8,600. 

Water  Supply— Source,  artesian  well,  H  mile 
west  of  business  center;  2  pumping  units,  2  gaso- 
line engines  direct  connected  to  2  triplex  pumps, 
cap.  2,500,000  gals,  daily,  constructors  J.  B.  Mc- 
Crcary  &  Co. 

DE  FUNIAK,  pop.  2,000.  Fire  dept— 2  c.  en- 
gines, 8  hose  reels.  2  hand  ex..  1  h.  &  1.  truck; 
value  of  dept  equipment,  $2,060;  total  mem.,  86. 

Watbr  Supply— Source,  well;  system,  pump  to 
TtM,;  res.  cap.  28,000  gal.,  mains  2^  miles,  4  to 
10  in.  dia.,  83  hydrants,  60  valves. 

DE  LAND,  pop.  1,600;  mercantile  bldas.,  brick 
and  wood,  1  to  8  stories:  private,  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  vr.  for  3  yrs.,  $265;  av.  ins.  for 
same  time,  $2,000.  Fire  dept— 1  comb.  c.  &  h. 
wagon,  8  c.  enghies,  4  c.  hand  ex.,  1  h.  &  1.  truck, 
t  hose  carriages.  2  horses;  bote,  cotton,  rubber 
lined,  ffood,  1,000  ft;  rubber,  good,  400  ft;  toul 
hose,  8,000  ft;  fire  alarm,  beu;  total  mem.,  80 
volunteers;  underwriters'  rating,  third  class. 

Water  Supply — Source,  2  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  48,000  gals., 
dim.  20  X  20,  located  80  ft.  above  town,  material 
used  in  cons,  steel,  builders  Craft  &  Co.;  2  pump- 
ing engines,  cap.  260  gals,  per  min.,  constructors 
Smith- Vaile  and  Gardner:  mains,  8^  miles,  4  to  10 
In.  dia.,   Chattanooga;  29  hydrants;   meters,  total 


number  820,  Bu£Falo;  467  services;  preasor^  dom. 
46  lbs.,  fire  120  lbs.;  cost  to  construct,  $6,000;  int 
paid  on  bonds,  6  per  cent;  ann.  coat  of  mtoe., 
$2,200;  works  belong  to  city. 

EUSTIS,  pop.  4U.    Fire  dept— 1  chem.  engine, 
1  h.  &  1.  truck;  hose,  800  ft.:  nre  alarm,  bell. 
Water  Supply— Source,    lake    Eustis. 

FERNANDINA,  pop.  6,000:  mercantile  bnldgs^ 
brick  and  wood,  1  to  ^4  stones;  private,  wooo,  I 
stories;  wooden  roofs  not  permitted;  no  fireworks 
and  combustibles  ord.:  causes  of  firea  inveatigatcd; 
av.  fire  loss  per  yr.  tor  8  yrs.,  $100;  av.  ina.  for 
same  time,  |a«406w  Fire  dept— 1  c  ensinc,  2  c 
hand  ex.,  1  h.  &  L  truck,  2  nre  boata,  8  noae  wag- 
ons, 4  hose  carriagM,  2  horses;  hose,  cotton,  mo- 
ber  lined,  good,  1,200  ft.;  inferior,  all  kinda,  800  ft; 
total  hose.  1,600  ft;  fire  Rlarm.  whistle  and  bell; 
value  of  dept  equipment,  14/MO:  value  of  bldgs., 
$1,000;  ann.   exp.  of  dept,  $8^600;  total  mem..  8, 


paid  full  time  3,  paid  part  time  6;  underwriters* 
rating,  second  class. 

Water  Supply— Source,  wells,  1-8  mile  from 
business  center;  system,  gravity,  pnmp  to  resb* 
to  stdp.  and  direct;  stdp.  can.  118,000  gala^,  dim. 
16  X  llO,  located  on  Main  St,  material  used  in 
cons,  brick  and  steel;  quality  of  water,  good;  ret. 


cap.,  200,000  gals.,  located  center  of  town:  S  pnnay- 
ing  engines,  class  comp.  dup.,  cap.  per  oay  tjM^ 
000    gais.f    constructors    Worthin^n,    Dimn-Gor> 


don;  mains,  iron,  4  to  10  in.  dia.:  02  hydrants; 
pressure,  dom.  40  lbs.,  fire  80  to  160  lbs.;  consump- 
tion, per  day  200,000  gals.,  per  capita  S62-3  gals.; 
cost  to  construct,  $40^000;  ann.  cost  of  mtce.,  $2,- 
579.59;  works  belong  to  city. 

FT.  MEYERS,  pop.  2,000.  Fire  dept— 1  hand 
engine,  1  26-hp.  ns  engine,  1  h.  &  L  track,  S  hose 
carts,  7  chemical  ex.;  hose,  1,800  ft.,  2  horses; 
totsl  mem^.  30 

Water  Supply— 8  artesian  wells,  2  on  maia 
streets,  coupled  together  with  6-in.  iron  pipe;  they 
furnish  3  hydrants. 

FT.  PIERCE,  pop.  2,000;  fire  area,  800  •at*: 
mercantile  bldgs.,  brick,  stone,  wood  and  iron.  1 
and  2  stories;  wooden  roofs  not  permitted  in  ire 
area;  causes  of  fires  investigated;  av.  fire  loaa  per 
yr.  for  the  past  8  yrs.,  $400;  av.  ina.  for  aame  time, 
$400.  Fire  dept— 1  comb,  c  and  Hood  Brake 
pumping  engine,  2  hose  carriages  or  reels;  hose, 
gooa,  800  ft.;  fire  alarm,  whistle  and  telephone; 
value  of  dept.  equipment,  $1,460;  value  of  oldgs., 
$600;  mem^  31  volunteers. 

Water  Supply— Not  reported. 

GAINESVILLE,  pop.  6,600;  mercantUe  bldgs, 
stone,  brick,  wood,  1  to  4  storiea;  private,  wooo,  3 
stories;  wooden  roofs  not  permitted:  fire  worics 
and  combustibles  ord.;  causes  of  firea  uiTestigated; 
av.  fire  loss  per  yr.  for  8  yrs.,  $8482;  av.  iaa.  for 
same  time,  $8,80.06.  Fire  dept— 8  c  hand  ex., 
1  h.  &  1.  truck,  2  hose  wagons,  2  hose  earriagea, 
8  horses;  hose,  cotton,  rubber  lined,  good  1,800  ft; 
hiferior,  aU  kinds.  1,000  ft;  total  hose,  8400  ft;  ftn 
alarm,  electric,  20  boxes;  value  of  dept  equip- 
alarm,  electric,  16  boxes:  value  of  dept  equip- 
ment, 86,000;  value  of  bldgs.,  $4,000:  ann.  exp.  of 
dept,  $m60;  total  mem.,  46,  paid  foU  time  1 
paid  part  time  48;  underwriters'  rating,  second 
class. 

Water  Supply— Source,  springs  to  wells,  2H 
miles  from  business  center:  system,  pump  direct 
to  mains;  quality  of  water,  fine;  res.  cap..  1,000.000 
gals..  located  at  springs;  8  pumping  engmes,  cap. 
per  day,  2300,000  gals.,  constructors  Laidlaw-Dunn- 
Gordon ;  mains,  cast  iron,  11  miles,  4  to  10  in.  dia. ; 
104  hydrants;  meters,  total  number  200,  owned  by 
city;  620  services:  pipe,  galv.  iron  and  lead;  prca- 
sure,  dom.  20  to  30  lbs.,  fire  80  to  100  Iba.,  bonded 
debt,  $40,000;  int  paid  on  bonda,  6  per  cent; 
of  mtce..  $4,000:  works  belong  to  Co. 
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GREENLINE     SPRINGS,     pop.     l,aW.       Fir. 
Wi>ia  SorTLT-VftiU. 

JACKSONVILLE,      pop.      BO.OOO;      mercmtUi 
bldci.,  brick  ud  Hone.  1  to  U)  itorici,  priyate 

[d  fir«  uea]  fircworlu  uid  combuitibleB  ord. 
cauK*  of  Grci  iuTcitlKiIed.     Fire  dnit— Z  glain 

ttuck,  2  b.  '&'i.  tracks,  *  h'ott  wagoni,  ii  borKS 
hoK,   cotton,   rubber   lined,   good     IS.MO   ft.;   firr 

WATimSuFPir-^ource'^^'wellj,     ^  "'miLe     iron 

lldp.  cap.  238,oi)  gals.,  'cfioi.  SO  i  15,  'locattd  nca 
•tt^on,  malerul  nacd  la  cons.  at»],  bulMrra  R 
D.  Wood;  qualitv  oi  vater,  good;  tei.  cap,  3.WJ. 
000  gall.,  located  at  itBtlon:  4  pumping  rnginii 
class  triple  txptasiaa,  cap.  per  day  lft.500,000  sail. 
coDSIructor  hTr.  WoithinglDD :  mams,  cast  iron 
<3  miln.  4  to  ZO  in.  di*.;  010  hrdrants;  38 
— ■— 1.  R.  D.  Woo^and  Coffin;  meleri,  tola]  num 


consumption    per    dif    2,9S6,222    B[il"-._pi; 

g,00D,O0O,gaL    ptimplae   coeine    baa    been    unuuicu 

pump  of  about  OOO.OOO 'gala.  cap.   taking  sucrion 

iw  lb*,  preaanre;  hTdranta  wi'     '      -  ■"■  '- 
'—  -' — ■*  aboot  Kb  Ittt  apa: 


KEY  WEST,  pop.  82.IW; 
antile   bld^a.,   wood,  1 


atlB.    out. 

.rea.  1,6I» 


— -.-,    ,   —    ,  iei;   priTate, 

Korka  and  combustiblea  ord.:  tSBses  of  Gret  in- 
TCttinlcd.  Fire  dept.— 6  iteiniera,  1  h.  ft  1.  truck, 
1  comb.  b.  t  L  truck,  T  hoae  earriagea.  14  bones: 
bose.  cotton,  rubber  lined,  good.  0,000  It.;  fire 
alarm,  Gamewcll,  32  boieaj  ralue^oljiept.  tqulp- 

all  ram  ' 

Watir  l 

atdp.   and  ,  ..-,..    „, „ , 

comer  Soutbem  and  Tbomat  Sta.;  naterlil  uaed 
In  COM.,  steel;  buildera,  Va.  FaTina:  *  Conalruc 
tion  Co.;  quality  of  water,  poor;  3  pumping  en. 
gin«,  cap.  per  day  l,«0O,000  gals,  constructor  ^ow; 
maina,  cut  iron,  S  milea.  0  to  U  !n.  dSa. ;  SI  hv- 
drants,  Kennedr;  tS  Talres;  1S4  services;  preasurr, 
doRV  3E  lbs.;  cost  to  eonitruct.  (100,000;  bonded 
debt.  ttOa,WIO:  int.  paid  on  bonds,  S  per  cent.;  ana. 
cost  of  mtce.,  tl,40a;  works  belong  to  chy. 

LAKE  CITY,  pop.  S,0OD;  fire  area,  l.OCO  acres; 
mercantile  bidgi.,  brick  and  wood,  1  lo  3  stories; 

corabuiixblci  oid.1  causes  of  fires  investigaied , 
»T.  fire  loss  per  yr.  for  3  years,  (S,0T8;  ar.  ins.  in, 
ToWed  for  same  time,  m,m.  Fire  dept.-S  c. 
band  e>.,  1  h.  &  L  truck,  1  comb,  hose,  ladder  & 
chcm.  wagon,  I  hose  waBon.  7  hose  rtcis  and  carts; 
hose,  cotton,  rubber  lined,  good,  ^,900  ft.;  in- 
ferior, all  kinds,  400  ft.;  total  hose,  3.300  It,;  fire 
slaim,  bell,  whistle  and  telephone;  value  of  dtpl. 
equipment,  R.OOO;  value  o(  bldgs..  1300;  ann.  exp. 
of  depl.,  1309;  total  mem.  20,  paid  part  lime  3,  vol. 


■  SufP 


-Sourc 


cap..  lEa,0OO  gal.;  res.  cap., 
Hardie-Tynes,  cap.  per  day 
,  Smilh.Vale  and  Worthing. 


stdp. ;  SIdp. 
'-  ;  2  air  I-- 

.  -:■/*".„. . 

22,GOO  ft.,   0   to  10 
Muheyit    and    Nei 

40  lbs.,  fire'SO't'o  lib  Ibf 


inmber   30,    Neol 


..■    York; 
1    Buffalo; 


jri™ 

cent  and  8  per  cent;  ann.   coat  of  mtce.,  tlO.WIO: 

I^KELAND,    pop.    S,00O;    fire   area,   »   aere& 
Fire  depl.— 1  h.  ft  1.  truck,  S  hos«  reels,  S.OOO  ft 


»l,OlSO;  ann.  eip.'  tf^OOOrouJ'm^., 
Watim  SurrLT-Welli,  atdp.  and 
2,    Cameron;    GO    bydranU; 


tlO,000;  value  of  bldgs.. 


LIVE  OAK,  pop. 
per  cent  of  buaincM  1 
Those  reels;  hose,  1,11 

Wati.  SupFtr-Sot 


. Jt&t:'tj 

oip.,  TE.DDO   gala. ;   tank 
-    "-ilh-Vaile.  Snow;  n 


te.DOO  gals.;  I  pumns,  SmiIh-1 
4U  miles,  4  to  10  in.  dia.;  II 

100  to  lae  lbs. 

LEESBURG,  pop.  l.OOa    Fire  dept-1  steamer, 
I  bydruiu,  I  boae  cartiagei;  faose,  1,000  (1.;  total 

Watii  SnrrLT— Sonrce,    S   artetiaB    wells;    sya- 
tcm,  traritr;  tank  cap.,  20,000  gals.;  8  fardnnts. 


tl,  paid  part  time  and  v 
Watu  Surrbv- 

MO   gala.;     atdp.     _„., 
Knowles;  11  hjdnnta. 

MARIANNA,   pop.   tM    Fire   depl.— 1   h.    A  L 
track,  1  boie  cart;  hose,  1,000  ft:  total  mem.,  tt. 

Wat»  SuPPLT—Source,     artesian     welli:     stdp. 
cip..  S,000  gals.;  It  hydranta. 

MIAMI,  pop.  S,000;  bldgs.,  brick,  concrete  and 


es,  1  supply  wagon; 
;  fire  alarm,,  Game- 


140,000:  exp.  of  depfc,  111,000;  toUl  n 
full  time  6,  volunteers  38. 
Watzb  SDrrLT-.Sonrce,  4  wella;  t 


'  i.wa,(M 


MONTICELLO,  pop.  1.0T6;  fireworka  and  earn- 
buatiblea  ard.  Fire  dept— 2  hoae  carta;  base,  co^ 
too,  rubber  Uned.  good  1,000  ft;  fire  >Urm.  beU; 
nem.,  M  Toluoleets:   W.   C   Carroll,   chief; 


to  ft  a 

Worthi 

hydrai 


welia;  system,  piu 


tdp.  cap.  40.000  gak, 
love  town;  re*,  cap.  100,000  (al 
cap.    per    day    GOO.OOO    gab., 


OCALA,   pop.  SJ80j 


crcaniile  bldga..  b 


-fooJ,  i%   ... 

Dot   permitted;    fireworka    and 

1  yrs.,  tl,e60.     Fire  dept-^  c.  hand 
truck,  2  hose  wagona,  3  boae  earriagea, 
hoae,  cotton,  mbber  lined,  good  2,600  ft. 
all  Idods,  BOO  ft;  total  hoae,  -  -^   - 
bell;    value    of   dept    equipm, 
bldgs.,  11,000;  ann.  exp.  of  dep 


lost  per  yc.  for 
■  -     lb-*! 


Wat  IB  Sui 


'LY— Source  deep  well,  in  ceiiler 
pump  to  rea. ;  quality  of  water,  li 
.,  Ill;000  gala.,  located  in  city  lim 
-■—  TBO.OOOgals.,  c 


aWKlol-f  winbmpon   Snd   Sml_, 

per  day;  maini,  cast  iron,  9  miles,  4  lo  10  ii 
Sr  hvdVants,  P.  D.  Wood,  Mathews;  4S  vil 
D.  Wood;  meter*,  tolal  number  100,  Cto 
Thomson  22.  Wonhinglon  2,  Heney  20,  Ci 


m'si's-'dim^ 30  ft.  by  &  ft.  hif 
in  construction  wood:  quality  of  n 
cap.,  EO.OOO  gals. ;  2  sets  pumping  et 
20,000   gals,   per   hr.;    steam,  60.WK 


dent.— 2  hoae 

- -II. 

well,  M  mile  from  busi- 
to  SIdp.,  stdp.  cap.  00.- 
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$0  lbs.:  consumption  per  day,  ^M^^Ogals.,  per 
cap.,  100  sals.;  cost  to  construct,  136,000;  cost  of 
mtce.,  $1,200;  works  belong  to  private  Co. 

ORLANDO,  pop.  8.600;  fire  area,  60  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  6  sto- 
ries; priyate,  wood.  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  causes  of  fires  investigated, 
r  ire  dept.— 1  h.  &  1.  truck,  8  hose  wagons.  3 
horses;  nose,  cotton,  rubber  lined,  1,600  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment,  $6,000;  value 
of  bldgs.,  f2,000;  total  mem.,  1?  volunteers. 


mile  from  station;  material  used  in  cons.  stecL 
builders  Keeler  k  Co.;  quality  of  water,  good:  2 
pumping  engines,  claaa  comp.  dup.;  cap.  per  day 
2,0001  uKT  i[Bl*>»  constructor  Knowies;  mains,  cast 
iron,  14  miles,  4  to  12  in.  dia.;  S7  hydrants,  Bailey; 
100  valves,  Eody;  meters,  total  number  7,  Crown  1, 
Union  6,  meters  owned  by  Co.;  646  services;  pipe, 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  100  lbs.;  con- 
sumption, per  day  GOOjOOO  gals.,  per  capita  100 
gala,;  works  belong  to  Co. 

PALATKA,  pop.  4,000;  mercantile  bldgs.,  brick, 
1  to  2  stories,  private,  wood,  2  to  2  stories:  wooden 
roofs  not  permitted;  fireworks  and  combnatibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
steamer,  1  hand  engine,  1  h.  ft  L  truck,  6  hose  car* 
riages;  hose,  cotton,  rubber  lined,  good  2J600  ft;  in- 
ferior, all  kinds,  600  ft.;  total  hose,  8,000  ft;  fire 
alarm,  bell;  total  mem.,  76  volunteers;  under- 
writers' rating,  second  class. 

Watir  Supply— Source,  wells;  system,  pump  to 
stdp.  and  direct:  stdp.  cap.  600,000  gals.,  dim.  66 
X  26,  builders  Hodge  &  Co.;  res.  cap.,  260,000 
gals.;  2  pumping  engines,  cap.  per  day  2,00,000 
gals. ;  constructor  McGowan ;  mains,  12  miles.  6  to 
12  in.  dia.,  Mathews;  100  hydrants.  Keystone; 
meters,  total  number  10,  Crown;  004  services; 
pressure,  dom.  66  lbs.,  fire  100  lbs.;  cost  of  con* 
struction,  $100,000;  works  belong  to  Co. 

PENSACOLA,  pop.  28,000.  Fire  dept— 1  steam- 
er, 20  hand  ex.,  2  h.  &  1.  trucks,  4  hose  wagons,  1 
hose  reel,  12  horses;  hose,  rubber,  good,  6,600  ft;  j 
fire  alarm,  Gamewell.  81  boxes:  value  of  dept 
equipment,  $16,000;  ann.  exp.  of  dept^  $8,000;  toul 
mem.,  26,  paid  full  time;  W.  R.  Bicker,  chief; 
underwriters'  ratinjr,  second  class. 

Watbk  Supply— Source,  wells,  1  mile  from  bust- 
oess centre;  system,  pump  to  res.,  stdp.  and  direct; 
stdps.  cap.  427,260  gals.,  dim.  20  x  185,  89  x  22,  lo- 
cated highest  point  in  city;  material  used  in  cons., 
wrought  iron,  builders  Tippett  &  Wood;  quality  of 
water,  pure;  res.  cap.,  700,000  gals.,  located  at  sta- 
tion, 2  pumping  engines,  cap.  per  day  4,000,000  gals., 
constructor  Deane;  mains,  cast  iron,  20^  miles,  4  to 
14  in.  dia.:  197  hydrants,  Holyoke,  Corey  & 
Mathews:  88  valves,  Eddy,  Rensselaer;  meters, 
total  number  600,  Hersey  Rotanr,  Buffalo,  Colum- 
bia.  Trident;  meters  owned  by  Co.;  1,469  services; 

Jipe,  galv.  iron;  pressure,  donu  66  to  80  lbs.,  fire 
00  lbs.;  consumption,   per  day  600,000  gals.,  per 
capiU  88  gals.;  works  belong  to  Co. 

PERRY,  pop.  875.  Fire  dept.— 1  h.  &  1.  truck,  4 
hose  carriages;  hose,  1,000  tt;  fire  alarm,  tele- 
phone. 

Water  Supply— Source,  wells,  cap.  260,000  gals, 
daily;  pump  to  stdp.^stdp.  cap.  90,000  gals.;  water, 
good;  res.  cap.,  300,000  gals.;  2  pumping  engines, 
constructors  Platts;  mains,  8,^)0  tt,  4  to  8  in.  dia.; 
34  hydrants. 

QUINCY,  pop.  1,200:  fire  area,  H  sq.  mile. 
Fire  depL— h.  &  1.  truck,  double-cylinder  c.  en- 
gine, 2  nose  carts  and  hose;  value  of  dept.  equip- 
ment, $2,000;  ann.  exp.  of  dept,  $1,200;  volunteers. 

Watir  Supply— Source,  artesian  well;  2  air-lift 
pumps;  cost  to  construct,  $20,000;  bonded  debt 
$27,000;  int.  paid  on  bonds,  6  per  cent;  works  be- 
long to  city;  W.  L.  Bowen,  supt 

ST.  AUGUSTINE,  pop.  5,000;  mercantile  bldgs., 
all  kinds,  1  to  4  stones,  private,  all  materials,  2  to 
t  stories:  wooden  roofs  permited;  no  fireworks  and 
combustibles  ord.;  causes  of  fire  not  investigated. 
Fire  dept— 1  steamer  in  reserve,  1  comb.  c.  &  h. 
wagon,  2  e.  hand  ex.,  1  h.  ft  1.  truck,  1  hoae 
wagon,  8  hose  carriages,  reels.  &c.,  8  horses;  hose, 
cotton,  rubber  lined;  good,  6,400  ft;  fire  alarm. 
I>c11.  whistle  and  elcctnc:  total  mem.,  44,  paid  full 
time  5.  paid  part  time  39. 


Watxr  Supply— Source,  wells;  pump  to  stdfi. 
and  direct:  stdp:  cap..  286,000  gals.;  quality  of 
water,  good;  res.  cap.  88,720  gals.,  2  Dvmmng  «a* 
ginea,  claaa  comp.,  cap.  per  day  2,000^000  gale*; 
mains,  caat  iron,  6  milea,  6  to  12  in.  dia.;  IJO  hy- 
drants; meters,  total  number  110;  900  services; 
pressure,  dom.  46  lbs.,  fire  90  to  100  lbs. ;  consump- 
tion, per  day  800,000  gals.,  per  capita  97  gals. :  coet 
to  construct,  $66,000;  ann.  cost  of  mtce.,  ^,000; 
works  belong  to  city. 

ST.  PETERSBURG,  pop.  2,800:  fire  area,  2$ 
blocks;  mercantile  bldgs.,  brick  ana  wood,  2  to  8 
stories;  private,  wood  and  stone,  1  and  2  stories; 
wooden  roofs  not  permitted  in  lire  area;  iireworka 
and   combustibles   ord.;   causes    of   fires   investi- 

fated.  Fire  dept— 4  c.  hand  ex..  1  h.  &  1.  truck. 
steamer,  1  cnem.  engine,  2  hose  carriages,  2 
horses;  hose,  cotton,  rubber  lined,  good,  3,000  ft; 
inferior,  all  kinds,  600  ft ;  total  hose,  3,600  ft ;  fire 
alarm^  bell  and  steam  whistle;  total  mem.  18,  paid 
full  time  4.  14  volunteers. 

Water  Supply— Source,  lake  and  wella;  system, 
pump  to  res.;  res.  cap.  60.000  gals.;  3  pumping  en- 
gines, constructor  Wortnington  and  McGowan« 
cap.  McGowan  3,000,000  gals.,  Worthington  60.006 

fals.;  mains,  7  miles;  87  nydrants^^Mathews,  Bonr- 
on;  meters,  total  number  847;  1,200  services;  pres. 
sure,  dom.  88  lbs.,  fire  96  lbs.;  consumption  per 
day,  6OO2OOO  gals.,  per  capita  31  gals. ;  cost  to  con- 
struct, $13,000;  ann.  cost  of  mtce.,  $1,200;  works 
belong  to  city. 


SANFORD,  pop.  1,460;  fire 
cantile  bldgs.,  brick,  2  stones,  private,  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.  Fhre  dept— 1  h.  and  L  trvck,  1 
supply  cart,  5  hose  reels;  hose,  cotton,  rubber 
lined,  good  2JB00  ft,  inferior,  tSi  kinds,  800  ft: 
total  hose,  8,800  ft;  fire  alarm,  electric  bell  li 
boxes;  value  of  dept  equipment,  $4,000;  value  of 
bldgs.,  $2,000;  ann.  exp.  of  dept.,  $800;  total  m 
60  volunteers;  underwriters  rating,  third  class. 

Watbr  Supply— Source,  lakes  and  irtc 
wells;  system,  gravity,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.,  360,000  gals.:  2 
pumping  engines,  class  duplex,  cap.  per  day 
2,000,000  gals.;  mains,  14,000  ft,  3  to  l2  in.  dia.;  4$ 
hydrants;   meters,   total  number  8;  kind  of  pipe, 

Ralv.   iron;  pressure,  dom.  46  lbs.,  fire  80  to  125 
>s.;  cost  to  construct,  $75,00(h  int.  paid  on  bonds, 
6  per  cent;  works  belong  to  Co. 

STARKE,  pop.  1,124.    Fire  dept.— 1  hand  engine, 
2  hose  reels;  hose,  1,SOO  ft.;  fire  alarm,  belL 
Watbr  SirrPLY— Not  reported. 

TALLAHASSEE,  pop.  5,000;  fire  area,  60  acres; 
mercantile  bldgs.,  brick,  stone,  iron  and  wood, 
2  stories;  private,  wood,  2  stones;  wooden  roofs 
not  permitted:  fireworks  and  combustibles  ord.; 
fire  loss  for  8  yrs.  $2^019;  ins.  for  same  time. 
$74^60.  Fire  dept— 6  e  hand  ex.,  1  comb.  c.  &  L 
truck,  2  25-ga1.  tanks,  1  double  and  1  single  hose 
wagon,  6  horses,  1  hose  reel;  hose,  2,850  ft.:  rub- 
ber, good,  700  ft;  fire  alarm,  Gamewell;  value  of 
bldgs..  $1,000;  ann.  exp.  of  dept,  $8,000;  total  men. 
28,  paid  full  time  8.  paid  part  time  20. 

Watbr  Supply— Source,  wells  and  springs,  s^ 
tem,  pump  to  stdp.;  stdp.  cap.  286,000  gala.,  diss. 
100  X  20,  builders  TippeU  ft  Wood;  res.  cap.,  LOU.- 
000  gals. ;  2  pumping  engines,  cap.  per  day  1,000,006 
gals.,  constructors  Downie  and  Snow;  mains,  5 
miles,  4  to  8  in.  dia^  70  hydrants,  Ludlow;  meters, 
total  number  661,  Crown,  Empire  and  Keystone; 
pipe,  iron ;  pressure,  dom.  45  lbs.,  fire  80  lbs. ;  cost 
to  construct,  $66,000;  ann.  cost  of  mtce.,  1^,500; 
works  belong  to  city. 

TAMPA,  pop.  60,000;  fire  area,  4H  Ml-  miles; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  5 
stories;  private,  brick  and  wood,  1  to  S  stories: 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept.— 4  steam  fire  engines,  2  c.  engines  on 
wheels,  2  h.  &  1.  trucks,  d  hose  wsgons,  3  hose 
carriages,  80  horses;  hose  cotton,  rubber  lined, 
good,  8,000  ft;  inferior,  all  kinds,  2>D0  ft.  total 
hose,  10,900  ft;  fire  alarm,  electric,  62  boxes; 
value  of  dept  equipment.  $75,000;  value  of  bldgs^ 
$86,000;  ann.  exp.  of  dept,  862,000;  toul  mem.  St 
paid  full  time  51. 

Watbr  Supply— Source,  wells  and  spring;  svs> 
tern.  stdp.  and  direct:  stdp  cap.  111.000  gals.,  lo> 
cited  m  town;  material  used  in  cons,  iron,  build' 


FIRE   DEPARTMENTS  AND   WATER   SUPPLY— FLORIDA. 


B-49 


en  R.  D.  Wood  &  Co.;  qnslitr  of  water,  good;  5 
pumping  engines,   cap.   per  dar  11,000,000  gals.. 


constructors  Worthington  &  Barr;  mains,  cast 
iron,  S2  mile^  6  to  18  in.  dia. ;  888  hydrants.  Wood: 
BO  valves.  Wood;  meters,  total  number  641,  owned 
bv  Co.  and  consumer;  fH-essure,  dom.  00  1ds.»  fire 
100  lbs.;  consumption,  per  day  2,600^000  gals.,  per 
capita  80  gals.;  works  belong  to  Co. 

WARRINGTON,  pop.  1,600;  fire  area,  466  acres; 
mercantile  bldgs.,  wood  and  brick,  1  to  8  stories; 


private,  wood,  1  and  2  stones;   wooden  roofs  per 


value  of  bldgs.,  18,600:  total  mem.  106,  paid  full 
time  1,  volunteers  107,  and  all  government  em- 
ployees of  Navy  Yard  at  Pensacola. 
Watxi  Sutflt— Souroe,  bay,  wells  and  cUtenia» 

WEST  PALM  BEACH,  pop.  664.  Fire  dept.^ 
1  hand  engine,  2  hose  carts,  1  h.  &  L  truck;  hose* 
8,000  ft;  I  horse;  fire  alarm.  belL 

Watxk  Supply— Source,  lake;  system,  pump  to 
stdp.  and  direct;  stdp.  dim.  80  x  60,  cap.  44,000 

lis. J  8  pumps.  Snow  &  Piatt;  cap.  per  day,  6,- 
gals.;  mains,  7%  miles;  26  hydrants. 


gals.:  I 

modo 


Place  with  a  population  of  1,000  or  more  having 
no  organised  fire  depL— Kissamee  City. 

Places  with  a  population  of  1,000  or  more  not 
reported.— Dade  City,  Green  Cove  Bay,  Jasper, 
Kissamee  City,  New  Smyrna,  Slantic,  Fultonville. 
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GEORGIA 

ABBREVIATIONS.— Ann.,  annual;  av.,  avenge;  bldgs.,  bttildinga;  ca^,  oapactty;  chn.,  oh 
chemical;  c  ft  h.,  chemical  and  hoee;  elk.,  clerk;  comb,  combination;  comr»,  comnwtwoner; 


laUoy;  h.  ^ 
No.,  numoer;  pop.,  population;  pm.,  president;  ret.,  reaenroir;  itdp.,  ttandpipe;  tupt,  anperintendenft. 


ACWORTH,  pop.,  1,260;  fire  area,  1^  aq.  miles; 
mercantile  bldga,  brick,  1  to  3  stories;  private, 
wood,  1  to  2  atones;  wooden  rooCa  permitted  in 
fire  area;  fireworka  and  combuatiblea  ord.;  cauaea 
of  fire  investigated;  av.  fire  loaa  per  yr.  for  3  yra., 
tUK);  av.  ina.  involved  for  aame  time,  |G0.  Fire 
dept.— 1  h.  &  1.  truck,  2  c.  hand  ex.,  2  hoae 
reela;  hose  1,200  ft:  fire  alarm,  bell;  value  of 
dept.  equipment,  |1,GOO;  ann.  exp.  of  dept.,  $35; 
total  mem,  20  volunteers. 

Watss  Supply— Source,  creek;  mains,  1^  miles; 
12  hydranta. 

ADAIRVILLE,  pop.  616.  Fire  dept.— 1  comb, 
chem.  engine,  1  hose  cart;  hose  400  ft. 

WxTsa  Supply — Source,  spring;  res.  cap.,  35,- 
000  gals.;  20   hydrants. 

ALBANY,  pop.  10,000;  fire  area,  SOO  acrea;  nutr- 
cantile  bldga.,  atone  and  brick,  1  to  4  atoriea;  pri- 
vate, brick  and  wood,  1  to  t  atoriea;  wooden  roof  a 
not  permitted  in  fire  area;  fireworka  and  combua- 
tiblea ord.;  cauaea  of  firea  tnveatigated;  av.  fire 
lost  per  yr.  for  2  yra.,  32,760;  av.  ina.  involTcd  for 
aame  time,  $827,660.  Fire  dept— 1  ateamer  in  re- 
aerve,  4  c  hand  ex.,  1  h.  &  1.  exten.  truck,  2  hoae 
wagona,  4  horaea,  8  acta  of  hameaa;  hoae,  cotton. 
TUDDer  lined,  4000  ft ;  0  play  pipea,  cut  ofia  and  2 
relief  valves;  Bra  alarm,  bell  and  whiatle,  8  vri- 
vate  alarma;  value  of  dept  equipment,  $13,96; 
value  of  bldga.,  $6,000;  ann.  exp.  of  dept,  $10,- 
886.98;  total  mem.  6,  paid  full  time. 

Watik  SxTYrLT— Source,  wella;  ayatem,  pmnp  to 
atdp.  and  direct;  atdp.  cap.  160,000  gala,  bnildera 
George  H.  Crafta  &  Co.;  rea.  cap.  000,000  gala.; 
2  pumping  engines,  cap.  per  da^  2,000,000  gaila., 
conatructor  Deane;  mama,  14  milea,  4  to  12  in. 
dia.,  Chattanooga;  125  hydranta,  Wood;  metera, 
total  number  10.  Heraev  rotarv;  1,000  aervicea; 
prcsaure,  dom.  80  Iba.,  fire  80  Iba.;  oonaumption, 
per  day  360,000  gala.,  per  capita  70  gals.;  coat  to 
conatroet,  $66,000;  int  paid  on  bonda,  4  per  cent; 
ann.  coat  of  mtce.,  $7,000;  works  belong  to  city. 

AMERICUS.  po.  12,000;  fire  area,  333  acres;  mer- 
cantile bidgs.,  brick,  8  to  6  stories;  private,  brick 
and  wood,  1  to  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustioles 
ord.;  causes  of  fires  investigated;  av.  fire  loaa 
per  yr.  for  3  yeara,  $12,113;  av.  ina.  involved  for 
aame  time,  $186,610.  Fire  dept— 1  ateam  engine,  6 
c  hand  ex.,  1  h.  &  1.  truck,  2  hose  wagons,  6 
horaea;  hoae,  cotton,  rubber  lined;  good,  8,000  ft; 
inferior,  all  kinda,  1,000  ft;  total  hose.  4,000  ft; 
fire  alarm,  whiatle;  value  of  bldga.,  $10,000;  ann. 
exp.  of  dept,  $6,000:  total  mem.  6,  paid  full  time  6. 

WATia  Supply— Source,  wella,  springs  and 
creeks,  1^  miles  from  Dusiness  center;   system, 

Sump  to  stdp.  and  direct;  stdp.  cap.  183,000  gals., 
im.  186  X  26;  res.  cap.  160.000  gals.;  2  pumping 
engines,  cap.  per  day  2,600,000  gala.,  conatructora 
Worthington  ft  Deane;  maina,  caat  iron,  20  milea. 
4  to  12  in.  dia.,  R.  D.  Wood;  102  hydrants.  Wood 
and  Mathews;  metera.  total  number  826,  Crown, 
Heraey,  Thomaon,  Worthington:  660  services; 
pipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire  80  to 
lla  lbs.;  cost  to  construct,  $76,000;  int  paid  on 
bonda,  4%  and  6  per  cent;  ann.  coat  of  mtee., 
$7,000;  works  belong  to  city. 

ASHBURN,  pop.  600.  Fire  dept— Not  re- 
ported. 

Watsr  Supply— Source,  wells  400  ft.,  from  busi- 
neaa  center ^  ayatem,  pumps;  atdp.  cap.,  100,000 
gals.;  material  used  m  construction,  steel;  quality 
of  water,  good;  rea.  cap.,  100. OOO  gals. ;  two  pump- 
ing engines,  combined  cap.  per  day,  160,000  gala.; 
constructor,  Worthington;  mains,  cast  iron;  milea, 
i\ii  6  to  10  in.  dia.;  34  hydranta;  10  valvea; 
owned  bv  city;  pipe,  galv.  iron;  pressure,  dom., 
42  lbs.;  nre,  lOO  lbs.;  consumption  per  dav,  600,- 
000  gals.;  cost  to  construct,  $60,000,  bonded  debt, 
$46,000;  cost  of  mtce.,  3,600;  works  belong  to  city. 


ATHENS,  pop.  18,000;  fire  area,  ^  mile;  mer- 
cantile bldga.,  brick,  1  to  7  stories,  private.  wood| 
2  stories:  wooden  roofs  permitted;  nrewoncs  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  Pcr  yr.  for  8  yrs.,  $18,SI8;  av.  ina.  for 
same  time,   $203,28L    Fire  dept— 1  comb.    c.   en- 

fine^  8  c  hand  ex.,  1  h.  ft  1.  tmck,  2  hose  wa«ns^ 
hose  carriage,  7  horses^  '^^^'^  cotton*  rvbbcr 
lined,  good,  800  ft;  inferior.  aU  kinds,  600  ft; 
total  hose,  4,800  ft;  fire  alarm.  GameweU,  84 
boxes;  18  miles  of  wire;  value  of  oept  equipment, 

g 0,000;  value  of  bldgs.,  $16,000:  ann.  exp.  of  dept, 
6.000;  total  mem.  16,  paid  full  time. 
WATSft  SUPVLY^— Sowee,  tirer,  %  adle  from 
business  center;  system,  pmnp  to  rea^  to  sidpb; 
stdpw  cap.  176,000  gals.,  dim.  20  z  76,  located  near 
citv,  on  hill,  material  used  in  cons.,  sheet  iron, 
boudersTippettftWood;  filtration  mtem^sfrea; 
quality  of  water,  good;  res.  cap.  12,000^000  ^la.: 

8  pttoming  cnginea,  daas  comp.  dup.,  cap^  pcr  day 
4.400,000  gals.,  constntctors  2  WorthmstoB,  1 
Deane:  mains,  cast  iron,  20  milea,  6  to  18  m.  dia.; 
191  hydrants,  R.  D.  Wood  ft  Co.;  78  valvea,  Ros- 
selaer;  meters,  total  number  900,  Crown  CL  Unioa 
6.  Empire  160,  Hersey  Rotary  888,  Hersey  uisc  27, 
Thomson  1.  Worthington  8,  Buffalo  8.  Naah  46, 
Keyatone  100,  owned  by  oonaumer;  910  aervicea: 

E'pe,  galv.  iron;  preaaure,  dom.  72  Iba.,  fire  71 
a.;  consumption,  per  day  TOO.OOOjrala.,  per  capita 
148  gals.;  oost  to  construct,  $136,000;  bonded  debt 
$110iOOO;  int  paid  on  bonda.  6  per  cent;  ann.  cost 
of  mtce.,  $10,000;  worka  belong  to  city. 

ATLANTA,  pop.  160,000;  fire  area,  16  aq.  miles; 
mercantile  bldga.,  atone  and  brick,  1  to  17  stories; 
private,  brick,  stone  and  wood,  1  to  8  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  ano 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 8  steamers,  1  in  reserve,  8  h.  ft  I. 
trucks,  1  aerial  truck,  82  c.  hand  ex.,  2  c  engines 
on  wheels,  1  water  tower,  8  comb.  c.  &  h.  wagons, 

9  hoae  wagona,  60  horaea;  hoae,  cotton,  rubber 
lined,  good,  24,000  ft;  fire  alarm,  GameweU,  lOT 
boxea:  value  of  dept.  equipment,  $112,686;  value 
of  bldga.,  $208,800;  ann.  exp.  of  dept,  $191490; 
total  mem.,  160,  paid  full  time. 

WATsa  Supply— Source,  river,  7  miles  from 
buaineaa  center;  ayatem,  pnmp  to  rea.  and  direct; 
rea.  cap.,  176,000,000  gala.;  6  Pimping  engines, 
claaa  horizontal  comp.,  cap.  per  day  78,000,000  gals., 
conatructora  Gaakill,  Holly;  maina,  cast  iron,  181 
milea,  8  to  36  in.  dia.:  1,742  hydranta.  Holly  and 
Mathewa;  metera,  total  number,  16,427;  16,427  aer- 
vicea; preaaure,  dom.  60  Iba^.  nre  80  to  100  Iba.; 
consumption,  per  day  10,000,000  gala.,  per  capita  67 
gala.;  coat  to  construct,  $8,400^787;  ann.  ooat  of 
mtce.,  $13,018;  operating  exp.,  $118,]26;  worka  be- 
long to  city. 

AUGUSTA,  pop.  60,000;  fire  area,  6  aq.  miles; 
mercantile  bldgs.,  brick,  1  to  6  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combuatlbles 
ord.;  causes  of  fires  investigated.  Fire  dept— 4 
steamera,  1  c.  engine  on  wheeb.  16  c  hand  ex.. 
1  h.  ft  1.  truck,  1  aerial  truck,  4  hose  wagona,  1 
comb.  c.  ft  h.  wagon,  2  hoae  reda,  28  horses;  hose, 
cotton,  rubber  lined,  good,  KKOOO  ft;  fire  alarm, 
electric,  103  boxes:  value  of  dept  eqaipment 
$90,000;  ann.  exp.  oi  dept,  $62,600;  total  mem.  61. 
paid  full  time. 

Watik  Supply- Source,  river,  S%  miles  from 
business  center;  system,  pomp  to  res.;  filtrstioe 
system,  Jewell;  quality  of  water  good;  rea.  cap^ 
per  day  7,000,000  gala.,  located  8%^  miles  west  oi 
city;  2  pumping  engines,  class  duplex  and  coma, 
dup..  cap.  per  day  »,000,000  gals.,  eonstraetora  n. 
D.  Wood,  Worthington  ^inaina,  cast  iron,  IfO 
milea,  4  to  24  in.  dia.;  776  hydranta,  Ludlow  k 
Cayuta;  469  valvea,  Ludlow  &  Cayuta;  meters. 
total  number  118,  owned  by  comsnmer;  4^600  ctf- 
vices;   preaaure,   dom.  80  Iba.;   conanmptiott,  per 
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dqr  IjmfiOlt  nil.,  per  capita  W  n1>.:  cott  M 
conitnict,  tljm,li60;  mt.  Mid  on  ItmAt,  i  p«r 
ccot:  uui.  COM  of  mtee.,  |u,>tUti  work*  Mong 
todtr- 

AUSTELL.  K^  MB.  Fire  d«pl.-l  taou  r«l,  1 
hoTK;  boM,  BU   ft. 

WatU  SttrrLT— Sonret  well;   itdp.   up.,   H,000 


BAINBBIDGE.  pop.  »,V»;  fire  iro,  K 

Udn..  brick,  I  MwiMi  Stcworki  lod  MOtbi 

orf  nre  d*pt.— t  iMancnu  1  b.  and  L  traeb,  ■ 
hex  [cdi;  boK,  eotton,  rubber  linwl,  rood,  MW 
h.;  fire  •lann,  bell;  t>1m  b1  dept  eosipmcnt, 
1t,bNi  nine  Udgi..  tUm-,  toUl  mem.,  M  rata* 

Watui  SorrL*— Souicc,  well;  li  mile  irom  bmi- 
new  ccattTi  nMc^  pump,  reservoir  and  iidp.: 
■tdp.  cap.,  HOOi  lalt.:  dim.,  U  x  UO:  mateml  uiiei 


?SS-iffiKJJ?s 


.1I.PU 


"£J?% 


I   aervicea: 
)..    Hie    Ut 


dia.1  11  brdraoui  37  »1> 
I,  ffd*.  Iron;  preuurr,  don 
'  -antomption  per  dnj.   aoO,w„   s.,^.  ^_. 

CI,   WOW;  bonded  debt,   (27.000;   inl,   pi 

on  bond*,  S.per  cent!  cd»  cf  mict..  1X600;  keh 

BARNESVILLK  pop^  UW:  Ire  uea.  Ml  *« 

Boaotilc  bli](h.  bnek.  1  ud  1  Morlct.  prira 
wood,  1  and  1  itone*;  wooden  rooh  not  pentuttc 
Arewaiki  and  ooBbudblM  ord.  Fir*  dept— 1 
&  L  truck,  1  hoie  waEon,  1  boie  reel,  3  horn 
hOM,    cotton,    nibbel   lined,   (ood,   2.000   ft;    i 


Watss  StrrvLr— Sonrea,  aprbin;  iratam.  sn*lty 
■nd  pump  to  rei.;  rei.  cap.  tKQn  gali.;  1  pump- 
ina  enalne,  cap.  par  dar  I^XMUIOO  nli.,  oonitrttc- 
ton  SiUwell-Bkrca  and  Smith-Vaile:  ouin^  I 
mllca,  4  to  I  in.  dia.;  K  brdraata,  H.  D.  Wood  A 
Co.;  matn  total  nomber  1,  owned  br  dtri  110 

ler   day  100,000 


eca;    pipe,    wroas 

Iba..  dom.  *  .""-L,*" 
moia.'bon?e^"ebt.  t 


■umptioa,   pi 

jnfs.;   coit 


BLAKELY,  pop.  BK.     Fire  Sept.— I  hOK  carta, 
1.E00  ft.  hoK;  tDUl  mem.,  40. 
w.,..  Suri-LY-Source,  wella;  iy.tem,  pump  to 

cap.,  35,000  eali.;  stdp.  cap.,  SE.OM  gala.; 

Sdo¥^  cap.  I,1tO,ODO  sail,  per  day;  prea- 


1  pump,   Snow,  ea 
sure,  a  Iba.;  30  b: 
BOSTON,    pop. 
sine,  1  hoae  cart,  t 
ferior,  Mi  ft.;   laUl 


',  'l^Jm™i\i.° 


L    hand  en- 

300  fl.;  in. 
i  mem.,  12 


n  lbs.;  coniuTup- 
of  mice,   11,000; 


BRUNSWICK.  p< 
mercantile  bldsa.,  b 


ck.  1  and 


.._ for  HOT. 

JUgJBO.    Fire  depL- 
rre,  1  h.  &  1.  truck.  S 


rubber  linciL  gaad,  4,800  ft.';  fire  alacin,  Gamt 

-  '  line  of  de  

8.000;  aim 

Wataa  So  rrLT— Source, 


boxea;  n)uc  of'dept  eqaipmoit,  t^Ht:  TaJm 
»™>.  .__ -,  J — ..  ftOpO;  tota 


Idn.,  ^OOC 


3>  aldp.  and  direct:  sidp.  cap 
ap.,  01,000  fala.:  1  pampma 
■r  4,<»a,000  aala.,  conitractor 

,„..,..,    20    miles,  ^   to   12   in.    dia.; 
Wood:  nlfea,  X,  Wood;  1.400  aerri 


em,  pnmi 
llf 000  11 


hoae  carta;  boa*,  cotton,  rubber  tloed,  food,  Vn 
ft.;  toa  alarm.  Ml;   total  aum.,  40  Tohmtacra; 

Watu  SortL^^ratam,  fravf^,  pnmp  to  raa., 
to  atdp.  «  direct;  atdp.  cap.  Ujm  pta.,  dim. 
CT  ■  ll  located  tS  ft.  abor*  citr;  1  brdrant;  b«w 
worka  ni  proceaa  of  cooa. 


It  permitted  in  Urc 
lea  ord.;  canaea  oi 
for  Irn.. 

Ime.    t^OOO. 


300  tt.i  total  hoae  l.Eoil  ft.; 
Tatue  ol  dept.  eoulpmrn*  U  F 
11,000;       -- 


track.  2  c.  band  e 


,    «>.- 


00  gall.;  dim,  10  X  30  in,;  quality  of 'water,'  sood'; 
ei.  cap..  120.000  gala.;  I  pnmpiDH  eagioei.  com- 
lioed  cap,  per  dar  75,000  gala.;  caat  Iron  raaima. 
11,000  ft.;  e  to  8  In.  dia.;  lo  hydrant*;  I  Talvea; 


£re  iBd  Iba;  conaumptlan  per  day.  Ifi, 
coal    to    cooBtruct,    tS.OOO.    bonded    d( 


snda  4  p 


ibt. 


mice..  14,000;   worka  belong  n 

CALHOUN  pop.  1.100,  Vol.  dept— 14  men;  t 
hose  carta,  1,G00  ft.  boie;  water  supply,  aouree, 
apringi   system,    pnmp  to  rca.;   re*,    cap..  700.000 

fala.;  pnmpa,  Worttungton,  aa.  KMO  nli.  per 
pur;  preaaure.  (8  lb*.;  mains,  1  mile*.  4  to  8  in. 

!    dept.-^    hoie 

rei.;  ret  c*p.,  8b,000"g*ii.';  pre«nre,  do'm.  SO  Iba; , 

CARROLLTOK.  pu>.  1,600,  Fire  dept.— 40 
men,  volunteers;  4  hose  carta,  1  h.  &  I.  truck,  2.000 

^ATMSOPH-Y-Sourse,  riTcr  and  res.;  re*. 
cap..  3,000.000  gala.;  atdp.  cap.,  160,000  gsls.,  dim. 
IS  X  110  ft.:  pompi,  cap.  1.500.000  gals:  main*.  I 
milea.  4  to  S  m.  dia.;  31  hydrants, 

CARTERVILLE,  pop.  30.001;  £re  area.  ISOacrea; 
mercantile  bldgs..  bnck  and  wcwd;  1  to  3  storiea: 
private,  brick  and  wood.  1  atoriea;  Greworka  and 
combuatibles  ord.;  r.aii<»  n(  fir..  :nu...<i,..,^ 
Fire  dept. — 2  hor^ea. 


I  Supr 


;  toul 


ann.  exp. 
\Vat 

IIO.OCW  gala,:  2  pumping 
3.000,000  gala.,  cooatrucloi 
8  mLlea,  1  to  10  in.  dia. 
I  Dial  number  37.  1  paid  m< 
pressure,  fire  75  Iba.:  cos 
ann.  cost  of  mtce.,  i3,iO0\ 
CEDARTOWN.    pop.    l«Oi 


bell,  I 


Idaa.,  KOO; 

pring,  154  milea  from 
ip  to  atdp. ;  aldp.  cap., 

WDrthlngton;    i 

IQ    hydra - 


bualnca*  center;  oyatem,  pum 
181,000  gala.,  dim..  10  x  IS;  1 

ateel;  lei.   cap.   t!6,000   gals,;  1  pumping  engines, 
clasa,    comp.   dup.;   cap.   per   day,    3,000,000  gala.; 


.  80  10  S&  lbs.,  lire  120  Ibi.;  conaumplion  p 

600,000     gala^  cost     to     conatruct,     t34,0D 

dcd   debt,   *5,OOD;   int.   paid   on    bonds,   S   p 

.;  cost  oi  mtce..  39.000;  works  belong  to  cil 
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COCHRAN,  pop.  2,600;  bidgs.,  brick  and  frame, 
1  and  2  stories.  Fire  dept— 1  steamer,  1  hose  car- 
riage, 1  Worthington  fire  puxnp.  1  duplex  ^  hose, 
cotton,  rubber  lined,  good,  1,000  ft.;  inferior,  all 
kinds,  900  ft.;  total  hose,  800  ft.:  fire  alarm,  bell; 
total  mem.  4,  paid  full  time;  underwriters'  rating, 
third  class. 

Watbk  SuFPLy->Source,  cisterns,  cap.  80,000 
gals.,  and  2  large  wells. 

COLUMBUS,  pop.  26,000;  fire  area,  8  sq  miles; 
mercantile  bldgs.,  brick,  1  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fiireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.-4  steamers,  1  in 
reserve,  1  c  engine  on  wheels,  16  c  hand  ex.,  1 
h.  &  1.  truck,  2  hose  wagons,  8  comb.  c.  &  hose 
wagons.  20  horses:  hose,  cotton,  rubber  lined, 
good  10,000  ft.,  inferior,  all  kinds,  200  ft:  total 
hose,  10,200  ft.;  fire  alarm,  electric  bell,  81  boxes; 
value  of  dept.  equipment,  160,000:  value  of  bldgs., 
$50,000;  ann.  exp.  of  dept,  185,000;  total  mem.,  37, 
paid  full  time. 

Watbk  Supply— Source,  creeks  and  mountain 
springs,   4  miles  from    basinets   center;    system, 

Sravitjr,  pump  to  stdp.;  stdp.  cap.  688,000  gals., 
lim.,  130  X  20;  material  used  in  cons.,  steel;  res. 
cap.  60,000,000  gals.;  8  pumping  engines,  cap.  per 
daj  4,600,000  gals.,  constructors  Blake,  Worthing- 
ton;  mains,  cast  iron,  80  miles,  4  to  12  in.  dia.;  222 
bvdrants,  Cassin;  meters,  total  number  1^00 
Crown,  Thomson,  Nash,  owned  by  Co.:  1.728 
services:  pipe,  galv.  iron;  pressure,  dom.  70  lbs., 
fire  76  lbs. :  consumption,  per  day  1,000,000  gals., 
per  cap.,  6o  gals.:  cost  to  construct,  |5So,000;  int. 
paid  on  bonds,  6  per  cent.;  ann.  cost  of  mtce., 
17,000;  works  belong  to  Co. 

CORDELE,  pop.  9,000;  mercantile  bldgs..  brick 
and  wood.  2  stories;  wooden  roofs  permited;  fire- 
works ana  combustibles  ord^  causes  of  fires  in* 
vestigated;  av.  fire  loss  for  1902,  |600;  ins.  for  same 
time,  12,000.  Fire  dept— 1  c.  hand  ex.,  1  h.  and  1. 
truck,  8  hose  reels;  hose,  cotton,  rubber  lined, 
good  1,600  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  82,500;  ann.  exp.  of  dept,  1800;  total 
mem.,  24,  paid  part  time  and  volunteers;  imder- 
writers'  rating,  second  class. 

Watsk  Supply— Source,  well,  1,100  ft  from 
business  center;  systeni,  pump  to  rea.;  quality  of 
water,  good;  res.  cap.  79,000  gals.,  located  at  sta- 
tion; 2  pumping  engmes,  cap.  per  day  700,000  g^s., 
constructor  iCnowles:  mains,  iron,  4  to  8  in.  dia.; 
22  hydrants,  R.  D.  Wood;  210  services;  preunre, 
dom.  70  lbs.,  fire  110  lbs.;  works  belong  to  city. 

CUTHBERT,  pop,  2,641;  fire  area,  1  mile;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  8 
ivories;  private,  wood,  1  to  2  stories:  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  ins.  for  8  yrs., 
$2,900.  Fire  dept-— 1  steamer.  2  c.  engrines,  1  h. 
and  1.  trudc.  1  hose  wagon,  2  nose  carriages;  hose, 
cotton,  rubber  lined,  good  1,500  ft,  inferior,  all 
kinds,  1,600  ft.;  total  nose,  8,000  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  88,600;  value  bldgs., 
$3,000;  ann.  exp.  of  dept,  $400;  total  mem., 
76   volunteers;    underwriters'    rating,    third    class. 

WATsa  SuppLY—Source,  springs,  8,000  ft.  from 
business  centre;  system,  pump  to  stdp.;  stdp.  cap. 
120,000  gals.,  dim.  70  x  20,  builders  Walsh  ft 
Weidner :  2  pumping  engines,  class  dup.,  cap.  per 
day,  1,000,000  gals.,  constructors  Stilwell-Bierce  ft 
Smith. Vaile;  mains,  cast  iron,  9  miles,  4  to  10  in. 
dia.,  Anniston;  75  hydrants,  Corey;  200  services; 
pressure,  dom.  60  lbs.,  fire  160  lbs.;  cost  to  con- 
struct, $36,000;  bonded  debt,  $86,000;  int  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $850; 
works  belong  to  city. 

DA LTON,  pop.  6,000;  fire  area^H  to  %  mile;  mer- 
cantile bldgs.,  brick,  2  to  4  stones;  private,  stone, 
brick  and  wood,  2  to  3  stories;  wooden  roofs  not 
permitted  in  fire  area.  Fire  dept — 4  c.  hand  ex.,  1 
h.  &  1.  truck,  1  hose  wagon,  1  nose  reel,  4  horses: 
hose,  cotton,  rubber  lined,  good,  2,000  ft;  total 
hose,  2,000  ft;  fire  alarm,  tower  bell;  value  of  dept. 
equipment,  $2,000;  value  of  bldgs.,  $^000:  ann. 
exp.  of  dept,  $1,600;  total  mem.  27,  paid  full  time 
2,  volunteers  36. 

Watsk  Supply— -Source,  spring  and  creek;  sys- 
tem, pump  to  stdp. ;  stdp.  cap.  126,000  gals.,  build- 
ers Union  &  Chattanooga;  res.  csp.  11,116.800 
gals.;    2   pumping    engines,   constructor    Gordon; 


mains.  6  miles,  4  to  10  in.  dia.,  Chattanooga  Foun- 
dry; 64  hydrants,  Cincinnati,  Bourbon,  Oalvtii; 
meters,  total  number  8.  Crown,  Herscy  Rotary; 
460  services;  pressure,  dom.  60  lbs.,  fif«  80  Iba.; 
consumption  per   day  90,000gals.,  per  capita  1ft 

gals.;    cost   to    construct,   $25,000;    mt    paid    on 
onds,  6  per  cent;  ann.  cost  of  mtce,  $2,600;  works 
belong  to  city. 

DARIEN.  pop.  1.300,  mercantile  bldgs.,  brick,  1 
story^  private,  wood,  2  stories:  wooden  roofs  not 
permitted;  fireworks  and  combusiblea  ord.  Fire 
dept— 1  steamer,  1  h.  and  L  truck,  S  hose  reels; 
hose,  cotton,  rubber  lined,  good  1,500  ft.;  fire 
alarm,  bell;  value  of  dept  eqiupment.  $4jn0:  ann. 
exp.  of  dept.  $400;  total  mem..  80»  paid  full  tune  1; 
underwriters   ratine,  fourth  uass. 

Watbr  SUPPLY—Source,  river,  datem  and  wells; 
res.  cap.  28,000  gals.;  cost  to  construct  $4,000;  ann. 
cost  ox  mtce..  $400. 

DAWSON,  pop.  2,926;  fire  area,  87  acres;  mer- 
cantile bldgs.,  Dnck,  1  to  8  stories,  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworin 
and  combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  yrs.,  $1,900;  av.  ins.  for 
same  time,  $43,643.  Fire  dept— 1  steamer,  1  hand 
engine,  2  c.  hand  ex..  1  h.  and  1.  truck,  1  hose 
wagon,  1  hose  reel.  8  norses;  hose,  cotton,  rubber 
lined,  good  8.000  It.,  inferior,  all  kinds,  850  ft; 
total  hose,  8,260  ft;  fire  alarm,  bell  and  whistle, 

7  boxes;  value  of  dept  equipment,  $7,866;  valve 
of  bldgs.,  $8,000;  ann.  exp.  of  dept,  $2,1J60.56:  total 
mem.  11,  paid  full  time  8,  paid  part  time  8;  un- 
derwriters'rating,  third  class. 

Watbs  Supply— Source,  springs  and  streanu: 
system,  pump  to  stdp.;  stdp.  cap.  76,000  gals.^ 
pumping  engines,  class  dup.,  cap.  per  day  1460,000 
gals.,  constructor  Worthin^on;  mains,  iron.  6% 
miles,  4  to  8  in.  dia.,  American  Pipe  Co.:  60  hy- 
drants, Ludlow;  meters,  total  number  lO;  pres- 
sure, fire  66  lbs.;  cost  to  construct,  $86,000;  works 
belong  to  Co. 

DECATUR.— Fire  dept— 1,000  ft  good  hose.  2 
hose  reels,  nozzles,  couplings,  etc.;  volunteers. 

Water  Supply — Source,  creek,  2^  miles  from 
business  center;  systen^  tank,  pump  direct;  tank 
cap.  80,000  gals.,  20  in.  inside  dia.  tank;  tower  126 
ft.  high,  material  used  in  cons,  steel;  quality  of 
water,  good;  res.  cap.,  760,000  gals.;  2  pumping 
engines;  high-service  pumps,  standard  make,  cap. 
per  day  4,000,000  gals.,  constructors  McGowan 
Pump  Co.,  Cincinnati,  O.;  mains,  cast  iron,  4  to 

8  in.  dia.;  50  hydrants;  24  valvM:  pipe,  cast  iron; 
cost  to  construct  works,  $65,000;  bonded  debt 
$44,000;  int.  on  bonds,  5  per  cent;  works  belong  to 
city. 

DOUGLAS,  pop.  617.  Fire  dept— 2  hose  reels; 
hose,  500  ft. 

Water  Supply— Source,  well,  %  mile  from  busi- 
ness center;  system,  air  lift,  stdp.  cap.,  60,000 
gals.;  material  used  in  construction,  steel  plates; 
quality  of  water  good;  res.  cap.,  66,000  gals.;  1 
pumping  engine;  class,  duplex;  cap.  per  day,  500,- 
000  gals.:  cast-  &  wrought  iron  mains,  8;  nailes, 
%  to  6  in.  dia.:  22  hyarants:  12  valves;  meters, 
total  number,  134;  Pittsburg  Meter  Co.,  makers; 
owned  by  consumers;  234  services;  pressure  dom., 
40  lbs.;  tire  90  lbs.;  consumption  per  day,  200.000 
gals.;  cost  to  construct.  $33,000;  bonded  debt 
$4,700  int.  paid  on  bonds,  5  per  cent.;  works  be- 
long to  city. 

DOUGLASVILLE,    pop.    2,000;    fire    area,    5 
acres;  no  fire  dept. 
Water  Supply— None. 

DUBLIN,  pop..  6,000;  bldgs.,  wood,  1  and  2 
stories.  Fire  dept— 8  c.  hand  ex.,  1  h.  and  L 
truck,  2  hose  carts,  2  horses;  hose,  cotton,  rubber 
lined,  good  2.500  ft.:  fire  alarm,  telephone.  Game- 
well,  21  boxes,  and  bell;  total  mem.  9.  2  paid 
men.  7  volunteers;   Oyde  Wicker,   chief. 

Watsr  Supply— Source,  wells;  systein,  pomp  to 
stdp.;  dim.  145  x  16;  2 'pumping  engines;  class 
comp.,  cap.  per  day  1,000,000  gals.,  constructor 
Worthington;  mains,  10  miles,  4  to  8  in.  dia.;  86 
hydrants;  pressure,  dom.  80  lbs.,  fire  210  lbs.;  cost 
to  construct,  $28,000. 

EASTMAN,  pop.  2,000.  Fire  <lept— 8  reels; 
ose,  cotton,  rubber  lined,  good,  1,500  ft.;  alarm, 
un  and  rifle;  total  mem.,  26  volunteers;  under- 


hose. 

gun 

writers'   rating,   fourth  class. 
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Watkk  Supvlt— Source,  well,  in  bmincM  cen- 
ter; s/item,  pump  to  res.;  ret.  ap.  1^000  gaU.; 
purapm^  ensmet.  cep.  per  day  72,000  gtls.;  mains. 
8  ia.  dia.;  0  hjdrants;  12  lennces;  cost  to  eon- 
stmct,  I8,SOO;  ann.  cost  of  mtce.,  ISSOl 

EATONTON,  pop.  1200;  fire  area,  800  acres; 
mercantile  bld^s.,  Srick,  1  to  8  stories;  priTste, 
wood,  1%  stones:  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept.~l  h.  and  i.  track; 
hose,  cotton,  rubber  lined,  Kood,  1,800  ft.;  fire 
alarm  bell;  total  mem.,  40  ▼olunteers. 

Watss  Suptly— Source,  creek;  system,  pump  to 
stdp.;  stdp.  can.  100,000  gals.,  dim.  12()  x  14;  res. 
cap.  600,000  gals.;  2  pumping  engines,  cap.  per 
day  1,500,000,  constructor.  Worthington;  8H  miles; 
mains,  26  hydrants,  Ludlow;  IZ  meters;  120  serv- 
ices: pipe,  galv.  iron;  pressure,  dom.  45  lbs., 
fire  140  lbs.;  cost  to  construct,  130,000;  ann.  cost 
of   mtce.,  12,200. 

EAST  POINT,  pop..  6,000;  fire  area.  1,000  acres; 
mercsntile  bldgs,  bnck  and  wood.  1  to  2  stories; 
private,  wood,  1  to  2  stories;  wooden  roof  not  per- 
mitted in  fire  area;  fireworks  and  combustioles 
ord.;  causes  of  fire  investigated;  av.  fire  loss  per 
yr.,  for  3  yrs..  |5,0UO;  av.  ms.  involved  for  same 
time,  13,000.  Fire  dept.—l  h.  &  1.  truck,  8  c.  hand 
ex.,  4  hose  reels;  hose  2,000  ft.;  fire  alarm,  whistle: 
value  of  dept.  equipment,  $2,000;  total  mem.,  47 
voli^nteers;  underwriters'  rating,   fourth   class. 

Water  Supply— Source,  wells,  %  mile  from 
business  center:  stdp.  cap.  226,000  gals.;  dim.  110 
X  18;  quality  of  water,  good;  res.  cap.,  324.000 
pals.:  2  pumping  engines;  combined  cap.  per  day, 
/sO.OOO  gals.;  constructor,  Worthington;  cast  iron 
mains.  8  miles;  4  to  10  in.  dia.;  S  hydrants:  44 
valves;  meters,  total  number  66;  Hersey,  maker; 
owned  by  city;  44  services;  pipe,  galv.  iron; 
pressure,  dom.  50  lbs.;  fire  160  lbs.;  consumption 
per  day  70.000  gals.;  cost  to  construct,  $50,000; 
bonded  debt.  $60,000;  int.  paid  on  bonds,  5  per 
cent. ;  cost  of  mtce.,  $2,500;  works  belong  to  city. 

ELBERTON,  pop.  8,834.  Fire  dept.-l  h.  &  1. 
?"*^**«U^°i*  carriage,  1  horse,  1  hose  wagon; 
hose,   2,000  ft. ;  total  mem.  12,  paid  part  time  1. 

Watem  SuppLY—Source,    creek;    system,    pump 

iSA^Si  "°?  '^P-*  '**•  <*iR-  'W'^  «*"J  •*<!?•  cap., 
100,000  gals. ;  2  pumps,  Herron.  cap.  per  day,  760,. 

000  gals.;  J-in.  mains,  5%  miles;  54  hydrants;  direct 
pressure,  126  lbs. 

FITZGERALD,  pop.  8,500.  Fire  dept.-2c.  en- 
gines, 1  bose  cart,  4  horses;  hose,  cotton,  rubber 
lined,  good.  3,000  ft;  fire  alarm,  electric  bell;  total 
xnem.  14,  paid  men  4,  volunters  10. 

Watsb  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  200,000  gals.,  dim.  100  x  20;  ma- 
tenal  used  m  cons,  steel;  res.  cap.  100.000  gals.; 
constructor  Worthington;  mains,  4  miles,  6  to  10 
in.    dia.;  28  hydrants;  pressure,  fire  80  lbs. 

FORSYTH,  pop.  1.276.  Fire  dept.-l  h.  &  1. 
truck.  2  hose  reels;  hose,  cotton,  rubber  lined, 
erood  600  ft;  fire  alarm,  bell;  total  mem.,  14  volun- 
teers. 

Wate*  Supply— Source,  spring  branch.  %  mile 
from  DusuiCM  center;  svstem,  pump  to  stdp.; 
stdp.  cap.,  180,000  gals.:  1  pumping  engine,  class 
comp.  dup.,  cap.  per  day  600.000  gals. ;  mains,  cast 
irryn,  ««»'«•,  4  to  8  in.  dia.;  25  hydrants;  pressure, 
dotn.   50  lbs,,  fire  150  lbs.;  cost  to  construct  $liB,. 

FORT  GAINES,  pop.  1.306;  fire  area.  1  mUe; 
mercantile  bldi;s..  brick.  1  to  8  stones;  private, 
vrocd,  1  and  2  stories;  wooden  roofs  permitted; 
fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept. — ^1  hand  engine.  1  c.  engine,  1  hose  wagon; 
hose,  cotton,  rubber  lined,  good  500  ft  ;  fire  alarm, 
bell;  all  volunteer  members;  underwriters'  rating, 
secnnd  class. 

Watie  Supply— Source,  wells;  system,  pumn  to 
stdp.;  stdp.  cap..  110,000  gals.;  pumping  engines, 
cap.  per  day  220,000  gals.,  constructors  Smith* 
'V'aile;  mains.  2  miles,  6  in.  dia.;  9  hydrants;  pres- 
juare.  dom.  66  lbs.,  fire  70  lbs.;  cost  to  construct. 
S7,!i00:  ann.  cost  of  mtce.,  $600;  city  has  contracted 
for   new  waterworks. 

rORT  VALLEY,  pop.  2.500;  fire  area.  5  acres; 
xn^c'cantile  bldgs.,  brick,  1  to  4  stories;  private. 
^vrood,  1  story;  wooden  roofs  not  permitted  in  fire 
^rea;   fireworks  and  combustibles  ord.;  cauitcs  of 


fires  investigated.  Fire  dept— 12  c.  hand  ex.,  2 
hose  carts;  total  hose,  1,000  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $1,000;  total  mem.,  26 
volunteers. 

VVatss  Supply— Source,  springs;  8  miles  from 
business  center;  svstem^  oump  to  stdp;  stdp.  cap. 
50,000  gals.,  dim.  l'  x  26  xt;  material  used  in  cons, 
steel;  quality  of  water,  good;  2  pumping 
engines,  class  oomp.  dup.,  cap.  per  day  864,* 
000  gals;  mains,  cast  iron,  4  miles,  4  to  10  in. 
dia.;  »  hydrants;  meters,  total  number,  160, 
owned  by  consumer;  176  services;  pipe,  galv.  iron; 
pressure  dom.  40  lbs.,  fire  70  lbs.;  consumption  per 
dav,  80,000  sals.;  cost  to  construct  $25,000;  bonded 
debt  $25,000;  int  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $1,500;  works  belong  to  city. 

GAINESVILLE,  pop.  8,882;  fire  area,  2,660 
acres;  mercantile  blags.,  brick,  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  for  1M7. 
1500;  av.  ins.,  ^,800.  Fire  dept— 1  steamer,  2 
hose  wagons,  4  horses;  hose,  cotton,  rubber  lined. 
good»  2,000  ft;  inferior,  all  kinds,  800  ft;  total 
hose,  2,800  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $6,780;  value  of  bldgs.,  $16,000;  ann. 
exp.  of  dept.,  $2,280;  total  mem.  8,  paid  full  time 
4,  volunteers  4;  underwriters'  rating,  second  class. 

Watsk  SuppLY-^ource,  springs;  2%  miles  from 
business  center;  system,  pump  to  stdp.  or  direct  to 
mains;  stdp.  cap.  120,000  gals.;  material  used  in 
cons,  iron;  quality  of  water  good*  1  pumping  en- 
gine, class  tnplex;  cap.  per  day  l,<r76,O0O  gals.,  con- 
structors Dean  ft  Rumsey:  mains,  cast  iron,  8 
miles,  4,  6  and  10  in.  dia.;  47  hydrants;  80  valves; 
meters,  total  number  111.  Crown  2,  Nash  6,  Union 
1,  Empire  28,  Hersey  Disc  7^  Thomson  3,  Worth- 
ington 1,  Buffalo  0,  Columbia  64^  owned  by  con- 
sumer and  ci^;  420  services;  pipe,  galv.  iron.; 
pressure  dom.  do  lbs.,  fire  150  lbs. ;  consumption  per 
dav,  600,000  gals.;  cost  to  construct.  $42,000;  bonded 
debt.  $30,000;  int  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $8,660;  works  belong*  to  city. 

GREENSBORO,  pop.  2,700;  fire  area,  10  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood.   1   and   2  stories;    wooden    roofs   not    per- 


mitted; no  fireworks  and  combustibles  ord.  Fire 
dept.— 1  h.  &  L  truck,  1  aerial  truck,  2  hose 
wagons,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good  17S0  ft.;  fire  alarm,  bell;  value  of 
dept  equipment,  $1,600;  value  of  bldgs.,  $1,000; 
onn.  exp.  of  dept.,  $1,000,  total  mem.,  24  volun- 
teers. 

WATxa  Supply— Source,  creek;  %  mile  from 
business  center;  system,  pump  to  res.  and  stdp; 
stdp.  cap.  102.000  prals..  dim.  12  x  120,  material 
used  in  cons.,  steel;  quality  of  water  good;  res- 
rap.,  110,000  ^als. ;  located  on  hill  near  station;  3 
pumping  engines,  cap.  per  day  000,000  gals.,  con- 
rtructor.  Worthington;  mains,  cast  iron,  7  miles, 
^  to  10  in.  dia.;  32  hydrants;  dom.  pressure,  60 
lbs.,  fire  120  lbs.;  consumotion  per  day  90,000  gals.; 
cost  to  construct,  $21,000;  bonded  debt,  $20,000; 
in^.  paid  on  bonds,  6  per  cent.;  cost  of  mtce., 
$1,200;  works  belong  to  city. 

GRIFFIN,  pop.  6,867;  fire  area,  100  acres; 
mercantile  omgs.,  brick  and  stone.  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept— 2  steamers,  1  c.  engine, 
2  c.  hand  ex.,  comb.  h.  &  1.  c.  engine  and  nose 
cart,  3  hose  carriages,  4  horses;  hose,  cotton,  rub- 
ber lined,  good  3,000  ft;  rubber,  good  500  ft;  to- 
tal hose.  3.500  ft.;  fire  alarm,  Gamewell,  16  boxes; 
value  of  dept  equipment,  $20,000;  value  of  bldgs., 
$3,500;  total  mem.,  67,  paid  full  time  7,  volunteers 
60:    underwriters'    rating,    second    class. 

WATxa  Supply— Source,  springs,  1  mile  from 
business  center;  system,  pump  to  stdp.  and  direct; 
strip,  cap.,  275.000  gals.,  builders  Elmore  Iron 
Works;  res.  cap.,  350,000  gals.;  2  pumping  engines, 
class  comp.,  cap.  per  day,  2,000.000  gals.,  con- 
.ntructors  Blake;  mains,  15  miles.  4  to  16  in.  dia.; 
12^  hydrants,  Bourbon;  meters,  total  number  200; 
260  services;  pressure,  dom.  50  lbs.,  fire  126  to  150 
lbs.:  cost  to  construct,  $147,000;  int  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  $3,000;  works  be- 
long to  city. 

HAWKINSVILLE.  pop.  2.108;  fire  area,  640 
acres;  mercantile  bld|rs.,  brick.  1  and  2  stories; 
nrivate,  wood.  2  stones:  wooden  roofs  not  per- 
mitted;   fireworks   and   combustibles   ord.;   causes 


B-54 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY-GEORGIA. 


of  fires  investigated.  Fire  dept.— 1  steamer,  1  c 
engine,  1  h.  &  L  track,  S  bose  carriaffes;  hose, 
eotton.  robber  lined,  good  1,600  ft:  rabber,  good 
1,000  ft.;  inferior,  all  kinds,  1,200  ft;  total  hose, 
1700  ft;  fire  alarm,  bell;  value  of  dept  equipment, 
{7,000;  value  of  bldgs.,  |S,70O;  ann.  exp.  of  dept, 
1800;  total  mem.,  60,  paid  full  time  1,  jpaid  part 
time  t,  volunteers  47;  underwriters'  ratmg,  third 
class. 

Watbk  Sufplt— Source,  wells;  system,  pump  to 
stdp.:  res.  cap.,  100,000  gals.;  2  pumps:  pressure, 
126  lbs.;  mains,  %  mile,  2  to  10  in.  dia.;  26  hy- 
drants; cost  to  construct,  16,000;  works  belong  to 
city. 

JACKSON,  pop.  1,4B7:  fb«  are^  S  blocks;  mer- 
cantile bldgs.,  brick  ana  wood,  1  story:  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 10  c.  hand  ex..  1  h.  ft  L  truck,  1  horse; 
fire  alarm,  bell  and  telephone;  value  of  dept 
equipment.  $1,200;  value  of  bldgs.,  |600;  ann.  exp. 
of  diept,  1600;  total  mem.,  20,  paid  full  time  1, 
volunteers  12. 

Watbk  Suvplt— Not  reported. 

JEWELL,  pop.,  300;  mercantile  bld|rs.  wood.  2 
to  S  stories;  private,  wood,  1  to  3  stones;  wooden 
roofs  permitted  in  nre  area;  causes  of  fire  investi- 

Sated;  av.  fire  loss  per  yr.  for  3  yrs.,  $600.     Fire 
ept. — ^1  c.  hand  ex. : 
WATsa  Supply — None  reported. 

LA  GRANGE,  pop.  10,000,  fire  area,  700  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  S  stories; 
private,  wood;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestiffated.  Fire  dept— 1  hose  wagon,  2  horses, 
4  c  &  h.  wagons;  hose,  cotton,  rubber  lined,  1,000 
ft ;  total  hose,  1,000  ft 

WATsa  Supply— Source,  creek;  1}4  mUcs  from 
business  center:  system,  pump  to  stop,  and  direct: 
stdp.  cap.  182,000  gals.,  dim.  16  x  100;  material 
used  in  construction  steel;  quality  of  water  good; 
res.  cap.,  3,000,000  gajs.;  located  near  pumping  sta- 
tion; 2  pumping  engines,  class  dup.;  cap.  oer  day, 
1,000,000  gals.;  constructors.  Barr  rump  Mfg.  Co.; 
mains,  cement  and  steel,  6  miles,  4  to  8  in.  dia.; 
100  hvdrants;  1,120  valves;  meters,  total  number, 
100;  360  services;  pressure,  dom.  60  lbs.,  fire  60 
lbs.;  consumption  per  day,  160,000  gals.;  works 
belong  to  Co. 

LINDALE,  pop.  6,000;  fire  area,  700  acres;  mer- 
oantile  bldgs.,  onck  and  woo<L  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 2  steam  pumps,  2  c. 
hand  ex.,  1  h.  and  1.  truck,  2  hose  wagons^  hose, 
cotton,  rubber  lined,  good  4600  ft,  inferior,  all 
kinds,  1,000  ft;  total  hose,  6,600  ft;  fin  alarm, 
bell:  total  mem.  23  volunteers. 

WATsa  Supply— Source,  springs;  %  mile  from 
business  center;  system,  pump  to  res.  and  mains; 
quality  of  water  good;  res.  cap.  2,000,000  gals.; 
located  on  hill  back  of  town;  2  pumping  engines, 
class  triplex,  constructor,  Gould;  mains,  cast  iron, 
12  miles,  12  x  8  in.  dia.:  62  hydrants;  16  valves; 
pressure,  dom.  106  lbs.,  fire  IOd  lbs.;  cost  to  con- 
struct $86,000;  cost  of  mtce.,  $200;  works  belong  to 
Massachusetts  Mill  Co. 

LOUISVILLE,  pop.  1,500;  1,600  ft  hose:  value 
of  equipment,  $1,260;  value  of  bldgs.,  $1,000;  total 
mem.,  10. 

Watsk  Supply— Source,  well;  2  pumps,  Worth- 
ington,  cap.  per  day  27,000  gals.;  60  hydrants,  122 
valves,  220  services;  mains,  3  miles;  pressure,  dom. 
75  lbs.,  fire  128  lbs.;  cost  of  works,  $26,000;  ann. 
cost  of  mtce.,  $1,060;  works  belong  to  city. 

LUMPKIN,  pop.  1,470:  mercantile  bldgs.,  brick. 
Fire  dept— 1  h.  ft  1.  truck,  8  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,000  ft ;  fire  alarm,  bell ; 
total  mem.  36  volunteers. 

Watsk  Supply— Source,  reservoirs;  system, 
pump;  res.  cap.,  85,000  gals.;  1  pumping  engine, 
cap.  per  day  200,000  gals. 

MACON,  pop.  40,000;  mercantile  bldgs..  stone 
and  brick,  1  to  7  stories;  private,  brick  ana  wood, 
1  and  2  stories;  wooden  roofs  not  permitted;  no 
fireworks  ord.;  causes  of  fires  not  investigated; 
Fire  dept— 6  steamers,  1  c.  en^ne,  10  c. 
hand  ex.,  1  h.  &  L  truck,  1  aenal  truck,  6 
hose  wagons,  28  horses;  hose,  cotton,  rubber  lined, 


good  9,000  ft;  fire  aUrnLGamewell,  72  boxes; 
value  of  dept  equipment,  $80,000;  value  of  bldga., 
$20,000;  ann.  exp.  of  dept,  |DiB,420;  total  obos.  88. 
paid  full  tknc. 

WATsa  Supply— Source,  river,  8  miles  from 
business  center;  system,  pump  to  res^  and 
stdp.;  stdp.  cap.  976,000  nls.,  dim.  66  x  CO. 
located  at  VinevtUe.  material  used  in  cons,  wtttk 
builders  J.  S.  Schoncld's  Sons  Co.;  filtntioA  sya* 
tern,  gravity,  N.  Y.  Filter  Co.;  quali^  of  water, 
good:  res.  cap.,  2^600,000  gala.,  locatea  mt  Second 
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oundary  streets;  4  pumping  cnginea^ 
comp.  and   triplex,  cap.  per  day  lOJMf 
structora  Wortningtoa  aaa  Wood;  mains,  cast  iron, 
86  miles.  4  to  20  in.  dia.;  287  hydranU,  Wood;  227 
valves.  Wood;  meters,  total  number,  76Q,  owned  by 
consumers;  8,100  services;  pipe,  galv.  iron;  pres 
sure,  dom.  60  lbs.;  consumption  per  day  Sj000,608 
gals.,  per  capita  12i0  gals;  works  iM^oog  to  Co. 


HcRAE,  pop.  1,010;  fire  area.  40  acres; 
cantile  bldgs.,  stone,  brick  and  wood;  in 
roofs  permitted.  Fire  d^pt— 1  truck,  2  hose  car- 
risges;  hose,  cotton,  rubber  Hned,  good  1,000  ft: 
fire  alarm,  bell  and  whistle;  total  mem.,  14  volun- 
teers. 

Watek  SuppLY^Source,  well;  system,  pump  to 
stdp.  and  direct:  stdp.  cap.  80,0i)0  gals.,  dim.  xO  z 
15,  material  used  in  construction,  sted,  quality  of 
water,  good;  res.  cap.,  20,000  gals.;  2  pumpingr  en- 
gines, cap.  per  day,  w^OOO  gala.,  constructor.  Snow; 
mains,  cast  iron,  8  miles,  4  to  11  in.  dia.;  16 
hydrants  6  valves;  126  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  100  lbs.;  oonsumptiofl 
per  day,  40,000  gals^;  cost  to  construct,  $U,000;  cost 
of  mtce..  $600;  works  belong  to  dty. 

MADISON,  pop.  8,000:  fire  area.  1.000  yds.; 
mercantile  blags.,  wood.  2  stories;  privMe,  wood. 
2  stories:  wooiden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— 1  c  engin^  2 
c.  hand  ex.,  1  h.  ft  L  truck,  86  rubber  buckets;  nre 
slarm,  bell. 

Watbr  Supply— Branch  2  miles  out  Water  i<^ 
pumped  in  with  Worthington  turbine  pump. 


MARIETTA,  pop.  4,446:  fire  area.  IS  acres;  ».« 
cantile  bldss.,   stone   and  brick,  1  to  S   stories; 
wooden  roots  not  permitted.  Fire  dept— 1  steamer. 

1  hand  engine,  2  c.  hand  ex.,  1  h.  ft  L  truck,  4 
hose  carriages.  2  horses,  1  c.  engine;  hose,  cot- 
ton, rubber  lined,  good  1.500  ft. ;  interior,  all  kinds. 
500  ft;  total  hose,  2,000  ft;  fire  alarm  bell  and 
telephone;  value  of  dept  equipment  15,000;  ann. 
exp.  of  dept.  $1,914;  total  mem.,  101  volunteers 
and  1  paid  man. 

Watsk  Supply— Source,  springs,  2^  miles  frooi 
business  center;  system,  pump  to  stdp.;  stdp.  cap., 
166,000  gals.,  dim.  80  x  60,  located  \k  mile  from 
city,  material  used  in  cons,  steel,  bvuldera  Walsh 
and  Weidner;  quality  of  water,  good:  2  pumping 
engines,  class  comp.  duo^  ti'C  20  x  jO  z  1&.  cap. 
per  day  1,000,000  pls.,  constructors  StilwcU-Bierce 
and  Smith- Vaile  Co.;  mains,  cast  iron,  14  mOes. 

2  to  10  in.  dia.;  40  hjrdranta,  Mathews;  meters. 
total  number  14,  Crown  6,  Hersey  Disc  2,  Wortb> 
ington  8,  Nash  4,  owned  by  consumer;  prcssme. 
dom.  60  lbs.;  bonded  debt,  $60,000;  int  paid  on 
bonds,  5  per  cent:  works  belong  to  Co. 


MILLEDG^VILLB.  pop.  4,219;  fire 
acres;  mercantile  bldgs.,  brick,  2  and  S  stories; 
private,  wood,  2  and  8  stories;  wooden  roofs  not 
permitted;  fireworks  snd  combustibles  ord.;  causes 
of  fires  not  investigated;  fire  loss  for  1201,  $36,000; 
ins.  for  same  time,  tt4,M6.  Fire  dept— 1  steamer, 
8  c.  hand  ex.,  1  h.  ft  L  truck.  4  hose  reds;  hose, 
rubber,  good  1,600  ft:  fire  slarm.  bell;  value  of 
dept  equipment  $8j)p0;  value  oi  bldgs.,  $1,000: 
ann.  exp.  of  dept,  $7S0;  total  mem.,  80;  paid  part 
time  and  volunteers;  underwriters'  rating,  second 
class. 

Watik  Supply— Source,  creek,  2%  miles  from 
business  center;  system,  pump  to  stdp.,  nuterial 
used    in    cons,    iron;    quality    of    water,    good;    2 

Dumping  engines,  constructor  Deane;  75  hydranta, 
^udlow;  meters,  total  number,  188,  Crown  17.  Em- 
pi  re  166,  owned  bv  Co.;  346  services;  pressure,  fire 
to  Ibsi;  works  belong  to  Co^ 

MILLEN,  pop.,  411.     Fire  dept— 1  hose  reel;  2 
horses;  hose,  1,000  ft. 
Water  Supply— Source,  well;  stdp.  cap.,  65.006 

gals. 
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MONROE,     DOp.    4,500;     ralue    of    cauipnent, 
LOOO;  Talue  ot  bldgs.,  $6,000;  total  mem.  2S. 
Watsk  Sufply-— 2  pumps,   McGorman  Co.;  cost 


of  works,  $90,000;  bonded  debt,  $80,000;  interest  on 
bonds,  6  per  cent ;  works  belong  to  city. 

MONTICELLO,  pop.  1,106.    Fire  dept— Volun- 
tcers;  hose,  reels,  etc. 
Water  SupFtY—Works  belong  to  city. 

MONTEUHA,  pop.  1,760.  Fire  dept.— 1  stcun- 
er,  1  h.  ft  L  truck,  5  hose  c&rts,  3  nose  reels.  3 
horses;  hose,  1,600  ft.;  tots!  mem.  36,  paid  part  time 
snd  Tolunteers. 

Watsx  Supply — Source.  6  artesian  wells;  rea. 
cap.,  210,000  gals. I  40  hydrants;  prcssnre,  60  lbs. 

MOULTRIE,  pop.  4,000.  Fire  dept.— 1  hose 
reel,  1  hose  wagon;  hose,  cotton,  ruober  lined, 
good,  8,600  ft;  fire  alarm  bell;  total  mem.,  17, 
paid   full  time  7,  volunteers  10. 

Watbk  Supply— Source,  wells;  system,  pump 
direct  to  mains;  quality  of  water,  good;  res.  cap., 
126,000  gal8.j2  pumping  engines,  class  dup.,  cap. 
per  day  600,000  nls.,  constructor  Gardner;  mains, 
cast  iron,  3  miles,  4  to  6  in.  dia.;  17  hydrants; 
\4  valTes;  meters,  total  number,  48,  owned  by  city; 
52.000  services;  pipe,  galv.  iron;  pressure,  dom. 
lOO  lbs.,  fire  100  lbs.;  consunaption  per  day,  61,000 
gals.;  cost  to  construct,  WfibO;  works  bdongr  to 
city. 

NEWNAN,  pop.  6,000;  fire  area,  640  acres;  mer- 
cantile bldffs.,  brick  and  stone,  1  and  8  stories; 
wooden  roofs  not  permitted;  fireworks  and  com« 
bustibles  ord.  Fire  dept— 1  hose  wagon,  8  horses; 
hose,  cotton,  rubber  lined,  good  1300  ft;  linen, 
Rood  2.000  ft;  inferior,  all  kinds,  800  ft.;  total 
hose.  4,000  ft;  fire  alarm,  bell;  total  mem.,  41 
Toluntecrs. 

Watbr  SuppLY—Souroe,  springs,  IH  miles  from 
business  center;  srstem,  gravity;  stdp.  cap..  800,000 
gals.^  dim.  80  x  UO,  material  used  m  con.  steel; 
quality  of  water,  good;  res.  cap.  1,000,000  gals., 
located  1%  miles  from  citv;  8  pumping  engines, 
class  comp.,  cap.  per  day  760.000  nli-t  constructors 
Smith- Vaile  Co.:  also  1  G.  E.  126-hp.  A.  C.  motor, 
1  6-in.  8-stage  hor.  turbine  pump,  1,000.000  smls. 
cap.  per  day:  mains,  cast  iron,  11  miles,  4  to 
10  in.  dia.;  70  hydrants;  76  valves;  meters,  total 
number  4n,   owned   by   consumer:   480    services: 


on  bonds,  6  per  cent;  cost  of  mtce./|4,t00;  works 
belong  to  city. 

OCILLA,  pop.  1,000;  vol.  dept  26  men;  8 
hose  reels,  1,600  ft  hose. 

Watse  SupPLY—Source,  1  weU,  cap.  160,000  gals. ; 
1  elevated  tank,  80  x  86;  system,  gravity,  cap.  00,- 
000  gals;  res.  cap.  68,600  gals.,  1  pump,  Flatt  Iron 
Work^  cap.  600,000  gals,  per  day;  pressure,  110 
lbs.;  12,060  ft  mains,  6  to  10  in.  dia.;  28  hydranU. 

PELHAM.  pop.  2,600;  fire  area.  60  acres.  Fire 
dept — Equipment,  2  hose  reels;  value  of  equipment, 
$600:  value  of  bidn..  $200;  total  mem.  ». 

Watsk  Supply— Source,  well;  system,  air  lift; 
No.  of  pumps  2.  Worthington,  cap.  per  day,  1,000,- 

000  gals.;  2?  hydrants,  8  valves,  8  services;  cost  of 
works,  $60,000;  bonded  debt  $40,000;  int  on  bonds, 
4  per  cent;  works  belong  to  city. 

QUITMAN,  nop.  4,000;  fire  area,  10  acres;  mar- 
eantile  bldgs.,  brick.  1  to  8  stories;  private,  wood, 

1  to  8  stones;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  steamer,  1  h.  ft  1. 
track,  8  hose  carts;  hose,  cotton,  rubber  lined, 
good,  1,800  ft;  inferior,  all  kinds,  400  ft.:  total 
hose,  8,800  ft:  fire  alarm,  bell,  whistle  and  elec- 
tric; value  of  dept  equipment  $8,000:  value  of 
bldgs.,  HCLOOO;  total  mem.,  26  volunteers. 

WATsa  Supply— Source,  wells,  600  ft  from  busi- 
ness center;  system,  pump  direct  to  mains;  res. 
cap.  100,000  gals.,  located  10  ft.  from  pumps;  2 
pumping  engwes.  cap.  per  day  2,000,000  gals.,  con- 
structors Smith-Vaile;  mains,  6H  miles,  4,  6  and  8 
in.  dia.:  88  hydrants;  6  valves;  meters,  total  num- 
ber 8,  Buffalo,  owned  by  city;  pipe,  galv.  iron; 
pressure,  dom.  40  lbs.,  fire  126  lbs.;  cost  to  con- 
struct, ^6,600;  cost  of  mtce.,  $876;  works  belong 
to  city. 


RICHLAND,  pop.  1,600;  vol.  dept,  2  hose 
reels,  1,000  ft  hose;  alarm,  firearms;  1  h.  &  1. 
truck,  8  comb,  wagons;  total  mem,   g  paid. 

Watbs  Supply— Source,  tank,  00,000  gals.;  sys- 
tem, pump  to  res.,  stdp.  90  ft.  high;  res.  cap., 
46,000  gals.{  pressure,  dom.  60  lbs.;  fire,  126  lbs.; 
2  miles  mains,  26  hydrants. 

ROME,  pop.  14,000;  mercantile  bldgs.,  brick,  1 
to  6  stories;  private,  wood,  8  storks:  wooden  roofs 
not  permitea;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 8  stcameca 
in  reserve.  10  hand  ex.,  1  aerial  truck,  6  hose 
wagons,  1  nose  reel,  chief's  huagtf.  18  horses;  hose, 
eotton,  rubber  lined,  good,  8,000  ft ;  rubber,  good, 
800  ft;  hiferior,  sU  kinds,  200  ft;  total  hose,  8,40^ 
ft.;  fire  alarm,  Gamewell,  82  boxes;  Gaynor,  IS 
boxes;  value  of  dept  equipment,  $24,600;  value  of 
bldgs.,  $80,000;  ann.  exp.  of  dept,  $16,000;  86 
men. 

Watbk  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  res.  and  direct  to 
mains:  stdp.  cap.  180,000  gals.,  ddm.  80  x  80  ft; 
material  used  in  conik,  steel;  quality  of  water, 
good;  res.  cap.,  8,000,000  gals.,  located  1  mile  from 
business  center:  8  pumping  engines,  class  com^ 
cap.  per  day  2,000,0000  gals.;  mains,  cast  iron,  a 
miles,  4  to  16  in.  dia.;  188  hydrants;  127  valves; 
meters,  total  number  460,  owned  by  consumers; 
1,600  services;  pipe,  wrought  iron;  pressure,  dom. 
90  lbs.,  fire,  90  lbs.;  consumption  per  day  1,800,- 

000  gals.;  cost  to  construct  $276,000;  bonded  debt, 
$67,(KN>;  int  paid  on  bonds,  6  per  cent;  cost  of 
mtce.,  $16,000;  works  belong  to  city. 

SANDERSONVILLE,  pop.  2,060.    Fire  dept— 

1  h.  &  1.  truck,  8  hose  carts,  1,600  ft  hose;  alarm, 
bell  and  telephone:  88  men,  volunteer. 

Watbk  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.  100,000  gals.;  stdp.  cap.  76A40  gals.; 

2  pumps,  Deane;  10-inch  pipe;  61  hydrants. 

SAVANNAH,  pop.  70,000;,  fire  area,  6%  sq.  miles: 
mercantile  bldgs.,  stone,  bnck  and  wood,  1  to  10 
stories;  private,  brick,  stone  and  wood,  2  to  8 
stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fbes 
investigated.  Fire  dept — 7  steamers,  1  in  reserve, 
1  c.  engine  on  wheels,  4  comb.  c.  ft  h.  wagons,  21  c 
hand  ex.,  2  aerial  trucks,  2  h.  &  1.  trucks,  6  hose 
wagons,  1  hose  reel,  4  fuel  wagons,  60  horses; 
hose,  cotton,  rubber  lined,  good,  17,160  ft;  rub- 
ber, good^  8,866  ft;  inferior,  all  kinds,  8.600  ft;  totel 
hose,  21,660  ft;  fire  alarm,  Gamewell.  98  boxes: 
ann.  exp.  of  dept,  $106,000;  total  mem.  98,  paid  full 
time. 

Watbk  Sitpply— ^urce,  wells;  system,  pump  to 
res.,  to  stdp.,  or  direct;  filtration  system;  2  pump- 
ing engines,  class  horizontal,  cap.  per  day  10,000^- 
000  gals.,  Holly:  mains,  67H  miles,  4  to  42  in.  dia.; 
608  nydrants,  McLean,  Chapman,  Mathews;  me- 
ters, totel  number  93,  Hersey,  Empire  and  Pitt*" 
burg,  owned  by  citv;  7,796  services;  pipe,  lead  and 
iron ;  pressure,  46  Ids.  ;  consumption,  per  day  8,600,- 

000  kals.,  per  capite  121  gals.;  cost  to  construct, 
$1,600,000;  ann.  cost  of  mtce.,  $48,629;  works  belong 
to  city. 

SPARKS,  pop.  1,150.    Fire  dept— 1  h.  ft  1.  truck, 

1  chem.  eng. 

WATia  Supply— None. 

STATESBORO.  pop.  1,197;  vol.  dept  16  men;  8 
hose  reels:  700  ft  hose. 

Watex  Supply— Source,  wells;  system,  pumps  to 
res.;    res.   cap.,   70.000  gals.;    1   stdp.    26   x    90;    2 

{mmps,  cap.  per  daj,  1,000.000  gals.;  pressure,  46 
bs.;  mains,  4  to  8  inches  dia.;  88  hydrants. 

TALLAPOOSA,  pop.  8,800;  fire  area,  880  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in. 
vestigsted:  fire  loss  for  1904,  $2,000;  ins.  for  same 
time,  $2,000.  Fire  dept— 2  h.  and  1.  trucks,  2  hose 
reels:  hose,  cotton,  rubber  lined,  good,  1,600  ft.: 
inferior,  all  kinds,  600  ft;  fire  alarm,  electric,  24 
boxes;  value  of  dept.  equipment,  $2,500;  value  of 
bldgs.,  $600;  ann.  exp.  of  dept,  $700;  total  mem., 
24  volunteers:  underwriters*  rating,  third  class. 

Watbx  Supply— Source,  brooks;  svstem,  pump 
to  res.  and  stdp.:  stdp.  cap.  131.000  gals.,  dim. 
100  X  16.  builders  Tippett  &  Wood;  res.  can. 
66,000  gals.;  2  pumping  engines,  class  comp.  % 
cap.  per  day  2.000.000  gals.,  constructor  Wort^ 
ington;  mains,  5>4  miles.  4  to  10  in.  dia..   Annis- 
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ton;  54  hydrants,  Ludlow;  28  valves,  Ludlow; 
meters,  total  number  1;  172  services;  pressure,  lire 
40  lbs.;  consumption  per  day  400,000  gals.,  per 
capita  20  gals.;  cost  to  construct,  $50,000;  ann. 
cost  of  mtce.,  12,860;  works  belong  to  M.  A. 
Greene. 

THOMSTON,  pop.  2,600;  fire  area,  1,280  acres; 
mercantile  bldgs.,  brick,  1  and  2  ttorics,  priYate, 
nood,  1  story;  wooden  roofs  not  permitted;  firfr 
worka  and  combustibles  ord.;  causes  of  fire  ia- 
Testtgated.  Fire  dept.— 1  hand  engine,  1  c  en- 
gine, 1  hoae  carriage;  hose,  cotton,  rubber  lined, 
2,900  ft.  good  hose;  fire  alarm,  bell;  value  of 
dept.  eouipment,  $800;  value  of  bldgs.;  $500;  total 
mem.,  20  volunteers;  underwriters'  rating,  fourth 
class. 

Watbk  Supply— Source,  wells  and  cisterns; 
res.  44,000  gals,  cap.;  duplex  pump  500  gals,  per 
minute  cap.,  stdp.  30,000  gals,  cap.;  dom.  pressure, 
90  lbs.,  fire  pressure,  126  lbs.,  2  miles  mains,  20 
hydrants. 

THOMAS VILLE,  pop.  6^000;  fire  area,  2  miles; 
mercantile  bldgs.,  brick  and  stone,  1  to  3  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per* 
mitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
steamer,  4  c  hand  ex.,  6  nozzles,  1  h.  &  L  truck, 
2  hose  wagons,  2  hose  carts,  2  horses;  hose,  cot- 
ton, rubber  hned,  good.  1,900  ft.:  fire  alarm, 
whistle  and  telei>hone:  ann.  exp.  ot  dept.,  2,064; 
total  mem.  4.  paid  full  time;  B.  Blanton,  chieL 


steel;  qualitv  of  water,,  hard;  res.  cap.  00,000 
gals.,  located  at  pumping  pUnt;  4  pumping  en- 
gines, cap.  per  day  800,000  ^s.,  constructor 
Kttowles;  mams,  cast  iron,  11  miles,  4,  0  and  8  in. 
dia.;  92  hydrants;  21  valves;  meters,  total  nun^ 
ber  426,  owned  bv  city  and  consumer:  pipe,  galT. 
iron;  pressure,  dom.  40  lbs.,  fire  120  lbs.;  con- 
sumption per  day,  250,000  gals.;  works  belong  to 
city. 

THOMSON,  pop.  3.000;  fire  area,  600  acres; 
mercantile  bldgs.,  brick,  1  and  2  stones,  prtratc, 
wood,  1  story;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  2  yrs.,  $6,000. 
Fire  dept. — 1  steamer,  2  hose  reels.  1  h.  &  1.  truck, 
hose,  cotton,  rubber  lined,  good  1.000  ft.,  interior, 
all  kindS;  300  ft.;  total  hose.  1,200  ft.;  fire  alarm, 
bell,  whistle;  value  of  dept.  equipment,  $2,500; 
value  of  bldgs.,  $600;  ann.  exp.  o(  aept,  $60;  total 
mem.,  30,  volunteers,  30;  underwriters  rating,  sec- 
ond class. 

Watsk  SuppLT->Sottree,  wells  and  cistern. 

TIFTON,  pop.  4,000;  fire  dept.  not  reported. 

Water  Supply— Source,  deep  well,  %  mile  from 
business  center;  sjrstem,  pump  to  stdp.;  stdp.  cap., 
2.000  gals.;    material   used   in  construction,    iron; 


8  miles;  4  in.  to  10  in.  dia.;  34  hydrants,  22  valves; 
meters,  total  number,  176;  makers,  Kevstone  129, 
Kersey  Rotary  1,  Empire  4,  Union-Trident  26, 
Worthington  piston  1,  Worthington  disc  1,  Nep- 
tune 10;  owned  by  consumers;  300  services;  pipe, 
galv.  iron;  pressure  dom.,  40  lbs.,  fire  120  lbs.; 
consumption  per  day,  284,000  gals.;  per  capita,  94 
gals.j  cost  to  construct,  $85,000;  bonded  debt,  $20,- 
inO:  int.  paid  on  bonds,  4  per  cent. ;  cost  of  mtce., 
$4,500,  works  belong  to  city. 

TOCCOA,  pop.  3,400;  dept.  equipment,  2  hose 
carts,  1,200  ft.  hose:  fire  alarm,  bell:  volunteers. 

Watss  Supply— Source,  lake,  8  miles  from  busi- 
ness center;  system,  gravity;  qualitv  of  water, 
spring;  s]rstem,  gravity;  res.  cap.  85.000,000  gals.: 
mains,  10-in.  cast  iron,  4  miles;  3d  hydrants,  owned 
by  city;  pressure,  dom.  100  lbs.;  bonded  debt,  $35.- 
OuO;  int.  paid  on  bonds,  6  per  cent;  ann.  cost  of 
mtce.,  nominal;  works  belong  to  city. 

TRION,  pop.  2,600;  fire  area,  820  acres;  mercan- 
tile bldgs.,  bnck,  2  stories;  private,  1  to  8  stories; 
wooden  roofs  permitted;  nre  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  tor  past  8  yrs.,  $460;  av.  ins.  carried  on  the 
properties  burned  per  yr.  during  same  period, 
|1,000.    Fire    dept.— Chemical    hand    ex.,    12    hose 


carriages;  hose,  rubber  lined,  ffood,  ILOOO  ft.;  ti>> 
tal  hose,  8,000  tt;  fire  alarm  bdis;  vajue  of  dept. 
equipment  $2,000;  value  of  bldgs.,  $600;  total  mem. 

Watbs  Supply— Source,  res.,  )&  mile  from  busi- 
ness center;  res.  cap.  800,000  gals.,  supply  pump, 
dim.  96  X  96;  material  used  in  construction,  bnck 
and  cement;  quality  of  water,  good;  supply  pump 
cap.  240,000  gals,  per  day:  rotary  pumj^,  cap.  3^J 
gals,  per  minute,  steam  nre  pump  l.OOO  gal».  p^rr 
minute  cap.;  Stillwell,  Bierce-Smith-Vaile  &  Piatt 
Iron  Wks. ;  mains,  cast  iron,  4  miles,  4  to  S  in. 
dia.;  66  hydrants;  10  valves,  owned  by  Trion  Mfg. 
Co.;  pressure,  dom.  80  lbs.,  fire  90  lbs.;  consump- 
tion per  day.  200,000  gals. 

VALDOSTA,  pop.  9,600;  mercantile  bldgs.. 
brick  and  iron,  1  to  4  stories;  private,  brick  and 
wood,  1  and  2  stories;  wooden  roofs  not  permit- 
ted in  fire  limits;  fireworks  and  combustibles  ord. 
Fire  dept.— 1  steamer.  1  comb.  c.  &  h.  wagon.  1 
h.  &  L  truck,  8  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  8,000  ft;  inferior,  all  kinds^  600  ft.; 
total  hose,  8,600  ft;  fire  alarm,  Gamewell,  la  boxes; 
value  of  dept.  equipment,  $9,600:  value  of  bldgs., 
$6,200;  ann.  exp.  of  dept,  $6,000;  total  mem.  6^ 
paid;  underwriters'  rating,  second  class* 

Watbe  Supply — Source,  wells;  system,  pnmp 
direct  to  mains;  quality  of  water,  good;  rea.  lo- 
cated at  pumping  station;  8  pumping  engines, 
aggregate  cap.  per  day  2,500,000  gals.,  constructors. 
Plait  Iron  Wks,  Snow  Pump  Wks.;  mains,  ca»t 
iron,  16  miles,  4  to  8  in.  dia.;  86  hydrants;  meters, 
total  number  598,  owned  by  consumers;  679  serv- 
ices; pipe,  galv.  iron;  pressure,  dom.  SO  lbs.,  5re 
12.S  lbs.;  cost  to  construct,  $66,000;  bonded  debt. 
$45,000;  int.  paid  on  bonds,  6  per  cent.;  cost  oi 
mtce..  $7,600;  works  belong  to  city. 

VIENNA,  pop.  2,600;  fire  area,  160  acres;  mer- 
cantile bldgs.,  wood  and  brick.  Fire  dept— 1  bosc 
carriage;  hose,  cotton,  rubber  lined,  good,  1,700  fc; 
fire  alarm,  whistle;  total  mem.,  12  volunteers;  J. 
R.   Causly,  chief. 

Watik  Supply— Source,  well;  ayttcm,  pump  di' 
rect;  Worthington  pumpuig  englaet;  8  hydimatt; 
8  services;  cost  of  mtce.,  11,500;  works  belong  to 
dty. 

WADLEY,  pop.,  630.     Fire  dept.— 10  hand  ex.; 
hose,  100  ft. 
Water  Supply— Source,  wells. 

WASHINGTON.  Pop.  8,800;  mercantile  bldn. 
brick,  1  to  4  stonea,  private,  brick  and  wood,  i 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  catues  of  fires  faiveaUgatcd. 
Fire  dept— 1  engine.  8  c.  hand  ex.,  1  h.  and  L 
truck,  8  hose  reels.  1  horse;  hose,  cotton,  rubber 
Imed.  good  tOOO  ft,  inferior,  all  kinds,  600  ft: 
total  hose,  1,600  ft;  fire  alarm,  telephone;  nnder- 
writers'  rating,  third  class. 

Watbk  Supply- Source,  well  and  creek,  9  miles 
from  business  center;  system,  pnmp  to  stdp^: 
stdp.  cap.,  760.000  nds.:  material  used  in  cons., 
steel;  quality  of  water  good;  res.  cap..  760,000  ^•^ 
located  at  station;  1  pumpinjr  ensine,  cap.  oer 
day  100,000  gals.,  constructor  Worthmgton;  mains^ 
cast  iron.  4  miles,  4  to  8  is.  dia. ;  80  hvdrants, 
Michinn  B.  ft  I.  Wks.;  6  valves.  Michigan  B. 
&  I.  Wks. :  meters,  total  number  66.  Worthmg^oa 
60,  Trident  6:  100  services;  pipe.  gair.  iron;  pres- 
sure, dom.  46  lbs.,  fire  150  lbs.;  consnmntimi.  oer 
day  40,000  gals.,  per  capiu  U  gals.;  worica  belong 
to  city. 

WAYCROSS,  pop.  12.000;  fire  area.  100  acres: 
mercantile  bldgs.,  brick.  1  to  4  stories,  mivmte. 
wood.  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustiblea  ord.;  causes  of  fires  not 
investigated.  Fire  deot— 1  h.  &  1.  truck,  2  hoae 
wagons,  1  comb.  c.  ft  h.  wagon,  8  hoae  reel^  2 
horses:  hose,  cotton,  rubber  lined,  good,  8,000  ft; 
inferior,  all  kinds,  1,000  ft;  total  hose.  8,000  ft; 
fire  alarm,  phone  and  whistle;  value  of  dept.  cquin- 
ment  $4,600;  ann.  exp.  of  dept.  $4,600;  total  mem. 
11.  naid  full  time  4.  paid  part  Ume  7. 

Watek  Supply- Sonrca,  wdla;  tyfltem,  m;;^ 
pump  to  rea ,  to  atdp.,  or  dfaect;  atdp.  era.  ViJHi 
irsls.:  dim.  ISO  x  20,  boildert  Tlpoett  &  Wood.  rea. 
cap  60.000  gals.;  2  pumping  engines.  14  air  com- 
pressors, cap.  per  day.  1,744.000  «ls.,  oonstrnctor 
Knowles;  mains,  cast  iron,  16  mites.  4  to  10  in. 
<^ta..  wood;  166  hydrants.  Wood:  meters,  total 
number  6;  pressure,  dom.  60  lbs.,  fire  UO  Iba.; 
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t^tt  to  coBttriict,  $60,000;  iat.  paid  on  bonds,  4 
per  cent;  ann.  cost  of  mtce.,  |S|000;  works  belong 
to  citj. 

WAYNESBORO,  pop.  1.0tO.  No  orgsnised  fire 
d^siMrtiBcnt. 

Watbx  SurrLT— Source,  wells;  system,  pump  to 
•tdp.:  stdp.  cap.  1,000  gals.;  res.  cap.  15,000  tala.; 
dumping  engines,  cap.  per  day  40.000  gals.,  con^ 
stmctors  DeLAmater;  mains,  I  miles:  pressure, 
4om.  14  lbs.;  ann.  cost  of  mtce.,  11,000;  works 
prirate. 

WEST  POINT,  pop.  2.600;  fire  area.  1.I0O  acres; 
mercantile  bldjrs..  brick,  1  to  t  stories:  oriTate, 
brick  and  wood.  1  to  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigiited.  Fire  dept— 1 
steamer.  2  c.  hand  ex..  1  b.  &  1.  truck,  2  hose 
carts.  2  horses:  hose,  rubber,  irood.  1,000  ft:  cot- 
ton, rubber  lined,  frood.  1.600  ft.;  inferior,  all 
kinds.  700  ft;  toul  hose.  3,200  ft;  fire  alarm, 
wbistlen;  value  of  deot  equipment,  )6,000;  value 


of  bld^s.,  I2.00O;  ann.   exo.   of  dept,  SOOO:   tntaS 
mem,  20,  oaid  full  time  2,  oaid  part  time  IK. 

Watbk  Supply— Source,  river,  1  mile  from  bnii> 
neaa  centre:  system,  pump  to  res.;  filtration  sva- 
tem.  New  York;  Quality  of  water,  good:  res.  cap. 
1.000.000  gala.,  located  at  Ft.  Filer;  2  Dumping  en- 
gines, can.  oer  day  1,000,000  gals.,  constructors 
Smith- Vaile  Co.;  mains,  iron,  10  miiea.  4  to  8  in. 
dia.:  25  hydranta.  Wood  ft  Co.:  20  valves;  900 
services;  pipe,  galv.  and  wrought  iron:  pressure, 
dom.  6S  lbs.,  fire  100  lbs.:  consumption,  per  day 
400,000  gals.,  per  capita  13  gals.;  cost  to  construct, 
MO.O00;  bonded  debt,  140,000:  int.  paid  on  bonds. 
A  to  6  per  cent;  ann«  cost  of  mtce.,  22,600;  work* 
belong  to  city. 

Places  with  a  population  of  1,000  or  more 
having  no  organized  fire  dept. — ^Abbeville,  Adel, 
Bluendge,  Canton,  Commerce,  Con  vers.  Covin  e- 
ton,  Douglasville,  Edgewood,  Hartwell,  Helena, 
HogansviUe,  Lyons,  Perry.  Roswell,  Royston, 
Senoia,  Seville,  Social  Circle,  Summerville,  Syl- 
vester, Talbotton,  Tennille  Union  Point,  Warren- 
ton,  Woodbury,  Wrightsville. 


HAWAII 


HONOLULU.     Fire  dept— Steamers,  1  c   en- 

fine,  1  h.  &  1.  truck,  4  hose  wagons,  9  c.  hand  ex^ 
ose,  cotton,  rubber  lined,  9,060  ft;  inferior,  2,200 
ft.;   total  hose,   11,860  ft.;    20   horses;    fire   alarm, 
Oamewell,  84  boxes;  total  mem.  46,  paid  full  time. 
Watss  Supply— Source,  3  res.,  springs  and  sur- 
face water;  res.  cap.,  40,000,000  gals.;  new  storage 


res.  in  course  of  construction  to  have  a  cap.  of 
029,000,000  gals.;  system,  gravity  and  pump  di- 
rect: 5  pumps,  Allis  triple  exp.;  Blake  hor.  cornp.; 
Risdon  comp.;  combined  pumping  cap.  15,000,000 
per  day;  mains,  74  miles,  2  to  18  m.  oia.;  374  hy- 
drants; J.  H.  Howland,  spt 
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ABBREVIATIONS.— Ann.,  annual;  ar.,  average;  bldgt.,  buildings;  cap.,  capacity;  chn.,  chainnan^ 


BOISE  CITY,  pop.  20,000;  mercantile  bldgt.. 
brick,  1  to  6  itories;  private,  brick  and  stone.  1 
and  2  stories;  wooden  roofs  permitted  outside  nre 
limits;  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dent— 1  steamer,  1  in  reserve,  1  comb, 
c.  ft  h.  wagon,  8  c.  engines,  1  h.  ft  1.  truac,  1  hose 
wagon.  8  hose  reels,  hose  2,400  ft,  10  horses;  loss 
in  1M6,  $^,780:  insurance  involved,  $127,760;  fire 
alarm,  Gamewell,  10  boxes;  cost  of  mtce.,  $26,- 
758.84;  full  paid  dept.  17  men. 

Watik  Supply— Source,  artesian  and  open  wells. 
2  miles  from  business  center;  system,  gravity  and 
pump  to  stdp.;  material  used  in  cons.,  stone,  brick 


aup.,  cap.  per  aay,  9,uw,vuu  gats.,  conscrucior 
Worthington;  mains,  kalomein,  46  miles,  4  to  18 
in.  dia.;  163  hydrants:  280  valves:  meters,  total 
number,  1,068.  Crown  9.  Nash  96,  Union  10,  Em- 
pire 22,  Gem  1,  Trident  80.  Hersey  Disc  12.  Thorn* 
son  12,  Worthington  10,  Buffalo  62,  Pitubur|r  20^ 
owned  by  Co.;  1,800  services;  pipe,  galv.  iron; 
pressure,  dom.  40  lbs.,  fire  90  lbs.;  consumption 
per  day,  2,000,000  gals.;  cost  to  construct,  |8G0,O0O; 
bonded  debt,  8100,000;  int  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $27,000;  works  belong  to  Co. 

BURKE,  pop.  1,600.  Fire  dept— ^  hand  hose 
carts;  hose,  300  ft;  fire  alarm,  bell;  total  mem.,  20 
volunteers. 

Watbs  Supply — Source,  wells;  stdp.  cap.,  %,000 
gals.;  4- inch  mains;  11  hydrants;  pressure,  dom. 
70  lbs. 

CALDWELL,  pop.  3,600.  Fire  dept— 2  10-gaL 
c.  engines,  1  h.  &  1.  truck,  2  hoae  earts;  hose, 
1,200  It;  total  mem.,  23. 

Watbe  SupPLY-^Res.  cap..  200,000  ^s.;  Still- 
well-Bierce  pump,  1,760  gals,  per  mm.  cap.;  4 
wells;  mains,  6^  mUes;  4.  6,  8  and  10  in.  dia.; 
32  hydrants;  pressure,  100  Ids. 

COEUR  d'ALENE,  pop.  9,000;  fire  area,  18 
acres.  Fire  dept— 1  h.  &  L  truck,  4  hose  earts; 
hose,  2.000  ft.:  value  of  dept  equipment.  $3,000: 
valve  ot  bldffs.,  $800;  ann.  exp.  of  dept,  $400;  total 
mem.,  40  volunteers. 

WATBa  Supply— Source,  lake;  system,  pumping; 
1  triplex  pump,  cap.  1,200  gals,  per  minute;  res. 
cap.  600,000  galsj  63  hydrants;  mains,  20  miles; 
pressure,  dom.  90  lbs.,  fire  160  lbs.;  cost  to  con- 
struct, $7,600. 

COTTONWOOD,  pop.,  1.600.  Fire  dept— Not 
reported. 

Watsr  Supply— Source,  well ;  %  mile  from  busi- 
ness center;  system,  pumping;  quality  of  water, 
good;  res.  cap.,  360,000  gals.;  1  pumpmg  engine; 
class,  gasoline,  csp.  per  day,  28,800  gals;  mains, 
steel,  VA  miles,  6  to  8  in.  dia.;  12  hydranU;  12 
valves;  meters,  total  number  4,  Westinghouse; 
owned  by  company;  pressure,  dom.  95  lbs.;  cost 
to  construct,  $20,000;  works  belong  to  company. 

GENESEE,    pop.    731.      Fire   dept— 1   h.    &    1. 
truck,  1  hose  cart;  hose,  600  ft;   total  mem.,  20. 
Watsk  Supply— System,  gravity;   res.  cap.,  28D,- 

000  gals.;  86  hydrants;  pressure,  66  lbs. 

GRANGEVILLE.  Watbk  Supply  —  Souice, 
springs,  8V&  miles  from  business  center;  system, 
gravity;  material  used  in  construction,  steel  pipe; 
quality  of  wat^good;  res.  cap.  40,000,000  gals.; 
cap.  per   day  226   gals.;    mains,    steel,   26  miles, 

1  to  10  in.  dia.;  26  hydrants;  28  valves;  8  meters, 
owned  by  individuals;  service,  good;  pipe,  sted; 
pressure,  dom.  110  lbs.,  fire  110  lbs. ;  cost  of  mtce., 
$40,000;  works  belong  to  Co. 

HAILEY.  pop.  1,600:  fire  area,  100  acres;  mei^ 
cantile  bldgs.,  mostiy  brick,  1  to  8  stories;  pri- 
vate, wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in    fire   area;   fireworks  and   combustiDlcs 


ord.;  causes  of  fires  investigated.  Fire  dept— 1  h. 
&  L  truck.  7  c  hand  ex.,  8  hose  carriages:  hon&. 
cotton,  rubber  lined,  good.  1,100  ft;  inferior,  all 
kinds,  100  ft;  total  hose,  1,760  ft;  fire  alamv  b^; 
value  of  dept  equipment  $lf600;  value  of  bldgm., 
$1,000;  total  mem.,  21  volunteers. 

Watbk  Supply— Source,  creek,  2%  miles  from 
business  centre;  system,  pump  to  rca.;  rea.  cnpi. 
260,000  gals.;  mains,  2^ miles,  7  in.  dia.,  Pittabniv 
Pipe  Co.;  7  hydrants,  Ludlow;  10  valves;  UO  ser- 
vices, pipe,  iron;  pressure,  dom.  87  Iba.,  fire  87  Ibn., 
cost  to  construct,  $20,000;  ann.  cost  of  mtoe.,  $1,009; 
worln  belong  to  Co. 

HARRISON,  pop.,  1,300.  Fire  dept— 1  c  en- 
gine, 1  hose  cart;  hose,  900ft.;  total  mem.,  27  vol- 
unteers. 

Watbb  Supply— Source,  wells;  stdp.  cap.,  SO,- 
000  gals.;  1  pumping  engine;  cap.  per  day,  316w- 
800  gals.;  constructor,  Fairbanks;  mains,  8  to  6 
and  4  in.  in  dia.;  16  hydrants;  pressure,  dom.,  fO 
lbs.,  fire  100  lbs. 

IDAHO  FALLS,  pop.  7,000;  fire  area,  1,280  acres: 
mercantile  bldgs.,  stone,  bride  and  wood,  1  to  g 
stories;  private,  stone,  brick  and  wood,  1  and  1\^ 
stories;  wooden  roofs  not  permitted  in  fire  area; 
combustibles  ord.;  causes  of  fires  investtgated; 
Fire,  dept.— 1  comb.  c.  &  hose  wagon,  2  hoae  car- 
riages: hose,  cotton,  rubber  lined,  good,  1,800  ft; 
fire    alarm,    electric;   value   of    dept    eqmpment, 

g,000;  value  of  bldgs.,  $200;  ann.  exp.  of  dept, 
1^000;  total  mem.,  26  volunteers. 
watbb  Supply— Source,  river;  system,  pump  to 
rea.  and  direct;  quality  of  water,  good;  rea.  can. 
10,000  gals.;  pumping  engines,  cap.  per  day  l,Sli,- 
000  gab.:  mains,  20  miles,  4  to  8  in.  dia.;  41  hy^ 
drants;  48  valves.  Chapman:  600  services;  ptpe» 
iron;  pressure,  dom.  40  to  60  lbs.,  fire  90  lbs.;  con- 
sumption, per  day  800.00  gals.,  per  capita  60  gals.; 
cost  to  construct  $60^000;  works  belong  to  Co. 

LEWISTON,  pop.  7,800;  mercantile  bldga.. 
brick  and  stone,  2  to  4  stories;  private,  brick  ana 
wood,  1  and  2  stories:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept— ^l  h. 
&  L  truck.  6  hose  carta;  total  hose,  4,000  ft;  fi>« 
alarm,  Gamewell,  24  boxes;  value  of  dept  equip- 
ment $10,000;  total  mem.,  76  volunteers. 

Watbb  Supply— Source,  river,  2  miles  from 
business  center;  system,  pnmpto  res.;  Quality  of 
water,  good;  res.  cap.  1,000,000  gala.,  located  t 
miles  south  of  city;  2  pumpinjr  engines,  dasa 
triplex,  electric,  cap.  per  day  8,000,000  gala.,  con- 
structors, Knowles,  Deane:  mains,  steel  and  wood, 
62  miles.  4  to  16  in.  dia.;  66  hydrants:  218  valves; 
meters,  total  number,  78,  Crown  11,  Union  60,  Co- 


lumbia 8.  Keystone  9,  owned  by  ci^r;  240  b^.«.««^ 
t,  galv.  iron;  pressure,  dom.  96  Iba.,  fire  1# 


lbs. ;  cost  to  construct.  $166,000;  bonded  debt,  tlM; 
600;  int.  paid  on  bonds,  6  per  cent;  cost  of  i 
$12,000;  works  belong  to  city. 


MACKAY,  pop.  600.    Fire  dept— 2  c.  hand 
1  h.  &  1.  truck,  2  hose  wagons;  hose,  1.000  ft.; 
total  meuL.  26. 

Watbb  Supply— System,  gravity;  res.  cap.,  96^- 

000  gals.;  mains,  4  in.  dia.;  20  hydrants;  pleasure, 
96  lbs. 

MONTPELIER,  pop.  2,000;  fire  area,  2  a«. 
miles;  mercantile  Slags.,  brick  and  wood,  2 
stories;  wooden  roofs  not  permitted  in  fire 
area;  no  fireworks  and  combustibles  ord.;  causea 
of  fires  investigsted.    Fire  dept— 1  hand  c  engine. 

1  h.  &  1.  truck,  2  hose  carts.  6  c  ex. ;  hose,  rubber. 
1,000  ft.;  value  of  equipment  $1,bOO;  volunteer 
dept,  28  mem. 

WATim  Supply— Wells:  no  water  wnries 


MOSCOW,  pop.  6,000;  fire  area,  60  acrea; 
cantQe  bldgs.,   brick,   stone   and   iron,  2   sad  1 
stories,    private,  wood,   2   stories;  wooden   roofs. 
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wooden  buildings,  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 6  hose  carriages;  hose,  rubber,  good, 
2,400  ft;  inferior,  600  ft;  total  hose.  8,000  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
19,500;  value  of  bldss.,  1^000;  ann.  exp.  of  dept, 
1540;  total,  mem.,  KJO  volunteers. 


from 
cap. 


WATm  SxTYrLT— Source,  wella,  ^  mile 
business  center;  S7stem,^urap  to  stop.;  stdp. 
60,000  gals.,  dim.  10  x  8S,  material  used  in  cons, 
steel;  quality  of  water,  good:  1  nsoline  and  2 
steam  pumping  engines,  gasoline  8(w,000  gals,  per 
day,  steam  874,000  cals.  per  daj,  constructor 
Fsirbanka-Morae  and  Smith-Vaile;  mains,  15  miles; 
pipe,  iron;  pressure,  dom.  &  lbs.:  cost  to  con- 
struct, 1140,000;  bonded  debt,  |18,000jint  paid  on 
bonds,  0  i>er  cent;  cost  of  mtce,  17,000;  works  be- 
long to  city. 

PAYETTE,  pop.,  1.800.  Fire  dept.— 1  c.  engine, 
2  carts;  hose,  1,000  ft;  total  mem.,  15  volunteers. 

Watsr  Supply— Source,  Payette  river;  res.  cap. 
400,000gals.:  1  pumping  engpine;  class,  cenrtrifugal, 
dia.;  20  hydrants;  pressure,  dom.  76  lbs,  fire  75 
lbs. 

POCATELLO,  pop.  0,000;  fire  area,  40  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  S  stories, 
private,  stone,  brick  and  wood.  1  story;  wooden 
roofa  not  permitted;  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  loss  per  yr.  for  8  yrs., 
17,600;  av.  ins.  for  same  time,  $4,600.  Fire  dept— 
—1  comb.  c.  and  h.  wagon,  1  c  engine,  2  c.  hand 
ex.,  1  h.  and  1.  truck.  Streets,  2  horses;  hose,  cot- 
ton, rubber  Uned.  good  2,800  ft;  rubber,  good  600 
ft,  inferior,  all  kinds,  100  ft;  total  hose,  8.400  ft; 
fire  alarm,  whistle,  20  boxes;  value  of  dept 
equipment,  $4,600;  value  of  bldgs,  112,000;  ana. 
exp.  of  dei>t.,  18,000;  total  mem.,  14  volunteers, 
paid  part  time  2. 

Watbk  Supply— Source,  mountain  streams,  10 
miles  from  business  center;  system,  gravity;  ret, 
cap..  6,000,000  gals.;  mains,  7  mfles.  4  to  10  In.  dia., 
Colorado  Iroa  Cd.:  68  hydrants,  Ludlow;  468  ser- 
vices; pijpc,  gahr.  iron;  pressure,  dom.  117  lbs., 
fire  160  ibs^  consumption  per  day,  600,000gals., 
per  capita,  02  1-8  gals.;  cost  to  construct,  1600,000; 
ann.  cost  of  mtce.,  110,000;  works  belong  to  Co. 

TWIN  FALLS,  pop.,  6,00a  Fire  dept— 1  comb, 
hose  &  c  wsgon;  2  hose  carts,  2  horses;  hose 
1,500  ft;  fire  alarm,  bell;  total  mem.,  80 volunteers. 

Watss  Supply— Source,  canal;  4  small  res., 
combined  cap.  1,000,000  gals.;  mains.  18  x  12  in.  in 
dia.;  18  hydrants;  pressure,  fire  60  lbs. 


WALLACE,  pop.  8,600;  mercantile  bldgs..  brick 
and  wood:  fire  loss  for  IM^  18,6001  Fire  dept— 1 
comb.  cab.  wagon,  1  h.  «  L  truck,  4  hose  cai^ 
rtagcSp  0  horses;  nose,  cotton,  rubber  Uned,  good 
2,800  ft;  fire  alarm,  Gamewell,  20  boxes;  ann.  exp. 
of  dept,  16,000;  total  mem.,  42,  paid  full  time  2, 
volunteers  40. 

WATia  Supply— Source,  mountain  streams,  2 
■Ules  from  business  center;  system,  pump  to  res.; 
res.  cap.,  260^000  gals.;  stdp.  cap..  40,000  gals.; 
80  hydrants;  mains,  steel  ana  iron,  2  to  8  in.  dia.; 
pressure,  dom.  120  lbs. ;  cost  to  construct,  8106,0001 
mduding  electric  plant;  works  bdong  to  Co.; 
D.  C.  McKessick,  supt. 

WARDNER.  pop.  2.600;  fire  area,  6  blocks; 
mercantile  bldgs.,  mostly  wood,  1  story;  private, 
wood,  1  story;  wooden  roofs  not  permitted  in  fire 
area;  causes  of  fires  investigated;  fire  loss  for 
1807.  |40a  Fire  dept— 2  h.  ft  1.  trucks,  2  c 
hand  ex.,  8  hose  carria^;  hose,  cotton,  rubbor 
lined,  good,  2,000  ft;  inferior:  fire  alarm,  bell; 
value  of  dept  equipment  88J60;  value  of  bldgs., 
$400;  ann.  exp.  ot  dept,  $700;  total  mem.  40 
volunteers. 

Watbk  Supply— Source,  creek  and  springs;  sys- 
total  number  140;  160  services;  pressure,  dom. 
000  gals. :  mains,  6  miles,  6%  and  6  in.  dia. ;  6  hy- 
drants, Morgan  &  Crane;  22  valves.  Crane  & 
Moraan;  200  services;  pressure,  dom.,  60  lbs.,  fire 
160  lbs.;  consumption,  per  day  20,000  gals.,  per 
capita  w  galsj  cost  to  conetruct,  $36,000;  ann. 
cost  of  mtcew,  $1,200;  works  belong  to  Co. 

WEISER,  pop.  2,800:  fire  ares,  8  blocks;  mer- 
cantile bldgs.,  brick  and  stone,  1  to  7  stories;  nri. 
vate,  1  to  2  stories;  wooden  roofs  not  permitted  in 
fire  area:  fireworka  and  combustibles  ord.;  causes 
of  iSres  mvestijnted;  av.  fire  loss  per  yr.  for  past 
yr.,  $2,100.  Fire  dept—O  hand  ex.,  1  h.  4l. 
truck,  8  hose  carts;  hose,  cotton,  rubber  lined, 
good,  1,500  ft;  value  of  dept  equipment,  $1,800; 
total  mem.,  60  volunteers. 

Watbk  Supply— Source.  Snake  river;  system, 
EHraC^  **^  *'**-i  QuaMty  o«  water,  good;  res.  cap. 
600,000  gals.;  filtration  system;  1  pumping  engine, 
cap.  per  day  1.000,000  gala.:  Atlas  engine  and  1 
pump;  mains,  lap-weld  steel,  8  miles,  10  to  4  in. 
dia.:  46  hydrants;  20  yslyes;  800  meters.  Keystone, 
Trident  and  Standard  Meter  Ca;  owned  by  city: 
160  services:  pipe,  galv.  iron;  preuure,  dom.  86 
lbs.,  fire  86  lbs.;  eons,  per  day  600,000:  cost  to  eo»> 
struct,  $40,000;  bonded  debt,  ^000;  iat  oa 
bonds,  6  per  cent;  works  belong  to  dty. 

Towns  of  LOOO  population  not  reported.— Black- 
foot,  Rexburg,  Molcda. 
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ILLINOIS 

ABBREVIATIONS.— Ann.,  annus] ;  av..  aTerage;  bldgs.,  buildinga;  cap.,  capacity;  cbn.,  chaimsaa; 
C  chemical;  c  ft  h.,  chemical  and  hose;  cUc,  clerk;  comb,  combination;  comr.,  commiasioner;  com.,  com- 
mittee; comp.,  compound;  cons.,  construction ;.dept,  department;  dia.,  diameter:  dim.,  dimensions;  douL, 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  teet;  gals.,  gallons;  h.  d.» 
high  duty:  h.  &  1.,  hook  ana  ladder;  ins.,  insurance;  int,  interest;  mtcc,  maintenance;  mem.,  membersfaip; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt,  superintendent. 


ABINGDON,  pop.  2,800;  fire  area,  820  acres; 
mercantile  bldgs.,  brick,  1V&  and  2  stories,  private 
wood,  IH  stories;  wooden  rools  not  permited; 
fireworks  and  combustibles  ord.  Fire  dept*-l 
hand  engine,  1  c  engine,  4  c  hand  ex.,  1  h.  and  L 
truck,  1  hose  wagon,  1  hose  carriage;  hose,  rub- 
ber, good,  600  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  $2,600;  value  of  bldgs..  18,000;  total 
mem.,  60  volunteers;  underwriters  rating,  third 
dasB. 

Watss  Supply— Source,  wells  and  cisterns,  in 
business  center;  system,  gravity  pump  to  res.  and 
direct;  stdp.  cap.  86,000  gals.,  dim.  11  x  48,  ma- 
terial used  in  cons,  steel,  orick  and  stone;  quality 
of  water,  good;  res.  cap.  S^OOO  gals.,  located  near 
well;  2  pumping  engines;  mains,  cast  iron,  6^ 
miles,  4,  6  and  8  in.  dia.;  63  hydrants;  26  valves; 
meters,  total  number,  76,  Trident,  owned  by  con- 
sumer; 77  services;  pipe,  g^l^*  and  cast  iron; 
pressure,  dom.  60  lbs.,  fire  160  lbs.:  cost  to  con- 
struct, $35,000;  bonded  debt,  $29,000:  int.  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $1400;  works 
belong  to  city. 

ALBION,  pop.  1,162;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  8  stories,  pri. 
vate,  brick  and  wood,  8  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  hand  engine. 
1  h.  and  1.  truac;  hose,  cotton,  ruober  lined,  good 
600  ft.,  rubber,  good,  300  ft.;  total  hose.  800  ft.: 
value  of  bldgs.,  $200;  ann.  exp.  of  dept.,  $60;  total 
mem.,  10  volunteers. 

Watbx  Supply — Source,  wells  and  cisterns,  cap. 
36,000  gals.;  system^  pump  to  stdp.;  stdp.  cap. 
80,000  gals.;  1  pumping  engine,  constructor  Olds; 
mains,  4^  miles:  29  hydrants,  Ludlow;  meters, 
total  number  140;  160  services;  pressure,  dom. 
69  lbs.,  fire  69  lbs.;  consumption,  per  day  60^000 
gals.,  per  capita  45  gals.;  cost  to  construct,  $20,000; 
ann.  cost  of  mtce.,  $800;  works  belong  to  city. 

ALEDOj  pop.  2,860;  mercantile  bldgs..  brick,  2 
stories,  private,  wood,  1^  stories;  wooaen  roofs 
not  permitted.  Fire  dept.— 1  hand  engine,  1  c 
engine,  1  h.  and  1.  truck,  2  hose  carriages;  hose, 
rubber,  good,  2,000  ft.;  fire  alarm,  bell  and  whistle; 
total    mem.,   34   volunteers. 

Wates  Supply— Source,  artesian  wells;  1,460 
ft.  mains. 

ALEXIS,  pop.  916.  Fire  dept.-~l  hand  engine, 
1  h.  &  1.  truck,  8  hose  carta;  hose,  960  ft;  total 
mem.,  8Q. 

WATsa  Supply— Source,  wells;  in  business  cen- 
ter; system,  pump  to  res.;  res.  cap.,  60,000  gals.; 
1  pump,  cap.,  100  gals  per  min.;  mains,  2  miles; 
10  nydrants. 

ALTAMONT,   pop.    l,60a    Fire    dept.— 1    hand 
enffine,  1  h.   &  1.  truck,  1  hose  cart;  fire  alarm, 
befl;    total    mem.,    26    volunteers;    underwriters 
rating,  third  class. 

WATsa  SvppLT— Source,  dsterns  and  wells. 

ALTON,  pop.  17,000;  fire  area,  2,600  acres;  mcr- 
cantile  bldgs.,  brick,  2  to  4  stories;  private,  brick 
and  wood,  1  to  8  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 6  c. 
hand  ex.,  2  h.  &  1.  trucks,  3  hose  wagons,  4  hose 
carriages,  9  horses;  hose,  rubber  lined,  good,  3,300 
ft.;  fire  alarm,  Gamewell,  14  boxes;  value  of  dept. 
equipment,  $14^000;  value  of  bldgs.,  $10,000;  ann. 
exp.  of  dept.,  $8,600;  total  mem.  9,  paid  full  time 
8,  part  time  1;  underwriters'  rating,  first  class. 

WAYsa  Supply— Source,  1  mile  from  business 
center;  svstem,  gravity  and  pnmp  to  stdp.;  stdp. 
cap.  1600,000  gals.,  cons,  steel;  filtration  systens. 
New  York:  quality  of  water,  good;  8  pumping 
engines,  Allis,  Murray,  Carpenter,  class  comp., 
cap.    per   day   10,000,000  gals.;   1   comp.    Laidlaw- 


Dunn-Gordon    pump,   cap.   1,600,000  gala.;   2    new 


new  con- 
cast   iron,. 

22  miles,  4  to  18  in.  dia.;  260  hydrants,  Ladlow; 

110   valves.   Ludlow;   860  meters,   owned   by    Co.; 

pressure,  aom.  106  lbs.,  fire  166  lbs. 

ALTONA,  pop.  683.  Fire  dept.— 1  hand  engine, 
9  c  hand  ex.,  1  h.  &  L  truck;  tire  alarm,  bell;  to- 
tal mem.,  30. 

Watek  Supply— Source,  wells  and  cisterns. 

AM  BOY,  pop.  2,800:  fire  area.  640  acres;  mer- 
cantile bldga.,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted.  Fire  dept. — 1  steamer,  8 
hose  reels;  hose,  cotton,  rubber  lined,  good,  2,001^ 
ft;  fire  alarm,  bell;  wue  of  dept  equipment, 
$6,000;  value  of  bldgs.,  $4,000;  ann.  exp.  of  dept, 
$1,000;   total  mem.  20,  paid  $16.00  per  yr. 

Water  Supply — Source,  wells;  system,  pump 
360  gals,  per  min.  to  res.;  stdp.  cap.,  61,000  gals.; 
res.  cap.,  50,000  gals.;  mams,  1^  miles,  6  to  8  in. 
dia.;  16  hydrants,  Michigan  Brass  and  Iron  Works; 
pressure,  dom.  45  lbs.,  fire  85  lbs.;  cost  to  con- 
struct, fI5,000;  ann.  cost  of  mtce.,  $1,000;  works 
belong  to  city. 

ANNA,  pop.  3,000;  fire  area,  600  acres:  mercan- 
tile bldgs.,  brick,  1  to  3  stories;  private,  brick  and 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  gas  engine,  Watrus,  1 
hand  engine,  26  c  hand  ex.,  1  h.  &  L  truck,  1  hose 
cart;  hose,  cotton,  rubber  lined,  good,  600  ft.; 
fire  alarm,  whistle;  value  of  dept.  equipment,. 
$2,000;  ann.  exp.  of  dept.,  $300;  total  mem.,  12. 

Watbx  Supply— No  water  works  system. 

ARCOLA,  pop.  1,996:  fire  area,  200  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  S  storiea,  pri- 
vate, brick  and  wood,  2  stories:  wooden  roofs  not 
permitted:  causes  of  fire  investigated;  fire  loss  lor 
1902,  $2,000;  ins.  for  same  time,  $6,000.  Fire  dept— 
1  c  engine,  1  h.  and  1.  truck,  8  hose  reels;  hose, 
cotton,  rubber  lined,  good,  2,400  ft. ;  fire  alarm,  bell 
and  whistle  rvalue  of  dept  equipment,  $1,600;  valve 
of  bldgs.,  $2,600;  total  mem.,  26  voiunteera;  un- 
derwriters' rating  third  class. 

Watxk  Supply— Source,  wells;  system, jptimp  to 
res.,  to  stdp.  or  direct;  stdp.  cap.  40,0w  galsw; 
res.  cap.  10CF,000  gals.;  pumping  engines,  cap.  per 
dav  260,000  gals.,  constructors  Deanc.  Wortb- 
ington;  mains,  4  miles  4  to  8  in.  dia.,  Ripley  ft 
Bronson;  84  hydrants,  Ripley  &  Bronaoa;  4 
valves,  Ripley  &  Bronson;  meters,  BufEalo;  IS^ 
services;  pressurej^om.  46  lbs.,  fire  70  Iba.:  eost 
to  construct,  $18,000;  int  paid  on  boada,  »  per 
cent;  ann.  cost  of  mtce.,  ^,000;  works  beaong  to 
city. 


ARLINGTON  HEIGHTS,  pop.  2,000;  fire 
700  acres;  mercantile  bldgs.  orick,  1  to  2  stories; 
private,  brick  and  wood,  1  to  2  atories;  wooden 
roofs  permitted  in  fire  srea;  causes  of  fires  in- 
vestigated; av.  fire  loss  for  past  8  yra.,  $1,006; 
av.  ins.  on  properties  bumea  during  same  pe- 
riod, $1,000.  Fire  dept— 1  c  hand  ex.,  2  hose 
carts,  1  h.  &  1.  truck ^  hose,  cotton,  rubber  lined, 
good,  1,600  ft;  inferior,  all  kinds,  200  ft;  tots! 
nose,  1,700  ft;  fire  alarm,  bell  and  whistle;  valve 
of  bldgs.,  $l,2iM;  total  mem.,  40. 

WATsa  Supply— Source,  lake.  1  mile  from  buai- 
ness  center;  res.  cap.,  100,000  gals.:  quality  of 
water,  good;  pump  cap.,  2O,O00>  gals,  per  hr.; 
mains,  6^  miles;  vJ  hydrants;  87  valvea;  meters, 
total  number  98,  makers  National;  preasure  dom., 
60  lbs. ;  fire,  98  lbs. ;  works  belong  to  village. 


ASHLAND,   pop.  IM.;   fire  area,    MO   a< 
mercantile  bldgs.,   brick,  1  to  2  stories:  wo« 
roofs  not  permitted  in  fire  area ;  combnstibles  ord. ; 
causes  of  fires  investigated.    Fire  dept.— 1  comb. 
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engine,  1  hand  engine,  1  c.  engine  on  wheels,  1 
comb.  c.  &  h.  wagon,  1  hose  cart;  hose,  cotton, 
rubber  lined,  good,  1,100  ft:  fire  alarm,  bell; 
value  of  dept  equipment,  11,000;  value  of  bldgs., 
S300;  ann.  exp.  of  dept,  $40;  total  mem.,  12  volun- 
teers. 

Water  Sufvly— Source,  wells  and  cisterns,  in 
business  center;  system,  pump  by  hand;  quality 
of  water,  good. 

ASHTON,  pop.  756.  Fire  dept.— 1  steamer.  1  c 
ensme,  1  h.  &  1.  truck,  1  hose  cart;  hose,  1,000  ft; 
fire  alarm,  bell. 

Watem  Supply— Source,  R.  R,  tank. 

ASSUMPTION,  pop.  2,800;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  stone,  1  and  2  stories; 
private,  wood.  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
hand  engine,  1  c.  engine  on  wheels,  1  h.  ft  1. 
truck,  1  hose  wason,  1  hose  cart;  hose,  cotton. 
rubber  lined,  good,  660  ft;  inferior,  all  kinds,  600 
ft.;  total  hose,  1460  ft;  fire  alarm,  whistle  and 
bell,  8  boxes;  value  of  dept  equipment,  $2,600; 
value  of  bldgs.,  $2,500;  ann.  exp.  of  dept,  $660; 
total  mem.  36,  paid  part  time. 

Water  Supply— Source,  wells  and  cisterns. 

ASTORIA  pop.  1,684.  Fire  dept— 1  comb.  li. 
&  1.  wagon;  nose,  600  ft;  volunteers. 

Water  Supply— Source,  artesian  wells;  system, 
pump  to  stdp.  and  res.;  stdp.  cap.,  85.000  gals.; 
res.  cap.,  112,000  gals.;  mains,  3  miles;  23  hydrants. 

ATLANTA,  pop.  1,270;  fire  area,  10  acres;  mer^ 
cantile  bldgs.,  brick,  2  stories,  private,  wood,  1  and 
2  stories;  wooden  roofs  not  permittea.  Fire  dept 
—1  h.  &  1.  truck,  1  hose  carriage;  hose,  linen, 
rubber  lined,  good  600  ft.;  total  mem.,  40  volun- 
teers. 

Water  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp  cao>,  46,000  gals.;  pumpmg  engmea, 
cap.  per  day  26,000  gals.,  constructor  Knowles: 
mains,  1%  miles,  1  to  5  in.  dia. ;  2  hydrants;  6 
valves;  pressure,  fire  16  lbs.;  cost  to  construct 
130.000. 

AURORA,  pop.  30,000;  fire  area,  7^  sq.  miles; 

mercantile  bldgs.,  stone  and  brick,  2  to  6  stories; 

private,    wood,  2  stories;   wooden   roofs  not   per- 

mitted;    fireworks  and  combustibles  ord.;   causes 

of    fires   investigated;   av.   fire  loss  per  yr.  for  2 

yrs.,     $9,664.01;    av.    ms.   for    same   time,   $318,802. 

Fire  dept— 1  steamer  in  reserve,  2  comb.  c.  &  h. 

wagrons,  1   c.   engine,   10  c.   band   ex.,   1  h.   &  1. 

truck     in    reserve,    5o-ft.;    1    aerial    truck,   8   hose 

wagons,    13    horses;    hose,    cotton,    rubber    lined, 

good,    7,700   ft;    fire   alarm,    electric.   100   boxes; 

value  of  dept  equipment,  $23,300:  value  of  bldgs., 

$40,000;  ann.  exp.  of  dept,  $32,000;  total  mem.  SI, 

paid  full  time  27,  4  call  men;  underwriters'  rating, 

first    class. 

Watxr  Supply— Source,   wells,   1^   miles    from 
business   center;   system,   pump  to  stdp.  and  di- 
rect;   stdp.   cap.  226,000  gals.,   dim.  18  x  166,   lo- 
cated   600  ft  from  station,  material  used  in  cons. 
iron,    btiilders  Water  and  Gas   Construction  Co., 
Pittsburg,  Pa.:  quality  of  water,  good;  res.  cap. 
1,315,000  gals.,  located  aO  ft.  from  station ;  8  pump- 
ing  en^nes,  sizes  16  x  28  x  39, 14  x  22  x  18,  cap.  per 
day     6,000,000    gals.,    constructors    1    Nordberg,    2 
Deane;  mains,  cast  iron,  60  miles,  4  to  16  in.  dia.; 
5CS  hydrants,  Ludlow;  499  valves,  Ludlow;  meters, 
total     number  4,678,    Crown   4171,    Hersey    Rotary 
70,    Thomson  60,  Worthington  8,  Nash  226,  owned 
by   consumer;  4,578  services,  pipe,  lead  and  iron; 
pressure,   dom.   76H   lbs.,  fire  110  lbs.;  consump- 
tion   per  day,  1,800.000  nls.,  per  capita  66  gals.; 
cost    ta    construct  $600,000;  bonded  debt,  $130,000; 
int.    paid  on  bonds,  4  and  5  per  cent;  ann.  cost  of 
m tee.. S22,000;  works  belong  to  city. 

BARKINGTON,  pop.  1,162;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories,  pri- 
vate* vrood.  2  stones;  wooden  roofs  permitted;  no 
^reworks  ord.  Fire  dept— 1  h.  &  1.  truck.  1  hose 
carriaflre;  hose,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alairSSji  ^^^  *"^  whistle;  value  of  dept  equip- 
ment*  S8O0;  value  of  bldgs.,  $6,000;  ann.  exp.  of 
Jept.*    9^^  ^^^^  mem.,  U  volunteers. 

Watxr  Supply— Source,  wells,  at  business  cen- 
er:  system,  pump  to  res.  and  stdp.;  stdp.  cap., 
ifi  000  ir*I**»  ^^n-  ^  x  18,  material  used  in  cons. 
(teel;  QVi^i^  of  water,  good;  res.  cap.  40,000  gals., 
ocate<i    on  nill  H  mile  from  town:  1  compressor 


and  1  pump,  cap.  per  day  600,000  gali*t  construe- 
tors  StiUweil,  Bierce  and  Smith- Vane:  mains,  cast 
iTou,  7  miles,  4  to  6  in.  dia.;  60  hydrants;  10 
valves;  250  services;  pipe,  gal  v.  iron;  pressure, 
dom.  70  lbs.,  fire  90  lbs.;  consumption  per  day. 
lOu.OOO  gals.;  cost  to  construct,  $26,000;  bonded 
de)>t,  $7,600;  int  paid  on  bonds,  6  per  cent;  cost 
ot  rotce.,  $200;  works  belong  to  dty. 

BARRY,  pop.  1,643;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick,  2  stories,  private,  wood,  1 
and  2  stories;  wooden  roofs  not  permitted,  rira 
dept.— 1  c.  engine,  1  hand  engine,  2  c.  hand  ex.,  1 
h.  &  1.  truck,  2  hose  carriages:  hose,  cotton,  rub- 
ber lined,  good,  2,000  ft.;  total  mem.,  volunteers. 

Watbk  Supply— Source,  wells;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  1,300  obis.;  pumping 
engineS|  cap.  per  hour  400  bbls.;  mains,  1  mile* 
4  to  6  m.  dia.;  7  hydrants;  pressure,  fire  40  lbs.; 
cost  to  construct,  $20,000;  ann.  cost  of  mtce.,  $600; 
works  belong  to  dty. 

B  ATA  VIA,  pop.  8,871;  fire  area,  8,000  acres; 
mercantile  bldgs.,  wood  and  stone,  3  stories,  pri- 
vate, wood  and  stone,  2  stories;  wooden  roofs  per- 
mitted. Fire  dept.— 3  hose  carriages:  hose,  cotton, 
rubber  lined,  good,  2,200  ft.;  fire  alarm,  whistle; 
value  of  bldgs.,  $600;  value  of  dept  equipment, 
$1,800;  total  mem.,  30  volunteers. 

Watsk  Supply— Source,  wdl,  1)4  miles  from 
business  center:  system,  pump  to  stop,  and  direct; 
stdp.  cap.,  600,000  gals.,  builders  Corbett  &  Sud- 


Icr;  2  res.,  cap.  100,00  gals,  each;  2  pumping  en-. 
gines,  cap.  per  day  1,600,000  gals.,  constructor 
Worthington;  mains,  26  miles,  4  to  10  in.  dia.;  91 


hydrants,  Pratt  &  Cady,  Ludlow  and  National; 
meters,  total  number  1,700,  Worthington  600,  Buf- 
falo 900,  Hersey  100,  Pittsburg  200.  owned  by  Co.; 
2,500  services;  pressure,  dom.  65  lbs.,  fire  125  lbs.; 
cost  to  construct,  $500,000;  works  belong  to  city. 

BEARDSTOWN.  pop.  6,200;  fire  area,  860  acres; 
mercantile  bldgs.,  onck,  2  and  3  stories:  private, 
brick  and  wood,  1^  and  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 
1  hand  engine,  6  c.  hand  ex.,  3  hose  carts;  hose, 
cotton,  rubber  lined,  good,  550  ft.;  rubber,  good, 
2,500  ft;  total  hose,  3,050  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  $4,000;  value  of 
bldgs.,  $1,000;  ann.  exp.  of  dept,  $500;  total  mem., 
50  volunteers. 

Watbk  Supply— "Source,  wells,  1  mile  from  busi- 
ness center:  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  40,000  gals.;  pumping  engines,  cap.  per 
day  1,000,000  gals.,  constructor  Worthington; 
mains,  cast  iron,  14  miles,  4  to  8  in.  dia.,  Dennis 
Long;  72  hydrants.  Chapman;  S50  services;  pres- 
sure, dom.  40  lbs.,  fire  125  lbs.;  cost  to  construct, 
$50,000;  int  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $4,000;  works  belong  to  city. 

BELLEVILLE,  pop.  17,484;  fire  area,  6  sq. 
miles;  mercantile  bldgs.,  bnck  and  stone,  1  to  a 
stories,  private,  brick,  1  to  8  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 2  steamers,  2  c  hand  ex.,  1  h.  &  L  truck,  4 
hose  carriages,  9  horses;  hose,  cotton,  rubber 
lined,  good.  4i00  ft. :  inferior,  all  kinds,  1,100  ft ; 
total  hose,  6,600  ft.;  fire  alarm,  bell  and  telephone, 
20  boxes;  value  of  dept.  equipment,  $20,000;  value 
of  bldgs.,  $12,000;  ann.  exp.  of  dept,  $10,000;  total 
mem.,  16,  paid  full  time;  underwriters'  rating,  first 
cl»ss. 

Water  Supply— (New  plant  established  in  1906). 
Source,  wells,  l\i  miles  from  business  center; 
system,  pump  to  res.  to  stpd.  and  direct;  stpd. 
cap.  600,000  gals.,  dim.  26  x  120,  material  used  in 
cons,  iron;  quality  of  water,  good;  res.  cap.  600- 
000  gals.,  located  at  station:  2  pumping  enffines, 
class  simple  and  triple  cond.,  cap  per  day  4,000,- 
000  gals.,  constructor  Worthington;  mains,  cast 
iron,  60  miles,  4  to  20  in.  dia.;  310  hydrants, 
Scott;  meters,  total  number  1,600.  Buffalo  800, 
Hersey    100,    Worthington    Disc    3u0.    owned    b] 


company;  2,200  services;  pipe,  galv.  iron  and  lead; 
pressure,  dom.  40  lbs.,  fire  100  lbs. ;  consumption 
per  day  800.000  nils.,  per  capita  32  gals.:  cost  to 
construct,  $600,000;  bonded  debt  $250,000;  int. 
paid  on  bonds,  6  per  cent;  works  belong  to  com- 
pany. 

BEULD,  poo.  1,200.    Fire  dept— 1  comb.  c.  &  h. 
engine;  hose,  250  ft. 
WATER  Supply— Source,  wells  and  cisterns. 


B^2 
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BELVIDERE,  pop.  9,600;  fire  area,  1,300  acres; 
mercantile  bldgs.,  brick,  1  to  4  atories;  private, 
wood,  2  ttoriea;  wooden  roof  a  not  permittea  in  fire 
area;  fireworka  and  combuatiblea  ord.;  causet  ol 


c  ft  b.  waffons.  6  hortea;  boae,  cotton,  rubber 
lined,  goodT  l»oOO  ftj  alarm,  telephone;  value 
of  dept.  equipment,  |t,000;  value  of  bldgs.,  |12,- 
000;  ann.  exp.  of  dept.,  |7,881;  total  mem.  8,  paid 
full  time. 

Watsk  Supply— ^urce,  wells:  svatcm,  pump  to 
itdp.  and  direct;  itdp.  cap.  186,000  gala.,  builder 
G.  C.  Morgan;  rea.  cap.  600,000  gala.;  2  pumping 
enginea.  diaa  dup.,  aiae  10  x  10^  x  10,  cap.  per 
day  2,000,000  gala.,  conatructora  Deane  &  Gomd: 
mains,  cast  iron,  28  miles,  4  to  10  in.  dia^j  198 
hydranta.  Wood  ft  Corey;  100  valves,  Eddy; 
meters,  total  number  76^  Crown,  Union,  Heracy 
Rotary,  Worthington,  Buffalo,  Trident,  Naah, 
Westinghouse,  owned  by  consumer:  IJISO  acnricca. 
pipe,  galv.  iron;  pressure,  dom.  TO  lbs.,  fire  100 
to  126  lbs. ;  consumption,  per  day  760^000  gals.,  per 
capita  107  gals.;  cost  to  construct,  |126,000;  ann. 
cost  of  mtce.,  $6,000;  works  belong  to  city. 

BEMENT,  pop.  L484j  fire  area,  20  acrea;  mcr- 
cantile  bldga.,  wood,  lyk  and  2  atories;  wooden 
roofs  not  permitted;  fireworka  and  combustibles 
ord. :  causes  of  fires  investinted.  Fire  dept.—!  c. 
hand  ex.,  1  h.  &  1.  truck,  1  hose  carriage,  hooks, 
ladders  and  buckets;  hose,  cotton,  rubber  lined, 
good  900  ft;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, 11,000;  value  of  bldgs.,  |600;  total  mem.,  28 
volunteers. 

Watbk  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  670.000  gals.,  builders  Fairbanka 
ft  Morse;  res.  cap.  40,000  gals.;  pumping  enginea, 
cap.  per  day  1,440.000  gals.:  mains,  2  miles,  4  to  8 
in.  dia.;  19  hydrants.  National;  meters,  total 
number  49,  National;  76  services;  pressure,  dom. 
48  lbs.,  fire  160  lbs.;  coat  to  construct,  118,000;  int. 

Slid  on  bonds,  6  per  cent.;  ann.  cost  of  mtoe., 
,000;  works  belong  to  village 

BENSON,  pop.  367.  Fire  dept.-6  c  ex.,  1  hose 
cart:  hose.  600  ft;  fire  alarm,  bell;  total  mem.,  Ifii 

Watbk  Supply— Source,  wells:  system,  pump  to 
stdp.  and  res.;  stdp.  cap.,  1.400  bbls.;  res.  cap., 
2,000  bbls.;  mains,  1%  miles;  16  hydrants. 

BETHALTO^  pop.  600:  fire  area,  640  acres.  Fire 
dept— 1  c.  engme,  1  h.  ft  1.  truck;  value  of  dept. 
'eauipment  11,200;  value  of  bldgs..  |600;  ann.  exp. 
of  dept,  1100;  total  mem.  20,  paid  part  time. 

WxTsa  Supply— Source,  wells. 

BLANDINSVILLE,  pop.  1,000;  fire  area.  200 
acres;  mercantile  bldgs.,  brick  and  wood,  1  and  2 
atories,  private,  wood,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept— 2  c.  eng^ines;  hose,  rubber,  good, 
660  ft;  underwriters'  rating,  fourth  class. 

Watbk  Supply— Source,  wells. 


causes  of  fires  investigated.  Fire  dept— 2  steam- 
ers, 1  in  reserve,  2  c.  engines,  8  c.  hand  ex.,  1  b.  ft 
truck,  4  hose  wagons,  16  horses;  total  hose.  7,000 
ft. ;  fire  alarm,  Gsmewell,  60  boxes ;  value  of  dept. 
equipment,  |^j^;  value  of  bldss.,  $48,000;  ann. 
exp.  of  dept.,  |28,000;  total  mem.  80. 

WATsa  SUPPLY— Source,  wells,  2  miles  from 
buslneaa  center:  system,  pump  to  stdp.  and  direct; 
res.  cap.  10,000,000  gala.;  stop.  cap.  76,000  gala., 
dim.  8x  200,  material  used  in  cons,  iron  and  brick; 
2  pumping^engines,  class  comp.  and  dup.^  cap. 
per  day  7000,000  gals.,  conatructors  Wortnmgton 
and  Blake;  mains,  iron,  4%  miles,  4  to  20  in.  dia.; 
412  hydrants;  266  valves;  meters,  total  number, 
8.000,  all  kinds:  8,400  services;  pipe,  lead;  preaaure, 
aom.  66  lbs.,  nre  100  lbs.;  cost  to  construct,  12001,- 
000;  cost  of  mtce,  $18,000;  works  belong  to  city. 


BLUE  ISLAND, 


6^114;  fire  area,  640  acrea; 


isi^UK  1SL.AIMU,  |K>p.  0^114;  Are  area,  mu  acrea; 
mercantile  bldrs.,  brick  and  wood,  2  storiea:  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustible  ord.;  cauaea  of  firea 
mvestigated.  Fire  dept— 1  steamer,  1  comb.  c.  ft 
h.  wagon,  1  e  engine,  1  e  hand  ex.,  1  b.  ft  L  tmck, 
hose,  cotton,  rubber  lined,  good,  1.100  ft.;  rubber. 


good   1,000   ft;    inferior,   all   kinda.   100   ft.;    fire 
alarm,  Gamewell,  17  boxea;  value  of  dept   equip- 
ment, $6J60;  value  of  bldga.,  $11,600;  ann.  exp.  of 
dept,  $646:  total  mem.,  22. 
Watbk  Supply— Source,  wella;  systcai,  pomp  to 


Mathews;  86  valves;  meters^  totu  number  75, 
Crown  and  National;  640  services;  pressure,  dom. 
60  lbs.,  fire  100  to  120  lbs.:  cost  to  construct*  (160.- 
000;  int  paid  on  bonds.  6  per  cent;  ann.  cost  of 
mtce,  ^0,000;  works  belong  to  town. 

BLUE  MOUND,  MACON  CO.,  pop.  l.OOO; 
mercantile  bldgs.,  brick,  stone  and  wood,  1  and  2 
stories;  private,  wood,  1  and  2  storiea;  w^ooden 
roofs  permitted  in  fire  area;  av.  fire  loss  per  yr., 
for  8  yrs.^  $8,000;  av.  ins.  involved  for  same  time, 
$1,000.  Fire  dept. — ^1  gasoline  engine,  1  hose  reel; 
hose,  906  ft.;  fire  alarm,  telephone;  value  of  dept. 
eouipment  $1,000. 

Watsr  Supply — Source,  well,  near  to  biaainess 
center;  system,  stdp.;  stdp.  cap.,  80,000  gals.;  dim.. 
16  X  60;  material  used  in  construction^  wood  and 
brick;  quality  of  water,  good;  2  pumping  engines, 
cap.  per  day  460,000  p^als.,  constructors  American 
Steam  Pump  Co.;  mains,  wood  and  iron,  2  miles. 
4  to  12  in.  dia.;  32  hydrants;  18  valves;  owned  by 
town;  pipe,  wood  and  cast  iron;  pressure*  dom. 
30  lbs.,  nre  45  lbs.;  consumption  per  day,  18,000 
gals.;  cost  to  construct  $4,000;  cost  of  mtce.,  $400; 
works  belong  to  city. 

BRACEVILLE,  pop.  1,200;  fire  area,  40  acres; 
jnercantile  bldgs.,  wood  and  brick,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofa  per- 
mitted. Fire  dept— 2  stationary  direct  pumps*  1  c 
engine,  1  h.  ft  L  truck,  2  hose  carriagea,  1  c  en- 

fine;  total  hose,  1,400  ft;  fire  alarm,  bell;  value  of 
Idgs..  |l,00O;  ann.  exp.  of  dept,  $800;  total  menu, 
6,  paid  full  time. 

Watsk  Supply— Source,  wells;  sivtem,  pump 
direct;  res.  cap.,  16,160  gals.;  pumping  engines, 
cap.  per  day  1,728.000  gals.,  constructor  Deane: 
mains,  1^  miles,  4  in.  dia.,  Staps;  IS  hydrants: 
pleasure,  fire  100  to  126  Iba.:  cost  to  ooostraet 
111,600;  ann.  coat  of  mtoe.,  $1,476;  works  belong  to 
city. 

BRADFORD,  pop.  778.  Fire  dept— 24  c  hand 
ex..  1  h.  ft  1.  truck :  hose,  1,000  ft 

Watss  Supply— Source,  wells:  tank  cap.,  lOO^- 
000  gals.;  mains  to  tanka,  cap.  »,000  gala. 

BRAIDWOOD,  pop.  2,500;  mercantile  bldgs.. 
wood  and  brick,  1  and  2  storiea;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.:  causes 
of  fires  inveatiffsted.  Fire  dept— 1  e.  engme,  1  c 
hand  ex.,  1  h.  ft  L  truck.  1  hose  cart;  hose^  cotton, 
rubber  hned.  good  l,¥»  ft.;  fire  alarm*  8  Game- 
well  telegraph  nre  balls ;  value  of  dept  equipment 
$5,000;  value  of  bldgs.,  $1,000;  ann.  exp.  of  dept. 
$300;  total  mem.,  24  volunteers;  underwriters' 
rating,  third  class. 

Wates  Supply— Source,  wells,  600  ft  from  busi- 
ness center;  system,  pump  to  rea.;  quality  ol 
water,  good;  rts.  cap.,  12,200  gals.,  located  within 
600  ft  of  business  center;  2  pumpixie  engines,  cip. 
per  day  18,000  gals.,  constructor  Boland;  mains, 
wrotight  iron,  6  miles,  2  to  6  in.  dia. ;  21  hydrants : 
6  valves;  60  services;  pipe,  galv.  iron;  pressure, 
dom.  6  lbs.,  fire  80  lbs.;  consumption  per  day. 
30,000  gals.;  cost  to  construct,  $16,000;  works  b«^ 
long  to  city. 

BREESE,  pop.  8,000;  fire  area,  2,000  acres;  mer- 
cantile bldgs.,  brick,  wood  and  concrete,  1  to  S 
stories;  private,  brick  and  wood,  1  to  2  stories: 
wooden  roofs  permitted;  fireworks  and  cooi- 
bustibles  ord.;  causes  of  fires  investigated;  av.  fire 
loss  per  vr.  for  past  8  yrs..  $200.  Fire  dept— I 
steamer,  2  hand  engines,  1  n.  ft  1.  trudc*  8  hose 
reels;  pump  pressure  126  lbs.;  total  hose*  1J600  ft; 
fire  alarm,  bell;  value  of  dept  equipment  $8,066; 
value  of  dept.  bldgs.,  $1,000;  total  mem.  »  volun- 
teers; new  apparatus,  1  hose  reel,  600  ft  cotton 
hose;  underwriters'  rating,  second  class. 

Watss  SupPLY-^Source,  creek,  1  miles  from 
business  center;  system,  electric;  tank  cap.  46;6$l 
gals.,  dim.  16  ft  high,  material  used  in  coos 
wooa  and  iron  frame;  quality  of  water,  gtKMl;  res. 
cap.  40,000  gals.;  electric  pumping  engine,  cap. 
per  day  1,000,000  gala.;  mains  iron,  6  nmea,  8  is. 
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dia.;  fiO  bTdrsnts;  pTCKarc.  dom.  DO  lbs.;  r 
tion  per  dir.  £,aM),DOa  B>la.;  coit  to  c 
m.OaO;  boDilcd  debt.  I8G.00O;  int.  paid  o 


BROOKLYN. 


■^^r?."^ 


!    cam;    hotc,   Ml   t 


pamp;  11  hy- 


toUl  mem.  X. 
orFLY— Artnlin  well 
arami:  muni.  1,EO0  It. 

BUDA,  POD.  STL  File  dnil.— t  hmc  cwti,  1 
rantroUitig  Doulei,  1  h.  A  r  truck:  boie,  l.tGO 
h.  ZM-in. 

W;>TH  ScTPLT — Source,  iprlngi;  sritem,  pump 
direci;  atdp.  cap..  <D,000  sila.;  maim,  IH  mile*: 
1»  hrdruU. 

BUNKER  HILL.  pop.  tm;  fire  area,  I  Uochai 
■MTcantile  bide*.,  brick,  1  and  1  (toriei;  print*, 
(tone,  brick  and  wood,  IH  Roiiei;  wooden  root* 
oat  permitted;  combiwdbk*  onL;  cauaca  ot  fire* 
iDTeMinted;  fire  lou  (or  IKR,  WR;  in*.  lor  aamt 
time,  fll,OM     Fir*  dept.— 1  hud  engine,  I  c.  cD- 

fne,  C  c.  hand  ex^  1  h.  A  L  track,  1  hoae  wuoa, 
boM  carrian,    1  horiH;    hoae,    eotton,    rabbcr 


ft-i  rubl     .  , 
a,  EO  ft :  total  hoae,  * 

t  b1d^,*»0:~i 


- t  carrfauc    1  bonea;    hoae,    

liacd,  iMid  7W  ft;  rubber,  food  MO  ft:  inferior, 
~  'indi,  EO  ft;  total  hoae,  HOft:  '        ' 


Kuj  total  mem.,  tJ  nilanieeri;  Hu^  Speir,  chief: 

WaTH  Snrrr.T-Sourtt.    welli  and  dttersi. 

BUSHNELL^  pop.  t«0:  mercaotik  bldn.,  atone, 

brick  and  wood,  Z  atoriea;  priTite,  wood,  1  atorie*; 

wooden  roof*  not  permitted;   fireworka  and  com- 

bnatibk*  ord.;   canaea  of  firea  iBveatinled.     Fin 

deM.-'S  c.  band  ex.,  1  L  A  L  track,  1  hoae  wagon, 

I  hoae  carrdt**;  ho*^  robber,  good  1,B00  ft;  fire 

alirm.  belU  value  of  de^  equipment,  B,SOO;  nlDe 

□f    bldn^.   tMOO;    ann.   txp.    ol   dept.,  «D:   total 

men.    K,    paid    pari   time;    underwriteri'    rating, 

third    ciaai. 

WATaa  Sorrt-T— Soorce,    weili,    t    blocki    from 

r^';°*'5p°*=»" '"^*^'»-^™™'  ^*  ^1  m^terJl 

n^^A      in     i-nnm       hr!..1i-      anA      ir^JX'     quglitj      of     WltCr  j 


imping  eoj 


BYBON.  pop.  IpOIB;  fire 

tile    bidgi..    itone    and    h . 

bldsa.,    wood.   2   storiea;    wooden   r 


ta. 


I  of  firei  inveitigated;  it.  fir*  loM  per  tt.  for 
,  16,000;  av.  ina.  for  (tnw  time,  tOit  Kre 
-1  e.  engine.  12  c.  hand  ejt.,  lb.  k  L  track. 


enai. 

i;  boob  cotton,  rubber  lined,  good  IJiOO 
L  bell;  ralue  of  dept  eqolpment, 
{  bidga.,  tl,DOD;  total  ntm.,  SO  toI- 


0  ft;  fire  *[an 


1  h.   &  L   track; 
•1  TOl- 


[;  total  n 


Watbi  SurFLT— Source,  well*;  aTatem.  direct 
pressure,  pnmp  to  itdp.;  *tdp.  cap.,  10,000  gal*.; 
IS   li  yd  ran  I*. 

CABLE,  pop.  W7.  Fire  dept-1  comb.  e.  *  b. 
araffon,  1  band  cnflne,  1  hoae  reel;  hoie,  050  ft..' 
fire  ■I*ni>,  bell;  total  mem.,  10. 

Wat«b  SnprLr— Sonre*.  well*. 

CAIRO,  pop.  U,OH;  fire  area,  I,4D0  acre*;  oet- 
cantilc  bld«..  brick,  1  itoriei;  wooden  roofi  per- 
mitted f  fire  area;  fireworkl  (nd  combaitible* 
ord.  Fir*  dept.— 2  band  enginei,  1  h,  ft  I,  track, 
2  bate  wagoni,  t  boie  cart^  S  horsei;  hoie,  cot- 
ton rabbo-  lined,  good,  1,000  ft.;  rabber,  good, 
1.0*  ft. ;  inferior,  all  kindi,  1,S00  K:  toul  hoae, 
4,300     ft-i   fire   alarm,    telephooe;   value    of   dept 


Wjitia  SorrLT— Sauica,    riTcrj    pump    to    Mdp. 
and  direct;  Mdp.  cap.,  SOO,000  gala.:  pamping  es- 


of  mice,  ti0,00O;  work*  belong  to  to.  ' 

CAHBK1DG£,  pop.  IJOO;  fire  area.  I«  a 
nurcaotil*  bldgi.,  Iirlek,  1  "•*  i  «nri...  mi 
■rood,  t  Moriu;  wooden  r 


, r,  1  ho*e  waeon*; 

e.  toncn.  rubber  lined,  good,  IJEO  ft;  in- 
or.  all  kind*,  BOO  ft;  total  ho*c,  1,8G0  ft;  fira 
m.  Iidl  and  whlMle;  value  of  dept  equipment, 
W.  \-s)\x  of  btdn.,  tt.OOO;  ann.  exp.  of  dept. 
J:  \:-i.:\\  mem..  So  volunteer*. 
.■,T(ii  gpri-LT-Source,    well*,    1    blocki    from 

!!^"^l>"40,00d  gall.;  r'ei.  op.,  M,0o5'gali.:  pnmp^ 
FTieinri,  cap.  per  dav  Sffi.OOO  gata.;  mafau.  4 
ES,  4  i.>  16  in.  diB.;  SO  hvdranti.  Michigan  Bian 
■  2\i-  ^crrieei;  prcMUre,  dora.  45  Ibi.,  fire  i» 
•    "- ' ',   wood;    worki   belong  tv 


CAMP  POINT,  pop.  14n;  mercantile  bldg*., 
brick  and  wood.  1  and  2  atorie*:  private,  wood,  1 
and  1  atoriea;  wooden  rooli  permitted.  Fire  ilept 
—a  c  engine*,  1  h.  ft  1.  truck,  I  hand  eniineai 
hoae,  linea,  good,  XO  ft:  inferior,  all  kindt.IO  Ct: 
toUl  hoie.  Ao  ft 

Watii  SurtLi— Source,  well*  and  eiaterei;  S 
hand  pumping  enginei,  conatructor  Bumicr. 

CANTON,  pop.  f,Ge4;  fire  area,  ],«»  acrei, 
mereautile  bldgi.,  brick,  1  to  4  itoriei;  private, 
brick  and  wood,  1  and  2  atoriea.  Fire  dept— 1 
ateamer,  1  c.  engine,  400  c.  hand  ei.,  1  h.  A  1. 
truck,  1  hoie  cirt,  1  hoae  carriage.  8  hortel;  hoae, 
cotton,  rabber  lined,  good,  tifo  ft;  tire  alarm, 
electric;  value  of  dept.  equipment.  ftO.OOO;  vRlue 
of  bldgi..  tlS,000;  aan.  exp.  of  dept,  *t,8W;  total 
mem.   U.    paid   part   time  8,    T   call  men;    undec- 


buiine*!  center;  irtlem,  pump  to  rei.  and  ltd 
Mdp.  cap.  28,000  gals.,  dim.  It  »  40,  material  ui 

1,200,000*  gals.;' 3  pumping  engine*,  cap.  per  d 
800,000  gals.,  conatruclon.  Knowle.  andWorthii 
ton;  main.,  c.it  iron,  IT^i  milei.  4  lo  IS  in.  di 
160  bydnnti;   metera.  lolal   noinber.  1.000.  own 


wood:  wooden  roof*  pemi 

V.   fire  "*a"pCT    "."'for  I 
same.   lEOO.     Fire  dept— 1 


',  taool  i»; 


Watei  SurPLT— Source,    private    wella. 

CARBONDALE,  pop,  6.011;  fire  area  U  acre*; 
mercantile  bldgi.,  brick,  t  and  1  atorie*;  private, 
wood,  2  and  Z  itoriei;  wooden  roofi  not  per- 
mitted; fireworka  and  conbuBlIblci  ord.    Fire  dept 

rubber™Srd'  good'^BO? "S?."'  rubbCT.'  BOolt^vJ"^ 
of  depl.   equipment,  K.GOO;  total  mem..  16  volun- 

Wat»  Sctflt- Source,  wella;  pump  to  itdp.i 
*tdp.  cap,,  lOO.OOD  gals.:  res.  cap.  100.000  gala;  1 
1  double-alroke  Slilwell.Bierce-Smith-Viile  pump, 
cap.  750.000  gah.;  inline,  S  milei.  4  to  12  in.  dia.: 
40  hydrants, 

CARLINVILLH.  pop.  a,E08;  fire  ire*.  l.DOO 
acres;  mercantile  bldgi.,  brick.  1  to  i  atorie*;  pri- 


litied  in   fire  ■ 


orka  and    ( 


■ti  gated. 


...    of  fire*   ii _.._    . 

hanil   engine,  1  c.   en^ne  on  wheeli.   1  h.    ft   I. 
truck,  t    boie  carta;    hoie,   cotton,  rubber  lined. 
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good,  1,000  ft;  fire  alarm,  electric  and  bell;  value 
»f  dept  equipment,  13,000;  value  of  bldgt.,  13,500; 
total  mem.  31,  paid  piart  time  1,  24  volunteers. 

Watul  SurPLY— Source,  creek,  IV^  milea  from 
business  center:  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  75,000  gals.,  dim.  10  x  120,  located  near 
public  square,  material  used  iron  casts,  construc- 
tor W.  T.  Reader;  filtration  system;  cap.  of  plant, 
600,000  gals.;  gualitv  of  water,  good;  2  pump- 
ing engmes,  sizs  10  x  16,  cap.  per  day  2,000,000 
fals.,  constructor  Deane;  mains,  cement,  6%  miles, 
to  16  in.  dia.;  63  hydrants,  Ludlow;  35  valves, 
Dudley;  meters,  total  number  2,  Crown;  336  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  40  lbs.,  fire 
90  lbs.;  cost  to  construct,  $65,000;  bonded  debt, 
$63,000;  int.  pud  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $4,000;  works  belong  to  Co. 

CARLYLE,  pop.  2,500;  fire  area,  600  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  3  ftoriea; 
private,  brick  and  wood^  1  to  2  stories;  wooden 
roofs  permitted:  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  b.  &  1.  truck,  4  c 
hand  ex.,  3  hose  carts:  hose,  cotton,  rubber  lined. 

food,  400  ft;  rubber,  good.  600  ft.;   inferior,  all 
inds,  200  ft;  toUl  hose,  1,2()0  ft;  fire  alarm,  bell 
and  whistle. 

Water  SuppLT->Source,  1  mile  from  business 
center;  system,  pump  to  stdp.;  stdp.  cap.  75,000 
gals.,  materials  used  in  cons.,  ooiler  iron;  2  pump- 
ing engines,  class  comp.  dup.,  cap.  500,000  gals, 
each,  constructor  Deane;  mains,  cast  iron,  8  in. 
dia.;  pipe,  cast  iron;  works  belong  to  city. 

CARMI,  pop.  2,939;  fire  area,  700  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  and  2 
stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  h. 
&  1.  truck,  t  hose  carriages;  hose,  cotton,  rubber 
lined,  good  1,460  ft;  rubber,  good  80  ft;  inferior 
all  kinds.  860  ft;  total  hose,  2,380  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  $2,000;  value  of 
bldgs.,  $1,000;  total  mem.,  80  volunteers;  under- 
writers* rating,  second  class. 

Watss  Supply— Source,  river,  %  mile  from 
business  center;  system,  gravity  and  pump  to  stdp.; 
stdp.  cap.  200,000  gals.,  dim.  12  x  116,  builders 
Chicago  Bridge  Co. ;  2  pumping  engines,  cap.  per 
day  760,000  gmls.,  constructor  Deane;  mains,  7 
miles,  4  to  10  in.  dia.;  64  hydrants,  Morgan;  pres- 
sure, dom.  60  lbs.,  fire  60  lbs.;  cost  to  construct 
$87,000;  works  belong  to  city. 

CARROLLTON,  pop.  8,000;  fire  area,  tl  acres; 
mercantile  bldgs.,  brick,  1  to  8  stories,  private, 
wood,  2  stories;  wooden  roofs  not  permitted, 
causes  of  fires  investigated.    Fire  dept— 1  hand  en- 

fine,  1  h.  &  L  trudc,  2  hose  reels.  2  hose  carriages, 
horses;  hose,  cotton,  rubber  lined,  good.  1,100 
ft;  value  of  dept  equipment,  81,OuO;  value  of 
bldgs.,  $2,000;  total  mem.,  00  volunteers;  under- 
writers' rating,  second  dass. 

Wates  Supply— Source,  spring  4  miles  from 
business  center;  system^  gravity,  pump  to  stdp.: 
stdp.  cap.  27,000  gals.^  dim.  11  x  86,  materials  used 
in  con%  brick  and  iron,  builder  C.  G.  Morgan; 
quality  of  water,  good;^  res.  cap.  98,000  gals.,  lo- 
cated in  city;  8  pumping  engines,  can.  per  day 
2,060,000  gals.,  constructors  Deane  &  smith- Vaile 
Co.;  mains,  cast  iron,  10  miles,  4  to  8  in.  dia.;  48 
hydrants;  10  valves;  meters,  total  number  40, 
owned  by  city;  pressure,  dom.  46  lbs.,  fire  86  lbs.; 
works  belong  to  city. 

CARTERVILLE,  pop.  4,000;  fire  area,  400  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept. — 1  gasoline  cnffine,  1  c.  engine, 
15  c.  hand  ex.,  1  hose  carriage ;  nose,  cotton,  rub- 
ber lined,  good,  1,500  ft. ;  fire  alarm,  telephone  and 
whistle;    total    mem.,   30  volunteers. 

Watbk  Supply— Source,  wells. 

CARTHAGE,  pop.  2.800;  fire  area,  160  blocks; 
mercantile  bldgs,  brick,  1  to  3  stories,  private, 
wood,  2  stories:  wooden  roofs  not  permitted; 
combustibles  ord.;  causes  of  fires  investigated; 
Fire  dept— 1  c.  engine,  1  h.  &  1.  truck,  8  hose 
reels;  hose,  rubber,  good  1.000  ft,  inferior,  all 
kinds,  600  ft.;  total  hose,  1.600  ft;  fire  alarm,  bell; 
ann.  exp.  of  dept,  $600;  total  mem.,  56  volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
atdp.  and  direct;   stdp.    cap.    61,770    gals.,    dim. 


20  X  24;  res.  cap.  60,000  gsla.;  pumping  cncines. 
dup.,  cap.  per  day  600.000  gals.,  constnactor 
Knowlea;  mams,  wood  and  iron,  8%  miles,  4  to  6 
in.  dim.;  86  hvdrants;  meters,  totil  number  66, 
Buffalo,  owned  by  cmr:  75  scrvioea,  pipe,  galv. 
iron;  preasure^om.  80  lbs.,  fire  160  loa.;  cost  to 
construct,  $X),000;  int  paid  on  bonds,  6  per  cent; 
ann.  coat  of  mtce..  $600;  worka  belong  to  town. 


CASEY,  pop.  4,000;  fire  arcs,  640  acres;  n 
tile  bldgs,  brick,  1  to  4  stories;  private,  bri< 
wood,  1  to  2  atones;  wooden  roofs  not  per 


CASEY,  pop.  4,000;  fire  arcs,  640  acres;  mercan- 

brick  and 
permitted 
in  fire  area;  fireworks  and  combuatiblet  ord: 
causes  of  fires  investigated.  Fire  dept — ^1  c.  en* 
gine,  3  c.  hand  ex.,  1  h.  &  1.  truck,  hose  carriages; 
hose,  cotton,  rubber  lined,  good.  1,000  ft;  inferior, 
all  kinds,  600  ft;  total  hose,  1,600  ft;  fixe  alarm, 
whistle:  value  of  dept  equipment,  $1,800;  total 
mem.,  26  volunteers. 

Water  Supply— Source,  res.,  situated  %  mile 
from  business  center;  system,  gravity j  atdp.  cap. 
80,000  gals.;  dim.  21  z  84  ft;  material  used  m 
cons,  steel;  filtration  system;  class.  Duplex;  cap. 
per  day  300,000  gals.;  constructors  Deane  Broa.: 
mains,  cast  iron,  VA  miles,  6  to  8  in.  din.;  34 
hydrants;  12  valves,  owned  by  Co.;  pipe,  cast 
iron;  pressure,  dom.  75  lbs.,  fire  ft  lbs.;  per 
capita,  60  gals.;  cost  to  construct,  $18,000;  works 
belong  to  private  Co. 

CENTRALIA,  pop.  8,000;  fire  area,  80  acres: 
mercantile  bldgs.,  brick,  2  stories,  private  wood. 
2  stories;  wooden  roofs  not  permitted;  no  fire- 
works and  combustibles  ord.  Fire  dept — ^1  c  en- 
Sine,  72  c.  hand  ex..  1  hose  wagon  with  hooks 
er,  good  1,500  ft. ;  600  ft.  old  hose,  total  hose  2.<W 
ft.;  fire  alarm,  telephone:  value  of  dept  equip- 
ment $6,000;  value  of  bldgs.,  $6,000;  toUl  mem.. 
15,  paid  full  time  2,  volunteers  13;  underwriters' 
rating,    second   class. 

Watke  Supply— Source,  creek;  system,  pump 
direct;  2  pumping  engines^  class  comp.  dup.,  cap. 
per  day  2,000,000  gals.,  constructor  Deane;  mains. 
Is  miles,  4  to  12  m.  dia.,  Addyston;  101  hydrants; 
27  valves;  meters,  total  number  200;  preaaure,  fire 
80  lbs.;  cost  to  construct,  $42,000;  ann.  cost  of 
mtce.,  $2,000;  works  belong  to  city. 

CERRO  GORDO,  pop.  1,100;  mercantile  bldgs.. 
brick  and  wood,  1  and  2  stories,  private,  brick  and 
wood,  1  and  2  stories.  Fire  dept— 1  band  engine, 
2  hose  carts,  6  c.  hand  ex.,  8  ladders;  hose,  rubber, 
good  800  ft.;  value  of  dept  equipment,  $800;  total 
mem.,  40  volunteers. 

Water  Supply— Source,  cisterns  and  wells;  sys- 
tem,  pump  to  stdp..  stdp.  cap.  40,000  gals.:  2 
pumps,  cap.  50,000  gals,  per  day;  mains,  3%  milc«. 
4  to  8  in.  dia.;  41  hydrants;  pressure,  dom.  45  lbs,, 
fire  lOO  lbs. 


m 


CHADWICK.  pop.  606.    Fire  dept— 1  hose 
hose,  400  ft;  fire  alarm,  bell;  total  menu,  12. 

Watbs  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  1,700  bbls.;  6  hydrants. 

CHAMPAIGN,   pop.   16.000:    fire   area,  5^    sq. 

lies;  mercantile  bldrgs.,  brick  and  stone,  1  to  4 
stories;  private,  brick  and  wood,  2  stories;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  steamer.  1  c  engine  on 
wheels,  7  c.  hand  ex..  1  h.  &  1.  truck.  1  hose 
wagon,  1  hose  cart,  6  horses;  hose,  cotton,  rob- 
ber lined,  good,  3.000  ft.;  fire  alarm,  bell  and 
'phone,  10  boxes:  value  of  dept  equipment,  $!«>.- 
000;  value  of  blags.,  $20,000:  ann.  exp.  of  dept.. 
$9,000;  total  mem.  25,  paid  full  time  5,  paid  pan 
time  20. 

Water  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of 
water,  good;  res.  cap.  1,000,000  gals.,  located  at 
station;  4  pumping  engines,  class  dup.  and  trip^, 
cap.  per  day  5,000,000  gals.,  constructors  Worthing- 
ton  and  Gould,  Laidlaw-Dunn-Gordon,  cotnp. 
fly-wheel,  Myer  gear  pumping  eagine;  mams,  cast 
iron,  19  miles,  4  to  10  in.  dia.;  250  hydrants.  Lxt  j> 
low:  136  valves.  Ludlow;  meters,  total  numbcr 
2,500,  Crown  2,  Empire  10.  Hersey  Disc  10.  ThomTv 
son  10,  Worthington  6.  Buffalo  600,  Keystone  3^ 
Trident  900,  Lambert  26,  Nash  26,  owned  by  con- 
sumer; 3,100  services;  pipe,  a^t.  Iron;  pre$a\ire. 
dom.  35  to  40  lbs.,  fire  90  to  126  lbs.;  con$iurrt^«-r 
per  day  1,000.000  gals.,  per  capita  60  gals. :  bon-lr-i 
debt,  $150,000;  int.  paid  on  bonds,  5  per  cert: 
works  belong  to  Co. 
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CHARLESTON,  pop.  8,000;  fire  area,  40  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  2  stories; 
private,  stone,  brick  and  wood,  1  to  3  stones; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  inyestigated. 
Fire  dept.— 1  hose  and  chem.  comb,  wagon,  2  c. 
hand  ex.,  1  hose  wagon,  2  hose  carts,  2  horses: 
hose,  rubber  lined,  good.  17,000  ft. ;  fire  alarm,  bell 
and  telephone;  value  oi  dept.  equipment,  $4,000; 
value  of  bldgs.,  ISjfiOO:  ann.  exp.  of  dept.,  |2,000; 
total  mem.  10,  paid  full  time  3,  paid  part  time  7. 

Watik  Supply— Source,  riyer,  2V^  miles  from 
business  center;  system,  pump  direct;  res.  cap. 
4,000,000  gals.;  pumping  engines,  cap.  per  day 
8,000,000  gals.,  constructor.  Dean;  mains,  40  miles, 
4  to  12  in.  dia..  Dennis  Long;  98  hydrants,  Deane; 
MO  aenrices;  pressure,  dom.  26  lbs.,  fire  140  lbs.; 
cost  to  construct,  $60,000;  int  pj^d  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.,  $6,000;  works  belong 
to  city. 


mercantile 

vate,   wood, 

fireworks  and  combustibles  ord.  Fire  dept. — ^1  h.  & 

L  truck.  1  hose  wagon,  1  hose  reel;  hose,  cotton, 

rubber  lined,  good,  1,400  ft.;  fire  alarm,  bell;  value 

of  dept.  equipment.  $8,000;  value  of  bldgs.,  $3,000; 

total  mem.  16,  paid. 

Watbk  Supply— Source,  wells,  2  blocks  from 
business  center;  system  pump  to  stdp.;  stdp.  cap. 
80,000  gals.,  dim.  116  ft.  high,  material  used  m 
cons,  wood  and  iron;  quali^  of  water,  good;  2 
pumping  engines,  constructor  Gould;  mains,  21 
oIocKs,  6  to  8  in.  dia.;  23  hvdrants;  meters,  total 
number  46jiCrown.  owned  Sy  city;  cost  to  con- 
struct, $20,000;  works  belong  to  city. 

CHENOA,  pop.  1,600;  fire  area,  20  acres;  mer- 
cantile bldgs.,  bnck,  1  to  2  stories;  private,  wood, 
2  stories:  wooden  roofs  not  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  &  1. 
truck,  2  hose  wagons:  hose,  cotton,  rubber  lined, 
^ood,  1,280  ft.;  fire  alarm,  whistle;  value  of  depL 
equipment,  $1,200;  value  of  bldgs.,  $1,000;  total 
mem.,  10  volunteers. 

Watkk  Supply— Source, well,  2  blocks  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  60,800  gals.,  dim.  130  ft.  high,  material 
nsed  in  cons,  steel;  2  pumping  engines,  cap.  per 
day  201,000  Stls..  constructor  Gotud;  mains,  14 
miles,  4  to  8  UL  oia.;  60  hvdrants;  80  services,  pipe, 
lead;  pressure,  dom.  60  lbs.,  fire  67  lbs.;  consump 
rion,  per  day  26,000  gals.,  per  capita  17  gals.;  cost 
to  construct,  $26,000;  int.  paid  on  bonds,  6  per 
cent.;  ann.  cost  of  mtce.,  ^,000;  worics  belong  to 
city. 

CHICAGO,    pop.    1,970,000;    fire    area,    190    sq. 
miles;  mercantile  bldgs.,  brick,  iron,  tile,  4  to  20 
stories;  private,  brick,  2  to  4  stories:  wooden  roofs 
nat    permitted;   fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  fire  loss  in  1906,  $3,- 
873,444.    Fire  dept— 111  steamers,  4  comb.  c.  &  h. 
wagrons,  13  c  engines,  23  c.  hand  ex.,  34  h.  &  1. 
trucks,  ^  aerial  trucks,  1  comb.  h.  &  1.  truck,  10 
li.   &  L  trucks.  2  water  towers,  4  fire  boats,  113  hose 
^va^ons,    14    nose    reels,    12    supplv    wagons,    737 
horses;   hose,  cotton,   rubber  linea,   good,   168,000 
fU ;     rubber,    good,   14.000   ft. :   inferior,    all   kinds, 
2S,000  ftj^ total  hose,  296,676  ft.;  fire  alarm.  Game- 
well,    1,897  boxes;  value  of  debt,    equipment,  $1,- 
179,246:    value  of  bldgs.,  $1,756,019;   ann.   exp.   of 
dept.,  $3,102,861;  total  mem.,  1,800,  paid  full  time. 

Water  Supply— Source,  lake,  6  miles  from  busi- 
ness center;  system,  punm  direct;  88  pumping  en- 
fri^ies,  cap.  per  day  662,660,000  gals.,  constructors 
I  oily  f  Worthington,  AUis-Chalmers.  etc.;  mains, 
ca^t  iron,  2.073  miles,  4  to  48  in.  (ua.;  21,183  hy- 
draots;  17,424  valves;  meters,  total  number.  12,801, 
Cro-wn  689,  Nash  221,  Union  l5,  Empire  21,  Gem  63, 
rrident  181,  Hcrsey  656,  Hersey  Torrent  13,  Thom- 
son 114,  Worthington  543.  Buffalo  104,  PitUburg 
8^176,  Westinriiouse  1,  Ventura  1,  owned  by  con- 
fuxn^^^l  228,000  services;  pipe,  lead;  consumption 
ler  <lay,  486,954,473  gals.,  cost  to  construct,  $35,000,- 
«>0;    cost  of  mtce.,  ^,000,000;  works  belong  to  city. 

CTiriCAGO  HEIGHTS,  pop.  15,000;  fire  area, 
9SO  acres;  mercantile  bldgs.,  brick  and  wood,  1 
9  3  stories;  private,  brick  and  wood,  1  to  3  sto- 
ics ;  wooden  roofs  permitted  in  fire  area;  fire* 
^rics  and  combustibles  ord.;  causes  of  fires  in- 
cs^'^SLttd.    Fire  dept.— 1  comb.  c.  &  h,  wagon,  10 


c.  hand  ex^  8  b.  &  1.  trucks,  1  hose  wagon,  8  hose 
carriages,  8  horses,  1  supply  wagon;  hose,  cotton, 
rubber  lined,  good,  4,600  n. ;  fire  alarm,  Gamewell, 
27  boxes;  value  of  dept  equipment,  $10,600;  value 
of  dept.  bldgs.,  $8,000;  ann  exp.  of  dept,  $4,800; 
total  mem.,  Srr,  paid  full  time  4,  38  volunteers. 

Watir  Supply— Sotirce,  wells,  1-6  mile  from 
business  center;  system,  gravity;  quality  of  water, 
good;  2  pumping  engines,  cap.  per  day  8,000,000 
gals.,  constructors  StiUwell,  Bierce,  Vaile  &  Co.; 
mains,  cast  iron,  80  miles.  4  to  14  in.  dia.;  con- 
sumption per  day,  2,400,000  gals.;  bonded  debt, 
$869,000;  works  belong  to  city. 

CHICAGO  (NORTH),  poi).  5.000;  fire  area,  600 
acres;  mercantile  bldgs.,  brick,  1  to  2  stories; 
private,  brick  and  wood,  1  to  2%  stories;  wooden 
roofs  permitted;  causes  of  fires  investigated. 
Fire  dept— 2  c.  hand  ex.,  1  hose  wagon,  2  hose 
carriages,  2  horses;  hose,  cotton,  rubber  lined: 
total  hose,  2,700  ft.;  fire  alarm,  whistle  and 
telephone;  value  of  dept  equipment,  $4300;  value 
of  bldgs.,  $14,000;  ann.  exp.  of  dept,  $500;  total 
mem.,  12  volunteers;  underwriters  rating,  third 
class. 

Water  Supply— Source,  lake,  %  mile  from 
business  center;  system,  stdp.;  stop,  cap.,  90,000 
gals.;  material  used  in  cons.,  steel;  quality  of 
water,  fair;  2  pumps,  eng.  class  comp.  dup., 
Wortnington:  mains,  cast  iron,  10  miles,  6  to  12 
in.  dia.;  66  nydrants;  12  meters,  Trident,  owned 
bv  city;  150  services,  pipe,  iron;  pressure,  dom. 
50  lbs.,  fire  140  lbs.;  consumption  per  day,  235,000 
gals.;  works  owned  by  city. 

CHILLICOTHE,  i>op.  8,000;  fire  area,  2  mUes; 
mercantile  bldgs.,  brick,  1  to  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 2  c.  engines,  2 
hose  carts;  hose,  cotton,  rubber  lined,  good  600 
ft;  rubber,  good,  1,000  ft;  inferior,  all  kmds,  600 
ft;  total  hose,  2,000  It.;  fire  alarm,  electric  and  tele- 
phone, 8  boxes;  total  mem.,  10  volunteers. 

Water  Supply— Source, wells,  8  blocks  from  busi- 
ness center;  sj^stem,  pump  direct;  quality  oi  water, 
good;  2  pumping  engines,  class  dup.,  size  9  x  17, 
cap.  per  day  1,500,000  gals.,  constructors  Smedley 
Mfg.  Co. ;  mains,  oast  iron.  6^  miles,  4  to  8  in.  dia. ; 
61  nydranta,  Pflengar  &  Ringar;  20  valves,  Lud- 
low: 384  services:  pipe,  galv.  iron;  pressure,  dom. 
60  lbs.,  fire  100  lbs.:  consumption,  per  day  800,000 

Rls.,    per    capita    143    gals.;    cost    to    construct, 
),000;  ann.  cost  of  mtce..  $6,000;  works  private. 

CHRISMAN,  pop.  1,500:  fire  area,  640  acres. 
Fire  dept.— 2  reels  and  ladder  truck;  hose.  1,000 
ft;  value  of  equipment,  $1,350;  value  of  oldgs., 
$300;  total  mem.,  14  volunteers. 

Water  Supply— Source,  wells;  s^rstem,  stdp.; 
number  of  pumps,  2.  constructor  Fairbanks-Morse 
Co.,  cap.  per  day  100,000  gals.;  26  hydrants;  16 
valves  mains,  11,606  ft ;  pressure,  dom.  60  lbs.,  fire 
150  lbs.  direct;  cost  to  construct,  $21,000;  bonded 
debt,  $21,000;  int  paid  on  bonds,  o  per  cent; 
works  belong  to  city. 

CISSNA  PARK,  pop.  700;  fire  area,  80  acres. 
Fire  dept— Volunteer. 

Water  SupPLY-^ource,  wells;  system,  pump  to 
stdp.;  4-in.  mains,  3  miles;  22  hydrants;  cost  to 
construct,  $14,000;  bonded  debt,  ^00;  works  be- 
long to  city. 

CLAYTON,  pop.  996;  fire  area,  120  acres;  mer- 
cantile bldgs.,  brick,  1  and  2  stories,  private,  wood, 
1  and  2  stories:  wooden  roofs  not  permitted:  fire« 
works  and  combustibles  ord.:  causes  of  fires  inves- 
tigated. Fire  dept— 1  hand  engine,  12  c.  hand 
ex.,  4  ladders,  1  nose  carriage;  hose  cotton,  rub- 
ber lined,  good  400  ft ;  rubber,  good  200  ft. ;  total 
hose,  600  ft. ;  fire  alarm,  bell ;  value  of  dept  equip- 
ment, ll»600;  value  of  bldgs.,  $400;  ann.  exp.  of 
dept,  $200;  total  mem.,  30  volunteers. 

WATER  Supply— Source,  wells  and  cisterns,  in 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  11,500  gals.,  dim.  14  x  10;  2  pumping  en- 
gines, cap.  per  day  75,000  gals.,  constructor  Deane; 
mains,  8  blocks,  4  in.  dia.;  8  hydrants,  Ette, 
Morgan,  Eclipse;  pipe,  galv.  iron;  pressure,  dom. 
35  lbs.,  fire  75  lbs.;  cost  to  construct,  $5,000;  ann. 
cost  of  mtce.,  $100;  works  belong  to  Co. 

CLINTON,  pop.  5,766;  fire  area.  1,200  acres; 
mercantile  bldgs.,  brick  and  stone,  2  to  8  stories; 
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]>ri¥ate,  brick  and  wood,  1  to  2  stories;  woodea 
roofs  not  pennitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  inyestigated. 
Fire  dept.— 1  h.  &  L  truck,  6  c.  hand  ez^  S  hose 
carts:  hose,  cotton,  rubber  lined,  good,  1,600  ft; 
mfcnor,  all  kinds,  1,000  ft;  total  hose,  2,600  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment Sfi^*  ▼*!<>*  of  bldgs.,  16,000;  ann.  exp.  of 
dept,  1800:  total  mem.,  20  Tolnnteers. 

Watir  SupPLT-^Source,  well,  H  mile  from  busi- 
ness center;  system,  pump  to  res.  and  direct: 
quality  of  water,  good;  res.  cap.,  1,000.000  gals. jr2 
pumpmg  engines,  class  dup.,  cap.  per  day  1,OOOjOOO 

rls.,  constructor  Deane:  mains,  cast  iron,  8  miles, 
to  10  in.  dia.;  80  hydrants;  60  tsIycs;  meters, 
total  number  700;  610  services;  pipe,  galv.  iron 
and  lead;  pressure,  dom.  40  lbs»  fire  100  to  llO 
Iba.;  consumption  per  day,  260,000  gala.:  cost  to 
construct,  160,000;  bonded  debt,  110,000;  int  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $8,000;  woito 
bdong  to  city. 

COAL  CITY,  pop.  2,607;  fire  area,  000  acres; 
mercantile  bldgs.,  wood  and  brick,  1  and  2  stories, 
private,  brick  and  wood,  1  story;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  2 

rs.,  2800.  Fire  dept— 1  steamer,  1  nand  engine, 
h.  ft  1.  truck,  2  hose  reels;  hose,  cotton,  rubber 
lined,  good  1,800  feet;  rubber,  good,  600  ft.;  total 
hose,  1^800  ft:  fire  alarm,  bell  and  whistle;  value 
of  bldgs.,  16.000;  ann.  exp.  of  dept,  1600;  total 
mem.,  88,  paid  part  time:  Robert  Wharrie,  chief; 
underwriters'  ratinor.  third  class. 

Watsk  SuppLT—Source,  wells;  •T't^i.  pump  di- 
rect; 1  pumphig  engine,  cap.  pa*  day  200^00  nls., 
constructor  Knowles;  mains,  iron.  1%  miles,  9  in. 
dia.;  18  hydrants;  pressure,  ntt  lOO  lbs. 

COLCHESTER  pop.  1,886;  fire  area,  12  blocks; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood,  1 
and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated.   Vin  dept— 1  c  engine,  1  h.  ft  L  truck* 


Watir  Supply— Source,  wells. 


COLFAX,  pop.  1,600;  fire  area,  2  acres;  mercan- 
tile bldgs.,  brick,  1  to  2  stories;  private,  wood,  1  to 
2  stories;  wooden  roofo  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  past  8  yrs., 
$1,000.  Fire  dept— 2  c.  engines,  10  c  hand  ex., 
2  h.  ft  L  trucks,  1  hose  carriage;  fire  alarm,  bell. 
1  box:  value  of  dept  equipment,  $1,000;  value  of 
dept  bldgs.  $600;  ann.  exp.  of  dept,  $200;  volun- 
teers. 

Water  Supply— Not  reported. 

COLLINSVILLE,    pop.    8,600;    fire    area^    700 
itcs;  mercantile  bldgs.,  orick,  2  stories;  private. 


wood,  1  and  2  stories;  wooden  roofs  not  permitted. 
Fire  dept— 2  hand  engines,  1  h.  ft  1.  truck,  4  hose 
carriages;  hose,  cotton,  rubber  lined,  good  1,600 
ft;  rubber,  good  600  ft;  total  hose,  2,000  ft.;  fire 
alarm,  bell;  value  of  dept  equipment,  $i,000;  value 
of  bldgs.,  $000;  ann.  exp.  of  dept,  $800;  total  mem., 
28  volunteers;  underwriters'  rating,  second  class. 

Watir  Supply— Source,  well;  system,  pump  to 
res.,  to  stdp.  and  direct;  stdp.  cap.  70,000  gala., 
dim.  10  X  120^  res.  cap.  80,000  gals.;  2  pumnAng  en- 
gines, class  comp.  dup.,  cap.  per  day  1,600,000  gals., 
constructor  Deane;  mains,  12%  miles,  4  to  10  in. 
dia.;  98  hydrants.  Empire;  meters,  total  number 
800,  Hersey,  owned  by  consumer;  50  services;  pipe, 
galv.  iron;  pressure^  dom.  68  lbs.,  fire  68  lbs.;  con- 
sumption, per  day  oWjOOO  gals.,  per  capita  10  sala. ; 
cost  to  construct,  $40,000;  mtpaid  on  Donds,  o  per 
cent:  ann.  cost  of  mtce.,  $060;  works  belong  to 
city. 

COLUMBIA,  pop.  2.167;  mercantile  bldgs., 
brick.  Fire  dept— 1  c.  hand  engine,  1  h.  ft  L 
truck,  2  c.  hand  ex.,  1  hose  carriage;  total  hose, 
1,000  ft.;  fire  alarm,  bell  and  whistle;  volunteers. 

Watir  Supply— Source,  cisterns;  R.  P.  Briegel, 
city  clerk. 

CULLOM,  pop.  760.  Fire  dept — 2  hand  hose 
carts;  hose,  1,900  ft 

Water  Supply— Source,  wells;  stdp.  cap.,  00,000 
gals.;  2%  miles  of  8,  6,  4  in.  mains;  26  hydrants. 


DALLAS  CITY.  pop.  1,800;  fire  area,  IH  «!• 
miles;  mercantile  bldgs.,  brick,  stone,  1  to  S  sto- 
ries; private,  wood,  1  and  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  causes  of  fire  iiiTesti- 
gated;  av.  fire  loss  per  yr  for  Syra..  $1,800;  av. 
ms.  involved  for  same  tmie,  $8,000.  Fire  dept — 
1  comb.  c.  and  water  wagon,  1  h.  ft  L  truck,  2  nose 
carriages;  hose,  ^OOO  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  $8,000;  value  of 
bldgs..  $1,000;  ann.  exp.  of  dept,  $100;  total  mem., 
42  volunteers. 

Watir  Supply — Source,  Missisrippi  River  in 
front  of  city;  systeuL  res.,  res.  cap.  60,000  gals^; 
2t>umping  engines,  class  steam,  cap.  per  day  720,- 
OOo  gals. ;  mains,  cast  iron,  2  miles,  6  to  8  in.  £«. ; 
26  hydranta;  8  valves;  80  meters,  owned  by  con- 
sumers; pipe,  galvanised  iron;  pressure,  dosn.  €8 
to  82  lbs.,  fire  08  to  82  lbs.;  cost  to  construct 
$9,800;  bonded  debt  $0,000;  int  paid  on  bonds.  6 
of  mtee.,  $400;  works  belong 


per  cent;  cost 


to  aty. 


DANVERS,  pop.  007.  Fire  dept— 1  hand  fire 
engine,  8  hose  carte;  hose,  1,200  ft;  fire  alarm, 
telephone  and  bell. 

WATER  Supply— Source,  wells;  stdp.  cap.,  20,000 
gals.;  mains,  2  miles.  4  to  8  in.  dia.;  80  hydrante; 
pressure    dom.  87H  Ids.,  fire  87^  lbs. 


DANVILLE,  pop.  40.000:  fire  area.  6^700  «..«.. 
mercantile  bldgs.,  brick  ana  stone,  2  to  6  stories; 
privste,  brick  and  wood,  2  stories;  wooden  roob 
not  permitted  in  fire  area;  fireworks  and  com- 
bustiSles  ord.;  causes  of  fires  investigated.  Fire 
dept— 1  steamer,  2  c.  engines  on  wtieels,  10  c 
hand  ex.,  1  h.  ft  1.  truck,  6  hose  wagons,  1  boae 
wagon  in  reserve,  16  horses;  hose,  cotton,  rtibber 
lined,  good,  2,000  ft:  rubber,  good,  8,000  ft;  in- 
ferior, all  kinds,  1,000  ft:  in  reserve,  LOOO  ft: 
total  nose.  6,000  ft ;  fire  alarm,  electric,  61  boxes; 
value  of  aept  equipment  $26,000;  value  of  bldgs., 
$40,000;  ann.  exp.  of  dept,  $82,410;  total  mem.  lH 
paid  full  time. 

Watir  Supply— Source,  river,  1%  miles  from 
business  center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  14,480  gals.,  dim.  8%  x  200;  material  oaed 
in  cons,  steel  and  brick;  filtration  system,  annd; 
res.  cap.,  9,000^000  gala.;  4  pumping  ennnes,  cap. 
per  day  17,000,000  gals.,  constructors  Blske  and 
Deane;  mains,  cast  iron,  70  miles,  4  to  10  in.  dia., 
Dennis  Long;  480  hydrante,  Ludlow;  maters,  total 
number  286;  JL900  services;  pipe,  lead;  preaaiue. 
dom.  00  to  70  lbs.,  fire  86  to  lOO  lbs. ;  consumptioo, 
per  day  1,800,000  gals.,  per  capite  81  gals. ;  cost  to 
construct  $260,000;  bonded  debt  $160,000;  int.  paid 
on  bonds,  7  per  cent;  works  belong  to  Co. 


DECATUR,  pop.  80,000;  fire  aea.  6,000 
mercantile  bldgs.,  stone  and  brick,  1  to  7 
private,  brick  and  wood,  1  to  2  stories: 
roofs  not  permitted  in  fire  area;  fireworks 
combustibles  ord.;  causes  of  fires  investfcatcd. 
Fire  dept.— 2  steamers,  2  c.  engines  on  whprla.  4 
c.  hand  ex.,  1  h.  ft  L  truck,  1  comb.  c.  &  h.  wasosi. 
8  hose  wagons.  20  horses;  hose,  cotton,  mbbcf 
lined,  good,  7,000  ft.;  fire  alarm,  electric,  04  boxes; 
value  of  dept  eauipment  $20,000;  value  of  bldcs^ 
$80,000;  ann.  exp.  of  dept,  $86,000;  total  mesa.  tt. 
paid  full  time  8L  oaid  psrt  time  2;  C.  W. 
chiet 

Watir  Supply— Source,  river,  1  mile  from 
ness  center;  system,  pump  direct;  res.  esp.  SUMO.- 
000  gals.;  pumping  engines,  cap.  per  day.  8.000,088 
gals.,  constructors  AUis,  Hughes  and  ClapprJoaca: 
mains,  iron,  49%  miles,  2  to  20  in.  dia.;  On  bv- 
drants;  426  valves;  meters,  total  number.  i.OU 
Crown,  Nash.  Empire.  Gem,  Trident.  Hcrscy 
Disc,  Thomson,  Wortnjngton.  Columbia,  Pitts- 
burg, Keystone,  Lambert;  8,676  services;  pipe, 
galv.  iron;  pressure,  dom.  66  lbs.,  fbe  US  it^; 
consumption  per  day  8,000,000  gals.,  per  capita 
100  ffals.;  cost  to  construct  $600,000;  ist  paid  o« 
bonds,  4  per  cent;  ann.  cost  of  mtoe.,  OBLOOO. 
works  belong  to  city. 


DEKALB,  pop.  10,000;  fire  area,  1,000 
mercantile  bldgs.,  brick,  1  to  8  stories;  oriwate, 
wood,  2  stories;  wooden  roofs  permitted  in  fize 
area;  fireworks  and  combustibles  ord.;  catt»c»  of 
fires  investigated.  Fire  dept.— 1  h.  ft  L  trac^  >  c 
hand  ex.,  1  comb.  c.  ft  h.  wagon,  6  horses;  hose. 
rubber,  good,  8,600  ft.;  fire  alarm.  Gamewell.  28 
boxes;  value  of  dept  equipment  $4jOQO:  Yalue  of 
bldgs.,  $9,000:  totsl  mem.  8,  paid  full  time  7.  paid 
part  time  1. 
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Watix  Supply— Soaroe,  welli;  QFttem,  pump  to 
stdp.  and  direct;  itdp.  cap.  225,000  gmls.,  ret.  cap. 
600,000  gals.,  cap.  per  day  6,700.000  gals.,  construe* 
tor  Downey;  mains.  20  miles,  4  to  U  in.  dia.;  800 
hydrants,  Eddy  ana  Ludlow;  1,400  services;  pipe, 
lead;  pressure,  fire  85  lbs.,  dom.  40  lbs.;  consump- 
tion, per  day  407,794  gals.,  per  capita  19  gals. ;  cost 
to  construct,  $126,000;  ann.  cost  of  mtce.,  |9,00O: 
works  belong  to  city. 

DELAVAN.  pop.  1,400;  fire  area,  000  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  2  stories; 
private,  wood,  1  to  2  stories;  wooden  roofs  per> 
mitted  in  fire  area;  fireworks  and  combustiSle^ 
ord. ;  causes  of  fires  investisated.  Fire  dept— t 
h.  &  1.  truck,  8  hose  carts;  hose,  cotton,  rubber 
lined,  good,  700  ft:  inferior,  all  kinds,  600  ft.; 
total  hose,  1200  ft;  fire  alarm,  beU;  yalue  of  dept 
equipment,  I6JD00;  value  of  bldgs.|  |6,O0O;  ana. 
«xp.  of  dept.  S160;  total  mem.,  26  volunteers. 

Watkx  supply— Source,  wells,  center  of  citv: 
system,  pumo  direct  to  mains;  stdp.  cap.  70^000 
gals.,  material  used  in  cons,  steel;  quality  of  water, 
good;  1  pnmginf  enginCj  cap.  per  day  2U.440  snsla.. 

wood,  5  miles.  4  to  8 


pumping  engmCj  caj 
etor  Corliss;  mains. 
,;   80  hydrants;   220 


con  structor 

in.    dia.;   80  hydrants;   220   services;    pipe,    iron^ 

pressure,  donu  40  lbs.,  fire  100  lbs.;  consumotinn 

eer  day,  96,000  gals.;   cost  to  construct.  816,non* 
onded  debt,  I60O;  int.  paid  on  bonds,  6  per  cent: 
cost  of  mtce.,  $14^00;  works  belong  to  cItv 

DESPLAINES,  pop.  2,000;  fire  area,  000  acre«- 
mercantile  bldgs.,  Snck  and  wood,  1  to  8  stories: 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  oombn»> 
tibles  ord.;  causes  of  fires  investigated.  Fire  dent. 
— 1  hand  engine,  1  c  engine  on  wheels,  12  c.  hand 
«x.,  1  h.  &  L  truck,  4  hose  carts;  hose,  cotton, 
rubber  lined,  good.  2,000  ft;  rubber,  good.  2.000 
ft.;  total  hose,  4,000  ft;  fire  alarm,  bell;  value  of 
dept.  equipment,  16,000;  value  of  bldgs.,  $10,000* 
total  mem.  26,  paid  full  time  2.  paid  part  time  2^ 

Watsk  Supply— Source,  wells,  %  mile  frotr 
business  center;  system,  air  pressure,  pump  *f 
atdp.;  stdp.  cap.,  50,000  gals.,  dim.  20x20,  materia* 
used  in  cons,  brick  and  wood;  quality  of  water 
mineral;  res.  cap.,  126,000  gals.,  located  Desplaines 
and  Ashland  avenues;  Ipumping  engine,  class 
dt3i>.  comp.,  cap.  per  day  760,000  gals^  constructors 
Smith- Vaile  Co.;  mains,  cast  iron,  1%  miles,  4  to 
40  lbs.,  fire  75  lbs.;  consumption  per  day.  40,000 
gals.;  cost  to  construct,  $SB.O0O;  bonded  debt 
8  in.  dia.:  68  hydrants;  40  valves;  meters,  total 
number  206^  Hersey  Disc  4.  Worthington  2,  Buf- 
falo  2,  Keystone  2,  owned  ov  consumer;  28iS  ser- 
vices; ^ipe,  lead  and  galv.  iron;  pressure,  dom. 
$3,000;  int  paid  on  bonds,  6  per  cent;  cost  of 
mtce.,  $1,000;  works  belong  to  town. 

DIXON,  pop.  10,000;  mercantile  bldgs.,  brick 
and  stone,  2  to  8  stories;  orivate,  1  to  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
fnted.  Fire  dept.— 1  h.  &  1.  truck.  4  c.  band  ex., 
4  hose  wagons,  8  hose  carriages,  8  horses;  hose, 
rubber,  good,  8,460  ft;  fire  alarm,  telephone  and 
bell;  value  of  dept  equipment,  t^^iO;  value  of 
bldgs.,  $600;  ann.  cxp.  of  dept,  $4,000;  total  mem. 
9.  paid  full  time  3,  volunteers  6. 


WATXft  Supply— Source,    wells,    H    mile    from 

laincss  center;  system,  pump  to  st<w.;  stdp.  cap. 

Z7O.000  gals.,  dim.  40%  x  27,  located  4  blocks  from 


simtion,  material  used  in  cons,  wrought  iron;  quaU 
Hf  of  water,  good;  res.  cap.  600,000  gals.,  located 
at  station;  tank  cap.,  75,000  gals.;  2  pumping  en- 

Sines,  cap.  per  day  2,500,000  gals.,  constructors 
ordon  and  Maxwell;  mains,  cast  iron,  20  miles, 
4  to  12  in.  dia.;  160  valves,  Coiiin  Valve  Co.  and 
Eddy;  meters,  total  number  20O,  Crown,  owned  by 
consumer;  1,400  services;  pipe,  lead  and  galv. 
iron;  02  hydrants;  pressure,  dom.  00  lbs.,  fire  126 
to  160  lbs. ;  consumption  per  day  000,000  gals.,  per 
capita  76  gals.;  works  belong  to  Co. 

DOWNERS  GROVE,  pop.  2.600;  fire  area,  600 
acres;  mercantile  bldgs.,  brick,  1  to  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  causes  of  fires  investigated.  Fire 
dept— ^1  h.  &  1.  truck,  3  hose  carts;  total  hose,  1,800 
ft;  fire  alarm,  bell  and  whistle:  value  of  bldgs., 
$1,000;  ann.  exp.  of  dept,  $100;  total  mem.,  18 
volunteers. 

Watsx  Supply— Source,  wells;  system,  pump  to 
rca.,  to  stdp.    and  direct;  stdp.  cap.  186,000  gals.. 


dim.  16  X  96;  rea.  cap.  76,000  gals.;  2  pumping  cb« 
fines,  cap.  ptr  day  1^64,00(1  gals.,  constructors 
Hooker,  Xaidlaw-Dunn ;  mains,  8  miles;  86  hy- 
drants; meters,  total  number  460,  owned  by  con- 
sumer: 460  services;  pipe,  lead;  pressure,  dom.  00 


cent;  ann.  cost  of  mtce.,  $1,000;  works  belong  to 
village. 

DUNDEE,  pop.  8,000;  fire  area,  150  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  to  4  stories, 
Srivate.  wood,  2  stories:  wooden  roofs  permitted; 
reworks  and  combustioles  ord.  Fire  dept— 1  c. 
engine,  1  h.  ft  L  truck,  2  hose  carriages,  2  horses; 
hose,  cotton,  rubber  lined,  good.  2.000  ft;  inferior, 
all  kinds.  600  ft;  total  hose, -1,600  ft:  fire  alarm, 
GameweU;  value  of  dept  equipment,  $2,000;  Yaloe 
of  bldgs.,  $2,000;  total  mem.,  30  volunteers. 

Watu  Supply— Source,  springs,  1  mile  frooi 
business  centre;  system,  gravity  to  res.,  pump  to 
stdp. ;  stdp.  cap.  100,000  gala.,  dim.  86  x  22,  located 
in  park,  material  used  in  cons,  iron,  builder  A.  M. 
Mead;  quality  of  water,  good;  res.  cap.  800,000 
gals.;  located  between  springs  and  sution;  2 
pumping  engines,  cap.  per  day  600,000  gals.,  con- 
structors Otto  Engine  Works;  mains,  6^ miles;  84 
hydrants;  meters,  total  number  66,  owned  by  con- 
sumer and  Co.;  826  services;  pipe,  lead;  pressure, 
dom.  46  lbs.,  fire  90  lbs.;  cost  to  construct,  $40,- 
000;  ann.  cost  of  mtce.,  $1,000;  works  belong  to 
city. 

DU  QUOIN,  pop.  6,600;  fire  area,  1,600  acres; 
mercantile  bldgs.,  brick,  stone  and  wobd,  8  stories, 
private,  wood,  2  stories;  fireworks  and  combuMi- 
Dies  ord.  Fire  dept.— 2  c  engines,  1  hand  engbie, 
1  h.  &  1.  truck.  1  noae  carriage;  hose,  cotton,  rub- 
ber lined,  good,  1,200  ft 

Watsk  Supply— Res.  cap.,  100,000,000  gals.;  sys- 
tem, pump  to  stdp.;  stop,  cap.,  1,000,000  gals.; 
mains,  12  miles.  4  to  10  in.  dia.;  86  hydrants; 
pressure,  dom.  40  lbs. 

DWIGHT,  pop.  2,600;  fire  area,  640  acres;  mei^ 
cantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  permit* 
ted  in  fire  area:  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  ft  1. 
truck.  1  hose  wagon,  2  horses;  hose,  cotton,  rub- 
ber lined,  good,  600  ft;  rubber,  good.  600  ft; 
inferior,  all  Icinds,  160  ft ;  total  hose,  960  ft. ;  fire 
alarm,  whistle;  value  of  dept  equipment,  $1,200; 
total  mem.,  16  volunteers. 

Watbr  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.  60,000  gals.;  2  pumping  engines, 
class  dup.,  cap.  per  day,  886,000  gals.,  constructor 
Deane;  mains,  6  miles,  4  to  8  in.  dia.;  80  hydranta, 
Corey,  Qow,  American :  meters,  total  number  24: 
260  services;  pressure,  dom.,  48  lbs.,  fire  120  to  140 
Ibsj^cost  to  construct,  $82,000;  ann.  cost  of  mtce., 
$1,700;  works  belong  to  city. 

EARLVILLE,  pop.  1,122:  fire  area,  12  acres; 
mercantile  bldgs.,  brick  and  stone,  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigsted.  Fire  dept.— 1  h.  &  1.  truck,  1 
hose  wagons,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,  good.  800  ft.;  rubber,  good.  1,000  ft.; 
inferior,  all  kinds,  200  tt;  total  hose,  1,000  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equioment, 
$17,000;  value  of  bldga.,  $2,000;  ann.  exp.  of  dept, 
$160;  total  mem.,  80  volunteers. 

Watxr  Supply— Source,  wells,  in  business  cen> 
ter;  system,  pump  to  stdp.  or  direct;  stdp.  cap^ 
84,640  gals.,  dim.  12  x  100,  material  used  in  cons, 
steel;  quality  of  water,  good;  res.  cap.,  40,000 
gals.,  located  at  pumping  plant;  8  pumping  en- 
gines, class  comp.  and  dup.,  cap.  per  day  1,000,- 
000  srala.,  constructors,  American  Well  Works  and 
Gardner;  mains,  cast  iron,  3  miles,  4  to  8  in.  dia.; 
86  hydrants;  15  valves;  meters,  total  number  216, 
Empire;  216  services;  pipe,  lead;  pressure,  dom. 
40  lbs.,  fire  126  lbs.;  consumption  per  day,  70,000 
gals.;  cost  to  construct,  $26,000;  cost  of  mtce., 
^,800;  works  belong  to  city. 

EAST  DUBUQUE,  pop.  1,146;  fire  area,  86 
blocks;  bldjBrs.,  brick,  2  stories;  wooden  roofs  per- 
mitted. Fire  dept.— 1  h.  &  1.  truck,  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  2,000  ft; 
inferior,  all  kinds,  700  ft;  total  hose,  2,700  ft;  fire 
alarm  bell:  value  of  dept  equipment,  $3,000;  value 
of  bldgs.,  16,000;  total  mem.,  40  volunteers. 
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Watsk  Supply — Source,  wells,  in  buaineas  cen- 
ter; lystesifpump  to  stdp.;  stdp.  cap.  S,000  gtU.. 
dim.  IS  X  86|  locmted  on  hill  190  ft  above  lerd. 


inffton;  mains,  cast  iron,  S  miles,  4  to  8  in.  dia.; 
K  nydranta,  Lvdlow;  U  Talyes;  88  senrices;  pipe, 
lead;  pressure^om.  ISO  lbs.,  fire  190  lbs.?  cost  to 
tonstnict,  114,000;  bonded  debt,  19,000;  works  be- 
long to  city. 

EAST  DUNDEE,  pop.  1,714;  mercantile  bldgs., 
brick,  1  to  9  stories;  private,  brick  and  wood,,  1  to 
9  stories;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  c.  engine,  1 
h.  &  1.  truck,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  000  ft.:  fire  alarm,  Sell;  yalue  of 
dept.  equipment,  |3,000;  value  ot  dept.  bldgs., 
|KlO;  ann.  exp.  of  dept.,  $260;  total  mem.,  8  volun- 


Watbe  Supply— Source,  well,  situated  in  busi- 
ness center;  dim.  90x65  ft;  material  used  in 
cons,  steel;  quality  of  water,  spring,  dass  gaso- 
line; cap.  per  day  800,000  gals.;  constructors  Otto 
Gas  Engine  Co.;  mains,  cast  iron,  1^  miles,  6  to 

8  in.  dia.;  40  hydrants;  8  valves,  owned  by  Co.; 
10  services;  pipe,  lead;  pressure,  dom.  65  lbs.,  fire 
150  lbs.;  consumption  per  day  600,000  gals;  cost 
to  construct,  tuJM;  bonded  debt,  96,000;  Int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtoe., 
1690;  works  belong  to  city. 

EAST  ST.  LOUIS,  pop.  70,000;  fire  area,  8,000 
acres;  mercantile  bldgs.,  brick,  6  stories;  private, 
brick,  2  stories;  wooden  roofs  not  permitted  in 
fire  area:  fireworks  and  combustibles  ord.;  causes 
of  fires  mvestigated.  Fire  dept.— 8  steamers,  9  c 
hand  es.,  1  h.  &  1.  truck,  8  comb.  c.  &  h.  wagons, 

9  hose  wagons,  8  hose  carts,  88  horses;  hose,  cot- 
ton, rubber  Imed,  good,  9,800  ft;  inferior,  all 
kinds,  2,000  ft:  total  hose,  17,200  ft.;  fire  alarm, 
Gamewell,  GO  boxes;  value  of  dept.  equipment, 
960,000;  value  of  bldgs.,  972,000;  ann.  exp.  of  dept, 
$80,248;  total  mem.  m 

Water  Supply— Source,  river:  system,  pump  to 
res.  and  stdp.;  res.  cap.  98,000.000  gals.;  per  day, 
85,000,000  gals.,  constructor  Holly;  mams,  115 
miles,  4  to  30  in.  dia.;  363  hydrants;  1,262  meters; 
6,610  services;  pipe,  lead;  pressure,  dom.  60  lbs., 
fire  90  to  196  lbs.;  works  belong  to  Co. 

EDVVARDSVILLE,  pop.  6,841;  fire  area,  9,600 
•cres;  mercantile  bldgs.,  brick,  1  to  8  stories;  pri- 
vate, brick  and  wood,  1  to  9  stories;  wooden  roofs 
not  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 1  comb, 
wagon,  1  h.  &  1.  truck,  3  hose  carts,  8  norses;  hose, 
cotton,  rubber  lined,  good,  2,000  ft;  fire  alarm, 
bell;  value  of  dept.  equipment,  $8,000:  value  of 
bldgs.,  $4,000;  ann.  exp.  of  dept.  for  1909,  $2,250; 
total  mem.  82,  paid  part  time  8,  volunteers  29. 

Water  Supply-— Source,  wells,  4%  miles  from 
business  center;  system;  pump  to  res.  and  direct 
to  stdp.;  stdp.  cap.,  1CO,000  gals.;  quality  of 
water,  good;  res.  cap.  600,000  gals.,  located  at 
Poag;  pumping  en^es,  cap.  per  day  2,000,000 
gals.,  constructor  Gardner:  mains,  cast  iron,  14 
miles,  4  to  12  in.  dia.;  87  hydrants;  meters,  total 
number,  226,  Buffalo;  260  services;  pressure,  dom. 
80  lbs.,  fire  90  lbs.;  cost  to  construct  $80,000;  int 
paid  on  bonds,  6  ber  cent;  cost  of  mtce.,  $2,500; 
works  belong  to  Co. 

EFFINGHAM,  pop.  3,800;  fire  area,  660  acres; 
mercantile  bldss.,  orick,  1  to  9  stories;  private, 
brick  and  wood,  1  to  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept 
—1  hand  engine,  4  c.  hand  ex.,  1  h.  &  1.  truck,  9 
hose  wagons,  2  hose  carts;  hose,  rubber,  good, 
1,200  ft;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  $4>000;  value  of  bldgs.,  $800;  ann. 
exp.  of  dept,  $300;  total  mem.,  42  volunteers. 


engines,  cap.  per  day  2,000,000  gals.,  constructors 
Laidlaw-Dunn-Gordon ;  mains,  14  miles,  4  to  12 
in.  dia.;  102  hydrants;  181  services;  bipe,  lead 
and  galv.  iron;  preaaure,  dom.  46  Iba.,  fire  46  lbs.; 
consumption  per  day  460.000  gals.,  per  capita  96 
gals.;  cost  to  construct  $oO,000;  ann.  cost  of  mtoe., 
H,860;  works  belong  to  Co. 


ELGIN,  pop.  25,000;  fire  area,  9  so.  miles;  mer- 
cantile bldgs.,  brick  and  stone,  1  to  o  stories^  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causea  of  fires 
investigated:  av.  fire  loss  per  yr.  for  9  yn.,  gB,- 
468.60;  av.  ms.  for  same  time,  $961,608^89.  rire 
dept.— 3  c.  hand  ex.,  1  h.  &  L  truck,  9  boac 
wagons,  2  comb.  chem.  and  hose  wagona.  1  hose 
reel;  hose,  cotton,  rubber  lined,  good,  L20O  ft.; 
rubber,  good,  4.600  ft;  inferior,  all Icinds,  1,000  ft.: 
total  hose,  6,600  ft;  fire  alarm,  Gamewell,  84 
boxes:  value  of  dept  equipment  $23,612J4;  iralne 
of  bldgs.,  $48,914.41:  ann.  exp.  of  dept,  $9M19; 
total  mem.  26^  paid  full  time;  underwritera'  rating, 
first  class. 

Watir  Supply— Source,  4  artesian  wells,  1% 
miles  from  business  center;  system,  direct,  filtr»> 
tion.  American;  quality  of  water,  good;  res.  capw, 
1,000,000  gals.;  3  pumping  chines,  cap.  per  dky 
9,000,000  gals.,  constructors  Holly  and  Worthing- 
ton ;  mains,  cast  iron,  60  miles,  4  to  16  in.  dia. ;  490 
hydranto:  o06  valves;  meters,  total  number  ZJiiH^ 
Hersey  Rotary  3,  Crown  89,  Nash  1,  Trident  30^ 
Thomson  167,  Worthington  1;  4486  services;  pipe, 
lead;  pressure,  donu  60  to  125  lbs.,  fire  90  to  126 
lbs.;  consumption  per  day,  2,600,000  figUs.;  cost  to 
construct,  $549,713;  bonded  debt.  $131,000;  int  paid 
on  bonds,  4  per  cent;  cost  of  mtce.,  $20,914.39; 
works  belong  to  city. 


ELMHURST,  pop.  1,900:  fire  area,  640  ^^, 
mercantile  bldgs.,  brick  and  wood,  1  to  9  atorlea; 
private,  stone,  brick  and  wood.  9  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles  ord.:  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  19  c  hand  ex.,  1  hoae  cart; 
hose,  cotton,  rubber  lined,  good,  1,900  ft;  in- 
ferior, sll  kinds,  900  ft;  total  hose,  1600  ft;  fire 
slarm,  bell;  value  of  dept  equipment,  ^|O0O;  value 
of  bldgs.,  $1,600;  ann.  exp.  oi  dept,  $600;  total 
mem.,  18  volunteers. 

Watbx  Supply— Source,  springs,  8  miles  from 
business  center;  system,  pump  to  stdfk;  stdp.  cap. 
80,000  gals.,  100  ft  high;  pumping  engine,  cap.  per 
day  600,000  gals.,  constructor  Wortlungtoo;  mama, 
7  miles,  4  to  6  in.  dia.;  80  hydranta.  Eddy;  meCera^ 
total  number  125,  Worthington;  200  services;  pres- 
sure, dom.  96  lbs.,  fire  100  lbs.;  cost  to  conttrvct, 
$69,000;  int.  paid  on  bonds,  6  per  cent;  aim.  eoal 
of  mtce.,  $94(00;  works  belong  to  Co. 

ELMWOOD.  pop.  14»9;  fire  area,  600  acres; 
mercantile  bldga.,  brick,  9  stories;  private,  wood. 
Fire  dept— 1  hand  engine,  9  hose  carriagea;  hoae. 
rubber,  good  1,400  ft:  fire  alarm,  bell;  value  of 
dept  equipment  $9»600;  value  of  bldga^  $9,600: 
total  mem.,  97  volunteers;  underwriters  rating, 
4^  clan^ 

WATsa  Supply— 'Source,  well,  1  block  from  busi- 
ness center;  system,  pump  to  res.  and  direct;  rea. 
cap.,  600,000  gals.;  1  pumping  engine,  class  dup.. 
cap.  per  day  150,000  gals.,  constructor  Deane; 
mains,  6  miles,  4  to  16  in.  dia.;  27  hydranta,  Corey; 
meters,  total  number  9;  480  services;  pipe,  galv. 
iron ;  pressure,  dom.  40  lbs.,  fire  80  lbs. ;  consump- 
tion, per  day  16,000  gals.,  per  capita  10  gala.;  coat 
to  construct  $20,000;  int  paid  on  bonda.  4  per 
cent;  ann.  cost  of  mtce.,  $1,600;  works  bcaong  to 
city. 

EL  PASO,  pop.  1,600;  fire  area,  4  blocka;  mer- 
cantile bldgs.,  brick,  9  stories;  private,  wood,  9 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— 1  c.  engine.  1  h.  & 
1.  truck,  2  hose  wagons,  2  hose  carnages;  hose, 
cotton,  rubber  lined,  good,  800  ft;  ruboer,  good, 
400  ft.;  inferior,  all  kinds,  900  ft;  total  hose,  2400 
ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
$4^00;  value  of  bldgs.,  $600;  ann.  exp.  of^dept, 
$100;  total  mem.,  80  volunteers;  underwriters 
rating,  third  class 

Water  Supply — Source,  well,  70  rods  from  busi- 
ness center;  ^stem,  pump  to  mains  and  tank: 
stdp.  cap.,  120.000  gals.,  dim.  16  x  24.  material  used 
in  cons,  wood;  1  pumping  engine,  maker  Gould, 
class  dup.,  cap.  per  day  3lw490gais.,  oonatractors 
Smith-Vaile;  mains,  2H  miles,  4  to  8  in.  dia.;  99 
hydranta;  So  services;  pressure,  dom.  40  Hm.,  fire 
60  lbs. ;  cost  to  construct  $90,000;  int  paia  oa 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $1,000. 

EUREKA,  pop.  1,661;  fire  area,  16  acres;  mcr« 
cantile  bldgs.,  brick  and  frame,  1  to  9  storica:  pri> 
vate,  wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  eombnstibles  ord.;  causea  of  fires 
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investintcd;  fire  lost  for  IMl  HOa    Fire  deot^ 
1  h.  &1.  truck.  1  hose  wagon;  noML  ootton.  rubber 


lined,  food  wi  ft;  inferior,  i\  kin^i,  400  L;  total 
hose.  1,000  ft^  value  of  dept  equipment,  1600; 
total  mem.    M  ▼ohanteers;   undenmters'   rating, 


third  class. 

Watbe  Supply— Source,  wells;  system,  oump  to 
res.,  cap.  800,000  gals.,  dim.  9  x  88,  builder  National 
Cont.  Co.;  triple  pumping  en^nes,  cap.  per  day 
205,000  gals.,  constructor  Worthmgton;  mains,  7,000 
ft,  2%  to  6  in.  dia.;  14  hydrants;  65  services;  prea* 
sure,  dom.  60  lbs.,  fire  76  lbs.;  consumption,  per 
day  16,000  gals.,  per  capita  10  gals.;  cost  to  con- 
struct, 188,600;  int.  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $600. 

EVANSTON,  pop.  24,885;  fire  area,  8  so.  miles; 
mercantile  bldgs.,  stone,  brick  and  wood,  8  sto- 
ries; private,  stone,  brick  and  wood,  S  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
buatibles  and  bidg.  ord.;  causes  of  fires  investi- 
gated; av.  fire  loss  per  vr.  for  8  yrs.,  168306;  av. 
ins.  for  same  time,  8814,484.  Fire  dept— 8  steamers, 
1  comb.  h.  &  L  truck  and  c.  engine,  1  c.  engine, 
1  c  hand  ex.,  1  h.  ft  1.  truck,  10  portable  pumps, 
3  hose  wagons,  1  Eastman  deluge.  17  horses;  hose, 
cotton,  rubber  lined,  good,  7,000  ft;  fire  alarm, 
Gamewell,  40  boxes;  value  of  dept  equipment, 
889,400;  value  of  bldgs.,  $40,000:  ann.  exp.  of  dept, 
882.940;  total  mem.  80,  paid  full  time. 

WATsa  Supply— Source,  lake;  system,  pump  di- 
rect; pumping  enraes,  cap.  per  dav  19,000,000 
gals.,  constructo  Holly;  mains,  78  miles,  4  to  86 
in.  dia.;  672  hydrants.  Holly,  Cregier.  Galvin, 
Chapman.  Crane,  Eddy,  Ludlow,  Kuta,  Kennedy. 
Wood;  644  valves;  meters,  total  number  412;  4,800 
services;  pipe,  lead;  pressure,  dom.  40  lbs.,  fire 
75  lbs.;  consumption  per  day  6,148,696  gals.,  per 
capita  260  gals.;  cost  to  construct,  $612,000;  ann. 
cost  of  mtce.,  $&,000;  works  belong  to  city. 

FAIRBURY,  pop.  2,187:  fire  area,  200  acres; 
mercantile  bldgs.,  brick  and  iron,  8  and  t  itori«f; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire  dept 
— 2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,500  ft:  fire  alarm,  bell;  value  of  dept  equip- 
ment, $1,600;  value  of  bldgs..  $5,000;  ann.  exp.  of 
dept,  $400;  total  mem.,  14  volunteers;  under- 
writers' rating,  third  class. 

Water  Supply— Source,  well,  ^  mile  from  busi- 
ness center;  svstem,  pump  to  res.  and  direct: 
stdp.  cap.  60.000  gals.,  dim.  21  x  24,  material  used 
in  cons,  brick  and  wood;  quality  of  water,  good; 
res.  cap.  86,000  gals.,  located  at  waterworks; 
pumping  engines,  cap.  per  day  126^000  gals. ;  mains, 
cast  iron,  8  miles,  4  to  10  in.  dia.:  w  hydrants; 
meters,  total  number  50,  Crown  2,  Trident  48, 
owned  by  citv;  pipe,  galv.  iron:  pressure,  dom.  46 
lbs.,  fire  45  Ids.;  bonded  debt  $8,000;  ann.  cost  of 
mtce.,  $2,680;  works  belong  to  city. 

FAIRFIELD,  pop.  2,800;  fire  area,  10  sq.  blocks; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
1%  and  2  stories.  Fire  dept. — Force  pump,  1  h.  & 
1.  truck,  2  c.  engines,  1  hose  wagon^  nose,  rubber, 
good,  400  ft;  value  of  dept.  equipment,  $1,200; 
total  mem.,  90;  underwriters'  rating,  third  class. 

Water  Supply— Source,  wells  and  cisterns,  res- 
ervoir. 

FARMER  CITY,  pop.  1,800;  fire  area,  1  sq.  mile: 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
1  to  2  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  cauaes  of 
fires  InvestigatedL  Fire  dept— 1  h.  ft  1.  truck,  8 
hose  carts;  hose,  rubber,  good,  600  ft;  inferior,  all 
kinds,  300  ft;  toUl  hose,  900  ft;  ann.  exp.  of  dept, 
$300;  total  mem.  80  volunteers. 

Water  Supply— Source,  well,  4  blocks  from 
business  center;  system,  pump  to  stdp.  or  direct; 
stdp.  cap.,  40,000  gals.,  dim.  12  x  18;  pumping  en- 

fines,  cap.  per  dav  400,000  gals.;  mains,  Similes, 
to  8  in.  dia.,  Addyston;  85  hydrants^  Chicago 
Co.;  265  servicesfcost  to  construct,  $15,000;  snn. 
cost  of  mtce.,  $1,000. 

FARMINGTON,  pop.  2,600;  fire  area,  160  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
veatigated;  av.  fire  ^OMsperjn.  for  8  yrs.,  $6JS50; 
av.  ins.  for  same  time,  $688.88.  Fire  dept.— 1  n.  ft 
1.  truck,  2  hose  carriages;  hose,  rubber,  good,  800 
ft.;  inferior,  all  kinds,  800  ft.;  total  hose,  1,100  ft; 


fire  alarm,  bell;  value  of  dept  equipment,  $8>000; 
value  of  bldgs.,  $6,000;  ann.  exp.  of  dept,  $160; 
total  mem.,  24  volunteers;  underwriters'  rating, 
sixth  class. 

Water  Supply— Source,  well,  %  mile  from  busi- 
ness center;  system,  pump  to  res.  and  stdp.;  stdp. 
cap.,  58,000  gals.,  dim.  10  x  90,  material  used  m 
cons,  steel,  ouilder  Harvey  Iron  Co.;  res.  cap., 
30,000  gals.;  2  pumping  engines,  class  dup.,  cap. 
per  day  300,000  gals.^  constructors  Hooker  and 
Deane;  mains,  3^  miles,  4  to  8  in.  dia.;  36  hy- 
drants, Ripley  ft  Bronson,  Corey;  meters,  total 
number  9;  60  services;  pipe,  galv.  iron;  pressure, 
dom.  63  lbs.,  fire  120  lbs.;  consumption,  per  day 
86,000  flgda^,  per  capita  20J^  gals.;  cost  to  oun- 
struct,  $14,000;  int  paid  on  bonds,  6  per  cent;  ana. 
cost  of  mtce.,  $700;  works  belong  to  dtj. 

FLANAGAN,  pop.  60a  Fire  dept— 2  hand  en- 
gines, 8  hose  carriages;  hose,  800  tt;  fire  alarm, 
Dell. 

Water  Supply— Source,  artesian  wells;  system, 
pump  to  stdp. ;  stdp.  cap.,  88,000  gals. 

FLORA,  pop.  2,811;  bldgs.,  stone,  brick  and 
wood.  Fire  dept— 1  steamer,  1  hose  cart  1  h.  ft 
L  truck;  hose,  750  ft;  fire  alarm,  whistle;  total 
mem.,  25  volunteers. 

Water  Supply— Wells  and  cisterns. 

FORREST,  pop.  968;  mercantile  bldga.,  brick* 
1  and  2  stories;  private,  wood^  1  and  2  stories; 
wooden  roofs  not  permitted;  m-eworks  and  com- 
bustibles ord.  Fire  dept— 1  hand  engine,  1  h.  ft 
1.  truck.  2  hose  carts;  nose,  cotton,  rubber  lined, 
good  1,000  ft:  fire  alarm,  whistle;  value  of  dept 
equipment,  $8,000:  value  of  bldgs.,  $1,600;  ann. 
exp.  of  dept,  $160;  total  mem.,  18,  paid  full  time 
1,  volunteers  17;  underwriters'  rating,  third  class. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  res.  and  direct;  res.  cap.. 
66,000  gals.;  pumping  engines,  cap.  per  day  240,000 

fls.,  constructor  Goulds;  mains,  cast  iron,  1  mile, 
to  8  in.  dia.;  15  hydrants;  80  services;  pressure, 
fire  150  lbs.;  cost  to  construct,  $8,000;  works  be- 
long to  village. 

FORRESTON,  pop.  1,150;  fire  area.  40  acres; 
mercantile  bldga.,  Dnck  and  wood,  lU  to  8  sto- 
ries: private,  brick  and  frame.  1^  stones;  wooden 
roots  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  No  organized 
fire  dept.— 2  hose  carriages  6  hand  c.  engines; 
hose,  cotton,  rubber  lined,  good,  900  ft ;  fire  alarm, 
bell :  underwriters'  rating,  first  class. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.  and  direct;  stdp.  cap., 
60.000  gals.;  pumping  engines,  cap.  per  day  19,440 
|;als.{  constructor  Gould;  mains,  2%  miles,  4  to  8 
in.  dia.;  22  hydrants;  34  services;  pressure,  dom.  52 
lbs.,  fire  63  lbs.;  cost  to  construct,  $10,000;  int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$730;  works  belong  to  village. 

FREEBURG,  pop.ljfiOO;  mercantile  bldgs.,  brick 
and  wood,  2  and  8  stones;  private,  brick  and  wood, 
1  to  8  stories;  wooden  roofs  permitted;  combus- 
tibles ord.  Fire  dept— 1  hand  engine,  6  a  hand 
ex.,  1  h.  ft  1.  truck,  1  water  tower,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  300  ft; 
value  of  dept  equipment,  16.000;  vahie  of  bldgs., 
$1,000;  total  mem.  150  volunteers;  underwriters' 
rating,  third  class. 

Water  Supply— Source,  lake,  700  yds.  from  busi- 
ness center;  s:^stem,  pump  to  stdp.;  stdp.  cap. 
20,000  gals.,  builders  Wind  Engine  Co.;  pumping 
engines,  cap.  per  day  100^000  gals.;  mains,  2  miles, 
4  in.  dia.;  39  hydrants,  Corey;  meters,  total  num- 
ber 1;  20  services;  cost  to  construct,  $7,000;  int 
paid  on  bonds,  4  and  5  per  cent;  ann.  cost  of 
mtce.,  $600. 

FREEPORT.  pop.  ^,573;  fire  area.  82,320  acres; 
mercantile  bldgs.,  brick  and  stone,  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted: 
fireworks  and  combustibles  ord.  Fire  dept— 4 
c.  hand  ex.,  1  h.  ft  1.  truck,  3  hose  carriages,  7 
horses;  hose,  cotton,  rubber  lined,  good  800  ft: 
rubber,  ffood,  8.000  ft.;  total  hose,  4,500  ft;  fire 
alarm,  Gamewell,  28  boxes;  value  of  dept  equip- 
ment, $5,000;  value  of  bldgs.,  $2,000;  ann.  exp.  of 
dept,  $8,500;  total  mem.,  18,  paid  full  time. 

Water  Supply— Source,  wells,  %  mile  from  buai- 
nesa  center;  svstem,  pump  to  stHp.  and  direct: 
stdp.  cap.  115,000  gals.,  dim.  16  x  88,  material  used 


8-70 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY— ILUNOIS. 


in  conitruction  wrought  iron,  Jewell  filtration  lys- 
tem;  quality  of  water,  best;  I  pamping  engines, 
class,  nigh  duty,  cap.  per  day  4,876,000  gals.,  con- 
structors Holl]r  and  Knowles ;  mains,  cast  iron,  2fi6 
miles,  4  to  16  in.  dia.;  180  hydrants;  meters,  total 
number  1,481,  owned  by  Co.  and  consumers;  2,949 
services;  pipe,  iron  and  lead;  pressure,  dom.  60 
to  80  lbs.,  fire  80  to  120  lbs. ;  consumption  per  day, 
1,884,068  gals.;  cost  to  construct,  |2lO,O0O;  works 
belong  to  Co. 

FULTON,  pop.  2,685;  fire  area,  1^  miles  square; 
mercantile  blags.,  brick  and  wood,  1  to  4  stories; 
private,  stone,  brick  and  wood,  1  to  8  stories; 
wooden  roafs  not  permitted  in  the  fire  area;  causes 
of  fires  investigated.  Fire  dept. — 1  h.  &  1.  truck.  2 
hose  carts;  hose,  cotton,  rubber  lined,  good  1,000 
ft. ;  inferior,  all  kinds,  200  ft. ;  total  hose^aOO  ft. : 
fire  alarm,  whistle;  ann.  exp.  of  dept,  $900;  total 
mem.,  60  volunteers. 

Water  Supply— Source,  artesian  well:  system, 
pump  to  res.  and  direct:  res.  cap.,  115,000  gals.;  2 
pumping  engines,  size  16  x  10  x  15  and  14  x  9  x  10 
m.;  cap.  per  day  1,076,000  gals.,  constructors 
Smith* Vaile,  Smcdljr;  mains^  cast  iron.  5J^  miles, 
4  to  8  in.  dia.,  Shickle,  Howard  and  Harrison; 
43  hydrants,  Ludlow;  18  valves;  meters,  total  num- 
ber 6,  Crown  6.  Keystone  1,  owned  by  city;  pres- 
sure, dom.  35  Ids.,  fire  140  lbs.;  cost  to  construct, 
186,000;  bonded  debt,  $4,000;  int.  paid  on  bonds,  5 
per  cent;  ann.  cost  of  mtce.,  $2,0w,  works  belong 
to  city. 

GALENA,  pop.  5,600;  fire  area,  city  limits; 
mercantile  bidgs..  brick  and  wood,  8  to  5  stories; 
private,  brick  and  wood,  2  and  8  stories;  wooden 
roofs  not  permitted;  fireworka  and  oombtistibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — 1 
h.  Si  1.  truck,  4  hose  carriages;  hose,  linen,  good, 
2,000  ft;  value  of  dept.  equipment.  $4,000;  value  of 
bldgs.,  16,000;  ann.  exp.  oi  dept,  $260;  total  mem.. 
126,  paid  full  time  2,  volunteers  121;  underwriters 
ratmg,  second  class. 

Water  Supply— Source,   artesian   well;   system. 

Bump  to  stdp.;  stdp.  cap.  126,000  gals.,  dim.  20  x 
>;  2  pumping  engmes,  class  comp.,  cap.  per  day 
2,600,000  gals.,  constructors  Smedley;  mains,  6 
miles,  4  to  10  in.  dia.;  76  hvdrants;  meters,  toul 
number  40,  owned  by  Co.;  460  services;  pipe,  iron 
and  lead;  pressure,  dom.  00  to  90  lbs.,  fire  96  to 
126  lbs.;  cost  to  construct,  $76,000;  works  belong 
to  Co. 

GALESBURG,  pop.  26,000;  fire  area,  2,000  acres; 
mercantile  bldgs.,  bnck  and  stone,  2  to  6  stories; 
private,  wood,  8  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept---8  c. 
engines.  26  c.  hand  ex.,  1  h.  ft  1.  truck,  1  aerial 
truck,  t  comb.  c.  ft  h.  wagons,  1  service  truck,  8 
hose  wagonflL  1  hose  reel,  9  horses;  hose,  rubber, 
4,000  ft;  fire  alarm,  whistle,  5.000  telephone 
total  hose,  4,000  ft ;  fire  alarm,  whistle,  6.000  tele- 
phone boxes;  value  of  dept.  equipment,  $26,000; 
value  of  bldgs.,  $60,000;  ann.  exp.  of  dept,  $21.- 
000:  total  mem.,  17. 

WATiR  Supply— Source,  wells,  1  mile  from 
business  center;  system,  pump  direct;  stdp.  cap. 
176,000  gals.,  material  used  in  cons,  steel;  quali^ 
of  water,  good;  res.  cap.  4,600,000  nls..  located  at 
station:  2  pumping  engines,  dass  nonaontal,  size 
12  X  18,  cap.  per  day  8,000,000  ^als.,  constructors 
Holly  and  Gaskell;  mains,  cast  iron,  38  miles,  4  to 
16  in.  dia.;  884  hydrants,  Eddy,  Mathews,  Crane, 
Bourbon:  164  valves;  meters,  total  number,  1,600, 
Crown,  Thomson,  Worthington,  Buffalo,  Keystone, 
Trident,  Nash,  Westinghouse,  owned  by  consumer; 
1,500  services;  pressure,  dom.  46  to  oO  lbs.,  fire 
86  to  116  lbs. ;  consumption,  per  day  1,000,000  gals., 
per  capita  62  gals. :  cost  to  construct,  $236,500; 
bonded  debt,  ^3,000;  int.  paid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.,  $10,000;  works  belong 
to  city. 

GALVA,  pop.  8,000;  fire  area,  640  acres;  mercan- 
tile bldgs.,  Dnck,  1  and  2  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  not  permitted; 
combustibles  ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.  for  8  yrs.,  $8,168;  av.  ins.  for  same 
time,  $1488.  Fire  dept— 1  c  engine,  2  c  hand  ex., 
1  h.  &  1.  truck,  1  hose  wagon;  hose,  cotton,  rubber 
kned,  good  1,400  ft;  total liose,  1,700  ft.:  fire  alarm, 

P5l'»  "^StlS^***  ^'^P^   equipment,  tt,000;  value  of 
bldgt.,  $8,000;  ann.  exp.  of  dept,  $tt6;  total  mem.. 


43,  paid   part  time;   underwriters'   rating,  second 
class. 

Watxr  Supply-— Source,  wells,  80O  yds.  from 
business  center;  system^  pump  to  res.  and  atdpu; 
stdp.  cap.  40^000  gals.,  dim.  12  x  66^  material  uaied 
in  construction  brick  and  steel;  quislity  of  wmtcr, 
good;  res.  cap.,  86,000  gals.;  2  pumping  engioei^ 
cap.  per  day  73,000  gals.,  constructor  Knowles; 
mains,  cast  iron.  6V6  miles,  4  to  S  in.  dia.;  71 
hydrants:  26  valves:  meters,  total  number,  9U 
Union  1,  Hersey  Disc  14.  Empire  6^  Gem  1, 
Trident  OS,  Wortnington  9^  Keystone  1,  owned  by 
consumers;  468  services;  pipe.  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  100  to  l60  ibsL;  consiuiption  per 
day,  126^000  j^s.;  coat  to  construct,  $46,000;  coat 
of  mtce..  $3,900;  works  belong  to  city. 

GENESEO.  pop.  8,600;  fire  area.  9,604  acres;  mer- 
cantile bldgs..  stone  and  brick,  1  to  8  stories;  pri- 
vate, stone,  brick  and  wood,  1%  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.-~6  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
carts;  hose,  rubber,  cotton  lined,  good,  1,000  ft; 
rubber,  good.  500  ft;  inferior,  all  kinds,  80O  ft; 
total  hose.  1.500  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment.  $3,000:  value  of  bldgs., 
$3,500;  ann.  exp.  of  dept.  $380;  total  mem.  26 
volunteers. 

Water  Supply— >Source,  springs;  system,  mimp 
to  stdp.,  2  triplex  engines,  Lewis,  Soimduaky, 
builders;  res.  cap.,  160.(K)0  ^Is.;  2  pumping  en- 
gines, cap.  ^er  day  l.OOO.OOO  gals.,  constructor 
Perkins:  mam,  9  miles.  4  to  8  in.  dia.;  60  hy- 
drants, Perkins,  Chapman,  Worthington;  ZSO  ser- 
vices; pressure,  dom.  50  to  60  lbs.,  fire  66  lbs.; 
cost  to  construct,  $76,000;  ann.  cost  of  mtce., 
$2,600;  works  belong  to  city. 


GENEVA,  pop.  2,600:  fire  area,  820  acres;  mer- 
cantile bldgs.,  stone,  a  and  2)4  atories;  privste, 
wood,  2  stories;  wooden  roofs  not  pemutted;  ao 
fireworks  and  combustibles  ord.;  causes  of  fires 
investinted.  Fire  dept— 2  c.  hand  ex.,  1  h.  &  L 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good  600  ft;  Inferior,  all  kinds,  600  ft;  total  hose, 
1,100  ft;  fire  alarm,  whistle,  telephone;  value- of 
dept.  equipment,  $1,000;  value  of  bldgs.,  $6,000; 
total  mem.,  9  volunteers;  underwriters'  rating, 
third  class. 

Watir  Supply— Source,  well:  sjrstem,  pomp  to 
res.  and  stdp.;  stdj).  cap.  1,600.000  gals.;  dim.  16  x 
100,  material  used  in  cons,  steel;  rca.  cap.,  M^COI 
gals.;  pumping  engines,  class  comp.  dup.,  osp. 
per  day  6,000,000  gals.,  constructor  i>esne:  mataa, 
8  miles,  6  to  12  in.  dia.;  100  hydrants;  meters, 
total  number  860;  800  services;  pipe,  lead;  pressore, 
dom.  45  lbs.,  fire  180  lbs.;  cost  to  construct,  $45,000; 
bonded  debt,  $6,000;  int  paid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.,  ^,000;  works  belong  to 
city. 

GENOA,  pop.  1,600;  fire  area,  80  acres.  Ffae 
dept— 2  hose  carts,  1  h.  &  1.  wagon,  1  comb,  hand 
and  c.  engine ;  hose,  1,000  ft. ;  value  of  dept.  equip- 
ment, $700;  value  of  bldss.,  $1,000;  ann.  exp.  of 
dept.,  $150;  total  mem.,  24  volunteers. 

Watbk  Supply— Source,  deep  wells;  system,  air 
pressure;  1  pump,  constructor  Downey,  cap.  per 
day  30.000  gals.;  35  hydrants;  218  services;  mains, 
3  mites.  4  to  12  in.;  pressure,  dom.  60  lbs.,  fixe 
60  lbs.;  works  belong  to  Co. 

GIBSON  CITY,  pop.  2,700;  mercantile  bldgs., 
brick,  1  to  2  stories;  private,  wood,  1  to  2  stones; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck.  2  hose  carts:  hoae,  cot- 
ton, rubber  lined,  good  1.600  ft;  fire  alarm. 
whistle;  value  of  dept.  equipment,  $2,000;  valne 
of  bldgs..  $500;  ann.  exp.  of  dept,  $300;  total 
mem.,  21  volunteers. 

WATza  Supply— Source,  wells;  system,  pvasp  to 
res.,  to  stdp.  and  direct;  stdp.  cap.  46,000  gala., 
cap.  60,000  gals.;  8  pumping  engines,  claas 
dup.,  cap.  per  dav,  l300,000  gals.,  consi 
Deane:  mains,  6  miles,  4  to  12  In.  dia.,  Pittsbvn 
Pipe  Co.;  82  hydranta,  Bourbon;  meterSL  tow 
number  180;  180  services;  pressure,  dom.  40  lbs- 
fire  100  lbs;  consumption,  per  day  60^100  gals.,  per 
capita  86  gals.;  cost  to  construct  $80,000;  mt.  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $1,600; 
works  belong  to  Co. 
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GILMAN,  pop.  1,441;  fire  arem,  400  acres;  mer- 
cantile bldgs^  brick  and  wood,  1  to  4  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted 
in  nre  area;  causes  of  fires  investinted.  Fire 
dept.— 1  h.  ft  L  truck,  1  hose  wagon,  1  hose  car^ 
1  water  tower;  hose,  cotton,  rubber  Hned,  good 
ffiO  ft.;  inferior,  all  kinds,  100  ft.;  total  hose.  760 
ft;  fire  alarm,  whistle;  ann.  exp.  of  dept,  |146; 
total  mem.  9,  paid  full  time. 

Watbx  Supply— Not  reported. 

GLEN  ELYN,  pop.  800.  Fire  dept.—l  hose 
wagon,  1  h.  &  1.  truck,  1  hand  hose  cart,  3  horses; 
total  hose,  1,000  ft.;  fire  alarm,  bell  and  telephone; 
26  volunteers. 

Water  Supply — Source,  wells;  stdp.  ca]>.,  60,000 
gals. ;  res.  cap.,  76,000  gals. ;  1  pumping  engine,  cap. 
per  day  864,000  gals.,  constructors  Fairbanks- 
Morse;  mains,  10  miles,  8,  6  and  4  in.  dia.;  60 
hydrants. 

GOLCONDA,  pop.  1,140;  fire  area,  800  seres; 
mercantile  bldgs.,  brick  and  wood,  1  to  2  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  hand  engine, 
1  h.  &  L  truck,  1  hose  wagon;  fire  alarm,  bell; 
value  of  dept  equipment,  $tOO;  value  of  bldgs., 
1200;  total  mem.  volunteers. 

Watbe  Supply— No  waterworks  system. 

GRANITE  CITY,  pop.  10.000;  fire  area,  300  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  1  to  3  stories;  wooden 
roofs  not  permitted  in  fire  area;  causes  of  fires 
investiffatea.  Fire  dept— 2  c.  hand  ex.,  2  hose 
carta,  2  horses;  hose,  cotton,  rubber  lined,  good 
1,500  ft;  rubber,  good,  600  ft;  total  hose,  2400 
ft;  fire  alarm,  telephone  and  whistle;  value  of 
dept  equipment,  13,000:  value  of  bldgs.,  25,000: 
ann.  exp.  of  dept.,  «2,000;  total  mem.  17,  paid  full 
time  2,  volunteers  15. 

Watkx  Supply— Source,  river,  2  miles  from 
business  center;  system,  pump  direct;  pumping 
engines,  cap.  per  day  20,000,000  gals,  constructors 
Worthington,  Smith-Vaile;  mains,  cast  iron,  4  to 
16  in.  dia.;  65  hydrants;  meters,  total  number  220. 
Herscy;  1,500  services;  pressure,  dom.  50  lbs.,  fire 
80  to  loo  lbs.;  cost  to  construct;  1260,000;  int  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $7,o00; 
works  belong  to   Co. 

GRAYVILLE,  pop.  2,500;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  storiest 
private,  wood,  2  stories;  wooden  roofs  permitted: 
no  fireworks  ord.  Fire  dept.—l  hand  engine,  1 
h.  ft  L  truck,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  1,200  ft ;  value  of  dept.  equipment, 
^,500;  value  of  bldgs.,  |375;  total  mem.,  15.  paid 
$1   per  fire. 

WATsa  Supply— Source,  river,  1,600  ft  from  busi- 
nesa  center;  system,  pump  to  stdp.;  stdp.  cap. 
60,000  gals.,  dim.  13  x  66,  nmterial  used  in  cons, 
steel;  z  pumping  engines,  class  dup.,  cap.  per  day 
600,000  gals.,  constructor  Deane;  mains,  700  ft.; 
47  hydrants.  Morgan,  Corey;  125  services;  pipe, 
wrottirlit  iron;  pressure,  dom.  80  lbs.,  fire  100  lbs.; 
cost  to  construct,  $28,000. 

GREENFIELD,  pop.  1,400;  fire  area,  1,000  acres; 
mercantile  bldgs.,  bnck.  1  and  2  stories;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworla  and  combustibles 
ord.;  causes  of  fire  investigated;  av.  fire  loss  per 
yr.  for  3  yrs.,  $100;  av.  ms.  involved  for  same 
time,  $60.  Fire  dept — ^1  gasoline  engine,  1  hand 
engine,  a.  h.  &  1.  truck,  4  horses;  hose,  good,  1,400 
ft;  inferior,  600  ft;  total  hose,  1.900  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
$3,000;  value  of  bldgs.,  $1,600;  ann.  exp.  of  dept, 
$1,000:  total  mem.  26,  paid  full  time  1,  paid  part 
time  24;  underwriters'  rating,  third  class. 

Water  Supply— Not  reported. 

GREENVILLE,  pop.  3,500;  fire  area,  1,000 acres; 
mercantile  bldgs.,  brick.  1  and  2  stories;  pri- 
vate* wood  and  brick,  2  stories;  wooden  roots  not 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  8  yrs.,  $86&  Fire  dept— 1  hand  engine,  2  c. 
engines,  1  c.  hand  ex.,  1  h.  &  I.  truck,  3  hose 
carts;  hose,  cotton,  rubber  lined,  new,  1,000  ft, 
good  rubber  hose.  300  ft.;  fire  alarm,  bell,  tele- 
phone   and    whistle;    value    of    dept.    equipment. 


$2,000;    total    mem.,    25,   paid   $1   per  fire;   under- 
writers' rating,  third  class. 
Watik  SuppLY-^Source,  wells  and  dstems. 


GREENVIEW,  pop.  1,604;  fire  area,  160  acres; 

Igs.,  bnc 
wood,    1  and  2   stories;   wooden   roofs  not  per- 


mercantile  bldgs. 


1  and  2  stories;  private. 


mitted;  combustibles  ord.;  causes  of  fires  investi- 
gated: ar.  fire  loss  per  vr.  for  8  yrs.,  $6,100;  av. 
ins.  tor  same  time,  $6,0iM).  Fire  dept— 1  water 
tower,  2  hose  carriages;  hos^  cotton,  rubber  lined, 
good,  600  ft;  fire  alarm,  bell;  volunteers. 

Watbs  Supply— Source,  wells;  system,  pump  to 
stdp. ;  stdp.  cap.  17,000  gals.,  material  used  in  con- 
struction wood;  (luality  of  water,  sood;  1  pumping 
engine,  class  triplex,  sixe  7x5,  cap.  per  day 
20(^000  gals,  constructor  Gould;  mains,  iron,  8.000 
ft,  4  in.  dia.;  20  hydrants:  pressure,  dom.  30  Ins.; 
consumption  per  day,  6,000  gals.;  works  belong  to 
city. 

GRIGGSVILLE,  pop.  1,404;  mercantile  bldgs., 
brick,  2  stories;  pnvste,  wood,  1  story;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.  Fire  dept.— 8  c.  engines  on  wheels, 
1  hand  engine,  1  h.  «  1.  truck,  1  c  hand  ex.,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good 
500  ft;  fire  alarm,  bell;  total  mem.,  28  volunteers. 

Water  Supply— Source,  wells  and  cisterns. 

HAMILTON,  pop.  1,844;  fire  area,  75  acres;  mer- 
cantile bldgs..  brick,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept— 1  hand  engine,  1  c.  engine,  26  c.  hand 
ex.,  1  h.  ft  1.  trucks  1  hose  wagon,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good  ^400  ft;  inferior, 
aU  kinds,  200  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $4,800;  value  of  bldgs.,  $200;  ann.  exp. 
ot  diept,  $360;  total  mem.,  84,  paid  full  time  3,  u 
volunteers;  underwriters'  rating,  second  class. 

Water  Supply— Source,  wells,  1  block  from 
business  center;  system,  pump  to  res.;  res.  cap. 
150,000  gals.;  cost  to  construct,  $8,000;  ann.  cost  of 
mtce.,  $400. 

HANOVER,  pop.  786.    Fire  dept— 1  hand  en- 
'    gine,  12  c  ex. ;  hose,  860  ft. ;  fire  alarm,  bell. 
Water  Supply— Source,  cisterns. 

HARRISBURG.  pop.  10,000;  mercantile  bldgs., 
brick  and  stone,  1  to  3  stories;  private,  brick  and 
wood,  1  and  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr.  for 
3  yrs.  $26,000.  Fire  dept.—l  hose  carriage,  2 
horses;  hose,  good.  2,000  ft;  inferior,  500  ft;  total 
hose,  2,600  ft.:  fire  alarm,  whistle  and  bell,  2 
boxes;  value  ox  dept  equipment,  $3,000;  value  of 
bldgs.,  $1,500;  ann.  exp.  of  dept,  $1,200;  total 
mem.  16,  paid  full  time  1,  paid  part  time  14. 

Water  Supply— Source,  well;  res.  cap.,  80,000 
gals.;  pressure,  dom.  60  lbs. 

HARVARD,  pop.  3,500;  fire  area,  GOO  acres;  mer- 
cantile bldgs.,  onck,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  hand  engine,  6  c  hand  ex., 
1  h.  ft  1.  truck,  1  hose  wagon,  2  hose  carriages, 
reels,  etc.;  hose,  cotton,  rubber  lined,  good, 
1,500  ft ;  fire  alarm,  bell  and  whistle;  value  of  dept. 
eouipment.  $4,000;  value  of  bldgs.,  $6,000;  ann.  exp. 
of  dept,  $250;  total  mem.,  60  volunteers. 

Water  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pump  direct;  stdp.  cap. 
90,000  gals.;  dim.  12  x  110,  located  centrally,  ma- 
terial used  in  cons,  steel,  builders  Fairbanks,  Morse 
&  Co.:   quality   of  water,   good;   res.   cap.,  66,600 

Sals. ;  located  at  station;  4  pumping  engines,  class 
up.,  size  8  X  10,  8^  x  12.  cap.  per  day,  1,600,00 
gals.;  constructors,  Smith-Vaile  Co.;  mains,  cast 
irdn,  3%  miles,  4  to  8  in.  dia.;  40  hydrants;  28 
valves;  meters,  total  number  375,  owned  by  con- 
sumer; 340  services;  pipe,  lead  and  galv.  iron; 
pressure,  dom.  65  lbs.,  nre  85  lbs.;  works  belong 
to  city. 

HAVANA,  pop.  3,268;  fire  area,  8  acres;  mer- 
cantile bldgs.,  bnck,  2  and  3  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted. 
Fire  dept.— 1  h.  &  ladder  truck,  2  hose  carriages: 
hose,  rubber,  good  960  ft;  inferior,  all  kinds,  60 
ft;  total  hose,  1,000  ft;  fire  alarm,  bell:  value  of 
dept  eouipment,  $2,200;  value  of  bldgs.,  $9,000;  ann. 
exp.  of  dept,  $260;  total  mem.,  10  volunteers; 
underwriters'  rating,  fourth  class. 
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Watbk  Supply— Source,  wells,  8  blocks  from 
business  center;  system,  pump  to  stdp.  and  di- 
rect: stdp.  cap.  52,600  ffsls..  dim.  16  x  86,  material 
used  in  cons,  iron,  Duilders  Springfield  Boiler 
Works;  2  pumping  engines,  class  comp.  dup.,  cap. 
per  day  60CLOOO  gals.,  constructor  Deane;  mains, 
cast  iron,  7  miles,  4  to  8  in.  dia..  Metropolis. 
Chattanooga;  62  hydrants.  Nelson,  Chapman;  24 
▼alves;  600  services;  pipe,  galv.  iron;  pressure, 
dom.  66  lbs.,  fire  120  lbs.;  consumption  per  day 
400,000  gals.,  per  capita  183  gals.;  cost  to  construct, 
168,000;  int  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $8,900;  works  belong  to  city. 

HARVEY,  DOp.  6,000;  fire  area,  8^  sq.  miles; 
mercantile  blags.,  brick  and  wood,  2  to  8  stories; 
private,  brick  ana  wood,  1^  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com* 
bustioles  ord.;  causes  of  fires  investigated.  Fire 
dept.— 2  c.  hand  ex.,  6  hose  carts,  1  comb,  c  and 
hose  wagon,  2  horses;  hose,  cotton,  rubber  lined, 
good,  8,000  ft;  inferior*  all  kinds,  2,000  ft:  total 
hose,  6,000  ft;  fire  alarm,  Gamewell,  19  boxes; 
value  of  dept  equipment,  $8,000:  value  of  bldgs., 
$9,600;  ann.  exp.  ot  dept,  $3,000;  total  mem.,  31 
paid,  full  time  3,  paid  part  time  1,  volunteers  27. 

Watxe  SuppLy--Source,  wells,  1^  miles  from 
business  center;  system,  pump  to  res.  or  direct  to 
stdp. :  stdp.  cap.  200,000  gals.,  dim.  16  x  129,  ma- 
terial used  in  cons,  steel;  quidity  of  water,  good; 
res.  cap.  210,000  gals.;  located  at  station:  2  pump- 
ing engines,  cap.  per  day  2,000,000  gals.,  Worthing- 
ton;  mains,  cast  iron,  16  miles,  6  to  12  in.  dia.; 
169  hydrants;  79  valves;  meters,  total  number  910, 
Hersey  Rot«ry  160,  Hersey  Disc  160,  owned  by 
Co.;  pressure,  dom.  66  lbs.,  fire  100  lbs.;  consump- 
tion per  day,  400,000  gals.;  works  belong  to  Co. 


f 


HEBRON,  pop.  1,000.     Fire  dept— 1  c  engine; 
hose^  1,900  ft ;  fire  alarm,  whistle. 
Water  Supply — Source,  wells;   res.  cap.,  26,000 
als.;  2  pumping  engines;  mains,  2  miles,  8,  6  and 
in.  dia.;  26  hydrants. 

HENRY,  pop.  1,700;  mercantile  bldgs.,  brick,  1 
to  2  stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord.;. causes  of  fires  investigated.  Fire  dept 
—1  hand  engine,  1  c.  engine  on  wheels,  2  hand  ex., 

1  h.  ft  I.  truck,  2  hose  carts;  hose,  cotton,  rubber 
Ifaied,  good  1J600  ft:  inferior,  all  kinds,  600  ft; 
total  hose,  2,060  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $8,600;  value  of  bldgs.,  $7,000;  ann. 
exp.  of  dept,  $600;  total  mem.  60  volunteers. 

WATxm  Supply— 'System,  gravity;  quality  of 
water,  good;  res.  cap.  80,000  gals.:  2  pumping  en- 
gines; mains,  cast  iron,  6  miles,  2  to  10  in.  dis.; 
66  hydrants;  20  valves;  meters,  total  number  60, 
meters  owned  by  city;  pressure,  dom.  70  lbs.;  cost 
to  construct,  $80^000;  bonded  debt,  $12,000;  works 
belong  to  city. 

HIGHLAND,  pop.  1,970;  fire  area,  160  acres; 
mercantile  bldgs.,  brick,  1  to  3  stories;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted: causes  of  fires  investigated.    Fire  dept— 

2  hand  engines,  66  c.  hand  ex.,  2  h.  &  1.  trucks, 
fire  boats,  4  hose  carts,  4  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,670  ft;  rubber,  good 
600  ft;  total  hose,  2,070  ft.;  fire  alarm,  bell;  value 
of  dept  equipment,  $2,000;  value  of  bldgs.,  $8,000; 
total  mem.,  75  volunteers;  underwriters'  rating, 
second  class. 

Water  Supply— Source,  cisterns. 

HIGHLAND  PARK,  pop.  2,800:  fire  area.  8  sq. 
miles;  mercantle  bldgs.,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted.  Fire  dept. — ^1  h.  &  1.  truck, 
1  hose  wagon,  1  hose  reel,  1  nose  cart;  hose,  cot- 
ton, rubber  lined,  good,  2,600  ft;  fire  alarm,  tele- 
phones; value  of  dept.  equipment,  $2,500;  value 
of  bldgs.,  $2,680;  ann.  exp.  of  dept,  $739.69;  total 
mem.,  18   volunteers. 

Watxr  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap., 
186,000  gals.,  dim.  16  x  100;  2  pumping  engines, 
class  comp.  dup.,  cap.  per  da;r  8,000,000  sals.,  con- 
structor Deane;  mains.  19  miles.  4  to  12  in.  dia.. 
Dennis  Long  &  Co. ;  207  hydrants,  Eddy,  Mathews. 
Ludlow;  112  valves,  Eddy;  meters,  total  number 
670,  Crown,  Union,  Bee,  Hersey,  Worthington, 
Buffalo,  Nash,  owned  by  city;  Ito  services;  pres- 
sure, dom.   60  lbs.,  fire  i5  lbs;   consumption,   per 


day,  660,000  gals.,  per  capita  48  gals. ;  cost  to  con- 
struct, 86,000;  ann.  cost  of  mtce.,  $6,600;  works 
belong  to  city. 

HILLSBORO,  pop.  3,000;  fire  area,  2S  acres; 
mercantile  bldgs.,  bnck,  2  and  8  stories;  private, 
brick  and  wood.  2  stories;  wooden  roofs  not  per^ 
mitted;  firew<»-ks  and  combustibles  ord.;  cawset 
of  fires  investigated;  av.  fire  loss  per  yr.  for  3 
yrs.,  $9,000;  av.  ins.  for  same  time,  $7,(W0.  Fire 
dept— 2  hose  carts;  hose,  cotton,  rubber  lined, 
good,  1,800  ft:  fire  alarm,  bell;  value  of  dept 
equipment,  $2,300;  value  of  bldgs.,  $25,000;  total 
mem.,  26  volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  260,000  gals.;  pumping  en^nes, 
cap.  per  day  600,000  gals.,  constructor  Worthing- 
ton; mains,  6  miles,  4  to  8  in.  dia.;  31  hydranta. 
Wood;  meters,  total  number  2,  Worthington;  140 
services;  pressure,  dom.  60  lbs.,  fire  GB  to  200  lbs.; 
consumption  per  day  200,000  gals.,  per  capita  00 
Kals.:  cost  to  construct,  4.000;  ann.  cost  of  mtce., 
$127,000;  works  belong  to  city. 

HINCKLEY,  pop.  800;  fire  area,  100  acres.  Fire 
dept.— steam  and  gasoline  pumps,  1  h.  &  1.  truck; 
hose,  1,000  ft 

Watir  Supply— Waterworks;  bonded  debt,  $4.- 
000;  works  belong  to  city. 

HINSDALE,  pop.  3.600:  fire  area,  640  acres: 
mercantile  bldn.,  brick  snd  stone.  1  to  8  stories; 
private,  wood,  1  to  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.:  causes  of 
fires  investigated.  Fire  dent.— 1  h.  &  L  truck.  1 
hose  cart;  hose,  cotton,  rubber  lined,  good,  2,600 
ft.  total  hose;  fire  alarm,  bell:  value  of  dept 
equipment,  $8,000;  value  of  bldgs.,  $2,000;  ann. 
exp.  of  dept,  $700:  total  mem.    16  volunteers. 

Watir  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap., 
86,000  gals.,  dim.  11  x  48,  material  used  in  consL 
steel,  builder  Morgan;  pumping  engines,  cap  per 
day  1,600,000  gals.,  constructor  Worthington; 
mains,  15  miles,  4  to  8  in.  dia.,  Crane  Co.;  150 
hydrants.  Crane  Co.;  meters  owned  by  consumer; 
334  service;  pipe,  lead;  pressure,  dom.  00  lbs., 
fire  90  lbs.;  consumption,  per  day  275.000Rals.. 
per  capita  100  gals.;  cost  to  construct,  $0,000: 
int.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtoe., 
$8,000. 

HOOPESTON,  pop.  6,810;  fire  area,  6  blocks; 
mercantile  bldffs..  brick,  1  to  5  stories;  private, 
brick  and  wood,  i  to  8  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  canses 
of  fires  investigated;  av.  fire  losspervr.  for  S  yra., 
$18,000;  av.  ins.  for  same  time,  $16,881  Fire  r?pt 
—1  comb.  c.  and  hose  waffon,  1  gas  engine,  1  h. 
&  1.  truck,  1  water  tower,  2  hose  carts;  hose,  rub- 
ber, good,  1,800  ft.,  new  hose  600  ft.  total  hose 
2,300  ft.;  fire  alarm,  bell  and  whistle;  total  mem. 
32.  paid  part  time;  underwriters'  rating,  third 
class. 

Watbr  Supply— Source,  wells,  %  ntle  from 
business  center:  system,  pump  to  res.  and  stdp.: 
stdp.  cap.  80.000  gals,  dim.  10  x  86,  material  used 
in  cons,  brick  and  iron,  builder  Morgan;  quality  of 
water,  good;  res.  csp.  126,000  gau.,  located  at 
pumping  station;  pumping  engines,  class  triplex 
and  air  compressors,  cap.  per  day  860.000  gals., 
constructors  Could  and  Ingersoll;  mains,  cast  troo, 
23  miles.  2  to  8  in.  dia.;  60  hydrants;  25  valves; 
meters,  total  number  75,  Crown  60,  !unpire  8,  Gem 


per  day,  300,000  ^Is*;  cost  to  construct,  flO(l,0Q0; 
bonded  debt,  $8,000;  int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  nftce.,  $4,600;  worics  belong  to  city. 

JACKSONVILLE,  pop.  14,000;  mercantile  bldgs. 
bnck,  2  to  4  stories;  private,  wood,  1  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord,;  causes  of  fires  invotigated; 
av.  fire  loss  per  yr.  for  8  yrs.,  $6,468;  av.  ina.  in- 
volved for  same  time,  $106,326.  Fire  dept  8 
steamers,  2  in  reserve.  2  c.  hand  ex.,  1  como.  c. 
and  hose  wagon,  1  hose  wagon.  8  hoae  carriages, 
10  horses:  hose,  rubber,  good  8.000  ft;  inferior,  all 
kinds.  1,000  ft;  totol  hose,  4.000  ft;  fire  alarm, 
electric.  80  boxes;  value  of  dept  equipment 
$40,000;  value  of  bldgs..  $8,000;  ana  exp.  of  dept., 
$2,600;  total  mem.  17.  paid  full  time  10,  voluateefs 
7:  E.  G.  La  Boyteaux.  chief. 
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Watxe  Supply— ^nrce.  creek,  well,  lake;  m- 
tem,  pump  to  ret.  and  direct;  ret.  capM  8j00,000 
gait. ;  pumping  enrinet,  cap.  per  day  2,000,000  gal% 
each,  coattmctor  Wotthington:  maiiit.  caat  mm, 
24  milet,  4  to  10  in.  dia.,  Shickle,  Howard-Har- 
ritoa;  191  hydrantt,  Ludlow;  96  Valvet;  metert, 
total  number  740^  drown,  Thomton,  Wprthington, 
Nash,  Neptune,  owned  by  city  and  contumer; 
pipe,  lead;  pretture,  fire  GO  Ibtj  cott  to  conttruct, 
125^000;  ann.  cott  of  mtce.,  |7,O0O;  workt  belong 
to  city. 

JERSEYVILLE.  poo.  WT;  fire  area,  000  acret; 
mercantile  bldgi.,  orick,  %  and  S  ttoriet;  private, 
S  and  8  ttoriet;  wooden  rooft  not  permitted;  fire* 
workt  ord.;  cautet  of  firea  iuTcttigated.  Fire  dept 
—2  hand  enginet,  1  c  engine,  60  c.  ex.,  1  b.  ft  1. 
truck,  S  bote  carriaget,  1  nana  bote  WMon;  bote, 
rubber,  good  860  ft;  rubber,  inferior,  400  ft.;  total 
bote,  1460  ft;  value  of  dept.  equipment.,  11,000; 
value  of  bidgt.,  $8,000;  total  mem.,  60  volunteert; 
fire  alarm,  bell  and  whittle;  underwritert'  rating, 
fourth  datt. 

Watsk  Supply— Source,  wellt;  tystem,  gravity; 
ttdp.  cap.,  88,000  gait.,  builder  Rockford;  ret.  cap., 
U0,000  gait.;  8  pumping  enpnet,  cap.  per  day 
877,000  gait.,  conttructort  Deane  and  Nelaon; 
maint.  A&  milet,  4  to  8  in.  dia. :  86  hydrantt. 
Wood;  metert,  total  number  tl,  Hcrtey.  Thorn- 
ton, Worthinston,  Buffalo;  108  terrieet;  preitore, 
lire  60  to  126  lbs.;  oontumption,  per  day  6(Mj00 
ftnlt.,  per  capita  14  nit.;  cott  to  conttruct,  140,000; 
in^paid  on  bondt,  •  per  cent.;  ann.  cott  of  mtce., 
8S,000:  workt  belong  to  city. 

JOHNSON  CITY.  pop.  787.  Fire  dept.— 1  c. 
hand  engine,  1  bote  wagon;  hose,  1,800  ft. 

Water  Supply — Source,  well;  maint,  2  miles,  4 
to  8  in.  dia.;  20  hydrants;  pressure,  dom.  60  lbs., 
fire  120  Ibt. 

JOLIET,  pop.  46,000;  fire  area.  9,010  acres;  mer- 
cantile bldga.,  ttone  and  brick,  1  to  4  ttoriet;  pri- 
vate, brick  and  wood,  1  to  8  ttoriet:  wooden  rooft 
not  permitted  in  fire  area;  combuttiblea  ord.; 
c»xmta  of  firet  invettigated.  Fire  dept.— 2  tteam- 
era,  8  c.  enginet  on  wheelt,  8  c.  hand  ex. ;  1  h«  ft 
1.  truck.  6  bote  wagont,  28  hortes;  bote,  cotton, 
rubber  lined,  good  TvOOO  ft.;  fire  akrm.  Gamewell, 
110  boxet;  value  of  dept  equipment,  ^TJOO:  value 
of  bldgt.,  840,000;  ann.  exp.  of  dept,  888,000;  total 
mem.,  82,  ^id  full  time. 

Watxx  Supply— Source,  wellt,  1  mile  from  busi* 
n«ss  center;  system,  pump  direct:  stdp.  cap.,  42,000 
salt.,  dim.  7  x  146;  ret.  cap.,  9,000,000  gait.;  pump- 
ing  engines,  cap.  per  day  6,000,000  gals.,  con. 
structors.  Allis,  Holly;  mains,  cast  iron,  S7V4  miles, 
4  to  16  in.  dia.,  Howard,  Harrison;  317  hvdrants, 
Michigan  Brass  Works;  meters,  total  number  360, 
ownea   by   consumers;   8,100  services.   227  valves. 

fiipc,  lead;  pressure,  dom.  25  lbs.,  nre  80  to  100 
bs.;  consumption,  per  day  3,000.000  gals.,  per 
capita  00  2-3  gals.;  cost  to  construct,  $360,000; 
bonded  debt,  $143,200;  int.  paid  on  bonds,  4H  to 
6  per  cent;  ann.  cost  of  mtce.,  $30,000;  works  be- 
long to  city. 

KANKAKEE,  pop.  13,696:  fire  area,  4,000  acret; 
mercantile  bldgt.,  nrick  and  ttone,  2  stories;  pri- 
vate wood  2  ttoriet;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept— 
1  h.  &  L  truck,  8  bote  carriaget,  reelt, 
etc..  8  bortet:  hose,  rubber,  good  2/00  ft;  in- 
ferior, all  kinds,  860  ft.;  total  hose,  8,160  ft;  fire 
alarm,  electric,  14  boxes;  value  of  dept  equip- 
ment, 88,000;  value  of  bldgt.,  $6,000;  ann.  exp.  of 
dept.,  $1,460;  total  mem..  «>,  paid  full  time  2,  vol- 
tsnteert  88:  underwritert   rating,  tecond  clatt. 

Watxx  Supply— Source,  river,  2^  miles  from 
buaineta  center;  lyttem,  pvmp  to  ttdp.;  ttdp.. 
dim.  90  X  120,  located  at  Wildwood  avenue  and 
Ciscatnut  street,  material  used  in  cont.  tted;  filtra^ 
tion  tyttem,  gravity;  quality  of  water,  good;  8 
pumping  en^net,  cap.  per  da;r  9,000,000  gals.; 
mains,  28  miles,  4  to  12  in.  dia.;  100  hydrants, 
Beaumont;  valves,  Ludlow;  meters,  total  number 
180.  Trident,  owned  by  Co.;  2,000  services;  pres- 
sure, dom.  60  Ibt.,  fire  100  Ibt. :  consumption,  per 
day  1,000,000  gals.,  per  capita  80  gals.;  workt  he- 
long  to  Co. 

KANSAS,  pop.  1,049;  fire  area,  600  acret;  mer- 
cantile bldgs..  brick,  2  ttoriet;  private,  wood,  1^ 
atoriet;  wooden  roofs  permitted;  fireworks  and 
combuttiblet    ord.;    cautet    of   firet   invettigated. 


Fire  dept— 1  hand  engine,  IS  c.  hand  ex.,  1  h.  ft 
L  truck.  1  bote  wagon;  bote,  cotton,  rubber  lined, 
good  60  ft;  rubber,  good  460  ft;  total  hoae,  600 
ft;  fire  alarm,  bell;  value  of  dept  equipment; 
$1,600;  value  of  fire  dept  bidet.,  $2,000;  ann.  eacp. 
of  dept,  $200;  total  mem.,  A  volunteert. 
Watxx  SuppLY--Source,  wellt  and  cittemt. 

KEITHSBURG,  pop.  1,600:  fire  area,  MO  acret; 
mercantile  bldgt.,  brick,  2  ttoi>et;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworica 
and    combuatiblet   ord.;    cautet   of   firet    investi- 

rited.  Fire  dept— 1  h.  ft  1.  truck,  1  bote  wagon, 
hose  carriages;  bote,  cotton,  rubber  lined,  good 
600  ft. ;  fire  alarm,  bell ;  total  mem.,  68  volunteert. 
Watsx  Supply— Source,  wells,  system^  pump  to 
ttdp.,  dim.  100  X  10:  2  pumping  enginet,  daat 
comp.  dup.,  cap.  per  day  1,008,000  gait,  conttructor 
Deane;  cott  to  conttruct,  135,000. 

KENNEY,  pop.  684.  Fure  dept— 1  hand  engine,  2 
h.  ft  1.  trucks,  1  bote  cart;  hote,  1«800  ft 
Watsx  Supply— Source,  wellt. 

KEWANEE,  pop.  14,000:  fire  area  800  acret; 
mercantile  bldgt.,  ttone  and  brick,  1  to  4  atoriet; 
private,  ttone,  brick  and  wood,  2  to  8  ttoriet: 
wooden  rooft  permitted  in  fire  area;  fireworkt  and 
combuatiblet  ord.;  cautet  of  firet  invettigated. 
Fire  dept— 1  c.  engine  on  wheelt,  1  c  engine,  1 
hote  wa^^on.  2  hoae  carta.  4  bortet;  bote,  cotton, 
rubber  lined,  good.  8,000  tt;  rubber,  good,  800  ft: 
total  hoae,  8,600  ft;  fire  ahmn,  Gamewell;  total 
mem.,  20  vdunteera,  6  paid. 

Water  Supply— Source,  wellt,  %  mile  from  bnti- 
ness  center;  tvttem,  pump  direct;  ttdp.  dim.  80  x 
260;  quality  of  water,  good;  ret.  cap.  1^00,000  gala., 
located  at  pumping  ttation;  8  pumping  engmet, 
clatt  comp.  dup.,  cap.  per  day  l,6OO,O0O  gala.,  cqnt. 
Buffalo;  mains,  cast  iron,  20  miles,  4  to  10  in.  dia.; 
260  hydrants;  160  valves;  meters,  total  number  960, 
Crown  120,  Nash  860,  Empire  6,  Gem  3,  Trident 
425,  Hersey  Disc  2,  Worthington  40;  owned  by 
dty;  800  services;  pipe,  lead  and  galv.  iron;  pres- 
sure, dom.  00  lbs.,  nre  100  Ibt.,  contumption  per 
dav  aOOLOOOgalt. ;  cott  to  conttruct,  8167,00();  bonded 
debt,  $32,000;  int.  paid  on  bondt,  4  per  cent;  cott 
of  mtce.,  $10,000;  workt  belong  to  city. 

KIRKLAND,  pop.  060.  Fire  dept— 8  c  band 
ex..  1  hand  engine;  hote,  800  ft;  nre  alarm,  bell 
and  whistle. 

Water  Supply— Source,  10  cisterns. 

KIRKWOOD,  pop.  1,006;  mercantile  bldga., 
brick  and  iron,  1  and  2  atories;  private,  woodl  1 
and  2  stories;  wooden  rooft  not  permitted.  Fire 
dept— 1  c  engine,  1  h.  ft  L  truck,  1  hote  carriage; 


bldffs.,  $1,000;  total  mem.  tS  volunteers. 
Water  Supply— Source,  wellt. 

KNOXVILLE,  pop.  1.867:  fire  area  %  mile: 
mercantile  bldgs.,  stone,  brick  and  wood.  1  and  2 
stories;  private,  stone,  brick  and  wood,  8  ttoriet; 
wooden  roofs  not  permitted;  fireworkt  and  com- 
bustibles ord.:  causes  of  fires  investigated;  av.  fire 
loss  per  yr.  tor  8  yrs.,  $1,020:  av.  ins.  for  same 
time.  $866.  Fire  dept.— 1  hand  engine,  1  h.  ft  L 
truck,  8  hose  carriaget;  hote,  cotton,  rubber  lined, 
orood.  1,000  ft;  rubber, good,  400  ft;  total  hose,  1,400 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $2,000;  value  of  bldgt.,  $6,000;  ann.  exp. 
ot  dept,  $60;  total  mem.,  62  volunteers;  under- 
writers' rating,  third  class. 

Water  Supply— Source,  wellt  and  tpringt.  4 
blockt  from  butinett  center;  lyttem,  gravity, 
pump  to  res.;  stdp.  cap.,  86,000  gait.;  ret.  cap» 
t6,000  gals.;  pumping  engines,  cap.  per  dajr,  9M.O00 

els.;  mains,  cast  iron,  6  miles,  4  to  10  in.  dia.; 
hydranta;  metert,  total  number  76,  owned  by 
contumer;  OS  tervicet;  pipe,  galv.  iron;  preatvr^ 
fire  46  to  175  Ibt.:  contumption,  per  day  19,760 
nit.,  per  capita  10  1-8  gait.;  oott  to  conttruct, 
130,000;  int  paid  on  bondt,  6  per  cent;  ann.  oott 
of  mtce.,  $12,000;  wotkt  belong  to  city. 


LACON.  pop.  1,001;  fire  area,  1,280  acres;  mer- 
cantile bldgs.,  wood  and  brick,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fire- 
workt and  combuttiblet  ord.  Fire  dept— 1  hand 
engine,  1  c.  engine,  2  c  hand  ex.,  1  h.  &  L  truck, 
1  aerial  truck,  3  hote  carriages,  reelt,  etc;  bote. 
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cotton,  rubber  lined,  good  900  ft;  inferior,  all 
kinds,  400  ft.;  total  hose,  1,800  ft;  fire  AUrm.  bell; 
value  of  dept  equipment,  10.250;  Yalue  of  bldgs., 
lltOOO:  ann.  exp.  of  dept,  12,000;  total  mem.,  ID^ 
paid  full  time;  underwnters'  rating,  third  class. 

Watss  Supply— Source,  weUs:  system,  pump  to 
stdp.;  stdp.  cap.  66,000  i^s.,  6d  ft  high,  material 


used  in  cons,  steel;  pumping  engines,  class,  comp. 
dttp.,  cap.  per  day  1,600,000  gals.,  constructors 
Smedley  ana  Deane;  mains,  6  miles,  4  to  10  in. 


dia,  Anniston  and  Chattanooga;  66  hydranu,  Em. 
pire  and  Crane;  175  services;  pipe.  galv.  iron; 
pressure,  dom.  00  lbs.,  fire  66  to  150  lbs.;  oon- 
Bumption,  per  day  80.000  gals.,  per  capita  80  gals.; 
cost  to  construct,  885,000;  int.  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.  81,000;  works  belong 
to  city. 

LADD,  pop.  1.324.    Fire  dept.— 1  h.  &  1.  truck,  3' 
carts;  hose,  bOO  ft.;  fire  alarm,  bell  and  telephone; 
total  mem^  42  volunteers. 

Water  Supply— Source,  well;  mains,  1%  miles, 
4  to  8  in.  dia.;  16  hydrants;  pressure,  dom.  40  lbs., 
fire  80  lbs. 

LA  GRANGE,  pop.  6,000;  fire  area,  800  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  8  stories; 
private,  stone,  brick  and  wood,  8  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept — 4  c. 
hand  ex.,  1  h.  &  1.  truck,  4  hose  carriages;  hose, 
linen,  good,  1,600  ft;  value  of  dept.  equipment 
18,000;  ann.  exp.  of  dept,  $316;  total  mem.,  88  vol- 
unteers. 

Watik  Supply— Source,  wells:  system,  pump  to 
stdp::  stdp.  cap.  180,000  gals.,  dim.  16  x  180;  res. 
cap.  8,000,000  gals.;  pumping  engines,  class  comp. 
dup.,  cap.  per  day  8,000,000  gals.,  constructors 
Worthington  &  Deane;  mains,  18  miles,  4  to  18 
in.  dia.,  Cleveland,  Clow;  144  hydrants.  Eddy, 
Holyoke,  Ludlow:  meters,  total  number  766,  Her- 
sey,  Thomson,  Worthington,  Buffalo.  Trident 
Nash;  820  services;  pressure,  dom.  60  lbs.,  fire  60 
to  120  lbs. ;  cost  to  construct  1180,000. 

LA  HARPE,  pop.  2,000;  fire  area,  800  acres; 
mercsntile  bids.,  brick,  1  to  8  stones,  private, 
wood,  8  stories,  wooden  roofs  not  permitted;  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 2  hand  engines,  1  c.  engine,  1  h.  &  1.  truck, 
6  c.  hand  ex^  8  hose  carts^  nose,  cotton,  rubber 
lined,  good,  1,600  ft;  inferior,  all  kinds,  800  ft; 
total  hose,  1,800  ft. ;  fire  alarm,  belh  value  of  dept 
eouipment  ^,880;  value  of  bldgs.,  |2,000:  ann.  exp. 
of  dept,  160;  total  mem.,  80  volunteers. 

Watee  Supply — ^Source,  wells,  4%  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
82,000  gals.,  dim.  18  x  18,  located  at  station;  ma- 
terial used  in  cons,  wood,  builders  Caldwell  ft 
Co.;  quality  of  water,  good;  2  pumpinjr  engines, 
class  trip.,  size  8  x  10.  cap.  per  day  72,000  gals., 
constructor  Gould;  msins,  oast  iron.  1%  miles,  6 
in.  dia.;  18  hydrants,  Bourbon;  4  valves,  Ashton; 
meters,  total  number  20,  Crown  10,  Union  8,  Em- 
pire 2,  Nash  6,  owned  by  city;  40  services,  pipe, 
galv.  iron;  pressure,  dom.  35  lbs.,  fire  100  lbs. ; 
consumption,  per  dsy  1,200  gals.,  per  capita  2 
ff-als.;  cost  to  construct,  8467000;  bonded  debt, 
18.000;  int  paid  on  bonds,  6  per  cent;  ann.  cost 
ot  mtce..  8800;  works  belong  to  city. 

hA  SALLE,  pop.  11,000.  Fire  dept. — 2  comb.  h. 
t  1.  wagons,  1  steamer;  hose,  2.200  ft.;  fire  alarm, 
41  boxes;  total  mem.  28,  paid  full  time  3,  paid  on 
call  25. 

Water  Supply— Source,  wells;  2  pumping  en- 
gines; cap.  per  day,  4,500,000  gals,  together;  con- 
utructors  Hawley- Worthington ;  mains.  22  miles,  2 
to  12  in.  dia.;  108  hydrants;  pressure,  dom.  100 
lbs.,  fire  120  lbs. 


roofs  not  permitted.  Fire  dept— 1  h.  &  1.  truck,  6 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
2,500  ft.;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $3,000;  total  mem.,  U  volunteers. 

Water  Supply— Source,  lake,  2  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  dim. 
16  X  85,  matenal  used  in  cons,  steel;  quality  of 


Deane,   Gordon;  mains,  cast  iron,   19  miles,   4  to 


12  in.  dia.:  106  hydrants;  30  valves;  meters  total 
number  860,  Crown  80O,  Trident  46,  Worthin^on, 
5;  owned  by  Co.  and  consumers;  860  aemces; 
pipe,  lead;  pressure,  dom.  36,  lbs.,  fire  90  lbs.; 
cost  to  construct  8100,000;  ann.  coat  of  mtce., 
$7,000;  works  belong  to  Co. 

LANARK,  pop.  1,600;  fire  area.  800  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  and  8  stories; 
private,  wood,  8  stories;  wooden  roofo  permitted; 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  hand  engine,  1  h.  &  L  trade,  1  vrater 
tower,  i  hose  carriages;  hose,  cotton,  rubber  lined, 
good  2.600  ft;  fire  alarm,  bell  and  telephone;  ann. 
exp.  ot  dept.,  8150;  total  mem.,  12,  paid  part  time; 
underwriters    ratinff,   third  class. 

Water  SuppLY-^urce,  well,  2  blocks  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct;  atdp. 
cap.  69,786  gala.,  dim.  16  x  86,  material  used  m 
cons,  ateel  and  wood,  buildera  U.  S.  Wind  Co.: 
quality  of  water,  good;  rea.  cap.  61,000  gala.,  locateo 
at  plant:  stdp.  cap.  68,000  fl^s.:  2  pumping  en- 
gines, class  duplex,  cap.  per  dav  207,MO  sals., 
constructors,  Smedley.  ISmith-Vaife;  mains,  cast 
iron,  2  miles,  4  to  8  in.  dia.;  28  hydrants;  26 
valves;  meters,  total  number  44,  Crown  8,  Kash 
20,  Trident  6.  Pittsburg  10;  pressure,  dom.  45  lbs.. 
fire  126  lbs.;  cost  to  construct  $16,000;  cost  of 
mtce.,    $500;    works  belong  to   city. 

LA  SALLE,  pop.  10,994;  fire  area,  28  acrea;  mer- 
cantile bldgs.,  brick,  2  to  8  stories;  private,  wood, 
1^  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  8  hose 
wagona,  6  horses;  hoae,  cotton,  rubber  lined,  good 
1,400  ft;  inferior,  aU  kinda,  800  ft;  total  hoae, 
1,700  ft;  fire  alarm,  electric,  86  boxes;  value  of 
dept  equipment,  $5,700;  value  of  bldgs.,  $)46,00D; 
ann.  exp.  of  dept,  $4,800;  total  mem.  84,  paid  full 
time  4,  paid  part  time  20. 

Water  Supply— Source,  wells,  1  mile  from  baai- 
ness  center;  system,  pump  direct;  quality  of  water, 
good;  rea.  cap.  600,000  gals.,  located  at  pumpang 
station;  2  pumping  enffines,  cap.  per  day  6,006,000 
^s.,  cons.  HoUv  and  Worthington:  maina,  cast 
iron,  20  miles,  8  to  14  in.  dia.;  116  hydranta; 
meters,  total  number  600,  Empire,  Thomson,  Key- 
stone and  Union,  owned  by  consumers;  1,700  ser- 
vices; pipe,  lead;  pressure,  dom.  100  lbs.,  fire  IM 
lbs.;  consumption  per  day  2,600^000  galsL;  cost  to 
construct,  $260,000;  bonded  debt,  $aO,OOO^at  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $16,000;  works 
belong  to  dtv. 

LAWRENCEVILLE.  pop.  4.000;  mercantile 
bldgs. f  brick,  2  to  8  stones;  private,  wood,  1  to 
8  stones;  wooden  roofs  not  permitted;  fireworkt 
and  combustibles  ord.:  causes  of  fires  investi- 
gated. Fire  dept— Hose,  cotton,  rubber  lined. 
good,  800  ft.:  fire  alarm,  bell  end  whistle;  total 
mem.,  14  volunteers;  underwriters*  rating,  third 
class. 

Water  Supply— Source,  wells,  Emtanass  river; 
3  blocks  from  business  center;  quality  of  water, 

food;  res.  cap.  75,000  gals.;  2  pumps,  etiff.  class, 
Triplesc.  1  Dean,  constructor.  Afead;  mains,  cast 
iron,  17,800  ft,  4  to  8  in.  dia.;  46  hydrants,  11 
valves,  84  meters.  Trident  Nat*l,  Hersey,  owned 
by  o.;  379  services;  pressure,  dom.  50  to  70  lbs., 
fire  lOiO  lbs.,  consumption  per  day  80,000  gala.,  per 
cap.  80  gals.;  bonded  debt  $16,000;  int.  on  bonds, 
6  per  cent;  works  belong  to  Co. 

LEMONT,  pop.  5,000;  fire  area,  60  acrea;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  8  stories: 
private,  wood,  2  stories:  wooden  roofs  permitted 
m  fire  area;  fireworks  and  combustibles  ord.^  causes 
of  fires  investigated.  Fire  dept— 2  c.  enginea  oa 
wheels,  8  c  hand  ex.,  1  h.  ft  L  truck,  8  hoae  carts^ 
2  horses;  hose,  cotton,  rubber  lined,  good  1.000  ft; 
rubber,  good  600  ft;  total  hoae,  (600  ft.;  fire 
alarm.  Game  well,  6  boxea;  value  of  dept  equip- 
ment, $10,000;  value  of  bldgs.,  $80,000;  ana.  txp,  of 
dept,  $800:  total  mem.  40  volunteers. 

WATER  Supply— Source,  weQs;  syston,  pvmp  di- 
rect; res.  cap.  176,000  gals.;  8  pamping  astaca, 
cap.  per  day  1,600,000  gala.,  ooaatructors  Sinith- 
Vaile,Worthington ;  mains,  16  miles,  8  to  10  in.  dis., 
Anniston;  116  hydranta;  meters,  total  number  8L 
Hcraey;  1,000  services;  pressure,  dom.  71  Iba., 
fire  7S  to  100  lbs.;  cost  to  construct  $75,000;  int 

Said  on  bonds,  6  per  cent;  ann.  cost  of  oatee., 
i,O0O;  works  belong  to  city. 
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LENA,  pop.  1,261;  fire  area,  MO  acres;  mcrcan- 
tfle  bldgs.,  brick,  wood  and  stone,  1  and  8  storiet; 
private,  wood  and  brick.  1  and  2  stories;  wooden 
roofs  permitted;  fireworks  and  oombustlbles  ord.; 
Fire  dcpt.— 1  steamer,  1  hand  engine,  2  hose  cai^ 
riases:  hose,  cotton,  rubber  lined,  rubber,  good 
1,GOO  ft:  fire  alarm,  bell;  value  of  dcpt.  equip- 
ment, $6,000;  total  mem.,  volunteers,  24;  under- 
writers* rating,  third  class. 

Watsk  SuppLT-^Source,  deep  well;  system, 
pump  to  res.;  res.  cap.  6,000  gals.;  pumping  en- 
ginea,  cap.  i>er  dav  144,000  gals.,  constructor  Cook; 
mains,  3  miles,  4  to  8  in.  dia. ;  28  hydrants;  74 
lenrices;  pressure,  fire  60  lbs.;  cost  to  construct, 
122,000;  intpaid  on  bonds,  6  per  cent;  ann.  cost 
of  mtcc,  |80(L 

LEROY,  pop.  2,000;  mercantile  bldgs.,  brick 
snd  iron,  2  stories,  private,  wood,  1  and  2  stoiiea: 
wooden  roofs  not  permitted:  no  fireworks  and 
combustibles  ord.;  causes  ox  fires  investigated. 
Fire  dept.—!  h.  &  1.  truck,  2  hose  carts;  hose,  cot- 
ton, rubber  lined,  prood;  total  hose,  l,oOO  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
S6j^000;  value  of  bldgs.,  $1»600;  ann.  exp.  of  dept., 
$60O;  total  mem.,  30  volunteers;  underwriters'  rat- 
ine, second  class. 

WATBR  SuPFLT-^Source,  wells;  system,  pnmp  to 
stdp.  and  direct:  stdp.  cap.  74,000  i^.,  dim. 
12  X  100,  material  used  in  cons,  steel;  pumpmg 
engines,  cap.  per  day  160,000  gals. ;  mams,  S  miles, 
I  to  8  in.  dia.,  Anniston;  26  hydrants,  Eddy;  6 
valves;  126  services;  jpressurc,  dom.  40  lbs.,  fire  46 
to  70  lbs.;  consumption,  per  day  22,000  gals.,  per 
capita  12  gals.;  cost  to  construct,  112,600;  int  Mid 
an  bonds,  6  per  cent;  ann.  cost  of  mtoe.,  1600: 
irorks  belong  to  city. 

LEWISTOWN,  pop.  2,604;  fire  area.  86  acres; 
mercantile  bldgs.,  onck,  1  to  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
h.  ft  L  truck,  2  hose  carts;  hose,  rubber,  good 
1,000  ft.,  new,  280  ft  cotton  hose ;  inferior,  all  kinds, 
1,000  ft;  total  hose,  2,260  ft:  fire  alarm,  bell; 
value  of  dept  equipment,  $2,000;  value  of  bldgs., 
$4,000;  total  mem.  15  volunteers. 

Watxr  Supply— Source,  wells;  svstem,  pump  to 
stdp.;  stdp.  cap.  21,000  ^ib.,  dim.  12  x  88,  ouilders 
Morgan;  pumping  engines,  cap.  per  day  200,000 
ftala.,  constructor  Knowles;  mains,  6  miles,  4  to  8 
m.  dia.;  82  hydrants.  National  Tube  Works; 
meters,  total  number  80;  226  service;  pipe,  iron 
and  lead;  pressure,  dom.  100  lbs.,  fire  126  Ibs^ 
consumption,  per  day  85,000  nI>M  p^f  capita  82 

Sals.;    cost    to    construct,    $loi600:    int    paid    on 
onds,   6    per   cent;    uin.    cost   of   mtce.,    $2,400; 
works  belong  to  Co. 

LEXINGTON,  pop.  1,«15;  fire  area,  800  acres; 
mercantile  bldgs,  bnck  and  wood,  2  stories:  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  hose  carriage;  hose, 
rubber,  good  000  ft ;  total  bose,  000  ft ;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment,  $800; 
value  of  bldgs.,  $000;  total  mem.,  20  volunteers. 

Watbk  Supply—- Source,  well;  system,  pump  di- 
rect; stdp.  cap.  86,000  gala.,  dim.  11.6  x  48,  builder 
Morgan;  cap.  per  day  100,000  gals.;  mains,  8^ 
miles,  4  to  10  in.  dia.,  Addyston;  41  hydrants,  Du- 
pont;  176  services;  pipe,  iron;  pressure,  dom.  60 
iba.,  fire  60  lbs.;  consumption  per  day  70,000  gals., 
per  capita  46^  3^^^'*  ^^'^  ^^  construct,  $18,000; 
Dondea  debt,  $2,600;  int  paid  on  bonds,  6  per  cent; 
ann.   cost  of  mtce.,  $1,750;  works  belong  to  city. 

LINCOLN,  pop.  12,000;  Ire  area,  90  acres;  mer- 
cantile bldgs.,  onck,  stone  and  iron,  1  to  4  stories; 
private,  wood  and  brick,  1  to  8  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept— 1  c.  engine,  2  c.  hand  ex.,  1  h. 
&  1.  truck,  2  hose  wagons,  8  hose  carriages,  4 
horses;  hose,  cotton,  rubber  lined,  good,  2,600  ft; 
rubber,  280  rt.;  fire  alarm,  whistle;  value  of  dept 


cap.  per  day  4,600,000  i^ls.,  constructor  Snow; 
mains,  cast  iron,  19.19  miles,  4  to  14  in.  dia.;  208 
hydrants:  125  valves:  meters,  total  number  286, 
Crown  19.  Nash  8,  Union  10.  Empire  6,  Gem  1, 
Hersey  Rotary  2,  Trident  179,  Hersey  Disc  40^ 
Thomson  6,  Kevstone  10,  T^mbert  16,  owned  by 
Co.;  1,201  services;  pipe,  nlv.  iron;  pressure,  dom* 
80  to  00  lbs.,  fire  90  to  100  lbs.;  consumption  per 
day«  507,089  fig^ls.;  cost  to  construct,  $360,000; 
bonded  debt,  $200,000;  int  paid  on  bonds,  6  per 
cent;  works  belong  to  Co. 


Watkk  Supply— Source,  wells  and  creek,  IH 
miles  from  buainess  center;  svstem,  pump  to 
stdp.  and  direct;  stdp.  cap.  160,000  gals.,  dim.  16  x 
100^  material  used  in  cons,  steel;  quality  of  water, 
good ;  8  pumping  engines,  class  2  comp.  and  dup., 


mttted;  fireworks  and  ccnibttstiblea  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  La  France 
steamer,  1  h.  ft  1.  truck,  4  hose  carriaffes;  hose, 
cotton,  rubber  lined,  good,  1.400  ft.;  rubber,  good. 
1,200  ft.;  inferior,  all  kinds,  600  ft.;  total  hose,  1,900 
ft;  fire  alarxn^^bell  and  whistle;  value  of  dept 
eouipment,  $6,000;  value  of  bldgs.,  $4,000;  ann.  exp. 
of  dept..  $8,000;  total  mem..  76,  paid  full  time  4; 
nnderwnters'  rating,  third  class. 

Water  SuppLY-^ource,  creek,  8  mOes  from 
business  center;  system,  pump  direct;  res.  cap. 
100,000,000  gals.,  located  Z  miles  from  dtv;  8 
pumping  engines,  class  quad.,  cap.  per  day  2,0iM>,- 
000  gals.,  constructors  Holly,  Worthington;  mains, 
cast  iron,  10  miles,  4  to  12  m.  dia.;  68  nydrants;  20 
valves:  meters,  total  number  26:  100  aervices;  pres- 
sure,  dom.  70  lbs.,  fire  80  to  100  lbs.;  consumption 
per  day  400.000  gals:  cost  to  construct,  $80,000; 
ann.  cost  ot  mtce.,  $6,000;  works  belong  to  city 
and  Co. 

LOCKPORT.  pop.  8,000;  fire  area,  1  mile;  mer- 
cantile bldgs.,  onck  and  stone.  2  to  8  stories;  pri- 
vate, wood^  2  stories^  wooden  roofs  not  per- 
mitted in  fire  area.  Fire  dept— 2  c.  hand  ex..  1 
hose  wagon,  8  hose  carriages;  bose,  cotton,  rubber 
lined,  good  IJiOO  ft;  inferior,  all  kinds,  1,200  ft: 
total  hose,  2,700  ft:  fire  alarm,  whistle;  value  ol 
dept  equipment$8,000;  value  of  bldgs.,  $600;  amu 
exp.  of  dept,  $800;  total  mem.,  47  volunteers. 

Watsr  Supply- Source,  wells,  8  blocks  from 
business  center;  system,  pump  to  res.;  res  cap. 
500,000  gals. ;  2jpumping  engines,  class  comp.,  cap. 
per  day  2,000,000  gsls..  constructor  Worthington; 
mains,  cast  iron,  6  miles,  4  to  12  in.  dia.;  53  hy- 
drants; meters,  total  number  125;  125  services; 
pressure  dom.  37  to  72  lbs.,  fire  100  lbs.;  cost  to 
construct,  $30,000;  cost  of  mtce.,  $4,500;  works  be- 
long to  city. 

McHENRY,  pop.  1.200;  fire  area,  192  acres; 
mercantile  bldgs.,  brick  and  wood,  8  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;   causes   of    fires   investigated.     Fire   dept— 

2  steamers,  4  hand  engines,  2  c.  engines.  4  c.  band 
ex.,  2  hose  wagons;  hose,  cotton,  rubber  lined, 
good  1,000  ft;  value  of  dept  equipment,  $1,000; 
value  of  bldgs.,  $6,000;  total  mem.,  46  volunteers. 

Watbx  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.t  stdp.  cap.  186,000  ^ala., 
res.  cap.  80,000  jnls. ;  1  pumping  engine^  triplex, 
cap.  per  day  600,000  gals.;  mains,  cast  iron,  8H 
mnes;  48  hydrants;  50  services;  pressure,  fire  100 
lbs.;  cost  to  construct,  $28,000. 

McLEANSBORO,  pop.  1,758;  fire  area,  640  acres; 
mercantile  bldgs.,  bricic,  1  to  8  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permitted; 
no  fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  3  yrs.,  $8,006; 
av.  ins.  for  same  time,  $9,506.  Fire  dqpt— 1  b.  & 
1.  truck,  1  hose  wagon,  1  hose  carriage,  4  horses; 
hose,  cotton,  rubber  lined,  good  1,100  ft;  fire 
alarm,  bell  and  whistle,  7  boxes;  value  of  dept 
equipment  $2,000;  value  of  bldgs.,  $1,000;  ann. 
exp.  of  dept,  $^;  total  mem.,  80  volunteers; 
underwriters'  rating,  third  class. 

Watbk  SuppLY-^ource,  wells  and  cisterns. 

MACOMB,  pop.  7,000;  fire  area,  40  acres;  mer- 
cantile bldgs.,  brick,  stone  and  metal,  3  stories; 
private,  wood,  1,  2,  and  3  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  not  investigated;  av.  fire  loss  per 
yr.  for  3  yrs.,  $1,094;  av.  ins.  for  same  time,  $1,d88. 
Fire  dept.— 2  comb.  c.  &  h.  wagon,  2  c  wagons, 

3  c.  engmes,  4  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
carriage,  3  horses;  hose,  cotton,  rubber  lined,  good^ 
ooAA  j^  ,  gj.^  alarm,   bell  and  whistle,  83  boxes; 


B-76 


FIRE    DEPARTMENTS   AND   WATER    SUPPLY— ILUNOIS. 


Talue  of  dept.  equipment,  |7,<M)0;  value  of  bldgi., 
16,000:  ann.  exp.  of  dept.,  |lf600;  total  mem.,  14, 
paid  full  time  1,  volunteers  U;  underwriters'  rat- 
mff.  fourth  class. 

WATim  Supply— Source,  welU:  pump  to  ttte* 
and  direct;  ttdp.  cap.  8»,000  fais.,  dim.  11  x  «, 
builder  Morgan;  rea.  cap.  86,000  gala-;  S  pumping 
engiaea,  daaa  dup.,  cap.  per  day  I50,0w  gala.,  ooa- 
atructors  American  and  Deane;  mains,  cast  iron,  8 
miles,  4  to  8  in.  dia.,  Audyaton;  106  hydrants, 
Corey;  meters,  total  number  400,  owned  by  con- 
sumer: 400  services:  pipe,  galv.  iron;  preasure, 
dom.  60  to  66  lbs.,  fire  100  Iba.;  consumption,  per 
day  100^000  gala.,  per  capita  80  gala.;  coat  to  oon* 
atruct,  180,000;  int  paid  on  bonds,  6  per  cent.; 
ann.  ooat  of  mtoe.,  16,000;  worka  belong  to  dty. 

MAjJISON  pop.  6,000.  Fire  dept.— 1  comb,  c  ft 
h.  wagon,  1  n.  &  1.  truck,  1  hose  reel;  hose,  1,600 
fit.;  fire  alarm,  bell  and  telephone,  total  mem.  44, 
paid  full  time  1,  volunteers  43. 

Watbr  Supply — Source,  Mississipm^  River;  2 
pumping  engines,  cap.  per  day  9,O0O,(WO  gals.,  con- 
structors Worthington-Smith-V aile ;  mains,  6  miles, 
8  to  12  in.  dia.;  36  hydrants. 

MARENGO,  pop.  2,600;  fire  area,  480  acres;  mer- 
cantile bldgs.,  brick,  8  to  8  stories;  private,  wood, 
8  atories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 2  c  engines  on  wheels, 
1  h.  &  I.  truck,  2  hose  carts.  3  horses;  hose,  cot- 
ton, rubber  lined,  good  1,500  ft.;  total  hose,  1,600 
ft. ;  fire  alarm,  Gamewell,  5  boxes ;  value  of  dept. 
equipment,  $3,600;  value  of  bldgs.,  $600;  ann.  exp. 
of  dept.,  $200;  volunteers  10. 

Watir  SupflT'— Source,  wella;  nrstem,  pump  to 
stdp. ;  stdp.  cap.  70,000  gals.,  Smith- Vaile  fire 
pump,  cap.  600  gals,  per  minute.  70  ft.  high; 
mains,  17,650  ft.  of  4  by  6  by  8  m.  dia. ;  45  hy- 
drants; cost  to  construct,  $12,000. 

MARION.  Fire  dept — ^Value  of  equipment, 
$600;  value  of  bldgs.  $500,  and  exp.  $200. 

MARISSA,  pop.  8,000;  fire  area,  150  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  2  atories; 
wooden  roofs  not  permitted  in  fire  area;  causes 
of  fires  investigated.  Fire  dept.— 1  hand  engine, 
1  chemical  e.  engine  on  wheels,  1  h.  ft  1.  truck. 
1  hose  carriage;  hose,  cotton,  rubber  lined,  good 
1,000  ft 

Water  Supply— Source,  datems,  wells,  ponds. 

MAROA,  pop.  1.800;  fire  area,  400  acres;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood,  1^ 
stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  cauaea  of  firea 
investigated.  Fire  dept— 1  h.  ft  1.  truck.  8  hose 
carta;  nose,  cotton,  rubber  lined,  good  1,000  ft, 
rubber,  good  400  ft:  inferior,  all  kinds,  200  ft; 
total  hose,  1,600  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $1,600;  value  of  bldgs.,  $8,000;  ann. 
exp.  of  dept,  $76;  total  mem,  86  volunteers. 

Watbr  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  67,000  gals.,  100  ft  high;  res.  cap. 
168,000  gats.;  8  pumping  engines,  daaa  dup.,  con- 
structors Smith-Vaile;  mains,  4  miles;  20  hydrants: 
145  services,  pipe,  galv.  iron;  pressure,  dom.  80 
lbs.,  fire  46  lbs.;  consumption,  per  day  61,000  cala., 
per  capita  60  0ds.;  cost  to  oonstmct.  $la,000; 
bonded  debt,  ^000;  int  paid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.,  $800;  works  belong  to 
dty. 

MARSEILLES,  pop.  3,200;  fire  area.  100  acres: 
mercantile  bldgs.,  brier,  stone,  wood  and  iron,  2 
to  4  atories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  h.  &  1.  truck,  1  hose  wagon.  3  hose 
reels,  2  horses;  hose,  cotton,  rubber  Imed,  good, 
1,200  ft;  rubber,  good,  1,600  ft.;  total  hose.  2,700 
ft.;  fire  alarm,  bell  and  telephone:  value  of  dept. 
equipment,  $6,000;  value  of  bldgs.,  $250;  toul  mem. 
18,    4    paid,    14    volunteers;    underwriters'    rating, 

third  class.  ..... 

Watbr  Supply— ^urce,  well,  m  business  cen- 
ter; system,  pump  to  stdp.;  dim.  16  ft  x  66  ft,  lo- 
cated on  bluff,  material  used  in  cons,  steel,  build- 
ers Chicago  Bridge  and  Iron  Co.;  quality  of 
water,  good;  res.  cap.,  276,000  gals.;  2  tnplex 
pumping  engines,  cap.  per  day,  1,000,000  gals., 
constructors,  Smith-Vaile  Co.;  mains,  cast  iron,  8 
miles,  4  to  10  in.  dia.:  67  hydrants,  Ludlow;  20 
valves,  Ludlow;  pipe,  lead  and  galv.   iron;  pres- 


sure dom.  90  lbs.,  fire  100  lbs.;  cost  to  cosistnict. 
$60,000;  bonded  debt.  $88,600;  int  paid  on  bonds, 
6  per  cent;  works  bdong  to  Co. 

MARSHALL,  pop.  8,000:  fire  area.,  80  aetei; 
mercantile  bld^s.,  brick  and  atone,  8  to  8  storia; 
private,  wood,  8  stories;  wooden  roofs  not  ya- 
mitted  in  fire  area;  fireworks  and  combiutibks 
ord.;  cauaes  of  fires  investigated.  Fin  dept— 1 
steamer,  1  hand  engine,  1  h.  ft  L  track,  1  hose 
wagon;  hose,  cotton,  rubber  lined,  good  600  ft. 
rubber,  good  1,000  ft;  inferior,  all  kinds,  800  ft; 
total  hose,  1,800  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $3,000;  value  of  bldgs.,  $8,000;  ann. 
exp.  of  dept,  $700;  total  mem.  26  volunteers. 

Watir  Supply— oouroe,  wells  and  ciatenis; 
stdp.  115  ft.  high;  34  hydrants. 

MARTINSVILLE,  pop.  1,000;  fire  mrtm,  » 
acrea;  bldgs.,  brick.  Fire  dept— 8  c.  en«nes; 
hose,  cotton,  rubber  lined,  good  600  ft.;  fire  ilarBi. 
bell:  total  mem.  volunteers. 

Watir  Supply— Not  reported. 

MASCOUTAH,  pop.  2,500;  mercantile  bldgs., 
brick,  1  to  8  stories;  private,  brick  and  woo^  2 
atoriea;  wooden  roof  a  permitted;  fireworka  and 
combuatiblea  ord.;  causes  of  fires  havestigated. 
Fire  dept— 2  hand,  enginea,  8  c.  band  ex..  1  fa.  ft 
1.  truck,  3  hose  carriages;  hose,  rubber,  good,  2,600 
ft.;  fire  alarm,  bell;  value  of  dept  equipment 
$2,000;  ann.  exp  of  dept,  1900;  total  mem.,  101 
volunteers;  underwriters'  rating,  third  claaa. 

Watir  Supply— ^urce,  cisterns  and  wella,  cap. 
50,000  gals.;  25  hydrants;  1^  miles  of  6-in.  mains; 
pressure,  60  lbs. 

MASON  CITY,  pop.  1,890;  fire  area.  640  mtcb; 
mercantile  bldgs.,  brick,  2  and  8  stories;  privatCi 
wood,  1  aad  8  stories;  wooden  roofs  not  permifW; 
fireworks  and  combustibles  ord.;  cauaes  of  fires 
investigated.  Fire  dept — 2  hose  carta;  hose, 
rubber,  good,  1,000  ft;  fire  alarm,  bell;  value  of 
dept  eouipment,  $1,250;  value  of  bldgs.,  ^00;  total 
mem.,  15  volunteera. 

Watbr  Supply— Source,  wells,  1  block  from  bvsi- 
ness  cent^  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  88,000  gals.,  dim.  18  x  40,  builder  G.  W. 
Sturtevant;  pumping  engines,  cap.  per  day  360,000 
gala.,  constructor  Cook:  maina,  8  miles,  8  to  8  ia. 
dia.;  87  hydranta.  Empire;  854  aerviees;  presanc, 
dom.  47  lbs.,  fire  180  lbs.;  cost  to  oonstmct,  |U,0fl6; 
int.  paid  on  bonda,  6  per  cent ;  ann.  cost  of  mtee., 
$1,000,  worka  belong  to  city. 


MATTOON,  pop.  15.000;  fire  area,  2J600  .v.«. 
mercantile  bldgs.,  brick,  stone  and  iron,  8  to  4 
stories;  private,  brick  and  wood,  2  stories:  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept.— 1  hose  wagon,  8  hose  carriages, 
5  horses;  hose,  cotton,  rubber  lined,  good,  S,OM 
ft;  fire  alarm,  telephone;  value  of  dept  equip- 
ment, $6,000;  value  of  bldfa.,  $16,000:  ann.  exp.  of 
dept,  $4,600;  total  mem.  9,  paid  full  time;  under- 
writers' rating,  fourth  claaa. 

Watir  SuppLY-^Source,  wells,  1^  miles  from 
business  center;  system,  gravity,  punip  direct; 
atdp.  cap.  150,000  gals.,  dim.  16  ft  x  180  ft.,  ma- 
terial uaed  in  cona.  iron;  quality^  of  water,  good; 
les.  cap.  4,100,000  gals.;  u  pumping  engines,  cap. 
per  day  8,000,000  gala.,  conatructora  Cook,  Lmt- 
weiller,  Downie;  maina,  cast  iron,  15  miles,  4  to 
12  in.  dia.;  150  hydrants,  Ludlow;  00  valves.  Lad- 
low;  meters,  total  number,  260,  owned  by  Co.; 
1,000  services;  nipe,  galv.  iron  and  lead;  pressure. 
dom.  40  lbs.,  nre  80  to  166  lbs.;  works  bekmg  to 
Co. 


MAYWOOD,  pop.  8,000;  fire  area.  800  acres; 
mercantile  bldga..  brick,  8  to  4  stonea;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  pcr^ 
mitted  in  fire  area;  cauaea  of  fires  iuTcatigated. 
Fire  dept.— 2  c.  hand  ex.,  8  hose  carts,  1  comb,  c 
ft  h.  wagon  with  ladder.  2  horses;  hoae,  cotton. 
rubber  lined,  good,  2,00Q  ft.;  all  kinda,  GOO  ft; 
total  hosCj  2,600  ft;  fire  alarm,  whistle;  value  ot 
dept.  equipment,  $4,000:  value  of  bldgs.,  86i,000: 
ann.  exp.  of  dept,  $8,000;  total  mem.  1^  paid  fall 
time  1,  paid  part  time  8,  volunteers  10. 

Watbr  Supply— Source,  wells,  in  boatneas  cen- 
ter; system,  pump  to  stdp.  or  direct;  stdp.  cap. 
150.000  gals.,  dim.  100  x  16;  material  used  in  cons, 
steel;  quality  of  water,  good;  rea.  cap.,  88,000  gals., 
located  at  works;  2  pumpingenginea,  daaa  coianp. 
dup.,    cap.    per    day    1,500,000    gals.,    constructor 
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Worthington;  maint,  W  miles,  4  to  IS  in.  dia.; 
417  hsrdrants;  127  ralves;  meterfi  toUl  number 
1,600,  owned  by  consumer;  1,286  services;  pipe, 
lead;  pressure,  dom.  86  lbs.,  fire  86  lbs.;  consomp- 
tion  per  day,  600,000  vds.;  cost  to  construct,  |lla»- 
000;  ccMt  ofrntce,  WNK);  works  belong  to  eilir. 

MELROSE  PARK,  pop.  6,000;  fire  area,  1  sq. 
mile;  mercantile  bidgs.,  bride,  1  and  2  stories; 
pri\ate,  wood,  1^  stones;  wooden  roofs  per- 
mitted in  residence  district,  fireworks  and  com- 
bustibles ord. ;  causes  of  fires  investigated.  Fire 
dept.— 1  comb.  c.  &  h.  wagon,  1  hose  carriage; 
hose,  eotton,  rubber  lined  good,  1,000  ft;  fire 
alarm,  whistle;  total  mem.,  14  volunteers. 

Watss  Supply— Source,  well,  ^  mile  from  busi- 
ness center;  sjrstem,  pump  to  res.  and  stdp.;  stdp. 
cap.  166,876  gals.,  dim.  16  x  HO,  material  used  m 
cons,  wrought  iron,  builders  Aurora  Boiler 
Works;  quality  of  water,  good;  res.  cap.  116.000 
gals.,  located  at  station;  4  pumping  engines,  class 
comp.,  cap.  per  da^  1,600,000  gals.,  constructors 
Smith'Vaiie,  Worthington:  mains,  cast  iron,  15 
miles,  4  to  sh  in.  dia^  146  hydrants;  94  valves; 
meters,  total  number  620,  Trident  200,  Crown  200. 
Worthmgton  40,  owned  by  consumer;  667  services; 
pipe,  lead;  pressure;  dom.  48  lbs.,  fire  100  lbs.; 
consumption  per  day.  200,000  gals.;  cost  to  con- 
struct, 160,000;  works  belong  to  city. 

MENDOTA,  pop.  6,000;  fire  area,  3%  sq.  miles; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
brick  and  wood.  1  to  2  stories:  wooden  roofs  not 
permitted  in  fire  area:  causes  of  fires  investigated. 
Fire  dept.— 8  c  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wason,  1  hose  cart.  2  horses;  hose,  cotton,  rubber 
lined,  good,  1,800  ft;  rubber,  good,  600  ft:  total 
hose,  2|300  ft;  fire  alarm,  Gamewell,  22  boxes; 
value  of  dept  equipment,  14,600:  value  of  bldgsu, 
$10,000;  ann.  exp.  of  dept,  |3.,200;  tdtal  mem.,  26 
voitanteers. 

Water  Supply— Source,  wells;  svstem,  pump  to 
res.  and  direct;  stdp.  ^p.  26,000  gals.,  builder  Geo. 
Morgan;  res.  cap.  160.000  gals^  pumping  engines, 
daas  comp.,  cap.  per  day  400,000  gBl%.,  constructors 
Deane  and  Cooks ;  mains,  12  miles,  4to  8  in.  dia. : 
106  hydrants,  Morgan  and  Hollv;  meters,  total 
number  240,  Crown,  Thompson,  Worthington:  600 
services;  pressure,  dom.  40  to  60  lbs.,  fire  180  lbs.: 
consumption,  per  day  36,000  gals.,  per  capita  10 
gals.;  cost  to  construct,  $100,000;  mt  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $6,600;  works 
belong  to  city. 

METAMORA.  pop.  768.  Fire  dept— 2  hose 
carts;  hose,  1,200  ft;  fire  alarm,  bell;  total  mem., 
26. 

Watxx  Supply— Source,  wells;  res.  cap.,  1,600 
bbls.;  8  hydrants. 

METROPOLIS  CITY,  pop.  6,000  fire  area,  400 
acres;  mercantile  bldgs.,  brick  and  wood,  8  sto- 
ries; private,  wood,  1  story;  wooden  roofs  not 
permitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 4  c  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wa^oii,  1  hose  reel,  2  horses;  hose,  cotton,  rubber 
lined,  good,  1^900  ft;  inferior,  all  kinds,  60  ft: 
total  hose,  1,960  ft;  fire  alarm,  belh  value  ot 
bldgs.,  $1,500;  ann.  exp.  of  dept.,  $1,860;  total 
mem.  16,  paid  full  time  1,  14  volunteers. 

Water  Supply — Source,  well,  system,  pump  to 
stdp.  or  direct;  stdp.  cap.  86,000  gals.;  pumping 
eag^ne^t  cap.  per  day  1,000^000  gals.,  coastmctor 
McGowan.  also  1  Deane  pump,  50,000  gals.  cap. ; 
mains,  6  miles,  4  to  10  in.  dia.;  62  hydrants; 
347  services,  pipe,  galv.  iron;  pressure,  dom.  45 
lbs.,  fire  100  lbs. :  cost  to  construct,  66,000;  ann. 
cost  of  mtce.,  $8,600;  works  belong  to  city. 

MILAN,  pop.  900.  Fire  dept— 1  hand  enaine.  2 
hose  carts;  nose,  cotton,  rubber  lined,  good.  1,100 
ft.;  inferior,  800  fU;  total  hose.  1,400  ft. rvalue  of 
dept.  equipment  $900;  value  ot  bldgs.,  $260 1  ann. 
eacp.  of  dept,  $60;  total  mem.  10,  paid  part  time. 

Watbr  Supply— Source,  artesian  well ;  1  pump, 
onp.  per  dav  618,000  gals.,  constructors  Fairbanks- 
Morse;  17  hydrants:  14  valves;  mains,  15,840  ft.; 
presstire,  dom.  20  lbs.,  fire  60  lbs.;  cost  to  con- 
strttct,  $18,000;  underwriters'  rating,  4H  class. 

MILLSTADT,  pop.  1,600;  fire  area,  640  acres; 
mercantile  bldgs.,  brick.  2  stories;  private,  brick 
and  wood.  1  and  2  stories;  wooden  roofs  permit- 
ted; combustibles  ord.;  causes  of  fires  investi- 
gnted.    Fire  dept— 2  hand  engines,  1  h.  ft  L  truck. 


2  hose  reels;  hose,  cotton,  rubber  Uned^ffood  800 
ft;  rubber,  good,  600  ft;  total  hose,  1,800  ft;  fire 
alarm,  bell;  valve  of  dept  equipment,  0,000;  value 
of  bldgs.,  $1460;  ana.  exp.  of  deirt,  $80;  tfotal 
mem..  40  volunteers;  underwriters*  rating,  fourth 
dasa. 
Watbb  SupvlT'— Sooroe,  wella  and  dstcnia. 

MINONK,  pop.  2300;  fire  area,  700  acres;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood  and 
brick,  1  and  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  llrci 
investigated.  Fire  dept^l  hand  engine,  1  c  car 
gine,  2  c  hand  ex.,  1  h.  &  1.  truck,  2  hose  car- 
riages, reels,  2  horses;  hose,  cotton,  rubber  lined, 
good,  2,000  ft:  fire  alarm,  bell;  value  of  dept 
equipment  $4,000;  value  of  bldgs.,  $4,000;  ann.  exp. 
of  dept.  $2,000;  total  mem.,  20,  1  paid,  10  volun- 
teers. 

Water  Supply— ^uroe,  wells^system,  pump  to 
stdp.  and  direct;  stdp.  cap.  66,000  gals.;  pumping 
engines,  cap.  per  day  2400,000  gale*!  coastmctors 
Smith- Vaile;  mains,  6  miles,  6  to  8  in.  dia.;  80 
hydrants,  Beaumont:  meters,  total  number  6;  68 
aervices;  pressure,  dom.  66  lbs.,  fire  80  lbs.;  con- 
sumption, per  day  60,000  gals.,  per  capita  24  gals.; 
cost  to  construct,  $20,000;  works  belong  to  city. 

MINOOKA.    Fire  dept— Not  reported. 

Watxe  Supply- Proposed  water  supply.  Source, 
well;  system,  gravity;  stdp.  cap.  60,000  gals.,  ma- 
terial used  in  cons,  steel;  1  pump,  16-hp  gasoline, 
cap.  per  day  106,000  gals.,  constructor  Fletcher; 
mains,  cast  iron,  1  mile,  4  to  6  in.  dia.;  12  hv- 
drants:  pressure,  60  lbs.;  cost  to  construct,  $12,000; 
bonded  debt,  $12,000;  int  on  bonds,  6  per  cent; 
owned  by  village. 

MOLINE,  pop.  27,000;  fire  area,  45  acres;  mer- 
cantile bldgs.,  brick  and  stone,  2  to  8  stories;  pri- 
vate, wooo,  8  stories;  wooden  roofs  not  pomit- 
ted;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  loss  per  yr.  for  2  yn., 
$84,873;  av.  ins.  for  sjime  time,  $175,000.  Fire 
dept— 1  steamer,  2  comb,  c  ft  h.  wagons,  6  c 
hand  ex.,  1  h.  &  1.  truck,  1  hose  cart  9  horses; 
hose,  cotton,  rubber  lined,  good  6,500  ft.,  inferior, 
all  kinds,  660  ft.;  total  hose,  5260  ft.;  fire  alarm, 
Gamewell,  49  boxes;  value  of  dpp.  equipment, 
$24,600,  value  of  bldgs.,  $26,200;  ann.  exp.  of  dept, 
$20,500;  total  mem.  20,  paid  full  time;  underwrit- 
er's rating,  first  class. 

Watik  Supply— Source,  river,  2,000  ft  from 
business  center;  system,  pump  direct  Jewell  filtra- 
tion system;  quality  of  water,  good;  4  pumping 
engines,  cap.  per  day  12,600,000  gals.,  constructors 
Holly  and  Deane;  mains,  cast  iron,  80  miles.  6 
to  20  in.  dia.:  296  hydrants;  meters,  total  number 
50,  Crown  9,  Nash  1,  Union  2,  Gem  2,  Trident  20, 
Hersey  Disc  1.  Worthington  6,  Buffalo  8,  Kev- 
stone  6,  owned  bv  city;  Z700  services;  pipe,  lead; 
pressure,  dom.  60  lbs.,  fire  100  lbs.  to  136  lbs.; 
consumption  per  day,  2,500,000  gala.;  cost  to  con- 
struct, $284,640;  bonded  debt.  $^,000;  int  paid  on 
bonds,  ihft  per  cent;  cost  of  mtce.,  $1,800;  works 
belong  to  city. 

MOMENCE,  pop.  2,026;  mercsntile  bldgs., 
stone  and  brick,  1  to  8  stories;  privste,  wood!  2 
stories;  wooden  roofs  not  permitted;  combustibles 
ord.:  causes  of  fires  investigated;  av.  fire  loss  p« 
yr.  for  8  yrs.,  $606;  av.  ins.  for  same  time,  9S00. 
Fire  dept— 2  hose  reels;  hose,  cotton,  rubber 
lined,  good,  1,750  ft.;  fire  alarm,  whistle;  value  of 
dept  equipment,  $7,000;  value  of  bldgs.,  $8,000; 
total  mem.,  12,  paid  mil  time;  underwriters'  rating, 
third  class. 

Watxr  Supply — Source,  river,  6  blocks  from 
business  center;  system,  pump  to  stdp.  or  direct: 
stdp.  cap.  86,000  gals.,  dim.  12  x  100,  material  used 
in  cons,  iron;  Quality  of  water,  good;  2  pumping 
engines,  class  aup.,  cap.  per  da^  1,600,000  gals., 
constructors  Stillweli-Bierce;  mains,  cast  iron,  7 
miles,  4  to  10  in.  dia.;  68  hydrants;  meters,  total 
number  9,  Crown  8.  Nash  1,  Union  4,  Trident  1, 
owned  by  city;  219  services:  pipe,  galv.  iron; 
pressure,  dom.  40  lbs.,  fire  90  lbs.;  consumption 
per  day.  750,000  gals.;  cost  to  construct,  $84,000; 
bonded  debt.  $4,(KX);  int.  paid  on  bonds,  5  per 
cent;  cost  of  mtce.,  $1,200;  works  belong  to  city. 

MONEAQUA.    Fire  dept— Not  reported. 
Water  Supply — Source,  well  and  res.,  %  mile 
from  business  center;  system  brick;  steel  tower. 
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dimensione  60  x  IS  ft;  material  used  in  construc- 
tion, steel  and  brick:  quality  of  water  good;  res. 
cap.,  1,600  bbls.;  mains,  S  miles.  8  in.  diameter; 
hydrants,  12;  bonded  debt,  |6,000;  inL  on  bonds, 
6  per  cent;  ann.  cost  of  mtce,  |800;  works  belong 
to  city. 

MONMOUTH,  pop.  10,000;  fire  area,  2  sq.  miles; 
mercantile  bldgs.,  bnck  and  stone,  1  to  4  stories; 
private,  stone,  brick  and  wood,  I  to  S  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept— 1  steamer,  1  c.  engine  on 
wheels,  1  comb,  c  engine,  8  c  hand  ex.,  1  h.  ft  1. 
truck,  8  hose  wagons,  1  hose  carriage,  7  horses; 
hose,  cotton,  rubber  lined,  good,  £800  ft.;  fire 
alarm,  Gamewell,  16  boxes;  value  of  bldgs.,  110,000: 
ann.  exp.  of  dept,  $6,800;  total  mem.  97,  paid  full 
time  6,  92  volunteers. 


Watir  Supply— Source,  wells;  system,  pump  to 
res.  and  stdp. ;,  stdp.  cap.  116,000  gals.,  dim.  21  x  86, 


dia..  St  Louis,  Crane,  Chattanooga;  ISS  hydrants, 
Ludlow  and  Crane;  meters,  total  number  666,  Her- 
sey,  Thomson,  Worthington,  Westlnghouse,  owned 
by  city;  1^60  services;  pipe,  lead;  pressure,  dom. 
60  lbs.,  fire  110  lbs.;  consumption,  per  day  430,000 

Sis.,  per  capita  28  gals.;  cost  to  construct,  ^US,- 
\;  int  paid  on  bonds,  6  per  cent;  works  belong 
to  city. 


MONTICELLO,  pop.  1J8S;  fire  are^  17  blocks; 

mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
f  storks;  wooden  roofs  not  permitted.  Fire  dept— 
1  h.  &  1.  truck,  2  hose  carts;  hose,  cotton,  rubber 
lined,  good,  1JL60  ft;  fire  alarm,  telephone,  6 
boxes;  value  of  dept.  equipment,  12,000;  value  of 
bldgs.,  1200;  total  mem..  16  voltmteers. 
>Va 


rATxm  SuppLT-^^-Source,  weUs;  s^rstefn^  pump  to 

>•• ;  St 
used   in   cons.    iron. 


res.;  stdp.  cap.  86,000  gs^..  dim.  12  x  48, 'material 

I,   builder    Morgan; 


res.  cap. 
66,000  jKsls.;  pumping  engines,  class  dup..  cap.  per 
day  210,000  gsls.,  constructors  Deane  &  Americaa; 
mains,  6  mues,  4  to  8  in.  dia.;  62  hydrants,  Mor- 
gan; meters,  total  number  88,  Thomson,  Buffalo, 
owned  by  city;  804  services;  pipe,  iron;  pressure, 
dom.  80  lbs.,  fire  160  lbs.;  consumption,  per  day 
WlOOO  gals.,  per  capita  40  gals.;  cost  to  construct, 
$80,760;  int  paid  on  bonds,  6  per  cent;  snn.  cost 
•of  mice.,  $400;  works  belong  to  city. 

MORGAN  PARK,  pop.  8,000;  fire  area,  10  acres; 
mercantile  bldgs.,  bnck,  2  to  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.    Fire  dept— 1  c.  en- 

fine  on  wheels.  2  c  hand  ex.,  1  h.  &  1.  truck,  1 
ose  wagon,  1  nose  carriage;  hose,  cotton,  rubber 
lined,  good,  1^  ft;  inferior,  all  kinds,  600  ft; 
total  hose.  I,7u0  ft:  fire  alarm,  whistle;  value  of 
dept  equipment,  $8,000;  ann.  exp.  of  dept,  $600; 
total  mem.,  80  volunteers. 

Watxx  Supply— Source,  wells,  %  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
good;  res.  cap.,  300,000  gals  per  day,  located  at 
station;  2  pumping  engines,  cap.  per  day  300,000 
nils.,  constructor  Worthington;  Deane  pump,  cap. 
860,000  gals.;  mains,  cast  iron;  meters,  tottal  num- 
ber 676,  Crown,  owned  by  city;  pressure,  dom.  40 
lbs.,  fire  90  lbs.;  works  belong  to  town. 

MORRIS,  pop.  6.000;  fire  area,  1,200  acres;  mer- 
cantile bldgs.,  brick  and  stone,  2  and  8  stories; 
private,  bnck  and  wood,  2  stories;  wooden  roofs 
not  p«initted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated:  av.  fire  loss  per  yr. 
for  3  vrs.,  $K,666;  av.  ins.  tor  same  time,  $23,000. 
Fire  dept— 1  stesmer.  1  c.  engine,  2  c  hand  ex.. 
1  h.  &  L  truck,  2  nose  wagons,  1  hose  reel,  2 
horses;  hose,  cotton,  rubber  fined,  good,  8,000  ft; 
inferior,  all  kinds,  600  ft;  total  hose,  3.600  ft.;  fire 
alarm,  Gamewell,  18  boxes;  value  of  dept  equip- 
ment, $6,000;  value  of  bld^,  $7,000;  ann.  exp.  of 
dept,  $2,000;  total  mem.,  26  volunteers. 

WATXR  Supply— Source,  wells:  system,  pump  to 
stdp.  and  direct:  stdp.  cap.  106,000  gals.,  dim. 
12  X  126,  material  used  in  cons,  steel;  res.  csp. 


188,000  gals. ;  2  pumping  engines,  class  comp.  dup., 
cap.  per  day  2,000,000  gals.,  constructor  Deane; 
mains,  12  miles,  4  to  12  in.  dia.;   112  hydrants; 


meters,   total  number  640.   owned   by   consumer: 
900  services;  pipe,  galv.  iron;  pressure,  dom.  60 


lbs.,  fire  126  Ibsj^  consumption  per  day  IfiOgOOO 
gals.^  per  capita  ZZji  sals.;  cost  to  construct,  $46,- 
000;  mt  paid  on  bonds,  6  per  cent;  ann  cost  of 
mtce.,  $6,a00;  works  belong  to  city. 


MORRISON,  pop.  2,808;  fire  area,  ?0O  mu^, 
mercantile  bldgs.,  brick,  1  to  8  stones;  privt^ 
wood,  2  stories;  wooden  roofs  not  permitM;  fire- 
works and  combustibles  ord.;  causes  of  fires  is- 
vestigsted;  av.  fire  losses  per  yr.  for  8  yrs.,  $2,066: 
av.  ins.  for  same  time,  $2,000.  Fire  dept— i  comb, 
c  &  h.  wagon,  1  h.  &  L  truck,  8  hose  canisuKL  2 
horses;  hose,  cotton,  rubber  hned,  good  1,600  it; 
inferior,  aU  kinds,  1.000  ft:  total  hose,  %JBM  ft; 
fire  alarm,  whistle;  value  of  dept.  equipment,  tl.OOO; 
value  of  bldgs.,  12,000;  ann.  exp.  of  dept,  fSW; 
total  menu,  18  volunteers. 

Water  Supply— Source,  spring  and  wells.  % 
mile  from  business  center:  system,  pump  to  stdp. 
and  direct;  stdp.  cap.  S8D.000  eals.,  dim.  86  x  45 
material  used  in  cons,  steel,  buuders  Porter,  JacS- 
son  &  Co.;  quality  of  water,  good;  2  pumping 
engines,  size  14x20xlOxl8,14x7x  10.  cap. 
per  day  1,260,000  gals.,  constructors  Laidlaw- Dunn- 
Gordon  and  Worthington;  mains,  cast  iron,  7% 
miles,  4  to  8  in.  dia.;  60  hvdrants;  40  valves;  me- 
ters, total  number,  110.  Trident,  owned  by  city; 
676  services:  pipe,  wrought  iron;  pressure,  douL 
60  lbs.,  fire  160  lbs.;  cost  to  construct,  $36^000;  cost 
of  mtee.,  $2,600;  works  b^ong  to  city. 

MORRISONVLLLE,  pop.  »4;  bldgs.,  wood,  1 
and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept. — 1  h.  &  L 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good  1,200  ft;  fire  alarm,  bell;  total  mem.,  24  vol- 
unteers; underwriters'  rating,  third  dass. 

Watu  Supply— Source,  wcdls;  system,  miaip  to 
stdp.  and  direct;  stdp.  cap.  87,000  gals.,  dim. 
20  X  16,  material  used  cons,  wood;  pumping 
engines,  class  dup.,  cap.  per  day  600,000  gals.,  con- 
structor Worthington;  mains,  ^  mfle;  10  hy- 
drants;  pipe.  galv.  iron;  pressure,  dom.  83  lbs., 
fire  €6  to  80  lbs.;  consumption,  per  day  1S.70 
sals.;  cost  to  construct,  $8,000;  bonded  debt.  IMOO; 
mt  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$800;  works  belong  to  villsge. 


MOUND  CITY,  pop.  8,360;  fire  area,  600 
mercantile  bldgs.,  stone,  bride  and  wood,  1  to  S 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  hand  engine,  1  c  engine  on  wnecls, 
1  h.  &  L  truck,  8  hose  carriages;  hose,  rubber, 
good,  1300  ft;  inferior,  all  Imida,  200  ft;  total 
hose,  1,800  ft;  fire  alamoL  bell  and  whistle;  value 
of  dept.  equipment  $2,600;  value  of  bldgs.,  $3,000; 
ann.  exp.  of  dept,  $600;  total  mem.  60,  paid  part 
time. 

Watie  Supply— Source,  well;  svstem,  direct; 
quality  of  water,  good;  res.  cap.  260^000  gals.,  lo- 
cated at  pumping  station;  2  pumping  engines, 
class  comp.  dup.,  cap.  per  day  I,600,000  gals.,  con- 
structors, McGowan  Co.;  mains,  caat  iron,  6 
miles,  4  to  10  in.  dia.;  84  hydrants;  20  valves;  250 
services;  pipe,  galv.  iron;  pressure,  dom.  SO  lbs., 
fire  100  lbs.;  consumption  per  dav.  aOO,OOOgals. ; 
cost  to  construct,  $46^000;  bonded  aebt,  ^2,00^  int 
paid  on  bonds,  6  per  cent;  cost  of  mtce.,  $7,000; 
works  belong  to  Co. 

MT.  CARMEL,  no  organised  dept;  imder> 
writers'  rating,  fourth  class. 

Watbr  Supply— Source,  river,  H  mile  from  busi-  ' 
ness  center;   system,  pump  to  stdp.;    stdp.   cap.  . 
160,000  gals.,  dim.  16  x  100,  material  used  in  cons.  | 
steel;  quality  of  water,  excellent;  8  pumping  en-  ; 
gines,    cap.    per    day  8,000,000    gsls.,    oonstnictor 
jjesne;  mains,  cast  iron,  20  miles.  4  to  14  in.  dia.; 
182  hydrants;  meters,  total  number  8,  owned   by 
consumer;   750  services:   pressure,    dom,  60   lbs.; 
cost  to  construct,  $146,(100;  bonded  debt,  $80,000; 
int  paid  on  bonds,  6  per  cent;  works  belong  to  Cc 

MT.  CARROLL,  pop.  2.500;  fire  area,  280  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  privnt^ 
wood,  2  stories:  wooden  roofs  not  permitted;  fir»> 
works  and  combustibles  ord.  FSre  dept— 1  ti.  ft  L 
truck,  8  hose  carriages;  hose,  linen,  good,  2,500  ft.; 
rubber,  good,  800  ft;  infenor,  all  kinds,  400  ft; 
total  hose,  3,200  ft;  value  of  dept  equipment, 
$8,680;  value  of  bldgs.,  $6,000;  snn.  exp.  of  dept* 
$8,000;  total  mem.,  40  volunteers. 
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Water  Supvlt— Source,  wells;  syttem,  iraiiip  to 
res.  and  direet;  itdp.  cap.  (B»000  gals.;  res.  cap. 
t7,M0  gals.;  pamping  encines,  cap.  per  day  1»000,000 
gals.,  constructors  Uoroon  ft  Maxwell:  mains,  4 
miles,  4  to  8  in.  dia.;  38  hydrants,  Mathews  & 
Bourbon;  10  Tslres;  meters,  total  number  7;  UQ 
services,  pipe,  galv.  iron;  pressure,  dom.  70  lbs., 
fire  lOO  lbs.;  cost  to  construct,  $36,000;  int.  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  9700;  works 
belong  to  city. 

MT.  MORRIS.    Fire  dept— Not  reported. 

Watbs  Supply— Source,  deep  well  in  village, 
dimensions  20  x  20;  material  used  in  cons.,  steel 
tower;  quality  of  water,  soft:  1  pumping  engine, 
class  gasoline;  mains  W  blocks,  10  to  4  in.  dia.; 
14  hydrants,  owned  by  consumers;  works  belong 
to  city. 

MT.  OLIVE,  pop.  4,000;  fire  area,  640  acres: 
mercantile  bldgs.,  bnck,  2  stories;  private,  wood,  i 
story;  wooden  roofs  permitted:  ircwofks  tad 
combustibles  ord.;  causes  of  mrcs  investifatML 
Fire  dept.— 1  hand  engine,  S  hose  reels;  hose,  cot* 
ton,  rubber  lined,  good,  1,600  ft.;  fire  silarm,  bell; 
value  of  dept  equipment,  ^,600:  total  mem.,  63. 

WxTiJt  Supply— Source,  wells;  waterworks  in 
course  of  con8.j^mains,  n  miles;  2  Dean  pumps, 
daily  cap.  1,000,000  gals.  each. 

MT.  PULASKI,  pop.  2,000;  fire  area,  60O  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  S  stories; 
private,  wood,  2  stories;  wooden  roofs  not  permit- 
ted in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  mvestigated.  Fire  dept.— 1  h.  &  1. 
truck,  1  hose  wagon,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  1,000  ft.;  cotton,  150 
ft;  total  hose,  1,160  ft;  fire  alarm.  Gamewell,  6 
boxes;  value  of  dept  equipment,  Ia.OOO;  value  of 
bldgs.,  94,000;  ann.  exp.  of  dept,  9480;  total  mem. 
27.  paid  full  time  1,  26  volunteers. 

WATBK  SUPPLY—Source,  wells,  5  blocks  from 
business  center;  system,  pump  direct;  stdp.  cap. 
60,000  gals.,  dim.  20  x  26,  material  used  in  cons, 
steel;  quality  of  water,  good;  res.  cap.  60,000  gals., 
located  at  public  square;  1  pumping  engine,  cap. 
per  day  600,000  gals.,  constructor  Deane;  mains, 
cast  iron,  6  miles,  4  to  8  in.  dia.;  82  hydrants;  40 
valves;  meters,  total  number  66,  Crown  28,  Union 
1,  Empire  4,  Pittsburg  1,  owned  by  consumer; 
200  services;  pipe.  galv.  iron;  pressure,  dom.  43  to 
Co  lbs.,  fire  110  Ids.;  consumption  per  day,  40,000 

fals. ;    cost   to   construct^   930,000:   cost   ot    mtce., 
1,211;  works  belong  to  city;  W.  H.  Stafford,  supt. 

MT.  STERLING,  pop.  1,960;  fire  area,  2  blocks: 
mercantile  bldgs.,  brick,  2  stones;  private,  wood,  1 
story;  wooden  roofs  not  permitted;  no  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  c.  eni^ine,  1  h.  ft  1.  truck,  1  hose 
wagon,  1  hose  carriage,  2  horses;  hose,  cotton, 
rubber  lined,  good  800  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  9600;  value  of  bldgs.,  92,000; 
ann.  exp.  of  dept,  9400;  total  mem.,  40  volunteers. 

Water  Supply— Source,  artesian  wells,  2  miles 
from  business  center;  system,  pump  to  stdOb  and 
direct;  stdp.  cap..  38,000  gals.,  dim.  12  x  40^  ma- 
terial used  in  cons,  brick  and  steel;  quslity  of 
water,  good;  res.  located  ^  mile  southeast  of  city: 
2  pumping  engines,  class  dup.,  cap.  per  day  664,400 
gals.,  constructor  Gardner;  mains,  cast  iron,  2% 
miles,  4  to  8  in.  dia.;  28  hydrants;  9  valves;  62 
services;  pipe,  galv.  iron;  pressure,  dom.  40  lbs., 
fire  100  lbs.;  consumption  per  day,  20,000  gals.; 
cost  to  construct  910,000;  bonded  debt,  910,000;  int 
paid  on  bonds,  8  per  cent;  works  belong  to  city. 

MT.  VERNON,  pop.  8,000;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
1  and  2  stories:  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  hose  carriage,  2  norses;  hose,  rubber, 
«rood  1,200  ft;  fire  alarm,  electric,  7  boxes;  value 
of  dept  equipment  92^600;  value  of  bldgs.,  91>200; 
ann.  exp.  of  dei>t,  91,000;  total  mem.,  6,  paid  full 
time  6;  underwriters'  ratins,  third  class. 

Watxk  Supply — Source,  Takes;  system,  pump  di- 
rect; res.  cap.,  860,000,000  gals.;  pumping  engines, 
class  comp.  dup.,  cap.  per  day  1,000.000  gals.,  con- 
structor Deane;  mains,  cast  iron,  10^  miles.  2^  to 
10  in.  dia.;  66  hydrants.  White,  Nelson;  600  ser- 
yices*  pip^t  galv.  iron;  pressure,  dom.  40  lbs.,  fire 
100  to  1&  lbs. ;  consumption,  per  day  600,000  gals., 
per  capita  60  gals.:  cost  to  construct  967,000;  ann. 
cost  of  mtce.,  92,600;  works  belong  to  Co. 


MOWEAQUA.    Fire  dept— NoC  reported. 

Watix  Supply— Source,  wells  and  res..  %  mile 
from  business  center;  svstem,  pump  to  stdp.,  cap. 
60,000  gals.,  dim  62  x  IS;  material  used  in  cons, 
brick  and  steel;  quality  of  water,  good;  1  pump- 
ing engine,  cap.  per  day  10,000  nls.;  mams,  4 
mfles,  4  and  6  in.  dia.;  16  meters;  ^pe,  iron;  pres- 
sure, dom.  16  lbs.,  fire  160  lbs.;  consumption  per 
day,  6|000  gals. ;  cost  to  construct,  916,000;  bonded 
debt  914,000;  int  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  9900. 

MURPHYSBORO,  pop.  12,000;  fire  area,  200 
acres;  mercantile  bldgs.,  brick,  1  to  2  stories:  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept — ^1  steamer,  1  h.  ft  1  truck,  2  hose  car- 
riages, 2  horses;  hose,  cotton,  rubber  lined,  good, 
800  ft;  rubber,  good.  TOO  ft:  inferior,  all  kmds, 
400  ft.;  total  hose,  1,800  ft;  fire  alarm,  bell;  ann. 
exp.  of  dept,  9^,662.81;  total  mem.  40,  paid  part 
time  2. 

Watie  Supply— Source,  river:  sjrstem,  pump  to 
stdp.;  stdp.  cap.  186,000  gals.,  dim.  26x60;  filtra- 
tion system,  Jewell,  cap.  of  plant  8,000,000  gals. ;  8 
pumpmg  engmes,  cap.  per  oay  8,000,000  gals.,  con- 
structors Laidlaw-Dunn-Gordon  and  Deane; 
mains,  9  miles,  4  to  12  in.  dia.;  80  hydrants;  me- 
ters, total  number  1;  600  services;  pressure,  dom. 
60  lbs.,  fire  126  lbs.:  cost  to  construct  9160,000; 
bonded  debt,  ^60,000:  int  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  912,600;  works  belong  to  Co. 

NAPERVTLLE,  pop.  8J500;  fire  area.  40  acres; 
mercantile  bldgs.,  stone,  bride  and  wood,  2  sto- 
ries: private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  steamer,  1  h.  ft  1.  truck,  1  hose 
wagon,  chemical  wagon;  hose,  rubber,  good,  2300 
ft.;  fire  alarm,  bell  and  whistle;  value  of  bldgs., 
94,000:  ann.  exp.  of  dept,  9800;  total  mem.  06^ 
paid  tuU  time  6»  61  volunteers. 

Watsk  Supply— Source,  well,  1  block  from 
business  center;  system,  pump  to  res.^  stdp.  and 
direct;  stdp.  cap.  100,000  gals.,  material  used  in 
cons,  metal;  quality  of  water,  good:  reu.  cap., 
110,000  gals.;  1  pumping  engine,  class  stesm; 
mains,  metal,  U  miles,  0  to  12  in.  dia.;  126  h^ 
drants;  800  services;  pipe,  lead;  pressure,  dom.  66 
lbs.,  fire  126  lbs.;  cost  to  construct  948,000;  bond- 
ed debt,  924,000;  works  belong  to  city. 

NASHVILLE,  pop.  2,184;  fire  area,  820  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  1  gaso- 
line engine,  1  h.  ft  1.  truck,  1  hose  wagon,  2  nose 
carriages;  hose,  cotton,  2,000  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  96,600;  value  of  bldgs., 
$2,000;  ann.  exp.  of  dept,  9400;  total  mem.,  16 
volunteers;  underwriters    rating,  third  class. 

Watir  Supply— Source,  wells  and  cisterns; 
quality  of  water,  good;  2  pumping  engines,  class 
gasoline  and  steam,  constructors.  La  France  ft 
Waterous;  cost  to  construct,  93,00O;  works  belong 
to  city. 

NAUVOO,  pop.  1,821;  fire  area,  400  acres;  mer^ 
cantile  bldgs.,  brick,  iron  and  wood,  2  and  8 
stories;  private,  wood.  1  and  2  stories;  wooden 
roofs  not  permited;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 1 
band  engine,  8  c  engines,  10  c.  hand  ex.,  1  h.  ft  L 
truck,  supply  wagons,  1  hose  carriage,  reels,  ftc.; 
hose,  cotton,  rubber  lined,  good  800  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept  equipment,  92|200; 
value  of  bldgs.,  $260;  ann.  exp.  of  dept,  91,300; 
total  mem.,  60  volunteers;  underwriters'  rating, 
third  class. 

Water  Supply— Source,  cisterns  in  business 
center;  mains,  cast  iron,  6  miles,  82  hydrsnts. 

NEW  ATHENS,  pop.  1,000,  Fire  dept- 10  c.  ex.. 
1  hand  engine,  1  h.  ft  1.  truck;  hose,  660  ft;  total 
mem.,  60. 

Watse  Supply— Source,  river,  wells,  20  cisterns. 

NEWTON,  pop.  2,600;  fire  area,  1%  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  pomitted  in  fire  area;  fireworks  and  com- 
bustioles  ord.:  causes  of  fires  investigated.  Fire 
dept— 1  h.  ft  1.  truck,  2  hose  carriages;  hose,  cot- 
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ton.  rubber  lined,  good,  1,600  ft.;  inferior,  all 
kinds,  GOO  ft.;  total  hose,  1,000  ft;  fire  alarm,  bell; 
▼alue  of  dept.  equipment,  I2.000;  value  of  oldgt.. 
92,600;  ann.  exp.  of  dept,  $700;  total  mem.,  19 
volunteers. 

Watbe  Supply— Source,  rtyer,  800  yds.  from 
business  center;  system,  Pump  direct;  pumping 
engines,  cap.  per  day  6,000,000  gals.,  constructors 
Smith- Vaile;  mains,  iron,  6  miles,  4  to  8  in.  dia.; 
85  hydrants;  90  services;  pressure,  dom.  00  lbs., 
fire  nX)  lbs.;  cost  to  construct,  16,000;  int.  paid  on 
bonds,  6  per  cent:  extensive  improvements  being 
made  on  works,  S7.500  in  bonds  issued. 

NOKOMIS,  pop.  1,800;  fire  area,  100  acres;  mer- 
cantile bldgs.,  onck,  8  stories;  private,  wood,  8 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  firea  mveatigated. 
Fire  dept. — 6  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
wagons;  hose,  rubber,  good,  1,200  ft.;  fire  alarm, 
bell;  total  mem.,  18  volunteers. 

Water  Supply— Source,  wells:  system,  pump  to 
stdp.  and  direct:  stdp.  cap.  46,000  gals.,  dim.  13  x 
62,  materia]  used  in  cons,  iron;  pumping  engines, 
cap.  per  day  240,000  gals.;  mains,  2H  to^  in.  dia.; 
19  hydrants;  07  services;  pipe,  iron;  pressure,  dom. 
30  lbs.,  fire  100  lbs.;  consumption,  per  day  16,000 
gals.,  per  capita  11%  fiM'*>  ^^'^  ^^  construct,  |18,- 
000;  bonded  debt,  f7,600;  intpaid  on  bonds,  6  per 
cent;  ann.  cost  ot  mtce.,  I860;  works  belong  to 
city. 

NORMAL,  pop.  6,000;  fire  area.  2,600  acres; 
mercantile  bldgs.,  wood  and  brick,  1  to  8  stories; 
private,  wood  and  brick,  2  stories:  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord. ;  causes  of  fires  investigated.  Fire  dept 
—8  c  hand  ex.,  1  comb.  c.  &  n.  wagon,  1  hose 
carriage,  2  horses;  total  hose,  1,200  ft.;  fire  alarm, 
bell;  value  of  dept  equipment,  |2,500;  value  oi 
bldgs.,  8200;  ann.  exp.  of  dept,  $1^00;  total  mem. 
12.  paid  full  time  1,  volunteers  IL 

Watbk  SuppLY--Sottrce,  wells,  %  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  anrect : 
stdp.  cap.  60,000  gals.,  dim.  18  x  60,  material  used 
in  cons,  steel;  quality  of  water,  soft^  Dumping 
engine,  class  tnplex,  cap.  per  day  338,^  gals., 
constructor,  Gould;  mains,  iron,  8  miles,  4  to  12 
in.  dia.;  80  hydrants;  66  valves;  meters,  total  num- 
ber 442,  owned  by  consumer;  443  services:  pipe, 
lead  and  iron;  pressure,  dom.  50  lbs.,  fire  100  lbs. ; 
consumption  per  day.  160,000  gals. ;  cost  to  con- 
struct, 126,000;  cost  of  mice.,  $1^800;  works  belong 
to  city. 

NORTH  CHRYSTAL  LAKE,  pop.  2,000.  Fire 
dept. — 2  hose  carts;  hose,  1,000  ft;  nre  alarm, 
bell;  16  volunteers. 

Water  Supply— Source,  wells;  cap.  66,000  gals.; 
1  pumping  engine,  cap.  per  day  168,400  gals.,  con- 
structor Gould;  mains,  2%  miles,  4  to  8  in.  dia.; 
16  hydrants;  pressure,  dom.  40  lbs.,  fire  60  lbs.; 
consumption  per  day,   26,000  gals. 

OAK  PARK,  pop.  20,000;  fire  area,  4^  sq.  miles; 
mercantile  bldgs.,  brick  and  wood,  all  8  stories; 
private,  brick  and  wood,  all  8  stories;  wooden 
roofs  permitted  in  fire  area;  no  fireworks  and  com- 
bustibles; causes  of  fires  investigated;  av.  fire  loss. 
$380.24;  av.  ins.,  |2,876.  Fire  dept— 1  c.  hand 
ex.,  1  comb.  c.  &  h.  wagon,  1  h.  &  1.  truck,  2  hose 
wagons,  6  horses;  hose,  cotton,  rubber  lined,  good 
1,2CN)  ft;  inferior,  all  kinds,  600  ft;  total  hose, 
2,900  ft;  fire  alarm,  signal,  'phone,  26  boxes;  value 
of  dept.  equipment  $11,900;  value  of  bldgs.,  $21,000; 
total  mem.  12  paid  tull  time,  part  time  6,  specials 
8;   ann.   exp.   of   dept   $40,000. 

Watbr  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  res.  and  direct;  quality  of 
water,  good;  res.  cap.  6,000,000  gals.,  located  at 
station;  8  pumping  engines,  size  16  x  86  x  84, 
14  X  18  X  10,  12  X  18^  X  10,  cap.  per  day  6,000,000 
gals.,  constructor  Worthington;  mains,  cast  iron, 
CL  miles,  4  to  84  In.  dia.;  <B8  hydranta,  K.  D.  Wood 
Co.;  meters,  total  number  8,lZl,  Hersey  Rotary  60. 
Hersey  Disc  2,  Worthington  8,067^  Nash  8,  owned 
by  consumer  and  city;  8,797  services,  pipe,  lead; 
pressure,  dom.  40  lbs.,  fire  60  lbs.;  consumption, 
per  day  1,068,000  gals.,  per  capita  61  gals.;  int. 
paid  on  bonds,  6  per  cent;  works  belong  to  Co. 

ODELL— Pop.  1,200;  mercantile  bldgs.,  1  to  8 
stories;  private,  wood,  1  to  2;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustible 
ord.;   causes  of  fires  investigated.    Fire  dept— 1 


comb  c.  &  h.  wagon,  c  hand  ex.  10.  1  h.  and  L 
truck,  1  hose  wagon.  1  hose  and  reel;  total  hose 
600  ft.;  fire  alarm,  whistle;  mem.  volunteer. 

Watbe  Supply— Source,  drilled  well  situated 
center  of  village;  system,  air  lift  standpipe,  cap. 
46,000  gals.;  material  used  in  cons,  wooden  tank, 
steel  tower;  res.  cap.  60,000  gals.;  filtration  system; 
pump  mains  standard  wrought  iron;  valves  200; 
makers.  National  Meter  Cb.;  owned  by  conami- 
ers;  services,  36c  per  1,000  gals.;  fire  160  lbs.;  con- 
sumption 30,000  gals.;  cost  to  construct  $10,000; 
works  belong  to  city. 

OAKVILLE,  pop.  644.    Fire  dept.— 1  hand  en- 
gine, 1  hose  cart;  hose,  600  ft:  fire  alarm,  belL 
Watbe  Supply— Source,  wells  and  cisterns. 

ODIN,  pop.  1,180;  fire  area,  90  acres;  mereantik 
bldgs.,  bnck  and  wood,  1  to  8  stories;  private, 
wood,  1  story;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  invcati' 
gated.  Fire  dept.— 1  hand  engine,  1  c.  engine,  12 
c.  hand  ex.,  1  h.  &  1.  truck,  1  nose  carriage;  hose, 
cotton,  rubber  lined,  good,  600  ft;  total  hose,  1,000 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment  $1,400;  total  mem.,  20  volunteers. 

Watbe  Supply— Source,  wells,  cisterns  and  res- 
ervoir. 

O'FALLON,  pop.  2,000;  fire  area,  350  acres;  mer- 
cantile bldffs..  wood  and  brick.  1  to  8  stories:  pri- 
vate, wood,  VA  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — ^1  hand 
engine,  86  c  hand  ex.,  1  h.  &  L  truck.  1  hose  reel; 
hose,  cotton,  rubber  lined,  good,  1,000  ft.;  fire 
alarm,  bell;  value  of  dept  equipment,  (1,000;  ann. 
exp.  of  dept,  $76;  total  mem.  24  volunteers. 

WATBE  Supply— Source,  wells;  system,  gravity, 
pump  direct;  quality  of  water,  good;  1  pumping 
engine,  class  dup..  size  14  x  8H  x  18,  10  x  6  x  10, 
cap.  per  day  (06,000  gals.,  constructor  Hooker 
Pump  Co.;  mains,  cast  iron,  2H  miles,  4  in.  dia.; 
84  hydrants,  Corey;  meters,  total  number  8,  Buf- 
falo ;  pressure,  dom.  40  lbs.,  fire  100  lbs. ;  consump- 
tion per  day  60,000  gals.,  per  capita  80  gals.; 
works  belong  to  Co. 

OLNEY  pop.  4,890;  fire  area,  1,280  acres;  mer- 
cantile bldigs.,  brick  and  wood,  8  and  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted ;  fireworks  and  combustibles  ord.  Fire  dept 
—1  c.  engine,  2  c.  hand  ex.,  1  h.  &  1.  track,  8  hose 
wagons,  2  hose  carriages;  hose,  cotton,  mbbcr 
lined,  good,  1,000  ft;  rubber,  sood,  160  ft;  total 
hose,  1,160  ft.;  fire  alarm,  bell;  value  of  dept 
eouipment  $6,600;  value  of  oldgs..  $2,000;  ann.  exp. 
of  dept,  tSOO;  total  mem.,  16  volunteers. 

Watbe  Supply— Source,  river,  PA  miles  bom 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
48,000  gals.,  located  in  center  of  city,  material  used 
in  cons,  brick  and  steel,  builder  T.  A.  Hardman; 
quality  of  water,  good;  res.  cap.  860,000,000  gsJs., 
located  2H  miles  northwest  of  oty;  1  pumping  en- 
gine, class  dup.  comp.,  size  10  x  16  x  IvVL  cap. 
per  day  720,000  gals.,  constructors  Laidlaw-Dunn ; 
mains,  iron,  6V&  miles,  4  to  10  in.  dia. :  61  hydrants, 
Bourbon;  meters,  total  number  800,  Empire  1,  Tri- 
dent 166,  Lambert  3.  Nash  1,  owne»^  by  consumer; 
pressure,  dom.  60  lbs.,  fire  70  lbs.;  consumption, 
per  day  260.000  gals.,  per  capita  40  gals.;  cost  to 
construct,  $29,000;  bonded  debt.  $20,000;  int  Mid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  |8jo00; 
works  belong  to  city. 

ONARGA,  pop.  1,400;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood,  1 
and  2  stories;  wooden  roofs  not  permitted  in  nre 
area;  causes  of  fires  investigated.  Fire  dept — ^1  c. 
engine  on  wheels,  8  c.  hand  ex.,  1  h.  &  L  truck. 
2  hose  carta;  hose,  cotton,  rubber  lined,  good,  1,800 
ft;  inferior,  all  kinds,  800  ft;  total  hose,  1,600  ft: 
fire  alarm,  8  bells;  value  of  dept.  equipment. 
$1,600;  value  of  bldgs.,  $800;  total  mem.  12.  paid 
part  time. 

Watbe  Supply— Source,  wells  ^  mile  from  busi- 
ness center;  system,  pump  to  res.;  res.  eaii.  S^OOO 
gals.;  8  comi>ound  steam  and  air  duplex  simple 
pumping  engines,  cap.  per  day  26,000  gals.;  con- 
structor Gordon;  mains  14  miles,  6  in.  dia.;  16 
valves;  120  meters;  800  hydxante;  86  services; 
pressure,  dom.  46  lbs.;  consumption,  per  day  860^- 
uOO  gals.,  per  cap.  60  jals.;  cost  to  constrvct, 
$9,000;  works  belong  to  Co. 
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OQUAWKA,  p<m.  1400;  fire  area,  640  acres; 
mercantile  bldgs..  Srick  and  wood,  1  to  8  ttoriet; 
priTAte,  bride  ana  wood,  IH  stories:  wooden  roofs 
not  permitted  in  fire  area;  combustibles  ord.: 
causes  oi  fires  investigated.  Fire  dept— 1  hand 
ennne.  1  c.  hand  ex.^  hose  wagon;  hose,  cotton, 
ruBber  Uned^  good,  w)0  ft;  fire  alaxin,  bell;  Talne 
of  dept  equipment,  ll«600;  ralue  of  bldgs.,  |1,GOO; 
ann.  exp.  of  dept,  HOO;  total  mem.,  32  volunteers. 

VVatkx  STiprx.T->-Souroe.  river  and  wells;  tank, 
SO  ft 

OREGON,  pop.  VBOOi  lire  area,  640  acres;  mer^ 
cantile  bldgs.,  brick  and  wood,  8  stories;  private, 
wood,  2  stones;  wooden  roofs  not  permitted  in 
fire  area:  fireworks  and  combustibles  ord.  Fire 
dept — ^1  n.  &  L  truck,  4  hose  carts;  hose,  cotton, 
rubber  lined,  good,  2,000  ft;  fire  alarm,  bell  and 
whistle;  ann.  exp.  of  dept.,  $100;  total  mem.  12 
paid  $1  for  each  fire. 

Watsr  SurpLT— Source,  well;  system,  pump  to 
res.;  rea.  cap.  1.600,000  gals.;  pumping  engmet, 
cap.  per  day  1,600,000  flrals.,  constructor  Gould; 
mains,  6  miles,  4,  6  and  8  in.  dia. ;  60  hydrants;  16 


valves;   meters,  total  number  10,  owned  by  city; 


t3,000;  works  belong  to  city. 


OTTAWA,  pop.  11,600,  fire  area,  60  acres;  mer- 
cantile bldgs.,  brick,  1  to  6  stories;  private,  brick 
ind  wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  tnvestiQpited^  av.  fire  loss  per  yr.,  for 
3  years,  $22,814:  av.  ms.  involved  for  same  time, 
$147,950.  I^re  dept — ^1  steam  fire  engine.  1  h.  &  1. 
truck,  2  hose  wagons,  1  hose  cart,  2  horses;  hose, 
cotton,  rubber  lined,  good,  2,800  ft;  rubber,  good, 
900  f t^  total  hose,  7,S0  ft. ;  fire  alarm,  bell,  elec- 
tric, 28  boxes;  value  of  dept.  equipment,  17,760; 
value  of  bldgs.,  $4,000;  ann.  exp.  of  dept,  $6,600; 
total  mem.  z2,  paid  full  time  4,  paid  part  time  18. 

VVatek  SuppLY-^Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  res.  and  stdp.;  stdp. 
cap.  126,000  gals.,  dim.  20  x  100,  material  used  in 
eons,  steel;  quality  of  water,  good;  res.  cap.  1,* 
280,000  fals.,  located  at  pumping  station;  8  pump> 
ing  ennnes.  constructor  Worthington;  mains,  cast 
iron,  u  miles,  4  to  16  in.  dia.;  164  hydrants;  160 
valves;  meters,  total  number,  1,064,  owned  by  city; 
1,004  services;  pipe,  lead;  pressure,  dom.  80  lbs., 
fire  100  lbs.;  cost  to  construct,  $18,000;  bonded 
debt,  $124,000;  int  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  814,000;  works  belong  to  city. 

PALATINE,  pop.  1.020;  fire  area,  6,600  acres; 
mercantile  bldgs.,  wood,  8  stories;  private,  wood* 
8  and  8H  stories;  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.  Fire  dept— 1 
hand  engine,  1  h.  &  L  truck,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good  1,600  ft.;  value  of 
dept  equipment  $2,000;  toUl  mem.,  18,  paid  full 
time. 

Watxk  Supply— ^urce,  wells,  1,000  ft  from 
business  center;  system,  pump  from  res.  to  stdp.: 
stdp.  cap.  76,600  i^,  dim.  B6  ft  x  12  ft,  located 
2,000  ft  from  center  of  town,  material  used  in 
cons,  cast  iron,  builder  C.  H.  Patten;  quality  of 
water,  good;  res.  cap.  $8,000  gals.,  located  at  •!»• 
tion;  2  pumping  engines,  cap.  per  day  750,000  gals., 
constructors  Smith-Vaile;  mains,  cast  iron.  4  miles, 
4  to  8  in.  dia.;  62  hydrants:  meters,  total  number 
160,  Crown,  owned  by  city;  170  services;  pipe,  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  140  lbs.;  con- 
sumption  per  day  75,000  gals.,  per  capita  76  gala.; 
cost  of  mtce.,  $800,  works  belong  to  city. 

PAN  A,  pop.  9,000;  fire  area.  900  acres;  mercan- 
tile  bldgs.,  brick,  2  and  8  st(/.ies;  private,  wood, 
1  story;  wooden  roofs  not  permitted  in  fire  area; 
causes  of  fires  investigated;  fire  loss  for 
year  1907,  $26,648.  Fire  dept— 1  c.  engine  on 
wheels,  60  c  hand  ex.,  1  comb,  hose  and 
ladder  wagon,  8  hose  reels,  8  horses;  hose,  cotton, 
rubber  lined,  good,  2,000  ft.;  fire  alarm,  electric 
and  whistle,  7  boxes;  value  of  dept.  equipment 
$4,000;  Talue  of  bldgs.,  $1,000;  ann.  exp.  of  dept, 
$794;  total  mem.  16,  paid  part  time. 

Watxk  Supply— Source,  wdls,  %  mile  from 
business  center;  system,  ptiinp  to  stdjp.;  stdp.  cap. 
266,000  ^Is.,  dim.  20  x  100,  material  used  in  cons. 
iron,  builders  Brownell  &  Co.;  2  pumping  engines, 
cap.  per  day  1,600,000  gals.,  constructor  Worthing- 
ton; mains,  10  miles,  10,  6  and  4  in.  dia..  South 


Pittsburg:  87  hydrants,  Mathews;  meters,  total 
number  100^  owned  by  consumer;  442  services; 
pressure,  dom.  60  lbs.,  fire  60  lbs.;  consumption, 
per  day  200,000  gals.,  per  capita  40  gals.;  cost  to 
construct,  $63,000;  int.  joaid  on  bonds,  4  per  cent; 
ann.  cost  of  mtce.,  $1,600;  works  belong  to  city. 

PARIS,  pop.  8,000;  fire  area,  2,000  acres;  mer- 
cantile bldgs.,  brick,  1  to  4  stories;  private,  brick 
and  wood,  8  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 1  hand 
engine,  2  c.  hand  ex.,  1  comb.  c.  &  h.  wagon.  4 
horses;  uose,  cotton,  rubber  «aied.  good,  2tWiO  tt; 
rubber,  good,  700  ft;  inferior,  all  kinds,  700  ft; 
total  hose,  8,400  ft.;  fire  alarm,  bell;  value  of  dept 
equipment,  $3,000:  value  of  bldgs.,  $2,000:  ann. 
exp.  of  dept,  $8,600;  total  mem.  6,  paid  full  time. 

Watxr  Supply— Source,  creek,  1%  miles  from 
business  center;  svstem,  pump  to  stdp.;  stdp. 
cap.  106,000  gals.,  dim.  22  x  30,  material  used  m 
cons,  steel,  builders  Chicago  Bldg.  and  Iron  Co.; 
res.  cap.  100,000,000  gala. ;  2  pumping  engines,  class 
dup.,  cap.  per  day  8,000,000  gals.,  constructors, 
Blake.  Worthington;  mains,  cast  iron,  20  miles,  4 
to  12  in.  dia^  176  hydrants;  67  valves;  meters,  total 
number  7;  700  services;  pressure,  fire  125  lbs.;  cost 
to  construct,  $80,000;  ann.  cost  of  mtce.,  93,000; 
works  belong  to  city. 

PAXTON,  pop.  5,000;  fire  area,  860  acres;  mer- 
cantile bldgs.,  brick,  8  stories;  private,  brioc  and 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — ^1  hand  engine,  4  c.  hand 
ex.,  1  h.  &  1.  truck,  1  aerial  truck,  1  hose  wagon, 
1  hose  reel,  4  horses;  hose,  cotton,  rubber  lined, 
good,  1,600  ft.;  rubber,  good,  600  ft;  inferior,  all 
kinds,  300  ft:  total  hose.  8»800  ft.;  fire  alarm, 
whistle  and  telephone;  value  of  dept  equipment, 
$4,000;  value  of  oldgs.,  $6,000;  ann.  exp.  of  dept, 
$600;  total  mem.,  10  volunteers;  underwriters' 
rating,  second  class. 

Watke  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.  64,000  gals.;  pumping  engines,  cap. 
per  day  70,000  gals.,  constructors  Cook  &  Fair- 
banks. Morse  ft  Co.;  mains,  1%  miles,  4  to  6  la. 
dia.^26  hydrants;  6  valves;  meters,  total  number 
10;  600  services;  pipe,  cast  iron;  pressure,  dom.  8l 
lbs.,  fire  46  lbs. ;  consumption,  per  day,  60,000  sala., 
per  capita  16  2-8  gals.;  cost  to  construct  $14,000; 
mt  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$600;  works  belong  to  city. 

PEARL  CITY,  pop.  450:  fire  area,15  acres. 
Fire  dept.— 18  c  hand  ex.,  I  hose  carts;  hose, 
1,000  ft;  value  of  equipment,  $700;  total  mem., 
28  volimteers. 

Water  Supply— Source,  wells,  with  press,  to 
stdp.;  1  triplex  pump;  cost  of  mtce.,  $300;  works 
belong  to  city. 

PECATONICA,  pop.  1.045:  fire  area,  120  acres: 
mercantile  bldgs.,  stone,  Driclc  and  wood,  8  and  I 
stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  permitted.  Fire  dept— 1  hand  engine,  8  hose 
carriages,  reels,  &&;  hose,  cotton,  rubber  lined, 
good  200  ft;  rubber,  good  1,000  ft;  inferior,  all 
kinds,  800  ft.;  total  hose,  1,400  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $8,000:  value  of  Sldga.* 
$1,000:  ann.  expenses  of  dept,  $600;  total  mem.,  18, 
paid  full  time  1,  volunteers  17. 

Watbk  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  86,600  gals.,  builder,  George  C, 
Morgan;  quality  of  water,  good ;  pumping  engines, 
cap.  per  dav  160,000  gals.,  constructor  Deane; 
mains,  4,000  tt,  4  to  8  m.  dia.^  Addyston,  10  hy- 
drants, Morgan;' 5  valves,  Galvm;  pressure,  fire  16 
lbs.;  cost  to  construct,  $8,614.98;  ann.  coat  of  mtoa., 
$400;  works  belong  to  city. 

PEKIN,  pop.  12,000;  fire  area,  8,640  acres;  mer- 
cantile bldga.,  brick  and  stone.  1  to  8  stories; 
private,  brick  and  wood,  1  to  8  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av.  fire 
loss  per  yr.,  for  8  years,  $16,689;  av.  ins.  involved 
for  same  time,  $81^680.  Fire  dept— 4  c  hanu  ex., 
8  hose  wagons,  8  hose  carta,  4  horses;  hose,  cot- 
ton, rubber  lined,  good,  4400  ft.;  rubber,  good, 
100  ft;  inferior,  all  kinds,  8,000  ft.;  total  hose, 
6,700  ft;  fire  alarm.  Gamewell,  19  boxes;  value  of 
dept  equipment,  $16,000;  value  of  bldgs.,  $18,000: 
ann.  exp.  of  dept,  $9,848;  total  mem.  14,  paid  fw 
time  8,  paid  part  time  12. 
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Watbr  SurPLT— Source,  wcUt,  in  btisinett  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  127,000 
gals.,  dim.  20  x  65,  builders  Maitland  ft  Son; 
pumping  engines,  cap.  per  day  3,750,000  gals.,  con- 
structor Blake  ^  mams,  cast  and  galr.  iron,  16 
miles.  4  to  14  m.  wrought  iron,  12  miles.  1  &  2 
in.  oia.,  Addyston;  156  hydrants,  Ludlow^  65 
▼alves;  meters,  total  number  100;  1,790  semces; 
pipe,  cast  and  galv.  iron;  pressure,  dom.  60  lbs., 
fire,  120  lbs.;  consumption,  per  day  700,000  gals., 
per  capita  M  gals.;  cost  to  construct,  $200,000; 
mt.  paid  on  bonds,  6  per  cent;  works  belong  to 
Co. 

PEORIA,  pop.  75,000,  fire  area,  6,741  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  9 
stories;  private,  brick  and  wood,  1  to  4  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  inresti' 
gated.  Fire  dept. — 2  steamers,  1  hand  engine,  1  c 
engine,  12  c.  hand  ex.,  2  h.  &  1.  trucks,  1  aerial 
truck,  8  hose  wagons,  2  comb,  c  &  h.  wagons,  40 
horses  (in  reserve,  1  steamer,  2  hose  carnages,  1 
h.  ft  L  track);  hose,  cotton,  rubber  lined,  good* 
22,000  ft;  fire  alarm,  Gamewell,  86  boxes;  value 
of  dept.  equipment,  $70,000;  value  of  bldgs.,  $116,- 
400;  ann.  exp.  of  dept.,  $88,000;  total  mem.  81,  paid 
full  tune. 

AVatbk  Supply— Source,  wells,  8  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cai>.  19,000,000  gals.,  lo- 
cated 1  mile  northwest  of  station;  8  pumping  en- 
fines,  class  ver.  comp.  dup.,  size  26  x  60,  21  x  87, 
cap.  per  day  21,600,000  gals.,  constructor  Worth- 
ington;  mains,  cast  iron,  96  miles,  4  to  30  in.  dia. ; 
171  hydrants,  Ludlow:  891  valves,  Ludlow: 
meters,  total  number,  4w,  mostly^  Crown,  owned 
by  Co.  and  consumer:  9,o80  services;  pipe,  lead; 
pressure,  dom.  40  to  120  Ibs^  fire  40  to  120  Idsl: 
consumption  per  day  6,500,000  gals.,  per  capita  7o 
gals.;  works  belong  to  Co. 

PEOTONE,  pop.  1,200;  fire  area,  80  acres;  mer- 
cantile bldgs. J  wood  and  brick,  2  stories;  private, 
wood,  2  stories.  No  organized  fire  dept.;  10  c. 
hand  ex.,  8  hose  carriages:  hose,  rubber,  good, 
1,000  ft.;  value  of  bldgs.,  $200;  12  volunteers. 

Watbk  SuppLY-nSource,  wells,  1,200  ft.  from 
business  center;  system,  gravity,  pump  direct: 
stdp.  cap.  68,000  gals.,  dim.  22  x  24,  material  used 
in  cons,  brick  ana  wood;  quality  of  water,  good: 
2  pumping  engines,  class  cyl.,  cap.  per  day  26^200 
gals.,  constructors  Gould  &  McGowan  Co.;  mams, 
cast  iron,  2  miles,  6  and  4  in.  dia.;  18  hvdrants;  4 
valves;  meters,  total  number  60,  owned  by  con- 
sumer; 110  services:  pipe,  galv.  and  wrought  iron; 
pressure,  dom.  40  lbs.,  nre  40  lbs.;  consumption 
per  day,  30,000  gals.;  cost  to  construct,  $8,000; 
bonded  debt,  $1,600;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  city. 

PERU,  pop.  7,000;  fire  area,  640  acres;  mercantile 
bldgs.,  stone,  wood  and  urick,  1  to  4  stories;  pri- 
vate, wood,  1  to  3  stories;  wooden  roofs  not  per* 
mitted;  fireworks  and  combustibles  ord.  Fire 
dept. — 1  steamer,  1  h.  &  1.  truck,  1  hose  wagon,  1 
hose  carriage,  reels,  etc.,  4  horses;  hose,  cotton, 
rubber  lined,  good  1,600  ft;  rubber,  ^ood,  700  ft.; 
total  hose,  2,200  ft.;  fire  alarm,  electric,  34  boxes; 
value  of  bldgs.,  ^,000;  ann.  exp.  of  dept,  $1,700; 
total  mem.,  16,  paid  full  time  1,  paid  part  time  15; 
underwriters'  rating,  third  class. 

Water  Supply — Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  200,000  gals., 
dim.  18  X  100,  material  used  in  cons,  steel;  quality 
of  water,  good;  res.  cap.,  860,000  gals.;  2  pumping 
engines,  aass  comp.  dup.,  cap.  per  day  2,000,000 
gals.,  constructor  Gordon:  mains,  cast  iron,  14 
miles,  4  to  14  in.  dia.;  102  hydrants;  36  valves; 
meters,  total  number  500,  owned  by  consumer: 
1,000  services:  pipe,  galv.  iron;  pressure,  dom.  Zo 
to  102  lbs.,  nre  l25  to  140  lbs.;  consumption  per 
day,  400,000  gals.;  cost  to  construct,  $90,000; 
bonded  debt,  $14,000;  int.  paid  on  bonds,  5  per 
cent;  cost  of  mtce.,  about  $6,000;  works  belong  to 
city. 

PETERSBURG,  pop.  2,807;  mercantile  bldgs.. 
brick  and  stone,  2  stories:  private,  brick  and 
stone,  1  and  2  stories;  wooden  roofs  not  permit- 
ted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 26  c.  hand  ex.,  2 
hose  wagons;  hose,  rubber,  good,  500  ft. 


Watxx  Supply — Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  200,000  gals.,  dim.  20  x  86,  builder 
William  Drake;  pumping  engines,  cap.  per  dsy 
1,500,000  gals.,  constructor  Worthington;  mains.  2Vk 
miles,  4  to  10  in.  dia.:  88  hydrants,  Bouroon; 
meters,  total  number  10;  102  services;  pressure, 
dom.  60  lbs.,  fire  80  lbs.;  consumption,  per  day 
700,000  gals.,  per  capita  280  galaj[  cost  to  construct, 
$28,000;  ann.  cost  of  mtce.,  $2,000;  works  belong  to 
city. 

PINCKNEYVILLE,  pop.  8,000;  fire  area,  MO 
acres;  mercantile  bldgs.,  l»ick,  2  stories;  private, 
wood,  1  storv;  wooden  roofs  permitted  in  fire  area. 
Fire  dept.— 1  h.  ft  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,800  ft;  nre  alann. 
bell;  ann.  exp.  of  dept.,  $169;  total  mem.,  10  vol* 
unteers. 

Water  Supply— Source,  lake  and  river,  IH  mi^^ 
from  business  center;  system,  pump  direct;  stdp. 
cap.  39,760  gals.,  dim.  15  x  36,  material  used  in 
cons,  iron;  quality  of  water,  good;  2pumping  en- 
gines, class  dup.,  cap  per  dav  2,000,0w  gmis..  con- 
ttructor  Blake;  mains,  cast  iron,  6  mOes,  4  to  I 
m.  dia.;  42  hydrants:  u  valves;  meters,  total  num- 
ber 16,  Gem  1,  Hersey  Rottry  2,  BuflEalo  12, 
owned  by  city;  600  services;  pipe,  galv. 
iron;  pressure,  dom.  80  lbs.,  fire  160  lbs.;  con- 
lumpition  per  day,  600,OOOfEBls. ;  cost  to  construct, 
$26,<IOO;  cost  of  mtce.,  $2,200;  works  belong  to  dty. 

PITTSFIELD.  poi>.  2,298;  fire  area^  480  acres; 
mercantile  bldgs.,  brick,  2  and  8  stones;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permit- 
ted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept. — ^1  hand  engine,  8  c 
hand  ex..  In.  St  1.  truck,  3  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,000  ft;  rubber,  good 
500  ft ;  inferior,  all  kinds,  60O  ft ;  total  hose,  2.O0O 
ft;  fire  alarm,  bell;  value  of  dept.  equipment, 
$6,000;  value  of  bldgs.,  $16,000;  ann.  exp.  of  dept. 
$400;  total  mem.,  42  volunteers;  underwriters'  rat- 
ing,  second  class. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  48,000  gals., 
dim.  30  x  10,  material  used  in  cons,  iron,  builders 
Hemsen  &  Hubbies;  pumping  engineS|  cap.  per 
day  24,000  gals.;  mains,  1  mile,  6  m.  dm.;  16  hy- 
drants; pressure,  fire  66  Ibs^  cost  to  construct. 
$26,000;  ann.  cost  of  mtce.,  $660;  works  belong  to 
town. 

PL.MNFIELD,  pop.  920;  fire  area,  6  acres;  mer- 
cantile bldgs.,  stone  and  brick,  1  and  2  stories; 
private,  wood,  2  stories:  wooden  roofs  not  permit- 
ted. Fire  dept— ^1  hand  engine,  1  c  engine,  20  c 
hand  ex.,  1  h.  &  1.  truck,  1  hose  carriage;  hose, 
linen,  good  600  ft;  fire  alarm,  bell;  value  of  dept. 
equipment,  $1,200;  value  of  bldgs.,  $75,000;  ann. 
exp.  of  dept,  $25;  total  mem.,  i&  volunteers. 

WsTXE  Supply— Source,  well,  1  block  from  busi- 
ness center:  system,  pump  to  res.  and  direct; 
stdp.  :ap.  60,000  gals.,  ouilders  Fairbanks,  Morse 
&  Co.;  pumping  engines,  cap.  per  day  116»200  gals.; 
mains  cast  iron.  2  miles,  4  to  8  in.  di&.;  S  hy- 
drants. Corey;  40  services;  pressure,  dom.  40  lbs., 
fire  50  lbs.;  cost  to  construct,  810,000;  int  paid  on 
bonds,  5  per  cent;  ann.  cost  of  mtce.,  $160;  works 
belong  to  village. 

PLANO.  pop.  2,200;  fire  area,  332  acres;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood,  S 
stories;  wooden  roofs  not  permitted  in  fire  ares; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  h.  &  1.  truck,  2  ho» 
carriages;  hose,  cotton,  rubber  lined,  good,  l^"^ 
ft.;  fire  alarm,  whistle;  value  of  dept  equipment. 
$2,600;  value  of  bldgs.,  $2,000;  ann.  exp.  of  dept. 
$100;  total  mem.  26,  paid  part  time. 

Water  Supply— 'Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  80,000  gals.;  res.  caflL.  60,000  gals.: 
pumping  engines,  cap.  per  day  180,000  gals.,  con- 
structor Blake;  mains,  6  miles,  4  to  6  in.  dia.. 
Addyston;  25  hydrants,  Ludlow;  300  services;  pipe, 
galv.  iron ;  pressure,  dom.  46  lbs.,  fire  80  lbs. ;  con- 
sumption per  day  90.000  gals.,  per  capita  10  gals.; 
cost  to  construct,  $26,000;  cost  of  mtce.,  1500; 
works  belong  to  city. 

POLO.  pop.  2,100;  fire  area,  1,000  acres;  mer 
cantile  bldgs.,  mostly  brick,  1  to  4  stories:  private, 
stone,  brick  and  wood,  2  stories:  wooden  roofi 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord.;  causes  of  fires  investigated.  Fire  dept 
—8  c  hand  ex.,  1  h.  ft  1.  truck,  1  hose  wagon,  2 
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hones;  hose,  cotton,  rubber  lined,  good,  TOO  ft; 
rubber,  good,  ?00  ft.:  inferior,  all  kinds,  100  ft; 
total  hose,  1,600  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  |S|600;  value  of  bldgs.,  12,000;  ann. 
cxp.  of  dept.  1800;  total  mem.  20,  paid  full  time  1, 
unteers  19. 

Watxe  SurrLT— Source,  well;  sjstem,  pump  to 
res.,  to  stdp.  and  direct;  stdp.  cap.  27,000  ^Is., 
dim.  U  X  86,  material  used  in  cons,  steel,  builder 


Massic  Iron  Co.;  87  hydrants,  Crane;  meters,  total 
number  6,  Trident,  owned  by  consumer;  826  sex^ 
▼ices;  pipe.  galv.  iron;  pressure,  dom.  60  lbs.,  fire 
60  to  100  iDs^  consumption,  per  day  76,000ffals., 
oer  capita  STH^jrals.;  cost  to  construct  827,000; 
bonded  debt,  812,000;  int  paid  on  bonds.  6  per 
cent;  ann.  cost  of  mtce.,  8iil00;  works  belong  to 
city. 

FONTIAC.  pop.  8.000;  fire  area,  1,000  acres; 
mercantile  bldgs.,  bnck,  1  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area:  fireworks  and  combustibles  ord.;  causes 
of  fires  mvestigated;  av.  fire  loM  per  yr.,  for  8 

Stars*  81*266;  av.  ins.  involved  for  same  time,  82I2»- 
7.  Fire  dept— 1  steamer,  2  c  hand  ex.,  2  hose 
wagons,  2  hose  carts,  4  horses:  hose,  rubber,  good, 
lySOO  ft;  inferior  all  kinds,  1,000  ft;  total  hose, 
2,86k/  ft;  fire  alarm,  electric  and  Gamewell,  24 
boxes;  value  of  dept.  equipment,  88,600;  value  of 
bldgs.,  810,000;  ann.  exp.  of  dept,  81*600;  total 
mem.  11,  paid  part  time. 

Watxk  Sup7LT--6ource,  river,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
1,800  ft;  inferior  all  kinds.  1,000  ft:  total  hose, 
2,800  ft ;  fire  alarm,  electric  and  Gamewell,  24 
boxes;  value  of  dept  equipment  88,500;  value  of 
gala.,  constructors  Gordon  ft  Gould;  mains,  cast 
iron,  0  miles,  4  to  12  in.  dia.:  68  hydrants;  12 
valves;  meters,  total  number,  860,  Crown;  400  ser^ 
vices;  pipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire 
100  lbs.;  consumption  per  day  760,000  gals. ;  cost 
to  construct  890,000;  cost  of  mtce.,  8600;  works 
belong  to  Co. 

PRINCETON,  pop.  5,000;  fire  area,  400  acres; 
mercantile  bldgs..  brick,  2  to  4  stories;  private, 
brick  ana  wood,  2  stories;  wooden  roofs  not  per^ 
mitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — 2  c 
engines  on  wheels,  10  c  hand  ex.,  2  h.  &  1.  trucks, 
2  hose  wagons,  2  hose  carts;  hose,  cotton,  rubber 
lined,  good,  1.700  ft;  rubber,  good,  1,000  ft;  in- 
ferior, all  kinds,  1,000  ft;  total  hose,  8,700  ft:  fire 
alarm,  whistle;  value  of  dept  equipment,  810.000; 
value  of  bldgs.,  810,000;  ann.  exp.  of  dept,  8350; 
total  mem.,  46  volunteers. 

Watbe  Supply— Source,  well;  nrstem,  pump  to 
res.  and  stdp.;  stdp.  cap.  56,000  gals.,  dim.  14  x  60: 
res.  cap.  160,000  gals.;  2  pumping  engines,  class  1 
comp.  dup.,  cap.  per  day  666,000  gals.,  constructors 
American  and  Barr;  mains,  9^  miles,  4  to  8  in. 
dia.;  119  hydrants.  Wood;  38  valves,  Michigan; 
meters,  total  number  26:  1,000  services;  pipe,  galv. 
iron;  pressure,  dom.  8o  to  40  lbs.,  fire  125  lbs.: 
consumption,  per  day  65,000gals.,  per  capita  16^ 
gals.;  cost  to  construct,  890,000;  int.  paid  on  bonds, 
4%  per  cent;  ann.  cost  of  mtce.,  84,500;  works  be- 
long to  city. 

PROPHETSTOWN,  pop.  1^48;  bldgs.,  wood,  2 
stories;  fireworks  and  combustibles  ord.  Fire 
dept — 2  c.  engines,  2  hose  carts;  hose,  rubber, 
good,  800  ft:  fire  alarm,  bell:  value  of  dept. 
equipment  81,500;  value  of  bldgs.,  8600;  total 
mem.,  25  volunteers;  underwriters^  rsting,  fourth 
class. 

Watek  Supply— Source,  wells. 

PUI^LMAN. — Now  part  of  the  city  of  Chicago. 

Watbe  Supply— Source,  lakes,  6  miles  from  busi- 
ne^  center;  system,  pump  direct,  water  brought 
by  meter  from  Chicago:  mains,  18  miles,  4  to  16 
in.  dia.;  186  hydrants.  Wood;  pressure,  dom.  26  to 
86  lbs.,  fire  60  lbs.:  cost  to  construct,  8226,000; 
works  belong  to  Chicago. 

QUINCY,  pop.  40,000;  fire  area,  3,840  acres;  mer- 
cantile bldgs.,  brick  and  stone,  2  to  6  stories;  pri- 
vate, brick  and  stone.  2  and  8  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fire  investigated.  Fire  dept— 6 
steamers,  2  comb.  c.  ft  h.  wagons,  1  c  engine,  10 


c  hand  ex.,  1  aerial  truck,  4  supply  wagons,  4 
hose  carriages,  28  horses;  hose,  rubber,  good,  8,000 
ft;  inferior,  all  kinds,  8,000  ft;  total  hose,  8^ 
ft;  fire  alarm,  telephone:  value  of  dept  equip- 
ment, 888,000:  value  of  bldgs.,  880^000:  ann.  exn. 
of  dept,  828,000;  total  mem.,  36,  paid  full  time  88, 
paid  part  time,  14. 

Watxe  Supply— Source,  river,  U,  mile  from  bttti> 
ness  center;  system,  pump  to  res.,  Jewell  filtration 
system;  quality  of  water,  good;  res.  cap.  20,000,000 
gals.,  located  2^  miles  from  station;  4  pumpinc 
engines,  dasr  2  h.  d.,  2  1.  d.,  cap.  per  day  6,000,000 
gals.,  constructors  Worthington,  Gordon  &  Max- 
well; mains,  cast  iron,  68  miles,  6  to  20  in.  dia.; 
364  hydrants,  478  valves:  meters,  2,633  Empire, 
IjSeS,  Trident  442,  Nash  862,  Crown,  884,  Thomson 
17,  Hersey  88,  Lambert  31,  American  44,  Keystone 
12,  owned  by  Co.;  4.862  services;  pipe,  galv.  iron 
and  lead;  pressure,  dom.  86  lbs.,  fire  96 lbs.;  con- 
sumption per  day  1,347,300  sals.,  per  capita  81  gals. ; 
works  belong  to  Citisen  Water  Works  Co. 

RANTOUL,  pop.  1,700;  fire  area,  860  acres;  mer- 
cantile bldgs.,  brick,  1  and  2  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  c  engine  on  wheels; 
hose,  cotton,  rubber  lined,  good,  1,000  ft ;  rubber, 
good,  300  ft;  total  hose,  1,800  ft;  fire  alarm.  beU 
and  whistle:  value  of  dept  equipment  82.000;  value 
of  bldgs.,  810,000;  ann.  exp.  of  dept,  |20O;  total 
mem.,  12  volunteers. 

Water  Supply— Source,  wells;  res.  cap.  76,000 
gals.;  2  pumping  engines,  cap.  per  day  460,000 
gals.;  mams,  6  miles^  8  in.  dia.;  12  hvdrants;  600 
services;  pipe.  salv.  iron;  pressure,  oom.  60  Ibs^ 
fire  60  to  100  lbs.;  consumption,  per  day  75,000 
gj^s.,  per  capita  60  gals.;jBOst  to  construct,  S12,- 


city. 


ann.  cost  of  mtce.,  81,200;  works  belong  to 


REDBUD,  pop.  1,175;  fire  area,  640  acres;  mer- 
cantile bldgs.,  onck,  2  and  8  stories;  private,  brick 
and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area.  Fire  dept— 1  hand  engine,  1 
c.  engine,  1  h.  &  1.  truck,  1  hose  wagon;  hose, 
cotton,  rubber  lined,  good,  860  ft;  fire  alarm,  bell: 
value  of  dept  equipment,  82,000;  ann.  exp.  of 
dept.,  8835;  toUl  mem.,  77  volunteers. 

Watse  Supply- Source,  wells  and  cisterns. 

RIVERSIDE.    Fire  dept    Not  reported. 

Watke  Supply— Source,  2  wells  in  center  of  vil- 
lage; s^tem,  air  lift,  standpipe,  cap.  100,000 
gals.,  dimensions  36  x  16  ft.;  material  used  in 
cons.,  brick  towen  tank  wood:  quali^  of  water, 
good;  res.  cap.  250,000  gals.;  2  pumping  engines, 
class  Worthington;  cap.  per  day  1,600,000  gals.; 
main,  cast  iron,  miles  laid  14.  12  to  4  in.  dia; 
hydrants  95,  valves  30,  meters  330:  makers,  Nash, 
Empire,  Worthington,  Crown  and  Hersey;  pipe, 
cast  iron;  pressure,  dom.  35  lbs.,  fire  95  lbs.; 
consumption  per  day,  280,000  gals.,  per  cap  155 
gals.;  cost  to  construct  works,  8150,000;  bonded 
debt,  815,000;  interest  on  bonds,  4  per  cent  per 
ann. ;  cost  of  mtce.  $4,200;  works  belong  to  Village 
of  Riverside. 

RIVER  FOREST.    Fire  dept— Not  reported. 

Water  SuppLV-^ource,  artesian  well  %  mile 
from  business  center:  system  pump  to  stdp.;  Cap. 
54,000  gals. ;  dimensions  12  ft.  6  in.  x  60  ft. ;  material 
used  in  cons.,  brick  47  ft,  iron  60  ft.;  quality  of 
water  good;  res.  cap.  74,000  gals;  4  pumping  en- 
gines, class  Blaxe  duplex,  cap.  per  day  130,000  gals; 
constructors,  Geo.  Cadsgan  Morgan;  mains  cast 
iron,  miles  laid  19,  12  to  4  in.  dia. ;  112  hydrants ;  70 
valves,  420  meters,  makers  National  Meter  Co.; 
services  %  in.  lead  pipe;  pressure,  dom.  43  lbs., 
fire  80  lbs.;  cost  to  construct,  $100,000;  ann.  cost 
of  mtce.,  $3,500;  works  belong  to  village. 

ROADHOUSE,  pop.  2.361;  fire  area,  6  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
1  to  2  stories;  wooden  roofs  not  permitted  in  fire 
ares;  combustibles  ord.  Fire  dept— 1  hand  en- 
gine. 1  hose  wagon;  hose,  cotton,  rubber  lined, 
good,  300  ft;  inferior,  all  kinds,  200  ft.;  total  hose, 
500  ft.;  fire  alarm,  bell;  value  of  dept  equipment, 
$900;  total  mem.,  20  volunteers. 

Water  Supply— Source,  wells. 

ROANOKE,  pop.  966;  fire  area,  12  acres;  mer- 
cantile bldgs.,  wood  and  brick,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
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mitted;  fireworks  and  oombtutiblet  ord.  Fire 
dept.— 1  hend  engine,  1  hose  carriage:  hose,  rub- 
ber, good  200  ft.;  nre  alarm,  bell  and  wnistle;  value 
of  dept  equipment,  1160;  ralue  of  bldgs.,  ^;  no 
organized  dept. 
Watbs  Svtplt— Source,  wells. 

ROBINSON,  pop.  6,000;  fire  area,  640  acres; 
mercantile  bidgs.,  inrick,  X  stories;  prirate,  wood, 
2  stories:  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord«  No  organised  fire  dept.— 1 
h.  &  I.  truck,  3  hose  wagons;  hose,  cotton,  rub- 
ber lined,  good,  900  ft.;  value  of  dept.  equipment. 
$600;  value  of  bldgs.,  $300. 

Watbk  Supply— Source,  Wabash  river,  res.  and 
tank,  two  blocks  from  business  center;  stdp.  cap. 
75,000  gals.,  material  used  in  cons,  steel,  builders 
Chicago  Bridge  &  Iron  Works  Co..;  quality  of 
water,  good ;  res.  cap.  50,000  gals. ;  1  pumping  en- 

S'ne,  class  comp.,  size  8  x  12  x  7,  cap.  per  day 
0,000  gals.,  constructor  Deane;  2  Smith- Vaile 
Eumps,  cap.  1,500,000  gals.;  mains,  iron,  4  miles;  54 
ydrants,  Ludlow,  Empire,  McGowan.  Worthing- 
ton;  85  valves;  meters,  total  number  60,  Union  18, 
Worthington  12,  Buffalo  2,  owned  by  consumer; 
pressure,  dom.  60  lbs.,  fire  100  lbs.;  works  belong 
to  Co. 

ROCHELLE,  pop.  2,700;  fire  area,  800  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories: 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworhs  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1  h. 
&  1.  truck,  2  hose  carts;  hose,  cotton,  rubber  lined, 
good,  1,300  ft.;  fire  alarm,  whistle:  value  of  dept. 
equipment,  12,000;  value  of  bldgs.,  |S,000;  ann.  exp. 
of  dept.,  $500;  total  mem.,  16. 

Watbk  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  240,000  gals.;  pumping  engines,  cap. 
per  day  760,000  gals.,  constructor  Worthington; 
mains,  16  miles,  4  to  6  and  8  in.  dia.,  Addyston;  76 
hydrants.  Holly,  Morgan;  meters,  total  number  300 
Buffalo;  630  services;  pressure,  dom.  66  lbs.,  fire 
110  Ibsj^  cost  to  construct,  $67,900;  ann.  cost  of 
mtce.,  $5,000;  works  belong  to  city. 

ROCK  FALLS,  pop.  3,000;  mercantile  bldgs., 
brick,  8  stories:  private,  wood,  2  stories;  wooden 

roofs  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept.— 1  h.  &  1.  truck,  1  hose  wagon,  3 
hose  carriages;  hose,  cotton,  rubber  lined,  new, 
3,000  ft. ;  fire  alarm,  whistle  and  bell ;  value  ox  dept. 
eauipment.  $4,000;  value  of  bldgs.,  $6,000;  ann.  exp. 
of  dept.,  $200;  total  mem.,  17  volimteers;  under- 
writers' rating,  third  class. 
Watbs  Supply-  Source,  supplied  by  Sterling. 

ROCKFORD,  pop.  49,000:  fire  area,  8  acres; 
mercantile  bldgs.,  stone,  bnck  and  wood,  2  to  6 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.—! 
steamers,  7  comb.  c.  &  h.  wagons,  1  comb.  h.  &  1. 
truck  and  c.  engine,  7  c.  hand  ex.,  1  h.  &  1.  truck. 
29  horses:  hose,  cotton,  rubber  Imed,  good,  6,200 
ft;  inferior,  all  kinds,  1,200  ft.;  total  hose.  9,460 
ft.;  fire  alarm,  Gamewell,  74  boxes;  value  ot  dept. 
equipment,  $36,794;  value  of  bldgs.,  $46,618.(M: 
ann.  exp.  of  dept,  $52,733.20;  total  mem.,  42,  paid 
full  time;  underwriters'  rating,  first  class. 

Watbr  Supply — Source,  wells;  system,  pump 
direct  to  mains;  quality  of  water,  good;  res.  cap., 
1,100,000  gals.;  pumping  engines,  cap.  per  day 
20,000,000  srals.,  constructor  Holly;  mains,  cast 
iron,  86  miles,  2  to  80  in.  dia.,  494  hydrants;  903 
valves;  meters,  total  number  2,568,  Crown,  Nash, 
Union,  Exnpire,  Trident,  Hersey  Disc.,  Thomson, 
Pittsburg,  Keystone,  Lambert;  5,671  services;  pipe, 
lead;  pressure,  dom.  70  lbs.,  fire  90  lbs.;  con- 
sumption per  day,  3,365,746  gals.;  cost  to  construct 
$685,713;  bonded  debt  $60,000;  int  paid  on  bonds, 
6  per  cent;  cost  of  mtce.,  $27,700;  works  belong  to 
city. 

ROCK  ISLAND,  pop.  25,000;  fire  area,  1,280 
acres;  mercantile  bldgs.,  stone  and  brick,  2  to  6 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
and   combustibles   ord.;    causes   of   fiires  investl* 

fated.  Fire  dept. — 6  c  hand  ex.,  1  h.  &  1.  truck, 
hose,  wagons,  9  horses;  hose,  cotton,  rubber 
lined,  good,  4,875  ft;  inferior,  all  kinds,  600  ft^ 
total  hose,  6,876  ft;  fire  alarm,  Gamewell,  62 
^oxtM;  value  of  dept  equipment  $7,460;  value  of 


bldgs.,  $56,000;   ann.   exp.  of   dept,  $20,000;  total 
mem.  20,  paid  full  time  19,  paid  part  time  L 

Watbe  Supply— Source^  river,  H  mile  from  bus»> 
ness  center;  system,  gravitv,  pump  to  stdp.;  stdp. 
cap.  200,000  gals.,  material  used  in  cons,  steel, 
builders  Chicago  Bridge  and  Iron  Co.;  filtratkm 
system,  slow  sand  beds;  quality  of  water,  fair; 
res.  cap.  10,220,000  gals.,  located  at  22d  st  and  16th 
av.;  2  pumping  engines,  cap.  per  da^  8,000.000 
gala.,  constructor  Holly;  mains,  cast  iron,  84H 
miles;  250  hydrants,  Ludlow,  Corey:  187  valves, 
Ludlow  and  Eddy:  metera,  total  number  700;  3,400 
services;  pipe,  lead;  pressure,  dom.  60  lbs.,  fire  110 
lbs. :  consumption,  per  day  3,858,849  gala.,  per  cap- 
ita 162  gals. ;  works  belong  to  city. 

ROCKTON.  pop.  1,300;  fire  area,  15  acres;  bldgs. 
brick,  stone,  1  to  3  stories,  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  com.  ord.  causes 
of  fires  investigated;  av.  loss  for  8  years,  $15,- 
000;  average  ins.  for  same  time,  $8,000.  Fire 
dept. — ^1  hose  wagon,  2  hose  carts,  2  h.  &  1.  truck,  4 
chem.  ex.,  1  hose  reel,  1.000  ft.  hose;  fire  alarm, 
whistle;  value  of  equip.,  $1,125;  value  of  bldgs., 
$2,000;  total  mem.  25  volunteers. 

Watee  Supply— Wells;  Fairbanks*Morse  pump; 
mains,  ^  mile,  6  in.  dia.;  7  hydrants;  pressure, 
45  lbs. 

ROSEVILLE,  pop.  1,014;  mercantile  bldgs., 
brick;  wooden  roofs  not  permitted  in  fire  area. 
Fire  dept— 1  c  engine,  1  h.  &  L  truck,  8  hose 
carriages;  total  hose,  1,700  ft;  fire  alarm,  'phone; 
total  mem.  26,   paid  part  time. 

Watbr  Supply— Source,  well,  500  ft  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  csp. 
59,000  gals.^  dim.  10  x  100,  material  used  in  cons, 
steel;  quality  of  water,  good;  2  pumping  engines, 
cap.  per  day  144,000  gals.,  constructors  Aurora 
Well  Co.;  mains,  cast  iron,  2  milea,  4  to  8  in.  dia.; 
28  hydrants;  6  valves;  meters,  total  number  76^ 
Trident;  50  services;  pressure,  dom.  48  lbs.,  fire 
43  lbs.;  cost  to  construct.  $16,000;  bonded  debt 
$6,000;  int  paid  on  bonds,  6  per  cent;  works  be- 
long to  city. 

ROSSVILLE,  pop.,  1,700;  fire  area,  400  acres. 
Fire  dept— 1  hose  cart,  1,800  ft  hose;  value  of 
equipment,  $1,000;  ann.  exp.  of  dept,  $600;  total 
mem..  10  volunteers. 

Watbr  Supply— Source,  wells;  system,  gravity; 
2  pumps,  makers,  Gould  Co.,  osp.  per  day  Mr 
000  gals;  22  hvdrants,  5  valves,  1,200  ft  mains; 
dom.  press.  40  lbs.,  fire  80  lbs;  coat  of  works, 
^,000;  bonded  debt  $6,000:  int  on  bonds  6  per 
cent;  ann.  cost  of  mtce.,  $600;  works  belong  to 
city. 


area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  h.  &  I.  truck.  2 
hose  carriages,  2  horses;  hose,  cotton,  rubber 
lined,  good,  1,500  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  ^500:  value  of  bldgs.,  $U860; 
ann.  exp.  of  dept,  $itOOO;  total  mem.  16,  paid  part 
time. 

Watbr  Supply— Sotn-ce,  well,  800  ft  from  busi- 
ness center;  system,  pump  to  stdp.  sad  direct: 
stdp.  cap.  115.000  gals.,  dim.  14  x  100,  material 
used  in  coi.j.  boiler  plate;  filtration  system,  sand; 

3ualit7  of  water,  fair;  3  pumping  engines,  class 
up.,  cap.  per  day  260,000  gala.,  constructor  Deane; 
mains,  cast  iron,  U  miles,  4  to  10  in.  dia.;  29 
hydrants;  meters,  total  number  80,  Trident,  owned 
by  consumer;  60  services;  pressure,  dom.  48  lbs., 
fire  160  lbs.;  cost  to  construct  $800,000;  cost  of 
mtce.,  $1,200;  works  belong  to  city. 

SALEM,  Marion  Co.,  pop.  3,600.  Fire 
dept.— 1  hose  cart,  1  hand  pump;  value  of  e«inip> 
ment  $1*200;  total  mem.,  16  volunters. 

Water  Supply— Source,  wells»  1  Dump,  nukcr 
Howe  Engine  Co.;  cost  of  mtce.,  $800;  works  be- 
long to  Co. 

SANDOVAL,  pop.  1,600;  fire  area,  1  sq.  mile; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  1  to  8  stories;  wooden 
roofs  permitted  in  fire  area;  fireworics  and  com- 
bustibles ord.:  causes  of  fires  Investigated.  FIrt 
dept— 1  gasoline  engine,  1  hand  enjpne,  10  c 
hand  ex.,  1  h.  &  1.  truck,  8  hose  cam  * 

cotton,  rubber  lined,  good,  1,200  ft; 
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bells;  ralue  of  d«>t  equipment.  12,000;  aim.  cxp. 
of  depL,  100;  total  mem.,  86  yoitrnteen. 
W&Tui  Supply— -Soarce,  wells. 

SANDWICH,  pop.  2,800;  fire  area,  15  acres; 
mercantile  bidffs.,  brick,  2  to  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area.  Fire  depL— 1  h.  &  1.  truck,  2 
hose  carts;  hose,  cotton,  rubber  lined,  good,  40C 
ft.;  rubber,  good,  1,600  ft;  toUl  hose,  1,900  ft; 
fire  alarm,  whistle;  value  of  dept  equipment, 
13,500;  value  of  bldjn.,  $2,500;  ann.  exp.  of  dept, 
^600;  total  mem.,  4T  volunteers. 

Water  SuppLT-^ource,  well,  200  ft  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct; 
std^.  cap.  84,600  gals.,  dim.  12  x  100;  2  pumping 
engines,  class  comp.,  cap.  per  day  1,000,000  ^s., 
constructor  Worthmgton;  60  hydrants;  meters  1, 
3S0  services;  pressure,  dom.  50  Ib&,  fire  60  to  100 
lbs.;  cost  to  construct,  130,000;  bonded  debt,  $8,000; 
int/paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce.. 
$1,700;  works  belong  to  city. 

SAVANNA,  pop.  6,000;  fire  area,  1  acre;  mer- 
cantile  bldgs.,  brick  and  wood,  1  to  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  sad  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept—l  h.  &  1.  truck,  1  hose 
wagon,  4  hose  carts,  8  horses  *  hose,  cotton,  rubber 
lined,  good.  3,000  ft.;  rubber,  good,  1,500  ft;  in- 
ferior, all  kmds,  1.000  ft.;  total  hose,  6,000  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment 
82,600;  value  of  bldgs.,  $3,000;  ann.  exp.  of  dept, 
$400;  total  mem.,  50  volunteers. 

Watxr  Supply — Source,  wells;  system,  pump  to 
res.;  res.  cap.  760,000  gals.;  2  pumping  engines, 
class  comp.,  cap.  per  day  1,700,000  gals.;  con- 
structors Deane  and  Worthington;  mains,  Inla- 
mein,  6  miles,  4  to  10  in.  dia..  National  Tube 
Works;  62  hydrants,  Ludlow;  meters,  total  number 
4,  Union  and  Hersev;  450  services;  pipe,  galv. 
iron;  pressure,  dom.  80  lbs.,  fire  85  lbs.;  consump- 
tion, per  day  106,000  gals.,  per  capita  86  gals.; 
cost  to  construct,  $60,0004  mt  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.,  $1,A)0;  works  belong 
to  city. 

SHABBONA,  pop.  687.  Fire  dept— 1  hand  en- 
gine, 1  hose  cart;  hose,  600  ft. 

Watse  Supply— Source,  wells;  system,  air  lift 
to  tanks;  mains,  2  miles;  22  hydrants. 

SENECA,  pop.  1,036;  fire  area,  80  acres;  mer> 
cantile  bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— 1  steamer,  x 
h.  &  L  truck,  1  supply  wagon,  1  hose  carriage; 
hose,  cotton,  rubber  lined,  good  1.000  ft.;  rubber, 
good,  500  ft;  total  hose.  2,000  ft;  fire  alarm,  bell; 
value  of  dept  equipment  $2,500:  value  of  bldgs., 
$2,000;  total  mem.,  26,  paid  full  time  2,  volun- 
teers 24;  underwriters'  ratine  fourth  class. 

Watzs  Supply— Source,  wells;  system,  pump  to 
8  cisterns;  cap.  8,000  bbls.;  9  valves;  600  services; 
pressure,  fire  26  lbs. 

SHEFFIELD  pop.  1,265;  mercantile  bldgs., 
brick,  2  stories;  private,  wood,  2  stories,  rite 
dept. — ^1,060  ft  hose,  1  h.  &  1.  truck,  1  hose  car- 
riage; value  of  dept.  equipment,  $2,600;  value  of 
bldgs..  $1,200;  ann.  exp.  of  dept,  $360;  total  mem., 
35  volunteers. 

Watbr  Supply— Source,  well,  600  ft  from  busi- 
ness center;  system,  pump  to  stdp#;  stdp.  cap. 
1,900  ools.,  dim.  23  x  20,  material  used  in  cons, 
wood ;  pumping  engines,  cap.  per  day  180,000  gals., 
constrnctors  Dunn-Gordon;  mains,  16.000  ft,  6  to 
4  in.  dia.,  American  Pipe  Co.  and  Crane;  38  hy- 
drants. Crane;  90  services;  pipe,  galv.  iron;  pres- 
sure, dom.  20  to  40  lbs.,  fire  20  to  40  lbs.;  cost  to 
construct,  $12,000;  bonded  debt,  $7,000;  int  paid  on 
bonds,  6  per  cent 

SHELBYVILLE,  pop.  8,546;  fire  area,  600  acres: 
mercantile  bldgs.,  Snck,  2  stories;  private.,  wood^ 
2  stories;  wooden  roofs  permitted;  fireworks  ana 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — ^1  h.  &  1.  truck.  8  hose  carriages;  hose, 
cotton,  rubber  lined,  gpoa  1,500  ft;  rubber,  good 
2,000  ft;  total  hose,  8i600  ft:  fire  alarm,  electric: 
ralue  of  dept  equjpmentt _  $800 ;  value  of  bldgs., 
$100;  ann.  exp.  of  aept,  $81:  total  mem.,  4B  vol- 
unteers. 

Watxe  Supply— Source,  river;  system,  pump  to 
stdp.;  stdp.  cap.  176,000  gals.,  dim.  12^  x  126, 
material  used  in  cons,  steel;  2  pumping  engines, 


class  comp.  cap.  per  day  2,500,000  gala**  con* 
structors  Worthington  and  Epping-Carpenter; 
mains,  10  miles,  2  to  14  in.  dia.,  Shickle,  Howard. 
Harrison ;  78  hydrants,  Vaile-Corey;  meters,  total 
number  250;  660  services;  pressure,  dom.  60  lbs., 
fire  100  lbs.;  cost  to  construct,  $4^000;  ann.  cost 
of  mtce.,  $4,000;  works  belong  to  Co. 


permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
b.  &  1.  truck,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  1,500  ft;  fire  alarm,  whistle;  value 
of  dept  equipment  $1,000,  value  of  bldg.  $2,000; 
total  mem.  18.  paid  volunteers. 

Watse  Supply— Source,  wells;  system,  pump  to 
stop.;  stdp.  cap.  1,000  bbls.;  1  pumping  engme; 
mains,  b  miles;  40  hydrants;  cost  to  construct 
$1,300;  works  belong  to  city. 

SOMONAUCK,  pop.  630.  Fire  dept— 1  c  en- 
gine, 1  h.  &  1.  truck,  1  hose  carriage;  hose,  2,000 
ft  *  fire  alarm,  bell :  total  mem.  21. 

Water  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  2,400  bbls.;  mains,  4  miles;  40  hy- 
drants. 

SPARTA,  pop.  2,941;  fire  area,  8  blocks;  bldgs., 
brick,  stone  ana  iron;  wooden  roofs  not  permitted. 
Fire  dept— 1  c.  engme,  i  h.  &  1.  truck,  1  hose 
carriage;  total  hose,  850  ft.;  fire  alarm,  whistle; 
total  mem^  20. 

Water  Supply— Source,  wells  and  cisterns;  4 
miles  of  6  and  4-in.  mains;  Fairbanks-Morse  du- 
plex pump,  cap.  750  gals,  per  minute;  res.  cap., 
14,000  gals. 

SPRINGFIELD,  pop.  50,000;  fire  area,  4,460 
acres;  mercantile  ologs.,  stone,  brick  and  wood, 

1  to  7  stories;  private,  stone,  brick  and  wood,  1 
and  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.:  causes  of  fires  investi- 
gated; fire  loss  for  1904,  $144,518.91;  ins.  for  same 
time,  $1,006,990.— Fire  dept— 4  steamers,  8  comb.  c. 
ft  h.  wagons,  2  c.  engines,  12  c  hand  ex.  1  h.  ft  1 
truck.  1  aerial  truck.  4  hose  carriages,  80  horses; 
hose,  rubber,  good  6,500  ft;  inferior,  all  kinds, 
1,600  ft. ;  total  hose,  9,000  ft ;  fire  alarm.  Gamewell, 
104  boxes:  total  mem.,  66,  paid  full  time. 

Water  Supply— Source,  wells  and  galleries,  4 
miles  from  business  center;  system,  pump  to  res. 
and  direct:  quality  of  water,  good;  res.  cap.  4^000,- 
000  gals.,  located  1%  miles  northeast  of  business 
center;  3  pumping  engines,  class  vertical,  triplex 
and  comp.,  cap.  per  day  15,000,000  gals^  construc- 
tor Worthington:  mains,  cast  iron,  86  miles,  4 
to  24  in.  dia.;  486  hydrants;  993  valves;  meters, 
total  number  835,  Crown  463.  Nash  45,  Union  28, 
Empire  12,  Gem  2,  Hersev  Rotary  35,  Trident  68, 
Hersey  Disc  8,  Thomson  11,  Worthington  19,  Buf- 
hlo  2,  Pittsburg  8,  Westinghouse  6,  Keystone  4, 
Lambert  5,  owned  mostly  by  city;  6,246  services; 
pipe,  lead;  pressure,  dom.  80  lbs.,  fire  60  lbs.; 
consumption  per  day,  4,752,683  gals.:  cost  to  con- 
struct, $1,600,000;  bonded  debt  $600,000;  int  paid 
on  bonds,  3^,  4  and  6  per  cent;  cost  of  mtce., 
$27,000;  works  belong  to  city. 

SPRING  VALLEY,  pop.  6^214;  fire  area.  600 
acres:  mercantile  bldgs.,  brick,  2  stories;  private, 
wood,  1  and  S  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.    Fire  dept.— 1  comb.  c.  &  h.  wagon, 

2  c  hand  ex.,  1  h.  &  1.  truck,  2  hose  carriages,  4 
horses;  hose,  1,000  ft.  good,  1.000  ft.  fair;  total 
hose,  2,000  ft.:  fire  alarm,  beil;  value  of  dept. 
equipment,  $6,000;  total  mem.,  15,  paid  full  time  1. 

Water  Supply— Source,  springs  and  wells,  % 
mile  from  business  center;  system,  gravity  and 
pump  to  stdp.;  cap.  150,000  gals.;  res.  cap.,  50,000 
gals. ;  pumping  engines,  cap.  per  day  1,000,000  gals., 
constructors  Laidlaw-Dunn-Gordon ;  mains,  4 
miles,  4  to  10  in.  dia..  Addyston;  20  hydrants, 
Mathews;  7  valves,  Pniladelphia;  meters,  total 
number  25,  Hersey,  Westinghouse;  500  services; 
pipe,  galv.  iron;  pressure,  dom.  40  to  80  lbs.,  fire 
40  to  100  lbs.;  cost  to  construct,  $22,000;  int  paid 
on  bonds,  6  per  cent;  works  belong  to  city. 

ST.  ANNE,  pop.  1,000.  Fire  dept— 1  hand  en- 
gine, 1  hose  wagon:  hose,  1,000  ft;  fire  alarm,  bell 
and  telephone;  total  mem.  8,  paid  part  time. 

Water  Supply— Source,  well;  stdp.  cap.,  83,000 
gals.;  res.  cap.,  14,000  gals.;  pressure,  dom.  46  lbs., 
fire  95  lbs. 
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ST.  CHARLES,  pop.  6,000.  Fire  dept— 2  hose 
cart  reels;  hose,  lj600  it.;  fire  alarm,  telephone  and 
whistle. 

Water  Supply — Source,  wells:  res.  cap.,  100,000 
k^ls^l  pumping  engine,  class  dup.,  cap.  per  day 
44.000  gals.,   constructor   Worthington;    mains.  12 
miles,  6  to  10  in.  dia.;  79  hydrants;  pressure,  aom. 
72  lbs.,  fire  IGO  lbs. 

ST.  ELMO,  pop.  2,000;  mercantile  bldgs.  2  to  8 
stories,  private  dwellings,  wood,  1  to  2  stories; 
wooden  roofs  are  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fire  investigated; 
average  fire  loss  per  year  for  the  past  8  years 
$20.  Fire  Dept. — Hose  wagons:  hose,  cotton, 
rubber  lined,  good  1,000  ft.;  interior,  all  kinds, 
600  ft.;  total  hose  1«600  ft.;  fire  alarm,  whistle; 
value  of  dept.  equipment,  $1,000:  value  of  dept. 
bldg.  $600;  ann.  exp.  of  dept.  $200;  total  mem.,  24 
volunteers. 

STAUNTON,  pop.  6»000;  mercantile  bldgs.. 
brick  and  iron,  2  stories;  private,  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area.  Fire 
dept— ^  c.  hand  ex.,  2  h.  &  1.  trucks,  1  hose  car* 
riage;  hose,  cotton,  rubber  lined,  ^ood,  2,300  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $2^000; 
value  of  bldgs.,  $8,000;  ann.  exp.  of  dept,  $200; 
total  mem.,  42  volunteers;  underwriters'  rating, 
fourth  class. 

Watbk  Supply— Source,  wells;  system,  pump  di- 
rect; stdp.  cap.  64,000  gals.,  dim.  16  x  82;  2  puxnp. 
ing  engines,  class  comp.  dup.,  cap.  per  day  1,000,000 
^s.,  constructor  Deane^  mains,  6^  miles,  4  to  8 
m.  dia.;  38  hydrants:  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  116  lbs.;  cost  to  construct,  $19,600. 

STERLING,  pop.  9,000;  fire  area,  00  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 2  c.  hand  ex.. 
2  h.  &  1.  trucks,  2  hose  wagons,  8  hose  carriages,  2 
horses;  hose,  cotton,  rubber  lined,  good,  600  ft: 
rubber,  good.  3.000  ft.;  total  hose,  3,500  ft;  fire 
alarm,  Gamewell,  18  boxes:  value  of  dept  equip- 
ment, $12,000;  value  of  bldgs..  $10,000:  ann.  exp. 
of  dept,  $8,000;  total  mem.  81,  paid  full  time  1, 
paid  part  time  80. 

Watbk  Supply— Source,  wells.  1%  miles  from 
business  centei :  system,  pomp  to  stdp.  and  direct: 
Atdp.  cap.  236,000  gals.,  dim.  20  x  100,  material 
used  in  cons,  steel,  builders  Tippet  &  Woods; 
quality  of  water,  good;  res.  cap.  2,000,000  gals.; 
2  pumping  engines,  class  comp.,  cap.  per  day 
5,000,000  gals.,  constructor  Deane;  mains,  cast 
iron,  26  miles,  4  to  12  in.  dia^  166  hydrants:  180 
valves:  meters,  total  number  460,  Crown  260,  Nash 
18,  Union  6,  Empire  22,  Hersey  Rotary  60.  Tri- 
dent 78.  Hersey  Disc  2,  Thomson  16,  Worthing- 
ton 6,  Buffalo  2,  Pittsburg  2,  owned  by  consumer: 
1,232  services;  pipe,  lead  and  wrought  iron;  pres- 
sure, dom.  60  lbs.,  fire  126  lbs.;  consumption  per 
day,  561,480  gals.;  bonded  debt,  $226,000;  int  paid 
on  bonds,  6  per  cent;  works  belong  to  private 
Corp. 

STOCKTON,  pop.  1,200;  fire  area,  100  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories:  private, 
wood,  2  stories;  wo^^den  roofs  not  permitted;  n'* 
fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept— 1  c.  engine,  1  h.  &  1.  truck,  20  c.  hand  ex., 
1  nose  carriage;  hose,  cotton,  rubber  lined,  good, 
1,200  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $19,000;  value  of  bldgs.,  $600;  ann  exp.  of 
dept,  $100;  total  mem.,  22  volunteers. 

Watbe  Supply — Source,  well;  system,  pump  to 
res.;  res.  cap.  103,700  gals.:  pumping  engines,  cap. 
per  day  216.000  gals.;  mams,  8  miles,  4  to  8  in 
dia.?  14  hydrants:  cost  tn  construct,  $12,000;  int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtee., 
$800;  works  belong  to  village. 

STREATOR,  pop.  14,079;  fire  area,  1,280  aorea; 
mercantile  bldgs.,  brick,  2  and  3  stories;  private, 
wood,  1  and  2  stories;  wooden  "roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  firei 
investigated;  av.  fire  loss  per  yr.  for  3  yrs.,  $6,0U0: 
av.  ins.  for  same  time,  $26000.  Fire  dept— 1  patrol 
wagon,  7  c  hand  ex..  1  h.  &  1.  truck,  1  aerial 
truck,  2  hose  wagons.  2  hose  carnages,  reels,  etc, 
6  horses;  hose,  cotton,  rubber  lined,  good  4.200 
ft;  inferior,  all  inds,  2,000  ft;  total  hose,  7,000 
ft;   fire  alarm,  electric,  18  boxes;  value  of  dept 


equipment,   $64S00;   value   of  bldga.,  H^OOO: 
exp.  of  dept,  ttfiQO;  total  ment.  U.  paid  full  tiae 
6,  paid  part  time,  12;  underwriters   rating,  acooad 
dass. 

Watbr  Supply— Source,  river.  4  milea  from 
business  center;  system,  pump  direct;  filtratioa 
system.  Western  Filter  Co.;  quality  of  water, 
good;  res.  cap.  160,000,000  gals.,  located  M  mile 
from  station;  3  pumping  engines,  cap.  per  day 
8,000,000  gals.,  constructors  Holly  Mfg.  Co. ;  maJas, 
cast  iron,  34  miles,  4  to  20  in.  dia.;  280  hydrants, 
Holyoke  and  Chapman:  201  valves.  Chapman; 
meters,  total  number  840,  Crown  70,  Empire  MO, 
owned  by  Co.;  3,200  services;  pipe,  galv.  iron; 
pressure,  dom.  46  lbs.,  fire  90  lbs.;  consumption 
per  day  1.600,000  gals.,  per  capita  140  gala. ;  coat  to 
construct,  $664,000;  bonded  debt,  $260,000;  int  naid 
on  bonds.  6  per  cent;  ann.  cost  of  mtce.,  |14joOO; 
works  belong  to  Co. 

SULLIVAN,  pop.  8,000;  fire  area,  9  bloc^ra;  mer- 
cantile bldgs.,  brick,  1  to  8  stories:  private,  wood, 

1  storv;  wooden  roofs  not  permitted;  fireworks 
ord.  No  organized  fire  dept— 1  h.  &  L  tmek.  1 
hose  carriage;  hose,  Unen,  good,  600  ft;  inferior, 
all  kinds,  400  ft;  total  hoae,  900  ft;  total  mem.,  41 
volunteers:  underwriters'  rating,  second  claas. 

Watbe  Supply — Source,  welli. 

SUMNER.  Lawrence  Co.,  pop.  1,400;  mercantile 
bldgs.,  stone  and  wood,  1  to  2  stories;  private 
wood,  1  story;  wooden  roofs  not  permitted  in  fire 
area. 

SYCAMORE,  pop.  6,000;  mercantile  bldgs., 
brick  and  stone,  2  and  3  stories;  private,  wood  and 
brick,  2  stories:  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept — ^1  h.  &  1. 
truck,  3  hose  carriages;  total  hose,  1,600  ft;  fire 
alarm,  Gamewell,  19  boxes;  value  of  dept  «iuip- 
ment,  $36,000;  value  of  bldgs.,  $2,600;  ann.  exp.  of 
dept.,  $1,482;  total  mem.,  48  volunteers;  under- 
writers* rating,  third  class. 

Watbr  Supply — Source,  well,  in  busineas  ccn- 
ter;  system,  pump  to  stdp.;  stdp.  cap.,  166,000 
gals.;  res.  cap.,  75,000  gals.,  dim.  3o  x  28,  material 
used  in  cons,  steel;  quality  of  water,  good;  pump- 
ing engines,  class  deep  welel,  cap.  per  day  260^000 
gals.,  constructor  Downey;  mains,  cast  iron,  13% 
miles,  4  to  10  in.  dia.;  102  hydrants;  118  valves; 
meters,  total  number  ^,  Crown  9.  Nash  63,  Em- 

Sire  96,  Gem  1,  Hersey  Rotary  68,  Hersey  Disc  60. 
iuffalo  109,  Pittsburg^  16.  Lambert  1,  owned  by 
city  and  consumer;  S23  services;  pipe,  lead;  pres- 
sure, dom.  66  lbs.,  fire  100  lbs.;  consumption  per 
day,  160,000  ^s.;  cost  to  construct,  $90,(w0; 
bonded  debt,  1^,000;  int  paid  on  bonds,  4%  and 
5  per  cent;  cost  of  mtce.,  about  $2,000;  works  be- 
long to  city. 

TAYLORVILLE,  pop.  8,500;  fire  areae,  IJUO 
acres;  mercantile  bldgs.,  brick,  1  to  8  stories;  pri- 
vate, wood,  IVk  stories;  wooden  roofs  not  permit- 
ted; causes  of  fires  investigated;  av.  fire  loss  per 
yr.  for  3  yrs.,  $16,906;  av.  ins.  for  same  time,  $12,- 
983.    Fire  dept. — 1  comb.  chem.  and  hose  wagon, 

2  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,000  ft.;  400  ft.  cotton,  300  ft  fair  hose;  total  hose, 
1,700  ft;  value  of  dept.  equipment,  H.50D;  value 
of  bldgs.,  $3,000;  ann.  exp.  of  dept,  $2|60O;  total 
mem.  7.  3  regular,  4  volunteers;  underwriters' 
rating,  fourth  class. 

Watbk  Supply— Source,  wells,  6  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  36,000  gals.,  dim.  20  x  110,  material  used  in 
cons,  brick  and  sheet  iron,  builder  Morgan;  qual- 
ity of  water,  good:  2  pumping  engines,  claas  nor., 
cap.  per  day  l.OOO.OOO  gals.,  constructor  HoUy; 
mains,  cast  iron,  35  miles,  2  to  8  in.  dia.;  hydrants; 
125  valves;  meters,  total  number  400;  Crown; 
1,100  services;  pipe,  wrought  iron;  pressure,  dom. 
60  lbs.,  fire  80  to  90  lbs.;  consumption  per  day, 
500,000  eals.;  cost  to  construct,  $40,000^  cost  of 
mtce.,  $6,000;  works  belong  to  city  and  Co. 


TISKILWA,  po^.  965;  fire  area, 
can  tile  bldgs.,  onck,  1  stories;  private,  wood,  8 
stories;  wooden  roofs  permitted;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  ft  L  truck,  1  hoae  car- 
riage, 3  c.  engines,  1  80*gaL  c  enjrine;  hoae,  cot- 
ton, rubber  lined,  pood,  800  ft;  foe  alarm,  bell; 
value  of  dept.  equipment,  $800;  value  of  oldga., 
$1,000;  total  mem.,  20  volunteers;  underwriters* 
rating,  fourth  class. 

Watbk  Supply— Source,    tpriags,   1   mile    from 
business  center;  system,  gravity;  mains,  p/k  atflci. 
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ft  and  6  in.  dia.;  K  hydrants;  22  scnrioca;  preatvrc, 
fire  ftS  lbs.;  cost  to  construct,  16,000;  int  paid  on 
bonds,  6  p«r  cent;  ann.  cost  ol  mtce.,  HOO;  works 
bclotts  to  Tillate. 

TOLONO,  pop.  846.    Fire  dept.— 1  c  hand  ex., 

1  h.  &  L  truck,  2  hose  carts;  hose,  1,000  ft;  to- 
tal mem.,  20. 

Watbk  StTFFLY— Not  reported. 

TOULON,  pop  1,500.— Fire  dept.—!  comb,  c 
ind  hand  engine;  pressure,  126  lbs.;  value  of  equip- 
ment, 16,000;  total  mem.  85,  paid  part  time. 

Watbx  Supply— Source,  wells,  H  mile  from 
business  center;  system,  stdp. ;  stop.  cap.  68,400 
gals.,  dim.  22x24  fL;  material  used  in  cons., 
wooa:  quality  of  water,  good;  2  pumps,  class 
Gould  and  Cook;  cap.  per  day,  204,000  gals.;  con- 
structors, Fairbanks  and  Morse;  mains,  cast  iron, 
6  to  8  in.  dia.;  20  hydrants;  7  valves;  owned  by 
city;  pressure,  dom.  86  lbs.,  fire  50  lbs.;  consump- 
tion per  day  270,000  gals.,  per  capita  27  gals.;  ann. 
cost  of  mtce.,  $700;  works  owned  by  city. 

TREMONT^  pop.  760.  Fire  dept.—  1  hand  en- 
gine, 1  c.  engme.  l6  c  ex.,  1  h.  &  1.  truck,  1  hose 
carria^^e;  hose,  750  ft.;  fire  alarm,  bell;  total  mem., 
ftO,  oaid  part  time. 

Watxr  Supply— Source,  wells  and  cisterns. 

TRENTON,  pop.  2,200;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick  and  wood.  1  to  4  stories:  pri- 
vate, wood,  1  to  4  stories:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  depL— 1 
hand  engine,  1  c  engine,  16  c  hand  ex.,  1  h.  ft  L 
truck.  1  hose  carriage;  hose,  rubber,  good,  1,000 
ft.:  nre  alarm,  bell;  value  of  dept  equipment, 
^jGOO;  value  of  bldgs.,  $4,400;  ann.  exp.  of  dept. 
1600;  total  mem.,  84  volunteers;  underwriters 
rating,  third  class. 

Water  Supply— Source,  wells  and  cisterns;  res. 
cap.,  400,000  gals.;  Epping  Carpenter  pump,  cap. 
500  gals,  per  min. ;  mams,  2  miles,  8,  6,  4  in.  dia. ; 
14  hydrants;  pressure,  dom.  60  lbs.,  fire  100  lbs. 

TROY,  Madison  Co.,  pop.  2,000.  Fire  dept— 1 
comb«  c.  &  h.  wagon,  1  hose  cart,  3  chem.  en- 
gines; hose,  700  ft;  fire  alarm,  whistle;  total  mem., 

Watxr  Supply— Source,  cisterns. 

TUSCOLA,  pop.  4,500;  fire  area,  66  acres;  mer- 
cantile bldgs.,  bnck,  1  to  8  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  &  1. 
truck,  2  c.  engines,  2  c.  hand  ex.,  1  aerial  truck, 

2  hose  reels,  8  horses ;  hose,  cotton,  rubber  lined, 
good,  900  ft;  rubber,  good,  800  ft;  total  hose. 
L700  ft;  fire  alarm^  bell  and  whistle;  value  of 
dept  equipment,  86,126;  value  of  bldgs.,  $6,000; 
ann.  exp.  of  dept,  $600;  total  mem.,  26  volunteers. 

Watxr  Supply— bource,  well,  in  business  center; 
quality  of  water,  good,  located  at  station ;  2  pump- 
ing engines,  cap.  per  daj  260,000  gals. ;  constructor 
StalwelT-Bierce  and  Smith- Vaile  Co.;  mains,  cast 
iron,  6  miles;  42  hydrants,  Rensselaer  Mfg.  Co.;  12 
valves,  Rensselaer  Mfg.  Co.;  meters,  total  num- 
ber 186,  Niagara  16,  Buffalo  20,  Trident  25,  owned 
by  consumers;  60  services;  pressure,  dom.  40  lbs., 
fire  100  lbs.;  consumption,  per  day  100,000  ff^Is., 
per  capita  sO  gals.;  cost  to  construct,  $40,000; 
bonded  debt,  $60,000;  int  paid  on  bonds,  5  per 
cent;  ann.  cost  of  mtce.,  $o,000;  works  belong  to 
Co. 

URBANA,  Champaign  Co.,  pop.  7,000,  mer- 
cantile bldgs.,  brick,  1  to  3  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  c  ensine,  2  c  hand  ex.,  1  h.  &  1. 
truck,  1  comb.  c.  &  h.  wagon,  1  hose  wagon,  1 
hose  carriaffe,  4  horses;  hose,  cotton,  rubber  lined, 
good,  2.100  ft;  fire  alarm,  telephone  and  bell; 
value  ot  dept.  equipment,  $6,000:  value  of  bldgs., 
$3,000;  ann.  exp.  of  dept,  $2,600'  total  mem.  20, 
paid  full  time  8,  volunteers  17;  underwriters' 
rating,  second  class. 

Watbr  Supply— Source,  1  mile  from  business 
center;  system,  pum^  direct;  quality  of  water, 
good;  res.  cap.  1,000,000  gals.;  4  pumping  engines, 
cap  per  day  LOiM),000  gals.;  constructors  Gould, 
Wortnington,  Gordon;  mains,  cast  iron,  about  14 
miles,  4  to  8  in.  dia.,  various;  126  hydrants,  Lud- 
low; 40  valves,  Ludlow,  meters,  total  number  2j200, 
Crown  1,  Empire  2,  Hersey  Rotary  1,  Hersey  Disc 
10,  Worthington  1,  Buffalo  283,  Keystone  3D,  Tri- 


dent 200,  owned  by  eoasumcrs:  2J00  services;  pipe, 

Sdv.  iron;  pressure,  dom.  46  Ids.,  fire  80  to  126 
s. ;  works  belong  to  Co. 

UTICA,  La  Salle  Co.,  pop.  1,160;  mercan- 
tile bldgs.,  brick  and  stone,  8  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permit- 
ted; fireworks  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  hand  engine,  1  hose  carriage:  note, 
cotton,  good.  700  ft;  inferior,  all  kinds,  20O  ft; 
total  hose.  800  ft ;  value  of  dept  equipment  IMOO; 
value  of  bldfs.,  $1,000;  ann.  exp.  of  dept,  |S0O; 
total  ment,  28  volunteers. 

Watsr  Supply— Source,  wells. 

VANDALIA,  pop.  8,500;  mercantile  bldgi-f 
brick,  1  to  8  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted  m  fire  area;  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
h.  ft  1.  truck,  8  hose  carriages:  hose,  cotton,  rub- 
ber lined,  good,  1,600  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  $2,000;  value  of  bldgs.,  $1,600; 
total  mem^  21  volunteers. 

Watsr  Supply— Source,  river,  1  mile  from  busi- 
ness center;  svstern^  gravity,  pump  to  stdp.;  stdp. 
cap.  76,000  gala.,  dim.  18  x  29,  material  used  in 
cons,  steel,  builder  C.  H.  Stookey;  quality  of  water, 
good;  2  pumping  engines,  class  gasoline  and 
steam,  cap.  per  day^  ffi,O0O  gals.,  constructors 
Fairbanks  and  Worthington;  mains,  cast  iron,  10 
miles,  6  to  12  in.  dia.;  1M>  hydrants;  meters,  total 
number  26.  Nash,  owned  by  dtv  and  consumer; 
pressure,  dom.  66  lbs.,  fire  76  lbs.;  cost  to  con- 
struct, $60,000;  bonded  debt  $15,000;  int.  paid  on 
bonds,  6  per  cent;  cost  of  mtce.,  $1,260;  works 
belong  to  city. 

VENICE,  pop.  4,600;  fire  area,  1  mile;  mercan- 
tile bldgs.,  orick  and  wood,  8  stories;  private, 
wood;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept— 2  h.  &  1.  trucks,  8  hose  carts;  hose, 
cotton,  rubber  lined,  good,  8,400  ft  2V^in.;  total 
mem.,  44  volunteers. 

Watbr  Supply— Source,  river,  8  miles  from  busi- 
ness center;  system,  pump  to  res.;  res.  cap.  16,000,- 

000  gals.;  pumping  engines,  cap.  per  day  12,000,000 

fals.,  constructors  Smith- Vaile;  mains,  cast  iron, 
miles,  6  to  10  in.  dia.;  67  hydrants;  meters, 
total  number  10.  Worthington;  pressure,  dom.  50 
lbs.,  fire  80  to  100  lbs.;  cost  to  construct,  $260,000, 
int.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce.. 
^,800;  works  belong  to  Co. 

VIRDEN,  pop.  4,000;  fire  area,  760  acres;  mer- 
cantile bldgs.,  brick,  1  to  3  stories;  private,  brick 
and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investi^pated.  Fire  dept— 1 
hand  eneine,  1  gasoline  engme,  1  c.  engine  on 
wheels,  2  hose  carts;  hose,  cotton,  rubber  lined, 
good,  800  ft ;  fire  alarm,  bell ;  value  of  dept  equip- 
ment, $2,600;  value  of  bldgs.,  $800;  total  mem.,  15 
volunteers. 

Water  Supply — Not  reported. 

VIRGINIA,  pop.  1.600;  fire  area,  2V&  sq.  miles; 
mercantile  bldgs.,  bnck,  1  to  8  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permit- 
ted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  loss  per  yr.  for  3  yrs., 
$6,720;  av.  ins.  for  same  time.  $3,338.    Fire  dept— 

1  gas  engine,  1  c.  engine,  1  n.  ft  1.  truck,  2  nose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,100 
ft;  rubber,  good,  500  ft.;  total  hose,  1,«)0  ft;  lire 
alarm,  bell;  value  of  dept.  equipment,  $7,000;  value 
of  bldgs.,  $600;  ann.  exp.  of  dept,  $500;  total 
mem.,  14  volunteers;  underwriters'  rating,  third 
class. 

Water  Supply- Source,  wells. 

WARREN,  Jo  Daviess  Co.,  pop.  1,800:  fire 
area,  400  acres;  mercantile  bldgs.,  brick, 
1  to  3  stories;  private,  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investi- 
gated; no  fire  loss  for  last  2  yrs.  Fire  dept— 9  c 
hand  ex.,  1  h.  ft  1.  truck,  1  water  tower,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,600 
ft.;  fire  alarm,  bell;  value  of  dept  equipment 
$3,000;  value  of  bldgs^  $2,000;  ann.  exp.  of  dept, 
$300;  total  mem.,  80  volunteers;  underwriters' 
rating,  third  class. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.:  stdp.  cap.  61,000  gals., 
dim.  20  X  24,  located  50  ft  from  wells,  material 
used  in  cons,  stone  and  wood;  quality  of  water. 
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good;  S  pttmptnt  engines,  use  13  x  M,  cap.  per  day 
•0,000  gals.,  constructors  Columbus  Steam  Pump 
Co. ;  mains,  cast  iron,  4%  miles.  4  to  10  in.  dia. ;  44 
hydrants.  Michigan  Brass  Works;  17  valvea,  Mich- 

in;  400  services:  pipe,  galv.  iron;  pressure,  dom. 

lbs.,  fire  120  lbs.;  consumption,  per  day  4CL000 


m 


IS.,  per  capita  20  gals.;  cost  to  construct,  $86,000; 
naed 


bonded  debt,  $6,200 ;^int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $1,660;  works  belong  to  city. 

WARSAW,  pop.  8,400;  fire  area,  60  acres;  mer- 
cantile bldffs.,  bnck,  1  to  8  stories;  private,  brick 
and  wood,  1  to  2  stories;  wooden  roofs  permitted 
in  fire  «tfea;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept.-— 1  hand 
engine,  1  c  engine  on  wheels,  4  c.  hand  ex.,  1  h. 
&  1.  truck,  2  hose  carriages;  hose,  cotton,  1,200  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  $2^800; 
value  of  oldgs.,  $2,000;  ann.  exp.  of  dept.,  $200; 
total  mern^  100  volunteers. 

Water  Supply— Source,  wells;  system,  pump  di- 
rect; Gray  pumping  engines:  mains,  %  mile.  6  to 
8  in.  dia.;  8  hydrants;  Gould  pump.  cap.  360,000 
gals  per  day;  stdp.  cap^  76,000  gals.;  pressure, 
dom.  M)  to  00  lbs.,  fire  100  lbs.;  cost  to  construct, 
$6,000;  ann.  cost  of  mtce.,  $25;  works  belong  to 
city. 

WASHINGTON,  Tazewell  Co.,  pop.  1,600;  mere, 
bldgs.,  brick,  1  and  2  stories;  private,  wood,  2  stor- 
ies; wooden  roofs  not  permitted  in  fire  areaj  fire- 
works and  combustibles  ord.;  causes  of  fires  mves- 
tigated.  Fire  dept.— 1  c.  engine  on  wheels,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  860  ft.; 
fire  alarm,  bell;  total  mem.,  15  volunteers. 

Water  Supply — Source,  wells,  in  business  cen* 
ter;  system,  pump  to  stdp.;  stdp.  cap.  28.000  gals.; 
1  pumping  engine.  Gould,  class  trip.,  cap.  per  day 
160.000  gals.,  constructor  Gould  Co.;  mains,  3 
miles,  4  to  6  in.  dia..  Wood,  iron,  1&  hydrants, 
Morgan;  360  services;  pressure,  dom.  46  Ids.,  fire 
46  lbs.;  int.  paid  on  bonds,  6  per  cent. 

WATERLOO,  pop.  2,114;  mercantile  bldgs., 
brick,  1  to  4  stories;  private,  brick  and  wood.  1 
and  2  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.:  causes  of  fires 
investigated.  Fire  dcpL— 1  h.  &  1.  truck,  6  c. 
hand  ex.,  4  hose  reels  and  carts;  hose,  cotton, 
rubber  lined,  good,  1,600  ft;  fire  alarm,  bell;  ann. 
escp.  of  dept.,  $76;  total  mem.,  80  volunteers. 

Watxr  SupPLY--^ource,  springs  and  lake,  l^ 
miles  from  business  center;  system,  pump  direct 
to  mains;  quality  of  water,  good;  2  pumping  en- 
gines, class  dup.  and  comp.,  cap.  per  day  1,000,000 
gals.,  constructor  Deane;  mams,  cast  iron,  4 
miles,  4  to  8  in.  dia.;  88  hydrants;  meters,  total 
number  4,  Crown,  owned  by  consumer;  160  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  80  lbs., 
fire  1^  lbs.;  consumption  per  day,  1,200,000  gals.; 
cost  to  construct,  $18,000;  bonded  debt,  $9,600:  int 
paid  on  bonds,  ^  per  cent;  cost  of  mtce.,  $4,000; 
works  belong  to  aty. 

WATSEKA,  pop.  2.606:  fire  area.  200  acres; 
mercantile  bld^s.,  brick,  1  to  3  stones;  private, 
wood,  1%  stories;  wooden  roofs  not  permitted  in 
fire  area  I  fireworks  and  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept— 1  h.  &  1.  truck, 
12  c.  hand  ex.,  2  hose  carts;  nose,  cotton,  rubber 
lined,  good,  1.400  ft.;  inferior,  all  kinds,  200  ft; 
total  hose.  l,60O  ft;  fire  alarm,  whistle,  2  boxes; 
value  of  dept.  equipment,  $1,600;  value  of  bldgs.. 
$100;  ann.  exp.  of  dept,  $200;  total  mem.  15,  paio 
part  time. 

Water  SuppLY->Source,  wells,  200  ft.  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  100,000  gals.,  dim.  10  x  12  x  110,  ma- 
terial used  in  cons,  steel,  builders  Porter  Boiler 
Works;  quality  of  water,  good:  2  pumping  en- 
gines, class  dup.,  cap.  per  day  700,000  gals.,  con- 
structors Deane  and  Fairbanks;  mains,  cast  iron, 
12  miles,  8%  to  12  in.  dia.,  double  cap.;  70  hy- 
drants; 10  valves;  300  services:  pipe,  lead  and 
iron;  pressure,  dom.  60  lbs.,  nre  SO  lbs.;  con- 
sumption per  day,  800,000  gals.;  cost  to  construct, 
$20,000;  cost  of  mtce.,  $1,600;  works  belong  to  city. 

WAUKEGAN,  pop.  16,280;  fire  area,  2,660  acres; 
mercantile  bldss.,  brick,  2  and  8  stories;  private, 
wood  and  brick,  2  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  ord.  Fire  dept.— 1  steamer, 
1  c.  &  h.  wagon,  4  c  hand  ex.,  1  h.  &  1.  truck,  3 
hose  wagons,  6  horses;  hose,  cotton,  rubber  lined. 


good,  3,200  ft.;  fire  alarm,  electric,  GO  boxes;  value 
of  dept  equipment,  $13,600;  value  of  bldgs.,  $1<^- 
000;  ann.  exp.  of  dept,  $1LZ16;  total  mem.  14,  psid 
full  time  6,  substitutes  8;  underwriters'  ratmg, 
third  class. 


\yATSR  Supply— Source,    lak^    1%    miles  froni 


tor  Deane;  mains,  cast  iron,  60  milea,  6  to  16  in. 
360  hydrants;  meters,  total  number  60,  Crown 
46,  Empire  1,  Gem  1,  Heraey  Rotary  L  Thomsoa 
2,  owned  by  city  and  consumer;  3,000  services; 
pressure,  dom  60  lbs.,  fire  126  lbs.;  consumpdoa 
per  day,  3,668,677 jrals. ;  cost  to  construct,  $190426; 
cost  of  mtce,  $16,200;  works  belong  to  ci^. 

WAVERLY.  Morgan  Co.,  pop.  1,578;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood,  1  and 
8  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  c  engine;  hose,  cotton,  rubber  uned, 
good  600  ft;  fire  slam,  bell;  value  of  dept  equip 
ment,  $850;  value  of  bldgs.,  $60;  total  mcsL,  16 
volunteers. 

Water  Supply— Source,  wells  and  ctstemSk 

WENONA,  pop.  1,486;  mexcantile  bldgs.,  brick, 
1  and  2  stories;  private,  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  ord.;  causes 
of  fires  investigated.  Fire  dept— 4  c.  hand  ex.. 
1  h.  &  1.  truck,  2  hose  carriages;  hoae^  cotton, 
rubber  lined,  good^  1,900  ft;  fire  alarm,  whistle; 
value  of  dept  equipment,  $8,600;  value  of  bldgs., 
$6,000;  ann.  exp.  of  dept,  $600;  total  menL,  16 
volunteers. 

Watbr  Supply— Source,  well;  system,  pump  to 
stdp. ;  stdp.  cap.  76,000  gals.,  dim.  10  x  46^  material 
used  in  cons,  steel,  buuder  G.  C  Morgan;  pump- 
ing engines,  cap.  per  day  150,000  gala.,  constructor 
Downey;  mains,  8,000  ft,  4  to  8  in.  dia^  Addyston; 
27  hydrants.  Crane;  pressure,  dom.  36  to  46  lbs., 
fire  46  lbs.;  cost  to  construct,  $22,000;  ann.  cost  of 
mtce.,  $300;  works  belong  to  city. 

WEST  CHICAGO,  pop.  26,000;  fire  area,  600 
acres;  mercantile  bldgs.,  ston^  brick  and  wood,  1 
to  3  stories;  private,  stone,  bnck  and  wood.  2  sto- 
ries; wooden  roofs  not  permitted  in  fire  area. 
Fire  dept— 1  h.  &  1.  truck,  1  hose  wagon,  2  hose 
carriages;  hose,  rubber,  good,  1,400  ft;  fire  alarm, 
whistle;  total  mem.,  18  voluntecra. 

Watbr  Supply— Source,  well,  in  business  cen- 
ter; system,  pump  to  res.  and  stdp.;  stdp.  cap^ 
178,000  gals.,  dim.  16  x  116,  material  used  in  cons, 
steel,  builders  Chicago  Bridge  &  Iron  Co.;  qual- 


and  Smith' Vaile;  mains,  cast  iron,  8%  miles,  6  to  8 
in.  dia.;  67  hydrants;  24  valves:  meters,  total  num- 
ber 396,  Crown  36,  Nash  3,  Empire  268,  Hersey 
Rotary  10,  Trident  1,  owned  by  city  and  con- 
sumer; 317  services;  pipe,  lead;  pressurew  dom.  65 
lbs.;  cost  to  construct,  $42,000;  bonded  debt  $10>- 
000;  int.  paid  on  bonds,  6  per  cent;  works  belong 
to  city. 

WEST  DUNDEE,  pop.  1.000;  fire  area  64  acres; 
mercantile  bldgs.  onck  and  stone;  height  of 
mercantile  bldgs.  2  to  3  stories;  private  dwelling 
brick,  stone  and  wood;  wooden  roofs  permitted  m 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  year  for  the 
past  3  years  tlOO;  average  insurance  carried  on 
the  properties  burned  per  year  during  the  3  years 
$1,000.  Fire  Dept.— 1  h.  &  1.  truck.  1  hose  wagon. 
2  nose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,000  ft.;  fire  alarm,  bell  and  telephone,  9  boxes: 
value  of  dept.  equipment,  $1,000;  value  of  dept 
bldgs.,  $500;  ann.  exp.,  $200;  total  mem.,  18  vol- 
unteers. 

Water  Supply— Res.  cap.,  300,000  gals.;  stdp. 
size  20  x  40;  pressure,  dom.  45  lbs.,  fire  90  lbs.;  2 
tri];>Iex  Herion  Huboel  pumps,  dim.  10  x  10; 
mains,  4  miles,  6  to  8  in.  dia.;  36  hydrants. 

WHEATON,  Dupage  Co.,  pop.  3,750;  merc 
bldgs.,  brick,  2  stories;  private,  wood,  2  stories: 
wooden  roofs  not  permitted.  Fire  dept— 2  c.  hand 
ex.,  2  hose  wagons,  2  horses,  1  h.  &  1.  truck;  hose. 
1,600  ft.;  total   mem.,  24  volunteers. 

Water  Supply— Source,  wells,  3  Daocks  from 
business    center;    svstem,     pump    to    stdp.    and 
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direct;  ttdp.  cap.  144^000  gals.,  dim.  14  x  126, 
tnatcnal  used  in  cons,  steel,  builders  Browncll 
&    Co.;    ptimping    engines,    cap.    per    day    600,- 

000  pis.,  constructor  Holly:  mains,  18%  miles*  6 
to  10  in.  dia.,  Anniston;  128  hydzvnts,  Ludlow: 
meters,  total  number  560,  owned  by  consumer;  660 
sendees;  pipe,  lead;  {pressure,  dom.  64  lbs.,  fire  66 
to  146  lbs.;  consumption,  per  day  86,000  gals.,  per 
capita  S2  gals.;  cost  to  construct,  187,000;  ann.  cost 
^  of  mtce.,  $330.43;  works  belong  to  city. 

WHITE  ELA.LL,  pop.  8.000;  fire  area,  80  acres; 
mercantile  bldgs.,  briclc^  2  stories;  private,  wood, 

1  and  8  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.-— 1  hand  en- 
gine,  1  h.  &  1.  truck,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good.  800  ft:  rubber,  good, 
1*000  ft;  total  hose,  LSOO  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment.  |l,80O;  value  of  bldgs.,  81,400; 
total  mem.,  48  volunteers;  underwriters'  rating, 
third  class. 

Watbe  SuprtT— ^urce,  res.,  1%  miles  from 
business  center;  svstem.  pump  to  stdp.  and  di- 
rect; stdp.  cap.  80,000  gals.,  dim.  24  x  u,  material 
nsea  in  cons,  steel,  Builaers  Illinois  Bridge  & 
Iron    Co.:    quality   of  water,   good;   res.   cap.   68 


miles,  4,  6  and  8  in.  dia.;  40  hydrants;  meters, 
total  number  67;  pipe,  lead;  pressure,  dom.  43  lbs.. 
fire  48  to  136  lbs.;  consumption  per  day,  126,000 
galsj  cost  to  construct,  $26,000;  cost  of  mtce., 
|EL,200;  works  belong  to  city. 

WILMETTE,  pop.  6,500.  Fire  dept.— 1  comb, 
hose  wagon  ana  truck,  2  hordes;  1,600  ft.  hose. 

Watbk  Supply— ^urce.  Lake  Michigan,  4  miles 
from  business  center;  water  supplied  by  city  of 
Evanston;  quality  of  water,  good;  mains,  iron.  28 
miles,  6  to  8  in.  dis.;  Eddy  hydrants;  Galvin 
valves;  meters,  total  number  1,100,  Crown,  owned 
by  consumer;  640  services:  pipe,  lead  and  galv. 
iron;  pressure,  dom.  40  lbs.,  fire  80  lbs.;  con- 
sumption, per  day  164,888  gals.,  per  capita  66  gals. 

WILMINGTON,  Will  Co.,  pop.  2,000;  mere, 
bldgs.;  brick  stone,  wood,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted  in  business 

rrtion.  Fire  dept.— 1  c  engine,  1  h.  &  L  truck, 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
800  ft.;  rubber,  good,  1^00  ft;  total  hose,  1,600  ft.; 
fire  aiarm,  electric;  value  of  dept  eqmpment, 
86,000;  value  of  bldgs,  $6,000;  ann.  exp.  of  dept, 
$1^)00;  total  mem.  46,  paid  part  time. 

Watbk  Supply— Source,  river:  system,  pump  di- 
rect; quality  of  water,  good;  steam  pumping  en- 
gines; mains.  2  miles,  4  to  6  in.  dia.;  27  hydrants. 
Holly;  2  valves;  pressure,  fire  100  lbs.;  cost  to 
construct,  $10,000;  ann.  cost  of  mtce.,  $200. 


WINCHESTER,  Scott  Co.,  pop.  1,711;  mere. 
bldgs.,  brick,  2  stories;  private,  brick  and  wood,  1 
and  2  stories;  wooden  roofs  not  permitted.  No 
organized  fire  dept— 1  h.  &  1.  truck,  buckets, 
hooks  and  ladder;  underwriters'  rating,  fourth 
class. 

Water  Supply— Not  reported. 

WINNETKA,  pop.  1,838;  mercantile  bldgs.,  wood 

and  brick,  1  to  2%  stones.    Fire  dept  not  reported. 

Watbk  Supply— Source,  lake;  system,  pump  to 


std^,  material  uaed  in  cons,  atoal;  t  pumping 
engines,  cap.  per  day  l,0(X)tOOO  nUb*  constructor 
Worthington;  maina»  15  miles:  186  hydnats;  me- 
ters, totel  numben  84*  owned  by  consumer;  808 
senrioes;  pipe,  lead;  pressure,  dom.  70  lbs.,  fire  70 
lbs.;  consumption,  per  day  ISXOOO  gals.,  per  capita 
66  8k1^  cost  to  construct  $108,000;  ana.  cost  ol 
mtce.,  $8,800;  works  belong  to  village. 

WOODSTOCK,  pop.  8,100;  mercantile  bldgs., 
brick,  2  and  8  stories;  private,  brick  and  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— 60  c  hand  ex.,  1  h. 
&  1.  truck,  1  hose  wagon,  8  hose  carriages;  hose, 
cotton,  rubbeer  lined,  good,  8,000  ft.;  fire  alarm, 
telephone;  value  of  dept  equipment,  $1,600;  total 
mem.,  86  volunteers. 

Watbk  Supply — Source,  wells;  s^rstem,  pump  to 
stdp.;  stdp.  cap.  120^000  gals.,  builder  S.  Pope; 
res.  cap.  84,000  gals.;  2  air  comp.  Laidlaw-Dunne- 
Gordon  pumps;  mains,  8  miles,  4  to  8  in.  diam.. 
Clow  &  Co.;  78  hydrants.  Crane;  meters,  total 
number  60  National;  200  services;  pressure,  dom. 
60  lbs.,  fire  120  lbs.;  cost  to  construct,  $85,000;  int 
paid  on  bonds,  6  per  cent;  works  belong  to  city. 

WYOMING,  po^.  1,600;  fire  area,  640  acres;  mer- 
cantile bldgs..  bnck,  8  stories;  private,  wood,  2 
stories;  wooden  roofs  permitMd.  Fire  dept— 2 
hand  engines,  2  h.  &  L  trucks.  2  carriages^  doscl 
cotton,  rubber  lined,  good,  1,400  ft;  inferior,  all 
kinds,  300  ft.;  totsl  hose,  1,700  ft:  fire  alarm, 
bella;  value  of  dept  equipment  $8,000;  value  ox 
bldgs.,  $1,000;  ann.  exp.  of  dept,  ^0;  toUl  mem., 
20  volunteers. 

Watbk  Supply— Source,  wells,  2  blocks  from 
business  center;  svstem,  pump  to  stdp.  and  di- 
rect; stdp.  cap.  ^,000  gals.,  dim.  12%  x  40,  ma- 
terial used  in  cons,  brick,  builder  Dunn;  quality 
of  water,  good;  res.  cap.  84,000  gals.,  located  8 
blocks  from  business  cent^  1  pumpmg  engine, 
class  trip.,  cap.  per  day  300,000  gals.,  construc- 
tors Bierce  ana  Smith- Vaile  Co.;  mains,  cast  iron, 
4%  miles,  4  to  8  in.  dia.;  84  hydrants;  8  valves; 
meters,  total  number  100,  Trident  owned  by  city; 
100  services;  pipe,  lead  and  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  100  lbs.;  consumption  per  day. 
17,000  gals.;  cost  to  construct,  $86,000;  bonded 
debt,  $18,000;  int  paid  on  bonds,  6  per  cent:  cost 
of  mtce.,  $700;  works  belong  to  city;  Edward 
Chapman,  supt 

XENIA,  pop.  1,200.  Fire  dept— 1  steam  en- 
gine, 1  c.  ex.,  6  c.  hand  ex.,  1  h.  « 1.  truck,  1  hose 
reel:  hose,  1,760  ft:  total  mem.  26,  paid  part  time. 

Watek  Supply— vVells,  cisterns  and  pond. 

ZION  CITY,  Fire  dept— 1  h.  &  1.  truck,  2  comb, 
c.  &  h.  hose  carts,  6  horses;  hose,  1,066  ft;  fire 
alarm,  telephone;  total  mem.  6.  paid  full  time  6. 

Watbk  Supply— bourcc,    wells;    1    pumping    en- 

tine,  class  dup.;  mains,  3  miles,  3,  4,  6  and  10  in. 
ia.;  14  hydrants;  pressure  dom.  G&  lbs. 

Places  with  a  population  of  1,000  or  more  having 
no  organized  nre  dept— Augusta,  Blandinsville, 
Chandlersville,  Chester,  Cobden^  CuUum,  Fsir- 
field,  Germantown,  Girard,  Hamsburg,  Oakland, 
Mt.  Carmel,  Peotone,  Riverton,  Yoluoa,  St 
Charles,  Upper  Alton,  Winchester. 
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INDIANA 

ABBREVIATIONS.— Ann.,  annual;  av.,  aTcrage;  Udgs.,  buildings;  cap.,  capacity;  dm.,  cbairmaB; 
c..  chemical;  c  ft  h.,  chemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  oom- 
mittee;  comp.,  compound;  cons.,  construction;  dept.,  department;  dia.,  diamelerj  dim.,  dimensioiis;  doow 
domestic;  dnp.,  duplex;  eng..  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  feet;  gals.,  galkms;  h.  d., 
high  duty:  h.  ft  L,  book  and  udder;  ins.,  insurance;  int,  interest;  mtce.,  maintenance;  mem.,  metnoerriiip; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reserroir;  stdp.,  standpipe;  supt.,  superintendeaL 


ALBANY,  pop.  8,000;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  S  stories; 
private,  wood,  1  story;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated:  av.  fire  loss  per  yr.  for  8 
years,  tifiWk  Fire  aept.— 1  h.  &  L  truck,  2  hose 
wagons;  hose,  cotton,  rubber  lined,  good,  1,000  It.; 
fire  altfm,  whistle;  value  of  dept  equipment, 
|L,000;  value  of  bldgs..  11,000;  ann.  exp.  of  dept, 
HO:  total  mem.,  20  volunteers. 

WATXR  SurpLY— ^uroe,  wells;  system,  pump 
direct,  1.200  ft.  to  business  center;  quality  of  water, 
good;  2  pumping  engines,  constructors  Smith- 
Vaile;  mams,  4  to  10  in.  dia.;  45  hydrants;  meters, 
total  number,  10;  pressure,  dom.  60  lbs.,  fire  80 
to  100  lbs.;  co8%  to  construct,  188,000;  works  be- 
long to  Co. 

ALBION,  pop.  1,600;  fire  area,  275  acres;  mer- 
cantile bldgs.,  brick,  2  to  8  stories;  private,  wood, 
1^  stories:  wooden  roofs  not  permitted  in  fire 
area;   combustibles  ord.;   causes  of  fires   investi- 

fatea.  Fire  dept.— 1  hand  engine.  1  h.  &  1.  truck, 
hose  carts:  nose,  cotton,  rubber  lined,  good, 
1,400  ft;  inferior,  all  kinds.  500  ft;  total  nose. 
1,900  ft.;  fire  alarm,  bell,  wnistle  and  electric,  9 
boxes;  value  of  dept  equipment,  |2,000:  value  of 
bldgs.,  I&OO;  ann.  exp.  of  dept,  175;  total  mem.,  29 
volunteers. 

Watxr  SuFrLY— Source,  wells,  ^  mile  from 
business  center;  system,  pump  direct  to  mains; 
quality  of  water,  good;  2  pumping  engines,  cap. 
per  day  500,000  gals.,  constructor  Worthington: 
mains,  cast  iron,  2H  miles,  4  to  12  in.  dia.;  28 
hydrants;  84  valves;  meters,  total  number  2, 
owned  by  city:  180  services;  pipe,  lead;  pressure, 
dom.  75  lbs.,  fire  120  lbs.;  consumption  per  day. 
89,000  sals.;  cost  to  construct,  |14,850;  bonded 
debt,  $6,900;  int  paid  on  bonds,  6  per  cent;  cost 
of  mtce..  $2,000;  works  belong  to  city. 

ALEXANDRIA,  pop.  7,221;  fire  area,  4%  sq. 
miles;  mercantile  bldgs.,  brick,  1  to  8  stories:  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  c.  engine,  5  c  hand 
ex..  1  h.  &  L  truck,  2  hose  wagons,  1  comb.  c.  h. 
&  1.  wagon,  4  horses;  hose,  cotton,  rubber  lined, 
good,  1,060  ft.;  rubber,  fair,  rubber,  760  ft:  toUl 
hose,  1,800  ft;  fire  alarm.  Game  well,  9  boxes; 
value  of  dept.  equipment,  $S.OO0;  value  of  bldgs., 
$6,000:  ann.  exp.  of  dept,  $3,600;  total  mem.  7, 
paid  full  time  3,  paid  part  time  4. 

Watkx  Supply— Source,  wells,  1-8  mile  from 
business  center:  system,  pump  to  stdp.;  stdp.  cap. 
286,000  gals.,  dim.  20  x  100,  located  near  statioa 
material  used  in  cons,  stone  and  steel;  quality  of 
water,  good ;  2  pumping  engines,  cap.  per  day  8,000,- 

000  gals.,  constructors  Smith-Vaile;  mains,  csst 
iron.  8  miles,  4  to  16  in.  dia. ;  94  hydrants.  Eddy  and 
Ludlow:  meters,  total  number  15,  Keystone  1, Lam- 
bert 8L  Nash  6;  600  services;  pipe,  gaiv.  iron;  pres- 
sure, dom.  65  lbs., fire  HO  lbs.; cost  to  construct,  $60,- 
000;  bonded  debt,  $24,000;  int  paid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.,  $4,000;  works  belong  to 
city. 

ANDERSON,  pop.  80,000;  mercantile  bldgs., 
bride,  1  to  6  stories;  private,  wood,  1  to  8  stones; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and    combustibles    ord.;    causes    of   fires    investi- 

gated;  av.  fire  loss  per  yr.  for  8  yrs.,  $20,968;  av. 
IS.  involved  for  same  time,  $410,688.    Fire  dept.— 

1  comb.  h.  &  c.  wagon,  10  c.  hand  ex.,  1  h.  &  1. 
truck,  8  hose  wagons,  12  horses;  hose,  cotton 
rubber  lined,  good,  6,000  ft. ;  fire  alarm,  Gamewell, 
61  boxes;  value  of  dept  equipment,  $42,600:  value 
of  bldgs.,  $49,263;  ann.  exp.  of  dept,  $21,000;  total 
mem.  22,  paid  full  time. 

Watbk  Supply— Source,  river,  1-3  mile  from 
business  center;  system,  pump  direct  to  mains; 
quality  of  water,  good;  res.  cap.,  8,000,000  gals.; 


8  pumping  engines,  class  comp.  con.,  cap.  per 
day  18,000,000  gals.,  constructor  Hughes;  mams» 
cast  iron,  82^  miles,  4  to  20  in.  dia.;  315  hydrants; 
mechanical  filter;  214  valves;  meters,  total  num- 
ber 260,  owned  by  city;  2^0  services:  pipe,  lead 
and  galv.  iron^  pressure,  dom.  100  Ids.,  fire  120 
lbs.;  consumption  per  day.  2,600,000  gals.;  cost  to 
construct,  $291,000;  bonded  debt,  $75,000;  int  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  (12,€00; 
works  belong  to  city. 

ANDREWS,  pop.  746.  Fire  dept— 1  hand  en- 
gine, 1  hose  reel;  hose,  500  ft;   total  mem.,  16u 

Water  Supply— Source,  weUs  and  cisterns,  in 
business  center. 

ANGOLA,  poi>.  2,750;  fire  area,  2,000  acres;  mei^ 
cantile  bldgs.,  brick,  2  and  8  stories;  private^  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— ^1  c  engine, 
1  h.  &  L  truck,  1  hose  wagon,  2  horaea;  noae, 
cotton,  rubber  lined,  good,  IJnO  ft;  rubber,  good, 
500  ft.;  total  hose,  1,600  ft;  nre  alarm,  bell;  value 
of  dept  equipment,  $4,600;  value  of  bldga.,  $2,000; 
ann.  exp.  of  dept,  $600;  total  mem.,  20  volun- 
teers; underwriters'  rating,  third  dass. 

Watbk  Supply— Source,  wells,  H  mile  from  busi- 
ness center;  system,  pump  direct;  1  |>umpinc  en- 
gine, class  triple  expansion  vertical,  size  14  x  21, 
cap.  per  day  8,000,000  gals.,  constructors  HoUy 
Mfg.  Co. ;  mains,  cast  iron,  16%  miles,  4  to  14  in. 
dia.;  75  hydrants,  Bourbon;  meters,  total  number 
8,  owned  by  Co.;  631  services;  pressure,  dom.  60 
lbs.,  fire  125  lbs. ;  cost  to  construct,  $40,000;  bonded 
debt,  $15,000;  int  paid  on  bonds,  6  per  cent;  works 
belong  to  Co.  and  city. 

ARDMORE,  pop.  16,000;  fire  area,  about  70 
acres;  mercantile  bldgs.  1  to  8  stories  brick,  and 
stone.  Fire  dept— 1  steam  engine,  1  c  engine, 
2-horse  hose  wagon,  14  horses;  hose,  cotton,  rub- 
ber lined,  good  2,5iM>  ft  inferior  500  ft;  1  hose 
cart;  fire  bell  and  whistle;  total  mem.,  K  volun- 
teers. 

Watbk  Supply— 6ouroe,  mains,  cast  iron,  2t 
miles;  206  hydsants. 

ARGOS,  pop.  1,300;  fire  area,  5  acres;  mercan- 
tile bldgs.,  brick,  1  to  3  stones:  private,  wood 
and  brick,  1%  stories;  wooden  roois  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  &  L 
truck,  1  hose  cart;  hose,  cotton,  rubber  Itaed. 
good,  700  ft;  fire  alarm,  bell  and  whistle;  value  ot 
dept  equipment,  $800;  value  of  bldgs.,  $400;  total 
mem.,  30  volunteers;  W.  D.  Corey,  chief. 

Watek  Supply — Source,  wells;  svstem,  pump  di- 
rect; 2  pumping  engines  2  Worthington  Duplex 
pumps,  12  X  7;  cap.  600,000  gals,  per  day;  j»ressiire, 
dom.  40  to  60  lbs.,  fire  70  to  80  lbs.;  16,600  ft  of 
mains,  4  to  6  in.  ma.;  14  valves;  26  hydrants 

ASHLEY,  pop.  1,800;  mercantile  bldgs.,  stone, 
brick  and  wood,  1  to  2  stories:  private,  stone, 
brick  and  wood,  24  ft  high:  wooden  roofs  pcrait- 
ted  in  fire  area;  causes  of  nres  investigated.  Fire 
dept— 1  hand  engine,  1  comb,  c  &  h.  wagon,  t  c. 
hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon,  1  hose 
cart;  hose,  cotton,  rubber  lined,  good,  600  ft; 
fire  alarm,  bell,  wnistle  and  telephone ;^  valwe  of 
dept.  eouipment,  $1,000;  value  of  bldgs.,  $000;  total 
mem.,  2S  volunteers. 

Watbk  Supply— 'Source,  cisterns. 

ATTICA,  pop.  4,000;  fire  area,  320  acres;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks  mod 
combustibles  ord.;  causes  of  fires  invcstivBted. 
Fire  dept— 1  hand  engine.  6  c  hand  ex.,  1  b.  ft  L 
truck,  2  hose  carriages;  hose,  rubber,  good  l«fi00 
ft:  fire  alarm,  bell;  value  of  dept  eqmpineai, 
$3,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of  depc 
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1600;  total  mem.,  26,  paid  fall  time  1,  TOlonteen 
M:  nnderwriten^  rating,  aecond  daaa. 

Watbx  SurPLT— Sotirce,  wcUa,  8  bloeka  from 
buaineaa  center;  ajttem,  pompto  res.;  qnalttr  of 
water,  good;  res.  cap.  6,000^000  gals.,  located  on 
hill  above  town;  2  pumping  engines,  class  upright, 
cap.  per  day  1,000.000  gals.,  constructor  H.  Worth- 
ington;  mams,  cast  iron,  16  miles,  i  to  14  in.  dia.; 
663  hydrants,  Murdock;  40  Talves.  Ludlow.  Crana 
and  Clow;  60  services;  pressure,  dom.  86  lbs.,  fire 
86  lbs.;  consumption,  per  day  850,000  gals.,  per 
capita,  7€V(i  gals.;  cost  to  construct,  $46,633;  ann. 
cost  of  mtce.,  $1,130.83;  works  belong  to  city. 

AUBURN,  pop.  8,396;  fire  area,  L800  acres;  mer- 
cantile bld^,  stone,  bnck  and  wood,  1  to  4  stories; 
private,  bnck  and  wood,  8  stories;  wooden  roofs 
not  permitted;  fireworks  ord.;  causes  of  fire  inves- 
tigated: av.  fire  loss  per  vr.  for  8  yrs.,  11,200.  Fire 
dept.— 1  steamer,  1  aerial  truck,  1  hose  wagnn,  1 
hose  car^  2  horses;   hose,  cotton,  rubber  lined. 

food,  L200  ft;  inferior,  all  kinds.  800  ft.;  total 
ose,  1,600  ft.;  fire  alarm,  electric,  8  boxes;  value 
of  dept  equipment,  88,600;  value  of  bldgs.,  98,600; 
total  mem.,  14,  paid  full  time  2,  volunteers  12; 
underwriters'  rating,  second  class. 


Watkk  Supply— Source,    wells.    %    mile    from 

(urect;  2  pumping 
engines,  class  comp.  dup.,~  size  10  x  16  x  10  x  18, 


business  center;  system,  pump 


cap.  per  day  2,000,000  gals.,  constructors  Laidlaw- 
Dunn-Gordon :  mains,  cast  iron,  11%  miles.  4  to 
12  in.  dia.;  106  hydrants,  Rensselaer  Mfg.  Co.;  64 
valves,  Rensselaer  Mfg.  Co.;  636  services;  pipe, 
lead;  pressure,  dom.  40  lbs.,  fire  90  lbs.;  cost  to 
construct,  $36,500;  works  belong  to  city. 

AURORA,  pop.  4,159;  fire  area,  2,660  acres; 
mercantile  bidgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  1  to  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  steamers,  6  c  hand  ex.,  1  h.  ft  1. 
truck,  1  hose  wagon,  2  hose  reels,  8  horses;  hose, 
cotton,  rubber  lined,  good,  1,400  ft. ;  rubber,  good. 
500  ft.;  inferior,  all  kmds,  800  ft;  total  hose,  2,700 
ft.:  fire  alarm,  bell;  value  of  dept.  equipment,  tl2,- 
000:  value  of  bldgiL.  112,000;  ann.  exp.  of  dept., 
81,000;  total  mem.,  22  volunteers. 

Watbe  SuppLT---Source,  river,  %  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  4  pumping  engines,  class  centrifugal 
and  direct,  cap.  per  day  1,000,000  gals.,  construc- 
tors Stillwell,  nierce,  S.  V.  Co. ;  mains,  cast  iron, 
10  miles,  4  to  10  in.  dia.;  89  hydrants,  owned  by 
consumer;  614  services;  pipe,  galv.  iron;  pressure, 
dom.  180  lbs.,  fire  130  lbs.;  cost  to  construct,  $96,- 
000;  bonded  debt,  $96,000;  int  paid  on  bonds,  6 
per  cent;  works  belong  to  Co. 

BATESVILLE,  pop.  2,300;  fire  area,  640  acres; 
mercantile  bldgs.,  orick  and  wood,  1  to  4  stories; 
private,  brick  and  wood.  1  to  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in- 
vestigated. Fire  dept. — ^1  hand  engine,  2  c.  hand 
ex.,  1  h.  ft  L  truck,  1  hose  wagon,  1  hose  reel; 
hose,  cotton,  rubber  lined,  good,  1,900  ft.;  fire 
alarm,  bell:  value  of  dept  equipment,  ^,600; 
value  of  blags.,  $2,000;  total  mem.,  60  volunteers. 

Watxr  Supply— -Source,  res.j[system,  pump  to 
stdp.  and  direct;  stdp.  cap.  60,000  gals.,  dim.  16  x 
16,  material  used  in  cons,  steel;  quality  of  water, 
good;  1  pumping  engine^  sire  8  x  32  x  8%,  1 
extra  pump,  triplex,  8x8,  electric,  con- 
structors Laidlaw-Dunn-Gordon ;  mains,  cast 
iron,  3%  miles,  2%  to  8  in.  dia.;  45  hydrants: 
meters,  total  number  17,  owned  by  consumer;  76 
services;  pipe,  galv.  iron;  pressure,  dom.  40  lbs., 
fire  120  lbs.;  consumption  per  day,  40,000  gals.; 
cost  to  construct,  $28,000;  bonded  debt,  $12,000; 
int.  paid  on  bonds,  9  per  cent;  cost  of  mtce., 
$1,600;  works  belong  to  corp. 

BEDFORD,  pop.  6^15:  fire  area,  960  acres;  mer- 
cantile bldgs^  stone  and  brick,  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  hand  engine,  1  h.  &  L 
truck,  1  hose  wagon,  2  hose  carriages,  2  horses; 
hose,  cotton,  rubber  lined,  good,  $1,700  ft.;  in- 
ferior, all  kinds,  400  ft;  total  hose,  2A00  ft.:  fire 
alarm,  ^ectric;  value  of  dept  equipment,  2,600; 
value  of  bldira..  $1,600;  ann.  exp.  of  dept.  $1,500: 
total  mem.,  16,  paid  full  time  8,  paid  part  time  12; 
nndervrriters*  rating,  second  class. 


Watbe  Supply— Source,  river,  8  miles  from 
business  center :  system,  pump  to  mains  and  stdp. ; 
stdp.  cap.  86,000  ga^B^  material  used  in  cons,  iron 
and  brick,  builder  C.  Cadogan  Morgan;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
1,^0,000  gals.,  constructor  Deane;  mains,  cast  iron, 
8  mdes,  4  to  12  in.  dia.;  112  hydrants;  meters, 
total  number  20,  owned  b]^  city  and  consumer;  800 
services;  pipe,  wrought  iron;  pressure,  dom.  66 
lbs. ;  bonded  debt,  $«»,000;  works  belong  to  city. 


fire  area:  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  hand  engine,  12  c.  hand 
ex.,  1  h.  &  1.  truck,  1  hose  cart;  hose,  cotton,  rub- 
ber lined,  g<>od,  2,000  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  CU200;  value  of  bldgs.,  $2,000; 
ann.  exp.  of  dept.,  $800;  total  mem.,  86  volunteers. 
Watbe  Supply— source,  16  cisterns  in  various 
parts  of  town: 

BLOOMFIELD,  Greene  Co.,  pop.  1,850; 
mercantile  bldgs.^  brick,  1  to  3  stories;  pri- 
vate, wood,  2  stones;  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
not  investigated.  Fire  dept— 2  hose  wagons; 
hose,  cotton,  rubber  lined,  good,  2,000  ft.;  fire 
alarm,  bell:  value  of  bldgs.,  $600;  total  mem.  12. 
paid  part  time;  AL  Williams,  chief;  underwriters* 
rating,  fourth  class. 

Water  Supply— Source,  deep  wells,  ^,  mile 
from  business  center;  system,  pump  to  stdp.: 
stdp.  cap.  36,000  gals.,  dim.  12  x  40,  material  used 


gaU.,  constructors  rlatt  Iron  Works  Co. ;  mams, 
cast  iron,  4^  miles,  4  to  8  in.  dia.;  44  hydrants; 
30  valves;  meters,  total  number  170,  Wortnington, 
owned  by  consumer;  pipe,  galv.  iron;  pressure, 
dom.  40  to  60  lbs.,  fire  120  lbs.;  cost  to  construct, 
$42,000;  bonded  debt  $22,000;  int  paid  on  bonds, 
6  per  cent;  works  belong  to  Co. 

BLOOMINGTON,  Monroe  Co.,  pop.  11,000; 
mercantile  bldgs.,  brick,  1  to  4  stories; 
private,  wood,  1  to  2  stories;  wooden  roofs  per* 
mitted  in  fire  area;  combustibles  ord.,  no  com- 
bustibles permitted  by  ord.,  only  by  State  law; 
av.  fire  loss  per  vr.  for  8  yrs..  $18,000.    Fire  dept— 

1  steamer,  2  c.  hand  ex.,  1  n.  &  1.  truck,  1  hose 
wagon,  1  hose  reel;  hose,  cotton,  rubber  lined, 
good,  450  ft;  rubber,  good,  1,600  ft;  total  hose, 
2,060  ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
$7,000;  value  of  bldgs.,  $4,800:  ann.  exp.  of  dept, 
$7,000;  total  mem.  5,  paid  full  time. 

WATBE  Supply— Source,  springs,  Z%  miles  from 
business  center;  system,  gravity  and  pump  direct; 
res.  cap.,  200,000,000  gals.;  3  pumpmg  engines, 
cap.  per  day  6,000,000  gals.,  constructors  Smith- 
Vaile,  Laidlow-Dunn  and  Gordon;  mains,  15 
miles,  4  to  12  in.  dia..  Addyston;  113  hydrants. 
Holly,  Empire;  19  valves;  1,000  services;  pipe, 
galv.  iron;  pressure,  dom.  66  lbs.,  fire  120  lbs.; 
cost  to  construct,  $100,000;  ann.  cost  of  mtce.,  $36,- 
000;  works  belong  to  city. 

BLUFFTON,  pop.  7,000;  fire  area,  1  sq.  mile; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  stone,  brick  and  wood,  1  to  8 
stories:  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  last  3  yrs., 
$800;  ins.  for  same  time,  $800.  Fire  dept  rire 
dept — 2  comb,  c  &  h.  wagons,  8  c.  hand  ex..  3  hose 
carts,  2  horses;  hose,  cotton,  rubber  lined,  good. 
3,000  ft;  rubber.  800  ft;  inferior,  all  kinds,  1,000 
ft. ;  total  hose,  4,200  ft. ;  fire  alarm,  t^ephone,  610 
boxes;  value  of  dept.  equipment,  $12,000;  value  of 
bldgs.,  $3,000;  total  mem.,  16. 

WATBE  Supply — Source,  wells  and  river,  H  mile 
from  business  center;  system,  pump  to  res.  and 
direct;   res.  cap.  500,000  gals.,   located  at  station; 

2  pumping  engines,  class  hor.  dup.,  size  10  x  36, 
combined  cap.  per  day  4.000,000  gals.,  constructors 
McGowan  and  Holly;  mains,  cast  iron,  16  miles, 
6  to  12  in.  dia.,  Lake  Shore,  Anniston;  99  hydrants. 
Holly  and  Empire*  50  valves;  meters,  total  num- 
ber 466,  Hersey,  Lambert,  Keystone,  Nash;  700 
services;  pipe,  lead  and  iron;  pressure,  dom.  60 
lbs.,  fire  90  to  lOO  lbs.;  daily  consumption,  400,000 
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gals.;  cost  to  construct,  $80,000;  int.  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  13,000;  works  be- 
long to  city. 

BOONEVILLE,  pop.  2,848;  fire  area,  460  acres; 
mercantile  bldgs.,  brick  and  wood,  1  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  oermitted; 
fireworks  and  combtastibles  ord.  Fire  dept.— 1  c. 
engine,  1  h.  &  1.  truck,  1  hose  carriage;  hose,  cot* 
ton,  rubber  lined,  good,  1,000  ft.;  rubber,  good. 
650  ft.;  inferior,  all  kinds,  400  ft.;  total  hose,  2,060 
ft.:  value  of  dept  equipment,  $3,000;  value  of 
blags.,  $1,600;  total  mem.,  7  volunteers;  under> 
writers'  rating,  third  class. 

Watek  Supply — Source,  lake,  6  blocks  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
ttdp.  cap.  110,000  gals.,  dim.  26  x  82.  material 
used  in  cons,  iron,  builders  Chicago  Bridge  and 
Iron  Works:  pumping  engine,  class  dup.,  cap. 
per  day  1,000,000  gals.,  constructor  McGowan; 
mains,  6%  miles,  4  to  10  in.  dia.,  American  Pipe 
Mfg.  Co.;  206  hydrants,  Mordeck  and  Corey;  SO 
services;  pressure,  dom.  78  lbs.,  fire  100  lbs.;  cost 
to  construct,  $35,000;  int.  paid  on  bonds.  6  per 
cent;  ann.  cost  of  mtce.,  $2,600;  works  belong  to 
C<». 

BOS  WELL,  Dop.  900;  fire  area,  0OO  acres;  mer- 
cantile bldgs.,  bnck,  2  stories;  private,  woo<L  1 
and  3  stones;  wooden  roofs  not  permitted;  re- 
works and  combustibles  ord.  Fire  dept.— 1  hand 
engine,  4  c.  hand  ex.,  1  hose  wagon,  1  hose  car- 
riage; hose,  rubber,  good  300  ft.;  fire  alarm,  bell; 
vaiue  of  dept.  equipment,  $800;  value  of  oldgs., 
$200:  total  mem.,  16  volunteers. 

Water  Supply— >Soarce,  cisterns,  1  hand  pump, 
2  hydrants;  cost  of  cons.,  $1,000;  ann.  cost  of  mtce., 
$26. 

BOURBON,  pop.  1.400:  fire  area,  200  acres; 
mercantile  bldgs.,  brick,  1  to  8  stones;  private, 
wood,  1  to  8  stories:  wooden  roofs  permitted  in 
fire  area:  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  8  years,  $400. 
Fire  dept— 2  h.  &  I.  trucks;  2  hose  oarts:  hose, 
cotton,  rubber  lined,  good,  1,800  ft;  infenor.  all 
kinds,  400  ftj;  total  hose,  1,000  ft;  fire  alarm,  bell; 
total  men.  72  volunteers. 

Watbs  Supply— Source,  wells:  system,  pump  to 
stdp.  and  res.;  stdp.  cap.  65,000  gals.,  dim.  10  x 
100,  material  used  in  cons,  steel;  quality  of  water, 

food;  res.  cap.  60,000  gals.,  located  beside  stdp.; 
pumping  engine,  class  dtm.,  cap.  per  day  288,000 
fals..  constructors  Smith- Vaiie;  mams,  cast  iron, 
miles,  4  to  8  in.  dia.^  26  hydrants;  meters,  total 
number  1,  Hersey  Disc;  48  services;  pressure, 
dom.  48  lbs.,  fire  60  to  100  lbs.;  consumption  per 
day,  46  gals. ;  works  belong  to  Co. 

BRAZIL,  pop.  12,000;  fire  area,  1,500  acres;  mer- 
cantile bldgs.,  brick,  2  and  3  stories;  private,  wood 
and  brick.  1  and  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept— 2  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  car- 
riage, 4  horses;  hose,  cotton,  rubber  lined,  good, 
2,000  ft. ;  fire  alai  n,  Gamewell,  16  boxes ;  value  of 
dept  equipment,  $43,000:  value  of  bldgs.,  $8,000: 
ann.  exp.  of  dept.,  $4,000;  total  mem.,  15,  paid  full 
time  6,  paid  part  time  10;  underwriters  rating, 
second  class. 

Water  SuppLY--Source,  wells,  %  mile  from 
business  center;  system,  pump  direct  to  mains; 
qualitjr  of  water,  good;  res.  located  near  plant;  2 
pumpmg  engines,  cap.  per  day  2,000,000  gals.,  con- 
structor Deane;  mains,  cast  iron,  12  miles,  4  to  16 
in.  dia.;  102  hydrants;  meters,  total  number  450; 
700  services;  pipe,  lead  and  iron;  pressure,  dom. 
70  lbs.,  fire  140  lbs.;  bonded  debt,  $18,000;  works 
belong  to  city. 

BREMEN,  pop.  2,000;  fire  area,  600  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  8  stories;  pri- 
vate, brick  and  wood,  1  to  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  causes  of  fires  investi- 
gated. Fire  dept.— 2  c.  engines  on  wheels,  1  h.  & 
1.  truck,  4  hose  carts;  hose,  cotton,  rubber  lined, 

food,    1,800   ft;    fire    alarm,    bell    and    whistle,    2 
oxes;  value  of  dept.  equipment,  $3,260;  value  of 
bldgs.,    $1,000;    ann.    exp.    of    dept,    $1,000;    total 
mem.,  80  volunteers. 
Water  Supply— Source,  artesian  wells  and  river; 

Sstem.  pump  to  stdp. ;  stdp.  cap.  28,000  gals.,  dim. 
X  86;  2  pumping  engines,  class  comp.,  cap.  per 
day  1,260,000  gals.,  constructors  Hughes  and 
Worthington;  mains,  4^  miles,  2  to  6  in.  dia.. 
Clow  &  Sons;  80  hydrants,  Bourbon;  meters,  total 


number  60;  280  services;  pipe,  wronght  iron;  pres> 
sure,  dom.  45  lbs.,  fire  100  lbs.;  consumption,  per 
day  850,000  gala.,  per  capita  20V&  g^^tl  ^"^  ^  *=^*°* 
struct,  $12,000;  ann.  cost  of  mtce.,  $750;  works  be- 
long to  city. 

BROOKSTOWN.   pop.   1,200.     Fire   dept— 2  c 
ensines,  1  h.  &  1.  truck;  hose,  1,000  ft;  bell  alarm. 
WATER  Supply— Source,  wells  and  cisteraa. 

BROOKVILLE,  pop.  2,087;  fire  area.  400  acres; 
mercantile  bldgs.,  brick,  2  to  4  stories;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  no  fireworks  and  combustibiea  ord.; 
causes  of  fires  investigated.  Fire  dept. — ^1  hand 
engine,  1  h.  &  L  truck,  1  hose  wagon,  8  hoar  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,400  ft; 
rubber,  good^  300  ft:  total  hose,  1.70O  ft;  valve 
of  dept.  equipment,  $2,600;  value  ot  bldgs..  $600; 
ann.  exp.  of  dept,  $200;  total  mem.,  18,  paid  part 
time;  underwriters'  rating,  third  class. 

Water  SuppLV-^Source,  river  and  wella.  1  mile 
from  business  center;  system,  pump  to  res.  suad  di- 
rect; quality  of  water,  good;  res.  cap.  866,000  sals., 
located  %  mile  from  town:  8  pumpinf:  engines, 
class  comp.  dup.,  cap.  per  day  1,66O,q00  gals.,  con- 
structors Gordon  and  McGowan;  maina,  cast  iron, 
6  miles,  4  to  10  in.  dia.;  64  hydrants;  84  ^ves; 
meters,  total  number  6,  owned  by  town;  500  ser- 
vices; j^ipe,  lead  and  galv.  iron;  pressure,  dom. 
65  to  90  lbs.,  fire  66  to  90  lbs.;  consurnption  per 
day,  256.000gals. ;  cost  to  construct.  $88,000;  bond- 
ed debt,  $28,000;  int.  paid  on  bonds,  6  per  cent; 
cost  of  mtce.,  $2,000;  works  belong  to  town. 

BROWNSTOWN,  pop.  2.000;  fire  area,  60  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  U4  stories;  wooden  roofs 

Eermitted  in  fire  area.  Fire  dept.---2  hose  carts; 
ose,  cotton,  rubber  lined,  good,  1,000  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  eqnipment 
$1,000;  value  of  bldgs.,  $100;  ann.  exp.  of  dept. 
$260;  total  mem.,  5  volunteers. 

Water  Supply— Source,  well,  1  mile  from  busi- 
ness center;  system,  pump  direct  to  stdp.;  stdp. 
cap.  90,000  gals.,  material  used  in  cons,  steel; 
quality  of  water,  good;  res.  cap.  90,000  gals.,  lo- 


8  miles,  4  to  8  in.  dia.;  29  hvdrants;  116 
pressure,  dom.  75  lbs.,  fire  90  lbs.;  consanmtioii 
per  day,  50,000gals.;  cost  to  construct.  IZsgOOO; 
bonded  debt,  $20,000:  int.  paid  on  bonds,  0  per 
cent;  cost  of  mtce.,  $4,000;  works  belong  to  city. 

BUTLER,  pop.  2,068;  fire  area,  4  acres;  mer^ 
cantile  bldgs.,  brick,  1  to  8  stories;  private,  wood. 
2  stories;  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept — 8  c.  hand 
ex.,  1  hose  cart;  hose,  cotton,  rubber  lined,  good. 
800  ft.;  inferior,  all  kinds,  20O  ft;  total  hose,  1,000 
ft.;  fire  alarm,  whistle;  value  of  dept  equipment, 
84,000;  value  of  bldgs.,  $1,000;  ann.  exp.  of  dept, 
$50:  total  mem.,  12  volunteers. 

Water  Supply — Source,  wells,  800  ft  from  busi- 
ness center;  system,  pump  direct;  2  pumping  cn> 
S'nes,  cap.  per  day  1,000,000  sals.,  constractor 
ughes:  mains,  4)i  miles,  4  to  12  in.  dia.;  48  hy^ 
drants;  124  valves:  pipe,  cast  iron;  pressure,  dom. 
50  lbs.,  fire  80  lbs.;  cost  to  construct,  $85,000; 
bonded  debt,  $6,600;  works  belong  to  city. 

CAMBRIDGE  CITY,  pop.  1,764:  fire  area,  648 
acres;  mercantile  bldgs.,  brick  and  wood.  1  to  4 
stories;  private,  brick  and  wood,  IH  stories; 
wooden  roofs  permitted;  fireworks  onL;  causes  of 
fires  investiirated;  fire  loss  for  1902,  $1,200;  ins.  for 
same  time,  $800.  Fire  dept— 1  steamer,  4  &  hand 
ex.,  1  h.  &  1.  truck,  8  hose  carriages;  hose,  cotton. 
rubber  lined,  good  1,200  ft:  infenor,  all  kmds,  30O 
ft.:  total  hose,  1,600  ft;  nre  alarm,  whisde  and 
bell;  total  mem.,  12,  paid  full  time;  underwriters* 
rating,  second  class. 

Water  Supply— Source,  wells,  canal  and  river; 
system,  pump  direct;  2  pumping  enginea,  cafi.  per 
day  2,000,000  gals.;  mains,  4  miles:  47  nyidnmts; 
cost  to  construct,  $25,000;  int  paid  on  bonds,  f 
per  cent. 


CANNELTON,  pop.  2,188;  fire  area,  80 
mercantile  bldgs.,  stone  and  brick,  8  stories; 
vate,  brick  and  wood,  1  and  2  stories;  wooden  rooH 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  hand  engine,  1  h.  ft  1.  track,  8  bote 
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carriaies;  hose,  cotton,  rubber  lined,  good  900  ft: 
fire  alarm,  8  bella  and  whittle;  total  mem  80 
▼oIuntecrH. 

Watke  SurPLT— Source,  river,  %  mile  from 
bnsinees  center;  syHtem,  punap  to  res.;  qtaality  of 
water,  good;  res.  cap.  1,000,000  gals.,  located  on 
hill;  4  - 


number  6,  owned  by  city  and  consumer;  80  ser- 
vices; pipe,  iron;  pressure,  dom.  85  lbs.,  fire  86 
lbs.;  consumption  per  day  46,000  gals.;  cost  to 
construct.  126.000;  bonded  debt,  $4,000;  int.  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  81,900;  works 
belong  to  Co.   and  city. 

CARBON,  pop.  1,000;  fire  area,  80  acres.  Fire 
dept.— 1  comb,  hand  and  c  engine,  1  hand  ladder 
truck,  1  hose  wagon;  hose,  800  ft;  value  of  dept 
eotiipment  $1,000;  total  mem.^  17  volunteers. 

Watbe  Supply — Source,  private  wells. 

CARTHAGE,  pop.  1,088.  Fire  dept— 1  steamer, 
1  c  hand  ex.,  1  hose  cart;  hose,  600  ft;  total  mem. 
20. 

Watxe  SuppLY-^Not  reported. 

CENTERVILLE^  pop.  786.  Fire  dept— 1 
steamer,  1  hand  ennne,  1  h.  &  I.  truck,  8  hose  car- 
riages^ nose,  1|500  tt;  fire  alarm,  bell;  total  mem., 
26.  paid  part  time,  volunteers  13. 

Watke  SupPLT--Sottrce.  wells  and  cisterns. 

CHARLESTOWN,  pop.  915.  Fire  dept-1 
engine.  1  hand  engine;  hose,  360  ft;  fire  alarm, 
ana  whistle;  total  mem.,  17  volunteers. 

Watkx  Supply— Six  fire  cisterns. 

CHESTERTOWN,  pop.  1,500.  Fire  dept.-l 
hose  wagon,  1  reel;  hose,  1,900  ft;  fire  alarm,  bell 
and  whistle;  total  mem.  17  volunteers. 

Water  Supply — Source,  well;  stdp.  cap^  60,000 
gals.;  1  pumping  engine,  cap.  per  day  400,000  gals., 
constructor  Gould;  mains,  9^  miles,  8,  6  and  4  in. 
dia.;  82  hydrants;  24  valves;  pressure,  dom.  46  lbs., 
fire  00  lbs. 

CHURUBUSCO,  pop.  964.  Fire  dept— 1  hand 
engine,  1  hose  carriage,  1  hose  cart;  hose,  1,400 
ft;  totel  mem.,  37  volunteers. 

Watbe  Supply— Source,  7  large  cisterns  and 
White  river;  svstem,  pump  to  stdp.  and  direct; 
stdp.  cap.,  80,000  bbls.;  1  pump,  cap.  per  day, 
460,000  gals.:  mains,  2  to  10  in.  dia.;  28  hydrants; 
pressure,  100  lbs. 

CLAY  CITY.  pop.  2,000.  Fire  dei)t— 1  h.  ft  1. 
truck,  1  small  double  cylinder  c.  engine;  value  of 
dent  equipment,  $760. 

Watbe  Supply— Not  reported. 

CLINTON,  Vermilion  Co.,  pop.  6,000.  Fire 
dept — ^1  hose  wagon,  1  h.  &  1.  truck,  1  hose  cart: 
hose,  2,000  ft;  total  mem.,  17  volunteers,  1  paid 
driver. 

Watbe  Supply— Source,  driven  wells;  system, 
pump  direct;  2  pumping  engines,  Deane.  comp., 
dnp.,  cap.  per  day  1,600,000  gals.;  mains,  9%  miles: 
68  hydrants;  pressure,  dom.  40  to  60  lbs.,  fire  80 
to  100  lbs. 

COCHRAN,  pop.  868.  Fire  dept.— 1  steamer,  1 
hand  engine,  1  h.  &  1.  truck,  1  hose  reel;  hose, 
1,000  ft;    total  mem.,  40  volunteers. 

Watbe  Supply— Source,  cisterns  and  ponds. 

COLUMBIA  CITY,  pop.  2,976;  fire  area,  800 
acres;  mercantile  bldgs.,^  bnck,  stone  and  wood,  1 
to  3  stories;  private,  brick  and  wood.  1  to  2  sto- 
ries; wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustioles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  steamer,  1  h.  &  1. 
truck,  1  hose  wagon,  2  hose  carriages,  4  horses; 
hose,  cotton,  rubber  lined,  good.  2,000  ft;  in- 
ferior, all  kinds,  1,000  ft;  toul  nose,  8,000  ft: 
fire  alarm,  bell,  whistle  and  telephone;  value  of 
dept  equipment,  $6,000;  value  of  bldgs.,  $10,000: 
ann.  exp.  of  dept,  fl,760;  total  mem.  &,  paid  full 
txme  8,  paid  part  time  89. 

Watbe  Supply— Source,  wells,  cisterns  and 
pond;  system,  pump  direct;  2  pumping  engines, 
class,  comp.,  cap.  per  day  2,000,000  gals.,  construc- 
tor Worthmgton:  mains,  8  miles,  4  to  12  in.  dia.. 
Lake  Shore;  82  hydrants,  Bourbon;  meters,  total 
number  22,  Crown  and  sem;  609  services;  pipe, 
lead;  pressure,  dom.  60  Ids.,  fire  120  lbs.;  cost  to 
construct,  888,000;  int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $2320;  works  belong  to  city. 


COLUMBUS,  pop.  8480;  fix«  area,  1,200  acres; 
mercantile  bldgs.,  Srick,  1  to  8  stories;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; no  fireworks  and  combustibles  ord.  Fire 
dept— 1  c  engine,  2  c  hand  ex.,  1  h.  ft  1.  truck, 
2  nose  wagons.  4  hose  carriages,  6  horses;  hose, 
cotton,  rubber  lined,  jgood,  4,200  ft:  rubber,  good, 
2,200  ft;  inferior,  all  kinds.  900  ft;  total  hose, 
7.800  ft ;  fire  alarm,  Gamewell,  24  boxes;  value  ot 
dept.  equipment,  84.600;  value  of  bldgs.,  86,000; 
total  mem^  86,  paid  full  time  4,  volunteers  88. 

^VATEE  Supply— Source,  river,  6  blocks  from 
business  center;  system,  pump  direct  to  mains; 
quality  of  water,  good;  2  pumpina  engines,  cap.  per 
day  8,000,000  gals.,  constructor  Holly;  mains,  iron, 
20  miles,  4  to  20  in.  dia.;  167  hydrants:  186  valves; 
1,800  services;  pipe,  iron;  pressure,  aom.  66  lbs., 
fire  80  lbs.;  consumption  per  day,  2,600,000  cals.; 
cost  to  construct,  $200,000;  cost  of  mtce.,  $9,000; 
works  belong  to  city. 

CONNORSVILLE.  pop.  8,600;  fire  area,  20 
blocks;  mercantile  bldgs.,  brick.  2  to  4  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord«; 
causes  of  fires  investigated.  Fire  deot.  -4  c  hand 
ex.,  1  h.  ft  1.  truck,  1  hose  wagon,  3  hose  carts,  4 
hand  reels,  8  horses;  hose,  cotton,  rubber  lined, 

Sood,  600  ft;  fire  alarm,  bell;  24  boxes;  value  of 
ept  equipment,  $11,600;  value  of  bldgs.,  $10,009: 
an.  exp.  of  dept.,  $4,000:  total  mem.  28,  paid  full 
time  10,  paid  part  time  4.  14  volunteers. 

Watbe  Supply— Source,  river,  8  miles  from 
business  center;  svstem,  gravity:  cap.  of  plant, 
9,000,000  gals.;  quality  of  water,  bad;  2  pumping 
engines,  class  quad.,  cap.  per  day  9,000,000  gisls., 
constructors  McGowan  &  Root;  mains,  cast  iron, 
28  miles,  4  to  16  in.  dia.,  Addvston;  177  hydrants, 
Ludlow  and  Bourbon;  110  valves,  Eddy;  800  ser- 
vices; pipe,  lead;  pressure,  dom.  50  to  70  lbs.,  fire 
80  to  126  lbs. ;  consumption,  per  day  1,000,000  gals., 
per  capita  267  gals.;  cost  to  construct,  $42,000: 
bonded  debt,  $80,000;  int.  paid  on  bonds,  6  and  6 
per  cent;  ann.  cost  of  mtce.,  $2,000;  works  belong 
to  city. 

CONVERSE,  Miami  Co.,  pop.  1,425;  fire  area, 
1,280  acres;  mere,  bldgs.,  brick.  2  to  8  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area :  combustibles  ord.:  causes  of 
fires  investigated.  Fire  dept. — 2  h.  &  1.  trucks,  1 
hose  wagon,  2  horses;  hose,  cotton,  rubber  lined, 
good,  1,000  ft.;  inferior,  all  kinds,  100  ft:  total 
hose,  1,100  ft.;  fire  alarm,  whistle;  value  ot  dept. 
eauipment  $900;  total  mem.  6,  paid  full  time. 

Watbe  Supply— Source,  well,  28  blocks  from 
business  center;  system,  pump  direct  to  mains; 
stdp.  cap.  SO.OOO  gals.,  material  used  in  cons, 
wood  and  steel;  quality  of  water,  good;  1  pumping 
engine,  cap.  per  day  170,000  nls..  constructor 
Deane;  mains,  cast  iron,  2H  mi^s,  4,  6  and  8  in. 
dia.:  26  hydrants;  12  valves;  226  services;  pres- 
sure, dom.  86  lbs.,  fire  126  lbs.;  consumption  per 
dav,  20,000  gals.;  cost  to  construct,  $11,000;  bonded 
debt.  $6,000;  int.  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $1,000;  works  belong  to  city. 

CORYDON,  pop.  2,000.  Fire  dept — 4  hose  carts, 
4  reels;  hose,  1,000  ft.;  volunteer  dept. 

Watee  Supply — Source,  spring  to  res.  system; 
pumps,  steam  and  gasoline. 

COVINGTON,  pop.  2,800;  fire  area,  600  acres; 
mercantile  bldgn.,  bnck,  1  to  8  stories;  private, 
wood,  IH  stones;  wooden  roofs  not  permitted; 
combustibles  ord.;  causes  of  fires  investigated; 
Fire  dept.^2  hose  carts,  2  c.  hand  ex.;  hose,  cot- 
ton, rubber  lined,  good,  1,000  ft.;  rubber,  good. 
400  ft.;  inferior,  all  kinds,  500  ft.;  total  hose,  1,900 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $2,000;  ann.  exp.  of  dept,  $360;  total 
mem.,  24  volunteers. 

Watbe  Supply— Source,  wells;  svstem,  pump  to 
stdp.  and  direct;  stdp.  cap.  160,000  gals.,  dim. 
16  X  100,  builders  Riter  &  Conlev;  2  pummng  en- 
gines, elass  comp.  dup.,  cap  per  day  1,500,000  gala., 
constructor  Deane:  mains,  6  miles,  4  to  8  in.  dia.. 
Clow  ft  Sons;  47  hydrants,  Galvin;  16  valves; 
service;  pipe,  iron;  pressure,  dom.  40  lbs.,  fire 
125  lbs.;  cost  to  construct,  $40,000;  ann.  cost  of 
mtce.,  $$2,600;    works  belong  to  Co. 

CRAWFORDSVILLE.  pop.  10.000;  fire  area, 
960  acres;  mercantile  bldgs.,  brick  and  wood,  1  to 
4   stories;   private,   brick   and  wood,  VA   stories; 
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r  day,  800.000  gala.; 
nt;  worka  belong  to 


Gre  K  Ibi. ;   caaiumptioii   i 
iDl.  paid  on  boada,  B  p«r  > 

CROWN  POINT,  pop.  1,700;  Gre  are 
■erca;  merculile  bldgt..  brick,  1  to  1  • 
private,  atope.  brick  and  wood,  i  iloriea;  ■ 

veatigited.  Fire  depi.— 1  band  engine,  1  b 
truck,  S  boae  carta;  boae,  cotton,  rubber 
Kood.   1,100  ft.;    inferiOT,   all  _ kind*,   400   IL; 


d(  d 


uic  .i.iu.,  bell  a 
uent,  t2.0o6;  t>Iu< 

LI— Source',     welli 


eiecmc;  value 
bidgi.,  n,H»; 

J4     mile     bom 
rea.  and  itdp.j 


atdp.  cap.  8e.00a  iiali.,  dim.  U  x  100,  material  t»eJ 
in  eon*,  ateel;  rea.  cap.  10.000  gala.:  1  pumping 
enginea,  cap.  per  day  1,1100,000  gala.,  conatractora 
SmitluVaile',  i^lna.  caal  iron,  VA  milea,  4  to  S 
In.  dia.;  58  hydianla,  Eddy;  meter*,  tMil  onmber 
t,  Crown,  owned  by  dtv:  ZBO  aervicca;  pipe,  lead; 
preaaure,  dam.  40  Iba.,  &e  4t  to  US  lb*.;  conaamp- 
tioBi  per  day  198,000  gals.,  per  capita  n  gala.;  eo*t 
[o  conalruct,  »41,n0:  int.  paid  on  bondi,  •  per 
cent;  ann.  coat  of  mtce..  (1,600;  worka  b^ong  to 


Waii 


,NA,  poi 


pLi-Sourc 


0  fi.-'ioisfmem.'i'M. 


irclla. 


I,  10  aerea;  mer- 

„.., ,  . I;  private,  wood 

aa  brick,  1  alory:  wooden  roof*  not  permitted; 
rework*  and  combualiblei  ord.;  cauies  oi  fire*  in- 
eitlgated;  av.  fire  loia  per  jr.  lor  8  yri.,  13,416; 
■■    =—    ' -imi,  nS-TSi    Fire  depl.-lhoae 


alarin,  wblBtle; 


buiiaeai  center;  lyiiem.  pump  to  iidp.;  atdp. 
cup.  88,000  gala.,  dim.  11  x  100.  material  uied  in 
con*,  steel;  quality  ol  water,  good;  I  pamping 
engines,  claia  camp,  dup.,  cap.  per  day  l.DOO.OM 
gala.,    coniu-uctor     peane;     malm,    caat    iron,    8 

number  SO,  "suffaio  10,' PiIliEurg"5,' Keyjtone  16. 
owned  by  city  ind  conjuraer:  I.SOO  .trvicei;  pipe, 
niv.  iron:  Dresiure.  dom.  SO  Iba..  fire  130  lbs.; 
debt.    »,00O: 


int.   paid    on    bond*,    E  pe 
O-JHaOi  work*  belong  to  lov 

DARLINGTON,  pop.  7 
engine*,  1  b.  &  I.  truck,  ! 
ft.;  total  mem,  10,  part  paid 


DECATUR,  pop.  5,000;  fire  area.  80  acre*;  mer 
cantile  bldg..,  brick  and  Hone,  Z  .torie*;  private, 
brick  and  wood,  1^  atoriei;  wooden  rooCi  not 
permitted;  firework*  and  combuatiblc*  ord,;  cauies 
of  firea  inveatigaled.  Fire  dent.— 1  h.  ft  I,  truck.  1 
hoic  wagon,  1  hoae  cart;  hole,  cotton,  rubber 
lined,  good.  Z,2S0  [t.;  fiie  alarm,  bell  and  tele- 
phone; value  ol  dcpt,  equipment,  tZ,000:  ann.  eip. 
of  depl.,  tSOO;  total  mem,.  28,  paid  part  time. 

W*TE«  Snini— Source,  wella,  6  aquaiea  from 
buiineai  center:  tyitem,  pnmp  direct  to  main*; 
qtullty  of  water,  good:  re*,  cap.  U0,000  gal*..  1»- 


dup-,    _cap.     I 

in-^dii";    IW' 

Effi'iba.;  ™.umption"  per  "da^T  W.OOCI  'g»U::  "a 
to  canitruet.  tT7,0DO;  int.  paid  on  bnnda.  t  per 
cent:  co*l  of  mtce-.  tUOO;  work*  belong  to  an; 
W.  k.  Fulk,  aupt. 

DELPHI,  pop.  1,600;  mercantile  bldg*.,  bridL 
1  and  l'*[oric*;  private,  wood,  t  •toriei:  wooden 
roofs  permiited;  firework*  and  combuatiblea  ord.; 
cause*  of  fire*  inve*tigaI«L  Fire  dcpt.—!  c  en- 
gine, 1  h-  S  t.  truck.  I  hose  carriages;  faoae,  nib- 
b«.  good  IJOO  lU;  fire  alano,  beO  and  whiMk: 
value  of  dept.  equipment,  W.O00:  valne  of  bidga.. 
0,800:  ann.  exp.  of  dept.,  t>00;  total  mem.,  IE. 
paid  part  lime;  underwriter**  rating,  aecond  claas. 


Fire  dept.— I  hand 
•at  reel*;  bose,  l.OOO 

:,  dap,,  cap  per  day. 
i  to  4  in.   dia.;   & 


m.m 


rl;  udp.  cap-  03.000  gals,,  material  u 

E!8'ii,ilei';'B6'hydrants:  4» "servicel ; 
HMSure.  dom.  40  lb*.,  fire  100  Ibi. 
r  day,  »0,000|  ' 


pip*. 


of  n 


orks  bell 


to  dly. 

DENVER,  pop-  TTG.     Fire  dept.— 1  c  eocin*.  1 

WATta  ScTn,v— Source,  wells  and  dttcrn*. 

DUNKIRK,  pop.  3,100;  mercantile  bldgs..  brick. 
1  to  I  storiei;  private,  wood.  1  alories;  wooden 
roof*  not  pertnitted  in  fire  area;  fireworka  and 
o'.mTinc^^ViiM  nr-A  -  cauac*  of  firca  inveatigated- 
ex..  1  bote  wagon,  1  horae.*; 
-  '--■,  good,  1.100  ft-;  in- 
a1  hoie,  IJSOO  ft.;  fire 
le  of  dept.  eqaipmenu 


.  rubber  1 
id*,  400  ft.; 
'     hiBtle:  ' 


>  ,'ie  of   bldgs 

Li  .'-urTLr— Source,  welli,  in  bulneu 
*y*teni,  pnmp  direct;  1  pnrnpjng  eng 
vertical,   cap-    per   day   1,tK,OdO   gala.. 


anre,  dom.  90  lb*.,  fire  UO  lb*-;  coal 
tIS.OOO:  int.  paid  on  bond*,  (  per  c 
ol  mtce.,  tl,nO;  work*  belong  lo  c 


fire*   inveMlgal 


ited.     Fire    depL— I 

er  lined,    good, 
of  dept.  equip- 


if  bldg*,.  140,000:  total  mem.. 


KD.4D0  gal*.,  dim.  16  i  m  mi 

cap-'per  day  8,O0a,00o'g 
iii_.l      r  .Iji. -A^-^.i 


s  StiifVcU- 

Chalmer*; 

ling,' caat  iron,  m.MI  ft.,  4  to  IR  in.  dia.:  XChy- 
inta:  mcleri,  loul  number  14,  Crown  «,  Gem  1 
;raey  Rotary  2,  Worthington  1,  owned  by  con- 
mer;  £.144  services:  pipe,  lead;  pieaaure.  dom. 
Ibt.,  fire  50  lbs,;  cdnaumption,  per  month  J.OOO- 
I  gait.,  per  capita  IT.T  ml*,:  co*t  lo  constriiFT. 
I3,M0;    coat  of   mtce.,   a,400:    work,   belong   u 

EATON,  pop.  ISK;  fire  are*,  t  blocks;  mer. 
ntile  bldgs.  moatly  brick;  height  ol  mercantile 
Igi.  1  10  1  Btoriea;  private  dweltingt.  wood,  1  to 


fireworks  and  comi 
v", 'SoO,  '  Fi«  del 


rd. ;  causes  of  fin  ia- 
'  yr.  for  the  past  t 
gine,  »  e.  haaif  ex..  I 
rubber  lined,    (WM 


KOO;  valne  ol  dept.  bldg*.,  11.000;  1 
volunteers. 

WATia  SnFFLi — Source,  wells.  In  buaineaa  cea- 
ler,  cap.  12,000  gait.:  dim,  Uxll  tL;  qnalitr  ol 
water,   good;    mains,   iron,  from  1  to  4  in-    dia.; 
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EDINBURG,  pop.  1,900;  fire  area,  400  acres; 
mercantile  bldgs.,  brick,  1  to  3  stones;  prhrate, 
wood,  1  story;  wooden  roofs  pennttted  in  fire 
area;  causes  of  fires  investigated.  Fire  dept— 1 
hose  wagon,  1  horse;  total  hose.  1^600  ft;  fire 
alarm,  bell  and  whistle;  total  mem.,  lo  Tolunteers. 

WATim  SurFLY— Source,  well,  %  mile  from 
business  center;  svstem.  pump  to  stdp.;  stdp. 
cap.  42,000  gals.,  dim.  18  x  60,  material  used  m 
cons.  Meet  iron,  builders,  Bedwards  &  Co.,  lo- 
cated  on  hiU,  70  ft  above  main  street;  quali^  of 
water,  good;  2  pumping  engines,  class  comp.  aup., 
cap.  per  day  3.000.000  jB*ls..  constructor  Gordon; 
mains,  cast  iron,  8  miles,  4  to  8  in.  dia.;  88  hy- 
drants; meters,  total  number  4;  176  services;  pipe, 
lead;  pressure,  dom.  00  lbs.,  fiire  100  lbs.;  cost  to 
construct,  121,000;  cost  of  mtce.,  |660;  works  be- 
long to  city. 

ELKHART,  pop.  20,000;  fire  area,  8,700  acres; 
mercantile  blags.,  stone  and  brick,  2  to  4  stories; 
private,  brick  and  wood,  IH  stories;  wooden  roofs 
not  permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated j  av.  fire  loss  per  yr. 
for  3  vrs.,  $228,911 ;  av.  ins.  tor  same  time.  ^25,852. 
Fire  oept~l  comb,  c  &  h.  wagon,  10  c.  hand  ex., 
1  h.  &  L  truck,  8  hose  carts,  18  horses;  hose, 
cotton,  rubber  lined,  good,  8,000  ft.:  rubber,  good, 
1,000  ft.;  inferior,  all  kinds  600  ft;  total  hose. 
9,600  ft;  fire  alarm,  Gamewell,  40  boxes;  value  of 
dept  equipment,  ^,600:  value  of  bldgnu.  $46,000; 
ann.  exp.  of  dept,  $19,000;  total  mem.,  26;  under- 
writers' rating,  second  class. 

Watbx  Supply— Source,  wells.  H  mile  from 
business  center;  system,  pump  direct;  quality  of 
water,  good.  6  jpumping  engines,  class  aup.,  cap. 

£er  day  9,000,000  gals.,  constructors  Fairbanks. 
[orse  and  Smith- Vaile;  mains,  iron,  81  miles:  6 
to  24  in.  dia.;  286  hydrants;  meters,  total  numSer 
80,  owned  by  Co.;  pipe,  lead;  pressure,  dom.  60 
lbs.,  fire  80  to  100  Ids.;  consumption  per  day. 
3,600,000  gals. ;  cost  to  construct,  $900,000;  bonded 
debt,  $1^,000;  int  paid  on  bonds,  6  per  cent; 
cost  of  mtce.,  $21,000;  works  belong  to  Co. 

ELWOOD,  poi>.  Ui960;  fire  area,  80  acres;  mer- 
cantile bldgs.,  brick,  stone  and  wood,  1  to  4  sto* 
ries;  private,  wood,  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  8  yrs., 
85,586.60.  Fire  dept— 1  comb,  c  &  h.  wagon.  4  c 
band  ex.,  1  h.  &  L  truck,  2  hose  wagons,  6  horses; 
hose,  cotton,  rubber  lined,  good  8,000  ft;  inferior, 
all  kinds.  600  ft.;  total  hose,  8^600  ft;  fire  alarm, 
Gamewell,  20  boxes;  value  of  dept.  equipment, 
89.000;  value  of  bldgs.,  $46,000;  ann.  exp.  of  dept. 
$6,000;  total  mem.,  8,  paid  full  time;  underwriters 
rating,  fourth  class. 

Watbe  Supply— Source,  wells.  %  mile  from 
business  center;  system,  pumi>  direct;  res.  cap., 
LSOU.OOO  gals.;  3  pumping  engines,  cap.  per  day 
5,000,000  gals.,  constructor  Deane:  mains,  cast 
iron,  12  miles,  4  to  14  in.  dia.,  Addyston;  362  hy- 
drants. Mathews;  51  valves;  meters,  total  number 
310,  Crown  13,  Empire  147,  Hersey  Rotary  1, 
Hersey  Disc  20,  Thomson  6,  Worthington  8,  Pitts- 
burg 6f  Lambert  62,  owned  bv  Co.;  1,148  services; 
pipe,  iron;  pressure,  dom.  40  lbs.,  fire  100  lbs.; 
consumption  per  day  TOO,000  tj^s.,  per  capita  41  2-3 
gals.;  ann.  cost  of  mtce.,  $3,000;  works  oelnng  to 
Co. 

ENGLISH,  pop.  1,000;  fire  area,  860  acres. 
Fire  dept— 1  hose  cart,  600  ft  hose;  alarm,  bell. 

Water  Supply— Source,  springs;  80  hydrants; 
mains,  4  miles. 

EVANSVILLE,  pop.  76.000;  fire  area,  88,000 
acres;  mercantile  bldgs.,  stone,  brick  ana  wood, 
1  to  7  stories;  private,  stone,  brick  and  wood.  2 
stories;  wooden  roofs  not  permitted;  combustibles 
ord.:  causes  of  fires  investigated;  av.  fire  loss  per 

g:  tor  8  yrs.,  $188,072;  av.  ins.  for  same  time, 
28.464.  Fire  dept— 6  steamers.  1  c.  engine,  12 
c.  hand  ex.,  2  h.  &  1.  trucks.  1  aerial  truck,  10 
hose  wagons,  1  comb.  c.  &  h.  wagon,  41  horses; 
hose,  cotton,  rubber  lined,  good.  11,000  ft.;  in- 
ferior, all  kinds,  2,600  ft;  total  hose,  13,500  ft; 
fire  alarm,  Gamewell,  75  boxes;  value  of  dept. 
equipment  $50,000;  value  of  bldgs.,  $80,000;  ann. 
exp.  of  dept,  $76,000;  total  mem.  80,  paid  full 
time;   underwriters'  rating,  first  class. 

Watxk  Supply— Source,  river.  1  mile  from  busi- 
ness center;  sjrstem,  pump  direct;  quality  of  water, 
good;  2  pumping  engines,  class  tnplex  exp.,  cap. 


per  day  80,000,000  gals.,  constructor  Holly  Mfg. 
Co.;  mains,  cast  iron,  84  miles,  4  to  80  in.  dia.; 
600  hydrants;  meters,  total  number  32,  owned  by 
city;  7,250  services:  pipe,  galv.  and  wrought  iron; 
pressure,  dom.  60  lbs.,  fire  100  lbs.j[consumption, 
per  day  8,000,000  gals^  per  capita  102U  gals.;  cost 
to  construct  $1,000»000;  bonded  debt,  $M0,00O;  int 

Sid  on  bonds.  6  per  cent;  ann.  cost  of  mtcc.» 
),000;  works  belong  to  city. 

FAIRMOUNT,  pop.  8,206;  fire  area,  680  acres; 
mercantile  bldgs.,  bnck  and  stone,  2  stories:  pri- 
vate, wood,  2  stories:  wooden  roofs  not  permitted: 
fireworks  and  combustibles  ord.  Fire  dept— 8 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,000  ft ;  fire  alarm,  telephone ;  value  of  dept.  equip- 
ment, $1,600;  value  of  oldgs.,  $1,000;  ann.  exp.  of 
dept,  $800;  total  mem.,  15  volunteers;  under- 
writers' rating,  first  class. 

Watbx  Supply— Source,  wells,  1  square  from 
business  center;  system,  pump  direct  to  mains; 
quality  of  water,  good;  2  pumping  engines,  cap. 
per  day  760,000  gals.,  constructor  Deane;  mains, 
cast  iron,  4  miles,  4  to  10  in.  dia.;  40  hydrants: 
475  services:  pipe,  galv.  iron;  prcsstire.  dom.  40 
lbs.,  fire  80  lbs.;  cost  to  construct.  $16,000;  bonded 
debt,  $10,500;  int  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $4,000;  works  belong  to  city. 

FARMERSBURG,  pop.  2,000:  fire  area,  640 
acres.  Fire  drat->-l  c.  engine;  nose,  cotton,  rub- 
ber lined,  1,000  ft.;  total  mem.,  35,  paid  part 
time;  value  of  equipment  $1*200;  value  of  blags., 
$1,000;  ann.  exp.  of  dept,  $100;  underwriters 
rating,  fourth  class. 

FARMLAND,  pop.  870.  Fire  dept.— 1  c  engine, 
1  hand  engine,  1  comb.  c.  &  h.  wagon.  1  h.  &  L 
truck;  hose,  1,000  ft;    total  mem.,  25,  part  paid. 

Watxk  Supply— Source,  cisterns. 

FLORA,  pop.  1,200;  fire  area,  4H  acres.  Fire 
dept. — ^1  comb,  hand  &  c.  engine,  1  h.  &  1.  truck; 
1  nose  cart;  volunteer  dept;  500  ft.  hose;  bell 
alarm;  value  of  equipment,  $1,000;  value  of  bldgs., 
$600. 

Watsx  Supply— 14,425  ft.  of  mains.  8  and  6in. 
dia.,  and  35  hydrants,  3  valves. 

FORTVILLE,  pop.  1,006;  bldgs..  wood  and 
brick;  wooden  roofs  permitted.  Fire  dept.— 1  hand 
enginegl  h.  &  1.  truck;  hose,  cotton,  rubber  lined, 
good  m  ft;  fire  alarm,  bell;  total  mem.,  8  volun- 
teers. 

Watbx  Supply— Source,  wells. 

FT.  WAYNE,  pop.  50,000;  mercantile  bldgs.. 
brick  and  stone,  8  to  6  stories;  private,  brick  and 
wood,  1  and  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  ^combustibles  ord.  Fire  dept— 7 
steamers,  1  c  engine,  2  c  hand  ex.,  1  h.  &  1. 
truck,  1  aerial  truck,  8  hose  wagons.  1  supply 
wagon.  48  horses;  hose,  cotton,  rubber  lined,  good 
13,o00  tt;  fire  alarm,  Gamewell,  81  boxes;  value  of 
dept  equipment,  $80,000:  value  of  bldgs^  $150,000; 
ann.  exp.  of  dept.,  $i90,000;  total  mem.,  68,  paid  full 
time;  underwriters'  rating,  first  class. 

Watex  Supply— Source,  wells,  H  mile  from 
business  center;  system,  pump  to  res.  and  direct; 


gals.,  constructor  Holly;  mains,  cast  iron,  108 
miles,  4  to  24  in.  dia.;  820  hydrants;  866  valves; 
meters,  total  number  4,000,  Crown,  Nash,  Em- 
pire, Gem,  Trident  and  Hersey  Disc,  owned  by 
city  and  consumer;  12,000  services;  pipe,  lead; 
pressure,  dom.  40  to  46  lbs.,  fire  40  to  46  lbs.; 
consumption  per  d^y,  4,000,000  gals.;  cost  to  con- 
struct. $1,467,^;  bonded  debt,  $285,800;  int  paid 
on  bonds,  Z^  per  cent;  cost  of  mtce.,  $31,478; 
works  belong  to  city. 

FOWLER,  Benton  Co.,  pop.  1,800;  mer- 
cantile bldgs.,  brick,  stone  and  iron.  8  stories: 
wooden  roofs  not  permitted;  no  fireworks  and 
combustibles  ord.  Fire  dept— 1  engine,  1  h.  & 
1.  truck,  2  hose  wagons,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,000  ft;  fire  alarm, 
telephone  and  whistle;  value  of  dept.  equipment, 
$2,000;  value  of  bldgs.,  $200;  ann.  exp.  of  dept, 
$1,800;  total  mem.,  26  volunteers. 

WATER  Supply— Source,  wells,  100  rods  from 
business  center;  system,  pump  to  res.,  to  stdp.  and 
direct:  stdp.  cap.  94,600  gals.,  builders,  Harvey 
Iron  Works;  res.  cap.  9,460  gals.;  2  pumping  en- 
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Sines,  cap.  per  day  600,000  gals.,  constructors 
mitn-Vatle;  mains,  6  miles,  4  to  8  in.  dia..  South- 
em  Pipe  Co.;  61  hydrants,  Eddy;  tOO  services; 
pressure,  dom.  40  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, 185,000;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $l,20O;  works  belong  to  Co. 

FRANKFORT,  Clinton  Co.,  pop.  14,000;  mer- 
cantile bldgs.,  brick,  1  to  3  stories;  pri- 
vate, stone,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  c.  hand  ex.,  2  hose  wagons  with  lad- 
ders attached,  2  horses;  hose,  cotton,  rubber  lined, 
good,  1,600  ft;  rubber,  good,  600  ft;  total  hose, 
t,000  ft ;  fire  alarm,  bell ;  value  of  dept  equipment, 
13,600;  value  of  bldgs.,  16,800;  ann.  exp.  ot  dept, 
$4,985;  total  mem.  o,  paid  full  time. 

WATBE  Supply — Source,  wells;  system,  pump  di- 
rect; Quality  of  water,  good;  res.  cap.  1,000,000 
gals.:  t  pumping  engines,  class  comp.  dup.,  cap. 
per  day  7,000,000  gals.,  constructors  Knowles  and 
Holly;  mains,  wrought  and  cast  iron,  24  miles; 
238  hydrants,  Chapman;  170  valves.  Chapman; 
meters,  total  number  60,  Hersey  Disc  9,  Thomson 
40,  Trident  1;  2,1S0  services;  pipe,  galv.  and 
wrought  iron;  pressure,  dom.  65  lbs.,  fire  66  to  100 
lbs.;  consumption  per  day  1,000,000  gals.,  per 
capita  lOOjonls.;  cost  to  construct,  X225,000;  bonded 
debt,  8100,000;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  88,000;  works  belong  to  Co. 

FRANKUN,  Johnson  Co.,  pop.  4,860;  mer- 
cantile bldgs.,  brick.  2  and  3  stories;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  not 

Sermitted;  fireworks  and  combustibles  ord.  Fire 
ept— 1  h.  &  L  truck,  1  hose  wagon,  2  horses; 
hose,  cotton,  rubber  lined,  good  1,»0  ft:  inferior, 
all  kinds,  600  ft;  total  hose,  1,800  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  81,600:  total  mem., 
16  volunteers;  underwriters'  rating,  third  class. 

Watik  Supply— Source,  wells:  system,  pump  to 
res.  and  stdp.;  stdp.  cap.  160,000  gals.,  dim.  12Mi 
X  40,  material  used  in  cons,  steel;  res.  cap.  200,000 
nrals.:  2  pumping  engines,  class  comp.  dup.,  cap. 

Sir  disy  2,000,000  gals.,  constructors  Laidlaw,  Dunn, 
ordon;  mams,  24  miles,  4  to  12  in.  dia.;  90  hv- 
drants,  Bourbon;  meters,  total  number  26,  Worth- 
uigton;  1,000  services;  pressure,  dom.  60  lbs.,  fire 
80  lbs.;  consumption,  per  day  800,000  gals.,  per 
capita  75  gals.,  cost  to  construct,  8200,000;  ann. 
cost  of  mtce.,  812,000;  works  belong  to  Co. 

GARRETT,  pop.  6,000:  fire  area,  1,000  acres; 
nercantile  bldgs.,  brick,  2  stories;  private,  wood, 
i  to  2  stories:  wooden  roofs  permitted  in  fire 
area:  combustibles  ord.;   causes  of  fires  investi- 

fited.  Fire  dept— 1  hand  engine,  20  c.  hand  ex., 
hose  carts,  2  norses ;  hose,  cotton,  rubber  lined, 
good,  2^600  ft;  rubber,  good,  800  ft;  inferior,  all 
kinds.  1,000  ft;  toUl  hose,  3,800  ft;  fire  alarm, 
whistle  and  telephone;  value  of  dept  equipment 
82.000;  value  of  bldgs..  8600;  ann.  exp.  of  dept, 
88(X);  total  mem.,  80  volunteers. 

Water  Supply — Source,  wells,  700  ft  from  busi- 
ness center;  >ys^€™i  Pu™P  direct;  2  pumping  en- 
gines, cap.  per  day  2,000,000  gals.,  constructor  Gor- 
don; mains,  13  mfles,  4  to  12  in.  dia.;  63  hydrants: 
560  services;  pressure,  dom.  45  lbs.,  fire  yO  to  90 
lbs.;  cost  to  construct,  855,000:  int.  paid  on  bonds, 
5  and  6  per  cent;  ann.  cost  of  mtce.,  84,000;  works 
belong  to  city. 

GARY,  pop.  15,000;  fire  area,  12  acres,  mercantile 
bldgs..  brick,  stone  and  wood,  2  to  3  stories;  pri- 
vate, brick,  stone  and  wood,  1  to  3  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fire  investigated;  av. 
fire  loss  per  yr.  for  3  yrs.,  $50j000;  av.  ins.  in- 
volved for  same  time,  $40,000.  Fire  acpt. — ^1  auto- 
mobile c.  engine.  2  c.  hand  ex.,  6  h.  &  1.  trucks, 
1   hose    wagon,   3   hose   carriages,    4   horses;    hose, 

?:ood.  5,000  ft.;  chemical,  900  ft;  total  hose.  5,900 
t;  fire  alarm,  telephone,  20  boxes;  value  ot  dept 
equipment  $14,000;  value  of  bldgs.,  $45,000  ann. 
exp.  of  aept,  $25,000;  total  mem.  22,  paid  full 
time  22;  underwriters'  ratins:,  third  class. 

Watbr  Supply — Source,  Lake  Michiean;  direct 
pressure  system  with  stdp.  ca^.^^SO.OOO  gals.;  2 
pumping  engines,  cap.  per  day  20,000,000  gais.,  con- 
Rtructors  Piatt  Iron  Works,  Lawrence  Machine 
Works;  126  hydrants. 

GAS  CITY,  pop.  8,682;  fire  area,  640  acres;  mer^ 
cantile   bldgs.,   brick,  2   and   8   stories;   private, 


wood,  1  and  2  stories;  wooden  tooU  not  permitted; 
no  fireworks  and  oombustiblea  ord.;  causes  oi 
fires  investigated.  Fire  dept>-8  h.  &  L  tm^a,  1 
supply  wagon,  2  hose  carriages,  1  horse;  hosc^  cot- 
ton, rubber  lined,  good  800  ft;  fire  alann,  tele- 
phone and  bell,  15  boxes:  value  of  dept.  equip 
ment,  82,000;  ann.  exp.  of  aept,  81.000;  total  mem., 
6,  ptdd  full  time  5;  volunteers  14;  underwriters* 
ratmg,  second  class. 

WATia  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
good;  res.  cap.  260,000  gals.;  2j»umpins  engines, 
class  comp.,  cap.  per  day  1,600,000  ^la.;  eoo- 
structor  Worthimrton ;  mains,  cast  iron.  12  miles. 
4  to  12  in.  dia.;  60  hydranta,  Bourbon;  112  valves: 
400  services:  pipe,  galv.  iron;  pressure,  don.  88 
lbs.,  fire  100  lbs.:  cost  to  construct,  8S,000;  int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
84,800;  works  belong  to  city. 

GENEVA,  Adams  Co.,  pop.  1,500;  mer- 
cantile bldsn.  brick,  8  stories;  private  dwellings, 
brick,  1  to  2  stories;  wooden  rods  are  not  permit- 
ted in  fire  area;  causes  of  fire  investigated;  average 
fire  loss  per  yr.  for  the  past  8  yrs.,  fUOOO;  average 
ins.  carried  on  properties  burned  per  yr.  during 
8  yrs.,  8760;  2  c.  engines,  12  c  hand  ex.,  1  h.  ftT 
truck;  fire  alarm,  telephone,  16  boxes:  value  of 
dept  equipment,  81*000:  ann.  exp.  of  dept,  8U0: 
total  mem.,  25;  underwriters'  rating,  fifth  elaiss. 


GOSHEN,  pop.  10,000;  fire  area,  880  acres; 
cantile  bldgs.,  brick,  1  to  8  stories;  private,  tirick, 
2  stories;  wooden  roofs  permitted;  fireworics  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  yrs.,  8880,285;  av.  ins.  lor 
same  time,  886,506.  Fire  dept.— 12  c  hand  cx.^  2 
h.  &  1.  trucks.  5  hose  carriages,  1  hose  reeL  € 
horses;  hose,  cotton,  rubber  lined,  good,  4,700  ft; 
fire  alarm,  Gamewdl,  26  boxes;  vwlue  of  dept 
equipment  87,000;  value  of  bldgs.,  88.000:  ann. 
exp.  of  dept.,  82,071;  toul  mem.  46,  paid  full  time 
3,  Jbaid  part  time  4fi. 

Wates  Supply— Source,  wells;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  266,000  gals.,  dun.  18  x 
140,  material  used  in  cons,  iron,  builders  Corbett  ft 
Stadler;   quality  of   ^^ter.   good;   2  pumping  ea- 

S'nes,  cap.  per  day  8,006,0u0  gals.,  conatmcton 
ughes.  Holly:  mams  iron  ana  wood,  26  miles,  € 
to  20  in,  dia.;  197  hydrants;  71  valves;  meters,  total 
number  918,  owned  by  city;  1,902  services;  pipe, 
galv.  iron  and  lead ;  pressure,  dom.  60  lbs.,  fire  6D 
to  100  lbs.;  consumption  per  day,  1,222,7^  gals.; 
cost  of  mtce.,  88,262;  works  belong  to  city. 

GREENCASTLE,  pop.  8,661;  fire  area,  2)4  miles: 

mercantile  bldgs.,  bndc  and  stone,  1  to  2  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated ;  av.  fire  loss  per  yr. 
for  8  3rrs.,  $2,970;  av.  ins.  for  same  time,  88,(06. 
Fire  dept. — 4  c.  hand  ex.,  2  h.  &  1.  trucks,  1  hose 
wagon,  4  horses;  hose,  cotton,  rubber  lined,  good 
1,200  ft;  fire  alarm,  Gamewell,  16  boxes;  value  of 
dept  equipment,  $6,600:  value  of  bld«s.,  27,000; 
ann.  exp.  of  dept,  $2,850;  total  mem.,  4,  paid  fuD 
time. 

Watik  Supply — Source,  creek,  2  miles  from 
business  center;  svstem,  pump  to  stdp.;  stdp 
cap.  400.000  gals.,  dim.  22  x  140,  located  in  town, 
material  usea  in  cons,  steel,  builders^  Tippett  ft 
Wood;  quality  of  water,  good;  2  pumping  engines, 
cap.  per  day  2,500,000  gals.,  constructor  Eppinjt- 
Carpenter  Co.;  mains,  cast  iron,  14  miles,  6  to  IC 
in.  dia.;  100  hydrants.  Wood  and  Ludlow;  SI 
valves.  Wood  and  Ludlow;  meters,  total  number 
200,  owned   by  consumer  and   Co.;   7tM>  services: 

f)ipe,  wrought  iron;  pressure,  dom.  80  lbs.,  fire  9t 
bs.;  consumption,  per  day  700,000  gals.,  per  captts 
13o  gals.;  works  belong  to  Co. 

GREENFIELD,  pop.  6.000;  fire  area,  800  acres; 
mercantile  bldgs..  brick,  2  to  6  stories;  priva^ 
wood,  1  to  8  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  a  v.  fire  loss  per  yr.  for  2  yra..  812.- 
897.  Fire  dept— 2  c.  hand  ex..  1  h.  &  1.  truck.  1 
hose  wagon,  4  horses;  hose,  cotton,  rMter  Imed, 

food,  2,600  ft;  inferior,  all^ kinds,  600  ft:  total 
ose,  8,000  ft;  fire  alarm,  whistle;  viJue  of  dept 
equipment  84,000;  value  of  bljdgs.,  $8,000;  ann.  exp. 
of  dept,  8lJ00;  total  mem.,  12  volunteers. 

Watik  Supply— Source,  wdls;  system,  pomp  di- 
rect; quality  of  water,  good;  res.  cap.  SOiM  gals.; 
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2  pumpiiig  engines,  cUm  oomp.  dup.,  cap.  per  dsy 
UoOOfOOO  fftli.,  constructor  Hughes;  nuuns,  cast 
iron,  8  miles,  4  to  12  in.  dia.:  89  hvdrants,  Bonr* 
boa  and  Cooper;  meters,  total  number  SS6,  TLerwey 
Disc^  Thomson,  owned  by  city  and  consumer :  800 
seryices;  pressure,  dom.  46  lbs.,  fire  120  lbs.: 
consumption  per  day  226,000  gals.,  per  capita  6 
ffals;»co8t  to  construct,  161,000;  ann.  cost  of  mtce., 
16,000;  works  belong  to  city. 

GREENSBURG,  pop.  6,084;  fire  area,  400  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  4  stories; 
private,  brick  and  wood,  1  to  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept. — ^1  steamer,  3  c.  band  ex.,  1  h.  &  L  truck,  1 
hose  wagon,  2  hose  carts.  4  horses;  hose,  cotton, 
rubber  Imed,  good,  1,960  ft.;  fire  alarm,  tuephone; 
value  of  dept  equipment,  $10,000:  value  of  bldgs., 
17,000:  ann.  exp.  of  dept.,  12,260;  total  mem.  18, 
paid  lull  time  1,  12  volunteers. 

Watxe  SuPFLY-^ource,  wells,  1)6  miles  from 
business  center;  system,  pump  direct;  material 
used  in  cons,  brick  and  cement;  quality  of  water, 
rood;  res.  cap.  600.000  gals.,  located  IH  miles 
from  court  house;  2  pumping  engines,  cap.  per 
day  3,000,000  gals.,  constructor  Blake;  mains,  cast 
iron,  7H  miles,  4  to  12  in.  dia.;  84  hydrants:  48 


SIS.;    a 
10.000;  int.  paid  on  bonds,  4  per  cent;  works  be- 
long to  Co. 

GREENWOOD,  pop.  2,000.  Fire  dept.— 4  c  ex.. 
2  hose  carnages;  hose,  2,000  ft;  alarm,  bell  ana 
whistle. 

Water  Supply— System,  pumping;  2  pumps,  du- 
plex; cap.  2,000^000  gals,  per  day;  mains,  8  miles,  4 
to  12  in.  in  diam. ;  42  hydrants:  pressure,  dom. 
95  to  66  lbs.,  fire  pressure  100  to  110  lbs. 

HAGERSTOWN.  pop.  1,000;  fire  area,  100  acres: 
mercantile  bldgs.,  1  to  3  stories;  private,  1  to  8 
stories;  wooden  roofs  permitted;  no  firewmorks  or 
combustibles  ord.;  causes  of  fires  investigated;  av. 
fire  loss  for  past  8  yrs.,  880.  Fire  dept— 1  hand 
engine,  10  c  hand  ex..  1  h.  &  1.  truck,  1  hose 
wagon ;  hose,  cotton  jacket,  600  ft ;  fire  alarm,  bell ; 
value  of  dept  equipment,  $600;  value  of  bldgs., 
$1,000;  ann.  exp.  of  dept,  $40;  total  mem.,  16;  un- 
derwriters' rating,  fourth  class. 

Watxk  Supply— Source,  springs. 

HAMMOND,  Lake  Co.,  pop.  25,000;  mer- 
cantile  bldgs.,  stone  and  brick.  2  to  4  stories; 
private,  wood  and  brick,  1  to  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— ^  steamers,  2  c.  engines,  8  c.  hand  ex., 
2  h.  &  1.  trucks,  2  hose  wagons.  9  horses:  hose, 
cotton,  rubber  lined,  good,  7,600  ft;  total  hose. 
7,600  ft.;  fire  alarm,  Gamewell,  26  boxes;  value  of 
dept  equipment,  $37,982;  value  of  bldgs.,  $40309: 
ann.  exp.  of  dept.  $67,668.68;  total  mem.  62,  paia 
full  time  29,  23  volunteers. 

Watbr  Supply— Source,  lake,  6  miles  from  busi- 
ness center;  system,  direct;  8  pumping  engines, 
cap.  per  day  13,000,000  gals.,  constructors  Worth- 
ington  and  Gordon;  mams,  cast  iron,  ffl  miles,  4 
to  24  in.  dia.;  297  hydrants;  226  valves;  meters, 
total  number  406,  Worthineton;  8,300  services: 
pipCf  galv.  iron;  pressure,  dom.  60  lbs.,  fire  110 
lbs.;  consumption  per  day  8,000,000  gals.,  per 
capita  ISH  gals.;  cost  to  construct,  $600,000;  int. 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $16,- 
000;  works  belong  to  city. 

HARTFORD  CITY,  pop.  6,600;  fire  area,  1,280 
acres;  mercantile  bldgs.,  brick  and  stone,  2  and  3 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  hand  engine,  2  c.  hand 
ex.,  1  h.  ft  L  truck,  1  aerial  truck,  1  hose  wagon. 
1  supply  wagon;  hos^  cotton,  rubber  lined,  good 
SjOpO  ft;  rubber,  good,  800  ft.;  inferior,  all  kinds, 
^  ft;  total  hose,  4,600  ft;  fire  alarm,  whistle  and 
bell;  value  of  dept  equipment.  $5,000:  value  of 
bldgs.,  $10,000:  ann.  exp.  of  dept,  $1460;  total 
mem.,  18,  paid  full  time  1;  underwriters'  rating, 
second  class. 

Watb*  SirppLY-^Souree,  wells,  %  mile  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  800,000  gals.,  lo- 
cated near  station;  2  pumping  engines,  size  16  x 


18  X  12.  cap.  per  day  2,000,000  gals.,  oonstmctors 
Laidlaw-Dunn-Gordon ;  mams,  iron,  20  miles,  4 
to  18  in.  dia.;  S6  hydranta;  26  valves;  meters,  total 
number  1,046,  owned  by  city;  1,046  services;  pipe, 
lead;  pressure,  dom.  To  to  80  lbs.,  fire  100  to  160 
lbs.;  consumi^tion  per  day,  300,000  gals.;  bonded 
debt,  $28,000;  int.  paid  on  bonds,  6  per  cent;  works 
belong  to  city. 

HOB  ART,  pop.  2,000:  fire  area,  6  acres;  mer- 
cantile bldgs.,  brick  ana  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
snd  combustibles  ord.  Fire  dept.— 2  hand  engines. 
6  c  hand  ex.,  1  h.  &  1.  truck,  26  rubber  buckets,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
600  ft;  value  of  dept  equipment,  $1,600;  value  of 
bldgs.,  $600;  total  mem.,  30  volunteers. 

Watxr  Supply — Source,  river;  system,  pump  to 
res.  and  stdp.,  stdp.  cap.  61,000  gals.;  res.  cap.. 
10,600  gals. ;  1  pumping  engine,  cap.  per  day  144,d00 

fals.,  constructor  Worthington;  mams,  cast  iron, 
.07  miles,  4  to  8  in.  dia. ;  ZZ  hydranta :  88  services, 
6  valves;  pressure^om.  40  lbs.,  fire  60  to  76  lbs.; 
cost  to  construct,  $23,000;  ann.  cost  of  mtce.,  $1,260; 
works  belong  to  city. 

HOPE,  pop.  1,200;  bldgs.,  brick  and  wood,  8 
stories.  Fire  dept.— none;  nre  alarm,  bell;  total 
mem.,  15,  paid  part  time  1;   volunteers  14. 

Watbe  Supply— No  water  works  system. 

HOWELL,  pop.  1,421;  mercantile  bldgs.,  wood. 
Fire  dept— 1  hand  engine,  1  gas  engine;  totid  hose, 
1.600  ft;  total  mem.,  8  volunteers;  Fred  Schnalts, 
chief. 

Watbe  Supply— Not  reported. 

HUNTINGBURG,  pop.  2,627;  fire  area,  600 
acres;  mercantile  bldgs.,  brick,  2  to  8  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 1 
hand  engine,  1  h.  ft:  1.  truck,  8  hose  reels:  nose, 
cotton,  rubber  lined,  good.  1,400  ft;  inferior,  all 
kinds,  300  ft;  total  hose,  1,700  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $1,200;  value  of  Sldgs.. 
$7,000;  ann.  exp.  of  dept,  $186;  total  mem.  9,  paia 
part  time. 

Watbe  Supply— Source,  wells,  1%  bile  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  122,179  gals. ;  2  pumping  engine,  class 
dup..  cap.  per  day  1,000,000  gals.,  constructors 
Gordon;  mains,  cast  iron,  8H  miles,  4  to  12  in. 
dia.^  45  hydrants;  meters^  total  number  51;  810 
services;  pressure,  dom.  66  lbs.,  fire  85  to  96  lbs.; 
cost  to  construct,  $50,000;  int  paid  on  bonds,  4  per 
cent;  ann.  cost  of  mtce.,  $1,900;  works  belong  to 
city. 

HUNTINGTON,  pop.  10.000;  firearea,6,600  acres; 
mercantile  bldgs..  brick,  1  to  3  stories;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 2  steam- 
ers. 4  c.  hand  ex.,  2  h.  &  I.  trucks,  1  hose  wagon, 
1  nose  carriage  6  horses;  hose,  cotton,  rubber 
lined,  good,  4,000  ft;  rubber  good,  360  ft;  total 
hose,  4.350  ft;  fire  alarm,  Gamewell,  20  boxes; 
value  of  dept.  equipment,  $1M50;  value  of  bldgs., 
$11^000;  ann.  exp.  of  dept.,  ^,303;  total  mem.  9, 
paid  full  time. 

Water  Supply— Source,  lake,  VA  miles  from 
business  center;  system,  pump  to  stdp.  and 
direct;  stdp..  dim.  30  x  75,  material  used 
in  cons,  steel;  quality  of  water,  good;  8  pumping 
engines,  cap.  per  day  4,216,000  jg^als.,  constructors 
Worthington  and  Gordon:  mams,  cast  iron,  26 
miles,  4  to  14  in.  dia.;  241  hydrants;  125  valves: 
meters,  total  number  1,190,  Crown  10,  Empire  960 
Gem  10.  Trident  40.  Hersey  Disc  10,  Worthington 
5,  Buffalo  5,  owned  by  city;  1,800  services;  pipe, 
lead;  pressure,  dom.  60  lbs.,  fire  60  to  100  lbs.; 
consumption  per  day,  1,200,000  gals.;  cost  to  con- 
struct $187,000;  bonded  debt.  $m,000;  int  paid  on 
bonds,  6  per  cent;  cost  ot  mtce.,  $5,000;  works 
belong  to  city. 

INDIAN  HARBOR.  Fire  dept-8  hose  carts; 
hose,  8,000  ft. ;  fire  alarm,  whistle. 

Watbe  Supply— Source,  Lake  Michigan;  sys- 
tem, pump  direct;  8  pumps,  Laidlaw-Dunn-Gor- 
don.  Smith- Vaile,  cap.  per  aay  500,000  gals.;  mains, 
8  miles;  30  hydrants;  pressure,  90  lbs. 

INDIANAPOLIS,  pop.  886,000;  fire  area,  86 
miles;   mercantile  bldgs.,  brick,  1  to  12   stories; 
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private,  stone,  brick  and  wood,  1  to  4  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 11  steamers.  4  c.  engines  on  wneels. 
66  c.  hand  ex.,  7  h.  &  1.  trucks,  1  comb,  truck,  2 
aerial  trucks.  1  water  tower,  26  hose  wagons,  115 
horses;  total  hose,  43,700  ft;  fire  alarm.  Game- 
well,  287  boxes;  ann.  exp.  of  dept,  $292,000;  total 
mem.  264,  paid  full  time. 

Watik  Supply— Source,  wells,  1%  miles  from 
business  center;  system,  pump  direct;  filtration 
system,  slow  sand;  qualitv  of  water,  very  best; 
res.  cap.  18,000,000  gals.,  located  near  sUtion:  6 
pumping  engines,  class  cross  comp.,  cap.  per  dav 
12,600,000  gals.,  constructors  Holly,  Snow  and 
Rang;  mams,  cast  iron,  808Mi  miles,  6  to  86  in. 
dia.;  2486  hydrants.  R.  D.  Wood  &  Co.:  1,800 
valves.  R.  D.  Wood  and  Eddy;  meters,  total  num- 
ber 2,868,  Crown,  Union,  Empire,  Gem,  Hersey, 
Rotary,  Hersey  Disc,  Hersev  Torrent,  Thomson, 
Worthington,  Keystone,  Trident,  Lambert.  Nash, 
ovmed  by  Co.;  %610  services;  pipe,  lead;  pres- 
sure, dom.  ^  to  76  lbs.,  fire  120  lbs. ;  consumption 
per  day  17,294,000  cals.,  per  capita  78  gals« ;  cost  to 
construct,  |6.000,0(K»;  bonded  debt,  $3,860,000;  int 

Sud  on  bonas,  6  and  6  per  cent;  works  belong  to 
o. 

JASPER,  pop.  1,868:  fire  area,  800  acres;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood,  1 
story;  wooden  roofs  jpermitted;  combustibles  ord.; 
causes  of  fires  not  mvestigated;  av.  fire  loss  per 
yr.  for  8  yrs.,  $838;  av.  ins.  for  same  time,  1888. 
Fire  dept.— 1  h.  &  1.  truck,  4  hose  carriages,  8 
hose  reels:  hose,  cotton,  rubber  lined,  good,  2,400 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment.  1600;  ann.  exp.  of  dept,  $60;  total 
mem.  15,  paid  part  time;  underwriters'  rating,  first 
class. 

Watbk  Supply— Source,  river,  %  mile  from 
business  center;  svstem,  pump  to  res^i  res.  cap., 
10,000  gals.,  located  on  hiu  near  town;  1  pumping 
engine,  cap.  per  dav  260,000  gals.,  constructor 
Worthington;  mains,  8%  miles.  4  to  10  in.  dia.;  40 
hydrants,  Corey;  meters,  total  number  8,  owned 
bv  town:  82  services;  pipe,  iron;  pressure,  dom. 
60  lbs.,  fire  120  lbs.;  consumption,  per  day  26^000 
gals.,  per  capita  26  gals. ;  cost  to  construct,  $15,000; 
mt  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$300;  works  belong  to  town. 

JEFFERSONVILLE,  pop.  10,774;  fire  area,  600 
acres;  mercantile  bldgs.,  onck  and  wood.  2  and  8 
stories;  private,  wood  and  brick,  1  and  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated;  av.  ins.  for 
8  yrs..  $8,660.     Fire  dept— 1  steamer,  4  hand  ex., 

1  comb.  c.  &  h.  wagon,  1  c.  eneine,  2  c.  hand  ex., 

2  hose  carts,  2  hose  carriages,  8  horses ;  hose,  cot- 
ton, rubber  lined,  good,  8,100  ft;  fire  alarm,  tele- 
phone; value  of  dept.  equipment,  $6,600;  viilue  of 
oldgs.;  $<^650;  ann.  exp.  of  dept,  $4f750;  total  mem. 
15.  paid  tull  time  11.  paid  part  time  4. 

WATsa  Supply- Source,  river;  system,  pump  to 
stdp.;  stdp.  cap.,  260,000  gals.,  dim.  16  x  160:  pump- 
ing engines,  class  vertical,  cap.  per  day  8,000,000 
riis.,  constructors  Holly,  GaskUl;  mains,  16  miles, 
to  16  in.  dia.;  168  hydrants;  848  services;  pressure, 
dom.  75  lbs.,  fire  90  lbs.;  cost  to  construct,  $800,000; 
bonded  debt,  $171,000;  int.  paid  on  bonds.  6  per 
.tent;  ann.  cost  ot  mtce.,  $4,600;  works  belong  to 
Co. 

JONESBORO,  pop.  8,000;  fire  area.  700  acres; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area.  Fire  dept.— 1  h.  &  I.  truck,  6  c  hand 
ex.,  1  hose  wagon,  1  hose  cart,  1  comb.  c.  &  h. 
wagon;  hose,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alarm,  whistle;  value  of  dept  equipment, 
$1,500;  value  of  bldgs..  $200;  ann.  exp.  of  dept. 
$80;  total  mem.,  20  volunteers. 

Water  Supply— Source,  wells;  system,  2  pump- 
ing engines;  mains,  M  miles;  87  hydrants;  cost  to 
construct,  31,000;  works  belong  to  company. 

KENDALLVILLE,  pop.  5,600  fire  area,  125 
acres;  bldgs.,  brick  and  wood.  1  to  8  stories; 
wooden  roofs  not  permitted:  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  h.  &  I.  truck,  1  comb, 
chem.  and  hose  truck,  2  hose  carts;  hose,  cotton, 
rubber  lined,  good,  2,000  ft;  rubber,  good,  1,000 
ft. :  inferior,  all  kinds,  1,000  ft. ;  total  hose,  4,000 
ft.;    fire   alarm,   bell;    value  of  dept.    equipment. 


$4,700:  value  of  bldgs.,  $80,000;  total  mem.,  17,  S 
paid  full  time,  16  volunteers;  underwriters'  rating, 
nrst  class. 
Watxk  Supply— Source,  wells  and  lake;  system. 


Sump    direct;    2    pumping    engines,    daas    comp. 
up.,    cap.    per   day   1,760,000   i^als.,    constmctort 
Knowles  and   Worthington;  mains,  cast  iron,  12 


miles,  4  to  12  in.  dia..  Wood  and  Addjrston;  76 
hydrants.  Wood:  60  valves;  750  services:  pipe,  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  80  to  llO  lbs.;  cost 
to  construct,  $76,000;  ann.  cost  of  mtce.,  9^600; 
works  belong  to  city. 

KENTLAND,  pop.  1,006;  fire  area,  10  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
2  stories^  wooden  roofs  not  permitted.  Fire  dept 
1  c.  engine.  1  h.  &  L  truck,  2  hose  carts,  t  hose 
carriages;  nose,  cotton,  rubber  Imed,  good.  IM 
ft;  fire  alarm,  bell;  ann.  exp.  of  dept.,  $200;  total 
mem.,  12  volunteers. 

Watie  Supply— Source,  well  and  lake;  system, 

Sump  to  stdp.  and  direct:  stdp.  cap.,  40,000  gals., 
im.  20  X  20,  material  used  in  cons,  pme  smd  stcd; 
res.  capM  40,000  gala.;  pumping  engines,  cap.  per 
day  87,800  gals.,  constructor  Deming;  mams.  4 
miles,  4  to  8  in.  dia.;  SO  hydrants.  Wood;  60  vahrcs: 
881  services;  pipe,  galv.  iron;  pressure,  dom.  69 
lbs.,  fire  86  to  190  lbs.;  consumption,  per  day,  40;- 
000 jnls.,  per  capita  40  gals.;  cost  to  ooostract 
$12,000;  ann.  cost  of  mtce.,  $1,000;  worics  bdoog 
to  city. 

KIRLIN.  pop.  1,000.     Fire  dept.— 2  hand  c  en- 
gines; hose,  lOO  ft. 
Watee  Supply— Source,  wells. 

KNIGHTSTOWN.  pop.  1,942;  mercantile  bldgs. 
brick,  8  and  8  stories;  private,  wood  and  brick,  8 
stories;  wooden  roofs  permitted:  firework  and 
combustibles  ord.  Fire  dept— 1  h.  &  L  tmdc,  8 
hose  carriages;  hose,  rubber,  good,  1,700  ft;  fire 
alarm,  telepnone;  value  of  dept  equipment.  HJttO; 
value  of  bldgs.,  $8,000;  total  mem..  22  volunteera. 

Watee  Supply— Source,  wells,  %  mile  from 
business  center;  sjrstem,  pump  to  stop,  and  direct; 
stdp.  cap..  100,000  gals.,  dim.  U  z  US,  located  »  ft. 
above  high  point  In  town,  material  vsed  in  cons, 
boiler  iron;  quality  of  water,  good;  res.  cap.,  Mi- 
000  gals.,  located  at  station;  8  pumping  ^^gmo. 
class  horizontal  comp.  dup.,  cap.  per  daj  2,M0.0N 
gals.,  constructors  Laidlaw-Dunn-Gordon ;  mains. 
cast  iron,  7  miles,  4  to  12  in.  dia.;  69  hydrants. 
Mathews;  26  valves,  Mathews;  meters,  total  n 
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{>ipe,  galv.  iron;  pressure, 
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ber  U,   keystone,   owned  bv'  city;  9)0 
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110^  nil 
100  gals.;  cost  to  construct,  $86,000;  bonded  debt. 


lbs.,  fire  lli 
consumption,' per  day  11O.00O  gals.,  per  capita 


$13,000;  intpEid  on  bonds,  6  per  cent;  ana.  coat  oi 
mtce.,  $2,000;  works  belong  to  city. 

KNOX,  pop.  1,466;  fire  area,  six  Modes;  bldoa.. 
brick  and  wood;  wooden  roofs  permitted.  Fve 
dmt— 1  c  engine,  1  h.  &  1.  truck;  hose,  oottoa, 
rubber  lined,  good  160  ft;  fire  alarm,  bell;  tottf 
mem.,  20  volunteers. 

Watee  Supply— Source,  wells;  no  wmtcrworlES. 


KOKOMO,  pop.  1B,000;  fire  area,  2,000  a< 
mercantile  bldgs.,  stone  and  brick,  1  to  4  ati 
private,  brick  and  wood,  1  and  2  stories;  wc 
roofs  not  permitted;  fireworks  and  cooabaatiUca 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
steamer,  1  comb.  c.  &  h.  wagon,  6  hand  ex.,  1  h. 
&  1.  truck,  2  hose  waffons,  6  hose  carriaires.  9 
horses;  hose,  cotton,  rubber  lined,  good  S,6Q0  ft; 
inferior,  all  kinds.  1,000  ft;  total  hose,  4,500  ft; 
fire  alarm,  Gamewell;  value  of  dept  eqajpoaent. 
$3,660;  value  of  bldgs.,  $20,000;  ann.  exp.  ot  dept.. 
$9,687.60;  total  mem..  14,  paid  full  time;  Ed.  S 
Shauman,  chief. 

Watee  Supply— Source,  wells,  1%  miles  front 
business  center;  system,  pump  direct;  res.  cap , 
8^000  gals.;  8  pumping  engines,  cap.  per  dav 
6,260,000  gals.,  constructors  HoTyoke.  D^ne;  muDa* 
82  miles,  4  to  12  in.  dia.;  807  hydrants,  I«adlow; 
meters,  total  number  87, 100  valves,  owned  by  Co.; 
pressure,  dom.  40  lbs.,  fire  110  lbs.;  consumption, 
per  day  1,126,000  gals.,  per  capita  150  gala.;  cost  to 
construct,  $102,000;  int.  paid  on  bonds,  S  per  cent; 
works  belong  to  Co. ;  O.  O.  Jones,  supt. 


LADOGA,  pop.  1,176;  fire  area,  8  blocks; 
cantile  bldj^s.,  brick,  2  stories;  private,   wo 

and  2  stones;  wooden  roofs  not  permitted; 

works  and  combustibles  ord.    Fire  dept — t  bassd 
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engines,  2  hose  carts,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  600  ft.;  inferior,  all  kinds, 
300  ft;  total  hose,  000  ft;  fire  alarm,  bell;  Talne 
of  dept  equipment,  |1,GOO;  ann.  exp.  of  dept,  |M>; 
total  mem.,  310  volunteers;  underwriters'  rating, 
fourth  class. 
Watsk  Supply— Source,  cisterns  and  wells. 

LAFAYETTE,  pop.  21,060;  fire  area,  1,280  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  4  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Plre  dept— 1  steamer,  1  hand  engine,  1  c  engine 
on  wheels.  9  c  hand  ex..  1  h.  &  L  truck,  2  hose 
wagons,  4  hose  carts,  l4  horses;  hose,  cotton, 
rubber  lined,  good,  5.000  ft;  inferior,  ul  kinds, 
4,700  ft.;  total  hose,  9,700  ft;  fire  alarm,  Game- 
well,  46  boxes;  value  of  dept  equipment,  ^fOOO; 
value  of  bldgs.,  136,000;  ann.  exp.  ot  dept,  120,763; 
toUl  mem.  a),  paid  full  time  2,  18  volunteers. 

Watsk  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.,  4JOO,000  gals.; 
4  pumjrfng  enoines,  cap.  per  day  12,000,000  gal'<f 
constructor  Worthington;  mains,  east  iron,  4*7 
miles.  4  to  16  in.  dia. ;  819  hydrants,  Mathews  and 
Ludlow;  420  valves,  Ludlow  and  Rensselaer; 
meters,  total  number  196,  Crown  6,  Union  8,  Em- 

Sire  &1  Hersey  Disc  12,  Thomson  9,  Worthington 
),  Buffalo  87.  Columbia,  Keystone  18.  Trident  U, 
Lambert  8,  Westinghouse  1.  owned  by  city  and 
consumer:  8,878  services;  pipe,  lead;  pressure, 
dom.  66  lbs.,  fire  66  lbs.;  consumption,  per  day 
2,200,000  gals.,  per  capita  100  gals. ;  cost  to  con- 
struct,  |l,186.m.76;  bonded  debt,  ^00,000;  int  paid 
on  bonds.  4^  per  cent;  ann.  cost  of  mtce.,  128,- 
919.02;  works  belong  to  city. 

LA  GRANGE.  La  Grange  County,  pop.  1,708; 
mercantile  bldgs.,  brick  and  wood,  2  and  4  stories; 
private,  wood  and  brick,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  &  1. 
truck.  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good  2,000  ft;  fire  alarm,  telephone;  value  of  dept 
equipment,  11,000;  value  of  bldgs.,  8600;  total  mem., 
44  volunteers. 

Watsk  Supply— Source,  wells;  system,  pump 
direct;  8  pumping  engines,  cap.  per  day  l,oOO,000 
pials..  constructor,  Deane;  mains,  &  miles,  4  to  10 
in.  dia.,  Addyston;  68  hydrants.  Crane  and  Eddy; 
275  services;  pipe.  galv.  iron;  pressure,  dom. 
60  to  80  lbs.,  fire,  126 lbs.;  cost  to  construct,  820,- 
800,  int  paid  on  bonds,  4%  per  cent;  ann.  cost 
of  mtce.,  |iB,600;  works  belong  to  town. 

LA  PORTE,  pop.  12.000;  fire  area,  2,000  acres; 
mercantile  bldgs.,  brick,  1  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  not 
investinted.  Fire  dept— 1  h.  &  1.  truck,  6  hose 
carts,  6  horses;  hose,  cotton,  rubber  lined,  good 
3,300  ft;  rubber,  good.  800  ft;  inferior,  all  kinds, 
600  ft;  totel  hose,  4.700  ft;  fire  alarm,  Gamewell, 
23  boxes;  value  of  dept  equipment,  814.000;  value 
of  bldgs..  88,000;  ann.  exp.  of  dept,  ^,700;  total 
mem.,   150  colunteers. 

Watsk  Supply — Source,  lake,  4%  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  class  comp. 
cond.,  cap.  per  day  7,000,000  gals.,  constructor 
Holly;  mains,  cast  iron,  22  miles,  2  to  6  in.  dia.: 
210  hydrants,  Mathews;  109  valves;  meters,  total 
number  45,  Keystone;  1,^0  services;  pipe.  galv. 
iron  and  lead;  pressure,  dom.  50  lbs.,  fire  100  lbs.; 
cost  of  dept.  bldgs..  1115,942;  cost  to  construct, 
8615,000;  ann.  cost  ot  mtce.,  86,500;  works  belong 
♦o  city. 

LAWRENCEBURG.  pop.  4.600;  fire  area,  800 
acres;  mercantile  bldgs.,  brick  and  wood.  2  and  8 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 2  steam- 
ers. 1  in  reserve,  6  c.  hand  ex.,  1  h.  &  1.  truck,  2 
hose  carts.  6  horses;  hose,  cotton,  rubber  lined. 

food,  4,000  ft;   inferior,   all   kinds,   500   ft;    total 
ose,    4,600  ft.;    fire    alarm,   bell:    value    of   dept 
equipment,   810.000;   value  of  bldfrs.,  18,000;   ann. 
exp.  of  dept.,  $600;  total  mem.,  90  volunteers. 
Watsk  Supply— No  water  works  system. 

LEBANON,    pop.    7.000;    fire   area,    800  acres; 
mercantile  bldgs.,  oriclc  and  stone,  1  to  8  stories; 


private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 2  c.  hand  ex., 
1  hose  wagon,  1  hose  carriage,  z  horses;  hose,  cot- 
ton, rubber  lined,  good,  2,400  ft;  fire  alarm,  tele- 
phone; value  of  dept.  equipment,  82,920;  value  of 
bldgs.,  $15(000;  ann.  exp.  of  dept,  |2,910;  total 
mem.  4,  paid  full  time;  underwriters'  rating,  third 
class. 

Watsk  Supply— Source,  deep  wells,  H  mile 
from  business  center;  system,  pump  to  stdp.; 
stdp.  cap.^  500,000  gals.,  dim.  20  x  80,  material  used 
ini  cons,  iron;  quality  of  water,  good:  2  pumping 
enffines,  size  10  x  16  x  12,  cap.  per  day  12,000,000 
gals.,  constructor  Gordon;  mains,  cast  iron,  17 
miles,  4  to  12  in.  dia.;  119  hydrants;  94  valves; 
meters,  total  number  12.  Crown  1,  Empire  5,  Her- 
sey  Rotary  L  Hersey  Disc  1,  Pittsburg  4,  owned 
by  city;  1,200  services;  pipe,  lead;  pressure,  dom. 
55  lbs.,  fire  80  lbs.;  consumption  per  day,  600,000 
gals.;  cost  to  construct,  166,000;  bonded  debt,  Vtt,- 
000;  int.  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
86,600;  works  belong  to  city. 

LEESBURG,  pop.  400;  fire  area,  80  acres.  Fire 
dept — ^1  hand  engme,  1  h.  ft  L  truck,  1  hose 
cart;  hose,  600  ft;  total  mem.,  20  volunteers;  value 
of  equipment,  |6d0;  value  of  bldgs.,  8200. 

Watsk  Supply— Source,  cisterns. 

LIBERTY,  pop.  1,448;  fire  area,  80  acres;  mer- 
cantile bldgs.,  orick,  2  to  8  stories:  private,  brick 
and  wood,  2  stories;  wooden  roots  permitted  in 
fire  area;  combustibles  ord.:  causes  of  fires  in- 
vestisated.  Fire  dept— 1  h.  ft  1.  truck,  15  c.  hand 
ex.,  1  hose  wagon,  1  horse;  total  hose,  2,000  ft; 
fire  alarm,  whistle;  value  of  dept.  equipment, 
81.500;  value  of  bldgs.,  81,500;  ann.  exp.  of  dept, 
8150;  total  mem.  7,  paid  part  time. 

Watsk  Supply— Source,  springs,  8  blocks  from 
business  center:  system,  pump  direct;  res.  cap. 
1,000,000  gals.;  2  pumping  engines,  cap.  per  day 
600,000  gsls.,  constructor  McGowan;  mams.  4  miles. 
4  to  8  in.  dia.,  Addyston;  44  hvdrants,  Bourbon;  168 
services;  pressure,  dom.  70  lbs.,  fire  112  lbs.;  cost 
to  construct,  818,000;  int.  paid  on  bonds,  4  per 
cent;  ann.  cost  of  mtce.,  8itO0O;  works  belong  to 
city. 

LIGONIER,  pop.  2^:  fire  area,  160  acres; 
mercantile  bldgs.,  orick,  1  to  8  stones;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works ord.;  causes  of  fires  not  investigated.  Fire 
dept— 1  h.  ft  1.  truck,  3  hose  carts:  hose,  cotton, 
rubber  lined,  aood  2,000  ft;  fire  alarm,  bell  ana 
whistle  and  telephone;  ann.  exp.  of  dept,  8460; 
total  mem.,   43  volunteers. 

Watsk  Supply— Source,  wells,  ^  mile  from  buai> 
ness  center;  system,  pump  to  stdp.;  stdp.  cap. 
100,000  gals.,  dim.  20  x  80,  material  used  in  cons, 
steel  and  wood,  builders  Flint  ft  Walling;  quality 
of  water,  hard;  1  pumping  engine,  class  aup.,  size 
14  X  8iy<  x  10,  cap.  per  day  1,600,000  gals.,  construc- 
tor Nordberg  Mfg.  Co.;  2  Dean  duplex  pumps, 
combined  capacity  1,600,000,000;  mains,  cast  iron,  9 
miles,  4  to  8  in.  dia.;  40  hydranta,  Mathews  and 
Galvin;  32  valves,  Eddy:  meters,  total  number  HI, 
Empire  61,  Ke]rstone  60,  owned  by  city;  360  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  46  lbs.,  fire 
126  lbs.;  cost  to  construct,  890,000;  bonded  debt, 
820,000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  88,400;  works  belong  to  city. 

LINDEN,  pop.  800.  Fire  dept.— 1  c.  engine,  1 
hand  engine;  hose,  860  ft;  total  mem.,  20  volun> 
teers. 

Watsk  Supply— Source,  cisterns. 

LINTON,  pop.  8,000;  mercantile  bldgs.,  brick, 
1  to  8  stories;  private,  wood,  1  stor^;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 1  hand  engine.  1  comb.  c.  &  h.  wagon,  2  c 
hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon.  2  horses; 
hose,  cotton,  rubber  lined,  1,600  ft:  fire  alarm, 
bell;  value  of  dept.  equipment,  88,000;  value  of 
bldgs.,  81.000;  ann.  exp.  of  dept,  81,800;  total 
mem.   10  volunteers. 

Watsk  Supply— Source,  wells.  3  miles  from 
business  center;  system,  pump  direct;  qualitv  of 
water,  good;  2  pumping  engines,  class  comp.  dup., 
cap.  per  day  1,000,000  gals.,  constructors  Fair- 
banks, Morse;  mains,  cast  iron,  U  miles,  4  to  12^ 
in.  dia.:  73  hvdrants:  58  valves:  meters,  total  num- 
ber 47,  Buffalo  13,  Keystone  34,  owned  by  Co.;  W> 
services;   pipe,  galv.  and  wrought  iron;  pressure. 
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doxn.  60  lbs.,  fire  90  lbs.;  cost  to  construct,  $87,- 
SS;    works  belong  to  Co.;  Elmanuel  Dixon,  supt 

LOGANSPORT.  pop.  aO.OOO;  fire  area,  2,200 
«eres;  mercantile  blags.,  bnck  and  stone,  S  to  4 
stories;  private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
btMtibles  ord.;  causes  of  fires  investigated.  Fire 
dept.-*l  steamer,  2  comb.  c.  &  h.  wagons.  6  c. 
hand  ex.,  1  h.  &  1.  truck,  1  chiePs  wagon,  2  hose 
wagons,  1  hose  carriage.  9  horses;  hose,  cotton, 
rubber  lined,  good  6,00(j  ft.;  inferior,  all  kinds, 
1,000  ft;  total  nose,  7,000  ft;  fire  alarm.  Game- 
well,  64  boxes;  value  of  dept  equipment,  $25,800; 
value  of  bidgs.,  $25,000:  ann.  exp.  of  dept,  $18,936; 
total  mem.  ZE,  paid  full  time;  underwriters'  rating, 
first  class. 

Water  SuppLY<->Source,  river,  %  mile  from 
business  center;  system,  pump  direct;  qual- 
ity of  water,  good;  4  pumping  engines,  cap.  per 
day  9,000,000  gals.,  constructors  Goraon,  Fairbanks, 
Cope  and  Maxwell:  mains,  cast  iron,  86  2^  miles, 
4  to  22  in.  dia.;  214  hydrants,  Ludlow;  300  valves; 
Ludlow;  meters,  total  number  4,  Hersey  Torrent, 
Pittsburg;  8422  services;  pipe,  lead;  pressure, 
dom.  60  lbs.,  fire  100  lbs.:  consumption  per  day 
4,000,000  ffals.,  per  capita  260  gals.;  cost  to  con- 
struct, $111,000;  cost  of  mtce.,  $16,000;  works  be- 
long to  city. 

LOOGOOTEE,  pop.  8,000;  fire  area,  600  acres; 
mercantile  bldgs..  brtck,  1  to  2  stories;  private, 
bnck  and  wood,  1^  stories;  wooden  roofs  permitted 
in  fire  area;  fireworics  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept-^  c.  hand 
ex.,  1  h.  &  i  truck,  1  hose  wagon :  hose,  cotton,  rub- 
ber lined,  fair,  GOO  ft^  new  rubber  chemical  hose 
460  feet;  total  hose,  960  ft;  fire  alarm,  bell;  value 
of  dept.  equipment,  $600;  ann.  exp.  of  dept,  $260; 
total  mem.,  16  volunteers. 

Watsk  Supply— Source,  wells;  svstem.  pump  to 
stdp.:  stdp.  cap.  40,000  gals.,  builders  Wright  & 
Wngnt;  res.  csp.  60,000  gals.;  1  pumping  engine 
cap.  per  day  47,260  gals.;  mains,  1  mile:  14  nydiints, 
Ette  &  Kenger;  cost  to  construct  $8,000;  ann.  cost 
of  mtce.,  $2oO;  works  belong  to  city. 

LOWELL,  pop.  1,600,  fire  area,  120  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  2  stories; 
private,  brick  and  wood,  2  stories;  wooden  bldffs. 
not  permitted  in  fire  area;  combustibles  ora.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  8  years,  $260;  av.  ins.  involved  for  same  time, 
$1,860.  Fire  dept— 1  h.  &  1.  truck,  2  hose  carts; 
total  hose.  800  ft;  fire  alarm,  whistle.  14  boxes; 
value  of  dept  equipment,  $1,100;  value  of  bldgs., 
$800;  ann.  exp.  of  dept,  $60;  total  mem.,  30  vol- 
unteers. 

Watik  Supply— Source,    well;    system,    gravity 


services;  pressure,  dom.  40  lbs.,  fire  120  lbs.;  cost 
to  construct,  $17,000;  ann.  cost  of  mtce.,  ^,000; 
works  belong  to  town. 

MADISON,  pop.  7,836;  mercantile  bldgs.,  brick, 
2  to  4  stories;  private,  brick  and  wood,  2  stories; 
wooden  roofs  permitted;  fireworks  and  comr 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept— ^  steamers,  1  h.  &  L  truck,  1  hose  wagon.  6 
hose  carriages,  12  horses;  hose,  rubber,  good,  3,000 
ft. ;  inferior,  all  kinds,  1,000  ft ;  total  hose,  4,000  ft ; 
fire  alarm,  Gamewell,  24  boxes;  value  of  dept. 
equipment,  $26,000;  value  of  bldgs.,  ^0,000;  total 
mem.,  198  volunteers. 

Water  Supply— Source,  river;  system,  pump  to 
res.;  res.  cap.  1,440,000  gals.;  2  pumping  engmes. 
class,    vert.    comp.    cons.^   cap.    per   day   2,WlO,000 

fls.,  constructor  Worthmgton;  mains,  14  miles, 
to  12  in.  dia.;  126  hydrants.  Bourbon;  900  ser- 
vices; pipe,  iron;  pressure,  dom.  60  lbs.,  fire  60 
lbs.;  consumption,  per  day  600,000  gals.,  per  capita 
75  gals.;  cost  to  construct,  $100j000;  ann.  cost  of 
mtce.,  $7,600;  works  belong  to  city. 

MARION,  Grant  County,  pop.  27,000;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  5  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 

fermitted  in  fire  area;  causes  of  fires  investigated, 
'ire  dept.— 2  h.  &  I.  trucks,  12  c.  hand  ex..  2 
comb.  c.  &  h.  wagon,  4  hose  wagons,  1  hose  reel. 
13  horses;  hose,  cotton,  rubber  lined,  good,  12,000 
ft.;  inferior,  all  kinds,  1,600  ft.;  total  hose,  13,600 
ft;  fire  slarm,  Gamewell,  87  boxes;  value  of  dept. 


equipment,  $22,200:  value  of  bldgs.,  $19,000;  total 
mem.  47,  paid  full  time  22,  paid  part  time  8.  21 
volunteers. 

Watsk  Supply— Source,  wells;  system,  jramp 
direct;  quality  of  water,  good;  res.  cap.,  2,000,060 
gals.;  2  pumping  enines,  class  triplex  and  dnp., 
cap.  per  day  9,000,000  gals.,  constructors  Snow 
Steam  Pump  Works  and  Fairbanks-Morse;  mains, 
cast  iron,  3b  miles,  4  to  20  in.  dia.;  820  hydrants; 
220  valves;  meters,  total  number  467,  Crown  4, 
Nash  886,  Empire  2,  Trident  8,  Thomson  6, 
Worthington  l8,  Pittsburjs  47,  Kevstone  15, 
owned  by  city;  3,400  services;  pipe,  lead;  pres- 
sure, dom.  60  Iba,  fire  130  lbs.;  consumption  per 
day  1,647,849  gals.,  per  capita  TO/gals.;  cost  to  con- 
struct, $300,000;  bonded  debt,  $87,600:  int  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $16,000;  works 
belong  to  city. 


MARTINSVILLE,  pop.  6,000;  fire  area.  10 
acres;  mercantile  bldgs.,  brick,  1  to  8  stories;  pri- 
vate, brick  and  wood,  1  to  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  2  hose  wagons,  8  horses; 
hose,  rubber  lined,  good,  1,000  ft.;  200  ft  rubber; 
total  hose,  1,200  ft^  nre  alarm,  telephone;  value  of 
dept  equipment,  $2,500;  ann.  exp.  of  dept,  |1,000; 
total  mem.  ^;  paid  part  time. 

Watsr  Supply— Source,  well,  %  mile  from  buair 
ness  center;  system,  pump  direct;  quality  of  water, 
good;  3  pumping  engines,  class  comp.  dup.,  cap. 
per  day  2,000,000  gals.,  constructor  Gordon;  mains, 
11  miles.  4  to  10  in.  dia.;  84  hydrants,  Bourbon; 
400  services;  pipe,  galv.  iron;  pressure,  dom.  09 
lbs.j^fire  80  to  120  lbs.;  consumption,  per  day 
600,000  gals.,  per  capita  126  gals.:  coat  to  eon^ 
struct,  88,000;  bonded  debt,  ^,000;  int  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtee.,  $6/N0;  works 
belong  to  city. 

MATTHEWS^  Grant  County,  pop.  1.600.  Fire 
dept— 1  c.  engine.  1  h.  &  1.  truck;  fire  alarm, 
telephone,  bell  and  whistle;  total  mem.,  20. 

WATia  Supply— Not  reported. 

MICHIGAN  CITY,  pop.  22,000;  fire  area.  70 
acres;  mercantile  bld^s.,  brick,  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combuatiolea 
ord.;  causes  of  fires  investigated.  Fire  dept — 8 
steamers,  1  h.  &  1.  truck,  4  hose  carts;  hose  cot- 
ton, rubber  lined,  good.  6.300  ft;  rubber,  sood. 
1,200  ft.;  inferior,  all  kinds,  400  ft;  total  bosc, 
8,000  ft;  fire  alarm,  Gamewul,  29  boxes;  yalne  of 
dept.  equipment,  $26,000;  value  of  bldgs.,  $14,000; 
ann.  exp.  of  dept.  $13,000;  total  mem.  40,  14  paid 
part  time. 

WATsa  Supply— Source,  Lake  Michigan,  \4  mile 
from  business  center;  system,  pump  direct;  qoaJity 
of  water,  good;  2  pumpingengines,  cap.  per  4ay 
8,000,000  gals.,  constructors  Uolly  Mfg.  Co.;  nmins, 
cast  iron.  40  miles,  6  to  20  in.  dia. ;  286  hydranta. 
Flower  3ros.,  Mathews,  Eddy;  60  valves,  Ludlow; 
Eddy;  meters,  total  number  1;  1,800  services:  pipe, 
lead,  galv.  iron;  pressure,  dom.  40  Iba,  ere  100 
lbs.;  consumption,  per  day  8,600,000  gals.,  pcr 
captta  176  gals.;  bonded  debt,  $99,000;  int  paid  oa 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $10,000; 
works  belong  to  city. 

MIDDLETOWN.  pop.  2,000;  mercantQe  bldgs., 
brick,  1  to  8  stories:  private,  brick  and  wood,  1^ 
stories;  wooden  roofs  not  permitted;  no  fireworics 
and  combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  3  yrs.,  $1,712.74;  av.  ina.  for 
same  time,  $4,360.  Fire  dept— 2  hose  wagona,^! 
hose  reel;  hose,  cotton,  rubber  lixied.  good  1,900 
ft.;  rubber,  good  1,300  ft;  total  hose,  2,600  ft; 
fire  alarm,  whistle;  value  of  dept  equipment 
$1,060',  value  of  bldgs.,  $400;  total  mem.,  21  paid 
part  time. 

Wateb  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  direct  to  mains: 
quality  of  water^  good;  res.  cap.  800,000  gals.,  lo> 
cated  at  pumping  station;  2  pumping  engines. 
class  comp.  dup.,  size  12  x  8  x  1^  cap.  per  day 
1,600,000  gals.,  constructor  McGowan;  mains,  cast 
iron,  4  to  5  miles,  4  to  10  in.  dia.;  84  hydrants;  16 
valves:  260  services:  pipe,  galv.  iron;  pressor^ 
dom.  36  to  40  Ibs^  are  W  to  100  lbs.;  conSQfap> 
tion  per  day,  146,00O  gals;  cost  to  construct.  f25i- 
000;  cost  of  mtce..  $2,500;  works  belong  to  city. 
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MILFORD,  pop.  1,200.  Fire  dcpt.— 1  h.  &  1. 
truck,  2  hose  carts;  fire  alarm,  telephone :  hose 
500  ft.,  cotton,  rubber  lined;  total  mem.,  33. 

Water  Supply— System,  pump  to  stdp.  and  di- 
rect; stdp.  cap.,  83,000  gals.;  1  pump,  Stillwell- 
Bierce,  7»>.000  gals.  cap.  per  day ;  mains,  2 1*3  miles 
8  to  4  in.  diam. ;  22  hydrants ;  pressure,  90  lbs. 

MILLBRSBURG,  pop.  48L  Fire  dept.-l  h.  & 
I.  truck;  hose,  200  ft;  fire  alarm,  bell;  total  mem., 
ao,  part  paid. 

WATES  Supply— Not  reported. 

MISHAWAKA,  pop.  10,600;  fire  area,  1,600  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  8  stories; 
private,  stone,  brick  and  concrete,  1  to  8  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept — ^I  hose  wagon,  4  hoae  carts,  5  horsea; 
hose,  cotton,  rubber  Oned,  6,400  ft;  fire  alarm, 
electric,  22  boxes;  value  of  dept  equipment,  $1,000: 
value  of  bldas,  $16,000;  total  mem.  06,  paid  full 
time  6,  60  volunteers. 

WATim  Supply— Sotirce,  river;  system,  Pump 
direct;  4  pumping  engines,  cap.  per  day  6,000,000 
gals.,  constructors  Gordon,  Knowles;  mains,  20 
miles,  2  to  16  in.  dia..  National  Tube  Works;  140 
hydrants,  Ludlow;  125  valves;  60  meters:  L600 
services;  pipe,  galv.  iron;  pressure,  dom.  60  lbs., 
fire  100  lbs.;  consumption  per  day  86OJ00O  gals., 
per  capita  36  gals.;  cost  to  construct,  168,884;  int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mice., 
|8»000;  works  belong  to  city. 

MONON,  pop.  1,600;  fire  area,  180  acres;  mer^ 
cantile  bldgs..  brick  and  wood,  2  stories;  private, 
wood,  8  stones;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  8 
years,  13,000.  Fire  dept.— 2  hand  engines,  8  c  en- 
gines on  wheels,  1  h.  &  1.  truck;  hose,  cottcm.  rub- 
ber lined,  good.  200  ft;  inferior,  all  kinds,  260  ft.; 
total  hose,  460  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $1,300;  value  of  bldgs.,  $1,600;  ann. 
exp.  of  dqpt,  $86;  total  mem.,  16  volunteers. 

WATsm  SUPPLY— Source,  wells  and  creek. 

MONROEVILLE,  pop.  1.200.  Fire  dept— 1  hand 
engine,  1  hose  cart,  1  h.  &  1.  truck,  6  Babcock 
chrmical  extinguishers;  hose,  cotton,  rubber  lined, 
1,000  ft.;  toUl  mem.,  16. 

Water  Supply— Source,  wells  and  cisterns,  500 
bbls.  cap.  each. 

MONTICELLO,  pop.  2,107;  mercantile  bldgs., 
brick,  2  and  8  stories;  private,  wood,  1  and  8  sto- 
ries; wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dcpt— «  c  hand  ex.,  1  h.  &  1.  truck,  2  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good  1,600  ft; 
value  of  dept  equipment,  $1,860;  value  of  bldgs., 
1800;  total  mem.,  26  volunteers;  underwriters' 
rating,  second  dass. 

Water  Supply— Source,  wells,  1,000  ft  from 
business  center:  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  126,E^  nls.,  dim.  14  x  HO,  located  cen- 
trally, material  used  in  cons,  steel,  builder  Chicago 
Bridge  &  Iron  Co.;  quality  of  water,  good; 
2  comp.  duplex  pumping  engines,  size  10  x  16 
X  8%  x  m  cap.  per  day  1,500,000  gals., 
constructor  Henry  K.  Worthington;  mains, 
cast  iron,  6Vi  miles,  4  to  10  in.  dia.;  66  hydrants, 
Ludlow;  16  valves,  Ludlow;  meters,  total  number 


132,000;  works  belong  to  city. 


MONTPELIER,  pop.  8.600;  fire  area,  80O  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted  m  fire  area;  fireworks  and  com- 
bustioles  ord.  Fire  dept.— 1  hand  engine,  1  c 
engine  on  wheels,  4  c.  hand  ex.,  1  h.  &  I.  truck, 
1  hose  wagon,  2  hose  carts:  hose,  cotton,  rubber 
lined,  good,  1.800  ft;  inferior,  all  kinds,  600  ft; 
total  hose,  2,400  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $1,000;  value  of  bldgs.. 
$8,000;  ann.  exp.  of  dept,  $360;  total  mem.,  40 
volunteers. 

Water  Supvly— Source,  wells;  system,  pump 
direct;  res.  cap.,  400,000  gals.;  2  pumping  engines, 
class  dup.  comp.,  cap.  per  day  2,000,000  gals.,  con- 
structors Gordan  and  Maxwell;  mains,  6  miles; 
40  hydrants;  40  services;  pipe,  lead;  pressure,  dom. 


40  lbs.,  fire  40  to  100  lbs.;  cost  to  construct,  $41,600; 
int  paid  on  bonds,  6  per  cent;  works  belong  to 
Co. 

MOORESVILLE,  pop.  26,000.  Fire  dept-2 
hose  reels;  hose,  1^00  ft.;  fire  alarm,  'phone  and 
whistle;  total  mem;,  87,  part  paid  and  volunteers. 

Water  Supply— Source,  wells;  systein.  pump  to 
res.;  res.  cap.,  60,000  gals.;  1  pump,  IDeane.  du- 
plex, cap.  per  day,  600,000  pis.:  mams,  8  miles,  4 
to  8  in.  dia.;  26  hydrants;  7  valves. 

MT.  VERNON,  Posey  County,  pop.  10,000; 
mercantile  bldgs.,  brick,  2  to  8  stories;  private, 
brick  and  wood,  1  to  8  stories;  wooden  roof  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.  Fire  dept.— 2  c  hand  ex.,  1  h.  &  L  truck,  1 
hose  wa^on,  2  hose  carts,  2  horses;  hose,  cotton, 
rubber  linea,  good,  1,700  ft :  fire  alarm,  bell,  whistle 
and  telephone;  vsJue  of  dept  equipment  $8,600; 
ann.  exp.  of  dept,  $1,250;  total  mem.  18,  paid  full 
time. 

Water  Supply— Source,  river,  U,  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap., 
196,000  gals.,  dim.  16  x  180,  located  1^  miles  from 
station,  material  used  in  cons,  steel;  filtration  svs* 
tem,  Dentsch  patent.  Federal  Filter  Co.;  quality 
of  water,  good;  4  pumpinff  engines,class  8  high, 
1  low  service,  cap.  per  day  4,000^000  gals.,  con- 
structor WorthinjB^ton,  9  miles:  mains,  cast  iron,  6 
to  12  in.  dia. ;  97  hydrants,  Ludlow ;  33  valves,  Lud- 
low; meters^  total  number  18,  Crown  16,  Trident  8, 
owned  bv  Co^  I^P^  ^^^^  *>*^  8^1^*  ii'on;  pressure, 
dom.  T5  lbs.,  fire  116  lbs. ;  works  belong  to  Co. 

MUNCIE,  pop.  32,600,  fire  area,  60  acres;  mer- 
cantile bldgs.,  stone  and  brick,  8  to  6  stories:  pri- 
vate, wood,  8  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord. ;  causes  of  fires 
investicated;  fire  loss  for  1908,  $29,448.25;  ins.  for 
same  tune,  $142,275.  Fire  dept— >2  steamers,  8  comb, 
c.  &  h.  wagons,  1  c.  engine,  4  c  hand  ex.,  1  h.  & 
1.  truck.  8  hose  wagons,  11  horses;  hose,  cotton, 
rubber  lined,  good,  6,600  ft. ;  rubber,  good.  260  ft ; 
inferior,  all  kinds,  TiOO  ft;  total  hose,  7,600  ft; 
fire  alarm,  Gamewell,  60  boxes;  value  of  dept 
equipment,  $25,000;  value  of  bldgs.,  ^6,000;  ann. 
exp.  of  dept,  $24,882.41;  total  mem.,  22,  paid  full 
time;  underwriters'  rating,  third  class. 

Water  Supply— Source,  wells  and  river :  system, 
pump  direct;  filtration  system,  N.  Y.  Filter,  cap. 
of  plant  4,000,000  gals.;  o  pumping  engines,  cap. 
per  day  16,000,000  flgls.,  constructors  Worthington, 
Knowles;  mams,  39  miles,  4  to  16  in  dia.;  259 
hydrants:  60  valves;  2,792  services;  pressure, 
dom.  40  lbs.,  fire  126  to  160  lbs.;  works  belong  to 
Co. 

NAPANEE,  pop.  3,000;  fire  area,  480  acres; 
mercantile  blags.,  brick  and  wood,  1  to  2  stories; 
private,  brick  and  wood,  IH  stories;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck.  2  hose  carts;  hose,  cot- 
ton, rubber  lined,  good,  2,000  ft;  fire  alarm,  bell 
and  whistle;  total  mem.  24  volunteers. 

Water  Supply- Source,  well,  IH  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
75,000  gals.,  dim.  20  x  24,  material  used  in  cons, 
steel;  quality  of  water,  good;  1  pumping  engine, 
cap.  per  day  370,000  gals.,  constructors,  Downie 
Pump  Co.;  mains,  6  miles,  4  to  8  in.  dia.;  42  hy- 
drants; meters,  total  number  36,  Buffalo,  owned 
by  city;  310  services;  pipe,  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  126  lbs.;  consumption  per  day, 
35,000  @Is.:  cost  to  construct,  $22,000;  cost  of 
mtce.,  $2,800;  works  belong  to  city. 

NEW  ALBANY,  pop.  22.628;  fire  area,  3,840 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and  5 
stories;  private,  wood,  2  stories:  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord^causes  of 
fires  investigated :  fire  loss  for  1907,  $22,350;  ins. 
for  same  time,  $818,925.  Fire  dept — 2  hand  en- 
gines, 1  h.  &  1.  truck,  1  hose  wagon,  3  hose  reels, 
12  horses;  hose,  rubber,  good,  6,000  ft;  inferior,  all 
kinds,  1,400  ft;  toUl  hose,  6,400  ft;  fire  alarm, 
Gamewell  and  Gaynor.  38  boxes;  value  of  dept 
equipment,  $10,000;  value  of  bldgs.,  $24,600;  ann. 
exp.  of  department,  $16,500;  total  mem.  19,  paid 
full  time;  J.  Kraft,  chief;  underwriters'  rating, 
second  class. 

Water  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  gravity  and  pnmp  to  res.; 
quality  of  water,  fair;  res.  cap.  27,000,000  gals.,  lo- 
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cated  800  ft  above  level  of  river;  pumping  en- 
gines and  motors,  cap.  per  day  5,000,000  gals.; 
mains,  cast  iroxi,  25  miles,  1  to  24  in.  dia.; 
220  hydrants.  Wood  and  Bourbon;  valves. 
Ludlow,  Chapman;  meters,  total  number  200 
Crown,  Hersey  Rotarv,   Hersev   Disc,  Worthing 


NEWBURG,  pop.  1,371;  mercantile  bldgs., 
brick  and  wood.  Fire  dept— 1  hand  engine,  1  h. 
&  I.  truck.  1  hose  carriage;  total  hose,  700  ft;  fire 
alarm,  bell. 

Watik  Supply— Source,  cisterns. 

NEW  CARLISLE,  pop.  1,500.  Fire  dcpt.— 1  h. 
&  1.  truck.  1  hose  cart.  1  hose  carriage;  hose, 
cotton,  rubber  lined,  1,000  ft.;  fire  alarm,  bell; 
total  mem.,  20. 

Water  Supply— Source,  5  wells;  system,  pump 
direct;  stdp.  cap.,  38.000  gals.;  2  pumps;  construc- 
tor Dean;  class  duplex,  cap.  750.000  gals,  per  day; 
2%  miles  mains,  4  to  6  in.  dia.;  18  hydrants. 

NEW  CASTLE,  Henry  County,  pop.  3,406; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  8  yrs..  I2.12S. 
Fire  dept— 1  comb,  c  &  h.  wagon,  8  h.  &  L 
trucks,  1  hose  wago^,  8  hose  carriages,  1  horse; 
hose,  cotton,  rubber  lined,  good  2,800  ft;  inferior, 
all  kinds.  400  ft.;  total  hose,  8jp0  ft;  fire  alarm, 
electric,  82  boxes;  total  mem.,  88  volunteers. 

Watsr  Supply— Source,  wells;  system,  pump 
direct:  8  pumping  engines,  class  hor.  duo.,  cap. 
per  day  8,000,000  gals.,  constructor  McGowan; 
mains,  21  miles,  4  to  12  in.  dia.,  Addyston;  112 
hydrants.  Holly  and  Mathews;  meters,  Thompson- 
Lambert;  total  number  125;  800  services;  pressure, 
dom.  85  to  90  lbs.,  fire  125  to  140;  consumption,  per 
day  3,500,000  gals. ;  per  capita,  666  gals. ;  cost  to 
construct.  160,000;  ann.  cost  of  mtce.,  $4,200; 
works  belong  to  city. 

NEW  HAVEN,  pop.  960.  Fire  dept— 1  h.  & 
L  truck,  1  hose  cart,  1  nose  carriage;  hose,  800  ft; 
total  mem^  20. 

Water  Supply— Source,  artesian  wells;  system, 
pump  to  res.  and  direct;  1  pump,  Laidlaw,  Dunn; 
mains.  3  miles,  4  to  8  in.  dia.;  20  hydrants;  prea- 
sure,  80  to  100  lbs. 

NEW  HARMONY,  pop.  1,300;  fire  area,  180 
Acres;  mercantile  bldgs.,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in- 
vestigated. Fire  dept— 2  hand  engines,  18  c.  hand 
ex.,  2  h.  &  1.  trucks,  2  hose  wagons,  8  hose  carts; 
hose,  cotton,  rubber  lined,  good,  900  ft;  5  hy- 
drants; fire  slarm,  bell  and  whistle;  value  of  dept 
equipment,  $660;  value  of  bldgs,  |3,000;  ann.  exp. 
of  dept,  $60;  26  volunteers. 

Water  Supply — Source,  wells,  river  and  cis- 
terns; waterworks  contemplated. 

NEW  PALESTINE,  pop.  444.  Fire  dept— 1  c 
engine,  1  hand  engine.  1  hose  cart,  1  n.  &  L 
truck;  hose,  800  ft;  electric  alarm,  6  boxes;  total 
mem.,  20  volunteers. 

Water  Supply— Source,  cisterns. 

NOBLESVILLE,  pop.  6,860;  fire  area,  686  acres: 
mercantile  biugs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  brick  and  wood,  1  to  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  comb.  c.  &  h.  wagon, 
2  c.  hand  ex.,  8  hose  carts,  2  horses;  hose,  cotton, 
rubber  lined,  good,  1,500  ft;  rubber,  good,  1,000 
ft;  inferior,  all  kinds,  200  ft.;  total  hose,  2,700  ft; 
fire  alarm,  Gamewell,  8  boxes:  value  of  dept. 
equipment,  $6T76:  value  of  bldgs.,  $4,000;  ann. 
exp.  of  dept.,  $2,579:  total  mem.  3,  paid  tuU  time. 

Water  Supply— Source,  wells,  H  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  ca^,  15,000  bbls.; 
pumpmg  engines,  cap.  per  day  8,000,000  gals.,  con* 
structor  Deane;  mains,  cast  iron,  12  miles,  4  to 
12  in.  dia.;  103  hydrants;  meters,  total  number  100, 
Lambert^  Thompson,  Hersey  and  Crane;  800  ser- 
vices; pipe,  lead;  pressure,  dom.  40  lbs.,  fire  80 
to  120  lbs.;   cost   to   construct,   $100,000;   bonded 


debt  $40,000;  int  paid  on  bonds,  6  j>er  cent;  oost 
of  mtce.,  $5,000;  works  belong  to  Co. 

NORTH  JUDSON,  pop.  944.  Fire  dcpt-1 
hand  engine,  1  hose  reel;  hose,  500  ft;  Toluntecr 
Co. 

Water  Supply— Source,  wells 

NORTH  MANCHESTER,  fK>p.  8,896;  fire  area. 
640  acres;  mercantile  bldgs.,  bnck,  8  storica;  pri- 
vate, wood,  1  and  2  stories.  Fire  dept— 1  ateamer, 
1  h.  &  1.  truck,  3  hose  carriages;  hoses,  cotton, 
rubber  lined,  good  8,160  ft;  rubber,  good  806  ft; 
inferior,  all  kmds.  150  ft.;  toUl  hose,  SJ60&  &.; 
value  of  dept  equipment,  $6,000;  total  mem.,  47. 
paid  full  time  8,  volunteers  46;  Peter  Ifanred, 
chief;  underwriters'  rating,  third  daaa. 

Water  Supply— Source,  wells  and  river  ^jgrstcm, 
pump  to  stdp.  and  direct;  ttdp.  cap.  16S,«I6  gala, 
dim.  16  X  110,  material  used  in  cons,  steelt  bnild- 
ers  Variety  Iron  Works;  res.  cap.  60,000  gals.r8 
pumping  engines,  class  dup.,  cap.  per  day  IJWjWI 
gals.,  constructor  McGowan;  mains,  6  nailea,  4  to 
10   in.    dia..    Addyston;    65    hydrants,    Miehigan; 


meters,  total  number  840,  Thomson,  owned  by  dtj; 
224  services;  pipe, jgalv.  iron;  pressure,  don.  61 
lbs.,  fire  100  to  120  lbs.;  consumption,  per  day 


100,000  gals.,  per  capita  50  gals.;  cost  to  conrtiuct 

$88,000;  int  paid  on  bonds,  6  per  cent; — ' 

of  mtce..  $700;    works  belong  to  city. 


NORTH  VERNON,  pop.  4.000;  fire 
acres;  bldgs..  frame  and  bnck,  1,  2  and  S  stories; 
wooden  roofs  not  permitted  in  fire  area.  Fire 
dept.— 1  steamer,  2  h.  &  1.  trucks,  2  hose  carriages ; 

4  chemical  ex.;  hose,  cotton,  rubber  lined,  good. 
1,200  ft;  fire  alarm,  telephone;  value  of  dept  equip- 
ment, J^600;  value  of  bldgs.,  $8,00;  ann.  exp.  of 
dept.,  1260;  total  mem.,  23,  paid  part  time  1«  volun- 
teers Zi;  underwriters'  ratinjg^,  second  daaa. 

Water  Supply— Source,  nver;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  86,000  aala.,  dim. 
18  X  100,  material  used  m  cons,  steel  ana  atone:  fil- 
tration system,  stone  and  gravel;  res.  cap.  WJOOk^jn 
gals.;  2  ptimpin|r  engines,  class  eomp.  dap.,  cap. 
per  day  8,826,000  gals.,  constructors  Gordon  and 
Worthington;  mams,  6  miles,  4  to  10  in.  db., 
Dennis  Long  and  Addjrston;  66  hydranta,  Bour- 
bon; 18  valves;  860  services;  pipe,  galv.  iron;  press- 
ure, dom.  66  lbs.,  fire  140  lbs.;  consumption,  per 
day  866,000  nls.,  per  capita  86  gals.;  coat  to  con- 
struct,  $80,000;  intpaid  on  bonds,  4  per  cent ;  ann. 
cost  of  mtce.,  $1,800;  works  belong  to  city. 

OAKLAND  CITY,  pop.  1,9W;  fire  area,  1,000 
acres;  mercantile  bldgs.,  brick  and  wood,  8  and  S 
stories;  private,  wood,  1  story;  wooden  roois  not 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept — 1  hose 
cart  6  hand  ladders;  hose,  cotton,  rubber  lined. 
good,  1,000  ft;  fire  alarm,  bell  and  whistle;  total 
mem.,  12  volunteers;  underwriters'  rating,  fourth 
class. 

Water  Supply— Source,  lake,  %  mile  from 
business  center;  system,  pump  to  stdp.  and  di- 
rect: stdp.  cap.  60,000  gals.,  dim.  19  x  80;  material 
used  in  cons,  steel;  quality  of  water,  good:  res. 
cap.  60,000,000  gals.,  located  %  mile  from  city;  2 
pumping  endues,  cap.  per  day  8,000,000  gala.,  con- 
structors Laidlaw-Dunn-Gordon;  mains,  cast  iron, 

5  miles,  6  to  10  in.  dia.;  40  hydrants;  14  valves; 
150  services:  pipe.  galv.  iron;  pressure,  gp  Ibs^ 
fire  SO  to  100  lbs  :  cost  to  construct 


of  mtce.,  $600;  works  leased  by  city  to  Co 

ODON,  pop.  1,600.  Fire  dept— 2  c  engines.  1 
h.  &  1.  truck;  hose,  20O  ft;  fire  alarm,  whisOe;  38 
volunteers. 

Water  Supply — Source,  wells. 


OLDENBURG,  pop.  900;  fire  area,  IgO 
Fire  dept— 2  hand  engines,  1  h.  ft  L  track,  8 
hose  carriages;  hose,  cotton,  rubber  lined,  good. 
400  ft;  fire  alarm,  bell;    value  of  dept  eqvipmcat. 

8,000;    value  of  bldgs,  $1,000;   ann.  exp.  ot  dept., 
0;  volunteer  dept;  underwriters'  raang,  fonra 
class. 

Water  Supply— Source,  cisterns  and  wells;  sys- 
tem, hand  pumps. 


ORLEANS,  pop.  1,286;  fire  area.  840  ac 
cantile  bldgs.,  bnck  and  wood,  2  stories 
dept— 12  c.  hand  ex.,  1  h.  ft  L  track;    fire 
bell;  total  mem.,  26  vc^nnteers. 

Water  Supply— Source,  wells  and  cisCcras. 
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OSGOOD,  pop.  1,600;  fire  area,  260  acres;  mer- 
cantile bldgs.,  brick,  4  storiea;  private,  wood,  1  and 
2  stories;  wooden  roofs  permitted.  Fire  dept.^1 
hand  engine,  1  h.  &  1.  truck,  1  hose  wagon.  1  hose 
reel:  hose,  rubber,  1,060  ft.;  fire  alarm,  oell;  value 
of  aept.  equipment,  IMOO;  value  of  bldgs.,  fiUOOO; 
ann.  exp.  of  dept,  |60;  total  mem.  82,  paid  part 
time  4,  volunteers  28. 

Watxk  Suppi.y--Source.  wella  and  ciatems. 

OWENSVILLH,  pop.  1,200;  fire  area,  100  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  wood.  IH  stories;  wooden  roofs  not  per- 
mitted in  fire  area.  Fire  depL— 8  c.  engines  on 
wheels,  4  c  hand  ex.,  1  h.  &  1.  trud^  2  hose  wag" 
ons,  8  hose  carts;  hose,  rubber,  good,  500  ft,;  fire 
alarm,  bell:  value  of  dept.  equipment,  ^000; 
value  of  bldgs..  I&OO;  ann.  exp.  of  aept.,  $60;  total 
mem.  100,  paid  part  time  26,  75  volunteers. 

Watxk  SuprLT— Source,  wells  and  dstems. 

OXFORD,  iK>p.  1,6U0;  fire  area,  1  sq.  mile.  Fire 
dept. — ^1  c.  engine,  2  h.  &  1.  trucks,  2  hose  wagons; 
hose.  Eureka,  good,  1,000  ft;  fire  alarm,  bell; 
value  of  depL  equipment,  12400;  value  of  bldgs., 
$1,000;  ann.  exp.  of  dept.,  $60;  total  mem.,  12, 
paid  part  time;  underwriters'  rating,  fourth  class. 

Watbs  Supply— Source,  wells;  system,  pump 
direct;  8  pumping  engines,  cap.  per  day.  16,000 
gals.;  constructor  Dean;  mains,  Vj/k  miiles;  80 
fiydrants;  16  valves;  pressure,  dom.  40  lbs.,  fire 
100  Ibfc;  cost  to  construct,  184,000;  bonded  debt. 
188,000;  int.  paid  on  bonds,  6  per  cent.;  cost  of 
mtce.,  14,200. 

PAOLI,  pop.  1,186;  fire  area,  620  acres;  mercan- 
tile bldgs.,  wood  and  brick:  fire  loss  for  6  yrs., 
14,760.  Fire  dept— 2  h.  &  1.  trucks,  8  hose  carw 
riages;  hose,  cotton,  rubber  lined,  good.  1,200  ft.; 
inferior,  all  kinds,  200  ft. ;  total  hose,  1,000  ft ;  fire 
slarm,  bell;  20  volunteers. 

Water  Supply— Source,  creek,  \i  mile  from 
business  center;  system,  pnmp  to  res.;  qualitv  of 
water,  s^ood;  res.  cap.  200,000  gals^  located  on  hill; 
1  pumping  engine,  cap.  per  day  j50,000  gals.,  con- 
structor Deane;  mains,  cast  iron,  8  miles,  4  to  6 
in.  dia.;  24  hydrants;  200  services;  pipe,  galv. 
iron;  pressure,  dom.  65  lbs.,  fire  76  lbs.;  con- 
sumption  per  day,  60,000  gala. ;  cost  to  construct, 
19,000;  cost  of  mtce.,  81,200;  works  belong  to  town. 

PARKER  CITY,  pop.  909.  Fire  dept— Hose, 
600  ft 

Watxk  Supply— Source,  wells;  1  pump,  cap., 
10,000  gals,  per  day;  mains,  2  miles. 

PENDLETON,  pop.  1,600;  fire  area,  400  acres; 
mercantile  bldgs.,  onck  and  wood,  1  to  8  stories; 
private,  wood,  1  to  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord. :  causes  of  fires  investigated ;  av.  fire  loss  per 
yr.  for  past  8  yrs.,  |l,20O.  Fire  dept.— 1  c  engine, 
1  hose  wagon,  6  c.  hand  ex.,  1  h.  s  1.  truck;  hose, 
cotton,  rtiober  lined,  good,  1,200  ft;  total  hose, 
1,800  ft.;  fire  alarm;  bell;  value  of  dept  equipment 
$3,000;  value  of  dept.  bldgs.,  $3,000;  total  mem.,  18 
volunteers;  water  supply,  3  wells. 

PERU,  pop.  10,000;  fire  area,  1,920' acres;  mer- 
cantile bldgs.,  brick,  3  stories;  private,  wood.  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— !  c.  hand  ex.,  1  h. 
&  L  truck,  2  hose  carriages,  4  horses;  hose»  cot- 
ton, rubber  lined,  good,  4,500  ft ;  inferior,  all  kinds, 
1,600  ft ;  total  hose,  6,000  ft ;  fire  alarm,  Gamewell. 
16  boxes;  total  mem.,  16,  paid  full  time  8,  paid 
part  time  8;  underwriters'  rating,  first  class. 

Watsk  Supply— Source,  wells  and  river,  % 
mile  from  business  center;  system,  pump  to  res.; 
quality  of  water,  good;  res.  cap.  1,600,000  gals., 
located  south  of  pumping  station ;  2 'pumping  en- 
gines, class  dup.,  cap.  per  day  l,7oO{000  gals.,  con- 
structor Worthmyton;  mains,  cast  iron,  18  miles, 
6  to  20  in.  dia^  i98  hydrants  ^  130  valves ;  meters, 
total  number  37,  Crown  15,  I^ash  1,  Gem  1,  Her- 
sey  Rotary  20,  Trident  2.  Hersey  Disc  4,  Hersey 
Torrent  4.  Worthington  2,  Pittsburg  1,  owned  by 
city;  2,010  services;  pipe,  lead;  pressure,  dom.  «) 
lbs.,   fire  90  lbs.;  consump^n  per  day,  1,600,000 

Els^cost  to   construct   8200.000;  cost  of  mtce., 
O.OOO;  works  belong  to  city. 

PETERSBURG,  pop.  1,751;  fire  area,  600  acres; 
mercantile  bldgs.,   bnck,   1  to  2  stories;  private. 
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brick  and  wood,  1  and  2  stories;  wooden  roofs  not 
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permitted  in  fire  area;  fireworks  and  combusti- 
bles ord.  Fir«  dept— 1  h.  &  L  truck,  1  hose  wag- 
on, 2  horses;  hose,  cotton,  rubber  lined,  good. 
1,600  ft:  value  of  dept  equipment,  $1,000;  tout 
mem.,  U  volunteers. 

Watxs  Supply— Source,  river,  1)4  miles  from 
business  center;  system,  pump  to  stdp.  and  di- 
rect: stdp.  cap.  120,000  gals.,  dim.  16  x  W>,  material 
used  in  ccms.  iron;  quality  of  water,  good;  2 
pumping  engines,  cap.  per  day  1,600,000  gals.,  con- 
structors Stillwell-Bierce;  mams,  6^  miles,  4  to 
10  in.  dia.;  52  hydrants;  meters,  total  number  18, 
Crown  2|  Buffalo  10.  owned  by  city;  175  services; 
>ipe,  galv.  iron;  pressure,  dom.  65  lbs.,  fire  156 
bs.;  consumption  per  day,  46,617  gals.;  cost  to 
construct,  $38,000;  int  paid  on  bonds,  4^  per  cent; 
cost  of  mtce.,  11,000;  works  belong  to  city. 

PIERCETON,  pop.  886.  Fire  dept— 1  hose 
cart:  hose.  UOO  ft 

Watxk  Supply— 4Source,  well:  system,  pump  di- 
rect and  res.;  res.  cap.,  600  bbls. 

PLYMOUTH,  pop.  6,000;  fire  area,  600  acres; 
mercantile  bldgs.,  bnck  and  stone,  2  and  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 6  c.  hand  ex.. 
1  h.  &  1.  truck,  1  hose  wagon,  2  hose  carriages.  8 
horses;  hose,  cotton,  rubber  lined,  good,  600  ft; 
rubber,  good,  2,000  ft ;  total  hose,  ^^600  ft. ;  fire 
alarm,  bell  and  whistle;  ann.  exp.  of  dept.  $600; 
total  mem^  70  volunteers. 

Watbk  Supply— Source^wells;  system,  air  lifts, 
pump  direct;  res.  cap.,  200,000  gals.;  2  puxnping 
engines,  class  hor.  dup.,  cap.  per  day  1,500,000 
gals.,  constructor  Holly;  mains,  galv.  iron,  8  miles, 
4  to  10  dia.,  Michigan;  68  hvdrants.  Holly. 
Mathews;  40  valves;  meters,  total  number  9;  806 
services;  pipe,  galv.  iron;  pressure,  dom.  40  to  00 
lbs.,  fire  80  to  150  lbs.:  consumption  per  day^90.000 
gals.,  per  capita  16  gals.;  cost  to  construct,  $36,000; 
bonded  debt,  $1,000;  int  paid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.,  ^,800;  works  belong  to 
city. 

PORTLAND.  Jay  County,  pop.  6.000;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  brick  and  wood,  IH  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept 
— ^1  c.  engine  on  wheels,  4  c.  hand  ex.,  1  h.  &  L 
truck,  1  nose  wagon,  8  horses;  hose,  cotton,  rub- 
ber lined,  good,  ZJ600  ft;  fire  alarm,  whistle  and 
telephone;  value  of  dept  equipment  $6,000;  value 
of  bldgs.,  $3^000;  ann.  exp.  of  dept,  $2,800;  total 
mem.  15,  paid  full  time  3,  paid  part  time  12. 

Watxr  Supply— Source,  wells,  8  blocks  from 
business  center;  system,  pump  direct jMB  pnmping 
engines,  class  dup.,  cap.  per  day  2,000,000  gals., 
constructor  Blake;  mains,  10  mileSj  4  to  12  in.  dia.; 
106  hydrants,  Michigan;  425  services:  pipe,  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  90  lbs.;  cost  to 
construct  $66,000;  int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $3,0qO;   works  belong  to  city. 

POSEYVILLE,  pop.  1,200.     Fire  dept— 1  comb, 
c.  &  hand  engine,  1  hand  h.  &  1.  truck;  hose,  500  ft 
VVATEa  Supply — Source,  cistern. 

PRINCETON,  pop.  10,000;  fire  area,  600  acres; 
mercantile  bldgs.,  brick,  1  to  3  stories;  private, 
brick  and  wood,  8  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 1 
comb.  c.  &  h.  wagon,  2  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  wagon,  8  hose  reels.  2  horses;  hose, 
cotton,  rubber  hnea,  good,  1J500  ft;  fire  alarm, 
Gamewell,  16  boxes;  value  of  dept  equipment, 
$3,000;  value  of  bldgs.,  $6,800;  ann.  exp.  of  dept, 
$1,420;  total  mem.  13,  paid  full  time  1,  12  volun- 
teers. 

Watsr  Supply— ^urce,  river,  2  miles  from  busi- 
ness center;  s^em.  pump  to  stdp.;  stdp.  cap. 
176,000  gals.,  dim.  80  x  70,  located  near  station, 
material  used  in  cons,  steel,  builders  Brownell 
Mfg.  Co.;  quality  of  water,  good;  2  pumping  en- 
gines, class  comp.  dup.,  cap.  per  day  S,l»,v/^H) 
^s.,  constructors  Gordon  ft  Barr;  mains,  cast 
iron,  20  miles,  4  to  12  in.  dia.,  Chattanooga;  140 
hvdrants,  Michigan:  meters,  total  number  10, 
Crown  4.  Gem  o,  Hersey  Rotary  1;  600  services; 
pipe,  galv.  iron;  preasure,  dom.  40  to  TC  lbs.,  fire 
13o  lbs.;  consumption,  per  day  750,000  gals.,  per 
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capita  125  sals.:  cost  to  oonitnict.  1100,000;  bonded 
debt,  120,000;  mt.  paid  on  bonds.  4^  per  cent; 
ann.  cost  of  mtce.,  98,200;  works  belong  to  Co. 

RED  KEY,  pop.  2,200;  mercantile  bides.,  brick, 
1  to  2  stories;  priyate,  wood.  1  to  2  stories; 
wooden  roofs  not  permitted  in  nre  area;  causes  of 
fires  investisated.  Fire  dept.— 1  c.  engine,  6  c. 
band  ex.,  1  n.  &  1.  truck,  1  aerial  truck;  value  of 
dept.  bldgs.,  1800;  total  mem.,  20  volunteers. 

REMINGTON,  pop.  1,120:  fire  area,  100  acres; 
mercantile  bldgs.,  Inick  and  wood}  wooden  roofs 
permitted.  Fire  dept.— 1  hand  engme,  1  hose,  car- 
riage; water  tower;  hose,  cotton,  rubber  lined, 
good  800  ft.;  fire  alarm,  bell;  total  mem.,  12  volun- 
teers; W.  E.  Peck,  chief. 

Watbe  SuppLT—Source,  deep  wcUs;  system, 
pump  to  stdp. ;  stdp.  cap.,  00,000  sal**  I  Quality  ot 
water,  good;  1  pumping  engine,  class  triplex,  cap. 
per  day  28,800  gals.,  constructor  Dennins;  mains, 
cast  iron,  6  miles,  4  to  8  in.  dia.:  25  byorants;  10 
valves;  meters,  total  number  8S,  Nash  80,  Buffalo  2, 
owned  by  dty;  90  services;  pipe,  galv.  iron;  pres- 
sure, dom.  46  lbs.,  fire  90  lbs.;  consumption  per 
day,  2,000  gals.;  cost  to  construct,  814,000;  cost  of 
mtce.,  8200;  works  belong  to  city. 

RENSSELAER,  pop.  2,000;  fire  area,  640  acres; 
mercantile  bldgs.,  bnck,  1  to  2  stories;  private, 
wood,  2  stories;  wooden  roofa  permitted:  combusti- 
bles ord. ;  causes  of  fires  investigated.  Fire  dept— 
1  h.  &  1.  truck,  1  c.  hose  and  chemical  wagon,  2 
hose  carriages  and  reels,  2  horses;  hose,  cotton, 
rubber  lined,  good,  2,200  ft.;  fire  alarm,  whistle; 
value  of  dept.  equipment,  88,000;  ann.  exp.  of 
dept.,  81,00;  total  mem.,  10,  1  paid,  9  volunteers. 
E.  R.  Hopkins,  chief;  underwriters'  rating,  second 
class. 

Watbs  Supply— Source,  wells,  4  blocks  from 
business  center;  nrstem,  pump  to  stdp.  and  di- 
rect; stdp.  cap.,  105,000  gala.,  dun.  22  x  40,  materia] 
used  in  cons,  iron;  quality  of  water,  good;  2 
pumping  engines,  cap.  per  day  8,000,000  gals.,  con- 
structors Smith- Vaile;  mains,  cast  iron,  8  miles,  4 
to  10  in.  dia.;  72  h/drants;  270  services;  2  relief 
valves;  pipe,  galv.  iron  and  lead;  pressure,  dom. 
00  lbs.,  fire  00  to  110  lbs. ;  cost  to  construct,  848,000; 
cost  ot  mtce.,  81,000;  works  belong  to  dty. 

RICHMOND,  Wayne  County,  pop.  20,000;  mer- 
cantile bldgs.^  brick,  1  to  6  stories;  private, 
wood  and  bnck,  2  stories;  wooden  roots  per- 
mitted; fireworks  and  combustibles  ord;  causes  of 
fires  investigated;  av.  fire  loss  per  vr.  for  2  vrs., 
846,807;  av.  ms.  for  same  time,  8207,968.  Fire  dept. 
— 1  steamer,  2  comb,  c  &  h.  wagons,  1  c.  engine 
10  c.  hand  ex.,  1  h.  &  1.  truck.  4^  hose  wagons,  11 
horses;  hose,  cotton,  rubber  lined,  7,700  It. ;  fire 
alarm,  Gamewell  storage,  69  boxes;  value  of  dept. 
equipment,  86,000;  value  of  bldgs.,  820,000:  ann. 
exp.,  of  dept.,  819,179.60;  total  mem.,  19,  paid  full 
time;  underwriters*  rating,  first  class. 

Watbk  Supply— Source,  wdls,  8  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  10,000,000  gals., 
located  1  mile  from  pumping  station:  2  pumping 
engines,  class  hor.  comp.,  cap.  per  day  10,000.000 
gals.,  constructor  Holly:  mams,  cast  iron,  35^^ 
miles,  4  to  20  in.  dia.;  306  hydrants;  181  valves; 
meters,  total  number  1,927,  Crown  29,  Nash  78, 
Empire  1,  Gem  4,  Kersey  Rotary  2,  Trident  51, 
Kersey  Torrent  12.  Thonuon  39,  Worthinaton  288, 
Columbia  1,  Pittsburg  1,  Keystone  68,  Lambert 
1,408,  owned  by  Co.;  8^00  services;  pipe.  galv. 
iron  and  lead;  pressure,  dom.  66  lbs.,  fire  llO  lbs.; 
consumption  per  day,  2,000,000  gals.;  bonded  debt, 
8860,000;  int.  paid  on  bonds,  6  per  cent;  works  be- 
long to  Co. 

RISING  SUN,  pop.  1,548;  fire  area,  640  acres; 

mercantile  bldgs.,  onck  and  wood,  2  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs  per- 
mitted ;  no  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated.  Fire  dept.— 4  steamers,  1  h. 
&  1.  truck,  2  hose  carriages;  nose,  cotton,  rubber 
lined,  eood,  1,800  ft.;  rubber  good,  L500  ft;  toul 
hose,  2,400  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  88^000;  value,  of  bldgs.,  81,000;  ann. 
exp.  of  dept,  ^00;  total  mem.,  80  volunteers;  un- 
derwrite^f'^  ranng,  fourth  dass. 

Watek  Supply— Source,  river;  system,  pump  to 
9  cisterns,  12  x  12  ft;  pressure,  fire  200  Ids.;  cost 
to  construct.  85,600;  ann.  cost  of  mtoe.,  8500;  works 
belong  to  city. 


ROCHESTER,  pop.  4,000;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  1  to  8  stories,  brick;  pri- 
vate, brick  and  wood,  1  to  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  causes  of  fires  investi- 
gated.  Fire  dept. — 1  c.  chemical  hose  and  ladder 
wagon;  hose,  cotton,  rubber  lined,  good,  2,000  ft; 
fire  alarm,  bell  and  whistle;  ann.  exp.  of  dept, 
$1,200;  total  mem.,  8,  2  paid  6  volunteers. 

Watsk  SuppLY-^Souroe,  lake,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
106,000  gala.,  dim.  12  x  125.  material  used  in  ooos. 
steel;  quality  of  water,  soft;  2  pumping  engines, 
cap.  per  day  2,000,000  gals.,  consiructort  Smith- 
Vaile;  mains,  cast  iron,  12  miles,  4  to  12  in.  dia.; 
90  hydrants:  80  valves;  meters,  total  number  80, 
Crown  15,  Nash  1,  Gem  8,  Trident  1,  owned  by 
dty;  500  services;  pipe,  lead  and  galv.  Iron;  pres> 
sure,  dom.  00  lbs.,  fire  120  lbs.;  consumption  per 
day.  400.000  gals.;  bonded  debt,  826k000|int  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  82,800;  works 
belong  to  city. 


ROCKPORTi  pop.  2,882;  fire  ar«a.  TOO 
mercantile  bldgs.,  brick,  8  and  4  stones;  ^vate, 
wood  and  brick,  1  and  2  stories;  wooden  roofs  not 
permitted.  Fire  dept-*12  e.  hand  ex.,  1  h.  &  L 
truck,  2  hose  carta,  2  hose  carriages;  hose,  cotton, 
rubber  lined,  good.  1,500  ft:  inferior,  all  ktada*  506 
ft;  total  hose,  2,000  ft;  fire  alarm,  t»dl;  vahw 
of  dept  equipment,  81,600;  value  of  bldga.,  |S,0eO; 
total  mem. 

WATsa  Supply— ^urce,  wdls,  in  bosineaa  cen- 
ter; system,  pump  to  res.  and  stdp.;  stdp.  csp. 
60,000  gals.;  dim.  20  x  24,  located  on  hill  at  edge 
of  town,  materid   used   in  cons,   sted,   bvUdos 


tors  Smith-Vaile  Co.;  mains,  cast  iron,  6%  miles, 
4  to  10  in.  dia.;  87  hydrants,  Ludlow;  415  services; 
pipe.  gdv.  iron;  pressure,  dom.  85  to  60  Iba.,  fire 
100  lbs.;  consumption,  per  day  800,000  gala.:  per 
capiu  100  gals.;  bonded  debt,  850,000;  int  paid  on 
bonds,  5  per  cent;  works  belong  to  Co. 

ROCKVILLE,  pop.  2,046.  Fire  dept—l  h.  &  1 
truck,  1  90-gal.  c.  engine;  hoae,  1,200  tt 

Water  Supply— Source,  well,  2H  miles  from 
town;  system,  pump  to  res.,  to  stdp.  and  direct; 
stdp.  cap.  80,000  gals.,  dim.  18  x  16.  located  at 
station,  material  used  in  cons,  wood  and  sted, 
builders  Flint  &  Walling;  quality  of  water,  good; 
res.  cap.  20,000  gals.,  located  at  station;  1  pump- 
ing engine,  class  dup.,  constructors  Stilwdl-Beirce; 
mains,  cast  iron,  7  miles,  6  and  8  in.  dia.;  39  bv* 
drants,  Eddy;  8  valves;  cost  to  construct,' 880,000; 
works  belong  to  city. 

ROYAL  CENTER,  pop.  1,000.  Fire  dept.— 1  h. 
&  1.  truck,  2  hose  carts;  hose,  1,000  ft,  cotton,  rub- 
ber lined;  fire  darm,  telephone  and  whistle. 

Watxk  Supply— Source,  wells;  system^  pump  to 
tank  and  direct;  1  pump;  mains,  5  miles,  6  in. 
dia.;    10  hydrants;  pressure,  40  lbs. 

RUSHVILLE,  pop.  5,500;  fire  area,  800  acres; 
mercantile  bldgs.,  brick  and  stone,  2  to  3  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated ;  av.  fire  loss  for  S 
years,  82300;  a  v.  ins.  involved  for  same  time, 
83,600.  Fire  dept— 2  steamers,  2  hose  wagons.  2 
horses;  hose,  cotton,  rubber  lined,  good,  1^600  ft; 
fire  alarm,  electric,  24  boxes;  value  of  dept.  equip- 
ment, 811,880;  value  of  bldgs,  |4,000;  total  mem.  14. 
paid  full  time  2,  part  time  12. 

Watsx  Supply— Source,  weU,  200  ft  from  bnsi- 
ness  center;  system,  pump  to  stdp.  and  direct  to 
mains;  stdp.  cap.  115,000  gda.,  dim.  14  x  100,  nur 
tend  used  in  cons,  boiler  plate;  quality  of  water, 
fair;  pumping  engines,  dass  dup..  cap.  per  day 
260,000  gds.,  constructors  Deane  and  Cook;  mains, 
cast  iron,  16  miles,  4  to  12  in.  dia.;  29  hydrants; 
meters,  total  number  20,  Trident,  owned  oy  ooa- 
sumer;  60  services;  pressure,  dom.  60  Iba.,  fire 
60  to  75  lbs.;  cost  to  construct.  8800,000;  cost  of 
mtce.,  81,200;  works  bdong  to  dty. 

SALEM,  Washington  County,  pop.  1,906;  mer- 
cantile bldgs.,  brick,  1  to  2  stones^  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated 
Fire  dept.— 1  steamer,  1  c.  engine,  1  h.  &  1.  truck; 
hose,  rubber,  good,  2,000  ft. ;  nre  alarm,  bell ;  totd 
mem.,  40  volunteers;  underwriters'  rating,  third 
class. 
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Watbs  Supfly— (Source, 
to  res.  and  direct;  res.  cap. 


I   tyiteBi.  iniiBp 
10  gals.;  S  pamp- 


iag  engines,  cap.  per  day  US,000  gals.,  constmctor 
Deane;  mains,  6^  miles,  4  to  8  in.  dia.;  86  hy- 
drants.  Eddy,  Chapman;  860  serrices;  pipe, 
wrougnt  iron;  pressure,  dom.  90  to  7D  lbs.,  fire  80 
to  90  lbs.;  consumption,  per  day  60,000  jaus.,  per 
capita  80  gals.;  cost  to  construct,  $28,000;  ann. 
cost  of  mtce.,  99,000;   works  belong  to  city. 

SEYMOUR,  pop.  8,000;  fire  area,  1,200  acres; 
mercantile  blags.,  brick  and  wood*  2  and  8  sto- 
ries; private,  wood,  1  and  2  stories.  Fire  dept— 1 
steamer,  1  h.  &  1.  truck,  1  comb,  wagon;  nose, 
rubber,  good,  2,000  ft.;  value  of  dept.  equipment. 
19,000;  value  of  bldgs.,  $15,000;  toul  mem.  10,  paid 
full  time  4,  volunteers  6;  underwriters'  rating,  sec- 
ond class. 

Watbs  Svm.T— iSource,  river;  system,  pump  to 
stdp.  or  direct:  stdp.  cap.  180,400  gait.,  dim. 
16  X  100,  matenal  used  in  oons.  steen  filtration 
system,  gravel;  3  pum-ping  engines,  class  comp. 
dup.,  ca^.  per  day  8.000^000  gals.,  constructors 
Smith-Vaile;  mains,  cast  iron,  16  miles,  6  to  12  in. 
dia.,  Dennis  Long:  146  hydrantS|  Bourbon;  63 
valves;  meters,  total  number  26,  Crown,  Empire, 
Hersey  Rotary,  owned  by  Co.;  800  services;  pipe, 
galv.  iron;  pressure,  dom.  65  lbs.,  fire  80  to  100 
lbs. ;  consumption,  per  day  300,000  gals.,  per  capita 
50  gals.;  works  belong  to  Co. 

SHELBYVILLE,  pop.  12,000;  fire  area,  2  sq. 
miles;  mercantile  bldj^s.,  brick,  2  and  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
roited;  fireworks  and  combustible  ord. ;  causes  of 
fires  investigated.  Fire  dept. — 5  c.  hand  ex.,  1  h.  & 
1.  truck,  2  hose  wagons;  hose,  cotton,  rubber  lined. 
3,400  ft.,  good  condition;  fire  alarm,  Gamewell,  31 
boxes;  value  of  dept.  equipment,  $3,900;  ann.  exp. 
of  dept.,  $2,200;  total  mem.  80  volunteers. 

Water  Supply— Source,  wells,  %  mile  from  busi- 
ness center;  system,  gravity,  pump  to  ttdp.  and  di- 
rect.; stdp.  cap.  6,000,000  gals.,  dim.  6x126;  8 
pumping  engines,  class  comp.,  cap.  per  day  5,000,- 
000  gals.,  constmctor  Wortmngton;  mains,  cast 
iron,  11.8  miles,  4  to  12  in.  dia.,  Addyston,  Chat- 
tanooga; 127  hydrants,  Mathews;  36  valves;  meters, 
total  number,  26,  Bee,  Thomson,  Buffalo.  Crown, 
owned   by  city;  1,000  services;  pipe,  galv.   iron; 


pressure,  dom.  52  lbs.,  fire  180  lbs.;  consumption 
per  day  1,000,000  gals.,  per  cap. 
construct,  $126,000;  works  belong 


SHERIDAN,  pop.  2,000;  fire  area,  10  acres. 
Fire  dept. — ^1  hand  engine,  1  h.  ft  1.  truck;  hose, 
260  feet;  value  of  equipment,  $660;  ann.  exp.  of 
dept.,  HOO. 

Water  Supply— None,  except  a  private  plant. 

SOUTH  BEND,  pop.  46,000;  fire  area.  4,600 
acres;  mercantile  bldgs.,  stone  and  brick.  1  to  6 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and    combustibles    ord.;    causes   of  fires   investi- 

gated.  Fire  dept. — ^1  c.  engine  on  wheels,  28  c. 
and  ex.,  2  h.  &  1.  trucks,  9  hose  wagons,  28 
horses;  total  hose,  17,000  ft.;  fire  alarm.  Gamewell, 
134  boxes;  value  of  dept  equipment,  $51,000;  value 
of  bldgs.,  $68407;  ann.  exp.  of  dept,  $60,876;  total 
mem.,  67,  paid  full  time. 

Water  Supply — Source,  wells,  in  business  cen- 
terjsystem,  pump  to  stdp.  and  direct;  stdp.  cap. 
82,000  gals.,  aim.  6  x  200,  material  used  in  cons. 
iron  and  brick,  builder  Berger;  quality  of  water, 
good;  res.  cap.  820,000  gals.,  located  center  of 
city;  4  pumping  engines,  class  dup.,  cap.  per  day 
14j5w,O0O  gals.,  constructors  Deane  and  Piatt  Iron 
Works;  mains,  iron,  86  miles,  4  to  84  in  dia.; 
827  hydrants;  meters,  total  number  749,  Crown  112, 
Nash  196.  Gem  8,  Trident  2,  Thomson  16.  Colum- 
bin  238;  Pittsburg  81,  Westinghouse  1,  Worthing- 
ton  150,  owned  by  city;  9,830  services;  pipe,  lead; 
pressure,  dom.  76  lbs.,  fire  96  lbs.;  consumption 
per  day,  6,000,000  @ls.;  cost  to  construct,  $678,641; 
bonded  debt  $84,000;  cost  of  mtce.,  $88,967;  works 
belong  to  city. 

SOUTH  WHITLEY,  pop.  1,113;  fire  area,  840 
acres;  mercantile  bldgs.,  brick  and  wood,  2  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted;  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  vr.  for  8  yrs.,  $666. 
Fire  dept— 1  h.  ft  1.  truck,  1  nose,  reel;  hose  cot- 
ton, rubber  lined,  good  900  ft;  rubber,  good  600 
ft.;  total  hose,  1,600  ft.;  fire  alarm,  whistle;  value 
of  dept.  equipment,  $1,800;  value  of  bldgs.,  $800; 


ann.  exp.  of  dept,  $72;  total  mem.,  10  volnnteers. 
Water  Supply— Source,  wells;  system,  pump  di- 
rect^ pumping  engines*  daaa  comp.,  cap.  per  dvT 
60(LOOO  gala.,  constructor  Worthington:  mains,  8> 
miles,  8  to  10  in.  dia.;  46  hydrants;  47  aervioat; 
pipe,  lead;  pressure,  dom.  40  lbs.,  fire  100  lbs.;  cost 
to  construct  $15,000:  int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $1,000;  works  belong  to  town. 

SPENCER,  pop.  3,000;  fire  area,  180  acres;  mer- 
cantile bldgs.,  stone,  wood  and  brick;  wooden  roofs 
permitted.  Fire  dept. — ^1  hand  engine,  1  h.  &  1. 
truck,  1  aerial  truck,  2  hose  reels;  hose,  cotton, 
rubber  lined,  good,  1,600  ft.;  fire  alarm,  bell;  ann. 
exp.  of  dept,  $326;  total  mem.,  27  volunteers. 

Water  Supply— Cisterns  and  wells;  Fairbanks- 
Morse  dup.  pump,  cap.  per  day  l^OOO.OOO  gals.; 
mains,  5  miles,  4  to  8  m.  dia.;  26  valves;  41 
hydrants. 

SULLIVAN,  pop.  4,000;  fire  area.  800  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  8  stories; 
private,  stone,  brick  and  wood,  1  to  8  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  hand  engine,  1  h.  &  L 
truck.  2  hose  reels;  hose,  rubber,  good,  1,400  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $18,000; 
value  of  bldgs.,  $7,600;  ann.  exp.  of  dept,  $600; 
total  mem.  80,  paid  part  time;  Charles  C.  May- 
field,  chief. 

Water  Supply— Source,  creek,  2  miles  from 
business  center;  system,  j^urap  to  stdp.,  stdp.  cap. 
166,000  gals.,  dim.  12  x  100.  material  used  in  cons, 
steel,  builders  Springfield  Boiler  ft  Iron  Co.;  filtra- 
tion system  Jackson;  cap.  of  plant,  600^000  gala.; 
2  pumping  enginea,  cap.  per  day^  1,600.000  gala., 
constructor  Gordon;  mains,  cast  iron,  8  miles,  4 
to  12  in.  dia.;  44  hydtmnts;  8  Bervioes|  pipe^  galv. 
iron;  pressure,  dom.  40  lbs.,  fire  126  lbs.;  cost  to 
construct,  $38,600;  bonded  debt,  $28,000;  int  on 
bonds,  6  and  6  per  oent;  works  belong  to  city. 

SUMMITVILLE,  pop.  1.488;  bldgs.,  brick  and 
wood.  Fire  dept— 1  n.  ft  1.  truck,  1  hose  cart ; 
hose,  600  ft;  fire  alarm,  whistle;  total  mem.,  7 
voltmteers. 

Water  Supply— Source,  wells;  system,  pump- 
ins;  cap.  per  day,  760,000  gala.;  rca.  cap.,  UO,- 
000  gals. ;  26  hydrants. 

SYRACUSE,  pop.  1,200.  Fire  dept— 2  hand 
hose  reels,  1  h.  &  I.  truck;  hose,  600  ft.;  fire  alarm, 
telephone;  21  volunteers. 

Watbr  Supply— 'Sou rce,  .Syracuse  Lake;  stdp. 
cap.,  46,000  gals.;  2  pumping  engines,  class  triplex 
combined,  cap.  per  day  1,000.000  gals.,  constructor 
Deming;  mains,  4  miles,  4  to  8  in.  dia.;  22 
hydrants;  pressure,  dom.  35  to  40  lbs.,  fire  100  lbs. 

TELL  CITY,  pop.  3.500;  fire  area,  1%  sq.  miles; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  1  to  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  hand  engine.  1  h.  &  1. 
truck,  2  reels,  6  hose  carts;  hose,  rubber,  good, 
2,000  ft;  inferior,  all  kinds.  600  ft;  total  nose, 
1,960  ft.;  fire  alarm,  bell  and  whistle;  total  mem., 
85  volunteers. 


above  station:  material  used  in  cons,  steel,  builders 
Chicago  Bridge  Co.;  quality  of  water,  good;  2 
pumping  engines,  class  comp.,  size  12  x  18,  con- 
structors Smith-Vaile  Co.;  mains,  7  miles,  4  to  10 
in.  dia.;  80  hydrants,  Bourbon;  26  valves,  Bourbon; 
meters,  total  number  GO,  Keystone,  Lambert, 
Standard,  Nash,  owned  by  city;  375  services;  pres- 
sure, dom.  80  lbs.,  fire  100  lbs.;  cost  to  construct, 
$44,000;  works  belong  to  Co. 

TERRE  HAUTE,  pop.  67,000  ;fire  area,  9}i  sq. 
miles;  mercantile  bldgs.,  brick  and  stone,  8  to  6 
stories;  private,  bride  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  fire 
loss  for  1908,  $51,988.86;  av.  ins.  for  same 
time,  $811,141.66.  Fire  dept. — 4  steamers.  1  c.  en- 
nne.  4  comb.  h.  ft  c.  wagons,  10  c.  hand  ex.,  8  h. 
&  1.  trucks,  1  aerial  trud^  10  hose  wagons.  1  hose 
reel,  88  horses;  hose,  cotton,  rubber  lined,  good, 
7,350  ft.;  rubber,  good,  1,000  ft.;  inferior,  all  kinda, 
1,000  ft. ;  total  hose,  13,000  ft. ;  fire  alarm,  Gamewell, 
96  boxes;  value  of  dept  equipment,  $79,608.67; 
of  bldgs.,  $83,060;  ann.  exp.  of  dept,  $67,586;  total 
mem.  66,  paid  full  time. 
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Watik  Supply— Sotirc€,  river,  %  mile  from 
business  center:  system,  pump  direct;  filtration 
system,  N.  Y.  Filter  Co.;  cap.  of  plant,  9,000,000 
gals.;  quality  of  water,  good;  res.  cap.,  1,600,000 
gals.;  7  pumping  ensines;  cap.  per  day  S8,00Cl000 
amis.,  constructors  Holly,  Clapp  &  Jones,  Allis- 
Chalmers,  Jackson;  mams,  cast  iron,  70  miles,  t 
to  16  in.  dia.;  969  hydrants,  Mathews,  Bourbon 
and  Corey;  81  private  hydrants;  meters,  total  num> 
ber,  1,600,  owned  by  Co.;  4,600  services;  pipe,  lead 
and  galv.  iron;  pressure,  dom.  70  lbs.,  fire  180  lbs.: 
bonded  debt,  Sl,108,000;  int  paid  on  bonds,  4H 
cent;  works  belong  to  Co. 

THORNTOWN.  pop.  1,611;  mereantUe  bldgs.. 
brick  and  wood,  2  stories;  private,  wood,  1%  and 
2  stories;  wooden  roofs  permitted;  no  fireworks 
and  combustibles  ord.;  causes  of  fire  inveitigated. 
Fire  dept~l  hand  engine,  1  c.  engine,  1  h.  &  1. 
truck;  nose,  cotton,  rubber  lined,  good  800  ft.; 
total  mtnu,  26  volunteers. 

Watxk  SuppLT—Souree,  wdla  and  cisterns. 

TIPTON,  pop.  6,000;  fire  area,  1  sq.  mile;  mer- 
cantile bld^s.,  brick,  2  to  3  stories;  private,  wood, 
2  to  3  stones;  wooden  roofs  not  permitted  in  fire 
area.  Fire  dept.— 2  c.  hand  ex.,  1  h.  &  1.  truck, 
1  hose  wagon,  1  hose  reel,  3  horses^  hose,  cotton, 
rubber  lined,  good,  2,600  ft.;  inferior,  all  kinds, 
300  ft;  total  hose,  2,800  ft:  fire  alarm,  bell,  whistle 
and  electric;  value  of  dept.  equipment,  32,600; 
ann.  exp.  of  dept,  12,150;  total  mem.  10,  paid  full 
time  2,  8  volunteers. 

Water  Supply — Source,  wells,  %  mile  east  of 
court  house;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  180,000  ^Is..  lo- 
cated near  station;  2  pumping  engines,  size  10  x 
16  X  10,  cap.  per  day  1,500,000  gals.,  constructor 
McGowan;  mains,  cast  iron,  12  miles,  4  to  12  in. 
dia.;  it2  hydrants;  100  valves;  meters,  total  number 
296,  Empire,  Hersey,  Rotary,  Trident  Pittsburg, 
Keystone.  Lambert,  owned  by  city;  956  services: 
pipe,  leaa  and  galv.  iron;  pressure,  dom.  20  to  40 
lbs.,  fire  100  to  120  lbs.;  consumption  per  day. 
300,000  gals.;  cost  to  construct,  $76,000;  bonded 
debt,  $21,600:  int  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $3,000;  works  belong  to  city. 

TROY,  pop.  860.  Fire  dept—1  hand  engine,  1 
comb,  hose  and  ladder  truck;  hose,  400  ft;  total 
mem.,  15. 

Water  SuppLY-^Source,  cisterns. 

UNION  CITY.  pop.  6,000;  fire  area,  900  acres; 
bldgs.,  brick  and  wood,  2  stories;  wooden  roofs  not 
permitted.  Fire  dept— 1  h.  &  1.  truck,  2  hose  reels, 
6  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
6,600  ft.;  inferior,  all  kinds,  1,000  ft:  toUl  hose, 
6,600  ft;  fire  alarm,  bell  and  whistle  2  boxes; 
value  of  dept  equipment  $6,000;  value  of  bldgs., 
$3,000;  total  mem.«  42  volunteers. 

Water  Supply— Source,    wells;    system,    pump 


meters,  total  number,  600:  900  services;  pressure, 
dom.  40  lbs.,  fire  66  to  100  lbs.:  consumptton,  per 
day  620,000  nls.,  per  capita  200  gals.;  cost  to 
construct  $120,000;  ann.  cost  of  mtce.,  $4,000; 
works  belong  to  ci^. 

UPLAND,  pop.  1,208.  Fire  dept— 1  hand  en- 
gine, 1  hose  reel;  hose,  1,000  ft;  alarm,  bell; 
total  mem.,  10  volunteers. 

Water  Supply— Source,  cisterns. 

VALPARAISO,  pop.  6,280;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  wood,  1  and  2  stories:  wooden  roofs  not 
•permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 2  c.  hand  ex.,  1  h.  ft  L  truck,  1  hose  wagon, 
1  hose  carriage,  3  horses;  hose,  cotton,  rubber 
lined,  good.  1,500  ft.;  inferior,  all  kinds,  600  ft; 
total  hose,  2,000  ft:  fire  alarm,  electric,  33  boxes; 
value  of  dept.  equipment,  $3,000:  value  of  bldgs., 
$6,000:  ann.  exp.  of  dept,  $2,900;  total  mem.  18, 
paid  full   time  2,  volunteers  16. 

Water  Supply— Source,  lake,  2^  miles  from 
business  center;  system,  pump  direct:  quality  of 
water,  good;   lake  2  sq.   miles;   mechanical   filter 

flant:  2  pumping  enirines,  class  dup..  cap.  per  day 
,600,000  gals.,  constructors  Gaskell,  Deane,  Holly; 
mains,  wood.  19  miles,  4  to  12  in.  dia.:  130  hy- 
drants; 87  valves;  meters,  total  number  410,  owned 
bv  consumers  and  Co.;  pipe,  lead;  pressure,  dom. 
40  lbs.,  fire  80  to  120  lbs.;  consumption  per  day, 
968,000  gals.,  per  capita  78  gals.;  works  belong  to 
Co. 


VAN  BUREN.  pop.  2,000.  Fire  dept— 1  c  en- 
gine,  1  hose  reel ;  hose,  750  ft 

Water  Supply— Source  and  system  not  re- 
ported; mains,  2  miles,  2  to  6  in.  dia.;  15  hydrants. 

VEEDERSBURG,  pop.  1.688:  mercanlilc  bldgs., 
brick;  private,  brick  and  wood.  Fire  dept. — 1  h. 
&  1.  truck,  2  hose  carriages;  total  hose,  1.000  ft: 
fire  alarm,  whistle,  elecmc  and  telephone;  total 
mem.,  30  volunteers;  George  McManinal,  chief. 

Water  Supply— System,  pump  ana  gravity; 
res.  cap.,  90(^000  gals.;  maximum  pressure,  68  lbs. 

VEVAY,  pop.  1,600;  mercantile  bld^,  brick,  2 
and  8  atones;  private,  wood^  2  stones;  wooden 
roofs  not  permitted:  combtiatibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 2  h.  ft  1.  tracks, 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,160  ft;  inferior,  all  kinds,  360  ft:  total  hose.  1.608 
ft;  fire  alarm,  bell;  value  of  dept  equipment 
$2,600;  value  of  bldgs.,  $300;  ann.  exp.  of  dept. 
$100;  total  mem.,  60  volunteers. 

Water  Supply— Source,  river,  1.600  ft  from 
business  center;  system,  Pump  to  res.;  quality  of 
water,  good;  res.  cap.,  1300,000  gals.;  1  pumping 
engine,  class  comp.  dup.,  sue  10  x  18.  cap.  per 
day  1,000,000  gjals.,  constructor  McGowan;  mains, 
cast  iron,  4  miles,  4  to  8  in.  dia.:  28  hydrants;  B 
valves;  meters,  total  number  6,  Crown  and  Naah, 
owned  by  consumer;  230  services;  pipe,  galv. 
iron;  pressure^dom.  79  lbs.,  fire  79  lbs.;  cost  to 
construct  $20,000;  bonded  debt,  $12,000;  int.  paid 
on  bonds,  6  per  cent;  works  belong  to  city. 


VINCENNES,  pop,.  16,000;  fire  area,  2.000 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permit 
ted;    combustibles    ord.;    causes  of   fires   mvesti- 

gated.    Fire  dept— 1  comb.  c.  &  h.   wagon.  8  c 
and  ex.,  1  h.  &  1.  truck,  2  hose  wagons.  lO  horses; 
hose,  cotton,  rubber  lined,  good,  2,700  it;  rubber. 

good,   3,200  ft;   inferior,  all  kinds,  200   ft:   total 
ose,    3.350   ft;    fire    alarm.   Game  well,   40    boxes; 
value  ot  dept  equipment,  $4,600;  value  of  bldgs., 
$10,000;  total  mem.  16,  paid  full  time  11,  paid  part 
time  6;  underwriters'  rating,  third  class. 

Water  Supply— Source,  nver,  in  business  cen- 
ter;  system,  pump  to  stdp.;  stdp.  cap.  600,000  g^s., 
dim.  22  x  200,  material  used  in  cons.  iron,  build- 
ers Tippett  ft  Wood;  filtration  system,  Contitten- 
tal;  cap.  of  plant  3,000,000  gals.;  quali^  of  water, 
good;  8  pumping  engines,  cap.  per  day.  4,500^000 
gals.,  constructor  Deane,  Worthington;  mains, 
cast  iron,  21  miles,  6  to  22  in.  dia.;  236  nydranu; 
90  valves;  meters,  total  number  155  Empire, 
owned  by  Co.;  280  services;  pipe,  galv.  iron;  prea^ 
sure,  dom.  76  lbs.,  fire  160  lbs.;  works  belong  to 
Co. 

WABASH,  Wabash  County,  pop.  8,618:  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  3 
stories;  private,  wood,  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  caoacs 
of  fires  not  investigated;  av.  fire  losa  per  yr.  for 
3  yrs.,  $668.66.  Fire  dept— 1  hand  engine.  4  c 
hand  ex..  2  h.  &  1.  trucxs,  1  hose  wacon,  9  hose 
reels,  2  horses;  hose,  cotton,  rubber  lined,  good 
3,800  ft;  inferior,  all  kinds,  400  ft;  total  hose,  8,780 
ft;  fire  alarm,  Gamewell,  21  boxes;  total  mem.. 
43,  paid  full  time  23,  volunteers  20;  underwriters* 
rating,  third  class. 

Water  Supply— Source,  wella,  1  mile  from  bnai- 
ness  center;  svstem,  pump  to  stdp.  and  direct; 
stdp.  cap.  360,000  gals.,  dim.  26  x  100.  material  used 
in  cons,  iron;  res.  cap.  8,750,000  gals.;  2  pumping 
engines,  class  hor.,  dup.,  cap.  per  di^  S,OOajOQO 
gals.,  constructor  Holly;  mains,  cast  iron,  M 
miles.  6  to  12  in.  dia.,  Dennis  Long;  248  hydrants. 
Ludlow;  106  valves;  meters,  totu  number  12S, 
Crown;  1,260  services;  pipe,  lead;  pressure,  dom.  68 
lbs.,  fire  00  to  110  lbs.;  consumption,  per  day 
700,000  gals.,  per  capita  77  gals. ;  cost  to  construct, 
$200,000;  ann.  cost  of  mtce.,  $6,600;  works  belong 
to  Co. 

WAKARUSA,  pop.  1,100.  Fire  dept— 1  hand 
c.  engine,  1  hand  h.  &  1.  truck,  1  hose  cart;  hose. 
GOO  ft;  fire  alarm,  bell. 

Water  Supply— Source,  cisterns. 

WALKERTON,  pop.  1.300.  Fire  dept— ^2  hose 
carts,  1  h.  &  1.  truck;  hose,  750  ft;  total  mem..  7 
volunteers. 

Water  Supply — Source,  wells;  svstem,  pump  di- 
rect and  stdp.;  stdp.  cap.,  1.000  bbls.;  2  pumps. 
Smith- Vaile.  cap.  per  dav  70(^000  gals,;  mains,  3H 
miles,  4  to  6  in.  dia.;  23  hydrants. 
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WARREN,  pop.  1,064;  mercantile  bldgs..  brick 
and  wood,  rire  aept.— 1  hose  carriage;  total  hose, 
800  ft.;  fire  alarm,  whjsde;  toial  mem.,  10  volunteers. 

WxTia  Supply-— Source,  wells;  system,  pump; 
pump  cap.,  144,000  gals. 

WARSAW,  pop.  8,987;  mercantile  bldgs..  brick 
and  wood,  2  and  S  stories;  priyate,  brick  and  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  inTesU* 
gated.  Fire  dept.~-l  h.  &  L  truck,  4  hose  car- 
riages, 1  comb.  c.  &  h.  wagon;  hose,  cotton,  rub- 
ber lined,  good,  3,000  ft.;  inferior,  500  ft.;  total 
hose,  3,500  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $5,700;  value  of  bldgs.,  $4,500; 
ann.  exp.  of  dept.,  $1,400;  total  mem.  100  volun- 
teers, 1  paid  man. 

Watbs  Supply— ^urce,  wells;  system,  ptunp  to 
stdp.  and  direct;  stdp.  cap.  18,900  gals.,  dim. 
5  X  125;  filtration  system.  New  York  filter;  2 
pumping  engines,  cap.  per  day  1,000,000  gals.,  con- 
structor Worthington:  mains,  8  miles,  4  to  10  in. 
dia.:  67  hydrants.  Mathews;  28  Tslves;  meters, 
total  number  2,  Worthington;  660  services;  pipe, 
iron;  pressure,  dom.  46  lbs.,  fire  80  lbs.;  consump- 
tionj  per  day  600,000  gals.,  per  capita  126  gals.; 
cost  to  construct,  $70,000;  works  belong  to  Co. 

WASHINGTON,  pop.  10,083;  fire  area.  900 
acres;  mercantile  bldgs.,  brick,  1  to  8  stories;  pri- 
vate, atone,  brick  and  wood,  1  to  2  stories;  wood- 
en roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  steamer.  2  c.  hand  ex.,  1  comb,  c  & 
h.  wagon,  3  horses;  nose,  rubber,  good,  1,000  ft.; 
inferior,  all  kinds,  1,000  ft.;  total  hose,  2,000  ft.; 
fire  alarm,  Gamewell,  26  boxes:  value  of  dept. 
equipment.  $9,000:  ann.  exp.  of  dept.  $8,783;  total 
xnem.  9,  paid  full  time  4,  paid  part  time  8. 

Water  Supply— Source,  river,  3  miles  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  266,000  gals.,  dim.  20  x  100,  located  in 
city,  material  used  in  cons,  iron;  quality  of  water, 
good;  3  pumping  engines,  cap.  per  day  4,000,000 
gals.,  constructors  Holly,  Worthington;  mains, 
cast  iron.  18  miles:  162  hydrants,  Ludlow;  meters, 
total  number  i.  Empire  73,  Crown  1.  Gem  1, 
Worthington  1;  850  services:  pipe,  galv.  iron; 
pressure,  dom.  68  lbs.,  fire  125  Ids.;  consumption 
f>er  day  1,200,000  gals.,  per  capita  ICL  gals.;  works 
Delong  to  Co. 

WATERLOO,  Dekalb  County,  pop.  1.400;  mer- 
can  tile  bldgs.,  brick,  1  to  3  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permit- 
ted in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — ^1  hand 
engine,  2  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  1  hose  cart;  hose,  cotton,  rubber  lined, 
good,  1,600  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $2,000;  value  of  bldgs.,  $6,000; 
ann.  exp.  ot  dept,  $900;  total  mem.,  46  volun- 
teers. 

Wates  Supply— Source,  wells  and  cisterns,  1 
block  from  business  center:  svstem,  pump  to 
stdp.  or  mains;  stdp.  cap.  100,600  gals.,  aim.  12  x 
120;  material  used  in  cons,  iron  and  steel;  quality 
of  water,  good:  1  pumping  engine,  class  dup., 
«:ap.  per  day  600,000  gals.,  constructors  Stilwell- 
Bierce:  mains,  oast  iron,  1%  miles,  4  to  8  in.  dia.; 
16  hydrants;  12  valves;  meters,  total  number  1, 
Buffalo;  26  services:  pipe,  galv.  iron;  pressure, 
dom.  46  lbs.,  fire  80  to  100  lbs.;  works  belong  to  Co. 

WAVELAND,  pop.  648.  Fire  dept,— 1  c-  en- 
gine, 1  hand  engine;  hose,  300  ft.;  total  mem.,  16 
▼olnnteers. 

Watbk  Supply— Source,  cisterns. 

WAYNETOWN.  pop.  1,000;  fire  area,  400 
acrea.  Fire  dept.— 1  comb.  c.  and  hand  engine, 
Howe;  hose,  600  ft.;  value  of  equipment,  $1,000; 
total  mem.,  24  volunteers. 

Watee  SuppLY^Source,  creek  and  cisterns. 

WESTVILLE,  pop.  468.  Fire  dept.— 1  hand  en- 
gine, 1  hose  cart;  nose,  600  ft.;  total  mem.,  26 
volunteers. 

Watee  Supply — Source,  cisterns. 

WHITING,  pop.  7,500;  fire  area,  100  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  3  sto- 
ries; private,  brick,  1  to  1^  stories;  wooden  roofs 
not  nermitted  in  fire  area;  fireworks  and  com- 
bustioles  ord.;  causes  of  fires  investigated.  Fire 
dept. — 4  c  hand  ex.,  1  h.  &  1.  truck,  1  comb,  c  & 
h.  wagon.  3  hose  carts,  2  horses:  hose,  cotton,  rub- 
ber lined,  good,  3,200  ft.;  fire  alarm.  Gamewell,  20 
boxes;  value  of  dept.  equipment,  $6,000;  value  of 


bldgs.,  $8,000;  ann.  exp.  of  depL  equipment,  $228.60; 
25  volunteers,  2  fully  paid,  total  mem.  27. 

Water  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  direct  to  mains;  qual* 
ity  of  water,  good;  pumping  engines,  cap.  per  day 
8,000,000  gils.»  constructor  Blake;  mains,  cast 
iron,  6  to  10  in.  dia.;  88  hvdrants;  100  valves; 
pressure,  dom  80  lbs.,  fire  120  lbs.:  consumptioa* 
per  day,  700,000  gals.;  mains  owned  by  city;  bal- 
ance property  of  Standard  Oil  Co. 

WILLIAMSPORT,  pop.  1,246;  fire  area,  1,280> 
acres;  bldgs.,  stone,  onck  and  wood;  woodei> 
roofs  not  permitted.  Fire  dept.— 1  h.  &  L  trudc^ 
2  hose  carriages;  hose,  cotton,  rubber  Uned,  good 
1,000  ft.;  inferior,  all  kinds,  1,000  ft.;  total  boac, 
2,000  ft.;  fire  alarm,  whistle;  total  mem.,  20  volun- 
teers. 

Watee  Supply- Source,  wells;  system,  gravity, 
pump  to  res.  and  stdp. ;  stdp.  cap.  76,000  gals. ;  res. 
cap.  36,000  gals.;  2  pumping  engines,  constructors 
Stilwell-Bierce,  Smith-Vaile;  86  hydranU,  Mueller; 
meters,  total  number  30,  200  services;  pressure, 
dom.  60  lbs.,  fire  180  lbs.:  consumption,  per  day 
60,000  gals.,  per  capita  60  gals.;  cost  to  construe^ 
$36,000;  works  belong  to  city. 

WINAMAC,  pop.  1,600;  fire  area,  160  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area:  fireworks  and  combus- 
tibles ord.;  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  L  truck,  2  hose  carts;  hose,  cotton, 
rubber  lined,  good.  1,000  ft;  fire  alarm,  bell; 
value  of  bldgs.,  $l,oOO;  ann.  exp.  of  dept,  $100; 
total  mem.,  10  voltmteers. 

Watee  Supply— Source,  river,  %  mile  from  busi- 
ness center;   system,  pump  to  stdp.;   stdp.  cap. 


100,000  gals. ;  2  pumping  engines,  cUss  dup.,  cap. 
per  day  1,600,000  gals.,  constructors  Deane  and 
Holyoke;  mains,  cast  iron,  4%  miles,  8  to  10  in. 


dia.:  46  hydrants;  meters,  total  number  8;  100 
services;  pressure,  dom.  60  lbs.,  fire  90  lbs.;  cost 
to  construct,  $36,600;  int  paid  on  bonds,  6  per 
cent.:   ann.  cost  of  mtce.,  $4,600. 

WINCHESTER,  pop.  4,600;  fire  area,  16  acres; 
bldgs.,  wood,  1  ana  4  stories;  metal  roofs  per- 
mitted. Fire  dept. — 2  c.  hand  ex.,  1  h.  &  1.  trudc, 
1  bucket  wagon,  1  hose  wagon,  3  horses;  hose, 
cotton,  rubber  lined,  good,  2,000  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  $3,105;  total  mem. 
13,  paid  full  time  3,  volunteers  10. 

Watee  Supply— ^otirce,  wells,  %  mile  from 
business  center;  system,  pump  direct  to  mains; 
quality  of  water,  good;  2  pumping  engines,  cap. 
per  day  2,000,000  gals.,  constructor  Gomd;  mains, 
cast  iron,  9H  miles.  4  to  12  in.  dia.;  64  hydrants; 
meters,  total  number  65.  Crown  60,  Empire  6. 
owned  by  Co.;  436  services;  pipe,  fl^lv.  iron  and 
lead;  pressure,  dom.  40  lbs.,  fire  80  to  100  lbs.; 
cost  to  construct,  $65,000;  bonded  debt,  $18,000; 
int.  piU  on  bond?.  4.85  per  cent;  work*  belong  to  '~o. 

WORTHINGTON,  pop.  1,800;  fire  area.  200 
acres;  mercantile  bldgs.,  brick,  1  and  2  stories; 
private,  wood  and  brick,  1  and  2  stories;  wooden 
roofs  permitted;  fireworks  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— ^1  hose  wagon  2  horses; 
hose,  cotton,  rubber  lined,  good,  1.800  ft;  in- 
ferior, all  kinds,  700  ft;  toUl  hose,  2,500  ft:  fire 
alarm,  whistle;  value  of  dept  equipment,  $^000; 
value  of  bldgs.,  $1,000^  ann.  exp.  of  dept,  $475; 
total  mem^  8;  underwriters'  rating^,  second  class. 

Watee  Supply— Source,  wells,  m  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.,  86,000 
gals.,  dim.  12  x  100,  located  near  station,  material 
used  in  cons,  iron,  builders  Ft  Wa]me  Kngine  and 
Cons.  Co.;  2  pumping  engines,  size  18  x  24,  cap. 
per  day  4,000,OuU  nls.,  constructors  Stilwell-Bierce 
and  Smith-Vaile  Co. ;  mains,  iron.  12  miles,  4  to  8 
in.  dia.;  39  hydrants,  Bourbon;  108  services;  pipe, 
galv.  iron;  pressure,  dom.  40  lbs.,  fire  HO  lbs.: 
consumption,  per  day  1.000,000  gals.,  per  capita  66 
(als.:  cost  tc  construct  $50,000;  w.rks belong  to  Co; 

ZIONVILLE,  pop.  850.  Fire  dept— Not  re- 
ported. 

Water  Supply — 2  pumping  engines,  cap.  per  day 
604^000  gals.,  constructors  Dean-Worthmgton; 
mains,  3,^  ft.;  14  hydrants. 

Places  with  a  population  of  1,000  or  more  having 
no  organized  fire  dept. — Atlanta,  Clarksville, 
Cicero,  Greentown,  Mitchell,  Montezuma,  Ridge- 
viUe,  Scottsburg,  Swayzee. 

Places  with  a  population  of  1,000  or  more  not  re- 
ported—Arcadia, Frankton,  Irvington,  Knights- 
ville,  Lowell,  Pendleton,  Port  Fulton,  Red  Ktj, 
Rockville. 
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fire  area:  fireworks  ord.;  causes  of  fires  inTesti- 

rited.  rire  dept— 1  hand  engine,  4  c.  hand  ex., 
h.  &  L  truck.  2  hose  carts;  hose,  cotton,  rubber 
lined,  good,  600  ft.;  rubber,  good.  600  tt:  total 
hose,  1,000  ft.;  fire  alarm,  electric,  whistle  and 
bell;  value  of  dept  equipment,  $8,000;  value  of 
bldgs.,  11,000;  toUi  mem.,  80  volunteers. 

WATsm  Supply— Source,  well  in  business  cen- 
ter; system,  pump  to  res.  and  direct;  tank,  20  x 
84  X  90,  cap.  66,000  gals.,  dim.  Wk  x  60.  material 
used  in  cons,  iron,  builders  Challenge  Wind  Mill 
Co.;  1  pumping  engine,  cap.  per  day  84,000  ga*8., 
constructor  Downie;  mains,  8^10  ft.,  8-4  in.  dia.; 
10  hydrants;  meters,  total  number  2,  owned  by  con- 
sumer; 72  services;  pipe,  iron;  pressure,  fire  120 
lbs.;  consumption,  per  day  20,000  gals.,  per  cap- 
ita 16  galsj  cost  to  construct,  nO,000;  ann.  cost 
of  mtce.,  1700;   works  belong  to  Co. 

ADAIR,  pop.  879.  Fire  dept—l  hand  engine,  1 
h.  &  1.  truck,  1  hose  csrt,  10  buckets:  hose,  cotton, 
60O  ft;  fire  alarm,  bell;  total  mem.,  40  voltmteers. 

WATxa  Supply— Source,  cisterns,  combined  cap. 
1,800  bbls. 

ADEL,  pop.  1«888:  fire  area,  820  acres;  mercan- 
tile bldgs.,  brick,  2  stories;  private,  brick  and 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept— 1  c. 
engine,  1  h.  &  1.  truck,  2  hose  carts;  hose,  rub- 
ber, good^  1,600  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  18,000:  value  of  bldgs.,  81,000; 
ann.  exp.  of  dept,  8400;  total  mem.,  40  volun- 
teers. 

Watsk  Supply— Source,  wells;  system,  pump  to 
atdp.;  stdp.  cap.  90.000  gals.;  2  pumping  engmes, 
cap.  per  day  140,000  gals.,  constructor  Deane; 
mains,  2  miles,  4  to  6  m.  dia. :  12  hydrants,  Lud- 
low; meters,  total  number  6;  80  services;  pressure, 
dom.  60  lbs.,  fire  60  lbs. ;  cost  to  construct,  17,000; 
int  paid  on  bonds,  6  per  cent 

AINSWORTH,  pop.  401  Fire  dept— 1  hose 
cart,  1  h.  &  1.  truck,  10  buckets;  hose,  cotton,  500 
ft:  fire  alarm,  bell  and  whistle;  total  mem.,  10 
volunteers. 

Watir  Supply— Source,  well;  system,  gravity; 
rotary  gasoline  engine,  cap.  60  gals,  per  min.; 
Unk  8  X  86,  cap.  18,686  gals.;  mains,  12  blocks, 
4  in.  dia.;  pressure,  dom.  70  lbs.,  fire  100  lbs.; 
7  hydrants;  works  owned  by  town. 

AKRON,  pop.  Ip200.  Fire  dept— 2  hose  carts; 
hose,  cotton,  1,000  ft;  fire  alarm;  bell;  total  mem., 
16  volunteers. 

Watbe  Supply— Source,  wells;  system,  gravity 
and  pump  direct;  1  pump,  class  comp.,  constructor 
Smedley;  res,  csp.  80,000  gals.;  mains,  1^  mUes, 
4  to  6  in.  dia.;  18  hydrants;  pressure,  dom.  68  lbs., 
fire  120  lbs. 

ALBIA,  pop.  5,000;  fire  area,  10  acres;  mercan- 
tile bldgs.,  brickj  1  to  8  stories:  private,  brick 
and  wood,  2  stones;  wooden  roots  not  permitted 
in  fire  area;  causes  of  fires  investigated.  Fire 
dept— 2  steamers,  1  c.  engine  on  wheels,  2  c.  hand 
ex.,  1  h.  &  1.  truck,  2  hose  wagons;  hose,  cotton, 
rubber  lined,  good,  1,600  ft;  inferior,  all  kinds. 
1,000  ft;  total  hose,  2,600  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment.  15,000;  value  of 
bldgs.,  $6,000;  ann.  exp.  of  dept,  $400;  total  mem., 
80  volunteers. 

Water  Supply— Waterworks  through  business 
center;  system,  pump;  res.  csp.,  100,000,000  gals.; 
mains.  4  miles,  10  in.  dia.;  pressure,  dom.  66  to  68 
lbs.;  49  hydrants. 

ALDEN,  pop.  700.  Fire  dept— 1  hand  engine 
out  of  service,  2  hose  carts,  ladders;  hose,  cottoo, 


IOWA 

ABBREVIATIONS.— Ann.,  annual;  av.,  average;  bldgs.,  buildings;  cap.,  capacity;  dm.,  chatraaa; 
c.  chemical;  c  &  h.,  chemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner;  eont*  coa* 
imttee;  comp.,  compound;  cons.,  oonstniction;  dept,  department;  dia.,  diameter:  dim.,  dimeasioiis;  dom^ 
domestic;  dup^  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft,  feet;  gala.,  galloiis;  h.  d, 
high  duty:  h.  ft  L,  nook  and  ladder;  ina.,  insurance;  int,  interest;  mtce.,  maintenance;  mem.,  inrmbeiAipf 
No,  number;  pop.,  population;  pfes.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt,  saperurteBdent 

rubber  lined,  1,000  ft;  fire  alarm,  bell;  total  mcin., 
12  volunteers. 

Water  Supply— Source,  well:  system,  gravity 
and  pump  to  tank;  tank  cap.  47,000  gals.,  &n.  V 
X  20;  pumping  engine,  dass  double-stroke  gaso- 
line; mains,  %  mile.  4  to  6  in.  dia.;  11  hydriats; 
pressure,  dom.  and  fire  48  lbs. 

ALGONA,  pop.  3,047;  mercantile  bldgs..  stoae, 
brick  and  wood,  2  stories:  private,  wood  and 
brick,  2  stories;  wooden  roofs  not  permitted:  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; fire  loss  for  1906,  $2,000;  ins.  for  same 
time,  $2,000.  Fire  dept— 6  c  hand  ex..  1  h,  4  I 
truck,  1  hose  wagon,  1  hose  cart;  hose,  cotton, 
rubber  lined,  good,  1,376  ft.;  inferior,  all  kinds. 
900  ft;  total  hose,  2,275  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  $1,360:  val'je 
of  bldgs.,  $1,000;  ann.  exp.  of  dept,  $900;  total 
mem.  20,  paid  part  time. 

Wayir  Supply— Source,  wells,  in  bvaittesa  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  WjOOO  gals., 
builders  Tippett  &  Wood;  pumping  engmca,  cap. 

?er  day  160,000  gals.,  constructors  Smith- Vaile  and 
rordon;  mains,  TMi  miles,  2  to  8  in.  dim..  Clow, 
Shickle,  Anniston;  82  hydrants,  Mathews;  6  valves; 
meters,   total  number  100^  Hersey;   260  services: 

f>ipe,  lead  and  wrought  iron;  prcaanre,  don.  43 
bs.,  fire  48  lbs.;  cost  to  construct,  $15,000;  iat  psid 
on  bonds,  6  per  cent;  ann.  cost  of  onee..  ^SO; 
works  belong  to  dty. 

ALLISON,  pop.  875.  Fire  dept— 1  hand  en- 
gine, 2  hose  carts,  1  h.  &  L  truck,  12  buckets: 
hose,  U800  ft;  fire  alarm,  bell;  total  mem^  14  vol- 
unteers. 

Water  Supply— Source,  cisterns  and  well;  sys- 
tem, pump  to  tank:  tank  cap.  IJtOO  bbla.,  dim.  » 
X  20;  pumping  engme;  mains,  21680  ft,  4  to  8  ia. 
dia.:  7  hydrants;  pressure,  46  lbs.;  works  owned 
by  town. 

ALT  A,  pop.  86L  Fire  dept.— 2  hoae  carts;  hose, 
cotton,  rubber  lined,  600  ft;  rubber,  880  ft;  total 
hose,  860  ft;  fire  alarm,  bell  and  whistle;  total 
mcm.f  26  volunteers. 

Water  Supply- Source,  wells;   system*   gravii 


II 


Water  Supply— Source,  wells;  system*  gravity 
and  pump  to  Unk:  tank  cap.  472000  gala-  dim.  M 
X  20;  1  pump.  Cook;  mains,  1  mile,  4  to  8  in.  dia.; 
12  hydrsnts;  pressure,  dom.  and  fine  40  Iba. 

ALTON,  Sioux  County,  pop.  l,Ott;  bldgv. 
wood,  1  and  2  stories.  Fire  dept.— 1  h.  &  L  truck. 
1  hose  carriage;  fire  alarm,  bell;  volunteers;  un- 
derwriters' rsting,   first  class. 

Water  Supply— Source,  well;  system,  pump  to 
stdp.  or  direct:  stdp.  cap.  56.000  nia.,  dim. 
65  X  12,  material  used  in  cons,  steel;  1  pumping 
engine,  cap.  per  day  600,000  gals.,  constnctor 
Worthmgton;  14  hydrants;  67  services;  pipe,  galv. 
iron;  cost  to  construct,  ^2,000;  works  belong  to 
city. 

ALVORD.  pop.  249.  Fire  dept— 1  hoM  cart,  1 
c.  engine:  hose,  cotton,  rubber  lined,  60O  ft:  rob- 
ber, 100  ft;  total  hose,  800  ft;  fir«  alarm,  bell: 
total  mem.  12,  paid  part  time. 

Water  Supply— Source,  well;  system,  gravity: 
1  pumpi  cap.  80  gals,  per  min.;  tank  dim.  8  x  m 
cap.  11,000  gals.;  mains,  8  blocks,  6  in.  dia.;  8  hy- 
drants; pressure,  dom.  and  fire  66  lbs. 

AMES,  pop.  8,800;  lire  area,  800  acrea;  bldgs., 
brick  and  wood,  2  and  8  stories;    wooden  roofs 

Sermitted;  fireworks  and  combnatiblea  ord.  Fire 
*P*;"V.i?*5  <»"?*««;  hose,  cotton,  rubber  listed, 
good  1.000  ft.;  fire  alarm,  bell:  value  <rf  dept 
equipmrat.  $1,000;  value  of  bldgs..  $800;  total 
mem.,  20  volunteers;  underwriters'  ratiaff,  see- 
ond  class. 

Water  Supply— Source,  wells;  sjrstem,  pump  to 
stdp.;  stdp.  cap..  6,000  gals.;  pumping  engines^ 
csp.  per  day  100,000  gals.;  mains,  26,7il  ft.  4  to  12 
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in.  dia.;  66  hrdraato:  meters,  total  number  8;  pres- 
sure, dom.  60  to  80  lbs.;  int  paid  on  bonds,  S  par 
cent;  ann.  cost  of  mtce.,  1640;  works  belong  to 
city. 

ANAMOSA,  pop.  S,881;  fire  area,  600  acres;  mer- 
cantile bidgs.,  brick  and  stone,  1  to  3  stories:  pn- 
Tate,  wood,  t  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.:  causes  of  fires 
xnTcstigated;  av.  fire  loss  per  yr.  for  3  yrs.,  16,866: 
av.  ins.  for  same  time,  |4,000.  Fire  dept— 1  h.  ft 
L  truck,  1  hose  carriaces;  hose,  cotton,  rubber 
lined»  good  1,600  ft;  fire  slarm,  bell^whistle  and 
electric;  valueofdept  equipment,  12,900;  value  of 
bldgs..  16,000;  ann.  exp.  of  dept.,  $400;  toul  mem., 
TO  volunteers.  ,        .     . 

Watsb  Sum.T-6onrce,  wdls,%  mile  from  busi- 
ness center;  system,  fravity  to  res.;  quality  of 
water,  sood;  res.  cap.  90,000  gals.,  located  on  hill; 
1  pumpmg  engine,  class  comp.  dup.,  cap.  per  day 
760,000    gils.,    constructor    Worthlngton;    mains, 


obstruct,  1p(00O;  ^ded"debt,~  17,6%: 'ini  paid 
on  bonds,  6  per  cent;  works  belong  to  Co. 

ANTHON,  pop.  487.  Fire  dept.— 1  hose  cart,  1 
h.  &  1.  truck,  84  buckets;  hose^  600  ft.;  fire  alarm, 
bell:  total  mem.,  24  volunteers. 

Watik  Supply— Source,  well;  system,  pump  to 
res.;  res.  cap.  14,684  gals.,  dim.  10  x  25;  1  rotary 

Sump;  mains,  4,620  ft.,  4  and  6  in.  dia.;  0  hy- 
rants;  pressure,  65  lbs.;  works  owned  by  town. 

ANITA,  pop.  1,000.  Fire  dept.— 2  hose  carts.  1 
h.  &  1.  trudc.  8  buckets,  2  c  ex.;  hose,  1,200  ft; 
fire  alarm,  bell;  total  mem.,  27  volunteers. 

Watis  SuppLT-^ource,  well;  system,  pump  to 
stdp.;  stdp.  dim.  12  x  40;  1  pump,  cap.  36,000  gals.; 
mains,  1  mile,  4  to  6  in.  dta.;  8  double  hydrants; 
pressure,  60  lbs. ;  owned  by  town. 

ARLINGTON,  popw  868.  Fire  dept.— 1  hose 
cart,  1  comb.  c.  engine;  hose,  600  ft;  fire  alarm, 
beU. 

Watxr  Supply— Source,  well;  system,  pump  to 
tank;  tank  cap.  28,000  gals.,  dim.  16  x  18:  1 
pumping  engine;  mains,  &>400  ft,  4  and  6  in.  dia.; 
pressure,  dom.  86  lbs.,  nre  46  lbs.;  owned  by 
town. 

ASHTON,  pop.  611  Fire  dept.— 1  hand  engine, 
1  hose  cart;  hose,  cotton,  rubber  lined,  600  ft; 
rubber,  600  ft.;  toUl  hose,  1,000  ft.;  total  menu  7, 
paid  part  time. 

Water  Supply— Source,  wells;  system,  gravity: 
air    pressure   tank    8   x  36,    can.    11,000   gals.;    1 

Jump,  cap.   80  gals,    per  min.;   mains,  8  blocks, 
to  6  in.  dia.;  6  hydrants;  pressure,  dom.  and  fire 
65  lbs. 

ATLANTIC,  pop.  6,046;  fire  area,  3.840  acres; 
mercantile  bIdgs.,  brick  and  wood,  2  and  8  stories; 

trivate.  wood,  2  stories;  wooden  roofs  permitted; 
reworks  and  combustibles  ord.  Fire  dept— 1  h. 
&  I.  truck,  3  hose  carriages;  hose,  cotton,  rubber 
lined,  good  3,000  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  12,000;  value  of  bldgs., 
$1,000;  ann.  exp.  of  dept,  1600;  total  mem.,  80 
volunteers. 

Watxx  Supply— Source,  wells;  system,  pump  di- 
rect; 2  pumping  engines,  class  quad.,  cap.  per  day 
3,000,000  gals.,  constructor  Holly;  mains.  9  miles, 
4  to  16  in.  dia.;  115  hydrants.  Holly  and  Eclipse; 
33  valves;  930  services:  pipe,  wrought  iron;  pres- 
sure, dom.  80  lbs.,  fire  120  to  150  lbs. ;  consumption, 
per  day  400,000  gals.,  per  capita  80  gals.;  cost  to 
construct  |100,(W0;  ann.  cost  of  mtce.,  17,000; 
works  belong  to  Co. 

AUDUBON,  Audubon  County,  pop.  1,866; 
mercantile  bldgs.,  wood,  1  to  3  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire* 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  ft  I.  truck,  2  hose  car- 
v^aves:  hose,  cotton,  rubber  lined,  good  1,600  ft; 
inferior,  all  kinds,  600  ft;  total  hose,  2,100  ft;  fire 
alarm,  bell;  total  mem.,  41  vollunteers. 

Watzr  Supply— Source,  wells  and  creek:  sys- 
tem, gravity  and  pump  to  res.;  stdp.  cap.  100,000 
Sila.,  dim.  30  x  20;  res.  cap.  65,000  gals.;  1  pump- 
g  engine,  class  dup.,  cap.  per  dav  72(KO0O  gif*** 
constructor  Barr;  mains,  8  miles,  4  to  6  in.  dia., 
Addyston;  18  hydrants.  Holly;  3  valves;   90  ser- 


vices: pipe,  wrought  iron;  pressure,  dom.  70  lbs., 
fire  U6  lbs.;  consumption,  per  day  40,000  gals.,  per 
capita  40  gals. ;  cost  to  construct,  315,000;  mt  jML 
on  bonds.  4^  per  cent;  ann.  cost  of  mtce.,  $1,200; 
works  belong  to  town. 

AURELIA,  pop.  62L  Fire  dept— 1  hose  cart; 
hose,  900  it;  fire  alarm,  bell;  total  mem.,  15  vol- 
unteers. 

Watxr  Supply— Source,  well;  svstem,  gravity; 
2  tanks,  8  x  36,  cap.  22,000  gals. ;  1  pump ;  mains. 
14  blocks,  4  to  6  in.  dia.;  14  taydrants;  pressure,  40 
to  80  lbs.;  owned  by  town. 

AVOCA,  pop.  1,815:  fire  area,  640  acres;  mercan- 
tile bldgs..  onck  and  wood,  2  and  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
no  fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  steamer,  3  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  2,600  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, K.O0O;  value  of  bldgs^  18,000;  ann.  exp.  of 
dept,  $3,000;  total  mem.,  38  volunteers;  nnder^ 
writers'  rating,  second  dass. 

Watir  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  60,227  gals.^  dim.  70  x  12,  builders 


Galvin;  meters*  total  number  6;  106  services:  pipe, 
lead;  pressure,  dom.  68  lbs.,  fire  80  to  100  lbs.: 
consumption,  per  day  60,000  sals.,  per  cai>ita  40 
gals.;  cost  to  construct,  $17^600;  Intpaid  on 
bonds,  5  per  cent;  ann.  cost  ot  mtce.,  $800;  works 
belong  to  town. 

AYRSHIRE,  pop.  600.  Fire  dept— 1  comb, 
hand  engine  and  hose  cart;  hose,  rubber,  600  ft; 
total  mem;.  12  volunteers. 

Water  Supply— Source,  cisterns. 

BANCROFT,  pop.  888.  Fire  dept— 1  hose  cart, 
hooks  and  ladders;  hose,  cotton,  rubber  lined,  700 
ft;  fire  alarm,  bell;  total  mem.  SM,  paid  part  time. 

Water  Supply— Source,  well;  system,  gravity; 
1  pump,  Fairbanks-Morse;  tank  dim.  16  x  20.  cap. 
83,068  gals.;  mains,  9  blocks,  4  to  8  in.  dia.;  8 
double  hydrants;  pressure,  dom.  and  fire  40  lbs. 

BATTLE  CREEK,  pop.  780.  Fire  dept— 2  hose 
carts;  hose,  cotton,  rubber  lined,  1,000  ft.;  fire 
alarm,  bell;  total  mem.,  15  volunteers. 

Watxr  Supply— Source,  wells:  system,  gravity 
and  pump  to  tank;  tank  dim.  18  x  32,  cap.  60,912 

Jala.;  1  pump,  Howell;  mains,  1  mile.  4  to  6  in. 
la.;  12  hydrants;  pressure,  dom.  and  fire  40  lbs. 

BEDFORD,  pop..  1,977;  fire  area,  6  blocks; 
mercantile  bldgs.,  bnck.  2  stories;  private,  wood, 
1%  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworka  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 2  c.  engines  on 
wheels,  2  comb.  e.  engines,  2  h.  ft  1.  trucks,  2 
horses;  hose,  cotton,  rubber  lined,  1,000  ft;  rub- 
ber, good.  260  ft;  total  hose,  1,260  ft:  fire  aUrm. 
bell;  valuepf  dept  equipment,  $2,0(X>;  value  of 
bldffs.,  $6jp00;  total  mem.,  32  volunteers. 

Watbr  SuppLY-^ource,  wells,  in  business  cen- 

IT/Lpr"*?"'  P.*»"*P.*o  "tip*  ^^  direct;  stdp.  cap. 
92,000  gals.^  dim.  14  x  80,  material  used  in  cons, 
steel;  quality  of  water,  good;  1  pumping  engine; 
mains,  metal,  H  mile,  4  to  8  in.  dia.;  23  hy- 
drants; cost  to  construct  $16,000;  bonded  debt, 
05.000;  int  paid  on  bonds,  4^  per  cent;  works 
belong  to  city  and  Co. 

BELLE  PLAINE,  pop.  3,266;  fire  area,  746 
acres;  mercantile  bldgs.,  bnck,  2  stories;  private, 
wood,  2  stones;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  c.  engine  on 
wheels,  30  c.  hsnd  ex.,  1  h.  ft  1.  truck,  1  hose 
wagon,  1  hose  carriage,  6  horses;  hose,  rubber, 
good,  IjjJOO  ft ;^ inferior,  all  kinds,  460  ft;  total 
hose,  1,760  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment,  $6,000;  value  of  bldgs.,  $8,500; 
ann.  exp.  of  dept,  $280;  total  mem.  62,  paid  full 
time  1,  paid  part  time  10,  51  volunteers. 

Water  Supply— Source,  wells  and  cisterns. 

BELLEVUE,  pop.  1,607;  mercantile  bldgs., 
stone,  bnck  and  wood,  1  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated: 
fire  loss  for  1900,  $4,000;  ins.  for  same  time,  $2,700. 
Fire  dept— 1  h.  ft  1.  truck.  1  aerial  truck,  2  hose 
,    carnages;  hose,   cotton,  rubber  lined,  good  1,100 
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ft.;  rubber,  good  800  ft.;  inferior,  all  kinds,  200  ft; 
total  hose,  l^MO  ft.;  fire  alarm,  b^l;  value  of  dept. 
equipment,  |800;  value  of  bldgs.,  1920;  ann  exp.  of 
dept.,  150:  total  mem.,  16  volunteers. 

WATER  Supply— Source,  well,  ^  mile  from  busi- 
cess  center:  system,  pump  to  res.,  to  stdp.  and 
direct;  qtiality  of  water,  good;  res.  cap.  160,000 
gals  .located  on  hill;  2  pumping  engines,  construc- 
tor Sm«lley;  mains,  Z%  miles;  114  hydrants;  90 
valves;  meters,  total  number  100:  74  services:  pipe, 
galv.  iron;  pressure,  dom.  90  lbs.,  fire  186  Ibs^ 
consumption,  per  day  80,000  gals.,  per  capita  20 

gils.;    cost    to    construct,    118,000;    bonded  debt. 
,000;  int  paid  on  bonds,  4  per  cent;  ann.  cost  of 
mtce.,  11,600;  works  belong  to  city. 


BELMOND,   pop. 
mercantile  bld{ 

1  stories:  woou«.»  .«^m.  ww «...,.,««. ,  .««ww...  -««. 
combttstiDles  ord.  Fire  dept.-— 1  h.  ft  1.  truck,  12 
buckets,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good  1,000  ft.:  fire  alarm,  bell:  value  of 
dept.  equipment,  11,200;  ann.  cxp.  of  dept,  HOO; 
total  mem.,  86  volunteers. 

Water  Supply— ^Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.  2,000  bbls.;  1  pumping  eng^ine, 
cap.  per  day  84,000  bbls.;  mains,  iron,  1%  miles, 
4  to  8  in.  dia. ;  16  hydrants,  Corey ;  pressure,  fire  89 
lbs.;  cost  to  construct,  110,000;  ann.  cost  of  mtce., 
1600;  works  belong  to  town. 

BLOOMFIELD,  pop.  2.106;  fire  area,  700  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood,  1  and  2  stones;  wooden  roofs  not  permit- 
ted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  hand  engine.  1  c. 
engine,  1  h.  &  1.  truck,  1  hose  carriage:  hose, 
cotton,  rubber  lined,  good  1,800  ft;  inferior,  all 
kinds,  200  ft;  total  hose,  1,600  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  11,000;  value  of  bldgs., 
ttOj  total  mem.,  80,  paid  part  time  1,  volunteers 

Watbr  Supply— Source,  well;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  68,000  gals.,  dim. 
16  X  24;  res.  cap.  56,000  gals.;  2  pumping  ensines, 
cap.  per  day  1,108,000  gals.,  constructors  Worth- 
tngton  and  American  Well  Works;  mains,  cast  iron. 
1  mile,  4  to  6  in.  dia.;  15  hydnnts,  Mathews;  8 
valves;  meters,  total  number  81,  Niagara;  84  sei^ 
vices:  pipe,  lead;  pressure,  dom.  60  lbs.,  fire  80 
to  126  Ids.;  cost  to  construct,  |16,000;  int.  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  1940;  works 
belong  to  city. 

BODE,  pop.  600.  Fire  dept— 1  hose  cart:  hose, 
cotton,  rubber  lined.  600  ft;  fire  alarm,  bell;  total 
mem.,  12  volunteers. 

Water  Supply— Source,  well;  system,  gravity 
and  pump  to  Unk:  tank  dim.  16  x  18,  cap.  28,224 
gals.;  1  pump;  mams,  1  mile,  4  and  6  in.  dia.;  9 
double  hydrants;  pressure,  dom.  and  fire  40  lbs. 

BONAPARTE,  pop.  1,100.  Fire  dept— 1  hose 
cart;  hose,  1,200  ft;  fire  alarm,  whistle;  total  mem., 
10  volunteers. 

Water  Supply— Source,  cisterns  and  river;  sys- 
tem, pump  to  stdp. ;  stdp.  cap.  36,000  gals.,  dim. 
10  X  60:  1  pump,  Deane;  1  6-hp.  electric  motor 
pump;  mains,  2  miles,  4  to  8  in.  dia.;  28  double 
nydrants;  pressure,  dom.  66  lbs.,  fire  125  lbs.; 
works  owned  by  town. 

BOONE,  Boone  County,  pop.  9,465;  mercantile 
bldgs.,  brick,  1  to  4  stories;  private,  wood,  1^ 
stories:  wooden  roofs  not  permitted;  no  fireworks 
and  combustibles  ord.  Fire  dept.— 2  h.  &  1.  trucks, 
3  hose  carriages;  hose,  cotton,  rubber  lined,  fi[Ood, 
3,600  ft.;  rubber,  good,  700  ft;  inferior,  all  kinds. 
500  ft.;  total  hose,  4,700  ft;  fire  alarm,  bell  and 
whistle;  ann.  exp.  of  dept,  $2,020.68;  total  mem., 
75,  paid  part  time;  underwriters*  rating,  third  class. 

Water  Supply— Source,  wells,  %  mile  from  busi- 
ness center;  system,  pump  to  res.,  to  stdp.  and 
direct;  stdp.  cap.  20,000  gals.;  res.  cap.  600,000 
gals.;  2  pumping  engines,  cap.  per  da:^  1,000,000 
gals.,  constructor  Deane;  mams,  cast  iron,  lOH 
miles,  6  to  8  in.  dia.;  146  hvdrants,  Ludlow. 
Eddy;  96  valves,  Ludlow,  Eddy;  meters,  total 
number.  526,  owned  by  city;  492  services;  press- 
ure, fire  80  to  100  lbs.;  cost  to  construct,  |104,- 
000;  int.  paid  on  bonds,  8H  snd  6  per  cent;  ann. 
cost  of  mtce.,  17,000;  works  belong  to  city. 

BRITT,  pop.  1,946;  mercantile  bldgs.,  brick  and 
wood,  1   and  8  stories.    Fire  dept— 2  hose   car- 


riages: hose,  cotton,  rubber  lined,  good,  1,200  ft; 
fire  alarm,  whistle;  total  mem.,  16  volunteers. 

Water  Supply— Source,  wella,  680  ft  from  busi- 
ness center;   system,  pump  to   stdp.;   stdp.   capi 


60,000  gals.,  dim.  24  x  18,  located  at  statioo,  ma- 
terial used  in  cons,  wood  and  steel,  builders  U.  S. 
Wind  Engine  Co.;  quality  of  water,  good;  2 
pumping  engines,  class  1  dup.,  1  trip.,  size  12  x  7 
X  12,  cap.  per  day  700,000  gals.,  constructors  Stil- 
well-Bierce;  mains,  cast  iron,  2H  miles,  4  to  8  in. 
dia.;  19  hydrants,  Waterous  Engine  Works:  C 
valves;  pipe,  galv.  iron;  pressure,  dom.  90  lbs., 
fire  100  lbs.;  works  belong  to  town. 

BROOKLYN,  pop.  1,240;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
2  stories:  wooden  roofs  permitted;  no  fircwowrks 
and  combustibles  ord.  Fire  dept— 1  steamer,  1  c 
engine,  2  hose  carriages,  Udciers;  hose,  cotton, 
rubber  lined,  good  1,000  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  18,000;  value  of  bldgs.,  IIJ5D0; 
total  mem.,  15  volunteers. 

Water  Supply— Source,  well,  216  ft  from  busi- 
ness center;  mtem,  pump  to  stdp.  and  direct; 
stdp.  cap.  46,000  gals.;  pumping  engines,  cap.  per 
day  46.000  gala.;  mains,  VA  miles,  4  to  8  in.  diia.; 
17  hydrants;  meters,  total  num%r  IfiO;  154  ser- 
vices; pressure,  fire  60  lbs.;  cost  to  constmct. 
89,000;  mt  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce..  $660;    works  belong  to  city. 

BUFFALO  CENTER,  pop.  1.00a  Fire  dtpL- 
1  hose  cart,  8  laddera:  hose,  cotton,  rubber  lined, 
1,000  ft.;  fire  alarm,  bell  and  telephone;  total  mem., 
20  volunteers. 

Water  Supply— Source,  well;  system,  pump  to 
tank;  tank  cap.  1^  ff^iLz  ^^*  18  x  22;  pressure, 
dom.  46  lbs.;  mains,  8,926  ft,  4  to  8  in.  dia.;  16 
double  hydrants;  owned  by  town. 

BURLINGTON,  pop.  29,000;  fire  area,  12  sq. 
miles:  mercantile  bldgs.,  brick,  1  to  6  stories;  pri- 
vate, brick,  stone  and  wood,  1  to  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  c  engine  on  wheels,  6  c.  hand  ex.. 
1  aerial  truck,  3  hose  wagons,  4  hose  reels  and 
carts,  1  comb,  c  &  h.  wagon,  20  horses;  total 
hose,  12,000  ft.;  fire  alarm,  Gamewell,  41  boxes; 
value  of  dept  equipment,  $32,000;  value  of  bldgs., 
$57,500;  ann.  exp.  of  dept,  $20,000;  total  mem.  2^ 
paid  ftUl  time  22. 

Water  Supply— 'Source,  river,  in  business  cen- 
ter; system,  pump  direct;  filtration  system.  Nor* 
wood,  cap.  of  plant,  6,000,000  gals.;  qtiality  of  wa- 
ter, good;  4  pumping  engines,  class  1  hor.  2  Gas- 
kell  1  quad.,  cap.  per  day  26,000,000  gals.,  con- 
structor Hollv  Mfg.  Co.jmains.  40.08  miles,  cast 
iron,  4  to  16  in.  dia.:  375  hydrants.  Holly  and 
Mathews;  211  valves,  Eddy  and  Wood,  Ludlow, 
Rensselaer;  meters,  total  number  226,  owned  by 
Co.;  3,^  services;  pipe,  lead,  iron  and  galv. 
iron;  pressure,  dom.  95  lbs.,  fire  140  lbs.;  con- 
sumption, per  day  2,000,000  fi^Uu.  per  capita  170 
?als.;  cost  to  construct,  $610,000;  bonded  debt, 
148,000;  int.  paid  on  bonds,  4  per  cent;  works  be- 
long to  Co. 

CALMAR,  pop.  1,008;  fire  area,  200  acres;  mer- 
cantile bldgs.,  brick  and  stone,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fbe- 
works  and  combustibles  ord. ;  causes  of  fires  inves- 
tigated; av.  fire  loss  per  yr.  for  8  yrs.,  I8S8.S8;  av. 
ins.  for  same  time,  ^88.33.  Fire  dept— 1  b.  &  L 
truck,  1  water  tower,  1  hose  csrriage;  hose,  oottoit 
rubber  Ihied,  good  700  ft;  fire  slum,  bell;  total 
mem.,  30  volunteers. 

Water  Supply— Source,  wells,  8  blocks  from 
business  center;  system,  pump  to  stdp.  and  mains: 
stdp.  cap.  70,000  gals.,  dim.  M  x  24,  material  used 
in  cons,  steel  and  wood;  quality  of  water,  good; 
1  pumping  engine,  class  Gould  work  head,  cap. 
per  day  42,000  gals.,  constructors  Gould  Co.; 
mains,  iron,  2H  miles,  4,  6  and  8  in.  dia.;  28  hy- 
drants; meters,  total  number  11,  Trident,  owned 
by  city  and  consumers;  78  services;  nipe,  cahr. 
iron  and  lead;  pressure,  dom.  68  lbs.,  fire  70 lbs.; 
cost  to  construct,  $17,000;  bonded  debt,  $8,000;  Uit 
paid  on  notes,  6  per  cent;  cost  of  mtce.,  8M>: 
works  belong  to  city. 

CAMBRIDGE,  pop.  426.  Fire  dept— 1  hoae 
cart,  1  hand  and  cnem.  engine,  60  buckets;  hoiae. 
1,000  ft;  fire  alarm,  bell;  total  mem.,  16  voluatc~ 
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Watbk  SuppLY—Sourcc,  well:  ■yBtem,  pixmp  to 
tank;  tank  cap.  11,000  gals.,  dim.  8  x  86;  mains, 
8  blocks.  4  to  6  in.  dia.;  9  double  hydrants;  pres- 
anrt,  40  lbs.;  works  owned  by  town. 

CAKROLL,  pop.  8,800;  fire  area,  20  acres;  mer- 
cantile bldgs.,  brick,  1  and  2  stories;  private, 
wood,  2  stones:  wooden  roofs  not  permitted; 
combustibles  ord.;  causes  of  fires  inyestigated; 
Fire  dept.— 1  hand  engine,  1  h.  ft  L  truck,  I  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  8,000 
It.;  interior  all  kinds,  800  ft.;  total  hose,  8,800  ft.; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, $4,000;  value  of  bldgs.,  18,000;  toUl  mem.,  70 
-volunteers. 

Water  Supply — Source,  wells,  %  mile  from 
business  center;  system,  pump  by  electricity  into 
res.:  stdp.  cap.  146,680  gals.,  dim.  16  x  111,  material 
used  in  construction  steel;  quality  of  water,  good; 
res.  ca^.  100,000  gals.,  located  at  pumping  station; 
4  pumping  engines,  cap.  per  day  696,0u0  gals.,  con- 
structors Cook,  Barr;  mains,  cast  iron,  A%  miles, 
4  to  8  in.  diaj:  41  hydrants;  11  valves;  meters, 
total  number  33,  owned  by  consumers;  360  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  76  lbs.,  fire 
75  lbs.;  consumj^on  per  day,  225,000gals. ;  cost  to 
construct,  $60,0o0;  cost  of  mtce.,  $6,0(R);  works  be- 
long to  city. 

CASCADE,  pop.  1,266;  mercantile  bldgs.,  brick 
and  wood,  1  to  8  stories;  private,  brick  and  wood, 
1  to  2  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.    Fire  dept.— 1  h.  ft  1.  truck.  8 
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and  whistle;  ann.  exp.  of  dept.,  8486;  total  mem., 
26  volunteers. 

Watkr  Supply— Source,  spring,  4  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
70,000  gals.,  material  used  in  cons,  iron:  1  pump- 
ing tngfne,  class  dup.,  cap.  per  day  884,000  gals.: 
mams,  iron,  1^  miles;  17  hydrants;  meters,  total 
number  14,  Crown,  owned  oy  city;  74  services; 
cost  to  construct.  $10,000;  bonded  debt,  $2,600;  int. 
paid  on  bonds,  5  per  cent;  cost  of  mtce.,  $800; 
works  belong  to  city. 

CEDAR  FALLS,  ^op.  6,819;  fire  area,  640  acres; 
mercantile  bldgs.,  oriclc  and  stone,  1  to  8  stories; 
private,  wood  and  brick,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated:  fire  loss  for  1904, 
$4,120;  ins.  for  same  time  $3,200.  Fire  dept— 4 
hose  carriages,  1  h.  &  L  truck;  hose,  cotton, 
rubber  lined,  good  3,600  ft.;  fire  alarm,  bell  and 
whistle;  value  of  depL  equipment,  $3,600;  value 
of  bldgs.,  $6,000;  ann.  exp.  of  dept.,  $42d;  total 
mem.,  80  volunteers;  tmderwriters'  rating,  second 
class. 

Water  Supply — Source,  springs,  1  mile  from 
business  center;  system,  gravity  to  stdp.  and  di- 
rect: stdp.  cap.  100,000  gals.^  dim.  20  x  80,  material 
used  in  cons,  wood  and  iron;  qualitv  of  water. 
good;  2  pumping  engines,  cap.  per  day  2,600,000 
gals.,  constructors  Worthington  and  Spridly; 
mains,  cast  iron,  12^  miles,  4,  6,  8  and  10  in.  dia. ; 
78  hydranta:  82  valves:  meters,  total  number  310, 
Crown  220,  Union  70,  Empire  3,  Hersey  Rotary  3, 
Trident  8,  Thomson  10,  Keystone  6,  owned  by 
city:  836  services;  pipe,  galv.  iron;  pressure,  dom. 
85  lbs.,  fire  126  lbs.;  consumption  per  dav,  318,688 
Kals.;  cost  to  construct,  $72,926;  bonded  debt,  $36,- 
500;  int.  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
$3,500;  works  belong  to  city. 

CEDAR  RAPIDS,  pop.  30.000;  fire  area.  13  sq. 
miles;  mercantile  bldgs.,  brick,  2  to  8  stories;  pri- 
vate, wood,  1  to  8  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  3  years, 
|20,313?79;  av.  ins.  involved  for  same  time,  $628,- 
349.  Fire  dept. — 1  h.  &  1.  truck,  11  c.  hand  ex.,  1 
aerial  truck,  4  hose  wagons,  11  horses]  fire  alarm, 
Gamewell,  49  boxes;  value  of  dept.  equipment,  $16,- 
020;  value  of  bldgs.,  $18,296;  ann.  exp.  of  dept, 
$36,665.04;  total  mem.  27,  paid  full  time. 

Water  Supply— Source,  river  and  wells,  54  mile 
from  business  center;  system,  pump  direct:  filtra- 
tion system,  Jewell;  cap.  of  plant,  3,000,000  gals.; 
quality  of  water,  good;  3  pumping  engines,  class 
comp.,  cap.  per  day  10,000,000  gals.,  constructors 
Worthington  and  McGowan;  mains,  cast  iron,  62 
miles,  4  to  30  ins.  dia.;  4^  hydrants,  Mathews;  550 


valves,  Eddy;  meters,  total  number,  2,400,  owned 
by  city;  4,500  services;  pipe,  lead;  pressure,  dom. 
66  lbs.,  fire  180  lbs.;  consumption  per  day  2JS00,(X0 
gals.,  per  capita  90  gals.;  cost  to  construct,  $710,- 
000;  bonded  debt,  $430,000;  int.  paid  on  bonds,  5 
per  cent;  works  belong  to  city. 

CENTER VI LLE,  Appanoose  County,  pop.  7,500; 
mercantile  bldgs.,  brick,  stone  and  wood,  1  to  4 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permittedf;  fireworks  and  combustibles  ord.; 
causes  of  fire  investigated.    Fire  dept— 1  steamer. 

1  hand  engine,  4  comb.  c.  ft  h.  wagons.  12  c  hand 
ex.,  2  h.  ft  L  trucks,  1  hose  wagon,  1  hose  reel 

2  horses;  hose,  cotton,  rubber  lined,  good  8,600  ft; 
fire  alarm,  bell;  value  of  dept  equipment  ^,600; 
ann.  exp.  of  dept,  $1,800;  total  mem.,  26  volun- 
teers. 

Water  SupPLV—Source,  well,  %  mile  from  busi- 
ness center;  system,  pump  to  res.  and  stdp.  and 
direct;  stdi>.  cap.  84,600  gals.,  dim.  12x100,  lo- 
cated at  station;  material  used  in  cons,  stone  and 
iron;     quality  of  water,  good;    res.   cap.  280.000 

Ssls.,  located  at  station:  4  pumping  engines,  class 
up.;  cap.  per  day  1,728,000  i^.,  constructor 
Deane:  mains,  cast  iron,  flJ4  miles,  4  to  12  in. 
dia.;  To  hydrants,  Eddy;  496  services;  pipe,  aalv. 
iron  and  lead;  pressure,  dom.  40  lbs.,  fire  100  Ibsj 
consumption  per  day,  38,000  gals.,  per  capita  60 
gals. :  cost  to  construct,  $80,000;  ann.  cost  of  mtce., 
$8,600;  works  belong  to  Co. 

CHARITON,  pop.  4,500;  fire  area,  829  acres; 
mercantile  bldgs.,  brick,  2  and  8  atones;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  steamer.  6  c  hand  ex., 
1  h.  ft  1.  truck,  1  hose  wagon,  2  nose  carriages, 
8  horses;  hose,  cotton,  rubber  lined,  good  2400  ft; 
rubber,  good  200  ft;  inferior,  all  kmda,  600  ft.; 
total  hose,  2,800  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $6,000;  value  of  bldga.,  $4,000;  total 
mem.,  110  volunteers. 

Watsr  Supply— Sotirce,  firom  mill,  80,000  gals, 
per  day. 

CHARTER  OAK.  pop.  900;  no  fire  ord.  Fire 
dept.— 1  hose  cart,  6  buckets:  hose,  800  ft;  fire 
alarm,  bell;  total  mem.,  IS^voiunteers. 

Watrr  Supply— Source,  driven  well;  system, 
pump  to  tank;  tank  dim.  18  x  20;  pump;  mains, 
1^   miles.  4  to  6  in.    dia.;   14  double  hydrants: 

gressure,  dom.  66  lbs.,  fire  100  lbs.;  works  owned 
y  town. 

CHARLES  CITY,  pop.  6,000;  mercantile  bldgs., 
stone,  brick  and  wood,  1  to  3  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated.  Fire  dept.— 1  h.  ft  1.  truck,  3  hose 
carts;  hose,  cotton,  rubber  lined,  good,  1«760  ft.; 
value  of  dept.  equipment,  $1,000:  value  of  bldgs., 
$8,800;  snn.  exp.  ot  dept,  $2,000;  total  mem.,  60 
volunteers;  underwriters'  rating,  second  class. 

Water  Supply— Source,  artesian  wells  1,587  ft 
deep,  with  res.,  cap.  360,000  gals.,  dim.  20  x  80, 
located  on  hill  60  ft  elevation,  material  used  in 
cons,  steel ;  8  pumping  engines,  size  8  x  12,  12  x  14, 
constructors  Gould,  ICnowles;  mains,  cast  iron,  6 
miles;  S  hydrants.  Core*-  Eddy,  etc.;  26  valves, 
Eddy;  125  meters,  owned  by  consumer;  600 
services;  pipe,  galv.  iron;  pressure,  dom.  60  lbs., 
fire  110  Ids.;  cost  to  construct,  $45,000;  bonded 
debt,  $20,000;  int.  paid  on  bonds,  4  per  cent; 
ann.   cost  of  mtce.,  $1,600;  works  belong  to  city. 

CHEROKEE,  pop.  4,000;  fire  area,  1,280  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  3 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and    combustibles    ord.;    causes    of    fires    investi- 

fated.  Fire  dept— 2  c.  hand  ex.,  1  h.  &  1.  truck, 
ire  dept — 1  hand  engine,  2  c  hand  ex.,  1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1.500  ft;  inferior,  all  kinds,  500  ft; 
total  hose.  2,000  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment,  $2,000;  value  of  bldgs., 
$10,000;  ann.  exp.  of  dept,  $100;  total  mem.,  36 
volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  160,000  gals.,  dim.  18  x  80,  ma- 
terial used  in  cons,  iron;  quality  of  water,  good; 
res.  cap.  55,000  gals.;  2  pumping  engines:  cap.  per 
day  1,000,000  gals.,  constructor  Fairbanks-Morsc; 
mains,    6.4   miles,    4  to   10   in.    dia.;    39   hydrants. 
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Eddy;  meters,  total  number,  629,  Mathews,  owned 
by  consumer;  537  services;  pipe,  iron;  pressure, 
dom.  SO  lbs.,  fire  150  lbs.;  consumption  per  day 
80,000  gals.,  per  capita  17  gals. ;  cost  to  construct, 
1434,000;  bonded  debt,  $160,000;  int.  oj^d  on  bonds, 
4  per  cent;  ann.  cost  of  mtce.,  $3,000;  works  be- 
long to  city. 

CINCINNATI,  pop.  1,300;  fire  area.  1.800  acres; 
bldgi.,  brick  and  wood;  wooden  roofs  permitted; 
no  nreworka  and  combustibles  ord. ;  causes  of  fires 
not  inTestigated.  Fire  dept~l  hand  engine,  1  c 
engine,  X  n.  ft  I.  trucks,  1  nose  carriage;  hose, 
cotton,  mbber  lined,  good  1,000  ft;  fire  alarm, 
bell;  ann.  cxp.  of  dept,  160;  total  mem.,  90  toI- 
unteers;  underwriters'^  rating,  second  class. 

Water  Supply— Source,  wells. 

CLARE,  pop.  860.  Fire  dept.— 1  hose  cart;  hose, 
cotton,  mbDcr  lined,  600  ft;  fire  alarm,  bell. 


CLARENCE,  pop.  876.  Fire  dept— 2  hose  carts, 
1  h.  &  1.  truck;  nose,  cotton,  rubber  lined,  860  ft; 
fire  alarm,  bell;  total  mem.,  IB  voltwteers. 

Watbx  Supply— Source,  well;  svstem,  gravity: 
1  pump.  Smith- Vaile;  Unk,  18,  x  20  ft,  cap.  88,tfiO 

Sals.;  mains,  2  miles,  8  to  6  in.  dia.;  7  double  hy- 
rants;  pressure,  dom.  and  fire  40  lbs. 

CLARION,  pop.  1,475.  Fire  dept— 1  engine.  1 
bose  cart:  hose,  cotton,  rubber  lined,  800  ft;  fire 
alarm,  bell;  total  mem.,  22  volunteers. 

Watxx  Supply— Source,  well  and  cisterns;  sys- 
tem, gravity  and  pump  to  tank;  tank  dim.  18  x 
22i  cap.  60^000  gals.:  1  pump,  dup.  comp.,  cap. 
600  gals,  per  min.,  Worthington;  naains,  4  blocks, 
8  and  10  in.  dia.;  6  double  hydrants;  pressure, 
dom.  62  lbs.,  fire  100  lbs. 


permitted  in  fire  area.  Fire  aept— 1  c.  engine  on 
wheels,  1  h.  &  1.  truck,  3  hose  carts;  hose,  cotton, 
rubber  lined,  good,  1,660  ft.;  rubber,  good,  100  ft; 
inferior,  all  kmds,  860  ft:  total  hose,  2,100  ft; 
fire  alarm,  bell  and  whistle,  2  telephones;  value 
of  dept.  equipment,  16,000;  value  of  bldgs.,  82,600; 
ann.  exp.  of  dept,  8160;  total  mem.,  40  volunteers. 
Watbx  SuppLY--Sourcc,  wells|syst«n,  oump  to 
Mdp.  and  direct;  stdp.  cap.  126,000  gals.;  1  pump- 
ing engines,  class  comp.  cond.,  cap.  per  day 
2,500,00(1  gals.,  constructor  Worthington:  mains,  10 
miles,  4  to  12  in.  dia.;  66  hydrants,  Matnews,  Lud- 
low; meters,  total  number  110,  owned  by  con- 
sumer; 126  services;  pipe,  lead  and  galv.  iron; 
pressure,  dom.  76  lbs.,  fire  160  lbs.;  cost  to  con- 
struct, 840,000;  int  naid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  81300;    works  belong  to  city. 

CLARKSVILLE,  pop.  1.000.  Fire  dept.— 2  hose 
carts,  1  h.  &  1.  truck,  24  buckets;  hose,  2^  ft; 
fire  alarm,  bell  and  whistle;  total  mem.,  20  volun- 
teers. 

Watxx  Supply— Source,  wells*  system,  pump  to 
tank;  tank  dim.  20  x  24,  cap.  0,760  gals.;  1  pump, 
cap.  100  bbls.  per  hour;  mams,  6,660  ft.,  4  to  8  in. 
dia.;  21  double  hydrants;  pressure,  60  lbs.;  owned 
by  town. 

CLEAR  LAKE,  pop:  1,706;  area,  820  acres; 
mercantile  bldgs..  bnck  and  wood,  1  to  8  stories; 
private,  wood,  IH  to  2  stories;  wooden  roofs  per- 
mitted ;  no  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated;  fire  loss  for  1901,  87,000.  Fire 
dept— 1  h.  &  L  truck,  1  hose  wagon;  hose,  cotton, 
rubber  lined,  good  1,600  ft;  fire  alarm,  whistle 
and  bell;  value  of  dept  equipment,  8600;  value  of 
bldgs.,  ^,000;  total  mem.,  20  volunteers. 

Watxx  Supply— Source,  lake;  system,  pump  to 
stdp.;  stdp.  cap.  70,000  gals.,  builders  Chicago 
Bridge  Co.;  pumping  engines,  cap.  per  day  750,000 
gals.,  constructor  Smedley;  mains,  8  miles,  4  to  8 
m.  dia.,  Addyston;  86  hydrants,  Ludlow;  meters, 
total  number  8;  pressure,  dom.  88  lbs.,  fire  126 
lbs.:  cost  to  construct,  812,000;  ann.  cost  of  mtce., 
81,000;  works  belong  to  city. 

CLINTON,  pop.  22,690;  fire  area,  40,000  acres: 
mercantile  bldgs..  stone,  brick  and  wood,  2  to  d 
stories;   private,  brick  and  wood,  1  to  8  stories; 


wooden  roofs  not  permitted;  fireworks  and  eom- 
bustibles  ord. :  causes  of  fires  investigated:  «v.  fire 
loss  per  vr.  for  8  yrs.,  85|666;  av.  ma.  for  ax 
time,  848^.  Fire  dept— 1  steamer.  1  hand  cnsi 
1  c.  engine.  6  c  hand  ex.,  2  h.  &  L  trucks,  8  n 


wagons.  7  hose  carriax ea,  10  horaes;  hose,  cotton. 
rubber  lined,  good  7.000  ft;  rubber,  good  1J600  ft; 
inferior,  all  kmds,  8.000  ft:  total  hose.  11,608  ft; 
fire  alarm,  Gamewell,  66  boxes;  value  of  dept 
equipment,  886,000;  value  of  bldgs.,  826ANKh  aaa. 
exn  of  dept,  811,000;  total  mem.,  15,  paid  foil 
time. 

Watxx  Supply— Source,  wells  and  river;  ayttem, 
pump  to  res.  and  direct;  filtration  system,  M.  Y. 
N.  F.  Co.;  cap.  of  plant  1,000,000  gals.;  rea.  cap. 
1,600,000  gals.;  8  pumping  engines,  cap.  per  day 
16,000,000  gals.,  constructors  Gaakill,  Gordon, 
Knowles,  Worthington;  tnains,  48  miles,  4  to  18 
in.  dia.;  415  hydranta.  Wood  and  Lndlow:  175 
valves;  meters,  total  number  80O,  Crown,  Worth- 
ington, owned  by  Co.  and  consumer;  LOSl  services; 
pipe,  iron;  pressure,  dom.  60  lbs.,  fire  HO  Iba^ 
consumption,  per  day  2,260,00  gals.,  per  capita  102 
gals.;  works  belong  to  o. 

CLUTIER,  pop.  800.  Fire  dept— 1  hose  cart; 
hose,  cotton,  rubber  lined,  600  ft;  fire  alarm,  b^; 
total  mem;^  12  volunteers. 

Watxx  Supply— Source,  well;  system,  gravity 
and  pump  to  tank;  tank  dim.  14  x  16^  can.  17J8M 

rils.:  1  pump,  Fairbanks-Morse;  muns,  ZJOO  ft, 
ana  6  in.  dia.;  6  double  hydrants;  pressure,  dom. 
and  fire  80  lbs. 

COGGON,  pop.  620.  Fire  dept— 1  hose  cart,  1 
h.  ft  1.  truck,  12  buckets;  hose,  cotton,  rubber 
lined,  800  ft;  fire  alarm,  bell;  total  mem.,  80  vol- 
imteers. 

Watxx _SuppLT— Source,   well;   system,  sravity; 

16  X  aO, 


1  pump,  Fairbanks-Morse;  tank  dim. 
80^060  gala.;  mains,  8,000  ft.  4  and  6  in.  dia.;~> 
double  hydrants;  pressure,  dom.  and  fire  48  Iba. 

COLFAX,  pop.  8,000;  fire  area,  12  acrea;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworka  and  combuatibiea  ord.; 
causes  of  fires  investigated;  av.  fire  loaa  per  yr. 
for  8  years,  8646;  av.  ma.  involved  for  aame  time, 
86.610.    Fire  dept— 1  h.  ft  L  truck,  6  c  hand  ex., 

2  nose  carriages;  hose,  cotton,  rubber  lined,  good, 
IjSO  ft;  rubber,  good,  600  ft:  inferior,  all  kmdsL 
200  ft;  total  hos^  1,960  ft;  fire  alarm,  bell  and 
whistle;  value  of  aept  equipment  82.500;  value  of 
bldgs..  82,500;  ann.  exp.  of  dept,  876;  total  mem., 
80  volunteers. 

Watxx  Supply— Source,  well.  8  blocks  from  busi- 
ness center;  svstem,  pump  to  stap.;stdp.  cap.  90,001 
gals.,  material  used  m  cons,  steel;  quality  of  wmtcr, 
ffood;  1  pumping  engine,  sise  14  x  8  x  12,  cap.  per  day 
oOO.OOO  gals.,  constructor  Gardner;  mains,  caat  iron, 
8H  miles,  4  to  6  in.  dia.;  86  hydrants;  15  valves; 
meters,  total  number  81,  Hersey  Disc,  owned  by 
citv  and  consumer;  166  services;  pressure,  dom. 
100  lbs.,  fire  100  lbs.;  consumption,  per  day  80^000 
gals.,  per  capita  SOnls.;  cost  to  construct.  888,000; 
bonoed  debt,  86,000;  int  paid  on  bonda,  S  per 
cent;  ann.  cost  of  mtce.,  81,200;  works  b^ong  to 
city. 

COLLINS,  pop.  600.  Fire  dept.— 2  hose  carta; 
hose,  1,000  ft;  fire  alarm,  bell;  volunteera. 

Watxx  Supply— Source,  well;  system,  gravity; 
tank  dim.  8  x  86,  cap.  11,000  gals.;  1  pump;  muas, 
2,800  ft.,  4  and  6  in.  dia.;  9  double  hydranta; 
pressure,  65  lbs.;  works  owned  by  town. 


COLUMBUS  JUNCTION,  pop.  1,069; 
tile  bldgs.,  brick,  2  stories;  private,  wood,  1  and  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  hand  engine,  1  hose  carriage;  nose. 
cotton,  rubber  lined,  good  1,000  ft;  fire  alarm, 
bell:  total  mem.,  20  volunteers. 

Watxx  Supply— Source,  wells;  s^em,  pump  to 
stdp.;  stdp.  cap.  57,000  g^s.,  material  used  in  cons, 
wood  and  steel;  2  pumping  engines,  cap.  per  day 
900,000  gals.,  constructor  Gordon;  mains,  Va  nules; 
40  services;  pipe,  galv.  iron;  pressure,  dom.  88 
lbs.,  fire  120  lbs.;  cost  to  construct,  811,000. 

CONRAD,  pop.  755.  Fire  dept— 1  comb,  band 
&  chem.  engine,  1  hose  cart:  nose,  750  ft;  fire 
alarm,  bell;  total  mem.,  16  volunteers. 

Watxx  Supply— Source,  cisterns  and  weD;  sys- 
tem, pump  to  tank;  tank  dim.  16  x  16,  cap.  83,948 
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g»l9, ;  1  pump,  Lewis,  cap.  60  gals,  per  mis. ;  mains, 
1,000  ft.,  4  and  6  in.  dia.;  8  double  hydrants;  works 
owned  by  town. 

COON  RAPIDS,  pop.  IJBO;  fire  area.  200  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  t  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
p«mutted  in  fire  area;  fireworks  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  band  engine,  GO 
c.  hand  ex..  1  h.  ft  I.  truck,  2  hose  wagons;  hose, 
cotton,  rubber  lined,  good,  1,S00  ft.;  fire  alarm, 
bell;  value  of  dept  equipment,  tl^iOO;  value  of 
bldss.,  HjBOO;  total  mem.,  40  volunteers. 

Watxs  Sufflt— Source,  well,  2  blocks  from 
business  center;  system,  gravi^.  pump  to  stdp. 
and  direct;  stdp.  cap.  946,000  gals.;  pumping  en- 
gines, cap.  per  dav  25,000  gals.;  mains,  von,  2)4 
miles,  6  m.  dia.;  14  hydrants;  6  valves;  meters, 
total  number  60,  owned  bjr  consumer;  126  services; 
pressure,  dom.  62  lbs.,  nre  62  lbs.;  consumption 
per  day,  8,000  fgls.;  cost  to  construct,  |o,000; 
bonded  debt,  $8,600;  int  pand  on  b'nds,  6  per 
cent;  ann.  cost  of  mtce.,  81300;  works  owned  by 
city. 

CORRECTIONVILLE,  pop.  986.  Fire  dept.-8 
hose  carts,  1  h.  &  1.  truck;  nose,  cotton«  rubber 
lined,  960  ft;  fire  alarm,  bell;  total  mem.,  18  vol- 
unteers. 

Watex  Supply— Source,  well;  svstem,  gravity 
and  direct  pressure;  1  pump;  tank  dim.  18  x  20  ft., 
cap.  30,060  gals.;  mains,  VA  miles,  4  to  8  in.  dia.; 
13  double  hydrants;  pressure,  dom.  88  lbs.,  fire 
100  lbs. 

CORNING,  pop.  1,943;  fire  area.  840  acres; 
bldffs.,  brick  and  wood,  1  ana  2  stories; 
wooden  roofs  permitted:  fireworks  and  combusti* 
ble^  nrd.  Fire  dept.— 1  n.  &  1.  truck.  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,700  ft; 
inferior,  all  kinds,  300  ft.:  total  hose,  2,000  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $1600; 
value  of  Dldgs.,  84,000;  ann.  exp.  of  dept,  8150; 
volunteers. 

Watxk  Supply— Source,  well,  %  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
80.000  gals.^  dim.  18  x  26,  material  used  in  cons, 
steel;  quality  of  water,  good;  2  pumping  engines, 
cap.  per  day  260,000  gals.,  constructor  Smedley; 
mains,  cast  iron,  8  miles.  4  to  6  in.  dia.:  80  hv- 
drants;  meters,  total  number  78,  Nash  4,  Union  2, 


lbs.:  consumption  per  day,  82,000  gals.;  cost  to 
construct,  186,000;  bonded  debt,  18.000:  int  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  81|800;  works  be- 
long  to  city. 

CORWITH,  pop.  651.  Fire  dept— 1  hose  cart; 
hose,  cotton,  rubber  lined,  1,000  ft;  fire  alarm, 
bell;  volunteers. 

WATEK  Supply— >Source,  well;  svstem,  gravity; 
I  pump;  tank  dim.  18  x  20^  cap.  42,800  gals.;  mains, 
2,200  ft.,  4  and  6  in.  dia.;  8  double  hydrants;  prea- 
sure,  dom.  46  lbs.,  fire  48  lbs. 

CORYDON.  pop.  1,800;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  2  stories; 
private,  brick  and  wood,  1  to  2  stories:  wooden 
-oofs  permitted  in  fire  area;  fireworks  ord.;  causes 
A  fires  investigated.  Fire  dept— 1  hand  engine, 
S  c  band  ex.,  1  h.  ft  L  truck,  2  c.  engines,  1  hose 
carriage;  hose,  rubber,  good,  760  ft;  inferior,  all 
Icinds,  200  ft;  total  hose,  960  ft.;  fire  alarm,  bell 
ind  whistle:  value  of  dept  equipment,  $800;  value 
3f  bldgs.,  83,000;  total  mem.,  28  volunteers. 

Watek  Supply— Source,  wells  and  cisterns. 

COUNCIL  BLUFFS,  pop.  83,790;  mercantile 
bldgrs.,  stone,  brick  and  wood,  1  to  8  stories;  pri> 
rate,  stone,  brick  and  wood,^  2  stories;  wooden 
'oofs  not  permitted:  combustibles  ord.;  causes  of 
fires  investigated:  fire  loss  for  1908,  |21,400;  ins. 
for  same  time,  8260,000.  Fire  dept.— 2  c.  engines, 
I  c.  hand  ex.,  1  h.  &  1.  truck,  1  aerial  truck,  4 
liose  wagons,  16  horses;  hose,  cotton,  rubber  lined. 
7ood,  3,000  ft ;  rubber,  good,  2,000  ft. ;  inferior,  all 
cinds,  1300  ft;  total  hose,  6,800  ft;  fire  alarm, 
Gamewell  storage.  89  boxes;  value  of  dept.  equip- 
ment, 820,000;  value  of  bldgs.,  833,000:  ann.  exp. 
:>{  dept.,  817,000;  total  mem.  23,  paid  full  time. 

Watee  Supply— Source,  river,  8  miles  from 
>usiness  center;  system,  pump  to  res.  and  direct; 
luality  of  water,  good;  res.  cap.,  14.000,000  gals.; 
!  pumping  engines,  cap.  per  day  8,000,000  gals., 
:onstnjctor  Knowles;  mains,  cast  iron,  40  miles, 


4  to  80  in.  dia.;  289  hydrants;  260  valves;  meters, 
total  number  1,280,  owned  by  city  and  consumer; 
8,686  services;  pipe,  lead;  pressure,  dom.  80  Ibs^. 
fire  120  to  140  lbs.;  consumption  per  day,  2,192,902 
gals. ;  works  belong  to  Co. 

CRESCO,  Howard  County,  pop.  2,806;  mer- 
cantile bldgs.,  brick,  2  and  8  stories:  private,  wood. 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,600  ft;  fire  alarm,  bell 
and  whistle;  value  of  dept  equipment,  82,000; 
value  of  bldgs.,,  81]P0O;  total  mem.,  60  volunteera. 

Watee  Supply— Source,  wells,  4  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
90,000  gals.,  dim.  12  x  100,  material  used  in  cons, 
steel;  quality  of  water,  good;  2  pumping  engines, 
cap.  per  day  100,000  gala.,  constructors,  Smedley, 
Gould;  mains,  cast  iron,  4  miles,  4  to  8  in.  dia.; 
27  hydrants;  8  valves;  240  services:  pipe,  galv. 
iron;  pressure,  dom.  88  lbs,  fire  140  lbs.;  con- 
sumption per  day,  $60,000  gals.;  cost  to  construct, 
822,000;  bonded  debt.  810,000;  int.  paid  on  bonds, 
4H  per  cent;  cost  ot  mtce.,  81*700;  works  belong 
to  city. 

CRESTON,  pop.  8,865;  fire  area,  4,000  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  prhrate* 
wood,  IH  snd  2  stories:  wooden  roofs  permitted: 
no  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  c.  engine,  1  h.  & 
1.  truck,  8  hose  carts.  1  hose  carriage,  4  horses; 
hose,  cotton,  rubber  lined,  good  IJSOO  ft;  linen, 
good  liOO  ft;  total  hose,  8,000  ft;  fire  alarm,  bell 
and  telephone;  total  mem.,  100,  paid  full  time  2, 
paid  part  time  1,  volunteera  97. 

Watee  Supply— Source,  river,  2  miles  from  buii* 
ness  center:  svstem,  pump  to  stdp.  and  direct; 
stdp.  cap.  140,000  gals.;  filtration  system,  N.  Y. 
N.  T.  Co.;  cap.  of  plant,  1,000,000  gala.;  res.  cap. 
600,000  gals.;  2  pumping  engines,  dass  comp.,  sise 


hydrants,  Mathews;  meters,  total  number  100* 
owned  by  consumer;  466  services;  pipe,  galv.  iron; 
pressure,  dom.  80  lbs.,  fire  140  lbs.;  cost  to  con- 
struct, 8200,000;  bonded  debt,  8160,000;  int  paid  on 
bonds,  6  per  cent;  ann.  cost  oi  mtce.,  86,000;  works 
belong  to  Co. 

CUMBERLAND,  pop.  726.  Fire  dept.— 1  hose 
cart,  1  h.  &  1.  truck:  hose,  cotton,  rubber  lined, 
600  ft;  fire  alarm,  bell;  total  mem.,  48  volunteers. 

Watee  Supply— Source,  well;  system,  gravity; 
1  pump,  Myers,  cap.  40  gals,  per  min.;  tank  dim. 
16  X  18,  cap.  27.070  gals. ;  mains,  1,900  ft..  4  and  6 
in.  dia.;  6  double  hydrants;  pressure,  aom.  and 
fire  68  lbs. 

DANBURY,  pop.  600.    Fire  dept— 1  c.  engine, 

1  hose  cart  6  c.  hand  ex.;  hose,  cotton,  rubber 
lined,  600  ft;  rubber,  60  ft:  total  hose,  660  ft; 
fire  alarm,  bell;  total  mem.,  16  volunteers. 

Watee  Supply— System,  gravity:  tank  cap.  12,- 
000  gals.;  1  pump;  mains,  IH  miles,  1^  to  4  in. 
dia.;  10  single  and  8  double  hydrants;  pressure, 
66  lbs.;  owned  by  town. 

DAVENPORT,  pop.  89,800;  fire  area,  600  acres; 
mercantile  bldgs.,  brick,  2  to  6  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted; combustibles  ord.;  causes  of  fires  investi- 
gated; av.  fire  loss  per  yr.  for  8  yrs.,  869,640:  av. 
ms.  for  same  time,  8148,274.  Fire  dept.— 11  c.  hand 
ex.,  2  h.  &  1.  trucks.  1  aerial  truck,  8  hose  wagons, 

2  hose  carriages,  28  horses;  hose,  rubber,  good, 
11,640  ft.;  fire  alarm.  Game  well,  78  boxes;  value  of 
of  dept  equipment,  $36,200;  value  of  bldgs.,  866,000: 
ann.  exp.  of  dept.,  $42,000;  toUl  mem.  S,  paid  full 
time;  underwriters'  rating,  first  class. 

Watee  Supply— Source,  river,  1  mile  from  busi- 
ness center:    system,    pump   to   res.    and   direct; 


000,000  gals.,  constructors  Holly,  Worthuigton, 
Clapp  and  Deane;  mains,  cast  iron,  72  miles,  8  to 
30  m.  dia.;  649  hydrants.  25  private;  1,100  valves: 
meters,  total  number,  ZjBOO,  owned  by  Co.;  7,600 
services;  pipe,  lead  and  wrought  iron;  pressure, 
dom.  ^  lbs.,  fire  126  lbs.;  consumption  per  day 
3.000,000  gals. ;  cost  to  construct,  $1,460,000;  bonded 
debt,  $650,000;  int  paid  on  bonds,  4  per  cent; 
works  belong  to   Co. 
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DAYTON»  pop.  900.  Fire  dept— 2  hose  cartt; 
hose,  1,000  ft.;  fire  alarm,  bell;  total  mem.,  21  vol- 
tmtecrs. 

Watzx  Supply— Source,  wells,  2  pumps;  tank 
dim.  20  X  20,  cap.  67,000  i^als.;  mains,  1  mile,  4  to 
6  in.  dia.;  16  double  hydrants;  pressure,  40  lbs.; 
works  owned  by  town. 

DECORAH,  pop.  4,000;  mercantile  bldgs.. 
mostly  brick^  1  to  3  stories;  private^  brick  ana 
wood,  2  stones;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  h.  &  1.  truck,  2 
c.  hand  ex.,  8  hose  carriages,  2  horses;  hose,  cot- 
ton, rubber  lined,  good,  3300  ft.;  fire  alarm,  bell 
and  whistle;  total  mem.,  66  volunteers. 

Water  SuppLY-^Source,  weUt:  system,  gravity 
and  pump  direct;  res.  cap.  GOQUDOO  gals.;  2  pumping 
engines,  cap.  per  day  IfllLfiW  gals.,  constmctora 
Knowles.  Smedley;  mains,  894  miles,  6  to  8  in. 
dia.:  40  nvdrantSv^Chapman  and  Ludlow;  meters, 
total  numSer  80,  Hersey;  presstire,  dom.  90  to  100 
lbs.,  fire  90  to  100  lbs.;  cost  to  construct,  $84,000; 
int/paid  on  bonds,  5  per  cent ;  ann.  cost  of  mtoe., 
12,000;  works  belong  to  city. 

DENISON,  pop.  4,000;  fire  area,  MO  acres;  mer- 
cantile bldfrs.,  bnck  and  wood,  1  and  2  stories; 
private,  brick  and  wood,  2  stories;  combustibles 
ord.:  causes  of  fires  investigated;  av.  fire  loss  per 

f.  for  8  yrs..  $1,666.  Fire  dept— 1  c  engine.  1  h. 
1.  truck.  2  nose  reels:  hose,  cotton,  rubber  lined, 
good,  1,600  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  $2,000;  value  of  bldgs.,  $6,000;  total 
mem.,  75  volunteers;  underwriters*  rating*  second 
class. 

Watsk  Supply— Source,  wells,  H  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
90,000  gals.,  dim.  16  x  00,  material  used  in  cons. 


drants.  Chapman.  Eclipse;  18  valves.  Chapman; 
meters,  total  number  Tt,  Trident  66(  Nash  10,  ownen 
by  city  and  consumer;  600  services;  pipCi  salv. 
iron;  pressure,  dom.  36  lbs.,  fire  90  to  126  lbs.; 
consumption,  per  day  71,280  cnls.,  per  capita  28  24 

Skis.;    cost   to   construct,    980,000;    bonaed    debt, 
.400;    int    paid    on    bonds,    4    per    cent;    ann. 
cost  of  mtce.,  $2,000;  works  belong  to  city. 


DEEP  RIVER,  pop.  600.  Fire  dept.— 1  hose 
cart,  3  ladders;  hose,  cotton,  rubber  lined,  600  ft.; 
fire  alarm,  whistle ;  total  mem.,  8  volunteers. 

Water  Supply— Source,  well;  system,  gravity;  2 

Jumps,  cap.  295  gals,  per  min.;  air*pressure  tank 
X  36,  cap.  11,000  gals.;  mains,  1  mile,  4  and  6  in. 
dia.;  11  double  hydrants;  pressure,  fire  65  lbs. 

DES  MOINES,  pop.  100,000;  fire  area,  33,000 
acres;  mercantile  bldgs.,  stone  and  brick,  1  to  14 
stories;  private,  wood  and  brick,  1  to  4  stories; 
wooden  roofs  not  permitted  in  fire  area;  av.  fire 
loss  per  yr.  for  3  yrs.,  $101,412;  av.  ins.  involved 
for  same  time,  $754,198.  Fire  dept.— 3  c.  engines 
on  wheels,  10  c.  hand  ex.,  4  h.  &  I.  trucks,  1  aerial 
truck,  6  comb.  c.  &  h.  wagons,  9  hose  wagons,  52 
horses;  hose,  cotton,  rubber  lined,  good,  24,000  ft.; 
rubber,  good.  1,000  ft.;  inferior,  all  kinds,  800  ft; 
total  hose,  26,800  ft.;  fire  alarm,  Gamewell,  83 
boxes,  aux.  33  boxes;  value  of  dept.  equipment, 
$106,622.33;  value  of  bldgs.,  $203,833.19;  ann.  exp. 
of  dept.,  $126,750;  total  mem.  102,  paid  full  time. 

Water  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system^gravity,  pump  to  stdp.  or  di- 
rect: stdp.  cap.  53O,O0Ojrals.,  material  used  in  cons, 
steel,  builders  Porter  Boiler  Co.;  filtration  system, 
cap.  of  plant  1,900,000  gals.;  quality  of  water,  good; 
3  pumping  engines,  class  comp.  cond.,  cap.  per  day 
19,000.000  gals.,  constructor  Gaskill,  Worthington 
and  Holly;  mains,  cast  iron,  134  miles,  6  to  36  in. 
dia.,  Dennis  Long,  Shickle,  Howard,  Harrison. 
Lake  Shore:  1,500  hydrants.  Holly,  Chapman  and 
Ludlow;  4,260  valves^  Ludlow;  meters,  total  num- 
ber 11,000.  Crown,  Union.  Empire.  Gem,  Hersey. 
Hersey  Disc,  Worthington,  Columbia.  Trident, 
Nash,  owned  by  Co.;  12,000  services:  pipe,  lead; 
pressure,  dom.  100  lbs.,  fire  140  to  150  lbs.;  con- 
sumption per  day,  4.000,000  gals.,  per  capita  48 
gals.;  cost  to  construct,  $1,500,000;  bonded  debt, 
fl.660,000;  int.  paid  on  bonds.  4  per  cent;  ann.  cost 
of  mtce.,  $115,000;  works  belong  to  Co. 

DLWITT,  pop.  1.508:  no  fire  ord.;  75  per  cent 
of  bldurs.    wood.     Fire   dept. — 1   hose   cart,   1  h.   & 


1.  truck,  2  hand  c  ex.;  hose,  1,900  ft.;  fire  alarm, 
whistle;  total  mem.,  26  volunteers. 

Water  Supply — bource,  well;  svstem,  pomp  to 
tank,  tank  dim.  20  x  20,  cap.  1,500  obis. ;  3  pomps. 
Cook  pump,  cap.  106  gals,  per  min.,  Gould  pump, 
cap.  60  gais.  per  min.,  Smith- Vaile  pump,  7T  gals, 
per  min.;  mains,  2  miles,  4  to  8  in.  dia.:  27  double 
hydrants;  pressure,  dom.  35  lbs.,  fire  46  lbs.;  works 
owned  by  town. 

DOON,  pop.  810.  Fire  dept.— 2  hose  carts,  lad- 
ders; hose,  cotton,  rubber  lined,  1,200  ft.;  fire 
alarm,  bell;  total  mem.,  24  volunteers. 

Water  Supply— Source,  well;  system,  gravity 
and  direct  pressure;  1  pnmp,  cap.  7oO,000  gals,  per 
day,  Fairbanks-Morse;  tank  dim.  18  x  TO,  cap. 
41,000  gals.;  mains,  1  mile,  6  to  8  in.  dia.;  12 
double  hydrants;  pressure,  dom.  66  lbs.,  fire  129 
lbs. 

DOUGLAS,  pop.  7,000.  Fire  dept — 1  comb, 
truck  &  c.  engine,  1  steamer,  1  hose  wagon,  1  reel; 
hose,  2,160  ft.;  fire  alarm,  telephone. 

Watee  Supply— Source,  wells;  stdp.  cap.,  183.- 
600  gals.;  2  pumping  engines,  combined  cap.  per 
day  1,006,000  gals.,  2  to  8  in.  dia.;  42  hydrants. 

DOWS,  pop.  1.00a  Fire  dept— 1  hose  cart.  1 
h.  &  I.  truck;  hose,  600  ft;  fire  alarm,  bell;  total 
mem.,  20  volunteers. 

Watee  Supply- Source,  well;  svstem,  gravity; 
tank  dim.  20  x  24;  mains,  %  milej  4  and  6  m.  dia.; 
10  double  hydrants;  pressure,  75  lbs.;  owned  by 
town. 

DUBUQUE,  pop.  45,000;  fire  area,  10  sq.  miles: 
mercantile  bldgs.,  orick  and  wood,  I  to  7  stories: 
private,  brick  and  wood,  2  and  8  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 4 
steamers,  8  comb,  c  &  h.  wagons,  1  c.  engine,  19 
c.  hand  ex.,  2  h.  ft  1.  trucks,  1  aerial  truck,  S 
hose  wagons,  2  hose  carriages,  28  horses;  hose, 
cotton,  rubber  lined,  good,  oISOO  ft;  rubber,  good. 
5,300  ft;  fire  alarm.  Gamewell,  69  boxes;  value  of 
dept  equipment,  $176,000:  value  of  bldgs.,  $82.(^>>: 
ann.  exp.  of  dept.,  $60,000;  total  mem.  44,  paid  fall 
time;  underwriters'  rating,  first  class. 

Water  Supply— Source,  wells.  2  miles  from 
business  center;  system,^ump  to  res.;  stdp.  cap. 
460,000  gals.,  dim.  80  x  75[  material  used  in  cons, 
iron,  builders,  Morrison  Bros.;  quality  of  water, 
good;  res.  cap.  2,760,000  gals.,  located  8  miles  from 


citv;  6  pumping  engines,  cap.  per  day  16,000,000 
rals.,  constructors  Smedley.  Ueane;  mains,  iron. 
(S  miles,  4  to  24  in.  dia.:  452  hydrants;  84S  valves; 


meters,  total  number  665,  Crown  m.  Union  ZL 
Gem  4.  Hersey  Rotary  40,  Trident  86,  Thomson 
25,  Buffalo  6,  Pittsburg  10,  owned  by  citv;  3.7W 
services;  oipe,  lead;  pressure,  dom.  60  lbs.,  fire 
60  to  100  lbs.;  cost  to  construct,  $589,248;  bonded 
debt,  $484,000;  int  naid  on  bonds.  4^  per  cent: 
cost  of  mtce.,  $18000;  works  belong  to  city. 

DUNCOMBE,  pop.  447.  Fire  dept.— 1  hose 
cart;  hose,  cotton,  rubber  lined,  600  ft;  fire  alarm, 
bell;  total  mem.,  15  volunteers. 

Water  Supply — Source,  well;  system,  gravity: 
1  pump,  Meyers;  tank  dim.  8  x  86,  cap.  27.Cfu 
gals.;  mains,  1  mile.  4  and  6  in.  dia.;  12  double 
hydrants;  pressure,  dom.  and  fire  60  lbs. 

DUNLAP.  pop.  1,365;  fire  area,  12  to  15  acres: 
mercantile  bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept— 1  c.  engine,  ! 
hose  carriages;  hose,  cotton,  rubber  lined,  gocd 
900  ft;  fire  alarm,  bell;  value  of  dept  eqnipraeat. 
$1,810;  value  of  bldgs.,  $800;  toUl  mem.,  S  to'- 
unteers. 

Water  Supply— Source,  well,  1,600  ft.  from  bon- 
ness  center;  system,  grsritv,  pump  to  stdp.  and 
direct;  stdp.  cap.  32,<)00  gals.^  dim.  10  x  15,  ma- 
terial used  in  cons,  iron,  builders  Fremont  Ma- 
chine Co.;  1  pumping  engine,  cap.  per  day  115J09 
gals.,  constructor  Cook;  mains,  1  mile,  €  to  8  ia. 
dia.;  8  hydrants,  St.  Louis;  20  services;  pipe,  lead; 
pressure,  dom.  60  lbs.,  fire  60  lbs.;  cost  to  con- 
struct, $6,000;  int.  paid  on  bonds,  5  per  cent; 
works  belong  to  town. 

DURANT,  Cedar  Co..  pop.  650.  Fire  dept.  -1  c 
engine,  2  ho«ie  carts;  hose,  cotton,  rubber  l-r*  ' 
1,500  ft.;  fire  alarm,  bell;  total  mem.,  15  voluntr« 

Water  Supply— Source,    well;   system.    gravitT. 
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1  pump,  Faarbanks-Monc;  tank  dim.  M  x  84^  c 
67,880  gals.;  mains,  2  miles.  4  and  6  in.  dia.; 
double  hydrants;  pressure,  dom.  and  fire  46  lbs. 

DYERSVILLE,  pop.  1.600.  Fire  dept.— 1  hand 
engine.  1  h.  ft  1.  truck,  2  hose  carts,  24  buckets: 
hose,  ijSOO  ft.;  fire  alarm,  bell  and  whistle;  total 
mem.,  w  volunteers. 

Watbx  SuppLY-^ource,  well  and  cisterns;  sys- 
tem, pump  to  tank;  tank  dim.  24  x  24;  mains,  2,856 
ft.,  6  and  8  in.  dia.;  12  triple  hydrants;  pressure, 
60  lbs. 

DYSART,  pop.  1,000.  Fire  dept— 4  steamer^  1 
h.  ft  L  truck,  2  hose  carts;  hose,  cotton,  ruboer 
lined,  GOO  ft.;  rubber,  600  ft.;  total  hose,  1,000  ft; 
fire  alarm,  bell;  total  mem.,  47  volimteers. 

Watsr  SupPLY—Source,  well. 

EAGLE  GROVE,  pop.  8,890;  fire  area,  700  acres; 
mercantile  bldgs.,  bnck  and  stone,  1  to  8  stories; 
priTat^  wood,  8  stories;  wooden  roofs  permitted; 
fireworks  ord.;  causes  of  fires  inTcstigated.  Fire 
dept— 1  h.  ft  L  truck,  8  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,800  ft;  fire  alarm, 
whistie;  value  of  dept  equipment,  12,000;  value  of 
bldgs.,  81«600;  total  mem.,  46  volunteers. 

WATiK  Supply— Source,  well,  800  ft  from  busi- 
ness center;  mtem,  pump  to  stdp.  and  direct: 
stdp.  cap.  188,000  gals.,  dim.  16  x  100,  located  16 
ft  irom  station,  material  used  in  cons,  steel,  build- 
ers Chicasp  Iron  Co.;  qualitv  of  water,  good;  res. 
cap.  90,000  fl;als.,  located  60  ft  from  station:  1 
pumping  engine,  class  dup.,  sice  10  x  14  x  18,  cap. 
per  day  TwjOOO  gals.,  constructors  Aurora  Fump 
Co.:  mains,  cast  iron,  1%  miles,  4  to  12  in.  dia., 
Addyston;  20  hydrants,  Eddv;  12  valves,  Eddy; 
meters,  total  number  8,  Nash;  70  services;  pipe, 
lead;  pressure,  dom.  40  lbs.,  fire  100  lbs.:  cost  to 
construct  116,000;  bonded  debt,  110,000;  int  paid 
on  bonds.  6  per  cent;  ann.  cost  of  mtce.,  f700; 
works  belong  to  dty. 

EARLING,  pop.  600;  bldgs.,  frame  and  brick 
veneered.  Fire  dept— 1  hose  cart;  hose,  600  ft.; 
fire  alarm,  bell;  total  mem.,  12  volunteers. 

Water  Supply— Source,  well;  system,  pump  to 
tank;  tank  dim.  16  x  16,  cap.  700  bbls.;  pump; 
mains,  1,800  ft,  4  and  6  in.  dia. ;  7  double  hydrants: 
pressure,  dom.  60  lbs.,  fire  100  lbs.;  works  owned 
D7  town. 

EARLVILLE,  pop.  660.  Fire  dept— 1  comb.  c. 
enffine,  1  h.  ft  1.  truck,  hose  cart,  18  buckets;  hose, 
650  ft;  fire  alarm,  bell;  volunteers. 

Water  Supply— Source,  well;  system,  pump  to 
res. ;  res.  cap.,  112,000  gals.;  1  pump;  mams,  1  mile. 
4  and  6  in.  dia.;  11  double  hydrants;  pressure,  89 
lbs. ;  owned  by  town. 

EARLY,  pop.  700;  bldgs.,  frame  and  brick 
veneered.  Fire  dept — 1  hose  cart,  1  h.  &  1.  truck; 
hose,  800  ft;  fire  alarm,  bell;  total  mem.,  20  vol- 
unteers. 

Water  Supply — Source,  well;  system,  pump  to 
tank;  tank  dim.  16  x  20,  cap.  40,00o  gals.;  1  pump; 
mains,  1  mile,  4  and  6  in.  diau;  12  double  hydrants; 
pressure,  60  lbs.;  owned  by  town. 

EDDYVILLE,  pop.  1,200;  mercantile  bldgs., 
brick.  Fire  dept— 1  c.  engine;  hose,  cotton,  rub- 
ber lined,  good,  650  ft;  fire  alarm,  bell  and 
whistle;  total  mem^  16  volunteers. 

Water  Supply— Source,  private;  system,  grav- 
ity. 

ELDON,  pop.  2.600;  fire  area,  800  acres;  mer- 
cantile bldgs.,  brick,  1  and  2  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — 7  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  wagon,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  1,200  ft;  fire  alarm, 
wiiistle;  value  of  dept.  equipment,  81,500;  value  of 
bldgs.,  $1,200;  total  mem.,  30  volunteers. 

Water  Supply — Source,  wells,  %  mile  from 
business  center;  system;  pump  to  res.;  stdp.  dim. 
8.6  X  50,  material  used  m  cons,  rock  and  cement; 

auality  of  water,  good;  1  pumping  engine,  class 
up.,  cap.  per  day  800,000,  constructors  Fairbanks, 
Morse;  mams,  cast  iron,  1^  miles.  8  in.  dia.;  22 
hydrants;  meters,  total  number  62,  Keystone  50, 
Niagaria,  owned  by  city:  80  services;  pipe,  iron; 
pressure,  dom.  65  Ids.,  nre  120  lbs.;  consumption 
per  day,  25,000;  cost  to  con«?truct,  $12,000;  bonded 
debt,  $10,000;  int  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $700;  works  belong  to  city. 


ELDORA,  pop.  2,20;  mercantile  bldga.,  brick, 
2  and  8  stories;  private,  wood  and  brick,  1  and  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investinted. 
Fire  dept— 1  h.  ft  1.  truck,  8  hose  carriages ;  nose. 


cotton,  rubber  lined,  good  2,260  ft;  rubber,  good. 
760  ft;  total  hose,  8,000  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  12,000;  value  of 
bldgs.,  12,000;  total  mem.,  46  volunteers;  under- 
writers' rating,  first  class. 

Water  Supply— Source,  wells,  1  block  from 
business  center;  system,  pump  to  stdp.  and  direct 
to  mains;  stdp.  cap.  100,000  gals.,  dim.  13%  x  100, 
material    used   in    cons,    steel;    quality   of   water, 

!odo:  4  pumping  engines,  class  dup.,  cap.  per  day 
4,400  gala.,  constructors  Smedley,  Atlas,  Deans 
mains,  cast  iron,  3%  miles,  4  to  6  in.  dia.;  3 
hydrants-  11  valves;  meters,  total  number  200, 
Crown  34,  Nash  166,  Gem  1,  owned  by  city;  361 
services;  pipe,  galv.  iron  and  lead;  pressure,  dom. 
40  lbs.,  fire  40  to  100  lbs.;  constmiption  per  day. 
68,000  sals.;  cost  to  construct,  p6,000;  bonded 
debt  $6^000;  int.  paid  on  bonds,  4^  per  cent;  cost 
of  mtce.,  $3,300;  works  belong  to  city. 

ELDRIDGE,  pop.  226;  only  1  brick  bldg.  Fire 
dept— 1  hose  cart,  hooks  and  ladders;  hose,  600  ft; 
total  mem;^  12  volunteers. 

Water  Supply— ^urce,  well;  system,  pump  to 
tank;  tank  dim.  20  x  22.  cap.  68,000  gals.;  mains, 
6,000  ft,  4  to  8  in.  dia.;  16  double  hy(&ants;  works 
owned  by  town. 

ELKADER,  pop.  1,260;  fire  area,  640  acres; 
mercantile  bldgs.,  orick  and  stone,  1  and  2  stories; 
private  bldgs.,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  permitted  in  fire  area;  av.  loss  for 
3  yrs..  18,000;  ins.  involved  same  period,  |7,000. 
Fire  dept— 1  h.  &  1.  truck,  1  hose  wagon,  1  hose 
reel;  hose,  cotton,  rubber  lined;  good,  600  ft;  in- 
ferior, all  kinds,  160  ft;  total  hose,  760  ft.;  fire 
alarm,  bell;  value  of  equipment,  11,000;  value  of 
bldgs.,  $200;  total  mem.,  Id  volunteers. 

Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,    excellent;    res.   cap.    175,000  gais.,   located 


8  in.  dia.;  S2  hy()rants;  16  valves;  meters,  total 
number  164.  Crown  64,  Trident  80,  Buffalo  2,  owned 
by  city;  193  services;  pipe,  galv.  iron;  pressure, 
dom.  106  lbs.,  fire  106  lbs.;  consumption  per  day. 
43,150  gals.;  cost  to  construct,  $18,500;  bondea 
debt  19,600:  int  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $i50;  works  belong  to  city. 

ELLIOTT,  pop.  eOO.  Fire  dept— Volunteer.  18 
men;  1  hose  cart;  400  ft  hose;  &re  alarm,  bell. 

Water  Supply— Source,  wells;  1  Gould  triplex 
pump,  cap.  422,000  gals,  per  dav;  900  ft  6- hi.  mams; 
5  double  hydrants;  pressure,  90  lbs. 

EMMETSBURG,  pop.  2,700;  fire  area,  600  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  3  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
m  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  c.  en- 
gine on  wheels.  2  h.  &  1.  trucks,  3  hose  carts; 
hose,  cotton,  ruobcr  lined,  good,  1,000  ft;  rubber, 
good,  1,000  ft;  inferior,  all  kinds,  300  ft;  total 
nose,  2,300  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $2,500;  ann.  exp.  of  dept,  $250; 
total  mem.,  61  volunteers. 

Water  Supply— Source,  wells;   system,  gravity, 

§ump  to  stdp.;  stdp.  cap.  70,400  gals.,  dim.  12  x  80, 
uilder  Freeman  Turner;  pumping  engines,  cap. 
per  dav  '^,000  gals.,  constructor  Smedley;  mains, 
yM^  miles,  4  to  8  in.  dia..  Clow;  86  hydrants,  Lud- 
low; 50  valves,  Eddy;  meters,  total  number  150, 
Nash  2.  Hersey  Disc  28,  Buffalo  30,  Trident  90, 
owned  by  consumer;  297  services;  pipe,  galv.  iron; 
pressure,  dom.  36  lbs.,  fire  120  lbs.;  cost  to  con- 
struct, $34,703.68;  int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $1,100;  works  belong  to  city. 

ESTHERVILLE.  pop.  3,237;  fire  area,  3,000 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  3 
stories;  private,  wood  and  brick,  1^  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  not  investigated:  av.  fire 
loss  per  yr.  for  3  yrs.,  $6,000;  av.  ms.  for  same 
time,  $27,666.  Fire  dept— 1  hand  engine,  50  c 
hand  ex.,  1  h.  &  1.  truck,  3  hose  wagons,  8  hose 
carriages;   hose,  cotton,  rubber  lined,  good  1,500 
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ft.;  rubber,  good  200  ft.;  inferior,  all  Idndi.  400  ft; 
total  hose.  8,000  ft.;  fire  alarm,  electric,  10  boxes; 
value  of  dept  equipment,  ^000:  yalue  of  bldg^. 
16,000;  ann.  exp.  of  dept,  11,900;  toUl  mem.,  60 
Tolunteers. 

Watbx  Supply— Source,  springs  and  river,  6 
blocks  from  business  center;  system,  pump  direct; 
quality  of  water,  good;  res.  cap.  100,000  gals.,  lo- 
cated at  station:  1  pumping  engine,  class  dup. 
comp.,  sise  8  x  U  x  10,  cap.  per  day  75,000  gals., 
constructor  Deane;  mains,  cast  iron,  6  miles.  4  to 
10  in.  dia.;  86  hydrants,  Buffalo;  10  valves.  Scott: 
182  services;  pipe,  galv.  iron;  pressure,  dom.  80 
lbs.,  fire  140  lbs.;  cost  to  construct.  112,600; 
bonded  debt,  88,600;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  city. 

ESSEX,  pop.  800.  Fire  dept— 1  bote  cart,  800 
ft  hose;  fire  alarm,  bell;  total  mem.,  16  volun- 
teers. 

Watbx  Supply— Source,  well;  system,  gravinr; 
2  tanks,  dim.  8  x  86»  cap.  22,000  gals.;  mains,  4,000 
ft.,  4  and  6  in.  dia.;  65  double  hydranU;  pressure, 
66  lbs. ;  owned  by  town. 

EXIRA.  pop.  876.  Fire  dept— 1  hose  cart,  1 
band  engine;  600  ft  2-in.  cotton  jacket  hose;  fire 
alarm,  bell;  volunteer,  80  men. 

Watxx  Supply— Source,  well;  system,  gravity: 
1  pump:  tank  dim.  12  x  80,  cap.  22,880  gals.;  1 
mile  of  8  and  4-in.  mains;  7  double  hydrants;  pres- 
sure,  20  lbs. 

FAIRBANKS,  pop.  660:  86  per  cent  of  bldgs. 
frame.  Fire  dept— 1  hand  m^e,  1  hose  cart*  1 
h.  &  1.  truck;  nose,  cotton,  600  ft. 

Watbr  Supply— Source,  tank:   dim.   8  x  86:  1 

Sump;  mains,  6  blocks,  6  in.  dia.;  6  double  hy^ 
rants;  pressure,  160  lbs.;  works  owned  by  town. 

FAIRFIELX),  pop.  6,008:  fire  area.  1^  acres; 
mercantile  bldgs.,  brick  and  stone,  8  and  8  stories; 
private,  wood,  2  stories:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated:  av.  fire  loss  per  yr.  for  8  yrs.,  18,600; 
Fire  dept— 1  hose  wagon,  8  hose  carriases;  hoscL 
cotton,  rubber  lined,  good  1,600  ft;  ruboer,  good 
1.000  ft;  total  hose,  2.600  ft;  fire  alarm,  bell;  value 
ot  dept.  equipment,  81.800:  value  of  bldgs.,  $4,000; 
ann.  exp.  of  dept,  $682;  total  mem.,  16  volunteers. 

Watbb  Supply— Source,  res.,  IVL  miles  from 
business  center;  system,  gravity,  pump  from  res. 
to  stdp.  or  direct;  stdp.  cap.  76.000  gals.,  dinu  12 
X  80,  material  used  in  cons,  steel,  btiiiders  Inman; 
quality  of  water,  good;  res.  cap.  200,000,000  gals., 
located  IM  miles  from  business  center;  2  pumping 
engines,  cap.  per  day  2,000.000  gals.,  constructors 
Blake  and  Holly;  mains,  cast  iron,  8%  miles,  4,  6 
and  10  in.  dia.;  66  hydrants;  66  valves;  meters, 
total  number  280,  owned  bv  city;  492  services;  pipe, 
iron  and  lead;  pressure,  dom.  &  lbs.,  fire  126  lbs.; 
cost  to  construct,  $78,000;  bonded  debt,  $5,000; 
int.  paid  on  bonds,  6  ]>er  cent;  cost  of  mtce., 
$6,000;  works  belong  to  city. 

FARLEY,  pop.  618.  Fire  dept— 1  h.  ft  L  truck, 
1  comb,  hand  ft  chem.  engine.  1  hose  cart,  8 
buckets;  400  ft  2-in.  cotton  jacket  hose.  800  ft 
2%-in.  cotton  jacket  hose;  fire  alarm,  bell;  volun- 
teers, 46  men. 

Wateb  Supply— Source,  well:  system,  gravity; 
1  pump;  tank  18  x  20,  cap.  88,000  gals.,  elevation 
86  ft.;  mains,  \  mile,  4  and  6  in.  dia.;  12  double 
hydrants;  pressure,  dom.  and  fire  40  lbs. 

FARMINGTON,  pop.  1,882;  fire  area,  160  acres; 
mercantile  bldgs.,  orick,  2  stories:  private,  wood. 
IH  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 20  c.  hand  ex.,  1  h.  ft  1.  truck,  1  frose 
wagon,  2  hose  carriages;  hose,  cotton,  mb')er 
lined,  good  1,200  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $8,000;  value  of  bldgs., 
$600;  ann.  exp.  of  dept.  $200;  total  mem..  80  vol- 
unteers; Gus  Noske,  chief;  underwriters  rating, 
third  class. 

Watzx  Supply— Source,  river;  system,  pump  to 
res.;  res.  cap.  800,000  gals.:  1  pumping  engine, 
class  comp.,  cap.  6er  day  600,000  gals.,  construc- 
tors Fairbanks,  Morse  ft  Co.;  mams,  2^  miles, 
4  to  6  to  8  in.  dia. ;  18  hydrants,  Mathews ;  meters, 
total  number  6;  60  services;  pressure,  dom.  86  lbs., 
fire  112  lbs.;  consumption,  per  day  76,000  gals., 
per  capita  87%  gals.;  cost  to  construct,  $10,000; 
**^n.  cost  of  mtce.,  $1,000;  works  belong  to  city. 


FAYETTK  pop.  1,816;  mercantile  bldgs.,  brick; 
private,  wood.  Fire  dept— 1  h.  ft  L  truck,  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good,  686  ft.; 
fire  alarm,  whistle:  volunteers. 

Water  Supply— Source,  wells:  system,  pumic- 
ing; pumping  cap.  per  day,  600,000  ^s. 


FONDA,  pop.  L180;  fire  area.  140  acrca;  mcr^ 
cantile  bldgs.,  orick  and  wood,  2  stories;  private, 
wood,  8  stories;  wooden  roofs  permitted:  no  fb^e> 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigsted.  Fire  dept— 1  h.  ft  L  truck,  2  hoae 
carts;  hose,  cotton,  rubber  lined,  good  1,000  ft.; 
inferior,  all  kinds,  1,000  ft:  total  hose,  1,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $800; 
value  of  bldgs.,  $2,600;  total  mem..  15  volunteers. 

Watbx  Supply— Source,  well,  in  businc ~~   — 


ter;  svstem.  pump  to  stdp.;  stdp.  cap.  68,000  gals., 
dim.  80  X  86,  material  used  in  cons,  steel;  quality 
of  water,  good;  2  pumping  enginea.  cap.  per  day 
100^000  gals.,  constructor  StiUwdl;  mains,  cast  Iran* 
8  miles,  4  to  8  in.  dia.;  16  hydranta;  7  valves;  lOO 
services;   pipe,  wrought  iron;  pressure,  dom.    ^ 
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$880;  works  belong  to  city. 


FOREST  CITY,  pop.  1,768;  fire  area,  6  btocks; 
mercantile  bldga.,  bnoc  and  wood,  2  storica;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combuatiblea  ord.;  causes  of  firca 
investigated.  Fire  dept— 1  h.  ft  1.  truck,  1  aerial 
truck,  2  hoae  carriages:  hose,  cotton,  mbbcr 
lined,  good  MOO  ft;  inferior,  aU  kinda,  800  ft: 
total  hose,  2,100  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  $2,000;  value  of  bldgs.,  $800;  total 
mem.,  27  volunteers. 

Watbb  Supply— Sovroe,  wclla,  H  nUe  from  bnai- 
ness  center;  system,  pump  to  stdp.;  stdp.  eap. 
116.000  gals.,  dim.  100  x  14,  builder  Chicago  Sridgc 
and  Iron  Co.;  res.  cap.  60.000  gals.;  1  pumping  en. 
giae,  cap.  per  day  110,008  gala.,  constructor  Gor- 
don; mains^n^  miles.  4  to  8  in.  dia.;  26  hydranta, 
Waterous;  80O  services;  pressure,  dom.  60  lbs.,  fire 
100  lbs.:  cost  to  construct,  $18,000;  int  paid  on 
bonds,  6  and  6  per  cent;  ann.  cost  of  mtoe.,  11,080; 
works  belong  to  city. 

FORT  DODGE,  pop.  17,700;  mercantile  bldgs., 
brick,  1  to  6  stories;  private,  wood  and  brick,  1  to 
8  stories;  wooden  roofs  not  pei'mitted;  firewuiks 
and  combustibles  ord.  Fire  dept— 1  comb,  c  ft  h. 
wagon,  4  c.  hand  ex.,  2  h.  &  L  trucks,  8  hose  car- 
riages, 8  horses;  hose,  rubber  lined,  good,  8,000 
ft.;  cotton,  2,000  ft;  fire  alarm,  Gameweil,  U 
boxes;  value  of  dept  equipment,  $10,000 M^alue  of 
bldgs.,  $8,000:  ann.  exp.  of  dept,  $6^60;  total 
mem.  86,  paid  full  time  6,  volunteers  80;  under- 
writers' rating,  third  class. 

Watbb  Supply— ^nroe,  filter  galleriea  on  island, 
H  mile  from  business  center;  system,  gravity,  pump 
to  water  tower;  water  tower  cap.  106j0w  nla., 
dim.  24  X  88.  material  used  in  eons,  steel,  boiidera 
Chicago  Bridge  &  Iron  Co.;  qnaKty  of  water,  fair; 
2  pumping  engines,  class  comp.  dup.,  siae  14  x  86 
X  12  X  18,  17  X  12  X  16  X  20,  cap.  per  day  iM»JKO 
gala.,  constructor  Smedley;  mains,  caat  iron,  17 
miles.  4  to  12  in.  dia.;  112  hydranta,  Eddy,  Holly 
and  Empire;  98  valvea,  Eddy;  meters,  total  anadter 
1.800,  Crown,  Union,  Hersey  Rotary,  Thomson, 
Worthington,  Lambert  Naah;  owned  by  con- 
sumer; 1,600  services;  pipe,  lead  and  iron;  pres- 
sure, dom.  100  lbs.,  fire  140  lbs.;  consumption 
per  day  1,760,000  gala.,  per  capite  146  gala.;  cost 
to  construct,  $102,000;  bonded  debt,  $106,000;  int. 
paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$6,960;  works  belong  to  city. 

FORT  MADISON,  pop.  9,287;  fire  ares,  1^47 
acres;  mercantile  blags.,  brick,  2  and  8  stones; 
private,  brick  and  wood,  1  and  8  stories;  woodeo 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  ateamer, 
1  h.  ft  1.  truck,  6  hose  carriages;  hose,  cotton, 
rubber  lined,  good  6,400  ft;  rubber,  good  600  ft; 
inferior,  all  kinds,  100  ft;  total  hose,  7,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $11,000; 
value  of  bldgs.,  86,600;  ann.  exp.  ot  dept,  $8400; 
total  mem.,  139  volunteers;  underwriters'  rating, 
third  class. 

Watbb  Supply— Source,  wells  and  river,  1  mile 
from  business  center:  system,  pump  to  rea.  and 
direct;  res.  cap.  80,000,000  gals.,  located  on  bluff, 
166  ft  above  nver;  2  pumping  engines,  ckss  comfk. 
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dtxp,,  KMit  28H  X  29  X  16  z  18»  cap.  per  diT.  5,000,- 
000  gals.,  coMtfuctori  Blake  and  Wortmnclim; 
mains,  cast  iron,  14  mQeSr  4  to  14  in.  dia^  Xakc 
Shore  Foundry:  138  hydrants,  Mathews,  Ludlow. 
Corey  and  Gaivin;  Eddy  yalTCs:  meters,  total 
number  210,  Crown  190,  Hersey  Disc  90,  Thomson 
40,  Worthtngton  20,  Buffalo  10,  owned  by  Co.;  MO 
senrioes;  pipe,  black  and  gaW.  iron;  pressure, 
dom.  70  lbs.,  fire  120  to  140  lbs.;  consumption,  per 
day  8,000,000  gals.,  per  capita  46  gals.;  ann.  cost  of 
mtce.,  18,000;  works  belong  to  Co.;  J.  G.  Sut- 
ton, supt. 

FREMONT,  pop.  000.  Fire  dept— 1  gasoline 
fire  engine;  600  ft.  good  cotton  hose;  yoluntecrs, 
5  tnen. 

Water  SuprLT— Source,  wells. 

GALVA,  pop.  450:  all  bldgs.  frame  but  2.  Fire 
depL— 1  hose  cart,  dOO  ft.  hose;  fire  alarm,  bell; 
volunteer,  18  men. 

Watbk  Supply— Source,  wells;  tank  16  x  16  ft.; 
1  pump ;  mains,  8,600  ft.,  6  and  4  in.  dia. ;  14  double 
hydrants;  pressure,  dom.  65  lbs.,  fire  100  lbs.; 
works  owned  by  town. 

GARDEN  GROVE,  pop.  TOO.  Fire  dept.— 1 
cfaem.  engine,  not  in  service;  200  ft  hose;  fire 
alarm,  beU. 

Watkx  Supply— Source,  private  wells  only;  pri- 
vate tank  10  ft  in  dia.,  100  bbls.  cap.;  water  ele- 
vated to  tank  by  wind  mills;  2  single  hydrants; 

1  block  1-in.  mains. 

GARNER,  pop.  1,400;  fire  area,  100  acres;  mer- 
cantile bldgs.,  wood  and  brick.  8  stories;  private, 
wood,  IH  stories:  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  inyestigated.    Fire  dept— 8  h.  &  1.  trucks, 

2  hose  carts;  hose,  cotton,  rubber  lined,  good, 
1.300  ft;  fire  alarrn^  bell,  whistle,  electric.  6  boxes; 
total  mem.,  20,  paid  part  time. 

Watxx  Supply— Source,  wells,  6  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  67,600  gals.,  elevation  120  ft,  material  used  m 
cons,  steel;  qusiity  of  water,  good;  2  pumping  en- 
gines, class  gas,  cap.  per  day  75,000  gals.,  con- 
structors Fairbanks  ina  Morse  Co.;  mains,  cast 
iron,  %  mile,  6  in.  dia.;  10  hydrants;  meters,  total 
number  18,  Pittsbttr|f,  owned  by  city  and  con- 
sumer; 62  services;  pipe,  galv.  iron;  pressure,  dom. 
56  lbs.,  fire  70  lbs.;  consumption  per  day,  8,000 
sals.;  cost  to  construct,  17,000;  works  belong  to 
city- 

GILMAN,  pop.  466;  all  bldffs.  frame  but  2.  Fire 
dept. — None  organized;  hand  engine  (unservice- 
able); 600  ft.  2-m.  cotton  jacket  hose;  fire  alarm, 
bell. 

AVatbr  SupPLY-~Source,  springs;  system,  grav- 
ity and  direct  pressure;  1  steam  pump,  Gardner: 
3  blocks  2-in.  mains;  pressure,  dom.  and  fire  16 
lbs. 

GLADBROOK,  pop.  842.  Fire  dept— 1  h.  &  L 
track,  2  hose  carts;  1,000  ft  2%-in.  cotton  jacket 
hose;  fire  alarm,  bell;  volunteer,  28  men. 

^^ATKR  Supply— ^urce,  well;  system,  gravity; 
1  steam  pump,  Smedley,  cap.  80  gals,  per  min.; 
tank  dim.  16  x  16,  cap.  26.000  gals.;  IH  miles  4 
and  6-in.  mains:  10  double  hydrants;  pressure, 
lorn,  and  fire  86  lbs. 

GLENWOOD,   pop.  8,000;  fire  area,  20  acres; 
nercantile  bldffs.,  bnck,  2  stories;  private,  brick, 
stories;  wooden  roofs  not  permitted  in  fire  area; 


rombnstibles  ord.;  causes  of  fires  investigated. 
r'ire  dept^l  h.  &  1.  truck,  2  hose  carriages;  hose, 
:otton,  rubber  lined,  good,  1,600  ft;  nre  alarm, 
vtiistle;  value  of  dept  equipment,  |1,600;  value 
>f  bldgs.,  8800:  total  mem.,  40  volunteers. 

\Vii.TBR  SuppLY—Source,  well,  %  mile  from  busi- 
less  center;  system,  gravity,  pump  to  stdp.;  stdp. 
ap.  90,000  gals.,  dim.  12  x  40  and  16  x  40,  material 
ise<l  in  cons,  steel:  quality  of  water,  good;  res. 
oca  ted  on  high  hill;  1  pumping  engine,  cap.  per 
[ay  65,000  gals.,  constructors  Crane,  Smith- Vaile 
*o. :  tnains,  cast  iron,  2H  miles,  4  to  8  in.  dia. ; 
5  y>ydrants;  10  valves;  meters,  total  number  143, 
'rident,  Thomson,  Worthington,  Buffalo  and  Co- 
Limbia,  owned  by  consumer:  143  services;  pipe, 
alv*.  iron;  pressure,  dom.  96  lbs.,  fire  95  lbs.;  cost 
o  construct,  125,000;  cost  of  mtce.,  $1,400;  works 
>elotxs  to  city. 

OOl'DFIELD,  pop.  800;  all  bldgs.  frame  and 
ixiclc    veneered  but  2.    Fire  dept— 1  Silsby  steam 


fire  engine,  1  hose  cart;  1,200  ft  hose»  1  comb. 
chem..  cap.  100  gals.;  fire  alarm,  bel);  Tolnntccr, 
26  men. 
Watbx  SuppLY—Source,  wells,  cisterns  and  res. 

COWRIE,  pop.  800;  all  bldgs.  frame  but  8.  Fire 
dept— 1  hose  cart;  hose,  600  ft;  volunteer,  20 
men. 

Watbx  Supply— Source;  well;  system,  grarity; 
tank  dim.  20  x  20,  cap.  47,000  gals.;  1  pump; 
mains,  9  blocks,  4  and  6  in.  dia.;  9  double  hy- 
drants; pressure,  48  lbs.;  works  owned  by  town. 

GRAND  JUNCTION,  pop.  l,80a  Fire  dept— 
1  hose  cart,  1  comb.  cnem.  engine,  20  buclcets; 
hose,  600  ft ;  fire  alarm,  bell. 

WxTxa  Supply— Source,  well;  1  single,  1  double 
pump,  to  2  tanks,  76,000  gals.  cap.  each,  and  pump 
to  mains;  mains,  4  blocks,  8  in.  dia.;  8  single  hy- 
drants. 

GRAND  MOUND,  pop.  8G6.  Fire  dept— 1  hose 
cart,  1  hose  reel,  1  h.  &  1.  truck,  16  fire  buckets; 
hose,  cotton,  600  ft j  fire  alarm,  bell. 

WxTsa  Supply— <Source,  S'in.  well,  22  ft  deep; 

Sstem,  gravity;  1  pump;  tank,  dim.  20  x  16»  cap. 
,600  gals.;  mains,  1  mile,  4  and  6  in.  dia.;  12 
hydrants;  pressure,  dom.  and  fire  80  lbs. 

GRANVILLE,  pop.  460;  all  bldffs.  frame.  Fire 
dept— 1  hose  cart;  hose,  600  ft;  fire  alarm,  bell; 
18  volunteers. 

Watsx  Supply— Source,  shallow  well;  tank  dim. 
18  x  22,  cap.  1,800  bbls.;  1  pump;  mains,  1,000  ft, 
4  and  6  in.  dia.;  8  hydrants;  pressure,  80  lbs. 

GREENE,  pop.  1,182:  fire  area,  640  acres;  mer- 
cantile bldgs**  brick  and  stone,  1  to  2  stories;  pri- 
vate, wood,  IH  stories;  wooden  roofs  not  permit- 
ted In  fire  area;  fireworks  and  combustibles  ord: 
causes  of  fires  investigated.  Fire  dept— 2  c  hand 
ex..  1  h.  &  1.  truck,  1  hose  reel;  hose,  cotton, 
rubber  lined,  good,  1.660  ft:  inferior,  all  kinds, 
250  ft.;  total  hose,  1,900  ft;  nre  alarm,  bell;  value 
of  dept  equipment,  $1,600;  value  of  Sldgs.,  $200; 
ann.  exp.  of  dept,  $76;  total  mem.,  12  volunteers. 

Water  Supply— Source,  well;  system,  pimip  to 
stdp.  and  direct:  stdp.  cap.  51,0iD0  gals.,  dim.  20  x 
22,  material  used  in  cons,  steel;  1  pumping  engine, 
class  comp.,  capacity  760  gals,  per  min.^  construc- 
tors Fairbanks  and  Morse;  mams,  2  miles,  4  to  8 
in.  dia.;  21  hydrants.  Fairbanks  and  Morse: 
44  services;  pressure,  dom.  60  lbs.,  fire  100  to  160 
lbs.;  consumption,  per  day  80^000  gals.,  per  capita 
SOjgala.;  cost  to  construct,  $14,000;  cost  of  mtce., 
$700;  works  belong  to  city. 

GREENFIELD,  pop.  1,600;  fire  sres,  160  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
1%  storiea;  wooden  roofs  permitted.  Fire  dept— 
1  h.  &  L  truck,  1  hose  carriage:  hose,  linen,  good 
800  ft;  rubber,  good  100  ft;  inferior,  all  kinds, 
100  ft:  total  hose,  600  ft;  value  of  dept  equi^ 
ment,  $400;  value  of  bldgs.,  $000;  total  mem.,  26 
volunteers;  underwriters*  rating,  third  class. 

Watbx  supply— Source,  well;  pumping  engine, 
cap.  80  bbls.  per  hour. 

GRIMES,  pop.  260.  ^re  dept— 1  comb,  hand 
&  c.  engine,  1  nose  cart,  700  ft.  hose;  fire  alarm, 
whistle. 

Water  Supply— Source,  well;  system,  gravity; 
1  pump ;  tank  dim.  12  x  14,  cap.  11,844  gals. ;  mains, 
2^  blocks.  6  in.  dia.;  4  hydrants;  pressure,  dom. 
32  lbs.,  fire  82  lbs. 

GRINNELL,  pop.  6,000;  fire  area,  8  sq.  miles; 
mercantile  bldgs..  stone  and  brick,  1  to  4  stories; 
private,  wood,  IH  to  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept 
—1  reverse  steamer,  1  h.  &  1.  truck,  8  c.  hand  ex., 
8  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
2,000  ft;  inferior,  all  kinds,  800  ft;  total  hose, 
2,800  ft. ;  fire  alarm,  bell  and  whistle ;  value  of  dept. 
equipment  $4,600;  value  of  bldgs.,  $8,600;  ann. 
exp.  of  dept,  $600;  total  mem..  60  volunteers. 

WATER  Supply— Source,  wells,  1  block  from 
business  center;  system,  pump  to  res.  and  stdp.; 
stdp.  cap.  85,000  gals.,  dim.  11  x  48,  material  used 
in  cons,  steel,  builder  Morgan;  quality  of  water, 
good;  res.  cap.  176,000  gals.,  located  1  block  from 
business  center;  8  pumping  engines,  cap.  per  day 
1.125,000  gals.,  constructor  Knowles;  mains,  cast 
iron,  6  miles,  4  to  10  in.  dia.;  55  hydrants;  26 
valves;  meters,  total  number  490,  owned  by  city; 
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732  services ;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  80  to  4b  lD8.^fire  100  to  186  lbs.;  consunm- 
tion  per  day»  |116,OiOOgals. ;  cost  to  construct.  fBOr 
000;  bonded  debt,  137,000;  int  paid  on  bonds,  6 
per  cent;  cost  of  mtce.,  $6,000;  works  belong  to 
city. 

GRISWOLD,  pop.  1,000;  fire  area,  100  acres;  mer- 
cantile bldffs.,  wood  and  brick.  Sand  8  stories;  pri- 
vate, wood,  2  stories:  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.  Fire  dej>t.— 1 
band  engine,  1  h.  &  1.  truck,  2  hose  camases; 
hose,  cotton,  rubber  lined,  good,  600  ft.;  rubDer, 
good,  460  ft.;  total  hose,  060  ft.;  fire  alarm,  bell; 
value  of  dept  equipment,  1800;  value  of  bldgs., 
1200;  ann.  exp.  of  dept,  |26;  total  mem.,  80  volun- 
teers. 

Watbx  Sxtpply— Source,  wells,  in 


ter;  system,  pump  to  stdp.  and  direct;  ttdp.  cap. 
00^000  gals.,  dim.  10  x  100^  builders  Fremont;  pump- 
ing engines,  cap.  per  day  100,000  gala*;  mains, 
1^  miles,  4  to  6  in.  dla.;  U  hydrants^X  services: 
pipe,  galv.  iron;  cost  to  construct,  17,000;  int  paid 
on  bonds,  6  per  cent 

GRUNDY  CENTRE,  pop.  16,000;  fire  area,  6 
blocks;  mercantile  bldgs.,  brick,  2  stories;  private, 
wood,  IVi  stories;  wooden  roofs  not  permitted. 
Fire  dept— 2  c.  engines.  2  hose  carriages,  1  h.  &  1. 
truck;  nose,  cotton,  ruober  lined,  good,  1,400  ft; 
fire  alarm,  bell  and  whistle:  value  of  dept  equip- 
ment, $8,200;  ann.  exp.  of  aept,  $860;  total  mem., 
29  volunteers. 

WATsa  Supply— Source,  well,  in  business  cen- 
ter; system,  pump  direct  to  mains  and  stdp.: 
stdp.  cap.  96,000  gals.,  dim.  12  x  lOO,  material  used 
in  cons,  steel,  builders  Freemont  and  Turner; 
quality  of  water,  hard;  1  pumping  engine,  cap. 
per  day  100,000  gals,  constructor  Gould;  mains, 
cast  iron,  2%  miles,  4,  6  and  8  in.  dia.;  24  hy- 
drants; 7  valves;  meters,  total  number  2,  owned 
by  city;  100  services;  pipe,  galv.  iron;  pressure, 
dom.  66  lbs.,  fire  66  lbs.;  cost  to  construct  $20,- 
000;  bonded  debt.  $6,000;  intpaid  on  bonds,  4% 
per  cent;  cost  ot  mtce.,  $1,000;  works  belong  to 
city. 

GUTHRIE  CENTER,  pop.  1,600;  fire  area,  40 
acres;  mercantile  bldgs.,  mostlv  brick,  1  to  8  sto- 
ries: private,  mostly  wood,  1^  stones:  wooden 
roots  not  permitted  in  fire  area.  Fire  dept.— 2  c 
engines  on  wheels,  3  c  hand  ex..  8  hose  carriages; 
hose,  cotton,  rubber  lined,  good.  800  ft.;  rubDer, 
good,  160  ft.;  inferior,  all  kinds,  460  ft;  total 
hose,  1,400  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment  $3,600;  value  of  bldgs.,  $3,000; 
total  mem.  36,  paid  part  itme. 

Watsr  Supply— Source,  wells;  sjrstem,  gravity; 
stdp.  cap.  21,000  gals.,  dim.  18  x  26,  material  used  m 
cons,  iron;  quality  of  water, soft; 2  pumping  engines, 
hor.  dup.,  cap.  per  day  8dO,000  gals.,  constructors 
Smedley  rump  Works; mains, iron, 6  in.  dia.;  10  hy- 
drants; 8  valves;  meters,  total  number  27,  Niagara; 
ISO  services;  pipe,  iron;  pressure,  dom.  40  lbs., 
fire  80  to  120  1m.  ;  consumption,  per  day  80,000  gals., 
per  capita  30  gals.;  cost  to  construct,  $y,026;  bonded 
debt  |6,000;  mt  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $1,200;    works  belong  to  city. 

GUTTENBERG  pop.  1,975;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  stone,  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted. 
Fire  dept— 1  c.  engine,  1  h.  &  1.  truck;  4  hose 
carriages;  hose,  cotton,  rubber  lined,  good  2,000 
ft;  fire  alarm,  electric:  10  boxe§;  value  of  dept 
equipment,  $16,460;  value  of  bldgs.,  $1,660;  ann. 
exp.  of  dept.,  $100;  total  mem.,  36  volunteers. 

WATxa  dUPPLY--Source,  wells,  2  blocks  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  16,000,000  gals., 
located  on  bluff  264  ft.  above  pump;  1  pumping 
engine,  class  comp.,  cap.  per  day  760,000  tplSv 
constructor  Worthington^  mains,  cast  iron,  15,000 
ft.,  4,  6,  8  and  10  in.  dia.;  60  hydrants;  meters, 
total  number  82,  Crown  2,  Empire  30,  Gem  1, 
Trident  47,  Pittsburg  1,  Keystone  1,  owned  by 
city;  82  services;  pipe,  iron  and  lead;  pressure, 
dom.  110  lbs.,  fire  160  lbs.;  consumption  per  day. 
200,000  gals.;  cost  to  construct,  $14,000;  bonded 
debt,  $8i600;  int  paid  on  bonds,  5  per  cent;  cost 
of  mtce.,  $900;    works  belong  to  city. 

HAMBURG,  pop.  3,000;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick  and  iron,  2  and  3  stories; 
private,  brick  and  wood,  2  stones;  wooden  roofs 


permitted;  fireworks  and  combustibles  onL; 
causes  of  fires  investigated.  Fire  dept^  hose 
wagons;  hose,  cotton,  rubber  lined,  go<xl  IJBQI 
ft.:  fire  alarm,  bell;  value  of  dept  eqmraient 
$2,600;  value  of  bldgs.,  $7,000;  total  mem.,  B  vol- 
unteers; underwriters*  ratmg,  second  class. 

Watsr  Supply— Source,  springs  and  wdl.  % 
mile  from  business  center;  system,  pump  to  res. 
and  direct;  quality  of  water,  good;  res.  cap.  600,000 
gals.,  located  on  high  elevation;  1  pampin^  en- 
gine, class  dup..  cap.  per  day  25(LO0O  jgals.,  con 
structors  Stilwell.  Bieree  and  Smith-Vaile;  i — ' 


cast  iron,  1^  mifes.  4  to  6  in.  dia.;  26  hydrmxita;  - 
valves;  meters.  totaJ  number  68,  Trident.  Thomaoo 
and  Buffalo;  116  services:  pipe,  galv.  iron;  pres- 
sure, dom.  80  lbs.,  fire  80  lbs.;  consumption  per 
dav,  20,000  gals.;  cost  to  construct,  $14,000;  bonaed 
debt  ^,000;  int  paid  on  bonds,  6  per  cent;  coat 
of  mtce.,  $760;  works  belong  to  city. 

HAMPTON,  poD.  8,000;  lire  area,  UO  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  S  stories; 
private,  wood,  1  to  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  ord.;  causes  ot 
>£res  investigated.  Fire  dept— 1  h.  ft  1.  truck.  3 
Babcock  c  tanks,  2  hose  carts;  hose,  cotton,  rub- 
ber lined,  good.  1,600  ft;  fire  alarm,  bell  and 
whistle;  value  ot  dept.  eouipmentJQ^OOO;  value  of 
bldgs.,  $600;  ann.  exp.  oi  dept,  $800;  total  mem., 
20  volunteers. 

Watbk  Supply— Source,  well,  1  mile  from  bnsi- 
business  center;  svstem,  gravity,  pump  to  stdp. 
di^-ect;  stdp.  cap.  60,000  gals.,  dim.  10  x  UQ.  mate- 
rial used  m  cons,  steel;  quality  of  water,  good; 
res.  cap.  200^000  gals.,  located  at  pumpins  station ; 
2  pumping  engines,  cap.  per  da^  1,600^100  gals., 
constructors  Gordon  and  Downie;  maina,  cast 
iron,  SH  miles,  4  to  8  in.  dia.;  84  hydrants:  16 
valves;  meters,  total  number  106.  Naah  94,  Trident 
24,  Buffalo  62,  Obg  6,  owned  by  consumer;  280 
services;  pipe,  lead;  pressure,  dom.  48  lbs.,  fibre  125 
Iba.;  constunption  per  day,  126,000  snls. ;  coat  to 
construct,  $81,000;  cost  of  mtce.,  $2,700;  works  be- 
long to  city. 

HARLAN,  pop.  8,000;  fire  area,  26  acres;  mer- 
cantile bldgs.,  brick,  1  to  6  stories;  private^  wood, 
VA  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept — ^1  steamer,  1  h.  & 
1.  truck,  2  nose  carriages;  hose,  cotton,  robber 
lined,  good,  1,660  ft;  toUl  hose.  1,660  ft;  fire 
alarm,  bell  and  whistle;  value  of  aept  equipment 
$6,000;  value  of  bldgs.,  $2,000;  ann.  exp.  of  dept, 
$200:  total  mem.,  68  volunteers. 

WATER  Supply — Source,  wells,  1  mile  froa 
busijiess  center;  system,  fiTavity,  pump  to  stdp. 
and  direct;  stdp.  cap.  46,000  gals.,  dim.  10  x  ?5; 
2  pumping  engines,  cap.  per  day  1,000^000  gals., 
constructors  Ban*  and  Worthington;  mains,  2 
miles,  4  to  8  in.  dia.;  18  hvdrants;  70  services; 
pressure,  dom.  60  ll».,  fire  86  lbs.;  coat  to  con- 
struct $16,000;  int  paid  on  bonds,  6  per  cent; 
works  belong  to  town. 

HARTLEY,  pop.  1^;  mercantile  bldgs.,  wood. 
Fire  dept — ^1  c  engine,  1  h.  &  1.  truck.  S  hose 
carriases;  hose,  cotton,  rubber  lined,  good.  800  ft: 
fire  alarm,  bell;  total  mem.,  16  volunteers. 

Water  SuppLY-^ource,  well;  pumping  cap 
per  day,  94,600  gals. 

HARPER,  pop.  880.    Fire  dept.— 1  hand  engine, 
80  ft  hose;  no  organized  company. 
Water  SuppLv-^ource,  welt 

HA  WARDEN,  pop.  2,016:  fire  area,  MO  acres: 
mercantile  bldgs.,  brick  and  wood,  1  to  8H  >to- 
ries;  private,  wood,  1  to  2  Tories;  wooden  roofs 
not  permitted  in  fire  area:  fireworks  and  com- 
bustibles ord.;  causes  of  fires  not  officially  in- 
vestigated. Fire  dept— 1  K  ft  1.  truck*  2  hose 
carta,  1  supply  cart;  hose,  cotton,  rubber  lined, 
good,  1,200  ft.;  fire  alarm,  telephone  svstem  and 
I  whistle;  value  of  dept  equipment,  $8,000;  value  of 
'  bldgs.,  $1,000;  ann.  exp.  of  dept.,  $100;  total  mem.. 
30  volunteers. 

Water  Supply— Source,    wells;    system,    pump 

direct;    stdp.    cap.,    60,000    gals.;   2  pumping    ett- 

gines,  cap.  per  day  260,000  gals.,  constructors  Na 

,    tional  Brass  &  Iron   Works;  mains,  2^  milr<:  3^ 

I    hydrants;    meters,   total    number   100;    76  scnrire<; 

I    pressure,   dom.   80  lbs.,  fire  120  lbs.;  cost   to  cor- 

struct.  $25,000;  works  belong  to  dty. 
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HAWKEYE,  iK>p.  600.    Fire  dept.— 1  c.  eogine» 
160  ft.  hose;  fire  alarm,  bell;  16  volttnteers. 
Watbr  Supply— Source,  wells. 

HEDRICK,  pop.  1400.    Fire  dept—l  hand  en- 
gine, 200  ft.  hose;  fire  alarm,  bell;  no  organization. 
Watsk  Supply— Source,  wells. 

ilOLSTEIN,  pop.  940;  fire  area.  16  blocks;  mer- 
cantile bldgs.,  wood  and  brick,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per 
mitted;  no  fireworks  and  combustiblea  ord.  Fire 
dept— 1  h.  &  L  truck,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  1,000  ft;  inferior,  all  kinds, 
600  ft;  total  hose.  1,600  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  11,600;  value  of  bldgs.,  $4,000; 
total  mem^  26  volunteers. 

Watsk  Supply-— Source,  spring;  system,  pump 
to  res.  and  stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap» 
1*76,000  gals.;  pumping  engine^  cap.  per  day  76,000 
gals.,  constructor  Gould;  mains,  76o  rods,  4  to  6 
m.  dia.;  20  hydrants.  Wood;  4  valves;  62  services; 
pressure,  dom.  86  lbs.;  fire  80  to  100  lbs.:  cost  to 
construct,  $20,000;  bonded  debt,  $4,600;  int  paid 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  ftOO; 
works  belong  to  city. 

HOPKINTON,  pop.  767.  Fire  dept— 1  comb.  c. 
&  h.  wagon,  1  hose  cart,  600  ft  hose;  fire  alarm, 
bell:  20  volunteers. 

WATBR  Supply— Source,  well;  system,  gravity; 
1  pump;  tank  dim.  20  x  20,  cap.  23,600  gals.;  mains, 
S,aOO  ft.,  6  in.  dia.;  7  hydrants;  pressure,  dom.  65 
lbs.,  fire  66  lbs. 

HORNICK,   pop.    400;    all   bldgs.   frame.    Fire 
dept.— 1  c  engine,  120  ft  hose;  14  volunteers. 
Water  Supply— Not  reported. 

HUBBARD,  pop.  700.    Fire  dept— 1  hose  cart, 
1,000  ft.  hose;  fire  alarm,  bell;  26  volunteers. 
Watbr  Supply— Source,  well;  system,  gravity;  1 

?ump;  unk  dim.  20  x  20,  cap.  67,000  gals.;  muns, 
blocks,  4  to  8  in.  dia.;   7  hydrants;  pressure, 
dom.  and  fire,  85  lbs. 

HUDSON,  pop.  860.  Fire  dept— 2  hose  carts, 
700  ft  hose;  fire  alarm,  bell;  14  volunteers. 

Watbr  Supply— Source,  wells;  system,  gravity: 
1  pump,  Fairbanks-Morse;  tank  zD  x  20,  cap.  47,000 
gals.;  mains,  7  blocks,  6  in.  dia.;  6  hydrants;  pres- 
sure, dom.  and  fire,  48  lbs. 

HULL,  pop.  700.  Fire  dept— 4  hose  carts,  1,600 
ft  hose;  fire  alarm,  whistle;  16  volunteers. 

Water  Supply— JSource,  well:  system,  gravity; 
1  pump;  tank  14  x  19,  cap.  20,694  gals.;  mains, 
1,400  ft.,  4  to  6  in.  dia.;  4  hydrants;  pressure,  dom. 
and  fire,  86  lbs. 

HUMBOLDT,  pop.  1.660;  mercantile  bldss., 
stone  and  wood,  2  stories;  private,  wood,  2  stones; 
wooden  roofs  permitted;  no  fireworks  ord.;  causes 
of  fires  not  mvestigated.  Fire  dept— 4(  c.  hand 
ex.,  1  h.  ft  I.  truck,  f  hose  carriages;  hose,  cotton, 
rubber  lined,  good  1,000  ft.;  inferior,  lOl  kinds, 
100  ft;  total  hose,  1,100  ft:  fire  alarm,  bell; 
value  of  dept  equipment,  $2^600;  value  of  bldgs., 
11.000;  ann.  exp.  of  dept,  $800;  total  mem.,  22, 
paid  part  time. 

Water  Supply— Source,  spring;  system,  pump 
to  res.;  cap.,  117,600  gals.;  2  pumping  engines, 
class  dup.,  cap.  per  day  600,000  gals.,  constructor 
Deane;  mains,  8  miles,  4  to  8  in.  dia.;  28  hy- 
drants, R.  D.  wood;  4  valves;  meters,  total  num- 
ber 84;  126  services;  pressure,  dom.  60  lbs.,  fire  80 
to  100  Ib^  cost  to  construct  $12,600;  ann.  cost  of 
mtce.,  $800;  works  belong  to  city.      . 

HUMESTON,  pop.  900.  Fire  dept— 1  comb.  c. 
ft  hand  engine,  1  h.  ft  1.  truck,  6  c.  hand  ex.,  760 
ft  hose;  fire  alarm,  bell;  20  volunteers. 

Water  Supply— Source,  2  cisterns,  combined 
cap.  17,040  gals. 

IDA  GROVE,  pop.  1,990;  fire  area,  200  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  2 
stories;  private,  wood,  2  stories;  wooden  roofs  not 
permitted  in  fire  area:  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept— 1  h.  ft  1.  truck, 
8  hose  carriages;  hose,  cotton,  rubber  lined,  good. 
2,500  ft;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment,  $8,000;  value  of  bldgs.,  $1,200; 
total  mem^  28  volunteers. 

Water  Supply — Source,  wells;  mtem.  pump  to 
res.;  stdp.  cap.  100,000  gals.,  dim.  80  x  20,  material 
used  in  cons,  wood;  res.  cap.,  3,160  bbls.;  1  pump- 


ing engine,  cap.  per  day  90,000  gals.,  constructor 
Knowles;  mains,  8  miles,  4  to  6  in.  dia.;  24  hy- 
drants; 16  valves;  meters^  total  number  8;  IM 
services;  pressure,  dom.  46  lbs.,  fire  60  lbs.;  cost 
to   construct,    $14,000;    bonded    debt,    $7,600;    int 

Slid  on  bonds,  6  per  cent;   ann.  cost  of  mtce., 
,876;  works  belong  to  city. 

INDEPENDENCE,  pop.  8,666;  fire  area,  1,850 
acres;  mercantile  bld^,  brick,  1  to  8  stories;  pri- 
vate, wood,  IH  stones;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fire  investigated;  av.  fire  loss  per  yr.  for  8  yrs., 
$7328.65;  av.  ins.  for  same  time,  $11,288.  Fire 
dept— 2  c  hand  ex..  4  hose  reels;  hose,  cotton, 
rubber  lined,  good  2,800  ft ;  inferior,  all  kinds,  200 
ft;  total  hose,  8^000  ft;  fire  alarm,  whistle;  value 
of  dept  equipment,  {O^OOO:  value  of  bldgs^  $6,000; 
ann.  exp.  of  dept,  $386.06;  total  mem.,  79  volun- 
teers; underwriters'  rating,  third  class. 

Water  Supply — Source,  wells,  in  business  cen- 
ter; system,  pump  direct  to  mains;  qualitv  of 
water,  good;  2  pumping  engines,  class  comp.  aup., 
cap.  per  day  2,000,000  sals.,  constructor,  Smedley; 
meters,  total  number  600,  owned  by  ci^;  800  ser- 
vices; pipe,  lead  and  wrought  iron;  pressure,  dom. 
80  lbs.,  fire  160  to  200  lbs.;  consumption  per  day, 
6,000  gals.;  cost  to  construct,  $90,000;  bonded  debt. 
$80,000;  int  paid  on  bonda,  4  per  cent;  cost  of 
mtce.,  $6,000;  works  belong  to  city. 

INDIANOLA,  pop.  8,860;  fire  area.  80  acres; 
mercantile  bldsrs.,  brick,  1  to  8  stories;  private, 
brick  and  wood,  1  to  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 2 
c  hand  ex.,  1  h.  ft  1.  truck,  2  hose  wagons;  hose, 
rubber,  cotton  lined,  sood,  1,000  ft.;  rubber,  good, 
200  ft;  total  hose,  1,200  ft;  fire  alarm,  bell;  value 
of  dept.  equipment, ^j600;  value  of  bldgs..  $8,600; 
ann.  exp.  of  dept,  $800;  total  mem.,  40  volunteers. 

Water  Supply— Source,  river,  1%  miles  from 
business  center;  system.  Entity,  pump  to  stdp. 
and  direct;  stdp.  cap.  w,000  gals.,  material  used 
in  cons.,  brick  and  steel;  builders,  G.  C.  Morgan; 

3uality  of  water,  good;  pumping  engine,  class 
up.,  cap  per  day,  600,000  ^s.,  constructor  Gould; 
mams,  6  miles,  4  to  10  in.  dia.,  Cleveland  Co.; 
49  hydrants,  Morgan;  80  services;  pressure,  dom. 
96  Ids.,  fire  140  lbs.;  cost  to  construct  $46,000; 
int  paid  cm  bonds,  4H  per  cent;  ann.  cost  of 
mtce.,  $2,000;  works  belong  to  city. 

INWOOD,  pop.  600:  all  bldgs.  frame 
Fire  dept— 1  comb,  c  &  h.  wagon,  1  hose 
400  ft  hose;  fire  alarm,  bell:  20  volunteers. 

Water  Supply— Source,  4  cisterns. 

IOWA  CITY,  pop.  9,000;  fire  area,  60  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  4  stories; 
private,  brick  and  wood,  1  to  8  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 4  c.  hand  ex.,  1  h.  ft  1.  truck,  1  hose 
wagon,  2  hose  carriaffes,  4  horses;  hose,  cotton, 
rubber  lined,  good,  5,000  ft;  inferior,  all  kinds, 
1,000  ft;  total  hose,  6,000  ft.;  fire  alarm,  bell  and 
whistle,  14  boxes:  value  of  dept.  equipment,  $5,000: 
value  of  bldgs..  $12,000;  exp.  of  dept,  $5,000;  total 
mem.  100,  paid  part  time. 


but  8. 
wagon. 


material  used  in  cons,  steel,  builders  Chicago 
Bridge  ft  Iron  Co.;  quality  of  water,  good;  filtra- 
tion rallery;  2  pumping  engines,  cap.  per  day 
3,500,000  gals.,  constructors  HoUy  and  Snow; 
mains,  cast  iron,  17  miles,  4  to  20  in.  dia.;  204 
hydrants;  112  valves;  meters,  total  number  3, 
Crown  1,  Thomson  1,  Keystone  1,  owned  by  Co.; 
1,466  services;  pipe,  lead  and  galv.  iron;  pressure, 
dom.  60  lbs.,  nre  120  lbs.;  consumption  per  day, 
1,500,000  gals.;  bonded  debt  $90,000;  int  paid  on 
bonds,  5  per  cent;  cost  of  mtce.,  $20,210;  works 
belong  to  Co. 

IOWA  FALLS,  pop.  8,200;  fire  area,  7  blocka: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and    combustibles    ord.;    causes    of   fires    investi- 

Sated.  Fire  dept— 2  c.  hand  ex.,  1  h.  ft  1.  truck, 
hose  carriages;  hose,  good,  gum  tested, 
2,600  ft ;  fire  alarm,  bell  and  whistle ;  value  of  dept 
equipment  $6,600;  value  of  bldgs.,  $1,000;  total 
mem.,  61  volunteers. 
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ngines.  cap.  per  dar  1,200,000  gala., 
Downie    Deep   Well    and    Smedley; 


WATxa  SuppLY-^Source,  wells,  %  mile  from 
buaineaa  center;  system. jpump  to  stop.;  stdp.  cap. 
84,600  gals.,  dim.  12  x  100,  material  used  in  cons, 
steel;  quality  of  water,  good;  res.  cap.,  90,000  gals.; 
S  pumping  eni " 
constructors   IJ  . 

mains,  4H  miles,  4  to  10  in.  dia.j  81  hydrants, 
Ludlow  and  Mathews;  12  ralves,  Ludlow,  Crane 
and  Eddy;  meters,  total  number  18,  Buffalo,  Ni- 
agara, Keystone,  Westinghouse,  owned  by  city  and 
consumer:  800  services;  pipe,  galv.  iron;  pressure, 
dom.  66  lbs.,  fire  66  lbs.;  consumption,  per  day 
,000  gals.,  per  capita  26  gals.;  cost  to  construct, 
MOO;  bonded  debt,  18^000;  ann.  cost  of  mtce., 
1,800;  works  belong  to  city;  William  Kane,  supt. 

IRETON,  po^.  700;  all  bldgs.  frame  but  2,  Fire 
dept.— 1  c.  cnffme,  1  hose  cart,  1,800  ft  hose;  fire 
alarm,  bell;  26  ▼oiunteers. 

Watex  Supplt— 'Source,  well;  system,  pump  to 
tank;  1  pump;  mains,  1  mile,  4  to  8  in.  dia.;  18 
hydrants;  pressure  36  lbs. 

JAMAICA,  pop.  60O.  Fire  dept— 1  c  engine,  1 
h.  &  L  truck,  80  fire  buckets;  fire  alarm,  bell;  20 
volunteers. 

Watbx  Supply— Source^  well. 

JEFFERSON,  Greene  County,  pop.  2,601;  mer- 
cantile bldgs.,  brick,  2  stories ;  private,  wood,  1  and 
2  stories;  wooden  roofs  not  permitted;  fireworks 
ord.  Fire  dept— 1  hand  engine,  1  h.  &  1.  truck,  2 
hose  carts;  hose,  cotton,  rubber  lined,  good,  460 
ft. ;  rubber,  good,  5G0  ft ;  inferior,  all  kinds,  460  ft. ; 
total  hose,  1,460  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,   $3,000;   total  mem..  60  volunteers. 

WATZX  Supply — Source,  weU:  system,  gravi^, 
and  pump  to  res.;  stdp.  cap.  100.000  gab.,  120  ft 
hiffh,  material  used  in  cons,  steel;  rea.  cnp.,  100^- 

000  gals.;  pumping  engine,  cap.  per  day  60,000  gals., 
constructor  Jefferson;  mains,  4  miles,  6  to  10  in. 
dia.;  21  hrdrants,  Waterous;  meters,  total  num- 
ber 156,  Crown:  170  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  60  lbs.;  consumption, 
per  day  SMOOgala.,  per  capita  10  gals.;  cost  to 
construct  #21,000;  int  Pud  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  |lJ6dO;  works  belong  to  ci^. 

JESUP,  pop.  700.    Fh-e  dept— 1  hose  cart,  1,000 
ft  hose;  fire  alarm,  whistle;  18  volunteers. 
Watbr  Supply— Source,   well;   system,   gravitr; 

1  pump.  cap.  126  gals,  per  minute;  tank  8  x  86. 
cap.  11,000  gals.;  mains,  8300  ft,  4  to  6  in.  dia.;  9 
hydrants;  pressure  70  lbs. 

JEWELL  JUNCTION,  pop.  1.000.  Fire  dept— 
1  h.  &  1.  truck,  8  c.  hand  ex.,  2  hose  carts,  1,000 
ft  hose;  fire  alarm,  bell  and  whistle;  16  voIuup 
teers. 

Wate«  Supply— 'Source,  wells;  system,  gravity: 
1  pump,  rotary,  Gould:  tank  8  x  86;  mains,  12 
blocks,  4  to  6  in.  dia.;  12  hydrants;  pressure  60  lbs. 

KELLOGG,  pop.  700.  Fire  dept— 1  comD.  c.  & 
hand  engine,  1  hose  cart,  600  ft  hose;  fire  alarm, 
bell ;  24  volunteers. 

Watbk  Supply— <Source.  wells:  1  pump;  tank 
dim.  10  X  20,  cap.  600  bbls.;  mams,  hi  mile,  4  in. 
dia.;  4  hydrants;  works  belong  to  town. 

KEOKUK  pop.  20,000;  fire  area.  1%  sq.  miles: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  stone,  brick  and  wood.  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworics  and 
combustibles  ord.  Fire  dept— 2  steamers,  1  in  re- 
serve, 1  c.  engine,  1  h.  &  1.  truck,  1  hose  wagon,  8 
hose  reels,  8  horses;  hose,  cotton,  rubber  lined, 

food, 4,000  ft.;  inferior. all  kinds,  1.000  ft;  toUl  hose. 
.000  ft;  fire  alarm,  bell  and  telephone;  value  of 
dept  equipment,  $10,000;  value  of  bldgs.,  $20,000: 
ann.  exp.  of  dept,  $7,600;  total  mem.  19,  paid  full 
time  8,  paid  part  time  11. 

Water  Supply— Source,  river.  %  mile  from  busi- 
ness center;  system,  pump  direct;  filtration  system, 
N.  Y.  C.  F.  Co. ;  cap.  of  plant  3,600,000  gals. ;  qual- 
ity of  water,  good;  4  pumping  engines,  cap.  per 
day  9,000,000  gals.,  constructors  Holly,  Gaskill 
and  Deane;  mains,  cast  iron,  20  miles,  4  to  14 
in.  dia.;  148  hydrants;  meters,  total  number  960. 
all  kinds:  1300  services;  jp^e,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  90  to  100  lbs.;  consumption  per 
day,  1.000,000  gals.;  works  belong  to  Co. 

KEOSAUQUA,  pop.  1,200.  Fire  dept— 1  hose 
cart,  800  ft.  hose;  fire  alarm,  bell;  20  volunteers. 

Watie  Supply— Source,  river;  system,  gravity 
and  pump  direct;  tank  14  x  83.  cap.  70,000  gals.;  1 


pump,  Deane,  cap.  80,000  gals,  per  hour;  malaa.  1% 
miles,  4  to  8  in.  dia.;  17  nydrants;  presanre,  dom. 
46  lbs.,  fire  800  lbs.;  works  belong  to  town. 

KEOTA,  pop.  1,004;  fire  area,  180  acres;  mercaa- 
tile  bldgs.,  brick  and  wood,  1  to  8  stories;  private, 
wood,  I  and  2  stories:  wooden  roofo  permitted; 
fireworks  and  combustibles  ord.  Fire  dept — 3  hose 
carts,  4  c.  hand  ex..  hooks,  ladders  and  backets; 
hose,  all  kinds,  1^700  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  IL800;  total  mem.,  88  voluntcrs. 

WATBK  Supply-— Source,  wells:  system,  pump  to 
stdp.;  dim.  20x24;  meters,  total  number  $4;  pres- 
sure, fire  66  lbs.;  cost  to  construct  $8,6001 

KEYSTONE,  pop.  460:  all  bldgs.  frame.  Fire 
dept— 1  h.  ft  1.  truck,  1  hose  cart,  1,000  ft  hose; 
fire  alarm,  bell;  18  volunteers. 

Watik  Supply— Source,  wells:  tank  16  x  20^  cap. 
1,000  bbls.;  1  pump;  mains,  1360  ft,  6  in.  dia.;  € 
hydrants;  pressure  40  lbs.;  works  owned  by  town. 

KINGSLEY,  pop.  1.000.  Fire  dept— 1  comb,  c 
ft  hand  engine,  1  hose  cart  1  hose  wagon,  900  ft 
hose;  fire  alarm,  bell;  24  volunteers. 

Watbx  Supply— Source,  wells;  system,  gravity; 
1  pump,  Smith-Vaile;  Unk  20  x  22,  cap.  60.7M 
gals.;  mains,  %  mile,  4  to  6  in.  dia.;  14  hydrants; 
pressure,  dom.  and  fire,  46  lbs. 

KIRKMAN,  pop.  280;  all  bldgs.  frame  but  1 
Fire  dept— 1  hose  cart,  600  ft  hose,  4  c.  hand  ex.; 
fire  alarm,  bell;  12  volunteers. 

Watsk  Supply— Source,  well;  system,  gravity: 
tank  8  x  80,  cap.  12,000  gils. ;  1  ptimp ;  mains,  2,800 
ft,  4  in.  dia.;  7  hydrants;  pressure  66  lbs. 


KLEMME,  pop.  262.    Fire  dept— 1  hose  cart,  i 
ft  hose;  fire  alarm,  bell;  16  volunteers. 

WATxa  Supply— Source,  well;  system,  gravitjr;  1 
>ump.  geared;  tank  8  x  8o,  cap.  11,000  gals.;  mains. 
,000  ft,  6  in.  dia.;  4  hydrants;  pressure,  66  lbs. 


I 


KNOXVILLE,  pop.  8481;  fire  area,  whole  town; 
mercantile  bldga.,  brick,  2  stories;  private,  brick 
and  wood,  1^  stories;  wooden  roofs  not  permit- 
ted; fireworks  and  combustibles  ord.  Fire  dept— 
1  h.  ft  I.  truck,  1  hose  wagon,  8  hose  carriages; 
hose,  cotton,  rubber  lined,  good  760  ft;  mbber, 
good  600  ft.;  total  hose,  1360  ft;  fire  alarm,  bdl; 
value  of  dept  equipment  $8,600;  value  of  bldga.. 
$1,000;  ann.  exp.  of  dept,  860;  total  mem..  12 
volunteers. 

Watsr  Supply— Source,  river,  t%  miles  from 
business  center;  system,  gravity,  pump  to  res.  and 
stdp.;  stdp.  cap.  98,000  gals.,  material  used  in 
cons,  iron;  quality  of  water,  good;  res.  cap.,  8,000.- 
000  gals.;  pumping  engines,  cap.  per  day  1425309 
gals.,  constructors  Blake,  Knowles  and  Gould; 
mains,  cast  iron,  8%  miles,  4  to  10  in.  dia.;  52 
hydrants;  80  valves;  meters,  total  number  80;  800 
services:  pipe,  iron;  pressure,  dom.  60  lbs.,  fire 
80  to  100  Iba.;  cost  to  construct  $41,009  bonded 
debt.  $15,000;  cost  of  mtce,  $2,000;  worics  belong 
to  dty. 

LAKE  CITY,  pop.  2347;  fire  arei^  40O  acres; 
mercantile  bldj^s.,  brick,  1  to  8  stones;  private, 
wood,  1^  stones;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investisated.  Fire  dept— 2  hose  carts: 
hose,  cotton,  rubber  lined,  good.  600  ft:  inferior, 
all  kinds,  1,600  ft.;  total  hoae,  2,000  ft;  fire  alarm, 
whistle;  toUl  mem..  80  volunteers. 

WATsm  Supply— Source,  well,  1  block  from  busi- 
ness center;  system,  gravity,  pump  to  stdp.;  stdp. 
cap.  67,000  gals.,  dim.  80  x  12.  material  used  in 


cons,  steel,  builders  Page  ft  Co.;  2  pumping  en 


ann.  cost  of  mtce.,  $1,300;   works  belong  to  city. 


LAKE  MILLS,  pop.  1,000.  Fire  dept— 1  h.  ft  1. 
truck,  2  hose  carts;  1,600  ft.  hose;  fire  alarm,  bell 
and  whistle;  20  volunteers. 

Wateb  Supply— Source,  well;  tank  cap.^  66.400 
gals.;  1  pump,  cap.  72,000  gals,  per  day;  mams,  m 
miles,  4  to  8  in.  dia.;  16  hydrants;  pressure,  dom. 
40  lbs.,  fire  40  lbs. 

LAKE  PARK,  pop.  541.  Fir«  dept— 1  hose  cart. 
660  ft  hose,  6  c.  hand  ex.;  fire  alarm,  bell;  80  vol- 
unteers. 

Water  Supply— Source,  well;  system,  gravity; 
Unk  8  X  86,  cap.  15,000  gals.;  2  pumps;  mains, 
1.000  ft..  4  to  6  in.  dia.;  4  double  hydrants:  works 
owned  by  town. 
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LAKE  VIEW.  pop.  600.  Fire  dept.— 1  hose  cart. 
600  ft  hose,  6  fire  Duckets;  fire  alarm,  bells;  16 
volunteers. 

Watbk  SupPLY-^Sonrce,  well;  tank  16  x  22.  cap. 
40,000  gals.;  mains,  1  mile,  4  to  6  in.  dia.;  10  hy- 
dxmnts;  pressure  46  lbs.;  works  owned  by  town. 

LAMONT,  pop.  700;  fire  area,  480  acres;  mer- 
cantile bldffs.,  brick  and  wood.  1  and  X  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  and  combustibles  ord.; 
causes  of  fires  not  investisated;  av.  loss  per  yr.  for 
8  yrs.,  11,460;  av.  ins.  for  same  time,  |2,60a  Ftre 
dept— 1  comb.  c.  ft  h.  wagon,  1  c.  engine,  1  h.  ft 
L  truck;  hose,  cotton,  rubber  lined,  good  200  ft; 
inferior,  all  kinds,  200  ft:  total  hose,  400  ft;  fire 
alarm,  bell;  total  mem.,  16,  paid  part  time. 

Watbk  Supply— ^Source,  wells. 

LA  MOTTE,  pop.  600.  Fire  dept— 1  hose  cart, 
500  ft.  hose;  no  organisation. 

Water  SuppLY--^urce,  wells;  tank  cap.  960 
bbls.;  1  pump;  mains,  4  to  6  in.  dia.;  8  hydrants; 
pressure  86  lbs. ;  works  owned  by  town. 

LANSING,  pop.  1,600;  mercantile  bldgs.,  stone. 
Iirick  and  wood,  1  to  8  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  lou  peryr.  for  8  yrs.,  81,460;  av.  ins.  for 
same  time,  ^,833.  Fire  dept— 1  steamer.  8  hose 
reels;  hose,  cotton,  rubber  lined,  good  2,000  ft; 
fire  alarm,  Sell;  value  of  dept  equipment,  88,600; 
total  mem^  80. 

Watxr  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  res.;  qualitv  of  water,  good; 
res.  cap.  150,()00  gals.,  located  260  ft  above  town: 
pumping  engines,  class  dup.,  cap.  per  day  TCO.OOO 
gals.,  constructors  Stilwell-Bierce  and  Smith- 
Vaile;  mains,  cast  iron,  2^  miles.  4,  6  and  8  in. 
dia.;  18  hydrants;  meters,  total  number  60,  Crown, 
Trident  and  Pittsburg,  owned  by  city;  90  services; 
pipe,  galT.  iron;  pressure,  dom.  76  to  90  lbs.,  fire 
160  lbs.;  cost  to  construct,  $26,000;  bonded  debt 
$16,700;  int  paid  on  bonds,  4H  pcr  cent;  cost  of 
mtce.,  8400;  works  belong  to  city. 

LA  PORTE,  pop.  1,419;  fire  area,  640  acres; 
mercantile  bld|[s.,  brick,  2  stories;  private,  wood, 
IVi  and  2  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  steamer,  1  h.  ft  1.  truck, 
a  hose  carts,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good  1,600  ft;  rubber,  good  60  ft;  mferior, 
all  kinds,  860  ft;  total  hose,  1,900  ft:  nre  alarm, 
bell;  value  of  dept  equipment,  88,0u0;  value  ox 
bldgs.,  $1,200;  ann.  exp.  of  dept,  $400;  total  mem.. 
22  volunteers;  L.  Armstrong,  chief;  underwriters 
rating,  second  class. 

Watbr  Supply— ^Source,  wells,  1,000  ft  from 
business  center;  syvtem,  pump  to  res.;  stdp.  cap. 
^,000  gals.,  dim.  20  x  24,  material  used  in  cons, 
wood  and  steel;  2  pumping  engines,  cap.  per  day 
1.000,000  gals.,  constructor  Fairbanks;  mains,  east 
iron,  3H  miles,  4  to  8  in.  dia^  Ohio;  88  hydrants, 
Eddy;  meters,  total  number  88:  120  services;  pipe, 
iron;  pressurCj^dom.  46  lbs.,  fire  80  lbs.;  cost  to 
construct,  $80,600;  works  belong  to  Co. 

LATIMER,  pop.  400.  Fire  dept— 1  hose  cart, 
GOO  ft  hose;  nre  alarm,  bell;  16  volunteers. 

Watxr  Supply— Source,  well;  system,  gravity; 
1  pump,  cap.  175  gals,  per  min. ;  tank  8  x  ^,  cap. 
12,686  gals.;  mains,  1,600  ft.,  6  in.  dia.;  6  hydrants: 
pressure,  dom.  66  lbs.,  fire  80  lbs.;  works  owned 
by  town. 

LAURENS,  pop.  868.  Fire  dept— 1  h.  ft  L 
truck.  1  hose  cart,  800  ft  hose;  fire  alarm,  bell; 
12  volunteers. 

Watbr  Supply— Source,  well;  system,  P^vity; 
1  puntpj^ap.  100  gals,  per  minute;  tank  18  x  ^ 
cap.  41,877  gals.;  mains,  1,860  ft.,  6  in.  dia.;  6  hy- 
drants; pressure,  dom.  and  fire,  40  lbs. 

LAWLER,  pop.  600.    Fire  dept— 1  h.  &  L  truck, 

1  hose  cart,  600  ft  hose;  fire  alarm,  bell;  20  volun- 
teers. 

Water  Supply— Source,  well;  tank  18  x  80,  cap. 
1>D6  bbls.;  mains,  2.400  ft.,  4  and  6  in.  dia.;  7 
hydrants;  pressure  40  lbs. 

LE  MARS,  pop.  4,146;  fire  area,  600  acres;  mer- 
cantile bldgs.,  brick,  2  and  8  stories;  private,  wood, 

2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combtwtibles  ord.    Fire  dept— 1  h.  ft  1.  truck. 


4  hose  carriages;  hose,  cotton,  rubber  lined,  good 
8,600  ft;  inferior,  aU  kinds,  60O  ft;  total  hose,  UOO 
ft;  fire  alarm.  Gamewell,  6  boxes;  value  of  dept 
equipment,  $2,600;  value  of  bldgs..  $1,000;  ann.  exp. 
of  dept,  »00;  total  mem.,  42  volunteers. 

Water  Supply— Source,  wells,  8  blocks  from 
business  center;  svstem,  gravity,  pump  direct; 
res.  csp.  600,000  gals.;  2  pufl|ping  engines,  class 
comp.  dup.,  cap.  i>er  day  2,000,000  gals.,  con- 
structor Holly:  mains,  26  miles,  4  to  14  in. 
dia.,  P.  ft  S.,  ^.  S.  F.  &  P.,  and  Chattanooga;  84 
hvdrants.  Holly;  60  valves;  meters,  total  number 
40,  Westinghouse,  owned  by  consumer;  868  ser- 
vices; pressure,  dom.  60  lbs.,  fire  100  lbs.;  cost  to 
construct.  $100,000;  ann.  cost  of  mtce.,  $7,000; 
works  belong  to  Co. 

LEON,  pop.  2,026;  fire  area,  640  acres;  mercan- 
tile bldgs.,  Drick,  2  stories;  private,  wood,  S 
stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept— 1  comb,  gas  ft  hand  engine,  12 
c  hand  ex.,  1  h.  ft  1.  truck;  hose,  cotton,  rubber 
lined,  good  1,000  ft;  inferior,  600  ft;  flre  alarm, 
whistle;  value  of  dept  equipment,  $8,000;  value 
of  bldgs.,  $400;  ann.  exp.  of  dept,  $60;  total 
mem.,  40  volunteers;  underwriters'  rating,  first 
class. 

Water  Supply— Source,  cisterns  and  well,  1 
mile  from  business  center|  system,  pump  to  res., 
to  stdp.  snd  direct;  quality  of  water,  good;  res. 
cap.  40^  gals.,  located  at  station;    pumping  en- 

Sine    (30   hp.   mB  engine);  4  hydrants:    bonded 
ebt  at  date,  $10,000;   works  belong  to  Co. 

LEWIS,  pop.  700.  Fire  dept.— 1  h.  ft  1.  truck.  1 
hose  cart  900  ft  hose,  20  fire  buckets;  fire  alarm, 
bell:  14  volunteers. 

Water  Supply— Source,  well;  system,  gravity; 
1  pump,  Chapman,  cap.  90  gals,  per  min.;  tank  16 
X  20^  cap.  80JM0  gals.;  mains,  %  mile,  IH  to  6  in. 
dia.;  5  hydrants;  pressure,  dom.  48  lbs. 

LISBON,  pop.  1,000;  fire  area,  6  acres:  mercan- 
tile bldgs.,  brick,  1  to  4  stories;  private,  brick  and 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area:  fireworks  and  combustibles  ord.:  causes 
of  fires  mvestigated.    Fire  dept— 1  h.  ft  1.  truck, 

1  hand  engine.  2  hose  carts;  hose,  cotton,  rubber 
lined,  good.  1,000  ft:  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $2,u00;  ann.  exp.  of 
deot,  $150;  total  mem.,  40  volunteers;  J.  R.  Gard- 
ner, chief. 

Water  Supply— Source,  springs  and  well,  ^ 
mile  from  business  center;  system,  pump  to  res., 
stdp.  and  direct  to  mains;  stdp.  cap.  86.000  gals., 
dim.  12%  X  40.  material  used  m  cons,  brick  and 
iron;  quality  ol  water,  good;  res.  cap.  40,000  gals., 
located  in  business  part  of  town;  2  pumping  en- 
gines, class  comp.  dup.,  cap.  per  day  1,000,000 
gals.,  constructor  Smedley;  mams,  cast  iron,  2 
miles,  4  to  6  in.  dia.;  15  hydrants;  meters,  total 
number  3,  owned  by  consumer;  110  services:  pipe, 
galv.  iron;  pressure,  dom.  40  lbs.,  fire  100  lbs.; 
consumption  per  day.  15,000  gals. :  cost  to  con- 
struct, $12,000;  bonded  debt,  $11,000;  int  paid  on 
bonds,  4  per  cent;  works  belong  to  city. 

LIVERMORE.  pop.  618.— Fire  dept— 1  comb,  c 
ft  hand  engine,  1  n.  &  1.  truck,  1  hose  cart,  8  fire 
buckets,  900  ft  hose;  fire  alarm,  bell;  no  organized 
dept. 

WATER  Supply— Source,  well;  system,  gravity;  1 
pump;  tank  12  x  22,  cap.  18,612  gals.;  mains,  4 
blocks,  4  to  6  in.  dia.;  6  hydrants;  pressure,  dom. 
and  fire,  44  lbs. 

LOGAN,  pop.  1,800.    Fire  dept— 1  h,  ft  1.  truck, 

2  hose  carts.  10  fire  buckets,  1,500  ft  hose;  fire 
alarm,  bell:  30  volunteers. 

Water  Supply— Source,   artesian   well:   system, 
■avity  and  direct  pressure;  1  pump,   Barr,  cap. 
,200  gals,  per  hour;  res.  24  x  86,  cap.  180,000  gals.; 
mains,  2  miles,  4  to  6  in.  dia.;  18  hydrants;  pres- 
sure, dom.  60  lbs.,  fire  100  lbs. 

LOHRVILLE,  pop.  600.  Fire  dept- 1  h.  ft  1. 
truck,  1  hose  cart,  600  ft  hose,  12  fire  buckets; 
fire  alarm,  bell;  88  volunteers. 

Water  Supply— Source,  well;  tank.  20  x  20,  cap. 
47,000  gals.;  1  pump;  mains,  1,860  tt,  4  to  8  in. 
dia.;  5  nydrants;  pressure  86  lbs. 

LOWDEN,  pop.  644.  Fire  dept— 1  comb.  c.  ft 
hand  engine,  1  hand  engine,  2  hose  carts,  1  h.  ft  1. 
truck,  800  ft.  hose;  fire  alarm,  bell;  16  volunteers. 
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Watbr  Supply— Source,  8   cistems.    (C.   &   N. 
W.  Railway  water  supply  available  in  caae  of  fire.) 

LUCAS,  pop.  1,220;  fire  area,  MO  acres;  mercan- 
1>ldg«  . 
wood,    2     stories;     wooden    roofs    permitted    in 


tile  bldi 


nek  and  wood,  1  to  2  stories;  private. 


fire  area;  fireworks  and  combustibles  ord.:  causes 
of  fires  mvestigated.  Fire  dept— 1  h.  &  1.  truck, 
8  c  hand  ex.,  1  hose  wagon.  1  hose  cart;  hose, 
cotton,  rubber  lined,  goocL  400  ft.;  value  of  dept 
equipment,  18,000:  value  ot  bldgs.,  $600;  ann.  exp. 
ot  dept,  $400;  total  mem.,  87  volunteers. 
Watbk  Supply— Source,  wells. 

LYONS  (supplied  bv  Clinton),  pop.  6,000;  mer> 
cantile  bld^s.,  brick,  8  and  4  stones;  private,  1^ 
and  2  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.  Fire  dept— 1 
steamer,  1  hand  en^e,  1  c  engine,  2  h.  ft  L 
trucks,  8  hose  carnages,  8  horses;  hose*  linen, 
good  5,000  ft;  rubber,  good  600  ft;  inferior,  all 
kinds,  700  ft;  total  nose,  63N>  ft;  fire  alarm, 
Gamewell,  00  boxes;  value  of  dept  equipment, 
816,000;  value  of  bldgs.,  $100,000:  ann.  exp.  of 
dept.,  $8,600:  total  mem.,  126,  paid  full  time  18, 
volunteers  112. 

Watbk  Supply— ^urce.  from  city  of  Clinton. 

McGregor,  pop.  1,600;  fire  area,  4  blocks; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  sto- 
ries; private,  brick  and  wood:  wooden  roofs  not 
permitted.  Fire  dept— 1  hand  engine,  1  h.  &  1. 
truck,  8  hose  carriages;  hose,  cotton,  rubber  lined, 
400  ft;  rubber,  good,  1,000  ft;  total  hose,  1,400  ft; 
fire  alarm,  bells;  total  mem.,  26  volunteers. 

Watek  SuppLY-^ource,  flowing  wells;  system, 
pump  to  res.;  tcb,  cap.  860,000  gals.,  located  on 
top  of  bluff;  Qtiali^  of  water,  good;  1  pump,  con- 
structors Laioiaw-Dunn-Gordon ;  mains,  cast  iron, 
Vj/it  miles;  28  double  hydrants;  meters,  total  num- 
ber 88;  86  services;  pressure,  dom.  76  to  104  lbs., 
fire  100  lbs.;  consumption  per  dav,  40,000  sals.; 
cost  to  construct,  $28,000;  bonded  debt,  $12,000; 
int.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$000;   works  belong  to  city. 

MACEDONIA,  pop.  296.  Fire  dept.— 1  comb, 
hand  engine,  hose  cart  ft  c  engine,  600  ft  hose; 
20  volunteers. 

Watbr  Supply— Source,  5  cisterns,  200  bbls. 
each. 

MADRID,  pop.  1,800;  fire  area,  640  acres; 
mercantile  blags.,  brick  and  wood,  2  stories; 
private,  wood,  IH  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  hand  engine,  1  hose  wagon,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good,  900  ft; 
fire  alarm,  whistle  and  electric;  value  of  dept 
equipment,  $1,000;  value  of  bldgs.,  $6,000;  total 
mem.  14  volunteers. 

Watbx  Supply— Not  reported. 

MALCOMB,  pop.  600.  Fire  dept— 1  hose  cart, 
700  ft  hose;  fire  alarm,  bell;  20  volunteers. 

Watbx  Supply— Source,  2  wells;  1  pump. 
Gould;  tank  18  x  20,  cap.  12,000  gals..  Mains,  % 
mile,  4  to  6  in.  dia.;  9  hydrants;  pressure,  dom. 
60  lbs.,  fire  100  lbs. 

MALVERN,  pop.  1.400;  fire  area,  640  acres; 
mercantile  bldgs.,  Drick,  2  stories:  private,  brick 
and  wood,  2  stories;  wooden  roots  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 2  hose  carts; 
hose,  cotton,  rubber  lined,  i^ood.  $1,800  ft;  fire 
alarm,  bell:  value  of  dept  equipment,  $1,600;  value 
of  bldgs.  $1,200;  total  mem.,  86  volunteers. 

Watbx  Supply— Source,  wells;  system,  pump  to 
stdp. ;  stdp.  cap.  66,000  gals.,  material  used  in 
cons,  iron;  20  nydrants;  46  services;  consump- 
tion, per  day  9,460  gals.,  per  capiu  9  gals.;  cost 
to  construct,  $8,000;  works  belong  to  city. 

MANCHESTER,  pop.  8,000;  mercantile  bld^, 
brick,  2  stories;  private,  wood  and  brick.  2  stones: 
wooden  roofs  not  permitted;  no  fireworks  and 
combustibles  ord.  Fire  dept— 1  steamer,  1  c.  en- 
gine, 2  h.  ft  1.  trucks,  8  nose  carriages,  1  reel; 
nose,  cotton,  rubber  lined,  good  2.200  ft;  rubber, 
good  700  ft.;  total  hose,  2,900  ft:  fire  alarm, 
bell;  value  of  dept  equipment.  $17,000;  total 
mem.,  60  volunteers;  underwriters'  rating,  first 
class. 

Watbx  Supply— Source,  spring  and  well,   1,000 


ft  from  business  center;  system,  pump  to  ntibiL; 
stdp.  cap.  116.000  gals.,  dim.  15  x  80,  located  6 
blocks  from  business  center,  material  nacd  in 
cons,  iron,  builder  D.  H.  Young;  quality  of  — ' — 


and  "Downey;  mains,  iron,  6  miles,  4  to  8  in.  dia.; 
88  hydrants,  Eddy  and  Chapman;  6  valves,  Chan- 
man;  meter^ totafnumber  61,  Crown 89, Thomsons^ 
Keystone  6,  Trident 8,  owned  by  city  and  oonannaer: 
890  services;  pipe,  ^y.  iron;  pressure,  dom.  80 
lbs.,  fire  126  Iba.;  consumption,  per  day  2fiO^>O00 
gals.,  per  capiU  88  fsls.;  cost  to  construct,  $40,000; 
bonded  debt,  ^,000;  int  paid  on  bonda,  4V&  per 
cent;  ann.  cost  of  mtce.,  $8,000;  works  bclons  to 
city. 

MANILLA,  pop.  l,00a  Fire  dept— 1  hose  cart 
12  fire  buckea,  880  ft  hose;  fire  alarm,  bella;  1» 
volunteers. 

Watbx  Supply— Source,  2  wells;  systenu  grav- 
ity and  direct  pressure;  2  pumps;  tank  20  x  24,  cap. 
70.000  gals.;  mains,  M  miles.  4  to  6  in.  dia.;  » 
hydrants;  pressure,  oom.  40  lbs.,  fire  100  lbs. 
(mains  connected  with  C.  M.  &  St  P.  R.  R. 
pumping  station). 

MANNING,    pop.    1,800;   fire  area.    190   acres; 

mercantile  bldgs.,  brick,  1  and  2  stories;  prirate, 
wood,  1  and  2  stories;  wooden  roofs  pemutted  in 
fire  area:  fireworks  and  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept— 1  h.  ft  L  truck, 
2  hose  carts;  hose,  cotton,  rubber  lined,  good^  909 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $815;  value  of  bldgs.,  $160;  totail  mem., 
81  volunteers. 

Watbx  Supply— Source,  wells,  4  blocks  from 
business  center;  system,  pump  to  res.;  rca.  cap. 
1,600  bbls.;  pumping  engines,  cap.  per  day  SIJWK 

fils.,  constructors  Stilwell-Bierce;  mains,  1  mile, 
to  6  in.  dia.;  14  hvdrants;  pressure,  dom.  20  to  80 
lbs.,  fire  80  to  40  lbs.;  cost  to  construct,  |10i,000; 
int.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$800;  works  belong  to  town. 

MANSON.    pop.    1.424.    Fire    dept— 1    h.    ft    1. 

truck,  1  hose  cart,  12  fire  buckeU,  1,000  ft  hose; 

fire  alarm,  bell;  10  volunteers. 
Watbx  Supply— Source,  well;  svstem,  gravity:  1 
ump,  cap.  260,000  gals,  per  day;  2  tanks,  each  8  x 

.  S.  combined  cap.  22,000  gals. ;  mains,  6,O0O  ft.  4  to 

6  m.  dia.;  10  hydrants;  pressure,  dom.  60  lbs.,  fire 

80  lbs. 


^ 


MAPLETON,  pop.  1,600;  fire  area,  160 
mercantile  bldgs.,  brick  and  wood,  1  and  2  sto- 
ries; private,  wood,  2  stories;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dM)t.—  1  h.  &  1.  truck,  8  hose  carts;  hose,  cotton, 
rubber  lined,  good,  1,600  ft;  inferior,  all  kinds.  60O 
ft;  total  hose,  1,900  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  11,600;  total 
mem.,  a6  volunteers. 

Watbx  Supply— Source,  wells;  system,  pump  to 
res. ;  stdp.  cap.  60 jOO  gals.,  material  used  in  cons, 
wood;  res.  cap.  60,000  gals.;  1  pumping  engine, 
class  dup.,  cap.  per  day  760,000  g^ls.,  constructors 
Fairbank-Morse;  mains,  1  mile,  6  to  8  m.  dia.. 
Chattanooga;  8  hydrants.  Empire;  4  valves;  60 
services;  pressure,  dom.  d  lbs.,  fire  ITS  Iba.;  cost 
to  construct,  $9,<X)0;  int  paid  on  bonds.  6  per 
cent;  ann.  cost  of  mtce.,  8200;  works  belong  to 
city. 

MAQUOKETA,  pop.  8,777;  mercantile  bldgs., 
brick, Ik  and  8  stories;  private,  wood  and  brick.  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  h.  ft  1.  truck,  1  aerial  truck,  4  hose 
carriages;  hose,  cotton,  rubber  lined,  good  2J600 
ft.;  fire  alarm,  bell;  value  of  dept  equipment 
16,000;  total  mem.,  60  volunteers;  uaderwtitefs' 
rating,  fourth  dass. 

Watbx  Supply— Source,  well,  %  mfle  from  busi- 
ness center:  system,  pump  to  stdp.;  stdp.  cap.  188,- 
000  gals.,  dim.  20  x  80,  materials  used  In  cons. 
steel,  builder  National;  filtration  system,  aand; 
quality  of  water,  good;  2  pumping  engines,  dass 
comp..  cao.  per  day  2,500,000  gals.,  coostractors 
Laidlaw,  Dunn,  Gordon  and  Worthinston;  mains, 
cast  iron,  12  miles,  4  to  10  in.  dia..  Clow  ft  Son; 
112  hydrants,  Ludlow;  Ludlow  valves;  meters, 
total  number  400,  Crown,  Trident  and  Nash;  pres- 
sure, dom.  80  lbs.,  fire  120  lbs.;  consumptioo.  per 
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OO.ObO; 


per  opiU  EO  nil.;  c 


■nd  wdl;  *f- 


MARATHON,  pop.  TOO.  Firi 
A  bind  engine,  Z  bcHe  cartl. 
Hum,  belli  TOlODtRn. 

Watii  SoPFLT-Souree,  ei»le___  . 
tcm,  STivitr:  tank  up.  12.000  gall.; 
dU.;  4  hydnnti. 

MARBLE  ROCK.  pop.  BOa  Fire  depL-l  h.  & 
I.  track,  1  bo«e  cut,  i  are  buckrti,  l,(m  It.  bose; 
fire  ■lann,  bell;  W  TOlnntecTB. 

WiT««  Sd»M.t— Source,  well;  ejiteni,  griTitri 
'--'-  "  tB,  U^.^.DDO  g^-,  I  pnmp,  FeirbMilu- 


Morsc;    Duim,   LSOO  fl..   o  m. 
preiiure,  doro.  and  be.  GO  lb*. 

MARCUS,  pop.  BOO.  Fire  dept.-l 
huid  engine,  1  b.  &  1.  track,  3  base  c 
hoic;  fire  ilum,  bell  and  wbiatle;  1£ 


hjinntm; 
comb,   c    Sc 


;;  unk  ao  I  20;  I 


».  7,000  ft.,  2  to  8  If 


MARENGO,     pop.      1,200; 


iliU     bldn.. 
,  IJi  Moriii; 


I  □.  CT  i.    inicK,  a  -      -  - .      

Sned,  good,  1.100  ft.;  Gre  alum,  bell  ..^u  -....lic. 
nine  of  depL  eqalpment,  tt,G0a:  nJnc  of  bidg*., 
unrai-  total  mem.,  TC  volmitecn. 

It  SorrLT— SoBTce,  wells,  %  mile  from  bad- 


center;  iTitcm,   *r*Titr,  pnmp  to  Kdp.  ud 
I;  ndp.  op.  w,<X>0  gUL,  dit"    "       "'    — 

nied  in  coi"     "'— '    ■-—■'-■- 

Engine  and   Pump 


teriaV'nied'in'rani.'iteJ,  bmlderi   U.    S.^Vi 
"      ■    e  and   Pump  Co.;  1  numnino-  vtimnp.  rfi 
cap.     per    d*;    T50.C 


fire  lEO  Iba.;  coit  to  conRmct,  tS.O 
tS,600;  int.  paid  on  bondt,  t  per  c< 
mice..  tSOOi  works  belong  to  dt7. 


Bre  area:  nreworua  ana  eomDnniDiea  ora.;  canaea 
of  firea  mvettigated.  Fire  dept— 1  h.  &  I.  track, 
4  hoae  cairiigea;  hoie,  cotton,  rubber  lined,  goad. 


[   bldgi.,  .tS,OODi 


equipment,    M.DOO;   value  of    bldg 

_ .^p.  of  dept.,  WO;  total  mem.  liO,  ,.._  , 

time  B.  14T  Toluateera. 

Wati«  SuiTLir — Source,  ipringi;  syatem,  pump 
direct:  rea.  cap.,  10,000  gala.;  S  pumping  engines, 
3  (team  and  electHc.  cap.  per  day  1,000,000  gals., 
constructor  Stun;  mains,  S  miles;  71  hydrania, 
Corey:  meters,  total  number  10;  EOO  aenricea;  prea- 
■ure.  fire  «  (o  120  Iba.;  coat  to  conatract,  tl2G,0OOi 


».ool 


i,  S  per 


s  Co. 


WATim  SuriLT — Source,  well;  iTstem,  grairitT; 
nk  U  X  20.  cap.  H.OOO  gala. :  maina.  <M  blocka.  i 
i.  dia.1  6  hydrant);  presaure,  dam.  2E  lbs. 

..     12,544:     rotrcantilc 

'."'l^'dk'ud  wood.'  2  ilories;  wt^den 
roots  not  permitted:  fireworks  and  com  bust  ibl  eg 
ord.:  cauiea  of  firea  Inreatigated :  fire  logs  for  190C. 
|S,SSS;  ina.  far  aame  time,  ^0,400.  Fire  depL— 1 
comb.   c.   *   h.  wagon,  4  c.   hand  ex.,  2  h.   *   1 

bn-'^l'iied,  gwJ'fSoo'lt.;  Wenor.''«fi  "od^' ^OTO 
ft.;     toUl  hoae,  6  000  ft.;  fce  alarm.  Gamewell,   22^ 

bld^.'.    n^5»;     anS.   e^p.  ""'"'pr  .  'V«  lino;"  "  ot!Ii 
mem..  ll._paid  full  time  10,  paid  part  time  2. 
WATia  SltFrLy—Sonrce,   wella.   1^    milea    from 


a.;   1  pumping  e 
Is.,    conatructora 

toU    mile.-    4    ■ 

Long.    Howard,    Ham 


Haw,    Dunn-Gor- 


„  Sbicklc;  SOT  hy- 
drants. Chapman,  Gahrin,  Eddy;  M8  nl*ei.  Chap- 
man. Eddy;  meters,  loul  number  970,  Crown, 
Naib,    Empire.   Gem.   TridcDt,    Baffalo,   KeyatOM 


Lambert,  owned  by  conaunwr;  l.OK  acrrieesi  pfpa 
inm;  preaaure,  dom.  OS  lbs..  Ere  UO  to  12E  &.: 
consumption  per  day,  lJ8S,0D0gaIa.,  per  euita  llT 
gala.;  cost  to  coBatruet.  tSKTOOl);  bonded  debt, 
m,000;  lot  paid  on  bonda,  414  per  cent;  ann.  cost 
of  mtce..  tlilwO;  worka  belong  to  city. 


permitted 


SON  CITY.  pop.  IB.OOO;  fire  area.  1,000  acrea; 
ntile  bldgL     ■tane,  brick  and  wood.  1  to  ( 

(ted;  fireirortt  and  combnatiblea  ord.  Hra 
-1  comb,  c  &  b.  wiaoD,  4  c.  hand  ex.,  1  h. 
d  I.  truck,  1  hose  wagon,  2  ho.e  carriagea,  4 
horaes;  hoae,  cotton,  rabber  lined,  good,  3,300  it; 
inferior,  all  kindl,  600  (t.;  total  hose,  3^  ft.;  fire 
alarm,  Gamewell,  6  boxes;  Talne  ol  depL  equip- 
ment, n,000i  nine  of  bldg*.,  n,00O;  ann.  exp.  of 
dept..  (4,600;  total  mem.  IB,  paid  full  time  6,  vol- 
unteers 10. 
WAiaa  SorrtT-Source,    .welli.     14     "nilc    from 

of  water,  good' 're7' cap.',  UOOO,oJo  gala^;'3  pump- 
ing engines,  class  camp.,  cap.  per  day  2,T60.o6o 
gait.,  constructors  Blake,  LaidUw,  Dunn-Gordon: 


a,  £3  miles;  136  hydrenia;  166  v. 


I.  70  Ibi.,  fire  120  Ibi.; 


jay.    600,000    gals.:     o 
bonded  debt.  t36,000; 

MASSENA.  pop.  600.    Fire  dept.- 


uct     t260,<nO; 


MAXWELL,    pop.   800. 


_  .    -1   h.    *   L 

12  fire  bucketa,  2,000  ft.  hoae; 

fire  alarm,  bell;  IS  volunteera,  1  paid. 

WATia  SuprLT-Sonree,  w^i;  lank  20  x  12.  cap. 
67,466  gals.:  2  pumpi;  maina,  %  mile,  4  to  S  In. 
dia.;  U  byilranta;  preaaure  40  Iba. 

MECHANICSVILLE.  pop.  700.  Fire  depL-l 
comb,  c  &  hand  engine,  t  hose  cart,  1,000  ft  boie, 
IS  fire  bucketa;  fire  alarm,  bell;  SO  volunleers. 

Wat»  SurrLV— SouTce.  well;  I  pump,  cap.  W 
gala,  per  mm.:  tank  cap.  60,000  gals.;  tnaina,  4,198 
ft,  4  to  I  in.  dia.;  12  hydrants;  preaaure  46  Iba. 

MEDIAFOLTS,  pop.  726.  Fire  dept.— 1  conb,  c 
&  band  engine,  450  It.   hose;  fire  alarm,  bell;  no 

WAiia  SurFLT— Source,  1   well. 

MELBOURNE,  pop.  600.  Fire  dept.— I  comb. 
c.  &  hand  engine,  &  c  hand  ex..  130  ft.  hose;  M 
Toltmteeri. 

Wath  SurrLY— Source,  wells. 

htnd'V 

Watm  Scfply— Source,  welli 

MERRILL,  pop.  600.     Fire 

WATia  SuFFLr--Not  reported 

MILES,  pop.  600.  Fire  depL- 
enginc,  24  c  hand  ex..  1  fa. 
hose;  20  Tolunteers. 

Watek  SuFPLr— Not   reported. 

MILTON,  pop.  1,000.    Fire  dept-l  comb,  t 
haod  engine.  10  c.  hand  ex.,  300  ft.  hoae;  16  vo 

"wATia  StiFPL»-Noi  reported. 

■"Wat 1 „„— .    ,  „-.    -, , 

■tdp.  12  X  56,  cap.  47.(30  gals.;  1  pump;  1 


Watik  Sup FLr— Source,  welli 

MISSOURI    VALLEY,    pop.    4,600;    fire 
10,140  acrea:  mercantile  bldga.,  br*  '    "    *    " 
and  1  stories:  private,   brick  and 
storiea;    wooden    roofi    permitted: 
combuttiblei   c-'  ■    -'    '- 


'ka    and 


B.124 
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value  of  dept  equipment,  18.800;  value  of  bldgs., 
$3,000;  ann.  exp.  of  dept.,  |G00;  total  mem.  86,  paid 
full  time  2j  paid  part  time  8,  volunteers  85. 

Watex  Supply — Source,  wells,  in  business  cen* 
ter;  system,  pump  to  res.  and  direct;  quality  of 
water,  good;  res.  cap..  286,000  gals.;  2  pumping 
engines,  cap.  per  day  2.260,000  gals.,  constructors 
Smith- Vaile  and  Smedlev;  mams,  cast  iron,  6 
miles,  4  to  12  in.  dia.;  67  hydrants;  26  valves;  me- 
ters, total  number  14,  owned  by  city;  458  service*; 
pipe,  lead  and  iron;  pressure,  dom.  100  lbs.,  fire 
150  to  176  lbs. ;  consumption  per  day,  186,000  gals. ; 
cost  to  construct,  120,000;  bonded  debt,  $10,000; 
int^aid  on  bonds,  4  per  cent;  cost  of  mtce., 
$8,000;  works  belong  to  city. 

MODALE,  pop.  400.  Fire  dept.— 1  comb,  c  ft 
hand  engine,  1  hose  cart,  400  ft.  nose;  no  organiza- 
tion. 


on. 

WATxm  SuFPLT->Not  reported. 


MONONA,  pop.  600.  Fire  dept.— 1  c  engine,  1 
h.  ft  1.  truck.  24  fire  buckets,  200  ft.  hose;  fire 
alarm,  bell;  26  volvmteers. 

Watex  SuppLY--Source,  well;  system,  gravity; 
1  pump,  Smedley;  pressure  28  lbs. 

MONTEZUMA,  pop.  IJIO;  fire  area,  20  acres; 
mercantile  bldgs.,  Mick,  8  stories;  private,  wood; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord. :  causes  of  fires  investigated.  Fire  dept— 
6  c.  hand  ex.,  2  hose  carriages;  hose,  cotton,  mb- 


of  dept.,  W>;  total  mem.,  82  volunteers. 

Watex  Supply— Source,  spring,  2  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
68,000  gals.,  dim.  24  x  22,  material  used  in  cons, 
wood  and  steel,  builders  U.  S.  Wind  Engine  and 
Pump  Co.;  1  pumpinff  enffine,  cap.  per  day  72.000 
sals.^  constructor  tJ.  a.  Wind  Engine  Co.;  mams, 
2  miles,  6  to  8  in.  dia.;  17  hydrants;  4  services; 
pressure,  dom.  60  lbs.,  fire  60  bs.;  cost  to  con- 
struct, (10,000;  bonded  debt,  $8,000;  int.  paid  on 
bonds,  6  per  cent.;  works  belong  to  town. 

MONTICELLO,  pop.  2,104:  fire  area,  640  acres; 
mercantile  bldgs.,  wood  and  brick,  1  to  8  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted:  no  fireworks  and  combustibles 
ord.  Fire  dept— 1  hand  engine,  1  h.  ft  L  truck,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
1.000  ft. ;  inferior,  all  kinds,  200  ft. ;  total  hose,  1,200 
ft.:  fire  alarm,  bell:  total  mem.,  88  volunteers. 

Watex  Supply— Source,  well.  ^  mile  from  busi- 
ness  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  5iM),000  gals.,  located  yk  tnile 
from  station;  2  pumping  engines,  cap.  per  day 
1,260,000  gals.,  constructor  Smedley;  mains,  cast 
iron,  9  miles,  2  to  8  in.  dia.;  84  hydrants;  18  valves; 
686  services;  pressure,  dom.  67  lbs.,  fire  67  to  80 
lbs.;  consumption,  per  day  126,000  gals.,  per  capita 
68  gals.;  cost  to  construct,  $20,000;  ann.  cost  of 
mtce.,  $2,000;  works  belong  to  city. 

MONTOUR,  pop.  600.  Fire  dept— 160  ft  hose; 
no  organization. 

Watex  Supply— Source,  well;  tank  10  x  10,  cap. 
536B  gals.;  1  pump;  mains,  1,900  ft.,  8  and  4  in. 
diaj  4  hydrants;  pressure  36  lbs.;  works  belong 
to  Co. 

MORNING  SUN.  pop.  948.  Fire  dept— 1  comb, 
c.  ft  hand  engine,  600  ft  hose;  fire  alarm,  bell;  8 
volunteers. 

Watex  Supply— Source,  well  and  cisterns. 

MOULTON,  pop.  1.600.  Fire  dept— 1  comb,  c 
ft  hand  engine,  In.  ft  1.  truck,  600  ft.  hose;  fire 
alarm,  bell;  16  volunteers. 

Watex  Supply— Source,  wells. 

MOUNT  AYR,  pop.  1,729;  fire  area,  400  acres; 
mercantile  bldgs.,  bnck  and  wood,  2  stories:  pri- 
vate, wood,  IH  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  c.  engine,  6  c.  hand 
ex.,  1  n.  &  L  truck,  1  hose  carnage,  reels,  ftc.; 
hose,  cotton,  rubber  lined,  good  4i50  ft:  fire 
alarm,  bell;  value  of  dept.  equipment  $8,400; 
ann.  exp.  of  dept,  $100;  total  mem.,  28  volun- 
teers. 

Watex  Supply— Source,  wells  and  cisterns. 

MT.  PLEASANT,  pop.  4,216;  mercantile  bldgs., 
brick,  8  stories;  private,  wood,  2  stories;  wooden 


roofs  not  permitted.    Fire  dept— 1  h.  &  L  track, 

1  hose  wagon,  2  horses:  hose,  cotton,  rubber  lined, 
good  1,400  ft;  fire  alarm,  bell;  value  of  dept 
equipment$13IM);  value  of  bldgs.,  $8,000;  ami.  exp. 
of  dept,  $850;  total  mem.,  14  pud  part  time 

Watex  Supply— >Source,  wells;  system,  gravity. 

Sump  to  stdp.  and  direct;  stdp.  cap.  iO^OOQ  ^ala., 
im.  10  X  80;  2  pumping  engines,  class  triplex. 
cap.  per  day  1,000,000  gUB.,  constructor  Gould; 
mains,  9  miles,  4  to  10  in.  dia.;  64  hydrants;  20 
valves;  meters,  total  number  286,  Crown  2Q,  Pitts- 
burg 16,  Trident  201;  286  services;  pipe,  galv. 
iron;  pressure,  dom.  86  lbs.,  fire  100  lbs.;  cost  to 
construct  $CL,000|int  paid  on  bonds.  4  per  cent; 
cost  of  mtce.,  $8,000;  works  belong  to  dty. 

MT.  VERNON,  pop.  1,664;  fire  area,  600  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 

2  stories:  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept- 1  c  engine,  1 
set  of  ladders,  1  hose  cart;  hose,  ootton,  rubber 
lined,  good  800  ft;  rubber,  good  800  ft;  t^l  hose. 
1,100  ft;  value  of  dept  equipment,  1800;  total 
mem.,  17  volunteers. 

Watex  Supply— Source,  well,  1,500  ft  from  bust. 
ness  center;  system,  pump  to  res.:  res.  cap.  60^000 
gals.;  pumping  engmes,  cap.  per  day  10O,O00  pls>; 
mains,  cast  iron,  2%  miles,  4  to  8  in.  dia.;  4l  h^ 
drants;  meters,  total  number  260;  pressure,  ^re  71 
lbs.;  cost  to  construct,  $11,000;  int.  paid  on  bonds, 
4H  per  cent;  ann.  cost  of  mtce.,  $1,000. 

MOVILLE,  pop.  607.  Fire  dept— 1  hose  cart 
600  ft  hose;  fire  alarm,  bell;  14  volunteers. 

Watex  Supply— Source^  well;  tank,  16  x  24.  cap. 
66,884  gals.;  1  pump:  mams,  %  mile,  6  in.  dia.;  6 
hydrants;  pressure  46  lbs. 

MURRAY,  Dop.  700.  Fire  dept— 1  comb,  c  ft 
hand  engine,  1  h.  ft  1.  truck,  1  hose  cart.  500  ft 
hose;  fire  alarm,  bell;  14  volunteers. 

Watex  Supply— Source,  8  cisterns,  combined 
cap.  60,000  gals. 

MUSCATINE,  pop.,  16,000;  fire  area,  IS  mOes; 

mercantile  bldgs.,  brick,  1  to  4  stories;  private, 
wood,  8  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  los  per  yr.  for  8  yra.,  $8,000; 
av.  ins.  for  same  time,  $20,000.  Fire  dept— 2  c. 
hand  ex.,  2  h.  ft  1.  trucks,  9  hose  carriagest  .reds, 
etc.;  hose,  ootton,  rubber  lined,  goo^  10,000  ft; 
fire  alarm,  bell  and  whistle:  value  of  bldgs.,  $20,- 
000;  ann.  exp.  of  dept,  $8,000;  total  mem.,  400 
volunteers. 

Watex  Supply— Source,  river  2  miles  from 
business  center;  system,  pun^to  res.;  quality  o^ 
water,  good;  res.  cap.,  ^000.000  gals.;  8  pumping 
engines,  cap.  per  day.  9,000/wO  gals.;  mains,  iron, 
22  miles,  6  to  16  in.  dia.;  287  hydranU;  262  valves: 
meters,  total  number  100,  owned  by  city;  l,S6o 
services;  pipe^  lead  and  iron;  pressure,  dom 
80  lbs.,  fire  160  Ibsj:  cost  to  construct,  1X12,000; 
bonded  debt,  $106,000;  int  paid  on  bonds,  5  per 
cent;  cost  of  mtce.,  $7,600;  works  belong  to  dty. 

MYSTIC,  pop.  1,768;  mercantile  bldga.,  wood,  1 
and  2  stories;  private,  wood,  1  story;  wooden 
roofs  not  permitted;  causes  of  fires  investijiated. 
Fire  dept— 1  hand  engine,  1  h.  ft  L  track,  1  hose 
wagon;  1  hydrant:  value  of  dept  equipment,  $980; 
value  of  blags.,  $600;  volunteers. 

Watex  Supply— Source,  wells. 

NASHUA,  pop.  1,760;  fire  area,  6  acres;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood.  8 
stories;  wooden  roofs  not  permitted;  firewoHts  and 
combustibles  ord.  Fire  dept— hose,  cotton,  rabbet 
lines,  good,  1,200  ft;  fire  alarm,  bell;  total  men., 
28;  underwriters'  rating  first  class. 

Watex  Supply— ^Source,  river,  40  rods  from  busi- 


ness center;  system,  gravity,  pump 
pump;  mains,  iron,  2H  niiies,  4  to  8  in.  dia.;  Si 
hydrants.  Eclipse;  80  services;  pipe,  gahr.  iron; 
pressure,  dom.  46  lbs.,  fire  100  lbs.;  cost  to  con> 
struct,  $18,000;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $880;  works  belong  to  city. 

NEOI«A,  pop.  1.00a  Fire  dept— 2  hose  carts, 
1,700  ft  hose;  nre  alarm,  bell;  18  volunteera. 

Watex  Supply-^outcc,  19  wells;  svstem,  grav« 
ity  and  direct  pressure;  1  pump.  Smith- Vaile^ca^ 
6,000  gals,  per  minute;  tank  16  x  24,  cap.  G6,600 
Ipals.;  mains,  4  miles,  4  to  6  in.  dia.;  f  hydrants; 
pressure,  dom.  76  lbs.,  fire  100  lbs. 
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NEVADA,  pop.  2,800;  fire  are«,  240  acres;  mer- 
caotile  bidgs.,  brick,  2  stories;  priTtte,  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  not  inTesticated; 
fire  loss  for  1908,  16,000;  ins.  for  same  time,  K,000. 
Fire  dept.— 1  h.  ft  1.  truck,  8  hose  carriaffes,  2 
horses  and  wagon:  hose,  cotton,  rubber  lined, 
good,  1,000  ft.;  rubber,  good.  800  ft;  inferior,  all 
kinds.  200  ft;  total  hose,  2,000  ft.;  fire  alarm, 
whistle  and  bell;  value  of  dept.  equipment,  16,000; 
▼slue  of  bIdgs.,  18,000;  totsl  mem.  12,  voloa- 
tcers  41. 

Watkk  SurrLY— Source,  wells  and  river,  1  and  8 
blocks  from  business  center;  system,  pump  to  res. 
and  direct;  quality  of  water,  good;  res.  cap.  120,000 
gsls.;  S  pumping  engines,  cap.  per  day  600,000 
^Is.,  constructors  Deane  ana  Deming;  mainSv 
iron,  2  miles,  4  to  8  in.  dia.,  Lake  Shore,  Shickle, 
Howard-Harrison;  42  hydrants,  Galrin  and 
Mathews;  8  valyes;  meters,  total  number  40,  Nash; 
800  services;  pipe,  iron;  pressure,  dom.  48  Ibs^ 
fire  43  to  100  lbs.;  consumption,  per  day  40j000 
^s.,  ^er  capita  18  gals.;  cost  to  construct,  $20,000; 
mt.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$500;  works  belong  to  dty. 

NEWELL,  pop.  900.  Fire  dept.— 1  hose  cart,  600 
ft.  hose;  fire  alarm,  bell;  20  volunteers. 

Watzk  Supply— Source,  well;  system,  gravity: 
Unk  20  X  20;  mains,  13  blocks,  4  to  8  in.  dia. ;  18 
hydrants;  pressure,  dom.  46  lbs.,  fire  100  lbs. 

NEW  HAMPTON,  pop.  2,600;  mercantfle 
bldgs.,  brick.  1  to  8  stories;  private,  wood,  IH 
stones;  wooden  roofs  permitted  in  fire  area.  Fire 
dept. — ^1  h.  St  1.  truck,  2  hose  waffons,  2  hose  car^ 
riages;  hose,  cotton,  rubber  linea,  good,  2,000  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, $6,000;  value  of  bldgs.,  $10,000;  total  mem., 
100  volunteers. 

Watee  Supply— Source,  wells,  2  blocks  from 
business  center;  svstem.  pump  to  stdp.;  stdp. 
cap.  67,000  gals.,  dim.  18  x  24,  material  used  m 
cons,  wood,  builders  Fairbanks,  Morse  ft  Co.; 
quality  of  water,  sood;  2  pumpmg  engines,  cap. 

Eer  day  800,000  gals.,  constructors  Downie,  Fair- 
anks,  Morse;  mains,  cast  iron,  8^  miles,  4  to  8 
in.  dia.;  46  hydrants;  8  valves;  meters,  total  num- 
ber 161,  Crown  6,  Nash  1,  Hersey  Rotary  1,  Tri- 
dent 151,  Thomson  1,  Keystone  1,  Lambert  1, 
owned  by  consumer;  160  services;  pipe,  iron; 
pressure,  dom.  45  lbs.,  fire  125  lbs.;  consumption 
per  day  UO.OOO  gals.,  per  capita  66  gals.;  cost  to 
construct,  $10,000;  cost  of  mtce.,  $1,600;  works  be- 
long to  city. 

NEW  HARTFORD,  pop.  620.  Fire  dept— 1 
hose  cart,  800  ft.  hose;  18  volunteers. 

Water  Supply— Source,  well;  system,  gravity; 
tank  18  X  22,  cap.  41,877  gals.;  1  pump;  mains,  5 
blocks,  6  in.  dia.;  6  hydrants;  pressure  47  lbs. 

NEW  LONDON,  pop.  1,008.  Fire  dept.— 1 
comb.  c.  &  hand  engine,  1  hose  cart,  10  buckets, 
600  ft.  hose;  fire  alarm,  bell;  24  volunteers. 

VVatee  Supply— Source,  well. 

NKW  SHARON,  pop.  1,262:  mercantile  bld|;s., 
brick,  8  stories;  private,  wood,  IH  ^nd  2  stones; 
wooden  roofs  permitted:  no  fireworks  and  com* 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  hand  engine,  1  h.  &  1.  truck;  hose,  cot- 
on,  rubber  lined,  good,  700  ft.;  rubber,  good,  100 
t. ;  total  hose,  800  ft:  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,600;  value  of  bldgs.,  $1,200; 
ftnn.  exp.  of  dept.,  $20;  total  mem.,  26  volunteers. 

Watee  SuppLY-->Source,  2  wells  in  business  cen- 
ter: system,  pump  direct;  res.  cap.  50,000  gals.; 
pumping  engine,  cap.  per  day  16,000  gals.;  mains. 
!  miles,  4  to  8  in.  <ua.;  21  hydrants;  meters,  total 
lumber  2;  91  services;  pressure^om.  46  lbs.,  fire 
15  lbs.;  cost  to  construct,  $9,000;  int  paid  on 
3onda,  4H  P^  cent.;  ann.  cost  of  mtce.,  $200. 

NEWTON,  pop.  8,682;  fire  area,  60  acres;  mer^ 
:antil«  bldgs.,  onck.  2  stories;  private,  wood,  IH 
ind  2  stones;  wooden  roofs  not  permitted.  Fire 
lept. — ^1  c.  engine,  1  h.  ft  1.  truck.  2  hose  carriages; 
lose,  cotton,  rubber  lined,  good  2,200  ft.;  rubber, 
rood  800  ft;  inferior,  all  kinds,  200  ft;  total  hose, 
!.60O  ft.:  fire  alarm,  bell;  value  of  dept  equip- 
nenU  $6,000;  value  of  bldors.,  $40,000;  ann.  exp.  of 
lept.,  $125;  total  mem.,  68  volunteers;  underwrit- 
iT%'  rating,  third  class. 


Watee  Supply— Source,  wells,  6  miles  from 
business  center;  systcmM>ttmp  to  stdp.;  stdp.  cap. 
90,000  gals.,  dim.  16  x  80.  material  used  in  cons, 
stone  and  steel;  quality  of  water,  good;  pumping 
engines,  cap.  per  day  1,000,000  gals.,  constructors 
Simth-Vaile  and  Deane;  mains,  cast  Iron,  10  miles, 
4  to  8  in.  dia.:  61  hydrants;  26  valves;  meters, 
total  number  18;  25  services;  pressure,  fire  126 
lbs.;  cost  to  construct,  $86,000;  bonded  debt,  $16,- 
000;  int  paid  on  bonds,  4  per  cent;  works  belong 
to  city. 

NORA  SPRINGS,  pop.  1,200.  Fire  dept— 1 
comb,  c  &  hose  cart,  1  h.  ft  1.  truck,  12  buckets, 
1,000  ft  hose;  fire  alarm,  bell;  6  volunteers. 

Watee  Supply— Source,  wells;  tank  20  x  22,  cap. 
1,580  bbls.;  mains,  8.680  ft.  4  to  8  in.  dia.;  12  hy- 
drants; pressure  66  lbs. 

NORTH  ENGLISH,  pop..  1,000.  Fire  dept- 
2  hose  carts;  hose,  cotton,  1,000  ft;  20  volunteers. 

Watee  SuppLY-^urce,  air  pressure  system; 
brick  ptmtiping  station;  gasoline  engine,  cap.  15,- 

000  gals.:  mams,  5,000  ft;  11  hydrants;  pressure, 
dom.  and  fire  60  to  90  lbs. 

NORWAY,  pop.  600.    Fire  dept.— 1  hose  cart, 
600  ft  hose;  22  volunteers. 
Watee  Supply— Source,    well;    res.    cap.    48,000 

fals.;  1  pump;  mains,  4,liB8  ft.,  6  to  8  in.  dia.;  14 
ydrants;  pressure  48  lbs. 

NORTHWOOD.  pop.  1,400;  fire  area,  800  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  wood,  IH  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  av.  fire  loss  per  yr.  for  8 
years,  $1,200;  av.  ins.  involved  for  same  time, 
$6,860.  Fire  dept— 1  h.  ft  1.  truck,  2  c.  hand  ex., 
2  hose  carts;  nose,  cotton,  rubber  lined,  good, 
1,200  ft;  fire  alarm,  whistle;  value  of  dept  equip- 
ment $1,600;  value  of  bldgs..  $2,000;  ann.  exp.  of 
dept,  $26;  total  mem.,  86  volunteers. 

WATEE  Supply— Source,  well,  600  ft  from  busi- 
ness center;  system,  well  to  taiuc;  stdp.  cap.  66,000 
gals.,  dim.  22  x  26,  material  used  in  cons,  steel; 
quality  of  water,  good:  cap.  per  day  800,000  gals., 
constructor  Gould ;  mains,  cast  iron,  1%  miles,  4  to 
8  in.  dia.;  81  hydrants;  9  valves:  meters,  total 
number  7,  Niagara;  76  services;  pipe,  galv.  iron; 

Sressure,  dom.  and  fire  61  lbs.;  consumption  per 
av  262OOO  gals.;  cost  to  construct,  $11,000;  bonded 
debt,  $8,000;  int  jraid  on  bonds,  8Vi  per  cent;  ann. 
cost  of  mtce.,  $1,000;  works  belong  to  city. 

OAKLAND,  pop.  913.  Fire  dept.— 2  hose  carts, 
1,400  ft.  hose;  fire  alarm,  bell;  20  volunteers. 

Watee  Supply— Source,  17  wells;  system,  grav- 
ity and  direct  pressure;  1  pump,  Gardner;  stdp. 
10  X  60.  cap.  28,750  gals.;  mains,  22  blocks.  4  to  6 
in.  dia.;  17  hydrants;  pressure,  dom.  71  Ids.,  fire 
100  lbs. 

ODEBOLT,  pop.  2,000;  fire  area,  200  acres; 
mercantile  bldgs.,  brick  and  wood;  private,  wood: 
wooden  roofs  not  permitted.  Fire  dept— 1  h.  ft  1 
truck,  8  hose  reels;  hose,  good,  2,000  ft:  inferior. 
600  ft;  total  hose,  2,500  ft;  fire  alarm,  bell;  total 
mem.,  40  volunteers. 

Water  Supply — Source,  springs,  1  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  100,000  gals.,  dim.  20  x  80,  material  used  m 
cons,  wood ;  quality  of  water,  good ;  2  pumping 
en^es,  class  steam,  constructor  Knowles; 
mams,  cast  iron,  VA  miles,  6  in.  dia.: 
18  hydrants;  4  valves;  pressure,  fire  68 
lbs.;  consumption  per  day,  3o,000  gals.;  cost  to 
construct,  $16,000;  bonded  debt,  $64X)0;  int  paid 
on  bonds,  4H  per  cent;  cost  of  mtce.,  $700;  works 
belong  to  city. 

OELWEIN,  pop.  5.684. 

Watee  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  96,000  gals.,  14  x  80,  material 
used  in  cons,  steel;  2  pumping  engines,  cap.  per 
da]r  1,750,000  gals.,  constructor  Buffalo,  Smedley; 
mains,  5  miles;  55  hydrants;  765  services;  pres- 
sure, dom.  76  lbs.,  fire  125  lbs.;  consumption,  per 
day  100,000  gals.,  per  capita  7  gals.;  cost  to  con- 
struct, $86,000;  works  belong  to  city. 

OGDEN,  pop.  1,000.    Fire  dept— 20  c.  hand  ex., 

1  h.  &  1.  truck,  1  hose  cart  20  buckets,  400  ft.  hose; 
20  volunteers. 

Watee  Supply— Source,  well;  tank  20  x  20,  cap. 
45,000  gals.;  1  pump;  mains.  %  mile,  6  to  8  in. 
dia.;  6  hydrants;  pressure  40  lbs. 


B-126 


FIRE    DEPARTMENTS   AND   WATER    SUPPLY— IOWA. 


OLIN,  pop.  002.  Fire  dept.— 1  hote  cart.  600  ft 
hose;  fire  alarm,  bell;  20  volunteers. 

Watsk  Supply— Source,  2  wells:  unk  cap.  66,000 
gals.;  mains,  6,400  ft.,  4  to  6  in.  dia.;  16  hydrants; 
pressure,  dom.  45  lbs.,  fire  80  lbs. 

ON  AW  A,  pop.  1,968:  fire  area;  mercantile  bldss.. 
brick,  1  and  2  stories;  private,  wood,  VA  and  2 
stories;  wooden  roofs  not  permitted;  no  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  hand  engine,  200  hand  ex..  1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good  900  ft.;  linen,  good  800  ft.;  total  hose,  1,200 
ft:  fire  alarm,  bell;  value  of  dept  equipment, 
$2,600;  value  of  bldgs.,  81,600;  total  mem.,  60  volun- 
teers. 

Watbk  Supply— Source,  wells;  system^  Pump 
direct;  2  pumping  engines,  constructor  Gardiner; 
Fairbanks-Moore  duplex  pumps;  mains,  8  miles, 
4  and  6  in.  dia.;  40  hydrants;  pressure,  fire  160 
lbs.;  cost  to  construct,  |12,000. 

ORANGE  CITY,  pop.  1,662:  fire  area,  20  acres; 
mercantile  bldgs.,  wood,  2  ana  8  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted; combustibles  ord.;  causes  of  fires  investi- 
gated; fire  loss  for  1907,  ^0,000:  av.  ins.  for  same 
time,  $6,000.  Fire  dept— 1  h.  &  1.  truck,  1  hose 
wagon,  1  hose  reel;  hose,  cotton,  rubber  lined, 
good,  1,460  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  $2,600;  value  of  bldgs.,  $3,000;  total 
mem.,  18  volunteers. 

Watbe  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  66,000  gals.,  dim.  20  x  24,  ma- 
terial used  in  cons,  wood  and  steel;  pumping  en- 
gines, cap.  per  day  85,000  gals. ;  mains,  cast  iron.  1 
mile,  8  in.  dia.;  11  hydrants;  pressure,  fire  60  lbs.; 
cost  to  construct,  810,000;  ann.  cost  of  mtce., 
$400;  works  belong  to  city. 


combustibles  ord.  Fire  dept— 1  steamer,  7  c.  hand 
ex.,  1  h.  &  1.  truck,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  1,400  ft;  rubber,  good,  400 
ft;  total  hose,  1^00  ft;  fire  alarm,  bell;  value  of 
dept.  equipment,  $4,000;  value  of  bldgs..  $8,600; 
ann.  exp.  of  dept,  $200;  total  mem.,  60  volunteers. 
Watsk  Supply— Source,  well,  in  business  cen- 
ter; system,  pump  to  res.  and  stdp.;  stdp.  cap. 
80.000  gals.,  material  used  in  oona.  iron,  builders 
Chicago  Bridge  and  Iron  Co.;  quality  of  water, 
good;  res.  cap.  226,000  gals.;  8  pumping  engines, 
cap.  per  day  720,000  gals.,  constructors  Gould  & 
Co. ;  mains,  4  miles,  4  to  8  in.  dia. :  40  hydrants, 
Rensselaer;  meters,  total  number  w.  Trident  10, 
Lambert   26,   owned   by   consumer;   250   services; 

f)ipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire  100 
bs.;  cost  to  construct  $26,000;  bonded  debt  $21«- 
600;  int.  paid  on  bonds,  4  per  cent;  ann.  cost  of 
mtce..  $1,000;    works  belong  to  city. 

OSCEOLA,  pop.  2,700;  fire  area,  8  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  causes  of  fires  investi- 

fted.  Fire  dept— 2  c.  hand  ex.,  1  h.  &  1.  truck, 
hose  carts;  nose,  cotton,  rubber  lined,  good, 
1,800  ft;  fire  alarm,  bell,  whistle  and  electric  tele- 
phone; value  of  dept.  equipment,  $2,000;  value  of 
bldgs.,  $6,000;  ann.  exp.  of  dept.,  $800;  toUl  mem., 
60  volunteers. 

Watsr  Supply— Source,  re^.,  1  mile  from  busi- 
ness center;  system,  pump  to  res.  and  stdp.; 
stdp.  cap.  60,000  gals.,  material  used  in  cons,  steel; 
quality  of  water,  good;  res.  cap.  5,000,000  gals., 
located  1  mile  east  of  city;  pump;  constructor 
Gould;  mains,  iron,  2%  miles,  6  to  8  in.  dia.:  80 
hydrants;  pressure,  dom.  86  to  45  lbs.,  fire  120  lbs.; 
cost  to  construct,  $29,000;  bonded  debt,  $82,000; 
int  paid  on  bonds,  4%  per  cent;  works  belong  to 
city. 

OSKALOOSA,  pop.  11,000;  fire  area,  8%  miles: 
mercantile  bldgs..  stone,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  &  L 
truck,  2  c  hand  ex.,  1  hose  wagon,  1  hose  cart  4 
horses;  hose,  cotton,  rubber  lined,  good,  2,400  ft.; 
inferior,  all  kinds,  400  ft.;  total  hose,  2,800  ft.; 
fire  alarm,  telephone;  value  of  dept.  equipment, 
$4,600;  value  of  bldgs.,  $9,000;  ann.  exp.  of  dept., 
$8,600;  total  mem.  10,  paid  full  time  4,  volunteers  6. 


Watek  Supply— Source,  river  and  wells,  4  miles 
from  business  center;  svstem,  pomp  to  stdp.  and 
direct;  stdp.  cap.  280^000  gals.,  located  in  city;  fil- 
tration system,  Hyatt  and  Jewell;  cap.  oC  plant 
1,260,000  gals.;  qnali^  of  water,  good;  rea.  cap. 
6,000,000  gals.,  located  at  aUtion;  8  pumping  ca- 

S'nea,  cap.  per  day  4,000,000  gals.,  oonstractors 
ollv  ana  Deane;  mains,  24  miles,  4  to  12  in.  dia.; 
120  hydrants.  Holly,  Ludlow;  70  valves;  meters, 
total  number  170,  owned  bv  Co.  and  consiuner; 
L260  services;  pipe,  lead  and  galv.  iron;  preasnre, 
dom.  40  lbs.,  fire  80  to  126  lbs.;  consumption,  per 
day  900,000  gals.,  per  capita  100  gals.;  works  belong 
to  Co. 

OSSIAN,  pop.  1,000.  Fire  dept— 8  c.  eaffines, 
1  h.  &  I.  truck,  200  ft  hose;  fire  alarm.  b«Il;  28 
volunteers. 

Watsk  Supply— Source,  wells. 

OTO,  pop.  400.  Fire  dept— 1  comb,  c  9l  hand 
engine^  1  hose  cart,  600  ft  hose;  fire  alarm,  bell; 
24  volunteers. 

Watbk  Supply— Source.  5  cisterns;  res.  cap.  900 
bbls.;  1  pump;  mains,  8,000  ft.  4  to  6  in.  dia.;  10 
hydrants;  pressure  80  lbs.;  works  belong  to  town. 

OTTUMWA,  pop.  26,000:  fire  area,  800  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  6  stories; 
private,  brick  and  wood.  1  to  3  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
fire  loss  for  1906.  $86,000;  ins.  involved  for  same 
time.  $626,280.  Fire  dept.— 1  h.  &  I.  truck,  6  c 
hand  ex.,  2  hose  wagons,  1  chem.  engine,  1  comb, 
c.  Sc  h.  wagon,  2  hose  carria^s.  8  horses;  hose, 
cotton,  rubber  lined,  good,  3,000  rt;  rubber,  ^ood, 
400  ft;  total  hose,  8,400  ft;  fire  alarm,  electric,  19 
boxes;  value  of  dept.  equipment  $17,000;  value  of 
bldgs.,  $18,000;  ann.  exp.  of  dept.,  $12,500;  total 
mem.  13,  paid  full  time;  E.  E.  Livingston,  chief. 

Watbs  SuppLY-^urce,  river,  Vj/k  miles  from 
business  center;  system,  pump  to  res.  and  di- 
rect; fi Iteration  system,  Jewell;  cap.  of  plant 
2,000,000  gals.:  8  pumping  engines,  cap.  per 
day  10,000,000  gals.,  constructors  Flanders; 
De  Laval  steam  turbine;  mains,  cast  iron,  27  miles, 
4  to  24  in.  dia.:  220  hydrants,  Ludlow,  Holyoke; 
245  meters;  l,41o  services;  pressure,  dom.  90  lbs., 
fire  126  to  160  lbs.;  consnmptionper  day,  2,500.000 
gals.;  cost  to  construct,  $500,000;  ann.  cost  of 
mtce.,  $80,000;  works  belong  to  Co. 

OXFORD,  pop.  60O.  Fire  dept— 1  hand  engine, 
1  h.  &  1.  truck,  8  hose  carts,  800  ft  hose;  fire  alarm, 
bell;  65  volimteers. 

WATBE  Supply— Source,  well;  system,  gravi^ 
1  pump,  Fairbanks-Morse;  tank  80  x  20,  cap.  47,000 
gals.;  mains.  IH  miles,  4  to  8  in.  dia.;  16  hydrants; 
pressure  65  lbs. 

OXFORD  JUNCTION,  pop.  900.  Fire  dept-1 
hose  cart,  1,000  ft.  hose;  fire  alarm,  bell;  24  vol- 
unteers. 

Watb*  Supply— Source,  wells;  system,  gravity; 
tank  14  x  16,  cap.  20,000  sals.;  1  pump,  Gould, 
triplex;  mains,  iSi  miles,  4  to  6  in.  dia.;  12  hy- 
drants; pressure,  60  lbs.;  works  owned  by  town. 

PANORA,  pop.  1,000.  Fire  dept— 1  h.  &  1. 
truck,  8  hose  carts,  1.700  ft.  hose;  fire  alarm,  beU 
and  telephone;  80  volunteers. 

Water  Supply— Source,    well;    system,    gravity 
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and  pump  direct;  1  pump,  Smedley.  cap. 
gals,  per  day;  tank  18  x  24,  cap.  60.000  gals.; 
mains,  1^  miles,  8  to  6  in.  dia.;  10  hydrants; 
pressure,  dom.  60  lbs.,  fire  100  lbs. 

PARKERSBURG,  pop.  1,164;  mereaatQe  bldgs., 
bride  and  wood,  1  to  8  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted.  Fire  dept— 1  h. 
&  1.  truck,  2  hose  carnages;  hose,  cotton,  rubber 
lined,  good,  900  ft;  inferior,  all  kinda,  100  ft; 
total  hose,  1,000  ft:  total  mem.,  22  volunteers. 

Watbe  Supply— 'Source,  well;  syttem,  pump  to 
stdp.;  stdp.  cap.  60,000  gals.,  dim.  84  x  10,  ma- 
terial used  in  cons,  wood;  1  pumping  engine,  class 
vert,  cap.  per  day  75,000  galM  maiaa,  8  miles;  12 
hydrants;  cost  to  construct  $8,000. 

PAULLINA,  pop.  617.  Fire  dept— 1  hose  cart, 
26  buckets,  600  ft  hose;  fire  alarm,  bell;  16  volun- 
teers. 

Watbe  Supply— Source,  well;  tank  18  x  84,  cap. 
60,000  gals.;  1  pump,  Gardner:  mains,  2  miles,  4  to 
6  in.  dia.;  pressure,  dom.  86  lbs.,  fire  36  to  109 
lbs.;  works  belong  to  town. 
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PELLA,  pop.  3400 ;  fire  area,  640  acres;  mercan- 
tile blc^.,  brick  and  wood,  2  stories;  privatei 
wood,  z  stories;  wooden  roofs  permittea;  fire- 
works and  combustibles  ord.  Fire  dent— 1  hand 
engine,  t  c.  hand  ex.,  1  h.  &  1.  truck,  z  hose  car- 
riages; hose,  rubber,  good,  1,400  ftj;  fire  alarm, 
bell;  Talue  of  dept  equipment,  18,000;  value  of 
bldgs.,  $2,600;  ann.  exp.  of  dept,  |G00;  total  mem., 
100  volunteers. 

Watu  Supply— Source,  wells,  4  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
63,000  gals.f  dim.  22  x  24,  material  used  in  cons.- 
steel;  quality  of  water,  poor;  1  pumping  engine, 
cap.  per  da^  126,000  gals.,  constructor  Gould; 
mainsl  cast  iron,  3^  miles,  4,  6  and  8  in.  dia.; 
8S  hydrants;  17  valves;  9  services;  pipe,  wrought 
iron;  pressure,  dom.  45  lbs.,  fire  46  lbs.;  con- 
sumption, per  day  30,000  gi^s.,  per  capita  12  gals.; 
cost  to  construct,  ^5^000;  bonded  debt,  Hi^OOO; 
int.  paid  on  bonds,  4  per  cent;  cost  of  mtce.,  8860; 
works  belong  to  city. 

PERRY,  pop.  4,000;  fire  area,  1,280  acres;  mer^ 
cantile  bldgs..  stone  and  brick,  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustiDles 
ord.;  causes  of  fires  investigated.  Fire  depL— 1 
b.  &  L  truck,  12  c  hand  ex.,  2  hose  carts;  nose, 
cotton,  rubbtf  lined,  good.  1,600  ft;  inferior,  all 
kinds,  600  ft;  total  hose.  2,100  ft;  2  fire  alarms; 
value  of  bldgs.,  $6,000;  ann.  exp.  of  dept,  $600; 
total  mem.,  06  volunteers. 

Watsr  Supply— Source,  wells,  4  blocks  from 
business  center;  system,  gravitv,  pump  to  stdp. 
and  direct;  stdj>.  cap.  60,000  gals.,  dim.  10  x  lOo, 
material  used  in  cons,  steel;  2  pumping  engines, 
class  comp.  and  dup.,  cap.  per  day  1,600,000  gals. ; 
niains,  11  miles,  4  to  8  m.  dia.;  60  hydrants;  20 
valves;  meters,  total  number  660:  86O  services; 
pipe,  galv.  iron ;  pressuri^  dom.  60  Ids.,  fire  60  lbs. ; 
consumption  per  day,  7o0,000  gals. ;  cost  to  con- 
struct, $46,000;  bonded  debt,  $12,000:  int.  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $2,600;  works  be- 
long to  city. 

PETERSON,  pop.  600.  Fire  dept.— 1  hose  cart, 
800  ft  hose;  fire  alarm,  bell;  16  volunteers. 

Watsk  Supply— 'Source,  well;  system,  gravity; 
1  pump,  cap.  20  gals,  per  min. ;  res.  20  x  24,  cap. 
77,000  gals.;  mains,  ^  mile,  4  to  6  in.  dia.;  6  hy- 
drants; pressure  70  Ids. 

PIERSON,  pop.  40a  Fire  dept— 1  hose  cart, 
600  ft  hose;  16  volunteers. 

Watbk  Supply— -Source,  well;  system,  gravity; 
1  pump;  mains,  4,000  ft,  4  to  6  in.  dia.;  9  hy- 
drants ;  pressure  66  to  90  lbs. 

POCAHONTAS,  pop.  626.  Fire  dept— 2  hose 
carts,  1,000  ft.  hose;  fire  alarm,  whistle;  20  volun- 
teers. 

Watze  Supply— Source,  well;  system,  gravity; 
1  pump,  cap.  170  gals,  per  min. ;  tank  8  x  38.  cap. 
11,000  gals.;  mains,  1,044  ft..  4  to  8  in.  dia.;  8 
hydrants;  pressure,  dom.  66  Ids.,  fire  80  lbs. 

POMEROY.  pop.  1,000.  Fire  dept— 1  hose  cart, 
600  ft.  hose;  12  volunteers. 

Watsk  Supply— Source,  artesian  well;  system, 
gravity;  res.  cap.  80,000  ^Is.:  tank  8  x  36;  1  pump; 
mains,  %  mile,  4  to  6  m.  oia.;  9  hydrants;  pres- 
sure 100  to  160  lbs. 

PORTSMOUTH,  pop.  600.  Fire  dept— 1  hose 
cart  600  ft  hose;  fire  aJarm,  bell;  16  volunteers. 

WATSK  Supply— Source,  well:  tank  20  x  24,  cap. 
2,000  bbls.;  2  pumps:  mains,  8^00  ft.,  4  in.  dia.;  7 
hydrants;  pressure  60  lbs. 

POSTVILLE,  pop.  1,200.  Fire  dept.— 1  h.  &  1. 
truck,  1  hose  cart  24  buckets,  1,000  ft  hose;  fire 
alarm,  bell  and  whistle;  32  volunteers. 

Watsk  Supply— 'Source,  well;  system,  gravity; 
1  pump,  Smedley;  tank  20  x  30,  cap.  70,600  gals.; 
mains,  2%  miles,  4  to  8  in.  dia.;  22  hydrants;  pres- 
sure «  lbs. 

PRAIRIE  CITY,  pop.  808.  Fire  dept.— 1  h.  ft 
].  truck,  2  hose  carts.  24  fire  buckets.  1,400  ft. 
hose;  fire  alarm,  bell;  80  volunteers. 

Watsk  Supply— Source,  wells;  system,  ^avity: 
1  pump;  tank  20  x  24,  cap.  66,680  gals.;  mams,  1^ 
miles,  4  to  6  in.  dia.;  12  hydrants;  pressure  43  lbs. 

PRESCOTT,  pop.  660.  Fire  dept— 1  hand  en- 
gine, 200  ft.  hose;  no  organization. 
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Watsk  Supply— Source,  wells  and  cisterns;  1 
pump;  mains,  2  blocks,  2%  in-  dia.;  8  hydrants; 
works  owned  by  Co. 

PRESTON,  pop.  600.  Fire  dept— 1  h.  &  L  truck, 
2  hose  carts,  1,200  ft  hose;  fire  alarm,  bell;  2d 
volunteers. 

Watsk  SuppLY-->Source,  well ;  tank  20  x  24,  cap. 
67,000  gals.;  1  pump;  mams,  1^  miles,  4  to  6  in. 
dia.;  10  hydrants;  pressure  66  lbs. 

PRIMGHAR,  pop.  860.    Fire  dept- 2  hose  carts, 
1,000  ft  hose;  fire  alarm,  bell;  10  volimteers. 
Watsk  Supply— Source,   well;   system,   gravity: 

1  pump;  2  tanks,  each  8  x  36,  combined  cap.  27,006 
gals.;  mains.  1,600  ft,  2  to  6  in.  dia.;  6  hydrants; 
pressure  66  lbs. 

RADCLIFFE,  pop.  646.  Fire  dept— 1  comb.  h. 
ft  c  engine.  1  h.  ft  L  truck,  1  hose  cart,  1J.0O  ft 
hose;  fire  alarm,  bell;  26  volunteers. 
Watsk  Supply— Source,  wells  and  cisterns:  1 
'Ump.  cap.  36  gals,  per  min. ;  tank  20  x  20;  mams, 
,960  ft.,  6  to  8  in.  dia. ;  8  hydrants. 

RED  OAK,  pop.  6,000;  fire  area,  20  acres;  mer^ 
cantile  bldgs.,  stone  and  brick^  1  to  8  stories; 
private,  stone  and  brick,  2  stones;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord.  Fire  dept— 1  h.  ft  1.  truck,  2  hose 
carts,  1  hose  wagon  and  2  horses;  hose,  cotton, 
rubber  lined,  good,  2,900  ft;  fire  alarm,  bdl  ana 
whistle;  value  of  dept.  equipment,  1^^600;  value  of 
bldgs.^  $8,600;  ann.  exp.  of  dept,  $6Be;  total  mem. 
84.  paid  full  time  2,  volunteers  82. 

Watsk  Supply— Source,  wells,  1  mile  from  busi- 
ness center;   system,  pump  to  stdp.;   stdp.  cap.  286.- 

000  gals.,  dim.  20  xlOO,  material  used  in  cons,  steel; 

auality  of  water,  good;  2  pumping  engines,  class 
up.  and  triplex,  cap.  ber  day  1,600,000  gals.,  con- 
structors Deane  and  Gould;  mams,  cast  iron.  9% 
miles,  4  to  10  in.  dia.;  66  hydrants:  62  valves; 
meters,  total  number  400,  Trident  884,  Hersey  Disc 
10,  Thomson  1,  Worthington  86,  owned  by  con- 
sumer; 600  services;  pipe,  galv.  iron  and  lead; 
pressure,  dom.  100  lbs.,  fire  100  lbs.;  «)nsumption 
per  day,  100,000  flgls.;  cost  to  construct,  $76,000; 
bonded  debt,  $;6/,000;  int  paid  on  bonds,  4%  and 
6  per  cent;  cost  of  mtce.,  $4,600;  works  belong  to 
city. 

REINBECK,  pop.  1,208.  Fire  dept— 1  h.  ft  1. 
truck,  2  hose  carts;  fire  alarm,  bell;  20  volunteers. 

Watsk  Supply— Source,  wells,  H  mile  from 
business  center;  system,  |p:avi^  and  pump  to 
stdp.;  brick  pumping  station;  stdp.  cap.  47,009 
gals.,  dim.  20  x  24,  material  used  in  cons, 
wood;  quality  of  water,  good;  1  pumping  engine, 
constructor  Fairbanks;  mains,  iron,  6,700  ft,  8  in. 
dia.;  16  hydrants;  IwO  services;  pressure,  dom. 
and  fire  40  lbs.;  cost  to  construct,  $9,000;  bonded 
debt,  $6,000:  int  paid  on  bonds,  4^  per  cent;  cost 
of  mtce.,  $1,200;  works  belong  t  oci^. 

REMSEN,  pop.  885.    Fire  dept— 1  h.  ft  1.  truck. 

2  hose  carts,  lO  buckets,  1,100  ft.  hose;  fire  alarm, 
bell:  19  volunteers. 

Watsk  Supply— Source,   well;    system,  gravity; 

1  pump,  cap.  360  gals,  per  min. ;  tank  18  x  22,  cap. 
61,174  gals.;  mains,  1  mile,  6  to  6  in.  dia.;  9  hy- 
drants; pressure  60  lbs. 

RICEVILLE,  pop.  900.  Fire  dept— 1  hose  cart, 
500  ft.  hose;  fire  alarm,  telephone;  26  volunteers,  1 
paid 

Watsk  Supply— Source,  mill  pond;  tank  20  x 
22.  cap.  61,700  gals.;  1  pump;  mains,  1,218  ft,  4  to  8 
in.  dia.;  4  hydrants;  pressure,  dom.  60  lbs.,  fire 
125  lbs. 

ROCKFORD,  pop.  1.000;  fire  area,  6  acres; 
mercantile  bldgs.,  brick,  2  stories:  private,  wood,  2 
stories;  wooden  roofs  permittea;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.^1  h.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,300  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  $9,000;  value  of 
bldgs.,  $500;  ann.  exp.  of  dept  $1,200;  total  mem., 
12  volunteers. 

Watsk  Supply— Source,  river;  svstem,  pump  to 
stdp.;  stdp.  cap.  90.000  gals.;  filtration  system, 
gravel;  res.  cap.,  1.600  bbls.;  8  pumping  engines, 
cap.  per  day  800,000  gals.,  constructor  Deane: 
Gould  triplex  pump;  mains,  1^  miles  miles.  4  to  8 
in.  dia.,  St.  Louis  Co.;  21  hydrants.  Ludlow;  61 
services;  pressure,  dom.  40  lbs.,  fire  135  lbs.;  con- 
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sumption,  per  day  80,000  gils.,  per  capita  80  gala.: 
cost  to  construct,  110,000;  int.  paid  on  bonds,  4 
per  cent;  ann.  cost  of  mtce.,  11,200;  works  belong 
to  city. 


ROCK  RAPIDS, 


1,706;  fire  area,  200  acres; 


9,  pop.  1,( 
mercantile  bldi[s.,  bride,  2  stories;  private,  wood, 
1  and  1%  stones;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.— 1  aerial 
truck,  S  hose  carriages;  hose,  cotton,  rubber  lined, 
good  1,200  ft:  fire  alarm,  bell;  value  of  dept. 
equipment,  11,700;  value  of  bldga.,  $2,000;  total 
mem.,.  40  volunteers. 
Watu  Supply— Source,  wells;  system,  pump  to 


structor  Knowles;  mains,  VA  miles,  4  to  8  in.  dia.: 
26  hvdrants,  Beaumont;  16  valves;  meters,  total 
number  2,  Crown,  owned  by  consumer;  226  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  GO  to  71 
lbs.,  fire  00  to  100  lbs.:  cost  to  construct,  tt2,000; 
ann.  cost  of  mtcc.,  IL600;  works  belong  to  Co. 

ROCK  VALLEY,  pop.  2,000:  mereantile  bldga., 
brick  and  wood.  Fire  dept— 1  n.  &  L  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,400  ft; 
fire  alarm,  bell  and  whistle;  total  mem.,  26  volun- 
teers. 

Watbk  Supply— Source,  wells,  2  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
42,000  gals.,  dim.  18  x  20,  located  2  blocks  from 
station,  material  used  in  cons,  steel,  builder  F.  E. 
Wade;  quality  of  water,  good;  1  pumping  engine, 
cap.  per  day  vKMO  gals. ;  mains,  cast  iron,  2  miles, 
4  to  6  in.  dia.;  26  hydrants;  7  valves;  100  services; 
pressure,  dom.  40  lbs.,  fire  90  lbs. ;  consumption,  per 
day  86,000  nls..  per  capita  86  gals.;  cost  to  con- 
struct, 18,000;  bonded  debt  18^900;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mice.,  8600;  works 
belong  to  city. 

ROCKWELL^  pop.  900.  Fire  dept— 1  comb.  c. 
&  hose  cart,  1  hose  cart,  1,250  ft  hose;  fire  alarm, 
bell;  25  volunteers. 


ROCKWELL  CITY,  pop.  1,222.  Fire  dept— 1 
h.  &  1.  truck,  8  hose  carts.  1.000  ft  hose;  fire 
alarm,  whistle;  86  volunteers. 

Watsk  Supply— Source,  wells;  system,  gravity 
and  direct  pressure:  8  pumps.  Dunn,  Smedley, 
combined  cap.  600,000  gals,  per  day;  stdp.  12  x  100, 
cap.  84,600  gals. ;  mains,  2  miles,  4  to  8  m.  dia. ;  16 
hydrants;  pressure,  dom.  42  lbs.,  fire  90  lbs. 

ROLFE,  pop.  994.  Fire  dept— 1  h.  &  1.  truck,  2 
hose  carts,  26  buckets.  800  ft  hose;  fire  alarm, 
bell:  21  volunteers. 

Watkr  Supply— Source,  wells;  tank  cap.  40,000 

fals.;  1  pump;  mains,  1  mile,  4  to  6  in.  dia.;  12 
ydrants;  pressure,  dom.  35  lbs.,  fire  120  lbs. 

RUSSELL,  pop.  700.  Fire  dept.— 1  gasoline  fire 
engine,  1  c.  &  1.  truck,  12  c.  hand  ex.,  1  hose  cart, 
600  ft  nose;  fire  alarm,  bell;  80  volunteers. 

Water  Supply— Two  cisterns,  combined  cap. 
10,162  gals. 

RUTHVEN,  pop.  900.  Fire  dept— 8  hose  carU, 
1,500  ft.  hose;  fire  alarm,  bells;  22  volunteers. 

Watee  Supply— Source,  wells;  system,  gravity; 
1  rotary  pump,  cap.  600  gals,  per  min.;  tank  8  x 
86,  cap.  18,536  gals.;  mains,  2,5m  ft,  4  to  6  in.  dia.; 
7  hydrants;  pressure,  dom.  70  lbs.,  fire  100  lbs. 

RYAN,  pop.  400.  Fire  dept.— 1  hose  cart,  1,000 
ft.  hose;  fire  alarm,  bell  and  whistle;  15  volun- 
teers. 

Water  Supply— Source,  well;  system,  gravity:  1 
pump;  tank  8  x  40,  cap.  15,040  gals.;  mains,  900  ft, 
3  to  4  in.  dia.;  5  hydrants;  pressure  60  lbs. 

SABULA,  pop.  1,029;  mercantile  bldga.,  brick 
and  wood,  2  stones:  private,  wood,  2  stores;  wood- 
en roofs  permitted;  no  fireworks  and  combuati- 
bles  ord.:  causes  of  fires  investigated.  Fire  dept— 
Few  c.  hand  ex.,  1  h.  &  1.  truck;  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,000  ft.; 
fire  alarm,  bell;  value  of  dept  eqmpment,  11,000; 
value  of  bldgs.,  |500;  total  mem.,  3«  volunteers. 

AVatbr  Supply— Source,  welk.  1  block  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  2  -mumping  engines,  class  &2hp  gas, 


cap.  per  min.  420  gala.;  mains,  cast  iron,  4  miles, 
4  to  8  in.  dia.;  82  hydranta^  Crane;  8  valves.  Crane; 
158  services:  pipe,  galv.  von;  pressure,  dom.  38 
lbs.,  fire  46  lbs.;  cost  to  construct,  111,000;  bonded 
debt,  86,000;  works  belong  to  dty. 


SAC  CITY,  pop.  2,126:  fire  area,  820 
mercantile  bldgs.,  brick  and  wood,  Itop/k  stories; 
private,  wood  and  brick,  2  stones;  wooden  roo& 
permitted  in  fire  area:  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 2  h  &  L  trucks, 
26  c.  hand  ex.,  8  hose  carts;  nose,  cotton,  rubber 
lined,  good.  1,500  ft;  inferior,  360  ftjtotal  hose. 
1,850  ft.;  value  of  dept.  equipment,  82,200;  vadue  ot 
bldgs.,  83,700;  ann.  exp.  of  aept,  |500;  total  mem.. 
50  volunteers. 

Water  Supply— Source,  spring;  system,  pump 
to  stdp.  and  direct;  res.  cap^  48,000  gals.;  pump- 
ing engines,  cap.  per  day  4L200  gals.:  ma  wis,  8 
miles,  2  to  8  in.  diaj  180  hydrants;  160  serriccs; 
pressure,  dom.  46  lbs.,  fire  46  to  96  lbs.;  cost 
to  construct,  818,600. 

SANBORN,  pop.  1,800:  fire  area,  40  acres;  mer- 
cantsle  bldgs.,  onck  and  wood,  1  and  2  stories: 
private,  wood,  1  and  2  stories:  wooden  roofs  per- 
mitted in  fire  area:  combustibles  ord.  Fire  dept 
— 6  h.  &  L  trucks^  hose  carta;  hose,  cotton,  rub- 
ber lined,  good,  600  ft;  rubber,  good,  400  ft;  in- 
ferior, all  kinds,  200  ft;  total  hose,  1,200  ft.;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment 
I1.600;  value  of  bldgs.,  81,000;  total  mem.,  11  vol- 
unteers. 


Water  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
100,800  gala.,  dim.  22  x  22,  material  uaed  in  cons. 


steel  and  wood;  quality  of  water,  good;  1  pump- 
ing engine,  class  gas,  cap.  per  day  60.600  gals., 
constructor  Davis;  mains,  cast  iron,  4H  miles,  4 
to  8  in.  dia.;  26  hydranta;  7  valves;  meters,  total 
number  66;  76  services;  pressure,  dom.  46  lbs., 
fire  46  lbs.;  cost  to  construct  18,000;  bonded  debt 
$8,000;  int.  paid  on  bonds,  6  per  cent;  eost  of 
mtce.,  $600;  works  belong  to  city. 

SCHALLER,  pop.  1,000.  Fire  dept— 1  h.  &  L 
truck,  600  ft  hose;  nre  alarm,  bell;  20  volunteers. 

Water  Supply— Source,  well;  tank  20  x  20i  capw 
47,000  gals.;  1  pump;  13  hydranta;  pressure  80  lu. 

SCHLESWIG,  pop.  600.  Fire  dept— 2  hose 
carts,  4  buckets,  1,000  ft  hose :  17  volunteers. 

Water  Supply— Source,  well  and  ciatcm;  sys- 
tem, ffravity;  tank  8  x  86^  cap.  11,000  gsls.:  1  pump, 
Gould;  msms,  5  blocks,  4  to  6  in.  dia.;  6  nytfranta: 
pressure  60  lbs. 

SCRANTON,  pop.  860:  fire  area.  40  acres;  mer- 
cantile bldgs.,  brick  and  wood.  1  and  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted in  fire  a'.^ea.  Fire  dept— 1  hand  engine,  2 
hose  carts;  hose,  cotton,  ruboer  lined,  good,  1,506 
ft;  inferior,  all  kinds.  200  ft;  total  hose.  1,1W  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, 8800;  value  of  bldgs.,  8300;  total  mem..  24 
volunteers. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  48,000  gals., 
dim.  20  X  25,  material  used  in  cons,  steel;  quality 
of  water,  good;  1  pump,  class  steam;  mains,  cast 
iron,  2  miles,  4  in.  dia.;  10  hydranta;  meters,  total 
number  2,  Crown;  60  services;  pipe,  wrou^t  iron; 
cost  to  construct,  $8,600;  cost  of  mtce.,  8800;  works 
belong  to  city. 

SEYMOUR,  pop.  1.706;  fire  area,  15  blocks; 
bldgs.,  brick  and  wood,  1  and  2  stories;  woodea 
roots  permitted.  Fire  dept— ^1  hand  engine.  1 
h.  &  L  truck,  1  hose  carriage;  hose,  linen,  good. 
800  ft;  fire  alarm,  bell;  value  of  dept  eqmpment, 
$660:  value  of  bldgs.,  $100. 

Water  Supply— Source,   wells  and  dstemsL 


SHELDON,  pop.  3,000;  fire  area,  480 
cantile  bldga.,  brick  and  stone,  1  to  8  stories: 
private^  wood,  1  to  8  stories;  wooden  roofs  not 
permitted:  combustibles  ord.;  causes  of  fires  isves' 
tigated.  Fire  dept— 1  h.  &  1.  truck,  8  boss  carts: 
hos^  cotton,  rubber  lined,  good  1,000  ft:  rubber, 
good  200  ft;  inferior,  all  kinda  800  ft;  total 
hose  1,500  ft;  fire  alarm,  Gsmewell;  value  of  dept 
eauipment,  $1,200;  value  of  bldga.,  9,600;  saik  exp^ 
of  dept,  wO;  total  mem.,  86  voluntecra. 

Water  Supply— Source,  wella,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
61,000  gals.,  dim.  20  x  >4,  material  used  in  cons. 
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wfwdi  qiuUtT  □(  irala.  gowl;  t  {nintDiiiK  ensiaei. 
clui  conp.  dap,,  cap.  pet  diT  1,100,010  nU.,  eon- 
■traelori  Smilli-Viila  and  Mane;  miini.  cut 
iron.  6  milea,  4  to  ID  ia.  dim.;  t»  bTdruU:  It 
nlvei;  Tneteri,  toUJ  Dumber  tSS,  Crown,  Nub, 
Erapice,  Trident.  Utrtcj  DIk,  Thoouon,  Buffdo, 
Pitubius,  Keritonc,  oiraed  br  coniumeri  UO  »a- 
nca;  nipc,  smlT.  frcin;  preinn,  dam.  41  lb*.,  tie 
40  to  itD  Ibc;  coniDinptiaii  per  da/,  K»,OOI)  nit.; 
COM  to  coiutrtict,  W,000;  bonded  debt,  tlE,000; 
iot-  paid  on  bond*,  4M  per  cent;  coil  ol  mtcc, 
tlj«0:  worki  beloDs  to  dir. 

SHELL  ROCK,  pop.  IJXta.  Fire  depL— 1  hoie 
caiti,  1  h.  &  L  truck,  1.100  IL  hoie;  M  Tolunteera. 

Watie  SnpfLK^Source,  iprinn;  tyMeni,  bibt- 
itr  end  pump  diiecl;  1  pump,  TilrbBnkt-UoTK; 
tank  ao  X  W,  cap.  47,000  gala.;  maim,  1,500  ft.,  4  to 
8  in.  dia.;  S  brdianta;  preaaare,  dam.  4G  lb*.,  fire 
90  Iba. 

SRELLSBURG,  pop.  ND.  Fire  dept.— 1  b.  &  L 
track,  1  band  enslac,  2  baae  carts,  HO  ft  bate; 
fire  alarm,  bell;  &  volnntecn. 

Watik  SnrrLT — Sourct  mrell;  ajatcin.  jp-aTitT; 
tank  cap.  1S,BW  gala,:  1  triplex  pump,  cap.  10)  ^a. 
per  min.;  maim,  2,fi00  ft.,  4  in.  dia.;  6  bjrdianta. 

SHENANDOAH,  pop.  G,0n>:  Are  area,  OO 
acrca;  mercantile  bldn.,  brick,  I  to  M  (toriet; 
private,  wood,  1  to  1  (torlci;  wooden  roofa  not 
penaitted  la  lire  ana;  fircvarki  and  eombnitlbtea 
ord. ;  eauaea  of  firei  tDveatigated.  Fire  dept— -1  h. 
a.  ,    . 1.   .  . .J,  i,,,^_  cotton,  rubber  lined. 


truck,  4  boa 


phone;  value  ol  dept  equipi 

of  dept,  tl,0a0i  total  mem., 

WATxa  Surrtv — Source, 


t,  16,000:  I 


1.  «xp. 


itdp. ;    ndp. 
and'  bonier;  qoalitr  of 


SIOUX    C!TV,    pop.    EU.OOO;    6te    area,    itMO 

ta  T  Moriei:  pnnle,  woad.  2  sioriei:  wooden  roof* 
not  permiltcd:  Sreworki  and  combuatiblei  ord.; 
cauea  oi  iire»  invettigaled.  Fire  dept— 1  steamer, 
1  comb.  c.  &  h.  wagon,  i  c.  cnginea,  8  c.  band  ex., 
1  b.  &  I.  trucks,  1  aerial  truck,  4  base  waiOM, 
1  boat  reel,  22  hones;  base,  cotton,  rubber  Uoed, 
sood,  S,000  ft:  inferior,  all  kind>,  7,000  ft;  tola! 
boae,   12XM  ft;    lite   aUcm,    Gamcweli,  39  boiei; 

g).0»°'a^1i^''e^?' o"'dJpL,  *'»4I.iTOf  Toal  ^-2"" 
.paid  f,  ■■    ■  -  ■ 


I.' paid  full  lime;  George  M.  Kellois,  chief. 
WaTEE  SUFrLr-Soune,    wells,    ^    milea    from 

r  of  water,  good';  rea,  cup.  1,(00,000  gal).', 
i  lU  miles  from  business  center;  3  pomping 
:s.  class  dup.,  cap.  per  day  8,'I60,d£lO  gals., 
iiclors   Deane  ai>d   Hblly:   mains.  csEt  Iron, 


iron;  pressure,  dom.  40  to  80  lbs,,  fire  sV  !ba.; 
coDEumplinn,  per  day  120.000  aala.,  pet  capita  29 
gals. :  cost  to  construct,  MO.OOC;  warLs  belong  to 

SIBLEY,  pop.  1,283;  Rre  area,  040  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  I  aloriet;  . 
Erivate,  wood,  3  slories:  wooden  roofs  permitted 
t  fire  area;  fireworks  and  combustible*  ord.;  ' 
csnacs  of  fires  InTcsti gated.  Fire  dept,— 1  c.  en- 
gine on  vheeli,  t  h.  &1  truck,  1  hose  caru;  hose, 
cotton,  rubber   lined,   eoo^>,    1.400  ft.:    fire  alarm, 

bell;    raJne  oi  i"  -     ' 

bldgs..  tE,aOO:  an 


located  m 

SowTcieUri.  idiai  nunibet'"4?Wof'c™»n'"l!»A.  eIh- 
plre  1,  Hetsey  Botarv  128,  Tbomson  2,  VVorihlng- 
tOB  4,  Ttident  G9,  Nash  Z,  owned  by  citv;  4,DD0 
aorrices:    pipe.  Itad;  pt«5utr,   dom    100  lbs,,  fire 

capltt  j^^  ,,  i!.",  ^......',.    ,..i..ir'.i.''.  !i:n,ijirt:  bonded 

debt,  ti2.mi-  ini.  p3Jd  on  bor.ii,,  R  ptr  cent;  ann. 
coat  of  mice,,  eO.OOO;  wotks  belong  to  city. 

SIOUX  RAPIDS,  pop.  l,OaS:  lire  area.  K  aeic«i 
mercantile  bldgi.,  brick  and  wood,  2  noiies;  pri- 
vate, wood,  1  and  1  storiet;  wooden  roofa  per- 
mitted; firaworki  and  eombnitibka  ord.  Fire  dept 
-1  band  engine,  41  c  hand  ex.,  1  b.  *  1.  track, 
1  hose  wagon*;  boae,  cotton,  rubber  lined,  good, 
10,000  ft;  Inferior,  1,000  ft,;  total  boae,  U,««  fti 
fire  alarm,  bell  and  whistle;  value  oi  dept  equip- 
ment, tSt,00O;  value  oi  bldgs.,  t<e,000;  total  mem., 
30  volunteeri- 

Waixi  SurrLT—Sowce,  wcUa,  EOO  ft  froa 
buaineas  center;  arstem,  pump  to  rea.;  tea.  cap>, 
50,000  Eals.1  I  pumping  engines,  triplex,  cap.  per 
dav  Ha;000  gals.,  conatructor  Smedler:  mains.  ^ 
mdea,  4  to  8  la.  dia.;  14  bydrmitB^  Mathews ;  I 
DO  aervicea;  preature,  dom.  to  lbs.,  fire  110 
'  '~  ~  I,  tlO.OOD:  Int  paid  on  bond*. 
—  -' •*"-  worka  ba- 


oH 


>idept,  t300;  total  n 


SIDNEY, 

l.OCM)  h.  hosL, „„ 

Watix  Su»»ly— Soui 


LlOO,    Fire   dept.~l   hole   cart, 

Tia  SuMLY-^Source,  well;  svslem,  grSTitv;  1 
;  stdp,  10  X  100;  nalns,  1  mile,  S  to  8  in.  dik; 


Wat  11  SnrrLT— Souiee, 
*tdp-  cap.  E0,00a  gala,,  dim,  ! 


,er  day  l.M4.0(»  gals.,  construetots  Worthingt. 
-.oul'l;  mains,  cas(  iron,  S'A  miles,  4  to  8  in,  di 
.nniMon:  24  hydrants,  Walerous:  meters,  to 
umlier  4,  owned  by  town  and  consumer;  IB  s 
icTCs:  pressure,  dom.  60  lbs,,  fire  50  to  140  lb 
n^t    to  construct,  130,000;  bonded  debt,  215,000;  i 

fJwO:''works  belooJTo'dlJ,' 


SLOAN,   pop,   800.    Fire   dept— 1  band   engine, 

SOD  ft  bose:  fire  alsrm,  bell;  no  organisation. 


Wat»  Sui-rLT-Sonrce,  well;  tank  18  X  18,  cap. 
27,000  aals,;  1  pump,  cap.  SO  gala,  per  min.;  maim, 
S,»0    ft,    8    Id   8    in.    dia.;    T   hTdranta;    presnir* 

SPENCER,  pop.  l,0tlG;  fire  area,  S20  acres;  met- 
cantile  hldga.,  brick,  atone  and  wood,  2  storie*; 
private,  wood,  2  atories;  wooden  roofs  permitted; 
firework*  and  combustibles  ord.;  eauaea  of  fire*  in- 
vestigated.   Fire    dept— 1   h,    &   l._  truek,_t_h 


Wateb  SuprLvVSource.  wells,  in  business  cen- 
ter; system,  pump  to  sleel  lank,  cap.  73,000  gals.: 

3ay  YsM.doO  "ilf.Tconst'ricto'r 'sme^Pey;"main5^ 
cast  iron.  4V  milea,  8  to  S  in.  dia.;  21  hydrants; 
melers,  lotaT  number  126,  Nash,  owned  by  city; 
105  services;  pipe.  galv.  iton;  pressure,  dom.  60 
lbs.,  fire  120  lbs.;  coal  lo  construct.  tU.OOO;  coat 
of  mtce.,  tSGO;  worka  belong  lo  city. 

SPIRIT  LAKE,  pop.  1,225;  mercantile  bldga.. 
brick  and  wood,  1  and  I  itoriea:  private,  wood,  1 
slories;  woodeo  roofa  not  permitted  in  fire  ar«a; 
fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept— I  band  engine,  1  e.  engine  on  wbecia,  1  b. 

a.   1     1,     -,   1. — v^„    cotton,    rubber 

I,  bell  and  whistle; 


total  mem.,  tl  voliinleera. 

Wath  SurPLv— Source,     went     aw     tt     Erom 
business  eentcr;   system,  pump  direct;   qualitj  of 

don;  1  pumping  engine,  vze  S  x  18  x  20,  cap.  per 
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day  1,000,000  gall.*  conttructor  Smedley;  mains,  cast 
iron,  1  mile,  8  to  10  in.  dia.;  6  hydrants;  meters, 
total  number  2,  Worthington,  owned  by  consumer; 
44  services;  pressure,  dom.  40  lbs.,  fire  140  lbs.;  cost 
to  construct,  16,000;  bonded  debt,  $2,000;  int.  paid 
on  bonds,  6  per  cent;  works  belong  to  city. 

SPRINGVILLE,  pop.  660.  Fire  dept— 1  c.  en- 
rine,  2  hose  carts,  1,200  ft.  hose;  fire  alarm,  bell; 
10  volunteers. 

Watsk  Supply— Source,  well;  system,  gravity 
and  pump  direct;  1  pump,  Fairbanks-Morse,  cap. 
180  gals,  per  min.:  tank  cap.  41,877  gals.;  mains, 
1  mile,  2  to  6  in.  dia.;  9  hydrants;  pressure,  dom. 
10  lbs.,  fire  120  lbs. 

STATE  CENTER,  pop.  1^00.  Fire  dept-8 
steamers,  1  h.  &  L  truck.  2  hose  carts,  1  chem. 
•nd  aerial  truck,  10  c.  hand  ex.,;  hose,  cotton,  rub- 
ber lined,  good,  000  ft;  rubber,  good,  226  ft.;  total 
hose,  826  ft.;  fire  alarm,  bell  and  whistle;  vsilue  of 
dept  equipment,  $2,600;  total  mem.,  46  volunteers. 

WATBE  Supply— -Source,  wells;  system,  pump 
to  tank;  dim.  of  tank  22x15  ft;  qualitv  of 
water,  poor;  14  hydrants:  1  pump,  Gardner; 
cost  to  construct,  est,  $6,000;  works  belong  to 
city. 

STANWOOD,  pop.  600.  Fire  dept~-2  hose  carts, 
100  ft.  hose;  fire  alarm,  bell;  13  volunteers. 

Water  Supply— 'Source,  well;  1  pump;  tank  cap. 
1,680  gals.;  mains.  60  ft,  2  in.  dia.;  2  hydrants; 
pressure  40  lbs. 

ST.  ANSGAR,  pop.  750.  Fire  dept— 1  hose  cart, 
800  ft.  hose;  fire  alarm,  bell;  15  volunteers. 

Watbe  Supply— Source,  well:  svstem,  gravity 
and  pump  direct;  tank  cap.  61.700  gals.;  mains, 
2.100  ft,  D  in.  dia.;  8  hydrants;  pressure,  dom.  46 
lbs.,  fire  60  lbs. 

ST.  OLAF,  pop.  800.  Fire  dept.— 1  hose  cart, 
800  ft  hose;  fire  alarm,  bell;  10  volunteers. 

Watsk  Supply— Source,  well;  system,  gravity: 
1  pump;  res.  cap.  66,482  gals.;  mains,  24-00  ft.,  4 
in.  dia.;  4  hydrants;  pressure  86  lbs. 

STORM  LAKE,  pop.  2,168;  fire  area.  640  acres; 
mercantile  bldgs..  stone  and  bride,  2  stories;  pri- 
vate, wood.  2  stories;  wooden  roofs  not  permit- 
ted; causes  of  fires  investigated.  Fire  oept— 1 
hand  engine,  1  h.  &  L  truck.  8  hose  carnages: 
hose,  rubber,  good.  900  ft;  interior,  all  kinds,  600 
ft.;  total  hose,  1,400  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  $2,000;  value  of  bldgs.,  $2,000; 
total  mem^,  86  volimteers. 

Watbe  Supply— Source,  lake,  6  blocks  from 
business  center:  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  66,0q0  gals.,  dim.  10  x  100;  2  pumping 
engines,  cap.  per  day  1,220,000  gals.,  constructors 
Smith- Vaile;  mains,  2%  miles,  4  to  8  in.  dia, 
Shickle,  Howard-Harrison;  26  hydrants,  Galvin, 
National;  11  valves;  meters,  total  number  60,  Her- 
sey;  81  services;  pipe,  galv.  iron;  pressure,  dom. 
40  Ibs.^  fire  120  lbs.:  cost  to  construct,  $18,000; 
int  paid  on  bonds,  4  and  4^  per  cent;  ann.  cost 
of  mtce.,  $2,800;   works  belong  to  city. 

STORY  CITY.  pop.  1,197;  fire  area.  160  acres; 
bldgs.,  brick  and  woo<L  IH  and  2  stories;  wooden 
roots  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept— 1  hand  and  comb.  c.  engine,  2 
hose  carriages;  hose,  cotton,  rubber  lineo,  good 
800  ft;  rubber,  good  600  ft;  total  hose,  1,400  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $6,600; 
value  of  bldgs.,  $200;  ann.  exp.  of  dept,  $1,000; 
total  mem^  26  volunteers. 

Watbe  Supply— Source,  wells;  system,  sravlty, 
pump  to  stdp.;  stdp.  cap.  61,000  gals.,  dim.  iO  x  SB, 
material  used  in  cons,  wood;  1  pumping  engine, 
cap.  per  day  860,000  gals.,  constructor  Gordon; 
mains.  1  mile,  6  in.  dia.;  12  hydrants;  16  services: 

{>ipe,  galv.  iron;  pressure,   dom.  40  lbs.,  fire  160 
bs.;  cost  to  construct,  $6,000;  bonded  debt  $6,000; 
ann.  cost  of  mtce.,  $360;  works  belong  to  Co. 

STRAWBERRY  POINT,  pop.  400;  fire  area, 
800  acres;  mercantile  bldgs.,  brick,  2  and  8  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  causes  of  fires  investigated. 
Fire  dept.— 2  hose  wagons,  2  hose  carts;  hose,  cot- 
ton, rubber  lined,  good,  700  ft;  fire  alarm,  bell; 
value  of  dept  eouipment.  $600;  value  of  bldgs., 
$200;  ann.  exp.  ot  dept.,  $60;  total  mem.,  26  vol- 
unteers. 

Watbe  Supply— Source,    wells,    20    rods    from 


business  center;  ^stem,  pump  to  stdp.;  stdp.  caob 
66,000  gals.,  material  usra  in  cons,  steel  and  wood: 
quality  of  water,  good;  2  pumping  engines,  csp. 
per  day  1,660,000  gals.,  constructor  Davis;  nuins. 
cast  iron,  8H  miles,  4  to  6  in.  dia.;  40  hydrams: 
186  services:  pipe,  galv.  iron;  pressure,  dom.  ■ 
lbs.,  fire  60  lbs. ;  cost  to  construct,  $20,0uO:  cost  of 
mtce.,  $600;  works  belong  to  town. 


STUART,  pop.  2,079;  fire  area,  700 
cantik  bld^.,  brick.  2  stories;  private,  wood,  1^ 
and  2  stones;  wooden  rooH  not  permitted^  fin* 
works  and  combustibles  ord.;  causes  of  fires  mvcs> 
tigated.  Fire  dept— 1  steamer,  1  h.  &  L  track,  1 
hose  carriages,  2  norses;  hose,  cotton*  rubbtf-  lined, 
good  800  It;  rubber,  good  600  ft;  inferior,  sB 
kinds.  200  ft;  total  hose,  1,500  ft:  fire  alarai, 
whistle;  value  of  dept  equipment,  ^7,000 ;  value  «f 
bldgs.,  $8,000;  ann.  exp.  of  dept,  $S0O;  total  me^ 
44  volunteers. 

Watxb  Supply— Source,  wells,  cap.  12*000  gak 
each;   tank,  with  6-inch  mains;  4  hydrants. 

SUMNER,  bldgs.,  brick  and  wood.  Fire  dept- 
2  hose  carts;    hose,  1,000  ft;   A.  D.  Allen,  chicL 

Watbr  Supply— Source,  tank;  system,  pns^ 
ing;    cap.  per  day,  60,000  gals.;    res.  cap.,  20jOo6 

gals. 

SUTHERLAND,  poo.  800.  Fire  dept— 1  coaak 
c.  &  h.  engine,  1  h.  &  1.  truck,  1  hose  cart,  II 
buckets,  60(r ft  hose;  28  volunteers. 

Watbb  Supply— ^urce,  well;  s^rstem,  gravity; 
1  pump;  mains,  1,000  ft,  4  to  6  in.  dia.;  5  hy- 
drants; pressure  66  lbs. 

SVEA  CITY,  pop.  822.  Fire  dept— 1  hose  cart 
600  ft.  hose;  14  voltmteers. 

Watbb  Supply— Source,  well;  system,  gravitj;  1 
pump,  cap.  20  gals,  per  mm.;  tank  cap.  IJOOO  bbls.; 
mains,  260  ft.;  1  hydrant;  pressure  42  lbs. 

TABOR,  pop.  lAOO.  Fire  dept— 1  comb,  c  &  h. 
engine,  2  nose  carts,  1  h.  &  1.  truck,  1,000  ft  hose; 
fire  alarm,  bell ;  20  volunteers. 

Watbb  Sitfply— 6ource,  well;  system,  gravity; 
1  pump,  cap.  1,000  gals,  per  hour;  tank  cap.  22.606 
gals.;  mains,  2,400  ft.,  4  to  6  in.  dia.;  6  hydrants; 
pressure  60  lbs. 

TAMA,  pop.  2,648;  mercantile  bldga.,  hriek  aad 
wood,  2  stories;  wooden  roofs  pemuttied.  Fire 
dept— 1  hand  engine,  1  h.  &  L  trudc,  1  hose  vagoa. 
1  nose  carriage;  hose,  cotton,  rubber  lined,  good 
1,500  ft;  inferior,  all  kinds,  600  ft;  total  "^ — 
2,000  ft;  fire  alarm,  bell:  value  of  dept. 
ment,  $2,000;  value  of  bldgs.,  $8,000;  total 
00  volunteers. 

Watbb  Supply— Source,  wells,  in  husincs! 
ter;  system,  pump  direct  and  stdp.;  2  pmnpiag 
engines,  cap.  per  day  1,600,000  gals.,  oonstmctors 
Holly  and  Ueane;    mains,  4  1-6  miles.  4  to  8  is. 


dia.;    80  hydrants.  Wood;    6  vahres;    126 
pressure,  dom.  60  lbs.,  fire  160  lbs.;    cost  to 
struct,  $80,000;    int^paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $90O;  works  belong  to  city. 

TEMPLETON,  pop.  800.  Fire  dept— 1  hand  ea- 
jrine,  1  h.  &  1.  truck,  800  ft  hose;  fire  alarm,  bcil; 
20  volunteers. 

Watbb  Supply— ^urce,  6  cisterns,  combined 
cap.  600  bbls. 


THOMPSON,  pop.  OOO.    Fire  dept— 1  h^ 
1,000  ft  hose;  fire  alarm,  bell;  20  volunteers. 

Watbb  Supply— Source,  bored  weU;  tank  22  x 
22,  cap.  1,800  bbls.;  mains,  2,200  ft,  4  to  0  in.  dis.: 
6  hydrants;  pressure  40  lbs. 

TINGLEY.  po^.  600.  Fire  dept— 1  comb,  c  ft 
h.  engine.  In.  &  1.  truck,  1  hose  cart,  16  bn^ECts. 
600  ft.  hose;  fire  alarm,  bell;  no  organ isation. 

Watbb  Supply— Source.  welL 

TIPTON,  pop.  2418;  fire  area,  40  acres; 

cantile  bldgs.,  brick.  2  and  8  stories:  private. ' 
2  stories;  wooden  roofs  not  permitted,  mre  dept 
—2  c.  engines,  8  hose  carts;  hos«^  cotton,  rnbber 
lined,  good.  1,600  ft;  fire  alarm,  bell  and  whistle: 
value  of  dept.  equipment,  $6Ji00;  valae  of  bldffs^ 
$8,600;  ann.  exp.  of  dept,  $860;  total  mcm^  01 
volunteers. 

Watbb  Supply— Source,  wells;  mtem,  pnsn  ts 
res.,  to  stdp.  and  direct ;  stdp.  cap^OOO  satau ;  bodder 
G.  C  Morgan;  res.  cap.,  40.000  gals.;  8  pnmpfa^ 
engines,  cap.  per  day  860,000  tah^  eoaatmctsr 
Deane;  mains,  4  miles,  4  to  8  in.   dia.;  4M   by- 
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drants;  326  scrricet;  pipe,  galv.  iron;  pretsure, 
donb  36  lbs.,  fire  86  to  100  Iba.;  oontumption,  per 
dAj  42»000  gala->  per  capita  20  gala.;  cost  to  coa^ 
struct,  $30,000;  int^aid  on  bonds.  4  per  cent;  ann. 
cost  of  mtcc,  |8>000;  works  belong  to  city. 

TOLEDO,  pop.  1.941;  fire  area,  1.000  acres; 
bldgs.,  brick.  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  rire 
dept— 1  hand  en^nes.  8  c.  band  ex.,  1  h.  &  L 
trtickv  8  boat  carnages:  hoae,  cotton,  rubber  lined, 
good  2^000  ft;  fire  alarm,  bell;  value  of  dcpt. 
equipment.  18^000:  value  of  bldffs..  $4,000;  ann. 
exp.  of  dept.,  $400;  total  mem.,  33  volunteers. 

Watbe  Supply— Source,  well,  two  blocks  from 
business  center;  svstem,  pump  to  res.  and  stdp.; 
stdp^  cap.  27.000  gals.,  dim.  10  x  108.  located  eastern 
part  of  city,  material  used  in  cons,  brick  and  steel; 
qunlitj  ot  water,  good;  res.  cap.  160|000  jgal*>f 
ktcaited  at  station;  S  pumping  engines,  sue  10  x  a 
X  10.  camper  day  200,000  gals.,  constructors  Dcane 


ip  Co.;  mains,  cast  iron.  4%  miles.  4  to 
&  in.  dia.:  86  hydrants,  American  and  Eddy;  16 
valves.  Eddy;  meters,  total  number  164,  Crowa  1, 
Heresy  Disc  1,  Trident  127,  Lambert  26^  owned 
by  city:  180  serviees;  jnpe,  galv.  iron :  treasure, 
dom.  80  lbs.;  consumption,  per  day  60v000  gals.; 
cost  to  construct,  $M.OOO;  bonded  debt,  $18,000; 
int.  paid  on  bonds.  6  per  cent;  ann.  coat  of  mtce.. 
$1,400;  works  belong  to  city. 

TRAER.  pop.  1,468;  mercantile  bldgs.,  brick  1  to  8 
stories;  ^vate.  wood,  lyk  stories;  wooden  roofs 
not  permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  2  yrs..  $1,260;  av.  ins.  for  same  time,  $1,000. 
Fire  dept.— 1  h.  &  L  truck,  2  hose  reels;  hose. 
cotton,  rubber  lined,  good  1,000  ft;  rubber,  good 
600  ft;  inferior,  all  kinds,  800  ft;  total  hose,  1.900 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment  $2,000;  value  of  bldgs.,  $2,000;  ann.  exp. 
of  dept,  $400;  totsl  mem..  80  volunteers. 

Watsk  Supply— Source,  well,  %  mile  from  busi- 
ness center;  system,  aravity,  pump  to  stdp.;  stdp. 
dim.  26  X  20^  locatea  near  center  of  town,  ma* 
terial  used  in  cons,  wood  and  sted,  builders  U.  S. 
Wind,  Eng.  and  Pump  Co.;  qualitv  of  water,  good; 
1  pumping  engine,  constructors  u.  S.  Wind,  Eng. 
and  Pump  Co.;  mains,  cast  iron.  8  miles,  4  to  8 
in.  dia.;  19  hydrants:  6  valves;  meters,  total 
cumber  40,  Buffalo,  Keystone,  owned  bv  con* 
sumer;  pressure,  dom.  26  to  80  lbs.,  fire  2d  to  80 
lbs. ;  constunption,  per  day  26,000  gsls..  per  camta 
17  gals.;  cost  to  cons.  $11,000;  bonded  debt  $6,000; 
int  paid  on  bonds.  6  per  cent;  ann.  cost  of  mtce., 
$800;    works  belong  to  city. 

TRIPOLI,  pop.  800.  Fire  dept.— 1  h.  &  1.  truck, 
1  hose  cart.  600  ft  hose;  fire  alarm,  bell;  26  vol- 
unteers. 

Water  SuppLY^Source,  well;  tank  22  x  22;  1 
pump;  mains,  1  mile,  4  to  8  in.  dia.;  12  hydrants; 
pressure  60  lbs. 

UNION,  pop.  600.  Fire  dept.— 1  hand  engine,  1 
hose  cart,  000  ft  hose;  fire  alarm,  bell;  20  volun- 
teers. 

Watbx  Supply— Source,  well;  system,  gravity; 
1  pump,  cap.  64  gals,  per  min. ;  tank  18  x  18.  cap. 
24,470  gals.;  mains,  IH  miles,  6  in  dia.;  6  hydrants; 
pressure  44  lbs. 

UTE,  pop.  600.  Fire  dept.— 1  hose  cart  600  ft 
hose;  no  organization. 

Watkx  Supply— Source,  wells:  tank  16  x  20.  cap. 
1,000  bbls.;  1  pump;  mains.  2,000  ft,  4  in.  dia.;  4 
hydrants;  pressure,  fire  80  lbs. 

VAIL,  pop.  960.  Fire  dept— 1  hand  engine,  1 
hose  cart,  1,000  ft.  hose;  22  volunteers. 

Watbe  Supply— Source,  4  wells;  system,  grav- 
ity; 1  pump.  Gould;  tank  18  x  20,  cap.  38,000  gals.; 
mains.  2,2o0  ft.  6  in.  dia.;  8  hydrants;  pressure 
eO  lbs. 

VALLEY  JUNCTION,  pop.  2.600;  fire  area, 
900  acres;  mercantile  bldgs.,  orick  and  wood,  1 
and  2  stories;  private,  brick  and  wood;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  &  1. 
truck.  26  c  hand  ex^  1  hose  cart;  hose,  cotton, 
rubber  lined,  good,  860  ft;  inferior,  all  kinds,  150 
ft;  total  hose.  1,000  ft;  fire  alarm,  bell  and 
whistle;  value  ox  dept  equipment,  $1,000;  value  of 
bldgs.,  $2,000;  totsl  mem.,  27  volunteers. 

WATBX  Supply— Source,    well;    system,    gravity, 


pump,  to  stdp.;  stdp.  cap.  82,000  gals.;  8  pumping 
engines;  17  hydrants;  cost  to  construct,  $24,000; 
works  belong  to  Co. 

VAN  HORNE,  pop.  000.  Fire  dept;— 1  comb, 
c.  &  h.  engine.  oOO  tt.  hose;  fire  alarm,  bell;  15 
voltmteers. 

Watbx  Supply— Source,  wells. 

VICTOR,  pop.  900.  Fire  dept.— 1  hose  cart,  800 
ft  hose;  fire  alarm,  bell;  no  organization. 

Watbx  Supply— 'Source,  well;  system,  gravity 
and  direct  pressure;  1  pump,  Fairban1cs>Morse; 
tank  18  X  80,  cap.  424100  gals.;  mains,  4  to  8  in. 
dia.;  19  hydrants;  pressure,  dom.  60  lbs.,  fire  100 
lbs. 

VILLISCA,  pop.  2,200:  fire  area.  750  acres;  mer- 
cantile bld^,  brick  and  wood,  1  and  2  stories; 
private,  brick  and  wood.  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  in  past  8  yrs..  $100.  Fire  dept— 1  h. 
&  1.  truck,  8  hose  carts;  hose,  cotton,  rubber  lined, 
good  8.000  ft.;  inferior,  all  kinds,  600  ft;  total 
nose.  2,600  ft;  fire  alarm,  bell  electric;  value  of 
dept  equipment,  $1,000;  value  of  bldffs..  $8,600; 
ann.  exp.  of  dept,  $600;  total  mem..  4o  olunteers. 

Watbe  Supply- Source,  springs,  6  blocks  from 
business  center:  system,  gravity,  pump  to  tank: 
unk  cap.  100,000  gals.,  dim.  20  x  80,  material  used 
in  cons,  wood,  builders  U.  S.  Wind  Mill  and 
Pump  Co.;  quality  of  water,  good;  res.,  cap.  60,- 

000  gals.,  located  at  river;  2  pumping  engines, 
daas  dup.,  size  10  x  6  x  12,  cap.  per  day.  860^000 
sals.,  constructors  Fairbanks.  Morse  &  Co.  and 
Knowles;  mains.  8  miles.  2H  to  6  in.  dia.;  24 
hydrants,  Morgan  and  Crane;  10  valves,  Crane; 
meters,  total  number,  63,  Buffalo,  owned  by  con- 
sumer; 127  services;  pipe,  lead  and  galv.  iron; 
pressure,  dom.  65  lbs.,  nre  100  lbs.:  cost  to  con- 
struct, $15,000;  bonded  debt,  $16,000;  int  paid 
on  bonds,  4%  per  cent;  cost  of  mtce.,  $1^860; 
works  belong  to  city. 

VINTON,  pop.  8,600;  fire  area,  660  acres;  mer- 
cantile bldjgfs.,  mostly  brick,  1  to  8  stories:  pri- 
vate, wood7  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept. — ^1  hand  engine,  2  c  hand 
ex.,  1  h.  ft  1.  truck,  4  hose  carriages,  2  c.  trucks.  2 
horses;  hose,  cotton,  rubber  lined,  good,  2,600  tt: 
fire  alarm,  whistle  and  bell:  value  of 
dept  equipment,  $3^000;  value  of  bldgs^  $6,000; 
ann.  exp.  of  dept,  $306.46;  total  mem..  90  volun- 
teers. 

Watbk  Supply— Source,  wells  and  river,  2 
blocks  from  business  center;  system,  pump  direct 
to  mains;  quality  of  water,  good;  8  pumping  en* 

gines;  cap.  per  day  1,600,000  gals.,  constructor 
ordon;  mains,  cast  iron,  9  miles;  66  hvdrants; 
meters,  total  number  400,  Crown  250,  Trident  150; 
500  services;  pressure,  dom.  60  lbs.,  fire  120  lbs.; 
consumption  per  day,  150,000  gals.;  bonded  debt, 
$20,000;  int.  paid  on  bonds,  4\^  per  cent;  works 
belong  to  city. 

WALCOTT,  pop.  362.    Fire  dept— 2  hose  carts. 
1,000  ft.  hose;  fire  alarm,  bell;  10  volunteers. 
Watbb  Supply— Source,   well;   system,    oravity; 

1  pump,  cap.  300  bbls.  per  hour;  tank  20  x  22,  cap. 
51,700  gals.;  mains,  3.500  ft,  4  to  6  in.  dia.;  18 
hydrants;  pressure  40  lbs. 

WALKER,  pop.  600.  Fire  dept.— 1  hose  cart, 
500  ft.  hose;  fire  alarm,  bell;  20  volunteers. 

Water  Supply — Source,  well:  system,  gravity; 
1  pump;  tank  16  x  20,  cap.  37,600  gals.:  mains, 
1,700  ft.,  6  in.  dia.;  7  hydrants;  pressure  35  lbs. 

WALNUT,  pop.  1,000.  Fire  dept.— 1  hose  cart 
1.000  ft  hose;  fire  alarm,  bell;  12  volunteers. 

Water  Supply— 'Source,  well;  system,  gravity; 
stdp:  10  X  100,  cap.  58.750  gals.;  mains,  IH  miles, 
4  to  6  in.  dia.;  24  hydrants;  pressure  50  lbs. 

WALL  LAKE,  pop.  800.  Fire  dcpt— 1  h.  &  I. 
truck,  2  hose  carts.  6  buckets,  750  ft.  hose;  fire 
alarm,  bell;  15  volunteers. 

Water  Supply— Source,  well;  tank  16  x  20,  cap. 
40.000  gals.:  1  pump;  mains.  1^  miles.  2  to  6  in. 
dia. ;  13  hydrants ;  pressure  60  lbs. 

WAPELLO,  pop.  1,800;  fire  area,  640  acres; 
mercantile  bldgs..  brick  and  wood.  1  to  3  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
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biutiblu  ord.;   ciuKi  of  fires  inTCiticaled.    Fin 
dcpL— I  comb.  h.  &  c  enirinc  on  wheela,   1  aoia 
art:  boie,  cotton,  rubber  lined,  good,  GOO  ft.;  In- 
fRJor,   111    kindi,  tOO  h.;   loul  hose,  TOO  ft!    fire 
.  ...      .._,._     .[    J  eqmpnient,    |1,«(»; 

-   »□.    MP.    of  dept.,   NO; 
I,  G  diiTC  pipe*,  connected 


alirm,  belli;  nunc  ol 
Tilue  ol  bidgi..  18,000; 
«ot*l  mem.,  K  volunlee: 


WASHINGTON,    pc 
icr«;    mercantile    bldg 


I.  &  I.  truck,  S  hose 


iSf.'  SC 


.    wclli,    «    block*    from 


liL!  TO  kydruU;  me- 
I,  HerKT  Rotarr,  Tri- 
,    Thomson,   Wnlins- 


home,  ^ej-itone, 
flcM;  pipe,  lead; 
to  100  Iba.;  coat  to  conBirvci,  aju,u 

E300;  lot.  piid  on  bonda,  G  per 
ng  to  cltT. 
WATERLOO,  pop;  3,000;  Ere 


hind  cit.,  1  chem.  engi 
truck.  E  hoie  canHagr 
rubber  lined,  good,  6,160  ft.;  rubber,  aa<id.  GOO  It.; 
inferior,  all  kinda,  8O0  ft.;  total  bose,  S,4Ga  ft.;  fire 
alaim,  GamewcU,  SI  baxci;  value  of  dept  equip- 
ment, tii,lEO;  value  of  bldgs.,  136,500;  ann.  eip. 
ol  dept.,  OMM;  toUl  mem,  Ti.  paid  men  20,  paiu 
part  lime:  Ashley  A.  Dunbam.  chief. 

WATEa  SnrFLV— Sonrce,  river  and  deep  welli; 
iTitem,  pump  to  itdp.  and  direct;  itdp.  cap. 
Ul,O0O  lala..  dim.  IK  x  86,  msierial  uacd  in 
cons,  aleel;  qualitr  of  oaler,  good;  rea.  cap.  80,000 
gals.,  located  al  ilalion;  1  pumpini  engines,  daaa 
comp.  cond.,  cap.  p«  daT  8.000,000  gala.,  construe- 
ton  Maxwell.  Barr  and  Gordon;  naioi,  caat  iron, 
n  milea,  4  lo  12  in.  dia.;  ZE8  ti  '  ""  ""  -'-  - 
meteri,  total  number  STB,  Cro< 
Rotarr,  Tridmt,  onmed  by  i 
pipe,  galY.   ir—     - ■■- 


im.  W  lbs..  6 
,2a000  gals.; 


WAUKON      pop.     I,«0;     fire 


itile  bl^i 
priTate,  brick 
not  permitted 
tiblei  orrt.^  ca. 
— 1  b.  & 


area.  40  acrei; 
land  Sitorits; 
s;  vooden  roofi 


lei  oi  firea  inTeitigated.    Fire 
..  ..-.J,  1  c.  hand  ex..  S  hose  eartt; 
.,   rubber  lined,  good,    l.JOO  (t.;    infenc 
>,  GOO  ft.i  total  hose,  l.TOO  ft.;  fire  alarm 


nlue  o!  bldgi,. 'tlO.OOOi 


maim:  itdp.  cap.  116,0(1 


J'!;  .3,. 


I  combailiblei  ord.;  causes  of 
Fire  dept.-l  h.  &  L  tnielc.  t 
le,    cotton,   rubber    lined,    lood, 


1,700  It.;  rubber,  good,  300  It.:  inferior,  aU  kinds, 
300  ft.;  total  hoae,  ^200  ft;  fire  lUrm,  bell  nj 
wbistle;  value  o[  dept.  eqummenl,  KCM;  vtloe  ol 
bldg).,  16,000;  ann.  «p.  ol  j^ept.  tUO;  total  mem.. 
40  volunteera 
W<TiK  SUFFLT— Sonrce.     weU.     H    block    bun 

rect;  !tdp.  — s.  'SO.MO  ga'ls.,  material  used  io  com. 
qualit/  of  waTer,  good;  r«a.  cul 

1:  I     to     10    in.  dia.:     BS  bjdnsu, 

?.!  .lives;    meters,    total    number   IB. 

'..>r.w!\  ivr'H-irc.  Thomson,  BaSalo,  Trident,  Rtta- 
nurK,  3iO  scincel;  pipe,  caat  iron;  jHiaaare.  doBL 
?6  ill,  £:!r  IiXi  to  UO  Ibi.:  bonded  debt,  fif ,008; 

IT.boO;    works   belong  tO   dty. 

WEBSTER    aTY     pop.    4,700 
acres;  mercantile  bidga.,  brick  ■ 


k  and  wood,  1  ti 
siE,  wDDii  ana  ondc,  I  atorica;  woo( 
ttedi  fireworks  and  combnatiblca  or 


cauae*  of  firea  imrcMigated.  Fire  dept— i  cuiud. 
c  ft  b.  wagon,  4  c  hand  ex.,  1  h.  ft  I.  truck,  1 
hose  wuon,  1  horses;  hose,  cotton,  rubber  lined, 
good  SiOOO  ft.;  fire  alartn.  bell  and  whiatlc,  10 
boiea:  value  of  dept  «<iuipmeBt  tS,OOD;  iralne  of 
bidga.,   nO.OOO;    ann.    exp.    of  dept.  tUOO;    total 


:  1;  un 


Watik  Sum-lt— Source,  well,  1,000  ft  fiooi 
bualaeaa  center;  system,  pump  to  stdp.;  itdp. 
cap,  100,000  nia.,  dim.  M  x  SO,  located  at  natiDn. 
material   used    in    cona.    steel;    qnality   of   water, 

Biod;     t     pumping     cnginea,     claas     dtis.,     sin 
X  U  X  8,  14  X  if  X  g.  cap.  per  day  100,000  gals., 

iron,  »  miles.  4  lo  10  in.  dia.,  Addyston"  iO  iy 
dranti,  Bourbon  and  Matbewt;  44  valvck.  Crane; 
meters,  total  number  80,  Crown,  owned  W  cHy; 

lb«.,"fiVe"llo'"Fhi,  :**PD>l'"to '  mnll^a.  »»!«»: 
bonded  debt.  tB.OOO;  int.  paid  on  bonda,  G  per 
cent;  ann.  cost  of  mtce.,  |1,G00-,  works  belong  to 
city. 

WELLMAN.  pop.  800.  Fire  dept-S  hoae  earit 
1,060  ft  hose;  fire  alarm,  bell:  82  volunteers. 

Watii  Suttlt— Source,  welll;  system,  gmvl'T: 
1   pump,    Sraiih-Vaile;    tank   18   x   N.   cap.   tJ.wi 


WEST  BEND, 


1,300  bbla.; 
7  hydrants; 
WEST  BRANCH,  poi 


I,  ^p.  SOa    Fire  dept— 1  hand  Ri. 

V— Sonrce,  well;  itdp.  10  x  7B,  cap. 
mpi  mains,  H  mile,  4  lo  S  in.  dia.; 

>siire  40  tbl. 


'ire  dept-lbi 
ck,  1  BabcMl 


1.  cap.  per  day  lOO.OOO  gals.,  coostructora 
nie  and  Siilwell-Bierce:  main.,  east  iron.  PA 
I.  4  to  10  in.  dia,;  S5  hydrants:  meters,  total 
ler  100,  Kertlone,  Nash  and  Niagara,  owned    | 


W*TBa  Sumv— Soaree,  private  wells; 
voir;  800  ft.  mains. 

WEST  LIBERTY,  pop.  1,«»4;  fire  are 
aeiea;  mercantile  bldga.,  brick,  1  atories;  p 


dept  equipment  tl.BDO;   value  of  bldgs.. 
in.    exp.    of   dept.,    tlOO;    total    mem..  * 

SuFPLT-Source,     wells.     101    ft     above 

:iiic  lightplani;  1  Dean  and  1  Worthinj- 
[1,   cap.   000  gals,  per  minute;   tank  cap 

engines,  class  dup..  cap,  per  day  Kn.WO  gal>-. 

.,  Addyiion.  Cincinnati;' 17  hydiuta,  Bonrbon; 
alvet;  meters,  total  number  10,  Crown  L  Hcr- 
f  e.  Worthington  1,  Naah  1.  oamcd  by 
;    pipe,    gal*,    iron;    preasnrt, 


ofl^S'.,' 
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88,000  gala.,  per  capita  88  gals.;  coat  to  conttitict, 
^,000;  int.  paid  on  bonda,  6  per  cent;  ann.  coat 
of  mtce.,  H^BOO;  worka  belong  to  city. 

WEST  SIDE.  pop.  400.    Fire  dept.— 1  c.  engine^ 
I  fire  bucketa;  fire  alarm,  bell:  20  volnnteera. 
Watbk  SurrLY— Source,  welia. 

WEST  UNION,  pop.  1.000:  fire  area,  1%  •<}' 
miles;  mercantile  bldgs.,  brick,  I  to  8  stories:  pri- 
vate, wood,  S  stories:  wooden  roois  not  'permitted. 
Fire  dept.— 1  c  engincL  8  c.  band  ex.,  1  h.  ft  L 
truck,  8  hose  wagons:  nose,  cotton,  rubber  lined. 

Eood,  1,600  ft.;  inferior,  all  kinds,  800  ft;  total 
ose,  1,700  ft;  fire  alarm,  bell  and  whistle;  ralue 
of  depL  equipment,  18,000;  ann.  exp.  of  dcpt^ 
175;  total  mem.,  66  volunteers,  2  paid  men. 

WATSK  SurrLY— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  84,000  gals.,  dim.  12  x  100,  material  used  in 
cons,  steel;  quality  of  water,  good;  pumping  en> 
gines,  cap.  per  day,  1,400,(]>00  gals.,  constructor 
bmedley:  mams,  cast  iron,  6H  miles,  4  to  8  in. 
dia.;  80  nydranu;  16  Yalrea:  metera,  total  number 
4,  owned  by  conatimer;  400  aenricea;  pipe,  galv. 
iron;  preaaure,  dom.  60  Iba.,  fire  100  Iba.:  ooat  to 
construct,  $20,000;  bonded  debt,  $7,000;  mt.  paid 
on  bonda,  4  per  cent;  coat  of  mtce.,  $1JB00;  worka 
belong  to  ctty. 

WHAT  CHEER,  pop.  2,700;  fire  area,  800  acres; 
mercantile  bldga.,  brick  and  wood,  2  atoriea;  pri- 
rate,  wood,  2  atones;  wooden  roofs  not  pennitted 
in  fire  area;  fireworks  and  combuatiblea  ord.  Fire 
dept— 1  ateamer,  6  c.  band  ex.,  2  hoae  wagona; 
hoae,  rubber,  good,  1,100  ft;  fire  alarm,  bell;  total 
mem.,  26  volunteera;  Dennia  Stepleton,  chief. 

WATsn  SoppLY^Soorce,  creek:  ayatem,  pump  to 
atdp.;  atdp.  cap.  1,600  bbia.;  mains,  606  yda.,  4  in. 
dia.;  8  hydranta;  1  Talre;  2  atfvicea;  preaaure,  fire 
16  Iba.;  eost  to  conatruet,  $826;  worka  belong  to 
city. 

WHEATLAND,  nop.  660.  Fire  dept~l  hose 
cart,  1,100  ft  hoae;  nre  alarm,  bell;  26  volunteera. 

WATsa  SuppLY—Source,  well;  tank  20  x  20;  1 
pump;  maina,  1  mile,  4  to  6  in.  dia.;  10  hydranta; 
preaaure,  fire  60  lbs. 

WILLIAMS,  pop.  600.  Fire  dept— 1  hose  cart, 
no  ft  hose;  fire  alarm,  bell;  18  volunteers. 

Watxk  Supply— Source,  artesian  well :  tank,  20 
X  20,  cap.  494HN>  gals.;  1  pump;  mains.  1,660  ft,  4 
to  8  in.  dia.;  7  hydrants;  pressure  46  Ids. 

WILLIAMSBURG,  pop.  1,100;  fire  area,  160 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
1  and  2  stories;  private,  brick  and  wood,  1%  sto- 
ries; wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  ft  L  truck,  2  hose 
carts;  nose,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment  $800; 
value  of  bldgs.,  $2,000;  ann.  exp.  of  dept,  $86; 
total  mem.,  86  volunteers. 

Watxx  Supply— 'Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  68,000  gals.,  material  used  in 
cons,  wood;  res.  cap.  60,000  gals.;  1  pumping  en- 
gine, cap.  per  day  63,000  gals. ;  mains.  I  miles,  4  to 
6  in.  dia.;  27  hydrants;  meters,  total  number  4; 
120  services;  pipe,  galv.  iron;  pressure,  dom.  40 
lbs.,    fire  100  lbs.;    consumption,   per   day   15,750 


gals.,  per  capita  15  gals.;  cost  to  construct  $16,000; 
ann.  cost  of  mtce.,  $1,000;  works  ueiong  to  city. 

WILTON  JUNCTION,  pop.  1.288;  fire  area,  864 
acres;  mercantile  bldga.,  atone,  brick  and  wood,  1 
to  8  atoriea;  private,  wood,  8  atoriea:  woodea 
roofa  permitted;  fireworka  and  oombnatiDlca  ord.: 
cauaea  of  firea  inveatigated.  Fire  dept— 1  hand 
engine.  2  hoae  wagona;  hoae,  cotton,  rubber  lined, 

5ood,  900  ft;  fire  alarm,  bell  and  whiatle;  value  of 
ept.  equipment,  $2,200;  ann.   exp.  of  dept,  $50; 
total  mem..  40  volunteera. 

Watbx  Supply— Source,  wella;  ayatem,  pump  to 
rea.;  rea.  cap.  87,000  gala.;  1  pumping  cngme,  cap. 

8er  day  488.000  gala.,  constructor  Hughes;  mains, 
S  blocka,  2  to  6  in.  dia.;  19  hydranta;  8  valves; 
126  aervicea;  preaaure,  dom.  40  Iba.,  fire  100  Iba.; 
coat  to  conatruet  ^0,000;  bonded  debt  $9,000; 
int  paid  on  bonda,  4%  per  cent;  worka  belong  to 
city. 

WINTERSET,  pop.  8,089;  fire  area,  88%  acres; 
mercantile  bldgs.,  brick,  2  stories;  privatiB,  wood. 
2  stories:  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  c  engine,  1  h.  ft  1.  truck, 
1  hose  cart:  hose,  cotton,  rubber  lined,  good, 
2,000  ft;  inferior,  all  kinds,  600  ft.;  toUl  hose, 
2,600  ft;  fire  alarm,  whistle  and  bell;  value  of 
dept  equipment  $8,000;  value  of  bldgs.,  $8,000; 
total  mem^  80  volunteers. 

WATxa  SupPLY-^ource,  wells:  stdp.   cap..  100,- 

000  gals.;  2  triplex  pumps,  8  x  10,  combined  cap. 
936.(XK)  gals.;  mains,  10  miles,  4  to  8  in.  dia.;  48 
hydrants. 

WINTHROP,  pop.  600.    Fire  dept— 1  hose  cart, 
600  ft.  hose;  fire  alarm,  bell;  18  volunteers. 
Watsk  Supply— Source,  well;   system,   gravity: 

1  pump;  tank  8  x  86.  cap.  11,000  gals.;  mains,  1 
mue,  4  to  6  in.  dia.;  18  hydrants;  pressure  66  lbs. 

WOODBINE,  pop.  1300;  mercantile  bldgs., 
brick  and  wood.  Fire  dept.— 1  h.  &  1.  truck,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good, 
760  ft.;  fire  alarm,  bell;  total  mem.,  27  volunteers. 

Watbk  Supply— Source,  deep  well,  840  ft.,  2 
blocks  from  business  center;  stdp.  cap.  50,000 
gals.,  dim.  12  X  60,  material  used  in  cons,  steel; 
quality  of  water,  good;  2  pumping  engines ;  cap. 
of  well,  75,000  gals.;  mains,  cast  iron,  1^  miles,  6 
in.  dia.;  22  hydrants;  6  valves;  meters,  total  nuni' 
her  50;  pressure,  dom.  46  lbs.,  fire  45  lbs.;  con- 
sumption per  day,  27,000  gals.;  cost  to  construct 
$18,000;  bonded  debt,  $7,000;  int  paid  on  bonda, 
5  per  cent;  ann.  cost  oi  mtce.,  $1,000;  works  be- 
long  to  city. 

WYOMING,  pop.  900.  Fire  dept— 1  comb.  c.  ft 
h.  engine,  2  hose  carts^  1  h.  ft  1.  truck,  400  ft 
hose;  fire  alarm,  bell;  26  volunteers. 

Watbx  Supply— Source,  well;  system,  gravity 
and  pump  direct;  1  pump,  Brunner;  res.  cap.  1,500 
bbls.;  mains,  2  miles,  4  to  6  in.  dia.;  16  hydrants; 
pressure  66  lbs. 

Places  with  a  population  of  1,000  or  more  having 
no  organized  fire  dept— Afton,  Moulton,  Seymour. 

Placea  with  a  population  of  LOOO  or  mora, 
not  reported— Cascade,  Eddyville,  Elkader,  Hart- 
ley, Hendrick,  Lenox,  New  London. 
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KANSAS 

ABBREVIATIONS.— Ann.,  aaniMl;  av.,  «Tcnce;  bldgs.,  buildinfft;  ca|>.,  capacity:  dui.,  chatnnn; 
C  chemical;  c  &  h.»  chemical  and  hose;  die,  clerk;  comb,  combination :  comr.,  oommiaaioiior;  oook*  ooai> 
mittee;  comp.,  compound;  cons.,  conatmction;  depL,  department;  dia.,  diameter:  ^m.,  dimeniiona;  don., 
domestic;  dap.,  duplex;  eng^  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft,  feet;  ipals.,  gallons;  h.  d, 
high  duty:  h.  &  l.,hook  and  ladder;  ins., insurance;  int.,  interest;  mtce.,  maintenance;  mem., mcmocrsbip; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt,  superintendent 


ABILENE,  pop.  4,000:  £re  area,  640  acres:  mer. 
cantile  bldgs.^  onck  and  wood;  wooden  roots  not 

fermitted.  Fire  dept—l  c  engine,  1  h.  &  L  truck, 
hose  carriages;  hose,  cotton,  rubber  lined*  good 
1,300  ft;  interior,  all  kinds,  200  ft;  total  hose, 
1,500  ft.;  fire  alarm,  bell  and  whistle;  ann.  exp. 
of  dept,  $700;  total  mem.,  48  Yolunteers;  under^ 
writers*  rating,  second  class. 
Watbk  So pply— Source,   spring;   system,    pump 


to  stdp.;  stdp.  cap.,  150,000~gals. ;  2  pumping  en< 

Sines,   cap.    per    day  2,600,000  gals.,    constructori 
askell,    Worthington;    mains,    15   miles;    80    by 


drants,  Holly;  pressure,  dom.  40  lbs.,  fire  100  Ibaj 
consumption,  per  day  760,000  gals.,  per  capita  106 
gals. 

ALMA,  pop.  1,200;  fire  area,  600  acres;  mercan- 
tile bldgs.,  stone,  1  to  2  stories:  private,  wood 
and  stone,  2  stones;  wooden  roots  not  permitted 
in  fire  area.  Fire  dept— 1  hand  engine.  1  c  en* 
gine  on  wheels,  1  h.  «  1.  truck,  2  hose  carta;  hose, 
cotton,  rubber  lined,  good,  1,000  ft;  rubber,  250 
ft;  total  hose,  1,260  ft;  fire  alarm,  bell  and  elec- 
tric, 12  boxes;  value  of  dept  eauipment,  $3,000; 
value  of  bldgs.,  $900;  total  mem.,  20  volunteers. 

Water  Supply— Source,  3  cisterns  and  wells. 

ANTHONY*,  pop.  8.100;  fire  area,  660  acres; 
mercantile  bldgs.,  wood,  brick  and  stone^  1  and  2 
stories;  frame  buildings  not  permitted.  Fire  dept. 
— 1  aerial  truck,  3  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  1,200  ft.;  inferior,  all  kinds, 
GOO  ft;  total  hose,  1,800  ft;  fire  alarm,  bell;  value 
of  dept.  equipment,  $4,000;  ann.  exp.  ot  dept,  $200; 
total  mem.,  80  volunteers;  underwriters  rating, 
second  class. 

Watee  SuppLT--{>ource,  wells;  system,  pump  di* 
rect;  quality  of  water,  good;  2  pumping  engmes, 
cap.  per  day  1,600,000  gals.,  constructor  Westing- 
house;  mains,  7%  miles,  6  to  10  in.  dia.;  76  hy- 
drants. White  and  Ludlow;  meters,  total  number 
450;  pressure,  dom.  80  lbs.,  fire  120  lbs.;  cost  to 
construct,  $40,000;  ann.  cost  of  mtce.,  $3,000;  works 
belong  to  city. 

ARGENTINE,  consolidated  with  Kansas  City, 
Kan. 

ARKANSAS  CITY,  pop.  8,500;  fire  area,  640 
acres;  mercantile  bldgs.,  stone  and  brick,  1  to  6 
stories;  private,  wood,  1  story;  wooden  roofs  not 
permitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  4  c.  hand  ex.,  1  hose 
wagon,  1  hose  carriage,  3  horses;  hose,  cotton, 
rubber  lined,  good,  2,000  ft;  fire  alarm,  whistle, 
20  boxes;  value  of  dept.  equipment,  $3,000;  value 
of  bldgs.,  $8,000;  total  mem.  17,  paid  full  time  8, 
paid  part  time  7,  volunteera  7. 

Watee  Supply— Source,  springs,  \i  mile  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  78,000  gals.,  dim.  10  x  126,  located  H 
block  from  business  center,  material  used  in  cons, 
iron;  quality  of  water,  good;  2  pumping  engines, 
cap.  per  day  2,000,000  gals.,  constructor  Blake; 
mains,  cast  iron,  12  miles,  4  to  10  in.  dia.;  182  hy. 
drants,  Mathews,  Chapman  and  Bourbon;  meters, 
total  number  69,  Thomson  1,  Worthington  60, 
Pittsburg  1.  Neptune  6,  owned  by  city  and  con- 
sumer; 1,150  services;  pipe,  galv.  iron;  pressure, 
dom.  63  lbs.,  fire  126  lbs.:  consumption,  per  day 
260.000  gals.,  per  capita  66  gals.;  bonded  debt, 
$66,600;  bonded  debt,  $66,600;  int  paid  on  bonds, 
5  per  cent;  ann.  cost  of  mtce.,  $6,200;  works  belong 
to  city. 

ATCHISON,  pop.  17.000;  fire  area,  140  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  6  stories; 
private,  brick,  stone  and  wood,  t  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss 
for  year  ending  April  1,  19(H,  $10,220;  ins.  paid 
on  same,  $7,60L    Fire  dept.— 2  steanftrs,  1  comb,  c 


&  h.  wagon,  4  c.  hand  ex.,  2  b.  &  L  tmek%  1  aeriii 
truck,  2  hose  carriages,  12  horses;  hose,  cotton, 
rubber  lined,  good,  8.000  ft;  inferior,  all  kinds, 
1,000  ft ;  total  hose,  4,000  ft ;  fire  alarm,  telephone 
and  whistle;  value  of  dept.  equipment,  $16,540; 
value  of  bldgs.,  $14,000;  ann.  exp.  of  dept.,  fT.lSB; 
total  mem.  14,  paid  full  time  10,  paid  part  time  4; 
underwriters'  rating,  second  class. 

Watee  Supply— Source,  river,  200  yda.  bom 
business  center;  system^  gravity;  quality  of  water, 
good;  res.  cap.  10,000,000  gals.,  located  6,000  ftfroai 
station;  3  pumping  engines,  class  comp..  cap.  per 
day  4,000,000  gals.,  constructors  Laidlaw-Duno- 
Gordon:  mains,  oast  iron,  28  miles,  4  to  14  ia. 
dia.;  160  hydrants;  260  valves;  meters,  total  num> 
ber  200;  1,700  services;  pipe,  galv.  iron  and  lead; 
worka  belong  to  Co. 

BALDWIN,  pop.  1,250.  Fire  dept— 2  t  en- 
gines,  14  c  ex.,  1  h.  &  1.  truck,  1  hose  carriage; 
nose,  300  ft  poor  condition ;  12  volunteers. 

Watee  Supply— Source,  wells,  cisterns;  system, 
pumping. 

BAXTER  SPRINGS,  pop.  2,000;  fire  area,  m 
acres;  mercantile  bldgs.,  onck  and  stone,  1  to  I 
stories;  private,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combuadblcs 
ord.:  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  for  the  past  three  years,  $200;  av.  ina.  earned 
on  properties  btimed,  $4,000.    Fire  dept — 1  c  eo* 

?:ine.  ladders,  fire  hooks,  etc.;  hose,  rubber,  good. 
50  tt;  value  of  dept  equipment,  $1,000;  value  » 
dept.  bldgs..  «i,860;  total  mem.,  21  Tolnnteers; 
underwriters    rating,  fourth  class. 

BELLEVILLE,  pop.  2,304;  fire  area,  640  acres; 
mercantile  bldga.,  stone,  brick  and  wood,  t 
stories;  private,  wood  and  brick,  1  and  1  atones; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and    combustibles   ord. ;    causes   of   firea    investi* 

fated;  fire  loss  1907,  $666;  ins.  on  same,  $00. 
'ire  dept— 22  c.  hand  ex.,  1  h.  &  1.  trud:.  1 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,300  ft;  fire  alarm,  bell;  value  of  dex>t  equip* 
ment,  ^^200;  value  of  bldn.,  $300;  ann.  exp.  o( 
dept.,  $b9;  total  mem.,  20  volunteera;  under* 
writers'  rating,  fourth  class. 

Watee  Supply— Source,  well,  M  mile  from  hv^ 
ness  center;  system,  pump  to  res.  and  8tdt>.:  stdp. 
cap.  87,000  gais.(  dim.  12  x  110,  located  at  station^ 
material  used  m  cons,  steel,  builders  Miasoon 
Boiler  Works;  quality  of  water,  good;  rca.  csp^ 
60.000  gals.,  located  at  station;  2  pumping  cngiaet. 
constructor  Knowles;  mains,  caat  iron,  6  mile^ 
4  to  8  in.  dia.;  65  hydrants.  Eclipse;  10  vahrei, 
Crane;  meters,  total  number  2,  Heraey  Disc  1*  ' 
Thomson  1;  pressure,  dom.  48  lbs.,  fire  130  lbs.; 
consumption,  per  day  60,000  gals.;  cost  to  coo* 
struct,  $46,000;  bonded  debt,  ^,000;  int  paid  oe 
bonds,  4  to  6  per  cent;  ann.  cost  of  mtce.,  $1,000: 
works  belong  to  Co.  i 

BELOIT,  pop.  3,000;  fire  area,  640  acres:  mfr* 
cantile  bldgs.,  stone,  1  to  8  atoriea;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and    combustibles   ord.;    causes    of   fires   investi* 

Sated;  av.  fire  loss  per  yr.  for  8  yrs.,  $1,<8S.  Fin 
ept.— 1  h.  &  1.  truck,  1  water  tower.  8  bote  ca^ 
riages;  hose,  cotton,  rubber  lined.  1^60  ft.;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
$2,600;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept.« 
$150;  total  mem.,  35  volunteers. 

Watee  SuppLV—Source,  river,  1,600  ft  from  bo* 
ness  center:  svstem.  pump  to  stdp.  and  direct; 
stdp.  cap.  100,000  gals.,  dim.  80  x  20.  located  oa 
hill,  material  used  in  cons,  stone:  quality  of  wster, 
poor;  res.  cap.  760,000  gals.,  located  near  its* 
tion:  1  pumping  engine,  size  lOH  x  10  x  IK.  cs^ 
1  Smith- Vaile  pump,  cap.  500,000  irals  per  day:  1 
Duplex  Smith-Vaile  pump,  cap.  750.000  gaJs.  p^ 
day;  mains,  8^  miles,  cast  iron,  4  to  10  in.  dia.;  ^ 
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hydrants,  White;  pressure,  dom.  66  lbs.,  fire  IfiO 
lbs.;  bonded  debt.  154,000;  int.  paid  on  bonds,  6 
per  cent;  works  oelong  to  Co.;  A.  T.  Rodgers, 
•upt. 

BLUE  RAPIDS,  pop.  1,600;  fire  area,  600  acrea: 
mercantile  bldga.,  stone,  brick  and  wood,  1%  ana 
2  stories;  private,  stone  and  wood,  1%  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dcpt. — 
1  h.  &  1.  truck,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,  good,  2,200  ft;  fire  alarm,  bell;  value 
of  dept.  equipment,  $1,290;  value  of  bldgs.,  |90O; 
total  mem.,  2R  volunteers;  underwriterr  rating, 
fourth  class. 

Watkr  Supply — Source,  wells;  system,  pump 
to  res. ;  res.  cap.,  260.000  ffals. ;  1  pumping  engine, 
cap.  per  daj  250,000  gals.,  constructor  Deane: 
duplex  pump;  mains,  8  miles,  4  to  6  in.  dia. ;  23 
hydrants;  170  services;  pressure,  fire  120  lbs.;  con* 
sumption,  per  day  16,000  gals.,  per  capita  8  jgals.; 
cost  to  construct,  $^,000;  cost  of  mtce.,  ^,200; 
works  belong  to  city. 

BURLINGAME,  pop.  1,700;  fire  area,  &  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  3  stories; 
wooden  roofs  not  permitted;  combustibles  ord.; 
causes  of  fires  investigated;  fire  loss  for  1907, 
$2,500;  ins.  for  same  time,  $1,600.  Fire  dept.— 
1  hand  engine,  1  c.  engine.  24  c.  hand  ex.,  1  a.  & 
1.  truck;  hose,  cotton,  rubber  lined,  good,  300  ft.; 
rubber,  good,  150  ft.;  inferior,  all  kinds,,  260  ft.; 
total  hose,  700  ft.;  fire  alarm  bells;  value  of  dept. 
equipment.  $1,400;  value  of  bldgs.,  $1,200;  ann. 
exp.  of  dept.,  $tO;  total  mem.,  12  volunteers; 
underwriters'  rating,  fifth  class. 

Watsr  Supply— Wells;  no  water  works  system. 

BURLINGTON,  pop.  2,440:  fire  area,  40  acres; 
mercantile  bldgs.,  stone  and  brick,  2  stories;  pri- 
vate wood,  1  story;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  &  1. 
wagon,  2  hose  carts;  hose,  cotton,  rubber  lined, 

food,  600  ft;  rubber,  good,  1,000  ft;  total  hose, 
,600  ft.;  fire  alarm,  whistle;  value  of  dept  equip- 
ment, $1,800;  value  of  bldgs.,  $200;  total  mem.,  80 
volunteers. 

Watee  Supply— Source,  river;  svstem,  pump  to 
stdp.  and  direct;  stdp.  cap.  60,000  gals.;  quality 
of  water,  good;  4  pumping  engmes,  cap.  per  day 
2,500,000  frals.,  constructor  Ep  ping-Carpenter; 
mains,  5  miles,  4  to  10  in.  dia. ;  70  hydrants,  Chap- 
man; 15  valves;  157  services;  pressure,  dom.  60  lbs., 
fire  100  lbs. ;  consumption,  per  day  75,000  gals.,  per 
capita  26  gals.;  cost  to  construct,  $70,000;  ann.  cost 
of  mtce.,  $2,000. 

CALDWELL,  pop.  2,600;  fire  area,  260  acres; 
mercantile  bldgs.,  stone  and  brick,  2  and  8  stories; 
private,  wood.  1  and  2  stories;  wooden  roofs  not 
permitted  in  nre  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
h.  &  1.  truck,  8  hose  carts;  nose,  cotton,  rubber 
lined,  good,  1,200  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,800;  value  of  bldgs.,  $3,000; 
ann.  exp.  of  dept,  $130;  total  mem.,  20  volunteers. 

Watsx  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  200,000  gals.,  dim.  18  x  100,  material 
used  in  cons,  steel;  filtration  system,  N.  Y.  C.  F. 
Co.;  quality  of  water,  good;  2  pumping  engines, 
cap.  per  day  400,000  gals.,  constructor  Wortning- 
ton;  mains,  cast  iron,  8  miles,  4  to  10  in.  dia.;  m 
.hydrants;  22  valves;  metersj  total  number  4, 
owned  by  city:  260  services;  pipe,  cast  iron;  pres- 
sure, dom.  40  to  80  lbs.,  fire  60  to  100  lbs.;  cost 
to  construct  $36,000;  cost  of  mtce.,  $4,000;  works 
belong  to  city. 

CHANUTE.  pop.  10,000;  fire  area,  1,500  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  3  stories; 
private,  wood,  IVa  stories;  wooden  roofs  not  per- 
mitted in  fire  area;;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  for  3  years,  $2,100:  av.  ins.  mvolved  for  same 
thncL  $128,000.  Fire  dept.— 1  h.  &  1.  truck,  4  c 
hand  ex.,  1  hose  wagon,  1  hose  cart.  2  horses; 
hose,  cotton,  rubber  hned,  good,  3,000  ft. ;  inferior, 
all  kinds,  600  ft.:  total  hose,  8,600  ft;  fire  alarm, 
bell,  whistle  and  electric;  value  of  dept  equip- 
ment, $8,500;  value  of  bldn.,  $7,000:  ann.  exp.  of 
dept,  $8,600}  total  mem.  10,  paid  full  time  4,  paid 
put  time  6. 

Watee  Supply— Source,   river,  1%   miles   from 


business  center;  system,  direct,  pump  to  res.; 
pumping  engines,  duplex,  17  x  16,  cap.  per  day 
2,000,000  gals.:  mains,  16  miles,  4  to  12  in.  dia.;  118 
hydrants;  1,180  services;  pressure,  fire  100  to  120 
lbs.;  cost  to  construct,  ^,000;  int  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  $4,000. 

CHEROKEE,  pop.  1,600;  fire  area,  10  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  wood.  1  and  8  stories;  wooden  roofs  not 

Jermitted  in  fire  area.  Fire  dept— 1  h.  &  L  truck, 
hose  cart:  hose,  cotton  rubber  lined,  good, 
1,000  ft;  inferior,  all  kinds,  800  ft;  total  hose, 
1,300  ft;  iire  alarm,  bell;  value  of  dept  equipment 
$1,600;  ann.  exp.  of  dept,  $60;  total  mem.,  IB 
volunteers. 

Watek  Supply— Source,  well,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  60,000  gals., 
dim.  21  X  24,  material  used  in  cons,  brick  ana 
wood;  quality  of  water,  good;  1  pumping  engine, 
cap.  per  dav  120,000  gals.,  constructor  Cook; 
mains,  iron,  3  miles,  4  to  8  in.  dia.;  28  hydrants; 
8  valves;  meters,  total  number  1,  owned  oy  city: 
110  services,  pipe,  galv.  iron:  pressure,  dom.  40 
lbs.,  fire  100  lbs.;  consumption  per  day.  20^300 
nls.;  cost  to  construct,  $18,000;  bonded  debt,  $16,- 
000:  int  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$1,000;  works  belong  to  city. 

CHERRY  VALE,  Montgomery  County.,  pop. 
5,860;  bldgs.,  brick  and  wood,  1  and  2  stones.  Fire 
dept.— 1  c.  engine,  2  hose  carts,  2  horses;  hose, 
cotton,  rubber  lined,  good.  1,000  ft;  total  hose, 
1,400  ft.;  total  mem.,  10  volunteers;  underwriters' 
rating,  fourth  class. 

Watee  Supply— Source,  res.  1%  miles  s.  w.  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
60,000  gals.,  dim.  16  x  85,  located  in  center  of  city, 
material  used  in  cons,  steel;  quality  of  water, 
good;  res.  cap.  100,000,000  gals.^  located  1%  miles 
south  of  city;  4  pumping  engines,  cap.  per  day 
1,600,000  gals.,  constructors  Fairbanks.  Morse; 
mains,  cast  iron,  20  miles,  4  to  12  in.  dia.;  95  hy- 
drants, Corey  and  Fairbanks;  46  valves.  Coffin 
Valve  Co.;  meters,  total  number  4,  owned  by  city: 
500  services;  pipe,  galv.  iron;  pressure,  dom.  90 
lbs.,  fire  120  lbs.;  cost  to  construct,  $85,000:  works 
belong  to  dty. 

CHETOPA,  pop.  8,019;  fire  area,  7  acres;  mer- 
cantile bldgs.,  stone  and  brick,  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted. 
Fire  dept— 1  h.  &  1.  truck,  1  hose  carriage;  hose, 
1,200  ft^  fire  alarm,  bell;  total  mem.,  26  volun- 
teera;  S.  Colter,  Jr.,  chief;  underwriters*  rating, 
second  class. 

Watee  Supply— Source,  river;  system,  pump  to 
res.;  res.  cap.  12,000  bbls.;  mains,  1  mile,  2V^  in. 
dia.;  10  services;  pressure,  dom.  70  lbs. 

CLAY  CENTER,  pop.  8,600;  fire  area,  40  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  5  stories; 
private,  wood.  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investisnted.  Fire  dept— 1 
h.  &  1.  truck,  1  c  hand  ex.,  Babcock,  4  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,150  ft; 
rubber,  good,  660  ft;  inferior,  all  kinds.  400  ft.: 
total  hose,  2,100  ft;  fire  alarm,  bell,  whistle  and 
electric:  value  of  dept.  equipment,  $2,600;  value  of 
bldgs.,  $2,000;  ann.  exp.  of  aept,  $300;  total  mem., 
46  volunteers. 

Watee  Supply— Source,  wells  and  river;  system, 
gravity,  pump  direct  to  mains;  8  pumping  en- 
gines, class  hor.  dup.,  cap.  per  day  2,000,000.  con- 
structor HoUv  mains.  4  miles,  4  to  10  in.  dia.:  41 
hydrants.  Holly;  24  valves;  meters,  total  number 
4;  460  services;  pipe,  6  in.;  pressure,  dom.  60  lbs., 
fire  90  to  100  lbs.;  cost  to  construct,  $39,800; 
bonded  debt,  $36,000;  int  paid  on  bonds.  6  per 
cent;  ann.  cost  of  mtce.,  $3,000;  works  belong  to 
city. 

CLYDE,  pop.  1,450;  fire  area,  960  acres;  mer- 
cantile bldgs.,  brick,  8  stories;  private,  wood,  1 
story;  wooden  roofs  not  permitted:  fireworks  and 
combustibles  ord.  Fire  dept— 1  h.  &  1.  truck; 
hose,  cotton,  rubber  lined,  good  860  ft;  inferior, 
all  kinds,  800  ft;  total  hose,  1,160  ft:  fixe  alarm, 
bell;  value  of  dept  equipment,  $8,0o0;  value  of 
bldgs..  $600;  ann.  exp.  of  dept,  $1J60;  total  mem., 
18,  paid  part  time. 

Watee  Supply— Source,  wells,  1  block  from 
business  center  ^system,  gravity,  pump  to  stdp.; 
stdp.    cap.   170,000  gals.,   material   used   in    cons. 
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steel;  quality  of  water,  good;  2  pumping  engine*, 
cUst  comp.  dup.,  cap.  per  day  760.000  i^a.,  con* 
ttructor  Deane;  mains,  cast  iron,  4%  miles,  4  to 
10  in.  dia.;  83  hydrants;  14  valves {  meters,  total 
number  7;  100  services;  pipe,  galv.  iron;  pressure, 
dom.  60  to  70  lbs.,  fire  100  lbs.;  consumption 
per  day,  80,000  j^s.;  cost  to  construct,  $80,000; 
cost  of  mtce.,  $1,200;  works  belong  to  city. 

COFFEYVILLE,  pop.  20,000;  fire  area,  26  acres; 
mercantile  bldgs.,  bnck  and  stone,  2  and  8  stories; 
private,  wood  and  brick,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fiires  investigated.  Fire  dent. — 
6  c.  extinguishers,  1  comb,  hose  and  chcm.  wagon, 
1  comb,  hose,  chem.  and  ladder  wagon,  1  h.  &  I. 
truck,  1  hose  wagon,  1  hose  reel;  hose,  cotton, 
rubber  lined,  good,  3,300  ft.;  fire  alarm,  telephone; 
value  of  dept.  equipment,  $2,800;  value  of  bldgs., 
$1,200:  ann.  exp.  of  dept,  $1,500;  total  mem.  10, 
paid  mil  time  0,  volunteers  4. 

Watbe  Supply— Suurcc,  river,  2H  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  fair;  res.  cap.  3^000,000  gals.,  lo- 
cated 3  miles  from  city;  2  pumping  engines,  size 
12  X  18  X  lOHi  cap.  per  day  1,000^000  gals. ;  mains, 
cast  iron,  22  miles,  4  to  10  in.  dia. ;  130  hydrants, 
Corey;  79  valves.  Crane;  meters,  total  number,  140, 
Trident,  Hersey  Disc,  Keystone,  owned  by  con- 
sumer: 1,013  services;  pipe,  galv.  iron;  pressure, 
dom.  65  lbs.,  fire  90  lbs.;  consumption  per  day, 
260,000  0i,ls.;  cost  to  conatruct,  $67,600:  bonded  debt, 
$67,600;  int.  paid  on  bonds,  6  per  cent;  coat  of 
mtce.,  $6,881;  works  belong  to  city. 

COLUMBUS,  pop.  4,000;  fire  area,  640  acres; 
mercantile  bldgs.,  stone  and  brick,  2  stories;  pri- 
vate, wood,  1^  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept.— 60  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,000  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $1,600; 
value  of  bldgs.,  $200;  ann.  exp.  of  dept.,  $300;  total 
mem.  10,  paid  $2.50  per  month;  underwriters*  rat- 
ing, first  class. 

Water  Supply — Source,  2  wells,  %  mile  from 
business  center;  system,  pump  to  res.  and  stdp.; 
stdp.  cap.  168,000  gals.,  dim.  12  x  160,  material  used 
in  cons.,  iron;  quality  of  water,  good;  res.  cap., 
800,000  gals.;  3  pumping  engines,  cap.  per  day 
1,400,000  gals.,  constructors  Blake  and  Fairbanks; 
mains,  6  miles,  4  to  8  in.  dia.;  58  hydrants;  lb 
valves;  meters,  total  number  80,  owned  by  con- 
sumers and  city:  240  services;  pipe,  galv.  iron; 
pressure,  dom.  66  lbs.,  fire  90  lbs.;  consumption, 
per  day  80,000  gals.,  per  capita  20  gals.;  cost  to 
construct,  $60,000;  bonded  debt,  $32,000;  int.  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce,  $2,800; 
works  belong  to  city. 

CONCORDIA,  pop.  6,000;  fire  area,  640  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  3  stories; 
private,  brick  and  wood,  1  to  8  stories;  wooden 
roofs  not  permitted  in  fire  area.  Fire  dept— 1  hand 
engine,  1  c.  engine  on  wheels,  1  h.  &  1.  truck,  2 
hose  carts;  hose,  cotton,  rubber  lined,  good,  1,100 
ft.;  total  hose,  1,200  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment,  $3,000;  value  of  bldgs., 
$1,000;  ann.  exp.  of  dept.,  $400;  total  mem.,  2B 
volunteers. 

Water  Supply — Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  100,000  gals.;  2  pumping  engines, 
constructor  Deane,  pump  cap.  500,000  gals.;  mains, 
6V^  miles,  4  to  8  in.  dia.;  62  hydrants;  meters, 
total  number  486;  486  services;  pressure,  dom.  60 
lbs.,  fire  100  lbs.;  consumption,  per  day  260,000 
gals.,  per  capita  60  gals.;  works  belong  to  city. 

COUNCIL  GROVE,  pop.  3,000;  fire  area,  1,000 
acres;  mercantile  bldgs.,  brick  and  stone,  2  sto- 
ries; private,  wood  and  brick,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept.— 2  hose  carriages;  hose, 
rubber,  good,  1.000  ft.;  fire  alarm,  bell  and  tele- 
phone; value  of  dept.  equipment.  $1,600;  value  of 
bldgs.,  $250;  ann.  exp.  of  dept.,  $130;  total  mem. 
16,  paid  part  time;  underwriters'  rating,  fourth 
class. 

Water  Supply — Source,  river  and  wells.  %  mile 
from  business  center;  system,  pump  to  stdp.  and 
direct;  stdp.  cap.  200,000  gals.,  dim.  20  x  76,  lo- 
cated in  cit^  limits  on  hill,  material  used  in  cons, 
steel;  filtration  system,  Jewell;  cap.  of  plant,  260,- 
000  gals.;  quality  of  water,  good;  2  pumping  en- 
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ines,  cap.  per  day  2,000,000  gals.,  constructor 
)avidson;  mains,  cast  iron,  4  miles,  4  ta  12  is. 
dia.;  62  hydrants,  Ludlow;  29  valves,  Ludlow; 
meters,  total  number  26,  Crown  1,  Union  2,  Her- 
sey Rotary  20,  Buffalo  2,  Nash  1,  owned  by  Co. 
and  consumer:  196  services ;  pipe.  galv.  iron;  pres- 
sure, dom.  66  lbs.,  fire  8S  to  100  Ids.;  consumption, 
ger  day  200,000  gals.,  per  capita  100  gala.;  works 
elong  to  Co. 

DODGE  CITY.  pop.  8,000;  mcrcantiU  bld«^ 
brick  and  wood,  1  and  2  stories;  private,  woodl  1 
and  2  stories;  wooden  roofs  not  permitted  in  me 
area;  fireworka  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  b.  &  L  truckjj 
hose  carta:  nose,  cotton,  rubber  lined,  good,  1,800 
ft;  fire  alarm,  cell  and  whistle;  value  of  dept 
equipment,  $2,600;  value  of  bldgs.,  $80,000;  totsl 
mem.,  84  volunteers. 

WATxm  Supply— Source,  wells jLtystem*  pomp  to 
stdp.  and  direct;  stdp.  cap.  150,000  gala.;  2  pump- 
ing engines,  cap.  per  day  1,600,000  gala.,  oonatrue- 
tors  Smith- Vaile:  maina,  9  milea,  4  to  18  in.  dia.; 
61  hydrants.  White;  82  valves;  meters,  total  num- 
ber 880;  600  services;  pressure,  dom.  60  Ibe.,  fire 
160  lbs.;  consumption,  per  day  8OO2OOO  gala.,  per 
capita  160  gals.;  cost  to  oonstrvct,  $800,000;  wons 
belong  to  Co. 

DOWNS,  pop.  1,660;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood.  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
h.  &  1.  truck,  2  hose  carts;  nose,  cotton,  rubber 
lined,  good,  1.000  ft;  fire  alarm,  bell;  value  of 
bldgs.,  $1,600;  total  mem.,  80  voltmteers. 

Watsk  Supply— Source,  wella;  syatem,  p«m^  to 
atdp.;  stdp.  cap.  100,000  gals.;  Ij^PSP^'^ir  engme, 
class  comp.  dup.,  cap.  per  day  800.000  KsIsm  con- 
structor Deane;  mains,  cast  iron,  8  milea,  6  to  8 
in  dia.;  250  hydrants;  meters,  total  number  116;  160 
services;  pressure,  dom.  60  lbs.,  fire  60  Iba.;  con- 
sumption, per  day  100,000  ^l***  P<r  capita  11% 
gala.;  cost  to  construct,  9B6,000:  int  paid  on 
bonds,  6  per  cent;  ann.  cost  ot  mtce.,  $8,000; 
works  belong  to  town. 

EL  DORADO,  pop.  4,000;  fire  area,  4  blocks; 
mercantile  bldgs.,  bnck  and  stone.  1  to  8  atones; 
private,  stone,  brick  and  wood,  1  and  1  stories: 
wooden  roofs  not  permitted  in  nre  area;  fireworks 
and    combustibles    ord.;    causes    of    firea    tnvestir 

gated.  Fire  dept— 8  h.  &  1.  truckSj|4  hoae  cart^; 
oae.  cotton,  rubber  lined,  good,  1,000  ft.;  rubber, 
good,  800  ft.;  toUl  hose,  1,800  ft;  fire  alarn^  bell; 
value  of  dept.  equipment  $600;  value  of  bldgs., 
$3,000;  ann.  exp.  01  dept,  $160;  total  mem.,  41 
volunteers. 

Watbk  Supply— Source,  wells;  system,  pump  to 
stdp. ;  stdp.  cap.,  126.000  gals. ;  2  pumping  engines, 
cap.  per  day  2.000,000  gals. :  maina,  9^  mUea,  4  to 
12  in.  dia.:  60  hydrants;  81  valves;  meters,  totsl 
number  134;  468  services;  pressure,  dom.  90  lbs., 
fire  125  lbs.;  consumption,  per  day  260,000  gals., 
per  capita  88  gals.;  cost  to  oonstruct,  $70,000;  int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce 
18,600;  works  belong  to  Co. 

ELLSWORTH,  pop.  1,967;  fire  area,  880  acres; 
mercantile  bldgs.,  stone  and  brick,  8  atoriaa;  pri- 
vate, wood,  8  stories;  wooden  roofs  not  permitted; 
fireworks  and  combuttiblea  ord.;  canaca  of  frss 
investigated.  Fire  dept— 1  h.  &  1.  trudc,  8  boss 
carriages;  hose,  cotton,  rubber  lined,  good  UtO 
ft:  inferior  600;  rubber,  good  500  ft;  total  bose. 
8,600  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment $1,200;  value  of  bldgs.,  $1,600;  ann.  exp.  of 
dept,  $260;  total  menu,  41  volunteers;  under- 
writers' rating,  fourth  class. 

Watbk  Supply— Source,  wells,  1  mile  froa 
business  center;  system,  pump  to  stdp.;  stdp.  csp. 
per  day  90.000  gals;  90  ft  high;  material  naed  m 
cons.,  stone  and  steel,  builders  Fairbanka  ft  Co.; 
quality  of  water,  good;  8  pumping  engines,  cap. 
per  day  L6OO.OOO  gals.;  constructors  Smitb>Vsilc, 
Buffalo;  mains,  caat  iron,  4  miles,  4  to  8  in.  dis.; 
86  hydrants;  meters,  total  number  80,  Kcyttoae; 
meters  owned  by  city;  800  services :  pipe,  lead; 
pressure,  dom.  60  lbs.,  fire  60  Iba.;  eost  to  eoa> 
struct,  $60,000;  bonded  debt,  $80,000;  int  paid  oa 
bonds,  6  per  cent;  ann.  cost  of  mtce..  $8,600; 
works  belong  to  city. 
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ELK   CITY,   pop.    1,000.     Fire   dcpt.— 1  chem. 
engine;  hose,  100  ft;  fire  alarm,  bell. 
Wat£11  Supply— Source,  wells. 

EMPIRA,  pop.  6,000;  fire  area.  120  acrea.  Fire 
dept.— 4  hand  ex.»  1  c.  wagon,  2  hoac  wagons,  1 
h.  &  1.  truck;  value  of  bldgs.,  $10,000:  value  of 
equipment,  |7,000;  ann.  exp.  of  dept,  18,500;  total 
mem.  101,  paid  part  time  2,  volunteers  M. 

Watxk  SuppLY^-Source,  res.;  system,  gravity;  2 
pumps,  cap.  per  day  200,000  gals.;  181  hydrants; 
cost  to  construct,  $80,000;  bonded  debt,  $25,000;  int. 
paid  on  bonds.  6  per  cent. 

EMPORIA,  pop.  8,978:  fire  area,  1,200  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  oombustiblea  ord.  fire  dept--4  c. 
band  ex.,  1  h.  &  1.  truck,  1  hose  carriage,  4  horses; 
hose,  cotton,  rubber  lined,  good  8,400  ft.;  inferior, 
all  kinds,  600  ft;  total  hoae,  8,600  ft;  value  of 
dept  equipment,  ^000;  value  of  bldsa.,  $7,560; 
ann.  exp.  of  dept.,  $2,788;  total  mem..  10,  paid  full 
time,  paid  part  time  8;  underwriters'  rating,  thbd 
class. 

Watxk  Supply— Source,  river.  8%  miles  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  15,000,000  gals.,  located  8 
miles  northwest  of  city;  2  pumping  ennnes,  cap. 
per  day  2,600,000  gals.,  constructor  HoUy;  mains, 
cast  iron,  38  miles,  2  to  10  in.  dia.;  172  hydrants; 
232  valves;  meters  owned  by  city;  1311  services: 

1>ipe,  galv.  iron;  pressure,  dom.  40  lbs.,  fire  120 
ba.;  consumption  per  day,  818,452  gals. ;  cost  to 
construct,  $800,000;  bonded  debt,  $2277000;  int  paid 
on  bondjL  4^  per  cent;  cost  of  mtce.,  $6,bOO; 
works  belong  to  city. 

ENTERPRISE,  pop.  798:  fire  area,  88  acres; 
mercantile  bldgs.,  stone  and  brick,  2  stories;  pri- 
vate, wood,  1^  and  2  stories:  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 1  h.  &  1.  truck,  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good  1,000  ft;  fixe  alarm,  bell; 
value  of  dept  equipment,$l,00O;  value  of  bldgs., 
$200;  ann.  exp.  of  oept,  $200;  total  mem.,  16  vol- 
unteers; underwriters   rating,  fifth  class. 

Watsk  Supply— Source,  wells;  >7*tem,  pump  di- 
rect; pumping  engines,  cap.  per  day  1,000,000  gals.; 
mains,  8  miles,  8  to  8  in.  dia.;  12  hydrants;  meters, 
total  number  5;  pressure,  dom.  46  lbs.,  fire  80  lbs.; 
cost  to  construct,  $10,000;  ann.  cost  of  mtce.,  $000; 
works  belong  to  city. 

ERIE,  pop.  1,000;  fire  area,  1,000  acres;  mercan- 
tile bldgs.,  brick  and  stone,  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permit- 
ted; fireworks  and  combustibles  ord.:  causes  of 
fires  not  investigated.  Fire  dept— Hooks  and 
ladders,  ropes,  axes,  buckets,  &c;  fire  alarm,  bell; 
total  mem.,  150  volunteers;  underwriters'  rating, 
second  class. 

Water  Supply— Source,  wells. 

EUREKA,  pop.  2,500;  fire  area,  350  acres;  mer- 
cantile bldgs.,  stone  and  brick,  2  stories;  private, 
.wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept— 2  c. 
hand  ex.,  1  h.  &  1.  truck.  4  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,400  ft.:  linen,  good  100 
ft.:  total  hose,  1,500  ft;  fire  alarm,  telephone; 
value  of  dept  equipment,  $1,400;  value  of  hldgs., 
$5,000;  ann.  exp.  of  dept,  $100;  total  mem.,  <B 
volunteers. 

Water  Supply— Source,  wells  and  river;  sys- 
tem, pump  to  stdp.  and  direct;  stdp.  cap.  96,000 
fals.,  dim.  ISV&xoO,  material  used  in  cons,  iron, 
uilder  Joplin;  filtration  s^rstem,  sand  and  char- 
coal; pumping  engines,  cap.  per  hour  40,000  sals., 
constructor  Deane;  mains.  8  miles.  4  to  12  in. 
dia.,  Ripley  &  Bronson;  89  hydrants.  Mathews: 
26  valves;  meters,  total  number  75,  Buffalo  and 
Hersey,  owned  by  city  and  consumer;  200  ser- 
vices; pipe,  iron;  pressure,  dom.  80  lbs.,  fire  100 
lbs. ;  consumption,  per  day  40,000  gals.,  per  capita 
20  gals.;  cost  to  construct,  $65,000;  int.  paid  on 
bonds,  5  per  cent;  ann.  cost  of  mtce.,  $860; 
works  belong  to  city. 

FLORENCE,  pop.  1,178;  mercantile  bldgs., 
wood  and  stone,  2  and  8  stories;  wooden  roofs  per- 
mitted ;  no  fireworks  and  combustibles  ord. ;  causes 
of  fires  not  investigated.  Fire  dept— 2  hose  carts; 
hose,  good,  1,000  ft.;  fire  alarm,  bell;  toul  mem., 
16  volunteers. 


Watsk  Supply— Souice,  well  and  river;  S7itcm^ 
pump  to  stdp.;  atdp.  cap.  82.000  gala.,  dim.  12  x  H, 
material  used  in  cons,  steel;  2  pumping  engines, 
cap.  per  day  700,000  gals.,  constructor  Deane; 
mains,  8^  miles,  4  to  8  m.  dia.;  26  hydrants: 
meters,  total  number  81,  owned  by  consumer;  91 
services;  pipe,  galv.  iron;  pressure,  dom.  66  Ibs.^ 
6tt  100  lbs.;  consumption  per  day,  20,000  gals.,, 
cost  to  construct,  $fi»000;  aan.  cost  of  mtcc.» 
$1,210;  works  bdong  to  Co. 

FT.  RILEY,  pop.  3.100;  mercantile  bld^s.,  stone, 
1  and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 4  h.  &  1.  trucks,  7  hose 
cari-iages,  132  hand  ex.,  1  hand  c.  engine;  hose, 
double  jacket,  rubber  lined,  good,  3,400  It;  rubber, 
good,  600  ft ;  total  hose,  4,000  ft ;  this  is  a  military 
post  and  the  entire  garrison  is  a  fire  dept.  when 
necessity  demands. 

Watbk  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  res.  cap.  600,- 
000  gals.;  pumping  engines,  class  comp.,  cap.  per 
day  2,000,000  gals.,  constructor  Deane;  mains,  cast 
iron,  7  miles,  4  to  8  in.  dia.,  Chattanooga;  68  hy- 
drants, Beaumont,  Mathews;  36  valves;  100  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  70  to  86 
lbs.,  fire  100  lbs.;  consumption  per  day,  6K,000 
ffals. ;  cost  to  construct,  $62,000;  works  belong  to 
U.  S.  government. 

FT.  SCOTT,  pop.  14,547;  fire  area,  820  acrea; 
mercantile  bldgs.,  brick  and  stone,  8  and  4  stories; 
private,  wood,  1  and  2  stories;  wooden  roofa  not 
permitted;  fireworks  and  combustibles  ord.;  cauaea 
of  fires  investigated;  av.  fire  loss  perjyr.  for  8  vrs.^ 
$9,023.00;  av.  ins.  for  same  time.  $68,870.  Fire  dept 
—1  c  engine,  5  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  Those  carriage,  reeL  &c..  6  horses;  hoscL 
cotton,  rubber  lined,  good  1,500  ft;  rubber,  good 
750  ft;  total  hose,  2,250  ft;  fire  alarm,  Gamewell, 
16  boxes;  value  of  dept  equipment  $7,000;  value 
of  bldgs.,  $4,000;  ann.  exp.  dept,  $4,300;  total 
mem.^^,  paid  full  time  6.  paid  part  time  2;  un- 
derwriters   rating,  third  class. 

Watsk  Supply— Source,  Marinaton  river;  sys- 
tem, pump  to  res.,  to  stdp.  and  direct;  stdp.  cap. 
110,000  gals.,  dim.  160  x  12  and  80  x  14,  materia) 
used  in  cons,  wrought  iron;  res.  cap.,  8,500,000- 
gals.;  2  pumping  engines,  class  comp.  non-cond., 
cap.  per  day  2^00,000  gals.,  constructor  Worth- 
ington;  mains,  26  miles,  4  to  16  in.  dia.;  192  hy- 
drants. Chapman,  Ludlow ;  210  valves;  meters,  to- 
tal number  950,  Thomson,  Nash,  Hersey  and  Tri- 
dent; 1.850  services;  pipe,  galv.  iron;  pressure, 
dom.  30  lbs.,  fire  96  lbs.;  consumption  per  day 
1,250,000  gals.,  per  capita  65  gals.;  works  belong 
to  city. 

FRANKFORT,  pop.  1,167;  fire  area,  400  acres; 
mercantile  bldgs.,  stone,  2  stories;  private,  wood, 
IH  stories;  wooden  roofs  not  permitted;  no  fire- 
works and  combustibles  ord.  rire  dept.— 1  c  en- 
f'ne,  12  c.  hand  ex.,  3  hose  carts.  1  h.  &  1.  truck, 
hose  carriage;  hose,  cotton,  rubber  lined,  good, 
250  ft. ;  rubber,  good,  150  ft. ;  inferior,  100  ft ;  total 
hose,  500  ft.;  nre  alarm,  bell;  value  of  bldgs.,  $200; 
total  mem.,  30  volunteers;  underwriters  rating, 
fifth  class. 

Watek  Supply— Source,  well,  1%  blocks  from 
business  center;  1  pumping  engine,  class  6-hp 
gasoline;  cost  to  construct,  $2,000;  works  belong 
to  citv  . 

FREDONIA,  pop.  2.256;  fire  area,  820  acres; 
mercantile  bldgs.,  brick  and  stone,  2  and  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept. — ^2  hose  carriages;  hose,  rubber,  good,  1,400 
ft.;  inferior,  all  kinds.  400  ft;  total  hose,  1^00  It; 
fire  alarm,  bell;  value  of  dept  equipment,  $2,000; 
value  of  bldgs.,  $1,600;  ann.  exp.  of  dept,  $450; 
total  mem.,  18  volunteers. 

Water  Supply— Source,  river,  IH  miles  from 
business  center;  system,  gravity,  pumi)  to  res.; 
res.  cap.,  3,000,000  gals.;  2  pumpmg  engines,  clasa 
comp.,  cap.  per  da^  1,500^000  gals.,  constructor 
Deane;  mains,  8  miles.  4  to  10  in.  dia.;  65  hy- 
drants. Chapman  and  Wood;  30  valves;  meters, 
total  number  85,  owned  by  Co.;  686  services;  pipe, 
galv.  iron;  pressure,  dom.  75  lbs.,  fire  85  lbs.; 
cost  to  construct,  $93,000;  bonded  debt  $46,000; 
int.  paid  on  bonds,  4V&  per  cent;  ann.  cost  oi 
mtce.,  $6,500;  works  belong  to  city. 
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FRONTENAC.    Fire  dept.-l.000  ft.  hose. 

Watbk  SuppLr-^'Soiirce,  well,  1^  miles  from 
business  center:  res.  cap.  1,000,000  gals.:  2  pumps, 
cap.  per  day  600,000  gals.;  mains,  4  miles;  26  hy- 
drants; 26  valves;  pressure,  dom.  240  lbs.,  fire  70 
lbs.;  consumption  per  day,  160,000  ?&!>•;  cost  to 
construct,  ^,000;  ann.  cost  of  mtce.,  92,800;  works 
belong  to  Co.;  Jos.  Fletcher,  supt. 

GALENA,  pop.  10,166;  fire  area,  1,960  acres; 
mercantile  blags.,  brick,  iron  and  wood,  1  and  2 
stories;  private,  wood.  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  h. 
&  1.  truck,  4  hose  carriages;  total  hose,  2,500  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  12.000; 
value  of  bldgs.,  |3,000;  ann.  exp.  of  dept.,  $100; 
total  mem.,  48  volunteers;  underwriters'  rating, 
third  class. 

Watsx  Supplt— Source,  creek,  2^  miles  from 
business  center;  system,  pump  to  stdp.  and  direct: 
sldp.  cap.  126,000  gals.,  dim.  12^  x  126,  material 
used  in  cons,  steel;  2  pumping  engines,  class  dup., 
cap.  per  day  1,600,000  gals.,  constructors  Smith- 
Vaile  and  Snow;  mains,  cast  iron,  10  miles,  4  to  10 
hi.  dia.:  78  hydrants,  White;  meters,  total  number 
laO;  860  services;  pressure,  dom.  66  lbs.,  fire  85 
lbs.;  works  belong  to  city. 

GARDEN  CITY,  pop.  6,000:  fire  area,  1.000 
acres;  mercantile  bldgs.,  stone,  orick  and  wooa,  1 
to  4  stories;  private,  wood,  1  to  3  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 
yr.,  $1,900;  av.  ins.  for  same  time,  174,443.  Fire 
debt.— 1  h.  &  1.  truck,  2  hose  carts;  hose,  cotton, 
rubber  lined,  good,  1,500  ft. ;  inferior,  all  kinds,  900 
ft.;  total  hose,  2,400  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  |2300;  value  of 
bldgs.,  $1,600;  ann.  exp.  of  dept,  $400;  total  mem., 
88  volunteers. 

Water  Supply— Source,  wells,  3  blocks  from 
business  center;  system,  pump  to  res.  and  direct 
to  mains;  res.  cap.,  2,000,000  gals.;  2  pumpine  en- 
gines, class  comp.  dup.,  cap.  per  day  1,OC8),000 
^als.;  mains,  cast  iron,  4  miles,  4  to  12  in.  dia.; 

"t  hydrants;  24  valves;  160  meters;  150  services; 

ipe,  galv.  iron;  pressure,  dom.  40  lbs.,  fire  80 
bs. ;  consumption  per  day.  300.000  gals.;  cost  to 
construct,  $60,000;  int.  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $3,000;  works  belong  to  city. 

GARNETT,  pop.  2460;  fire  area,  20  acres;  mer- 
cantile bldgs.,  stone  and  brick,  1  to  3  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;    causes   of  fires   investigated.    Fire  dept— 1 


$80,000;  bonded  debt,  $10,000;  cost  of  mtce.,  $1,000; 
works  belong  to  city. 


whistle;   value    of   dept    equipment,  $3,000;  total 
mem.,  88  volunteers. 

Watbx  Supply— 'Source,  creek,  spring  and  lake, 
4  miles  from  business  center;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  60,000  gala.,  material 
used  in  cons,  iron  and  brick;  quality  of  water, 
good;    pumping    engines,    cap.    per    day   1,000,000 

rls.,  constructor  Barr;  mains,  cast  iron,  10  miles, 
6  and  8  in.  dia.;  42  hydrants;  meters,  total  num- 
ber 90,  owned  by  citv;  860  services;  pipe,  galv. 
iron;  pressure,  dom.  40  lbs.,  fire  80  lbs.;  consump- 
tion per  dav,  600,000  gals.;  cost  to  construct,  $»,• 
OOO;  bonded  debt,  $64,000;  int.  paid  on  bonds.  6 

f>er  cent;  cost  of  mtce.  and  int.  $21,000;  works  be- 
ong  to  city. 

GIRARD,  pop.  2,473;  fire  area,  400  acres;  ner- 
eaatile  bldgs.,  brick,  2  stories;  private,  wood,  1% 
stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  hand  engine,  2  hose  carria|res;  nose, 
cotton,  rubber  lined,  good  2,500  ft.;  fire  alarm, 
bell; value  of  dept  equtpment, $400: value  of  bldgs., 
$300;  ann.  exp.  of  dept.,  $200;  total  mem., 
16  volunteers. 

WArrsx  Supply— Source,  well,  M  mile  from  busi- 
ness center;  svstem,  pump  to  res.  and  stdp.; 
«tdp.  cap.  62,000  gals.,  oim.  18  x  24,  material  used 
in  cons,  brick  and  wood;  quality  of  water,  good; 
res.  cap.  600,000  gala.,  located  at  station;  pump- 
tor  Worthington;  mains,  cast  iron,  4  miles:  47 
hydrants;  24  valves;  meters,  total  number  26,  Key- 
atone,  owned  by  citv;  160  services;  pressure,  dom. 
•40  to  48  lbs.,  fire  70  to  90  lbs.;  cost  to  construct. 


GOODLAND,  pop.  1,668;  fire  area,  160 
mercantile  bldgs.,  wood  and  brick.  1  aiid  2 
stones;  private,  wood  and  brick.  1  and  S  atories; 
wooden  roofs  permitted;  fireworka  and  comlmati- 
bles  ord. ;  causes  of  fires  investigated.  Fire  dept.— 
1  h.  &  1.  truck.  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,  good,  800  ft.;  value  of  dept  equipment, 
$1,600;  value  of  bldsrs.,  $1,000;  total  menu,  20  wol- 
unteera;  underwriters'  ratmg,  fourth  daaa. 

Watbk  Supply— Source,  8  wells,  1  block  from 
business  center;  system,  pump  to  res.;  res.  cap. 
66,000  gals. ;  8  pumping  engines,  cap.  per  daj  34»,- 
600  gals.,  constructor  Cook;  mains,  10  miles,  4  in. 
dia.;  460  services;  pressure,  dom.  39  lbs.,  fire  39 
lbs.:  cost  to  construct,  $20,000;  ann.  cost  of  mtce., 
$7,600;  works  belong  to  city. 

GRAND  BEND,  pop.  ZJSSo;  fire  area,  1  sq.  mile; 
mercantile  bldgs.,  wood  and  bride,  1  to  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combuatibles  ord.;  cawaea 
of  fires  investigated.  Fire  dept.— 1  c  engine, 
comb.  c.  &  h.  wagons.  2  hose  carts;  hose,  cotton. 
rubber  lined,  good  2,000  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment  $3,000;  total 
mem.,  16  volunteers. 

Watbk  SupPLY-'^Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
130,000  gals.,  dim.  12  x  160.  material  used  in  cons. 
steel;  quality  of  water,  good;  2  pumping  engines, 
class  comp.  dup.,  cap.  per  da^  2,000,000  gals.,  con- 
structor Deane;  mams,  cast  iron,  1^  mDcs,  4  to 
10  in.  dia;  67  hydrants:  28  valves;  meters,  total 
number  62,  Empire  42,  Heraey  Rotary  2,  Worth- 
ington L  Keystone  7,  owned  by  Co.;  b5  aervioes; 
{tipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire  120 
ba.;  consumption  per  day,  186,500  gals.;  cost  to 
construct,  $60,000;  bonded  debt,  $40,000;  int  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $6,000;  works 
belong  to  Co. 

HALSTEAD,   pop.   1,000.     Fire   dept.— 1   comb, 
h.  &  1.  wagon ;  hose,  300  ft. ;  fire  alarm,  bell. 
Water  Supply— Source,  wells. 

HARPER,  pop.  1,750;  mercantile  bldgs.,  stone 
and  brick,  1  to  3  stories;  private,  wood,  1  story; 
wooden  roofs  permitted;  no  fireworks  and  oom- 
bustibles  ord.;  causes  of  fires  investigated;  av. 
fire  loss  for  last  year.  $600;  av.  ina.  for  aame  time, 
$350.  Fire  dept— 1  h.  &  1.  truck,  2  hose  reels; 
hose,  rubber,  good  1,400  ft;  fire  alarm,  bell;  to- 
tal mem.,  20  volunteers;  underwriters*  rating, 
third  class. 

Watbe  Supply— Sotuve,  wells;  system,  pomp  to 
stdp.;  stdp.  cap.  160,000  nis.,  dim.  16  x  100,  oaa- 
tenal  used  in  cons,  steel,  boildcrs  Hill  ft  Co.; 
quality  of  water,  good;  res.  cap.  700,009  gsls.:  1 
pumping  engine,  class  comp.  oup.,  cap.  per  day 
760,000  gals.,  constructors  Smith- Vaile;  mams,  cast 
iron,  6  miles,  1  to  8  in.  dis.;  66  hydrants.  White; 
16  valves;  meters,  total  number  IfO;  121  servico: 

f)ipe,  galv.  iron;  pressure,  dom.  62  lbs.,  fire  150 
bsjj;  cost  to  construct,  $61,000;  ann.  coat  of  mtee., 
$1,000;  works  belong  to  city. 


HAYS,  Ellis  County.  2,200;  mercantile  bldgs.. 
stone,  brick  and  wood,  1  to  8  stories;  private, 
stone,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  combustibles  ord.: 
cauaea  of  fires  investigated.  Fire  dept.— 1  c.  en* 
gine  on  wheels,  40  c.  hand  ex.,  1  h.  «  1.  truelc,  2 
hose  carts;  hose,  cotton,  rubber  lined,  good,  1.000 
ft.;  fire  alarm,  bell;  value  of  dept  equipment. 
$2,000;  total  mem.,  34  volunteers. 

Watbe  Supply— Source,  10  wells;  system,  pump 
to  tank;  complete  waterworks  system;  stdp.  cap., 
60,000  gals.;  2  gasoline  engines,  combined  cap. 
60,000  gals,  per  hour;  mains,  6  miles,  4  to  8  in. 
dia.;  60  hydrants. 

HERINGTON,  pop.  4,000;  fire  area,  260  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  t  storict; 
private,  wood,  1  to  2  stories;  wooden  noH  per- 
mitted in  fire  area:  av.  fire  loaa  per  yr.  for  3 
yeara,  $811;  av.  ins.  involved  for  same  time,  tt,tt7. 
Fire  dept— 1  comb.  h.  &  L  truck  and  hose  wagon. 
1  hoae  cart;  hose,  cotton,  rubber  lined.  goo<L  lj669 
ft;  inferior,  all  kinds,  400  ft:  total  hose,  t900  a; 
fire  alarm,  whistle  and  telephone;  value  of  dept 
equipment,  $2,000;  value  of  bldgs.,  $400;  total 
mem.,  14  volunteera. 
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Waiii  SvprLT— Source,  sittings:  system,  pump 
direct;  pnmprng  engines,  cap.  per  dxj  600,000  gals., 
comtructor  Wortbington;  mains,  2%  miles,  4  to  6 
in.  dis.;  ao  hydrants.  Eclipse;  pressure,  dom. 
60  Ibi.,  fire  80  lbs.;  cost  to  constrvct,  W>0QO;  int 
raid  on  bonds,  8  per  cent.;  ann.  cost  oi  mtce., 
11,000;  works  belong  to  city. 

HIAWATHA,  pop.  8,000;  fire  area,  830  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  2  and 
3  itoriet;  private,  stone,  brick  and  wood,  1  and  2 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works snd  combustibles  ord.:  causes  of  fires  in- 
vesdgated.  Fire  dept.— 4  c.  hand  ex.,  1  h.  &  1. 
truck,  4  hose  wagons;  hose,  cotton,  rubber 
lined,  good,  L600  ft.;  inferior,  all  kinds,  760 
it;  total  hose,  2,260  ft.;  fire  alarm,  bell  and  whis- 
tle;; value  of  dept  equipment,  |2400;  total  mem., 
40  vclimteers. 

Watbk  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stop,  and  mains; 
stdp.  dim.  12  x  130,  material  used  in  cons,  iron; 
quality  of  water,  good;  res.  located  south  side  of 
city;  2  pumping  engines,  class  double  action; 
mains,  cast  iron.  6)6  miles,  4  to  8  in.  dia.;  48 
hydrants;  56  valves:  meters,  total  number  388, 
Crown  8,  Nash  107,  Thomson  20O,  owned  by  con- 
sumer; pipe,  galv.  iron;  pressure,  dom.  00  lbs., 
fire  100  lbs.;  bonded  debt,  160,000;  inL  paid  on 
bonds,  6  per  cent;  cost  of  mtcc,  $8,600;  works  be- 
long to  city. 

HOLTON,  pop.  8,08S;  fire  area.  10  acres;  mer- 
cantile bldgs.,  stone  and  brick,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
depL^  hand  engines,  1  c  engine,  4  c.  hand  ex., 
1  h.  &  1.  truck,  2  hose  reels;  hose,  cotton,  rubber 
lined,  good  80  ft.;  rubber,  good  200  ft;  inferior, 
all  kinds,  000  ft.:  total  hose,  1,600  ft.:  fire  alarm, 
bell;  ralue  of  dept.  equipment,  18,600;  yalue  d 
bldgs.,  18,000;  total  mem.,  85  volunteers. 

VvATBa  SuppLT-^Source.  dsterns. 

HORTON,  pop.  4,000;  fire  area,  800  acres;  mer- 
cantile bldgs.,  brick.  2  stories;  private,  wood,  2 
stories;  wooden  roots  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  &  L  truck,  8  hose 
carts;  nose,  cotton,  rubber  lined,  good,  1,700  ft; 
fire  alarm,  electric;  value  of  dept  equipment, 
12,000;  ann.  exp.  of  dept,  $266;  total  mem.,  21  vol- 
unteers. 

Watsx  SuppLT'Source,  wells,  1  mile  from  busi- 
ness center;  system,  punip  to  stdp.;  stdp.  cap. 
125,000  gals.,  dim.  12  x  1(»,  located  166  ft  from 
center  of  town,  material  used  in  cons,  steel;  qual- 
ity of  water,  good;  2  pumping  engines;  mains, 
cast  iron,  6  miles.  4  to  10  m.  dia.;  02  hydrants; 
meters,  total  number  5;  100  services;  pipe,  iron; 
pressure,  dom.  80  lbs.,  fire  80  lbs.;  cons,  per  day 
15.000  gals.,  per  capita  5  gals;  ann  cost  ot  mtce., 
11,000;  works  belong  to  Co. 

HOWARD,  pop.  1,286;  fire  area.  2  blocks;  mer- 
cantile bldgs.,  stone  and  brick,  1  to  8  stories; 
private,  wood,  1%  stories;  wooden  roofs  not  per 
mitted  in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  hand  engine,  15 
c.  hand  ex.,  1  hose  cart;  hose,  cotton,  rubber 
lined,  good,  1,000  ft;  value  of  dept  equipment, 
ri,360;  ann.  exp.  of  dept,  $200;  total  mem.,  20  vol- 
unteers. 

WATsm  SopPLT-^Not  reported. 

HUMBOLDT,  pop.  2.700;  fire  area,  MO  acres: 
mercaatiie  bldgs.,  wood,  bnck  and  atone,  1  and  S 
stories;  private,  wood,  2  stories;  wooden  roofs 
f>crjnittca;  fireworks  and  combustibles  ord.  Fire 
dept. — ^1  comb,  c  &  h.  wagon,  2  c  hand  ex.,  1 
hose  vrason:  hose,  linen,  good  1,000  ft;  mfenor, 
00  ft.;  totsl  hose,  1,700  ft;  fire  alarm,  telephone; 
-alue  of  dept  equipment,  |8»000;  value  of  mdgs^ 
;500;  ann.  exp.  of  dept,  1100;  total  mem.,  80 
rolunteersj    underwriters*  rating,  fourth  class. 

VVatkk  Supply— Source,  well,  %  mile  from  busi- 
less  center;  system,  pump  to  stdp.;  stdp.  cap. 
o.OOO  sslLs.,  material  used  in  cons,  steel;  quahty 
f  water,  grood:  2  pumps.  Worthington,  Duplex; 
ap     per  mm.  ToO  gals;    mains,  5  miles,  cast  iron, 

to  10  in.  dia.;  62  hydrants;  25  valves;  12  me- 
ers,  Hersey;  cost  to  construct,  $40^000;  ann. 
ost  of  mtce.,  12,600;  int  paid  on  bonds,  6H  per 
cut ;  works  belong  to  city. 


HUTCHINSON,  pop.  9,871;  fire  area,  2,000 
acres;  mercantile  bldgs.,  stone  and  bridt,  1  to  8 
stories;  private,  wood,  1^  stories;  wooden  roofs 
not  permitted;  fireworks  and  oombnstibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  vr. 
for  3  yrs.,  $18,800.83;  av.  ins.  for  same  time,  |SO,wi 
Fire  dept.— 8  c  hand  ex.,  1  hose  wagon,  1  hose 
carriaffc^  horses;  hose,  cotton,  rubber  lined, 
good  8,000  ft:  fire  alarm,  whistle;  value  of  dept 
equipment,  18,500:  value  of  bldgs.,  $6,000:  ann. 
exp.  of  dept.  $2,600;  total  mem.,  4,  paid  full  time; 
underwriters   ratinff,  third  dass. 

Water  Supptv— Source,  wells;  system,  pump 
direct;  4  pumping  engines,  class  hor.  dup.,  cap. 
per  day  11,600,000  gals.,  2  Gaskill  and  2  De  Lavel 
turbine;  mains,  cast  iron,  26  miles,  4  to  16  in.  dia., 
Shickle,  Howard- Harrison,  U.  S.  Cast  Iron  Pipe 
&  Foundry  Co.;  200  hydrants,  Thomson,  Wortn- 
ington,  Hersey,  Buffalo:  62  valves;  meters,  total 
number  400,  Crown,  Worthington,  Nash,  Key- 
stone, owned  by  Co.  and  consumer;  1,700  ser- 
vices; pipe,  galv.  iron  and  lead;  pressure,  dom.  50 
lbs.,  fire  100  to  150  lbs.;  consumption,  per  day 
1,600,000  gsls.,  per  capita  77  2-3  gals.;  int.  paid  on 
bonds,  4  and  5  per  cent;  works  belong  to  Co. 

INDEPENDENCR  pop.  16,600;  fire  area,  8,000 
acres;  mercantile  blags.,  brick,  1  to  4  stories; 
private,  wood,  1  to  4  stories;  wooden  roofs  not 
permitted  in  fire  area;  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept — 4  c  hand  ex^ 
2  hose  carts,  1  comb,  hose  and  ladder  truck,  3 
horses;  hose,  cotton,  rubber  lined,  8,000  ft;  fire 
alarm,  bell;  value  of  dept.  equipment,  $6,000;  value 
of  bldgs.,  $10,000;  ann.  exp.  of  dept,  $o,000;  total 
mem.  10,  paid  full  time  6,  paid  part  time  6. 

Watek  Supply— Source,  river,  VA  miles  from 
business  center:  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  8,600,000  gals.,  dim.  24  x  80,  material 
used  in  cons,  steel;  quality  of  water,  good:  2 
multi-stays  turbine  pumping  engines:  cap.  per  day, 
2,800,000  gals.f  constructors  Gsrmier  Governor  Co.: 
mains,  cast  iron,  14  miles,  4  to  14  in.  dia.;  104 
hydrants;  76  valves;  meters,  totsl  number  46v 
Crown,  Hersey  Rotary,  Hersey  Torrent,  owned  by 
city  and  consumer;  1,800  services;  pipe,  galv.  iron; 
pressure,  dom.  46  lbs.,  fire  100  lbs.;  consumption 
per  day,  1,600,000  gals.;  cost  to  construct,  $120,000; 
works  belong  to  Co. 

lOLA,  pop.  14,600;  fire  area,  11-8  S9uare  raUea; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
8  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  ord.;  causes  of  fires  investigated. 
Fire  dept— 8  c.  hand  ex.,  1  h.  ft  L  truck,  1  comb, 
c.  ft  h.  wagon.  2  horses;  hose,  cotton,  rubber 
Imed,  good  8,000  ft.;  fire  alarm,  telephone;  value 
of  dept  equipment.  87.002;  value  of  bldgs.,  $2,600; 
total  mem.,  0,  paid  mil  time  2,  volunteers  8. 

Water  Supply— Source,  river,  1  mile  from  busi* 
ness  center;  system,  pump  direct;  quality  of 
water,  good;  4  pumping  engines,  class  dup.,  cap. 
per  day  6,000,000  gals.,  constructor  Worthington; 
mains,  cast  iron.  16  miles,  4  to  14  in.  dia.;  100 
hydrants:  86  valves;  meters,  total  number  100, 
Hersey  Kotsry,  Hersey  Disc,  Worthington,  Pitts- 
burg, Keystone,  owned  bv  consumer;  pipe,  gtAv, 
iron;  pressure,  dom.  00  lbs.,  fire  120  los. ;  works 
belong  to  city. 

JUNCTION  CITY,  pop.  6,000;  mereantUe  bldgs., 
stone  and  brick,  1  to  8  stories;  private,  stone, 
brick  and  wood,  1  and  8  stories;  wooden  roofs 
n»t  permitted  in  fire  area;  fireworks  and  combu» 
tibles  ord. ;  causes  of  fires  investigated,  mre  dept 
—1  h.  &  1.  truck  4  c.  hand  ex.,  2  hose  carts.  2 
horses;  hose,  cotton,  rubber  lined,  good,  2,400  ft.; 
fire  alarm,  bell  and  telephone:  value  ojf  dept. 
equipment,  $6,000;  value  of  bldgs.,  86,000;  total 
mem.  17,  paid  full  time  2,  volunteers  15. 

Watbk  Supply— Source,  wells;  system,  pump  to 
res.  and  direct;  res.  cap.  600,000  gua.;  2  pumping 
engines,  cap.  per  day  1,600,000  gals.,  constructors 
Deane,  Laidlaw-Dunn«Gordon ;  mains,  UH  mUes, 
4  to  12  in.  dia.:  80  hydranta,  72  valves;  meters, 
total  number  800;  000  services:  pressure,  dom.  40 
lbs.,  fire  8<M20  lbs.;  consumption  per  day  226.000 
^la.,  per  capita  46  gals.;  cost  to  construct,  $80,000; 
cost  of  mtce.,  $6^100;  works  belong  to  city. 

KANS.\S  CITY,  pop.  100,000;  fire  area,  12  sq. 
miles;  mercantile  bldgs.,  brick  and  stone,  2  to  4 
stories:  private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  permitted;  fireworks  and  combustt* 
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4)1m  ord.;  causes  of  fires  inyestigated;  av.  fire  loss 
per  TT.  for  8  yrs.,  |86,S15;  av.  ins.  for  same  time, 
iaJl0o,476.  Fire  dept— 3  steamers,  16  c.  hand  ex.. 
In.  &  1.  truck.  1  aerial  truck,  S  hose  wasons,  2 
bose  carriages,  S  comb,  c  &  h.  wagons,  21  horses; 
hose,  cotton,  rubber  lined,  good,  17,600  ft;  in* 
ferior,  all  kinds,  1,100  ft.;  toUl  hose,  18,000  ft.; 
fire  alarm,  telephone;  value  of  dept.  equipment, 
818,700;  value  of  bldgs.,  186,100;  ann.  exp.  of  dept., 
^^806;  total  mem.  62,  paid  full  time;  under- 
writers' rating,  first  class. 

Watbx  Supplt— Souree,  river,  4  miles  from  b«ti- 
iMM  center;  system,  pump  direct;  stdp.  cap. 
176,000  nl*>i  Bltratioa  system,  Jewell:  cap.  of 
plant,  8)00,000  gals.;   res.   cap.  8,000^)00  gala.:  4 

Jumping  engines,  class  comp.  cond.,  cap.  per  day 
k00O,O0O  gals.,  constructors  Worthington  and 
Holly;  mams,  cast  iron,  66  miles.  8  to  24  in.  dia.: 
881  valves;  466  hydrants,  HolW,  Ludlow  ana 
Mathews;  meters,  total  number  000,  Crown,  Nep* 
tune,  Hersey,  owned  by  Co.  and  consumer;  8,682 
services;  pipe,  lead;  pressure,  dom.  100  lbs.,  fire 
160  lbs.;  consumption  per  day  8,782,000  gals.,  per 
capita  94  gals.;  mt.  paid  on  bonds,  4  per  cent; 
works  belong  to  Co. 

KINGMAN,  nop.  2,600;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick,  1  to  4  stories;  private,  wood, 
8  stories:  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept.— 1  c.  engine,  2 
b.  ex.  chem.,  1  h.  &  1.  truck,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  ^od,  1,600  ft.;  fire 
alarm,  bell.:  value  of  dept  equipment,  I826OO;  value 
of  bldgs.,  810,000;  ann.  exp.  of  dept,  8200;  toUl 
mem.,  Zl  volunteers. 

WATia  Supply — Source,  springs,  8Me  miles  out- 
side of  city;  waterworks  owned  by  city. 

LA   CYGNE,  pop.   1.200;   fire  area,   640  acres; 

mercantile  bldn..  brick  and  stone,  1  and  2  stories; 
fMivate,  stone,  onck  and  wood,  1^  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 1  hand  engine,  1  hose  wagon;  hose,  cotton, 
ruober  lined,  good  TOO  ft;  fire  alarm,  bell;  valnt 
of  dept  equipment,  81300;  value  of  bldgs.,  8800; 
ann.  exp.  of  dept,  8240;  total  mem.  16  volunteers. 
Water  Supply — Source,  wells  and  cisterns. 

LARNED,  pop.  2,140;  fire  area,  640  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood.  2  stories; 
l»rivate,  stone,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com* 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  8  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,600  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  18,600;  value  of  bldgs., 
88,600;  ann.  exp.  of  dept.,  8200;  total  mem.,  26  vol- 
unteers; underwriters'  rating,  fourth  class. 

Watxe  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  86,000  gals.,  dim.  IS  x  100;  2 
pumping  engines,  cap.  per  dav  1^00,000  gals.,  con- 
structor Deane;  mains,  9^  miles,  4  to  iS  in.  dia.; 
92  hydrants.  Nelson  and  Beaumont;  60  valves; 
meters,  total  number  626,  Ajax,  Empire,  National, 
Hersey  Rotary,  Trident;  550  services;  pressure, 
dom.  70  lbs.,  fire  100  lbs.;  consumption,  per  day 
100,000  gals.,  per  capita  76  gals.;  cost  to  construct, 
860,000;  ann.  cost  of  mtce.,  83,600;  works  belong  to 
city. 

LAWRENCE,  pop.  11,000;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  4  stories; 
private,  wood,  2  stories:  wooden  roofs  not  per> 
mitted  in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  in  re- 
serve, 1  comb.  h.  &  1.  tank  truck,  2  hose  carriages. 
6  horses;  hose,  cotton,  rubber  lined,  good.  2,000 
ft;  inferior,  all  kinds,  1,000  ft:  total  hose,  8,000  ft; 
fire  alarm,  bell  and  whistle,  telephone  boxes;  value 
of  dept  equipment,  |10,000;  value  of  bldgs.,  810,- 
<M0;  ann.  exp.  of  dept.,  88,600;  total  mem.  18,  paid 
full  time  2f  paid  part  time  11. 

Water  Supply— Source,  wells;  system,  gravity, 
pump  to  stdp.  and  direct;  stdp.  cap.  260,000  gala., 
•dim.  20  X  IO6;  cap.  of  plant  4,000.000  gfals.;  2 
pumpins:  engines,  constructor.  Worthington; 
mains,  19  miles;  156  hydrants.  White,  Corey,  Nel- 
son; meters,  total  number  700,  Crown,  Union, 
Hersey  Rotary,  Thomson,  Worthington,  Key- 
stone; 1,460  services;  pressure,  dom.  96  lbs.,  fire 
100  lbs.;  consumption,  per  day  1,200,000  gals.,  per 
capita  96  gals.;  cost  to  construct,  1100,000;  snn. 
cost  of  mtce.,  86,000;  works  belong  to  Co. 


LEAVENWORTH,    pop.    8S,9n;    fire 
luare   milea;    mercantile   bldgs.. 
stories;  private,  brick  and  wood,  a  ttorMs; 


bfidc,   1    to  6 


square   mUea;    mercani 
stories;  private,  brick  ai 

roofs  not  permitted  in  fire  area;  canaes  of  fires 
investigated.  Fire  dept— 8  h.  ft  L  tmckn.  f  c 
hand  ex.,  1  comb.  ash.  wagon,  1  hose  vrajgon, 
1  hose  reel,  8  horses:  hoacu  cotton,  rubber  lined, 
good  8460  ft;  inferior,  all  kinds,  700  ft.;  totti 
nose,  8,860  ft:  fire  alarm,  telephone;  value  oiE  dot 
equipment,  84,800;  ann.  exp.  of  d^t,  911J809; 
total  mem.,  14,  paid  full  time. 

Water  Supplt— tSonrco,  river,  1  mile  from 
bnaineas  center;  ayatem,  pnmp  to  res.;  re^  cap. 
26,000^000  nla.;  pumping  enginea,  ckas  vert  comp., 
cap.  per  day  18,000^000  gals.,  conatmctots  Holly. 
Worthington,  Snow;  maina,  28  milea,  4  to  SO  in. 
dia.;  188  hydrants;  meters,  total  number  800, 
Crown,  Inspire,  Hersey  JKotary.  owned  by  con- 
sumer; 2,000  services;  pipe,  lead  and  galv.  iron; 
pressure,  dom.  126  lbs.,  fire  180  lbs.:  consumption 
per  day  8,760,000  gals.,  per  capita  160  gals.;  works 
belong  to  Co. 

LINCOLN,  pop.  1,700;  fire  area,  4  blocks;  mer- 
cantile bldgs.,  stone,  1  and  2  stories;  private, 
wood,  1J4  stories;  wooden  roofs  not  jpennitted; 
combustibles  ord.  Fire  dept-^  c.  engines;  hose, 
cotton,  rubber  lined,  good,  1400  ft;  fijre  alarm, 
bell;  value  of  dept.  equipment,  81f600;  value  of 
bldgs.,  11,000;  total  mem.,  20  volunteers;  under- 
writers' rating,  third  class. 

Watrr  Supply — Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  80,000  gals.,  material  used  in 
cons,  steel;  pumping  engines,  cap.  per  day  6,000,- 
000  gals. ;  2B  nydrants ;  mains,  68  miles,  4  to  16  in. 
dia.;  meters,  total  number  800;  8,000  service; 
pressure,  fire  80  to  66  lbs. :  cost  to  construct,  8375,- 
000;  int.  paid  on  bonds,  6%  per  cent;  ann.  cost  of 
mtce.,  888,000;  new  water  works  contemplated. 


LINDSBORG,  pop.  8,060;  fire  area.  111 
mercantile  bldga.,  bnck,  1  and  8  stories;  private^ 
wood,  8  storiM;  wooden  roofs  not  permitted  ia 
fire  area;  combustibles  ord.;  cauacs  of  firea  inves- 
tigated. Fire  dept— 1  h.  &  L  wagon,  1  hose 
wagon,  1  hose  cart.  1  hand  engine;  hose,  cotton, 
rubber  lined^  1,000  ft.;  fire  alarm,  whiatle;  value 
of  dept  equipment,  8m00;  value  of  bldgs.,  88,600: 
total  mem^.  &  volunteers. 

Watrr  Supply— Source,  wells,  886  ft  from  busi- 
ness center;  system,  pump  to  tank;  tank  capL 
8,000  gals.,  material  used  in  cons.  galv.  iron  and 
wood;  quality  of  water,  good;  2  duplex  pumping 
steam  engines,  cap.  pier  day  600,000  gals.,  con- 
structors Fairbanks,  Morse  and  Storer  Mfg.  Co.; 
mains,  galv.  iron,  400  ft.,  6  in.  dia.;  34  hydrants; 
cost  to  construct,  $600;  cost  of  mtce.,  8160;  works 
belong  to  city. 


LYONS,  pop.  8.000;  mercantile  bldna. 
and  stone,  2  and  8  stories;  private,  wood,  1  and  8 
stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  not  investi- 
gated. Fire  dept— 2  hoae  carriages;  hoae,  ootton. 
rubber  lined,  good  1460  ft;  inferior,  aU  kinda.,  4M 
ft.;  total  hose,  1,660  ftj  fire  alarm,  bell;  vnhic  of 
dept  equipment  81^00;  value  of  bldga.,  88.601; 
ann.  exp.  of  dept,  8680;  total  mem.,  17  volunteers. 

Watrr  Supply— Source,  wells;  system,  pump 
direct;  Deane  pumping  engines;  86  hydrants. 
Cooper  and  Bourbon;  works  belong  to  city. 

Mcpherson,  pop.  8,600;  fire  area,  MO  acres: 
mercantile  bldgs.,  stone  and  brick,  1  to  S  stories; 
private,  wood,  8  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworka  and  oombustiDlcs 
ord.;  causes  of  fires  investigated.  Fire  dcpt^ 
c  engine  on  wheels,  1  comb.  c.  ft  h.  wagon,  6  c 
hand  ex.,  1  hose  wagon.  1  hose  carriage;  nose, 
cotton,  rubber  lined,  good,  8,600  ft;  rubber,  good, 
800  ft.;  Inferior,  all  kinds,  800  ft;  total  hose,  4,2N 
ft.;  fire  alarm.  8  boxes:  value  of  dept  equipment 
84,000;  ann.  exp.  of  dept,  8160;  total  mem.,  18 
volunteers. 

Water  Supply — Source,  4  deep  w^ls. 

MANHATTAN,  pop.  7,000;  fire  area.  1  sq.  mile; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  stone,  brick  and  wood,  2  stones; 
wooden  roofs  not  permitted;  causes  of  fires  in- 
vestigated. Fire  dept— 1  comb.  h.  &  1.  truck  and 
hose  waffon,  2  horses;  hose,  cotton,  rubber  Nn«d. 
good,  2,900  ft.;  fire  alarm,  bell  and  electric:  valoc 
of  dept  equipment,  88,000;  ann.  exp.  of  dept.. 
$1,000;  total  mem.  10,  paid  full  time  1,  volunteers  9; 
underwriters'  rating,  fourth  class. 
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aual<ty  of  wmier,  good:  rei 
1  pmnpliiE  ensinu,  elan 
IfiSo.m  caU.,  conitiDclor  E 


'clli,  1  mile  from  bod- 
I  10  tea.  and  direct) 
.   cap.,  t,im,<M  gal*.; 


cap.  r'T  *"y 


E";j';.:.  - 

Niih  20,  HencT  KaorT  ID,  inaoii  iiH,  tui^ty 
DiK  1»8,  ThomMTi  10  Keyitone  75.  oi/tkiI  hv  uiy: 
150  •ervici!*;  pipe,  g»lv.  iron;  preiinrc.  licm.  "-(l  lo 
H  lb«.,  fire  «  lbs.;  coniumptton  pec  A:,y.  DX^XX) 
nil.;  coit  to  coBiCnct,  %Bi,m;  bcmd..i  .lihi.  W^.. 
uOO;  int.  p«ld  oD  bonds.  S  per  cent;  Tin  <.-'.'ii  'j[ 
mtce.,  nOOO;  worki  belong  to  citf. 

MARION,  pop.  2ai»;  Bit  tre*.  UO  ■cree: 
bidai.,  ilone  md  wood,  1  Kaiitt;  wooden  rooCi 
not  permitted:  fire  loii  [or  3  yeiri,  KOOO.  Fire 
dept.— 1  h.  &  1.  track,  1  hoie  cirriini;  hose,  cot. 
■OK.  rubber  lined,  sood.  3.000  ft.;  lire  lou  for  S 
yri.,  t7.3«;  fire  Brarm,  bell  and  wbiitle;  total 
ncm..  17  volunteer!;   underwrtten'  ratina,  (ourth 

Watik  SutrLT^Sonrce.  weU,  H  mile  from  bmi- 

■tdp.  cap.  ikjiJ)  nlL,  dim,  aO  i  W,  materUl  okA 
Id  cons,  iteel  ud  wood;  quality  at  water,  ^ood; 
1  pumpinc  enffinei,  clua  com  p.  and  h.  d.,  cap. 
per  dir  ff,OOD,0l»  gaU.,  coniiniciat*  Volker  ud 
Fclhotuen;  maini,  wrought  iron,  t  milea,  ^  to 
U   in.  dia.;  U  hrdranti;   tO  Talvea;   WO  leiTicea: 

B'pe.  gatr.  iron;  preiaure.  dom.  GO  to  8)  Iba.,  fire 
to  HO  Ibi.j  conininption  per  day,  10(1,000  gil>.: 
coat  to  connmct,  HE.DOO;  ann.  coat  of  mtce.. 
|S,OO0;  work!  belong  to  Co. 

MARYSVILLE.  Marshall  County,  pop.  2,173; 
mercantile  bldga.,  brick  and  itoni,  1  atorlea;  prl. 

Iblea  ord.    Fir^de^^l  h.  i 


',  wood,  1  atorir;  ■ 

1  bosc  cart,  I  hOM  eainagea;  ~hoae,  co' 
„  ,i_.j    ^..j    "'OO  ft.;  fi?e  alarm,  bell 


value  ol  dept.  equipment,  n,o6o;  value  <rf  bldga., 
W,000;  total  mem.,  40  rolnnteen;  underwriter* 
raiing,  fotirth  elaaa. 

VVATia  SurrLv-Souice,  wella,  U  mile  from 
busineaa  center;  aratcm,  pump  to  itdp.;  «tdp,  cap. 
ET.TGO  gala.,  dim.  10  x  100.  tnaterial  uaed  In  cona. 
■iceli  qtulity  of  water,  good;  t  pttnping  enginca, 
I  driven  bj  motor  power,  elaia  comn.,  cap.  per 
day  1,760,0110  gala.,  conitructor  Wonhington; 
maini,  cut  iron,  Hi  milea,  4  to  10  in.  die.;  M 
faydranta;  23  ralvea;  meteri,  total  number  7G;  183 
■ervfcca:  pipe,  caat  iron;  preiiure,  dom.  SG  Ibi., 
Are  100  Ibi.:  coat  to  conatruct,  ttO.oAO;  ana.  coit  ol 
mtcc,  ti,90A;  work*  belong  to  Co. 

MEDICINE  LODGE,  pop.  LOK;  fire  are*,  S 
acres;  mercantile  bldgl.,  brick,  1  to  I  atoriea; 
private,  brick  and  wood.  1  and  IVi  atoriea;  wooden 
tooI»  not  permitted  in  fire  area;  Grewotki  and 
combiiatlbles    ord.;    cauaea    of    fires    Inveatigaied. 


WATaa  So rrLT— Source,  creek;  sjitem,  pump  di- 
rect; tiualilr  of  water,  good;  res.  cap.  XM.ODO  l^*.; 
t  Damping  engines,  cap.  per  da;  1,600,(|M  gala., 
CODBtmctor  Worthington;  malni,  S  mtlea,  1  to  I 
in.  dia.;  U  hrdraot*,  Ludlow;  It  Talrea;  US  ter- 
wicea;  preaaure,  dom.  10  to  M  Ibi.,  fire  W  Iba; 
w-orlca  belong  to  idty. 

I^IKNEAPOLIS,  pop.  1,SSG;  fire  area,  SO  acre); 

1   and   3  storiea;  wooden'roofa  not  permitted.    Fire 
dept.— 1  h.  4  t.  ■       ■     -  ■ 
too       re''*—  ':- 

BOO  ft.:  _..     .,  

ft. :  fire  alarm,  bell  and  whistle;  value  ol  dept. 
-auipment,  13,000;  value  of  bldgs.,  tG,600;  aim. 
exp.  ol  dept.,  UOO;  total  mem..  E3  volunteers; 
Dnderwntera'  ratmg,  third  claaa;  F.  H.  Sutton, 
ch  id- 

W*"*""'  So »»LT— Source,   well;    avstem,    gnvitT, 

Btmo^to  atdp.;  *tdp.  cap.  111,000  gals.,  dim. 
X  BBi  I  punplng  eeginea,  claaa  comp.,  cap.  per 
tm-r  SiSBOJXO  gala.,  conitructor  Blake;  maini,  SU 
aa^M.  4  to  iff  In.  dia.;  EI  bnlranta,  Lsdlow)  U 
^Iwcss  metera.  total  number  40,  Crown,  Worthing- 
on.     o*ned   br   Co.;   preaaure,   dom.  «I   lb*.,   fire 

I,jE:<?I>E5HA,   pop.   1,500;   fire   area.   100  acrca;    I 
gerc»>*'<l*  bldga.,  brick  and  Hone,  1  and  1  Moriea;   I 


private,  wood,  IH  atoriei',  wooden  roofa  oat  pe^ 
mitted;  fireworka  and  combnatiblc*  ord.;  cstuti  of 
Area  investigated.  Fne  depL — 1  c  band  ca..  1 
h.  &  1.  truck,  1  hose  carriage);  bosc,  cotton,  rub- 
ber lined,  good.  t.OOO  [t.;  new,  ZiW  k;  total  hose, 
t,BOO  ft.;  Srt  alarm,  bell;  value  of  dept  equipment, 
KOOO;  value  oC  bldga.,  II.OOO;   tola!   mem.,  U  vol- 

.._J ,.___[     __.;„^_     ,j,;_,      


Wai 


SnrrLX— Source,  river,  1  mile  from  __ 
w-  svit«n,  pump  direct;  quality  o(  walL., 


&.«00  gafi^.   

ft  Co.:  maina,  wrought  iron,  » 
dia.:  a  hydrants ;  18  valves;  n 
ber  i,  owned  by  conramo';  preai 
fire  12E  Iba.;  coat  to  conatrucl 
mtce.,  12,000;  work*  belong  to 


letera,  t( 
',°^(»0 


NEWTON,  pop.  S.000;  mercantile  bldga.,  atone 
nd  hrV,  ;  ind  i  atoriea;  private,  wood,  2  atories; 
.  .       a    not   permitted    in    fire  area:    com- 

>  I.;   cauics  of  fires  ioveiiinted.    Fire 

I .  nd  ex.,  1  h.  A  I.  truck,  1  hose  wlgon, 

°t.*;'  fire  "aim,  b"l  and  "telephone; 
I,  equipment.  n,T4C;  value  of  bldga-, 
p.  ot  dept,  tl,S>Oi  loUI  mem.  3.  paid 

ter;  ajatcm.  pnmp  to  atdp.;  atdp.  cap. 

11  dim.  n  X  IB.  nutertal  lued  in  con*. 

ol  water,  good ;  rea.  cap.  400,000  gala., 

-  pumping  station;  G  pamplnc  ea- 
3i.p„  cap.  per  day  IbO""*"  — '-  — 
onhinelon.    Smith- Va 

Iron,   a>  milea,  4  to  ._     _.    

1    valvea;    metera,  total    number   !.., 

-  h  120,  Union  60.  Worthington  HO, 
. ..  t     ^,^  ^^j  ^^^ 

^ — ;   preaanre, 


'^Iv.  U 


-'  '  :c..  |T,000;  worfca  belong  to  dty. 

NICKERSON.  pop.  1.018;  fire  area,  l»  i 

mercantile  bldgl..  brick.  2  atoriea;  wooden 
or  cement  not  permitted;  fireworka  and 
buitibles  ord.;  cauaea  of  firea  inveitigated. 
dept— 1  band  engine,  1  h.  *  1.  truck;  boat 
ton.  rubber  lined,  good  960  ft;  value  of 
equipment  UJOO;    nlue  ot  bidgs.,   U,000; 

WATia  SnrTLY.^onrce,  welli  and  daterai 

NORTON,  pop.  2.000;  fire  a 


truck, 

. __. ,  .ibber  lined,  good 

1,100  ft;  total  ment,  SI  volunteers. 

Watii  Suftlv— Source,    wella.    1.S00    It.    Iroin 

rBll':''atdp?™p.  '843oo'giia..  dim.  12  x  lOO'.  material 
Died  in  cona.  .boiler  steel;  quality  of  wster.  good; 
res.  cap.  20.000,000  gala.,  located  on  hill  above 
city;  2  pumping  engines,  claas  steam,  cap.  per  day 
2,4M,(Mtf  gift.,  conalr^clora  Knowlea  and  Dane; 
mains,  caat  iron.  S  milra,  4  to  12  in.  dia.;  t»  hy- 
dranta;  8  valvea;  preaaure,  dom.  80  lbs.,  fire  1)0 
Iba.;  coat  to  construct.  168.000;  bonded  debt  12^- 
000;    int    paid    on    bonds,    H,i   per   cent;   coat   of 


ao!  fijsr 

pt— 2  c 


rick,  1  to  I  atoriei;  private,  wo^ 
»  roofa  permitted;  firework*  ord.; 
investigated ;  av.  fira  loaa  per  jf. 
.GO;  av.  ina.  for  iame  tima,nijn(. 
hand  ex.,  1  b.  &  1.  track.  1  hoM 

o"dy'2?l^'  It.;.  fi"''alarSir'bS'!Sd 


dept. 


ItoVl 


WATxa  auPFtv— aoorce,  aniw™  w««  ~.~ 
(prtnga;  lyitem  pump  direct;  """'""n-JlS'Si 
rfyatt;  cap.  of  plant  IfiO.OOO  gala.;  rea.  ™p.  60.WO.006 
tS.:l  pumping  "Woea,  tap.  P«  day  UBftOO* 
gala.,. .conitructor  Holly;  mama.  4H  "'',"•*  ■?,' 


B.142 
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•lire.  dom.  80  Ibi.,  fire  90  to  120  lbs.;  cost  to  con- 
struct.  160,000;  ann.  cost  of  mtcc,  12,000}  works 
belong  to  city. 

OSAGE  CITY»  pop.  8,600;  fire  area.  6  blocks; 
mercantile  bldffs.,  stone  and  brick,  1  to  8  stories; 
private,  brick  and  wood,  1  and  I  stories:  wooden 
roofs  not  permitted;  combustibles  ord.  Fire  dept. 
~1  c.  engine,  8  c  hand  ex.,  1  h.  &  1.  truckjl  hose 
cart;  hose,  cotton,  rubber  lined,  fpood,  726  fL; 
fire  alarm,  bell;  value  of  dept  equipment,  81,820; 
total  mem.,  12  volunteers:  £d.  Martin,  chief;  un- 
derwriters' rating,  third  class. 

WATsa  SurPLT— Source,  wells. 

OSAWATAMIE,  poo.  4.191;  fire  area,  800  acres; 

mercantile  bldgs.,  brick,  1  and  8  stories;  private, 
wood,  1%  stones;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  8  vrs.,  81,187.60; 
av.  ins.  for  same  time,  |1,126.    Fire  aept.— 1  c.  en* 

r'ne,  6  c  hand  ex.,  1  h.  &  1.  truck.  1  nose  wagon, 
hose  carriage;  hose,  cotton,  rubber  lined,  good 
L400  ft. ;  rubber,  good,  100  ft. ;  total  hose,  1,500  ft. ; 
nre  alarm,  bell;  value  of  dept.  equipment.  $2,490; 
value  of  bldgs.,  $6,000;  ann.  exp.  of  dept.  $22.26; 
total  mem.,  80  volunteers;  underwriters*  rating, 
fourth  class. 

WATBa  Supply— Source,  river,  6  blocks  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  res.  cap.  2,750,000  gals.,  located  at 
station;  4  pumping  engines,  size  2iO  x  14  x  U  x  16, 
6  X  9  X  lOU  X  10,  cap.  per  day  440,000  gals.,  con- 
structor Worthington:  mains,  east  iron,  6  miles. 
4  to  10  in.  dis. ;  64  nydrants;  21  valves;  meters, 
total  number,  54,  Union,  Buffalo,  Columbia,  ownea 
by  consumer;  150  services;  pipe,  galv.  iron  and 
lead;  pressure,  dom.  60  Ibs^  nre  90  to  100  lbs.; 
consumption  per  day,  300,000  gals.;  cost  to  con* 
struct,  $46,000;  bonded  debt,  $38,700;  cost  of  mtce., 
$6,000;  works  belong  to  city. 

OSBORNE,  pop.  1,676;  fire  area,  SOQ  acres;  mer- 
cantile bldgs.,  stone  and  brick,  1  and  2  stories; 
private,  weiod,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.—!  h.  Ik  1.  truck, 
1  supplv  wagon,  2  hose  carriages;  hoac,  cotton, 
rubber  lined,  good,  600  ft.;  inferior,  all  kinds,  600 
ft.;  total  hose,  1,900  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,200;  value  of  bldgs.,  $1,600; 
ann.  exp.  of  dept..  $2,000;  total  mem.,  30  volun- 
teers;  underwriters'  rating,  fourth  class. 

Watsk  Supply— Source,  wells,  %  mile  from  busi- 
ness center;  sjstem,  pump  direct;  stdp.  cap.  60,000 
gals. ;  1  pumping  engine,  cap.  per  day  400,000  gals., 
constructor  Knowles;  maina,  8  miles,  4  to  6  fai. 
dia..  Chattanooga;  26  hydrants,  Eclipse;  meters, 
total  number  66;  ISO  aervices;  pipe,  iron;  pressure, 
dom.  40  lbs.,  fire  40  to  100  lbs.;  consumption,  per 
day  60,000  ffsls.,  per  capita  60  gala.;  cost  to  con- 
struct, $18,000;  in t  paid  on  bonda.  6  per  cent; 
ann.  cost  of  mtce.,  $1,800;  works  belong  to  city. 

OSKALOOSA,  pop.  1,240:  mercantile  bldgs., 
brick  and  stone,  8  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord. ;  cauaes  of  fires  investigated.  Fire  dept.— 
1  hand  engine,  1  c.  engine,  1  h.  ft  1.  truck,  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good  400  ft; 
inferior,  all  kmds,  160  ft;  toUl  hose,  560  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment.  81,700;  value 
of  Udgs.,  $8,000;  total  mem.,  S4  volnnteera;  under- 
writers^ rating,  third  class. 

Water  Supply— Source,  cisterns,  500  bbls.  each. 

OSWEGO,  pop.  2,600;  mercantile  bldgs.,  brick, 
1  and  8  stories;  private,  brick  and  wood.  8  sto- 
ries; wooden  roofs  not  permitted  in  fire  area; 
fii«works  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 18  hand  ex.,  2  hose  carts; 
hose,  cotton,  rubber  lined,  good,  900  ft ;  fire  alarm, 
electric,  2  boxes;  value  ot  dept  equipment,  $4,000; 
value  of  bldga.,  $6,000;  ann.  exp.  of  dept,  $260; 
total  mem.,  18  volunteers;  Fred  Hurlbut.  chief. 

Water  Supply— Sovroe,  river,  %  mile  from  bvai- 
ness  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  85,0iM)  gals.;  filtration  system,  N.  Y., 
Jackson;  cap.  of  plant.  600^000  gals.;  8  pumping 
enginea,  cap.  per  day  2,600,000  gals.,  conatructora 
peane  and  Buffalo;  mains,  8  miles,  4  to  10  in.  dia.. 
Nelson;  66  hydrants.  White;  28  valves;  800  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  40  lbs.,  fire 
160  lbs.;  consumption,  per  day  800,000  gals.,  per 
capita  160  galsj^  cost  to,  construct.  $70j000;  ann. 
cost  of  mtce.,  $8,000;  works  belong  to  Co. 


OTTAWA,  pop.  8.000;  fire  area.  1,600  acr 
mercantile  bidgs.,  brick  and  stone,  i  to  8  stories 
private,  brick,  stone  and  wood,  1  and  8  stones. 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and   combuatibles   ord.;    cauaes   of   fires   investi* 

gated.  Fire  dept— 1  steamer,  1  h.  ft  L  truck.  2  c 
and  ex.*  1  hose  wagon,  1  hose  cart,  4  horses; 
hose,  rubber,  good,  1^600  ft:  inferior,  all  kinds. 
1,000  ft;  total  hose.  8,600  ft;  fire  alarm,  bdU 
whistle  and  electric,  19  boxes;  value  of  dept  equip* 
ment,  g,000;  value  of  bldgs.,  $6J0O;  ann.  exp.  ol 
dept,  $^271;  total  mem.  27,  paid  full  time  2,  vol* 
unteera  25. 

Water  Supply — Source,  Marias  Des  Cysncs 
River;  motor-driven  centrifugal  pumps  deliver 
water  from  river  to  sedimentation  basin  of  450.(OJ 
gal.  cap.;  two  2,000,00(V-gaI.  comp.  dup.  McGowan 
pumps  take  water  from  storage  res.  (6^000,000  gpl. 
cap.)  and  pump  to  mains.  About  20  miles  of  ptpe 
line,  2  to  10  in.  dia. :  79  Chapman  fire  hydrants,  SS 
others,  mostly  Ludlow;  stop.,  10  x  1J7  ft,  cap. 
75,000  gal.,  floats  on  system  except  during  fires; 
pressure,  dom.  GO  lbs.,  fire  75  to  110  lbs.;  about 
LOOO  services,  27  per  cent  metered;  meters,  mostly 
Trident  disc;  galv.  iron  and  lead  service  pipes, 
dail^  consumption  800,000  to  900,000  gals.,  per 
capita  100  gals.;  cost,  $125,000;  int.  paid  on  bonds, 
4^  per  cent  and  5  per  cent;  water  works  is  coin- 
bitted  with   electric  plant  and  is   owned   by  city. 

PAOLA,  pop.  8,800;  fire  area,  800  acres;  mev 
cantile  bldgs..  stone  and  brick,  1  to  8  stories;  prv 
vate,  atone,  brick  and  wood,  IH  stories;  woodea 
roofs  not  permitted  in  fire  area.  Fire  dept— 1  h. 
&  1.  truck,  2  c.  hand  ex.,  1  hose  wagon.  1  hose 
cart;  hose,  cotton,  rubber  lined,  good,  1,000  ft; 
inferior,  all  kinds,  800  ft;  total  hose,  1,800  ft; 
value  of  dept  equipment,  $1,500;  total  mem.,  14 
voltuteers. 

Watbk  Supply— {Source,  creek;  system  pomp  to 
res.,  to  stdp.  and  direct;  filtration  system;  cap.  of 
plant,  10,000,000  gals.;  res    cap.,  2,000,000  gals.;  1 

f>umping  engine;  60  hydrants;  pressure,   dom.  55 
bs.,  fire  120  lbs. ;  works  belong  to  Co. 

PARSONS,  pop.  16,000;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  1  to  6  stones;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  ia 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  3 
years,  $6,101;  av.  ins.  involved  for  same  time. 
$168,575.  Fire  dept— 4  c.  hand  ex.,  8  hose  wagwU; 
8  horses;  hose,  cotton,  rubber  lined,  good,  6,0iw 
ft.;  total  hose,  6,500  ft.;  fire  alarm.  Gamewell  sts- 
tem  and  telephone,  bell  and  electric,  24  boxes; 
value  of  dept.  equipment,  $8,000;  value  of  bldgs., 
$8,000;  ann.  exp.  of  dept,  ^,786;  total  mem.  9. 

WATBX  Supply— Source,  rivera,  8  mfles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
876,000  gals.,  dim.  20  x  160.  located  in  dty.  ma- 
terial used  in  cons,  steel,  builders  Porter  Boiler 
Mfg.  Co.;  filtration  system^  Jewell,  gravity;  qual- 
ity of  water,  good;  pumping  enginea,  op.  per 
day  10,000,000  gals.,  constructor  Deane;  mains,  cast 
iron,  30  miles,  4  to  16  in.  dia.;  180  hydrants.  Chap- 
man; 50  valves;  meters,  total  number  1,160,  Crovn, 
Union.  Empire,  Gem,  Hersey  Rotarr,  Hersey 
Disc,  Thomson,  Buffalo,  Keystone,  Trident  Lsn- 
bert,  Nash,  owned  by  consumer;  1,817  services; 
pipe,  lead  and  galv.  iron;  pressure,  dom.  70  lbs., 
nre  120  lbs.;  consumption,  per  day  1  J60,0pp  gsl^« 

ger  capita  106  gals.;  cost  to  construct,   8870g000; 
onded  debt  $160,000;  int  paid  on  bonds,  6  per 
cent;  works  belong  to  Co. 

PEABODY,  pop.  1,860;  mercantile  bldM*.  stoa^ 
2  stories;  private,  wood,  8  stories;  woMen  rooo 
not  permitted:  fireworks  and  oombnttibles  ord 
Fire  dept— 8  nose  carriages;  hose,  robber,  good 
1,800  ft;  inferior,  aU  kinds,  800  ft;  total  hose. 
2.100  ft:  fire  alarm,  bell;  value  of  dept  equip- 
ment $2,000;  value  of  bldgs.,  $6,000;  total  men., 
18  volunteers. 

WAT«a  Supply— Source,  wells,  H  mile  froai 
business  center;  system,  gravity,  pomp  to  res.; 
qualitv  of  water,  good;  res.  capM  60.600  gals.;  1 
pumping  engine,  cap.  per  day  lOl^OOO  gala.,  con- 
structor Knowles;  mains,  cast  iron,  8  miles,  4  to 
8  in.  dia.;  80  hydranta:  meters,  total  nmnb«r  1: 
66  aervices;  pressure,  dom.  88  Iba.,  fire  88  lbs.: 
consumption  per  day,  80.000  gala.:  coat  to  coa- 
struct  fio^OOO;  bonded  debt,  $IiMM!0:  int  paid  oa 
bonds,  6  per  cent;  cost  ol  mtce.,  $fiOO;  works  be- 
long to  aty. 


FIRE   DEPARTUENTS   AND   WATER   SUPPLY— KANSAS. 


PHILLIPSBURG, 


l.OU:    fit*    are*, ,  10 


firu  iniraaUfttcd.    Firt  dept.— 1 
Hon.    rnhhcr    lined,    good    IJOO 
dept.    equipmcot, 


bldn.,  OOOi 
Waiu  SnrrLT-tioi 


mrcc,  wdlii  iT«em,  pump  to 

,. .    jtdp.    cap.    lAC    btlt..    dim. 

13  X  lOOi  i  pampini  etsinei,  op.  p«r  diT  l,000,<Xn 


total  ODinlMr  t\ 


■ell,  3  bloeka  from 
Duuncii  centeri  ■yxem,  elcTsted  tanli  for  dom., 
pump  direct  for  fire;  qualitr  of  nater,  nod;  rea. 
cap.  1,G(KV0(K)  gal*,,  located  at  ititlon;  I  ponpiDg 
mslnca,  cap.  hi  day  1,600,<X>0  gali.,  conatrtictara 
Deine,  WDnhloglon;  mains,  u>i  )rnn.  M  mllM. 
4  to  IS  in.  dia.;  240  hydranti.  1 


lombii,    K. 


,    Hen 


,   Thomi 


.    Hub, 


,   Co- 


.,  Keretone  and  Lambert,  owned  br 
and  Co.;  3,470  wrrices;  pipe,  galv.  iron  and 
lean;  pressnre,  dom.  4S  lbs.,  fire  QO  lbs.;  con- 
lampliofl  per  dar,  l,aiS,Oaa  gala.;  coit  to  con- 
■iiuct,   KM.OOO;    int.   paiJ  on  \<iai»,  S  per   cent; 


njncanuie  dio^*.,  inniE,  oncK  ana  vooo,  1  (O  a 
Moriei:  prlrat^  brick  and  wood,  I  to  I  itoriea: 
wooden  roots  permitted  In  fire  area;  eaasea  oi 
firei  InveBtigBted.  Fire  dept— 1  bote  wafon  1 
bote  caTTiase;  base,  rubber,  good,  500  ft,;  infcnor, 
■II  kinds,  ffiO  It,;  total  hose,  1,060  [I,:  fire  aUrm, 
bell;  value  ol  dept.  equipment,  H.IM,  value  of 
bldga..  DTE;  ann,   exp.  of  dept.,  tlOO;  total  mem.. 


„___,  .__.    ._,.  _. .1,000  gala.,  located  center 

of  citTi  1  pumping  engine,  class  dup.,  cap,  per 
4l*y  U,ilOO  gala.,  conitnictora  Fairbanki.  Horic; 
mains,  caat  iron.  8  milee,  4  to  8  in,  dia.;  34  hy- 
drant): ptcisure,  dom,  60  lb>.,  fire  K>  lbs.;  con- 
tumptioo  per  it,,  20,000  gala. ;  coat  10  co»nrucl, 
t3E,0(IO;  cost  of  mice,  KOO;  works  belong  lo  cit^. 

PBATT,  pop.  S,aXl;  fire  aiea,  BO  acrea;  mertan- 
lilc  bldga.,  biick  and  stone,  1  to  S  stories;  private, 

fi°e''»Vea:'firewor£"or'd.''''Fir™dept.-f*hMe  mm; 
boae,    cotton,    rubber    lined,    good,    T50    ft.;    fire 
alarm,  bell;  value  ot  dept.  equipment,  11,400;  total 
oiem.,  IS  volunieera. 
WjtTia  SurrLV—Source,    wella,    4    blocks    from 


eO.COO  gals.,   1 
100,000    gB&., 


ea,  4  loein.  dia.;  46  hydrai 

~       wned   ■or   consume 

I.  65  lbs.,    Rre  65 


L   b,    &  I. 


>d:  wooden 

"    trutk,   4 

lod  !,000 


plied  by  Kanaa 


,  ......  m™:.^" 

creek   and   wells   (sup- 

na,  T  milea;  53  hydrants, 
wIOS;  4l8«rvice»;  pres- 


sure, dom.  IW  Ibt,.  fire  Ut  lb*.;  eonanmptiiMi,  p< 
dar  40,060  sala.,  per  capita  U  14  gal*.;  lan.  co 
of  mtce.,  Q.WO;  worica  bdoog  to  eitj. 


RUSSELL,  pop.  UU;  i 
utile  bldsa-.  itoae  and  » 
rate,  atone  and  wood,  t 
permitted  in  fire  it*-  Fin 
wheela,  4  c  hand  e 


■tnriea;    vtrnden   rMrfi 

•f-nt— I  c.  ensinai  on 

titick;  hoic,  mb- 


i  SofJLY— Source,    wells: 
SABETHA,  pop.  2,000;  I 


cantile  bidn.,  wood,  bnck  and  stone,  I  and  1 
stories;  private,  wood,  1  ant^  1  stories;  woodm 
roofa  not  permitted;   fireworks   uid    combustibles 


■  IJurrLT— Source,   wells   and    datems,   i 
1  center;  axsiera,  gravity,  pnmp  to  res.,  t 


ST.    UAKYS.    pop.    IJW; 
stone  and  brick,  1  atorica;  privi 


combostfblea  ord.:  av.  fife  losi 

OM:  «T.  in*,  fo 

111  iSSIS..  1 

lioed^  Ifooi^  1(0 


loss  per  vr.  lor  1  vrt., 
.m.  u.je,  H.ftO.     "•-  -'--     J 
ab.  c  &  h.  wagon, 
ft  L  tmek;hc--    - 


Lflae, 

u  imcK ;  DDBC,  coimn,  rabber 

rd  110  ft. ;  rubbcr.^nod  100  ft. :  inlerlOT, 
2S  ft  1  total  hose,  nS  ft. ;  fire  alarm,  bell; 
'    -  ~«0;  tout   mem.,  N 

IB,  fiftb  daai, 

■Source,  well*;   new   work*  be^ 


iiied:     fiic».ir'       and    combuatihlei    ord.      Fire 

-pi,— 1  c.  rri,  I,,,  S6  c.  hand  ex.,  1  h.  A  L  irecb, 

h.3«  <vat-.„i,  ■;    lose  carriages;  hose,  cotton,  rub- 

r   lifir.i.   f.  .'.   ^000  ft.;  inferior,  all  kind*,  1.KI0 

-,500    (t:    value    of    dept.    equip- 

ue  of    bldg?.,  (4,000;    ann.  eip. 

tat  mem.  iS,  paid  part  time. 

■,-A..k  iuj'j'i.r-Sourcc,    wells,    Vt     mile  ^  from 

Iter,  aoDd ;  res.  cap.  2^.000  gala.,  located  at  sta- 
in; a  pumping  encrinri,  cap.  per  dav  4.KI],000 
Lis.,     conatructora    Hollv,     Smtlb-Vaile:    mafna. 


SCAMMON,    ^p,      1,H 


mercantile    bIdn., 
■-- ■■  -     \  ho« 

no  ft.: 

m.,    id 


ip,      i,ma:     meroiniii 

.   dept.— 18  c  band  e:_. 

carriage;  hose,  cotton,  rubber  lined,  good,  600  ft 

fire   alarm,   bell   and    telephones;    total    i 

volunteers;  Geo,  Ficbtner.  chief. 

Wath  Supply— Source,  wells;  res.  cap.,  70,000 
gala;    works  belong  to  city, 

SCRANTON,  pop,  1,009;  bldga.,  1  and  1  storiei; 
wooden    roofa   permitted.    Fire   dept.—!   hand   en- 

Sine,  1  h.  &  1.  truck,  1  aapplr  wagon,  1  hose  car- 
age;  hose,  linen,  good  m  ft,;  fire  alarm,  bell; 
value  of  depi.  equipmeel,  11,500;  value  of  bidgs,, 
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riagcs:  h<  nr,  cotton,  rubber  lined,  yood,  1,000  ft.; 
fire  alarm,  bell;  vaitte  of  dept  equipment,  IS,000; 
value  of  d\s%.,  1600:  total  mem.,  ft  volunteers. 

Watib  Sutplt— Source,  well,  %  mile  from  buai- 
neaa  center;  aystem,  pump  to  stdp.;  atdp.  cap. 
86,000  gals.,  dim.  12  x  100,  material  uaed  m  eon. 
steel;  quality  of  water,  good;  S  pumping  engines, 
claas  steam,  cap.  per  dav  2,O0O,O0O  gals.,  construe* 
tor  Snow;  mains,  cast  Iron,  4  miles,  4  to  10  in. 
dia. ;  86  hydrants:  meters,  total  number  108,  owned 
by  consumer;  182  services;  pressure,  dom.  44  lbs., 
fire  100  lbs.;  consumption  per  day,  26,000  gals.; 
cost  to  construct,  186,000;  cost  of  mtce.,  0,800; 
works  belong  to  city. 

SMITH  CENTER,  pop.  1,750;  fire  area,  620 
acres;  mercantile  blags.,  stone,  wood  and  brick, 
1  and  2  stories;  private,  wood,  2  stories;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi* 
gated;  fire  loss  for  1906,  $6,760.  Fire  dept— 100  c. 
band  ex.,  1  h.  &  L  truck.  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,200  ft.;  value  of  dept 
equipment,  11,600;  value  of  bldgs.,  $100;  total 
mem.,  25  volunteers. 

Watsb  Sufvly— Source,  well,  IH  miles  from 
business  center:  system,  pump  to  stdp.  and  di- 
rect: stdp.  cap.  W.0OO  gals.,  dim.  12  x  110.  material 
used  in  cons,  steel;  quality  of  water,  good;  res. 
cap.  100,000,000  gals.,  located  IH  miles  east  of 
town:  1  pumping  engine^  class  gas,  3(Khp..  cap. 
per  day  146.000  sals.;  mains,  cast  iron,  6  miles,  6 
m.  dia.;  K  hyarants:  meters,  total  number  IBO, 
owned  by  consumer:  200  services:  pipe,  galv.  iron; 
pressure,  dom.  60  Ids.,  fire  180  lbs.;  consumption 
per  day,  76,000  sals.;  cost  to  construct.  147,000; 
Donded  debt.  $42,000;  int  paid  on  bonds,  6  per 
cent;  cost  ot  mtce.,  $1,000;  works  belong  to  city. 

STERLING,  pop.  2,400;  fire  area,  600  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood.  1  and  2  atories;  wooden  roofs  not  perinitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  &  L  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  IJOO  ft: 
fire  alarm,  whistle;  ann.  exp.  of  dept,  $200;  total 
me**^.,  17  volunteers. 

Water  Supply— Source,  wells;  svstem,  pump 
direct;  2  pumping  engines,  caj).  per  day  2,500,000 
gd'*-.,  constructor  Deane;  mains,  galv.  iron,  7 
m^'cs,  2  to  10  in.  dia.;  60  hydrants,  Galvin;  21 
valves;  meters,  total  number  26;  326  services;  pres- 
$\iit,  dom.  20  lbs.,  fire  80  to  150  lbs.;  consumption, 
per  day  260,000  gals.,  per  capita  125  gals. ;  cost  to 
consuuct,  $60,000;  ann.  cost  of  mtce.,  $3,500;  works 
belong  to  city. 

STOCKTON,  pop.  1,080;  fire  area,  240  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
VA  atories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.:  cauaea  of  fires  in- 
vestigated. Fire  dept— 1  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  carriage;  hose,  cotton,  rubber  lined, 
good  800  ft;  inferior,  all  kinds,  60  ft;  total  hose, 
860  ft.;  fire  alarm,  bell;  value  of  dept  equipment, 
$889;  value  of  bldgs.,  $400:  total  mem.,  all  in 
town  volunteers;  underwriters'  rating,  fourth 
cla<s. 

Water  Supply— Source,  well.  40  rods  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
86,000  gals.,  dim.  12  x  100.  material  used  in  cons, 
iron;  quality  of  water,  good;  pumping  engine, 
class  comp.  dup.,  cap.  per  day  500,000  gals.,  con- 
structor Deane;  1  Fairbanks-Morse  gasoline 
pump,  8,600  gala,  per  hour;  mains,  cast  and 
wrought  iron,  6  miles,  2  to  8  in.  dia.;  27  hydrants; 
meters,  total  number  260,  owned  by  city;  270  ser- 
vices; pipe,  wrought  iron  and  lead;  pressure,  dom. 
86  lbs.,  fire  85  Ibs^  cost  to  construct,  $40,000;  ann. 
cost  of  mtce.,  $2,580;  works  belong  to  city. 

STRONG  CITY.  Fire  dept.— 1  c.  engine,  1  h. 
&  1.  truck,  1  hose  carriage;  hose,  800  ft;  alarm, 
bell. 

Watxr  Supply— Source,  R.  R.  Co.'s  tank;  sys- 
tem, gravity. 

ST.  PAULS,  pop.  1,047;  mercantile  bldgs.,  brick 
and  stone.  Fire  dept.— 1  c.  engine;  hose,  cotton, 
rubber  lined,  good.  100  ft.;  fire  alarm,  bell. 

Water  Supply — Source,   wells;  no  works. 

TOPEKA.  pop.  38,600;  fire  area.  8  sq.  miles; 
mercantile  bldgs.,  stone  and  brick,  2  to  5  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted  in   fire    area;   fireworks   and   combustibles 


ord.;  causes  of  fires  investigated.  Fire  dei»t.— S 
steamers,  1  comb.  c.  &  h.  wagon,  2  c  engines,  10 
c.  hand  ex.,  1  h.  &  1.  truck,  1  aerial  truck,  S  hose 
wagons,  2  hose  carriages,  26  horses;  hose,  cotton, 
rubber  lined,  good,  7,000  ft.;  fire  alarm,  Gamewell. 
62  boxes;  value  of  dept  equipment,  $44,6n:  value 
of  bldgs.,  $43,000;  ann.  exp.  of  dept,  $41,400;  total 
mem.  48,  paid  full  time. 

Water  Supplt— Source,  wella,  8  miles  from 
business  center;  system,  pump  direct  to  mains: 
Quality  of  water,  good;  4  pumping  engines,  dasa 
dup..  cap.  per  day  18,000,000  gals.,  oonstnactor 
Holly;  mains,  cast  iron,  66  miles;  4ffl  hydrants; 
meters,  total  number.  1,496;  2,816  services;  pipe, 
wrought  iron  and  lead;  pressure,  dom.  80  lbs.,  fire 
116  to  160  Iba.;  consnmptioa  per  day.  tjBOOjIM 
gals.;  cost  to  construct,  $41,740;  works  belong  to 
city. 


VALLEY  FALLS,  pop.  1,860;  fire  area,  6 
mercantile  bldgs.,  stone  and  brick,  1  and  t  sto- 
riea;  private^  wood,  2  stories;  wooden  roofs  not 
permitted;  fireworks  ord.;  causes  of  firca  jnwesti- 
gated.  Fire  dept— 2  hose  carriages;  hos^  eottosi* 
rubber  lined,  good  860  ft;  rubber,  good  860  ft; 
- -  '      5,1,800  ft;  " 


inferior,  all  kinds,  100  ft;  total  hoae,  ^ —  ....  ^« 
alarm.  Sell;  value  of  dept  equipment,  fMSO;  waluc 
of  bldgs.,  $800;  ann.  exp.  of  dept,  flOO;  total 
mem.,  16  volunteers;  uaoerwrilers^  ratmg,  fourth 
class. 

Watbx  StrvPLT— Source,  wdls  aad  river;  systc 
pump  to  rea.  and  direct;  filtration  system,  gra' 


in.  dia.;  IS  hydranu.  Wood;  12  valves;  48  servii 
pipe,  galv.  iron ;  preasure,  dom.  40  lbs.,  fire  68  Ib^ 
consumption,  per  day  20.000  gals.,  per  capita  9 

rla.;  cost  to  construct,  $80,000;  int.  paid  on  Donds, 
per  cent;  ann.  cost  of  mtce.,  $700;  works  beloais 
to  town. 

W  AM  EGO,  pop.  2,000;  fire  area,  640  acres;  mer- 
cantile bldga..  stone  and  brick,  2  and  S  stories; 
private,  wood,  8  stories:  wooden  roofs  not  per- 
mitted. Fire  dept— 6  c.  hand  ex.,  1  h.  ft  1.  trv^ 
8  hoae  carriages;  hose,  cotton,  rubber  lined,  Kooa 
900  ft;  inferior,  all  kinda,  GOO  ft;  total  hose,  1.406 
ft;  fire  alarm,  automatic;  total  mem.,  40  volun- 
teers; underwriters'  rating,  third  class. 

Water  Supply— Source,  wells,  8.000  ft  from 
business  center;  system.  Dump  to  stop.;  stdp.  cap. 
67,000  gals.,  dim.  12  x  80,  material  used  in  coaa. 
ateel;  quality  of  water,  good:  8  pnniping  engines, 
daaa  comp.  dup.,  cap.  per  day  886,000  gala.,  eon- 
structor  Worthington:  maina.  cast  iron,  6  miles, 
4  to  8  in.  dia.:  42  hydranta;  14  valves;  metcn»  ti>> 
tal  number  9,  Crown  1,  Keystone  8,  owned  by  ci^r: 
134  aervices;  pipe,  galv.  iron;  pressure,  doa.  68 
to  67  lbs.;  consumption  per  day.  iO,600sala.;  cost 
to  construct,  $2{LO00;  bonded  debt  826,000;  int. 
paid  on  bonds,  6  per  cent;  cost  ot  mtce.,  |i«a06 
works  belong  to  mty. 


WASHINGTON,  pop.  1,800;  fire 
mercantile  bldgs.,  stone  and  brick,  1  and  2  atories; 
private,  atone,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  ares;  combnatiUes 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  b. 
&  1.  truck,  24  c.  hand  ex.,  2  hose  carta;  hose, 
cotton,  rubber  lined,  good,  600  ft;  fire  alarm, 
bell,  whistle  and  electric;  ann.  exp.  of  dept,  $160; 
total  mem.,  20  volunteers. 

Watxr  Supply- Source,  well;  s/stem,  pump  to 
stdp.:  stdp. cap.  96,000  gals.;  pumping  enemes,  cap. 
per  day  288,000  gals;  mains,  cast  iron,  6  miles,  4 
to  8  in.  dia.;  89  hydrants;  pressure,  fijre  60  lbs.; 
cost  to  construct,  ^,000. 

WEIR,  pop.  2,977;  fire  area,  200  acres;  mercan- 
tile bldgs.,  brick,  1  to  8  stories:  private,  wood,  IH 
stories;  wooden  roofs  permitted:  no  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept.— 36  c.  hand  ex..  1  h.  &  1.  truck.  3  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,066 
ft;  &t  alarm,  bell;  value  of  dept  equipment, 
$1,600;  ann.  exp.  of  dept.,  $160:  total  mem.,  88 
volunteers :  underwriters   rating,  fourth  daaa. 

Water  Supply— Source,  wells;  system,  pump  to 
res.,  to  stdp.  and  direct;  stdp.  cap.,  60,000  gals.; 
res.  cap.,  760,000  gals.;  8  pumping  engines,  capw 
per  day  760,000  gals.,  constructor  Cook:  mains, 
5  miles,  2  to  8  in.  dia.,  Shickle,  Howard-Harrison; 
27  hydrants,   Springfield;  20  valves;   78  services: 
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pressure,  dom.  40  lbs.,  fire  100  to  160  lbs.;  cost  to 
constntct,  186,000;  ann.  cost  of  mtcc,  $2,000;  works 
belong  to  Co. 

WELLINGTON,  pop.  4,M6;  fire  area,  18  acrei; 
mercmnttte  bldga.,  ftoac  and  brick.  1  to  8  itoriet; 
pritate,  atone,  brick  and  wood,  1  to  t  itoriea; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  canscs  of  fires  invcsticated;  ar. 
fire  loss  per  yr.  for  8  yrs.,  14,000;  ay.  ina.  for 
same  time,  $2,8001  Fire  dept.~2  c.  hand  ex.,  1 
h.  ft  I.  truck,  2  hose  carts,  1  c.  csrt,  8  horses;  hose, 
cotton,  rubber  lined,  good,  1^00  ft.;  total  hose. 
1,500  It.;  fire  alarm,  bell  ana  whisuc:  valneof 
dept.  equipment,  18,000;  ann.  exp.  of  dept.,  |786; 
total  mem.,  21,  paid. 

Watsx  SuFFLY—Source,  creek,  1  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
dim.  28  x  100,  located  centrally,  material  used 
in  cons,  steel;  quality  of  water,  good;  res.  cap. 
50.000^000  gals.,  located  1  mile  from  town;  8 
pumpmg  enginea,  class  comp.  dup.,  sise  12  x  18. 
lOH  X  1\  constructors  Worthington  and 
Smith- Vaile  Co^  mains,  11  miles,  4  to  10  in.  dia.: 
100  hydrants.  Chapman;  42  valViea;  meters,  total 
number  426,  Crown,  owned  by  consumer;  486 
serrices;  pipe,  galT.  iron;  pressure,  dom.  46  lbs.. 
fire  76  Ibs^  cost  to  construct,  $40,000;  bonded 
debt.  $60,000;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  dty. 

WICHITA,  pop.  48,600;  fire  area,  28,262  acres; 
mercantile  bldgs.,  stone,  wood  and  brick,  2  to 
7  stories;  private,  brick  and  wood,  1  to  1^  sto- 
ries; wooden  roofs  not  permitted;  fireworks  and 
combustiblea  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  steamers,  8  c.  engines.  8  c.  hand  ex., 
1  aerial  truck,  2  hose  carriages,  18  horses;  hose, 
cotton,  rubber  lined,  good.  1,000  ft;  rubber,  good, 
4,600  ft;  inferior,  sll  kinds,  1,100  ft;  total  hose. 
(L600  ft.;  fire  alarm,  electric,  68  boxes;  value  of 
dept  equipment,  $42,000:  value  of  bldgs.,  $86,000: 
ann.  exp.  of  dept,  $28,000:  total  mem..  81,  paid 
full  time;  underwriters'  rating,  second  class. 

Watbx  Supply— Source,  wells;  system,  pump 
to  res.  and  direct;  filtration  system,  warren;  cap. 
of  plant,  1300.000  gala.:  quality  of  water,  good; 
res.  cap.,  2400^000  gala.;  7  ponping  enpncs, 
class  hor.,  cap.  per  day  14,600,000  gals.,  con- 
structors Gordon,  Holl/,  Deane,  Walker  and 
Smith- Vaile;  mains,  88  miles;  224  hvdranta;  melen. 
total  number  88;  pressure,  dom.  60  lbs.,  fire  80  to  100 
lbs.;  works  belong  to  Co. 

WILSON,  pop.  1,060;  fire  area,  240  acres;  mcr- 
:antile  bldgs.,  stone,  brick  and  wood,  1  and  2  sto- 


ries; private,  stone,  brick  and  wood,  1  and  2 
stones:  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.:  causes  of  firea 
investigated.  Fire  dept— 1  h.  ft  L  truck,  2  c.  en- 
gines on  wheels,  10  e.  hand  ex.;  hose,  rubber* 
good,  700  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment, SeJBOO;  value  of  bldgs..  $2,000;  ann.  exp.  of 
dept,  $H:  total  mem.,  28  volunteers. 

Watbk  Supply— Source,  wells  and  cisterns; 
tem,  pump  to  res.  and  direct;  rea.  cap.,  8,000 
pumping  enginea,  cap.  per  day  8,000  ws.;  cost  to 
construct,  $2,000;  ann.  cost  of  mtce.,  $60. 

WINFIELD.  pop.  8.000;  mercantile  bld^» 
stone,  1  to  8  stones;  private^  wood,  2  stones; 
wooden  roofs  not  permitted  in  ^xt  area:  com- 
bustibles ord.:  causes  of  fires  investigated.  Fire 
depu— 1  h.  ft  1.  truck,  1  comb.  e.  ft  h.  wagon,  4  a 
hand  ex..  1  hose  wagon,  8  horses;  hose,  cotton» 
rubber  Imed,  good.  L800  ft.:  inferior,  all  kinds» 
600  ft;  total  hose,  uiO  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $6,000;  value  of  bldgs.,  $]0,000| 
ann.  exp.  of  dept,  HjBOO;  total  mem.  7,  paid  full 
time  2,  paid  part  tune  4. 

Watu  Supply— Source,  river,  1^  miles  fnoi 
business  center;  system,  pump  to  res.;  filtration 
system,  N.  Y.  C  F.  Co.:  cap.  of  plant,  1,000,000 
gala.;  rea.  cap.,  2,000^000  gals.;  2  pnmiMag 
enginea,  class  comp.,  eap>  per  day  1,000^- 
Wn  gala.,  conatructor  wortnington;  maiaa* 
cast  iron,  11)&  miles,  4  to  12  in.  dia.;  76  hydranto; 
meters,  total  number  26;  648  services;  pipe,  iron; 

Sressure,  dom.  68  lbs.,  fire  66  to  120  lbs.;  works 
along  to  Co. 

YATES  CENTER,  pop.  2,040;  fire  area,  all  town; 
mercantile  bldgs.,  stone  and  wood,  2  stories:  prip 
vate,  wood,  2  stories;  wooden  roots  permitted;  no 
fireworks  and  combustibles  ord.;  csuses  of  fires 
investigated.  Fire  dept— 1  c.  engine,  1  h.  ft  L 
truck,  1  hose  cart  10  hand  ex.;  hose,  cotton,  rub- 
her  lined,  good,  TW  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  $2,029.75;  total  mem.,  24  volun-^ 
teers. 

Watm  Supply- Source,  well  and  tank,  in  busi- 
ness center;  rea.  cap.,  80,000  gals.;  pressure,  fire 
160  lbs.;  17  hydrants. 

Places  with  a  population  of  1,000  or  more  having 
no  organised  fire  dept— Augusta,  Lansing,  StaT 
ford. 

Places  with  a  population  of  1,000  or  more  not 
reported.— Baxter  Springs,  Florence^  Lyndon* 
Scammon. 


&H6 
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ABBREVIATIONS.— Ann.,  annual;  av.,  average;  bldgs.,  baildinKa;  cap.,  capackj}  clui.» 
«.,  chemical;  c.  &  h.,  chemical  and  hose;  dk.,  clerk;  comb,  combination;  comr.,  ooouniasioncr; 
mittee;  comp.,  compound;  cona.,  conttmction ;  dept.,  department;  dta.,  diameter:  dim.,  dimaww— •  ■■■■■■, 
domestic;  dnp.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguiaher;  ft.,  tcet;  gals.,  gaUons;  h.  di^ 
high  duty:  h.  ft  L, hook  and  ladder;  ins., insurance;  int,  interest;  mtce.,  maintenance;  mem., memberdup; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  sapt.,  superinteadent. 


ADAIR VI LLE,  pop.  800;  mercantile  bldgs.. 
brick,  1  and  2  stories;  private,  brick  and  wooa|  1 
and  2  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord. ;  causes  of 
fires  investigated.  Fire  dept.—l  c.  engine,  1  hose 
carriage;  hose,  600  ft.;  fire  alarm,  bell  and  fire 
ams;  value  of  dept.  equipment,  $760;  under- 
writers' rating,  fifth  class. 

Water  Supply — Source,  spring.  H  mile  from 
business  center;  system,  combined  gravity  and  di- 
tect  pressure;  stdp.  cap.,  36,000  gals.;  dim.  16  x  20 
ft.;  material  used  m  construction,  metal  and  wood; 
quality  of  water,  fine;  res.  cap.  90,000  gals.;  1 
pumping  engine,  class  dup.,  cap.  per  day  76^000 
gals.;  constructors  Fairbanlcs- Morse  Co.;  mains,  3 
miles,  1V&  to  3  in.  dia.:  24  hydrants;  6  valves; 
pressure,  dom.  80  lbs.,  nre  90  lbs.;  consumption 
per  day,  30,000  gals.;  cost  to  construct,  $7,500; 
cost  of  mtce.,  $900;  works  belong  to  city. 

ASHLAND,  pop.  U,000;  fire  area,  800  acres; 
mercantile  bldgs.,  brick,  wood  and  stone,  1  to  2 
stories;  private,  mostly  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 1  h.  &  1. 
truck,  4  c.  hand  ex.,  1  hose  wagon,  2  hose  car- 
riages, 1  comb.  c.  h.  &  1.  wagon,  4  horses;  hose, 
•cotton,  rubber  lined,  good,  1000  ft,;  inferior,  all 
icinds.  600  ft.;  total  hose,  2,600  ft.;  fire  alarm, 
whistle;  value  of  dept  equipment,  ^4,100:  value  of 
bldgs.,  $7,600;  total  mem.,  17,  paid  full  time  6, 
fpaia  part  time  12. 

Watxb  SuppLY-^ource,  river,  6  miles  from 
bvsiness  center;  sjFstem,  pump  to  res.;  filtration 
system,  settling  basin;  quality  of  water,  good;  res. 
cap.  2(),000,000  gala.,  located  on  hill;  4  pumping 
engines,  coosp.  dup.,  cap.  per  day  7,000,000  gala., 
'roBStructors,  Home,  Worthmgton,  Laidlaw-Dunn- 
"Gordon;  2  Deane  pumps,  1,600,000  gals,  cap.,  in 
reserve;  and  a  1,600,000-gal.  reservoir;  mains,  cast 
iron,  11  miles,  4  to  12  in.  dia.;  97  hydrants,  Chap- 
man, Eddy,  Ludlow,  Bourbon;  meters,  total  num- 
ber 60,  Crown,  owned  by  Co.;  426  services;  pipe, 
;galv.  iron;  pressure,  fire  90  lbs.:  cost  to  construct, 
fa0O,O0O;  bonded  dept.,  $106,000;  mt.  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  $5,000;  works  belong 
to  Co. 


AUGUSTA,  pop.  1,860;  fire  area,  400  acres; 
bldgs.,   brick  and  wood,  2  stories;   wooden   roofs 

Sermitted;  fireworks  and  combustibles  ord.  Fire 
ept— 1  hand  engine,  1-hp.  fire  engine,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good,  1,200  ft.; 
fire  alarm,  electric  and  powerhouse  whistle;  under- 
writers' rating,  fifth  class. 

Watsr  Supply— Source,  21  cisterns,  300  bbls. 
each. 

BARBOXNVILLE,  pop.  3,200.  Fire  dent.— 
1  hose  wagon;  hose,  cotton,  rubber  lined,  500  ft.; 
value  of  equipment,  $000;  total  mem,,  20  volun- 
teers. 

Water  Supply— Source,  river;  system,  2  pumps; 
cap.  per  day,  100,000  gals.;  30  hydrants;  6  valves: 
mains,  15,000  ft.;  pressure,  dom.  200  lbs.,  fire  400 
lbs.;  cost  of  works,  $25,000;  ann.  cost  of  mtce., 
$15,000;  works  belong  to  Co. 

BARDSTOWN,  pop.  1,711;  mercantile  bldgs., 
brick,  1  and  2  stories;  private,  wood,  1  and  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 3  hose  wagons  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  1,800  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $5,000;  value  of  bldgs., 
$2,500;  ann.  exp.  of  dept.,  $1,000;  total  mem.,  25 
volunteers;  underwriters'  rating,  fifth  class. 

Wate*  Supply— Source,  lake,  %  mile  from  busi- 
ness center;  system,  pump  direct  to  mains;  qual- 
ity of  water,  good;  nitration,  sand,  gravity;  res. 
cap.  50,000,000  gals.,  located  north  of  the  city;  2 
pumping  engines,  class  comp.  dup.,  cap.  per  day 


750,000  gals^  constructors  McGowan  Ca;  mains, 
cast  iron,  8^  miles,  4  to  10  in.  dia.;  27  hsrdsasta; 
20  valves;  30  services;  pipe,  galv.  iron;  pressure, 
dom.  80  lbs.,  fire  150  lbs.;  cost  to  construct,  $2fi.lUi); 
bonded  debt.  $24,000;  int  paid  on  bonds.  6  per 
cent;  cost  of  mtce.,  lUOOO;  works  bekmg  to  city- 

BAR  DWELL,  pop.  1,612;  mercantile  bldgs.. 
brick,  1  and  2  stories;  private,  wood,  1  story; 
wooden  roofs  permitted;  fireworks  and  cotnbnsti- 
bles  ord.;  causes  of  fires  investigated.  Fire  dept.*- 
1  h.  &  1.  truck.  2  hose  carriages;  hose,  cotton^  rub- 
ber lined,  good  1,000  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,000;  total  mem^  10  volimteera. 

Watbr  Supply— Source,  wells,  H  mile  iron 
business  center:  system,  pumo  to  stdp.  and  direct; 
stdp.  cap.  75,000  ipls.,  dim.  10  x  86»  mslerml  osed 
in  cons,  steel,  bmlder  E.  Webb;  quality  of  tnter, 
good;  res.  cap.  40,000  gals.,  located  at  statioii:  t 
pumping  c&gmes,  cap.  per  day  600^000  pMm^  con- 
structor  Cook;  mains,  cast  iron,  SH  aiDcs.  C  m. 
dia.;  88  hjrdrants,  Corey;  10  valves,  MuOer;  US 
services:  pipe,  galv.  iron;  preasttK.  dom.  SO  Iba^ 
fire  80  Ids. :  consumption,  per  day  «)^00OgnlaL,  ner 
cavils  13 14  gala.;  cost  to  construct.  $15^009;  bonded 
debt,  $9,000;  int.  paid  on  bonds,  9  per  cent;  aaoL 
cost  of  mtce.,  $1,000;  works  belottg  to  city. 

BEATTYVILLE,  pop.  1,200;  no  fire  dept. 
Watsr  Supply— Source,     wells     and     cistems; 
bonded  debt,  $8,000;  int.  paid  on  bonds,  6  per  cent. 

BELLEVUE,  pop.  7^00;  fire  area,  000  seres; 
mercantile  bldgs..  brick  and  wood,  1  to  3  stories; 
wooden  roofs  permitted;  fireworks  and  com* 
bustibles  ord.  Fire  dept.— 4  c.  hand  ex.,  2  h.  &  1. 
trucks,  2  hose  wagons,  1  hand  reel,  1  horse;  ho«e, 
cotton,  rubber  lined,  good,  1,160  ft.;  fire  alarm. 
Floyd,  15  boxes;  value  of  dept  equipment,  SS.<^30: 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept.  $1.9^0; 
total  mem.  5,  paid  full  time;  underwriters  rating, 
second  class. 

Waxes  Supply— Source.  Ohio  River,  supplied 
by  Newport  Water  Works;  system,  gravitx : 
mains,  8  miles,  4  to  10  in.  dia.;  69  hydrants;  3*^3 
valves;  meters,  total  number  400;  1,300  services; 
pipe,  lead;  pressure,  dom.  GO  lbs.,  fire  80  lbs.;  CL«.t 
to  construct,  $75,000;  ann.  cost  of  mtce,  $4,^M*>; 
works  belong  to  Co. 

BEREA,  pop.  1,500;  fire  area,  OOO  acres;  mrr> 
cantile  bldgs.,  orick  and  wood,  1  to  S  stories;  pri- 
vate, brick  and  wood,  1  to  3  stories;  wooden  roofs 
permitted  in  fire  area.  Fire  dept. — ^1  hose  carr-face; 
hose,  750  ft.;  value  of  dept.  equipment.  $1.0>»: 
value  of  bldgs.,  $300;  ann.  exp.  of  dept.,  $100;  totil 
mem.,  50  volunteers;  underwriters  rating,  fifth 
class. 

Water  Supply — Source,  mountain  spnni;.  6 
miles  from  business  center;  system,  gravity; 
quality  of  water,  excellent;  res.  cap.  300,0w  gs.lv: 
1  pumping  engine,  cap.  per  day  30,000  gals.;  mair.<. 
cast  iron,  6^  miles,  Z  to  6  in.  dia.;  22  hydrants  \ 
valves;  owned  by  Berea  College;  pressure,  di  n: 
90  lbs.,  fire  90  lbs.;   consumption   per  day,   lt».'»»« 

fals. ;    cost    to    construct,    $5o,000;    cost    of    mtce.. 
TOO;  works  belong  to  college. 

BOWLING  GREEN,  pop.  12,000;  mercantile 
bldg^s.,  brick,  2  to  4  stones;  private,  wood.  2  and  3 
stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  csuses  of  fires  investigated. 
Fire  dept.— 2  comb,  c  &  h.  wasons,  1  comb.  h.  <& 
1.  truck  and  c  engine,  1  h.  &  1.  truck,  2  hose 
wagons,  2  hose  carriages,  reels,  etc,  8  horses: 
hose,  cotton,  rubber  lined,  good,  2,000  ft.;  inferior, 
all  kinds,  1,000  ft.;  total  hose.  3,000  ft;  fire  alara. 
Gay  nor.  17  boxes:  value  of  dept  equipment,  $12.* 
000:  value  of  bldgs..  $5,000;  ann,  exp.  of  depu. 
$S.500;  total  mem.  11,  paid  full  time;  underwrit- 
ers* rating,  first  class. 
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Watbk  SurPLy«-Soafce»  river,  1  mile  froa 
Imainen  center :  lyttem.  gniTity,  pump  to  ret.; 
fee.  cap.,  l,MOk<IW|pUa.;.  t  pamprng  engines,  comp», 
cap.  per  day  6,^MX>,000  gals.,  constructors  Dickson 
Mig.  Co^  mains,  25  miles,  4  to  16  in.  dia.,  Dennis 
Long;  1»  hydrants.  Wood  and  Bourbon;  meters, 
totarl  number  liOS,  Crown  79,  Union  10.  Hersey 
Disc  5b  Trident  6/Lesnbert  6,  owned  by  city;  pres- 
sure, fire  70  to  80  lbs.;  cost  to  construct,  190,000 
nnn.  cost  of  nttoe..  14,000;   works  belong  to  city. 

BRANDENBURG,  pop.  800.  Fire  dept— 1  hos<i 
cart:  hose,  600  ft;  total  mem.,  16  volunteers. 

WATaa  Supply— System,  gravity  to  res.;  msins. 
4  to  6  in.  dia.;  17  hydrants;  pressure,  60  to  80  lbs. 

BURNSIDE.  pop.  1,100.  Fire  dept.— 2  hose 
reels;  hose,  1,000  ft.;  paid  Fire  dept 

WATca  Supply— Source,  river;  system,  pump  to 
res.;  res.  cap.,  260,000  gals.;  1  pump.  Deane: 
mains,  2  miles,  6  in.  dia.;  pressure,  100  lbs.;  B 
hydrants. 

CADIZ,  pop.  884.  Fire  dept— 4  hose  carts;  hose, 
1,000  ft;  total  mem.,  16  volunteers. 

Watsb  Supply— Source,  river;  system,  pump  to 
stdp.;  stdp.  cap.,  110,000  gals.;  1  Gardner-Gouv- 
emor  pump;  mains,  1  mile,  6  in.  dia.;  23  by* 
drants. 

CARLISLE,  pop.  1,377;  fire  area.  75  acres;  me^ 
cantile  bldgs.,  stone  and  brick,  1  to  8  stories; 
private,  brick  and  wood,  %  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
erd.;  causes  of  fires  investigated.  Fire  dept— 1 
steamer,  1  hand  engine.  60  c.  hand  ex.,  1  h.  ft  L 
truck,  2  hose  wagons,  3  hose  carriages.  2  horses; 
hose,  cotton,  rubber  Imed,  good,  LjBOO  it;  rubber, 
ffood,  600  ft;  total  hose,  2,300  ft.;  fire  alann.  bell; 
value  of  dept  equipment,  68,660;  value  of  Sldgs., 
$3,000;  ann.  exp.  of  dept,  8825;  total  mem.,  80  vol- 
nnteers. 

Water  Supply— Source,  14  cisterns. 

CARROLLTON,  pop.  3,100;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  2  and  3  stories;  private, 
wood  and  brick,  1  and  2  stories;  wooden  roofs 
not  permitted;  causes  of  fires  investigated.  Fire 
dept — 1  h.  &  1.  truck,  1  hose  wagon,  2  hose  car- 
riages, 2  horses;  hose,  cotton,  rubber  lined,  good, 
2,fi00  ft;  fire  alarm,  telephone;  value  ot  dept. 
equipment,  $7,000;  value  of  bldgs.,  $2,000;  total 
mem.  7,  paid  full  time;  underwriters'  rating, 
fourth  class. 

WATsm  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  direct;  quality  of 


cap.  per  aajT  XfVuv^uw  gaiv.,  consuncior  uoraon; 
mains,  cast  iron,  5  miles,  4  to  12  in.  dia.;  30  hy- 
drants; 15  valves;  meters,  total  number  6,  owned 
by  consumer;  600  services;  pipe,  galv.  iron;  pres- 
sure,  dom.  105  lbs.,  fire  120  lbs.;  consumption  per 
day,  500,000  gals.;  works  belong  to  city. 

CATLETTSBURG.  pop.  6,061;  fire  area,  1.200 
seres;  mercantile  bldgs.,  brick  and  stone,  2  and 
g  stories;  private,  brick  and  wood,  S  stories; 
wooden  roofs  not  permitted;  fireworks  and  com* 
bnstibles  ord.:  causes  of  fires  not  investigated; 
fire  loss  for  1905,  $8,000.  Fire  dept.— 1  steamer  1 
hose  wagon,  2  hose  carriages,  2  horses:  hose,  cot- 
ton, rubber  lined,  good  2,500  ft.;  rubber,  good 
500  ft;  total  hose,  2,600  ft;  fire  alarm,  bell  and 
telephone;  value  of  dept  equipment,  $7,500;  valiie 
of  oldgs.,  $4,000;  ann.  exp.  ot  dept,  11,000;  total 
mem.,  12,  paid  part  time. 

Water  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  filtration  sys- 
tem, 8ettlTnj[  basins;  qualitv  of  water,  good;  res. 
cap.  20,000,000  ^als.,  located  1  mile  from  station; 
4  pumping  engines,  class  comi>.  dup.,  constructors 
Laldlaw-Dunn-Gordon,  Worthington,  Smith-Vaile 
Co.;  mains,  cast  iron,  11  miles,  4  to  20  in.  dia.; 
US  hydrants,  Eddy,  Bourbon;  meters,  total  num- 
ber 7.  Crown  3.  Worthington  3,  Keystone  t. 
owned  by  Co.;  pipe,  galv.  iron;  pressure,  dom. 
140  lbs.;  cost  to  construct,  $150,000;  bonded  debt, 
$110,000;  int.  paid  on. bonds,  5  per  cent;  works  be- 
long to  Co. 

CENTRAL  CITY,  pop.  3,100;  fire  area,  50  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  2  stories; 
private,  brick  and  wood,  1  to  2  stories;  wooden 
roofs     permitted     in     fire     area;     fireworks     and 


combustibles  ord.  Fire  dept. — Nominal;  2  c. 
hand  ex.,  2  hose  reels ;  hose,  5tH)  ft ;  20  volunteers. 
Watbx  Supply— Souree,  river,  IH  miles  from 
business  center;  system,  pump  to  res.;  res.  cap., 
100,000  gals.;  8  pumping  engines,  cap.  per  day 
100^000  gals.,  constructors  Deane  Bros.;  main^ 
cast  and  wrought  iron,  4  miles,  2  to  6  in.  dia.; 
16  hydrants.  Bourbon;  meters,  total  nmnber  4, 
Crown  2,  Nash  2^  owned  by  consumer;  588  ser- 
vices; pipe,  wrought  iron;  pressure,  dom.  60  lbs.; 
bonded  debt,  $28,000;  int  paid  on  bonds,  6  per 
cent;  works  belong  to  Co. 

CENTRAL  COVINGTON,.    Fire  dept— 1  hose 
carriage;  hose,  1,000  ft;  fire  alarm,  bell. 
WATsa  Supply— Source,  from  city  of  Covington. 

CLINTON,  pop.  1,800;  fire  area,  350  acres;  mer- 
cantile bldgs.,  brick,  1  and  2  stories;  privste, 
brick  and  wood,  Ij^  stories;  wooden  roofs  permit- 
ted  in  fire  area;  fireworks  and  combustibles  ord. 
Fire  dept— 1  h.  &  L  truck.  1  hose  wagon,  1  hose 
carriage;  hose,  cotton,  ruboer  lined,  good,  800  ft; 
inferior,  all  kinds,  600  ft;  total  hose,  1,300  ft; 
fire  alarm,  whistle:  value  of  dept  equipment, 
^000;  value  of  bldgs.,  $600;  ann.  exp.  of  dept, 
$600;  total  mem.  10.  paid  part  time. 

Watbx  .Supply— Source,  wells,  H  mile  from 
business  center;  syitem,  pump  to  res.  and  stdp.; 
stdp.  cap.  40,000  gals.,  material  used  in  cons,  sheet 
iron;  quality  of  water,  good;  res.  cap..  60.000  gals., 
located  12  ft.  from  wells;  8  pumping  engines,  con- 
structors Cook,  Deane;  mains,  cast  iron,  8Vi  miles, 
4  to  8  in.  dia.;  24  hydrants;  pressure,  dom.  60  lbs., 
fire  125  lbs. ;  cost  to  construct,  $15,000;  int  paid  on 
bonds,  6  per  cent;  cost  of  mtce.,  $1,000;  works 
belong  to  Co. 

CORBIN,  pop.  2,900;  fire  area,  64  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  and  2  stories; 
privste,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  Howe  fire  engine, 
1  c  engine  on  wheels,  6c.  band  ex.,  1  h.  &  I.  truck, 
1  hose  wagon,  1  hose  carriage:  hose,  cotton,  rub- 
ber lined,  good,  600  ft.;  rubber,  good,  200  ft; 
total  hose,  800  ft;  value  of  dept  equipment,  $1,000; 
ann.  exp.  of  dept,  $180;  total  mem.  25,  paid  full 
time  1,  volunteers  24. 

Watex  Supply — Source,  wells;  res.  owned  by 
L.  &•  N.  R.  R.;  fire  plugs  also  owned  by  R.  It 
Co. 

COVINGTON,  pop.  60,000;  fire  area,  1,495  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  6 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
ord.;  causes  of  fires  investigated.  Fire  dept— 2 
steamers,  1  c.  engine  on  wheels,  4  c.  hand  ex.,  1 
h.  &  1.  truck,  4  hose  wagons,  14  horses;  hose,  cot- 
ton, rubber  lined,  good,  9,000  ft;  inferior,  all 
kinds,  1,500  ft:  total  hose,  10,500  ft.;  fire  alarm, 
Gamewell,  67  boxes;  value  of  dept.  equipment, 
$85,000;  value  of  bldgs.,  $45,000;  ann.  exp.  of  dept, 
836,000;  total  mem.  41,  paid  full  time. 

VVatbk  Supply— Source,  river,  8  miles  from  busi- 
ness center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  111,000,000  gals.;  2  pumping 
engines,  class  vertical  comp.,  cap.  per  day  10,000,- 

000  gals.,  constructor  Holly;  mains,  cast  iron,  46 
I    miles,  4  to   20  in.  dia.;  382  hydrants;   694  valves; 

meters,  total  number  6,532,  owned  by  city;  7,348 
services;  pipe,  lead;  pressure,  dom,  70  lbs.,  fire 
110  lbs.;  consumption  per  day,  3,042,007  gals.;  cost 
to  construct,  $1,113,012;  bonded  debt,  $1,319,200; 
int  paid  on  bonds,  4  per  cent;  cost  of  mtcc.,  $71,- 
260.30;  works  belong  to  city. 

CYNTHIANA,  po|).  4,500;  fire  area,  2  sq.  miles; 
mercantile  bldgs.,  brick,  2  and  3  stories:  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs 
permitted  in  fire  area.    Fire  dept— 1  h.  &  1.  truck, 

1  hose  wagon,  3  hose  reels,  1  norse;  hose,  cotton, 
rubber  lined,  good,  500  ft;  rubber,  good,  1,000  ft; 
inferior,  all  kinds,  400  ft;  total  hose,  1,900  ft; 
value  ot  dept.  equipment,  $1,500;  value  of  bldgs., 
$3,000  total  mem.,  38  volunteers. 

Water  Supply— Source,  river,  U  mile  from 
btisiness  center:  system,  pump  to  stop,  and  direct: 
stdp.  cap.  300,000  gals.,  dim.  22  x  110,  material 
used  in  cons,  steel;  quality  of  water,  poor;  2 
pumping  engines,  class  dup.,  cap.  per  day  672,000 

§als.,  constructor  Gordon;  mains,  6  miles;  65  hy* 
rants;   meters,  total  number  35,  owned  bv  city; 
300  services;  pressure,  dom.  90   lbs.,  fire   w  lbs.; 
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coit  to  construct,  $60,000;  bonded  debt,  120,000; 
int;^aid  on  bonds,  o  per  cent;  cost  of  mtce., 
18,000;  works  belong  to  city. 

DANVILLE,  pop.  4,286  j  mercantae  bldgs..  brick 
and  stone,  8  stones:  private,  stone,  brick  and 
wood,  1  stories;  wooden  roofs  not  permitted;  fire* 
works  and  combustibles  ord.;  causes  of  fires  in- 
▼estinted.  Fire  dept— *1  c.  engine,  2  e.  hand  ex., 
1  h.  ft  1.  truck,  1  hose  wagon^  2  hose  carriages.  I 
horses;  hose,  cotton,  rubber  Imed,  good  2,000  it.; 
inferior,  all  kinds.  500  fL;  total  hose,  2j600  ft.; 
fire  alarm,  elec.  alarm  connected  with  Telephone 
Exchanse;  value  of  dept.  equipment,  &|600; 
value  of  bldgs.,  $2,600:  ann.  exp.  of  dept.,  $800; 
total  mem.,  22,  paid  roll  time  2,  volunteers  20; 
underwriters'  rating,  second  class. 

Watse  Supply— Source,  river:  system,  pump  to 
stdp.;  stdp.  cap.  226,000  gals.,  dim.  160  x  10,  ma- 
terial used  in  cons,  steel,  builders  Walsh  and  Weid- 
ner;  filtration  system,  N.  Y.  C.  F.  Co.,  cap.  of 
plant  1,000,000  gals.;  2  pumping  engines,  cap.  per 
day  2,000,000  gals.,  constructor  Nordberg;  mams, 
cast  iron,  9  miles,  4  to  12  in.  dia.,  Dennis  Long; 
112  hydrants;  meters,  total  number  280,  owned  by 
consumer;  860  services;  pipe,  lead;  pressure^  dom. 
70  lbs.,  fire  100  lbs.;  consumption  per  day  276,000 
gals.,  per  capita  25  gsls.;  cost  to  construct,  ^00,- 
000;  works  belong  to  city. 

DAYTON,  pop.  7,000;  mercantile  bldgs..  brick 
and  wood,  2  and  8  stories;  private,  brick  and  wood, 
1  to  8  stories;  wooden  roots  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept.^4  c  hand 
ex.,  2  comb.  h.  ft  1.  trucks,  1  comb,  c  ft  h.  wair- 
on,  1  horse;  hose,  cotton,  rubber  lined,  good.  800 


full  time  1.  volunteers  6L 

Water  Supply— Source,  supplied  by  the  Ohio 
River;  system,  pump  to  res.;  mains,  8  miles,  4 
to  8  in.  dia.;  104  hydrants;  300  valves;  pressure, 
fire  100  lbs. 

DIXON,  pop.  700.    Fire  dept.— 1  comb.  c.  hand 
enffine;  hose,  400  ft.;  fire  alarm,  bell. 
WATEa  Supply — Source,  cisterns. 

DOVER,  pop.  1.000.     Fire  dept— Volunteer,  12 
men;  1  c.  eng.,  160  ft.  hose. 
Water  Supply— Wells  and  cisterns. 

EARLINGTON,  pop.  8,666;  mercantile  bldgs., 
brick,  1  to  3  stones;  private,  brick  and  wood,  1 
to  3  stories;  wooden  roofs  not  permitted  in  fire 
srea;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept. — ^1  h.  ft  1.  truck.  1 
c.  engines.  3  hose  carriages;  hose,  rubber,  good, 
2.000  ft.;  inferior,  all  kinds,  600  ft.;  toUl  nose, 
2,500  ft.;  fire  alarm,  whistle;  volunteers. 

Water  Supply— Source,  lake,  ^  mile  from  busi- 
ness center;  system,  pump  to  res.  and  direct;  res. 
ttp.,  100,000  gals.;  2  pumping  engines,  cap.  per  day 
120,000  gals.,  constructor  Cameron;  mains,  iron. 
8  miles,  4  to  8  in.  dia.;  18  hvdrants;  meters,  total 
number  200,  Keystone  100,  Trident  100,  owned  by 
Co.;  876  services;  pipe,  wrought  iron;  pressure, 
dom.  20  to  46  lbs.,  mt  46  lbs.;  works  belong  to 
Co. 

ELIZABETHTOWN,  Hardin  County,  pop. 
2,200:  mercantile  bldgs.,  brick,  2  stories;  private, 
wood,  2  stories,  wooden  roofs  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck,  2  hose  carts;  hose,  cot- 
ton, rubber  lined,  good,  1,000  ft.;  fire  alarm,  bell 
and  telephone;  value  of  dept.  equipment,  $2,000; 
value  of  bldgs.,  $7,600:  total  mem.,  40  volunteers; 
underwriters    rating,   fourth  class. 

Water  Supply— Source,  spring,  1}&  miles  from 
business  center:  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  150,000  gals.,  dim.  16  x  100.  material 
used  in  cons,  steel,  builders  Walsh  ft  Weidmar; 
ouality  of  water,  good :  2  pumping  engines,  class 
dup.,  cap.  per  day  600,000  gals.,  constructors  Smith- 
Vaile  Co.:  mains,  cast  iron,  4H  miles,  4  to  8  in. 
dia.;  40  hydrants;  16  valves;  825  services;  pipe, 
galv.  iron;  pressure,  dom.  45  lbs.,  fire  80  lbs.; 
cost  to  construct,  $26,000;  cost  of  mtce.,  $2,500; 
works  belong  to  city. 

ELKTON,  pop.  1,123;  fire  area,  10  acres;  mer- 
cantile  bldgs.,  bnck,  1  and  2  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;    causes  of  fires  in- 


vestigated.   Fire  dept— 1  hand  engine;  hose,  cot- 
ton, rubber  lined,  good  400  ft :  fire  alarm,  bcU: 
value  of  dept   eqmpment,  $700:  total  mem.,    ID 
volunteers;  underwriters'  rating,  fourth  daas. 
Watsb  Supply— Source.  wcUs  and  dstems. 


EMINENCE,  pop.  1,827;  fire  area.  100  «>«•» 
mercantile  bldsn.,  brick,  1  and  2  stones;  priwate, 
wood,  2  and  8  stories;  wooden  roats  not  pcr^ 
mitted;  fireworks  and  combustibles  ord.;  Cannes 
of  fires  investigated.  Fire  dept— 1  steamer,  1 
comb.  c.  and  hose  wagon,  1  h.  ft  L  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  i;>0O 
ft.;  inferior,  all  kinds,  600  ft;  total  hose,  OOO  ft; 
firealarm,  telephone;  value  of  dept  eqwpmcat 
$6,000;  value  of  bldgs.,  $1,600;  total  mem.,  8,  paid 
full  time. 

Watsx  SnppLT-4iource.  eistems  and  wells. 

FALMOUTH,  pop.  1,800;  fire  ares  %  mil«; 
mercantile  bldgs..  bnck  and  wood,  2  and  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  rods 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept.— ^l 
hand  engme,  1  h.  ft  1.  truck.  1  hose  wagon,  1  boss 
carnage:  hose,  cotton,  rubber  lined,  good,  1«100 
ft;  rubber,  good.  000  ft:  inferior,  all  kinds,  60D 
ft;  toUl  hose,  2,200  ft:  fire  alarm,  bell;  value  of 
dept  equipment,  $2^;  value  of  bldgs.,  $1,500; 
ann.  exp.  of  dept,  $600;  total  mem.,  17  volantecrsu 

Watbk  SuppLY—Source,  river,  H  mile  €rom 
business  center;  system,  bump  to  res.;  qualitsr  of 
water,  good;  res.  cap.  600,000  gals.,  second 


voir  9H  X  101  ft.   located  on  hill  near  c^;   1 
pumping  engine,  class  dup..  cap  per  day,  7eD,O0D 

rils..  constructors,  T.  H.  McGowan  Co.;  mams, 
miles,  4  to  8  in.  dia.;  28  bydranU;  150  services: 
pipe,  galv.  iron;  pressure,  dom.  100  lbs.,  fire  106 
lbs.;  consumption  per  day,  80,000  gala.;  cost  to 
construct,  $14,000;  bonded  debt,  $4,600,  int  paid  on 
bonds,  6  and  8  per  cent;  cost  of  mtce.,  $1,X0; 
works  belong  to  city. 

FLEMINGSBURG,  pop.  1,268;  fire  area,  640 
acrea;  mercantile  bldgs.,  brick  and  wood,  1  to  S 
stones;  private,  brick  and  wood,  2  stories;  woodea 
roofs  permitted;  fireworks  and  combustilMCS  ord.; 
causes  of  fires  hivestigated;  av.  fire  loas  per  vr. 
for  8  yrs.,  $1,796.66;  av.  ma.  for  same  time.  $l,7Sl«w 
Fire  dept— 1  steamer,  2  hand  engines,  6  e.  Imub^ 
ex.,  1  h.  ft  L  truck,  t  hose  reels;  hose,  cotton, 
rubber  lined,  good  1.500  ft;  rubber,  good  V»  ft; 
mfenor.  all  kinds,  600  ft;  total  hose,  SJUM  ft;  five 
alarm,  bell;  value  of  dept  equipment  $7,000;  ana. 
exp.  of  dept,  $700;  total  mem.,  100  volonteera; 
underwriters'  rating,  third  class. 

Watxr  Supply— Source,  wells,  creeks  and  cis- 
terns. 

FRANKFORT,  pop.  14,000;  fire  area.  600  scx«s; 
mercantile  bldgs.^  bnck  and  wood,  1  to  4  stories; 
private,  stone,  bnck  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  steam- 
er, 2  c.  hand  ex.,  1  h.  ft  1.  truck,  2  hose  wagons. 
4  horses;  hose,  cotton,  rubber  lined,  good. 
total  hose,  1,900  ft;  fire  alarm,  electric,  a  boxes; 
}!li^^  °*P^  equipr.ent,  $6,000;  value  of  bldga., 
$10,000;  ann.  exp.  of  dept,  $3J500;  toUl  mem.  4, 
paid  full  time. 

Watxs  SuppLT-^Source,  river,  1  mile  from  buAi- 
nns  center;  system,  pump  to  res.;  res.  cap.  8,080.- 
?SjBKi?'»  ?  P««P»n«  engines,  vert,  cap.  per  day 
6.000,000  gals.,  constructors  Holly  and  Barr;  mains. 
14  miles,  6  to  14  m.  dia..  Dennis  Long;  126  hy 
drants,  Mathews;  100  valves;  meters,  toul  num- 
ber   76,    Crown,    Gem;    1.400  services;   pressare. 

rSS'JS®  **".'•»  *'■*  ^  ^^*-»  consumption,  per  day 
1,200,000  gals.,  per  capita  120  gals.;  cost  to  con- 
struct $200,000;  ann.  cost  of  mtce..  $6,000;  works 
belong  to  Co. 

FRANKLIN,   pop.   8.000;  fire  area,  OfO  acres; 

mercantile  bldgs..  wood  and  brick.  1  to  8  stories: 
pnvate,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  ord.  Fire  dept.— 1  h.  ft  L  truck, 
3  hose  carts;  total  hose,  1,600  ft.:  fire  alarm,  bell: 
value  of  dept.  equipment,  $1,600  total  mem.,  U, 
paid  part  time. 

Watex  Supply— Source,  creek,  1  mile  from  busi- 
ness center:  svstem.  pump  to  stdp.  and  direct: 
stdp.  cap.  60,000  gals.,  dim.  26  x  80.  material  used 
in  cons,  iron  and  steel;  quality  of  water,  soft; 
pumping  engines,  class  vertical,  cap.  per  day  2,- 
225,000  gals.,   constructors   Smith- Vailc.  Worthing- 


FIRE    DEPARTMENTS    AHD    WATER    SUPPLY— KENTUCKY. 


pmiurc,  dam.  10  iM., 
cotmnict,  04,(00;  boni 
on  boodi,  b  per  cent;  i 


>  I  in.  dk. ;  tl  hTdnat*. 
irt  M  to  IH  Ibi.;  co«t  to 
rd  debt.  llE,000i  int.  paid 
•n  of  mice.  UioO;  wotki 


tM).3i'3"'Fir, 


bofc  canissu.  1  hoiMi  hoM,  ( 

food,  1,000  ft-i  nibbn,  Eooi], 
500  ft.:  file  lIuTD.  tcTcpho: 
cquiptneoi,    8,000:    tiluc    of 


iiUgi., 


buiincM  ecDtcr:  intem,  pump  to  atdp.  ud  i 
Tcct:  itdp.  cmp.  11,500  gdi.,  Mulder  Uorgu; 
pumping  cnEine.  up.  per  Hf  IJW.OOO  B>1>.,  cm- 
iiructor  Dcue;  tiumt,  cut  ud  wtauiht  iion,  GK 
mil«.  1  to  S  in.  dU.,  Dcnnli  Ijmg;  H  hjdruti. 
Morgms;  11  thItci;  mrtcn,  total  nnmbtf  t,  Buf- 
lalo,  Qwncd  b;  citj:  KO  aerricei;  pipe,  iron  and 
lEatll  prcuDie,  dom.  <E  Iba.,  fire  M  to  UO  Iba.: 
coil  to  conatraet,  tW,S00i  int.  uid  on  bondi,  t 
pn  cent;  mn.  ooit  of  rato«.,  tUSOO>  wotka  belong 


GEORGETOWN, 


«df.io, 


6,000: 


:    area.     500 
1  3   iloriri; 

'md  '  ft?e 


lined.  '  good,    i'tOO    ft.'':    Ere    alarm,  °Gam'ei^11,  " 

h1dg"|  ri«.OM;%nn,  ei^o!''"^"'  wio;  total  mem. 
S.  paid  fall  time  1,  paid  part  fimt  T;  underwriieri' 

WATia  Sdtflv— Souret,  ipring  and  elitema, 
1.000  ft.  from  bniinei*  center;  aritem,  pump  di- 
rect; qiulilT  of  water,  good:  1  pumnmg  engine, 
cap.  per  day  1,800.000  gill.,  fontlruclori  Llidlaw- 


-  _  ..,  ,-,,  _, jercantile  hldgi., 

.  bricli,  t  ami  t  alorlei;  prirate,  wood,  1 
moden  roof)  not  peiraitteai  firework)  and 
;t,„    -_i  .    -.    < —    '— itigated. 


Eoo<],  !,«»  I 
inda,  100  ft. 


c  bud  en.,  1  b.  &  1.  truck,  1  faoac 
■rriagei;  boie,  cotton,  rubber  lined, 
.;  linen,  good.  1,000  ft.;  inferior,  all 
total  boae,  t,«00  ft;  fire  alarm,  bell; 
equipment.  tl,50D;  value  of  bldgi.. 


nling,  third  claai. 

WATEa  SnrpLr— Source,  creek;  lyiti 

Hdp.  ■     Itdp      I inn  nnn    — i-        J;_      < 

tnial  Bicdin 
per    diT    E00,< 


,,    conilruclor    Wortbingtoo: 
8  in.  die.,  Dennia  Loag;  W 

ea :  pipe,  iron ;  preMare,  dom.  60  Ibi.,  Bre  109 
.;  conanmplion,  per  day  40.000  gall.,  per  capita 
gal).;  coat  to  conitruct,  119,000;  ann.  coal  of 
;e.,  tUCO;  work)  belong  to  Co. 

_REENUP,    pop.    711. 
and  band  engine;  total  mem.,  « 

\V*Tia  SurPLY— Source,   wcili 

GREENVILLE,  pop.  2,H».  F 
menC,  1  ho>e  carta,  Z  fire  ladder 
value  of  equipmeBt,  11.600;  total 


number  of  pump)  Z,  Plait:  cap.  per  dav.  £00,000 
gals.;  11  firdranls:  6  valvei:  mslng,  10  milea;  pro- 
sure,  dom.  SO  Iba..  lire  120  lb).;  cost  of  work),  $10,- 
OOO:  worka  owned  by  Co. 

fire  area.  ID  acres.     Fire 
!,  1,000   ft.;     toul   men., 
ju  volunteer). 

WATti  SoM-LY-Source,   walerworka   owned   bj 
L.  &  N.  R.  R  Co. ;    uaed  only  in  caae  of  fire. 

RARROD5BUKG.  pop  1,8TE:  mercantile  bids).. 
brick.   1  to  1  atoriea:   private,  brick  and  wood,  2 


imlnutibia   ord.;   eaiue*   ol   Erea   invotigmMd; 


eela,  I  horaea;  fao)e,  r 

T,  all  kindi,  EiOft.;  lol 
■uiui,  bell;  Talui  of  dept.  eai 

of  biJo-,  tlOOO;  total  mem.,  ._.  ^ 

paid   part   time  Uj    ncderwriler)     rating. 


ipment,  11,000;  valne 
U,  paid  tnll  time  L 
lert'  rating,    aeeoad 


IE  SntrLV'^oiirce,  river,  1  mite  from  bnai- 
cntcr;  aratem,  pump  to  atdp.;  aldp.  cap. 
n.l*.<  dim.  IDO  X  WA,  material  uaed  in  con*, 
luildera  Porter  Baiier  Co.;  t  pnmplng  en- 
daaa    camp,    dup.,    cap.^  per  dir    l,(mjm 

;  (t  hjrdranta,  Boorbon; 


6S,000  gall.,  per  capita  ll'gali.;  coil 
(80,000:  Int.  paid  on  bond),  0  per  c 
of  mtcc  tLHO;  work*  belong  to  C 

HAWESVILLE.  pop.  1,041;  Ore  area^  100  ai 


- ,-    n-TBOi 

_..  Ina.  for  aame  time,  tUlO.  Fir*  deipt.-~I  bo** 
reel*;  boae,  cotton,  rubber  lined,  good  HO  ft.; 
mbbet,  good  100  ft.;  total  boae,  1,000  tt.;  fir* 
alarm,  bell;  valve  of  dept  eoDipment.  Q.O00: 
valne  of  bidga.  KOO;  ann,  exp.  01  dept.,  lEO;  total 
mem.,  14,  paid  put  time;  undcrwrller*'  rating, 
fourth  claaa. 

Watee  ScrrLT— Source,  river,  1  block  Ironi 
buaineai  center;  natem,  gravity,  ptnnp  to  re*.  *nd 
direct;  qualitr  of  water,  aoft;  re*,  cap.  1,100,000 
gal).,  located  on  hill  above  town;  t  pumpiu  en- 
ginea,  clasa  lingte  and  dap.,  cap.  per  d*r  1,000,000 

Kn,'  l*°ml!e™  4  to  S^ln."  dU.°  ™'  h'jdruti;'*!! 
valvea;  me tera,  total  number  9.  Crown  1,  Na^  ■, 
Trident  1,  Bnsalo  4;  7t  urrlce);  pip«,  galv.  Iron; 
preaiure,  dom.  100  Iba.,  fire  100  lb*.;  coniumptioa 
per  d*T,  10a;000  nl).;  coat  to  conatruct,  WiMO; 
COM  of  mtcc,  njOO;  work*  belong  to  Co. 


_   I 

one  Bad  wood,  1  to  S  )to- 
permitted;  firework*  and 
I  of  firea  ipveatlgtted;  fire 


atoriea  i    private,  brick, 

comba*liblei  ord. 
Io*a  for  1)04,  tSt 
—       dept— 1  e. 


tii,ooo. 
.  ,  _  „ 1  h.   A 

truck,  1  faoae  wagon,  1  boae  carriage,  6  horse* ; 
lie,  robber,  good  1,000  ft;  Inferior,  all  kiada,  (00 
.;  total  hoae,  UOO  ft:  fire  alinn,  Gunewell,  18 


'eiiulpmeni,  ^,600:  nine 
-     of    dept.,   II.IO0:    total 
mderwrller*'  rating,  firil 


a  SoTPi-y— Sourc 


GOO.OOO    I 


ildui  Allen  &  Co.;  qualitr  of  water, 
.  I.OD0.O0O  gala,  located  on  hUl  liOOO 
'-~~  -~''  — ;  s  pumping  engine*. 
dap.,  cap.  per  day  I,- 
I  XlHa,  Uidl*w-Dunn. 
(loraon:  mains,  ciat  iron,  IT  mile),  i  to  14  in.  dia.; 
ITS  hrdranti;  118  valve*;  meler*,  total  nnnber  E4, 
Crown  1,  Empire  16,  Heraey  Rotary  8,  Trident  8. 
WorlhinEton  4,  Keyatoae  G,  Lambert  1,  owned  by 
citjr;  IJW  )c<7<cea;  pipe,  galv.  Iron;  preaanra, 
dom.  40  Iba.,  fire  85  Iba.;  coniumplion  per  day, 
18,000,000  gij).;  coit  to  conitruct.  t»0,Om:  lot 
paid  on  bonds,  4  per  cent;  eo*t  of  mtcc,  fI,5O0; 
worka  belong  to  city. 

HICKMAN,    pop.   3.500;    fire   area.   1.000  acrea; 
mercantile  bldp..   brick.   1  to  3  ' 


ord-:   caus 


._   of  firei 
riages;  hoM 


'ustiblc* 


dept  equipment. 
Wateb  Supply 


p. :  sidp.  cap.  35,0(0  gals,,  dim 
V\orthinBlon ; 
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sure,  fire  120  lbs.;  cost  to  construct,  $35,000;  ann. 
>co8t  of  mtce.,  $8,000;  works  belong  to  Co. 

HOGENVILLE.  pop.  1,200.  Fire  dept-1  hand 
-engine,  c.  hand  ex.,  1  hose  reel;  hose,  600  ft.; 
total  mem.,  20  volunteers. 

Watbk  SurPLY-^ource,  wells,  cistemt  and 
*«reek. 

HOPKINSVILLE,    pop.  7,280;     fire    area.    00 

.acres;  mercantile  bldWs.,  brick  and  stone,  2  and  S 
stories ;  private,  wooa  and  brick,  2  stories :  woodep 

-roofs  not  permitted;  fireworks  and  combustibles 
ord.;  fire  loss  for  1002,  $22,000.  Fire  dept.— 
1  steamer,  35  c.  hand  ex.,  8  hose  carts,  2 
hose  carriages,  8  horses;  hose,  cotton,  rubber 
lined,  good  700  ft.;  rubber,  good  2,000  ft.;  total 
hose,  2.700  ft.;  fire  alarm,  telephone  and  bell; 
value  of  dept.  equipment,  $7,600;  value  of  bldgs., 
$6,500;  ann.  exp.  of  dept.,  $2,600;  total  mem.,  10. 
paid  full  time  8.  paid  part  time  7;  underwriters* 
rating,  second  class. 

Water  Supply— Source,  river  and  lake,  4  miles 
from  town;  system,  pump  to  stdp.;  stdp.  cap. 
160,000  gals.,  dim.  16  x  100,  material  used  in  cons, 
steel;  res.  cap.,  175,000,000  gals.;  2  pumping  en- 
gines, class  comp.  dup.,  cap.  per  day  2,000,000  gals., 
constructors  Laidlaw-Dun-Gordon ;  mains,  cast 
iron,   14    miles,    4   to    12   in.    dia.;    127    hydrants; 

-meters,  total  number  660;  1,296  services;  pipe,  galv. 
iron;  pressure,  dom.  96  lbs.,  fire  100  lbs.;   works 

'  belong  to  Co. 

KUTTAWA,  pop.  868.  Fire  dept— 8  hose  carts; 
hose,  1,000  ft.;  nre  alarm,  bell  and  telephone. 

Water  SuppLY-^Souree,  lake;  system,  pump  to 
-res.;  res.  cap.,  196,000  gals.;  2  pumps.  Snow;  cap. 
per  day,  200.000  gals.;  pressure,  80  lbs. 

LA  GRANGE,  pop.  1,600.  Fire  dept.— 1  hand 
and  c.  engine,  1  nose  cart;  hose,  600  ft.;  total 
mem.,  26  volunteers;  value  of  dept.  equipment, 
$2,000. 

Watek  Supply — Source,  wagon  and  cisterns. 

LANCASTER,  pop.  2,200;  fire  area,  640  acres; 
mercantile  bldgs.,  bnck,  2  and  3  stories:  private, 
brick  and  wood,  IH  and  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  e.  engine  on 
wheels,  1  h.  &  1.  truck,  1  hose  wagon,  1  comb, 
c.  &  h.  wagon;  hose,  cotton,  rubber  lined,  good, 
1,000  ft;  rubber,  good,  100  ft;  total  hose,  1,100  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $8,000: 
value  of  bldgs.,  $2,600;  total  mem.,  10  paid  full 
time. 

Water  Supply— Source,  lake,  VA  miles  from 
business  center;  system,  pump  direct  to  mains; 
qualitv  of  water,  good;  filtration,  slow,  sand;  res. 
.cap.,  26.000,000  gals.;  2  pumping  ensines,  cap.  per 
day  1,000,000  gals.,  constructors  Laidlaw-Dunn- 
Gordon ;  mains,  cast  iron,  i%  miles,  4  to  8  in.  dia. ; 
40  hydrants;  13  valves;  meters,  total  number  11, 
Trident  1,  Buffalo  2,  Pittsburg  1,  Keystone  6; 
owned  by  vity;  100  services;  pipe,  galv.  iron; 
pressure,  dom.  40  lbs.,  fire  160  ids.;  cost  to  con- 
struct, ^0,000;  bonded  debt,  $20,000;  int  paid  on 
bonds,  6  per  cent;  cost  of  mtce.,  $2,600;  works  be- 
long to  city. 

LATONIA,  pop.  1,8S2;  mercantile  bldgs.,  wood. 
Fire  dept— 1  h.  &  1.  truck,  1  hose  carriage,  1 
comb,  wagon,  2  hand  reels,  2  horses;  hose,  1,500 
ft:  fire  alarm,  Gamewell;  2  paid  men. 

Water  Supply — Not  reported. 

LAWRENCEBURG.  pop.  1,660;  mercantile 
bldgs.,  brick,  1  and  2  stories;  private,  wood,  1 
stor]r;  wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.;  cause  of  fires  investigated.  Fire 
dept— 1  comb.  c.  &  h.  wason,  2  horses;  hose,  cot- 
ton, rubber  lined,  good  oOO  ft;  fire  alarm,  bell; 
volunteers. 

Water  Supply — Source,  wells  and  river:  system, 
pump  to  stdp.;  stdp.  cap.  60,000  gals.;  3  pumps; 
mains,  Z}^  miles;  6-in.  water  pipes,  1^  air  pipes, 
cap.,  76  gals,  per  min. ;  33  hydrants. 

LEBANON,  pop.  3,043;  fire  area,  1.920  acres; 
mercantile  bldgs.,  brick  and  stone,  and  3  stories; 
private,  wood  and  brick,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  hand  engine,  1  h.  &  1.  truck.  3  hose 
carriages;  hose,  cotton,  rubber  lined,  good  Z^OOO  ft.; 
fire  alarm,  telephone;  value  of  dept  equipment, 
12.500;  value  of  bldgs.,  3,000;  ann.  exp.  of  dept., 
$350;  total  mem..  20,  paid  full  time  1,  volunteers 
19. 


Water  Supply— Source,  river;  system,  pump 
to  res.;  res.  cap.  1,000,000  gals.;  8  pump- 
ing engines,  class  comp.  dup..  cap.  per  day 
l,(NiO,000  gals.,  constructor  Gordon:  mains,  cast 
iron,  12  miles,  4  to  12  in.  dia.,  DenAis  Lmig: 
45  hydrants,  Bourbon;  44  valves;  meters,  total 
number  50;  276  services;  pressur^dcn.  uO  tt», 
fire  125  lbs.:  cost  to  construct  972,000;  ann.  cost  of 
mtce..  $4,000;  works  belong  to  city;  L  M.  Rains, 
supt  waterworks. 

LEXINGTON,  pop.  40,000:  fire  area.  W  sq. 
miles;  mercantile  bldgs.,  brick,  2  to  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com- 
bustioles  ord.;  causes  of  fires  investigated.  Fire 
dept — ^1  c  engine,  10  c  hand  ex.,  1  h.  fr  I.  truck. 
3  hose  wagons,  3  comb.  c.  &  h.  wagons,  19  horses; 
hose,  cotton,  rubber  lined,  good.  6,d00  ft ;  rubber, 
good,  3,000  ft;  total  hose,  8,60O  it.\  fire  alarm, 
electric,  60  boxes:  value  of  dept  equipment,  $45,- 
000;  value  of  bldgs.,  $26,000;  ann.  exp.  of  dept. 
$40,900;  total  mem.,  42,  paid  full  time. 

Watbk  Supply— Source,  empounding  reaervmr, 
3  miles  from  business  center,  and  creek;  system, 
pump  direct;  filtration  system,  Jewell;  cap.  of 
plant  4,000,000  gals.;  quality  of  water,  good;  res^ 
cap.  630,000,000  gals.,  located  8  miles  east  off  city; 
pumping  engines,  cap.  per  day  12,000,000  eals., 
constructors  Holly  and  Gaskill;  mains  Cdnplicate 
mains  from  pumping  station  in  city),  cast  iron. 
68  miles,  4  to  24  in.  dia.,  Addyston;  640  hydrants. 
Holly  and  Bourbon;  488  valves.  Crane  and  Lcd- 
low;  meters,  total  number  8,398,  Hersey  Rotary, 
owned  by  Co.;3,673  services;  pipe,  lead;  pressure, 
dom.  50  lbs.,  fire  120  lbs.:  consumption  per  day 
2,000,000  gals.,  per  capita  60  gals.;  works  bcloog 
to  Co. 

LOUISA,  pop.  1,089.  Fire  dept.— 2  ho*e  carts: 
hose,  600  ft;  total  mem.,  23  volunteers. 

WATEa  Supply— Source,  river;  system,  pump 
direct  and  gravity;  res.  cap.,  2,000.000  gals.;  34 
hydrants;  pressure,  180  lbs. 

LOUISVILLE,  pop.  248,625;  fire  area,  aOH  sQ 
miles;  mercantile  bldgs.,  stone  and  brick,  1  to  10 
stories;  private,  stone,  brick  and  wood,  SH  sto- 
ries; wooden  roofs  permitted  in  fire  area:  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 20  ateamers,  1  water  tower, 
20  c.  hand  ex.,  8  h.  &  1.  trucks,  4  aerial  tmcki, 

1  supply  wagon,  16  hose  reels,  8  comb,  c  &  h. 
wagons,  130  horses;   hose,   cotton,  rubber,    lined. 

good.  48.000  ft;  rubber,  good,  27,000  ft;  total  hose. 
0,700  ft:  fire  alarm,  electric,  850  boxes;  value  of 
dept  equipment,  175.000:  an.  exp.  of  dept,  $339,119: 
total  mem.  246,  paid  full  time. 

WAT«a  Supply— Source,  river;  system,  ^ynrnp  to 
res.,  to  stdp.  and  elevated  tenk;  stdp.  cap.  l,200.^iX 
gals.,  dim.  of  tank,  60  x  66;  dim.  of  stdp.,  5  x  153: 
material  used  in  cons.,  iron;  res.  cap.,  100,000.' W 
gals.;  7  pumping  ennnes;  cap.  per  day  122,000. f«p 
gals.,  constructors  Hollv,  Blake  and  Comtsh. 
mains,  320  miles,  3  to  4S  in.  dia.,  Dennis  Loni:: 
862  hydrants.  Wood;  671  fire  cisterns;  4,766  valves. 
31,646  services;  pipe,  lead;  pressure,  dom.  ani 
fire,  70  lbs.;  consumption  per  day  22,000,000  ga!s 
per  capita  112  gals.;  cost  to  construct.  $S.Q66.t>97: 
int.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce.. 
$3^,000;  works  belong  to  city. 

LUDLOW,  pop.  3,760;  bldgs.,  brick  and  wo^i. 

2  stories.  Fire  dept.— 1  h.  &  L  truck,  2  hose  rccv 
1  horse;  hose,  inferior,  all  kinds,  200  ft.;  ton 
hose,  1,800  ft.;  fire  alarm,  electric,  15  boxes;  \a.u-r 
of  dept.  equipment  $2,000;  ann.  exp.  of  dept..  83'T. 
total  mem.,  40  volunteers;  underwriters  ratin^^ 
first  class. 

Water  Supply — Source,  river,  7  miles  h^-r 
business  center;  system,  j>ump  to  res.;  qualitA'  " 
water,  good;  res.  cap.  85,000.000  gals.,  located  •• 
Fort  Thomas;  2  pumping  ciufines,  cap.  per  d.: 
10.000,000  gals.,  constructor  Gaskill;  mains,  ca^t 
iron,  9  miles,  6  to  12  in.  dia.;  47  hydrants,  B-^ur 
bon;  130  valves,  Bourbon;  meters,  total  numbs- 
675,  Buffalo  654,  Nash  20,  Pittsburg  1,  owned  In 
consumer;  675  services;  pipe,  lead;  pressure,  »1  -r 
119  lbs.,  fire  119  lbs.;  cost  to  construct.  S3»\'»-' 
bonded  debt  825,000;  int.  paid  on  bonds,  a  -^tt 
cent;  ann.  cost  of  mtce.,  8500;  works  belonfr  »' 
city. 

MADISONVILLE,  pop.  3,628:  fire  area,  W 
acres;  mercantile  bldgs.,  brick  and  metal,  2  stories: 
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priTate,  brick  and  wood,  1  and  2  itories;  wooden 
rools  not  pennitted:  fireworks  and  comliuttiblea 
ord.;  fire  loss  for  1902,  |5,00D;  ins.  for 
same  time,  18,168.  Fire  dept— 1  band  engine;  6  c 
hand  ex.,  1  h.  ft  L  truck,  2  hose  carts,  1  nose  car- 
riage,  2  horses;  hose,  cotton,  rubber  lined,  good 
1,500  ft.;  rubber,  good  800  ft.:  inferior,  all  kinds, 
100  ft.;  total  hose,  1,900  ft.;  fire  alarm,  bell;  total 
mem.,  10  yolunteers;  underwriters'  rating,  fotirtb 
class. 

Watzs  Supply— Source,  lake,  %  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
good;  pumping  engine,  cap.  per  day,  180,000  gals.; 
mains,  iron,  3  miles,  6  to  8  in.  dia.;  7  hydrants; 
a  few  meters;  pressure,  dom.  80  lbs.,  fire  150  lbs. 
consumption  per  day,  160,000  gals.;  works  belong 
to  Co. 

MAYFIELD,  pop.  7,800*  fire  area,  500  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  S  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
fire  loss  for  1904,  121,222;  ins.  involved  for  same 
time  $34400.  Fire  dept^l  c  engine  on  wheels, 
S  c.  hand  ex..  1  hose  wagon,  1  hose  cart,  1  comb, 
c.  &  h.  wagon,  2  horses;  hose,  cotton,  rubber 
lined,  good,  1,800  ft.;  fire  alarm,  bell,  18  boxes; 
value  of  dept.  equipment,  $3,000;  value  of  bldgs., 
{4,000;  ann.  exp.  of  dept.,  |2,S0O;  total  mem.  3, 
paid  full  time. 

VV'ater  Supply — ^Source,  wells;  air  lift  system, 
purnp  to  stdp. ;  stdp.  cap.,  125,000  gals.;  res.  cap., 
300,000  gals.;  2  pumping  engines,  cap.  per  day 
3,500.000  gals.,  constructor  Worthington,  Laidlaw- 
Dunn-Gordon ;  mains,  cast  iron,  8^  miles,  4  to  10 
in.  dia.;  117  hydrants;  26  valves;  pressure,  dom.  40 
lbs.,  fire  100  to  140  lbs.;  cost  to  construct,  $26,000. 

MAYSVILLE.  i)op.  7,600;  mercantile  bldgs., 
brick,  2  to  4  stories;  private,  brick  and  wood, 
2  and  3  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  ^re  dept.— 8  h.  &  1.  trucks, 
10  hose  reels;  total  hose,  7,000  ft;  fire  alarm,  bell 
and  telephone;  value  of  dept.  equipment,  $13,000; 
value  of  bldgs.,  $50,000;  ann.  exp.  of  dept,  $3,500; 
total  mem.,  175  volunteers;  underwriters'  rating, 
first  class. 

WATsa  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  3,000,000  gals.,  located  1 
mile  from  Pump  house;  2  pumping  engines,  cap. 
per  dav  2,000,000  gals.,  constructors  nlake,  Gor- 
don, McGowan;  mains,  cast  iron,  14^  miles,  8  to 
16  in.  dia.;  90  hydrants:  90  valves;  meters,  total 
number  40,  Crown  30,  Trident  10,  owned  by  Co.; 
1.044  services;  pipe,  lead  and  galv.  iron;  pressure, 
dom.  150  lbs.,  fire  150  lbs.;  consumption  per  day, 
1,000,000  gals.;  works  belong  to  Co. 

MIDDLESBORO,  pop.  4,162;  fire  area,  8  x  11 
squares;  mercantile  bldgs,  brick,  2  and  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted:  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated:  fire  loss  for  1902,  $4,000; 
ins.  for  same  time,  $2,8001  Fire  dept.~l  steamer: 
%  c  engine,  1  u.  ft  1.  truck,  1  hose  cart,  8 
horses;  hose,  cotton,  rubber  lined,  good  LOCO  ft; 
rubber,  good  1,000  ft;  total  hose,  l!;000  ft;  fire 
alarm,  whistle  and  telephone;  value  of  dept 
eqtiipments,  $11,000:  valiae  of  bldgs.,  $20,000;  ann. 
exp.  of  dept,  $2,000;  total  mem.,  7,  paid  full  time 
4«  paid  part  time  8. 


0,000  gala., 
iron,  builder  Cunningham;  res.  cap.,  7,000,000  gals.; 
2pttmping  engines,  class  hor.,  cap.  per  day  7,000,* 

000  gals.,  constructor  Allis;  mains,  8%  miles.  4  to 
24  in.  dia..  So.  Pittsburg,  Anniston  and  Chatta- 
nooga; 00  hydranta,  Ludlow:  meters,  total  num- 
ber 68,  Thomson,  Nash,  owned  by  Co. :  189  services; 
pipe,  galv.  iron;  pressure,  dom.  HO  Ids.;  consump- 
tion per  day,  600,000  gals.,  per  capita  12B  gal&;  coat 
to  construct  $300,000;  an.  cost  of  mtce.,  $6,000; 
works  belong  to  Co. 

MIDWAY,  pop.  1300;  mercantile  bldgs.,  brick, 

1  and  2  stories;  private,  wood.  2  stories;  wooden 
roofs  permitted  m  fire  area;  fireworks  and  com- 
bustibles ord.;  csuses  of  fires  investigated.  Fire 
dept— 1  steamer,  6  c  hand  ex.,  3  hose  reels;  hose, 
cotton,  rubber  lined,  good,  2,000  ft.;  inferior,  all 
kinds,  400  ft;  total  hose,  2,400  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $6,000;  value  of  bldgs., 
$2,000;  total  mem.  16,  paid  full  time. 


Watbs  Supplt— Source,  cisterns,  cap.  100,000 
gals. 

MILLERSBURG,  pop.  1,850;  fire  area,  100 
acres.  Fire  dept— 1  stesm  engine,  1  hand  c  ex.,  1 
hand  engine;  value  of  dept  equipment,  $8J500; 
value  of  bldgs,  $1,200;  ann.  exp.  of  dept,  $100; 
total  mem.,  Z8,  paid  part  time. 

WATia  Supply— Source,  cisterns. 

MOKGANFIELD.  pop.  2,046;  fire  area,  10  acres; 
mercantile  bldas.,  brick.  1  to  2Vi  stories;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept — ^1  h. 
&  1.  truck  with  hose,  2  c  hand  ex.,  1  hose  reeL  2 
horses;  hose,  cotton,  rubber  lined,  good,  400  ft; 
inferior,  all  kinds,  400  ft.;  total  hose,  800  ftj  fire 
alarm,  whistle;  value  of  dept  equipment,  $1,800; 
value  of  bldgs.,  $2,000;  ann.  exp.  of  dept.,  $911; 
total  mem.  8,  paid  full  time  1,  paid  part  time  7. 

Watex  Svpply- Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  res.  and  stdp.: 
stdp.  cap.  60,000  gals.,  dim.  40  x  16,  material  used 
in  cons.  iron,  builder  Youngstown  Bridge  Co.^ 
res.  cap.,  260,000  gals.;  2  pumping  engines,  class 
dup.,  cap.  per  dajr  1,000,000  gals.,  constructor 
Deane;  mains,  5  miles,  4  to  12  in.  dia.;  46  hy- 
drants; 115  services;  pipe,  lead  and  galv.  iron; 
pressure,  dom.  60  lbs.,  nre  65  to  120  lbs.;  consump- 
tion,  per  day  25,000  gals.,  per  capita  10  gals.;  cost 
to  construct,  $22,000;  int.  paid  on  oonds,  6  per  cent; 
ann.  cost  of  mtce.,  $760;  works  belong  to  city. 

MT.  STERLING,  pop.  3,561;  fire  area,  1,000 
acres;  mercantile  bldgs.,  brick  and  stone,  2  and  3 
stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.  Fire  dept. — 2  c. 
engines,  1  h.  &  1.  truck,  2  hose  carriages,  1  hose 
wagon;  hose,  cotton,  rubber  lined,  good,  2,250  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $10,000; 
value  of  bldgs.,  $8,000;  ann.  exp.  ot  dept.,  $1,200; 
total  mem.  12,  paid  full  time. 

Watb*  Supply— Source,  creek,  6  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
250,000  gals.,  dim.  16  x  150,  material  used  in  cons, 
iron;  quality  of  water,  good;  1  pumping  engine, 
class  dup.  comp.,  cap.  per  day  720,000  gals.,  con- 
structors,  Jeanesville  Iron  Works;  mains,  iron, 
12  miles,  4  to  12  in.  dia.;  100  hydrants;  60  valves; 
meters,  total  number  300,  Lambert,  owned  by  Co.; 
300  services;  pipe,  iron;  pressure,  dom.  66  to  85 
lbs.,  fire  65  to  So  lbs.;  consumption  per  day,  100,- 
000  gals.;  works  belong  to  Co. 

MOUNT  OLIVET,  pop.  400;  fire  area,  160 
acres;  mercantile  bldgs,  brick  and  wood,  1  and  2 
stories;  private,  wood,  1  and  2  stories,  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com* 
bustibles  ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.  for  3  yrs.,  $200;  av.  ins.  involved 
for  same  time,  $600,  Fire  dept. — 1  comb.  c.  &  h. 
wagon:  hose,  300  ft.;  value  of  dept.  equipment, 
$800;  underwriters'  rating,  sixth  class. 

Water  Supply — Source,  cisterns. 

MURRAY,  pop.  1,822:  mercantile  bldgs.,  stone, 
brick  and  wood.  Fire  dept— 2  hand  engines;  fire 
alarm,  whistle. 

Watex  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  36,000  gals. 

NEWPORT,  pop.  32,000;  fire  area,  900  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  brick  and  wood,  1  to  8  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 7  c.  hand 
ex.,  1  h.  &  I.  truck,  4  hose  wagons,  6  horses; 
hose,  cotton  rubber  lined,  good.  6,000  ft ;  rubber, 
good.  100  ft.;  total  hose,  6,100  ft;  fire  alarm, 
electric,  43  boxes;  ann.  exp.  of  dept.,  $13,500;  to* 
tal  mem.  12,  paid  full  time. 

Water  Supply — Source,  river,  6  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  60,000,000  gals., 
located  3  miles  from  city;  2  pumping  engines, 
cap.  per  day  4,000,000  gals.,  constructor  Holly; 
new  triple  expansion  pump,  cap.  5,000,000  /{als.  per 
day,  constructor  Piatt  Iron  Works;  mains,  cast 
iron,  42^  miles,  4  to  20  in.  dia.:  306  hvdrants;  627 
valves;  meters,  total  number  1,714,  Crown  1,354, 
Nash  21,  Union  53,  Empire  1,  Hersey  Rotary  21, 
Trident  61,  Thomson  3,  Worthington  66,  Buffalo 
4,  Columbia  21,  Westinghouse  3,  Lambert  6, 
owned  by  consumer;  5,9^  services;  pipe,  lead; 
pressure,  dom.  85  lbs.,  fire  85  lbs.;  consumption 
per  day  2,000,000  gals.;  cost  to  construct,  $850,000: 
bonded   debt   $506,000;   int.   paid   on   bonds,  3  2-S 
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p«r  cent;  cost  of  mtcc,  126,000;  works  belong  to 
city. 

NICHOLASVILLE,  pop.  S^;  fire  area,  260 
acres;  mercantile  bldgt.,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood,  1  to  8  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept  1  hose  wagon.  2  horses;  hose,  cotton, 
rubber  lined,  good,  2,000  ft;  inferior,  all  kinds. 
800  ft.;  total  hose,  2.800  ft.;  fire  alarm,  bell,  and 
electric,  16  boxes:  value  of  dept.  equipment,  |2;> 
000:  value  of  bldgs.,  |5,000;  ann.  exp.  of  dept., 
1760;  toul  mem.  13,  paid  full  time  2,  paid  part 
time  12. 

WATsa  SurPLT— Source,  creek  and  wdls,  8H 
miles  from  businesa  center:  mtem.  pumo  to 
stdp.  and  direct;  stdp.  cap.  lfiO,0iDO  gala.,  bnuders 


Pittsburg;  60  hydrants,  Bourbon;  meters,  total 
number  60,  Gem,  Hersey,  National,  owned  by 
Co.;  140  services;  pipe,  galv.  iron  and  lead; 
pressure,  dom.  46  Ibs^  fire  60  to  76  lbs.;  con- 
sumption per  day  60,000  fl^sla.,  per  capita  26  nls.; 
cost  to  construct,  860,000;  intjMid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.,  $2,600;  works  belong  to 
Co. 

OWENSBORO,  pop.  20,000;  fire  area,  MO  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  8  stories; 
private,  wood  and  brick,  1  to  8  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  depL — 1  c. 
engine,  4  c  hand  ex.,  1  h.  &  1.  truck,  2  hose  car- 
riages, 1  hose  wason,  10  horses;  hose,  cotton,  rub- 
ber lined,  good,  2,000  ft;  rubber,  good,  1,000  ft.; 
total  hose,  3,000  ft.:  fire  alarm,  Gaynor,  28  boxes; 
loss  for  190&    886,000;    value  of  dept.   equipment. 

512,000;    value    of    bldgs.,    816,000;    ann.    exp.    of 
epL,  $17,000;  total  mem.,  l8,  paid  full  time. 
Water  Supply— Source,    wells:    36   strainers   in 
sand  bar  opposite  pumping  station;  system,  pump 


direct,  2  pumping  engines,  class  vertical,  comp. 
condensing,  size  16x80x26,20x40x86,  cap.  per 
day   8,000,000  gals.,    constructors   Holly   and   Buf- 


falo; mains,  cast  iron,  86  miles,  4  to  20  in.  dia.; 
840  hydrants,  Dennis  Long;  200  valves,  Ludlow; 
meters,  total  number  90,  Tridant,  owned  by  Co.; 
1,900  services;  pipe,  lead  and  iron;  pressure,  dom. 
60  lbs.,  fire  120  lbs.;  consumption  per  day,  1,000,- 

000  gals.,  per  capita  66  gals.;  works  belong  to  Co. 

O  WINGS  VI LLE,  pop.  1,000;  volunteer.  Fire 
dept. — ^1  hand  engine,  1  hose  cart,  800  ft.  hose; 
telephone  alarm. 

Water  Supply— Source,  wells  and  cisterns. 

OWENTON,  pop.  mi.    Fire  dept.— 1  steamer, 

1  Waterous  gasoline  nre  engine,  2  c.  engines,  2 
hose  carts,  1  h.  &  1.  truck;  hose,  1,600  ft.;  total 
mem.,  25,  volunteers  and  part  paid. 

Water  Supply— Source,    cisterns. 

PADUCAH,  pop.  80,000;  fire  area,  18  acres: 
mercantile  bldgs..  stone,  brick  and  wood,  1  to  6 
stories;  private,  brick  and  wood,  1  to  8  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworics 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dent.— 1  steamer,  2  c.  engines.  12  c  hand  ex., 
8  h.  &  1.  trucks,  1  aerial  truck,  8  hose  wagons,  2 
hose  carriages,  8  comb.  c.  &  h.  wagons,  17  horses; 
hose,  cotton,  rubber  lined,  good,  8,000  ft.;  rubber, 
good,  1,000  ft.;  total  hose  9,000  ft;  fire  alarm, 
electric,  40  boxes;  value  of  dept.  equipment,  840,- 
000;  value  of  bldgs..  880,000;  ann.  exp.  of  dept., 
830,000;  total  mem.  80,  paid  full  time. 

Water  Supply— Source,  river:  system,  pump  to 
stdp.  or  direct;  stdp.  cap.  600,000  gala.,  dim.  26  x 
80,  material  used  in  cons,  steel;  filtration,  mechani- 
cal; quality  of  water,  good;  res.  cap.,  6,000.000 
ffals.;  7  pumping  engines,  class  vertical,  cap.  per 
day,  ^OOO.OOO  gals.,  constructors  Holly,  Laidlaw- 
Dunn-Gordon:  mains,  cast  iron,  39^  miles,  6  to 
18  in.  dia.;  440  hydrants;  meters,  total  number  129, 
Crown,  owned  by  Co.;  4.250  services;  pipe,  lead 
and  galv.  iron;  pressure,  dom.  40  lbs.,  fire  140  lbs.; 
consumption  per  day,  3,000,000  gaW.;  works  belong 
to  Co. 

PARIS,  pop.  9,000;  mercantile  bldgs.,  stone  and 
brick,  1  to  4  stories;  private,  brick  and  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 


combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — ^1  steamer,  1  comb,  c  &  h.  wagon,  1 
c.  engine,  4  c.  hand  ex.,  1  hose  wagon,  1  hose  car- 
riage, 4  horses;  hose,  cotton,  rubber  lined,  good, 
1,000  ft;  rubber,  good,  360  ft.;  standard  nose, 
1,350  ft.;  total  hose,  8,700  ft.;  nre  alarm.  Game- 
well,  21  boxes;  value  of  dept.  equipment,  HO.OOO; 
value  of  bldgs.,  $6,000;  ann.  exp.  ol  dept.,  $3,750; 
total  mem.  10,  paid  full  time  2,  paid  part  time  8; 
underwriters'  rating,  fourth  class. 

Water  SurtLT— Source,  river,  1%  mile  from 
business  center;  systcnELptimp  to  itdp.:  stdp»  cap^ 
800,000  gda.,  dim.  86  x  86,  located  1  mile  from  stip 
tion,  material  used  in  cons,  iron,  builder  Hodge 
&  Co.;   quality  of  water,  copd;  8  pumping  ea- 

g'nes,  cap.  per  day  8^00,000  gala.,  constructor 
odge  ft  Co.;  mains,  cast  iron,  10  miles;  106  hy- 
Hodge  &  Co.;  mains,  cast  iron,  10  miles,  4  to  12 
in.  dia.;  112  hvdrants.  Coffin;  Coffin  valves;  me- 
ters, total  number  30,  Crown,  Hersey  Rotary,  Tn- 
dent,  Nash,  owned  by  Co.;  780  services;  pipe, 
galv.  iron;  pressure,  dom.  35  to  70  lbs.,  fire  lOO  to 
I25  Ibs^  consumption,  per  day  241,647  gals.,  per 
capita  63  2-3  gals.;  works  belong  to  Co. 


PIKEVILLE,    pop.    1,400;    voluntceer    dept.,  27 
len,  2  hose 
alarm,  bell. 


pop.     1,4UU[ 

men,  2  hose  carts,  1,500  ft.  hose,  1  h.  &  1.  truck: 
larm,  bell. 

Water  Supply— Source,  river;  system,  gravitr 
and  pumps;  res.  cap.,  200,000  gals.;  stdp.,  12  x  50, 
cap.  200,000  gals. :  pumps,  2,  cap.  1,200.000  gals,  per 
day;  pressure,  100  lbs.;  mains,  7,000  ft.,  4  to  6  in. 
dia.;  18  hydrants. 

PINEVILLB.  pop.  2.078;  mercantile  bldg^ 
stone,  brick  and  wood.  8  stories;  private,  wood, 
IH  stories:  wooden  roots  permitted;  fireworks  and 
combustibles  ord.;  causes  of  firea  investigated. 
Fire  dept.— 1  h.  &  1.  truck,  1  hose  cart;  hose,  cot- 
ton, rubber  lined,  good  800  ft;  rubber,  good  400 
ft.;  total  hose,  TOO  ft :  fire  alarm,  whistle;  value  of 
dept.  equipment,  $180;  total  mem.,  86  Tolwiteers; 
underwriters'  ratinr,  tomtb  daaa. 

Wateb  Supply— Source,  spring  and  river,  5H 
miles  from  business  center;  system,  sraTity,  pump 
to  res.;  quality  of  water,  good;  rea.  cap.  1W.O00 
gals.,  located  on  hill  above  city;  1  pumping  en- 
gine, cap.  per  day  860,000  gals.,  constructor  Worth- 
mgton;  mains,  cast  iron,  8  miles,  4  to  8  in.  dia.; 
25  hydrants:  160  services:  pipe,  galv.  iron;  pres- 
sure, dom.  80  lbs.,  fire  90  lbs.;  consumirtion  per 
day,  300,000  gals.;  cost  to  construct,  $S1«000;  cost 
of  mtce.,  $1,800;  works  belong  to  Co. 

PROVIDENCE,  pop.  1,286.    Fire  dept.— 1  hand 
engine;  total  hose, 400  ft;  total  menu,  6  volmiteeta. 
♦VATE*  Supply— Source,  cisterns. 

PRINCETON,  pop.  3,500;  fire  area,  160  acres; 
mercantile  bldgs..  brick.  1  and  2  stonea;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 10  c  hand 
ex.,  1  hose  reel;  nose,  cotton,  rubber  lined,  1«OOI 
ft.:   fire   alarm,   bell;    value   of  dept   equipment. 


$1,S900;  ann.  exp.  of  dept,  $800;  total  mem..  12, 
paid  full  time  1,  part  time  U;  volunteera  paid  for 
actual  service. 

Watbx  SuppLT--Source,  wells,  %  mile  from 
business  center;  system,  pump  direct;  quality  <^ 
water,  good;  rea.  cap.,  250,000  gala.;  2  pumps,  du) 
comp.,  cap.  per  day  760^000  gals.,  makers  J.  H. 
Mcuowan  Co.;  mains,  cast  iron,  6  miles,  4  to  8  in. 
dia.;  67  hydrants;  68  valves;  meters,  total  number 
16,  National,  owned  bv  city;  IS  services;  pipe 
lead;  pressure,  dom.  50  lbs.,  fire  100  lbs.;  cos- 
sumption  per  day.  lOO^OOO  gals.;  cost  to  constra^ 
$86,000;  bonded  debt,  $86,000;  int  paid  on  bonds,  f 
per  cent;  works  belong  to  city. 

RICHMOND,  pop.  6,500;  fire  area^  640  acres: 
mercantile  bldgs.,  brick,  2  and  3  stones:  private, 
brick  and  wood,  IH  ftnd  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 1  hose  wagon,  1  reel;  hose,  cotton,  rubber 
lined,  good,  2,000  ft;  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,600;  value  of  bldgs..  $5,000: 
ann.  exp.  of  dept.,  $600;  total  mem.,  15  volunteer*. 
2  paid  lull  time,  13  paid  part  time;  underwriters 
rating,  second  class. 

Wateb  Supply— Source,  aprings  and  creek.  Vk 
miles  from  business  center;  system,  gravity.  pu«p 
to  stdp.  and  direct;  stdp.  cap.  186,000  gals.,  builder 
^.  D.  Wood;  res.  cap.,  100,000,000  gals.;  2  poiBP; 
ing  engines,  class   comp.,   cap.  oer  day  8.000,000 
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d[*nt  owned  br  Co.;  BOO  wrvlce*)  plp«,  nh.  iron 
presnirc.  dom.  AS  Ibi^  fire  7S  to  100  lb*.;  coa 
sumption,  pa  dij  KU.ODO  gala.,  per  capiU  M  fill. 
eOBt  to  G^iiMnicC.  ti90.0S),  includins  new  ni. 
■on.  COM  of  mice..  (10,000;  works  belons  to  Co. 

KUSSElLVILLE.  pop.  1,961;  fin  irea.  im  icni 
mercuiHUbldi>...itoDe.  brick  snd  wood,   1  lo  : 

roofs  p'ermlLled';  Gmorki  ord! : ' csuses'ol' Bres  <" 
TUIlsilcd;  IV.  fire  loss  per  yr.  lot  3  yri.,  M.133 
BT.  ins.  far  same  time,  tS.OGS.     Fire  dept.— 1  banc 


n,90a;  nlue  ol  bldi's.,  n.OOO;  ann.  e'ip.  of  dept., 
KX;  total  mem.,  St,  paid  put  time;  undenvril. 
ten    ratinr,   third  claii. 

Watib  Slrrpi./— Source,  weUt.  in  busineu  ten- 
ler;  gydetn.  pDtap  to  res.  and  direct:  re*,  cap., 
10.000  sala-j  I  pampins  coglne,  daas  dup.  coinp.. 
■iie  7  X  13  X  1  X  U,  conatmclor  Heron;  main*, 
can  iron,  1  mile,  I  in.  dia.;  10  faTdianti;  coft  to 
coniCnict.  11,000;  works  belong  to  dtjr. 

SADIEVILLE, 


;V1LLE,    pop.    ' 
le  bldgs..  brick. 


B,  tfOft.;  fire  alami 


e   of  bldga..  tSGO;   i 


SEBREE,  pop.  1,61 

band  engine.  EOO  ft 

Watik  SuffLV— Ci 


Fire  dept— Volant. 


SHELBYVILLS,  pop.  MU;  Ere  area,  «»  tat*; 
■neruntile  bidn.,  bnck  and  alone,  )  itoriea;  pri- 
vate, brick  and  wood,  1  stories ;  wooden  roof*  pei^ 
mittcd;  firework!  and  combnttiblca  ord.  Fire 
depl.— 1  tteamer,  t  c  hand  ex.,  1  h.  A  L  track,  1 
hose  wsfon,  1  bote  carriages;  hose,  cotton,  rubber 
lined,   sood   1,100   ft.;    fire   ilaFtn     h-lt-    «).,.   nf 

4cpt   equipment,  110,000; ..   ... 

—I.  of  dept.,  riW;  total  mem.,  U 


«.000  Eils.r'dim.  Uc'tt'hifta,  toat^'oOO  Si  from 
Msllon,  material  nsed  In  cons,  brick  snd  steel, 
bnHderB  Froai  Ufg.  Co.;  qnalitT  of  water,  good; 
re*,  eip.  XJMjIM  gala.,  located  at  slatloa;  1  pomp- 
bif  engines,  cap.  per  dar  1,000,000  gals.,  conitriM- 
— a  UcOnmn  I>amp  Co.;   msuu,  5  miles,  1  '     ' 


bidgt.,  11,000; 
"  -olimtecrf; 


E  ralies;  metera,  total  n 


ber  W,  Crown  40,  Union  I.  Empire  S.  faerter 

7,  Thomson  10,  Ball  &  Fitt*  11,  Bnffalo  1.  Co.ui^ 

bia  t,  Trident  10.  Lambert  10;  SO  lervices;  pipe, 

' re,  dom.  10  to  80  Iba..  fire  ID  to  SO  lbs.; 

L.  per  day  lOO.iWO  gals.,  per  capita  tl 
(>».,  uuiiucd  debt.  tfiO.OOO;  int.  paid  on  bonds,  t 
per  cent;  woriis  belong  to  Co. 

SOMERSET,   pop.    1,» 

mercantile  bldgt.,  brick  a: . 

yate,  wood.  1  and  1  atories;  wooden  rwiis  permir 
ted;  no  fireworks  and  cambastlblei  ord.  Fire  dept. 
—1  II  ft  L  tmcli,  1  hose  carts,  1  hose  carriages; 
total  hoM,  WO  ft.;  fire  alarm,  bell;  valne  of  dept 
equipment,  (1.000;  total  mem.,  M  Tolunteera;  un- 
derwriters' rating,  second  class. 

Watii  SurrLi— Sonrce,  creek,  IH  milea  Erom 
bnalnes*  center;  system,  pump  to  res.;  quality  ol 
water,  good;  res.  cap.  ItfiUtfiOO  gala.;  1  pumping 
cnslnea,  slie  U  i  8  x  10,  14  x  W  x  U,  cap.  per  day 
TICOOO  nis.,  constructora  Laldlaw-Dunn-Gordon 
Co.:  mains,  east  iron,  SH  miles:  SO  brdrsnts; 
meters,  total  number  «,  Hersey  Rotary,  Hersey 
Diac,  Bertcy  Torrent,  Thomson,  owned  ^ 
Co.;  IMO  aervicea;  pipe,  galT.  Iron;  preasure,  dom. 
11  Iba.,  Ore  1«  Iba.;  consumption,  per  day  M»,OOI 
sals.,    per    eapits    lOO    gala.;    cost    to    construct, 


14,000;   ' 


>rks  be- 


M,O0O:  bonded  debt,  W/M;  i 
fi  per  cent;  ann.  eo.t  of  mtce. 
long  to  Co. 

SPRINGFIELD,  pop.  1,000;  fire  area,  8  blocks; 
mercantile  bldgt.,  bnck,  t  atoriea;  prirate,  wood.  1 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  eombnstible*  ord. ;  cause*  of  fires  in- 
■estigatcd.    Rre  dept— M  c.  hand  c       -  >-     -  ■ 

trucks.  1  hose *  ■■ ' — 

IJOO  ft;  fi 


1  hose  carriage*;  total  hos 


e  alirm.  (ell;  inn.  exp.  al  dept,  ITS: 

■a  SnrtLf— Sovtee.  auriaee  water,  ]4  mile 

Qnaiity    of    water,    good;    jackaon    filler 
a;   rei.  cap..  80,000.000  gals.:  E  pumping  en- 

aflonSSr  Co'.;  main*.  <St^Vo^«^^l"! 
i  in.  dla.;  17  hydranu;  10  valve*;  lEO  sei^ 
pipe,  galv.  iron;  pressure,  dom.  80  lbs.,  fire 
l;  cost  to  construct,  tCOOO;  bonded  debt, 
.  int  paid  on  bonds.  0  per  cent;  works  bc- 


nvate,  wood. 


STANFORD,  pop.  LKl;  fire  area,  t 
mercantile  bIdn.,  brick,  1  stories;  private,  wdihi, 
I  Btorie*;  wooden  roof*  eemilted;  firework*  and 
:ombnitibIea  ord.  Fire  dept— 1  h.  ft  I.  truck,  1 
lose  carriage*:  hose,  cotton,  rubber  lined,  good 
no  ft.;  inferior,  all  kinds,  W  ft;  total  ho**,  800 
ft;  fire  alarm,  bell;  value  of  dept  equipment, 
tl.000;  value  of  bldgs.,  ttOO;  total  mem.,  IB  vol- 
inleera;  uaderwritera'  rating,  fourth  class. 

WATia  SurrtT— SoDTce,    sprinn.   hi    mile   from 
pump  airect:  quality  ol 


It.  Iro'm  station 
1,000,000  gals.,  I 
mil«,  4  "  •  ^■ 


1  pnmping  engicea,  cap.  per  day 

lor   Deane;  maiuE,   iron.  | 

[»  o  ui.  uii.,  41  hrdtanta.  Bourbon;  BB 

pipe,  sal*,   iron;  preisare.  dom.  70  lbs., 

fire  100  Iba,;  cost  to  construct,  161,114;  ann.  cost 


).    :,»»;    mercantile    bldgs.. 
brick.    Fire  dept— i  c.  engines.  1  b.   ft  L  truck, 
1   hose  carriage:   total  hose,   1,000  (t;  fire  alarm, 
bell;  total  mem.,  18  roluateer*. 
Watxb  SDrrLT— Source,   river  and  cialem;  *y*- 


imer.  u  c  nana  ex.,  i  nose  carnage*; 
I,  rubber  lined,  good  IMO  ft.;  value  ol 
nent.  CtOO;  v^e  of  bldn..  HOO;  vol- 
iderwriters'  rating,   first  ebas. 


VERSAILLES,    i 


I  Investigated.    Fire  dept— 


18,000  RBls.; 
l.OOftOlB  gab 


duplex  Deane  pum 
per  day:  1  McQjwi 


WARSAW,  pop.  1.0 
.  tnick.  1  engfneV  1.0< 

WATEa  SUPFLT-e    C 

WICKLIFFE,    pop. 


ibined  cap. 

,  cap,  115.- 
.I-Rand  pump,  cap.  210.- 
miles.  10  in.  in  da.;  5S 


:    dept— 3    boae 


jump  to  stdp.  and  direct;  >tdp.  cap.,  40,000  gals.; 
res.  cap.,  42.01)0  gals.;  mains.  4  miles;  21  hydrants; 
;>rcsaure,  125  Iba. 

WILLIAMSBURG,  pop.  tOOO:  fire  area,  400 
icrea;  mercantile  bidga.,  brick  and  wood.  1  and  1 


bidga.,  I 


le  GBmage;  iiose,  coiuJO.  luit- 
ft.;  fire  alarm,  bell;  yaltu  of 


SoftLT— Not  reported. 


:    DEPARTMENTS    AND   WATER    SUPPLY— KEN TLXKY 


WILLIAUSTOWN,  pop.  tU.  Fire  depu-l 
ia>uie,  1  band  engine,  1  h.  A  1.  trucli,  1  bote  cai 
hoie.  SCO  St.;  louf  mem.,  U  Tolunleer). 

W*Ti>  SorrLT— Source,  wetU  and  ditcmt. 

bldl^'h 

i»d;i  M 


tunSBCi,   4    tioriea;    lioie,    cotton 

tood,  i,Sia  H.;  nibbcr,  oood,  BOO  ..  , , 
000  ft.j  fire  ilum,  electnc,  9  boi«:  nine  of  dept 

cquipmcat,   0,000;    nint    ol    bk^i-.   K,000; 

op.  D[  depL,  jB.H»i  loul  nem.  E7.  piid  fnU 
t,  voluntfxn  B; 


■idp.  up.  nE.DOO  ^iU 

len>" "n.    y!°'i 

Sir  iODIl.MIO  K 
iroD,  ID  TTiilei.  8  1^ 
drmiiU,  Chipmui;  1 
:,  Nub  and  UecK 
ripe,   B»lv.    iron;   ] 

17''i-s''«il^''eo"l 
<icb^    1B2,050;     inl. 


diiL  Ml  It,  iMUria]  n 
E.  Hodse;  filtcsticM  ■ 


-sttire,  dom,  sd  Ibi.,  fire  90 
r  dar  107,4M  ■>)(■,  per  capia 
oonttnet.  tOUm-,  boded 
liid   on    bond*,    S    per    cenl; 


Fltcti  witb  a  popnlition  ef  UKM  «r  more  bannc 
no  organiied   fire   " —     "—^ =""    '~ "-"- 

rille.     aoKtport, 
rille.   LondoD,   Huiuu, 
Ion.  Scbrec,  StorgiH. 


FIRE   DEPARTMENTS   AND   WATER    SUPPLY— LOUISIANA. 


B-155 


LOUISIANA 

ABBREVIATIONS.~Aim.,  annuil;  av.,  average;  bldga.,  buildwga;  cap.,  capacity;  chxL,  cbairman; 
e^  chemical;  c  &  h.,  chemical  and  hoae;  clk^  derk;  comb,  combinatson;  oomr.»  oommiaaioner;  C4mi.»  oom- 
mittce;  oomp.,  compoimd;  cona.,  conatruction;  dcpL,  department;  dta.,  diametef:  dim.,  dimanaiona;  donu* 


ABBEVILLE,  pop.  4.700.  Fire  dept.— 1  hand 
engine,  1  h.  &  1.  truck,  S  hose  reels;  hose,  cotton, 
rubber  lined,  good  1,000  ft.;  new  cotton-lined 
standard  hose,  IJGO  ft.;  total  hose,  2,750  ft.;  fire 
alarm,  bellj  total  mem.,  60  volunteers;  under- 
writers' rating,  third  class. 

Water  Supply — Source,  river  and  3  artesian 
wells;  mains,  10  in.  dia. ;  pressure  dom.,  45  lbs.; 
constant.  100  lbs.;  fire,  126  lbs. 

ALEXANDRIA,  pop.  10,000;  fire  area,  700  acres; 
mercantile  bldga.,  brick  and  wood,  1  to  3  ttoriea; 
private,  wood,  1  and  2  stories:  wooden  roofs  not 
permitted  in  nre  area;  fireworks  and  combustiblea 
Drd.;  cauaea  of  firea  investigated.  Fire  dept'-lS 
c.  hand  ex.,  1  h.  &  1.  truck,  S  hose  carriages,  2 
horses;  hose,  cotton,  rubber  lined,  ffood,  1,700  ft.; 
fire  alarm,  oamewell  and  electric,  12  boxes;  value 
of  dept.  equipment,  119.960;  value  of  bldgs.,  |l,20O:  i 
ann.  exp.  of  dept.,  $760;  total  mem.  31,  paid  full 
time  1,  30  volunteers. 

WxTsa  SvppLY— Source,  wells;  svatem,  pump  to 
•tdp.  and  direct;  stdp.  cap.  210360  gab.,  dim. 
140  X  16,  buildera  Gillett.  Herzog  &  Co.;  rea.  cap. 
[!00,000  gals.;  2pumping  engines,  class  dup..  cap. 
per  day  2,000,000  gals.,  constructors  Smith* Vaile; 
mains,  8%  miles,  4  to  10  in.  dia.,  Wood;  73  hy- 
drants, Mathews^  55  services;  pipe,  galv.  iron; 
pressure,  dom.  2d  lbs.,  fire  100  lbs.;  consumption, 
per  day  600,000gals.,  per  capita  33  gals.;  cost  to 
construct,  940,000;  works  belong  to  city. 

ALGIERS  (5th  dist  of  New  Orleans),  fire  area, 
1,200  acres  {  mercantile  bldga.,  brick  and  wood.  1 
md  2  atones:  private,  brick  and  wood,  1  ana  2 
itories;  wooden  roofs  not  permitted;  fireworks 
md  combustiblea  ord.;  causes  of  fires  investi- 
pated.  Fire  dept.-^  steamers,  1  c.  engine,  2  c. 
land  ex.,  1  h.  &  1.  truck,  1  supply  wagon,  2  hose 
:arriages,  17  horsea;  hose,  cotton,  ruober  lined. 
jfood  2,800  ft.;  fire  alarm,  Gamewell,  17  boxes; 
ralue  of  dept.  equipment,  110,000;  value  of  bld|r**t 
p.7,000;  total  mem.,  81,  paid  full  time;  unaer- 
vritera'  rating,  third  class. 

WxTBa  SuppLY^Source,  river,  ^,  mile  from  bud- 
teas  center;  svstem,  pump  to  stdp.  and  direct; 
itdp.  cap.  ISOjwO  gala.,  dim.  18  x  110,  located  at 
ilant,  material  oaed  in  cona.  iron,  buildera  R.  D. 
ilole  Mfg.  Co.;  quality  of  water,  fair;  2  Dumping 
•nginea,  elaaa  comp.  dup.,  aise  18  x  26  x  18.  cap. 
>er  day  6,000,000  gals.,  constructor  Hy  R.  Woftn- 
ngton;  mains,  cast  iron,  48.490  ft., 6  to  18  in.  dia.; 
no  hydrants,  R.  D.  Wood  &  Co.;  84  valves.  Chap- 
nan;  246  services;  pipe,  lead;  pressure,  dom. 
5  to  46  lbs.,  fire  60  to  100  lbs.;  consumption,  per 
lay  1,400,000  gals.,  per  capita  186  gals.;  cost  to 
!oiistrttctk  8110,000;  bonded  debt,  8100,000;  int.  paid 
)n  bonds,  6  per  cent;  works  belong  to  Co. 

AMITE,  pep.  2,800;  fire  area,  1,280  acres;  bldgs., 
vood,  1  and  2  stories;  wooden  roofs  not  per- 
nitted  in  fire  area;  no  fireworks  and  combusti- 
blea ord.;  causes  of  fires  investigated.  Fire  dept 
—1  band  engine,  2  c.  hand  ex.,  1  h.  &  1.  truck, 
.  hose  carriage;  hose,  rubber,  good  600  ft;  fire 
ilarm,  bell:  value  of  dept  equipment  11,200; 
ralne  of  bldjga.,  8500:  total  mem.,  70  volunteera; 
in  derwriters   rating,  fourth  class. 

WATsm  Sum.T-K»ourcc,  6  underground  tanks, 
1,000  eala.  each.;  cost  to  construct,  W>. 


BATON  ROUGE,  pop.  20,000;  fire  area,  75  acres; 
nercantile  bldga.,  brick  and  wood.  1  to  5  stories; 
>rivate  bldgs.,  wood  and  brick,  1  and  2  stories; 
rooden  roofs  permitted;  outside  of  business  por- 
ion  fireworks  and  combustibles  ord.;  causes  of 
ires  investigated;  fire  loss  for  1906,  818,000;  ins. 
10,000.  Fire  dept^l  aerial  truck^  4  hose  wagons. 
.0  horses:  hose,  cotton,  rubber  lined,  good.  8,600 
t;  fire  alarm,  Gamewell,  25  boxes;  value  ot  dept 

auipnoent,  86>000;  value  of  fire  dept  bldgs.,  820,- 
D;  ann.   exp.   of  dept,  17,700,  total  mem.,   150* 


paid  full  time  5,  volunteers  145;  underwriters'  rat- 
ing, second  class. 

WATsa  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.  and  direct;  stdn.  cap. 
182,000  gala.^  dim.  16  x  100,  material  used  in  cons, 
steel;  quality  of  water,  good;  res.  cap.  1,000,000 
gals.,  located  near  pumping  station ;  8  pumping  en- 
gines, class  comp.  aup.,  cap.  per  day  4,000^000  gals., 
cons.  Smedley;  mains,  cast  iron,  10  miles,  4  to 
12  in.  dia.:  102  hydrants;  40  valves;  meters,  total 
number,  400:  Crown  25,  Empire  46,  Thomson  60, 
Buffalo  80,  Columbia  2,  Lambert  2,  owned  by  Co. 
and  consumer;  1,600  services;  pipe,  lead  and  galv. 
iron;  pressure!  dom.  40  lbs.,  fire  90  lbs.;  consump- 
tion per  dav,  750,UU0  gals.;  cost  to  construct,  8150,- 
000;  cost  of  mtce.,  810,000. 

BASTROP,  pop.  1,200;  volunteer  dept,  20  men; 

1  hose  cart;  1.000  ft  hose. 

Water  Supply— Source,  wells  and  tank;  system, 
gravity;  cap.,  42,000  gals.;  1  pump;  cap.,  120,000 
gals  per  day;  mains,  1*4  miles,  2  to  4  in.  dia.;  8 
Hydrants;  dom.  pres.  26  lbs,  fire  pres.  GO  lbs. 

BAYOU  SARA,  pop.  2,000;  volunteer  dept,  100 
men;  3  hose  carts;  1.600  ft.  hose:  telephone  alarm. 

Watbk  Supply— Wells,  cap.  36,000  gals.;  sys- 
tem, gravity;  2  pumps,  Worthington,  cajp.  per  day 
376,000  gals,  each;  pressure,  gravity  48  lbs.;  19,000 
ft.  of  mains,  4  to  8  in.  dia.;  23  hydrants. 

COVIXGTON,  pop.  4,200.  Fire  dept.— 1  hand 
engine,  1  c.  engine,  1  h.  &  1.  truck,  200  ft  hose; 
fire  alarm,  telephone,  whistle. 

WATsa  SuppLY-^Source,  wells:  system,  pump  to 
tank;  tank  cap..  30,000  gals.;  8  pumps,  Morris; 
cap.  per  day,  250,000  gals.;  direct  and  gravity 
pressure,  100  lbs. ;  works  owned  by  Co. 

CROWLEY,  pop.  5,800;  mercantile  bldn.,  wood 
and  brick,  1  ana  2  atories;  private,  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustiblea  ord.;  causes  of  fires  investigated. 
Fire  dept.— 6  c  hand  ex.,  1  h.  &  1.  truck,  8  hose 
carta,  6  horses:  hose,  cotton,  rubber  lined,  good, 
2,800  ft;  inferior,  all  kinds,  000  ft;  total  hose, 
2,900  ft.;  fire  alarm,  whistle;  value  of  dept  equip- 
ment, 83,500;  total  mem.,  50  volunteers. 

Watbk  SuppLY^Source,  wells,  in  busineaa  cen- 
ter; ^stem,  pump  to  stdp.  and  direct;  stdp.  dim. 
16  X  UO,  material  used  in  cons,  steel;  quality  of 
water,  good;  2  pumping  enginea,  daaa  dup.,  con- 
structor Worthington;  mains,  caat  iron,  8  to  8  in. 
dia.;  87  hydranta;  meters  owned  by,  city  and  con- 
sumers: in  aervicea:  pipe,  salv.  iron;  preaaure, 
dom.  48  lbs.,  fire  76  lbs.;  woncs  belong  to  city. 

DELHI,  pop.  1,000;  mencantile  bldgs.,  brick^  1 
to  2  stories;  private,  wood,  ]  to  2  stories;  fire- 
works and  combustibles  ord.;  causes  of  fire  in- 
vestigated.    Fire   dept. — Good   bucket  brigade. 

Watee  Supply— Source,  well,  100  yds.  from 
business  center;  1  gasoline  engine;  l£,0OO-gal. 
tank. 

DONALDSONVILLE,  pop.  5,000;  fire  area,  900 
acres;  mercantile  bldgs,  wood,  1  to  3  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  ord.;  causes  of  fires  in- 
vestigated.    Fire  dept. — 1  steamer,  1  hand  engine, 

2  c.  engines  on  wheels,  1  h.  &  1.  truck,  2  hose 
wagons,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  600  ft;  rubber,  1,200  ft;  total  hose, 
1,750  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment  $23,000;  value  of  bldgs,  $10,000; 
ann.  exp.  of  dept.  $700;  total  mem.,  126  volunteers. 

Watbk  SuppLY->Source,  Mississippi  river,  % 
mile  from  business  center:  system,  pump  to  stdp.; 
stdp.  cap.  75,000  gala.,  dim.  90  x  9;  8  pu^>5f 
engines,  class  comp.  dup.,  cap.  per  day  4,000,000 

rls..  constructors  worthington  and  Barr;  mains, 
milea,  4  to   8  in.   dia.;  86  hvdrants.  Kersey; 
meters,  total  number  8,  owned  oy  city;  226  ser- 
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vices:  pipe,  galv.  iron;  pretsure,  dom.  88  lbs.,  fire 
140  lbs.;  cost  to  construct,  126,000;  ann.  cost  oi 
mtce..  n.066:  works  belons  to  city. 

EUNICE,  pop.  2,700;  fire  area,  75  acres;  mer- 
cantile bldgs.,  wood,  1  to  2  stones;  private,  wood, 
1  to  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fire  investigated,  av.  fire  loss  per  year,  for  3 
>ears,  $4,000;  av.  ins.  involved  for  same  time, 
|2,G00.  Fire  dept. — Ten  chem.  hand  ex.;  3  hose 
wagons;  hose,  1,S00  ft.:  value  uf  dept.  bldgs., 
$300:  total  mem.,  58    volunteers. 

WATEa  Supply— Waterworks  system  being  in- 
sulled. 

FARMERVILLE.  pop.  000.     Fire  dept.— Bucket 
\  risade. 
Watbr  Supply— Source,  wells. 

FRANKLIN,  pop.  4,300;  mercantile  bldas.,  brick, 
8  stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted  in  nre  area;  fireworka  and  combuati- 
blM  ord.;  causes  of  fires  investigated.    Fire  dept— 

1  steamer,  1  hand  engine,  1  h.  &  1.  truck,  6  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,000 
ft;  fire  alann.  bell  and  whistle;  value  of  dcpL 
equipment,  17,000;  value  of  bldga.,  18,000;  total 
mem.,  71  volunteers. 

Waybx  Supply— Sourae.  wells  and  Bayou  Teche; 
svstem.  pump  to  stdp.;  stop.  cap.  106,000  gala.,  dim. 
120  X  U:  2  pumping  engines,  daas  dnp.,  cap.  per 
day  1,440.000  gals.,  constructors  Snow;  mains,  cast 
iron,  6  miles,  4  to  10  in.  dia.;  68  hydrants;  pres- 
sure, dom.  56  lbs.,  fire  100  lbs.;  cost  to  construct, 
126,000. 

GRETNA,  pop.  4.000;  fire  area,  8  miles;  mer- 
cantile bldgs.,  wood^  2  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 4  steamers,  1  hand  engine,  4  c  hand 
ex.,  1  h.  &  L  truck,  1  aerial  truck,  1  water  tower, 

2  hose  wagons.  2  hose  reels:  hose,  cotton,  rubber 
lined,  good  1,000  ft.;  inferior,  all  kinds,  1,600  ft; 
total  hose,  2,500  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  $5,000:  value  of  bldgs.,  $6,000;  ann. 
exp.  of  dept.,  $500;  total  mem.,  100  volunteers. 

Water  Supply— Source,   wells. 

HAMMOND,  pop.  3,200;  fire  area,  126  to  150 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  8 
stories;  private,  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  investigated; 
fire  loss  for  1907,  $600;  ins.  involved  for  same  time, 
$400.  Fire  dept. — 2  c.  engines  on  wheels,  1  steamer. 
?  hand  engines,  22  c.  hand  ex.,  1  h.  &  1.  truck,  2 
hose  wagons,  1  hose  carriage;  hose,  cotton|  rubber 
lined,  1,200  ft.:  fire  alarm,  bell  and  whistle,  10 
boxes;  value  ot  dept  equipment,  $4,000;  value  of 
bldgs.,  $1,000;  total  mem.,  40  volunteers. 

Water  Supply— Source,  wells;  reservoir  otp. 
126,000  gals^  2  artesian  wells,  combined  cap.,  186,- 
200  gals.;  Herron  pump,  ca]>.  720^000  gals,  per  day; 
3^  miles  of  mains,  4  to  10  in. ;  fire  hydrants,  38. 

HOMER,  ^op.  1*167;  mercantile  bldss.,  bi'ick 
and  wood.  Fire  dept.— Bucket  brigade;  fire  alarm, 
bell  and  whistle. 

Water  Supply- Source,  wells  and  cisterns. 

HOUMA,  pop.  3,900;  fire  area,  640  acres;  mer- 
cantile bldgs.,  wood  and  brick,  1  story;  private, 
wood,  1  stor^;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept- 1  steamer,  1  hand  engine,  1  comb.  h.  & 
1.  truck  and  c.  engine,  1  c.  engine,  16  c.  hand  ex.. 
1  hose  carriage,  2  horses;  hose,  cotton,  rubber 
lined,  good  iTWO  ft;  rubber,  good  600  ft;  total 
hose.  1.000  ft. ;  fire  alarm,  bell ;  value  of  dept  equip- 
ment, $8,000;  value  of  bldgs..  $3,600;  ann.  exp.  of 
dept.,  $600;  total  mem.,  60  volunteera. 

Water  Supply — Source,  river,  at  business  cen- 
ter; svstem,  pump  to  stdp.;  stdp.  cap.  40,000  gals., 
dim.  9%  X  48,  located  centrally,  material  used  in 
cons,  steel,  builder  George  W.  Morgan;  quality  of 


$27,000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce..  $1,000;   works  belong  to  city. 

.TEANERETTE,  pop.  3,000;  fire  area,  660  acres; 
mer^ntile  bldgs..  wood.  1  and  2  stories;  private, 
wood,   1  and   2  stories;   wooden    roofs  permitted. 


Fire  dept — 1  steamer,  3  c  hand  ex.,  1  h.  &  L 
truck,  8  hose  carriages,  4  horses;  hose,  cottos, 
rubber  lined,  good  1,600  ft;  fire  alann.  bdl;  valne 
of  dept  equipment,  1^000;  value  of  bldga.,  tiJBK; 
ann.  exp.  of  dept,  |100{  total  mem.,  86  volmitecrt; 
underwriters*  ratinsr,  third  dasa. 

Water  Siipply— Source,  well  and  Bayou  Teehc; 
system,  pump  to  stdp.;  stdp.  can.jjii,QOO  gala; 
pumping  engines,  cap.  per  day  18,000  gals.,  ooa- 
structor  Deane;  mains,  cast  iron:  6  miles.  4  to 
8  in.  da.;  80  hydrants.  National;  142  services;  pres> 
sure,  dom.  56  lbs.,  fire  110  lbs.;  cost  to  construct. 
$12,000;  int^aid  on  bonds,  8  per  cent;  ann.  cost 
of  mtce.,  $800;  works  belong  to  city. 

JENNINGS,  pop.  6,600:  mercantile  bldn.,  bride 
and  wood.  Fire  dept— 1  n.  &  1.  truck,  2  nose  car- 
riages, 1  hose  wa^on;  total  hose,  2,000  ft;  fire 
alarm,  bell  and  whistle;  total  mem.,  84  volnntccn. 

Water  Supply— Source,  8  10-in.  wells,  system, 
gravity  and  pumping;  stdp.  cap.,  76,000  gals.;  prei- 
sure,  70  lbs.;  mains,  2%  miles,  6  to  8  m.  dia.;  SI 
hydranta 

LAFAYETTE,  pop.  6,000.  Fire  dept— 1  h,  *  L 
truck.  3  hose  carts:  total  hose.  1.600  ft;  fire  alana, 
bell,  telephone  and  whistle;  total  mem.,  175  volun- 
teers; undei  writers'  rating,  third  class. 

Watbr  Supply— Source,  8  <-in.  wells  H  mile 
from  business  center;  system,  air  lift,  gnvitr, 
pump  to  res.,  to  stdp.  and  direct;  stdp.  capu  Im,' 

000  gals.,  dim.  126  x  12,  located  at  atation,  material 
used  in  cons,  iron,  builders  Lookout  Boiler  Woria; 
quality  of  water,  rood;  rea.  cap.  90,000  gals..  lo> 
cated  at  station;  Z  pumping  enginea,  dsas  dnp., 
size  20  X  16  X  18,  cap.  per  day  2,5(00,000  gals.,  con- 
structors Smith-Vaile  Co.;  mains,  6  miles,  4  to  S 
in.  dia.;  60  hydrants,  Corey;  pres<sure,  dom.  80  lbs., 
fire  160  lbs.;  works  belong  to  city. 

LAKE  CHARLES,  pop.  15,000;  fire  area,  12 
acres;  mercantile  bldga.,  brick,  1  to  8  storks; 
private,  wood,  1  and  2  stories:  wooden  rools  not 
permitted  in  nre  area;  fireworks  and  combustible* 
ord.;    causes  of  fires   investigated.    Fire   depL" 

1  steamer,  2  comb.  c.  hose  and  ladder  traoc,  1 
hose  reel  (Seagraves),  6  horses;  hose,  cotton,  rub- 
ber lined,  good  3,600  ft;  fire  alarm.  GamewtU. 
20  boxes;  value  of  dept.  equipment,  $11,000;  valoc 
of  bldgs.,  $4,000;  total  mem.,  chief  and  6  paid  fall 
t'me. 

Watbr  Supply— >Source,  wells,  %  mile  froa 
business  center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  169,000  gals.,  dim.  16  x  110.  material  used 
in  cons,  steel,  builders  Porter  Boiler  Mfg.  Co^; 
quality  of  water,  good;  8  numping  engines,  cbsi 
dup.,  cap.  per  day  7,600,000  gala.,  oonstrocton 
Smith-Vaile  and  Still weU-Bieice;  matna,  cast  irofl, 
10  miles,  6  to  12  in.  dia.;  120  hydrants;  41  valm: 
50C-  services;  pipe,  galv.  iron;  pressure,  dom.  45 
lbs.,  fire  100  lbs.;  consumption  per  day,  1,€70,C<0( 
gala.;  cost  to  construct  $96,000;  coat  of  mtce  IM9: 
works  belong  to  Co. 


LAKE  PROVIDENCE,  pop.  2,600;  fire  ares,  tf 
acres ;  mercantile  bldga.,  bnck  and  wood,  1  and  1 
stories;  private,  wood,  1  story;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  csasei 
of  fires  investigated.  Fire  dept— 1  steamer.  8  hose 
reels,  2  hose  wagons.  2  horses;  hose,  cotton,  rub- 
ber lined,  good,  800  ft;  inferior,  all  kinds,  800  ft; 
total  hose,  1,000  ft ;  fire  alarm,  bell ;  value  of  dept 
equipment,  $4,000;  value  of  bldgs.,  $1,600;  volns- 
tcers. 

Water  Supply — Source,  well,  H  mile  from 
business  center;  svstem,  gravity;  atdp.  csp> 
00,000  gals.,  dim.  20  x  27;  material  used  n 
construction,  steel;  quality  of  water,  good;  res. 
cap.,  28,000;  1  pnmp.  Worthington;  mains,  cast 
iron,  8  miles,  4  to  8  in.  dia.;  82  hydrants:  C 
valves;  12  meters,  Hersev  and  Nash,  owned  br 
city;  pressure,  dom.  60  lbs.,  fire  100  lbs.;  cos- 
sumption  per  day,  60,000  nls.:  cost  to  construct. 
$42,000;  bonded  debt,  $22,000;  mt.  paid  on  bonds. 
6  per  cent;  ann.  cost  of  mtce.,  $6410;  works 
owned  by  city. 

LEESVILLE,  pop.  2,000.  Fire  dept— 1  c  en- 
gine, 1  h.  &  1.  truck,  2  hose  carts,  1  comb,  ladder 
and  hose  wagon,  2  chem.  extinguiahers;  hose. 
1.600  ft.:  total  mem.,  60  volunteers  and  1  psid 
driver,  Bowman  Marshall,  chief. 

Watbr  Supply— System,  pump  to  stdp.  and  » 
rect.;  stdp.  cap.,  68,000  gala.;  2  pumps,  Worthinr 
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ton,  cap.  per  day  500,000  gals.;  majns,  Z'A  miles,  2 
to  4  in.   dia  :  25  hydrants. 

MINDEN,  pop.  3,000;  mercantile  bldgs.,  brick. 
Fire  dept. — i  nose  carriages;  total  hose,  1,900  ft.; 


fire  alarm,  bcU. 

Watxx  SurpLT— ^nrcc,  wells;  system,  pump  to 
stdp.;   stdp.   cap.,  100,000  gals.;   rea.    cap.,  100,000 

gals. 

MONROE,  pop.  16,000;  fire  area,  1,200  acres;  mer- 
c|tntile  bldgs.,  bnck,  1  and  2  stories;  prirate,  bfick 
and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combnatioles 
ord.;  causes  of  fires  investigated.  Fire  d^t--2 
steamers,  1  hand  engine,  4  c  hand  ex.,  1  h.  &  1. 
track,  1  hoae  wagon,  1  hose  carriafe.  6  horaea; 
hose,  cotton,  rubber  lined,  good  2,600  ft.;  inferior, 
all  kinds,  600  ft;  total  hose,  8,000  ft:  fire  alarm, 
bell;  value  of  dept.  equipment,  $11,000;  value  of 
bldg5.j  18.000;  ann.  exp.  of  dept,  18,600;  total  mem. 
30,  paid  ruU  time  4,  paid  part  time  28. 

Watxx  SupPLT-^Source,  river,  %  mile  from 
business  center:  ssrstem,  puinp  to  res.  and  atdp^: 
stdp.  cap.  186^000  gala.,  dim.  16  x  120,  material  used 
in  cons,  steel;  quali^  of  water,  good;  res.  cap. 
226,000  gala.,  located  at  rear  of  plant;  2  ptrntoing 


engines,  class  electric  triplex,  cap.  per  day 
gals.,  constructor  Gould:  maina,  cast  iron  and 
Bteel,  8  miles,  4  to  12  in.  daa.;  88  hydrants;  meters, 
total  number,  10,  Crown.  Hertey  Diae,  Worthing- 
ton  and  National,  owned  by  consumer;  1,760  ser* 
▼ices;  pipe,  nlv.  iron  and  lead;  pressure,  dom. 
40  lbs.,  fire  120  lbs.;  consumption  per  day,  260,000 

Bls^  cost   to   construct,    1116^000;    bonded    debt 
1,000;  int  paid  on  bonds,  6  per  cent;  cost  of 
mtce.,  828,000:  works  belong  to  city. 

NEW  ROADS,  pop.  2,800.  Fire  dept.— 2  hose 
reels.  2  horses;  fire  alarm,  telephone,  bell  and 
whistle. 

Water  Supply— Source,  wells  and  river:  stdp. 
cap.,  50,00  gals.;  1  pumping  engine;  class,  duplex, 
cap.  per^  day,  884,160  gsis. ;  constructor  Wortning- 
tcn;  mains,  2  miles;  6  to  8  in.  dia. ;  30  hydrants; 
pressure,  dom.  GO  lbs.;  fire,  100  lbs.;  consumption 
per  day,  25,000  gals. 

MORGAN  CITY,  pop.  6,000;  fire  area,  400  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  and  2  stories; 
private,  wood,  1  and  IVi  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
csiisses  of  fires  not  investigated;  average  fire  loss, 
91,200;  ins.,  |G(00.  Fire  dept— 1  steamer,  4  c.  hand 
«3C,  1  h.  «  I.  truck,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  jgood  2,000  ft;  fire  alarm,  bell: 
value  of  dept  equipment,  |7,000;  value  of  Dldgs.. 
2,900;  total  mem.,  96  volunteers;  underwriters^ 
x-atinir»  second  class. 

Watxx  Supply— Source,  rivers,  wells  and  cis- 
te^rns;  system,  gravity. 

NATCHITOCHES,  pop.  2,800;  mercantile 
t>ldgs.;  brick,  1  and  2  stories;  private,  wood,  1 
storr;  wooden  roofs  permittel;  fireworks  and 
comoustibles  ord.;  causes  of  fires  investigated. 
F*ire  dept — 1  steamer,  1  hand  engine,  1  h.  &  1. 
t<"uck.  4  hose  carriages,  3  horses;  hose,  cotton, 
rvxbber  lined,  good  560  ft :  rubber,  good  1.100  ft ; 
total  hose,  2,500  ft;  fire  alarm,  bell;  value  of  dept 
e<iuipnient.  110,000:  value  of  bldgs..  $2,000;  ann. 
cfjxp.  of  dept,  $500;  total  mem,  100  volunteers; 
underwriters'  rating,  second  class. 

MTatkx  StJPPLT— Source,  wells  and  springs.  1 
nnile  from  business  center;  system  pump  to  stdp.; 
s^Klp.  cap.  60.000  gals.,  located  on  hill,  center  of 
.cvwvn,  material  used  in  cons,  steel;  quality  of  water, 

food:  2  pumpinsr  engines,  class  dup.  comp..  size 
:x  12  X  7H.  00,000  ^als.  cap.  per  day;  constructor 
r>mith-VaiIe  Co.,  mains,  cast  iron,  3^  miles,  4  to  8 
ii_  dia.;  29  hydrAnts,  Corey;  10  valves;  meters, 
c'tal  numbe.*  3,  Nash:  pressure,  dom.  85  lbs.,  fire 
lO  lbs.;  cost  to  contract,  $40,000;  bonded  debt, 
3I$,000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
pf    sntce.,  16,400;  works  belong  to  city. 

isIAPOLEONVILLE.  pop.  945.    Fire  dcpt.-3  c. 

rt^ines,  1  h.  &  1.  truck,  1  hand  engine,  4  hose 
p^T"t%;  hose,  1,200  ft  rubber,  400  ft.  cotton,  rubber 

^jcd,  1,000  ft;  total  mem.,  96  volunteers. 

^-V^ATKX  SupPLY-~Source,  artesian  well ;  system, 
x^Tvyp  to  res.;  res.  cap.,  400,000  jrals.;  tank  cap., 
y  OOb  gals.:  1  pumping  engine.  Smith- Vaile,  cap. 
pV  ^7  760,000  gals.;  mains,  2  miles,  6  to  8  in. 
Ijf  ^  ;  16  hydrants. 


NEW  IBERIA,  pop.  12,000;  fire  area,  2,600  acres; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
wood,  1  story;  wooden  roofs  not  permitted  in  fire 
area;  fireworn  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 2  steamers.  1  hand 
engine,  1  h.  &  1.  truck,  2  hose  wagons,  6  hose  car- 
riages. 2  horses;  hose,  cotton,  rubber  lined,  food, 
8,000  ft;  rubber,  good,  XOOO  ft:  inferior,  all  lands, 
1,000  ft;  total  hose,  6,000  ft;  fire  alarmj^bell  and 
whistle;  value  of  dept  equipment,  H^OOO:  value 
of  bldn.,  18,600:  ann.  exp.  of  dept,  ^,000;  total 
mem.  260,  baid  full  time  8,  volunteen  247. 

Watxx  Sopplt— Source,     dstems     and     Bayou 


cest  iron,  9  miles,  4  to  10  in.  dia.;  9b  hydrants; 
presure,  dom.  40  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, $60,000;  int^paid  on  bonds,  6  per  cent;  ana. 
cost  of  mtce.,  17,000;  works  belong  to  city. 

NEW  ORLEANS,  pop.  360,000;  fire  area,  196^ 
sq.  miles;  mercantile  bldgs.,  stone,  brick  and 
wood,  1  to  11  stories;  private,  stone,  brick  and 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  limits;  fireworks  and  combustibles  ord^ 
causes  of  fires  investigated.  Fire  dept. — Zl 
steamers,  1  comb.  c.  &  h.  wagon,  18  c.  engines,  10 
c  hand  ex.,  7  h.  &  1.  trucks,  2  aerial  trucks,  1 
water  tower.  14  hose  wagons,  13  hose  carriages, 
150  horses;  hose,  cotton,  rubber  lined,  total  hose, 
28,000  ft.;  fire  alarm,  Gamewell  storage,  272  boxes; 
value  of  dept.  equipment,  $350,000;  value  of  bldgs., 
$250,000;  ann.  exp.  of  dept.,  $800,000;  total  mem. 
3L7,  paid  full  time. 

Watxx  Supply— Source,  Mississippi  River,  in 
business  center;  sjrstem,  pump  direct;  stdp.  din., 
6  X  174,  located  at  station,  material  used  in  cons, 
iron,  bttildera  McRitchie  and  NichoUs;  quality  of 
water^  good;  rea.  cap.  6^000,000  gals.,  located  at 
pumping  station;  4  pumping  engines,  cap.  per  day 
47,000,000  gals.,  constructors  Allis  and  Knowles; 
80  fire  wells;  mains,  cast  iron,  450  miles,  4  to  48  in. 
dia.;  4,575  hydrants.  Holly;  1,016  valves,  Holly; 
meters,  total  number  200,  owned  by  consumer;  12,- 

000  services;  pipe,  lead;  pressure,  dom.  32  lbs.; 
cost  to  construct,  $2,838,000;  works  belong  to  Co. 

OPELOUSAS,  pop.  5,000;  fire  loss  for  1902, 
$15,000;     ins.,     $10,500.      Fire     dept— 1     steamer, 

1  hand  engine,  1  h.  &  1.  truck,  1  hose^  car 
riage,  5  hose  reels;  hose,  cotton,  rubber  lined; 
total  hose,  2,200  ft;  fire  alarm,  bell;  total  mem., 
100  volunteers;  underwriters*  rating,  third  class. 

Watxx  Supply- Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  res.;  stdp.  cap., 
76,000  gals.;  res.  cap.,  80,000  gals.;  2  pumping  en- 
gines, class  dup.,  cap.  per  day  862,000  gals.,  con- 
structors Smith- Vaile;  mains,  cast  iron,  6  miles, 
4  to  10  in.  dia.;  52  hydrants;  pressure,  dom.  60 
lbs.,  fire  120  lbs. 

PLAQUEMINE.  pop.  6.000;  fire  area,  860  acres; 
mercantile  tldgs.,  brick,  2  stories;  private,  wood, 
1  story;  wooden  roofs  not  permitted.  Fire  dept. — 
1  c.  engine,  2  hose  carriages;  hose,  cotton,  ruober 
lined,  good,  1,000  ft. ;  rubber,  good,  500  ft ;  inferior, 
all  kinds,  600  ft;  total  hose,  2,000  ft;  fire  alarm, 
bell;  total  mem.,  40  volunteers;  underwriten' 
nting,  third  class. 

Watxx  Supply— Source,  wells,  in  business  cen- 
ter; system,  gnvity  and  Pump  direct;  quality  of 
water,  good;  res.  cap.  80,000  gals.,  located  at  sta- 
tion; 2  pumping  engmes,  size  14  x  17  x  7,  cap.  per 
day  180,000  gals.,  constructor  Smedlev;  mains,  lead, 
6  miles,  2  to  6  in.  dia. ;  64  hydrants;  Kumsey  valves; 
meters,  total  number  1^  Union,  owned  by  con- 
sumer; 228  services;  pipe,  gilv.  iron;  pressure, 
dom.  40  lbs.,  fire  120  lbs.;  consumption,  per  day 
40,000  gals.,  per  capita  120  gals.;  cost  to  construct, 
$10,000;  ann.  cost  of  mtce.,  $1,200;  works  belong  to 
city. 

PROVIDENCE.— Fire  dept  not  reported. 

Watxx  Supply — Source,  artesian  well,  in  busi- 
ness center;  system,  gravity;  stdp.  cap.,  60,000 
gals.;  dimensions,  27  x  20  ft;  cons,  steel; 
quality  of  water,  good;  res.  cap.,  282000Kals.;  1 
pumping  engine.,  cap.  per  day  25,000,000;  con- 
structor Worthington;  mains,  cast  iron,  3  miles, 
4  to  8  in.  dia.;  hydrants,  82;  valves,  82;  meters, 
total  number  8;  makers,  Hersey:  pipe,  galv.  iron; 
pressure,  dom.  50  lbs.,  fire  150  lbs.;  consumption 
per  day  50,000;   cost  to   construct  works,  $42,000; 


B-158 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY— LOUISIANA. 


bonded  debt,   $27,000;   int.  5  per  cent;  ann.   cost 
of  mtce.,  15,110;  works  belong  to  city. 

RAYNE,  pop.  2,600;  mercantile  bldgs..  brick  and 
wood,  1  and  8  atones;  private,  wood,  1  and  2 
Btories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  &  1.  truck  with  side 
wall,  roof  and  aerial  ladder,  3  hose  carriages,  1 
water  tower;  hose,  cotton,  rubber  lined,  good, 
2,000  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  $2,000;  value  of  bldgs.,  $2,500; 
ann.  exp.  of  dept.,  ^100;  total  mem.,  44  volunteers. 

Water  Supply — bource,  wells;  5ystem,  pump 
direct  to  res.;  res.  cap.  117,000  2;als. ;  stop.  cap. 
66,000  gals.;  pump  from  res.  to  mains*  1  comp. 
Smith- Vaile  pump;  mains,  1  mile,  6  to  8  in.  dia.; 
14  hydrants;  pressure,  dom.  44  los.,  fire  125  lbs. 

RUSTOX,  pop.  5,000.  Fire  dept.— 1  h.  &  1. 
truck,  2  horses,  2  hose  carts;  hose,  cotton,  rubber 
lined,  good  1,200  ft,  fire  alarm,  bell,  whistle;  total 
mem.,  21  \Glunteers;  underwriters  rating,  third 
class. 

Watbr  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  res.,  to  stdp.  and 
direct;  stdp.  cap.  80,000  gals.,  located  600  ft.  from 
center  of  town,  material  used  in  cons,  steel,  build- 
er Chicago  Bridge  &  Iron  Co.;  quality  of  water, 
good:  res.  cap.,  60,000  gals;  2  pumping  enj^ines, 
size  12  X  7  X  12,  constructors  Gordon  and  Smith- 
Vaile;  mains,  cast  iron,  4  miles,  4  to  8  in.  dia.;  72 
hydrants,  Corey;  meters,  total  number  70.  Em- 
pire 67,  Thomson  8,  owned  by  city  ana  con- 
sumer; pressure,  dom.  40  lbs.,  lire  125  lbs.;  con- 
sumption, per  day  500,000  gals.,  per  capita  100  gals.; 
works  belong  to  city. 

ST.  FRANXISVILLE,  pop.  2,800.  Fire  dept.— 1 
hose  wagon,  3  hose  carts;  hose,  2,000  ft.;  fire 
alarm,  bell,  telephone  and  whistle;  total  mem.,  90 
volunteers. 

Watex  Supply— Source,  wells;  system,  pump  to 

tank;  tank  cap.,  85,000  gals.;  2  pumps,  Worthmg- 

ton,   cap.   pel    day  375,000  gals.;  mams,  2^  miles, 

4  to  8  m.  dia.;  38  hydrants;  dom.  pres.   65  to  75 

lbs.,  fire  pres.  80  to  126  lbs. 

ST.  MARTINSVILLE,  pop.  2,600;  fire  area,  SOO 
acres;  mercantile  bldgs.,  brick  and  wood,  f  sto- 
ries; private,  wood,  1  story;  wooden  roofi  per- 
mitted; fireworks  and  combustibles  ord.  Fire  dept. 
—1  steamer,  2  hand  engines,  1  h.  &  1.  truck,  6  bote 
carriages;  hose,  cotton,  rubber  lined  good  860  ft; 
rubber,  good  2.000  ft.;  inferior,  all  kinds,  150  ft; 
total  hose,  ZMO  ft;  fire  alarm,  bell;  value  of  dept 
couipment,  $8,000;  value  of  bldgs.,  $400;  ann.  exp. 
of  dept.,  $700;  total  mem.,  100  volunteers;  under- 
writers' rating,  fourth  class. 

Water  Supply— Source,  Teche  water  system,  2 
Smith- Vaile  pumps:  mains,  3^  miles,  4  to  10  in. 
dia.;  66  hydrants;  10  valves;  pressure,  fire  100  lbs.; 
cost  to  construct.  $80,000;  int.  paid  on  bonds,  6 

fer  cent;  cost  of  mtce.,  $3,636;  works  belong  to 
o. 


SHREVEPORT,  pop.  35,000:  fire  area.  7%  miles; 
mercantile  bldgs.,  stone  and  brick,  1  to  6  stories; 
private,  wood,  1^  stories;  wooden  roo€s  not  per- 
mitted in  fire  area;  combustibles  onL;  Cftoses  of 
fires  investtgated;  a  v.  fire  loss  per  7r.|^  for  8  75*'^ 
$341,190;  av.  ins.  involved  for  same  tune.  $68?,^ 
Fire  dept — 1  h.  &  1.  truck,  3  steamers,  12  c.  hand 
ex.,  1  aerial  truck,  4  comb,  c  &  h.  wagons,  6  hose 
wagons,  2  hose  carriages,  23  horses;  hose,  cotton, 
rubber  lined,  excellent  condition,  10,000  ft;  total 
hose,  10,000  ft;  fire  alarm,  electric,  45  boxes; 
value  of  dept.  equipment,  $29,000;  value  of  bldgs., 
$24,300;  ann.  exp.  of  dept,  $38,000,  toUl  mem..  I*), 
paid  full  time. 

Water  Supply— Source,  river;  system,  pump  to 
stdp.;  stdp.  cap.  258,491  gals.,  dim.  110  x  20.  ma- 
terial usea  in  cona.  iron;  filtration  sy stent,  Hy:)tt; 
cap.  of  plant,  1,000,000  gals.;  2  res.,  cap.  4,000.C<4 

Sals.;  6  pumping  engines,  class  dup.,  cap.  per  day. 
),250  gals.,  constructors  Worthington,  Blake: 
mains,  cast  iron,  34  miles,  6  to  16  in.  dia.;  S3 
hydrants;  meters,  total  number  159;  1,^9  services; 
pressure,  dom.  70  lbs.,  fire  80  to  90  lbs.;  consump- 
tion, per  day  2,000,000  gals.,  per  capita  12&  gals. 

THIBODAUX,  pop.  4,300;  fire  area,  640  acres; 
mercantile  bldgs.,  bnck,  3  and  4  stories;  pnv^ee. 
brick  and  wood,  1%  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combust iblea 
ord.;  causes  of  fires  investigated.  Fire  dept<>l 
steamer,  1  h.  &  1  .truck,  8  nose  carriages:  hose, 
rubber,  good  1,250  ft;  inferior,  all  kinds,  200  ft.; 
total  hose,  1,460  ft.;  fire  alarm,  bells;  value  of  dept 
equipment,  $9,000:  value  of  bldgs.,  $6,000;  total 
mem.,  95  volunteers. 

Water  Supply— Sottrce,  wells  and  bayou;  sy^ 
tem,  pump  to  stdp.;  stdp.  cap.  98,000  gals.,  dim. 
12  X  116,  material  used  in  cons,  steel;  8  pumpina 
engines,  class  dup.  comp.,  cap.  per  day  l,50o.0lN 

fis.,  constructors  Smith- vaile;  mains,  cast  iron, 
miles,  4  to  8  in.  dia.;  88  hydrants;  meters.  touI 
number  2,  owned  by  consumer;  184  services;  pipe, 
galv.  iron;  pressure,  dom.  55  lbs.,  fire  75  to  ^} 
lbs.;  consumption,  per  day  30,000  gals.,  per  capiu 
10  gals.;  cost  to  construct,  $26,660;  cost  of  mtcc, 
$1,000;  works  belong  to  town. 

VIDALIA,  pop.  lySOO.  Fire  dept—  3  hose  carts, 
1  h.  &  1.  truck,  1  chem.  engine;  1,800  ft.  ho-^; 
alarm,  telephone;  total  mem.,  15  volunteers. 

Water  Supply— Source,  lake:  system.  puwij>  tn 
res.;  stdp.  cap.  50,000  gals..  Smith- Vaile  duplex 
pump,  cap.  748,800  gals  per  day;  25  hydrants;  a*m. 
pres.  45  lbs.,  fire  pres.  110  lbs. 

WASHINGTON,  pop.  1,197;  mercantile  bldgs.. 
wood.  Fire  dept— S  nose  carriages;  total  bose. 
1,000  ft;  fire  alarm,  bell;  total  mem.,  40  volnn- 
teers. 

Water  Supply— Source,  well;  system,  pumping; 
Jno.  Leer,  supt 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organized  fire  dept— Jackson,  Kenccr. 
Roseland,   Slidell,    White   Centre. 
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ABBR£VIATIONS.--iAttii.,  anntwl;  •▼.,  average;  bldgt.,  buildings;  cap.,  capacity:  dm.,  chairmaAi 
G.,  chemical;  c  ft  lu* chemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  comr 
fluttce;  compb,  compound;  cons.,  construction;  dept,  department;  dJa.,  diameter:  dim.,  dimensions;  dom., 
domcstie;  dup.,  duplex;  eng.,  engineer;  exp^  expenses;  ex.,  extinguisher;  ft,  feet;  gals.,  gallons;  h.  d«« 
ha^  dnty:  h.  ft  L,hook  and  ladder;  ins.,msuranGe;  int.,  interest;  mice.,  maintenance;  mem., member !.hip; 
No.,  number;  pop.,  population;  pret.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt.,  superintendent. 


ANSON,  pop.  IW;  fire  area,  100  acres;  mer- 
cantile bldga.,  woou,  2  stories;  private,  wood,  1^ 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  No  organised  nre  dept.—!  hose 
carriage;  hose,  cotton,  nabber  lined,  good  000  ft.; 
inferior,  all  kmds,  200  ft.;  total  hose,  800  ft.;  fire 
alarm,  whistle. 

Watbk  Supply— Source,  creek;  sjrstem  pump  di- 
rect; pumping  engines,  cap.  per  day  676»000  gals.; 
mains,  ^  mile,  8  in.  dia.;  o  hydrants,  6  valves; 
pressure,  fire  100  lbs.;  cost  to  construct,  |1|002; 
works  belong  to  village. 

AUBURN,  pop.  12,851;  fire  area,  1,280  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  5  stories; 
private,  brick,  wood  and  stone,  1  to  8  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  ana 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — ^1  steamer,  l.h.  &  1.  truck,  11  c.  hand 
ex.,  1  comb,  c  ft  hose  wagon,  2  hose  wagons,  1 
hose  reel.  10  horses;  hose,  cotton*  rubber  lined, 
good,  12,000  ft.;  fire  alarm  bell,  whistle  and  elec- 
tric. 27  boxes:  ann.  exp.  of  dept.,  112,860;  total 
mem.,  66,  paid  full  time  8,  paid  psirt  time  48. 

Watsx  buppLT— Source,  lake,  8  miles  from  busi- 
ness center;  system,  gravity,  pump  to  res.;  sidp. 
cap.  800,000  gals.,  dim.  28  x  00,  located  on  hill, 
material  useu  in  cons,  boiler  iron,  builders  Cun- 
ningham Boiler  Works;  res.  cap.,  €6,000,000  gals.; 
quality  of  water,  good;  2  pumping  engmes,  class 
conip.,  size  10  x  12,  cap.  per  day  2,000,000  gals., 
constructor  Worthington ;  mains,  cast  iron,  81 
miles,  4  to  24  in.  oia.:  106  hydrants,  Mathews, 
Chapman,  Corey;  402  valves;  meters^  total  number 
40,  owned  by  city;  1,900  services ;  ptpe,  galv.  iron 
and  lead;  pressure,  dom.  20  to  GO  lbs.,  fire  100 
lbs.;  consumption  per  day  206,472  gals.,  per  capita 
50  gals.;  works  belong  to  city. 

AUGUSTA,  pop.  13,000;  fire  area,  1,296  acres; 
mercantile  bldgs.,  brick,  8  to  7  stories;  private, 
wood,  2H  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 10  c.  hand  ex., 
1  h.  &  I.  truck,  2  hose  wagons,  6  hose  carts, 
6  horses;  hose,  cotton,  rubber  lined,  good, 
6,500  ft.;  inferior,  all  kinds,  4,000  ft;  total  hose, 
10,600  ft.;  fire  alarm,  electric,  34  boxes;  value  of 
dept.  equipment,  115,000:  value  of  bldgs.,  $6,000: 
ann.  exp.  of  dept.,  |ll,0OO;  total  mem.  72,  paid 
full  time  4^  volunteers  68. 

Water  Supply — Source,  Carlton  pond;  system, 
pump  and  gravity  to  res.;  quality  of  water,  ex- 
cellent; res.  cap.,  6,000,000  gals.;  3  pumps,  cap. 
per  day  7,000,000  gals.,  constructors  Deane  and 
Worthington;  mains,  46.672  miles,  2  to  24  in.  dia.; 
163  hydrants.  Wood,  Chapman  and  Fairbanks-  321 
valves;  meters,  total  number  10,  Crown  and  Gem; 
1,739  services;  pipe,  galv.  iron;  pressure,  dotn.  75 
lbs.,  fire  125  lbs.;  consumption  per  day  2,300,000 
gals.,  per  capita  125  gals.;  works  belong  to  Au- 
gusta Water  District. 

BANGOR,  nop.  27,000;  fire  area,  8,840  acres; 
mercantile  bld^s.,  brick,  8  to  7  stories;  private, 
wood,  2%  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vesti^ted:  av.  fire  loss  per  yr.  for  8 jrrs.,  148,762; 
av.  ms.  for  same  time,  $348,000.  Fire  dept. — 4 
steamers,  14  c.  hand  ex.,  1  h.  &  1.  truck  (2  m  re- 
serve), 1  triple  comb.  h.  &  c.  &  L  truck,  6  hose 
wagons,  21  horses;  hose,  cotton,  rubber  lined, 
good,  11,000  ft.;  fire  alarm,  Gamewell,  64  boxes; 
value  of  dept  equipment,  $31,000;  value  of  bldgs., 
850.000;  ann.  exp.  of  dept.,  $37,800;  total  mem, 
109,  paid  full  time  21,  paid  part  time  88. 

WATEa  Supply— Source,  river,  1%  miles  from 
business  center;  system,  pump  to  stdp.;  stdp  cap., 
1.500,000  gals.,  dim.  50  x  75,  material  used  in 
cons,  steel;  quality  of  water,  good;  3  pumping  en- 
gines, cap.  ptT  day  8,000,000  gals.,  constructors 
Deane  and  Holly;  mains,  cast  iron,  48^  miles;  265 


hydrants;  396  valves;  meters,  total  number  100, 
owned  by  city;  4,641  services;  pipe,  galv.  iron; 
pressure,  dom.  85  to  120  lbs.,  fire  35  to  120  lbs.; 
consumption  per  day  8,600.000  gals.,  per  capita  128 
gals.;  cost  of  mtce.,  $48,000;  works  belong  to  city, 

BAR  HARBOR,  pop.  4.600;  fire  area,  600  acres; 
mercantile  bldgs.,  wood,  1  to  6  stories;  private, 
wood,  2%  stones;  fireworks  ord.;  causes  of  fires 
investigated.  Fire  dept.— 2  steamers,  18  c.  hand 
ex.,  1  h.  &  1.  truck,  2  nose  wagons,  10  hand  ex.,  2 
hose  carts,  5  horses;  hose,  cotton,  rubber  lined, 
good.  6,000  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $22,000;  value  of  bldgs.,  $1,200; 
ann.  exp.  of  dept.,  $6,000;  total  mem.,  60,  paid  full 
time,   5,   volunteers  60. 

WATxa  Supply— Source,  lake:  system,  gravity: 
mains.  12  miles,  4  to  84  in.  dia..  Wood  and  McNeai 
Foundry;  84  hydrants.  Wood;  1,000  services;  pre»> 
sure,  dom.  75  lbs.,  fire  ffi  lbs.;  cost  to  construct* 
$250,000;  ann.  cost  of  mtce.,  $d,000;  works  belong 
to  Co. 

BATH.  pop.  10,477;  fire  area,  8,200  acres;  merw 
cantile  bldgs.,  wood  and  brick,  8  to  5  stories;  pri- 
vate, wood  and  brick.  2  and  8  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 
yf.  for  8  yrs.,  $2,766;  av.  ins.  for  same  time, 
$142,600.  Fire  dept.— 2  steamers,  1  comb.  c.  &  h. 
wagon,  1  c.  engine,  8  c  hand  ex.,  2  h.  ft  1.  trucks, 
3  hose  wagons,  8  hose  carriages,  7  horses:  hose, 
cotton,  rubber  lined,  good  8,700  ft.;  inferior,  all 
kinds,  200  ft.;  total  hose,  8,900  ft;  fire  alarm, 
Gamewell,  21  boxes;  value  of  dept.  equipment, 
$19,000;  value  of  bldgs.,  $17,000;  ann.  exp.  of  dept., 
$6,000:  total  mem.,  &,  paid  full  time  8,  paid  part 
time  60. 

Watm  Supply— Source,  lake,  at  Woolwich;  sys- 
tem, pump  to  stdp.;  stdp.  cap.  OOO.iwO  gals.,  ma- 
terial *  used  in  cons,  iron,  builders  Bath  Iron 
Works;  8  pumping  engines,  cap.  per  day  6,000.000 
gals.,  constructors  Blake,  Worthington;  mains* 
cast  iron,  34%  miles,  2  to  20  in.  dia.;  168  hhy- 
drants,  Ludlow;  160  valves;  meters,  total  number, 
156;  2,200  services;  pipe,  galv.  iron;  pressure,  dom. 
80  lbs.,  fire  80  to  130  lbs.;  consumption  per  day, 
1,500,000  gals.,  per  capita  100  gals.;  cost  to  con- 
struct, $600,000;  works  belong  to  Co. 

BELFAST,  pop,  4.665;  fire  area,  716  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  4  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  gaso- 
line engine,  6  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
carts,  2  hose  reels;  hose,  cotton,  rubber  lined, 
good;  total  hose,  5,000  ft.;  fire  alarm,  whistle; 
11  boxes;  value  of  dept.  equipment,  $5,000:  value 
of  bldgs.,  $15,500;  ann.  exp,  of  dept.,  $3,900;  total 
mem.,  50  volunteers. 

Water  Supply- Source,  river  and  springs;  sys- 
tem, gravity,  pump  to  res.,  to  stdp.  or  direct; 
stdp.  cap.  263,000  gals.,  dim.  46  x  85,  located  on 
Wilson  Hill,  material  used  in  cons,  iron,  builders 
Hodge  Boiler  Works;  2  pumping  engines,  class 
dup.,  cap.  per  day  1,750,000  gals.,  constructor 
Deane;  mams,  10  miles,  4  to  10  in.  dia.;  68  hy- 
drants. Coffin  Valve  Co.;  85  valves.  Chapman 
Valve  Co.;  meters,  total  number  37,  Crown  2, 
Empire  13,  Gem  1,  Hersey  Torrent  7,  Trident  6. 
Nash  2,  owned  by  Co.;  690  services;  pipe,  %  in. 
galv.  iron;  pressure,  dom.  80  lbs.,  fire  80  to  18i 
lbs. ;  consumption,  per  day  200,000  gals.,  per  capita 
40  gals.;  cost  to  construct,  $100,000;  works  belong 
to  Co. 

BERWICK,  pop.  2.300:  fire  area,  200  acres;  mer- 
cantile  bldgs..  bnck  and  wood,  2  and  8  stories; 
private,  wood.  2  stories:  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord. ;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  8  yrs.,  $400; 
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ay.  int.  for  same  time.  1600.  Fire  dept->l  hand 
engine,  1  comb.  c.  &  n.  wagon,  4  c.  hand  ex.,  1 
hoac  wagon.  1  hose  reel,  1  horse;  hose,  cotton, 
rubber  Imedl,  good  1,600  ft ;  inferior,  all  kinds,  400 
ft:  total  hose,  1,M0  ft;  fire  alarm,  bell  and  whistle; 
▼aiue  of  dept  equipment,  OtSOO;  value  of  bldgs., 
11,600:  ann.  eacp.  of  dept,  |1.01j;  total  meat,  86, 
paid  lull  time  23,  yclunteers  00. 

v^ATsa  Supply— Berwick  Water  Co.;  80  hy- 
drants. 

BETHEL,  pop.  660;  fire  area,  1%,  miles;  mercan- 
tile bldgs.,  wood,  1  to  8  stories;  private,  wood,  8 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  &  1.  truck,  12  e.  hand 
ex.,  2  hose  wagons;  hose,  cotton,  rubber  lined, 
good.  1,400  ft.;  fire  alarm,  bell:  value  of  bldga., 
^,000;  ann.  exp.  of  dept,  tl.000;  toul  mem.,  16, 
paid  part  time. 

WAtBft  Supply— Source,  springs,  4V|  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  100,000 jrals.:  mains,  cast  iron,  7 
miles,  4  to  8  in.  dia.;  27  hydrants,  K.  D.  Wood; 
Eddy  valves;  166  services;  pipe,  ffilv.  iron;  pres- 
sure, dom.  86  lbs.,  fire  100  lbs. ;  cost  to  construct, 
160,000;  bonded  debt,  188,000;  intpaid  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.,  1800;  works  belong 
to  Co. 

BIDDEFORD,  pop.  18,000;  fire  area,  10  miles; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted)  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.--3  steamers,  1  hand  engine,  10  c.  hand  ex., 
1  comb.  c.  &  h.  wagon,  1  h.  &  1.  truck,  2  hose 
wagons,  2  carriages,  6  horses;  hose,  cotton,  rub- 
ber lined,  good,  7,000  ft;  inferior,  all  kinds,  1,000 
ft.;  total  hose,  8,000  ft.;  fire  alarm^ Gamewell,  28 
boxes;  value  of  dept  equipment,  |2»,60O;  value  of 
bldgs.,  182,600;  ann.  exp.  of  dept,  $18,000;  total 
mem.  46,  paid  full  time  4,  paid  part  time  42. 

Water  Supply — Source,  river,  2^  miles  from 
business  center;  system,  pump  to  res.  and  stdp^ 
filtration  system.  Warren;  cap.  of  plant,  10,000,000 
gals.;  quality  ot  water,  good;  res.  cap.,  8,000,000 
gals.;  2  pumping  engines,  cap.  per  dav  7,500,000 
gals.,  constructors  Worthington  ana  Deane: 
mains,  cast  iron,  60  miles,  4  to  20  in.  dia.,  Wood 
&  Co.;  207  hydrants.  Wood  &  Co.;  meters,  total 
number  166,  Crown,  Hersey  Rotary,  Thomson, 
Empire  and  Trident;  1,706  services;  pipe,  galv. 
iron;  pressure,  dom.  25  to  86  lbs.,  fire  26  to  86 
lbs.;  works  belong  to  Co.  • 

BOOTHBAY  HARBOR,  pop.  2,000;  fire  area, 
260  acres;  mercantile  bldgs.,  wood  and  brick,  1  to 
4  stories;  private,  wood  and  brick,  2  stories; 
wooden  roou  permitted;  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  hand  engine, 
1  h.  &  1.  truck,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  3,000  ft;  rubber,  good,  260  ft; 
inferior,  all  kinds,  400  ft. ;  total  hose.  8,660  ft. ;  fire 
alarm,  whistle,  11  boxes:  value  of  dept.  equip- 
ment, 16.000;  value  of  blags.,  $5,000;  ann.  exp.  of 
dept.,  $400;  total  mem.,  30  volunteers. 

WATsa  Supply— Source,  lake,  2  miles  from  busi- 
ness center;  svstem,  pump  to  stdp.;  stdp.  cap., 
260.000  gals.,  dim.  30  x  46,  material  used  in  cons, 
steel;  quality  of  water,  good:  pumping  engines, 
class  comp.,  cap.  per  day  1.000.000  gals.,  con- 
structor Deane;  mains,  cast  iron,  4  miles,  4  to  10 
m.  dia.;  88  hydrants;  STL  valves;  meters,  total  num- 
ber 14,  owned  by  town;  260  services;  pipe,  salv. 
iron;  pressure,  dom.  75  to  85  lbs.,  fire  76  to  86  lbs.; 
consumption  per  day.  60,000  gals.;  cost  to  con- 
struct, $69,000;  works  belong  to  city. 

BOWDOINHAM.— Fire  dept— 1  hand  engine, 
1  hose  wagon;  hose,  cotton,  rubber  lined,  good  1,000 
ft.;  total  mem.,  35  volunteers. 

Watex  SupPLY^Source,  river,  wells  and  reser- 
voirs.   Water  works  not  reported. 

BREWER,  pop.  50,000;  mercantile  bldgs.,  wood, 

1  to  4  stories;  i>rivate,  wood.  2  stories;  wooden 
roofs  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 2  steamers, 

2  h.  &  1.  trucks,  8  c.  hand  ex.,  2  nose  wagons,  2 
hose  reels,  3  horses;  hose,  cotton,  rubber  lined, 
good,  7,000  ft.;  fire  alarm,  bell,  whistie  and  elec- 
tric, 17  boxes;  value  of  dept.  equipment,  $15,000;  ' 
value  of  bldgs.,  $4,000;  ann.  exp.  oi  dept.,  $35,000; 
total  mem.  60,  paid  part  time. 

Wate*  Supply— Source,    river,    4    miles    from 


business  center;  system,  gravity,  pump  to 
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Warren,  Norwood:  cap.  of  plant  8,000,000  gals.; 
cost  to  construct,  $160,000;  quality-  of  water,  good; 
8  pumping  enginea,  cap.  jper  day  4,000^000  gala.,  con- 
structors Worthingtont  Cordon  and  Deane;  mains, 
iron,  20  miles,  4  to  12  in.  dia.;  61  hydrants;  96 
valves;  meters,  total  number  S,  Crown,  owned 
by  Co.:  1.876  services;  pipe,  galv.  iron;  pressure. 
dom.  80  lbs.,  fire  80  to  100  lbs.;  consumption  per 
day,  1,000,000  gals.;  works  belong  to  Co. 

BRIDGTON,  pop.  2368.  Fire  dept— 1  steamer, 
1  c.  engine,  1  h.  &  L  truck,  1  hose  cart*  3  hose 
reels;  hose.  2,600  ft.:  total  mem.  48,  paid  part  time. 

Watbk  Supply— ^Source,  lake,  H  nule  ^n>m 
buainesa  center:  system,  pump  to  rtdp.;  stdp.  cap. 
4001,000  gala.,  dun.  86  to  66  ft;  material  used  m 
conatructwn,  steel;  quality  of  water,  good;  1  pump- 
ing engine*  class  Smith  ft  VaiUe.,  cap.  per  day 
300,000  gals.;  maina,  cast  iron,  7%  miles,  6  to  10  in. 
dia;  46liydrants;  metera,  total  number,  8Ql  Buffalo 
Meter  Co.;  800  services;  pipe,  galv.  iron;  pressure, 
dom.  46  to  100  Iba..  fire  46  to  100  Iba;  ooosumptKHi 
per  day  160,000  gala.,  per  cap.,  60  gals.;  int.  paid 
on  bonds,  4%  per  cent;  works  belong  to  Co. 

BROWNSVILLE,  poo.  1,570;  fire  aie«.  100 
mercantile  bldga.,  wood,  8  storiea;  private,  i 
atories;  wooden  roofs  permitted;  no  fireworks 
combustibles   ord.;    eauaea    of    fires   not    ii 

Sated;  fire  loss  for  1908,  86,000;  av.  ina.  for 
me,  $3,000.  Fire  dept— 1  hand  engine,  1  hose 
riage;  hose,  cotton,  rubber  lined,  good,  1,100 
fire  alarm,  bell  and  whistle;  total  mem..  60 
untecrs;  also  2  private  fire  depta. 

Watbx  Supply— Source,    spring,     datema 
river;  system,  gravity. 

BRUNSWICK  AND  TOPSHAM.  pop.  6^800: 
fire  area.  1.280  acres;  mercantile  bldgs.,  brick  and 
wood.  2  and  3  stories;  private,  wood  2%  atories: 
wooden  roofs  permitted  in  fire  area;  fireworks  ana 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  hand  engines,  2  c.  hand  ex.,  1  h.  & 
1.  truck,  2  hose  wagons,  7  hose  carts;  hose,  cot- 
ton, rubber  lined,  good.  4,000  ft.;  rubber,  good. 
200  ft.;  inferior,  all  kinds.  650  ft;  total  hose, 
4,850  ft;  fire  alarm,  whistle  with  Gamewell  at- 
tachment value  of  dept  equipment.  $3,800;  value 
of  bldgs..  $2,600;  ann.  exp.  ot  dept.  $4.4S2;  total 
mem.,  96  volunteers. 

Watbx  Supply— Source,  80  driven  wella,  1^ 
miles  from  business  center;  system,  pump  to  stdp.; 
stdp.  cap..  6l25jP00  gals.,  material  used  in  cons. 
iron,  builders  Portland  Co.;  quality  of  water,  ex- 
cellent; pumping  enffines,  cap.  per  day  3,600.000 
gals.,  constructors  G.  F.  Blake,  Laidlaw-Dunn- 
ordon  Co. ;  mains,  cast  iron,  14  miles,  2  to  14  in. 
dia.;  101  hydrants,  R.  D.  Wood  &  Co.;  900  serv- 
ices; pipe,  galv.  iron;  pressure,  nominal  60  lbs., 
fire  6&  to  75  lbs. ;  works  belong  to  Brunswick  & 
Topsham  Water   Dist. 

BUCKFIELD,  pop.  1,189:  mercantUe  UdflL.  wood 
and  brick,  2  stones;  wooden  roofs  pemutted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
not  investigated.  Fire  dept— 1  h.  &  L  track,  1 
hose  carriage;  hoae,  cotton,  rubber  lined,  good  800 
ft;  inferior,  all  kinds,  800  ft.jtotal  hose,  1400  ftj 
value  of  dept  equipment,  $600;  total  mem.,  1» 
volunteers. 

WATsa  Supply— Source,  North  Pond,  2H  miles 
from  business  center;  system,  gnivity;  quality  of 
water,   good;   reservoir   cap.,  1,000,000  gals.,    coa- 


.    ^  cap..     .      .        _ 

structor  C.  N.  Taylor;  mams,  cast  iron,  22.000  ft.. 
6  to  10  in.  dia.;  21  hvdrants;  7  valves,  makers  J. 
N.  Wood  &  Co.,  Philadelphia;  64  services;  pipe. 
galv.  iron ;  pressure,  fire  85  lbs. ;  cost  to  construct 
$32,000;  bonded  debt.  $25,000:  int  paid  on  bonds, 
5  per  cent;  works  belong  to  Co. 

BUCKSPORT.  pop.  2,900;  fire  area,  808  acres: 
mercantile  bldgs.,  wood,  VA  to  4  stories;  prrrmte, 
wood,  2Vi  stories;  wooden  roofs  permitted  in  fire 
area:  causes  of  fires  investigated.  Fire  dcpc— S 
hand  engines,  24  c.  hand  ex.,  8  hoae  wagons,  € 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1.800  ft;  rubber,  good.  250  ft;  inferior,  all  kinds, 
20O  ft.;  total  hose,  2.250  ft.;  fire  alarm,  bdl  and 
whistle;  ann.  exp.  of  dept.  $298;  total  mem.,  ttH 
paid  part  time. 

Water  Supply— Source,  lake,  1  mile  from  bir»- 
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ness  center;  system,  gravity;  mains,  iron,  6  miles, 
t  to  10  in.  dia.;  10  hydrants,  Holyoke;  20  yalyes, 
Kennedy:  100  services;  pipe,  galv.  iron;  pressure. 
dom.  40  lbs.,  fire  86  lbs.;  cost  to  constru^  |SI»000; 
ann.  cost  of  mtce..  |600;  works  belong  to  Co. 

CALAIS,  pop.  7,665;  fire  area,  800  acres;  mer- 
cantile bldgs.,  orioc  and  wood.  8  and  8  stories; 
private,  wood,  8  and  8  stories;  wooden  roofs  per- 
mitted;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  steamer,  1  band 
engine,  4  c  hand  ex.,  1  n.  &  L  truck,  8  hose 
wagons,  4  hoae  carriages,  4  horses:  hose,  cotton, 
nibber  lined,  good  ^00  ft;  infenor,  all  kinds, 
100  ft.;  toul  hose.  6,800  ft;  fire  alarm.  Gamewell, 
15  boxes;  value  of  dept  equipment,  116,000;  value 
of  bldg^,  89,600;  ann.  exp.  ol  dept.  $0,600;  total 
mem..  81,  t»aid  full  time  8,  volunteers  tt. 

Watbe  SuppLT--Source,  river;  system,  pnmpto 
res.;  filtration  system.  Warren ;  cap.  of  ^iant,  8JM)0,- 

000  gala.;  res.  cap.,  8*600,000;  8  pumping  engines, 
dsss  coinp.  dup.,  cap.  per  dav  8,000.000  gals.,  con- 
structor Blake;  mains,  19  miles,  0  to  la  in.  dia.; 
L75  hydrants.  Chapman;  08  valves;  1,800  services; 
pipe.  galv.  iron;  pressure,  fire  86  lbs.;  consump- 
tion, per  day  860,000  gals.,  per  capita  100  gals.; 
RTorks  belong  to  Co. 

CAMDEN,  pop.  8,886;  fire  area,  800  acres;  mer^ 
»ntile  bldgs.,  brick,  8  and  4  stories;  private,  wood, 
IH  and  8  stories;  wooden  roofs  not  permitted;  fire- 
works and  oombustiblea  ord.  Fire  dept--l 
iteamer,  1  hand  engine,  8  Bangor  ex,ladders,  1 
!i.  ft  L  truck,  1  hose  wagon,  4  hose  carriages;  hose, 
cotton,  rubber  lined,  good  8,000  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  18,000;  value  of 
bldgs..  12.600;  ann.  exp.  of  dept,  8600;  total  mem., 
>8  volunteers. 

Watbx  SurrLY— Source,  supply  from  Mirrow 
Lake:  system,  gravity;  stdp.  cap.,  660,000  gals., 
dim.  80  X  86*  located  on  side  of  mountain,  material 
jsed  in  cons,  steel,  builders  Portland  Co.;  46  hy- 
Irants;  pressure,  dom.  120  lbs.,  fire  120  lbs. 

CARIBOU,  pop.  4,768;  mercantile  bldgs..  brick 
uid  wood,  1  to  8  stories;  private,  wood,  1%  ito- 
ies:  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combuatibles  ord.;  causes  of  fires  in- 
restigated.  Fire  dept.~l  h.  &  1.  truck.  2  hoae 
eels;  hose,  cotton,  rubber  lined,  good,  2,000  ft.;  In- 
erior,  all  kinds.  1,000  ft;  total  hose,  8,000  ft;  fire 
tlarm.  steam  whistle  and  bell:  value  of  dept 
equipment,  8^000;  value  of  blags.,  81,600;  total 
nem.,  28,  j>aia  part  time. 

Watsr  StJ?PLY — Source,  river,  1  mile  from  busi- 
less  center;  system,  pump  to  stdpj  stdp.  cap., 
50,000  gals.,  dim.  80  x  29%.  buUders  Hodge  &  Co.; 

1  pumping  ennnes,  cap.  per  day,  1,000.000  gals., 
onstructor  Blake:  mains,  cast  iron.  7  miles,  2  to 

in.  dia..  Wood;  88  hydrants,  Mathews;  82  valves; 
00  services;  pressure,  dom.  86  lbs.,  fire  150  lbs.; 
onsumption,  per  day  200,000  gals.,  per  capita  40 
rals.;  cost  to  construct,  $126,000;  ann.  cost  of 
Dtce.,  81,600;  works  belong  to  Ca 

CORINNA.  pop.  1,170;  mercantile  bldgs.,  wood. 
*ire  dept. — ^1  hand  ene^ine,  1  h.  &  1.  truck.  1  hose 
arriage;  hose,  cotton,  rubber  lined,  good,  600  ft; 
otal  mem^  40  volunteers. 

Watbx  Supply— 'Source,  stream;  system,  pump- 
ig;  pumping  cap.  per  min.,  W>  gals. 

CUMBERLAND,  pop.  1,404;  mercantile  bldgs., 
'ood;  no  fire  dept. 
Watex  Supply— 'Not  reported. 

DAMARISCOTTA,  pop.  876.  Fire  dept.— 1  hand 
ngine.  1  h.  &  1.  truck,  2  hose  carts;  hose,  2,000  ft.; 
)tal  mem.,  60;  value  of  dept.  equipment.  $2,500; 
alue  of  bldgs..  $600;  ann.  exp.  of  dept.  $200. 
V/atkx  Supply— Source.  Little  Pond;  system, 
nmping;  2  pumps,  makers  Deane^  cap.  per  day 
X).Qu0  gals.;  20  hydrants;  296  services;  mains,  10 
tiles;  pressure,  dom.  100  lbs.;  cost  of  works,  $100,- 
)0;  bonded  debt,  $50,000;  int.  paid  on  bonds,  5 
er  cent;  ann.  cost  of  mtce..  $1,()00;  works  belong 
3  Co. 

DANFORTH.  pop.  1,092;  mercantile  bldgs., 
ood.  2  stories;  private,  wood,  1^  and  2  stories; 
ooden  roofs  permitted;  fireworks  and  combusti- 
les  ord.;  causes  of  fires  investigated.  Fire  dept— 
hand  engine,  1  hose  carriage;  hose,  cotton,  rub* 
er  lined,  good  600  ft;  inferior,  all  kinds,  200  ft; 


total  hose,  800  ft;  fire  alarm,  bell;  total  mem.,  80 
volunteers. 
Watbx  Supply— Source,  wells  and  river. 

DEERING,  pop.  5,353.  Fire  dept.— 1  h.  &  1. 
truck,  16  hand  ex.,  9  hose  carriages;  fire  alarm. 
Gamewell;  total  mem.,  100  volunteers. 

Watbx  Supply— Not  reported. 

DEXTER,  pop.  8,400;  mercantile  bidga..  brick 
and  wood,  1  to  6  stories;  private,  brick  ana  wood* 
2  stories:  wooden  roofs  permitted  in  fire  area: 
oombustiolea  onL  Fire  dept— 8  hand  engines,  11 
c  hand  ex.,  1  h.  &  L  truck,  3  hose  wagons,  1  hose 
reel;  hose,  cotton,  rubber  lined,  good,  2,600  ft; 
inferior,  all  kinds,  1,000  ft;  total  hose,  8,600  ft; 
fire  alarm,  bell  and  whlatle;  value  of  dept  equip- 
ment, $6gm)0;  value  of  bldgs.,  f4,600;  ann.  exp.  of 
dept,  n,20O;  total  mem.,  76,  paid  part  time. 

Watkx  Supply— Source,  lake,  1-8  mile  from 
business  center;  system,  bump  to  res.;  quality  ol 
water,  good;  res.  cap.,  600,000  gala.:  ptimi^ff  en- 
ginea,  clasa  operated  by  water  wheel,  aise  80  norse 
power,  cap.  per  10  houra  860.000  gala.;  mains,  iron. 
6  miles.  6  to  12  in.  dia.:  79  hydrants.  Coffin;  82 
valves,  pressure.  100  to  laO  lbs..  Coffin;  works  be- 
long to  town. 

DOVER,  pop.  1,888;  mercantile  bldgs^  brick  and 
wood,  1  to  6  stories;  private,  wood,  1%  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
and  combustibles  ord. ;  cauaea  of  fires  investigated. 
Fire  dept— 2  hand  enginea,  4  c.  hand  ex.,  1  h.  ft 
1.  truck,.  4  hose  carts;  hose,  cotton,  rubber  lined, 
good,  tion  ft;  inferior,  aU  kinds,  000  ft;  total 
hose,  8,100  ft.;  fire  alarm,  Gamewell,  8  boxes;  to- 
tal mem.  45,  paid  part  time. 

Watxx  Supply— Source,  river,  2  miles  from 
business  center;  system,  pump  to  res.;  res.  cap., 
2.000,000  gals.;  pumping  engines,  cap.  per  day  l,- 
000,000  gals.,  constructor  Deane;  mams,  cast  iron, 
10  miles,  2  to  10  in.  dia.,  Warren;  48  hydrants. 
Chapman:  24  valves;  500  services;  pipe.  galv.  ana 
wrought  iron;  pressure,  dom.  80  lbs.,  fire  80  lbs.; 
consumption  per  day  360,000  gals.,  per  capita  186 
gals.;  cost  to  construct.  $126,000;  ann.  cost  of 
mtce..  $2,000;  works  belong  to  Co. 

EAST  LIVERMORE,  pop.  2,600;  bldgs.,  wood 
and  brick,  2  stories;  wooden  roofs  permitted. 
Fire  dept— 1  steamer,  1  hand  engine,  private  tire 
pumpa  and  hose,  1  hose  wagon,  2  hose  carriagjM. 
2  horses;  hose,  cotton,  rubber  lined,  good.  1,000 
ft. ;  linen,  good.  600  ft. ;  inferior,  all  kinds,  800  ft ; 
total  hose,  1300  ft;  fire  alarm,  Gamewell;  value 
of  dept.  equipment,  $2,000;  ann.  exp.  of  dept, 
$1,500;  total  mem.,  26  volunteers,  1  paid. 

Watb&  Supply— Source,  rivers  andf  springs. 

EASTPORT.  pop.  6,811;  mercantile  bldgs.,  brick 
and  wood,  2  and  S  stories;  private,  wood,  1  and  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord. ;  Fire  dept— 1  hand  engine,  2  c 
hand  ex..  1  h.  ft  1.  truck,  6  hose  carriages;  hose, 
cotton,  rubber  lined,  good  2,000  ft.;  interior,  all 
kinds,  1.000  ft;  toUl  hose,  3,000  ft;  fire  alarm, 
Gamewell.  11  boxes;  value  of  dept.  equipment. 
$3,000;  value  of  bldgs..  $3,600;  ann.  exp.  of  dept., 
$1,000;  total  mem.,  54  volunteers. 

Watbx  Supply- Source,  lake,  8  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap.* 
500.000  gals.;  2  pumping  engines,  cap.  per  day  1,000,- 
000  gals.,  constructor  Knowles;  mains,  iron,  20 
miles,  8  to  10  in.  dia.;  64  hydrants;  600  services; 
pressure,  dom.  80  lbs.,  fire  80  lbs.;  cost  to  con- 
struct, $125,000;  ann.  cost  of  mtce.,  $10,500;  works 
belong  to  Co. 

EDEN,  pop.  4,470;  fire  area.  640  acres;  mer- 
cantile bidgs..wood,  VA  to  6  stories;  private,  wood. 
2H  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated;  av. 
fire  loss,  per  yr.  for  8  vrs..  $14,386;  av.  ins.  for 
same  time,  $8,138.  Fire  dept— 2  steamers.  1  c.  en- 
gine, 2  c.  hand  ex..  1  h.  ft  1.  truck.  6  nose  car- 
nages, 4  horses;  hose,  cotton,  rubber  lined^  good. 
5.3U0  ft ;  fire  alarm,  bell ;  value  of  dept  equipment. 
$12,500;  value  of  bldgs.,  $1^800:  ann.  exp.  of  dept, 
$3,500;  toUl  mem..  60.  paid  full  time  4.  volunteers 
58. 

Watbx  Supply— Source,  Eagle  Lake,  2H  miles 
from  business  center;  system^gravity;  pressure,  75 
to  90  lbs. :  cost  to  construct,  $30,000.  owned  by  Bar 
Harbor  Water  Co. 
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ELLSWORTH,  pop.  4,(B5;  fire  area,  IjOOO  acrea; 
mercantile  bldga.,  bnck  and  wood*  1  t&  4  atorita; 
private,  wood,  2  atoriea:  wooden  roofa  permtttea 
m  fire  area:  fire  losa  1908,  $3,775;  ins.  involved  for 
cauacs  of  nrea  inveatigated.  Fire  dept—l  h.  &  L 
truck,  8  hand  engines,  7  hose  carts:  hoae.  cotton, 
rubber  lined,  good,  8^00  ft:  infenor,  all  kiada, 
1400  ft.;  total  hose,  4,900  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  |7^M0:  value  of  oldga.. 
|4,00O;  ami.  exp.  ot  dept,  11,800;  total  ncm.,  49 
volunteers. 

Watek  SurpLT-^ource,  lakea^  8  milea  from 
buaineaa  center;  aystemtpvmp  to  stdp.;  atdp.  cap., 
800,000  gals^.  dim.  25  x  80;  1  pumping  engine,  cap^ 
per  day,  1,2(10,000  gala.,  conatnictor  Deane;  maina, 
iron,  16  miles,  2  to  16  in.  dia.';  66  hydrmnu;  110 
valvct:  metera,  total  number  10;  000  aonrioes:  pipe, 
galv.  iron;  preasure,  dom.  116  Iba.,  fire  116  lbs.; 
consumption  per  day,  700,000  gala.;  worka  belong 
to  Co. 

FAIRFIELD,  pop.  2,600)  fire  area,  640  acrea; 
mercantile  bldga.,  brick  and  wood,  1  to  4  atorieas 
private,  wood;  2  stories;  wooden  roofs  permitted 
m  fire  area;  fire  loaa  1907,  $3,775;  ins.  involved  for 
same  time,  $102,600.  Fire  dept.— 1  steamer,  2  h.  & 
1.  trucks,  6  c.  hand  ex.,  1  hose  wagon,  4  hose  carts, 

1  chem.  hose;  hoae,  cotton,  rubber  lined,  good; 
total  hose,  8,600  ft ;  fire  alarm,  bell ;  value  of  dept 
equipment,  $8<000:  value  of  bldsn.,  $8,000;  ann. 
exp.  of  dept,  $1,000;  total  mem.,  26  volunteers. 

Watvx  Supply— Source,  river  (see  Watenrille) : 
system,  pump  to  re9,i  rea.  cap..  8,000^060  gala.;  2 
pumping  enginea,  cap.  per  day  4,600,000  gala.,  con* 
structors  Knowles,  Ueane;  88  hydcanta.  Chapman; 
meters,  total  number  10;  pressure,  fire  95  lbs.; 
works  belong  to  Co. 

FARMINGTON,  pop.  1,261;  fire  area,  200  acrea; 

mercantile  bldgs.,  brick,  2  atoriea:  private,  wood, 

2  stories;  wooden  roofs  permitted.  Fire  dept— 1 
steamer,  1  h.  &  1.  truck,  1  ex.  ladder,  1  sup- 
ply wagon,  2  hose  carriagea:  hoae,  rubber,  , 
good,  2^300  ft.;  inferior,  afi  kinds,  1J500  ft.;  ^ 
total  hose,  8,800  ft;  fire  alann,  electric,  6  boxes; 
value  of  dept  equipment,  $12,000;  value  of  bldg%. 
$2,000;  ann.  exp.  of  dept,  $600;  total  mem.,  20 
volunteera:  underwriters'  rating,  first  claaa. 

Water  Supply — Source,  river.  ^  mile  from 
business  center;  stdp.  cap  260,006  gals.,  dim.  26  x 
40,  located  at  Powder  House  Hill,  material  used 
in  cons,  iron;  quality  of  water,  best;  1  pumping 
engine,  cap.  per  day  1,000,000  gals.,  constructor 
Geo.  F.  Blake;  mains,  cast  iron;  3^4  miles,  4  to 
10  in.  dia.;  82  hydrants,  Coffin;  meters,  total  num- 
ber 7,  Nash,  owned  by  citv;  237  services;  pipe, 
fralv.  iron;  pressure,  dom.  86  lbs.,  fire  85  to  100 
bs. ;  consumption  per  day  92,0'^gals.,  per  capita 
90  eals.;  cost  to  construct,  $36,000;  bonded  debt, 
$40,000;  int.  paid  on  bonds,  6  per  cent;  works  be- 
long  to  city. 

FORT  FAIRFIELD,  pop.  5,000;  fire  area,  900 
acres;  mercantile  bldgs.,  wood,  1  to  4  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitt^  in 
fire  area;  combuatiblea  ord.;  canaea  of  firea  in- 
vestigated. Fire  dept— 1  hand  engine.  1  h.  &  1. 
truck,  3  hose  carts;  hose,  cotton,  rubber  lined, 
good,  2.200  ft.;  inferior,  all  kinds,  300  ft.;  total 
hose,  2.500  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  $2,000;  value  of  bldffs.,  $1,000;  ann.  exp. 
ot  aept,  )f400;  total  mem.,  23,  paid  full  time  2, 
paid  part  time  21. 

Water  Supply— Source,  brook;  system,  gravity; 
maina,  8  miles,  10  in.  dia.;  20  hvdranta;  8  valvea; 
8  hoae  pipes,  8  Waldron  noszles;  meters,  total 
number  2;  66  services;  pressure,  dom.  66  lbs.,  fire 
66  lbs.;  coat  to  construct,  $30,000;  worka  belong  to 
Co. 

FOXCROFT.  pop.  1,629;  mercantile  bldgs., 
brick  and  wood.  Fire  dept— 2  hand  engines,  1  h. 
&  I.  truck.  2  hose  carriages;  fire  alarm,  whistle. 

Watee  Supply— Source,  river;  system,  pump- 
ing; 4S  hydrants;  pressure,  80  lbs. 

FREEPORT,  pop.  2.839.  Fire  dept— 2  c.  hand 
ex.,  1  h.  &  1.  truck,  2  hose  carts;  total  mem.,  60 
paid  part  time  and  volunteers;  fire  alarm,  bell. 

Watee  Supply— 18  hydrants;  pressure,  60  lbs. 

FRYEBURG,  pop.  1,876;  bldga.,  wood.  IH  and  2 
stories;  wooden  roofs  permitted.  No  organiied 
fire  dept.— 1  h.  &  1.  truck,  1  hose  carriage;  hose, 
cotton,   rubber  lined,  good,   1,200  ft;   fire  alarm. 


bell;  value  of  dept.   equipment,  $3,000;   value  of 
bldgs.,  $2,000. 

WATEE  Supply— Source,  mountain  streama;  syi- 
tem,  gravity;  res.  cap..  6OMOO  gala.:  mains,  7 
miles.  6  to  10  in.  dia..  Wood  &  Co.;  1ft  hydrants; 
10  valves:  200  eervices;  pipe,  cast  iron;  presaorc. 
dom.  60  loa.,  fire  60  Iba.;  coat  to  conatnic£  QSJOOO; 
ann.  coat  of  mtcc,  $100;  worka  belong  to  Co. 

GARDINER,  pop.  6,601;  fire  arc*.  1,180  acrea; 
mercantile  bldga.,  brick,  8  atoriea;  priVst^  wood, 
2  stories:  wooden  roofs  permitted;  firewona  and 
combustibles  ord.  Fire  dept— 8  ateamcra,  10  c 
hand  ex.,  1  h.  &  L  tmck,  l  hoae  wagon,  <  hoae 
carriagea;  hoae^  cotton,  rubber  lined,  good  8^ 
ft.:  fire  alarm,  whittle  and  telephone^  6  boxes; 
value  of  dent  equipment,  $20,060;  value  of  bldgs., 
$6,000;  total  mem.,  106  volunteera. 

Watee  Supply— Source,  Cobbossee  Contce 
River;  system,  pump  to  rea.  and  direct;  quality 
of  water,  excellent;  res:  cap.,  2,000,000  gala.;  2 
pumping  engines,  class  water  power.one  Blake 
pump,  site  12x12,  cap.  per  day  2,000,000  gals., 
9^  X  10  ins.  triplex,  Smith-Vaile;  cap.  1,400.000; 
mains,  cast  iron  over  2  ins.,  16  miles,  2  to  18  ins. 


640,000  gals.,  per  capita  100  gals. ;  works  bcuong  to 
Gardiner  Water  District 


GORHAM,  pop.  2,640;  mercantile  bids*-*  bnck 
and  wood,  2  and  8  storiea;  private,  2  atoriea;  canaes 
of  fires  investigated.  Fire  dept— 1  h.  ft  L  tradit,  8 
hose  carriages,  reels,  etc;  nose,  cotton,  mbbcr 
lined,  good,  l^OO  ft ;  fire  alarm,  bell  aad  whiatle; 
value  of  dept  equipment,  $1,600;  total  nacm.,  S3 
volunteers. 

WATSa  Supply— Source,  lake.  8  milea  from  busi- 
ness center;  avatem,  pump  to  atdp.;  atdp.  capi 
340,000  gals.,  dim.  86  x  60,  material  naed  in  cooa. 
iron,  builder  Portland  Co.;  2  pumping  engines, 
cap.  per  day  1,600,000  jgals.,  conatmctor  Deane; 
maina,  iron,  6  to  8  m.  dia. ;  83  hydranta,  Mathews: 
coat  to  construct,  $60,000;  int  paid  on  bonda,  4^ 
per  cent;  worka  belong  to  Co. 

GOULDSBORO,  pop.  1,269;  fire  area,  BOO  acres; 
mercantile  bldga.,  wood,  1  to  8  atoriea;  priivatc, 
wood.  1%  and  2  atoriea;  wooden  roofa  permitted; 
no  fireworka  and  combuatiblea  ord.    No  fire  d^pt 

WATxa  Supply— Source,  pond,  PA  mOea  Iroia 
business  center;  system,  gravitv  and  pomp  to 
stdp.;  stdp.  cap.,  28,000  gals.,  builder  C  S. 


stop.;  stdp.  cap.,  3S8,ouo  gais.,  i>uuder  C  ^  Caana 
&  Son;  pumpiufT  enginea,  cap.  pe«  day  880,600  gala., 
conatmctor  Holly;  mains.  8  miles,  6  to  8  in.  dia.; 
6  hydranta,  C.  S.  Cassin  &  Son;  60  aervicea;  pres- 
sure, fire  100  lbs.;  ann.  coat  of  mtce.,  $1,000;  works 
belong  to  Co. 

GUILFORD,  pop.  1,800.  Fire  dept— 2  hose 
carts ;  hose,  1,100  ft. ;  total  mem.  16,  paid  part 

Watck  Supply— Two  pumpa  (belong  to  nctocy). 
cap.  600,000  gals,  per  day;  7  nydraata;  ~  ^ 

Iba. 


HALLOWELL,  pop.  2,714;  fire  area,  1,380  .»», 
mercantile  bldgs.,  brick,  stone  and  wood,  3  and 
4  stories;  private,  wood,  2  and  2\^  stories: 
wooden  roofs  permitted  in  fire  area;  fireworka  and 
combustibles  ord.;  cauaea  of  firea  sntreaticated. 
Fire  dept.— 1  ateamer,  1  c.  engine  on  wheda,  1 
hand  engine,  4  c.  hand  ex.,  1  h.  &  1.  truck,  1  boae 
wagon,  8  hose  reels,  12  horses;  hoae,  cotton,  r«A»> 
ber  lined,  good.  2,000  ft:  inferior,  afl  kinda,  166 
ft.;  total  nose,  6,000  ft;  nre  alarm,  bell;  vsilne  cf 
dept  equipment.  $16,000;  value  of  bldga^ 
ann.  exp.  of  dept,  $1,200;  total  men.,  46 
teers. 

WATsa  Supply— Source,  apringa,  1^  mileo 
business  center;  syatem,  gravity  andmraipfto  ... 
quality  of  water,  good;  rea.  cap.,  4,000.000  gala^ 
located  back  of  city;  1  new  Daridran  ateam  pnxap. 
cap.  per  dav,  400,000  gals.;  mains,  cast  iron.  7 
miles,  €  to  12  ins.  dia.;  49  hydrants;  40  vahres;  m«> 
ters,  total  number  1;  600  services;  pipe,  wroogfat 
and  galv.  iron;  pressure,  dom.  40  to  llO  Iba.;  con- 
sumption per  day,  150.000  gals.;  cost  to  ooastnsct 
$58,104;  cost  of  mtce.,  $2,200:  works  belonc  to  cxcy. 

HARTLAND,  popw   1,116;  fire  ares 
mercantile  bldga.,  wood,  2  and  8  atoria 
wood,  2  atoriea;  wooden  roofa  permitted; 
and  combuatiblea  ord.     Fire  dept— 0  at 
hand  engine,  2  c.  hand  ex.,  1  h.  ft  L  track,  1 
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carriage;  Iumc  cotton,  rubber  lined,  oood  1,000 
ft.;  Ixnaii  good  600  it;  inferior,  all  Idnds,  000 
fLjtotal  ooae,  2,100  ft;  value  of  depL  equipment, 
11,300;  value  of  bldgi.,  ^100;  total  mem.,  yolun- 
teen. 

WATsa  SvrpLT— Source,  riyen  and  cietems,  in 
buaitteaa  center;  mtem,  pump,  water-wheel  in 
mills;  mains,  2,400  tt,  iron,  4  in.  dia.;  7  hydrants; 
pressure,  from  force  pump  in  water>wheel;  also 
steam  pump  in  mills. 

HEBRON,  poo.  401  Fire  dept.— (Belongs  to 
Hebron  Acad.)— 10  c.  hand  ex.,  Z  hose  carts;  ftre 
alarm,  bell:  total  mem.,  125. 

Watkk  Supply— Five  hydrants;  pressure,  100 
lbs. 

HOULTON,  pop.  7.000;  fire  district.  20  acres; 
mercantile  bldgs..  wood  and  brick,  1  to  8  stories; 
private,  wood,  2^  stories;  wooden  roofs  permit- 
ted; no  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  steamer.  1 
hand  engine,  2  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
wasrons,  6  hose  carriages,  4  horses;  hose,  cotton, 
rubber  lined,  good,  4,200  ft.;  inferior,  all  kinds, 
700  ft.;  total  hose,  4,900  ft.;  fire  alarm,  Gamewell. 
17  boxes;  value  of  dept.  equipment,  $10,000;  value 
of  bidgs.,  118,000;  ann.  exp.  of  dept.,  $7,500;  total 
mem.,  28,  paid  part  time;  underwriters*  rating, 
second  class. 

Watxr  Supply— Source,  springs  and  streams,  % 
mile  from  business  center;  system,  pump  to  res.; 
quality  of  water,  good;  res.  cap.,  2JK29,000  gals. 
located  on  Pierce  Hill;  4  pumping  engines,  cap. 

for  day  8,600,000  gals.,  constructor  Worthington, 
Gould  1,600,000  ^s.  double-acting  triplex  pump; 
mains,  cast  iron,  14  miles,  4  to  12  in.  dia.;  90  hy- 
drants; 200  valves;  8^  services;  pipe,  galv.  iron; 
pressure,  dom.  70  lbs.,  fire  100  lbs.;  consumption 
per  day,  800,000  gals.;  works  belong  to  town. 

KENNBBUNK,  pop.  8,228;  mercantile  bldga., 
brick  and  wood,  1  to  4%  stories;  private,  brick  and 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
firea  investigated.  Fire  dept— 2  hand  engines,  8 
c  hand  ex.,  1  hose  wagon,  8  hose  carria|res;  bote, 
cotton,  rubber  lined,  good,  8,600  ft;  nre  alarm, 
Gamewell.  18  boxes;  value  of  dept  equipment, 
19.000;  value  of  bldgs.,  $7,000;  ann.  exp.  of  dept, 
|2.a00;  total  mem.,  76,  paid  part  time. 

WATxa  Supply— Source,  brooks  and  springs,  2H 
milea  from  business  center;  system,  pump  to  stdp.: 
•tdp.  cap.  560,000  ^Is.,  dim.  80  x  1(K.  material  uM 
in  cona.  steel,  builders  Portland  Co.;  2  pumping 
engines,  cap.  per  day  2,000,000  gals.;  mams,  cast 
iron,  60  miles,  2  to  12  in.  dia.;  82  hydrants.  Wood: 
meters,  total  number  16;  pressure,  dom.  66  to  70 
lbs.,  fire  70  to  90  lbs.;  int.  paid  on  bonds,  6  per 
cent;  works  belong  to  Co. 

KINGFIELD,  pop.  1,000;  £re  area,  800  acres. 
Fire  dept— 1  h.  ft  1.  truck.  1  hose  wagon;  hose, 
1000  ft. ;  fire  alarm,  Gamewell ;  value  of  dept  equip- 
ment, $800;  ann.  exp.  of  dept,  $7o;  total  mem.,  16 
volunteers. 

WATxa  Supply— Source,  pond;  system,  gravity; 
27  hydrants;  mains,  6  miles;  pressure,  dom.  86 
lbs.;  ann.  cost  of  mtce.,  $600;  works  owned  by 
Co. 

KITTERY,  pop.  8,000;  fire  area,  648  acres;  mer- 
cantile bldgs.,  wood  1  to  3  stories;  private,  wood, 
2  and  8  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
firea  investigated.  Fire  dept.— 1  h.  ft  1.  truck,  2 
c.  hausd  ex.,  1  horse;  total  hose,  1,500  ft.;  fire 
alarm,  bell,  2  boxes:  value  of  dept.  equipment, 
8500:  ▼alue  of  bldfrs.,  $400;  ann.  exp.  of  dept.,  $200; 
total  memj^  30  volunteers. 

WATxa  Supply— Source,  pond;  system,  ifravity; 
qaality  of  water,  good;  res.  cap.,  8)0,000,000  gals.; 
mains,  cast  iron,  8%  miles,  12  in.  dia.;  66  hydrants, 
meters,  total  number  1;  86  services;  pipe,  galv. 
iron;  pressure,  dom.  96  lbs.,  fire  96  lbs.;  consump- 
tion, per  day  180,000  gals.,  per  capita  48  gals.:  cost 
to  construct  $100,000;  ann.  cost  of  mtce.,  n,600; 
works  belong  to  town. 

LE'WISTON,  pop.  28,761;  fire  area,  16  miles; 
mercantile  bldgs.,  stone,  wood  and  brick,  1  to  5 
stories;  private,  wood,  2H  stories:  wooden  roofs 
permitted:  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fires  loss  per  vr.  for  2 
yrs..  $44,858;  av.  ins.  for  same  time,  $231,106.    Fire 


dept— 2  steamers,  1  c.  engine,  20  c.  hand  ex.,  2  h. 
ft  1.  trucks,  4  hose  wagons^  2  hose  reels,  16 
horses;  hose,  cotton,  rubber  hned,  18,000  ft;  fire 
alarm,  Gamewell.  42  boxes;  value  of  dept  equip- 
ment, $40,260;  value  of  bldgs.,  $87,000;  ann.  exp.  of 
dept,  $21,000;  total  mem.  97,  paid  full  time  7,. 
paid  part  time  60;  underwriters'  rating,  first  class* 
Watbx  Supply— Source,  lake,  8  miles  from  busi- 
ness center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  18,000,000  gals., 
located  2H  miles  from  station;  8  pumping  engines^ 
cap.  per  day  6,000,000  gals.,  constructors  Desne 
and  Worthington;  mains,  cast  iron,  82  miles,  4 
to  86  in.  dia.;  186  hydrants.  Chapman;  800  valves^ 
Chapman;  meters,  total  number  108,  Crown,  Union, 
Gem,  Nash,  owned  bv  city;  2,660  services;  pipe, 
galv.  iron;  pressure,  dom.  and  fire  60  to  lOO  lbs.: 
consumption  per  day  4,900,848  gals.,  per  capita  188 
gals.;  cost  to  construct,  $800iO00;  bonded  debt 
$500,000;  xnt  paid  on  bonds,  4  per  cent;  ann.  cost 
of  mtce.,  $12,000;  works  belong  to  city. 

LINCOLN,  pop.  1,781.  Fire  dept— 1  c.  engine. 
1  hand  engine,  1  hose  cart;  hose,  1,600  ft;  total 
mem.,  60. 

Watxe  Supply- 'Five  reservoirs  in  village. 

LISBON,  pop.  8,608;  fire  area,  200  acres;  mer* 
cantile  bldga.,  brick,  2  and  8  stories;  private,  wood,. 
1  and  1%  stories;  wooden  roofs  permitted;  no  fire- 
works and  ccmibustibles  ord.;  causes  of  fires  in- 
vestigated. JFlre  dept.— 1  hand  engine,  1  h.  ft  L 
truck;  hose,  cotton,  rubber  lined,  good,  1,400  ft; 
linen,  good,  400  ft.;  total  hose,  1300  ft;  mill  has 
2,000  ft  of  hose  and  1  hand  engine;  value  of  fire 
dept  bldgs.,  $1,600;  total  mem.,  15 

Watex  Supply— -Source,  river  and  reservoir. 

LISBON  FALLS,  pop.  1,600;  mercantile  bldga.,. 
brick,  1  and  1%  stories;  private,  wood,  1%  stones; 
wooden  roofs  permitted;  no  fireworics  and  com- 
bustibles ord.  Fire  dept— 1  steamer,  1  hand  en- 
gines 2  hose  carriages;  hose,  cotton,  rubber  lined, 
good  1,000  ft:  linen,  good  2,600  ft;  rubber,  good 
600  ft.;  inferior,  all  kinds,  600  ft;  total  hose,  6,000 
ft;  fire  alarm,  bell:  vsJue  of  dept  equipment 
$2,600;  total  mem.,  100  volunteers. 

Watbx  Supply— Source,  river,  7  tanks,  8,006 
gals,  each;  water  works  contemplated. 

LIVERMORE  FALLS,  pop.  2^;  fire  area,  t 
sq.  miles;  mercantile  bldgs.,  wood  and  brick,  1  to 
4  stories;  private,  wood.  1%  stories;  wooden  roofs 
permitted  m  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
steamer,  1  h.  ft  1.  truck,  12  c.  hand  ex..  1  hose 
wagon,  2  hose  reels,  2  horses;  hose,  cotton,  rubber 
lined.,  good.  600  ft;  inferior,  all  kinds,  2,000  ft.; 
total  hose.  2,600  ft.;  fire  alarm,  whistle,  8  boxes; 
value  of  dept  equipment.  $8,000;  value  of  bldgs., 
$4,000;  ann.  exp.  of  dept,  $600;  total  mem.,  80, 
paid  part  time. 

Watex  Supply— Source,  lake,  8  miles  from  busi- 
ness center;  system,  gravity:  quality  of  water, 
good;  mains,  iron,  8  miles.  6  to  12  in.  dia.;  88 
hydrants,  Ludlow;  240  services;  pipe,  galv.  iron; 
pressure,  dom.  40  lbs.,  fire  60  lbs.;  cost  to  con- 
struct. $117,694;  bonded  debt,  $82,000;  int  paid  on 
bonds,  6  per  cent:  ann.  cost  of  mtce.,  $600;  works 
belong  to  Co. 

LUBEC,  pop.  8,006;  fire  area,  150  acres;  mer> 
cantile  bldgs..  wood,  1^  and  2  stories;  private, 
wood,  IH  and  2  stories:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestie^ted.  Fi*e  dept.— 1  hand  engine,  24  c.  hand 
ex.,  1  h.  ft  I.  truck,  4  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  3,400  ft;  fire  alarm,  bell;  value 
of  dept.  equipment  $2,875;  value  of  bldgs.,  $350; 
ann.  exp.  of  dept,  $500;  total  mem.,  98  volunteers. 

Wate«  Supply— Source,  spring,  2%  miles  fron 
business  center;  system,  pump  to  res.  and  stdp.: 
stdp.  cap.  300,000  gals.,  dim.  26  x  96,  msterial  used 
in  cons,  iron;  quality  of  water,  good:  res.  cap. 
600,000  gals.,  located  2H  miles  south  of  town;  1 

Eump,  cap.  per  day  1,000,000  gals.,  constructor 
^eane;  mains,  iron.  9  miles,  4  to  10  in.  dia.;  80 
hydrants;  meters,  total  number  13,  owned  by 
town;  pressure,  dom.  76  lbs.,  fire  86  lbs.;  con- 
sumption per  day,  100,000  gals.;  cost  to  construct, 
$60,000;  cost  of  mtce.,  $2,000;  works  belong  to 
town. 
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MACHIAS,  po]».  2,083;  fire  area,  660  acres;  mer- 
cantile  Udga.,  wood,  1  to  8  ttoriee;  priTate,  wood. 
2  ttoriet:  wooden  roofs  permitted;  fireworks  ana 
combostiDles  ord.  Fire  aei>t.— 2  hand  engines,  86 
c.  hand  ex..  1  h.  &  L  truck.  1  hose  wagon,  6  hose 
carriages;  nose,  cotton,  rubber  lined,  good  2,000 
ft.;  rubber,  good  300  ft;  inferior,  all  Idnds,  760 
fL;  total  hose,  2,060  ft.;  fire  alarm,  electnc,  6 
boxes;  Talue  of  dept.  equipment,  16,000;  total 
mem.,  82,  paid  full  time  12,  paid  part  time  20; 
underwriters'  rating,  first  class. 


•Du,uvu  gaiB.,  aim.  ao  x  so;  i  pumping  engme,  ciass 
dup.,  8uel4  X  IML  X  10^  cap.  per  day  1,000,000 
gab.,  constructor  Worthington;  mains,  iron,  8 
miles,  6  to  10  in.  dia.;  83  hydrants;  184  services; 
pressure  dom.  76  lbs.,  fire  90  lbs.;  cost  to  con- 
struct, 176,000;  int  paid  on  bonds,  6  per  cent; 
works  belong  to  Co. 

MADISON,  pop.  2,770;  fire  area,  276  acres;  mer- 
cantile bldgs.,  brick  and  wood.  1  to  8  stories; 
yrirate.  wood,  IV^  stories;  wooden  roofs  permit- 
ted in  fire  urea:  fireworks  and  combustibles  ord.; 
•causes  of  fires  mvestigated.  Fire  dept— 1  h.  &  L 
4rucfc,  2  hose  wagons;  hose,  cotton,  rubber  lined, 
«ood,  8,000  ft.;  fire  alarm,  whistle,  9  boxes;  yalue 
iif  dept  equipment,  $1,000;  yalue  of  bldgs.,  $2,000; 
teers. 

WATsa  SoFPLT— Source,  river;  system,  pump  to 
Tes.;  res.  cap^l,000.000  gals.; pumping  engines,  cap. 
per  minute  700  gals.,  constructor  Blake;  mams,  4 
miles,  6  to  10  in.  dia.;  36  hydrants,  Ludlow;  18 
valves;  373  services;  pipe,  gal  v.  iron;  pressure, 
•dom.  00  lbs.,  fire  00  to  80  lbs.;  works  belong  to 
Madison  Water  C6. 

MARS  HILL.  pop.  1,183.     Fire  dept— 2  c.  en- 
.  gines,   12  hand  ex. ; 

Water  Supply— Not  reported. 

MECHANIC  FALLS,  pop.  1,086;  bldgs.,  wood,  2 
atones;  wooden  roofs  permitted;  no  fireworln  and 
combustibles  ord.  Fire  dept— 1  c.  engine,  1  b. 
<&  L  truck,  2  hose  carriages;  hose,  cotton,  rubber 
•lined,  good,  8,000  ft;  fire  alarm,  whistle;  value  of 
dept  equipment,  121600;  value  of  bldn.,  |2,000: 
ann.  exp.  of  dept,  $600;  total  mem.,  43,  paid  full 
time  8,  volunteers  40. 

Watxx  Supply- Source,  springs,  %  mile  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  818,000  gals.,  dim.  80  x  00;  quality  of 
water,  good:  pumping  engines,  class  oup.,  cap. 
^per  day  1,760,000  gals.,  constructor  Deane;  mains, 
1%  mues,  4  to  U  in.  dia.;  40  hydrants;  meters, 
total  number  86;  870  services;  pipe,  galv.  iron; 
.pressure,  dom.  86  to  100  lbs.,  fire  8o  to  100  lbs.; 
works  belong  to  Portland  Savings  Bank. 

MILFORD,  pop.  838.  Fire  dept— 20  c.  hand 
"ex.,  1  hose  cart.  1  hose  reel;  hose,  2,700  ft.;  fire 
alarm,  bell;  total  mem.,  20. 

Watek  Supply— 26  hydrants;  pressure,  80  lbs. 

MIDDLETON.  pop.  1,068.  Fire  dept— 1  hose 
carriage;  hose,  1,200  ft;  volunteer  company;  value 
of  dept  equipment.  $1,200;  value  of  bldga.,  $300; 
total  mem.,  iB,  paid  part  time. 

Watbx  Supply— Source,  pipe  line  from  Dan- 
vers  waterworks  system ;  9  nydrants ;  pressure,  65 
lbs.;  works  belong  to  Danvers  water  system. 

MILLBRIDGE,  pop.  1,821.  No  fire  dept 
Watbx  SuppLY---Source,  springs  and  wells,  2 
miles  from  business  center;  system,  gravity,  pump 
to  res.  and  direct;  quality  of  water,  good;  res. 
located  at  the  springs;  8  pumping  engines,  cap.  per 
day  60,000  gals.,  constructor  Douglass;  mains,  cast 
iron,  2%  miles,  6  in.  dia.;  120  services;  pipe,  galv. 
iron ;  pressure,  dom.  46  Ibs^  cost  to '  construct, 
$15,000:  ann.  cost  of  mtce.,  $200;  works  belong  to 
Millbndge  Water  Co.;  Henry  M.  Leighton,  supt. 

MILLINOCKETT.  Fire  dept— 1  h.  &  I. 
wagon,  1  hose  cart,  2  hose  reels;  hose,  3,000  ft; 
fire  alarm,  whistle;  total  mem.,  40. 

Watbx  Supply— Source  and  svstem  not  re- 
ported; 86  hydrants;  pressure,  96  lbs. 

MONSON,  pop.  1416;  mercantile  bldgs.,  wood, 
1  and  3  stories;  private,  wood,  VA  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  hand  engine,  1 
hose  carriage;  hose,   cotton,  rubber  lined,  good 


pfi- 


ft; 


ure. 


750  ft;  fire  alarm,  bell;  value  of  dept  equipment 
$l,OUi>;  value  of  bldgs.,  $M00;  total  mem.,  50  vol- 
unteers. 

Watbx  Supply — Source,  pond  in  business  cen- 
ter; system,  pump. 

NEWCASTLE,  pop.  1,016;  fire  area.  800 
mercantile  bldgs.,  Dfick  and  stone,  2  stories; 
vate,    wood,   2   stories;    wooden   roofs   penmi 
fireworks    and    combustibles    ord.    Fire    dept 
hand  engines,  2  hose  carriages;  hose,  eottcm,  ru"^ 
lined,  good  liOO  ft :  inferior,  all  Unda,  600 
total  hose.  LTOO  ft;  ure  alarm.  beUryalue  of 

2|uipment  $1,000;  value  of  bldgSy  $000  total  ] 
.  paid  full  time  80,  volunteers  16. 
Watbx  Supply — Source,  pond. 

NEWPORT,  pop.  1,800;  mercantile  bldfs.,  wood, 
1  to  8  stories;  prirat^  wood,  1  and  i  atories: 
wooden  roofs  not  permitted  in  fire  area;  causes  ot 
fires  investiaated.  Fire  dept— 1  hand  engine,  1  h. 
ft  1.  truck.  2  hose  carts;  hose,  rubbo'  Uned,  good, 
2,100  ft;  nre  alarm,  whistle;  total  mem..  42  rolun- 
teers. 

Watbx  Supply— Source,  ponds;  quality  of  water, 
good;  mains,  iron,  6  miles,  6  to  10  in.  dia.;  18 
hydrsnta;  160  services;  pipe,  galv.  iron^ 
dom.  00  lbs.,  fire  60  lbs.;  cost  of  mtoe., 
belong  to  Co. 

NORTH  ANSON,  pop.  1,000.  Fire  dept— 1  h. 
&.  1.  truck,  1  hose  carnage,  2  cfaem.  engines;  hose, 
cotton,  rubber  lined,  good,  1,600  ft;  R.  Fair- 
brother,  chief. 

Watbx  Supply— Source,  river;  waterworks  sys- 
tem; 15  hydrants. 

NORRIDGEWOCK,  pop.  1,500;  bldgs.,  brick 
and  wood.  2  stories;  wooden  roofs  permitted;  fire- 
works ana  combustibles  ord.  Fire  dept— 1  hand 
engine,  1  c  engine.  16  c  hand  ex.,  1  aerial  track, 
1  supply  wagon,  1  hose  carriage,  2  horses;  fire 
alarm,  bell  and  steam;  value  oi  dept  equifmicnt 
$1|660;  total  mem.,  40,  paid  part  time. 

Watkx  Supply— Source,  wells;  system,  pomp  to 
stdp.;  storage  tanks;  60  services; 

NORWAY,  pop.  2,900;  fire  area,  260  acres;  mer- 
cantile bldgs.,  bnck  and  wood,  2  to  4  stories;  pri* 
vate,  wood,  1  to  8  stories;  vrooden  roofs  penmtted 
in  fire  area;  fireworka  and  combustibles  oro.;  causes 
of  fires  investigated.     Hre  dept— 1  hand  engine, 

1  h.  &  I.  truck.  6  c.  hand  ex..  4  hose  carriages: 
hose,  cotton,  rubber  lined,  good.  8,800  ft;  inferior, 
all  kinds.  800  ft;  toUl  hose,  4400  ft.;  fire  alarm, 
electric,  8  boxes;  Yalue  of  dept.  equipment,  $6,600; 
value  of  bldgs.,  $2,000;  ann.  exp.  of  dept,  tij600; 
total  mem.,  64  volunteers. 

Water  Supply— Source,  lake;  system,  pump  to 
res. :  quality  of  water,  good ;  res.  cap.,  500,000  gals. ; 

2  pumping  engines,  cap.  per  day.  1.000,000  gals.; 
constructors,  Worthington  and  Brooks;  mains, 
cast  iron,  4  miles.  4  to  10  in.  dia.;  34  hydrants. 
Chapman;  10  valves,  Chapman;  meters,  total 
number,  4,  Hersey  Rotary,  2,  Hersey  Disc.  1: 
owned  by  Co.;  350  services;  pipe,  galv.  iron;  pres- 
sure, dom.  86  lbs.,  fire  90  lbs.;  consumption  per 
day,  260,000  gals^  cost  to  construct,  $06,000; 
bonded  debt  $30,000;  int  paid  on  bonds,  4  per 
cent;  cost  of  mtce.,  $1,000;  works  belong  to  Co. 

OAKLAND,  pop.  2,400:  fire  area,  640  acres;  mer- 
cantile bldgs..  onck  and  wood,  1%  to  8  stories; 
private,  wood;  wooden  roofs  permitted  ia  fire 
area;  fireworks  and  combustibles  ord.:  canacs  of 
fires  investigated.  Fire  dept— 1  hand  engiae,  1 
h.  ft  1.  truck,  6  hose  carriages.  1  horse:  hoae.  co(> 
ton,  rubber  lined,  good,  ifidO  ft;  fire  alnm, 
whistle,  9  boxes;  ann.  exp.  of  dept,  $2,000;  total 
mem.,  65  volunteers. 

Watbx  Supply— Source,  river  and  streams;  sys* 
tem,  pump  to  res.,  res.  cap.,  2,000^000  gjals.;  8 
steam  pumping  engines,  constructors  Knowies  and 
Worthington:  mains,  7  miles;  86  hydrants,  pre»> 
sure,  80  to  125  lbs.;  ann.  cost  of  mtce.,  $8,600: 
works  belong  to  Co. 

OLD  ORCHARD,  pop.  1,000;  fire  area,  1^000 
acres;  mercantile  bldp.,  wood,  IH  to  6  atones; 
private,  wood,  1%  to  8  stories;  wooden  roofs  pet^ 
mitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  h.  ft  I.  truck,  6  c.  band 
ex.,  1  hose  wagon,  8  hose  carrisges.  2  horses; 
hose,  cotton,  rubber  lined,  good,  8,500  rt :  inferior, 
all  kinds,  500  ft;  total  hose,  4,000  ft;  fire  alarm. 
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!>eU  and  electric,  9  boocet;  valoe  of  dept  equip- 
ment, 16,000;  urn.  exp.  of  depL,  $1,7I6;  total  mem^ 
24  volunteer!. 


Blake;  mains,  10  miles.  4  to  IS  in.  dia.,  Wood;  28 
bydrants.  Chapman;  2d  yahres;  meters,  total  num- 
ber 1;  448  semces:  pipe,  galy.  iron;  pressure,  dom. 
10  lbs.,  fire  10  to  90  lbs.;  cost  to  construct,  $170,000; 
ann.  cost  of  mtee.,  11,600;  works  belong  to  Co. 

OLD  TOWN,  pop.  8,100:  fire  area,  1.000  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories: 
private,  wood,  2A  stories;  wooden  roof s  permitted 
tn  fire  area;  combustibles  ord«;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  8  yrs..  16187; 
av.  ins.  involved  for  same  time,  127,000.  Fire  dept 
—^1  h.  A  1.  truck,  1  steamer,  1  hand  engine,  6  c. 
band  ex.,  1  comb,  c  &  h.  wagon,  1  hose  wagjpn,  4 
hose  carriages,  8  horses;  hose,  cotton,  rubber  lined, 
grood,  9,000  ft.;  inferior,  all  kinds,  6,000  ft;  total 
nose,  14^000  ft;  fire  alarm,  bell,  26  boxes;  vslue  of 
bldgs.,  88,600;  ann.  exp.  of  dept,  |12^;  total 
mem.  106,  paid  full  time  U,  volunteers  94. 

Watke  Supply— Source,  river,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  628^000 
sals.,  dim.  80  x  100,  located  ^  mile  from  city, 
material  used  in  cons,  steel,  builders  Hodges  & 
Co.;  filtration  system,  Norwood;  quality  of  water, 
ffood;  2  pumping  engines,  size  18  x  14,  18%  x  14 
X  10,  cap.  per  day  4,000,000  ^^s.,  constructors 
Woruiicgton  and  Deane;  mams,  cast  iron,  18 
miles,  4  to  12  in.  dia.;  72  hydrants,  R.  D.  Wood 
•&  Co.;  Eddy  valves;  meters,  total  number  74, 
owned  by  Co.;  pressure,  dom.  80  lbs.,  fire  80  to 
130  lbs.;  consumption  per  day,  800,000  gals.,  per 
capita  100  gals.;  works  oelong  to  Co. 

ORONO,  pop.  3,500;  fire  area,  800  acres;  mercan- 
tile bldgs.,  wood,  2  stories  ;*privatet  wood,  1%  and 
2  stories:  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  hand  engines,  1  h.  &  1.  truck,  3  hose 
reels.  2  horses;  hose,  linen,  good  2,800  jft. ;  fire 
alarm,  bell  and  whistle;  value  of  dept.  equipment, 
$5,000;  value  of  bldgs.,  $25,000;  ann.  exp.  of  dept., 
11 .000;  total  mem.,  40  paid  full  time. 

Watbe  Supply— Source,  pond,  2  miles  from 
business  center;  system,  pumping;  quality  of 
water,  good;  rea.  cap..  400,000  gals.;  stdp.  caoL. 
401,000  gals. ;  2  pumps,  Deane,  cap.  per  day  600,000 

Eals. ;  mains,  cast  iron,  12  miles,  6  to  12  in.  dia. ;  64 
ydrants;  60  valves;  24  meters:  200  services;  pipe, 
galv.  iron:  pressure,  dom.  100  lbs. ;  cost  to  con- 
struct, $120,000;  works  belong  to  Co. 

OXFORD,  pop.  1,881:  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick  ana  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  hand  engine,  1  h.  &  1. 
truck,  1  hose  wagon,  1  hose  carriage,  6  horses; 
hose,  cotton,  rubber  lined,  good  1,000  ft;  linen, 
good  600  ft.:  total  hose,  1,600  ft;  fire  alarm,  bell; 
total  mem^  75,  paid  part  tune. 

Watsx  Supply— Source,  wells  and  cisterns. 

PARIS,  pop.  8,226.    Fire  dept— 10  c.  hand  ex., 

1  h.  &  1.  truck,  6  hose  carts;  hose,  3,000  ft.;  fire 
alarm,   bell;  total  mem.,  68  paid  men. 

Water  Supply— Source  and  system  not  re> 
ported:  22  hydrants;  pressure,  80  lbs. 

PATTEN,   pop.    1,200:   mercantile  bldgs.,   wood, 

2  stories:  private,  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  ord.;  cauaes  of 
fires  investigated.  Fire  dept— 1  hand  engines  100 
c.  hand  ex.,  1  hose  wagon,  1  hose  carriage;  nose, 
cotton,  rubber  lined,  good,  1,000  ft;  value  of  dept 
equipment,  $1,000;  value  of  bldgs.,  $600;  snn.  exp. 
ot  dept,  nOO;  total  mem.,  15  volunteers. 

Watbx  Supply— Source,  spring;  system,  grav- 
ity: quality  of  water,  good;  mams,  galv.  iron,  1 
mile,  2%  m.  dia.;  86  services;  pipe,  galv.  iron; 
cost  to  construct,  $3,200;  works  belong  to  Co. 

PHILLIPS,  pop.  1,500.  Fire  dept— 1  h.  &  1. 
truck,  2  hose  carts;  hose,  500  ft.;  fitre  alarm,  bell 
and  whistle;  total  mem.  40,  part  paid. 

WATxa  Supply— Source  and  system  not  re- 
ported; 23  hydrants. 

PITTS  FIELD,  pop.  8,000:  fire  area,  200  acrea; 
mercantile  bldas..  brick  ana  wood,  2  stories;  pri- 
vate, wood,  IH  to  2H  stories;  fireworks  and  com- 


bustibles ord.  Fune  dept— 1  h.  A  L  truck,  10  c  hand 
ex.,  6  hose  wagons,  8  horses;  hose,  cotton,  rub- 
ber lined,  good,  6,600  ft.;  fire  alarm,  electric,  12 
boxes;  total  mem.  100,  paid  part  time;  D.  M. 
Parks;  chief. 
WATsa  Supply— Source,  river,  1  mile  from  busi- 


water.  good;  1  pumping  engine,  daas  dup.,  cap. 
per  day  760.000  gals.,  constructor  Deane;  mains, 
cast  iron,  lo  miles,  4  to  10  in.  dia.;  83  hydrants-, 
55  valves;  548  services;  pipe,  galv.  iron;  pressure, 
dom.    75    lbs.,    fire   75   to    100   lbs.;    consumption 

Eer  dav,  260,000  gals.;  cost  to  construct.   $60,000; 
ondea  debt,  $30,000;   int.   paid  on  bonds,  4  per 
cent;  cost  of  mtce.,  $4,000;  works  belong  to  town. 

POLAND,  pop.  1,648;  fire  area,  400  acres;  bldgs., 
wood,  1  and  2  stories;  wooden  roots  permitted,  no 
fireworks  and  combustibles  ord.  Fire  dept — 
Hose,  cotton,  rubber  lined,  good  200  ft;  rubber, 
good  860  ft.;  total  hose,  660  ft 

WATsa  Supply— Source,  well,  in  business  cen- 
ter; system,^pump  direct;  pumping  engine,  cap. 
per  day  748,800  gals.,  constructor  Knowles;  mains, 
wrought  iron,  600  ft,  5  in.  dia.;  8  hydrants;  pres- 
sure, fire  160  ttw.;  cost  to  construct  $2,000;  works 
belong  to  Co. 

PORTLAND,  pop.  60,000;  fire  area.  18  sq.  miles; 
mercantile  bldgs.,  brick  and  wood,  1  to  7  stories, 
private,  brick  and  wood,  8  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 
yr.,  for  8  years,  $824^041:  av.  ms.  involved  for 
same  time,  $776,674.  Fire  dept^l  fin  boat  1  com- 
bination t  &  c.|  8  steamers.  2  h.  &  L  trucks,  1  c. 
engine  on  wheels.  29  c.  hand  ex.,  1  aerial  truck.  If 
hose  wagons,  4l  horses;  hose,  cotton,  rubber 
Imed,  good,  12.000  ft;  inferior,  aU  Idnds,  11,006 
ft ;  total  hose,  29,760  ft ;  fire  alarm,  Gamewell,  141 
boxes;  value  of  dept  equipment  $114,700;  value 
of  bldgs..  $81,600;  ann.  exp.  of  dept,  109,728;  total 
mem.  24d,  jpaid  full  time  63. 

Watkx  Supply— Source,  lake,  17  miles  from  busi- 
ness center;  system,  gravity,  stdp.  cap.  663,000 
^s.,  dim.  40x70,  located  on  hill,  material  used 
m  cons,  steel,  builders  Portland  Co.;  quality  of 
water,  good;  res.  cap.  38,680^000  gals.;  mains,  ce- 
ment and  cast  iron,  37.81  miles,  2  to  20  in.  dia.; 
648  hydrants.  Wood,  Mathews;  9S1  valves;  meters, 
total  number  1,924;  6,904  services;  pipe,  galv.  iron 
and  lead;  pressure,  dom.  80  lbs.,  fire  66  lbs.;  con- 
sumption, per  day  8,300,000  gals.,  per  capita  90 
gals.;  cost  to  construct,  $2,677j969.74 ;  int.  paid  on 
bonds,  4  and  6  per  cent:  works  belong  to  Co. 

PRESQUE  ISLE,  pop.  6,000;  fire  area,  640  acres; 


dept— 1  h.  &  L  truck,  2  c  hand  ex.,  1  hose  wagon, 
2  nose  carriages,.  8  horses:  hose,  cotton,  rubber 
lined,  good.  £700  ft;  rubber,  good.  660  ft;  in- 
ferior, all  kinds.  460  ft;  total  hose,  8300  ft;  fire 
alarm,  whistle,  6  boxes;  value  of  dept  equipment 
g,600;  value  of  bldgs.,  $^000;  ann.  exp.  of  dept., 
$8L100;  total  mem.  20,  paid  part  time. 

WATxa  Supply- Source,  brook,  1  mile  from 
business  center;  system,  gravity  and  Pump  direct; 
quality  of  water,  good;  res.  cap.,  SS.OOO.OOO  gals.; 
1  pumping  engine,  cap.  per  day  1,260,000  gals.,  con- 
structor Worthington;  mains,  cast  iron,  7  miles, 
%  to  8  ins.  dia.;  19  hydrants;  meters,  total  num- 
ber, 2;  205  services;  pipe,  galv.  iron;  pressure, 
dom.  45  lbs.,  fire  100  lbs.;  cost  to  construct,  $55,- 
000;  bonded  debt.,  $43,000;  int.  paid  on  bonds,  5 
per   cent;  works   belong  to   Co. 

PRINCETON,  pop.  1,094.  Fire  dept— 1  hand 
engine,  1  hose  carnage ;  hose,  cotton,  rubber  lined, 
good  600  ft ;  C  F.  £aton,  chief. 

Watbr  Supply— Source,  river  and  lake;  no 
water  works  system. 


RANDOLPH, 


>.   1,086;  fire  area,  640  acres; 


KAXSJJUi^fti,  pop.  i,wq;  nre  area,  ow  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted ;  no  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated.  Fire  dept.— 1  hand  engine. 
1  hose  carriage;  hose,  cotton,  rubber  lined,  good 
2,600  ft;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, 11,700;  value  of  bldgs..  $1,000;  ann.  exp.  of 
dept.,  $200;  total  mem.  15.  paid. 
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Watbx  Su?fi.y— Sonrce,  from  Gardner  water 
works,  on  opposite  tide  of  river;  system,  pump  to 
res.;  res.  cap.  2,000,000  gals. ;  pumiffnc  engmcs, 
cap.  per  day  1,500,000  gals.:  mains., 2  miles;  U  hy 
drants;  works  belong  to  Water  District. 

RANGELEY,  pop.  931.  ^Fire  dcpt.— 1  hand  en- 
gine, 2  c.  hand  ex..  1  h.  &  1-  truck,  1  hose  cart; 
hose,  GOO  <t;  total  hose,  1,200  ft.;  fire  alarm,  bell; 
total  mem.,  26. 

Watbr  Supply— Sonrce,  river;  system,  dam  ana 
res.,  res.  cap.  360.000  gals.;  30  hydrants;  pressure, 
70  lbs. 

"^EADFIELD,     Kennebec     County,     pop.     W4. 
Fire   dept.— 6  c.   hand  ex..   1   h.   &  1.    truck;   fire 
alarm,  bell;  total  mem.,  16. 
WATcm  Supply— Not  reported. 

RICHMOND,  pop.  2.040:  fire  area,  m  ams; 
mercantile  bidgs.,  brick  and  wood.  1  to  3  stories; 
private,  brick  and  wood,  1%  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  hand  engme. 
6  c  band  ex.,  1  h.  &  1.  truck.  2  hose  wagons^ 
hose  reel;  hose,  cotton,  rubber  lined,  gopd  2,000 
ft;  inferior,  all  kinds,  300  ft;  total  hose.  2,800  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  12.000; 
value  of  bldn.,  11,600;  ann.  cxp.  of  dept,  1360; 
total  mem.,  fi  volunteers. 

Watbk  Supply— Source,  river;  system,  pumo  to 
res.,  cap.  760.000  gals.;  quality  of  w^i^r.  good;  2 
pumping  engines,  cap.  per  day  600.000  Rals .  con- 
structors Blake.  Worthfngton;  mams,  4%  iniles, 
6  to  10  in.  dia.;  41  hydrants.  Chapman;  300  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  70  lbs.,  fire 
80  lbs.:  consumption  per  day  57.000  gals.,  per 
capita  28  gals.;  stock.  $42,000:  int.  paid  on  bonds, 
6  per  cent;  works  belong  to  Co. 

ROCKLAND,  pop.  8,000;  mercantile  bidgs.. 
brick  and  wood,  1  to  6  stories;  private,  wood,  8 
fftories;  wooden  roofs  permitted  in  fire  area;  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 2  steamers,  1  h.  A  1.  truck.  6  c.  hand  ex., 
8  bose  wagons.  8  horses:  hose,  cotton,  rubber 
lined,  good.  4,000  ft.:  fire  alarm,  electric.  18  boxes; 
value  of  bidgs..  89.000;  ann.  exp.  of  dept,  86.876; 
total  mem.,  46  volunteera. 

Water  Supply— Source,  lake,  7  miles  from  busi- 
ness center;  system,  gravity;  quality  of  water,  ex- 
cellent; res.  cap.  8,600,000  gals.;  mains,  68  miles, 
2  to  24  ins.  dia..  Wood;  68  hydrants,  Wood  ;pip<^ 
cast  iron,  galv.  iron:  pressure,  dom.  96  lbs.,  fire  96 
lbs.;  works  belong  to  Co. 

ROCKPORT,  pop.  2.314;  mercantile  bldga.. 
brick.  2  stories;  private,  wood,  2  stories;  wooden 
roofs  permitted:  fireworks  and  combustibles  ord.; 

caufics  of  fires  investigated.  Fire  dept.— 1  hand 
engine,  1  gasoline  engine,  1  h.  &  1.  truck.  6  hose 
carts;  hose,  cotton,  rubber  lined,  good,  2,300  ft.; 
value  of  dept.  equipment,  $3,900:  value  of  bidgs.. 
$2,300;  ann.  exp.  of  dept,  $450;*  total  mem.,  45 
volunteers. 

Water  Supply— Source,  wcl's  and  cisterns;  sys- 
tem, Rravitv;  mains.  2  to  10  in?,  dia.,  galv.  and 
cast  iron;  38  hydrants,  Ludlow;  4  res.  cap.,  40,000 
gals,  each;  pressure,  dom.  100  lbs.,  fire  100  lbs. 

RUMFORD,  pop.,  3.770.  Fire  dept— 1  h.  &  1. 
truck,  6  c.  hand  ex.,  1  c.  engine,  4  hose  carts; 
total    mem.,  76   volunteers. 

Water  Supply— Not  reported. 

SAGO,  pop.  6,500;  fire  area,  700  acres;  mercan- 
tile bldars.,  brick  and  wood,  3  stories;  private, 
wood,  2H  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept. — 2 
steamers,  4  c.  hand  ex.,  1  h.  &  1.  truck,  2  supply 
wagons,  3  hose  carriages  and  reels,  6  horses;  total 
hose,  4,000  ft;  fire  alarm,  Gamewcll,  19  boxes; 
value  of  dept  equipment.  810.000;  value  of  bidgs., 
86.000;  ann.  exp.  of  dept,  $4,600;  total  mem.,  40, 
paid  part  time. 

Water  Supply— Source,  river,  2%  miles  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  10.000,000  gals.;  pumping 
engines,  cap.  per  day  7,600,000  gals.,  constructors 
Deane  and  Worthington;  mains,  galv.  and  cast 
iron.  34  miles,  2  to  20  in.  dia.;  67  favdrants;  me- 
ters, total  number  20.  Empire,  Trident,  Crown, 
Thomson,  owned  by  Co.;  pipe,  galv.  iron;  prea- 


sure,  dom.  25  to  86  Iba.,  fire  25  to  86  Iba.;  works 
belong  to  Co. 


SANDFORD,  pop.  6,0TO;  fire 
mercantile  bldga..  wood,  1  to  8  and  4  stonei;  pri- 
vate, wood,  1  and  2  stories;  woodoi  roofs  per- 
mitted; cavsei  of  fires  not  inveatisated.  Fixe  ocpL 
-1  c.  engine,  4  c.  hand  ex.,  1  h.  ft  U  trnd^^l  hoM 
wagon;  nose,  linen,  good  8W^  it;  inferior,  an 
kinds,  600  ft;  total  hose.  4,000  ft;  fire  alam, 
Gamewell.  18  boxes;  value  of  dept  equipment. 
$8,000;  value  of  b.dgs.  and  land,  82,600;  nnii.  cxp. 
of   dept..  about  8600;   toUl   mem.,   SO,  paid   part 

time.  «  «     .     .   • 

Sanford  Mills,  in  town  of  Sanford,  haa  «  private 
Co..  which  answers  aU  alarms,  equipped  as  fol- 
lows: Fire  dept—l  steamer,  1  h.  fk  U  tm^  1 
hose  wagon,  2  hose  carta;  hose,  linen,  rubber 
lined,  good  6,000  ft;  value  of  dept  cqutpment 
$6,000;  value  of  bidgs.,  81,600;  ann.  exp.  of  dept. 
$500;  total  mem.,  80,  i»id  part  time;  underwriters' 
rating,  second  class. 

Watbx  Supply— Source,  springs  and  wella;  sn- 
tern,  gravity  and  pump  to  res.;  cap.  1,000.000  gals., 
2  pumping  enginea,  cap.  per  day  432,000  gals., 
constructor  Stillwell-Bierce.  pnmps;  mams,  caA 
and  galv.  iron,  18  miles;  48  hydrants.  Wood:  28 
valves;  meters,  total  number  47.  National;  U600 
services;  preasure,  fire.  100  lbs.;  cost  to  construct 
$180,000;  ann.  cost  of  mtce..  12,000;  worka  belong 
to  Co.;  a  new  res.  has  been  built. 

SANGERVILLE,  pop.  1,284.  Fire  dcpt^l  h.  ft 
1.  truck,  1  hose  cart;  hose,  800  ft;  total  mem.,  80, 
part  paid. 

Watex  Supply— Sonrce  and  system  not  re* 
ported;  10  hvdranta;  pressure,  100  lbs. 

SEARSPORT.  pop.  1,848;  fire  area.  UBO  acres; 
mercantile  bidgs..  wood.  2  stories;  private,  wood. 
IVk  stories:  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— 2  hand  enpnea.  I 
ladders,  4  hooks.  3  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  2,000  ft;  rubber,  good,  00  ft; 
linen,  good,  1,100  ft;  total  hose,  83J0  H.;  fire 
alarm,  bell;  value  of  dept  equipment,  88.000;  value 
of  bidgs.,  $2,000;  total  mem.,  86  volunteers. 

Watek  Supply— Source,  6  cisterns;  system, 
gravity;  res.  cap.,  116,680  gals.;  71  hydrants. 

SKOWHEGAN.  pop.  6,800:  fire  area,  S^  sq. 
miles;  mercantile  bidgs.,  brick  and  wood.  1  to  S 
stories;  private,  brick  and  wood,  to  to  3  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept. — 1  steamer,  1  h.  &  I.  truck,  5  c.  hand 
ex..  2  noee  carts,  1  hose  reel.  6  horses:  hose, 
cotton,  rubber  lined,  good,  4,000  ft.;  inferior,  all 
kinds,  600  ft;  total  hose,  4.600  ft:  fire  alarm. 
Gamewell,  electric,  14  boxes;  value  of  dept.  equip- 
ment $10,000;  value  of  bidgs.,  $10,000;  ann.  cx;>. 
of  dept.  84,000;  total  mem.  oO,  paid  part  time. 

W^tTEE  Supply— Source,  springs,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
260,000  gals.,  dim.  26x76,  material  used  in  cons., 
iron;  quality  of  water,  good;  4  pumping  engines, 
conatructors  Deane  and  Gould  Mfg.  Co. ;  mains, 
cast  iron,  12  miles.  4  to  12  in.  dia.;  82  hydrants; 
600  services;  pipe,  galv.  iron;  pressure,  dom.  70 
lbs.,  fire  80  lbs.;  cost  to  construct,  8186.000;  bonded 
debt.  $78,000;  int  paid  on  bonds.  6  per  cent;  cost 
of  mtce.,  $7,000;  works  belong  to  Co. 


SOUTH  BERWICK,  pop.  8,200;  fire  area,  610 
acres:  mercantile  bidgs.,  stone,  brick  and  wood. 
2  to  4  stories;  private,  wood.  8%  stories;  wooden 
roofs  permitted:  no  fireworks  and  eomlrastlblea 
ord. ;  causes  of  fires  not  investigated.  Fire  dept— 
2  hand  engines,  2  c.  hand  ex.,  1  h.  ft  L  tnck,  1 
hose  wagon.  8  hose  carts;  hose,  cotton,  rubber 
lined,  good.  2,000  ft;  fire  alarm,  bell:  value  of 
dept.  equipment,  82,600;  ann.  exp.  of  dept.  81.09: 
totel  mem.  70,  paid  part  time;  underwritera*  ratxog. 
third  class. 

Water  Supply— Source,  rivers  and  posids.  H 
mile  from  business  center;  system,  pump  to  res.; 
quality  of  water,  good:  res.  cap.  SJ6Q0JDOO  gals., 
located  on  hill  ^  mile  from  town;  2  pumping  en- 
gines, class  steam,  cap.  per  day  l,000,OiiD  gals., 
constructor  Deane;  maina,  iron,  4%  to  S  milea,  6  to 
8  in.  dia.;  87  hydrants;  meters,  total  number  11 
owned  by  consumers;  226  services;  pipe,  galv. 
iron;  pressure,  dom.  80  to  80  lbs.,  fire  80  to  H 
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lbs.;  conBumptioti  per  day,  160,000  gall.;  ooit  to 
oonatruct.  |66,0U0  to  160,000;  cost  of  mtoe.,  11,000; 
works  belong  to  Co. 

SOUTH  PARIS,  pop.  2,000;  fire  area,  800  acres; 
aercaatile  bldga.,  wooid,  S  and  <  stories;  private, 
wood,  1%  and  2  stories:  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept.— 1  hand 
engine,  10  c.  hand  ex.,  1  h.  &  L  truck,  o  hose  car* 
riages;  hose,  cotton,  rubber  lined,  ^ood  8,000  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  18,600; 
value  of  oldoa.,  $1,200;  ann.  exp.  of  depu,  91>200; 
total  mem.,  76  volunteers. 

Water  SupPLV-^Souroe,  Norway  water  works; 
system,  pump  to  res.;  quality  of  water,  good;  rea. 
cap.,  600,000  gals.;  pumping  engines,  cap.  per  day 
1,000,000  gals.;  mains,  8  miles,  4  to  8  in.  dia.;  27 
hydrants;  10  valves;  pressure,  dom.  70  lbs.,  fire 
90  lbs.;  cost  to  construct,  $21,000;  works  belong 
to  Co. 

SOUTH  PORTLAND,  pop.  7,000;  fire  area. 
4.0UO  acres;  mercantile  bldgs.,  bride  and  wood,  2 
stones;  private,  wood,  2hk  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  ord.;  causes  of 
nres  investigated.  Fire  dept.— 6  h.  &  L  trucks, 
50  c.  hand  ex.,  6  hose  wagons,  12  hose  carriages. 
10  horses;  hose,  cotton,  rubber  lined,  good,  1,000 
ft.:  fire  alarm,  bell;  value  of  dept.  equipment, 
$6,000;  value  oi  bldgs.,  $6,000;  ann.  exp.  of  dept., 
$800:  total  mem.,  260,  paid  part  time. 

Watsx  Supply— Source,  lake,  17  miles  from  busi- 
ness center;  supply  received  from  the  Portland 
Water  District,  of  Portland;  system,  gravity, 
stdp.  cap.  660,000  gals.;  mains,  cast  iron,  37  miles', 
4  to  12  in.  dia.;  128  hydrants.  Wood;  meters, 
total  number  96;  1,376  services;  pressure,  dom.  60 
lbs.;  int  paid  on  bonds,  4  and  6  per  cent;  works 
belong  to  Co. 

SOUTHWEST  HARBOR  pop.  2,010;  bldgs., 
wood,  2  stories;  wooden  roots  permitted;  no  nre- 
works  and  combustibles  ord.     volunteer  fire  dept. 

WxTia  SuppLY--Source,  wells  and  lake,  2H 
miles  from  business  center;  system,  pump  to  stdp.; 
stdp.  cap..  106,000  gals.;  material  used  in  cons., 
iron;  quality  of  water,  good;  pumping  engines, 
cap.  per  day  40,000  gals.,  constructors,  Portland 
Co.;  mains,  iron,  4  miles,  6  in.  dia.;  8  hydrants; 
4  valves:  meters,  total  number  8,  Crown  and  Nash, 
owned  by  Co.;  pressure,  dom.  100  lbs.,  fire  160 
lbs.;  cost  to  construct,  $40,000;  bonded  debt,  $30,- 
000:  int.  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
$600;  works  belong  to  Co. 

SPRINGVALE,  pop.  2,000;  fire  area.  200  acres; 
mercantile  bldgs.,  wood,  1  to  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  causes  of  fires  investigated.  Fire  dept.— 1 
hanu  engine,  1  c.  engine  on  wheels,  2  e.  hand  ex., 
1  h.  &  L  truck.  1  aerial  truck,  1  hose  wagon :  hose, 
cotton,  good,  2,000  ft.:  inferior,  all  kinds,  1,000  ft; 
total  hose,  3,000  ft.;  fire  alarm,  whistle,  8  boxes; 
ann.  exp.  of  dept.,  $300;  total  mem.  33,  paid  part 
time. 

Watbk  Supply— Source,  springs,  1^  miles  from 
business  center;  system,  gravity;  stop.  cap.  160,- 
000  gals.,  material  used  in  cons,  stone  and  cement; 
filtration,  sand;  quali^  of  water,  good;  res.  cap. 
1,600,000  ^s.,  located  1%  miles  from  town;  mains, 
iron,  6  miles;  18  hydrants;  meters,  total  number  6, 
owned  bv  Co.;  400  services;  pipe,  iron;  pressure^ 
dom.  76  lbs.,  fire  75  lbs.;  cost  to  construct,  ^tt,000; 
bonded  debt,  $10,000;  works  belong  to  Co. 

STOCKTON   SPRINGS,  pop.,  872.     Fire  dept. 
—4   hose  carts;   total  mem.,  48  volunteers. 
Watee  Supply— Not    reported. 

SULLIVAN  WATxa  Supply  —  Source,  Long 
pon^  2  miles  from  business  center;  system, 
gravity;  mains,  cast  and  wrought  iron,  8^  miles, 
g  to  2H  In.  dia.;  16  valvea;  pipe,  cast  and  wrought 
iron;  pressure,  dom.  60  Iba.;  cost  to  construct, 
911.000;  works  belong  to  Co. 

THOM ASTON,  pop.  2,688;  fire  area,  8,200  acres; 
mercantile  bldgs.,  onck  and  wood,  1  to  2  stories; 
private  bldgs.,  wood,  1  and  2  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.  Fire 
dept.—- 1  steamer.  2  hand  engines,  2  c.  hand  ex.,  1 
h.  &  L  track,  t  hose  wagons,  6  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  4,000  ft.;  in- 
ferior, all  kinds,  700  ft;  total  hose,  4^00  ft.:  fire 
alarm,    bell;   value   of    dept.    equipment,    $10,000; 


value  of  bldgs.,  $11,000;  ann.  exp.  of  dept.,  $700; 
total  mem..  126  volunteers. 

Watbk  Supply— Source,  lake,  10  to  11  m^jtM 
from  business  center;  system,  gravity;  qualitr  of 
water,  good :  mains,  cast  iron,  6  miles,  6  to  10  in. 
dia.;  29  hydrants;  pressure,  dom.  80  to  140  lbs., 
fire  80  to  140  lbs.;  cost  of  mtce.,  $1,160;  works  be- 
long to  Co. 

TOPSHAM,  pop.  2,097;  mercantile  bldgs.,  brick 
and  wood, 2  stories;  wooden  roofs  permitted;  no  fire- 
worics  and  combustibles  ord.  Ftre  dept.— 2  hand 
engines,  6  hand  extinguishers,  1  h.  &  1.  truck,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good 
L200  ft.;  rubber,  good  600  ft.;  total  hose,  1,700  ft.; 
fire  alarm,  bell  and  and  whistle:  value  of  dept. 
equipment,  $2,000;  value  of  bldgs.,  $600;  total 
mem.,  60  volunteers. 

Watsx  Supply— Source,  cisterns  in  city;  sys- 
tem, gravity;  mains,  galv.  iron,  1  in.  dia. 

TURNER,  pop.  600.    Fire  dept.— 1  hand  engine; 
volunteers. 
Watsx  Supply— Source,  river. 

UNION,  pop.  1,248;  fire  area,  600  acres;  mer- 
cantile bldgs.,  wood,  1  to  8  stories;  private,  wood» 
2  stories;  wooden  roofs  oermitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  hose  reel;  hose,  cotton,  rubber 
lined,  good  6U0  ft.;  volunteers. 

Water  SuppLY--Source,  springs,  1  mile  from 
business  center;  system,  gravity;  quality  of  water, 
good;  mains,  iron,  2  miles,  6  aM  8  m.  dia.;  3 
hydrants,  R.  D.  Wood;  80  services;  pipe,  galv. 
iron;  pressure,  dom.  6U  to  80  lbs.,  fire  70  lbs.; 
cost  to  construct,  $7,000;  bonded  debt,  $7,500;  int. 
paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$100;  works  belong  to  Co. 


investigated.  Fire  dept.— 1  steamer.  1  hand  en- 
gine, 4  c  hand  ex.,  1  h.  ft  1.  truck,  7  hose  car> 
riages;  hose,  cotton,  rubber  lined,  good,  1,400  fL: 
inferior,  all  kinds,  600  ft.;  toul  hose,  2,000  ft.;  fire 
alarm,  bell  and  whistle;  ann.  exp.  of  dept,  $800; 
total  mem.,  46  volunteers. 

Watsr  Supply— Source,  wells,  cisterns  and 
ocean. 

WALDOBOKO,  pop.  8446;  fire  area,  640  acrea: 
mercantile  bldgs.,  brick  and  wood,  IH  to  1 
stories;  private,  wood,  VA  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 2  hand  engines,  8  c.  hand  ex.,  2  hose  car- 
nages, 2  horses;  nose,  cotton,  rubber  lined,  good 
1,600  ft.;  inferior,  all  kinds,  600  ft;  totai  boae, 
2,000  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment $3,000;  value  of  bldgs.,  $1,200;  volunteers. 

Watbx  Supply— Source,  wells,  cisterns  and  rea- 
ervoirs. 

WARREN,  pop.  2,069;  fire  area.  640  acres; 
bldgs.,  wood,  t^  stories;  wooden  roots  permitted: 
no  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  hand  engine,! 
hose  carriage;  hose,  cotton,  rubber  lined,  good  «00 
it;  volunteers. 

Water  Supply— Source,  wells,  2  miles  from 
business  center;  system,  gravity  and  pum|>  to 
res.;  res.  cap.,  1,600,000  gsls. ;  mains,  2V^  miles; 
10  hydrants,  Wood;  pressure,  fire  00  lbs.;  cost  to 
construct,  $^,000;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  Co. 

WATERVILLE,  pop.  11,000;  fire  area,  1,200 
acres;  mercantile  bldga.,  bnck  and  wood,  1  to  4 
stories;  private,  wood,  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investisated.  Fire  dept— 1  steamer,  12  c. 
hand  ex.,  1  h.  ft  L  truck,  3  hose  wagons,  9  horses; 
hose,  cotton,  rubber  lined,  good,  6.000  ft. ;  inferior, 
all  kinds,  2,000  ft ;  total  hose,  8,000  ft ;  fire  alarm, 
Gamewell,  80  boxes;  value  of  dept.  equipment, 
$110,070;  value  of  bldgs..  $10,000:  ann.  exp.  of 
dept.,  V»876;  total  mem.  66,  paid  full  time  6,  paid 
part  time  60. 

Watsr  Supply— Source,  China  Lake;  system, 
pump  to  res.;  res.  cap.,  8,000,000  gals.;  8  pumping 
engines  (2  water  power  and  1  steam  pump),  cap. 
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Watbx  Su?FtT— Source,  from  Gardner  wster 
works,  on  opposite  side  of  rirer;  iystem,  ptunp  to 
ret.;  ree.  cmp.  S,000,000  gals.;  puniiflnff  engines, 
cap.  per  day  1,500,000  gals.:  mains,  2  miles;  U  hy- 
drants; works  belong  to  Water  District. 

RANGELEY,  pop.  931.    Fire  depL— 1  hand  en- 

fine,  2  c  hand  ex..  1  h.  AJ.  truck,  1  hose  «rt; 
ose.  GOO  ft:  total  hose,  1,200  ft.;  fire  alarm,  bell; 
total  mem,,  25. 

Watbk  SUPPLY—Source,  river;  system,  dam  and 
res.,  res.  cap.  260,000  gals.;  20  hydrants;  pressure, 
70  lbs. 

*READFIELD,     Kennebec     County,     pop.     W4. 
Fire   dept.— 6  c.   hand  ex.,   1  h.   &  1.    truck;   fire 
alarm,  bell;  total  mem.,  16. 
Watbx  Sofply— Not  reported. 

RICHMOND,  pop.  2,049;  fire  area,  ttS  acrca; 

mercantile  bldgs..  brick  and  wood,  1  to  3  stones; 
prirate,  brick  and  wood,  1%  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  hand  engme. 
6  c  hand  ex.,  1  h.  &  1.  truck,  2  hose  wagons^ 
hose  reel;  hose,  cotton,  rubber  lined,  gopd  2.000 
ft.;  inferior,  all  kinds.  200  ft;  total  hose,  t^  Jt? 
fire  alarm,  bell;  value  of  dept.  equipment,  11000; 
value  of  bldn.,  11,600;  ann.  cxp.  of  dept,  1260; 
total  mem.,  43  volunteera. 

Watba  Sofplt— Source,  river;  system,  pump  to 
rtB„  cap.  760,000  gals.;  quality  of  water,  good;  2 
pumping  engines,  cap.  per  day  600.000  gals ,  con- 
structors Blake.  Worthmgton;  mains,  4%  miles, 
0  to  10  in,  dia.;  41  hydrants.  Chapman;  200  •er- 
vices;  pipe,  galv.  iron;  pressure,  dom.  70  lbs.,  fire 
20  lbs.:  consumption  per  day  57,000  gals.,  per 
capita  28  gals.;  stock,  $42,000;  mt.  paid  on  bonds, 
5  per  cent;  works  belong  to  Co. 

ROCKLAND,  pop.  8,000;  mercantile  bldga.. 
brick  and  wood,  1  to  6  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area;  com- 
bustibles ord. ;  causes  of  fires  investigated.  Fire 
dept— 2  steamers,  1  h.  A  1.  truck,  0  c  hand  «., 
2  hose  wagons.  8  horses:  hose,  cotton,  rubber 
Hr^ed.  good.  4,000  ft:  fire  alarm,  electric,  18  boxes; 
vsltie  of  bldirs.,  29.000;  ann.  exp.  of  dept,  15,275; 
total  mem..  46  volunteers. 

Watbb  Supply— Source,  lake,  7  miles  from  busi- 
ness center;  system,  mvity;  quality  of  water,  ex- 
cellent; res.  cap.  2.500,000  gals.;  mams.  58  miles. 
2  to  24  ins.  dia..  Wood;  68  hydrants,  Wood;  pipe, 
cast  iron,  galv.  iron;  pressure,  dom.  96  lbs.,  fire  96 
lbs.;  works  belong  to  Co. 

ROCKPORT.  pop.  2,214;  mercantile  bldgs.. 
brick.  2  stories;  private,  wood,  2  stories;  wooden 
roofs  permitted:  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  hand 
engine,  1  gasoline  engine,  1  h.  &  1.  truck,  5  hose 
carts;  hose,  cotton,  rubber  lined,  good,  2,300  ft.; 
vslne  of  dept  equipment.  $3,900:  value  of  bldgs.. 
$2,300;  ann.  exp.  of  dept,  $460;'  total  mem.,  45 
volunteers. 

Water  Supply— Source,  wcl^s  and  cisterns;  sys- 
tem, gravity ;  mains.  2  to  10  ins.  dia.,  galv.  and 
cast  iron;  38  hydrants,  Ludlow;  4  res.  cap.,  40,000 
gals,  each;  pressure,  dom.  100  lbs.,  fire  100  lbs. 

RUM  FORD,  pop.,  3,770.  Fire  dept— 1  h.  &  1. 
truck,  6  c.  hana  ex.,  1  c.  engine.  4  hose  carts; 
total   mem.,  76  volunteers. 

Water  Supply— Not  reported. 

SACO,  pop.  6,500;  fire  area,  700  acres;  mercan- 
tile bldars.,  brick  and  wood,  3  stories;  private, 
wood.  2Vi  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept. — 2 
steamers,  4  c.  hand  ex.,  1  h.  &  1.  truck,  2  supply 
wagons,  3  hose  carriages  and  reels,  6  horses;  total 
hose,  4,000  ft.;  fire  alarm,  Gamewell,  19  boxes; 
value  of  dept  equipment,  $10,000;  value  of  bldgs., 
$6,000;  ann.  exp.  of  dept,  $4,600;  total  mem.,  40, 
paid  part  time. 

Water  Supply— Source,  river,  2%  miles  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  10.000.000  gals.;  pumping 
engines,  cap.  per  day  7.600,000  gals.,  constructors 
Deane  and  Worthtngton;  mains,  galv.  and  cast 
iron.  34  miles,  2  to  20  in.  dia.;  67  hvdrants;  me- 
ters, total  number  20,  Empire,  Trident,  Crown, 
Thomson,  owned  by  Co.;  pipe,  galv.  iron;  pres- 


sure, dom.  25  to  86  lbs.,  fire  25  to  86  Iba.:  works 
belong  to  Co. 


SANDFORD,   pop.  «,OTO;  fire  . 

mercantile  bldga.,  wood,  1  to  2  and  4  atoria:  pn- 
vate,  wood,  1  and  2  atoriea;  woodoi  fjofa  per- 
mitted: cavaei  of  firea  not  inveatigated.  Fir  ocpL 
-1  c.  engine,  4  c.  hand  ex.,  1  h.  *  J-  *?«^1  *»*>* 
wagon;  hoae,  linen,  aood  2J5O  ft;  inferior,  all 
kinds,  600  ft;  total  hoae,  4,000  ft;  fire,  alarm, 
Gamewell.  18  boxes;  value  of  dept.  equipmcat. 
$8,000;  value  of  b.dgs.  and  land,  12,600;  aim.  czp. 
of  dept,  about  $500;   total   mem.,   20,  p«id   part 

time.  -  —     .     .   .  . 

Sanford  Mills,  in  town  of  Sanford,  has  a  pnvmte 
Co..  which  answera  all  alarms,  equipped  u  fol- 
lows: Fire  dept— 1  ttcemer,  1  h.  &  L  tmdt  1 
hose  wagon,  2  hose  carta;  hose,  liaen,  rubber 
lined,  good  6,000  ft;  value  of  dept  equipment 
$5,000;  value  of  bldgs.,  $1,500;  uia.  cxp.  of  dept, 
$600;  toUl  mem..  20,  paid  part  time;  underwriters' 
rating,  second  class. 

Watbx  SupptY-^Source,  springs  and  weHa; 
tem.  gravity  and  pump  to  res.;  cap.  l,OOOjOOO  t  , 
2  pumping  engines,  cap.  per  day  432.000  gals., 
constructor  Stillwell-Bierce.  pumps;  mafaia.  cast 
and  galv.  iron,  12  miles;  48  hydrants.  Wood:  SO 
valves;  meters,  total  number  47.  National;  1.600 
services;  pressure,  fire,  100  lbs.;  cost  to  construct 
$130,000;  ann.  cost  of  mtce.,  $2,000;  worka  belong 
to  Co.;  a  new  res.  has  been  built 

SANGERVILLE.  pop.  1,294.  Fire  dept—l  h.  ft 
1.  truck.  1  hoae  cart;  hose,  800  ft;  total  mem.,  20. 
part  paid. 

Watbx  Supply-— Source  and  system  not  re> 
ported;  10  hvdranta;  pressure,  100  Iba. 

SEARSPORT,  pop.  1,848;  fire  area.  UBO  acres; 
mercantile  bldgs.,  wood,  2  stories;  private,  wood. 
1\4  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— 2  hand  enpnea.  6 
ladders,  4  hooks,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  2.000  ft;  rubber,  good.  iO  ft; 
linen,  good,  1,100  ft.;  total  hose,  2,160  ft;  fire 
alarm,  bell:  value  of  dept  equipment,  $8,000;  value 
of  blags.,  $2,000;  total  mem.,  26  volunteers. 

Watbx  Supply— Source,  6  cisterns;  system, 
gravity;  res.  cap.,  115,680  gals.;  71  hydrants. 

SKOWHEGAN,  pop.  6,200:  fire  area.  SH  sq. 
miles;  mercantile  bldgs..  brick  and  wood.  1  to  3 
stories;  private,  brick  and  wood,  to  to  3  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept.— 1  steamer,  1  h.  &  I.  truck.  5  c.  hand 
ex..  2  no«e  carts,  1  hose  reel.  5  horses:  ho«e. 
cotton,  rubber  lined,  good,  4,000  ft;  inferior,  all 
kinds,  600  ft;  total  hose,  4,600  ft;  fire  alarm. 
Gamewell,  electric,  14  boxes;  value  of  dept  equip- 
ment $10,000;  value  of  bldgs.,  $10,000;  ann.  exp. 
of  dept,  $4,000;  total  mem.  m),  paid  part  time. 

Watbx  Supply— Source,  springs,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
260,000  gals.,  dim.  25  x  76,  material  used  in  cons.. 
iron;  quality  of  water,  good;  4  pumping  engines, 
constructors  Deane  and  Gould  Mfg.  Co.;  mains, 
cast  iron,  12  miles,  4  to  12  in.  dia.;  82  hydrants: 
600  services:  pipe,  galv.  iron;  pressure,  dom.  70 
lbs.,  fire  80  lbs.;  cost  to  construct,  1186,000;  bonded 
debt.  $78,000:  int  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $7,000;  works  belong  to  Co. 


SOUTH  BERWICK,  pop.  2.200;  fire 
acres:  mercantile  bldgs.,  stone,  brick  and  wood, 
2  to  4  stories;  private,  wood,  2H  stories;  woodca 
roofs  permitted:  no  fireworks  and  combtistiblcs 
ord. ;  causes  of  fires  not  investigated.  Fire  dept— 
2  hand  engines.  2  c.  hand  ex.,  1  h.  &  1.  tracx,  1 
hose  wagon,  8  hose  carta;  hose,  cotton,  rubber 
lined,  good,  2,000  ft:  fire  alkrm,  bell:  value  of 
dept  equipment  $2J>00;  ann.  exp.  of  dept.  S1.619: 
total  mem.  70,  paid  part  time;  underwriters*  rating 
third  class. 

Watbx  Supply— Source,  rivers  and  ponds.  % 
mile  from  business  center;  system,  pumpto  res.; 
quality  of  water,  good;  res.  cap.  2,600.000  gals., 
located  on  hill  %  mile  from  town;  2  pumplog  en- 
gines, class  steam,  cap.  per  day  1,000.006  gals^. 
constructor  Deane:  maina,  iron,  4%  to  6  milea,  6  to 
8  in.  dia.;  27  hydrants;  meters,  total  number  12, 
owned  by  consumers;  2S6  services;  pipe,  galv. 
iron;  pressure,  dom.  80  to  90  Iba.,  Bn  66  to  91 
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lbs.;  consumption  per  day,  160,000  gali.;  cost  to 
construct.  |6o,0UO  to  160,000;  cost  of  mtcc.,  11,000  i 
works  belong  to  Co. 

SOUTH  PARIS,  pop.  2,000;  fire  Area,  800  acres; 
ncrcantile  bldgs.,  wood,  2  and  2  stories;  private, 
wood,  IH  and  2  stories:  wooden  roofs  permitted: 
fireworln  and  combustibles  ord.  Fire  dept«->l  band 
engine,  10  c.  hand  ex.,  1  h.  &  L  truck,  h  hose  car- 
riages; boec,  cotton,  rubber  lined,  ^ood  2,000  ft.; 
fire  alarm.  bcU;  value  of  dept.  equipment,  23,600; 
▼alue  of  bldfs.,  $1,200;  ann.  eacp.  of  dept.,  |1,200; 
total  mem.,  76  volunteers. 

VVatbx  Supply— Source,  Norway  water  works; 
system,  pump  to  res.;  quality  of  water,  good;  res. 
cap.,  600,000  gals.;  pumping  engines,  cap.  per  day 
l,OiM),000  gals.;  mains,  2  miles,  4  to  8  in.  dia.;  27 
hydrants;  10  valves;  pressure,  dom.  70  lbs.,  fire 
90  lbs.;  cost  to  construct,  121,000;  works  belong 
to  Co. 

SOUTH  PORTLAND,  pop.  7,000;  fire  area. 
4.000  acres;  mercantile  bldgs.,  brick  and  wood,  2 
stones;  private,  wood,  ihk  stories;  wooden  roofs 

Rcrmittea  in  fire  area;  fireworks  ord.;  causes  of 
res  investigated.  Fire  dept.~6  h.  &  1.  trucks, 
SO  c.  hand  ex.,  6  hose  wagons,  12  hose  carriages. 
10  horses;  hose,  cotton,  rubber  lined,  good,  1,000 
ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
9SM0;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept, 
$800;  total  mem.,  260,  paid  part  time. 

WATsa  Supply— Source,  lake,  17  miles  from  busi- 
ness center;  supply  received  from  the  Portland 
Water  District,  of  Portland;  system,  gravity, 
St  dp.  cap.  €60,000  gals.;  mains,  cast  iron,  37  miles', 
4  to  12  in.  dia.;  128  hydrants,  Wood;  meters, 
total  number  96;  1,376  services;  pressure,  dom.  60 
lbs.;  int.  paid  on  bonds,  4  and  6  per  cent;  works 
belong  to  Co. 

SOUTHWEST  HARBOR,  pop.  2,010;  bldgs., 
wood,  2  stories:  wooden  roots  permitted:  no  fire- 
works and  combustibles  ord.     Volunteer  fire  dept. 

Watbk  Supply— Source,  wells  and  lake,  2H 
miles  from  business  center;  system,  pump  to  stdp.; 
stdp.  cap..  106,000  gals.;  material  used  in  cons., 
iron;  quality  of  water,  good;  pumping  engines, 
cap.  per  day  40,000  gals.,  constructors,  Portland 
Co.;  mains,  iron,  4  miles,  6  in.  dia.;  8  hydrants; 
4  valves;  meters,  total  number  8,  Crown  and  Nash, 
owned  by  Co.;  pressure,  dom.  100  lbs.,  fire  100 
lbs.;  cost  to  construct,  $40,000;  bonded  aebt,  $30,- 
000:  int.  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
$600;  works  belong  to  Co. 

SPRING  VALE,  pop.  2,000;  fire  area.  200  acres; 
mercantile  bldgs.,  wood,  1  to  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  causes  of  fires  investigated.  Fire  dept.— 1 
hanu  engine,  1  c.  engine  on  wheels,  2  c.  hand  ex., 
1  h.  &  L  truck.  1  aenal  truck,  1  hose  wagon:  hose, 
cotton,  good.  2,000  ft:  inferior,  all  kinds,  1,000  ft.; 
total  hose,  3,000  ft.;  fire  alarm,  whistle,  8  boxes; 
ann.  exp.  of  dept.,  $300;  total  mem.  33,  paid  part 
time. 

WATsa  Supply— Source,  springs,  IH  miles  from 
business  center;  system,  gravity;  stop.  cap.  160,- 
000  gals.,  material  used  in  cons,  stone  and  cement; 
filtration,  sand;  quali^  of  water,  good;  res.  cap. 
1,600,000  gals.,  located  1%  miles  from  town;  mains, 
iron,  6  miles;  18  hydrants;  meters,  total  number  6, 
owned  by  Co.;  400  services;  pipe,  iron;  pressure, 
dom.  76  IDS.,  fire  76  lbs.;  cost  to  construct,  138,000; 
bonded  debt,  $10,000;  works  belong  to  Co. 

STOCKTON  SPRINGS,  pop.,  872.     Fire  dept. 
— 4   hose  carts;   total  mem.,  48  volunteers. 
Wat  IB  Supply— Not    reported. 

SULLIVAN  WATsa  Supply  —  Source,  Long 
pond,    2    miles    from    business    center;    system, 

r-avitj:  mains,  cast  and  wrought  iron,  2^  miles, 
to  2%  in.  dia.;  16  valves;  pipe,  cast  and  wrought 
iron;  pressure,  dom.  60  lbs.;  cost  to  construct, 
$11,000;  works  belong  to  Co. 

THOM ASTON,  pop.  2,688;  fire  area,  2»200  acres; 


rrcantile  bldgs.,  bnck  and  wood,  1  to  2  stories; 
private  bldgs.,  wood,  1  and  2  stories;  wooden  roof* 
permitted;  no  fireworks  and  combustibles  ord.  Fire 
dept.— 1  steamer.  2  hand  engines,  2  c.  hand  ex.,  1 
h.  &  L  track,  t  hose  wagons,  6  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  4,090  ft;  in- 
ferior, all  kinds.  700  ft;  total  hose,  4,800  ft.:  fire 
alarm,    bell;   value   of    dept.    equipment,   $10,000; 


value  of  bldgs.,  $11,000;  ann.  exp.  of  dept.,  $700; 
total  mem..  126  volunteers. 

WATsa  Supply— Source,  lake,  10  to  11  m^jtM 
from  business  center;  system,  mvity;  qualitr  of 
water,  good :  mains,  cast  iron,  a  miles,  6  to  10  in. 
dia.;  80  hydrants;  pressure,  dom.  80  to  140  lbs., 
fire  80  to  140  lbs. ;  cost  of  mtce.,  $1,160;  works  be- 
long to  Co. 

TOPSHAM,  pop.  2,097;  mercantile  bldgs.,  brick 
and  wood,  2  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.  Fire  dept— 2  hand 
engines,  6  hand  extinguishers,  1  h.  &  1.  truck,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good 
1,200  ft;  rubber,  good  600  ft.;  total  hose,  1,700  ft.; 
fire  alarm,  bell  and  and  whistle:  value  of  dept 
equipment,  $2,000;  value  of  bldgs.,  $600;  total 
mem.,  60  volunteers. 

Water  Supply— Source,  cisterns  in  city;  sys- 
tem, gravity;  mains,  galv.  iron,  1  in.  dia. 

TURNER,  pop.  600.    Fire  dept.— 1  hand  engine; 
volunteers. 
WATta  Supply— Source,  river. 

UNION,  pop.  1,248;  fire  area,  600  acres;  mer- 
cantile bldgs.,  wood,  1  to  8  stories;  private,  wood* 
2  stories;  wooden  roofs  oermitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fu-e  dept— 1  hose  reel;  hose,  cotton,  rubber 
hned,  good  OUO  ft;  volunteers. 

Watsx  Supply— Source,    springs,    1   mile    from 


iron;  pressure,  dom.  6U  to  80  lbs.,  fire  70  lbs.; 
cost  to  construct,  $7,000;  bonded  debt,  $7,500;  int 
paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$100;  works  belong  to  Co. 

VINAL  HAVEN,  pop.  2,368;  mercantile  bld^s., 
wood,  1  to  3  stones:  private,  wood,  2  stones; 
wooden  roofs  permitted  m  fire  area;  causes  of  fires 
investigated.  Fire  dept— 1  steamer.  1  hand  en- 
gine, 4  c  hand  ex.,  1  h.  &  1.  truck,  7  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,400  ft: 
inferior,  all  kinds,  600  ft;  toul  hose,  2,000  ft.;  fire 
alarm,  bell  and  whistle;  ann.  exp.  of  dept,  $800; 
total  mem.,  46  volunteers. 

Watbx  Supply— Source,  wells,  cisterns  and 
ocean. 

WALDOBORO,  pop.  3446;  fire  area,  640  acres: 
mercantile  bldga.,  brick  and  wood,  1%  to  1 
stories;  private,  wood,  VA  stories;  wooden  roofs 
permittea;  fireworks  and  combustibles  ord.  Fire 
dept— 2  hand  engines,  3  c.  hand  ex.,  2  hose  car- 
nages, 2  horses;  nose,  cotton,  rubber  lined,  good 
1,600  ft;  inferior,  all  kinds,  600  ft;  totai  hose. 
2,000  ft;  fire  alarm,  bell;  value  of  dept  eqnip- 
men,  $3,000;  value  of  bldgs.,  $1,200;  volunteers. 

WATsa  Supply— Source,  wells,  cisterns  and  res- 
ervoirs. 

WARREN,  pop.  2,069;  fire  area.  640  acres; 
bldgs.,  wood,  n  stories;  wooden  roots  permitted: 
no  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  hand  engine,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good  200 
tt ;  volunteers. 

Water  Supply— Source,  wells,  2  miles  from 
business  center;  system,  gravity  and  pump  to 
res.;  res.  cap.,  1.500,000  gals.;  mains.  2%  miles; 
10  hydrants,  Wood;  pressure,  fire  60  lbs.;  cost  to 
construct,  $25,000;  int  paid  on  bonds,  6  per  cent; 
works  belong  to  Co. 

WATERVILLE,  pop.  11,000;  fire  aiea,  1,200 
acres;  mercantile  bldgs.,  bnck  and  wood,  1  to  4 
stories;  private,  wood,  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investisated.  Fire  dept— 1  steamer,  12  c 
hand  ex.,  1  h.  &  1.  truck,  2  hose  wagons,  9  horses; 
hose,  cotton,  rubber  lined,  good,  6.000  ft. j  inferior, 
all  kinds,  2,000  ft.;  total  hose,  8,000  ft;  fire  alarm, 
Gamewell,  SO  boxes;  value  of  dept.  equipment. 
$110,070;  value  of  bldgs..  $10,000:  ann.  exp.  of 
dept,  ^,875;  total  mem.  66,  paid  full  time  6,  paid 
part  time  60. 

Watbe  Supply— Source,  China  Lake;  system, 
pump  to  res.;  res.  cap.,  2,000,000  gals.;  2  pumping 
engines  (2  water  power  and  1  steam  pump),  cap. 
per  day  7,600,000  gals.,  constructors  Deane  and 
Knowles;  mains,  27  miles.  4  to  16  in.  dia.,  makers 
Neal  and  Warren;   122   hydrants.   Chapman;   28T 
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valves;  meters,  26.  Union  tnd  Crown,  owned  by 
the  district;  2.11Z  services;  pipe,  galv.  iron; 
pressure,  dom.  96  lbs.,  fire  98  lbs.;  consumption, 
per  day  2,000,000  gals.,  per  capita  186  gals.;  works 
belong  to  the  Kennebec  Water  District 

WELLS,  pop.  2,007.  Fire  dept.— 1  hose  cart,  2 
hose  wagons;  hose,  2,500  ft.;  total  mem.,  40  volun- 
teers; value  of  dept.  equipment,  $600,  ann.  exp. 
of  dept.,  |26. 

Water  Supply— Source,  Branch  River;  system, 
Monsam  Water  Co.;  Geo.  West,  supt 

WEST  BROOK-  pop.  8,000;  fire  area,  11,000; 
mercantile  bldgs.,  onck  and  wood,  1  to  8  ■tones; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept.— 4  c 
hand  ex.,  1  h.  &  L  truck,  2  nose  wagons,  8  horses; 
hose,  cotton,  rubber  lined,  good,  4,600  fL;  inferior, 
all  kinds,  600  ft.;  total  hose,  6,000  ft.;  fire  alarm, 
bell  and  whistle.  10  boxes;  value  of  dept  equip- 
ment I9>000;  value  of  bldjn.,  17.000;  anxt  exp.  of 
dept,  88,489;  total  mem.,  60,  paid  full  time  2,  paid 
part  time  48. 

Watek  Supply— Source,  lake,  10  miles  from  bust 
ness  center;  system,  gravity;  fiitration  system,  le^ 
tling  basins;  quality  of  water,  good;  mains,  cast 
iron,  16  miles,  6  to  12  in.  dia.;  79  hy<vants, 
Mathews;  49  valves.  Wood;  meters,  total  number 
88,  Crown  9,  Empire  26,  Gem  4,  owned  by  Co.  and 
consumer;    1^40  sevices;    pipe,  galv.   iron;    pres 

-      68  lbs.; 


sure,  dom.  (S  lbs.,  fire 
Co. 


works  belong  to 


WILTON,  pop.  1,647;  fire  area,  820  acres;  mer* 
oantile  bldgs.,  wood,  1  to  8  stories;  private,  wood, 

1  and  2  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.  No  fire  dept— Hose, 
cotton,  good,  2,000  ft;  value  of  dept.  equipment, 
$1,600. 

Watee  Supply— Source,  lake,  4%  miles  from 
business  center;  svstem,  gravity;  quality  of  water, 

food;  res.  cap.  600,000  gals.,  located  %  mile  from 
usiness  center;  1  pumping  engine,  constructor 
Gould ;  mains,  cast  iron  and  galv.  iron,  8  8-6  miles, 
1%  to  8  in.  dia.;  63  hydrants;  80  valves;  160  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  85  lbs.,  fire 
86  lbs.;  cost  to  construct,  $60,000;  bonded  debt, 
$18,000;  int.  paid  on  bonds,  4  per  cent;  works  be- 
long to  Co. 

WINTERPORT,  pop.  1,628;  mercantile  bldgs.. 
wood  and  brick,  8  and  8  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  yrs.,  $260.    Fire  oept— 

2  hose  reels;  hose,  cotton,  rubber  lined,  good 
1,000  ft:  fire  alarm,  bell;  value  of  dept  equip- 
ment, $200;  value  of  bldgs.,  $800:  total  mem.,  40 
volunteers;  underwriters'  rating,  fourth  class. 

Watee  Supply— Source,  brooics  and  springs,  H 
mile  from  business  center;  system,  pump  to  stop.: 
■tdp.  cap.,  200,000  gals.,  dim.  26  x  60,  material  used 
In  construction  iron,  builders  Bath  Iron  Works; 
quality  of  water,  good;  res.  cap.,  920,000  gals.^  lo- 
cated northern  edge  of  village ;  2  pumping  engines, 
class  comp.  dup.,  cap.  per  day  700,000  gals.,  con- 
structors Worthington,   Deane;  mains,  cast  iron. 


4  miles,  4  to  10  in.  dia.;  20  hydrants;  meters,  totil 
number  4;  197  services:  pipe,  galv.  iron;  pressure, 
dom.  40  to  75  lbs.,  fire  90  lbs.;  works  belong  to  Co. 

WINTHROP,  pop.  2,068:  mcrcutfle  Udgs., 
brick  and  wood;  wooden  roots  permitted;  fire  jMs 
for  1902,  $1300;  ins.  for  same  time,  $l400.  Tm 
dept— 1  h.  &  1.  truck,  2  hose  carnages;  boec,  cot- 
ton, rubber  lined,  good  1,800  ft;  fire  alarm,  bell; 
ann.  exp.  of  dept.,  $300;  total  mem.,  25  paid  iuU 
time. 

Watee  Supply— Source,    force    pump;    syston, 

Sravity  and  pump  direct;  mains,  1V&  miles,  6  in. 
ia.:  13  hydrants;  cost  to  construct,  15,000;  int  p^id 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  $li4; 
works  belong  to  town. 

WISCASSET,  pop.  1^;  fire  area,  40  acres; 
bldgs.,  brick,  1  to  8  stones;  wooden  roofs  permit- 
ted; fireworks  and  combustibles  ord.  Fire  dept.~ 
8  hand   engines,  2  hose  carriages;  hose,  cottoo. 


teera;  underwriters'  rating,  third  class. 
Watee  Supply— Source,   river  and  welU. 


causes  of  fires  investigated.  Fire  dept— 1  hand  csp 
gine,  8  c.  hand  ex.,  1  h.  &  L  trudc,  8  bore  car- 
riages; hose,  cotton,  rubber  lined,  good.  2J600  (t; 
inferior,  all  kinds,  800  ft;  total  hose,  2JM  ft;  fire 
alarm,  electric,  7  boxes;  value  of  dept  equip- 
ment, $8,486;  value  of  bldgs.,  $2,000;  total  mem.,  40, 
paid  full  time. 

Watee  Supply— Source,  spring  and  river,  1  mile 
from  business  center;  system,  pump  to  stdp.:  stdpi 
cap.  860,000  gals.,  dim.  80  x  60,  located  on  hill,  vur 
terial  used  m  cons,  steel;  quality  of  water,  good: 
mains,  cast  iron,  9%  miles,  6  to  10  in.  dia.;  56 
hydrants;  600  services;  pipe,  galv.  iron;  pressure, 
dom.  26  to  60  lbs.,  fire  100  to  160  lbs.;  consump- 
tion, per  day  90,000  gals.,  per  capita  75jnls.;  cost 
to   construct   $60,000;   bonded    debt   180,000;  inL 

Said  on  bonds,  4  per  cent;  ann.  cost  of  mtce.. 
^000;  works  belong  to  town. 

YORK,  pop.  4,000.  Fire  dept— 1  h.  &  L  truck, 
2  hose  waffons;  nose,  8,900  ft;  total  mem.,  78. 

Watee  Supply— Source,  lake,  6  miles  from  bosi* 
ness  center;  system,  gravity;  quality  of  water,  very 
best;  res.  cap.  400,000,000  gals.;  mains,  cast  iron, 
11  miles,  6  to  16  in.  dia.;  71  h^rants^  Ludlov. 
Chapman,  Glamorgan;  760  services;  pjpe,  gah. 
iron;  pressure,  dom.  60  lbs.,  fire  60  Qm.;  cost  tc 
construct  $180,000;  bonded  debt  $60,000;  int  ndi 
on  bonds.  6  per  cent;  ann.  coat  of  mtoe.,  $6,w6: 
works  belong  to  Co. 


Places  with  a  population  of  LOOO  or  more  hariag 
no  organized  fire  dept— Alfred,  Buxtoa.  Cherry- 
field,  Deer  Isle,  Gouldsboro,  Gray,  Hampden. 
Harpwell.  Jay,  Jefferson,  Jonesport  LiBcolnrillc, 
Litchfield,  Penobscot  Pittstoa,  So.  Aaaon,  Ttt- 
mont,  Union,  Vassalboro,  Waterboro. 

Placea  with  a  population  of  1,000  or  more  nel 
reported— Rumford,  Sullhraa. 
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ABBREVIATIONS.— Ann.|  annual;  aT.,  uvtxngt;  bldgi.,  buildingi;  cap.,  capacity;  chn.,  chairman; 
c,  chemical;  c  ft  h.,  chemical  and  hoae;  cUc,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  com- 


ABERDEEN,  pop.  1,000.  Fire  dept.— 1  h.  &  1. 
truck,  2  c.  ex.,  4  hose  reels;  hose,  3,000  ft.;  total 
mem.,  45  volunteers. 

Water  Supply— Source,  sprint;  stdp.  cap.,  86,- 
000  gals. ;  1  pumping  engine ;  class,  duplex,  cap. 
per  day,  804,000  gals.;  constructor  Demming; 
mains,  3;  4  to  8  in.  dia. ;  38  hydrants;  pressure 
dom.,  GO  lbs.;  fire,  90  lbs. 

ANNAPOLIS,  pop.  12.000;  bldgs.,  brick  and 
wood,  2  and  8  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
not  inTCStigated.  Fire  dept— 1  steamer,  4  c.  hand 
ex.,  1  h.  &  1.  truck,  2  hose  wagons,  3  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  8,600  ft; 
inierior,  all  kinds,  300  ft.:  fire  alarm,  bell;  value 
of  dept.  equipment,  110,000;  value  of  bldgs.,  1,000; 
ann.  exp.  of  dept.,  $1,400;  total  mem.,  94,  paid  full 
time  4,  volunteers  90;  apparatus  of  naval  academy 
available  in  case  of  emergency. 

Water  Supply— Source,  springs,  4^  miles  from 
business  center;  system,  gravity,  pump  to  res.; 
res.  cap.  7,500,000  gals.,  located  at  works;  2  pump- 
ing engines,  class  hor.  cross  comp.,  cap.  per  day 
4,500,000  gals.,  constructors  Nordberg  and  Wood; 
mains,  cast  iron,  6^  miles,  4  to  14  m.  dia.,  Bates 
and  Chattanooga;  55  hydrants,  McShane;  meters, 
total  number  60,  owned  by  Co. ;  750  services ;  pipe, 
galv.  iron;  pressure,  dom.  35  lbs.,  fire  30  to 
60  lbs.;  consumption  per  day,  950,000  gals.,  per 
capita  75  gals.;  cost  to  construct,  $17^000;  mt 
paid  on  bonds,  5  per  cent;  works  belong  to  Co. 

BALTIMORE,  pop.  690,000;  fire  area,  33  so. 
miles;  mercantile  bldgs.,  stone  and  brick.  2  to  16 
stories;  private,  stone  and  brick,  8  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 38  steamers  15  aerial  trucks,  1  fire- 
boat,  6  11.  &  I.  trucks.  15  hose  carriages,  46  comb, 
c.  &  h.  wagons^  272  horses;  hose,  cotton,  rubber 
lined,  good,  125.000  ft;  rubber,  good,  1,000  ft.; 
total  hose.  126,000  ft;  fire  alarm,  electric,  667 
boxes;  value  of  equipment,  $860,000;  value  of 
bldgs.,  $610,000;  ann.  exp.  of  dept,  $753,010.66; 
total  mem..  689,  paid  full  time. 

Water  buppLY— bource,  falls  and  river,  6  and 
10  miles  from  business  center;  system,  gravity, 
pump  to  res.,  to  stdp.  and  direct:  2  stdps.,  one 
cap.  329,000  gals.,  dim.  26  x  90;  other  cap.  210,600 
gals.,  dim.  20  x  90,  located  in  dtv  limits,  material 
used  in  cons,  steel  and  stone,  builders  N.  J.  Steel 
and  Iron  Co.;  quality  of  water,  good;  res.  cap. 
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mains,  cast  iron,  692  miles,  4  to  48  in.  dia.;  8,002 
hvdrants;  meters,  total  number  4^.00,  Crown, 
union.  Empire  Gem,  Hersey  Rotary,  Hersey 
Disc,  Hersey  Torrent  Thomson,  Worthington, 
Trident,  Lambert  Nash,  owned  by  city  and  con- 
sumer; ltt,000  services;  pipe,  cast  iron,  wrought 
iron  and  lead;  pressure,  dom.  SO  to  100  lbs.;  con- 
sumption per  day  71,294,066  galsL.  per  capita  124 
gals.:  cost  to  construct  $15,000,000;  bonded  debt 
18,500,000;  int  paid  on  bonds,  SU  and  4  per  cent; 
ann.  cost  of  mtce.,  $400,000;  works  belong  to  city. 

BEL  AIR,  pop.  1,500;  fire  area,  400  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  or  combustibles  ord.;  causes 
of  fires  not  investigated.  Fire  dept— 1  h.  &.  1. 
truck,  6  ladders,  hooks  and  buckets,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  1,000  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment  $1,000, 
value  of  bldgs.,  $200;  total  mem.,  75  volunteers. 

Water  Supply— Source,  springs,  8  miles  from 
basfness  center;  system,  gravity;  res.  cap.  1,600,* 
000  gals. :  mains  cast  iron,  3  miles,  4  to  8  in.  dia.. 
Wood;  40  hydrants,  Mathews;  36  valves;  meters, 


total  number  47,  Crown,  Nash;  875  services;  pipe, 
galv.  iron;  pressure,  dom.  40  lbs.;  cost  to  con- 
struct, $56,000;  ann.  cost  of  mtce.,  $1,300;  works 
belong  to  Co. 

BRUNSWICK,  pop.  4,600;  fire  area,  260  acres; 
mercantile  bldgs.,  bnck  and  wood,  2  stories:  pri- 
vate, wood,  8  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  hand  engine,  1  h.  &  L 
truck,  1  hose  carriage;  hose,  cotton,  rubber  lined, 
4,000  ft.;  fire  alarm,  whistle;  total  mem.,  80  vol- 
unteers. 

Water  Supply— Source,  wells,  cisterns  and 
river;  system,  pump  to  res.:  res.  cap.  100,000  gals.; 
pumping  engines,  cap.  per  day  912.000  gals.;  mains, 
iron,  1  mile,  10  in.  dia.;  40  hydrants;  pressure, 
dom.  60  lbs.,  fire  HO  lbs.;  cost  to  construct,  $13,- 
000;  works  belong  to  Co. 

CAMBRIDGE}  pop.  7.060;  mercantile  bldgs., 
brick,  wood  and  iron,  2  and  8  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept— 1 
steamer,  1  hand  engine,  2  c  hand  ex.,  1  b.  &  1. 
truck,  1  supply  wagon,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  2,500  ft.;  fire  alarm,  bell; 
value  of  dept  equipment,  $12,000;  value  of  bldgs., 
$3,000;  ann.  exp.  of  dept,  $700;  total  mem.,  90 
volunteers. 

Watrr  Supply — Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  11,600  gals., 
dim.  14  X  lOO,  material  used  in  cons,  steel,  builders 


miles,  4  to  10  in.  dia^  42  hyuants;  64  valves;  me- 
ters, total  number  80,  owned  by  Co.:  1,200  ser^ 
vices;  pipe,  jnlv.  iron;  pressure,  dom.  48  to  66  Iba.. 
fire  76  to  100  lbs.;  consumption  per  day,  409,860 
gals.;  works     belong  to  Co. 

CATONSVILLE,  pop.  2,000.    Fire  dept— 1  c.  en- 
gine,  1  hose  reel,  1  nose  wagon;  hose,  1,800  ft.; 
nre  alarm,   Gamewell,    78   boxes;    total   mem.,    15 
volunteers,  paid  full  time,  2. 
Water  Supply— Source,    springs;    pumping  en- 

fine   1;    cap.    per    da^,    20,000   gals.;    constructor 
lunge:    mains,    4    miles;    21    hydrants;    pressure 
dom.,  80  lbs.,  fire  100  lbs. 

CENTERVILLE,  pop.  1,800  fire  area,  100  acres; 
bldgs.,  brick  and  wood,  2  stories:  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 1  h.  &  L  truck,  2  extension  ladders,  buckets 
and  axes,  1  hose  carriage;  1  hose  reel;  hose,  cot- 
ton, rubber  lined,  good  1,800  ft.;  total  hose,  1,800 
ft.;  fire  alarm,  befl;  value  of  dept  equipment, 
$1,000;   total  mem.    65  volunteers. 

Water  Supply— dource,  mountain  streams;  sys- 
tem, pump  to  stdp.;  stdp.  cap.  40,000  gals.,  dim. 
8  X  90;  pumping  engines,  cap.  per  day  760,000 
gals.,  constructor  Knowles;  mains,  2%  miles;  4 
to  8  in.  dia.;  27  hydrants;  cost  to  construct,  $17,- 
000;  works  belong  to  town. 

CHESTERTOWN.  pop.  3,008;  fire  area,  250 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and  8 
stories;  private,  brick,  2  and  8  stories:  wooden 
roofs  permitted;  fireworks  and  combustiDles  ord.: 
causes  of  fires  investigated.  Fire  dept— 4  c.  hand 
ex.,  1  h.  &  1.  truck,  4  hose  carriages;  hose,  rub- 
ber, good  1,200  ft. ;  total  hose,  1,200  ft. ;  fire  alarm, 
bell  and  whistle;  value  of  dept  equipment,  $18,- 
000;  value  of  bldgs,  $4,000;  total  mem.,  40  volun- 
teers. 

Water  Supply— Source,  springs;  system,  pump 
to  res.;  res.  cap.  1,000,000  gals.;  pumping  engines, 
class  comp.  dup.,  cap.  per  day  240,000  gals.,  con- 
structor Deane;  mains,  6  miles,  8  to  4  in.  dia.. 
National;  60  hydrants,   Star;   16  valves;   tfO  ser- 
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▼ices;  pipe,  galv.  iron;  pressure,  dom.  26  to  80 
lbft.j(fire  SI)  to  00  Ibs^  consumption,  per  day 
100,000  gals.,  per  capita  88  gals.;  cost  to  construct. 
$86,000;  ann.  cost  of  mtce.,  12,000;  works  belong 
to  Co. 

CRIS  FIELD,  pop.  3,600,  mercanUle  bldgs., 
wood  and  brick,  2  stories;  wooden  roots  permit- 
ted; fireworks  and  combustibles  ord.  Fire  dept.— 
1  steamer,  1  h.  &  1.  truck,  3  hose  reels,  6  nose 
carts,  2  horses;  hose,  cotton,  rubber  lined,  good 
900  ft.;  fire  alarm,  bell  and  whistle;  value  ot  dept. 
equipment,  $5,000;  value  of  bldgs.,  $7S0;  ann.  exp. 
of  dept.,  $600;  total  mem.,  36,  volunteers  35;  un- 
derwriters* rating,    third  class. 

WATia  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.  160,000  gals.;  2  pumping  en- 
gines, constructors  White  ik  Middleton;  mains, 
cast  iron,  2^  miles;  4  to  8  in.  dia.;  87  hydrants, 
Eddy;  meters,  total  number  12;  pipe  lead;  pres- 
sure, dom.  30  lbs.,  fire  60  lbs.;  consumption  per 
day  30,000  gals.,  per  capita  10  gals.;  cost  to  con- 
struct, $22,000;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $1,400;  works  belong  to  town. 

CUMBERLAND,  pop.  26.000;  fire  area,  4,000 
acres;  mercantile  bldgs.,  brick  and  stone,  1  to  6 
stories;  private,  brick.  1  to  4  stories;  wooden 
roois  not  permitted;  nreworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
steamer,  8  c.  hand  ex.,  1  h.  &  1.  truck,  3  comb,  c  & 
h.  wagons.  6  hose  carriages,  8  horses;  hose,  cotton, 
rubber  lined,  good,  5,0(X)  ft;  rubber,  good.  1,000 
ft. ;  inferior,  all  kinds,  600  ft. ;  toUl  hose,  6,600  ft. ; 
fire  alarm,  Gamewell  26  boxes;  value  of  dept. 
equipment  $35,000;  value  of  bldgs.,  $36,000;  ann. 
exp.  of  dept,  $12,000;  total  mem.,  15  fully  paid 
men,  200  volunteers. 

Water  Supply— Source,  river,  in  business  cen- 
ter; system,  pump  direct;  quality  of  water,  good; 
8  pumping  engines,  cap.  per  day  6,500,000  gals., 
constructors  Holly  and  d'Auria;  mains,  122,7v0  ft; 
206  hydrants;  142  valves;  meters,  total  number  9, 
Crown,  Nash,  Gem,  owned  by  city;  8,296  services; 
»ipe,  galv.  iron;  pressure^jdom.  90  lbs.,  fire  115 
bs.;  cost  to  construct,  $287,866;  cost  of  mtce., 
$9,598;  works  belong  to  city. 

DENTON,  pop.  1,400.  Fire  dept.— 2  hand  en- 
gines, 1  hose  reel;  hose,  400  ft;  nre  alarm,  bell; 
total  mem.,   40;  volunteers. 

Water  Supply— Source,  wells  and  river. 

EASTON,  pop.  7,600;  fire  area,  480  acres;  mer- 
cantile bldga.,  brick  and  wood,  8  and  8  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept.— 1 
steamer,  1  h.  &  1.  truck,  5  hose  carriages;  hose, 
cotton,  rubber  lined,  good  300  ft;  rubber,  good 
1,660  ft;  inferior,  all  kinds,  700  ft;  total  hose, 
2,650  ft. ;  fire  alarm,  bell ;  value  of  dept.  equipment, 
$6,500;  value  of  bldgs.,  $3,000;  total  mem.,  44 
volunteer. 

Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  res.  and  stdp.; 
atdp.  cap.  86,000  gals.,  dim.  12  x  100,  material  used 
in  cons,  boiler  iron,  builders  Tippett  &  Co.;  qual- 
itv  of  water,  good;  res.  cap.  140,000.,  ^Is.,  located 
%  mile  from  center  of  town;  2  pumping  eneines, 
cap.  per  day  500.000  gals.,  constructor  Holly; 
mains,  cast  iron,  8  miles,  4  to  8  in.  dia.;  44  hy- 
drants; 50  valves;  440  services;  pipe,  galv.  iron; 
pressure,  dom.  40  lbs.,  fire  125  lbs.,  consumption 
^tr  dav,  200,000  gals.;  cost  to  construct.  $66,000; 
Dondea  debt.  $80,000;  int.  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $8,000;  works  belong  to  Co. 

ELKTON,  pop.  2,962;  fire  area,  600  acres;  mer- 
cantile bldgs^  wood,  2  to  4  stories;  private,  wood 
and  brick,  SH  stories;  wooden  roois  permitted; 
fireworks  ana  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  steamer.  S  hand  en- 
gines, 1  comb.  c.  &  h.  wagon,  6  c.  hand  ex.,  1  h. 
&  L  truck,  2  hose  wagons,  8  hose  carriages;  hose, 
cotton,  rubber  lined,  good  2,600  ft;  fire  alann.  bell 
and  electric;  value  of  dept  equipment,  $8,000; 
value  of  bldiga..  $6,000;  ann.  exp.  of  dept,  $800; 
total  mem^  126  volunteers. 

Water  Supply— Source,  wells  and  creek;  sys- 
tem, pump  to  res.;  res.  cap.,  800,000  gals^:  pump- 
ing engines,  class  dup.,  cap.  per  day  760,000  gals., 
constructor  Deane  and  Smith- Vaile:  mains,  6^ 
miles,  4  to  10  in.  dia.,  cast  iron ;  50  hydrants,  Eddy ; 
25  valves;  pressure,  dom.  66  lbs.,  fire  75  lbs.;  cost 
to  construct,  $30,000;  works  belong  to  Co. 


ELLICOTT  CITY,  pop.  1,800:  fire  area,  1.2S0 
acres;  bldgs.,  stone  and  wood,  1  and  2  stones; 
wooden  roofs  permitted.    Fire  dept— 1  band   en- 

fine  &  c.  engine  combined,  2  c.  hand  ex.,  1  h.  & 
truck,  2  hose  carriages,  60  rubber  buckets;  hose, 
cotton,  rubber  lined,  good  900  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $2,000;  value  of  bldgs.. 
$600:  total  mem.,  7S  volunteers. 

Water  Supply— Source,  wells  and  tprings,  % 
mile  from  business  center;  sjrstem,  gravity;  rea. 
cap.,  660,000  gals.;  mains,  cast  iron,  3  miles,  3  to 6 
tn.  dia. 

FREDERICK,  pop.  1,200;  mercantile  bldg&. 
brick.  2,  8  and  4  stones;  private,  brick  and  wood, 
2  and  8  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustiblea  ord.;  causes  of  fires  not 
investigated.  Fire  dept— 8  steamers,  S  comb.  h. 
&  1.  trucks.  8  horses,  8  c.  hand  ex.,  4  hose  car- 
riages, 6  hose  reels.  2  horses;  hose,  cotton,  rubber 
lined,  good  2,960  ft;  value  of  dept.  equipment 
$20,000;  value  of  bldgs.,  $20,000;  total  mem.,  425 
volunteers;  underwriters'  rating,  second  class. 

Water  Supply— Source,  mountain  atrcama  9 
milea  from  business  center;  system,  pomp  to 


res.  cap.,  9,900,000  gals.;  pumping  engines;  cap. 
per  day,  260,000  gals.,  constructor,  Worthington; 
mains,  cast  iron,  23  miles,  3  to  12  in.  dia.,  wood; 
115  hydrants,  Mathews;  62  valves;  meters,  total 
number  1,  Worthington;  2,700  services;  pipe,  lead 
and  galv.  iron;  pressure,  dom.  15  to  38  Ids.,  fire 
60  lbs.;  cost  to  construct,  $222,000;  int.  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $2,500; 
works  belong  to  city. 

FROSTBURG,  pop.  800;  fire  area,  8.200  acres; 
mercantile  bldgs.,  bnck  and  wood,  2  and  8  stories; 
private,  wood  1  to  3  stories;  wooden  roofs  per- 
mitted ;  fireworks  and  combustibles  ord.  Fire  dept. 
— 2  h.  &  1.  trucks,  6  hose  carriages,  1  c.  engine; 
hose    cotton,  rubber  lined,  good  1,000  ft.;  rubber, 

good  2,000  ft:  total  hose.  3,000  ft.;  fire  alarm, 
ell  and  whistle;  value  of  dept.  equipment.  $4,500; 
value  of  bldgs.,  $4,000;  ann.  exp.  of  dept,  $300; 
total  mem.,  100  volunteers. 

Water  Supply— Source,  springs,  3  milea  from 
business  center;  system,  gravity  and  pump  to  res.; 
res.  cap.  2,436,000  gals.,  new  res.  completed,  cap. 
500.000  gals.;  2  pumping  engines,  cap.  per  day, 
150.000  gals.,  constructor  Worthington  ana  Jeanes- 
ville,  cap.  oOO  gals,  per  minute;  mains,  9  miles. 
2  to  8  in.  dia..  Wood;  67  hydrants.  Wood;  81 
valves;  meters,  total  number  9;  900  services;  pipe 
galv.  iron;  pressure,  dom.  120  lbs.,  fire  180  lbs.; 
consumption,  per  day  150,000  gals.,  per  capita  1-0 

fals. :  cost  to  construct  $55,000;  ann.  cost  of  mtce.. 
1,800;   works  belong  to  city. 

HAGERSTOWN,  pop.  20,000;  fire  area.  2  so. 
miles;  mercantile  bldgs.,  stone,  brick  and  wood. 

2  stories;  private,  mostly  brick,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investicnted. 
Fire  dept— 2  steamers,  2  comb.  c.  &  h.  wagons,  1 
c.  engine  on  wheels,  16  c.  hand  ex.,  1  h.  &  1.  truck. 

3  hose  wagons,  5  hose  carriages.  9  horses;  hose. 
cotton,  rubber  lined,  good,  16,000  ft;  fire  -alarni. 
Gamewell,  42  boxes;  value  of  dept.  equipment. 
$25,000;  value  of  bldgs.,  $150,000:  ann.  exp.  of 
dept,  $8,000;  toUl  mem.,  210,  paid  full  time  10, 
volunteers  200. 

Water  Supply— Source,  mountain  sprinffa.  11 
milea  from  business  center;  system,  gravis;  filtrar 
tion  svstem,  ^ravitj,  sand;  cap.  of  plant,  S.OO0.- 
000  gals.;  quality  of  water,  good;  res.  cap.  11S,000.- 
000  gals.,  located  Smithsburg,  Md.;  1  pompinK 
engine,  class  comp.,  cap.  per  day  t3,000,0u0  nnla.. 
constructor  H.  R.  Worthington;  mains,  cast  iron, 
18  miles,  4  to  12  in.  dia.;  88  hydrants.  R.  D.  Wood 
and  Eddy:  112  valves,  Eddy  and  Kennedy;  meters. 
total  number  716,  owned  by  Co.;  2,400  serrices; 
pipe,  galv.  iron;  pressure,  dom.  66  lbs.,  fire  90  lbs.. 
consumption  per  day,  2,600,000  gals.:  per  cnpita. 
175  gals.;  cost  to  construct,  $860,000;  bonded  oebt 
$50,000;  int.  paid  on  bonds,  4  and  6  per  cent; 
works  belong  to  Co. 

HAVRE  DE  GRACE,  pop.  iOOO;  fire  area,  500 
acres;  mercantile  bldgi.,  wood,  1  to  4  itorica:  pri- 
vate, wood,  8  atoriea;  wooden  roofo  pcrmtttied; 
combuftiblea  ord.;  causes  of  firea  not  iniFeatifnted; 
fire  loss  for  1902,  $108,660;  ins.  for  same  tine,  887,- 

300.    Fire  dept— 1  h.  ft  I.  truck,  8  hoae  oarni 

hose,    cotton,    rubber   lined,    good   1.400  ft; 
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slarm,  bell  and  whistle;  value  of  dept.  equip* 
ment,  ^{500;  value  of  bldffs.,  $1,000;  ann.  exp.  of 
dept.,  $460;  total  mem.,  50  volunteers. 

Watk«  Supply — ^Source,  river,  %  mile  from  busi- 
ness center;  system,  pumo  to  res.;  quality  of 
water,  good;  res.  cap.,  4,000,000  gals.;  1  pumping 
engine,  cap.  per  day  360,000  gals.,  constructors, 
Smith- Vaile:  mains,  cast  iron,  10  miles,  4  to  10  in. 
dia.;  60  hydrants;  170  valves;  meters,  total  num- 
ber 9,  Worthington,  owned  by  Co.;  460  services: 
f»ipe,  galv.  iron;  pressure,  dom.  100  lbs.,  fire  140 
bs..  cost  to  construct  $100,000;  bonded  debt,  $G0,- 
000;  int.  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
12,000;  works  belong  to  Co. 

HYATTVILLE,  pop.  2,000;  mercantile  bld^s., 
brick,  2  and  3  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles ord.;  causes  ox  fires  investigated.  Fire 
dept.— 1  h.  &  1.  truck.  3  hose  reels;  hose,  cot- 
ton, rubber  lined,  good,  1,200  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $700;  ann.  exp.  of  dept. 
for    1902,  $4d0;  total   mem.,  35  volunteers. 

Watkm  Supply— Source,  wells,  6  artesian,  at 
edge  of  town;  system,  pump  to  stdp.;  stdp.  cap. 
100,000  gals.,  located  1,300  yds.  from  wells,  material 
used  in  cons,  steel,  builders  Chicago  Bridge  9t 
Iron   Co.;  qualitv  of  water,  good;  res.  cap.  100,- 

000  gals.,  located  at  station ;  2  pumping  engines, 
class  triplex,  cap.  per  day  76,000  gals.,  constructor 
Worthington;  mains,  iron,  4  miles,  4  to  8  in.  dia.; 
50  valves,  350  meters;  376  services;  consump- 
tion, per  day  60,000  gals.,  per  capita  60  gals.;  cost 
to  construct,  $30,000;  int.  paid  on  bonds,  4  per 
cent;  ann.  cost  of  mtce.,  $4,300;  works  belong  to 
city. 

LA  PLATA,  pop.  700;  fire  area,  SO  acres;  mer- 
cantile bldga.,  wood,  1  to  3  stories;  private  dwell- 
ings, wood;  wooden  roofs  permitted  in  fire  area; 
av.  ins.  carried  on  properties  burned  per  yr.  for 
3  yrs.,  $2,000.  Fire  oept.— 1  hand  c.  engine,  1  hose 
wagon;  hose,  cotton,  rubber  lined,  good  800  ft.; 
value  of  dept.  equipment,  $600;  ann.  exp.  of  dept., 
$125,000;  total  mem.,  100  volunteers. 

WATZX  SuppLT'Source,  wells. 

LAUREL,  pop.  3,000;  mercantile  bldgs.,  stone, 
brick  and  wood,  8  stories;  private,  stone,  brick 
and  wood,  2  stories;  wooden  roofs  permitted. 
Fire  dept. — 1  h.  &  1.  truck,  3  hose  carnages,  4  c. 
hand  ex.;  hose,  cotton,  rubber  lined,  good,  1,600 
ft.;  fire  alarm,  whistle,  16  boxes;  total  mem.,  67 
volunteers. 

Watbr  Supply— Source,  lake;  system,  pump  to 
stdp.;  stdp.  cap.,  136,000  gals.;  res.  cap.,  12,000 
gals.,  mains,  4  miles,  4  to  8  in.  dia.;  33  hydrants; 
pressure,  dom.  60  lbs.,  fire  60  lbs.;  consumption, 
per  day  40,000gals.,  per  capita  20  gals.;  cost  to 
construct,  $35,000;  works  belong  to  town. 

LIBERTYTOWNf  pop.  1J64;  fat  area,  76  acres; 
wooden  roofs  permitted;  nreworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.    Fire  dept^ 

1  hand  engine;  hose,  cotton,  rubber  lined,  good,  86 
ft.;  value  of  dept.  equipment,  $750:  value  of  bldgs., 
$400;  total  men.,  60  volunteers;  Roknd  R.  Simp- 
son, chief. 

Watbs  Supflt— Source,  wells;  no  waterworks. 

LONACONING,  pop.  4.500;  fire  area.  267  acres; 
mercantile  bldgs.,  wood  and  brick,  2  and  8  stories; 
private,  wood  and  brick,  8  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  8  yrs.,  $600;  av.  ins.  for  same  time,  $800.  Pire 
dept.--l  hand  enriae,  1  c.  engine,  8  c.  hand  ex.,  1 
h.  &  1.  truck,  8  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good  1,700  ft.;  fire  alarm  bell  and 
whistle;  value  of  dept.  equipment,  $8,000;  value 
of  bldgSM  $1,000;  ann.  exp.  of  dept.,  $660;  total 
mem.,    75  voluntee.s. 

Watbk  SuppLT—Source,  springs,  8  miles  from 
business  center;  svstem,  gravity;  resu  cap.,  6,000^- 
000  ^s.;  mains,  iron,  6%  miles,  4  to  IS  in.  dia. 
National;  35  hydrants,  CorhU';  meters,  total  num- 
ber 7,  owned  by  consumer;  600  services;  pipe, 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  110  lbs.; 
consumption,   per  day  60.000  gals.,   per  capita  26 

fals. ;  cost  to  construct.  $86,000;  int.  paid  on  bonds, 
per  cent;  ann.  cost  of  mtce.,  $1,200;  works  belong 
to    Co. 

MT.  WASHINGTON,  pop.  1,600;  fire  area,  6.000 
ft;  mercantile  bMgs.,  wood  and  stone,  8  stories; 


private^  wood  and  stone,  8  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  c.  engine* 
hose,  cotton,  rubber  lined,  good  LOOO  ft; 
3  c.  hand  ex.,  hose  carriages,  reels,  ete.,  8  horses; 
fire  alarm,  electric;  9  boxes;  valtie  of  dept  equip- 
ment fitSOO;  value  of  bldga.,  $2,000;  ana.  exp.  of 
dept,  $8,o00;  total  mem.,  %  paid  full  time. 

Watbe  Supply— Source,  wells,  1  mile  from  busi- 
ness center :  svstem,  pump  to  stdp.  and  direct: 
stdp.  cap.  46,000  gals.,  material  used  in  cons,  wood 
and  iron,  builden  Caldwell  &  Co.;  quality  of 
water,  good :  stdp.  located  at  Greenspring  avenue 
and  Dixon  Park;  8  pumping  engines;  mains,  cast 
and  wrought  iron;  27  hydrants;  mcten,  total  num* 
ber  107,  Crown  99,  Trident  8;  works  belong  to 
Co. 


private, 

tn  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  steamer, 
1  c.  engine  on  wheels,  1  comb.  c.  &  h.  wagon: 
hose,  cotton,  rubber  lined,  good,  160  ft.;  value  ot 
dept  equipment,  $400;  total  mem.,  80  volunteers. 
WATta  SvPPtT— Source,  well.  No  water  worka 
system. 

OAKLAND,  pop.  1,170;  fire  area,  800  acres; 
bldga.,  wood,  8  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept. — 1  c. 
engine,  1  hose  cart.  6  c.  hand  ex.,  1  h.  &  1.  truck; 
hose,  linen,  good  160  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment.  $1,200;  value  of  bldgs.,  $300; 
ann.  exp.  of  dept.,  $100;  total  mem.,  50  volunteers. 

Watbx  Supply— Souree,  wells,  cisterns  and 
rivers. 

OXFORD,  Talbot  County,  pop.  1^243:  mer- 
cantile bldgs.,  wood;  wooden  roon  permitted.  Fire 
dept— comb,  gas  hand  engine,  1  n.  &  I.  truck,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good 
760  ft;  fire  alarm,  beU. 

Watbe  Supply— Souree,  riven  and  wells;  W. 
M.  Bergman,  supt 

POCOMOKE,  pop.  3,000:  mercantile  bldgs., 
brick,  8  stories;  private,  wood,  2%  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investinted.  Fire  dept — 1 
steamer.  1  h.  &  1.  truck,  2  hose  carts,  2  horses; 
hose,  cotton,  rubber  lined,  good,  8,000  ft. ;  inferior, 
all  kinds,  1,000  ft.;  total  hose.  3,000  ft.;  fire  alarm, 
whistle;  value  of  dept  equipment,  |S,000;  value 
of  bldgs.,  $6,000;  ann.  exp.  of  dept,  $800;  total 
mem.,  26  volunteers. 

WATxa  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  86,000  nls.;  pumping  engines, 
cap.  per  day  1,000,000  gals.;  mains,  cast  iron,  8 
miles,  4  to  8  in.  dia.;  w  hydrants;  pressure,  fire 
48  to  60  lbs. 

PORT  DEPOSIT,  pop.  2.000;  fire  area,  100  acres; 
bldgs.,  wood  and  bricic,  8H  stories:  wooden  roofs 
permitted;  fireworks  and  combustible  ord.  Fire 
dept— 8  steamen,  4  sets  of  ladders,  2  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good  2,000  ft.; 
total  hose,  8,000  ft;  fire  alarm,  bell  and  wliistle; 
total  mem.,   60  volunteers. 

Watxe  Supply— Source,  springs,  8,000  ft  from 
business  center;  sirstem,  gtavity  and  pump  to 
res.;  res.  cap.,  800,000  gals.:  mains,  cast  iron,  S 
miles.  4  to  6  in.  dis^,  Donaldson  Co.;  16  hydrants, 
Reading  Foundrv  Co.;  110  services;  pipe,  galv. 
iron;  pressure,  dom.  75  lbs.,  fire  110  lbs.;  cost  to 
construct  120,000;  int  paid  on  bonds,  6  per  cent: 
ann.  cost  of  mtce.,  $100;  works  belong  to  town. 

ROCKVILLE,  Montgomery  County,  pop.  1,200. 
Fire  dept. — 1  h.  &  1.  truck,  1  hose  cart;  hose,  cot- 
ton. 600  ft. 

Watbe  Supply— Souree,  wells,  %  mile  from 
business  center;  system,  pump  to  stop.;  cap.  (KS,000 
gals.,  18  X  62  ft;  construction,  brick;  steel  tower; 
quality  of  water,  good;  8  pumping  engines,  cap. 
per  dav,  min.  200  gals. ;  mains,  cast  iron,  3  miles, 
4  to  8  in.  dia.;  33  hydrants;  12  valves,  maker 
Corey;  pipe,  iron;  pressure,  dom.  60  lbs.,  fire  80 
to  100  lbs. ;  consumption  per  day  80,000  ^Is. ;  ann. 
cost  of  mtce.,  $1,800;  works  belong  to  city. 

SALISBURY,  pop.  8.000;  fire  area.  600  acres; 
mercantile  bldga..  brick,  2  to  6  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworln 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 2  steamen,  2  h.  ft  L  trucks,  1  hose 
wagon,  2  hose  carriages,   6  horses;  hose,   cotton. 
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rubber  lined,  good  8^  ft.;  fire  alarm,  bell;  value 
of  dept  equipment,  $10,000;  value  of  bldga.,  16,000; 
total  mem.,  40  volunteers. 

Watbk  Supply— Source,  wells,  %  mile  from 
business  center:  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  86,600  gals.,  dim.  12  x  100,  material  used 


Barr;  mains,  cast  iron,  8  miles,  4  to  8  in.  dta.; 
86  hydrants;  63  valves;  meters,  total  number  2. 
Ball  &  Fitts,  owned  by  Co.;  pipe,  galv.  iron  and 
lead;  pressure,  dom.  60  lbs.,  fire  186  lbs.;  con- 
suxnption  per  day,  200,000  gals. ;  cost  to  construct, 
1^,7^0;  bonded  aebt,  |15,000;  int.  paid  on  bonds, 
6  per  cent;  works  belong  to  Ca 

SNOW  HILL.  pop.  2,200;  fire  area,  800  acres; 
mercantile  bldffs.,  brick,  1  to  8  stories;  private, 
brick  and  wooa,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 2  hose  carriages;  1 
h.  &  1.  truck.  2  horses;  hose,  cotton,  rubber  lined, 
good,  1,260  ft.;  fire  alarm,  whistle;  value  of  dept. 
equipment,  $1,600:  value  of  bldgs.,  $4,000,  ann. 
exp.  of  dept.,  $906;  total  menu,  16  volunteers. 

Watek  Supply— Source,  wells;  system,  pump  to 
9tdp.  and  direct;  stdp.  cap.,  34,000  gals.;  2  pump- 
ing engines,  class  hor.  dup.,  cap.  per  day,  1,200,- 

000  gals.,  constructor  Snow  and  Worthington; 
mains,  9  miles,  4  to  6  in.  dia. ;  32  hydrants, 
Thomson;  100  services;  pressure,  dom.  30  lbs., 
fire  80  to  140  lbs.;  cost  to  construct.  $25,000;  int. 
paid  on  bonds,  5  per  cent;  ann.  cost  of  mtce., 
$1,000,  works  belong  to  town. 

ST.  MICHAELS,  pop.  1,048;  fire  area,  60  acres; 
mercantile  bldgs.,  wood  and  brick,  1  to  8  stories; 
private,  wood  and  brick,  2  stories:  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  fire  loss  for  1902,  $100.  Fire 
dept.— 1  hand  engine.  6  c  hand  ex..  1  h.  &  L 
truck,  1  water  tower,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good  600  ft;  fire  alarm,  bell;  value 
of  dept.  equipment,  $2,600;  value  of  bldgs.,  $1|800; 
total  mem.,  60,  paid  full  time  1,  voltmteers  w, 

Watex  Supply— Source,  60  wells  and  river;  also 
stdp.;  cap.  67,000  gal.,  1  pump. 

TANEYTOWN,  pop.  1.000.  Fire  dept.-l  hand- 
truck,  2  hose  reels;  hose,  800  ft.;  total  mem.,  46 
volunteers. 

Water  Supply — ^Source,  spring,  well  and  creek; 
stdp.  cap^  115,000  ^Is. ;  1  pumping  engine;  con* 
structor  Gould;  mains,  2  miles;  4  to  8  in.  dia.; 
21  hydrants;  pressure  dom.,  60  lbs.,  fire  100  lbs. 

TAWSON,  pop.  2,600;  fire  area,  4  sq.  miles;  mer- 
cantile bldgs.,  brick  and  stone,  2  stories;  private, 
wood.  2H  stories;  causes  of  fires  investigated. 
Fire  dept.— 1  c.  engine  on  wheels,  2  h.  &  1.  trucks, 

1  hose  wagon,  2  horses;  hose,  cotton,  rubber  lined, 
good,  1,600  ft.;  rubber,  good.  800  ft;  inferior,  all 
kinds,  800  ft;  total  hose,  2,700  ft;  fire  alarm,  bell, 
6  boxes;  value  of  dept.   equipment,  $6,000;   value 


of  bldgs.,  $12,000;  ann.  exp.  of  dept,  $2,600;  total 
mem.  100,  J>aid  full  time  2,  volunteers  96. 

Water  Supply— Source,  wells,  dstcma  and 
stdp. 

THURMONT,  pop.  1.100.  Fire  dept—  1  h.  &  L 
truck,  2  hose  reels;  nose,  2,200  ft;  fire  alann,  bell; 
total  mem.,  30  volunteers. 

Water  Supply — Source,  mountain  streams; 
mains,  3  miles:  4  to  6  in.  dia.;  18  hydrants;  pres- 
sure, dom.  35  lbs.,  fire  80  lbs. 

UNION  BRIDGE,  pop.  1.000;  fire  area.  2&) 
acres;  mercantile  bldgs.,  brick,  2  and  8  atones; 
private,  stone,  brick  and  wood,  2  and  8  atones; 
wooden  roofs  permitted  in  fire  area;  cauaea  oi  firea 

investigated.  Fire  dept. — 6  c.  hand  ex.,  1  h.  &  I. 
truck,  3  hose  carriages;  hose,  rubber,  good.  1.500 
ft;  fire  alarm,  bell;  value  of  dept.  equipment, 
$2,000;  value  of  bldgs.,  $4,000;  toul  mem.,  45 
volunteers. 

Water  Supply— Source,  springs  and  wella,  600 
yds.  from  business  center;  system,  pump  to  res. 
and  direct;  res.  cap.  425,000  gals.;  quality  of  water, 
good;  pumping  engines,  class  comp.,  cap.  per  day 
250,000  gals.,  constructor  Worthington;  mams.  2^ 
miles,  4  to  6  in.  dia..  Wood;  83  hvdrants, 
Mathews;  40  valves;  meters,  total  number  8,  Pitts- 
burg; 100  services;  pipe,  galv.  iron;  pressure*  dom. 
60  lbs.,  fire  100  lbs.;  consumption  per  day  123,- 
000  gals.,  per  capita  50  gals.;  cost  to  construct, 
$24,500;  bonded  debt.  $12,(XK);  int  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  $600;  works  belong 
to  Co. 

WESTMINSTER,  pop.  4,000;  fire  area,  1,306 
acres:  mercantile  bldgs.,  stone,  brick  and  wood. 
2  and  8  stories;  private,  stone,  brick  and  wood,  8 
and  8  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  firea 
investigated.  Fire  dept. — 4  c.  hand  ex.,  1  h.  &  T. 
truck,  6  hose  wagons,  5  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  2,600  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $5,000;  value  of  bldgs.. 
12,000;  ann.  exp.  of  dept.,  $200;  total  menu.  $0 
volunteers. 

Water  Supply— Source,  wells  and  spring,  2 
miles  from  business  center;  system,  pump  to  res.; 
quality  of  water,  soft;  res.  cap.  1,000,000  gals.,  lo- 
cated 1^  miles  from  town;  8  pumpinff  engines, 
cap.  per  day  2,000,000  gals.,  constructor  Worthing- 
ton; mains,  cast  iron,  7  miles,  4  to  10  in.  dia.; 
56  hydrants;  100  valves;  meters,  total  number  200. 
owned  by  Co.;  1,021  services;  pipe,  galv.  iron; 
pressure,  dom.  75  lbs.,  fire  100  lbs.;  cost  to  con- 
struct $106,000;  bonded  debt,  $46,000;  int.  paid  on 
bonds,  4  per  cent;  works  belong  to  Co. 

Places  of  a  population  of  1,000  or  more  havinc 
no  organized  fire  dept— Berten,  Weatemport,  Wiu- 
iamsport 


Places  of  a  population  of  1,000  or  more 
reported.— Chesapeake,  Cudahy,  La  Plata,  Shmron 
Point.  St.  Denis.  Sharpsburg. 
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MASSACHUSETTS 

,,  iTtrtte;  bjdffL,  baildian;  up..  (spMiti 


^J-'I^Pv  J 


;  dcpL,  dcfartment; 


plex;  cne..  csgineer;  up.,  ezpeiiM*;  i 


i  lap,,  aouKxi  tn£.j ,   --,-,  , ,  -— 

■una  uuiy:  h.  ft  L.  hook  anirhdderi  ins.,  iniunacc;  int,  Inl 
No.,  Bumbcr;  pop.,  popuUlioDi  pro.,  preiidenl;  ret.,  mcr 

ABINGTON,  pop.  G.306;  imrcinlUe  I 
t  ud  t  itorieij  printe,  wood,  lU  to 

wooden  roofs  permitted.  Fire  (TepC. 
tracks,  5  boar  csrriiEeB,  8  horiei;  J 
rubber  lined,  Bood,  i.m  ft.;  inferior,  i 


:et:  dim.,  dimeniion*;  don 
.,  feet:  Si>L,  talloiu;  h.  d 


pond,    8 


m.DW  nls..  dim.  2B  i  ido,  located  oa'bei 
matenaf  OMd  id  com  tteel,  buildert  Code 
ham  Iron  Worki:  qaalitr  of  wttcr.  cood;  1  pi 
ing  cngiaes,  cap.  per  dn  4,600.001)  rbIb.,  coiut 
ton  WonhiBBtofl  and  Barr;  main*,  caM  iron 
inllcs.  e  to  19  in.  dia.;  lEl  hydranta,  Cofnn: 
•alves.  Coffin:  meten,  total  number  300,  Crc 
S6,  Tbomson  9;  WorthrnEtoB  !,  owned  hj 
nimer;  1,017  letricta:  pipe,  eement  lined;  preia 
dom.  TO  Iba.,  fire  70  ]ba.{  coniumption,  per 
403.449  Kala.,  per  capita  41  gall.:  coat  to  conati 
(150,000;  bonded  debt,  QS,«iOi  Int.  paid  on  bo 
4  per  cent;  inn.  co>t  of  «tc«,,  KltlW;  worki 


:E'  Hilil 


eauKi  of  fire*  inTestigited.     1 

Eoae  carried  on  cnEinc.  paili  and  J<i)in' 
pump:  lioae,  cotton,  mbbcr  lined.  sij<<J 
rubber,  good  60  ft.;  linen,  good  560  i\  : 
all  kind*,  200  ft.;  total  hOK,  U«0  ft.;  Tit 
tell;  value  of  depL  equipment,  tl.60U: 
bidga.,  tSOO;  total  mem..  IDO  lofunleera. 

v7atu  Surn.T-Source.  linr. 

ADAMS,  pop.  11000:  fire  area,  1,600  sci 
caniile  bldgi.,  brick,  I  to  4  )toriei:  prirat 
t  Itorici;  wooden  rooii  permitted  in  G 
fireworki  ord.;  cau>ei  o!  Giei  inveatin 
fire  loss  per  vr.  for  3  yart,  fU.SOa;  >v. 
Tolved  for  ume  time.  1478,000.  F^re  de 
band  «..  S  h.  »  !.  trucks,   1  hose  waaoii 

gOQdf^OOO  i""he  BU™"el«trii!'  S 
value  of  dept  equipment,  JT.SOO;  value  c 
I10.0OO;  ann.  exp.  of  dept.,  $1,000;  total  ; 


l-3"an"»i 


>(  bidgi,, 
mem.,  46 


WAr»  SUTFLT— Source,     itroi 

wella,  Z  to  <  milea  from  bnainea _, 

gtaTity:  ISItration  aratem.  aand;  qnalitj  of  water, 
food:  rea.  cap.  2L0ai),O00  gala.,  located  at  Cheifaln, 
1  milea  dlitaot;  I  pumping  enginea,  cap.  per  day 
LSOO.OOO  gala.,  canatmclar  Deane;  maini,  caat  Iron, 
a  milei.  4  to  18  in.  dia.j  St  hydnnti.  Wood, 
Lndlow  and  ChapmaD;  UO  TalTcii  meteia,  total 
Bnmber  60,  Crown  4T.  Gem  1.  Naih  1,  owned  br 
citr;  1,460  aerrices;  pipe,  wronght  iron;  preaiure, 
dom.  100  Iba..  fire  130  Iba.;  coat  to  conatruel, 
UOO.OOO;  bonded  debt,  )7G.000;  int.  paid  on  bond*. 
6  pKTjxotj_  ana^  coat  of  tntcc.  |t,80O;  work! 

fire  area.  1.600 
,  brick  and  wood, 
•  iKinea;  pmaie,  wooo,  in  iioriei;  wooden  roofa 
permittedi  fireworki  and  combDatibtea  ord.;  cauiei 
o!  firea  lOTCatinted.  Fire  dept— 1  (learner,  3 
band  enginea,  if  c  band  ex.,  I  h.  ft  1.  truck.  4 
note  wagona,  t  hose  carriagea,  reel,  etc^  S  hones ; 
koae,  cotton,  rubber  lined,  good,  7,001  ft.;  fire 
alarm,  Gamewell,  9  boxet;  **lue  of  dept.  equip- 

115.000;  value  of  bldga^  H,000;  ann.  exp.  of 

rjOO:   total  mem.  161,  paid  part  time  63, 
reen  100;  onderwritera'  rating,  firtt  elaat. 
.-at  So»L<— Source,    well    and     apringi,    H 

and  direct:  qaalit];  of  water,  good;  rea.  cap.,  UOO,' 
000  gala.;  1  pumping  enginea,  cap.  per  dar  t.OOO.- 


;  to  fire  diatric 
AMESBURY,  no 
acrea;  mcrcutile  bli 
I  storlea;  prhnte. 


'X 


eitlngniabeT; 

stdp..  (tandpipe;  nipt.,  auperintendent" 

00  gals.,  constructor  Worthington;  mai: 
ron,  12  miles,  4  lo  13  in.  dia.;,  ISO  liydrai 
era.  total  number  M,  Union,  Lamberi,  oi 
:onaumer;    1306    serriccs:    pipe,    galv.    n 


oiks  belong  t* 


AMHERST     1 


good.  S,EO0  ft.; 
xes:  value  of  lie 
dgs.,  tS.OOO;   ann. 


Lv— Source,  brook, 
';  aratea,  grarit^;  n 
le  pumping  en^nea; 


ANDOVER.  pop.  7400:  lire  area,  KKOBB  acrei; 
mercantile  bldgi..  brick  and  wood,  3  and  3  iloriea; 
private,  wood,  1  stories;  wooden  roofs  permitted  in 
fire  area:  fireworki  and  combustibles  ord.;  esusea 


fire  alarm,  dectrii 


I.  trucks,  S  hose  wagon 
1,  rubber  lined,  good.  C00( 
30  boxes:  value  of  dept.  e( 

: ^  of  bldgl.,  116.000;  ann.  ex 

rOO;  total  mem.,  %4  volnnte«. 
SurFLr— Sour. 


ap.  VWotO 
milea,  4  to  14  io,  dia.:  HO  ^rdranti 


located  m 
l.'«)0,o£o  "nl'^f  -"' 


S,?',Si 


pipe,  lead;  pressure,  dom.  15  to  130  lbs.,  fire  30  XQ 
m  ibi.;  consumption  per  dav,  i$3,g92  gals.;  cost 
to  construct,  t3»,000;  lionded  debt,   tlG^dOCI;  int. 

Kid  on  bonds,  3U  and  4  per  cent;  cost  oi  mice., 
600:  works  belong  to  town. 

ARLINGTON,    Middlesex  County,  pop,   10,000; 
mercantile    bldrs..    wood.   ]    to    4   staHu^    nrlvnt*. 

and  combust , 

Fire  dept.— 1  c  cnginb  8  c  band  e:_.. . 

(nic-V    4  hose  wBKons,  10  horses;  hoae.  cotton,  i 
mcd,  good,  6.500  ft.;  inferior,  all  kinds.  1 


causei  of  fires  Inveatlgated. 


ft.;  Ii 

bldgs.^   JlorTOo'l'  a^n.' 

mem.  4S.  paid  full  ti 

WATaa  SoFFLV-S( 


0  ft;   fire 


:,  sa),oo 


Trideti 


Tbor 


1    ),    Crei 


6,  Nash  34,  Union  4.  Emi 
:  353.  Hcrier  Disc  55,  He 
in  i  Tjimh,«  308.  Ktysto 
1,    Split   Ca». 


,    {11.001 


re  339,  Gem 
sev  Torrent 
8  1,  Wo. 


ng- 


city;3,033»( ,., . .  __. 

iron;  pressure,  dom.  M  lbs.,  fire  SO  to  130  lbs.; 
consumption  per  day,  848.417  gals.;  cost  to  con- 
struct, $638,737,48;  bonded  debt.  JSSS.OOO;  int.  paid 
on  bonds.  4  per  cent;  cost  of  mtce.,  14,66106: 
works  belong  to  town. 
ASHBURNHAM,     pop.     l^SS;     fire    ain,    1,2K 
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▼ate,  wood,  1%  ftories^  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
▼estigated;  ay.  fire  loss  per  yr.  for  8  yrs.,  128,000; 
ay.  ins.  for  same  time,  |16aO0L  Fire  dept.— 1  steamer, 
8  hand  engines,  60  c.  hand  ex.,  1  hose  wagon,  8  hose 
carriagety  7  horses;  hose,  cotton,  rubber  lined,  good 
4,000  ft;  inferior,  all  kinds,  600  ft;  total  hose, 
4,600  ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $10,000:  value  of  bldgs..  88,600;  ann. 
exp.  of  dept,  $2,000;  total  mem.,  100,  paid  part 
time. 

Watse  SupPLY—Source,  springs,  ^  mile  from 
business  center;  system,  gravity:  quality  of  water, 
good;  res.  cap.  1^600^000  gals.,  located  on  side  of 
hUl;  mains,  iron,  1%  miles.  6  to  10  in.  dia.;  20 
hydrants.  Chapman;  76  services;  pipe,  lead;  presp 
sure,  dom.  60  lbs.,  fire  60  to  80  lbs.;  cost  to  con« 
struct,  $12,600;  bonded  debt,  $7,000;  int  psid  on 
bonds,  8%  per  cent;  ann.  cost  of  mtce.,  $100; 
works  belong  to  town. 

ASHLAND,  pop.  1,628;  mercantile  bldgs.,  brick 
and  wood,  3  stories;  private,  wood,  2  stories;  wood* 
en  roofs  permitted;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  tor  8  yrs.,  $11,106,  av.  ins.  for  same  time,  ^.- 
8G0b  Fire  dept.— 1  steamer,  4  c.  hand  ex.,  1  h.  « 
1.  truck,  2  hose  reels,  6  horses;  hose,  cotton,  rub- 
ber lined,  good  8.000  ft ;  inferior,  all  kinds,  100  ft ; 
total  hose.  3,100  ft;  fire  loss,  1908,  $10,733;  ins.  for 
1008,  $7^850;  fire  alarm,  bell  and  air  whistle; 
value  of  dept.  equipment,  $6,000;  value  of  bldgs., 
$20,200;  ann.  exp.  of  dept.,  $1,200;  toUl  mem.  86, 
paid  part  time. 

ASHBY,  pop.  867.  Fire  dept— 1  c  engine,  1 
hand  engine,  3  hand  ex..  1  hose  cart  ana  hose; 
total  mem.,  60.  paid  full  time;  value  of  dept 
equipment,  $2,O0O;  value  of  bldgs.,  $600;  ann.  exp. 
of  dept,  $160. 

Watxe  Supply— Not  reported. 

ATHOL,  pop.  7487;  fire  area,  2,000  acres;  mer- 
cantile bldgs.. bnclc, iron  and  wood,  3  and  4  stories; 
Erivate.  wood,  2  stories:  wooden  roofs  permitted; 
reworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 4  steamers,  1  hand  en- 
fine,  8  c.  hand  ex..  2  n.  &  1.  trucks,  3  hose  wagons, 
comb,  wagon,  20  horses;  hose,  cotton,  rubber 
lined,  good.  7,000  ft:  inferior,  all  kinds,  700  ft; 
total  hose.  8,900  ft.;  nre  alarm.  Stevens,  30  boxes: 
value  of  dept  equipment,  $17,000:  value  of  bldgs., 
$30^000;  ann.  exp.  of  dept,  $6,000;  total  mem.  60, 
paid  part  time. 

Watxx  StTPPLY— Source,  brooks  and  springs; 
system,  gravity  and  pump  to  res.;  filtration  sys- 
tem, N.  Y.  Filter;  cap.  of  plant  600,000  gals.; 
res.  cap.,  120,000,000  gals.;  mains,  iron.  23  miles,  4 
to  14  in.  dia. ;  79  hydrants,  Holyoke,  Chapman  and 
Wood;  meters,  total  number  60.  Crown,  owned 
by  Co.;  1,100  services;  pipe,  galv.  and  wrought 
iron;  pressure,  dom.  60  lbs.,  nre  160  lbs.;  con- 
sumption per  day,  760,000  gals.,  per  capita  14 
gals.;  works  belong  to  town. 

ATTLEBORO,  pop.  14,600;  mercantile  bldgs., 
brick  and  wood,  1  to  o  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
eauses  of  fires  investigated;  av.  fire  loss  per 
yr.  for  8  rears,  |26,626,  av.  ins.  involved  for  same 
time,  $88,406b  Fire  dept— 1  comb.  c.  ft  b.  wagon. 
17  c.  hand  ex.,  2  h.  &  1.  trucks,  2  hose  wagons,  4 
hose  carriages,  8  horses;  hose,  cotton,  rubber 
lined,  good,  8.000  ft;  inferior,  all  kinds,  2,000  ft; 
total  hose.  10,000  ft;  fire  alarm,  electric,  68  boxes; 
value  of  dept  equipment  $17,460:  value  of  bldgs., 
$27,800;  ann.  exp.  of  dept.  $18,600:  toal  mem.  118, 
paid  full  time  6,  paid  part  time  109. 

Water  Supply- Source,  wells  and  river,  4  miles 
from  business  center;  svstem,  pump  to  stdp.  and 
direct:  stdp.  cap.  660,000  gals.,  dim.  80  x  U6,  lo- 
cated m  town:  material  used  in  cons,  steel,  build- 
ers Porter  Mtg.  Co.;  quality  of  water,  good;  2 
pumping  engines,  cap.  per  day  6,000,000  gals.,  con- 
structors Deane  and  Barr;  mains,  cast  iron,  61.2 
miles.  1  to  24  in.  dia.;  880  hydrants,  Ludlow, 
Wood  and  Newport;  meters,  total  number  1,876; 
1.626  services;  pressure,  dom.  64  to  64  lbs.,  fire 
110  lbs.;  consumption  per  day  664,618__gals..  per 
capita  46  gala.;  cost  to  construct,  $o29,7U;  bonded 
debt,  $487,«)0;  int  paid  on  bonds,  8,  4  and  7  per 
ecnt;  ann.  cost  of  mtce.,  $80,891;  works  belong  to 
town. 


AVON,  pop.  1.916;  fire  area,  1^280  acres;  mercan- 
tile bldgs.,  wood,  2  and  8  stones;  imvate,  wood, 
IVi  and  2  stories;  wooden  roofs  permitted;  no  fire* 
works  and  combustibles  ord.    Fire  dept— 1  wtrumtr, 

1  light  wason,  with  600  ft  of  hose  and  hangiag 
harness,  1  hose  wagon,  1  hose  reel,  1  h.  ft  L  ^vng^ 

2  horses;  hose,  cotton,  rubber  Imed,  goo<L  1,800 
ft;  inferior,  all  kind^  600  ft;  total  hose,  tJSOO  ft; 
fire  alarm,  Gameweli,  6  boxes;  value  of  dept 
equipment,  $8,000;  value  bldgs.,  $2,000;  ann.  exp. 
of  dept.,  $600;  total  mem.,  18  volunteers. 

Watxx  Supply— Source,  well  and  springs;  m- 
tem,  pump  to  stdp.;  stdp.  cap.  212,670  gals.,  dun. 


pu] 
000 


,  ^  ...  material  used  in  cons,  wrought  iron;  1 
umping  engine,  class  comp.,  cap.  per  day  1,000,- 
DO  gftls-t  constructor  Blake;  mams,  6^  miles,  • 
to  10  in.  dia.,  Gloucester  and  Warren;  63  hydrants,, 
Ludlow;  35  valves;  meters,  total  number  800; 
Union,  owned  bv  town;  401  services;  pipe,  iron; 
pressure,  dom.  66  lbs.,  fire  66  lbs.;  consumption* 
per  day  61,981  gals.,  per  capita  80  gals.;  cost  to 
construct.  $73,6^.20;  ann.  cost  of  mtce.,  $1,800; 
works  belong  to  town. 

AYER,  pop.  2,600;  fire  area.  200  acres;  mercan- 
tile bldgs..  brick  and  wood,  IH  to  8  stories;  pri- 
vate, wood,  8  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investiffated.  Fire  dept — ^1  hand  engine,  6 
c.  hand  ex.,  1  h.  &  1.  truck.  2  hose  wagons.  1  hose 
carriage;    hose,   cotton,   rubber   lioed,    good,   2.500 


system,  pump  to  res.;  res.  cap.,  l^BdiOOO  ^wH-i 
pumping  engines,  cap.  per  day  1,000,000  gala.,  con- 
structor Blake;  mains,  9  miles,  4  to  14  in.  dia.; 
69  hydrants.  Ludlow  j  meters,  total  number  326; 
Hersey,  Trident,  National;  627  sei vices;  pressure, 
fire  65  lbs.;  consumption  per  day,  119,682  gals.,  per 
capita  46  gals.:  cost  to  construct,  $112,906.96;  mt 
paid  on  bonds,  4  per  cent;  ann.  cost  mtce., 
$4,652.56;  works  belong  to  town. 

BALDWINSVILLE.  pop.  1,200.  Fire  dept. -2 
steamers.  8  c.  hand  ex.,  2  hose  carta,  8  hose  reels. 
hose,  6,000  ft;  ann.  exp.  of  dept,  $1,800;  total 
mem.,   104  volunteers. 

Watix  Supply— Source,  river;  system,  not  re- 
ported. 

BARRE,  pop.  2,87S;  fire  area,  7  square  miks; 
mercantile  bldipk,  wood  and  brick,  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted;  bre- 
worka  and  combustibles  ord.;  causes  of  fires  inves- 
tigated. Fire  dept— 1  hand  engine,  1  c  engine. 
42  c.  hand  ex.,  1  h.  &  1.  truck,  4  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  2,400  ft;  fire 
alarm,  bell;  ann.  exp.  of  dept,  $1,488.38;  total 
mem.,  69,  paid  part  time. 

Watbr  Supply— Source,  springs,  1  mile  from 
business  center;  system,  gnvtty;  quality  of  water, 

fK>d;  res.  cap.,  16,O0OiO0O  gals.;  mains,  iron. 
miles,  8  to  12  in.  dia.;  36  hydrants.  Chapman  and 
Cofllin;  12  valves.  Chapman;  meters,  total  num- 
ber 18,  Crown  6,  Union  6^  owned  by  consumer; 
178  services;  pipe,  cement  lined;  pressure,  dom.  SO 
lbs.,  fire  70  to  160  Iba. ;  consumption,  per  day  100,uuo 

Ssls.,  per  capita  60  gals.;  cost  to  construct  $40,000 
onded  debt,  $17,000;  int  paid  on  bonds,  3  to  4 
per  cent;  ann.  cost  mtce.,  $200;  works  belos^  to 
town. 


BEDFORD,  pop.  1,208;  mercantile  bldgs.,  „ 

2  to  4  stories:  private,  wood.  2  stories:  wooden 
roofs  permitted;  fireworks  and  combttstiDles  ord.: 
causes  of  fires  investigated.  Fire  dept— 1  band 
engines,  6  c  hand  ex.,  1  h.  ft  1.  truck,  1  c  engine,  1 
comb,  wagon,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good.  1.680  ft;  inferior,  all  kinda,  600 
ft;  total  hose.  2.080  ft;  fire  alarm,  bell;  ann.  ex& 
of  dept.  $600;  total  mem.,  42,  paid  part  time. 

Watbe  Supply— Source,  storage  basin  in  busi- 
ness centre:  stdp.  cap.  236,000  gals.;  res.  cap.,  2.780.- 
000  gals.;  2  pumps.  Duplex,  cap  per  day  TtOJBOO 
frals.;  40  hydranta;  pressures,  dom.  70  lbs.,  fire  TO 
lbs. 

^  BELCHERTOWN,  pop.  2,292;  mercantile 
bldgs.,  bnck  and  wood,  2  stories;  private,  wood, 
VA  stories;  causes  of  fires  investigated.  Fire  def>t 
— ^1  hand  engine,  1  c.  engine  on  wheels,  2  c  hand 
ex.,  1  h.  &  1.  truck.  1  ho^e  wagon:  total  hose.  600 
ft;  fire  alarm,  bell:  value  of  dept  equipment 
$1,500;  total  mem..  26  volunteers. 
Watbb  Supply— Source,  wells  and  ciatcnia 
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BELMONT,  pop.  4,881;  bldga.,  wood  snd  brick, 
J  sad  S  stones;  wooden  roofs  permitted.  Fire 
4lept.— 1  c.  engine,  7  c.  hsnd  ex.,  1  h.  &  1.  truck, 
%  hose  wsgons,  2  nose  carts;  hose,  cotton,  rubber 
lined,  good  8.000  It:  inferior,  sU  kinds,  600  ft.; 
total  hose,  3,500  ft.;  nre  alarm,  Stevens,  28  boxes; 
-value  of  dept.  equipment,  83,000;  value  of  bldgs., 
^,000;  ann.  cxp.  o!  dept.,  84,000;  total  mem.,  31, 
paid  part  time. 

Watxk  Supplt— Source,  Metropolitan  Water 
Board;  system,  pump  to  res.;  mains,  cast  iron. 
23.07  miles,  4  to  12  in.  dia.;  171  hydrants;  283 
valves;  meters,  total  number,  8S3;  883  services: 
pipe,  wrought  iron;  pressure,  dom.  30  lbs.,  fire  100 
lbs. ;  consumption  per  day,  310,100  gals.,  per  capita 
62  gals. ;  bonded  debt,  $31.283. ;  int  paid  on  bonds, 
4  per  cent;  ann.  cost  of  mtce.,  $2,744.69;  works 
belong  to  town. 


BEVERLY,  pop.  80,300;  fire  sres,  8,000  seres; 
mercantile  bldgs.,  wood  and  brick,  1  to  6  stories; 
private,  wood,  2  to  8  stories;  wooden  roofs  per- 
mitted; fireworks  ord.;  causes  of  fires  invest!* 
^ted;  av.  fire  loss  oer  yr.  for  8  yrs.,  $36,000;  av. 
ins.  for  same  time,  $16&,416.  Fire  dept-~8  steam- 
ers, 26  c.  hand  ex.,  2  h.  &  1.  trucks,  6  hose  wag- 
ons, 1  c.  engine,  1  supply  wagon,  20  horses;  hose, 
cotton,  rubber  lined,  good,  11,650  ft.;  fire  alarm, 
Gamewell,  64  boxes;  value  of  dept  equijmient, 
S64,000;  value  of  bldgs.,  $77,000:  ann.  exp.  of  dept., 
$1^,000;  total  mem.  126,  paid  full  time  1^  paid  part 
time  111;  underwriters'  rating,  third  class 

Wastes  Supply— Source,  lake,  3  miles  from  busi- 
ness center;  system,  pump  to  res.  and  direct: 
quality  of  water,  good;  res.  cap.  8,200,000  ^Is., 
located  at  Nortn  Beverly;  2  pumping  engines. 
class  hor.,  csp.  per  da^  4,000.000  gals.,  construc- 
tor Holly;  mains,  cast  iron,  72.843  miles,  1%  to  24 
in.  dia.;  400  hydrants;  682  valves;  meters,  total 
number  134.  Crown  44,  Union  5,  Empire  27,  Gem 
1,  Hersey  Kotarv  and  Disc  U.  Trident  4,  Lambert 
1.  Wier  1,  owned  by  city;  4,087  services;  pipe,  gal  v. 
iron  and  lead;  pressure,  dom.  and  fire,  70  Ids.;  con- 
sumption per  dav,  1,736,680  gals. ;  cost  to  construct, 
$538,087;  cost  of  mtce.,  $56,807;  works  belong  to 
city. 

BILLERICA  (including  North  Billerica),  pop. 
J,776:  fire  area,  17,000  acres;  mercantile  bldgs., 
wood  and  brick,  4  stories;  private,  wood,  2  snd  2^ 
stories;  wooden  roofs  permitted;  fireworks  snd 
combustibles  ord.  Fire  dept.— 1  steamer,  1  hsnd 
engine,  26  c  hand  ex.,  2  h.  &  1.  trucks,  4  rotary 
force  pumps,  2  hose  wagons,  4  hose  carriages; 
Hose,  cotton,  rubber  lined,  good  4,000  ft.;  linen, 
good  860  ft;  total  hose,  4,860  ft;  fire  alarm,  bell; 
▼aiue  of  dept.  equipment,  $6,000;  value  of  bldgs., 
^,600;  ann.  exp.  of  dept,  $i,100;  total  mem.,  61, 
paid  part  time  47,  voluntee«Y  20. 

Watss  SuppLY--^ource,  driven  wells;  system, 
pnmp  to  stdp.;  stdp.  cap.  430,000  gals.;  pumping 
engines,  cap.  per  day  60,127  gals.,  constructor 
Barr;  mains,  cast  iron,  9  7-10  miles,  6  to  12  in. 
<diA.;  101  hydranu;  84  valves;  meters,  total  num- 
ber 83;  226  services;  pipe,  wrought  iron;  pres- 
sure, dom.  64  lbs.,  fire  120  lbs.;  consumption,  per 
day  00,316  gals.,  per  capita  80  gals.;  cost  to  con- 
struct, $92,148;  bonded  debt  $90,000;  int  paid  on 
bonds,  5  per  cent;  snn.  cost  of  mtce.,  $2,408.SS; 
works  belong  to  town. 

BLACKINGTON,  pop.  1.060;  bldgs.,  wood,  2 
to  4  stories;  wooden  roots  permitted.  Fire  dept — 
SO  c.  hand  ex.,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,  good  760  ft;  linen,  good  260  ft.:  total 
hose,  1,000  ft;  fire  alarm,  automatic;  value  of 
dept  equipment,  $1,000. 

WATBX  SuppLT— Source,  brook  and  mountain 
springs;  system,  gravity  and  pump  direct;  res. 
cap.  2S0,000  gals.;  2  pumps,  rotary;  mains,  ^  mile^ 
%  to  6  in.  dia..  Wood;  6  hydrants,  Beaumont,  6 
double,  supplied  by  mains;  3  valves;  pressure, 
lire  14i  lbs.;  cost  to  construct,  $7,000. 

BLACKSTONE.  pop.  6,760;  fire  area,  4  sq. 
miles;  mercantile  blags.,  brick,  3  stories;  private, 
wood,  30  ft  high;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept — ^1  steamer,  6  c.  hand 
ex.,  2  hose  wagons,  6  hose  carriages,  1  comb.  c.  & 
h.  wagon,  6  horses;  hose,  cotton,  rubber  lined, 
good,  2,000  ft;  fire  alarm,  whistle,  2  boxes;  value 
of  dept  equipment  $10,000;  value  of  bldgs.,  $8,000; 


ann.  exp.  of  dept,  $1300;  total  mem.  88,  paid  part 
time. 
WATifa  Supply— ^Source,   supplied   by   Millville. 

BOLTON,  pop.  770;  fire  srea,  12,000  acres.  Fire 
dept— 1  hand  engine,  1  h.  &  1.  truck;  total  mem., 
20  volunteers;  value  of  dept  eauipment,  $1400. 

Water  Supply — Source,  brooks  and  wells. 

BOSTON,  pop.  686,880;  fire  srea,  48  sq.  miles; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  17 
stories;  private,  stone,  brick  and  wood,  8  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 63  steamers,  8  comb.  c.  ft  h.  wagons,  64  hose 
carts,  2  comb,  serial  trucks,  4  aerial  trucks,  17 
comb.  h.  ft  1.  trucks.  10  h.  ft  1.  trucks,  14  c.  engines, 
comb.  h.  &  1.  trucks,  10  h.  &  1.  trucks,  17  c.  en- 
gines, 8  water  towers,  2  fire  boats,  888  horses; 
hose,  cotton,  rubber  lined,  good  68,040  ft ;  rubber, 
good  8,060  ft.;  chem.,  etc.,  13.861  ft:  total  hose, 
117,861  ft;  fire  alarm,  Gamewell,  696  boxes;  value 
of  dept  equipment  $696,000:  value  of  bldgs..  $1,- 
817,800;  ann.  exp.  of  dept.,  $1,487,271;  total  mem., 
9oS,  paid  full  time  900,  paid  part  time  68. 

WATsa  Supply— Source,  water  delivered  into 
city  mains  by  State,  Metropolitan  Water  Board; 
quality  of  water,  good;  9  pumping  engines,  cap. 
per  day,  171,000,000  gals.,  constructors  Worthing- 
ton.  Holly,  AUis-Chaimers.  Quintard:  mains,  cast 
iron,  748.8  miles.  4  to  48  m.  dia.;  8^6  hydranU; 
Boston  Water  Dept ;  9,640  valves,  Boston   Water 


Hersey  Torrent  L  'iliomson  8.  Ball  (k  FitU  1, 
Worthington  1,161,  B.  W.  W.  89,  Trident  2, 
Lambert  16,  Nash  6,  Metropolitan  6x5,  owned  by 
city;  93,091  services;  pipe,  lead;  pressure  dom. 
46  to  80  lbs.,  fire  46  to  80  lbs.:  cost  to  construct, 
$16,700,000;  bonded  debt,  $4,662,600;  int  paid  on 
bonds,  3Vi  to  6  per  cent:  ann.  cost  of  mtce., 
$830,000;  works  belong  to  aty. 

BRAINTREE,  pop.  6,000;  mercantile  bldgs., 
wood,  8  to  6  stories;  private,  wood.  2  stories:  wood- 
en roofs  permitted  in  fire  area;  causes  of  nres  in« 
vestigated.  Fire  dept— 2  hand  engines,  12  c  hand 
ex.,  8  h.  &  L  trucks,  8  hose  wagons,  8  hose  car- 
riages; hose,  cotton  rubber  lined,  good,  3,800  ft; 
inferior,  all  kinds,  800  ft.;  total  hose,  4,600  ft;  fire 
alarm,  Gamewell,  28  boxes;  value  of  dept  equip- 
ment $6,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of 
dept.,  $2,600;  total  mem.,  76  volunteers. 

WATES  Supply— Source,  springs  and  pond,  H 
mile  from  business  center;  system,  pump  to  stdp.: 
stdp.  cap.  620,000  gals.,  dim.  100  x  80,  material 
used  in  cons,  steel,  builders  Wheeler  &  Parks; 
filtration  system,  gravity,  quality  of  water,  good; 
2  pumping  engines,  cap.  per  day  2,000,000  sals., 
constructor  Blake;  mams,  29  miles,  4  to  12  in. 
dia..  Wood,  Radford:  199  hydrants.  Coffin,  Rens- 
selaer; 264  valves.  Chapman^  Coffin,  Rensselaer; 
meters,  total  number  14,  Crown  11,  Empire  2L 
Worthington  1;  1,808  services;  pipe^  lead  and 
iron;    pressure,   dom.    80   lbs.,   fire   86   lbs.;    con- 


sumption,  per  day  638,448  gals.,  per  capita  89  2-8 
ffals. ;  int  paid  on  bonds,  d 
long  to  town. 


rais.;  int  paid  on  bonds,  6  per  cent;  works  be- 


BRIDGEWATER,  pop.  6,764;  fire  area,  entire 
town;  mercantile  bldgs.,  wood  and  brick,  3  stories; 
private,  wood,  2  stories:  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  loss  per  yr.  for  8  yrs., 
$3,000;  av.  ins.  for  same  time,  $15,000.  Fire  dept— 
1  steamer,  1  hand  engine,  4  c  hand  ex.,  1  h.  &  1. 
truck,  1  hose  wagon,  3  hose  reels,  7  horses;  hose, 
cotton,  rubber  Imed,  good  2,600  ft;  inferior,  all 
kinds,  1.000  ft;  total  hose,  3.600  ft.;  fire  alarm, 
electric,  12  boxes;  value  of  dept,  equipment,  $9,000; 
value  of  bldffs.,  $1,600;  ann.  exp.  of  dept,  $2,000; 
total  mem^  64,  paid  part  time:  F.  C.  Pratt,  chief. 

Water  Supply — Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
276,000  gals.,  dim.  25x76,  material  used  in  cons., 
iron,  builder  Hodges;  quality  of  water,  good;  2 
pumping  engines,  class  comp.,  cap.  per  day  2.000.- 
000  gals.,  constructor,  Worthington;  mains,  cast 
iron,  27  miles,  4  to  10  in.  dia.;  110  hydrants;  90 
valves;  meters,  total  number,  225,  Crown.  Nash 
and  Worthington,  owned  by  Co.;  1.020  services; 
pipe,  galv.  irons,  pressure,  aom.  00  to  90  lbs.,  fire 
60  to  90  lbs.;  consumption  per  day,  226,000  ^als. ; 
works  beloiii;  to  Co.,  and  also  supply  East  Bridge- 
water. 


B.176 


FIRE   DEPARTMENTS   AND   WATER   SUPPLY— MASSACHUSETTS. 


BROCKTON,  pop.  68,000;  fire  area,  13,824  acres; 
ncrcantile  bidet.,  ttone  and  brick,  S  to  8  ttoriea; 
private,  stone,  Drick  and  wood.  8  atones;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord. :  causes  of  fires  investigated ;  av. 
fire  loss  per  yr.  tor  t  years,  IS8JSS:  av.  ins.  in- 
volved for  same  time,  |1,U8300.  Fire  dept— 6 
steamers,  1  gasoline  engme.  8  c.  enijines  on  wneelS| 
24  c  hand  ex.,  2  city  trucka,  1  aerial  truck,  rapid 
hoist,  1  aerial  truck  in  reserve,  6  hose  wagons,  1 
hose  carriage,  42  horses;  hose,  cotton^  rubber  lined, 
good,  18,600  ft.;  fire  alarm,  electric,  110  boxes; 
value  of  dept.  equipment,  $M,000;  value  of  bldgs., 
166,000;  ann.  exp.  of  dept.,  |ra,000;  total  mem.  86, 
paid  full  time  48,  paid  part  time  48. 

Water  Supply— Source,  lake,  U  miles  from 
busineas  center:  system,  pump  to  stdp. ;  stdp.  cap. 
1,800,000  gals.,  dim.  68  x  61,  material  used  in  cons, 
steel,  builder  Cunningham;  quality  of  water,  good; 
3  pumping  engines,  class  vert.  dup..  cap.  per 
day  6,000,0000  gals.,  constructors  Worthington, 
Holly:  mains,  cast  iron,  100.66  miles,  6  to  80  in. 
dia.:  877  hydrants:  1,187  valves:  meters,  total  num- 
ber 6,210,  Crown  268.  Nash  176,  Union  8|000,  Em- 
pire 299,  Trident  204,  Hersey  Disc  262,  Thomson 
724,  Ball  &  Fitts  1,  Worthington  2.  Buffalo  94, 
Columbia  107,  Keystone  1,  Lambert  S7.  owned  by 
city;  6,820  services;  pipe,  cement  lined  and  cast 
iron;  pressure,  dom.  and  fire,  48  to  66  lbs.;  con- 
sumption per  day  1.967,096  gals.;  cost  to  construct, 
$1,718,300;  bonded  debt,  fl.486,000;  int^paid  on 
bonds,  8%  per  cent;  cost  of  mtce.,  $88,000;  works 
belong  to  city. 

BROOKFIELD,  pop.  2,888:  fire  area,  1,000 
acres;  mercantile  bldgs.,  wood^  1  to  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 2 
steamers,  1  hand  engine,  24  c.  hand  ex.,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  8,200 
ft.;  fire  alarm,  bells  and  whistle;  value  of  dept 
equipment,  $8,600:  value  of  bldga-i  $2,000;  ann. 
exp.  of  dejpt,  $900:  total  mem.,  88  volunteers. 

Watbe  Supply— Source,  springs,  1^  miles  from 
business  center;  svstem,  gravitv;  quality  of  water, 
good;  rts,  cap.  2,630,980  gals.,  located  northeast  of 
town ;  1  pumping  engine,  class  comp.,  cap.  per 
day  180,000  gals.,  constructor  Knowles;  mams, 
cast  iron,  15,716  ft,  6  to  12  in.  dia.;  86  hydrants; 
16  valves;  meters,  total  number  14,  Union  6,  Tri- 
dent 1,  Buffalo  8,  owned  by  consumer:  92  services: 
fy\pt,g9\y,  iron  and  lead;  pressure,  aom.  66  to  75 
bs.,  fire  66  to  100  lbs.;  consumption  per  day  160,- 
000  gals.;  cost  to  construct,  $87,684;  works  belong 
to  town. 

BROO KLINE,  pop.  24,000:  fire  area,  6.8  sq. 
miles;  mercantile  bldiss.,  brick  and  wood,  8  sto- 
ries; private,  stone,  brick  and  wood,  2%  stories: 
wooden  roots  permitted  in  fire  area;  causes  ot 
fires  inve8tifl[ated;  av.  fire  loss  per  yr.  for  3  years, 
$20,026;  av.  ms.  involved  for  same  time,  $6o4,467. 
Fire  dept.-~2  steamers,  1  c.  engine  on  wheels,  18 
c.  hand  ex.,  2  h.  &  1.  trucks,  1  aerial  truck,  6  hose 
wagons,  4  comb.  c.  &  h.  wagons.  85  horses;  hose, 
cotton,  rubber  lined,  good,  12,800  ft;  fire  alarm, 
bell,  58  boxes;  value  of  dept  equipment,  $60,000; 
value  of  bldffs.,  $152,000:  ann.  exp.  ot  dept,  $20,000; 
total  mem.,  82,  paid  full  time  61,  paid  part  time  21. 

Water  Supply— Source,  wells  and  filtering  gal- 


chine  Co.;  res.  cap.,  7,801,000  gals.:  6  pumping  en- 
gines, cap.  per  day  11.600,000  gals.,  constructors 
Worthington.  Allis,  Blake;  mains,  cast  and 
wrought  iron,  79  8-6  miles,  6  to  84  in.  dia.,  Mo- 
Neal,  Wood,  Warren;  697  hydrants.  Chapman. 
Corey,  Ludlow  Holyoke,  Boston;  meters,  total 
number  2,126,  Crown  446,  Union  and  Duplex  96, 
Krapire  182,  Gem  t,  Hersey  292,  Thomson  880, 
Worthinffton  3,  Buffalo  28,  Trident  176,  Lambert 
505,  Nasn  118.  owned  by  town;  3,986  services; 
ipe,  iron,  cement  lined;  pressure,  dom.  40  lbs., 
re  40  to  100  lbs.;  consumption  per  day  1,812,214 
als.,  per  capita  90  gals.;  cost  to  construct, 
1.403,061;  int.  paid  on  bonds,  3%  and  7  per  cent; 
ann.  cost  of  mtce.,  $28,000;  works  belong  to  town. 

BUCKLAND,  pop.  1,446;  mercantile  bldgs., 
brick.  Fire  dept— 1  steamer,  1  hand  ennne,  1 
h.  &  1.  truck,  2  hose  carriages ;  total  hose,  3,000  ft ; 
fire  alarm.  Gamewell :  paid  fire  dept 

Watk«  Supply— 1  force  pump,  8  hydrants. 


CAMBRIDGE,  pop.  96,000;  fire  area,  44U  acres; 
mercantile  bldga.,  stone,  brick  and  wood,  1  to  7 
stones;  private,  brick  and  wood.  SVfc  to  7  storia; 
wooden  roofs  not  permitted  in  fii«  area;  firewocki 
and  combustibles  ord.;  causes  of  firea  invcsti* 
^ated;  av.  fire  loss  per  yr.  for  8  yrs.,  $121,81S:  av. 
ms.  involved  for  same  time,  $1,721,47&.  Fire  dept— 
8  steamers,  8  c.  engines  on  wheels,  29  c  hand  ex.. 
4  h.  &  1.  trucks,  1  aerial  truck,  7  hose  wagons,  i 
comb,  wagons,  60  horses;  hose,  cotton,  rubber  lined, 

JoodL  16,400  ft;  rubber,  good,  1,160  ft;  total  koae. 
6,660  ft ;  fire  alarm,  bell,  whistle  and  electric,  UD 
boxes;  value  of  dept  equipment,  ^,460;  value  of 
bldgs.,  $168,600:  ann.  exp.  of  dept,  $129,600;  total 
mem.,  183,  paid  full  time  77,  paid  part  time  ML 

Watxk  Supply— Source,  brooks  and  pond,  18% 
miles  from  business  center;  system,  gravity,  pomp 
to  res.;  ouality  of  water,  good;  rea.  cap.,  ijn,- 
000,000  gals.;  3  pumping  engines^  cap.  per  day  8^ 
250^000  gals.,  constructors  Blake.  WorthiaBton; 
mams,  cast  iron  and  steel,  129^  milea,  4  to  M  in. 
dia.;  1,066  hydrants;  2,120  vsJves;  meters,  total 
number  3.818,  Crown,  Nash.  Union,  Empire,  Gem. 
Trident,  Hersey  Disc  and  Rotary.  Tbomsoo,  BaD 
&  Fitts,  Worthington,  Keystone,  Lambert,  owned 
by  city;  15,807  services;  pipe,  gaiv.  iron;  pressure, 
dom,  46  to  66  lbs.,  fire  66  to  60  lbs.;  consnmptioa 
per  day,  10.497,778  gals.;  cost  to  construct,  8^467,- 
153.11;  bonded  debt,  $3,646,600;  intpaid  on  bonds, 
3H  and  4  per  cent;  cost  of  mtce.,  $78,188.41:  works 
belong  to  city. 


CANTON,  pop.  4,000;  fire  area,  1,800  acrea:  i 
cantile  bldgs.,  stone,  brick  and  wood.  1  to  8  —^ 
ries;  private,  stone,  brick  and  wood,  S  atories; 
wooden  roofs  permitted  in  fire  area;  fireworka  and 
combustibles  ord.;  causes  of  fires  inveatigated. 
Fire  dept— 1  steamer,  2  hand  enginea,  18  c  hand 
ex.,  2  h.  &  L  trucks,  8  hose  wagons,  1  hose  car- 
riage, 7  horses:  hose,  cotton,  rubber  lined,  good. 
6,000  ft;  inferior,  all  kinds,  260  ft;  total  hose, 
6,260  ft;  fire  alarm,  bell  and  whistle,  28  Gamewell 
boxes;  value  of  dept  equipment.  $7,800;  value  ol 
bldgs.^  $7,000;  ann.  exp.  of  dept.  $3,606:  total  mem. 
60,  paid  part  time  and  volunteers. 

WATia  Supply— Source,  springs,  8%  adlca  froa 
business  center;  system,  gravity  and  pump  to 
stdp.;  stdp.  cap.  468,000  ^t..  dim.  66  x  8^  loosted 
High  atreet  Canton,  builders  Robinaon  Boiler 
Works;  filtration  svstem,  cap.  of  plant  600,008  gals., 
cost  to  construct,  $263,860;  quali^  of  water,  good; 
2  pumping  engines,  class  conip.  con.,  cap.  per  day 
2,000,000  gals.,  constructor  Knowles;  maina.  cast 
iron,  28  miles,  4  to  12  in.  dia..  Knowlea;  177  hy- 
drants. Coffin;  74  valves,  Ludlow;  meters,  total 
number  466;  W  services;  pipe,  cement  lined;  pres- 
sure, dom^  80  lbs.,  fire  w  to  96  lbs. ;  constimptioa, 
per  day  260,000  gals.,  per  capita  60  gaJs. ;  cost  to 
construct,  $238,3(»;  bonded  debt  $120,000;  int  paid 
on  bonds.  4  per  cent;  ann.  cost  of  mtce.,  $4,500; 
works  belong  to  town. 

CHELMSFORD,  pop.  4,600.  Fire  dept — ^1  c  en- 
gine, 1  hose  cart,  6  c.  hand  ex.,  1  h.  &  I.  truck. 
WAxaa  Supply— Not  reported;  10  hydrants. 

CHELSEA,  pop.  40,000:  fire  area,  1.441  acres; 
mercantile  bldgs..  stone,  brick  and  wood,  2  to  6 
stories:  private,  brick  and  wood,  3  to  5  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigat- 
ed. Fire  dept — 6  steamers,  1  c  engine  on  wheelv 
8  c.  hand  ex..  2  h.  ft  1.  trucks,  4  boae  wacooa,  3 
hose  reels,  3  nose  carriagea,  1  comb.  c.  ft  h.  wag- 
on. 26  horses;  hose,  cotton,  rubber  lined,  good. 
11,000  ft.;  rubber,  good,  '250  ft.;  inferior,  all  lands. 
1.060  ft;  toul  hose,  124MX>  ft;  fire  alarm,  electric 
46  boxes;  value  of  dept  equipment  $76,500;  value 
of  bldgs.,  $160,000;  ann.  exp.  of  dept.,  $41,000;  to- 
tal mem.  83,  paid  full  time  24,  paid  part  time  59. 

Watks  Supply — Source,  Metropolitan;  ayatem. 
gravity;  quality  of  water,  good:  res.  cap.  1,000.000 

Sals.,  located  Powder-horn  hill;  mains,  caat  iron, 
9.40  miles,  4  to  16  in.  dia.;  285  h/drants;  459 
valves;  meters,  total  number  1,857,  Trident;  owned 
by  city,  6,680  services;  pipe,  lead;  pressure,  dom 
and  fire,  50  to  70  lbs.;  consumption  per  day. 
3.300,000  rals.:  cost  to  construct,  »28,458;  bonded 
debt.  $300,000:  int  paid  on  bonds,  4  per  cent: 
cost  of  mtce.,  $10,000;  works  belong  to  dty. 


CHESHIRE,  pop.  1,800;  fire  area.  900 
Fire  dept— 1  h.  &  I.  truck,  1  hose  cart,  4  bacd 
ex.;  hose,  800  ft;  value  of  dept  equip..  $1,000; 
total  mem.,  SO  volunteers;  W.  B.  Dean,  chief. 
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Watbm  Supflt— Source,  rcscnroir;  system,  gnv^ 
itv:  2S  hydrants;  SO  valves:  200  services;  aiains, 
10,000  ft;  pressure,  dom.  90  lbs.,  fire  100  lbs;  cost 
to  construct,  126,000;  ann.  cost  of  mtcc,  1200; 
worka  owned  07  Co. 

CHESTER,  pop.  1,460;  bldgs,  wood,  2  stories; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles ord.  Fire  depL— 2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,700  ft.;  value  of  dept 
equipment.  |S00;  total  mem.,  call  men. 

WATsm  Supply— Source,  reservoir,  yk  mile  from 
buainess  center;  system,  gravity;  mains,  iron,  SVfc 
miles,  4  to  8  in.  dia,  Utica;  82  hydrants.  Chapman; 
meters,  total  number  2,  owned  by  town;  220  ser- 
vices; pipe,  iron;  pressure^dom.  108  lbs.,  fire  188 
lbs.;  cost  to  construct,  122,000;  int.  paid  on  bonds, 
8%  per  cent;  works  belong  to  town. 

CHICOPEE,  pop.  20487;  fire  area,  8,800  acres; 
mercantile  bldn.,  brick  and  wood,  1  to  4  stories: 
private,  wood,  ZH  stories;  wooden  roofs  permitted 
m  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investifl[ated;  av.  fire  loss  per  yr. 
for  8yrs.,  f24,575;  av.  ms.  involved  for  same  time, 
8^)6,200.  Fire  dept — 1  steamer,  1  aoto.  hose  cart. 
12  c.  hand  ex.,  3  h.  &  L  trucks,  1  hose  wagon,  8 
hose  reels.  1  comb.  c.  ft  h.  wagon,  9  horses;  hose, 
cotton,  rubber  lined,  good,  8,000  n.;  rubber,  good, 
aOO  ft;  inferior,  all  kinds,  600  ft;  total  hose,  8,700 
ft:  fire  alarm,  bell,  46  boxes;  ann.  exp.  of  dept, 
825,000:  total  mem.  104,  paid  full  time  12,  paid  part 
time  9l 

Watem  Supply— Source,  brooks  and  springs,  2 
miles  from  business  center:  system,  gravity  and 

Sump  to  stdp.;  stdp.  cap.  1,066,346  gals.,  dim.  60  x 
>,  material  used  m  cons,  plate  iron;  quality  of 


Holly  and  Deane;  mains,  cast  iron,  47  miles, 
2  to  20  in.  dia.:  223  hydrants;  487  valves:  meters, 
total  number  887,  Crown  60,  Nash  20,  Union  28, 
Buffalo  190,  Columbia  1,  Lambert  2,  owned  by 
city;  2^076  services;  pipe,  lead  and  iron;  pressure, 
dom.  20  to  102  lbs.,  fire  80  to  104  lbs.;  consump> 
tion  per  day,  1,600,000  frals.;  cost  to  construct, 
84X1,767;  bonded  debt,  8218,000;  int.  paid  on  bonds, 
8^  and  4  per  cent;  cost  of  mtce.,  815,000;  works 
belong  to  city. 

CLINTON,  pop.  18.600;  fire  area,  6,600  acres; 
mercantile  bldgs.,  brick,  1  to  4  stories;  private, 
wood,  8  stories;  wooden  roofs  not  permitted  in 
fire  area:  fireworks  ord.;  causes  of  fires  investi> 

Sated.  Fire  dept— 1  steamer,  11  c  hand  ex.,  1  h. 
:  1.  truck,  6  hose  wagons,  8  horses;  hose,  cotton, 
rubber  lined,  good,  9,600  ft;  fire  alarm,  wnistle,  37 
boxes;  value  of  dept  equipment,  $18,000;  value  of 
bldgs.,  $16,000;  ann.  exo.  of  dept.,  ^12,500;  total 
mem.  72,  paid  full  time  3,  paid  part  time  69. 

Watek  Supply— ^urce,  springs,  7  miles  from 
business  center:  system,  gravity;  stdp.  cap.  200,- 
000  nls.,  dim.  28  x  80,  material  used  in  cons,  iron, 
builders  Canton  Boiler  Co.;  quality  of  water, 
good;  res.  cap.  86,700,000  gals.,  located  1  at  Clin- 


Crown  68,  Nash  40,  Union  26.  Empire  40,  Hersey 
Rotary  98,  Trident  100,  Worthington  110,  Buffalo 
70,  Columbia  6,  Lambert  40,  owned  by  town  and 
consumer;  2,170  services;  pipe,  wrought  iron;  pres- 
sure, dom.  30  to  116  lbs.,  fire  30  to  115  lbs.;  con- 
sumption per  day,  1,610,063  gals.:  cost  to  con- 
struct, $471,486;  bonded  debt,  $206,333;  int  paid 
on  bonds,  3%  and  4  per  cent;  cost  of  mtce.,  $21,- 
435;   works  belong  to  city. 

COCHITUATE  (part  of  township  of  Wayland), 
pop.  2,300;   mercantile '  bldgs.,  wood,  2%  stories; 

?rivate,  wood.  2  stories:  wooden  roofs  permitted, 
tre  dept — 2  h.  &  1.  trucks,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,500  ft.;  total  hose, 
1,600  tt;  fire  alarm.  Stevens,  9  boxes;  value  of 
dept.  equipment,  $1,000;  value  of  bldgs.,  $2,000; 
ann.  exp.  of  dept.,  $300;  total  mem.,  40  volun- 
teers. 

Watee  Supply— Source,  brook;  svstem,  gravity 
and  pump  direct;  res.  cap.,  16,000,000  gals.;  1 
pump,  rotary,  constructor  Amoskeag:  mams,  6% 
miles.  4  to  10  in.  dia..  Wood;  87  hydrants;  18 
valves;  274  services;  pressure,  dom.  30  lbs.,  fire  86 
lbs.,  cost  to  construct,  $43,000;  ann.  cost  of  mtce., 
$775;   works  belong  to  town. 


COHASSET,  pop.  2,870;  mercantile  bldgs.,  brick 
and  wood,  2  to  a  stories;  private,  brick  and  wood, 
2  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  firea 
investigated.  Fire  dept— 1  hand  engine,  14  & 
hand  ex.,  2  h.  &  1.  trucks,  2  hose  wagons.  8  hose 
reels;  hose,  cotton,  rubber  lined,  good,  7,000  ft; 
fire  alarm,  bells,  16  boxes;  value  of  dept  equip- 
ment, $1(^000;  value  of  bldgs.,  86,000;  ann.  exp.  of 
dept.,  $2,000;  total  mem.,  66  volunteers. 

Watbe  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  1,600,000  gals.;  4  pumping 
engineSj  cap.  per  day  800^000  gals.;  mains,  cast 
iron,  16  miles,  4  to  12  in.  dia..  McNeal:  80  hy- 
drants. Chapman,  Corey,  Lualow.  Coffin;  60O 
services;  pipe,  cement  lined  and  figlv.  iron;  pres- 
sure, 60  lbs.;  cost  to  construct,  $100,000;  int.  paid 
on  bonds,  4V^  per  cent;  ann.  cost  of  mtce.,  $2,600; 
works  belong  to  Co. 

COLERAIN,  pop.  166;  fire  area,  66  acres.  Fire 
dept  equipment,  1  hose  cart,  hose.  800  ft. ;  value  of 
dept  equipment,  $6,000;  ann.  exp.  of  dept.,  $300; 
total  mem.,  26  volunteers. 

Watxk  Supply— Source,  rea.;  system,  gravity; 
12  hvdrants:  pressure.  86  lbs.;  cost  to  construct 
$5,600;  bonaea  debt,  $6,000;  int  paid  on  bonds,  4 
per  cent;  ann.  ex.  of  dept,  $276;  worka  belong  to 
village. 

CONCORD,  Dop.  6,662;  fire  area.  16,268  acres; 
bidga..  wood,  1  to  8  stories:  wooden  roofs  per- 
mitted; no  fireworks  and  combustibles  ord.;  cauaea 
of  fires  investigated.  Fire  dept— 2  com.  c  ft  h. 
wagona,  1  comb.  h.  ft  L  truck  and  hoae  carriage, 
30  c.  hand  ex.,  2  h.  &  L  trucks.  1  hose  reel,  1  hose 
wagon;  hose,  cotton,  rubber  lined,  good  4,200  ft; 
fire  alarm,  electric,  19  boxes;  value  of  dept  equip- 
ment, 87,000;  value  of  bldgs.,  $16,000;  ann.  exp.  of 
dept,  $3,000;  total  mem.,  m,  paid  part  time. 

water  Supply— Source,  pond,  2^  milea  from 
buainess  center;  system,  grevity;  quality  of  water, 
good;  rt9,  cap.,  2,020.000  gala.:  mains,  cast  and 
wrought  iron,  82.6  miles,  8  to  12  in.  dia.;  167  hy^ 
drants.  Coffin  and  Chapman;  169  valves.  Coffin, 
Chapman  and  Boston:  meters,  total  number  17, 
Crown  11,  Empire  2,  Union  Rotary  4,  owned  by 
town;  1400  services;  pipe,  lead  and  galv.  iron; 
pressure,  dom.  40  to  46  lbs.,  fire  40  to  46  lbs.;  cost 
to  construct,  $186,602;  bonded  debt,  ^,000;  int. 
paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
p2,600;  works  belong  to  town. 

CONWAY,  pop.  1,468;  mercantile  bldgs.,  wood; 
wooden  roofs  permitted.  Fire  dept— 1  band  engine, 
12  c.  band  ex.,  1  hose  carriage,  reel,  etc;  hoae,  cot- 
ton, rubber  lined,  good,  1«600  ft;  nre  alarm,  bell; 
total  mem.,  30  volunteers. 

Watee  Supply— Source,  river,  springs  and  wells. 

COTTAGE  CITY,  pop.  1^00:  fire  area,  50  acres; 
mercantile  bldgs.,  wood,  2  and  8  stories;  private, 
wood  IH  and  2  stories;  wooden  roofs  permitted: 
fire  works  and  combustibles  ord.  Fire  dept— 1 
steamer.  2  c.  endues,  3  c.  hand  ex.,  1  h.  ft  1. 
truck.  4  hose  carnages,  reels;  total  hose,  4,000  ft.; 
fire  alarm,  electric,  12  boxes;  value  of  dept.  equip- 
ment, $3,080;  ann.  exp.  of  dept,  $1,503;  total  mem. 
79.  paid  full  time  6,  volunteers  74. 

WATEE  Supply— Source,  springs,  8  milea  from 
business  center:  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  226,000  gals.,  dim.  20  x  70,  material  used 
in  cons,  iron,  builders  Hodge  ft  Co.;  pumping  en- 
gines, class  comp.  dup.,  cap.  per  day  4,000,000  gals., 
constructors  Deane  and  Washmgton;  mains, 
wrought  and  cast  iron,  14  miles,  1  to  12  in.  dia., 
McNeal  and  Warren;  68  hydrants.  Coffin  and  Hol- 
yoke;  78  valves;  meters,  total  number  2,  owned  by 
Co.;  1,000  services;  pipe,  galv.  iron;  pressure, 
dom.  70  lbs.,  fire  66  to  70  lbs.;  consumption  per 
day  00,500  gals.,  per  capita  60  gals.;  cost  to  con- 
struct,  $140,000;    mt.    paid   on   bonds   5   per  cent; 

works  belong  to  Co. 

DALTON,  pop.  8,122;  fire  area,  1,000  acrea; 
mercantile  bldgs.,  wood,  2  and  3  stories;  private, 
wood,  2  stories;  wooden  roof s  permitted ;  fire- 
works and  combustibles  ord.  Fire  dept. — 2  c. 
hand  ex.,  1  h.  &  1.  truck,  7  hose  carriages,  2 
horses;  total  hose,  3,000  ft;  fire  alarm,  whistle; 
value  of  dept  equipment,  $1,000;  ann.  exp.  of 
dept,  $160;  underwriters'  rating,  second  dass. 

Watee  Supply— Source,  springs;  system,  grav- 
ity;   quality  of  water,  good;  rea.   cap.,  16,600,000 


fc-178 


nkE   DEPARTMENTS   AND   WATER   SUPPLY— MASSACHUSETTS. 


Cals.:  ramins,  17  miles,  4  to  12  in.  dia.,  McNeal; 
«n.  hydnmU,  Ludlow;  S4  ▼alves;  496  services; 
pressure,  fire  140  to  ISO  Ibsj^oost  to  eonstract. 
187,760;  «nn,  cost  of  mtce.,  1000;  works  belong  to 
town. 

DANA,  pop.  800;  fire  area,  10  acres;  mercantile 
bld^s.,  wood,  8  stories;  private,  wood,  1,  2  and  8 
stones;  wooden  roofs  permitted  in  fire  area.  Fire 
dcpt. — ^1  hand  engine,  16  c  hand  ex.,  2  horses; 
hose,  600  ft.;  fire  alarm,  bell;  value  of  dept,  equip- 
ment, ll^BOO;  value  of  bldgs.,  $1,600;  ann.  exp.  of 
dept.,  $326;  total  mem.,  21;  paid  part  time  21. 

WATKa  Supply — Source,  wells  and  river. 

DANVERS,  pop.  9,068;  mercantile  bldffs.,  brick 
and  wood,  1  to  6  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  nreworics  and  combusti- 
bles ord.;  causes  of  fires  investinted.  Fire  dept 
—7  c.  hand  ex..  1  h.  &  1.  truck,  D  hose  wagons,  4 
hose  reels,  6  horses;    hose,   cotton,    rubber  lined, 

Eood,  12.000  ft.;  inferior,  all  kinds.  900  ft.;  total 
ose.  12,300  ft.;  fire  alarm,  electric,  34  boxes;  value 
of  aept.  equipment,  $11,<X)0;  value  of  bldgs.,  $12,- 
000:  ann.  exp.  of  dept.  13,870;  total  mem.,  8D 
volunteers. 

Watek  Supply — Source,  pond,  5  miles  from  busi- 
ness center;  system,  pump  to  res.;  quality  of  water, 
good;  res.  cap.  6,600,000  gals.;  2  pumping  enginei, 
class  comp.  dup.,  cap.  per  day  3,000,000  gals.,  con- 
vtructor  Worthmgton;  mains,  cement  and  cast  iron, 
-62  miles,  4  to  20  in.  dia. ;  264  hydrants,  Newport, 
Corey,  Fairbanks  and  Ludlow;  2TC  valves,  New- 
port and  Ludlow:  meters,  total  number  80.  Crown, 
Empire,  owned  by  town;  2,009  services;  pipe,  iron 
snd  cement  lined;  pressure,  dom.  80  lbs.,  fire  66  to 
100  lbs.:  consumption  per  day  817.000  gals.,  per 
capita  90  gals.;  cost  to  construct,  $386,000;  bonded 
debt,  $162,600;  int.  paid  on  bonds,  4  per  cent; 
ann.  cost  of  mtce.,  $6,466.26;  works  belong  to 
town. 

DEDHAM,  pop.  8,000;  fire  area,  6,800  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  8  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
'  causes  of  fires  investigated.  Fire  dept. — ^1  steamer, 
20  c.  hand  ex.,  1  h.  &  I.  tmck,  1  comb.  h.  &  1. 
truck  and  chemicals,  4  hose  wagons,  2  hose  car- 
riages. 12  horses;  hose,  cotton,  rubber  lined,  good, 
8,000  tt;  fire  alarm,  bells  ana  whistle,  Gamcwell; 
40  boxes ;  value  of  dept.  equipment,  112,000 ;  value 
of  bldgs.,  $18,000;  ann.  exp.  of  dept,  $16,000;  total 
mem.,  68,  paid  full  time  6,  volunteers  47. 
.  Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  gravitj  and  pump  to 
stdp.;  stdp.  cap.  806,600  gais.^  dim.  42  x  51,  ma- 
terial used  in  cons,  iron,  built  by  Builders  Iron 
Foundry;  quality  of  water,  good;  2  pumping  en- 
'gines,  class  comp.  dup.,  cap.  per  day  2,400,000 
l^als.,  constructors  Blake  and  Knowles;  mains,  cast 
iron,  31  miles,  2  to  10  in.  dia.;  171  hydrants;  176 
valves;  meters,  total  number  1,100,  owned  by  Co.; 
1,670  services  *  pipe,  cement  lined;  pressure,  dom. 
60  lbs.,  fire  o8  Ids.;  consumption  per  day,  1,020,- 
863  ffals.;  cost  to  construct,  $312,680;  int.  paid  on 
bonds,  6  per  cent;  cost  mtce.,  $32,607;  works  be- 
long to  Co. 

DEERFIELD,  pop.  2,112;  fire  area,  2  sq.  miles; 
mercantile  bldgs.,  stone^  brick  and  wood.  2H  sto- 
ries; private,  stone,  brick  and  wood.  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck;  fire  alarm,  bell;  value 
of  dept.  equipment,  $160;  value  of  bldgs.,  $600: 
total  mem.,  20  volunteers. 

Watek  Supply— Source,  wells,  cisterns. 

DOUGLASS,  pop.  2,113:  fire  area,  all  the  town: 
ntercantile  bldgs.,  stone,  brick  and  wood,  1  to  3 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept. — 1 
hand  engine,  hand  grenades,  1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,600 
ft;  rubber,  good,  1,600  ft.;  total  hose,  3.000  ft; 
fire  alarm,  bell;  value  of  dept  equipment  8^00: 
value  of  bldgs.,  $1,360;  ann.  exp.  of  dept.,  $850; 
total  mem..  40  volunteers. 

Water  .Supply — Source,  driven  wells. 

DRACUT,  pop.  8,637;  mercantile  bldgs.,  brick 
and  stone,  2  ana  6  stories;  private  bldgs.,  wood, 
2  and  8  stories;  wooden  roofs  permitted;  fireworks 
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and  combustible  ord.  Fire  dept— 2  comb.  h.  &  1. 
trucks  and  chemical  exteation,  1  hose  carriage; 
hose,  cotton,  rubber  lined,  good,  IjOOO  ft;  linen, 
good,  2,000  ft.;  fire  alarm,  bell;  value  of  dept 
equipment,  f8,000;  value  of  bldgs.,  1600;  total 
mem.,  48i,  Jpaid  part  time. 

Watek  Supply — Source,  brooks  ai.d  wells;  hy> 
drants,  pressure,  42  to  80  lbs. 

DUDLEY,  pop.  8,818;  mercantile  bldgs.. 
Fire  dept.— Fire  alarm,   bell  and  whistle; 
teers. 

Watek  Supply— Source,  16  hydrants;  system, 
gravity  and  pumping. 

DUXBURY,  pop.  2,628;  bldga..  wood.  1   to  2 

stories;  causes  of  fires  investigated.     Fire  dept — 
2  c.  engines,  100  c.  hand  ex.,  6  fire  wagons  with 
cans  of  water;  3  volunteer  companies. 
Watek  Supply- Private  wells  aad  cittcma. 

EAST  BRIDGEWATER,  pop.  3^;  bldgs.. 
wood,  1^  and  2  stories;  wooden  roofs  permitted. 
Fire  dept— 12  c.  hand  ex.,  2  h.  &  1.  trucka,  2  hose 
carriages,  2  hose  reels;  hose,  cotton,  rubber  lined, 
good,  2.600  ft;  fire  alarm,  bell  and  telephone; 
value  of  dept  equipment,  $4i600;  value  of  oldgs., 
$8,000;  ann.  exp.  of  dept,  $600;  total  mem.,  88 
volunteers. 

Watek  Supply— Source,  see  Bridgewater. 


EASTHAMPTON,  pop.  6,8(»:  mercantile  bMca., 

brick,  1  to  3  stories;  private,  brick  and  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 8  c.  hand  ex.,  1  h.  &  L 
truck,  2  hose  wagons;  3  horses;  hose,  cotton,  rab> 
her  lined,  good.  8^600  ft ;  inferior,  all  kinda»  400 
ft;  total  hose,  8,900  ft;  fire  alarm,  bell;  value  of 
dept  equipment  92576;  value  of  bldgs.,  $8,000;  «&a. 
exp.  of  dept,  $b,026;  total  mem.  60,  Tolonteera  48, 
paid  part  time  2. 

Watek  Supply— Source,  brook;  system,  pump  to 
res.;  res.  oap.j760,000  gala.;  pumping  engines*  cap. 
per  day  1,650,000  gals.,  constructor  Deane;  matna> 
cast  iron,  18  miles,  4  to  18  in.  dia.;  85  hydnnta* 
Uolyoke;  meters,  42,  Crown,  Buffalo;  1,002  ser- 
vices; pipe.  galv.  iron;  pressure,  dom.  96  Iba^ 
fire  96  to  100  lbs. :  cost  to  construct,  $90,000;  nan. 
cost  of  mtce.,  $2,600;  works  belong  to  town. 


EASTON,  pop.  4,900;  fire  area,  600  acres; 
cantile  bldgs.,  stone  and  wood|  2  stories;  privati^ 
wood  and  stone,  2  stories;  wooden  roofs  pemittc4; 
no  fireworks  and  combustibles  ord.  Fire  dcpi.— 4 
c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon;  nose* 
cotton,  rubber  lined,  good,  2,600  ft;  Imen,  sood, 
2,000  ft.;  total  hose,  4,600  ft;  fire  alarm,  bell;  wmlue 
of  dept  equipment,  $6,000;  value  of  bldgs.,  16,000; 
ann.  exp.  of  dept,  $1,600;  total  mem.  88,  paid  pert 
time. 

Watxk  Supply— Source,  wells,  1-8  mile  from 
business  center}  system,  pump  to  stdp.;  stdp.  cap. 
240,000  gals.,  builder  Cunningham;  res.  cap.  l,SOo.- 
000  gals.;  quality  of  water,  good;  2  pumping  en- 
gines.  cap.  per  day  1,600,000  gals.,  constructor 
Wortnington ;  mains,  cast  iron,  8  miles,  4  to  10  in. 
dia.;  97  hydrants;  160  valves;  meters,  total  num- 
her  283,  Crown  58,  Herscy  Rotary  21,  Trident  2; 
Lambert  202,   owned   by   consumer;   650  services. 

Sipe,  iron;  pressure,  dom.  60  to  90  lbs.,  fire  CD  to 
)  Ids.  ;  consumption  per  day  140.000  gals.,  per 
capita  26  gals. ;  cost  to  construct,  $100,000;  bonded 
debt,  $76,000;  cost  of  mtce.,  $150;  works  belong  to 
Co. 


EDGARTOWN,  pop.  1,175;  fire  area,  1,000 
mercantile  bldgs.,  wood,  1  to  8  stories;  privnte, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept. — ^1  hand  engine^  1  c 
engine  on  wheels,  1  h.  &  1.  truck,  2  hose  camnees; 
hose,  cotton,  rubber  lined,  good,  1.300  ft j  inferior, 
all  kinds,  200  ft;  total  hose,  1,600  ft:  fire  alarm, 
bell;  value  of  dept.  equipment,  $1,600;  value  of 
bldgs.,  $1,500;  ann.  exp.  ox  dept,  $600;  total  mem. 
30.  paid  part  time. 

Watek  Supply— Source,  wells,  water  from  stdp.; 
60  lbs.  pressure  at  hydrants. 


ENFIELD,  pop.  1,036;  mercantile  bldgs.,  ..w^,^ 
Fire  dept. — ^1  steamer,  1  hand  engine,  8  chemical 
extinguishers,  3  hose  carriages;  total  hose,  2»600 
ft.;  total  mem.,  83  volunteers. 

Watek  Supply— Source,  river. 
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ERVING,  pop.  1,0M;  fire  area,  liOO  acres.  Fire 
<lept.— 1  hand  engine,  8  c.  hand  esc;  value  of 
equipment,  11,000;  ann.  exp.  of  dept.,  1900;  total 
nem.  60,  paid  part  time;  Chas.  H.  Gory,  chiet 

Watbr  SuppLY^Not  reported. 

ESSEX,  pop.  1,790;  fire  area,  7,86t  acres;  mer- 
cantile bldgs.,  wood,  IVi  to  S  stories;  private, 
wood,  VA  stories;  wooden  roofs  permitted;  fire* 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 2  hand  engines;  6  hand 
ex.;  1  h.  &  1.  truck^  2  hose  reels;  hose,  cotton, 
rubber  lined,  good  880  ft.;  inferior,  all  kinds.  1,000 
ft.;  total  hose,  1,860  ft;  fire  alarm,  bell;  value  of 
<lcpt  equipment,  |4,000;  value  of  bldgs.,  $2,800; 
nnn.  exp.  of  dept,  81,000;  total  mem.,  100  vol- 
unteers. 

Watbk  SuppLT—Souree.  wells,  cisterns,  rivers. 

EVERETT,  pop.  80,200;  fire  area,  2,300  acres; 
mercantile  bldgs.,  wood,  1  to  4  stories;  private, 
wood,  1  to  8  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  mvestigated.  Fire  dept— 2  steamers,  8  h. 
A  1.  trucks,  1  c.  engine,  8  c  hand  ex.,  2  hose 
wagons,  2  comb,  trucks,  16  horses;  hose,  cotton, 
rubber  lined,  good,  6.000  ft.;  inferior,  ail  kinds, 
400  ft;  total  hose,  6.400  ft.;  fire  alarm,  bells  and 
whistle,  63  boxes:  value  of  dept  equipment,  |17,- 
000;  value  of  bldgs.,  880,800:  ann.  exp.  of  dept, 
$27,660;  total  mem.  46,  paid  full  time  17,  paid  part 
time  29. 


46.96  miles,  4  to  84  in.  dia.;  616  hydrants;  valves. 
Wood,  Chapman,  Ludlow,  Rensselaer;  meters, 
total  number  101,  owned  by  city  and  consumer; 
S,000  services;  pipe,  lead;  pressure,  dom.  and  fire, 
46  to  96  lbs.;  consumption  per  day  2J00,000  gals.: 
cost  to  construct  and  mtee.,  170481.90;  bonded 
debt,  8800,000;  int  paid  on  bonds,  4  per  cent; 
works  belong  to  dty. 

FAIRHAVEN,  pop.  4,000;  fire  area,  6,000  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  l\k  to 
3V^  stories;  private,  stone,  brick  and  wood,  2  to  8% 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works ord.;  causes  of  fires  investigated.  Fire 
dept— 16  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
wagons,  2  hose  carriages,  1  comb.  c.  &  h.  wagon 
5  horses;  hose,  cotton,  rubber  lined,  good.  4,000 
ft;  fire  alarm,  Gamewell,  19  boxes;  value  of  dept 
equipment,  $4^600:  value  of  bldgs.,  8%000:  ann. 
exp.  of  dept,  $2400;  total  mem.  66,  paid  full  time 
40,  volunteers  26. 

Watem  Supply— Source,  wells,  2  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
600,000  gals.,  dim.  86  x  w.  material  used  in  cons. 
steel,  builders,  Riter  &  Conley;  quslity  of  water, 
good:  2  pumping  engines,  class  dup.  comp.,  cap. 
per  day  6,000.000  gals.,  constructor  Snow;  mains. 
cast  iron,  16  miles,  6  to  12  in.  dia.;  S5  hydrants; 
meters,  total  number,  400,  Empire;  700  services; 
sipe,  tin  and  lead;  pressure,  dom.  65  lbs.,  fire  9& 
bs. ;  consumption  per  day,  400,000  gals. ;  works  be- 
long to  Co. 


ft 


FALL  RIVER,  pop.  114^42;  fire  area,  26,240 
acres;  mercantile  bldgs..  stone  and  wood,  8  to  6 
stories;  private,  stone,  brick  and  wood,  2H  sto- 
ries; wooden  roofs  permitted;  fireworks  ord.; 
causes  of  fires  investigated;  fire  loss  for  190B,  $89,- 
704.69;  ins.  for  same  time.  $4,149,100.  Fire  dept — 
6  steamers,  84  c.  hand  ex.,  1  comb.  c.  &  h.  wagon, 
4  h.  &  1.  trucks,  8  aerial  trucks.  10  hose  wagons, 
G5  horses;  hose,  cotton,  rubber  lined,  good,  23.000 
ft;  fire  alarm,  Gamewell,  194  boxes;  value  of  dept. 
equipment,  $91,000;  value  of  bldgs.,  8284,000;  ann. 
exp.  of  dept.,  $146,000;  total  mem.  142,  paid  full 
time  110,  paid  part  time  32,  underwriters'  rating. 
first  class. 

Watbs  Supply— Source,  lake,  2  miles  from  busi- 
ness center;  system,  pump  to  stdp.  and  tanks: 
stdp.  cap.  5,306^593  gals.,  located  in  city;  material 
used  in  cons.,  iron;  builders,  Cunningham,  Porter, 
Walsh;  quality  of  water,  good;  6  pumping  engines, 
class  comp.,  cap.  per  day  24.000,000  gals.,  con- 
structors Wortnington,  Davidson:  mains,  cast 
iron,  107  miles;  6  to  24  in.  dia..  Wood.  Warren; 
1,237  hydrants,  Holyoke;  468  valves;  meters,  total 
number  7,961,  owned  by  consumer;  8,108  services; 
pipe,  lead;  pressure,  dom.  25  lbs.,  fire  80  lbs.;  con- 
sumption per  day,  4,967,576  gals.;  per  capita  43 
gals.;  cost  to  construct,  $2,162,602.94;  bonded  debt, 


$1,460,000;  int  paid  on  bonds,    4  1-10  per  cent;  ann. 
cost  of  mtce.,  $116,296.99;  works  belong  to  city. 

FALMOUTH,  pop.  3,000.  Fire  dept— ^  hose 
reels;  hose,  6,000  ft;  fire  alarm,  Gamewell;  total 
mem.,  107  volunteers,  paid  part  time;  ann,  exp.  of 
dept,  $2,600;  W.  E.  Godfrey,  chieL 

WATBE  Supply— Source,   Long    Pond;    system. 

Sump  to  stdp.:  2  pumps:  160  hydrants;  pressure, 
)  lbs.;  cost  of  waterworks,  $261^464;  int  paid  on 
bonds,  8^  per  cent;  works  belong  to  town. 

FITCHBURG,  pop.  86,100:  fire  area,  24  so. 
miles;  mercantile  Slags.,  brick  and  wood,  1  to  7 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area^  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated;  av. 
fire  loss  per  year  for  8  years,  813.740.97:  av.  ins.  in- 
volved for  same  time,  $790,199.04.  Fire  dept— 2 
steamers,  1  c.  engine  on  wheels,  80  c  hand  ex., 
4  h.  &  1.  trucks,  8  hose  wagons,  2  comb.  c.  &  h. 
wagons.  21    horses;    hose,    cotton,    rubber   lined, 

food,  U,600  ft;  chem.  hose,  800  ft;  inferior,  all 
inds,  1,800  ft;  total  hose.  14,800  ft^  fire  alarm, 
electric,  82  boxes:  value  ox  dept.  equipment,  $67,- 
847;  value  of  blags.,  $77,219:  ann.  exp.  of  dept, 
$46,886.78;  total  mem.  96,  paid  full  time  27. 

Watik  Supply— Source,  brooks  and  ponds,  2  to 
8  miles  from  business  center;  system,  gravity; 
quality  of  water,  good;  res.  cap.  60,000,000  gals., 
located  north  and  west  of  dty:  mains,  cast  iron, 
74.46  miles,  2  to  80  in.  dia. :  604  hydranU,  Mathews, 
Chapman;  678  valves.  Chapman;  meters,  total 
number  U.49,  Crown  467.  Nash  77,  King  82,  Union 
934,  Empire  698,  Gem  18,  Hersey  RoUry  88.  Tri- 
dent 832,  Hersey  Disc.  46.  Hersey  Torrent  2,  Thom- 
son 211,  Ball  &  Fitta  12,  Worthin^on  6,  Buffalo  1, 
Columbia  16,  Pittsburg  1,  Westmghouse  1,  Key- 
stone 4,  Lambert  396;  owned  by  city  and  consumer; 
4,960  services;  pipe,  wrought  iron;  pressure,  dom. 
30  to  180  lbs.,  fire  80  to  180  lbs.;  consumption  per 
day  2,900,000  gala.,  per  capita  106  sals. ;  cost  to  con- 
struct, $1,400,000;  bonded  debt,  $4^000;  int  paid 
on  bonds,  8^  and  4  per  cent;  ann.  cost  of  mtce., 
$37,000;  works  belong  to  city. 

FOXBORO,  pop.  8,800;  fire  area,  12,460  acres; 
mercantile  bldgs.,  wood,  1  to  3  stories;  private, 
wood,  1  to  8  stories;  wooden  roofs  permitted.  Fire 
dept — ^1  steamer.  1  c  engine,  1  163-gal.  extin- 
guisher, 1  h.  ft  1.  truck,  1  supply  wagon,  1  hose 
carriage,  4  horses:  hose,  cotton,  rubber  lined, 
ffood.  3,600  ft;  interior,  all  kinds,  200  ft:  total 
hose,  8,200  ft;  fire  alarm,  Gamewell^  23  boxes; 
value  of  dept.  equipment,  $8,600:  value  of  bldgs., 
$1,000;  ann.  exp.  of  dept,  $1,700;  total  mem.  83, 
paid  part  time;  underwriters'  rating,  first  class. 

Watem  Supply— Source,  wells,  VA  miles  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
282,000  gals.,  dim,  20  x  12();  material  used  in  cons., 
iron,  builder  Cunningham;  qualitv  of  water,  good; 
2  pumping  engines,  cap.  per  day  720,000  gals., 
constructor  Blake;  mains,  iron,  13  miles,  4  to  12 
in.  dia.;  96  hydrants;  76  valves;  meters,  total 
number  266;  owned  by  consumer;  530  services; 
pipe,  iron;  pressnre,  dom.  60  lbs.,  fire  110  lbs.; 
consumption  per  day.  200,000  gals.;  cost  to  con< 
struct,  ^4,000;  int.  paid  on  bonds,  4  per  cent; 
cost  of  mtce.,  $6,000;  works  belong  to  district 

FRAMINGHAM.  pop.  12,600;  fire  area,  14,960 
acres;  mercantile  bldgs.,  wood,  1  to  6  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted;  nre> 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigsted.  Fire  dept— 3  steamers,  1  hand  engine, 
12  c.  hand  ex.,  1  h.  &  1.  truck,  4  hose  wagons,  16 
horses;  hose,  cotton,  rubber  lined,  good  8,000  ft.; 
inferior,  all  kinds,  4,000  ft;  total  hose,  12,000  ft; 
fire  alarm,  Gamewell,  46  boxes;  value  of  dept 
equipment,  $23,000;  value  of  bldgs.,  $35,000;  ann. 
exp.  of  dept.,  $18,500;  total  mem.  5iB,  paid  full 
time  7,  paid  part  time  61. 

Wates  Supply — Source,  pond,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cai)., 
750,000  gals.;  aim.,  40  x  81  ft.;  material  used  in 
construction,  steel;  quality  of  water,  fair;  2  pumps; 
rap.  per  day,  1,500,000  gals. ;  constructor,  Deanc; 
mains  made  of  cast  iron;  miles  laid,  35,  4  to  16 
in.  dia.;  175  hydrants;  meters,  total  number,  1,225, 
Empire,  Trident,  Lambert;  service  pipe  made  of 
cast  iron;  pressure,  dom.  60  lbs.,  fire  106  lbs.;  con- 
sumption, per  day  610,000  gals.,  per  capita  64.3 
gals.;  cost  to  construct  works,  $456,333.31;  bonded 
debt,  $463,000;  int  on  bonds,  8^,  4,  4^  per  cent; 
ann.  cost  of  mtce.,  89,000;  works  belong  to  city. 
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citintcd.     Fire  depL— I  banil  cnaina,   > 
ex.,  1  h.  ft  U  truck.  1  host  cart,  i  boie 


, ,    „^  rubber  Haed,  good.  4,600 

H.;  inlen'oT,  all  kiodi,  KM  fl-i  t<i»l  hoM,  G.DCO  ft.; 
fire    »l»rin,    electric     "    ' 
rilue  of  dept.  cqui; 


boiei,  1  alHm  go^.-. 
:,  tI,G00i  value  el  bldaa., 
t.,  U,E(M;   total   mem.  «G, 


Waiex  SuirLV-Sov 
1  mile  from  buiiness 
tidp,;  SIdp.  cap.  EOO.OG 


Hodge  ft  Co.;  3  pumping  engints,  cap.  per  day 
4,OOCCOOO  galj,;  construMors  Knowtes.  Deane  and 
Blskc;  mains,  sheei  and  cast  iion  and  cement, 
IIU  miles,  4  to  12  in.  dia.;  SI  hydranla,  Cliapmaii 
and  Holyoke;  valvei.  Chapman  and  Cofl^:  meteri, 
total  number  SS,    owned  V  consumEis;  «7E  «rv- 

Iba.,' i!r'io\a  90  Ibs!^  conauminiuii,  per' day  300.- 
000  gall.,  pet  capita  lOO  gals.;  coit  to  couitruct, 
SlTO.WOi  bonded  debt,  »8S,O0Oi  int.  ^d  on  bonds. 


.    MTO;    6tt  area,   HO  a 


area;  canaei  of  Grea  iaveitigated.  Fire  dept.— 1 
band  engine,  1  h.  ft  L  truck.  1  bosc  reel;  nose, 
cotton,  rubber  lined,  good,  800  ft.;  Ere  alarm, 
cfaurch  belli  Talue  of  dept.  equipment,  fim; 
value   of  bldgi.,   M,000;   inn.   eip.   of  dept.,   t^l; 


GARDNER,  pap.  1 


ad  wellg;  avatei 
r08,  -A  mife. 
rea,   ]g,aH  acre 
\,i  to  i  itorie 


ligated.    Fite  dept.—: 
,   i  hor.e.i    1 


amer,  1  band  engtoea,  10 
kt,  t  bene  wagon*.  Z  hat 
carrUgea,  4  boriei:  bote,  conon,  rubber  Uned, 
good,  8,000  ft;  fire  alarm,  wbiitle,  S6  boxci;  value 
of  dept.  equipment,  HZ.OOOj  Tllne  of  bidg*.,  tffi,- 
ODO;  ann.  CTp.  of  dept..  ri.SOD;  total  mem.  10,  paid 

good;  rea.  cap-,  E,lblC0O0'niiB. ;  z'pur 

claai  comp.,  cap.  per  day  1/KXt.ODO  gala.,  conairucior 

lsl*hT5rMl";''jlT  tailal  mrleri"toU!'*oumb«  Jis! 
Union  il.  Empire  33,  Naah  S,  Thomion  12,  Hericy 
Tj  Crown  6,  Trident  B,  Worthington  1;  1,E«8  ler- 


day,  IJOO.TIE  gala.;   worki  belong  to   town. 

GEORGETOWN,  pop.  1340;  bldg*.,  brick  and 
wood,  8^4  itoriei;  wooden  looli  permitted;  fite 
Kotks  and  combuitiblea  ord.  Fire  dept.— 1  iteamer, 
2  band  engines,  12  c  band  ex.,  1  h.  ft  1.  truck.  I 

2,500  f"rruWr,  gooil,  SW  tC;  inferior,  all'knda. 
UN  ft.;  toUl  bose,  H.'W  !t.i  value  el  dept  equip- 
ment, n,oao;  value  of  bldgs.,  tS,600;  ann.  cip.  of 
dept.,  n.OOO;   total  mem.,  12S  Toluntecrs. 
WAtiK  ScprLV— Source,   8   ditenis,  10  lakea,  1 


wood,  VA  itoriea : 
voooen  roots  permitted  In  lire  area;  fireworks  and 
ombustibles  ord.;  causei  of  fires  investigated}  av. 
ire  loss  per  yr.  for  3  vrs.,  1125,000;  av.  int.  in- 
olved  for  same  time,  J316.M0.     F;«  .d'EJ— 1,_^; 

I.,  2  h.  ft  1.  trucks.  1  aerial  trL....  . 

bose    carriage*,    3   ccmb.   c    ft    h.    wi 


ined,    BoSS!'°l4,600 


bldg*.,   H6,O0O:   ann.   ex  p.   ol   dept. 
mem.  1T6.  paid  full  time  19,  paid  pi 
unteer*  160. 
Watex  Sdfflt— Source,  re*..  1  t< 


water,  good;  rea.  cap.,  1,000,000  gal*.;  S  pmpiiif 
enginea,  cap.  per  day  4JlOO,000  nil.,  eooctroctm 
BlaLe,  Barr:  main*,  c*M  iros  and  cement  lined,  n 
miles.  Ihi  to  10  in.  dia.;  101  hydnnta;  111  valTU: 
meters,    total   number,  111,  owned  by  ,cil7:    SJM 

JSr^d^'mTSu'lo  nv>"i<xtt  t"™atrw.  kt^- 
-"■   " 1  debt,  OalUiOO:   int   pud  on  bonda. 


«*  "A « S 


,  licClellan  ft  E<f,  N.  Y.' 


ce,  12  driven  I^frin.  wella, 
gala"  'di^'io"'*?  "locMcd 


.,  1  b.  ft  1.  truck,  G  bi 


1  cT^iasd 


rubber  lined,  good  t,OW  ft.:  fire  ^arm,  whiitk; 
value  of  dept  equipment,  11,000:  nine  of  bUga., 
13,000;  ann.  up.  of  dept,  tlXO;  total  moL,  A 
aid  part  tir  e  11,  volunleen  TJL 

ip.;  (tdp.  cap. 


K  St7rTLT — Source,   spnnga,   U 
busineaa  center;  Byiteiii,^ump  to  Btap.;  t 
110.000  gala.,  dim.  16  n  tO,  material  uaed 

wrought    iron,    builder    Ctmningliim;    q __ 

water,  good;  pumping  eoglite*,  cafi.  per  day  1«000^ 
000  gala.,  conitmctor  Wortliingtao;  maina,  OM 
iton,  4  to  10  in.  dia.;  Hi  hydraot*;  47  valvea;  meters 
total  number,  S,  owned  by  consnmer;  SSI  services; 

fire  ue  lbs.;  consu'mptiaa  per  day,  100,000  gal*.; 
cost  to  conttTDCt,  tBS,«)0;  bonded  debt,  |te,<IW;  int. 
paid   on  bonda,  ■  Per  cent;  cost  of  mtce.,  tLOOi; 


g  to  ^" 


GREAT  BASSINGTON,  pop.  UB;  t 
IJSO  acres  1  bldn.,  bnek  and  wood,  1  to  4 

— -I,  1  and  1  storic*;  wooden  ro 

and  combtutlblei  ordT:  cam 
;  av.  fire  loM.pCT  p.  for  I 


nitted;  Grewi 

EJwSi'Vv.  SiV 

s.,  1  b.  ft  L  tnuk, 

ill  k'inda,  l,i00 
)ell,  10  boxes;  vi 


a 


ibber 


iEJI'l 

engine,  1  c  engine,  1  c  hiM 

I  >")*•  wagon,  (Mac  canit 

led,  good  4J0O  tt :  tnh 
■  "---   E,Gai  ft.;  be  a] 


total  m 

Wail 

H    mile    [ram    b 

Ciimp  to  res.;  quality  of  water,  good: 
500,000  gala.;  X  pumping  enginea,  cat 
£50.000   gala.,    constructor    Worthbuton:    i 

miles,  1  to  II  b.  dia.;  70  bydiant*,  Ludlow: . 

total  number,  IT,  Crown  S,  Empire  11,  Beraey  Kac 

1,    Pittsburg  1.  owned  by   city;  presr -" —     " 

Ibt.,  fire  90  lbs, ;  contumnlion  per  d*y, 
COM  to  coiutract,  010,000;   bonded  i 


1.  010,000;   bonded  ■ 

t.  paid  on  bonds,  4  per  cent;  cost  oi 

work*  belong  to  city. 

GREENFIELD,     pop.    10,000;    fit 
-     -■■■',■  ilJgs.,  stone,  brid 


r.  460,000  gala, 
drtit,  tlS.000. 
' KOOl; 


...     .iDUrcc,  biooki.  4«  mile*  froa 
>.  '70,000.006  gala.,  located'  at  LmIcb 


I  160,   ( 


to  lEO  lbs.,  fin 
J2e0,O0O;  cost  < 
operated  bf  Fi 

GROTON,  pop.  2,2Bi  m. 

combustiiiles  ord.     Fire  del 


engine. 


$!;SOa;    works  owned  and 
1  No.  1. 

antlle  bldg*_  woo^ 
iited;  firework*  aiM 
-1  hand 


_.   __. catrian*;  bo>b 

ined.    good    1,000  ft.;    ire   •tarm, 
dept.  11,100;  total  mcBi.,  K,  pud 


Watik  iiCTTLT— Source,  well;  c 
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res.;  res.  cap^iKIO,0UO  gals.;  pumping  engines,  cap. 
per  day  600,000  flrila«»  oonstmctors  Knowles,  War- 
ren; mains,  9  muea,  4  to  12  in.  dia.;  46  hydrants, 
Ludlow;  meters,  total  number  900;  210  senrices; 
pressure,  dom.  90  lbs.,  fire  90  lbs.;  consumption, 
per  daj  60,000  gals.;  cost  to  construe^  fiv,000; 
mt  paid  on  bonds,  ^  per  cent;  works  belong  to 
Co. 

GROVELAND,  Essex  County,  pop.  2,460: 1  hand 
engine,  2  c.  engines,  2  hose  carriages,  2  n.  &  L 
trucks,  1,500  ft.  hose;  alarm,   bell;  d6  volunteers. 

Water  Supply— Not   reported:   21  hydrants. 


HAMILTON,    pop.    1.050.      Fire    dept.- 
cx.,  1  h.  &  1.  truck;  20  volunteers. 


hand 


HANOVER,  pop.  2,176.  Fire  dept— 1  comb,  c 
h.  &  1.  truck,  1  h.  ft  1.  truck,  5  express  wagons, 
with  12  hand  ex.  each,  2  volunteer  companies  of 
50  men. 

HANSON,  pop.  1,500.  Fire  dept.— 12  hand  ex.,  2 
h.  &  1.  trucks,  2  hose  carts;  70  volunteers;  alarm, 
bell. 

WAxaa  Supply— Not  reported;  15  hydrants;  pres- 
sure, 86  lbs. 

HARVARD,  pop.  1439;  mercantile  bldss.,  brick 
and  wood,  2  and  3  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 2  c.  engines,  6  c.  hand  ex.,  2  h.  &  L  trucks 
and  buckets. 

Water  Supply— Source,  springs  and  driven 
wells.  %  mile  from  business  center;  system,  grav- 
ity; quality  of  water,  good;  res.  cap.,  20,000  gals.; 
pumping  engines,  cap.  per  day.  210,000  gals.; 
mains,  lead:  8  services;  pipe,  lead;  cost  to  con- 
struct, 11,000;  cost  of  mtce.,  HO;  works  belong  to 
Co. 

HATFIELD,  pop.  t779;  mercantile  bidgs., 
brick  and  wood,  2  and  3  stories;  private,  brick 
and  wood,  2H  stories;  wooden  roofs  permitted  in 
fire  area;  causes  of  fires  investigated.    Fire  dept.— 

1  h.  &  1.  truck,  5  hose  wagons;  hose,  cotton,  rub- 
ber lined,  good.  3,000  ft.:  inferior,  all  kinds,  500 
ft.;  total  hose,  3,500  ft;  nre  alarm,  bell:  value  ojf 
dept.  equipment.  $3,000;  ann.  exp.  of  dept.,  $60; 
total  mem.,  75  volunteers. 

Water  Supply— Source,  brook,  4  miles  from 
business  center;  system,  i^avity;  smiUl  res.;  mains, 
cast  iron,  18  miles,  2  to  8  in.  dia.;  81  hydrants. 
Chapman;  240  services;  pressure,  dom.  42  lbs.,  lire 
tt  IDS.:  consumption,  per  day  12,000  gals.,  per 
capita  12  gals. ;  cost  to  construct,  $53,000;  int  paid 
on  bonds.  4  per  cent;  ann.  cost  of  mtce.,  ^60; 
works  belong  to  town. 

HAVERHILL,  pop.  41,242;  fire  area.  32  sq. 
miles;  mercantile  bides.,  brick  and  wood,  1  to  6 
stories;  private,  brick  and  wood,  2%  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  3  years,  $61,004.04;  av.  ins. 
involved  for  same  time,  $1,162,726.29.  Fire  dept. — 5 
steamers.  3  hand  engines,  6  c.  hand  ex.,  1  c.  en- 
fdne  on  wheels,  1  aerial  truck.  2  h.   &  1.   trucks, 

2  comb.  c.  engines,  6  hose  wagons.  5  hose  car- 
riap^es,  28  horses;  hose,  cotton,  rubber  lined,  good, 
12.800  ft. ;  totel  hose.  15,000  ft. ;  fire  alarm,  electric, 
G7  boxes;  value  of  dept.  equipment,  $69,000:  value 
of  bldgs.,  $93,750;  ann.  exp.  of  dept.,  $54,000;  total 
mem.  148,  baid  full  time  28,  paid  part  time  120. 

Water  Supply— Source,  ponds,  1  to  4  miles 
from  business  center;  system,  gravity,  pump  to 
res.  and  stdp.;  stdp.  cap.,  665,000  gals..  6(>x40  ft; 
quality  of  water,  good;  res.  cap.  11.000,000  gals.,  lo- 
cated on  hill;  4  pumping  engines,  cap.  per  day 
16.000,000  ^als.;  constructors  Worthington,  Deans, 
Barr;  mams,  cast  iron,  88  miles,  4  to  24  in.  dia.; 
348  hydrants;  972  valves;  meters,  total  number, 
849;  owned  by  city:  6,109  services;  pipe,  lead;  pres- 
sure, dom.  35  to  120  lbs.,  fire  35  to  120  lbs.;  cost 
to  construct,  $1,463,047.37;  bonded  debt,  $610,833  !t6; 
int.  paid  on  bonds,  4  per  cent;  cost  of  mtce.,  $24,- 
425;   works  belong  to  city. 

HINGHAM,  pop.  4,819;  fire  area.  640  acres; 
mercantile  bla^s.,  wood,  1  to  3  stories;  private, 
wood.  2%  stones;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; fire  loss  for  1902.  $8,854;  ins.  for  same 
time,  $66,000.  Fire  dept.— 1  steamer,  1  hand  engine. 
2  comb.  c.  &  h.  wagons,  2  c.  engines,  10  c.  hand 
«x.,  1  h.  &  1.  truck.  2  hose  wagons,  2  hose  car- 


riages; hose,  cotton,  rubber  lined,  good.  6,000  ft; 
rubber,  good,  800  ft;  total  hose,  6,300  ft;  fire 
alarm,  Gamewell  storage,  26  boxes;  value  of  dept 
equipment  $6,000;  value  of  bldgs.,  $10,000;  ann. 
exp.  of  dept,  $2,500;  total  mem.,  1&  volunteers. 

Water  Supply — Source,  ponds,  5  miles  from 
business  center;  systcin,  gravity,  pump  to  stdp. 
and  direct;  stdp.  cap.  687,218  gals.,  dim.  40x67, 
located  on  Strawberrv  Hill,  material  used  in  cons, 
iron,  builders  K.  Hodge  &  Co.,  East  Boston; 
quality  of  water,  good;  2  pumping  engines,  cap. 
per  day  1,600,000  ^Is.,  constructor  Deanej  mains, 
cement  and  cast  iron,  67%  miles,  2  to  16  m.  dia.; 
840  hydrants.  Chapman  and  Coflbi;  800  valves. 
Chapman.  Coilin,  Rensselaer:  meters,  total  num- 
ber 16,  Union  6{  Hersey  Disc  10,  owned  by  Co.; 
2.392  services;  pipe,  galv.  and  wrought  iron;  pres- 
sure, dom.  62  lbs.,  fire  70  lbs.;  cost  to  construct, 
$260,000;  ann.  cost  of  mtce.,  $5,000;  works  belong  to 
Co. 

HINSDALE,  pop.  1.486;  fire  area^  640  acres; 
mercantile  bldgs.,  wood,  2  and  8  stones;  private, 
wood,  8  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.;  causes  of  fires  not 
investigated;  fire  loss  for  1902.  $1,690;  ins.  for  same 
time,  $4,200.  Fire  dept — 3  nose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,600  ft;  fire  alarm, 
bell:  total  mem.,  20  volunteers. 

Water  Supply— Source,  brooks,  1%  miles  from 
business  center;  svstem,  gravity;  quality  of  water, 
good;  res.  cap.  84,000,000  gals.:  mains,  cast  iron, 
4%  miles,  4  to  10  in.  dia.;  60  nydrants,  Holyoket 
pipe,  galv.  iron;  pressure,  dom.  112  to  166  lbs.,  fire 
112  to  156  lbs.{  cost  to  construct,  $36,000;  bonded 
debt.  $19,000;  int  paid  on  bonds,  4  per  cent;  ann. 
cost  01  mtce.,  $50;  works  belong  to  fire  district 

HOLBROOK,  Norfolk  County,  pop.  2,509; 
mer.  bldgs.,  wood,  2-4  stories;  priv.,  wood,  2  sto- 
ries ;  wooden  roofs  permitted  in  fire  area ;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept. — 1  hand  engine.  6  c.  hand  ex.,  1  h.  & 
1.  truck,  3  hose  wagons,  2  hose  carriages,  1  horse; 
hose,  cotton,  rubber  lined,  good.  3.000  ft.;  inferior, 
all  kinds.  2,()00  ft.;  total  hose.  6,000  ft;  fire  alarm, 
bell.  16  boxes;  value  of  dept.  equipment,  $6,000; 
value  of  bldgs.,  $8,000;  ann.  exp.  of  dept.  $130; 
total  mem^  25  volunteers. 

Water  Supply— Source,  pond,  5  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
593,760  gals.,  dim.  30  x  112,  material  used  in  cons, 
wrought  iron,  builder  Cunningham;  quality  of 
water,  good;  res.  located  1  mile  from  business 
center;  2  pumping  engines,  class  dup..  cap.  per 
da3r  1,600,000  gals.,  constructors  Holly,  Blalce; 
mains,  cast  iron,  9  miles,  4  to  12  in.  dia.;  76  hy- 
drants; 60  valves:  meters,  total  number  1.  owned 
by  consumer;  615  services;  pipe,  cement  lined; 
pressure,  dom.  70  lbs.,  fire  70  lbs.;  consumption 
per  dav,  257,326  gals. ;  cost  to  construct.  $138,000; 
Dondeo  debt.  $1(N$.000;  int  paid  on  bonds,  4  per 
cent;  cost  of  mtce.,  $14,385;  works  belong  to  town. 

HOLpEN,  pop.  2,464-;  fire  area,  20.000  acres; 
mercantile  bldgs.,  wood,  2  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fire  investigated;  av.  fire  loss  per  year,  for  3 
years,  $1,029.  Fire  dept— 2  h.  &  1.  trucks,  8  c. 
hand  ex.,  2  hose  wagons;  hose.  1,500  ft;  fire  alarm, 
bell;  value  of  dept.  equipment.  $2,000;  value  of 
bldgs.,  $3,000;  ann.  exp.  ot  dept.,  $250;  total  mem., 
54  volunteers. 

Water  Supply — Not  reported. 

HOLLISTON,  pop.  2.663;  fire  area,  12,100  acres; 
mercantile  bldgs.,  brick  ;;nd  wood,  1  to  4  stories; 
private,  stone,  brick  and  wood.  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  fire  loss  for  1904, 
$2,000;  ins.  for  same  time,  $5,000.  Fire  dept.— 1 
steamer.  1  hand  engine.  40  c.  hand  ex.,  1  h.  &  1. 
truck.  2  hose  wagons.  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good.  5,500  ft;  fire  alarm,  bell 
nnd  whistle:  value  of  dept.  equipment,  ^.400; 
value  of  bldgs.,  $3,000;  ann.  exp.  of  dept,  $8,502; 
total  mem.  46,   paid  part  time. 

Water  Supply— Source,  spring,  %  mile  from 
business  center;  system,  bump  to  stdp.;  stdp.  cap. 
317,000  gals.,  dim.  30  x  60,  material  used  in  cons. 
boiler  iron,  builder  Cunningham;  quality  of  water, 
good;  constructor  Deane;  50  hydrants;  20O  ser- 
vices; pipe.  galv.  iron;  pressure,  nre  96  lbs.;  works 
belong  to  Co. 
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HO L YOKE.  pop.  60,000:  fire  area,  19,000  acres: 
mercantile  blags.,  stone,  brick  and  wood.  1  to  8 
stories;  private,  stone,  brick  and  wood,  3  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  ana 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  pe*  yr.  for  8  vears.  $43,800;  av.  ins. 
involved  for  same  time,  135,044.  Fire  dept— 7  steam- 
ers, 2  c.  engines  on  wheels,  ^  c.  hand  ex.,  1  h.  & 
I.  truck,  1  aerial  truck,  1  comb.  c.  h.  &  I.  truck, 

•€  hose  wagons,  1  comb.  c.  &  h.  wagon,  41  horses; 
hose,  cotton,  rubber  lined,  good,  23,600  ft;  in- 
ferior, all  kinds,  2,660  ft;   total  hose,  25,060  ft.; 

-fire  alarm,  electric,  127  boxes;  value  of  dept  equip- 
ment, 180.000;  value  of  bldgs.,  $100,060;  ann.  exp. 
of  dept,  ^00,004;  toUl  mem.,  78,  paid  full  time. 

Watim  Supply— Source,  ponds,  stream  and  stor- 
age res.,  2,  8  and  14  miles  from  business  center; 
system,  gravity;  quality  of  water,  good;  res.  cap., 
2,425,000,000  gals.:  mains,  cast  iron,  84.49  miles,  4 
to  30  in.  dia.;  682  hvdrants,  Norwood,  Chapman, 
Mathews,  Ludlow;  959  valves.  Chapman.  A.  P. 
Smith;  meters,  total  number  346,  Crown  78,  Union 
12,  Empire  30,  Gem  14.  Kersey  Rotary  61.  Thom- 
son Tj^^Worthington  106,  Trident  16;  owned  by 
city:  977  services;  pipe,  cast  iron;  pressure,  dom, 
60  lbs.,  fire  100  lbs. ;  consumption,  per  day  5,100,000 

Sils.,  per  cap.  106  gals.;  cost  to  construct,  $1,301,- 
1.95;  bonded  debt,  $350,000;  int  paid  on  bonds, 
8V^  and  4  per  cent;  ann.  cost  of  mtce.,  ^,427.60; 
works  belong  to  city. 

HOPEDALE,  pop.  1,955.  Fire  dept— 1  auto. 
•  combination  h.  &  1.  truck,  with  chemical  tank,  1 
h.  &  I.  truck,  2  hose  carts,  26  chemical  ex.;  total 
mem.,  29  fully  paid;  alarm,  Gamewell. 

Water  Supply— Not  reported;  46  hydrants; 
pressure,  100  lbs. 

HOPKtNTON,  pop.  2,686;  mercantile  bldgs., 
wood,  IH  to  8  stories;  private,  IVi  to  2^  stones; 
wooden  roofs  permitted;  fireworks  ord.;  causes  of 
•fires  investigated.  Fire  dept— 8  hand  engines,  12 
c.  hand  ex.,  1  h.  &  L  truck,  4  hose  wagons;  hose, 
cotton,  rubber  lined,  good,  6,000  ft;  total  hose, 
6,000  ft ;  fire  alarm  system,  4  boxes,  bell ;  value  of 
dept  equipment,  $5,000;  value  of  bldgs^  $6,000: 
ann.  exp.  of  dept,  $1,600;  total  mem.,  82  volun- 
teers. 

Watex  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cai).  258,000  gals.,  dim.  86  x  85,  material 
used  in  cons,  iron,  builder  Cunningham;  pumping 
'engines,  cap.  per  day  800,000  gals.,  constructor 
Deane;  mains,  cast  iron,  7  miles,  6  to  8  in.  dia., 
Warren  and  McNeal;  54  hydrants,  Mathews,  Chap- 
man and  Holyoke;  meters,  total  number  87;  700 
services;  pipe,  wrought  iron;  pressure,  dom.  77  lbs., 
fire  77  to  120  lbs. ;  consumption,  per  dav  21,686  gals., 
per  cap.  7  gals.;  cost  to  construct,  $50,000;  int  paia 
on  bonds.  4  per  cent;  ann.  cost  of  mtce.,  $1,500; 
works  belong  to  town. 

HOUSATONIC,  pop.  1,500;  mercantile  bldgs.. 
brick  and  wood,  2  and  3  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 3  c.  hand  ex.,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,000  ft; 
inferior,  all  kinds,  600  ft;  total  hose,  1,600  ft.; 
'fire  alarm,  bell;  total  mem.,  45  volunteers. 

Water  Supply— Source,  res.,  <%  miles  from 
business  center;  system,  gravity;  quality  of  water, 
ffood;  mains,  cast  iron,  11  miles,  4  to  14  in.  dia.: 
20  hydrants;  2  valves;  meters,  total  number  6. 
Crown ;  300  services :  pipe,  galv.  and  wrought  iron ; 
pressure,  dom.  65  lbs.,  nre  65  lbs.;  cost  to  con- 
struct, $63,000;  cost  of  mtce.,  $2,660;  works  belong 
to  Co. 

HUBBARDSTOWN,  pop.  1,227;  bldm.,  wood,  1 
and  2  stories;  wooden  roofs  permittea;  fireworks 
and  combustibles  ord.  Fire  dept— 1  hand  engine, 
6  c.  ex.,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good  400  ft.;  linen,  good  100  ft;  total  hose, 
500  ft.;  fire  alarm,  bell  and  whistle;  value  of  dept 
eauipment,  $600;  value  of  bldgs.,  $400;  ann.  exp. 
of  dept,  $325;  total  mem.,  46  volunteers. 

Water  Supply— Source,  wells. 

HUDSON,  pop.  6,204;  mercantile  bldgs.,  brick 
and  wood,  1  to  5  stories;  private,  wood.  2  stories; 
wooden  roofs  permitted;  fireworks  ana  combusti- 
bles ord.;  causes  of  fires  investigated;  fire  loss 
for  1902,  $1,800;  ins.  for  same  time,  $1,200.  Fire 
-dept— 1  steamer,  1  hand  engine,  1  h.  ft  1.  truckj^ 
hose  wagons;  hose,  cotton,  rubber  lined,  good  2,000 


ft.;  inferior,  all  kinds  2,800  ft;  total  hose.  4,809 
ft.;  fire  alarm,  bell  and  whistle,  28  boxes;  value  of 
dept  equipment,  $9,000;  value  of  bldga.,  $87,600; 
ann.  exp.  of  dept,  $2,6il)0;  total  mem.,  87  volun- 
teer a. 

Watbr  Supply— Source,  pond,  8  miles  from 
business  center;  system,  gravity;  quali^  of  water. 

food;  mains,  oast  iron,  84.98  miles,  4  to  18  in. 
ia.;  166  hydrants;  282  valves;  meters,  total  num- 
ber 43,  Crown  2,  Empire  41,  owned  by  town;  1,068 
services;  pipe,  iron,  and  cement  lined;  pressure, 
dom.  45  to  60  lbs.,  fire  46  to  60  lbs.;  cost  to  con- 
struct, $222,788;  bonded  debt  $98,898:  int  paid  on 
bonds,  8%  and  4  per  cent;  cost  of  mtce.,  8750; 
works  belong  to  town. 

HULL,  pop.  2,000;  lire  area,  4,880  acres;  mer- 
cantile bldgs.,  wood,  1  to  4  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  steamer,  4  c  hand  ex.. 
2  h.  &  1.  trucks,  8  hose  wagons,  4  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  6,000  ft;  lire 
alarm,  bell  and  whistle;  value  of  dept.  equmment, 
$10,000;  value  of  bldn.,  $8,000;  ann.  exp.  of  dept, 
$2,000;  total  mem.,  ¥)  volunteers. 

Water  Supply— Source,  Hingham  Water  Col 
(See  Hingham);  mains,  8  miles;  98  hydrants;  pres- 
sure, fire  o5  lbs. 

HUNTINGTON,  pop.  1,500;  mercanttte  bldgs., 
brick,  stone  and  wood.  Fire  dept — ^1  hose  wagon, 
2,000  ft  of  cotton,  rubber  lined,  hose;  fire  alarm, 
bell:  total  mem.,   20  volimteers. 

Water  SuppLv—^ource,  brook,  2  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  1,000,000  gals.,  located  at  Blanford; 
mains,  cast  iron,  5  miles,  4  to  10  in.  dia.;  88  hy- 
drants; 16  valves;  meters,  total  number  8.  Buffalo 
and  Trident,  owned  by  Fire  District;  161  services 
pipe,  galv.  iron;  pressure,  dom.  96  lbs.,  fire  96  lbs. 
cost  to  construct,  $32,000;  bonded  debt,  $36,000 
int  paid  on  bonds,  4  oer  cent;  cost  of  mtce..  $100 
works  belong  to  fire  district 

HYANNIS,  pop.  1,550;  fire  area,  640  acres;  mer- 
cantile bldgs.,  wood,  1  to  8  stories;  private,  wood. 
2V6  stories;  wooden  roofs  permitted;  no  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  yrs.,  88,000.  Fire  dept.— 
2  c  engines,  12  c.  hand  ex..  1  h.  ft  1.  truck,  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good  400  £t; 
fire  alarm,  bell,  1  box;  value  of  dept  equipment 
$6,500:  value  of  bldgs.,  $1,000;  ann.  ex.  of  depc, 
$486.08;  toUl  mem.,  45  volunteers. 

Watbr  Supply- Source,  wells. 

HYDE  PARK,  pop.  17,676;  fire  area.  2;600  acres: 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  wood,  2%  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord. :  causes  of  fires  investigated:  av.  fire  loss  per 
yr.  for  8  years,  $81,054;  av.  ms.  involved  for  same 
time,  $280,050.  Fire  dept— 2  steamers,  1  c  engine 
on  wheels,  5  c.  hand  ex.,  1  h.  &  1.  trucks  4  nose 
wagons,    8    horses;    hose,    cotton,    rubber    lined, 

food,  8,000  ft;  rubber,  good,  600  ft;  inferior,  all 
inds,  2,000  ft.;  total  hose,  10,600  ft;  fire  alarm, 
Gamewell,  bells,  whistle  and  electric,  68  boxes; 
value  of  dept  equipment,  $32,000;  value  of  bldgs.. 
$45,000;  ann.  exp.  of  dept,  $15,000;  total  mem.  51. 
paid  full  time  8,  paid  part  time  43. 

Watbr  Supply — Source,  wells;  system,  pump  to 
mains,  stdp.  cap.  500,000  gals.,  dim.  35  x  50,  ma- 
terial used  in  cons,  steel,  builder  George  Miles: 
quality  of  water,  good;  res.  cap.  1,600.000  gals.;  3 
pumping  engines;  cap.  per  day  3,500,000  gala.,  con- 
structors Blake  and  Davidson;  mains,  39  miles.  4  to 
14  in.  dia.;  184  hydrants.  Chapman;  valves.  Chap> 
man;  meters,  total  number  1,000,  Crown,  Hersey 
Rotary;  owned  by  consumers:  2,fiM  services;  pres- 
sure, dom.  and  fire  95  to  100  lbs.;  works  belong  to 
city. 

IPSWICH,  pop.  6,120;  fire  area,  1,280  acres: 
mercantile  bldgs..  wood,  8  stories;  private,  wood, 
2H  stories;  wooaen  roofs  not  permitted;  no  fi^re- 
works  and  combustibles  ord.  Fire  dept — 1  steamer. 
1  hand  engine,  1  h.  &  1.  truck,  2  hose  wagoBa,  4 
hose  reels;  hose,  rubber  good  4.000  ft:  inferior, 
all  kinds,  1,500  ft;  total  hose,  6,600  ft;  fire  alarm, 
Gamewell.  13  boxes;  value  of  dept  eqmpmeot 
$7,350;  value  of  bldgs.,  $2,000;  ann.  exp.  of  dept, 
$2,428;  total  mem.,  68  call  men. 

Water  SupPLY—Source,    brook,    2    nika    from 
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business  center;  system,  punpto  res.;  qtialit^  of 
water,  good;  reiw  cap*  8,000»000  gals.,  located  on 
hill  in  town;  S  pumping  engines,  class  comp.  dujp., 
size  18  X  10  X  12,  cap  per  day  1,500,000  gals., 
constructor  Snow:  mains,  cast  iron,  i&  miles,  4  to 
14  in.  dia.;  143  nydranU,  Chapman;  1S6  Talycs, 
Chapman;  meters,  total  number  Ibfk  Crown  69. 
Union  1,  Empire  42,  Hersey  Disc  86,  Buffalo  88. 


Columbia  1,  Lambert  2.  Nash  4,  owned  by  town; 
733  services;  p|p«.  lead:  pressure,  dom.  20  to  70 
lbs.,  fire  20  to  70  Ids.;  consumption  per  day  119.618 


gals.,  per  capita  23.4  gals. ;  cost  to  construct,  1162,- 
480.16;  bonded  debt,  I1S3.000;  int.  paid  on  bonds. 
4  per  cent;  ann.  cost  of  mtce.,  13,205.46;  works 
belong  to  town. 

KINGSTON,  pop.  2,206;  fire  area,  2,560  acres; 
mercantile  bldgs.,  wood,  1^  and  2Vji  stories;  pri- 
vate, wood.  2  stories;  wooden  roofs  permitted  in 
fire  area^  fireworks  and  combustibles  ord.;  causes 
of  fires  mvestigated.  Fire  dept.— 1  c.  hand  ex.,  8 
hofte  carriages;  hose,  cotton,  rubber  lined.  i(ood, 
2,500  ft.;  rubber,  good,  200  ft.;  inferior,  all  kinds, 
700  ft.;  toUl  hose,  3.400  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment.  12^00;  value  of  bldgs.,  $4,500; 
ann.  exp.  of  dept.,  1887;  total  mem.  47,  paid  part 
time. 

Watbk  Supply— Source,  wells.  1^  miles  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  900,000  gals.;  2  triple  pump- 
ing engines,  class  dup.,  cap.  per  day  432,000  gals., 
constructor  Piatt  Iron  Works.  760  sals.;  mains. 
cast  iron,  10  miles,  4  to  8  in.  dia.;  90  hydrants; 
472  services;  pipe,  iron  and  lead;  pressure,  dom. 
go  lbs.,  fire  90  lbs.;  cost  to  construct,  $67,133; 
bonded  debt,  January  1.  1910,  $21,850 ;  int.  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  1909,  $2,025; 
works  belonj  to  town. 

LANCASTER,  pop.  2,406;  bldgs..  brick  and 
wood,  1%  and  2  stones;  wooden  roofs  permitted; 
av.  fire  loss  for  1909,  $35,000.     Fire  dept. — 1  c.  en- 

fine,  1  h.  &  1.  truck,  4  hose  carriages;  hose,  Kood, 
.000    ft.;    fire    alarm,    bell;    ann.    exp.    of    dept, 
$1,500:  total  mem.  41,  paid  $15  each  per  year. 

Water  Supply — Secured  from  Town  oi  Clinton; 
mains.  18  miles;  58  hydrants.  Chapman  and  Fair- 
banks; meters,  total  number,  260;  425  services; 
pressure,  dom.  and  fire  110  lbs.;  consumption,  per 
day  93.972  gals.;  cost  to  construct.  $56,000. 

LAWRENCE,  pop.  70,000;  fire  area,  4,185  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  6 
stories;  private,  wood,  1  to  4  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  8  yrs.. 
$44,182  Fire  dept.~4  steamers,  1  hand  engine,  8 
comb.  c.  &  h.  wagons,  2  c.  engines.  11  c.  hand  ex., 
2  h.  &  1.  trucks,  1  aerial  truck^  4  hose  wagons, 
43  horses;  hose,  cotton,  rubber  lined,  good,  17,185 
ft.;  inferior,  all  kinds,  2,600  ft.;  toUl  hose.  19.635 
ft. ;  fire  alarm,  Gamewell,  100  boxes;  value  of  dept 
equipment,  $87,800;  value  of  bldgs.,  $102,500;  ann. 
exp.  of  dept.,  $76,228;  total  mem.,  172,  paid  full 
time  41,  part  time  81,  volunteers  50. 

Water  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  ret  and  stdp.;  stdp. 
cap.  638.000  gals.,  dim.  30  x  102H«  material  used  m 
cons,  iron  and  brick,  builders  £.  Hodge  &  Co. 
and  Geo.  M.  Cole;  filtration  system,  slow  sand 
filters;  quality  of  water,  good:  res.  cap.  40,000,000 
gals.,  located  west  of  town;  6  pumping  engines, 
cap.  per  day  12.220,000  gals.,  constructors  Barr, 
Moms,  Blake;  mains,  cast  iron,  92.6  miles,  1  to  86 
in.  dia.;  729  hydrants;  1.843  valves:  meters,  total 
number  6,364,  Crown  962,  Nash  3,016,  Union  51, 
Thomson  684.  Worthington  4,  Niagara  61.  Lam- 
bert 816k  Trident  515.  owned  by  consumers;  7,096 
services;  pi^e,  lesd.  gralv.  iron  snd  tin-lined  lead 
and  block  tin^  pressure,  dom.  and  fire  66  to  126 
Ibs^  consumption  per  day,  3,500,000  gals. ;  net  cost, 
$2,254,076;  cost  to  construct,  $2,231,340;  bonded 
debt,  $712,000;  int.  paid  on  bonds,  4  and  5  per  cent; 
cost  of  mtce.,  $66.4w.26;  works  belong  to  city. 

LEE.  pop.  8,962;  fire  area,  6.000  acres;  mercan- 
tile bldgs.,  stone,  brick  and  wood,  8  stories;  pri- 
vate, stone,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  srea;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire* 
dept— 2  steamers,  2  hand  engines.  1  c.  engine  on 
wheela,  80  c.  hand  ex.,  1  h.  &  1.  truck,  1  supply 
wagon.  6  hose  carts;  hose,  cotton,  rubber  linea, 
good,  6,500  ft:;  fire  alarm,  bell  and  whistle;  value 


of  dept  equipment,  $14,000;  value  of  bldgs.,  $146,- 
000;  ann.  exp.  of  dept.  wifiOO;  total  mem..  143 
volunteers. 

Watbk  Supply— Source,  res.,  8  miles  from  busi- 
ness center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  40.000.000  gals.,  pumping  engines 
cap.,  760  gals.;  mains,  cement  and  cast  iron,  6- 
miles,  2  to  8  in.  dia.;  62  hydrants;  meters,  total- 
number  2;  500  services;  pipe.  galv.  iron;  pressure, 
dom.  46  to  96  lbs.,  fire  45  to  9o  lbs.;  cost  to  con- 
struct, $75,000;  bonded  debt  $20,000;  int  paid  on 
be  ds,  6  per  cent;  cost  of  mtce..  $2,000. 

LEICESTER,  pop.  3,414;  fire  area.  14,313  acres;, 
mercantile  bldgs.,  brick  and  wood.  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted 
in   fire   area;   causes    of   fires    investigated.      Fire 
dept.— 2  steamers.  1  hand  engine,  12  c.  hand  ex., 

3  hose  wagons,  4  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  7,150  ft.:  inferior,  all  kinds, 
200  ft;  total  hose,  7,360  ft;  fire  alarm,  Gamewell; 
value  of  dept  equipment,  $12,000;  value  of  bldgs., 
$3,600;  ann.  exp.  of  dept.  $1,500;  total  mem.,  48, 
paid. 

Watbk  Supply— 'Source,  springs  and  wells;  sys- 
tem, gravity  and  pump  to  stdp. ;  stdp.  cap.  200,00(^ 
gals.,  dim.  80x40,  builder  £.  Hodge;  mains,  IIH 
miles,  2  to  14  in.  dia.;  54  hvdrants.  Empire;  36- 
valves;  meters,  total  number  102.  Crown  U.  Union 
44.  Hersey  Rotary  10.  Thomson  1,  Nash  1;  837  ser- 
vices; pressure^  fire  48  to  100  lbs.;  cost  to  con- 
struct, $77,500;  int  paid  on  bonds,  4  per  cent;  ann. 
cost  of  mtce.,  $500;  works  belong  to  village. 

LENOX,  pop.  3,066:  fire  area.  640  acres;  mer- 
cantile bloa's.,  stone,  brick,  concrete  and  wood,  1 
to  4  stories;  private,  stone,  brick  and  wood.  2 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — 1  h.  &  1.  truck,  1  auto, 
comb.  c.  hose  &  ladder  wagon,  2  hose  carts;  hose, 
cotton  lined,  good.  1,200  ft.  rubber  lined.  2,000  ft: 
total  hose,  3,200  ft.;  fire  alarm,  electric  bell;  total 
mem.,  60  volunteers,  1  paid  man. 

VVatbr  buPPLY— Source,  sprmgs,  4  miles  from 
I  business  center;  system,  gravity;  res.  cap.  10,000- 
000  gals. ;  mains,  iron,  19  miles,  2  to  10  in.  dia. ;  40 
hydrants,  Ludlow;  230  services;  pipe,  iron;  pres- 
sure, dom.  80  lbs.,  fire  80  lbs.;  cost  to  construct, 
$100,000;  int  paid  on  bonds,  5  per  cent;  ann.  cost 
of  mtce.,  $1,000;  works  belong  to  Co. 

LEOMINSTER,  pop.  17.400;  fire  area,  3,200* 
acres;  mercantile  bldgs..  stone,  brick  and  wood, 
8  to  6  stories;  private,  stone,  brick  and  wood, 
2^  and  3  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  loss  per  yr.  for  3  yearSr 
$21,903;  av.  ins.  involved  for  same  time.  $370,408. 
Fire  dept.— 1  steamer,  16  c  hand  ex..  1  h.  &  1. 
truck,  1  comb,  wagon,  6  hose  wagons,  14  horses; 
hose,  cotton,  rubber  lined,  good,  7,100  ft:  inferior, 
all  kinds,  1,060  ft;  toUl  hose.  8.160  ft:  fire  alarm, 
bell,  whistle  and  electric,  47  Soxes;  value  of  dept. 
equipment  $14,500;  value  of  bldgs.,  $74,000;  ann. 
exp.  of  dept,  $14,600;  total  mem.  73,  paid  full  time- 
3,  volunteers  70. 

Watsk  Supply— Source,  brooka,  2  miles  from 
business  center;  system,  gravity;  filtration,  sand 
and  jgravel;  quality  of  water,  good;  res.  cap.  60O.- 
000.000  gals.,  located  in  town;  mams,  cast  iron. 
49.36  miles,  4  to  20  in.  dia.;  887  hydrants;  467* 
valves;  meters,  total  number  1,626;  owned  by  city;. 
2.775  services;  pipe,  wrought  iron;  pressure,  dom.. 
80  lbs.,  fire  100  lbs.;  cost  to  construct  $598,829.17: 
bonded  debt,  $222,000;  int  paid  on  bonds,  3H  and 

4  per  cent;  cost  of  mtce..  $6,500;  works  belong  to 
city. 

LEXINGTON,  pop.  4,580;  fire  area,  1,160  acres; 
mercantile  bldgs.,  wood.  2  to  6  stories;  private, 
wood,  1%  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated: av.  fire  loss  per  yr.  for  8  yrs.,  $14,800:. 
av.  ins.  for  same  time.  $14,300.  Fire  dept— 1 
steamer,  1  c.  engine.  6  c.  hand  ex.,  1  h.  &  1.  truck,. 
2  hose  wagons,  2  hose  reels,  7  horses;  hose,  cotton,, 
rubber  lined,  good  3.000  ft;  fire  alarm^Gamewell. 
88  boxes:  value  of  dept  equipment,  $8,000jvalne  of 
bldgs.,  $10,000;  ann.  exp.  of  dept,  $6,81)0;  total 
mem.  80,  paid  full  time. 

Watbk  Supply— Source,  Metropolitan,  8  miles 
from  business  center;  systetn.  tmmp  to  res.  or 
stdp.  or  direct;   stdp.  cap.  860,000  gals.,  material 
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Qsed  in  cons.  8te«l;  qualitv  of  water,  irood;  mains, 
cast  iron,  16V^  miles,  4  to  i2  in.  dia. ;  119  hydrants ; 
86  valves;  meters,  total  number,  '362;  780  services; 
pipe,  lead;  pressure  dom.,  76  lbs.;  fire  76  lbs.; 
consumption  per  daj  830l000  gals.;  cost  to  con* 
struct,  $264,000;  bonded  debt.,  $215,400;  int.  paid 
on  bonds,  4  per  cent;  cost  of  mtce.,  $9,340;  works 
belong  to  town. 

LINCOLN^  pop.  1,127;  mercantile  bidgs.,  wood, 
4  stories:  private,  wood,  2  stories;  wooden  roofs 
permitteo.  Fire  oept.— 3  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  2,200  ft;  value  of  dept 
equipment,  $2,000;  total  mem.,  40  volunteers. 

Watkk  Supply— Source,  pond,  H  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  1,600,000  gals.:  2  pumping 
engines,  class  comp.  cond.,  cap.  per  day  $1,000,000 

Sals.,  constructor  Deane;  mains,  17  miles;  111  hy- 
rants;  12  valves;  260  services;  pipe,  galv,  iron; 
pressure,  dom.  40  to  90  lbs.,  fire  40  to  90  lbs.; 
cost  to  construct,  $160,000;  bonded  debt,  $85,000; 
int.  paid  on  bonds,  8%  per  cent;  cost  of  mtce., 
$6,800;  works  belong  to  town. 

LOWELL,  pop.  10(^000;  fire  area,  9,000  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  10 
stories;  private,  stone,  brick  and  wood,  1  to  6 
stories;  wooden  roofs  not  permitted  in  fire  area; 
causes  of  fires  investigated;  fire  loss  for  1908  was 
$361,696.85.     Fire  dept — 6  steamers,  2  c.   engines, 

3  h.  &  1.  trucks.  19  c.  hand  ex.,  1  aerial  truck, 
11  hose  wagons,  3  hose  carriages,  60  horses;  hose, 
cotton,  rubber  lined,  good,  20,000  ft;  inferior,  all 
kinds,  2,000  ft. ;  total  hose,  22,000  ft ;  fire  alarm. 
Gamewell,  141  boxes;  value  of  dept.  equipment, 
$264,000;  value  of  bldgs.,  $296,000;  ann.  exp.  of 
dept.,  $153,094.10:  total  mem.  186,  paid  full  time  100, 
paid  part  time  86. 

Water  Supply— Source,  wells,  3  miles  from 
business  center:  system,  gravity,  pump  to  res. 
and  direct;  quality  of  water,  good;  res.  cap.,  30,- 
000,000  ffals.;  11  pumping  engines,  cap.  per  day 
41.600.000  gals.,  constructors  Deane.  Morris, 
Wortnington,  Knowlea;  mains,  cast  iron,  140.66 
miles,  4  to  80  in.  dia.;  1,186  hydrants;  meters,  total 
number,  8,877,  Crown  4,844.  Nash  466,  Union  36. 
Empire  SOL  Gem  IS.  Trident  669,  Hersey  Disc  874, 
Thomson  &,  Worthington  296.  Buffalo  2,  Colum- 
bia 112,  Lambert  687,  owned  by  consumer:  11,719 
services;  pipe,  iron  and  lead;  pressure,  dom.  00 
lbs.,  fire  60  lbs.;  consumption  per  day,  6,063,8.5h' 
gals.:  cost  to  construct,  $2,896,402;  bonded  debt, 
11,076,000;  int.  paid  on  bonas,  4  per  cent;  cost  of 
mtce.,  $88,368;  works  belong  to  city. 

LUDLOW,  pop.  6,000;  mercantile  bldgs.,  wood. 
Fire  dept.— 2  hose  carriages;  total  hose,  1,500  ft; 
fire  alarm,  whistle. 

Water  Supply— See  Springfield. 

LYNN.  pop.  77,000;  fire  area,  UVfc  sq.  miles; 
mercantile  bldgs.,  brick,  1  to  8  stones;  private, 
wood,  2H  stones;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.:  causes  of 
fires  investigated;  av.  fire  loss  per  yr.  tor  3  years, 
$123,987;  av.  ins.  involved  for  same  time.  $1,667.- 
797.  Rrc  dept— 11  steamers,  4  c  engines,  80  c. 
hand  ex.,  4  h.  &  1.  trucks,  1  aerial  truck.  6  hose 
wagons,  4  hose  carriages,  1  comb.  c.  &  h.  wagon, 
67  Dorses;  hose,  cotton,  rubber  lined,  good,  16,750 
ft,  tested  to  200  lbs.  pressure;  rubber,  good,  4,150 
ft;  inferior,  all  kinds.  460  ft;  total  hose,  27,100 
ft;  fire  alarm,  Gamewell,  134  boxes;  value  of  dept 
equipment  $174i000;  value  of  bldgs.,  $88,000;  ann. 
«xp.  of  dept.,  $100,694;  total  mem.  144,  paid  full 
time  79,  paid  part  time  76. 

Water  Supply— Source,  ponds  and  river,  8  to 

4  miles  from  business  center;  system,  gravity, 
pump  to  res.  and  stdp.;  stdp.  cap.  600,000  gals., 
dim.  80  x  60.  material  used  In  cons,  boiler  Iron, 
builders  E.  Hodges  &  Co.;  quality  of  water,  good; 
res.  located  on  Pine  hill;  4  pumping  engines,  cap. 
per  day  18,000,000  gals.,  constructors  Leavitt,  A.  L. 
Lorets;  mains,  cast  iron,  139  miles,  4  to  86  in. 
dia.;  782  hydrants;  1.000  valves;  meters,  total  num- 
ber 4,590,  Empire  84,  Trident  1,672,  Hersey  Disc 
147,  Thomson  660,  Ball  ft  Fitts  60,  Columbia  51, 
Lambert  1,017,  owned  by  city  and  consumer;  12,- 
790  services:  pipe,  lead  and  cement  lined;  pres- 
sure, dom.  40  to  00  lbs.,  fire  70  lbs.;  consumption 

ST  day,  6,132,753  gals^cost  to  construct,  $2,900,- 
1;  bonded  debt,  $1,778,500:  int  paid  on  bonds, 
4  per  cent;  cost  of  mtce.,  $117,389;  works  belong 
to  city. 


LYNNFIELD,  pop.  900.  Fire  dept— 1  c  en- 
gine, 20  hand  ex.;  total  mem.,  80  yoiuntccrs;  fire 
alarm,  belL 

Water  Supply— Not  reported. 

MALDEN.  pop.  48,000;  fire  area,  8126  miles; 
mercantile  bldgs..  stone,  brick  and  wood,  1  to  5 
stories;  private,  brick  and  wood,  2  to  6  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  vrs.,  $282860;  av.  ins. 
involved  for  same  time.  $412,000.  Fire  dept — 1 
steamers.  8  c.  engines,  U  c.  hand  ex.,  t  h.  J^  * 
trucks,  1  hose  wagon,  8  comb.  c.  &  h.  warons. 
22  horses:  hose,  cotton,  rubber  lined,  good.  14,500 
ft.;  infenor,  all  kinds^  1,000  ft;  toUl  hose,  15.500 
ft;  fire  alarm,  electric,  96  boxes;  value  of  dept 
equipment,  $42,900:  value  of  bldgs.,  $120,000;  ann. 
exp.  of  dept,  $62,000;  total  mem.  77,  paid  full 
time  35,  paid  part  time  36. 

Watsr  Supply— Source,  res.;  system,  gravity, 
pump  from  res. ;  stdp.  cap.  158,000  gals.,  material 
used  in  cons,  iron,  builder  Cunningham;  qualitv 
of  water,  good;  mams,  cast  iron  and  cement  lined. 
81.9  miles,  4  to  14  m.  dia.;  404  hydrante;  im 
valves:  meters,  total  number  4,700,  Crown  1,37$. 
Nash  964.  Union  172.  Metropolitan  1,  Empire  665, 
Gem  L  Hersey  Rotary  42,  Trident  ^  Hersey 
Disc  42,  Thomson  191.  Thomson  Bee  S2,  Worth- 
ington 17,  Lambert  447,  owned  by  city;  6,750  ser- 
vices; pipe,  lesd;  pressure,  dom.  66  lbs.,  fire  106 
lbs.;  consumption  per  day.  1,869,029  gals.;  cost  to 
construct.    $1,089,144;    bonded   debt    $663,000:    int. 

iiid  on  bonds,  3H  ftnd  4  per  cent;  cost  of  mtce.« 

'^2,299;  works  belong  to  city. 


^ 


MANCHESTER,  pop.  2,618;  mercantile  bldgiL, 
wood,  2^  stories:  private,  wood,  2%  stories; 
wooden  roofs  permitted  in  fire  area;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  1  c  en* 
gine  on  wheels,  4  c.  hand  ex..  1  h.  &  1.  track.  I 
hose  wagon.  4  hose  carriages,  2  horses;  hose,  cot- 
ton, rubber  lined,  good,  5,600  ft;  fire  alarm,  Came- 
well,  11  boxes;  value  of  dept  equipment,  $11,000; 
value  of  bldgs.,  $12,000;  ann.  exp.  of  dept,  $4,000; 
total  mem.  63,  paid  full  time  1,  paid  part  time  62. 

Water  Supply— Source,    driven    wells;    system. 

Eump  to  stdp. ;  stdp.  cap.  518,000  gals.,  dim.  S  x  7S. 
uilder  Cunningham;  8  pumping  engines,  cap.  per 
day  1,600,000  gals.,  constructor  Blake;  mains,  cast 
iron,  16  miles,  6  to  12  in.  dia..  Wood;  212  hydrants. 
Ludlow;  meters,  total  number  3.  Crown;  470  ser- 
vices; pipe,  cement  lined;  pressure,  dom.  75  11m.. 
fire  75  lbs.;  consumption,  per  day  1,000.000  gals., 
per  capita  333  gals. :  cost  to  oonstmct,  $246,7tr7.0JI; 
ann.  cost  of  mtce.,  $6,960.74;  works  belong  to  town. 

MANSFIELD,  pop.  4,300;  fire  area.  1.600  acres; 
mercantile  bldgs.,  wooo,  1  to  4  stories;  private, 
wood.  1V&  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causex  of 
fires  investigated.  Fire  dept. — ^1  auto  comb.  h.  & 
1.  truck,  1  n.  &  1.  truck,  6  c.  hand  ex.,  2  ho«e 
wagons,  2  hose  carriages,  6  horses;  hose,  cotton, 
rubber  lined,  good.  2.8dO  ft. ;  rubber,  good.  lOO  ft. ; 
inferior,  all  kinds,  400  ft;  total  hose.  3,350  ft.; 
fire  alarm,  electric.  22  boxes;  value  of  dept  equip- 
ment, $6,000;  value  of  bldgs.,  $4,000;  ann.  exp.  of 
dept.,   $3,960;  total  mem.  39,  paid  part  time. 

Water  SuppLY-^ource,  springs,  \\k  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
230,000  gals.,  dim.  20  x  106,  material  used  in  cons. 
iron,  builders  £.  Hodge  &  Co.;  qnality  of  water, 
good;   2   pumping   engines,    cap.    per  day  SOO.OOO 

fals.,  constructor  Blake;  mains,  cast  iron,  20 miles, 
to  12  in.  dia.;  117  hydrants;  meters,  total  num- 
ber 300,  owned  by  consumers;  823  services;  pipe, 
galv.  iron;  pressure,  dom.  66  lbs.,  fire  66  lbs.; 
consumption  per  day,  3^0,000  gals.;  cost  to  co<n- 
struct.  $120,334;  bonded  debt,  $106,000;  int  paid 
on  bonds,  4  per  cent;  cost  of  mtce.,  $10,286  works 
belong  to  district. 

*)1ARBLEH£AD,  pop.  7J0B;  mercantile  bld^a.. 
stone,  brick  and  wood,  3  stories;  private,  bnck 
and  wood,  2H  stories;  wooden  roofs  permitted  in 
fire  area:  causes  of  fires  investigated;  av.  fire  UmM 
per  yr.  tor  3  years,  $r.664:  av.  ins.  involved  for 
same  time,  $24,300.  Fire  deoL— 2  ateameriu  1  h. 
&  L  truck,  8  hand  engines,  10  c;  band  eat,  I  hoae 
wagons.  7  hose  carriages,  6  horses;  hose,  ootton. 
ruboer  lined,  good,  7,000  ft.;  fire  alarm,  Gismewcll. 
40  boxes;  value  of  dept  equipment,  $91,000;  valoe 
of  bldffs.,  $26,000;  ann.  exp.  of  dept,  $8,071:  total 
mem.  66,  paid  full  time  6,  paid  part  time  Ml 
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Watke  SurpLT— Source,  wells,  S  miles  from  bv«i- 
nese  center:  system,  pump  to  stdp.  and  direct; 
«tdp.  cap.  o80,000  ^Is.,  dim.  100x80.  located  on 
hill,  materia]  used  m  cons,  iron,  builder  Cunning- 
bam;  qtiality  of  water,  good;  S  pumping  engines, 
class  single  and  comp.,  cap.  i>er  day  2,600,000  gals., 
constructors  Worthington,  Deane:  mains,  iron,  82 
miles,  4  to  14  in.  dia.,  Warren,  McNeah  836  hy- 
drants. Chapman,  Ludlow;  825  Talves,  Chapman: 
meters,  total  number  2,  Hersey  Rotary,  owned  by 
consumer;  2,022  services;  pipe,  galv.  iron;  pres- 
sure, dom.  65  to  70  lbs.,  fire  6d  to  75  lbs.,  consump- 
tion, per  day  (B5«000  gals.,  per  capita  68  gals.; 
cost  to  construct,  |853,8iB3;  int  paid  on  bonds,  4 
per  cent;  ann.  cost  of  mtce.,  $8,600;  works  belong 
to  town. 

MARION,  pop.  1,900.  Fire  dept— 1  c.  engine, 
12  hand  ex.,  1  n.  &  1.  truck,  1  hose  cart,  88  vol- 
anteers;    alarm,   bell. 

Watbk  Supply — Not  reported;  pressure,  60  lbs. 

MARLBORO,  pop.  15,000;  fire  area,  18,000  acres; 
mercantile  bidgs..  brick  and  wood,  1^  to  4  stories; 
private,  wood,  1%  to  4  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  for  yrsL,  $10|000;  av.  ins.  involved  for  same 
time.  $lo4,000.  Fire  dept. — ^1  hand  engine,  16  c 
hand  ex.,  1  h.  &  1.  truck,  4  hose  wagons,  1  spare 
wagon,  1  comb.  c.  &  h.  wagon,  8  horses;  hose, 
cotton,  rubber  lined,  good,  9,000  ft.;  rubber,  good, 
200  ft.;  total  hose,  9,200  ft.;  fire  alarm.  Game- 
well  storage  batteries;  40  boxes;  value  of  dept. 
equipment,  $20,000;  value  of  bldgs.,  $46,000;  ann. 
exp.  of  dept,  $16,000;  total  mem.  61,  paia  full  time 
5,  paid  part  time  1.  volunteers  66. 

Water  Supply— bource,  lakes,  H  and  3  miles 
from  business  center;  svstem,  pump  to  res.,  stdp. 
or  direct;  stdp.  cap.  200,000  nils.,  dim.  80  x  36. 
material  used  in  cons,  wrougnt  iron;  quality  of 
water,  good;  res.  cap.  6,500,000  gals.^  located  H 
mile  from  business  center;  8  pumpmg  engines, 
class  com  p.,  cap.  per  day  6,600,000  gpals.,  construc- 
tors Blake,  Barr,  Worthington;  mains,  cast  iron, 
87  miles,  4  to  16  in.  dia.;  346  hydrants;  304  valves; 
meters,  total  number  1,400,  Crown,  Nash,  Union, 
Empire,  Hersey  Rotary,  Trident,  Hersey  Disc, 
Thomson,  Ball  &  Fitts,  Worthington  and  Buffalo. 
owned  by  consumer;  2.800  services:  pipe-  lead; 
pressure,  dom.  60  to  142  Ibs^  fire  80  to  142  lbs.; 
consumption  per  day.  679,460  gals.;  cost  to  con- 
struct, $689,800;  boncfed  debt,  $620,000;  int.  paia 
on  bonds,  4  per  cent;  cost  of  mtce.,  $9,000;  works 
belong  to  city. 

MATTAPOISETT.  pop.  1,180;  mercantile  bldgs., 
wood,  2  stories;  private,  wood,  2  stories:  wooaen 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 2  hand  engines,  1  h.  &  L  truck.  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good  1,200  ft.; 
inferior,  all  kinds,  800  ft;  totel  hose,  L600  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  tifiOO;  value 
of  bldgs.,  $8,000;  ann.  exp.  of  dept,  $800;  toUl 
mem.,  60,  paid  part  time. 

Watbk  Supply— Source,  wells  and  res. 

MAYNARD,  pop.  6,500;  fire  area,  3,000  acres; 
mercantile  bldgs..  brick  and  wood,  1  to  6  stories; 
private,  wood,  2%  stories;  wooden  roofs  permit- 
ted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 4  c.  hand  ex.,  1  h. 
&  L  truck,  1  hose  wagon,  1  hose  carriage,  2  horses; 
hose,  cotton,  rubber  lined,  good,  2,200  ft.;  inferior, 
all  kinds.  800  ft;  total  hose,  2.600  ft;  fire  alarm, 
Gamewell.  18  boxes;  value  of  dept.  equipment, 
(1.500;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept, 
$3,000;  total  mem.  83,  paid  full  time  1;  under- 
writers' rating,  fourth  class. 

Watee  Supply— Source,  pond,  8  miles  from 
business  center;  system,  gravity,  pump  to  res.; 
quality  of  water,  good;  res.  cap.  1,500,000  gals., 
located  on  Summer  hill;  2  pumping  engines,  cap. 
per  day,  1,600,000  gals.,  constructor  Blake:  mains, 
cast  iron,   12  miles,  4  to  12  in.  dia.,   C.   I.   pipe; 


113  hydrants;  130  valves;  meters,  total  number  S*.,, 
owned  by  city  and  consumer;  897  services;  pipe', 
cement  and  lead  and  wrought  iron;  pressure, 
dom.  90  lbs.,  fire  90  lbs.;  cost  of  mtce,  $4,000; 
vorks  belong  to  town. 

MEDFIELD,  pop.  1,800;  mercantile  bldgs.. 
wood  and  brick,  2  and  8  stories;  private,  wood,  2 
stones;  wooden  roofs  permitted  in  fire  area;  causes 
of  fires  investigated.    Fire  dept— 1  hand  engine. 


6  c.  hand  ex.,  1  h.  &  1.  truck;  hose,  cotton,  rub- 
ber lined,  good,  1,600  ft;  inferior,  all  kinds,  600 
ft;  total  hose,  LlOO  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  $5,600|VAlue  of 
bldgs.,'  $1,600;  ann.  exp.  of  dept,  $1,800;  total 
mem.  60,  paid  part  time. 
Watse  Supply— Source,  springs;  stdp.  cap.  26,- 

000  gals. 

MEDFORD,  pop.  22,800;  fire  area,  11,600  acres; 
mercantile  bldgs..  brick  and  wood,  3  and  4  stories: 
private,  wood,  Zji  stories;  wooden  roofs  permitted 
m  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.    Fire  dept.— 1  steamer. 

1  h.  &  1.  truck,  8  comb.  c.  &  h.  wagons,  16  c.  hand 
ex.,  8  hose  wagons,  18  horses;  hose,  cotton,  rub- 
ber lined,  good.  9,600  ft ;  inferior,  all  kinds,  460 
ft;  total  hose,  9.960  ft;  fire  alarm,  Gamewell,  52 
boxes;  value  of  dept  equipment,  $32,000;  value  of 
bldgs.,  $68,700;  ann.  exp.  of  dept,  $20,896;  total 
mem.  59,  paid  full  time  13,  paid  part  time  46. 

Watbk  Supply— Source.  Metropolitan  system; 
mains,  66  miles,  8  to  20  in.  dia.;  604  hydrants, 
various;  613  valves;  meters,  total  number,  449, 
owned  by  city;  4,298  services;  pressure,  dom.  66 
lbs.,  fire  UO  lbs.:  consumption  per  day,  2,014,100 

Sils.,  per  capita  100  gals;  cost  to  construct,  $w6,- 
9;  bonded  debt,  $196,000;  int  paid  on  bonds,  4 
per  cent;  ann.  cost  of  mtce.,  $7,900;  works  belong 
to  city. 

MED  WAY,  pop.  2,650;  mercantile  bldgs.,  wood, 
1%  to  4  stories;  private,  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 8  hand  engines;  60  c.  hand  ex.,  1  h.  &  1. 
truck,  4  hose  carnages;  hose,  cotton,  rubber  lined, 
good,  2,600  ft.;  rubber,  good,  1,000  ft.;  total  hose. 
3,500  ft;  fire  alarm,  bell  and  whistle;  value  of 
bldgs.,  $3,600;  ann.  exp.  of  dept,  $2,400;  total 
mem.,  123  volunteers. 

Watek  Supply— Source,  river  snd  cisterns. 

MELROSE  pop.  14,295;  fire  area,  3,114  acres; 
mercantile  blags.,  orick  and  wood,  1  to  4  stories: 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated^  av.  fire  loss  per 
yr.,  for  8  jrears,  $29,299;  av.  ins.  involved  for  same 
time,  $109,850.  Fire  dept— 1  steamer,  10  c.  hand 
ex.,  1  h.  &  L  truck,  4  hose  wagons,  10  horses;  hose, 
cotton,  rubber  lined,  good,  6,900  ft;  inferior,  all 
kinds,  1,800  ft;  total  hose,  8,760  ft;  fire  alarm, 
electric,  46  boxes:  value  of  dept  equipment,  $13,- 
000;  value  of  bl<^^.,  $27,890;  ann.  exp.  of  dept.. 
$12,790:  total  mem.,  46,  paid  full  time  7,  paid  part 
time  39. 

Watbe  Supply— Source,  river.  Metropolitan  sys- 
tem, 1%  miles  from  business  center;  system,  pump 
to  res.  and  direct;  quality  of  water,  good:  mains. 
48.38  miles,  4  to  16  in.  dia.;  300  hydrants.  Cnapman. 
Ludlow,  Holyoke,  Corey,  &c.;  486  valves,  Chap- 
man, Ludlow,  Rensselaer,  Coffin  and  others;  me- 
ters, total  number,  1,059;  Crown,  Union,  Empire, 
Gem,  Hersey  Rotary,  Trident  2,  Nash,  ownea  by 
city;  8,392  services;  pipe,  iron  and  lead;  pressure, 
dom.  96  lbs.,  fire  96  lbs.;  consumption  per  day, 
1,681,800  nls..  per  capita  109  gals.;  cost  to  con- 
struct, $468,606;  bonded  debt,  $n0,000;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $7,000; 
works  belong  to  city. 

MERRIMAC,  pop.  1,9B0;  fire  area,  800  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  wood,  2  and  8  stories;  wooden  roofs  per- 
mitted. Fire  dept. — ^1  steamer,  7  c.  hand  ex.,  1  h. 
&  1.  truck,  2  hose  wagons,  1  hose  reel,  8  horses; 
hose,  cotton,  rubber  lined,  good,  3,000  ft;  fire 
alarm,  electric,  18  boxes;  value  of  dept  equipment, 
$6,000;  value  of  bldgs.,  ^2.000;  ann.  exp.  of  dept.. 
$1,600;  total  mem.  30,  paid  full  time. 

Watee  Supply— Source,  well,  %  mile  from  busi- 
ness center:  system,  pump  to  stdp.;  stdp.  cap.  420,- 
000  gals.,  dim.  40  x  46;  quality  of  water,  good;  2 
pumping  engines,  cap.  per  day  2.250,000  gals. ;  mains, 
cast  iron,  9  miles,  6  to  12  in.  dia.;  67  bjrdranu;  83 
valves;  meters,  total  number  800,  Empire,  owned 
by  town;  389  services;  pipe,  cement  lined;  pres- 
sure, dom.  54  to  120  lbs.,  fire  64  to  120  lbs.;  cost  to 
construct.  $70,000;  int  paid  on  bonds,  4  per  cent; 
works  belong  to  town. 

METHUEN,  pop.  9,000;  mercantile  bldgs.,  brick 
and  wood,  2  to  4  stories;  private,  wood,  2  and  8 
stories;    wooden    roofs    permitted    in    fire    area; 
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causes  of  fires  investigated.  Fire  dept.— 1  stemmer, 
6  c.  hand  ex.,  1  comb,  truck,  1  h.  &  1.  truck,  1 
hose  wagon.  7  hose  reels.  6  horses;  hose,  cotton, 
rubber  Imed,  good,  6,600  ft;  fire  alarm,  electric,  88 
boxes;  value  of  dept  equipment,  170,000;  value  of 
bldgs.,  115,000;  ann.  exp.  of  dept,  12,600;  toul 
mem.  26,  paid  full  time  2,  volunteers  24b 

Watbe  Supply— Source,  wells,  2  miles  from  bvai- 
ness  center;  system,  pump  to  res.;  quality^  of 
water,  good;  res.  cap.  1,012,000  gals.;  2  pumpmg 
engines,  size  12  x  24  x  18,  cap.  per  day  1,500^000 
gals.,  constructor  Laidlaw-Dun-Cordon:  mams, 
cast  iron,  28  miles,  4  to  16  in.  dia.;  300  hydrants, 
Ludlow;  190  valves,  Ludlow,  Chapman;  meters, 
total  number,  1,454,  Crown  24,  Union  294,  Empire 
5,  Gem  3,  Mersey  Rotary  79.  Hersey  Disc  369, 
Thomson  2,  Columbia  7,  Trident  37,  Nash  4, 
owned  by  town;  1,775  services;  pipe,  cement; 
pressure,  dom.  95  lbs.,  fire  126  lbs.;  consumption 
per  day  360,500  gals.,  per  capita  60  gals.;  cost  to 
construct,  ^00,578;  int^aid  on  bonds,  4  per  cent; 
ann.  cost  of  mtce.,  6,200;  works  belong  to  town. 

MIDDLEBOKO,  pop.  6,886;  fire  area,  2,600 
acres;  mercantile  bldgs.,  wood  and  brick,  2  to  4 
stories;  private,  wood,  1  to  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  oept— 1  c.  engine,  1  h.  &  1.  truck,  1  hose 
wagon,  4  hose  carriages;  bote,  cotton,  rubber  lined, 
good, .  5,600  ft ;  fire  alarm.  Gamewell,  27  boxes ; 
value  of  dept.  equipment,  17,000;  value  of  bldgs., 
17,600;  ann.  exp.  of  dept,  16,000;  toUl  mem.  £12, 
paid  by  year. 

Watee  Supply— Source,  wells,  %  mile  from  busi* 
ness  center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  235^000  gsls.,  dim.  20  x  103,  material 
used  in  cons,  iron,  ouilders  Robinson  Co.;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
1,728,000  gals.,  constructor  Deane;  mains,  cast 
iron,  18.62  miles.  4  to  12  in.  dia.;  131  hydrants; 
204  valves;  meters,  total  number  517,  Crown  77, 
Nash  108.  Union  4.  Empire  5,  Gem  1,  Hersey,  46, 
Hersey  Disc  96,  Trident  42.  King  23.  Worthing- 
ton  9,  Thomson  106,  owned  by  consumer;  964 
services;  pipe,  wrought  iron;  pressure,  dom.  60 
to  70  lbs.,  fire  100  lbs. ;  consumption  per  day,  342,- 
944  gals.;  cost  to  construct,  $128,773;  bonded 
debt.  $28,500;  int.  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $10,107;  works  belong  to  fire  district. 

MIDDLETOWN,  pop.  1,068.  Fire  dept— 1  c 
ex..  1  h.  &  1.  truck,  1  hose  cart  20  volunteers. 

Watbk  Supply— Not  reported;  10  hydrants; 
pressure.  ^  lbs. 

MILFORD.  pop.  12,500;  fire  area.  12,160  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  brick  and  wood,  1  to  4  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com* 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 2  steamers.  12  c.  hand  ex.,  1  h.  &  1.  truck, 
3  nose  wagons,  1  comb.  c.  &  fa.  wagon,  8  horses; 
hose,  cotton,  rubber  lined,  good,  6,800  ft;  inferior, 
all  kinds,  200  ft.;  total  hose.  7,000  ft;  fire  alarm, 
bell  and  whistle,  21  boxes;  value  of  dept  equip- 
ment, $6,900;  value  of  bldgs.,  $10,000;  ann.  exp.  of 
dept,  $9,674;  total  mem.  72,  paid  full  time  1,  paid 
part  time  71. 

Watbk  Supply— Source,  river  and  wells,  4  miles 
from    business    center;    system,    pump    direct    to 


tors  Holly.  Knowles,  Worthington ;  mains*  cast 
iron,  36  miles,  4  to  14  in.  dia.;  146  hydrants;  IfiO 
valves;  meters,  total  number,  350,  owned  by  Co. 
and  consumer;  1,750  services;  pipe,  lead,  wrought 
iron;  pressure,  dom.  72  lbs.,  nre  76  to  100  Iba.; 
consumption  per  day.  900,000  gals.;  works  belong  to 
Co. 

MILLBURY,  pop.  4,681;  mercantile  bIdgs.,wood 
and  brick,  1  to  5  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 2  steamers,  1  hand  engine,  1  c.  engine. 
8  c  hand  ex.,  1  h.  ft  1.  truck,  2  hoae  wagons,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
6,000  ft;  inferior,  all  kinds,  400  ft;  total  bote. 
5,400  ft.;  fire  alarm,  electric,  20  boxes;  ann.  exp. 
of  dept.,  $2,608;  total  mem.,  70  volunteers. 

Watbk  Supply— Source,  well,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  quality  of  water, 
good;  res.  cap.  1.600,000  gals.;  2  pumping  engines. 


claas  trip,  and  comp.,  cap.  per  day  17,100,000  gals.^ 
constructors  Gould.  Barr;  mains,  cast  iroou  IX 
miles,  6  to  16  in.  dia.;  69  hydrants,  Eddv;  E^dy 
valvca;  meters,  total  number  211,  Crown  2,  Union 
61,  Hersey  Disc  96,  Columbia  SI,  Trident  2,  owned 
by  Co.  and  consumer;  398  services;  pipe,  cement 
Uned;  pressure,  dom.  100  Iba.,  fire  100  loa.;  eost  to 
construct.  $220,000:  int  paid  on  bonds*  5  per  cent; 
works  belong  to  Co. 

MILLIS,  pop.  1,262;  fire  area.  1,000  acres:  Udsi.r 
wood,  2  stories;  wooden  roots  permitted.  Fire 
dept— 2  hand  engines,  8  c.  hand  ex.,  1  h.  &  L 
truck,  3  hose  carriages;  hose,  cotton,  rubber  lined, 
good  700  ft.;  linen,  good  2,000  ft;  total  hoae,  1.7110 
ft.;  fire  alarm,  whisUe;  vslue  of  dept  equipment, 
$4,750;  value  of  bldgs.,  $2,000;  ann.  exp.  of  dept, 
$600;  total  mem.,  46. 

Watek  Supply — Source,  sprinn:  mtem,  gnw' 
ity,  pump  to  stdp.;  stdp.  cap.  200,000  gals.,  dim. 
20  X  80,  material  used  in  cons,  iron;  2  pumping 
engines,  cap.  per  day  760,000  gals.,  conatnsctor 
Deane;  mains,  oH  miles;  20  hydrants;  pipe,  iron; 
cost  to  construct,  $28,000;  works  belong  to  city. 

MILLVILLE,  pop.  2,400;  bldgs.,  brick  and 
wood,  2  to  4  stories.    Fire  dept — 1  comb,  hose  & 


mem.,  80  volunteers. 

Watkk  Supply— Source,  river,  in  business 
ter;  system,  pump  direct;  mains,  cast  iron,  6> 
miles,  8  to  12  in.  dia..  Wood;  26  hydranu.  Chap* 
man;  pressure,  fire  llO  lbs.:  cost  to  construct, 
$15,000;  ann.  cost  of  mtce.,  *2,000;  worka  belong 
to  town. 


MILTON,  pop.  7,064;  fire  area,  6.000  ^^, 
cantile  bldgs.,  stone,  brick  and  wood,  1  to  6  stories; 
private,  stone,  brick  and  wood,  2  atones;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  inves- 
tigated. Fire  dept— 1  steamer,  1  hand  engine,  1  c 
engine,  6  c  hand  ex..  1  h.  ft  1.  truck,  S  hose 
wagona,  1  comb,  c  ft  h.  waoon,  16  horses;  hose, 
cotton,  rubber  lined,  good,  9,000  ft;  fire  alaras, 
Gamewell,  52  boxes;  value  of  dept  equipment 
$23,000;  value  of  bldgs.,  $36,000:  ann.  exp.  of  dept, 
$21,700;  total  mem.  40,  paid  full  time  12;  volnnteen 
34. 

Watbk  Supply— Source.  Metropolitan  Water 
Board;  system,  pump  direct;  mains,  cast  iron, 
43.42  miles,  2  to  16  in.  dia.,  347  hydrants,  Ludlow; 
460  valves,  Ludlow;  meters,  total  number  14#, 
Crown  1,090,  Union  7,  Empire  21,  Gem  65,  Hersey 
Rotary  and  Disc  30,  Thomson  100,  Trident  10,  Lam- 
bert 68,  Nash  48,  Keystone  1,  owned  by  town; 
1,380  services;  pipe,  lead  and  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  133  lbs.;  consumption  per  day, 
288,400  gals.;  per  capita  40  gals.;  works  belong  to> 
town. 

MONSON.  pop.  4,244;  fire  arcn,  all  the  town;, 
mercantile  bldgs.,  wood,  1  to  3  stories;  private^ 
wood,  2  stories;  wooden  roofs  permitted;  no  fire' 
works  and  combustibles  ord.;  causes  of  fires  tnves> 

tigated;  av.  fire  loss,  1909,  $2,996.  Fire  dept.— t 
hand  engine,  2  c.  engines,  4  c.  hand  ex.,  1  h.  &  1. 
truck,  3  hose  wagons;  hose,  cotton,  rubber  lined,. 

food   1,600   ft.;   rubber,   good  900   ft;   total    hose 
,600  ft;  fire  alarm,  whistle;  value  of  dept  equip- 
ment, $2,600;  value  of  bldffs.,  $2,000;  ann.  exp.  of 


dept,  $1,000;  total  mem.,  51  volunteers. 

WATBK  Supply— Source,  wells,  2  miles  frooi  bQs»> 
nest  center;  system,  gravity;  quality  of  wnter, 
good;  res.  cap.,  676,600  gals.;  maina,  iron,  IS  sailcs. 
0  to  12  in.  dia.;  92  hydrants,  Ludlow;  meters,  total 
number  200.  Crown  96.  Union  27,  Empire  L  Geas 
5,  Niagaxa  2,  Hersey  Disc  12,  Lambert  1,  Nash  46. 
owned  by  town;  260  services:  pipe,  iron:  eost  to 
construct,  $69,000;  bonded  debt  $45,000;  mt.  paid 
on  bonds,  4  per  cent;  works  belong  to  town. 

MONTAGUE,  pop.  7,016;  mercantile  bldgs., 
brick,  2  stories;  private,  brick  and  wood,  jA 
atories;  wooden  roof  a  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  invcstigatel. 
Fire  dept— 4  c.  hand  ex.,  1  h.  &  L  tm^  2  hose 
carriages,  2  horses;  hose,  cotton,  rubbv  lined, 
good  6,0u0  ft;  rubber,  good  LOOO  ft;  total  hose, 
6,000  ft;  fire  larm,  telegraph,  12  boxea;  ann.  exp. 
of  dept,  $4,000;  total  mem.,  26. 

Watbs  SuppLT^Soufce,  ifells  and  springs. 
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N  AH  ANT,  pop.  IAS;  fire  mrea,  460  acra;  mer- 
cantile bldgB..  wood;  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord. ;  causes  of  fires 
investigated;  fire  loss  for  19(ML  |800.  Fire  depu^ 
2  c  engines.  1  h.  &  L  truck,  8  hose  carriages;  hose, 
cotton,  rubber  lined,  good  4,000  ft.;  inferior,  all 
kinds,  1.000  ft;  toUl  hose,  6,000  ft;  fire  alarm, 
Gamewell,  16  boxes;  ann  exp.  of  dept.,  $4,500;  total 
mem.,  62,  paid  part  time. 

Watek  SurPLT— ^urce.  Metropolitan  Water 
Board:  system,  gravity  and  pump  to  stdp.;  stdp. 
cap.,  61,000  gals;  mams,  11  miles;  07  hydrants. 
Wood;  meters,  total  number  69;  405  services;  pres- 
sure, com.  60  lbs.,  fire  80  to  100  lbs.;  cost  to  con- 
struct, $106,000;  ann.  cost  of  mtce.,  |3,eM;  works 
belong  to  town. 

NANTUCKET,  pop.  2J90;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av.  fire 
loss  per  yr.,  for  3  years,  12,226;  av.  ins.  involved 
for  same  time,  $4,567.  Fire  dept.— 2  steamers,  2  hand 
erigines.  1  c  engine,  2  h.  &  1.  trucks,  10  hose  car- 
riages, 2  horses;  hose,  cotton,  rubber  lined,  good, 
4.000  ft.:  fire  alarm,  bell;  value  of  dept.  equip- 
ment, $8,600;  value  of  bldgs.,  $4,000;  ann.  exp.  of 
dept.,  $6,700;  total  mem.,  210,  paid  part  time. 

Watbs  Supply— Source,  pond,  2  miles  from 
business  center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  4^,000  gals.,  dim.  9}  x  80;  material  used 
in  cons.,  steel;  filtration  system,  gravity;  quality  of 
water,  good;  3  pumping  engines,  class  triplex,  cap. 
per  day  576^000  gals.,  constructors  Deminc,  Worth- 
ington;  mams,  cast  iron,  11  miles,  4  to  10  in.  dia.; 
65  hydrants^  125  valves;  meters,  total  number,  1, 
owned  by  Co.;  1,000  services;  pipe,  lead  and  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  75  lbs.;  consump- 
tion per  day,  400^000  gals.;  bonded  debt,  $41,500;  int. 
paid  on  bonds,  6  and  6  per  cent;  works  belong  to 
Co. 

NATICK,  pop.  9,488;  mercantile  bldgs.,  brick, 
8  stories:  private,  wood,  2H  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept.— 2  steamers,  8  h.  &  L  trucks,  4  hose  wagons, 
2  nose  carriages,  11  horses;  hose,  cotton,  rubber 
lined,  good  7,100  ft;  inferior,  all  kands,  2,000  ft.; 
total  hose,  9^00  it,\  fire  alarm,  Gamewell,  24  boxes; 
▼alue  of  dept  eqmpment  $16,000:  value  of  bldgs., 
90,000;  ann.  exp.  of  dept,  $4,600;  total  mem.,  66 
volunteers 

Watsk  Supply— Source,  pond,  elevated  wells, 
1^  miles  from  business  center;  system,  pump  to 
res.;  quality  of  water,  good;  res.  cap.,  8,o00  gals.; 
2  pumpmg  engines,  class  comp.  vertical,  cap.  per 
dajr  6,000,000  gals.,  constructors  Ban*  and  Blake; 
mains,  cast  iron  and  cement  lined,  38H  miles,  1  to 
12  in.  dia.;  206  hydrants;  827  valves;  meters,  total 
number,  1,068,  owned  by  city  and  consumer;  1,926 
services;  pipe,  galv.  iron;  pressure,  dom.  60  to  90 
lbs.,  fire  60  to  90  lbs.;  cost  to  construct,  $460,894: 
bonded  debt,  $164,000;  in t  paid  on  bonds,  3H  and 
4  per  cent;  cost  mtce.,  $3,692;  works  belong  to 
town. 

NEEDHAM,  pop.  6,000;  fire  aiea,  7,500  acres; 
mercantile  bldgs.,  stone,  brick  and  wood.  1  to  3 
stories;  private,  stone,  brick  and  wood,  2V4  stories; 
wooden  roofs  permitted  in  fire  area;  causes  of  fires 
investigated;  av.  fire  loss,  1909,  13,200;  av.  ins., 
involved  for  same  time,  $19,400.  Fire  dept. — 1 
band  engine,  4  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
-wagons,  1  hose  reel;  hose,  cotton,  rubber  lined, 
good,  7,000  ft.;  fire  alarm,  bell,  2b  boxes;  value  of 
dept.,  equipment,  $16,346;  value  of  bldgs.,  $2,600; 
ann.  exp.  of  dept,  $2,600;  total  mem.,  63,  paid 
part  time. 

Watsk  Supply— Source,  springs;  system,  pump 
to  stdp.;  stdp.  cap.  801,000  gals.,  dim.  25x8d,  ma- 
tcrial  used  in  cons,  iron,  builder  Hodge;  2  pump- 
ing engines,  comp.  dup.,  cap.  per  da j[,  760,000  gals. 
«ach;  constructor  Blake;  mains,  cast  iron,  37  miles, 
•4  to  12  in.  dia.,  Goncester  and  Wood;  316  hv- 
<1  rants;  287  valves;  meters,  total  number,  1,002; 
owned  by  city  and  consumers;  1,047  services;  pipe, 
lead;  pressure,  dom.  85  to  120  lbs.,  fire  85  to  120 
lbs.;  consumption  per  day,  335,276  gals.,  per  capita 
71  gals.;  cost  to  construct,  $271,574;  int.  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $6,692;  works 
belong  to  town. 

NEW  BEDFORD,  pop.  100,000;  fire  area,  12  so. 
flBiles;  mercantile  bldgs.,  brick  and  wood,  1  to  6 


stories;  private,  wood,  2  stories;  wooden  roofs  per- 
mitted m  fire  area;  fireworks  and  combustibles 
ord.;  csuses  of  fires  investigated;  av.  fire  loss  for 

1909,  $134,589.50;  av.  insurance  involved  for  same 
time,  fl,332,291.73.  Fire  dept. — 8  steamers,  1  auto, 
c.  engine,  1  hand  engine,  23  c.  hand  ex.,  1  comb, 
h.  &  1.  truck,  3  aerial  trucks,  S  hose  wacons,  3 
hose  carriages,  3  comb.  c.  &  h.  wtigons,  49  norses; 
hose,  cotton,  rubber  lined,  good,  18,600  ft.;  fire 
alarm,  bell,  116  boxes;  value  of  dept  equipment, 
$109,360;  value  of  bldgs.,  $180,000;  ann.  exp.  of 
dept,  $107,444.34;  total  mem.  243,  paid  full  time 
66,  paid  part  time  187. 

WATxa  Supply— Source,  ponds,  11^  miles  from 
business  center;  system,  bump  to  res.;  qualitv  of 
water,  good;  res.  cap.  66,000.000  gals.,  located  North 
Dartmouth;  5  pumping  engines,  class  comp.  comb., 
cap.  per  day,  45,000,000  gals.,  constructors  Worth- 
ington,  Leavitt  and  McAlpine;  mains,  cast  iron, 
118  miles.  4  to  36  in.  dia.;  1,239  hydrants.  Chap- 
man; 1.472  valves,  Chapman;  meters,  total  number 
4,672:  Crown  244,  Nash  462,  Union  145,  King  148, 
Empire  175,  Gem  7,  Hersey  Rotary  101,  Hersey 
Disc  812u  Hersey  Torrent  12,  Thomson  3,  Trident 
188,  Trident  Crest  6,  Lambert  1,137;  Worthington 
1,133,  owned  by  city  and  consumer;  12,06  serv- 
ices; pipe,  lead;  pressure,  dom.  25  to  90  lbs.,  fire 
26  to  90  lbs.;  consumption,  per  day,  7,472,179  gals., 
per  capita  84  gals.;  cost  to  conbtruct.  $3,512,321; 
bonded  debt  $1,488,000;  int.  paid  on  bonds,  4  1-5 
per  cent;  cost  of  mtce.,  $118,100;  works  belong  tc 
city. 

NEWBURYPORT,  poo.  14,673;  mercantile 
bldgs.,  brick  and  wood,  3  to  6  stories;  private 
wood,  2%  and  3  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept. —4 
steamers,  10  c  hand  ex.,  2  h.  &  1.  trucks,  6  hose 
wagons,  13  horses;  total  hose,  10.160  ft;  fire 
alarm,  Gamewell,  3d  boxes:  value  of  dept  equip- 
ment, $12,000;  value  of  blags.,  $14,000;  ann.  exp. 
of  dept.,  $12,000;  total  mem.  86^  paid  full  time  2, 
substitutes  18,  callemen,  including  sub.,  101. 

Watss  Supply— Source,  wells  and  ponds,  2H 
miles  from  business  center;  systexn,  pump  to  stdp.: 
stdp.  cap.  600,000  f  als.,  dim.  40  x  66,  material  used 
in  cons,  steel,  bmlders  Hodges  &  Co.;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  day 
4,000,000  gals.,  constructors  Russell  &  Sons;  mains, 
cast  iron  and  cement  lined,  9B  milea,  2  to  16  in. 
dia.;  337  hvdrants;  meters,  total  number,  76;  owned 
by  city;  3,326  services;  pipe,  cement  lined;  pres- 
sure, dom.  66  lbs.,  fire  do  lbs.;  consumption  per 
day,  811,706  gals.;  works  belong  to  city. 

NEWTON,  pop.  36,827;  fire  area,  12,800  acres; 
mercantile  bldffs.,  brick  and  wood,  1  to  6  stories; 
private,  stone,  orick  and  wood,  2^  stories ;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord. ;  causes  of  fires  investigated.  Fire  dept 
— 3  steamers,  2  c.  engines.  27  c.  hand  ex.,  1  h.  &  1. 
truck,  1  40-gal.  chem.  tank,  1  aerial  trudk,  8  hose 
wagons,  3  comb.  c.  &  h.  wagon,  40  horses;  hose, 
cotton,  rubber  lined,  good,  6,100  ft;  inferior,  all 
kinds,  8,669  ft;  total  hose,  16,969  ft;  fire  alarm, 
bell  and  electric,  166  boxes;  value  of  dept.  equip- 
ment, $76,910;  value  of  bldgs.,  $182,750;  ann.  exp.  of 
dept,  $60,228;  total  mem.  94,  paid  full  time  87, 
paid  part  time  67. 

Watsk  Supply— Source,  wells  and  covered  con- 
duit, 4  miles  from  business  center;  system,  pump 
to  res.;  quality  of  water,  good:  res.  cap.,  4,600,- 
000  gals.;  2  pumping  engines,  class  dup.  and  ver- 
tk:al;  cap.  per  day  U,O0O,00O  gals.,  constructors 
Barr  ana  Worthington;  mains,  cast  iron,  148  1-10 
miles,  4  to  20  in.  dia.;  983  hvdrants,  Boston,  Chap- 
man, Holyoke  and  Carr:  860  valves,  Boston.  Chap- 
man, Rensselaer  and  Coffin;  meters,  total  num- 
ber 6,918,  Crown  1,802,  Union  66,  Empire  6  Her- 
sey RoUry  960,  Hersey  Disc  3,528,  Hersey  Torrent 
1.  Thomson  146,  Ball  &  Fitts  82,  Worthington  100, 
Buffalo  1,  Columbia  81,  Keystone  5,  Trident  71. 
Nash  14,  owned  by  city;  7,900  services;  pipe,  lead 
and  galv.  iron;  pressure,  dom.  86  lbs.,  fire  86  lbs.; 
consumption  per  day  2,444.000  gals.,  per  capita  62 
gals.:  cost  to  construct,  $2,814,000;  bonded  debt, 
$1,379,500;  int.  paid  on  bonds,  4  per  cent;  ann. 
cost  of  mtce.,  $22,400;  works  belong  to  city. 

NORTH  ADAMS,  pop.  22,150;  fire  area,  6,600 

acres;  mercantile  bldgs.,  orick,  4  to  6  stories^  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
causes  of  fires  investigated;  fire  loss,  1906,  $18,- 
081.    Fire  dept— 1  comb.  c.  &  h.  wagon,  1  c.  en^ 
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ine,  6  c.  hand  ex.,  S  b.  &  I.  trucks,  2  bote  waffoni, 
bose  carrUges,  7  borses;  bose,  cotton,  rubber 
lined,  good,  7,000  ft.;  fire  alarm,  Gamewell,  4S 
boxes;  value  of  dept.  equipment,  $11,000;  value 
of  bldgs.,  184,600;  ann.  exp.  of  dept,  $14,600;  total 
mem.  73,  paid  full  time  7,  paid  part  time  06;  un- 
derwriters   rating,  first  class. 

Watbk  Supply— Source,  brooks;  system,  gravity; 
quality  of  water,  bard;  res.  can.,  M,000,000  gals.; 
1  pumping  engine,  cap.  per  day  1,100,000  gals., 
constructor  Knowles;  mains,  cast  iron,  43  miles, 
4  to  24  in.  dia.;  SOO  bydrants;  meters,  total  num* 
ber,  66:  3,660  services;  pressure,  dom.  95  to  161  Iba., 
fire  105  lbs.:  cost  to  construct,  $460,000;  cost  of 
mtce.,  $10,000;  works  belong  to  city. 

NORTHAMPTON,  pop.  1S,967;  fire  area,  12;B00 
acres;  mercantile  bldgs.,  brick,  2  to  6  stones; 
private,  brick  and  woocL  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  inveatifl^ated;  av.  fire  loss  per 
yr.,  for  3  years,  )S2,040;  av.  ina.  mvolved  for  same 
time,  $211,130.  Fire  dept.— 2  steamers,  1  hand  en- 
gine, 1  comb.  c.  ft  h.  wagon,  12  c  band  ex.,  3  b. 
&  1.  trucks,  6  hose  wagons,  1  bose  carriage,  10 
horses;  hose,  cotton,  rubber  lined,  good,  10,000  ft.; 
infr,rior,  all  kinda.  600  ft;  total  hose,  10,600  ft; 
fire  alarm,  Gamewell,  61  boxes;  value  of  dept 
equipment,  $38,200;  value  of  bldgs.,  $26,000;  ann. 
exp.  of  dept,  $16,000;  total  mem.  86,  paid  full  time 
8,  paid  part  time  78. 

Water  Supply— Source,  mountain  streams,  10 
miles  from  business  center;  system,  gravitr;  qual' 
ity  of  water,  good:  res.  cap.,  600.000,000  gals.; 
mains,  cast  iron,  64  miles,  3  to  24  in.  dia.;  833 
h;rdiants:  meters,  total  number,  68,  Crown  61,  Em- 
pire 2,  Gem  1,  Thomson  3,  owned  by  citv;  3,000 
services;  pipe,  galv.  iron;  pressure,  dom.  40  to  100 
lbs.,  fire  40  to  100  Ibs.^  cost  to  construct  $794,000; 
bonded  debt,  $260,000;  int  paid  on  bonds,  3V&  per 
cent;  cost  of  mtce.,  ^00,300;  works  belong  to  city. 

NORTH  AN  DOVER,  pop.  5,000;  fire  area,  16,- 
195  acres;  mercantile  bldgs.,  brick,  3  and  4  stories: 
private,  wood,  2  and  3  stories;  wooden  roofs  per- 
mitted, no  fireworks  and  combustibles  ord.  fire 
dept. — 2  steamers,  2  bose  wagons,  1  comb.  chem.  & 
hose  wagon,  6  horses;  hose,  cotton,  rubber  lined, 
good,  3,200  ft.;  total  hose,  3,200  ft;  fire  alarm, 
Gamewell,  28  boxes;  value  of  dept.  equipment,  $47,- 
069.00:  ann.  exp.  of  dept..  $5,500;  total  mem.  33, 
paid  tull  time  3,  pair  part  time  30. 

Watbk  Supply— Source,  pond,  2H  miles  from 
business  center;  system,  pnmp  to  res.;  quality  of 
water,  good;  res.  cap.  1,500,000  gals.,  located  top 
of  hill;  2  pumping  engines,  class  dup.  comp.,  cap. 
per  day  1,500,000  gals.,  constructor  Laidlaw-Dun- 
Gordon:  mains,  cast  iron.  32.26  miles,  6  to  12  in. 
dia.;  210  hydrants;  226  valves;  meters,  total  num- 
ber 673,  Crown  7,  Nash  74,  Empire  224,  Gem  1,  Tri- 
dent  327,  Hersey  24,  Columbia  10,  Worthixigton  3, 
Keystone  1,  King  2.  owned  by  consumer;  920  serv- 
ices; pipe,  lead  and  cement  lined;  pressure,  dom. 
150  lbs.,  fire  ISO  lbs.;  consumption  per  day  232,- 
886  gals.;  cost  to  construct.  $193,407,  bonded  debt. 
$154,000;  int.  paid  on  bonds,  4  per  cent;  cost  ot 
mtce.,  $6,196;  works  belong  to  town. 

NORTH  ATTLEBORO.  pop.  74n8;  fire  area, 
10,243  acres;  mercantile  bldgs.,  wood,  3  stories; 
private,  wood.  2  stories^  wooden  roof  a  permitted; 
fireworks  ana  combustibles  ord.  Fife  dept— 1 
steamer.  1  supply  wagon,  12  c.  hand  ex.,  8  h.  &  1. 
trucks,  8  hose  wagons,  8  horses:  hose,  cotton,  rub- 
ber lined,  good  COOO  ft;  fire  alarm,  Gamewell,  88 
boxes;  value  of  equipment,  $20,800;  value  of  bldgs., 
$12,000;  ann.  exp.  of  dept.,  }6,000;  total  mem.,  62, 
paid  full  time  3,  paid  part  time  87. 

Watsr  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.  664,000  gals.,  dim.  40  x  60,  ma- 
terial used  in  cons,  iron,  builder  Cunningham; 
quality  of  water,  good;  2  pumping  engines,  class 
comp.,  cap  per  day  2,600,000  gals.,  constructors 
Davidson,  Deane;  mains,  iron,  20.7  miles,  4  to  16 
in.  dia.;  262  hydrants;  meters,  total  number,  1,226 
Crown  70,  Nash  36,  Union  66,  Trident  260,  Hersey 
Disc  730;  Thomson  275,  Worthington  1^  Standard 
12,  Columbia  46.  owned  by  consumer;  977  services; 

J>ipe,  iron  and  leai;  pressure,  dom  86  lbs.,  fire  86 
bs.;  consumption  per  dav*  826,438  pds.;  cost  to 
construct,  $238,190;  bonded  debt.  197,000  j^nt  paid 
on  bonds,  4  per  cent;  cost  of  mtce.,  $6,288;  works 
belong  to  town. 


NORTHBOROUGH,  pop.  1,947;  mercaatlle 
bldgs.,  brick  and  wood,  X  and  8  stories;  private, 
wood,  2  and  2H  stories;  wooden  roofs  permitted: 
no  fireworks  and  combustibles  ord.  Fire  dept— 1 
hand  engine,  1  hose  reel,  1  h.  &  1.  truck,  1  hose 
wagon,  1  c.  engine;  hose,  cotton,  rubber  lined, 
good,  1,900  ft.;  inferior.  860  ft;  total  hose.  2,250  ft; 
fire  alarm,  whistle;  value  of  dept  equipment,  $2,- 
600;  value  of  bldgs.,  $2,400*  ann.  exp.  ot  dept.  $1,- 
159.62;  total  mem.  28,  paid  part  time. 

Watbe  Supply— Source,  brook,  S  miles  from 
business  center;  system,  gravity;  quality  of  water, 
pood;  res.  cap.,  80,000,000  gau.;  mains,  wrought 
iron,  cement  and  iron,  UH  miles,  1  to  10  in.  du.: 
70  hydrants;  63  valves;  meters,  total  number.  46, 


Nash   1,   Union  SO,  Empire  16;  839  services;  pipe, 
1  and  flglv.  iron;  pressure^  dom.  G5  to  S^H 
lbs.,  fire  66  to  87%  lbs. ;  consumption  per  dav,  300,- 


000  gals.;  cost  to  construct  $86,000;  bonded  debt 
$7,08X1 ;  int  paid  on  bonds,  4  per  cent;  cost  of 
mtce.,  $900;  works  belong  to  town. 

NORTHKIDGE,  pop.  12,000;  mercanUle  bldgs.. 
brick  and  stone,  8  stones;  private,  wood.  2  stories; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  hand  engine,  6  c 
hand  ex.,  1  h.  &  L  truck,  5  hose  carriaces,  rccL 
etc.;  hose,  linen,  good  12,000  ft;  fire  alarm,  bell 
and  electric;  ann.  exp.  of  dept,  $1,000;  total  mem., 
53:  paid  part  time. 

Watbe  Supply— Source,  springs,  %  mile  from 
business  center;  system,  gravity;  res.  cap.,  2.000,- 
000  gals.;  2  pumpmc  engmes,  cap.  per  day  96,000 
gals.,  constructors  Holyoke  and  Knowles;  mains, 
iron,  17  miles,  4  to  12  in.  dia..  Wood;  100  hydranu; 
36  valves;  pressure,  dom.  78  lbs.,  fire  100  lbs.:  ann. 
cost  of  mtce.,  $1,000;  works  belong  to  Co. 

NORTH  BROOKFIELD,  pop.  2,617:  fire  area,  66 
square  miles;  mercantile  bldgs.,  wood,  2  to  4  stones; 
private,  wood.  2%  stories;  wooden  roofs  permitted; 
fireworks  ord.;  causes  of  fires  investigated;  a  v. 
fire  loss  per  yr.,  for  8  yrs.,  $16,063;  av.  ins.  for  same 
time,  $132,080.  rire  dept— 1  steamer,  1  c  ^■"r**^!  ' 
c.  hand  ex.,  1  h.  &  L  truck,  1  hose  wagon,  I  hosb 
carriages,  6  horses;  hose,  cotton,  nmber  fined 
good,  3,600  ft;  inferior,  all  kinds,  1,000  ft;  total 
hose,  6,000  ft. ;  fire  alarm,  electric,  1  box ;  value  of 
dept.  equipment  $6,000;  value  of  bldgs.,  $4,000; 
ann.  exp.  of  dept,  $1,196.69;  total  mem.,  96  volsa^ 
teers;  underwriters*  rating,  second  class. 

Watee  Supply— Source^  springs  and  ponds;  sys- 
tem, pump  to  res.;  filtration  system,  sand;  quahty 
of  water,  good;  res.  cap.,  407,000,000  gals.;  1  piaap- 
ing  engine,  class  dup.,  cap.  per  day  9411,000  gals^, 
constructor  KnowJ-s:  mains,  cast  iron,  8  mites.  4 
to  16  in.  dia.,  Charles  Miller  &  Son  and  Warren; 
106  hydrants.  Chapman;  meters,  total  nnmber  2, 
Crown,  Union,  owned  by  town;  524  services;  pipe, 
lead  and  iron ;  pressure,  dom.  B6  lbs.,  fire  120  ibs. : 
consumption,  per  day  174.000  gals.,  per  capita  62 
sals^  cost  to  construct  $194,620;  oondea  debt 
iffiO,000;  int  paid  on  bonds.  VA  per  cent;  ann.  cost 
of  mtce.,  $8,220;  works  belong  to  town. 

NORTH  CHELMSFORD,  pop.  4.664;  mercan- 
tile bldgs.,  wood.  Fire  dept— 2  h.  ft  1.  tracks,  29 
hand  ex.,  1  hose  cart  and  hose;  fire  alarm,  oelL 

Watbe  Supply— Source,  wells,  situated  %  mUe 
from  business  center;  system,  pump  to  stdp.;  stdp. 
cap.  860,000  gals.,  dim.  22  x  126,  material  used  m 
cons,  steel;  quality  of  water,  good;  2  pumping 
engines,  cap.  per  day  600^000  gais.,  constructors 
Gow  Co.;  mains,  cast  iron,  5  miles  4  to  U  in. 
dia.;  43  hydrants;  27  valves;  815  services:  pipe. 
tin-lead;  pressure,  dom.  60  to  76  lbs.,  fire  120  lbs.: 
cost  to  construct,  $60,000;  bonded  debt,  $76i.OO0; 
int  paid  on  bondn.  4  and  4%  per  cent;  works  be- 
long to  North  Chelmsford  fire  district 


NORTH  EASTON,  pop.  8,600;  fire 
acres;  mercantile  bldg^M  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  no  fire- 
works and  comDuatibles  ord.  Fire  dept — 4  c  hand 
ex.,  1  h.  &  L  truck,  2  hose  carriam,  S  ho 


hose,  cotton,  rubber' lined,  good,  2300  ft;  linen. 
good,  2,000  ft;  total  hose,  4.600  ft;  fire  alarm.  bcS; 
value  of  dept  equipment,  $6,000;  value  of  bldcv. 
$900;  ann.  exp.  of  dept,  $1,000;  total  mem.  II, 
paid  part  time. 

Watkr  Supply— Source,  springs,  H  nule 
business  center;  system,  pump  to  st 
286,000  gals.,  dim.  20  x  ICB,  builder 
quality  of  water,  good;  res.  cap.,  8,000^000 
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2  pumping  engines,  class  comp.,  csp.  per  day  1J600,' 
000  gals.,  constructor  Worthington;  mains,  iron. 
10  mUes,  4  to  10  in.  dis.;  96  hydrants,  Ludlow;  125 
▼alyes;  meters,  total  ntamber  178.  Crown,  Mersey 
Rotary;  607  services;  pressure,  dom.  00  lbs.,  fire 
90  lbs.;  cost  to  construct,  175,000;  works  belong  to 
district. 

NORTHFIELD,  jpop.  2^017;  mercantUe  bldgs.. 
wood,  2  and  3  stories;  private,  wood,  Vj/k  to  2V^ 
stories;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.  Fire  dept.— 1  h.  ft  L  truck;  fire 
alarm,  bell;  total  mem.,  20  volunteers. 

Water  Supply— Source,  brook,  1  mile  from 
business  center;  system,  gravity;  res.  cap.  360,000 
gals.,  located  1  mile  east  of  town;  mains,  iron^  2H 
miles,  4  to  6  in.  dia.;  40  services;  pipe,  galv.  iron; 
pressure,  dom.  50  lbs.,  fire  50  lbs. ;  cost  to  construct, 
16.400;  bonded  debt,  13,500;  int.  paid  on  bonds,  5 
per  cent;  ann.  cost  of  mtce.,  HOO;  works  belong  to 
Co. 

NORTON,  pop.  2,079;  fire  area,  whole  town; 
bldgs.,  wood,  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept.— 1 
hand  engine,  1  hose  carrisge;  hose,  linen,  good,' 600 
ft. ;  value  of  dept  equipment,  1600;  value  of  bldgs., 
$100;  total  mem.,  volunteers. 

WATza  Supply— Source,  wells,  60  rods  from 
business  center;  system,  eravity,  pump  direct;  stdp. 
cap.  5,000  gals.,  dim.  10  x  10,  material  used  in 
cons,  wood:  quality  of  water,  good;  1  pumping  en- 
gine, size  i^  X  12,  cap.  per  oav  60,000  gals.,  con- 
structor Knowles;  mains,  iron,  2,600  ft.,  4  in.  dia.; 
9  hydrants,  Chspman;  4  valves,  Chapman;  9  serv- 
ices; pipe,  galv.  iron;  pressure,  dom.  28^  lbs.,  fire 
3V^  lbs.;  consumption,  per  day  6,000  gals.,  per 
capita  261-3  gals.;  cost  to  construct,  |850;  ann.  cost 
of  mtce.,  100;  works  belong  to  E.  B.  Wheaton. 

NORWOOD,  pop.  7,000;  fire  area,  6,336  acres; 
mercantile  bld^s.,  Drick.  2  and  8  stories;  private, 
wood,  2H  stones;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept. — 2  hand 
engines,  14  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
wagons,  2  hose  reels;  hose,  cotton,  rubber  linec', 
good,  4,900  ft.;  fire  alarm,  telegraph;  value  of  dept. 
equipment,  $10,050:  value  of  blaffs.,  $15,500;  ann. 
exp.  of  dept.,  $4,000:  total  mem.  4o,  paid  part  time. 

WATBK  Supply— Source,  pond  and  smings:  sys- 
tem, pump  to  res.;  res.  cap.,  2,000j^  fl:als.;  V. 
pumping  engines,  cap.  per  day  1,600,000  gals.,  con- 
structor Davidson;  mains  cast  iron,  26  miles,  2  to 
14  in.  dia.,  Warren;  158  hydrants.  Chapman;  86 
valves;  meters,  total  number  507,  Crown,  Hersey 
Rotarj:  800  services;  pipe^  lead;  pressure,  dom.  68 
lbs.,  fire  58  lbs.;  consumption,  per  day  168,000  gals., 
per  capita  84  gals.:  cost  to  construct,  $169,815; 
in t  paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$3,500;  works  belong  to  tovm. 

ORANGE,  pop.  5,678:  fire  area.  1  sq.  mile;  mer- 
cantile bldgs.,  brick  ana  wood,  1  to  4  stories:  pri- 
vate, wood,  2H  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.,  for  3 
years,  $6,126.66;  av.  ins.  involved  tor  same  time 
$66,167.  Fire  dept. — 1  steamer,  1  hand  engine,  11 
hand  ex.,  1  h.  &  1.  truck,  1  comb.  h.  &  1.  wagon,  1 
hose  wagon,  2  hose  reels:  hose,  cotton,  rubber 
lined,  good,  7,600  ft.;  inferior,  all  kinds,  1,000  ft.; 
total  hose,  8.600  ft.;  fire  alarm,  eiectric,  21  boxes; 
value  of  dept.  equipment,  $7,000;  value  of  bldgs., 
$3^000;  ann.  exp.  of  dept.,  $8,000;  total  mem.  40, 
paid  part  time. 

Watbe  Supply— Source,  spring  and  brook,  2 
miles  from  business  center;  system,  pump  to  res. 
and  direct;  filtration,  wire  screens;  quality  of 
water,  good;  res.  cap.  2,126,000  s^ls.,  located  1  mile 
from  center  of  town;  2  pumping  engines,  class 
comp.  cond.,  cap.  per  day  506,CN)0  gals.,  constructor 
Deane;  mains,  cast  iron,  11  miles,  6  to  16  in.  dia.; 
HI  hydrants;  68  valves;  meters,  total  number,  622, 
Crown  9,  Nash  43,  Union  4,  Empire  14,  Trident  1, 
Hersey  Torrent  168.  Thomson  53.  Worthington 
8,  Columbia  80.  Lambert  199,  owned  by  consumer; 
700  services;  pipe,  galv.  iron;  pressure,  dom.  80  to 
IdO  lbs.,  fire  80  to  180  lbs. ;  consumption  per  day. 
1654^7  gals.;  cost  to  construct,  $169,126;  bonded 
debt,  $116,000;  int.  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $3,198;  works  belong  to  city. 

ORLEANS,  pop.  1,062:  fire  area,  6,600  acres; 
mercantile  bldgs.,  wood,  1  and  2  stories;  private, 
wood,  IH  and  2  stories;  wooden  roofs  permitted; 


PEABODY.  pop.  14,600;  fire  area,  10,000  acres; 
lercantile  bldgs.,  brick  and  wood,  1  to  9  stories; 
rivate,  wood.  2  stories;  wooden  roofs  permitted; 
reworks  ana  combustibles  ord.;  causes   of  fires 


no  fireworks  and  combustibles  ord.  Fire  dept.—! 
comb,  hand  and  c.  engine,  1  hose  carriage;  hose, 
linen,  good  700  ft;  1  box;  value  of  dept.  equip- 
ment, 11,000;  value  of  Udgs.,  $800;  ann.  exp.  of 
dept.,  $iBO;  total  mem.,  12  volunteers. 
Watek  Supply— Source,  wells  and  cisterns. 

OXFORD,  pop.  2,927;  fire  area,  1,000  acres;  mer. 
cantile  bldgs.,  brick  and  wood,  1  to  3  stories;  pri- 
vate, wood,  2  to  3  Tories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  1904.  $9,756: 
ins.,  $7^325.  Fire  dept— 1  steamer,  1  hand 
engine,  6  c.  hand  ex.,  1  hose  wagon,  1  hose  reel; 
hose,  cotton,  rubber  Imed,  good  2,000  ft j  inferior^ 
all  kinds,  500  ft;  toUl  hose,  2,500  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  ^000;  value  of 
bldfl^,  $4,600;  ann.  exp.  of  dept,  $1,000;  total  mem., 
4  paid  part  time. 

Water  Supply— Source,  8  driven  wells,  cap.  to 
stdp.  150,000  gals.,  2  pumps,  2  40-hp.  gas  engines. 

PALMER,  pop.  7,755;  mercantile  bldjars.,  brick 
and  wood,  2  to  4  stories;  private,  wood,  Z^  sto- 
ries: wooden  roofs  permitted  in  fire  area;  fire- 
works ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  steamer,  1  hand  engine,  80  c  hand  ex., 

1  n.  &  1.  truck,  1  hose  wagon,  1  hose  carriage; 
hose,  cotton,  rubber  lined,  good,  2,400  ft.;  fire 
alarm,  bell  and  whistle,  15  boxes:  value  of  dept. 
equipment,  $7,500;  value  of  bldgs.,  $5,000;  ann.  exp. 
of  dept.,  $3,000;  total  mem.,  25  volunteers. 

WATsa  Supply — Source,  reservoirs  and  springs; 
system,  gravity;  3  res.  cap..  6.100,000  gals.;  mamst 

8  miles.  4  to  12  in.  dia.;  oO  hydrants;  26  valves; 
meters,  total  number  68 j  190  services;  pressure, 
dom.  70  lbs.,  fire  76  lbs. ;  mt.  paid  on  bonds,  5  per 
cent;  ann.  cost  of  mtce.,  $1,200;  works  belong  to 
Co. 

PEABODY.  pop.  14,600;  fire  area,  10,000  acres; 
mercan"-'-  •-'-*—     •--•-»    — ^ ^    -  -     «  '--- 

private, 
firewori 
investigated.    Fire  dept— 2  steamers,  1  c.  engine, 

9  c.  hand  ex.,  1  h.  &  L  truck,  6  hose  wagons.  8 
hose  carriages,  15  horses;  hose,  cotton,  ruboer 
lined,  good,  12,000  ft;  fire  alarm,  Gamewell,  42 
boxes;  value  of  dept.  equipment,  $27,430;  value  of 
bldgs.,  $49,200;  ann.  exp.  of  dept,  $15,500;  toUl 
mem.  92,  paid  full  time  10,  volunteers  82;  under* 
writers'  rating,  second  class. 

Water  Supply— Source,  ponds,  5  miles  from 
business  center;  system,  pump  to  res.  and  direct: 
stdp.  cap.,  600,000  gals.,  dim.  60  x  26,  material 
used  in  cons,  iron;  qualitv  of  water,  good;  res. 
cap.,  3,086,000  gals.^  located  4^  miles  from  center 
of  town;  1  pumping  engine,  class  comp.  dup.. 
cap.  per  day  6,000,000  gals.,  constructor  Worth- 
ington; mains,  iron,  48  miles,  2  to  20  in.  dia.;  371 
hydrants;  Ludlow  valves;  meters,  total  number, 
176,  Crown  5,  Union  106,  Gem  1,  Hersey  Disc  42, 
Bu£Falo  3,  2^425  services;  pipe,  galv.  iron;  pres- 
sure, dom.  75  to  86  lbs.,  nre  60  to  86  lbs.;  con< 
sumptionper  day,  2,716,000  gals.;  cost  to  con- 
struct, ^787,000;  bonded  debt,  $893,000;  int  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $16,000;  works  be- 
long to  city  and  Co. 

PEMBROKE,  pop.  1,280.    Fire  dept-50  c.  ex., 

2  hose  carts,  3  chem.  wagons;  hose,  680  ft;  total 
mem.,  40  volunteers. 

Watek  Supply— Source,  pond,  situated  8  milea 
from  business  center;  system,  pumping;  stdp.  cap., 
865,000  gals.;  dim.  26  x  100  ft:  material  used  m 
construction,  steel;  quality  ot  water,  ffood;  2 
pumps;  cap.  per  day,  2^  to  3  million  gals.;  con- 
structors, Barr,  Worthington;  mains,  cast  iron,  6 
miles;  meters,  total  number,  13,  National,  owned 
by  towns  of  Abingdon  and  Rockland;  61  services; 
pressure,  dom.  76  lbs.,  fire  100  lbs. 

PEPPERELL,  pop.  8,268;  fire  area,  whole  town; 
mercantile  bldgs.,  wood,  2  to  6  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fire> 
works  and  combustibles  ord.;  causes  of  fires  in* 
vestijgated.  Fire  dept— 1  steamer,  1  hand  engine, 
2  c.  hand  ex.,  1  h.  &  L  truck,  1  hose  wagon,  1  hose 
carriage,  2  horses;  hose,  cotton,  rubber  lined,  good 
4.000  It;  fire  alarm,  Gamewell,  12  boxes;  TaJne  of 
dept  equipment,  $7,000;  value  of  bldgs.,  87,000: 
ann.  exp.  of  dept,  $8,800:  total  mem.,  TO,  paid  full 
time  1,  paid  part  time  77. 

Watee  Supplt— Source,  reservoirs  and  wells; 
cap.,  26,000  bbls.;  6  hydrants. 
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PITTS  FIELD,  pop.  25,600.  Fire  dept.— 3  steam 
■engines,  3  comb.  c.  &  h.  wagons,  12  c.  ex.,  2  h.  & 
1.  trucks,  2  hose  carts;  total  mem.  70,  18  paid  full 
time^  60  call  men;  alarm,  Game  well. 

Watsk  SuppLY—Source,  Pohley  lake,  8  miles 
from  business  center;  system,  gravity j  quality  of 
water,  Al ;  res.  cap.  24,000,000  gals. ;  mams,  wroueht 
Iron,  70  miles,  4  to  16  in.  dia.;  298  hydrants:  S97 
valves:  meters,  total  number  209,  Neptune  Meter 
Co.,  National  Meter  Co.,  Hersey  Mfg.  Co.;  pipe, 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  70  lbs.;  con- 
sumption per  day,  900,000  gals.:  per  capita,  100 
gals.:  cost  to  construct,  $750,000;  bonded  debt, 
$244^000;  ann.  cost  of  mtce.,  $8,000;  works  belong 
to  city.     . 

PLAINVILLE,  pop.  2,189.  Fire  dept.— 4  hand 
ex.,  2  hose  carriages;  Are  alarm,  electric;  total 
mem.,  35  volunteers. 

Water  Supply— Source,  wells;  ^  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
246,000  gals.;  dim..  25  x  67  tt.;  material  used  in 
construction,  steel;  quality  of  water,  good;  2 
pumping  engines;  cap.  per  day,  525,000  gals.;  con- 
structor  Blake;  cast  iron  mains,  4.26  miles;  4  to  12 
in.  dia.;  118  hydrants;  46  valves;  meters,  total 
number,  118;  constructors  National  Meter  Co., 
Hersey  Meter  Co.  18,  Nash  100;  owned  by  con- 
"sumers;  118  services;  pipe,  galv.  wrought  iron; 
pressure,  dom.  74  lbs.;  consumption  per  day,  26,- 
vOO  gals.;  cost  to  construct,  $3o,000;  bonded  debt, 
$36,000;  int.  paid  on  bonds,  4H  per  cent;  works 
belong  to   town. 

PLYMOUTH,  pop.  13.000;  fire  area.  2.000  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories: 
private,  wood.  3  stories;  wooden  roofs  permittea 
in  fire  area;  fireworks  ord.;  causes  of  fires  investi- 

?ated;  fire  loss  for  1908,  $81,987;  ins.  involved 
or  same  time,  $447,775.  Fire  dept — 3  steamers,  2 
c.  engines,  24  c.  hand  ex.,  2  h.  &  1.  trucks,  2  hose 
wagons,  6  hose  carriages,  14  horses;  hose,  cotton, 
rubber  lined,  good,  8,200  ft ;  fire  alarxn,  Gamewell, 
^  boxes;  value  of  dept  equipment,  $27,535:  value 
of  bldgs.,  $60,000;  ann.  exp.  of  dept.,  $112,800;  total 
mem..  100  volunteers;  E.  D.  Bartlett  chief. 

Watee  SupPLY-^Source,  ponds,  4  miles  from 
business  center;  system,  gravity,  pump  to  res.; 
^quaJity  of  water,  good;  res.  cap.,  8,000,000  gala., 
2  pumpinff  engines,  class  dup.,  cap.  per 
day  3,600.000  gals.;  constructors,  Wortbington, 
Barr;  mains,  cement  lined,  47  miles,  4  to 
16  in.  dia.;  200  hvdxanU;  630  valves; 
meters,  total  number  100:  2,340  services;  pipe, 
lead;  pressure,  dom.  40  lbs.,  fire  80  lbs.:  cost 
to  construct  1328.875;  bonded  debt,  $111,680;  int 
paid  on  bonds,  4  per  cent;  coat  of  mtce.,  ^1,000; 
works  belonz  to  town. 

PRINCETON,  pop.  925.  Fire  dept— 2  c.  en- 
gines, 1  h.  &  1.  truck;  total  mem.,  60  volunteers; 
value  of  dept  equipment,  $1,000;  value  of  bldgs., 
$1,500;  ann.  exp.  ot  dept,  $300. 

Watee  Supply— Not  reported. 

PROVINCETOWN.  pop.  4,370;  fire  area,  300 
«cres;  mercantile  bldgs.,  wood,  1  to  3  stories: 
private,  wood,  2  stories;  wooden  roofs  permittea 
m  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  fire  loss  for  1907, 
12,160,  ins.  involved  for  same  time,  $176,000.  Fire 
dept. — 1  steamer.  3  hand  engines,  1  c.  eng:ine,  15 
%.  liand  ex..  1  h.  &  1.  truck,  1  hose  wagon,  6  hose 
carriages,  2  horses;  hose,  cotton,  rubber  lined, 
good,  6,000  ft.;  inferior,  all  kinds,  600  ft.;  total 
hose,  6,600  ft;  fire  alarm,  bell;  value  of  dept 
■equipment.  $14,000:  value  of  bldgs..  $12,500;  ann. 
exp.  of  dept.,  $1,470;  total  mem.,  126  volunteers. 

Watee  Supply— Source,  wells,  6  miles  from 
1>usiness  center :  system,  pump  to  stdp.  and  direct; 
«tdp.  cap.  460,000  gals.,  dim.  100x28.  located  near 
center  of  town,  material  used  in  cons.  iron, 
builders  Hodge;  quality  of  water,  good;  1  pump- 
ing engine,  class  comp.  dup.,  cap.  per  dav  1,000,000 
business  center;  system,  pump  to  stop.:  stdp. 
gals.,  constructors  Xaidlaw-Dunn-Gordon  &  Co.; 
mains,  cast  iron.  8M^  miles,  4  to  12  in.  dia.,  Mc- 
Neal;  76  hydrants,  Chapnun;  121  valves;  meters, 
total   number  47,   owned   by   town;   606   services; 

Ripe,  wrought  iron.;  pressure,  dom.  70  lbs.,  fire 
>  lbs.;  consumption,  per  day  80,000  gals.,  per 
capita  20  gals.;  cost  to  construct.  $126,000;  mt. 
paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$2,000;    works   belong   to   town. 


SUINCY,  pop.  28,067;  mercantile  bldos.,  brick 
wood,  1^  to  8  stories;  private,  wood,  IH  *ad 
2  stories;  wooden  roofs  permitted;  fireworks  and 
combustible  ord.;  causes  of  fires  investigatecL  Fire 
dept— 2  steamers,  8  comb.  c.  ft  h.  wagons,  2  comb, 
h.  &  L  trucks  and  c.  engines,  2  c  engines.  22  c 
hand  ex.,  1  h.  ft  L  truck,  6  hose  carriam*  21 
horses;  hose,  cotton,  rubber  lined,  sood,  12,000  ft; 
inferior,  all  kinds,  1,000  ft;  total  nose,  14,000  ft; 
fire  alarm,  Gamewell  and  Stevens,  81  boxes:  value 
of  dept  equipment,  $20,000;  value  of  bldgs.,  $64,000; 
ann.  exp.  of  dept,  $28,779.16;  total  mem.,  81,  paid 
full  time  18,  paid  part  time  63;  underwriters'  rat* 
itig,  first  class. 

WATEE  Supply— ^urce^  Metropolhaa  Water 
System;  2  stdps.;  cap.,  "^000  gals.;  material  used 
in  cons.,  iron;  quality  of  water,  good;  mains,  cast 
iron,  106  miles,  4  to  20  in.  dia.;  735  hydrants. 
Coffin;  1,830  valves,  Cofiin;  meters,  total  number 
2,000.  owned  by  city;  6.400  services;  pipe,  lead: 
pressure,  dom.  90  lbs.,  fire  90  lbs.;  works  belong 
to  city. 

RANDOLPH,  pop.  4,084;  mercantile  bides., 
wood,  2  to  6  stories;  private,  wood.  2  and  8  storfes; 
wooden  roofs  permitted.  Fire  dept — ^1  steamer, 
1  c.  band  ex.,  1  h.  &  1.  truck,  8  nose  carriages, 
reels.  &c^  6  norses;  hose,  cotton,  rubber  lined, 
good  8,600  ft.;  fire  alarm,  Gamewell.  17  boxes; 
ann.  exp.  of  dept,  $2,200;  total  mem..  52,  paid 
part  time. 

Watee  Supply— Source,  ponds^  8  miles  from 
cap.  750,000  gals.,  builder  Cunningham;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
4,000,000  gals.,  constructors  Holly,  Blalce;  mains, 
cast  iron,  18  miles;  156  hydrants;  meters,  total 
number  180,  owned  by  town;  876  services;  pipe, 
cement  lined;  pressure,  dom.  80  lbs.,  fire  100  lbs.; 
consumption  per  day,  826,690  gals. :  cost  to  con- 
struct $158,000;  cost  of  mtce..  $12,762;  works  be> 
long  to  town. 

READING,  pop.  6.682;  fire  area,  9%  sq.  miles; 
mercantile  bldgs.,  brick  and  wood.  1  to  6  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  8  yrsM  $7,010;  av.  Ins.  involved  for  same  time. 
$15,482.  Fire  dept— 1  steamer.  8'  c.  hand  ex..  1  h. 
&  1.  truck.  4  hose  wagons,  8  nose  carriages;  hos^ 
cotton,  rubber  lined,  good.  6,000  ft;  mterior,  all 
kinds,  2,000  ft;  total  hose,  7,000  ft;  fire  alarm, 
bell  and  whistle.  34  boxes;  value  of  dept  equip- 
ment, $8,200;  value  of  bldgs^  $12,000;  ann.  exp. 
of  dept,  $32800;  total  mem.,  W,  paid  part  time  66; 
volunteers  10. 

Watee  Supply— Source,  wells.  2H  miles  from 
business  center;  system,  pump  to  stdp. ;  stdp.  cap.. 
530,000  gals.^  dim.  SOxlW.  material  used  in  cons, 
iron;  filtration  system.  Warren  Filter;  cap.  of 
plant,  1,000.000  gals.;  quality  of  water,  good;  S 
pumping  engines,  cap.  per  day  1,600.000  giis.^ 
constructors  Blake.  Worthington;  mains,  cast 
iron,  31  miles,  6  to  12  in  .dia.;  179  hydrants:  S80 
valves;  meters,  total  number  1.242,  Crown  80, 
Nash  658.  Union  11.  Empire  196.  Gem  4.  Hersey 
Disc.  113,  Thomson  12,  Worthington  S,  Cohinibia 
30,   Lambert  41,   owned  by  town;  1.276  services; 

f>ipe,  iron  and  cement  lined;  pressure,  dom.  73 
bs.,  fire  73  lbs.;  consumption  per  dav,  180,000 
gals. :  cost  to  construct.  $318,626;  bonded  debt, 
$189,000;  int.  paid  on  bonds,  4  per  cent;  cost  of 
mtce.,  $15,609;  works  belong  to  town. 

REVERE,  pon.  14,000;  fire  area,  3,200  acres; 
mercantile  bldgs..  brick  and  wood,  1  to  4  atorica; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  ord.;  causes  of 
tires  investigated.  Fire  dept — ^2  steamers,  S  c 
hand  ex.,  2  n.  &  1.  trucks,  1  hose  wagon,  1  hose 
carriage,  2  comb.  c.  &  h.  wagons,  IS  horses;  hose. 
cotton,  rubber  lined,  good.  10,000  ft{  fire  alann. 
electric,  88  boxes:  value  ot  dept  eqwpment,  $S9.- 
200:  value  of  blags.,  $47,000;  ann.  exp.  of  dept.. 
$6,500:  total  mem.  67,  paid  full  time  lO,  paid  part 
time  47. 

Watee  Supply— Source.  Metropolitan  water  sap> 
ply.  6  miles  from  business  center;  nrstem,  Brmrity; 
quality  of  water,  good;  res.  cap.  l,B0Qi6CO  gala.,  lo- 
cated Prospect  av. ;  maina,  cement  lined,  cast  iron 
and  wrougr*  iron,  43  1-6  miles,  1  to  16  in.  dia. ;  UV 
hydrants.  Chapman  and  Ludlow;  800  valves.  Chap- 
man, Ludlow,  Feet,  Nelson;  meters,  total  nnm* 
ber  297,  Hersey  Rotary  7,  Hersey  Disc  lOT,  Hevsev 
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Torrent  5,  Worthington  A,  Trident  SI^Lambert  8, 
owned  by  town  and  consumer;  ZfiBZ  services; 
pipe,  wrought  iron  and  cement  lined;  pressure, 
dom.  30  lbs.,  fire  70  lbs.;  bonded  debt,  $344,000; 
int.  paid  on  bonds,  3H  per  cent;  works  belong  to 
town. 

ROCKLAND,  pop.  6J87:  fire  anm  «^4D0  Acres; 

mercantile  bldgs..  brick  and  wood,  2^  stories; 
private,  wood,  IVft  and  3%  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord. 
Tire  dept. — 1  steamer,  1  hand  engine,  1  h.  &  1. 
truck,  2  hose  carriages,  reels,  3,  etc.,  8  hired  horses; 
hose,  cotton,  rubber  lined,  good  8,£>00  ft. :  interior, 
all  kinds,  :^  ft;  toUl  hose,  3,893  ft.;  fire  alarm, 
Gamewell.  16  boxes;  value  of  dept.  equipment, 
36,500;  value  of  bldgs.,  |4»o00;  ann.  exp.  of  dept., 
$4,300;  total  mem.,  70,  paid  part  time;  under- 
writers' rating,  second  claiss. 

Watsk  Supply— Source,  pond,  6  miles  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
367463  gals.,  builder  Cunningham;  pumping  en- 
gines, cap.  per  day  4,500,000  gals.,  constructors 
Worthington,  fiarr;  mains,  iron,  22%  miles,  4  to  16 
in.  dia.,  Warren;  148  hvdrants.  Coffin;  98  valves; 
meters,  total  number'  276,  Crown,  Union,  Uerscy 
Kotarr,  Thomson.  Worthington;  1,175  services, 
pipe,  iron,  pressure,  dom.  76  lbs.,  fire  76  lbs. ;  con* 
sumption,  per  day  ulJB27  gals.;  per  capita  62  gals.; 
cost  to  construct,  $1#7,000;  int  paid  on  bonds.  4 
per  cent;  ann.  cost  of  mtce.,  $6^2.66;  works  be- 
long to  city. 

ROCKPORT,  pop.  4,447;  fire  area*  4,250  acres; 
mercantile  bldgs.,  wood,  2  and  3  stories;  wooden 
roofs  permitted;  fireworks  and  combust iblea  ord.; 
causes  of  fires  investigated.  Fire  dept— 2  steamers, 
4  c.  hand  ex.,  1  h.  tt  L  truck,  2  supplv  wagons,  4 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
4,500  ft.;  inferior,  all  kinds,  300  ft:  toul  hose, 
4,S0O  ft.;  fire  alarm,  Gamewell;  value  of  dept, 
equipment,  ^0,000:  value  of  bldgs.,  $3,000;  ann. 
exp.  of  dept.,  $2,200;  total  mem.  65,  paid  full  time 
5,  volunteers  50;  Andrew  Robb,  chief. 

Watbk  Supply— Source,  pond,  VA  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
317,000  gals.,  dim.  30  x  60,  located  700  ft  from  sta^ 
tion,  material  used  in  cons,  steel,  builders  Cun- 
ningham Iron  Works;  quality  of  water,  fair;  2 
pumping  engines,  class  comp.  dup.,  size  8  x  16  x 
10  X  18,  cap.  per  day  2,000,000  gals.,  construc- 
tor Deane;  mams,  cast  iron.  14^  miles,  4  to 
10  in.  dia.;  130  hydrants,  Ludlow;  services,  pipe, 
galv.  iron;  pressure,  dom.  100  lbs.,  fire  80  lbs.; 
consumption,  per  day  827,431  g*ls.,  per  capita 
46  gals.;  cost  to  construct,  $175,000;  works  belong 
to  town. 

RUTLAND,  pop.  1,713;  fire  area,  3,840  acres; 
mercantile  bldgs.,  wood,  1  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area:  causes  of  fires  investigated.  Fire  dept— 1 
hand  engine,  1  h.  &  1.  truck.  1  hose  wagon; 
hose,  cotton,  rubber  lined,  good,  1,000  ft:  infer- 
ior, all  kinds,  200  ft.;  touf  hose,  1,200  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $600;  value 
of  blogs.,  $1,000;  total  mem.,  35  volunteers. 

Watbk  Supply- Source,  lake,  VA  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
221,000  gals.,  material  used  in  cons,  iron,  builder 
Cunningham;  quality  of  water,  good;  2  pumping 
engines,  cap.  per  day  1,105,000  gels.,  constructors 
Knowles,  Deane;  mains,  iron,  3V^  miles,  4  to  12 
in.  dia.;  18  hydrants;  66  services;  pipe,  galv.  iron; 
presstare,  dom.  62  lbs.,  fire  62  lbs.;  cost  to  con- 
struct, ^,000;  bonded  debt,  $26,000;  int  paid  on 
bonds.  3%  per  cent;  ann.  cost  of  mtce.,  $1,300; 
works  belong  to  town. 

SALEM,  pop.  37,627;  fire  area,  4.600  acres;  mer- 
cantile blags.,  brick  and  wood,  2^  to  4  stories; 
private,  wood,  2%  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  torS  yrs.,  $60,433;  av.  ms.  involved  for  same 
time.  $306,043.  Pire  dept— 4  steamers,  1  c  engine* 
13  c.  hand  ex.,  1  h.  &  1.  truck,  1  aerial  truck,  10 
hose  wagons.  29  horses;  hose,  coton,  rubber  lined, 
good,  16,660  ft;  fire  alarm,  electric,  86  boxes: 
ann.  exp.  of  dept.,  $37,072;  total  mem.  113,  paid 
full  time  19,  paid  part  time  80. 

Watbk  Supply— Source,  lake,  4  miles  from  busi- 
ness center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good:  res.  cap.  20,000,000  ^als., 
located   at   Beverly,   Mass.;   2   pumping   engines. 


class,  hor.  comp.,  cap.  per  day  10,000,000  gals.,  con- 
structor Worthington;  mains,  cast  iron,  cement 
lined,  69  miles,  4  to  36  in.  dia.;  633  hydrants,^ 
Whittier,  Lowry;  729  valves,  Whitter,  hapmain; 
meters,  total  number,  238.  rown.  Standard,  Bee, 
Gem,  Hersey  Rotary,  Trident,  Kersey  Torrent, 
Thomson,  Weir,  Worthington,  Lambert,  owned  by 
city;  6,786  services;  pipe.  galv.  iron  and  lead;, 
pressure,  dom.  IB  to  62  lbs.,  fire  18  to  62  Ibsj^ 
consumption  per  day,  3,266,719  cals.,  per  capita  83; 

fals.;  cost  to  construct,  $1,964,»8.49;  bonded  debt 
123,500;   int   paid  on   bonds,  Zyk  to  4  per  cent; 
ann.  cost  of  mtce.,  $37,329.36;  works  belong  to  city. 

SALISBURY,  pop.  1,662;  mtrcantUe  bldgs.„ 
wood,  1  to  3  stories;  private,  wood,  2  sto- 
ries; wooden  roofs  permitted  in  fire  area: 
fireworks  and  combustibles  ord.;  causes  ot 
fires  investigated.  Fire  dept — ^2  hand  engines,  4 
c  engines,  18  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,200 
ft;  fire  alarm,  bell;  value  of  dept  equipment,  $2.- 
000;  ann.  exp.  of  dept,  $150;  total  mem.,  80  vol- 
unteers. 

Water  Supply— Source,  wells,  ponds  and 
streams. 

SANDWICH,  pop.  1,448;  mercantile  bld||s.„ 
wood,  lyk  and  2  stones;  private,  wood,  2%  stories; 
wooden  roofs  permitted;  no  &:eworks  and  com- 
bustibles ord.   Vire  dept— 1  comb.  e.  &  h.  wagon, 

1  h.  &  I.  truck,  1  hose  carriage;  hose,  linen,  good 
460  ft;  inferior,  all  kinds,  60  ft;  total  hose,  60  ft; 
fire  alarm,  bell;  total  mem.,  40  volunteers. 

Watbe  Supply— Source,  wells  and  ponds,  sup- 
plied by  springs. 

SAUGUS.  pop.  6,262;  fire  area,  11%  sq.  miles; 
mercantile  bldgs.,  wood  and  brick,  1  to  4  storiea;, 
private,  wood.  2%  stories:  wooden  roofs  permitted; 
fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept.— 26  c.  hand  ex.,  1  h.  &  1.  truck,  3  hose 
wagons;  hose,  cotton,  rubber  lined,  good,  6,000  ft; 
rubber,  good,  300  ft;  inferior,  all  kinds.  3,000  ft; 
total  hose,  9,300  ft.;  fire  alarm,  bell,  82  boxes; 
value  of  dept  equipment,  $6,000;  value  of  bldg8.„ 
$7,000;  ann.  exp.  of  dept,  $4,900;  total  mem.,  66, 
paid  part  time  44,  volunteers  IL 

Watbk  Supply- Source,  supplied  by  Lynn 
Water  Works  Co.,  3H  miles  from  business  center: 
system,  pump  to  res.;  mains,  iron,  19  miles,  4  to  10 
in.  dia.;  163  nydrants,  Holyoke,  Chapman;  107  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  66  lbs.,  fire 
70  lbs.;  cost  to  construct,  $136,000;  int.  paid  on 
bonds.  4  and  4%  per  cent;  works  belong  to  town. 

SAXONVILLE.    (See  Framingham.) 

SCITUATE.  pop.  3,500;  fire  area,  4,600  acres; 
mercantile  bldgs.,  wood,  1  to  2V^  stories;  private, 
wood;  wooden  roofs  permitted  in  fire  area;  causes 
of  fire  investigated;  av.  fire  loss  per  year,  for  3 
years,  $1,000;  av.  ins.  involved  tor  same  time, 
$1,200.    Fire  dept— 3  h.  &  1.  trucks,  20  c.  hand  ex., 

2  hose  wagons,  6  hose  carriages,  4  horses;  hose, 
4,500  ft;  nre  alarm,  bell;  value  of  dept  equip- 
ment, $4,000;  value  of  bldgs.,  $4,500;  ann.  exp.  of 
dept,  $1,000;  total  mem.,  75. 

WATEi  Supply— Not  reported. 

SHARON,  pop.  2,060;  mercantile  bldgs.,  wood, 
2H  and  3  stones;  private,  wood,  2  and  2Vh  stories; 
wooden  roofs  rx'rmitted;  no  firework*  Jind  com- 
bustibles ord.  Fire  dept — ^1  comb.  h.  &  I.  wagon, 
2  c.  hand  ex.,  1  hose  wagon,  I  hose  carriage,  3 
horses  hired;  hose,  cotton,  rubber  lined,  good  2,- 
400  ft.;  inferior,  all  kinds.  500  ft;  total  hose, 
2.900  ft;  fire  alarm,  Gamewell,  13  boxes;  value  of 
dept.  equipment  $1,600;  value  of  bldgs.,  $2,000; 
ann.  exp.  of  dept,  $1,750;  total  mem.,  36,  paid  part 
time. 

Watek  Supply— Source,  Spring  and  well.  2-3 
miles  from  business  center;  system,  pump  to 
stdo.;  stdp.  cap.,  188,000  gals.,  dim.  20  x  80,  ma- 
terial used  in  cons,  iron,  builder  Cunningham; 
quality  of  water,  good:  2  pumping  engines,  class 
comp.,  cap.  per  day  1,600,000  gals.,  constructors 
Knowles,  Deane;  mains,  cast  iron,  14  miles,  2  to 
12  in.  dia.;  100  hydrants;  106  valves;  meters,  total 
number  6,  Crown  3,  Union  2,  owned  by  consumer; 
430  services;  pipe,  lead;  pressure,  dom.  35  lbs., 
tire  83  lbs. ;  consumption  per  day,  92,000  gals. ;  cost 
to  construct.  $96,000;  bonded  debt,  $47,000;  int 
paid  on  bonds,  4  per  cent;  cost  o*  mtce.,  $2,800; 
works  belong  to  town. 
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SHEFFIELD,  pop.  1,782;  mercantile  bldgs.. 
wood;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  hose  carriage;  hose,  cotton,  rubber 
lined,  good,  600  ft.:  fire  alarm,  bell:  total  mem., 
80  volunteers;  Charles  Andrus^  chieL 

Water  Supply— Source,  sprmgs;  gravity;  res. 
cap.,  600,000  gals.;  mains,  cast  iron,  6  miles,  4  to  8 
in.  dia.;  21  hydrants;  100  services;  pressure,  dom. 
46  lbs.,  fire  80  lbs.;  cost  to  construct,  $40,000;  ann. 
cost  ot  mtce.,  $900;  works  belong  to  Co. 

SHELBURNE  FALLS,  pop.  1,616;  fire  area. 
300  acres;  mercantile  bldgs.,  brick  and  wood,  1 
to  S  stories;  private,  wood;  wooden  roofs  per- 
mitted in  fire  area;  causes  of  fires  investigated. 
Fire  dept. — 1  steamer,  1  hand  engine,  1  c.  engine, 
3  c.  hand  ex.,  1  h.  &  1.  truck,  2  iiose  carriages  2 
horses;  hose,  cotton,  rubber  hned,  good.  3,0<w  tt.; 
inferior,  all  kinds,  600  ft. ;  toUl  hose,  3,600  ft. ;  fire 
alarm,  bell,  7  boxes;  value  of  dept.  equipment.  $9,- 
000:  value  of  bldgs^  $2,000;  ann.  exp.  of  dept., 
$L00O;  total  mem.,  66  volunteers. 

Watbe  SuppLY--5ource,  mountain  springs;  s^- 
tem,  grmvi^;  mains,  wrought  iron,  8  milM,  2  in. 
dia.;  8  hvdrants;  108  services;  pressure,  dom.  90 
lbs.,  fire  90  lbs.;  consumption,  per  day  18,000  gals., 
per  capita  18  nls.;  cost  to  construct,  $6,600;  ann. 
cost  ot  mtce.,  f50;  works  belong  to  Co. 

SHERBORN,  pop.  1,879;  mercantile  bldgs., 
wood.  Fire  dept. — 20  c.  hand  ex.;  fire  alarm,  bell; 
total   mem.,  10  volunteers. 

Watsk  Supply— Not  reported. 

SHIRLEY,  pop.  1,692;  fire  area,  9,328  acres. 
Fire  dept. — i  hand  engine,  1  c.  engine,  16  c.  hand 
ex.,  1  h.  &  1.  truck,  1  hose  carriage,  2  horses,  hired; 
hose,  cotton,  rubber  lined,  good  1,900  ft.;  rubber, 
good,  1,000  ft.;  inferior,  all  kinds,  200  ft.;  total 
hose,  8,100  ft.;  alarm,  Gamewell,  3  boxes;  value  of 
•dept.  equipment,  $1,600;  value  of  bldgs.,  $1,800; 
ann.  exp.  of  dept.,  $700;  total  mem.  18,  paid  part 
time. 

Watbe  Supply— 'Source,  well,  H  mile  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.,  200,000  gals., 
located  %  mile  from  center  of  town;  pumping 
•engines;  class,  trip.,  cap.  per  day  120,000  gals., 
constructors  Stilwell-Bierce  and  Smith- Vaile; 
mains,  cast  iron  6  miles,  6  to  10  in.  dia.;  71  hy- 
•drants;  66  valves;  meters,  total  number  104,  Em- 
pire, owned  by  water  district;  182  services;  pipe, 
iron  and  cement  lined;  pressure,  dom.  75  lbs.,  nre 
'76  lbs.;  consumption  per  day,  86,816  gals.;  cost 
to  construct,  $46,983;  bonded  debt,  $6,860;  int. 
paid  on  bonds,  3^  per  cent. 

SHREWBURY,  pop.  1,866;  mercantile  bldga., 
wood,  2  stories;  private,  wood;  wooden  roofs  per- 
mitted in  fire  area.  Fire  dept.— 2  hand  engines, 
11  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose  carnages; 
hose,  cotton,  rubber  lined,  good,  1,000  ft.;  in- 
ferior, all  kuids,  250  ft.;  total  hose,  1,260  ft.;  fire 
alarm,  whistle;  ann.  exp.  of  dept.,  $100;  total 
mem.  volunteers. 

Watsk  Supply— 'Source,  wells,  in  business  cen- 
ter; system,  pump  to  tank;  quality  of  water, 
f  ood :  TtB,  cap.,  216,000  gals. ;  pumping  engine,  cap. 
per  day,  18,000  gals.,  constructor  National  Water 
Co.;  mains,  cast  iron,  1  mile;  2  hydrants;  pres- 
sure, dom.  86  lbs.,  fire  86  lbs.;  cost  to  construct, 
$5,000;  cost  of  mtce.,  $600;  works  belong  to  town. 

SOMERSET,  pop.  2,708;  bldgs.,  wood,  2% 
stories:  wooden  roofs  permitted;  causes  of  fires 
investi^ted:  fire  loss  for  1909,  $2,000;  ins.  for 
same  time,  $3,000.  Fire  dept.— 1  steamer,  1  h.  &  1. 
truck,  1  c.  engine,  1  hose  carriage,  reel,  etc.;  hose, 
cotton,  rubber  lined,  good,  1,500  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  $4,000;  ann.  exp. 
of  dept.,  $200;  total  mem.,  65  volunteers. 

Water  Supply— Source,  river,  near  business 
center;  quality  of  water,  salty.  Will  install  arte- 
sian wells,  with  pumps,  tanks,  etc.,  for  water  sup- 
ply of  town. 

SOMERVILLE.  pop.  71,000;  fire  area.  2.240 
-acres:  mercantile  bldgs.,  brick  and  wood,  1  to  10 
stories;  private,  wood,  2%  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — 4 
steamers,  1  c.  engine,  29  c.  hand  ex.,  2  h.  &  1. 
trucks,  2  comb.  c.  &  h.  wagons,  1  comb.  h.  &  1. 
truck,  6  hose  wagons,  1  hose  carriage,  41  horses; 
Ikose,    cotton,   rubber  lined,   good,   12,000   ft.;   fire 


alarm,  Gamewell,  109  boxes;  value  of  dapc 
equipment,  $70,000;  value  of  bldgs.,  $200,000:  ann. 
exp.  of  dept.,  $70,000;  total  mem.,  120,  paid  foil 
time  38,  paid  part  time  80. 

Watbk  Supply— Source,  river;  maina,  caat  iron. 
93  miles,  4  to  20  in.  dia.;  1,038  hydrants;  1,422 
valves;  meters,  total  number,  4,825,  owned  by  city; 
11317  services;  pipe,  lead  and  wrought  iron;  pres- 
sure, dom.  and  nre,  36  to  100  lbs.;  cost  to  con- 
struct, $908,311.68;  bonded  debt,  $62,000;  int.  paid 
on  bonds,  4  per  cent;  cost  of  mtce.,  $30,000;  works 
belong  to  city. 

SOUTHBORO,  pop.  1,98L  Fire  dept.— 2  c  en- 
gines, 1  hand  engine,  8  h.  &  L  trucks,  1  hose 
carts;  hose,  1,000  ft;  total  mem.,  76,  paid  part 
time;  value  of  dept.  equipment,  $8,000;  ann.  eacp. 
of  dept,  $600. 

Watbk  Supply— Source,  wells. 

SOUTHBRIDG&,  pop.  11,000;  mercantile 
bldgs.,  stone,  brick  and  wood,  8  to  6  atoriea; 
private,  stone,  brick  and  wood,  8  stories:  wooden 
roofs  permitted  in  fire  area;  fireworks  ord.;  caaics 
of  fires  investigated.  Fire  dept— 1  comb.  h.  &  c 
wagon,  2  steamers,  1  hand  engine,  4  c  hand 
2  h.  &  L  trucks,  2  hose  wagons,  3  hose  carria 
14  horses;  hose,  cotton,  rubber  lined,  good,  t,»»w 
ft.;  inferior,  all  kinds,  160  ft;  total  hose,  4,280  ft; 
fire  alarm,  whistle,  88  boxes;  value  of  dept  equip- 
ment, $12^000;  value  of  bldgs.,  $40,000;  ann  exp.  of 
dept,  $5,620;  total  mem.,  66,  pidd  part  time. 

WATsa  Supply— Source,  Metropolitan,  S  mOea 
from  business  center;  system,  gravity;  quality  of 
water,  good;  4  res.,  cap.  366,694,000  gius.,  located  1 
mile  from  center  of  town;  mams,  cast  iron,  4  to 
16  in.  dia.;  106  hydrants;  meters,  total  number.  IS; 
968  services;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  75  to  112  lbs.,  fire  78  to  112  lbs.;  works  belong 
to  Co. 

SOUTH  FIELD— Fire  dept  not  reported. 

WATsa  Supply— Source,  brook,  village  milU; 
system,  gravitj^:  stdp.  cap.,  600  gala.^  located  1 
mile  east  of  village;  mains,  iron,  2  in.  dia.;  40 
services;  pipe,  iron;  pressure,  dom.  60  Iba.;  coat 
to  construct,  $1,000. 

SOUTH  FRAMINGHAM.  (See  Frmminffham.) 
WATsa  Supply— Source^  pond,  1  mile  from  busi- 
ness center;  system,  gravity,  pump  to  stdp.;  atdn. 
cap.  760,000  gala.,  dim.  40  s  81.  located  on  hUl, 
material  used  in  cons,  steel;  quality  of  water,  &ir; 
2  pumping  engines,  cap.  per  day,  1,600,000  mis., 
constructor  Deane;  mams,  cast  iron,  2  to  ll  in. 
dia.;  163  hydrants.  Coffin,  Rensselaer;  meters,  to- 
tal number,  849^  Crown  80.  Union  14,  Empire 
42,  Gem  77,  Hersey  Rotary,  Hersey  Dtac  'a, 
Thomson  68,  Thomson  Bee  27,  Columbia  100;  Tri- 
dent 282,  Lambert  113,  Nash  19,  owned  by  con- 
sumer and  Co.;  1,526  services;  pipe,  lead  and  galv. 
iron;  pressure,  dom.  90  lbs.,  nre  90  lbs.;  con- 
sumption per  day  600,000  gals.,  per  capita  60  gals.; 
works  belong  to  Co. 

SOUTH  HADLEY  FALLS,  pop.  6,063:  fire 
area,  2,500  acres;  mercantile  bldgs.,  wood,  3  sto- 
ries; private^  wood,  VA  stories;  wooden  roofa  per- 
mitted in  fire  area;  fireworks  and  comboatibles 
ord.:  causes  of  fires  investigated.  Fire  dept. — 2  c 
hand  ex.,  1  h.  &  L  truck*  1  hose  wagon,  9  hose 
carriages,  4  horses;  hose,  cotton,  ruobcr  lined, 
good,  3,600  ft.;  inferior,  all  kinds,  600  ft;  total 
hose,  4,000  ft;  fire  alarm.  belU  18  boxes;  ann. 
exp.  of  dept,  II22OO;  total  mem.  36,  paid  part  time 
25,  volunteers  10. 

Watbk  Supply— Source,  brook  and  wells;  sys- 
tem, gravity;  2  reservoirs;  res.  cap.  8,000,000  gals.: 
mains,  iron,  16^  miles,  4  to  12  in,  dia.,  ^ood: 
106  hydrants.  Holyoke  and  Chapman;  40  valves: 
meters,  total  number  9,  owned  by  district;  Wi 
services;  pipe,  lead;  pressure,  dom.  26  lbs.,  fire 
70  lbs.;  cost  to  construct,  $101,000;  int  paid  on 
bonds,  4  and  7  per  cent;  ann.  cost  01  mtce.. 
$3,000;   works  belong  to  fire   district 

SOUTHAMPTON,  pop.  960;  wooden  roofs  per- 
mitted in  fire  area;  no  fireworks  and  combustible 
ordinance;  causes  of  fires  investigated;  av.  fire 
loss.  3  years,  $2,000:  av.  ins.  involved  same  time. 
$1,200;  no  fire  dept. ;  alarm,  telephone. 

Watee  Supply— Not  reported. 

SPENCER,  pop.  7421 ;  mercantile  bldfs.^  brick 
and  wood,  2  to  4  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;   fireworks  and   combus- 
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~~eM  eenler;  lyiteio,  BnlTilT  to  ttdp. :  Itdp. 
»0,(I00  gsla.;  oudu.  Iron,  17  ollei,  1  to  U 


ioOO  ft.[  fire  »l»iTn.' 

--t.  I1£,000;   nluc   of   bldgi.,  TUM»Di 


in.  dia.;  87  hydnnu,  Hofyokej  870 
>ur«,  dom.  IE  Ibi..  fire  llS  Ibi.;  coi 
day,  fiO.OOO  gall.,  per  capiU  58  gala, 
iliuct,  I2«I,I»0;   iut.  paid   on  bondi 


city. 


SPRINGFIELD,  pop.  76.000;  nerctotile  bld^, 
■toDc  and  brick,  1  to  T  ttoriec  private,  wood,  zU 
<icorie»;  wooden  roofa  not  permitted  in  fire  area; 
f:.ewDrka  and  combuitiblea  ord. ;  cauMi  of  fire! 
inveatigated.  Fire  dept. — 9  ateamer*.  2  c  eogioea. 
36  c  band  ej...  J  lenal  traclu.  *  h.  &  1.  truau,  1 
hose   wagon,  3  hoae   cariiaKci.   U   comb.   c.    &  h. 

hQ^'^cotton"  rabbet  'lin'ed,  good,  a'oOO  ft.'  in- 
ferior, all  Itinda,  1,000  ft.;  total  faoae,  12,000  ft.;  fire 
electric,    184  '  '  '    ••     ■ 

. ,  $188,367;  valui 

of  dept.,   $180,000;  I 
135,  paid  part  time  20. 
WATia  SuPFLY— Source,  (pringa  and  brooki.  11 

ity  of  water,  good;  rei.  cap.^,BOO/ioO^  g»U  .   l- 

m'mil«,  "to  »  i^!  difc°'l,3»°hyd°Biit"''i' ."' 
man;  2,600  Talvci.  Cbapman;  meterai  total  ,-.•■■ 
5,033,  Crown  IMS,  Union  7^,  Hersey  RoU-  .  T, 
Heiaej  Disc  HtT,  Thomaon  IS,  Ball  8t  i .  ■  , 
Wortbington  E6,  Indent  E18,  Nish  1,726,  owi  ■■ 

coQiumei;  11,70*  servicei;  pipe,  giilv.  and  w  :.  t 
iron;  preanire,  SO  to  IM  Ibt;  conaumption  f  -.  .,  .' 
1O.Z61.G00  Ella.,  per  cipiU  130  gala.;  coat  I.'  .  .."■ 
ruct,  t2faME2;   bonded  debt,  {476.000;  in-,.   r..jl 


1.  l,31£i  mercantile  bldgi..  mod, 


struct,  t2£aME2 
on  bonds,  S.«I  p 


STERLING,  p 
1  ■toriei:  privat. 

ord.;  CABKs  of  nrca  investigated;  av.  fire  [oaa  per 
yr.  for  3  yri.,  {16.024;  av.  ins.  for  same  time,  10.341. 

hand  ei..  1  h.  &  L"'tni<jr  S^'hose  Teelar^oae!  cot- 
Ion,  rubber  lined,  good,  1,400  <t.;  value  of  bldga., 
Sl.SOO;  ann.  exp.  o7  depL,  1528;  fire  alarm,  bell; 
value   of  dept.  equipment,  H.OOO;  total   mem.,   40 

WATaa  Surri.T-&iuree,  velli.  No  water  worlu 
■ystem. 

STOCKBRIDGE  pop.  2,081;  fire  ira.  1J40 
■crea;  mercantile  bldn.,  brick  and  wood,  VA  ato- 
rica;    private,  wood,  I  itoriea;  wooden  roofs   per- 


,  1.-U1LUU,  luuua  imeu.  good,  2.600  ft.;  Iota) 
,  2,500  ft.;  fire  aUrm,  beU:  value  of  dept. 
jmeni,    S.fcoO;    value    of   bl^s.,    |!,000;   ua. 


cap.  260.000  gal! 


8tdp.;  2  sidps. 


jood;  E 
!r  day  1,400,000  gals.,  construe 
lanka-Morse  2,    Sniilh-Vaile   2; 

dl4'nts':  "Erasure!  dom.'oi)  lbs",  fire"'90  Tbi.;  con'- 
lurnption    per    day.    200,000    gals,;    works    belong 

STONEHAM,    pop.     6,800;     mcrcanlile    bldos.. 

brick    and    wood,   1   -    '    --'--    -^— -     

brick    and   wood.   2 

eermEtted  ^n  ^-^  fi'^ 
lea  ord.^ 

L  truck,  S  boae  wagons,  I'com'b,  c.  &  hi'waEOn; 
hoae.  cotton,  rubber  lined,  good.  fl.OOO  ft.;  inferior, 
all  kindi.  1,000  ft.;  total  boae,  B,O0O  ft.;  fire  alarm, 
bell  and  wbistle.  27  boxes;  value  of  dept.  equip- 
menl,  $16,000;  value  of  bldgs..  (6,000;  ann.  eip.  of 
depC.  S6,400;  total  mem.  47,  paid  part  time. 


>l  erei 


buMl- 


Watik  SorFLV— Source.  Uelropolitan,  1  milt 
from  buainesB  center;  airilcm,  pump  to  re*.;  qual- 
ity of  water,  good;  re*,  cap.,  tW.OOO  fila.;  1 
pnmpiiiK   enj[lne>,    cap.    ps   day   XfiOajXu    Su^ 

in.   dia.j  U6  by^anls;   meters,'  total   number ,«0. 


md  combustibles  ord.    Fire  dept. 
d  eagine,  •  c  hand  ex.,  1  b.  &  1. 

'!d"iood   3A00""|*ir«   alarm! 

of'llept.,'' tMOO;  'l^olal'mem"^, 

.. ._ ss's.r*? 

—itcrial  uted  in  eons,  iron;  Gltratioi 

turn.  Risvel;  cap.  of  plant,  1,000,000  gala.;  I  pump- 
ing Eiwlnea,  cap.  per  day  8,000,000  nla.,  conatru^ 
\..,  Kiu-wlcs;  maiaa,  cast  iron,  UH^ilel,  4  to  IS 
:■!  ..  ;  276  hydrants;  melera  total  number  702, 
J  li  r  ,  i.  Crown,  Columbia,  Trident,  Empire,  Kuh, 
i:irV.^  ...  Niagara,  owned  by  lown;  90O  serrlcca: 
|.  ,...',  .ron;  pteaaure,  dom,  40  Iba.,  fire  8G  to  100 
.  ....  L  nsumption  per  day  140,000  nli.,  per  cap- 
:^  iS  cats.;  cost  lo  construct,  fSOSlsOO;  Cm.  paid 
DD  boBda,  4  per  cent;  ann.  cost  of  mtce.,  tBO,- 
766.86:  worki  belona  to  town. 
STURBRIDGE,  pop,  1,!74.     Fire  dept.— 3  c,  en- 


"  WAT«a  si 


total  D 


veils  and  s; 


SWAMrecOTTj^^^pop.     BJil; 


1,976 


._, f>1dKir,'«ood,'l  and  ilH  . 

rate,    wood,    lU     ttorlei;    wooden     roofs     pcf' 

..,    ■_    ,_.    .    fireworks    and   eombuilible* 

inveitigated ;  iv.  fire  loa*  per 

-      >v.  int.  involved  for  same 

t.— 1  steamer,  1   hand   ea- 

fl5.,'  "  ' 


r  3  TTi..  JM98;   »v. 

»37,ffllO.     Fire   dept.— j  sLumei,  i    ni 

5  ,    .,.„in..    g  c.  hand  ei,.  1  h,  4  I.  truck, 

id.  good.  i.60i  ft.;  inferior,  at! 
itaE  hose,  6,000  ft;  fire  alarm, 
"  ' —1—  oi  j(p[.  equip- 

,800:  ann.  exp. 

lid  Jull  time  7. 


Tu'KS? 


of  dept,  iu,«n;  total 
""watIu  s'uii 


e   of  bliga 


irce,  Metropolitan,  M  miles 
-;  system,  pump  direct  to 
main;  stdp.  cap,,  700  nis.,  dim.  SE  ■  40,  material 
used  In  cons,  steel,  linilder  Walsh;  quality  of 
water  good;  1  pamping  engines,  cap.  per  day 
1.266.000  ■als.,  constrnctor  Deane:  miini,  cast 
iron,  cement  lined,  21  milea,  4  (o  12  in.  dU.;  IM 
hvdranta;  896  valvea;  1.907  services;  pipe.  galv. 
iron;  pressure,  dom.  76  lbs.,  lire  84  Iba.;  coat  to 
conatrud,  V«I,V»:  bonded  debt,  tlW.OOO;  int.  paid 
on    bonds.   6^   per   cent;    cost      '  — 


bt.  paid 


TAUNTON,  pop.  84,000;  i 
and  wood,  1  tc  '  ""■ — '"-  ~^ 


antile  I 


brick 


1  fire  a 


of   firei 


wagona,  2G  c.  hani^  ex.,  8  h.  A  1. 
trocka,  I  aerial  trucli,  6  hose  wagons,  1  hose  car- 
riages, 28  horses;  hose,  cotton,  rubber  lined,  good, 
2^60  ft.;  inferior,  all  kinds,  600  fL:  total  Tiose. 
14,060  ft;  fire  alarm,  GBmewell,  114  boxes;  value 
of  dept  equipment  (126,000;  value  of  bldgs.  (77.- 
OOO;  ann.  exp.  of  dept..  t44.92£;  total  mem.,  123. 
paid  full  lime  23,  paid  part  Ume  60,  volunteer*  S7. 
WATxa  SurFLT— Source,  pondi,  II  milei  from 
business  center;  -l-n  «  «"  <-i.t.rn.  In  m.-n-.n. 
tile  district,   cap,, 


.000  gls.  each;  ayi- 


Uuali 
lie; 


60,000  Eal 
ty     Be 


lolly 


located  at  Lakeville;  4  pumping  engines,  cap 
per  day  20,000,000  eals.,  constructor,  Holly  &  Allis; 
mains,  cast  iron,  &  miles.  1  to  20  in.  dia.;  907  by- 
dianis;  647  valves;  meters,  total  number.  2,503, 
Crown  04,  Nash  4,  Union  6<S,  Hersey  697,  Niagara 
623,  Empire  67,  Gem  4.  Trident  399,  Hersey  Tor- 
rent 1,  Thomson  291,  Ball  &  Fitts  1,  Wotihington 
10,  Columbia  7.  Keystone  2.  Lambert  269,  King  235. 

lined  anJ  casl  ?""'lin  Hne"rp^«surr' do™"o 
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FIRE  DEPARTMENTS  AND  WATER  SUPPLY— MASSACHUSETTS. 


lbs.,  fire  100  lbs.;  consumption  per  daj,  S,94S,216 
fsls.*  cost  to  construct.  $1,307,801.08;  bonded  debt, 
1863,600;  int  paid  on  bonds,  8^  and  4  per  cent; 
cost  of  mtce..  about  $34,000:  works  belong  to  city. 

TEMPLETON,  pop.  3,788;  fire  area,  8,000  acres : 
mercantile  bldgs..  brick  and  wood.  1%  to  8  stories; 
private,  brick  and  wood,  IH  to  S%  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bnstibies  ord.;  causes  of  fires  investigated.  Fire 
dept— 3  steamers,  4  hand  engines,  6  c.  hand  ex.,  1 
h.  &  1.  truck.  3  hose  wagons,  4  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  6,400  ft.;  in- 
ferior, all  kinds,  1,000  ft.;  total  hose,  6,400  ft;  fire 
alarm,  bell  and  whistle,  3  boxes;  Tmlue  of  dept. 
equipment,  113,600;  value  of  bldgs..  K,000:  ana. 
exp.  of  dept,  |3400;  total  mem.,  lifi,  paid  part 
time  and  volunteers. 

Watbk  SnrPLY— Source,  river  and  wells. 

TOPSFIELD,  pop.  1,096;  mercantile  bld^, 
wood,  3  and  8  stones;  private,  wood,  3  stones; 
wooden  roofs  permitted  in  fire  area;  fireworks 
ord.:  causes  of  fires  investigated.  Fire  dept— 6  c. 
hand  ex.,  1  h.  &  1.  truck:  fire  alarm,  whistle; 
value  of  dept.  equipment,  $1,600;  value  of  bldgs.. 
$860;  ann.  exp.  of  dept,  $83;  total  mem.,  8,  paid 
part  time. 

Watke  SurrLT^Source.  wells  and  rivers. 

TOWNSEND,  pop.  1,778.  Fire  dept— 8  steamers, 
1  hand  engine,  o4  c.  hand  ex.,  3  hose  carriages; 
hose,  cotton,  rubber  lined,  good  8,600  ft ;  ann.  exp. 
of  dept,  {1,000;  total  mem.,  00  volunteers. 

Watbk  SurrLT— Source,  river,  in  business  cen- 
ter; quality  of  water,  good;  rea.  cap.,  16,000  gals.; 
pumping  engine,  cap.  per  day,  800,000  gals. 

TURNER'S  FALLS,  pop.  5,500;  fire  area,  640 
acres;  bldgs.,  brick  and  wood,  1,  2  and  3  stories; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles ord.  Fire  dept. — ^1  h.  &  I.  truck,  1  comb, 
c.  &  h.  wagon,  4  hose  carts;  hose,  cotton,  rubber 
lined,  good.  3.^  ft.;  fire  alarm,  electric,  16  boxes; 
ann.  exp.  of  dept.,  $1,200;  total  mem.  36,  paid  part 
time. 

Watxb  SuprLT— Source,     lake,     6    milea    from 


fer  day  8,000,000  gals.,  constructors  T>eane,  George 
'.  Blake;  mains,  cast  iron,  17  miles,  4  to  13  m. 
dia.;  74  hydrants,  Ludlow;  86  valves,  Peete; 
meters.  Crown  10,  Hersey  Trident  4;  16  meters 
owned  by  consumer;  516  services;  pipe,  galv.  iron; 
pressure,  dom.  100  lbs.,  fire  100  lbs.;  consumption 
per  day.  580.323  gals.,  per  capita  106  gals.;  cost  to 
construct,  $186,068.41;  bonded  debt,  $66,000;  int 
paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$4,000;  works  belong  to  fire  district 

UPTON,  pop.  2,000;  fire  area,  8,200  acres;  mer- 
cantile bldgs.,  wood,  IH  stories;  private,  wood,  1^ 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  steamer,  1  hand  engine, 
1  hose  waffon,  6  c.  hand  ex.,  1  h.  &  I.  truck,  1 
aerial  truck,  1  hose  carriage,  6  horses;  hose,  cot- 
ton, rubber  lined,  pood,  1,600  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $2,000;  value  of  bldgs., 
$2,600;  ann.  exp.  of  dept,  $844;  total  mem.  38, 
paid  part  time. 

Watbk  Supply— Source,  springs  and  wells;  no 
water  works  system. 

UXBRIDGE,  pop.  3,881;  mereantfle  bldgs., 
brick  and  wood,  8  stories;  private,  wood,  2  sto- 
ries: wooden  roofs  permitted  in  nre  area;  fire- 
works ord.;  causes  of  fires  investigated.  Fire 
dept.— 3  hand  engines,  1  c.  engine,  14  c  hand  ex.. 
In.  &  1.  truck,  7  hose  csmag^s;  hose,  cotton, 
rubber  lined,  good,  3,000  ft.;  tnferior,  all  kinds, 
100  ft.;  total  hose,  3.100  ft;  fire  alarm,  whistle; 
value  of  bldgs.,  $2,600;  ann.  exp.  of  dept,  $1,400; 
total  mem..  G«,  paid  part  time;  A.  S.  Allen,  chief. 

Wateb  Supply— Source,  springs,  H  «n>l€  from 
business  center;  system,  gravity;  quality  of  water, 
excellent;  res.  cap.  600,000  gals.,  located  on  hill; 
mains,  8  miles,  8  to  12  in.  dia.:  78  hydrants;  66 
valves;  meters,  total  number  89;  101  services; 
pressure,  103  to  128  lbs.;  cost  to  construct,  $90,000; 
cost  of  mtce.,  $673;  works  belong  to  town. 

VINEYARD  HAVEN,  pop.  806;  fire  area, 
150  acres;  mercantile  bldgs.,  wood,  8  stories; 
private,    wood,    1    and   8    stories;    wooden   roofs 


permitted.  Fire  dept— 3  h.  &  L  tmcka.  3  hose 
carriages;  hose,  cotton,  rubber  lined,  good  1^09 
ft;  fire  alarm,  bells;  value  of  dept  equipment, 
$1,500;  ann.  exp.  of  dept,  $160;  total  mem.,  68 
volunteers. 

Watbb  Supply— Source,  springs;  svstem,  pump 
to  stdp;  stdp.  cap.  117,500  gala.;  dim.  30  z  80, 
builder  Hodge;  2  pumping  engines,  daaa  eomp. 
cond.,  cap.  per  day  3,000,000  gala.,  constmctora 
Blake,  Worthington;  mains,  cast  iron,  9H  milesb 
4  to  14  in.  dia.,  McNeal;  33  hydrants.  Ludlow; 
100  valves;  meters,  total  number,  4,  Crown:  Sw 
services;  pipe,  lead  and  galv.  iron;  presaure,  dom. 
40  lbs.,  fire  40  to  80  lbs.:  cost  to  construct,  $77,000; 
ann.  cost  of  mtce.,  $2,000;  int  paid  on  bonds,  4 
per  cent:  works  belong  to  Co. 


WAKEFIELD,  pop.  10,400;  fire  area,  4,000  . . 

mercantile  bldrs.,  wood  and  brick,  1  to  6  atorica: 
private,  wood,  334  stories;  wooden  roofs  permitted 
m  fire  area;  fireworks  and  combuatibles  ord.; 
causes  of  fires  investigated;  fire  loss  for  1903, 
$7^377;  ins.  involved  for  same  time,  $4C.O00l 
Fire  dept. — ^1  comb,  hose  wagon,  3  steamers.  8  c. 
hand  ex.,  2  h.  &  1.  trucks,  2  hose  wagons,  6  hose 
carriages.   8   horses;   hose,   cotton,   rubber   lined, 

food,  6,400  ft.;  inferior,  all  kinds,  3,000  ft.;  total 
ose,  8,400  ft.;  fire  alarm,  electric,  84  boxes;  value 
of  dept  equipment,  $172000;  value  of  bldgs.,  $37,- 
000;  ann.  exp.  of  dept,  $9,300:  total  mem.,  08,  paid 
full  time  4.  paid  part  time  63. 

Watbb  Supply— Source,  lake.  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap..  6€6,(>M>  gals.,  dim.  40  x  68.  material  nsed 
in  cons,  iron,  builders  Roberts  &  Kendall:  oual- 


•uaiua.    ^ciucub  iincu  HlUl   iron,  Wl  milCS,  A   CO  xo    n. 

dia.;  143  hvdrants;  meters,  total  number  30,  owned 
by  town;  1,864  services;  pipe,  iron  and  lead;  prca* 
sure,  dom.  87  lbs.,  fire  87  lbs.;  consumption  per 
day,  666.919  gals.;  cost  to  construct  1336^000; 
bonded  debt,  ^81,000;  cost  of  mtce.,  $13,600;  works 
belong  to  town. 


WALPOLE.  pop.  4,000:  fire  area,  4,480  acne: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  3 
stories;  private,  wood,  3  stories:  wooden  rpols 
permitted *j  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  fire  loca  for  1908»  $7,500. 
Fire  dept— 1  hand  engine,  13  c.  hand  ex.,  3  h.  A 
1.  trucks,  1  hose  wagon.  8  hose  reels;  hoae,  cot- 
ton, rubber  lined,  good  8,000  ft;  rubber,  good 
300  ft;  inferior,  all  kinds,  3,300  ft;  total  hose, 
8,800  ft;  fire  slarm  and  whistle;  value  of  dcfit 
equipment,  $4,000;  value  of  bldgs.,  flO.OOO:  ann. 
exp.  of  dept,  $1,700;  toul  mem.,  60,  paid  part 
time. 

Watbb  Supply— <Source,  wells,  1%  milea  from 
business  center;  system,  pump  to  stdp.  and  di- 
rect; stdp.  cap.  750,000  gals.,  dims.  40x45,  35x46. 
20x86,  material  used  m  cons,  steel;  quality  of 
wator,  good;  3  pumping  engines,  cap.  per  day  1.- 
500,000  gals.,  constructor  Blake;  mains,  cast  uron. 
19.35  miles,  6  to  13  in.  dia.;  143  hydrants;  107 
valves;  meters,  total  number  380,  owned  by  city 
and  consumer;  630  services;  pipe,  cement  lined  and 
lead;  pressure,  dom.  66  to  100  lbs.;  consumption 
per  dav,  876,261  gals.;  cost  to  construct,  $UB,O0O; 
bonded  debt,  $84,000;  int  paid  on  bonds,  4  per 
cent;  cost  of  mtce.,  $3,000;  works  belong  to  town. 

WALTHAM,  pop.  28,000;  fire  area.  7.664  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  6  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept.— 2  steaxn- 
ers,  1  c.  engine,  15  c.  liand  ex.,  1  h.  &  L  truck,  1 
aerial  truck,  4  hose  wagons,  1  hose  carriage,  1 
comb.  c.  &  h.  wagon,  25  horses;  hose,  cotton, 
rubber  lined,  good,  11,000  ft;  rubber,  good,  900  ft: 
total  hose,  11,300  ft.;  fire  alarm^^Cnimewell,  Sf 
boxes;  value  of  dept.  equipment,  $85,000;  value  of 
bldgs.,  $65,000;  ann.  exp.  of  dept.,  $28,000;  total 
mem.  83,  paid  full  time  16,  paid  part  time  €8. 

Water  Supply— Source,  wells,  1^  miles  from 
business  center;  system,  pump  to  res.  and  direct: 
quality  of  water,  good;  2  res.,  cap.  6,000,000  and 
2,000,000  gals.;  4  pumping  engines,  cap.  per  day 
12,600,000  gals.,  constructors  Barr^  Worthiiirtoa : 
mains,  cast  iron,  64  miles,  4  to  24  in.  dia.;  4^  hy- 
drants; 86  valves;  meters,  total  number  350, 
Crown  29,  Nash  7,  Union  30.  Empire  13,  Gem  2» 
Hersey    Rotary  22,   Trident   18,    Hersey   Disc   89, 
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Thomson  14»  Worthington  7,  Lambert  90,  owned 
by  city;  3,820  services;  pipe,  wrought  iron;  pres- 
sure, dom.  W  lbs.,  fire  80  los. ;  consumption  per 
day,  2.266^75  gals. ;  cost  to  construct,  1756,600: 
bonder  debt,  $606,000;  int.  paid  on  bonds,  8%  ana 
4  per  cent;  cost  of  mtce.,  ^,000;  works  belong  to 
city. 


of  fires  investigated;  av.  fire  loss  per  yr.  for  8 
m.,  18,672:  av.  ins.  involved  for  same  tune,  $64,- 
372.    Fire  oept.— 1  steamer.  1  hand  engine^  1  c.  en- 

f'ne,  2  c.  hand  ex.,  1  h.  &  1.  truck,  1  aenal  truck, 
hoae  carriages,  4  horses;  hose,  cotton,  rubber 
lined,  good,  4,600  ft.;  fire  alarm,  bell,  19  boxea; 
value  of  dept.  equipment,  $1,800;  value  of  bldgsu. 
$800;  ann.  exp.  of  dept.,  $6,000;  total  mem.,  120 
volunteers. 

Watbk  SuprLT—Source,  well;  system,  pump  to 
res.;  res.  cap.  1,667,668  gals.;  8  pumping  engines, 
class  comp.  dup.,  cap.  per  day  1,800.000  nis.,  con- 
structor Deane;  mains,  18%  miles,  4  to  U  in.  dia.; 
117  hydrants.  Chapman;  188  valves,  Chramas; 
meters,  total  number  778,  Crown,  Union,  Hersey 
Rotary,  Ball  &  Fitts,  owned  by  town;  780  ser- 
vices; pipe,  wrought  iron;  pressure,  dom.  40  lbs., 
fire  86  to  100  lbs.;  consumption,  per  day  888,10 
gals.,  per  capita  41  gals.;  cost  to  construct,  $137,- 
843;  ann.  cost  of  mtce.,  $7,000;  works  belong  to 
town. 

WAREHAM,  pop.  3,660.  Fire  dept.—l  h.  &  1. 
truck,  3  hose  carts,  2  hand  ex.;  fire  alarm,  whistle; 
total  mem.,  42  volunteers. 

Water  SUPPLY—Source,  wells,  2  miles  from 
business  center;  stdp.  dim.,  20  x  100  ft.;  material 
used  in  construction,  steel;  quality  of  water,  best; 
2  pumping  engines;  cast  iron  mains,  4  to  10  ins. 
dia.;  86  hydrants;  meters,  total  number,  75;  con- 
structors National  Meter  Co.;  owned  by  con- 
sumers; 220  services:  pipe,  wrought  iron;  pressure, 
dom.  60  lbs.;  fire  60  lbs.;  cost  to  construct,  $60,- 
OOO;  bonded  debt,  $66,000;  int.  paid  on  bonds,  4 
per  cent;  works  belong  to  city. 

WARREN,  Worcester  Co.,  pop.  4,300;  mer- 
cantile bldgs.,  brick  and  wood,  8  and  4  stories; 
private,  wood,  2%  stories;  wooden  roofs  permitted. 
Fire  dept.— 2  steamers,  1  hand  engine,  12  c.  hand 
ex.,  2  h.  &  L  trucks,  2  hose  wagons,  4  hose  car- 
riages; hose,  cotton,  rubber  lined,  vood,  6.000  ft.; 
inferior,  all  kinds,  1.000  ft;  total  hose,  6,000  ft: 
lire  alarm,  Gamewell,  18  boxes:  value  of  dept. 
equipment,  $11,800;  value  of  bldgs.,  $6,000;  ann. 
exp.  of  dept.,  $2,900;  total  mem.  66.  paid  part  time. 

WAT«a  SuppLY-^Source,  river,  in  business  cen- 
ter; sjrstem,  pump  to  res.;  quality  of  water,  good; 
1  pumping  engine,  cap.  per  day  &,600  gait.;  maina, 
%4  mile,  1  to  8  in.  dia.;  13  hydrants;  pressure,  dom. 
100  lbs.,  fire  100  Ihs.;  coat  of  mtce.,  $1,800;  works 
belong  to  private  parties. 

WATERTOWN  pop.  12,0«0;  fire  area,  2,061 
acres;  mercantile  blags.,  brick  and  wood,  8  to  6 
stories;  private,  wood,  8H  stories;  wooden  roofs 
permitted;  causes  of  fires  investigated.  Fire  dept— 
1  comb,  truck,  1  supply  wagon,  1  steamer,  6  c. 
hand  ex.,  2  hose  wagons,  9  horses;  hose,  cotton, 
rubber  lined,  good,  8^600  ft ;  inferior,  all  kinds.  6CN) 
ft;  total  hose,  4,000  ft.;  fire  alarm,  Gamewell,  87 
boxes;  value  of  dept.  equipment,  $10,000;  value  of 
bldffs.,  $20,000;  ann.  exp.  of  dept,  $12,200;  total 
siem.  84,  paid  full  time  4,  paid  part  time  80. 

WATta  Supply— Source,  Metropolitan;  quality 
of  water,  good;  mains,  cast  iron,  87M  miles,  4  to 
16  in.  dia.:  335  hydrants;  435  valves;  meters,  total 
number  1.934,  owned  by  town;  1,919  services;  pipe, 
wrought  iron  and  cement  lined;  pressure,  dom. 
40  lbs.,  fire  100  lbs.,  consumotion  jwr  dav,  732,000 
irala.;  cost  to  construct,  $522,822.65;  bonded  debt 
$310,000;  int  paid  on  bonds,  3^  and  4  per  cent; 
cost  of  mtce.,  $20,968;  works  belong  to  city. 

WAVERLY,  pop.  1,600;  mercantile  bldgs.,  wood, 
S  and  8  stories;  wooden  roofs  permitted  in  fire 
area.  Fire  dept— 1  h.  ft  L  truck,  10  c.  hand  ex., 
S  hose  wagona,  8  hoae  carriages,  8  horses:  hoae, 
cotton,  rubber  lined,  good,  6.000  ft;  inferior,  all 
kinds,  1,000  ft;  total  hose,  6,000  ft;  fire  alarm, 
Stevcna,  80  boxes;  ann.  exp.  of  dept,  $8,600;  total 
mem.  86,  paid  part  time; 

Watse  Supplt— Source,  well. 

WAYI«AND,  pop.  2,220;  mercantile  bldgSb,wood, 
S   stories;  private,  wood,  8  stories;  wooden  roofs 


permitted;  no  fireworks  and  combustibles  ord. 
Fire  dept— 2  c.  hand  ex.,  1  h.  &  1.  truck,  8  hoae 
carriages;  hose,  cotton,  rubber  lined,  vood  1,600 
ft;  leather,  prood  600  ft;  total  hose,  8,100  ft;  fire 
alarm,  electric,  9  boxes;  value  of  dept  equipment^ 
$3,000;  value  of  bldgs.,  $2,000;  ann.  exp.  of  dept » 
$400;  total  mem.,  48  volunteers. 

Wateb  Supply — Source,  not  stated;  system, 
gravity  and  pump  direct;  mains,  6  miles,  4  to  10 
in.  dia.;  33  hydrants;  12  valves;  pressure,  fire  88 
lbs.;  cost  to  construct,  $29,000;  ann.  cost  of  mtce., 
$300;  works  belong  to  Co. 

WEBSTER,  pop.  10,018;  fire  area,  8,000  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  4  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  3  yrs.,  $4J58; 
av.  ins.  involved  for  same  time,  $4t620.  Fire 
dept— 1  steamer,  17  c  hand  ex.,  1  n.  &  L  truck, 
8  hose  wagons,  3  hose  carriages.  6  horses;  hoae, 
cotton,  rubber  lined,  good.  4,400  ft;  fire  alarm, 
electric,  26  boxes;  value  of  dept  equipment,  $8,000; 
value  of  bldgs.,  116,000;  snn.  exp.  of  dept,  $4,700; 
total  mem.,  66. 

Wates  Supply— Source,  spring  and  wells,  %  mile 
from  business  center;  system,  pump  to  stdp.;  stdp. 
cap.  600,000  gals.,  dim.  80  x  100,  material  used  in 
cons,  iron,  builder  Cunningham;  quality  of  water, 
good;  2  pumping  engines,  class  comp.  dup.,  cap. 
per  day  2,040,000  gals.,  constructor  Blake;  mains, 
cast  iron,  17  miles,  4  to  16  in.  dia.;  138  hydrants; 
70  valves:  metersj  total  number  661,  owned  by  con- 
sumer: 977  services:  pipe,  galv.  iron;  pressure, 
dom.  66  to  HO  lbs.,  fire  66  to  110  lbs.;  consumption 
per  dav  332,126  gals.;  cost  to  construct,  $154,280.48; 
bonded  debt,  $47,397.62;  int  paid  on  bonds,  4  per 
cent;  cost  of  mtce.,  $8,274.54;  works  belong  to  town. 

WELLESLEY,    pop.   6,189;    mercantile   bldgs., 
wood,  3  stories;  private,  wood,  2^  and  3  stones; 
wooden   roofs   permitted;   fireworks  and  combus- 
tibles ord.;  causes  of  fires  investigated;  fire  loss 
for    1908,    $2,214;    ins.    for    same    time,    $108,686. 
Fire  dept— 10  c.  hand  ex.,  8  hose  wagons,  1  hose 
reel.   6  norses:  hose,   cotton,  rubber  lined,  good. 
3.000  ft;  toul  hose,  4,000  ft;  fire  alarm,  GamewelU 
29  boxes;  ann.  exp.  of  dept,  $8,600;  total  men.*. 
80  volunteers. 

V/AtKR  Supply— Source,  wells;  system,  pump  ta 
res.  and  direct;  quality  of  water,  good;  res.  cap. 


total  number  88^  Crown,  Hersey  RoUry,  Worth- 
ington. owned  by  town;  700  services;  pipe, 
wrought  iron;  pressure,  dom.  40  lbs.,  fire  8»  tO' 
120  lbs.;  consumption,  per  day  176,000  nls.,  per 
capita  86  gals.;  cost  to  construct  $822,y18;  snn^ 
cost  of  mtce.,  $6,488;  works  belong  to  town. 

WENHAM,  pop.  900.  Fire  dept— 1  hsnd  en- 
gine, 26  c.  ex.;  total  mem.  26,  paid  part  time; 
nnderwriters'  rating,  fourth  class. 

Water  Supply— Source,  cisterns. 

WESTBOROUGH,  pop.  5,n8;  fire  area,  ]a,000 

acrea;  mercantile  bldffs..  bride  and  wood,  I  to  4 
atories;  private,  wood,  8H  atories;  wooden  roof  a 
permitted;  fireworka  and  combustibles  ord.;  csuaea 
of  fires  investigated;  av.  fire  loss  per  yr.  for  ft 
yrs.,  $4,806.89;  sv.  ins.  for  same  time,  $1458.  Fire 
dept— 1  ateamer,  4  c.  hand  ex.,  1  h.  &  L  tntck* 
1  jioae  wagon,  3  hoae  carriagca;  hose,  cotton,, 
rubber  lined,  good  8,000  ft;  inferior,  all  kinds^ 
1,800  ft;  total  hose,  4,200  ft:  fire  alarm,  bdl 
and  whistle,  11  boxes;  value  ot  dept  equipment, 

8,997;  value  of  bldsrs.,  $13,000;  ann.  exp.  of  dept., 
L626;  total  mem.,  60,  paid  part  time. 
Watee  Supply— 'Source,  |K>nd,  2  milea  from- 
business  center;  >78tem,  gravity;  quality  of  water, 
good;  res.  cap.  200,000,000  gals.,  located  southeast 
of  town;  main^  iron,  16  miles,  6  to  16  in.  dia.; 
98  hydrants;  107  valves;  meters,  total  number,  640, 
Crown  %,  Union  17.  Gem  4,  Hersey  Rotary  8, 
Trident  6l4,  Hersey  Disc  8,  Thomson  8,  Lambert 
16,  owned  by  town;  760  services;  pipe,  iron;  pres- 
sure, dom.  60  lbs.,  fire  60  lbs.;  cost  to  construct, 
$142,000:  bonded  debt  $90,000;  int.  paid  on  bonds, 
4  and  6  per  cent;  cost  of  mtce.,  $1,000;  woiks  be- 
long to  town. 

WEST  BOYLSTON,  pop.  Um;  mercuitiler 
bldgs.,  wood.  Fire  dept— I  hand  engines,  2  h.  ft. 
1.  trucks,  2  hose  carriages;  total  hose,  400  ft 

Watee  Sitpply— 'Not  reported. 
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WEST  BROOKFIELD,  pop.  1,884:  firt  anm  748 
■cm;  mercantile  bldgt.,  wood,  2  to  4  storiei;  pri- 
vftte,  wood,  8  ttoriet;  wooden  roofi  pennitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  inYcstiipated.  Fire  dept.— 1  steamer,  1  hand 
engine,  6  c.  hand  ex.,  1  h.  «  1.  truck.  2  hose  car- 
riages;  hose,  cotton,  rubber  lined,  good.  24M)0  ft.; 
rubber,  good,  000  ft:  inferior,  all  idnds,  800  ft.; 
total  hose,  8.000  ft;  nre  alarm,  bell;  value  of  dept 
eauipment,  I&800;  value  of  bldgs.,  $000;  ann.  es^. 
ox  aept  8705;  total  mem.  36,  paid  part  time  w, 
volunteers  5. 

Watbe  Supply— ^urce,  brooks,  VA  miles  from 
business  center;  system,  gravity;  quality  of  water, 

food;  mains,  iron,  leaa  and  cement;  8  hydrants; 
services, '  pipe,   iron,   lead   and  cement;   works 
belong  to  town  and  Co. 

WESTFIELD,  pop.  ]a,8U;  fire  area,  8,000  aer«sj 
mercantile  bidgs.,  stone,  bnck  and  wood,  2  to  6 
stories;  privat^  stone,  brick  and  wood,  2  and  8 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  firea  in- 
vestigated; av.  loss  for  1908,  $88,000;  ins.  involved 
for  same  time,  $400,600.  Fire  dept— 2  c  engines, 
4  c.  hand  ex.,  1  h.  &  1.  truck,  8  hose  wagons,  1  hose 
carriage,  8  horses;  hose,  cotton,  rubber  lined,  good, 
4,000  tt;  fire  alarm,  electric.  34  boxes;  value  of 
dept  equipment,  $16,000:  value  of  bldas.,  $7,000: 
ann.  exp.  of  dept,  $13,000;  total  mem.  49,  paid  full 
time  6,  paid  part  time  48. 

Watbe  SuppLY—Source,  brooks.  6  and  8  miles 
from  business  center;  system,  gravity;  res.  cap., 
840,000,000  gals.;  mains,  cast  iron,  46  miles,  4  to 
20  in.  dia.;  256  hydrants,  Ludlow;  pressure,  fire, 
120  lbs.;  cost  to  construct,  $460,000;  cost  of  mtoe., 
$8,600;  works  belong  to  town. 

WESTMINSTER,    pop.    1,846;    fire   area,   2,900 

acres;  bldgs.,  stone,  onck  and  woua,  ^  biones; 
wooden  roofs  permitted.  Fire  dept.--3  hand  en- 
gines,  8  hose  carriages;  hose,  cotton,  rubber  lined, 
good  600  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment,  $700;  value  of  bldgs.,  $700; 
ann.  exp.  of  dept,  $260;  total  mem.,  60  volun- 
teers. 

Watbe  Supply— Source,  spring:  system,  gravity; 
res.  cap.,  20,000  gals.;  mains,  1  mile,  2Vi  in.  to  6  in. 
dia.*  pressure,  iire  30  lbs.;  cost  to  construct^ $8,000; 
works  belong  to  Co. 

WEST  NEWBURY,  pop.  1,466;  mercantile 
bld^.,  wood,  IH  to  8  stones;  private,  wood,  2 
stones;  wooden  roofs  permitted}  fireworks  and 
combustibles  ord.;  causes  of  fires  mvestigated;  av. 
fire  loss  per  yr.  for  8  years,  $819;  av.  ins.  for 
same  time.  87d8.  Fire  dept— 1  steamer,  1  h.  & 
1.  truck,  1  nose  carriage;  hose,  cotton,  rubber 
?ined,  good,  2,760  ft:  infenor,  all  kinds,  1,160  ft; 
total  hose.  3,900  ft ;  fire  alarm,  bell  and  telephone ; 
value  of  dept  equipment,  $2,600;  value  of  oldgs.. 
•$1,760;  ann.  exp.  of  dept,  $^33;  total  mem.,  16 
volunteers. 

Watbk  Supply— Source,  river  and  wells,  9  res., 
cap.  288,604  gals.   each. 

WESTON.  Middlesex  Co.,  pop.  2,004;  met- 
cantile  bldgs.,  wood,  3  stories;  private,  wood,  3 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept.— 2  h.  &  1.  trucks,  2 
hose  carriages,  reels,  etc.,  6  horses;  hose,  cotton, 
rubber  lined,  good  8,000  ft;  fire  alarm.  Game- 
well,  20  boxes;  value  of  dept.  equipment,  $3,600; 
value  of  bldgs.,  $10,000;  ann.  exp.  of  dept,  $2,600; 
total  mem.,  48  volunteers. 

Watee  Supply— Source,  wells,  IH  miles  from 
business  center;  system,  Pump  to  res.;  quality  of 
water,   good;    res.    cap.    226,000   sals.,   located   IVi 


67  hydrants:  50  valves;  meters^  total  number  160, 
Crown  12,  Empire  39,  Hersey  Disc.  119,  owned  by 
Co.;  209  services;  pipe,  galv.  iron;  pressure,  dom. 
40  to  100  lbs.,  fire  40  to  100  lbs.;  consumption  per 
day,  74.000  gals.;  cost  to  construct,  $67,000;  bonded 
debt,  ^0,000;  int  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $6,500;  works  belong  to  Co. 

WEST  SPRINGFIELD,  pop.  8,101;  fire  area, 
4,480  acres;  mercantile  bldgs.,  wood,  3  stories; 
private,  wood,  2^  stories;  wooden  roofs  permit- 
ted; fireworks  and  combustibles  ord.  Fire  dept. 
—1  e.  engine,  6  c.  hand  ex.,  2  h.  &  1.  trucks,  1 


supply  wagon,  1  hose  wagon,  4   hose   carriagca* 
reels,  etc»   1   horse;   hose,  cotton,  rubber   lioiedi 
x>d,  5,600  ft;  rubber,  good  260  It;  inferior,  all 
nds,   400  ft.;    total   hose.  6,160  ft;   fire  alanw 
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Gamewell,  22  boxes:  value  of  dept  equipment 
$10,000;  value  of  bldgs.,  $11,600;  aan.  exp.  of 
dept,  $4,000:  total  mem.,  68,  paid  part  time  41, 
volunteers  12. 

Watbk  Supply— Source^  brook:  iyttens,  gravity 
and  pump  to  res. ;  pumpmg  engine,  cap.  per  day 
576,000  gals.,  constructor  Deane;  mains,  12  miles; 
44  hydrants;  660  services;  pressure,  dom.  8K  lbs., 
fire  tS  lbs.;  cost  to  oonstroct,  $76,506;  works  be- 
long to  town. 

WEST  STOCKBRIDGE,  pop.  1,023;  no  firt 
dept. 

Watbb  Supply— Source,  wells  and  springs,  1 
mile  from  business  center;  system,  gnvi^;  qual- 
ity of  water,  good;  res.  cap.,  4,000  and  6,000  sals.; 
mains,  iron,  2  miles.  8  to  8  in.  dia.;  4  vaiTCs: 
40  services,  pipe,  galv.  iron:  pressure,  dom.  116 
lbs.;  cost  to  construct,  $4,000;  works  belong  to 
Co. 

WESTWOOD.  pop.  LISO.  Fire  dept— 8  hand 
engines,  26  hand  ex.,  1  hose  cart  1  comb,  wagmt 
fully  equipped,  2  horses;  hose,  2,400  ft;  total  mem. 
68,  paid  part  time;  value  of  dept  equipment 
$6,000;  ann.  exp.  of  dept,  $1,800. 

Watbk  Supply— Source,  10  reservoirs;  res.  cap. 
10,000  each. 

WEYMOUTH,  pop.  11,685:  fire  ar«a,  U/K» 
acres;  mercantile  bldgs.,  wood.  2  and  8  stones; 
private,  wood,  VA  and  8  atones;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  not  investigated.  Fire  dept— 2  steamers, 
1  c  engine,  19  c  nand  ex.,  4  h.  ft  L  tracka,  7 
hose  wagons:  hose,  cotton,  rubber  lined,  jgood 
10,300  ft;  inferior,  all  kinds,  600  ft;  total  hose, 
10,800  ft.,  fire  alarm,  Gamewell,  38  boxes;  value 
of  dept  equipment,  $14,000;  value  of  bldga.,  |12,- 
000;  ann.  exp.  of  dept,  $7,000;  total  mem.,  112 
volunteers. 


mains,  iroujlw  miles,  1  to  80  in.  dia.,  McNeal, 
Anniston;  896  hvdrants.  Chapman:  5aL  valves; 
meters,  total  number  17,  Crown,  Union;  3,096  ser- 
vices; pipe,  lead;  pressure,  dom.  66  lbs.,  fire  110 
lbs.;  cost  to  construct,  $SiD7,968.69;  ann.  cost  of 
mtce.,  $46,346.14;  works  belong  to  town. 

WHITINSVILLE,  pop.  4,000;  mercantile  bldgs., 
brick  and  wood,  2H  to  4  stories;  private,  wood, 
VA  and  VA  atones;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept — ^I  hand 
engine,  1  h.  &  L  truck,  6  hose  carriages;  hose, 
cotton,  rubber  lined,  good  6,000  ft;  fire  alarm. 
bell,  28  boxes;  value  of  dept  equipment.  16,006: 
ann.  exp.  of  dept,  $1,000;  total  mem.,  6^  paid 
part  time. 

Watbk  Supply— Source,  springs;  systetn.  pump 
to  res.:  quality  of  water,  good;  res.  cao^ 6O.O00.OQO 
gals. ;  2  pumping  engines,  cap.  per  day  100,000  gsls., 
constructors  Worthington,  fiolyoke;  mains,  7 
miles;  76  hydrants.  Wood;  760  services,  pipe, 
wrought  iron;  pressure,  dom.  46  Ibi.,  fire  110  lbs.; 
consumption,  per  day  400,000  gala.,  per  capita  100 
gals.;  works  belong  to  Co. 

WHITMAN,  pop.  7.243:  mercantile  bldgs., 
brick  and  wood,  1  to  4  stories;  private,  wooo.  8 
stories;  wooden  roofs  permitted  in  fire  area;  fiore- 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 4  c.  hand  ex..  1  h.  &  L 
truck,  2  hose  wagons,  1  hose  carriage,  8  horses; 
hose,  cotton,  rubber  lined,  good,  6,000  ft ;  inferior. 
all  kinds,  1,000  ft.;  total  hose,  6,000  ft;  fire  alarm, 
Gamewell.  32  boxes;  value  of  dept  equipment. 
$8,000;  value  of  bldgs.,  $28,600;  ann.  exp.  of  dept. 
$6,906;  total  mem.,  58  volunteera. 

Watbk  Supply— Source,  lake,  9  miles  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap.  240,- 
000  gals.,  dim.  20  x  lOo,  material  used  in  cons,  iron; 
quality  of  water,  good;  2  pumping  engines,  cap*. 
per  day  2,600,000  gals.,  constructors  Blake,  Word»- 
ington;  mains,  cast  iron  and  cement  lined,  28 
miles,  4  to  16  in.  dia.;  176  hydrants;  109  valves: 
meters,  total  number  808,  owned  by  town;  14R 
services;  pipe,  galv.   iron;  pressure,  dom.    €0  to 
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'iift.iSa;'' 


100  Ibi.,  fire  (»  to  IW  lb).i  eoni 
175,000  nit.;  coat  to  coatlruct. 
debt,  mt-OOO;  int.  paid  on  bondi 
ol  mtce.,  mili:  woikl  belonE  to  lowa. 

WILLIAMSBURG,  pop.  IMI;  fir*  area,  400 
Kni:    mercantile    bidp.,    bnck    and    wood,    IH 

■aittcd  in  Ciic  aroi:  finwarla  and  combuitiblc*  ord.: 
c«uc*  of  fina  InTeatisatcd.  Fire  dept.— 3  haad 
cogioei,  1  c  eniine,  I  c  hand  ex.,  «  hoae  cai^ 
riani:  hnse,  roilon,  nibbtr  lined,  sood,  l.UO  ft.i 
ioferior.  all  kinda,  t6d  ft.;  total  hoM,  LIW  ft.;  fire 
alann,  bell;  ralue  of  dept.  equipment,  R.EOl):  value 
of    bldcL,   (1,000:    anil.   exp.    of    dept,    KEO;   total 

WATia'SoprLir-Sonrce',  brook,  lU  to  t  mUei 
Irom  buiineu  center;  (jaiem.  graTitj;  qnalitr  ol 
water,  rood;  reL  cap.,  8,700,000  gala.;  rnalna,  &Dn. 
4  to  8  in.  dlia..  Chat  Miller  i  %om'  Co.:  BT  Iit- 
dranti,  Norwood;  10  ralvei,  Tb«  HaTdennlle  Co.: 
pipe,  iroa;  preunre,  doin.  30  to  US  Ibi.,  fire  80 
to  UE   Ibi.;   coit  to  conitruet,  tS0,O00;   work*  be- 

WILLIAHSTOWN.    pop,   i.iS;    fire  area,    nO 


W«TU  SotTLT— Soi 

bnalneaa  eenterj 

Er'Wm'Sn.ri 

dia. ;    tt    brdrint 


and  wood.  1  itonei:  voode 
area;  firework*  ord.:  cauai 
re  lou  for  IKS,  |1B,8W.  Hi 
1  h.  ft  1.  track,  4  hoie  e« 
libber  lined,  sood,  1,900  (t 
boiea;  value  of  dept.  equi] 
of  dept.,  te.000;  total  mem 

re«,  (pringi.  t  milai  faoi 
ratem,  vraviiy;  qnalitr  ol  watc 
14.600,030  ■all,  located  fool  < 
lina,  iron,  lo  milei,  1  to  10  b 


WIN-CHENDON,  pop.  « 
milei;  mercinlile  bidgi.,  bi 
Moriea;  Drirate,  wood.  I  (toi 
mined    in   fire    area;    Grewi 


real  Bi  «l. 
)od.  1  lo  a 

ire  dept.— 1 
.,  1  h.  A  1. 


truck,  1    hoM  wagor 

•larm,  bell  and  whi, 

cquipiiMSt,  tlSJOIh  TalDe  of  bldn.,  U,(IOOj  ann. 
exp.  oi  dept.,  (8,101:  total  mem.  40,  paid  cart  tine 
Watik  Snt-fLY-^ource,  wella.  1  mile*  t^m  buai 

food;  re*,  cap.  $00,Mo  gaU.  locaUd  Benlamiu  bill; 
3  pumpiog  engine*,  clau  comp.  dup.,  cap.  per  day 
2,SlKm  gaU.,  constructon,  Blake.  Laiiflaw. Dunn- 
Gordon;  main!,  ca«  iron,  Z3.3Z  miles,  i  to  14  in. 
dia.;  IK  hydrant*;  220  valve*;  meteti,  total  num- 
ber 778,  owned  by  city:  810  lervicea;  pipe,  wrought 
iron;  pretsurc.  dom.  40  to  1S3  lbs.,  fire  90  to  140 
lb«.;  consumption  per  dav,  14E.5M  gala.;  cot  to 
*onitruct,  (lffl,443:  Wded  debt,  173,000:  inl.  paid 


■lercantik!  bldgi., ,  _   ., 

private,  brick  and  wood.  VA  atoriea;  wooucu  luui* 

<ire*  inveitisated;  av.  fire  loa*  per  vr„  for  S  year*. 

18,500;  av.  in>.  involved  for  aame  time.  (ffi.OOO. 
Fire  dept— 1  iteamer,  8  c.  band  ex.,  1  b.  &  1. 
truck,  Z  ho»e  wagons,  2  hose  carriages.  10  horses; 
hoae,  cotton,  rubber  lined,  good,  S.000  ft.;  fire 
alarm,  elcctnc,  41  bosea;  value  of  depL  equipment. 
fl4,000;  value  of  bldga.,  84.000;  ann.  exp.  of^dept, 
nCDOO;  total  mem.  «,  paid  lull  lime  G,  piid  part 


ip.  100.000  gala.,  ma- 

ipmg  eoginea,  clau 
ler  day  1.300,000  gals.,  con itruclor  Woith- 
aint.  caat  iron,  3E  mile*.  I  to  »  in.  dia.; 


terlal  oaed ,  , ,   -. 

rea,  cap.,  833,000,000  salt.;  pumpmg 
J j^j,  i^soSopn  —• 


SO,  Gem  2,  Hersey  Ton 
■crvjcei;  pipe,  lead,  irOT 
Bure.  dom.  K  to  80  lbs., 
<oB*trncI.  teTZ,STl:  bond 


— MASS.\C1IUSE  1^  S. 


and*,  i<A  and  4  per 


WINTHROP, 

mercantile  bldg- 
private,  wood,  L"^. 


1S3  bydri 
fire  is  It 


>od,  1  to  i 
a  atoriei: 
!«orka  and 


\:  hoi 


all  kinda,  8,750 
,  Gamewell,  » 
t3S,iaS;  value 
.,  (17,880;  total 


(1.;  loial'hoie,  9,7^  ft.; 'fire 

boxes;    value   oi   dept.    cqui] 

of  bldgi.,  822,000:  ann.  exp.  l.  — ,_, 

mem.  6S.  paid  lull  time  8,  paid  pait  ti     .  ... 

W*T»  SurTLT— Source,  pond.  1  mile  from  bual- 
ne*a  center;  *yitem,  pump  to  re*,  and  direct; 
qualitr  ol  water,  good;  re*,  cap.,  8,000,000  ^*.. 
VKaled  Bora  Pond^Hountain ;  1  pumplnK  engine*, 
das*  dup.  comp.,  cap.  per  day  4,000,000  gali.,  con- 
itructon  Worthlngton,  Slake;  maini,  caat  Iron, 
84  milea,  4  to  14  in.  dia.;  303  hydrants;  430  valves; 
meter*,  total  number  78,  Crown  IS,  Union  IT,  Em- 
pire !,  Gem  1,  Heriey  Torrent  11.  Thomion  B, 
Wotthington  U,  Neptune  t.  Indicator  1,  Keyitone, 
Trident  II,  owned  by  city;  3.021  aerrice*;  pipe, 
lead  and  wrought  iron;  pressure,  dom.  50  Iba.,  fire 
16  Iba.:  conaumotloD.  per  day  1,411,108  gala.,  pef 
capita  10D.03  Eals:  coil  to  construct,  (^.tSl; 
bonded  debt,  SU,T0O;  int.  paid  on  bond*.  4  per 
ceal;  ann.  coat  of  mtce..  8IB,>lE.ai:  works  belong 

WORCESTER,  pop.  118,US;  fire  ar«,  11.771 
acre*;  mercantile  bldga.,  atone  and  brick,  8  to  ■ 
atoriea;  private,  brick  and  wood,  t  itoriea:  wooden 

■       ■  ■      '  ;   firework*  ord.; 


..... -.    -.  &'hT  wagons, 

:on,, rubber  lined,  good,  34.4» 


:k9,  19  hose  w<f 
81  borici;  hose,  colton,  rubber  lined,  good,  84. 
ft.;  inferior,  all  kinds,  UeO  ft.;  total  boie.  3T, 
ft.;  fire  alarm,  bell  and  wbiitle,  SOI  boxei;  vajm 
of  dept.  equipment,  (181,981;  value  ol  bldga.,  (464, 
071;  »on.  tip.  otj>t  dept.,  |2BJ79;  total ■" 


....  , _.  ..  Jept.,  I2BJ79; 

paid  full  time  170,  paid  part  time 
Wat»  Si 

water,    good:    rei.    cap.  'l.KO,i 
T.cic«ler,     f-axlon,     Boldei 
210.47  miiea.  i  lo  iO  in.  dia 

NaSh'  " 


ks.    8    tc 
'^-  ""toRwe'  gati 


I    8, 


1,  Duplex  1.  Desper  153,  Hersey  Torrent  1.  Ball  & 
Fitt*  £12.  Worlbington  IS.  Colombia  1,  Keystone  1. 
Lambert  20,  owned  by  consumer;  1S.706  services; 

ELpe,  wrought  steel;  pressure,  dom.  70  to  IBO  lbs., 
re  70  lo  lEO  lbs.;  coniumption  per  day.  9.IXS.848 
gats.;  COM  to  construct.  (4,S12,43S.55;  bonded  deb* 
$3,730,000;  int.  paid  on  bonds,  3U  and  4  per  cent-. 
cost  of  mtce..  ^80,000;  works  belong  to  city. 


oof's 


fireworks  and  combuatiblet 
veiligated.  Fire  dept.-l  I 
ei>..  1  h.   ft  1.   [ruck,  2  ha 


ber  lined,  good.  1.000  ft.:  fire  alarm,  whistle;  value 
of  depL  equiomeni,  (3,000;  value  oi  bidg*.,  K.OOO; 
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Watbk  Supply— Source,  9  driyen  wellt,  situated 
VA  miles  from  business  center;  sTstem,  pump: 
stop.  cap.  266,000  gals.;  dim.  30  x  60  ft;  material 
used  in  construction,  steel;  Quality  of  water, 
extra;  2  pumps;  cap.  per  day,  720,000  gals.;  con- 
structors Smith,  Vaile:  mains,  cast  iron,  6Vi  miles; 
6  to  10  in.  dia.:  S4  hydrants;  16  valves;  71  meters, 
Nash;  owned  oy  consumers;  services,  141^  pipe 
made  of  galv.  iron;  pressure,  dom.  88  lbs.,  nre  106 
lbs. ;  consumption  per  day,  44,000  gals. ;  per  capita. 
80  gals.;  cost  to  construct  works,  $60,000;  bonded 
debt,  |60,000;  int  paid  on  bonds,  4  per  cent; 
works  belong  to  town. 


Places  with  a  popuktion  of  1.000  or  more  hswiac 
no  organized  fire  dept— Acushiict,  Agawan,  As- 
bum,  Barnstable,  Bcllisghain,  Boome,  Brimfidd, 
Carver,  Charlemont,  Charlton,  Chatham.  £>art- 
mouth,  Dennis,  Dighton,  East  Longmeadow,  Had- 
ley,  Hardwick,  Harwich,  Holden,  Littleton, 
Lunenburg,  Marshfield,  Newbury,  NorwelU 
Ra^nham,  Rehoboth,  Rusfdl,  Rochester,  Rowley, 
Satuate,  Sutton,  Seeonk,  Southwick,  Stow,  Stur- 
bridge.  Sudbury,  Swansea,  Three  Rivers,  Tuburr, 
Tewksburv.  Wareham.  West  Bridgewater.  WO- 
mington,  Westford,  Weatport,  West  Stockbridg^ 
Wilbraham,  Yarmouth. 


FIRE    DEPARTMENTS    AND    WATER   SUPPLY— MICHIGAN. 
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MICHIGAN 

ABBREVIATIONS.— Ann.,  annual;  av.,  average;  bldgi.,  buildings;  cap.,  capacity;  chn.,  chairman; 
c,  chemical;  c.  &  h.,  chemical  and  hose;  cUc,  clerk;  comb,  combination;  comr.,  commiarioner;  com.,  com- 
mittee; comp.,  compound;  cons.,  construction;  depL,  department;  dia.,  diameter:  dim.,  dimensions;  dom.» 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft,  teet;  gals.,  gallons;  b.  d., 
high  duty:  h.  &  L.  nook  ana  ladder;  ins.,  insurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reserroir;  stdp.,  standpipe;  supt,  superintendent. 


» 
^ 


ADRIAN,  pop.  12,000;  fire  area,  S,IOO  acres; 
mercantile  bidgs.,  brick  and  wood,  2  to  S  stories; 
private,  brick  and  wood,  S  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com- 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept.~2  steamers,  2  in  reserve,  4  c  band  ex.,  1 
comb,  hose  &  c.  wagon,  S  hose  wagons.  8  horses; 
hose,  cotton,  rubber  lin^,  good.  6^000  ft.;  rubber. 

good,  1,000  ft.;  inferior,  sll  kinds,  2,000  ft.;  toui 
ose,  9,000  ft.;  fire  alarm,  electric,  24  boxes;  value 
of  dept.  equipment,  $26,000:  value  of  bldgs.,  US,- 
000;  ann.  exp.  of  dept.,  $8,000;  total  mem.  26,  paid 
full  time  4,  paid  part  time  22. 

Watsk  Supply— Source,  creek,  t^  milea  from 
business  center;  system,  pump  to  res. 
and  direct;  filtration  system.  New  York 
Filter,  cap.  of  plant  1,750,000  jnJs.:  qual- 
ity of  water,  good;  res.  cap.  4,000,000  gals.; 
Ijpumping  engines,  class  hor.,  cap.  per  day  4,500,- 

000  gals.,  constructor  Hollv  &  Laidfaw:  mains,  B 
miles,  6  to  18  in.  dia.;  160  hydrants  Holly;  meters, 
total  number  260,  Thomson  10,  Lambert  69,  owned 
"^^  Co.  and  consumer;  1,186  services;  pressure,  dom. 

lbs.,  fire  80  Ibs^  consumption  per  day  1,0002000 
Is.,  per  capita  100  gals.;  cost  to  construct,  $260^ 
};  ann.  cost  of  mtce,  $7,800;  works  belong  to 
Co. 

ALBION,  pop.  6,000;  fire  area,  1%  miles;  mer- 
cantile bldgs.,  stone  and  brick,  1  to  4  stories; 
private,  brick  and  wood,  2  stones;  wooden  roofs 
not  permitted  in  fire  ares;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av. 
fire  loss  for  1909,  $1,066;  av.  ins.  involvea  for  same 

1  h.  &  1.  truck,  1  hose  wagon.  1  hose  cart,  4 
horses;  hose,  cotton,  rubber  Rned,  good,  2,800  ft; 
inferior,  all  kinds,  200  ft.;  total  hose,  8,000  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment $3,600;  value  of  bldgs.,  $2,000:  ann.  exp.  of 
dept,  $2,474;  total  mem.  20,  paid  full  time  2,  paid 
part  time  1,  volunteers  17. 

WATsa  SuppLY->>Source,  wells,  U  block  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
112,000  gals.,  dim.  12xis,  located  in  Washington 
Park,  material  used  in  cons,  steel,  builders  Lansing 
£ag.  &  Boiler  Works;  quality  of  water,  good;  res. 
cap.  122,000  gals.,  located  at  station;  2  pumping 
engines,  cap.  per  day  8,000.000  gals.,  constructors 
Huffhea  Bros.;  mains,  cast  iron,  11%  miles,  4  to  12 
in.  dia.;  112  hydrants,  Mathews;  62  valves.  Crane, 
Roe,  Eddy,  Stephens;  1,038  services;  pipe,  galv. 
iron  and  lead ;  pressure,  dom.  76  lbs.,  nre  76  lbs. ; 
consumption  per  day,  2,000,000  gals.,  per  capita  64 

Kls.;  cost  to  construct,  $61,000;  bonded  debt,  $66,- 
);  int  paid  on  bonds,  5  per  cent;  ann.  cost  of 
mtce.,  $4,000;  works  belong  to  city. 


ALGONAC,  pop.  1,400.  Fire  dept.— -1  hand 
pump,  1  h.  &  1.  truck,  2  hose  carts;  hose,  1,600  ft; 
total  mem.,  26. 

WATsa  Supply— Holly  system;  mains,  2  miles, 
4  to  8  in.  dia. ;  31  hydrants. 

ALLEGAN,  pop.  3,000:  fire  area,  100  acres;  mer- 
cantile bldgs.,  wood  ana  brick,  2  and  3  stories; 
private,  wood,  1%  stories;  wooden  roofs  not  per- 
mitted: fireworks  and  combustibles  ord.  Fire  dept 
— 2  c.  band  ex.,  1  h.  &  1.  truck,  3  hose  carriages, 
1  hose  wagon;  hose,  cotton,  rubber  lined,  good, 
2,900  ft.;  inferior,  all  kinds,  300  ft;  total  hose. 
3,200  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment,  $4,000;  value  of  bldgs..  $7,000; 
ann.  exp.  of  dept.,  $700;  total  mem.,  66  volunteers. 

WATxa  Supply— Source,  well,  1  block  from  busi- 
ness center;  system,  pump  direct;  qualltv  of 
water,  good;  pumping  engines,  cap.  per  day  3,000,- 
000  gals.,  constructors  Stilwell  and  Walker;  mains, 
cast  iron,  11%  miles,  4  to  16  in.  dia.:  93  hydrants; 
71  valves;  821  services;  pipe,  wrought  iron;  pres- 
sure,  dom.  40  lbs.,  fire  lOO  lbs.;  consumption  per 
day  773,489  gals.;  cost  to  construct  $100,000;  bond- 


ed debt,  $29,000:  int  paid  on  bonds,  4  per  cent; 
cost  of  mtce.,  $2,600;  works  belong  to  city. 

ALMA,  Gratiot  Co.,  pop.  3,600;  mercantile 
bldgs.,  brick,  1  to  3  stories;  private,  stone, 
brick  and  wood,  2  stories;  wooden  roofs  permit- 
ted; no  fireworks  and  combuatiblea  ord.:  causes 
of  fires  investigated.  Fire  dept— 1  h.  &  L  truck, 
2  c.  hand  ex.,  1  hose  wagon,  2  hose  reels;  hos«^ 
cotton,  rubber  lined,  good.  3,000  ft;  fire  alarm, 
magnetic  system;  value  of  dept  equipment,  $8,600; 
value  of  bldgs.,  $3,500;  ann.  exp.  of  dept.,  $1,600; 
total  mem.  14,  paid  part  time. 

Watbx  Supply — Source,  river;  system,  pump  di- 
rect; pumpinff  engines,  cap.  per  day  2,260,000  gals., 
constructors  Walker,  Smith- Vaile;  mains,  7  miles, 
4  to  10  in.  dia.,  wood  and  part  iron;  39  hydrants. 
Holly;  meters,  total  number  375,  Crown  300, 
owned  by  city;  60  services;  pressure,  dom.  40  lbs., 
fire  100  lbs.;  cost  to  construct,  $20,000;  ann.  cost 
of  mtce.,  $2,000;  works  belong  to  Co. 

ALMONT,  pop.  718;  fire  area,  400  acres;  mer- 
cantile bldgs..  brick  and  wood,  2  stories;^  pri- 
vate, wood,  1  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  hand  engine,  4  a  hand 
ex.,  1  h.  &  I.  truck,  1  hose  wagon;  hose,  cotton, 
rubber  lined,  good,  6,400  ft;  fire  alarm,  bell. 

Watxx  Supply— Source,  wells.  8  blocks  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  69,800  gals.,  located  cor. 
Main  atreet  and  Centennial  avenue;  1  pumping 
engine,  class  gasoline,  6-hp.,  cap.  per  10  hrs.  10,000 
gals.,  constructor  Rumsey;  mains,  cast  iron,  H 
mile.  6  in.  dia.;  9  hydrants;  pipe,  iron:  pressure, 
fire  10  to  16  lbs.;  cost  to  construct.  $2,900;  cost  of 
mtce.,  $60  to  $100;  works  belong  to  village. 

ALPENA,  pop.  18,000;  mercantile  bldgs.,  brick, 

1  to  8  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— 2  steamers,  2  c 
hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon,  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good,  8,600 
ft;  inferior,  all  kinds,  1,000  ft;  total  liose,  6,600 
ft.;  fire  alarm,  telephone;  value  of  dept  equip- 
ment, $10,000;  value  of  bldgs.,  ^,000;  ann.  exp.  of 
dept,  $8,600:  total  mem.  22.  paid  full  time  6w  paid 
part  time  16;  underwriters    rating,  second  class. 

Watxe  Supply — Source,  lake,  IH  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  4  pumping  enffines,  cap.  per  day 
12,000,000  gals.,  constructors  Holly.  Stilwell-Bierce, 
Walker;  mains,  wood,  80  miles,  4  to  24  in.  dia.; 
171  hydrants,  Hollv;  2,116  services,  pipe,  lead; 
pressure,  dom.  86  lbs.,  fire  100  lbs.;  consumption, 
per  day  2,600,000  gals.,  per  capita  140  gals.;  int 
paid  on  bonds,  4  per  cent;  works  belong  to  city. 

ANN  ARBOR,  pop.  20,000;  fire  area,  5  sq.  miles; 
mercantile  bldgs.,  brick,  8  stories;  private,  wood, 

2  stories:  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept-^  steamers,  1 
aerial  truck,  1  comb.  c.  and  hose  wagon,  6  c.  hand 
ex.,  lb.  &  1.  truck,  3  hose  carriages,  9  horses; 
hose,  cotton,  rubber  lined,  good,  7,500  ft.;  fire 
alarm,  bell  and  telephone;  value  of  dept.  equip- 
ment, 20,000:  value  of  bldgs.,  $18,000;  ann.  exp.  of 
dept.,  $18,000;  total  mem.  20,  paid  full  time. 

WATxa  SuppLY-^ource,  wells,  6  blocks  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  8.000,000  gals.; 
4  pumping  engines,  cap.  per  day  7,000,000  gals.* 
constructors  Knowles,  Gordon,  Deane;  mains,  cast 
iron,  46  miles,  4  to  16  in.  dia.;  225  hydrants.  Hoi- 

5oke;  meters,  total  number  100,  owned  by  Co.; 
,700  services;  pipe,  iron;  pressure,  dom.  66  lbs., 
fire  65  lbs.;  consumption  per  day  1,700,000  gala., 
per  capita  100  gals^  cost  to  construct,  $418,000; 
bonded  debt,  $89,600;  int  paid  on  bonds,  i  p«r 
cent:  works  belong  to  Co. 
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ATHENS,  pop.  688.  Fire  dept.— 1  c.  enrine,  1 
h.  &  1.  truck;  hose,  €00  ft.;  fire  alarm,  bell;  total 
nein.t  2B. 

Watbk  Svpfly— Waterworks;  7  hydranta. 

ATLANTIC  MINE,  pop.  8,359;  mercantile 
bldgs.,  wood.  Fire  dept.— 1  steamer,  1  hose  car- 
riage: hose,  linen,  ffood,  1,200  ft.;  fire  alarm, 
whistle;  total  mem.,  24  volunteers. 

Watbi  Supply— Source,  dam,  steam  and  electric 
pumps;  1,800  ft.  2-in.  hose. 


c 


AUSABLE  CITY,  pop.  1,116:  mercantile  bldi 
wood,  8  stories:  private,  wood.  Fire  dcpL— 4  «.. 
hand  ex.,  1  h.  &  1.  truck,  8  hose  carriages^  hose, 
cotton,  rubber  lined,  eood  2,000  ft.;  intcrtor,  all 
kinds,  8,000  ft.;  total  hose,  6,000  ft.:  fire  alarm, 
bell  and  whistle;  total  mem.,  80  Tolunteers;  un- 
derwriters' rating,  first  class. 

Watbk  SuppLY^Source,  river  in  business  cen« 
ter;     system,     pump    direct;    quality    of    water, 

food;  mains,  wood,  4  miles,  4  to  B  in.  dia.;  62 
ydrants,  Hawley;  pipe,  iron;  pressure,  dom.  40 
lbs.,  fire  80  lbs.;  cost  to  construct,  $15,0iD0;  works 
belong  to  city. 

BAD  AXE,  pop.  1,500;  mercantile  bldgs.,  brick 
and  wood,  2  stones:  private,  brick  and  wood,  2 
stories:  wooden  roots  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  h.  &  1.  truck.  2  hose 
carts;  nose,  cotton,  rubber  lined,  good,  1,000  ft.; 
fire  alarm,  whistle;  value  of  dept  equipment, 
$1,000;  value  of  bldgs.,  $25,000;  toUl  mem.,  40  vol- 
unteers. 

Watbi  Supply— Source,  wells,  2  blocks  from 
business  center ;  system,  pump  to  stdp. ;  stdp.  cap. 
100,000  gals.,  dim.  12  x  100,  material  used  in  cons, 
steel;  2  pumping  engines,  class  dup.,  cap.  per  dav 
1^500,000  gals.,  constructors  Deane  and  L.  D.  G. 
Co.;  mains,  wood,  4  miles,  4  to  8  in.  dia.;  84  hy- 
drants; meters,  total  number  12.  Buffalo;  120  ser- 
vices; pipe,  iron;  pressure,  dom.  48  lbs.,  fire  80 
lbs.;  consumption  per  day  83,000  gals.;  cost  to 
construct,  $17,000;  bonded  debt,  115,000;  int.  paid 
on  bonds.  3  and  6  per  cent;  cost  of  mtce.,  $1,000; 
works  belong  to  city. 

"BANGOR,  pop.  1,200;  fire  area,  85  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  8  sto- 
ries: private,  brick  and  wood,  VA  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  &  L  truck,  1  hand 
engine,  1  hose  cart;  hose,  rubber,  good,  1^200  ft.; 
fire  alarm,  whistle;  value  of  dept.  equipment, 
$1,500;  value  of  bldgs.,  $2,000;  40  volunteers. 

Watbr  Supply— Sottfce,  wells,  800  ft  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
60,000  gals.,  material  used  in  construction  steel; 
quality  of  water,  good;  2  pumping  engines,  class 
steam,  constructor  Worthington;  mains,  cast  iron. 
1%  miles,  4,  6  and  8  in.  dia.;  22  hydrants;  32 
valves,  40  services;  pipe,  galv.  iron;  pressure, 
dom.  66  lbs.,  fire  100  lbs.;  cost  to  construct,  $15,- 
000;  bonded  debt.  $15,000;  int.  paid  on  bonds,  4V<b 
per  cent;  works  belong  to  village. 


BARAGA,  pop.  1.200;  fire  area,  600  acres:  mer- 
cantile bldgs.,  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated ;  av.  fire  loss  per 
yr.  for  past  8  yrs.,  $500;  av.  ins.  on  some,  $1,500. 
Fire  dept.— Steam  pump,  h.  &  1.  truck,  2  nose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,760 
ft:  inferior,  600  ft;  total  hose,  2.260  ft;  fire  alarm, 
bell  and  whistle;  ann.  exp.  of  dept,  $500;  total 
mem.,  26  volunteers. 

BATTLE  CREEK,  pop.  25.000;  fire  area,  8 
miles;  mercantile  bldgs.,  brick.  1  to  7  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  limits,  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated ;  av.  fire  loss  per 
yr.  for  3  yrs.,  $29,444.  Fire  dept.— 2  steamers,  12  c. 
hand  ex.,  1  aerial  truck,  4  comb.  c.  &  h.  wagons, 
1  hose  wagon,  17  horses;  hose,  cotton,  rubber 
lined,  good,  8,500  ft;  total  hose,  9,000  ft;  fire 
alarm,  electric,  83  boxes;  value  of  dept.  equipment, 
$33,000;  value  of  bldfrs.,  $38,000;  ann.  exp.  of  dept, 
$33,000;  total  mem.  36,  paid  full  time  81,  paid  part 
time  4. 

Watbk  Supply— Source,  lake,  2  miles  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
143.000  gals.,  dim.  18  x  75.  msterial  used  in  cons. 
wrought  Won;  quality  of  water,  good;  2  pumping 


engines,  daas  comp.  dup.,  cap.  per  daj  iJXfiP 
gals.,  constructor  Blake;  mains,  cast  iron,  8 
miles,  4  to  16  in.  dia.;  634  hydrants:  440  nlvti, 
meters,  total  number,  4,116,  Lambert.  Crown,  Naih, 
Empire,  Gem,  Trident,  tiersey  Disc,  Thonsos. 
Worthington,  Buffalo,  PitUburg,  Weatingbonse, 
owned  by  city  and  consumer;  4,406  serTices;  pipe, 
lead  and  galv.  iron ;  pressure^  dom.  60  to  S5  luu 
fire  60  to  85  lbs.;  consumption  per  day,  700,090 
gals.;  cost  to  construct,  $435^013;  bonded  debt. 
|00,000;  int  paid  on  bonds,  5  per  cent;  cost  ol 
mtce.,  $16,351;  works  belong  to  city. 


BAY  CITY,  pop  52,000;  fire  ares,  6,440  acru; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  f 
stories;  private,  brick  and  wood.  8  stories;  woods 
roofs  not  permited  in  fire  limits;  fireworks  m 
combustibles  ord.;  causes  of  fires  invcstigited; 
av.  fire  loss  for  last  8  years,  $183,000.  Fir*  depL-i 
steamers,  2  c.  engines,  13  c.  hand  ex.,  3  b.  &  L 
trucks,  10  hose  wagons,  5  hose  carriages,  O  bones; 
hose,  cotton,  rubber  lined,  good,  20,000  ft;  in- 
ferior, all  kinds,  1,000  ft;  total  hose,  21,000  ft;  in 
alarm,  electric,  127  boxes;  value  of  dept  eqmpj 
ment  $55,815;  value  of  bldgs^  $66,000;  ann.  exp.  ot 
dept.,  $56,575;  total  mem.  62,  paid  full  time  *, 
paid  part  time  39;  underwriters*  rsting,  second 
class 

Watbe  Supply— ^ourcOk  bay,  4  miles  from  bu» 
ness  center;  system,  pump  direct;  qnabty  « 
water,  good;  6  pumping  ennnes,  cap.  per  «T 
18,000,000  gala.,  constructor  Holly;  m»«0Sv,<2? 
iron,  77  miles,  4  to  24  in.  dia.;  685  kjinnts,  HoOj. 
Wood;  1,109  valves,  Toa.  Flower  &  Bros.;  meten, 
total  number  1,306,  Crown.  Union,  Empire,  Heney 
RoUry.  Hersey  Disc,  Thomson.  Wortbmgtoa, 
Columbia,  Keystone,  Trident  Lambert,  N«i». 
Pittsburg,  Westinghouae,  owned  by  citj;  8,700  jtf^ 
ices;  pipe,  lead  and  wrought  iron;  prc^^^'-JSi 
40  lbs.,  fire  80  lbs. ;  consumption,  per  day  5,SJjW 
gals.,  per  capita  126  gals. ;  cost  to  constroct,  Wv 
m;  bonded  debt,  $482,000;  int  paid  on  bonds,  I 
per  cent;  ann.  cost  of  mtce.,  $24,600;  works  belosf 
to  city. 

BEACON,  pop.  700;  mercantile  bldgs..  wood. 
Fire  dept.— 3  hose  carriages.  1  h.  &  L  truck;  hose, 
cotton,  rubber  lined,  good,  1,000  ft;  fire  alann, 
whistle;  volunteers. 

Water  Supply— Source,  pumping;  f^^ 
pump  to  res.,  2,000  ft  4-in.  water  mains;  worn 
belong  to  U.  S.  Steel  Co. 

BEAVERTON,  pop.  766;  mercantile  bldjfc. 
wood.  Fire  dept.— 2  hose  carriages;  hose,  nttte, 
good,  60Q  ft;  fire  alarm,  tell;  total  mem.,  u  vol- 
unteers. ^ 

WAxaa  Supply— Source,  wells;  sy»t«».  P°** 
matic  pumps;   R.  Ross,  au.it 

BELDING,  pop.  6,000;  firt  area,  80. acres;  mef- 
cantile  bldgs.,  brick  and  stole,  2  ton^Jj^TS 
wood,  2  stories;  wooden  roof;  not  permittw,  nre- 
works  and  combuatiblea  ord.:  causes  of  of es  m- 
vestigated.  Fire  dept— 2  c  kind  «••  1  '^  fJ: 
truck,  1  hose  wagon,  2  horses -hose,  cotton,  njo«»«J 

lined,  good.  2,600  ft.;  fire  «Iar»z  JJ**P°°*!u 
boxes;  value  of  dept  cquipff«t  $6.0W;  «»- "P" 
of  dept,  $1,000;  totel  mem.   i.  paid  part  tmc 

Watbe  ~  -  * 

pum 

000,Okiv    i|«ii».,    cousiruciors   ju«ivM«»»-*jr-- —  --    _ 

mains,  wood,  14  miles,  4  tc  12  in.  dis^.  ^JJ-X^ 
Pipe  Co.;  50  hydrants,  Ch^man;  W  semctt. 
pressure,  dom.  TO  to  110  lbs.,  fire  IW  5>*-/S 
to  construct  $70,000;  int  paia  on  bonds,  tp« 
cent;  works  belong  to  city;  ntfr  wsterworw  » 
process  of  construction. 

BELLAIRE,  pop.  1,400;  n««»*"jJ!^£| 
brick  and  wood,  1  to  8  stories;  privaC  "JJli  j, 
wood,  2  stories;  wooden  roofs  not  ^^  u. 
fire  area;  combustibles  ord.;  causes  o  Vu^m 
vestigated.  Fire  dept-1  h.  ft  1.  ^^Jj  ijS 
carriages;  hose,  cotton,  rubber  lined,  P'^Jl^. 
ft;  inferior,  all  kinda,  lOO  ft;  total  bosejjjn-. 
fire  alarm,  whistle;  value  of  dept  cflJJ^ 
$1,600;  value  of  bldgs.,  $1,025;  ann.  exp.  «f«>«^ 
$260:  total  mem.,  SO  volunteers.  j   j—     la 

Watsi  Supply— Source.  weUs  and  "JJ*^  ^ 
business  center;  system,  pumpto  f^'iSte*  $• 
water,  good;  res.,  cap.,  100,000  F***LJSwfftb. 
rods  from  station;  1  pumping  engine,  **^!!,— (©« 
ington  turbine,  60,000  gals,  per  day.  eonfin«^ 
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Smith- Vaile;  mains,  iron,  6  miles,  2  to  6  in.  dia.; 
23  hydrants,  Bourbon;  100  serrices;  pressure,  dom. 


BELLEVUE;  bldgs.,  brick.  Fire  dept— 1  hand 
engine,  1  h.  &  1.  truck,  1  hose  cart;  hose,  100  ft.; 
fire  alarm,  bell. 

Watbk  Supply— Source,  wellt. 

BENTON  HARBOR,  pop.  €,662:  fire  area,  100 
acres;  mercantile  bldgs..  brick  and  stone,  8  sto- 
ries; private,  brick  and  stone,  1%  to  4  stories; 
wooden  roofs  permitted:  fireworks  and  combus- 
tibles ord.  Fire  dept— 1  steamer,  6  c.  hand  ex., 
1  h.  &  1.  truck,  1  aerial  truck,  1  hose  wagon,  2 
hose  reels,  8  horses;  hose,  cotton,  rubber  lined, 
good,  4,200  ft.;  fire  alarm,  bell  and  telephone; 
value  of  dept  equipment,  $60,000:  value  of  bldgs., 
$12,000;  ann.  exp.  of  dept,  $2,800;  total  mem.  30, 
paid  full  time  6,  paid  part  time  24, 

Watbi  Supply— Source,  wells.  8  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
107,000  gals.,  dim.  12  x  100,  material  used  in  cons, 
steel;  quality  of  water,  good;  8  pumping  engines, 
class  dup.  and  triplex,  cap.  per  day  3,800,000  ^Is., 
constructors  Hughes  and  Gould;  mains,  cast  iron, 
26  miles,  4  to  12  in.  dia.;  176  hydrants;  meters, 
total  number  396,  Crown,  Nash,  Lrnion,  Empire, 
Trident.  Herscy  Disc,  Thomson.  Columbia,  Pitts- 
burg, Keystone,  Lambert,  owned  by  city  and  con- 
sumer; 1,523  services;  pipe,  lead;  pressure,  dom. 
50  lbs.,  fire  80  lbs.;  consumption  per  day,  320,782 

fals.;    cost   to    construct,    $144,543;    bonded   debt, 
103,500;  int.  paid  on  bonds,  4,  5  and  6  per  cent; 
cost  of  mtce.,  $6,000;  works  belong  to  city. 


BERRIEN  SPRINGS,  pop.  1,000.  Fire  dept— 
1  gasoline  engine,  2  hand  hose  reels;  hose,  1,500 
ft.;   fire  alarm,  bell;    total  mem.,  40  volunteers. 

Watzk  Supply— Source,  creek:  2  pumping  en- 
gines, comb.  cap.  per  day  1,440,000  gals.,  construc- 
tor Piatt;  mains,  8  miles,  4  to  8  in.  dia.;  31  hy- 
drants; pressure,  dom.  S5  lbs.,  fire  190  lbs. 

BESSEMER,  pop.  4.600;  fire  area,  640  acres; 
mercantile  bldgs.,  wood,  1  to  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  ^r.  for  8  yrs.,  $360: 
ar.  ins.  for  same  time,  $366.  Fu'e  dept— iS  c  hand 
«x.,  1  h.  &  1.  truck,  1  hose  wagon,  1  hose  cart 
t  horses:  hose,  cotton,  rubber  lined,  good  8,100 
ft.;  inferior,  all  kinds^  260  ft;  total  hose,  8,860  ft; 
fire  alarm^  bell,  whistle  and  electric;  value  of 
dept.  equipment,  $6,000;  value  of  bldgs.,  $8,000; 
ann.  exp.  of  dept.,  $2,000;  total  mem.  25,  paid  part 
time;  underwriters'  rating,  third  class. 

Watsk  Supply— Source,  springs,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
133,000  gals.,  dim.  26  x  80,  located  on  Colby  Hifi. 
material  ased  in  cons.,  steel;  quality  of  water,  good 
res.  cap.,  6,012,600  gala.,  located  %  mile  from  city; 
t  pumping  engines,  size  18V6  x  10  x  10,  cap.  per 
day[  1,75<M)00  gals.,  constructor  Worthinrton: 
mains,  6%  miles,  4  to  8  in.  dia..  National;  42 
hydrants,  Ludlow:  26  valves,  Ludlow;  meters, 
total  number  24,  Bersey  Rotary  2,  Hersey  Disc 
6,  Worthington  2.  Keystone  6,  Nash  6,  Westing- 
bouse,  2,  owned  by  consumer;  326  services,  pipe, 
lead;  pressure,  dom.  60  lbs.,  fire  126  lbs.;  con- 
aumption,  per  day  40,000  gals.,  per  capita  10  gals.; 
cost  to  construct,  $60,000;  ann.  cost  of  mtce., 
$4,200;  works  belong  to  city. 

BIG  RAPIDS,  pop.  6,000;  fire  area,  1,280  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustioles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
b.  &  1.  truck,  6  c.  hand  ex.,  6  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  6,000  ft.;  fire  alarm, 
G&mewell,  23  boxes:  total  mem.,  48  volunteers. 

Watbk  Supply— Source,  river;  system,  pump  to 
res.  and  direct;  quality  of  water,  good;  res.  cap. 
80,000  irals. ;  4  pumping  engines,  cap.  per  day 
4,000,000  gals.,  constructor  Holly  and  De  Laval; 
mains,  cast  iron,  14  miles,  4  to  16  in.  dia.;  130  hy- 
drants; 34  valves  J  meters,  total  number  2,  owned 
by  city;  800  services;  pressure,  dom.  70  lbs.,  fire 
110  lbs.;  cost  to  construct,  $76,000;  bonded  debt, 
$15,000;  int.  paid  on  bonds,  4^  per  cent;  cost  of 
mtce.,  $6,000;  works  belong  to  city. 


BIRMINGHAM,  pop.  1.400;  fire  area,  640  acres; 
mercantile  bldgs.^  brick,  2  stories;  private,  brick 
and  wood,  3  stories;  wooden  roofs  not  permitted 
in  fire  area;  causes  of  fires  investigated.  Fire 
dept— 2  hose  wagons,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good.  1,600  ft;  nre  alarm,  bell 
ana  whistle:  value  of  dept  equipment,  $12000; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept.,  $600; 
volunteers. 

Watbk  Supply— Source,  wells;  nrstem,  gravity, 
pump  to  res.;  res.  cap.,  1,000  bbls.;  2  pumping 
engines,  cap.  per  day  1,600,000  gals.,  constructor 
Hughes;  mains  6%  miles,  4  to  10  in.  dia..  Lake 
Shore  Foundry;  60  hydrants,  Galvin;  180  services; 
pressure,  dom.  40  lbs.,  fire  60  to  80  lbs.:  cost  to 
construct,  $20,000;  ann.  cost  of  mtce.,  $1,200;  works 
belong  to  town. 

BLISSFIELD,  pop.  2,000;  fire  area,  800  acres; 
mercantile  bldgs.,  bnck,  2  and  8  stories;  private, 
wood,  1%  stones:  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  steamer,  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good,  2,500 
ft;  fire  alarm,  bell  and  electric  gone;  value  of 
dept  equipment,  $4,600;  value  of  bldgs.,  $4,000: 
ann.  exp.  of  dept,  $500;  total  mem.  20,  paid  full 
time.  30  vounteers. 

Watbe  Supply— Source,  river;  no  waterworks 
system. 

BRONSON.  pop.  1,176.    Fire  dept.— 1  hand  en- 

r'ne,  1  h.  &  1.  truck,  1  gas  engine,  2  hose  carts, 
Babcock  h.  ex.;  hose,  1,600  ft;  fire  alarm,  bell; 
total  mem.,  34. 
WATEm  Supply— 17  open  wells. 

BUCHANAN,  pop.  2,600;  fire  area,  10  acres; 
mercantile  bldgs..  bnck  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  1  to  8  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.  for  8  years,  $2,833;  av.  ins.  in- 
volved for  same  time,  $3,500.  Fire  dept. — ^1 
steamer.  1  hand  engine,  2  c.  hand  ex..  1  h.  &  1 
truck,   3   hose  carts;  hose,  cotton,  rubber  lined, 

food,  2,000  ft.;  inferior,  all  kinds.  160  ft;  total 
ose,  2,160  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment,  $3,000;  value  of  bldgs.,  $6,000; 
ann.  exp.  of  dept,  $300;  total  mem.  46,  paid  part 
time. 

Watbe  Supply— Source,  flowing  wells;  system, 
pump  direct;  2  pumpine  engines,  cap.  per  day 
300,000  gals.,  constructor  Walker;  mains,  cast  iron, 
8  miles,  4  to  10  in.  dia.,  Ohio  Pipe  Co.;  63  hy- 
drants. Bourbon ;  8  valves;  349  services;  pressure, 
dom.  60  lbs.,  fire  100  lbs.;  cost  to  construct,  $26,- 
000;  int  paid  on  bonds.  6  per  cent;  ann.  cost  of 
mtce.,  $2,000;  works  beiong  to  city. 

CADILLAC,  pop.  8,600;  fire  area,  84  acres;  mer- 
cantile bldgs.,  bricK,  1  to  3  stories;  private,  wood, 
1  story;  wooden  roofs  not  permitted  in  fire  area; 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck,  7  c.  hand  ex.,  1  hose 
wagon,  8  hose  carts,  4  horses;  hose,  cotton,  rubber 
lined,  good,  6,000  ft.;  fire  alarm,  Gamewell,  21 
boxes;  value  of  dept  equipment,  $8,000;  value  of 
bldgs.,  $%000;  ann.  exp.  of  dept,  $3,374;  total 
mem.  82,  paid  full  time  2,  volunteers  80. 

Watsr  Supply — Source,  lake,  %  mile  from  busi- 
ness center;  system,  pump  direct;  stdp.  cap.  196,- 
000  gals.,  dim.  20  x  80,  material  used  in  cons, 
steel;  quality  of  water,  good;  4  puniping  engines, 
class  comp.,  cap.  per  day  10,000,000  gals.,  con- 
structors Laidlaw-Dunn-Gordon  and  Worthing- 
ton; mains,  cast  iron,  16^  miles,  4  to  18  in.  dia.; 
132  hydrants;  120  valves;  meters,  total  number  16, 
Crown,  Herscy  Rotary,  Trident,  Hersey  Torrent 
Thomson;  1,800  services;  pipe,  galv.  iron;  pres- 
sure, dom.  70  lbs.,  fire  140  Ids.;  consumption  per 
day,  2,600,000  gals.;  works  belong  to  Co. 

CALUMET,  pop:  16,000;  fire  area,  2,000  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories^  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted 
Fire  dept.— 3  steamers,  30  c.  hand  ex.,  1  h.  &  L 
truck,  8  hose  ciirriages;  hose,  cotton,  rubber  lined, 

food  4,000  ft.;  rubber,  good,  8,000  ft.:  toUl  hose, 
,000  ft;  fire  alarm,  whistle;  value  of  dept  equip- 
ment, $66,000;  total  mem.,  (S  volunteers. 

Water  Supply— Source,  dam;  system,  pump  to 
stdp.  and  direct;  pumping  engines,  cap.  per  day 
15.000,000  gals.;  mains,  3^ miles,  4  to  12  m.  dia.; 
30  hydrants;  meters,  total  number  8;  pressura^ 
fire,  45  to  lOO  lbs.;  works  belong  to  Co. 
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CARO,  pop.  2,600;  fire  arca»  1  sq.  mile;  mercantile 
bidet.,  bnclc,  1  to  8  stories;  private,  stone,  brick 
ana  wood,  1  to  8  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  h. 
ft  1.  truck,  2  hose  carriases;  hose,  cotton,  rubber 
lined,  good,  8,000  ft.;  fire  alarm,  Gamewell,  10 
boxes;  value  of  dept  equipment,  13,000;  value  of 
bidgs.,  16,000;  ann.  exp.  of  dept.,  $600;  total  mem. 
21.  paid  part  time. 

WATsa  Supply— ^Source,  wells  and  springs*  % 
mile  from  business  center;  svstem,  pump  to  stdp. 
and  direct;  stdp.  cap.  275,000  gals.,  dim.  26  x  75, 
material  used  in  cons,  iron;  quality  of  water,  good: 
res.  cap.  1,000,000  gals.,  located  at  pump  house:  2 
pumping  engines,  class  comp.  dup.,  cap.  per  oay 
600,000  gals,  each,  cons.  Deane;  mains,  cast  iron, 
7^  miles,  4  to  8  in.  dia.;  43  hydrants;  15  valves; 
meters,  total  number  80,  owned  by  consumer;  460 
services;  pipe,  iron;  pressure,  dom.  00  lbs.,  fire 
80  lbs.;  cost  to  construct,  $56,000;  bonded  debt, 
130,000;  int.  paid  on  bonds,  8  per  cent;  works 
belong  to  Co. 

CARROLLTON,  pop.  2,400;  mercantile  bldgs., 
wood,  1  to  8  stories;  private,  wood,  1  and  2  stones: 
wooden  roofs  permitted  in  fire  area;  causes  of 
fires  investigated.  Fire  dept — ^1  steamer,  1  hose 
wagon,  1  hose  carriage;  hose,  cotton,  rubber  lined, 
good,  1,760  ft;  inferior,  all  kinds,  150  ft;  total 
hose,  1,900  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  $4,000;  value  of  bldgs.,  $1,600;  total 
mem.  12,  paid  part  time. 

Watie  auppLT— Source,  wells  and  dttems;  river 
for  fire  use. 

CARSON  CITY,  pop.  908.  Fire  dept.— 1  steamer, 
1  h.  ft  1.  truck,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good.  1,600  ft:  inferior,  all  kinds,  200  ft; 
total  hose,  1,700  ft:  total  mem..  26,  part  paid. 

Water  Supply— Source,  creek;  system,  pump  to 
stdp.  and  direct:  pressure,  fire  90  lbs.;  consump- 
tion, per  day  160,000  gals.,  per  capita  156  gals.; 
ann.  cost  of  mtce.,  $800;  works  belong  to  town. 


CASS  CITY,  pop.  1,118.  Fire  dept.— 12  e.  ex.,  1 
fa.  ft  1.  truck;  hose,  960  ft;  total  mem.,  26. 

Watsk  SuppLY-^Source  and  system  not  r»* 
ported:  mains,  8  miles;  25  hydrants. 

CASSOPOLIS,  pop.  2,000;  mercantile  bldgs., 
brick,  2  stones;  private,  wood  and  brick,  2^  sto- 
ries; wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  ft  1.  truck.  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good,  1,800  ft;  fire  alarm, 
electric,  8  boxes;  value  of  dept  equipment,  $1,600; 
value  of  bldgs.,  $1,200;  total  mem.,  24  volunteers; 

Water  Supply— Source,  lake,  H  mile  from  busi- 
ness center;  system,  pump  direct:  quality  of  water, 
goodj^  pumping  engines,  class  dup.,  cai>.  per  day 
2,000,000  gals.,  constructor  Gordon;  mains,  iron, 
6  miles,  4  to  10  in.  dia.;  40  hydrants;  20  valves; 
360  services;  pipe,  lead  and  iron;  pressure,  dom. 
40  lbs.,  fire  90  lbs.;  cost  to  construct,  ^,000; 
cost  of  mtce.,  $1,600;  works  belong  to  city. 

CEDAR  SPRINGS,  pop.  1,060.  Fire  dept— 1 
hand  engine,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good.  1,200  ft. ;  inferior,  all  kinds,  200  ft ; 
total  hose,  1,400  ft.;  total  mem.  IS,  paid  part  time. 

Water  Supply— Source,  creek  and  springs; 
tvstem,  gravity;  pressure,  dom.  80  lbs.,  fire  150 
lbs.;  cost  to  construct,  $1,600;  ann.  cost  of  mtce., 
$1,000;  works  belong  to  town. 

CENTRAL  LAKE.  Water  Supply  —  Source, 
springs;  system,  gravity;  quality  of  water,  good; 
res.  cap.  1,000  bbls. ;  cap.  per  day,  1,600  bbls.; 
mains,  iron,  1%  miles,  1^  to  8  in.  dia.;  7  hy- 
drants; pressure,  dom.  80  to  46  lbs.,  fire  80  lbs.; 
cost  to  construct,  $3,200;  works  belong  to  Co. 

CHARLEVOIX,  pop.  2,600:  fire  area,  448  acres; 
mercantile  bldgs.,  wood  and  brick,  1  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area.  Fire  dept.— 1  steamer,  1 
hand  engine,  1  h.  &  1.  truck,  2  nose  carts;  hose, 
cotton,  rubber  lined,  good,  1.900  ft.;  inferior,  all 
kinds,  600  ft;  total  hose,  2,400  ft.;  fire  alarm,  bell 
and  whistle,  telephone  boxes;  value  of  dept.  equip- 
ment, $7,000;  value  of  bldgs..  $700;  ann.  exp.  of 
dept,  $744:  total  mem.,  82  volunteers. 

Water  Supply— Source,  wells,  %  mile  from 
business  senter;  system,  pump  direct;  qualitv  of 
tvater,  good;  pumping  engines,  cap.  per  day  175,000 


fls..  constructor  Wortbincton;  mains,  cast  ifon, 
miles,  4  to  10  in.  dia.;  72  hydrants;  40  valves; 
meters,  total  number  12,  Crown,  Nash,  Gem,  Tri- 
dent, Thomson,  Buflfalo,  owned  by  city;  465  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  80  lbs.,  fire 
110  lbs.;  consumption  per  day,  1.340,000  gals.;  cost 
to  construct,  $36,000;  bonded  debt,  $6u,000;  int 
paid  on  bonds,  6  per  cent;  works  belong  to  city. 

CHARLOTTE,  pop.  6»888;  fire  area,  8^  aq. 
miles;  mercantile  olags.,  bnck,  1  to  8  stories; 
private,  wood  and  bricx,  1%  stories:  wooden  roois 
not  permitted;  fireworks  and  combattiblca  onL; 
causes  of  fires  investigated;  av.  fire  lossper  yr.  for 
8  yrs.,  $3,476;  av.  ins.  for  same  time,  $3462^  Fire 
dept— 1  steamer,  1  comb,  c  &  h.  wagon.  1  c  ca- 

f'ne,  4  c  hand  ex.,  1  h.  ft  1.  truck,  2  hose  wagons, 
hose  carriages,  reels,  etc,  4  horses^  hose,  cotton, 
rubber  lined,  good.  8,000  ft.:  infenor,  afl  kinds, 
850  ft.;  toul  hose,  8|860  ft;  fire  alarm,  GamewcH, 
12  boxes;  value  of  dept  equipment,  ^600;  ▼ahw 
of  bldgs.,  $6,500;  ann.  exp.  ot  dept,  $8,960;  total 
mem.  18,  paid  full  time  4,  paid  part  time  Ifi. 

Water  Supply— Source,  wells  and  cisterns;  sys- 
tem, pump  direct;  2  pumping  engines,  cap.  per 
day  8,000,000  i(Rla..  constructor  Walker;  mama,  18 
miles,  4  to  12  in.  dia.,  Cincinnati,  Newport;  86  hy^ 
drants,  Ludlow;  126  valves;  meters,  total  nnmbcr 
5;  843  services;  pipe,  lead;  pressure,  dom.  40  Ibs^ 
fire  100  Ibs^  consumption,  per  day  806,850  gala^ 
per  capita  78  gals.;  cost  to  constmct,  $16,000;  int 

Kid  on  bonds.  4  per  cent;  ann.  coat  of  mtoe., 
782:  works  belong  to  town. 

CHEBOYGAN,  pop.  6,489;  fire  area.  4,850  acres; 
mercantile  bldgs.,  orick  ana  wood,  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  hand  engine,  6  c  hand 
ex.,  1  h.  &  1  truck,  2  fire  tugs,  €  nose  carriages; 
hose,  cotton,  rubber  lined,  good  8,500  ft. j  inferior, 
all  kinds.  1,000  ft;  toUl  hose,  4,600  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept  equipment,  89.000; 
value  of  bldgs^  $65,000;  ann.  exp.  of  dept.,  I2J0O; 
total  menu.  ^75,  paid  part  time  2,  volunteers  178. 

Water  Supply— Source,  wells;  system,  pump 
direct;  res.  cap..  76,000  gals.;  pumping  csinines, 
cap.  per  day  4,600,000  gals.,  constructors  Walker, 
Smith-Vaile ;  mains,  wood  and  iron,  9  miles,  4  to 
14  in.  dia.,  Michigan  Pipe  Co.;  66  hydrants,  Cal- 
vin, Holly;  meters,  total  number  6,  Herscy;  M8 
services;  pipe,  lead;  pressure,  dom.  40  lbs.,  fire 
100  lbs.;  consumption,  per  day  441,000  gals.,  per 
capita  67  gals.;  cost  to  construct,  (180,000;  tax, 
paid  on  bonds,  5  per  cent;  ann.  cost  of  mtce., 
$4,000;  works  belong  to  city. 

CHELSEA,  pop.  2,000;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  M  sto- 
ries; private,  wood,  2^;  stories;  wooden  roots  pcr> 
mitted  in  fixe  area;  fireworks  and  combnstiDles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
c.  engine  on  wheels,  1  h.  ft  i.  wagon.  2  hose  car> 
riages;  hose,  cotton,  rubber  lined,  good,  l^iOO  ft.; 
inferior,  all  kinds,  600  ft.;  total  hose,  1,700  ft; 
fire  alarm,  whistle;  value  of  dept  equipment 
81,600;  value  of  bldgs.,  $8,000;  ann.  exp.  ot  dept, 
$75;  total  mem.,  82  volunteers. 

Water  Supply— Source,  wells,  1,000  ft.  from 
business  center;  system,  pump  to  res.;  res. 
cap.,  125,000  gals.;  pumping  engines,  cap.  per  day 
500,0(D0  gals.,  constructor  Worthington;  mains,  € 
miles,  4  to  8  in.  dia.;  80  hydrants,  Bourbon.  Cof- 
fin ;  100  services ;  pressure,  fire  46  to  100  lbs. 

CHESANING,  pop.  1,244.  Fire  dept.— 1  h.  ft 
1.  truck,  8  hose  carriages;  hose,  cotton,  rubber 
lined,  good.  2,000  ft.;  total  mem.,  26  volnnteera. 

Water  Supply— Source,  wells;  system,  pomp  di- 
rect; res.  cap.,  76,000  gals.;  bmnpintf  ensmes, 
comp.  dup..  cap.  per  day  I,o00,0d0  gals.,  co»> 
structors  rairbank,  Morse  ft  Co.:  nsains,  case 
iron.  6  miles,  4  to  10  in.  dia.;  20  hydrants;  meters, 
total  number  100;  80  services;  pipe,  lead;  pressure, 
dom.  66  lbs.,  fire  100  lbs.;  consumption,  per  day 
60.000  gals.,  per  capita  60  gals.;  cost  to  cosstract, 
$14,500;  works  belong  to  town. 

CLARE,  pop.  1,446;  fire  srea.  200  acres;  ner' 
cantile  bldgs.,  brick  and  wood,  2  stories;  private, 
wood.  2  stories;  wooden  roofs  permitted;  fiicwutas 
and  combustibles  ord. ;  causes  of  fires  inTestinted. 
Fire  dept.— 1  h.  ft  1.  truck,  8  hose  carriages;  hosa, 
cotton,  rubber  lined,  good,  1,900  ft.;  inferior,  all 
kinds,    400   ft;   toUl    hose  2,800   ft;   fire    alarm. 
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Gamewell  system  and  bell:  value  of  fire  dept. 
bldgs.,  12,000;  ann.  exp.  of  dept.»  1160;  total  mem., 
28  volunteers. 

Watxe  SuppLY^Sottrce,  6  wells;  4  pumping  en- 
gines, cap.  per  day  1,000,000  gals.,  constructor 
Walker;  mains,  6  miles.  4  to  10  in.  dia..  Wood, 
Bay  City;  30  hydrants.  Holly;  800  services;  pipe, 
black  iron;  pressure,  dom.  20  lbs.,  fire  90  to  100 
lbs.;  consumption,  per  day  720,000  gals.,  per  capita 
70  gals.;  cost  to  construct,  1B2,000;  int.  paid  on 
bonds,  D  per  cent;  ann.  cost  of  mtce.,  16,000; 
works  belong  to  town. 

CLINTON,  pop.  1,088;  mercantile  bldgs.,  brick, 
2  to  S  stories;  private,  wood,  2  stories;  wooden 
roofs  not  permitted;  combuatibles  ord.  No  fire 
dept.— 1  h.  &  1.  truck;  hose,  800  ft;  volunteers; 
underwriters'  rating,  fourth  class. 

WATsa  Supply— Source,  river,  1-6  mile  from 
business  center;  system,  pump  direct  to  mains; 
quality  of  water,  good;  6  pumps,  cap.  per  min. 
1,000  gals.,  constructors  Fairbanks,  Morse;  mains, 
cast  iron,  36  mile,  6  in.  dia.;  8  hydrants;  1  valve; 
pressure,  fire  140  lbs.;  works  belong  to  city. 

COLDWATER,  pop.  7,000;  fire  area,  160  acres; 
mercantile  bldgs.,  bnck,  2  to  4  stories:  private, 
stone,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com* 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  steamer.  4  c.  hand  ex.,  1  h,  &  L  truck, 
1  hose  wagon,  2  hose  carriages,  2  horses;  hose, 
cotton,  rubber  lined,  good,  bfiOO  ft.;  fire  alarm, 
bell,  whistle  and  telephone;  value  of  dept.  equip- 
ment, $11,000;  value  of  bldgs.,  $10,000;  total  mem. 
25,  paid  full  time  2,  paid  part  time  13,  voluu- 
teers  10. 

WATEa  Supply— Source,  wells,  H  mile  from 
business  center;  system,  pum^  direct;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  day 
1,500,000  gals.,  constructor  Hughes;  mains,  cast 
and  wrought  iron,  18  mileSj  4  to  16  in.  dia.;  116 
hydrants;  1,272  services;  pipe,  galv.  iron;  pres- 
sure, dom.  66  lbs.,  fire  80  to  100  lbs.;  consumption 
per  day  312,609  gals.,  per  capita  62  gals.;  cost  to 
construct,  $96,148.18;  bonded  debt,  $56,000,  int. 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$6,600;  works  belong  to  city. 

COLEMAN,  pop.  1,014;  bldgs.,  brick  and  stone. 
Fire  dept.— 1  gasolene  engine,  1  h.  ft  1.  truck,  1 
hose  carriage;  hose,  1,600  ft.;  fire  alarm,  bell;  to- 
tal mem.,  $). 

Watbk  Supply— Source,  tank;  situated  60  rods 
from  business  center;  res.  cap.  189,000  gals;  mains, 
wood,  %  mile;  6  hydrants;  works  belong  to  city. 

CONSTANTINE,  pop.  2,000;  fire  area,  160 
acres;  mercantile  bldgs.,  brick,  2  and  3  stones; 
private,  wood  and  brick,  2  stories;  wooden  roofs 
not  permitted.  Fire  dept— 12  c.  hand  ex.,  2  hose 
carriasres;  hose,  cotton,  rubber  lined,  good,  1,600 
ft.;  fire  alarm,  bell;  valtft  of  dept.  equipment, 
$1,000;  ann.  exp.  of  dept,  $400;  total  mem.,  20 
volunteers. 

Watee  Supply — Source,  river;  system,  pump 
direct:  mains,  6  miles,  4  to  10  in.  dia.,  Michigan; 
47  hydrants.  Holly;  11  valves;  240  services;  pre* 
sure,  dom.  23  to  30  lbs.,  fire  80  to  100  lbs. ;  cost  to 
construct,  $22,600;  ann.  cost  of  mtce.,  $200;  works 
belong  to  city. 

COOPERSVILLE,  pop.  796;  mercantile  bldps., 
brick;  private,  wood.  Fire  dept— 1  steam  engme, 
1  h.  &  1.  truck,  1  c  engine,  1  nose  carriage;  hose, 
1,000  ft.;  fire  alarm,  bell  and  whistle;  total  mem., 
20   volunteers. 

Watkk  Supply— Source,  7  wells;  system,  pump 
from  res.  to  stdp.,  2V6  miles  of  mains;  cap.  per  day 
600,000  gals.;  res.  cap.  60,000  gals;  pressure,  86 
lbs. ;  21  hydrants ;  mams,  2H  mues. 

CORUNNA,  pop.  1,601:  fire  area,  640  acres; 
mercantile  bldgs.,  brick  ana  wood,  2  and  3  stories; 
private,  wood,  brick  and  cement,  2  stories;  wooden 
roofs  not  permitted.  Fire  dept.— 1  steamer  12  c 
hand  ex.,  1  h.  &  1.  truck,  28  bucket  co,  1  hose 
was^on.  1  hose  carriage,  2  horses;  hose,  rubber. 
ffood,  2,000  ft.;  inferior,  all  kinds,  200  ft;  total 
faose,  3,600  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $6,000;  value  of  bldgs.,  $6,000; 
ann.  exp.  of  dept.  $2,200;  total  mem..  14  volun- 
teers, 1  man  paid;  underwriters'  rating,  second 
class. 

Watbr  Supply— Source,  wells  and  river,  6  blocks 


from  business  center:  system,  pump  to  stdp.  and 
direct;  stdp.  cap.  60,000  gals.,  material  used  in 
cons,  steel;  quality  of  water ^ood;  2  pumping  en- 
gines, cap.  per  day  1,600,000  aals.,  constructor 
Walker;  mains,  6  miles,  4  to  8  in.  dia.;  66  hy- 
drants; 6  services;  worka  belong  to  city. 

CROSWELL,  pop.  606;  bldn.,  brick.  Fir« 
dept— 2  h.  ft  1.  trueka;  hose,  1,000  ft;  voluatecv 
service. 

Watxe  Supply— Source,  river;  in  business  cen- 
ter; system,  pump,  direct  2  pumps.  Walker;  mains, 
wood  3H  miles;  works  belong  to  city. 

CRYSTAL  FALLS,  pop.  S,281;  fire  area,  640 
acres;  bldgs.,  wood,  1  and  2  stories;  wooden  roofa 
permitted;  iu'eworka  and  combustibles  ord.  Fire 
dept.— 2  hose  jackets  and  tools.  1  c  engine,  2  c 
hand  ex.,  1  h.  ft  1.  truck,  8  nose  carts,  1  hose 
sleigh,  carrying  1,000  ft  hose;  hose,  cotton,  rub- 
ber lined,  good  1,000  ft;  rubber,  good  1,600  ft; 
total  hose.  2,600  ft;  fire  alarm,  electric,  8  boxes; 
value  of  dept  equipment,  $6,000;  value  of  bldgs., 
$8,600;  ann.  exp.  of  dept,  $60;  total  mem.,  21  vol- 
unteers; underwriters'  rating,  second  class. 

Watsr  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
60,000  gala.^  dim.  16  x  4o,  material  used  in  cons, 
steel;  quahty  of  water,  good;  2  pumping  enginea, 
cap.  per  day  67,000  gala.,  constructor  Smith- Vale; 
mains,  cast  iron,  4  miles,  6  to  8  in.  dia.;  36  hy- 
drants; 10  valves;  pipe,  galv.  iron;  pressure,  dom. 
46  lbs.,  fire  110  lbs.;  works  belong  to  city. 

DECATUR,  pop.  1.600;  mercantile  bldgs.,  brick 
and  wood,  1  to  3  stories ;  private,  brick  and  wood, 
2  stories;  wooden  roofs  not  permitted  in  fire  area; 
combustibles  ord.;  causes  of  fires  investijgated. 
Fire  dept— 1  hand  engine,  1  h.  ft  1.  truck,  i  hose 
carriage;  hose,  cotton,  rubber  lined,  good,  2,000 
ft.;  fire  alarm,  whistle;  value  of  bldgs.,  $2,600; 
total  mem.,  50  volunteers. 

WATEa  Supply— Source,  wells;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.,  66,000  gala.,  dim.  12 
x  65,  material  used  in  cons,  brick;  2  pumping 
engines,  cap.  per  dav  600,000  gals.,  constructor 
Worthington ;  mains,  3^  miles,  4  to  8  in.  dia. ;  37 
hydrants;  136  services;  pipe,  galv.  iron;  prcasure, 
dom.  50  lbs.,  fire  160  lbs.;  consumption,  per  day 
60,000  gala.,  per  capita  60  gala.;  coat  to  construct, 
$12,000;  works  belong  to  city. 

DETROIT,  pop.  400,000;  fire  area,  36  sq.  miles; 
mercantile  bldgs.,  brick  and  wood,  1  to  14  stories; 
private,  brick  and  wood,  2  stories;  wooden  roof  a 
not  permitted  in  fire  area:  fire  works  and  cona- 
bustiblea  ord.;  causes  of  firea  inTestigated.  Fire 
dept— 27  steamers,  3  c  engines  on  wheels,  80  c 
hand  ex.,  12  aerial  trucks,  3  h.  ft  1.  trucks,  1 
water  tower,  13  comb.  c.  ft  h.  wagons,  21  hose 
wagons,  3  hose  carriages,  229  horses;  hose,  cotton, 
rubber  lined,  good,  75,000  ft;  inferior,  all  kinda, 
6,000  ft:  total  hose,  86,600  ft.;  fire  alarm.  Game- 
well,  637  boxes;  value  of  dept  equipment  $2,423,- 
367.94;  ann.  exp.  of  dept,  $669,273.91;  toUl  mem. 
642,  paid  full  time. 

Watee  Supply— Source,  river,  4  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  6  pumping  engines,  class.  3  comp., 
8  vertical  triplex,  cap.  per  dav  162,000,000  gait., 
constructors  Hodge,  Detroit  Loco.  Wks.,  Allis- 
Ch aimers*  maina,  cast  iron,  644  miles,  4  to  48  in. 
dia.;  4,365  hydrants;  7,799  valves;  metersL  total 
number  6,846,  Crown,  Union,  Ventori,  Heraey 
Disc^  Thomson,  Worthington  and  Buffalo,  owned 
by  city;  73,699  services;  pipe,  lead;  pressure,  dom. 
60  lbs.,  fire  60  lbs.;  consumption  per  day  61,367,019 

Sils.;  cost  to  construct  $6,961,689;  bonded  debt, 
,140,000;  int   paid  on  bonds,  8%  to  7  per  cent; 
cost  of  mtce.,  1080,000;  works  belong  to  city. 

DOWAGIAC,  pop.  4,600;  fire  area,  1%  «<!•  miles; 
mercantile  bldgs.,  stone  and  brick,  2  and  8  sto- 
ries; private,  stone,  brick  and  wood,  1%  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combuatibles  ord.;  causea  of  firea  inveati- 
gated;  av.  fire  loss  per  yr.  for  8  years,  $660;  av. 
ins.  involved  for  same  time,  $6,1S.  Fire  dept— 
1  steamer,  1  c  engine  on  wheels,  1  h.  ft  L  truck, 
6  hose  carriages.  2  horses;  hose,  cotton,  rubber 
lined,  good,  5,000  ft.;  fire  alarm,  whistle  and  elec- 
tric, 83  boxes;  value  of  dept  equipment,  $10,000; 
value  of  bldgs.,  $4,600;  ann.  exp.  of  dept^  $800; 
total  mem.  62,  paid  full  time  2,  paid  part  time  60l 

Watbe  Supply— Source,    wells,    H    mile    from 
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business  center;  system,  pump  direct;  quality  of 
water,  good:  2  pumping  engines,  class  dup.,  cap. 
per  day  2,0(lO,000  gals.,  constructor  Holly;  mains, 
cast  iron,  12  miles,  4  to  10  in.  dia.;  78  hydrants; 
76  valves :  meters,  total  number  680,  CrowtK  Nash, 
Union,  Empire,  Gem,  Hersey  Rotary,  Tridentf 
Hersey  Disc,  Thomson.  Wortnington,  Columbia, 
Pittsburg,  Keystone  ana  Lambert,  owned  by  city: 
700  services;  pipe,  galv.  iron;  pressure,  dom.  4o 
lbs.,  fire  100  lbs.;  consumption  per  day  400,000 
gals.:  cost  to  construct,  $40^00;  bonded  debt,  f40,- 
000:  mt.  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
14,000;  works  belong  to  city. 


DUNDEE,  pop.  1,400;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  depL— 1  steam  engine,  2  c  hand  ex.,  1  h.  & 
L  truck,  2  hose  carts,  2  horses:  hose,  cotton,  rub- 
ber lined,  good,  1.750  ft. ;  fire  alarm,  bell ;  value  of 
dept.  equipment,  $5,000;  value  of  bldgs.,  $3,600;  to- 
tal mem..  30  volunteers. 

VVatbr  Supply— Source,  wells;  system,  pump- 
ing. 

DURAND,  pop.  3,000;  fire  area,  640  acres;  raer* 
cantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  causes  of  fires  investi- 

fated.  Fire  dept.— 2  c.  hand  ex.,  1  h.  &  L  truck.  2 
orses:  hose,  cotton,  rubber  lined,  good,  1,950  ft.; 
fire  alarm,  whistle;  value  of  dept.  equipment, 
$2,600;  value  of  bldgs.,  $4,000;  ann.  exp.  of  dept., 
907;  total  mem.  14,  paid  full  time  1,  volunteers  13. 
Watee  SuppLY--Source,  wells,  700  ft,  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
good;  res.  cap..  1,600,000  gals.;  2  pumping  engines, 
cap.  per  day  100,000  gals.,  constructors  Laidlaw- 
Dunn-Gordon;  mains,  cast  iron,  8  miles,  4  to  10 
in.  dia.;  47  hydrants;  100  valves;  meters,  total 
number  18,  Hersey  Rotary  and  Buffalo,  owned  by 
city:  350  services;  pipe,  gals,  iron;  pressure,  dom. 
60  Ids.,  fire  126  Ids.;  consumption  per  day,  260,000 
gals.;  cost  to  construct,  $32,000;  bonded  debt,  $35,- 
000;  cost  of  mtce.,  $2,190;  works  belong  to  village. 

EAST  LAKE,  pop.  3,000;  fire  area,  640  acres; 
mercantile  bldgs.,  wood,  1%  stories;  private,  wood. 
2  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— Hand  grenades,  1  hose  wagon,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  8,000 
ft.;  rubber,  good  600  ft;  inferior,  all  kinds,  600 
ft;  total  hose,  4,000  ft;  fire  alarm,  whistle  and 
bell;  value  of  dept  equipment,  $2,000;  value  of 
bldgs.,  $700;  total  mem.,  24  volunteers. 

Water  SuppLY->-Not  reported. 

EAST  TAWAS,  pop.  1,736;  fire  area,  100  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 

grivate.  wood,  2  stories:  wooden  roofs  permitted; 
reworks  and  combustibles  ord. ;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  «  1.  truck,  8  hose 
reels;  hose,  cotton,  rubber  lined,  good,  2,400  ft; 
fire  alarm,  whistle;  value  f^fj^tpt.  equipment 
$37,000;  ann.  exp.  of  dept,  $226;  total  mem.,  22 
volunteers. 

Watbi  Supply— Source,  ba^,  40  rods  from  busi- 
ness center;  system,  pump  direct;  2  pumping  en- 
gines, class  nor.,  cap.  per  day  1,600,000  gals., 
constructor  Holly;  mains,  8  miles,  6  to  8  in.  dia.. 
Wood  and  Michigan;  60  hydnnto,  Bourbon  and 
Cooper;  875  services;  pipe,  iron;  pressure,  dom. 
40  Ids.,  fire  90  lbs.;  consumption,  per  day  100.000 
^Is.,  i)er  capita  75  gals.;  cost  to  construct,  $30,000; 
mt.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$4,000;  works  belong  to  town. 

EAST  JORDAN,  mercantile  bldgs.,  brick.  Fire 
dept — 1  gasoline  engine,  1  h.  &  1.  truck,  2  hose 
carts;  hose,  1,000  ft;  fire  alarm,  whistle;  total 
mem.,  16. 

Water  Supply — Source,  wells;  system,  punap- 
inff;  cap.  per  day,  500,000  gals.;  res.  cap.  60,000 
gals. 

EATON  RAPIDS,  pop.  2,200;  mercantile  bld/n-. 
brick,  1  to  4  stories;  private,  wood,  2  stones; 
wooden  roofs  not  permitted;  fireworks  and  com« 
bttstibles  ord.  Fire  dept— 1  steamer.  4  c.  hand  ex., 
1  h.  &  1.  truck,  1  hose  wa^on,  1  hose  cart,  2 
horses;  hose,  cotton,  rubber  lined,  good,  2,000  ft; 
inferior,  all  kinds,  1.000  ft;  total  hose.  8,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  .^.800: 
value  of  bldgs.,  $3,000;  total  mem.  10.  paid  full 
time;  underwriters'  rating,  second  class. 


Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stop.:  stdp.  c^ 
120,000  nls.,  dim.  14  x  100,  k>cated  on  Plain  street 
material    uaed    in    cousl    steel,    builders    Penman 


The  Snow-Hughes  Co.;  mains,  cast  iron.  4  miles, 
4  to  12  in.  (Ua.;  48  hydrants,  Eddy;  S  waives, 
Chapman;  226  services;  pipe,  iron;  pressure,  dom. 
60  Ids.,  fire  120  lbs.;  consumption,  per  day  142^001 
gals.,  per  capita  71  gals.;  cost  to  construct  S2S,wh 
bondea  debt,  $25,000;  int  paid  on  bonds,  4  per 
cent;  ann.  cost  of  mtce.,  ^|500;  works  belong  to 
city. 

ELK  RAPIDS,  pop.  2,000;  fire  area,  640  acres; 
mercantile  bldgs.,  bride  and  wood,  2  and  8  stories; 
private,  brick  and  wood.  8  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  ord.:  causes  of 
fires  investigated.  Fire  dept— 8  b.  &  L  trucks.  S 
hose  wagons,  6  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  6,000  ft.;  fire  alarm,  bells  and 
whistle;  ann.  exp.  of  dept,  $80;  totu  mem.,  G9 
volunteers. 

Water  Supply— Source,  lake,  ^  mile  from  busi 
ness  center;  system,  pump  direct;  quality  of 
water,  good;  3  pumping  engines,  cap.  per  day 
1,500,000  gals.,  constructor  Walker;  mains,  iron. 
V/it  miles,  4  to  8  in.  dia.;  62  hydrants,  Galvin  and 
Ludlow;  54  valves;  meters,  total  number  21,  Buf- 
falo, Keystone,  owned  by  Co.;  329  services;  pipe, 
galv.  iron;  pressure,  dom.  40  lbs.,  fire  100  lbs.; 
consumption  per  day,  900,000  gals.,  per  capita  133 

Sals.;  cost  to  construct,  $36,000;  ann.  cost  ot  mtce.. 
L,200;  works  belong  to  Co. 

ESCANABA,  pop.  2,500;  fire  area,  1,920  acres; 
mercantile  bldgs.,  wood  and  brick,  1  to  S  stories; 
private,  wood  and  brick.  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated:  av.  fire  loss  per  yr.  for 
8  yrs..  $10,000;  a  v.  ins.  tor  same  time,  tlCI,S&. 
Fire  oept- 2  steamers,  2  c.  hand  ex.,  1  h.  &  L 
truck  and  hose,  1  hose  wagon,  4  hose  carriages. 
4  horses;  hose,  cotton,  rubber  lined,  good  2,801 
ft;  inferior,  all  kinds,  1,700  ft;  total  bosc.  4,501 
ft;  fire  alarm,  Gamewell,  14  boxes;  value  ot  dept 
equipment.  $8,760;  value  of  bldgs.,  $17,750;  ana. 
exp.  of  dept,  $7,000;  total  mem.,  14,  paid  full 
time  10,  paid  part  time  4. 

Water  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of 
water,  good;  res.  cap.,  6,000,000  gals.;  S  pumping 
engines,  class  comp.  and  dup.,  cap.  per  dar 
6,000,000  gals.,  constructors  Snow  and  Worthing- 
ton;  mains,  cast  iron,  19  miles,  4  to  16  in.  dia.: 
206  hydrants;  146  valves;  meters,  total  number 
360,  Empire,  owned  by  consumer;  1,600  services; 
pipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire  100  to 
150  lbs.;  consumption  per  day,  1,800,000  gals.: 
bonded  debt.  $260,000;  int.  paid  on  bonds,  5  per 
cent;  cost  of  mtce.,  ^,000;  works  belong  to  Co. 

ESSEXVILLB,  pop.  1,639:  fire  area,  1,000  acres; 
mercantile  bldgs.,  onck  and  wood,  IH  &nd  2  st» 
ries;  private,  wood,  1%  stories:  wooden  roofs  per- 
mittea;  fireworks  snd  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  hand  engine.  1  c 
engine,  1  h.  &  I.  truck,  1  hose  carriage;  nose,  cot- 
ton, rubber  lined,  good  600  ft;  rubber,  good  40  ft: 
wferior,  all  kinds,  100  ft;  total  hose.  MO  ft;  fire 
alarm,  bell;  value  of  dept  equipment  |1,000;  valae 
of  bldffs.,  $600;  ann.  exp.  of  dept,  $loD;  total  mem.. 
16  volunteers. 

Water  Supply- Source,  river,  pipe  60O  ft,  2  in 
dia. 

EVART,  pop.  1.600:  fire  area,  80  acres;  mercan- 
tile bldgs..  brick  and  wood.  1  and  2  stories:  pri- 
rate,  wood,  2  stories:  wooden  roofs  pcmttted  ia 
fire  area;  combustibles  ord.:  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  &  L  tmdc  4  c  hand 
ex.,  8  hose  carriages:  hose,  cotton,  rubber  lined, 
good,  2.400  ft;  inferior,  all  kinds.  CIO  ft;  total 
hose,  8,000  ft;  fire  alarrru  electric,  10  boxes;  Tslne 
of  dept  equipment,  $8,000;  value  of  bldgs..  HfiOO; 
ann.  exp.  of  dept.,  $160;  total  ment,  86  ▼olimteers. 

Water  Supply— Source,  wells,  system,  mnp  di- 
rect; pumping  engines,  cap.  per  day  lJwO,OQO  «ala. 
constructor  Walker;  mains,  iron  and  wood,  XH  to 
10  in.  dia.,  Michigan;  88  hydrants,  Ladlow;  IS 
valves;  200  services;  pressure,  dom.  40  lbs.,  fire  68 
to  100  lbs.:  cost  to  construct  $80,000;  ana.  coat  of 
mtce..  $2,000;  works  belong  to  viUage. 
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GrtKorki  and  i^ombuiUbln  ord.;  uuiei  of  fini 
iD»eiti(aled.  Fire  dfpu— 1  >te«n«r,  1  h.  &  L 
truck.  1  c  band  ex.,  1  hoie  wMan.  3  hoK  car- 
riigct  t  honei;  bote,  eotton,  ruSb«  lined,  good, 
toUl  hoie,  a.DOa  ft.;  fire  iJum,  bell  and  wb'itle; 
nlat  ai  dept.  cqoipmeat,  K.OOD;  value  of  bldgs., 
KM;  inn.  up.  of  depL,  IGGO;  total  mem.  IS, 
paid  part  time. 

WtTii  SurrLT— Source,  well,  in  buaineaa  cen- 
ter; lytlem,  pump  direct;  quditr  of  water,  sood: 
na.  cap  fc.OM  gait;  1  puDipfnrr  enjae.,  cap. 
pa  dar  ES,DOO  gals.,  conatruclor  Walkej;  mains,  S 


.,  t3,(li>0: 


ion  per  day,  150,000  sals. 
MO;   liondcd  deb;,    n£,IXIO 


oika  bell 


FLINT,  pop.  18,000;  fire  area,  120  acrei:  mer- 
cantile bldgs.,  brick,  i  to  t  stories;  private,  brick 
and  -oDd,  %  tloriea;  wooden  rooia  not  permirted 
in  £re  area;  fireworks  and  combustiblet  ord; 
causes  of  Grea  invesligsled;  av.  fire  loss  per  yr. 
for  3  years,  tlG,OOI);  av.  ins.  involved  for  same 
time    fcO.OOO.      Fire    deol.— 1   Bteamer,    2   h.    S    1. 

bose  wagons,  1  hose  carriage;" boa e.'^eottSS,  rub'fwr 
lined,  good,  7,000  it. ;  lire  alarm,  bell  and  whiitle, 
30  boieBj  value  of  dept.  equipment,  llfi,"" 
of  bide..,  150,000;  am  '   '  "* 

mem.  12,  paid  full  Ui 


■■■  "J"" 


dept..  nl.OOO;  I 
'  part  time  Z. 

1  mile  from  t 
t;  quality  o(  * 


t»lr:  a  pumping  enginea,  cap.  per  day  l.OOO.UUU 
sals.,  conauuctor  Holly:  niaini,  cast  iron,  IS.BI 
milet,  4  to  IS  in.  dia.;  SIS  hydrants,  Holly  MIg. 
Co.;  m  valves:  meten,  total  number,  IJST,  owned 
by  ciiy;  l.£74  tervices;  pipe.  galv.  iron  and  lead 
preaaare,  dom.  40  lbs.,  fire  n  to  US  lbs.;  cost  to 
city  13ei^[  bonded  debt,  t2S2,G00:  Int.  paid  on 
bonds,  4  and  e  per  cent. 

FOWLER,  pop.  42B;  bldgs.,  briek,  wood  and 
cement.  Fire  dept.— 1  band  engine,  1  h.  &  1. 
truck;   hose,    600  ft;   Gre  alarm,    bell;   volunteer 

WATia  Supply— Source,  Unk;  system,  pump. 
ing;  res.  cap.  600  bbla;  G  bydranti;  mains,  U  mile. 

FOWLERSVILLE,  pop.  1,150.  Fire  dept.— I  h. 
..&    1.    truck,    2    hose    reels:    hose,   800    ft.;    fire 


CDnalniclor  Walker;  mains,  iron,  1  mile,  6  to  8  in. 
dia.;  12  hydranta;  pressure,  dom.  12fi  lbs.,  fire  126 
lbs.;  cost  to  construct  works,  18,500;  works  belong 
to  city. 

FRANKFORT,  pop.  1,600;  fire  arto,    IflO  acres: 
mercantile  bidgi.,  brick  and  wor.d,  Z  i^iorie?:  uri. 

in    fire    area.    Fire   dept— 10    ■     '       '      .       ^   i 
orriages;  hose,  cotton,   rub!    -        ■        .  I 

ft-:  rubber,  good,  600  it.;  ic 
ft.;  total  kOK.  1,700  ft;  fi^ie 
of  dept.  equipment.  13,000;  vi 

»ell.,  H  mile  trom  busi 

S^*"]^?  iSy  400.000  gal*-,  i      

Morse    «    Co.;    maina,    wood.    4.80   mile*,    t 
In.    dim.;  42  hydranta,  Galvin;   ZT  valves     — 
wicea;  pipe,  galv .  iron;  pressure,  dom.  b 
90    lbs. ;    connimptioD,   per  day   US,000 
capitK    SI  gal*.;  coal  to  cDnsmct,  tnji 


rslem,  pump  to  rei.  and  direct: 
r,  good;  res.  cap..  98.000  gala.;  1 
■a.   class    dup.,    site    IZ    k   8    x    12. 


tori  Fairban 


.rate,  brick  and  wc>od,  _  ,   .- 

t  permitted  in  fire  area;  fiteworkt  and  eonba*- 
lea  ord.;  causea  of  fires  inveatigeted.     Fire  dept. 


Water  Sdpplv— Not  ri 


-le.  enginea  on  wheels,  1  h.  4  1.  trnck,  4  hos« 
inf*r4r,°^1'wSds°"i00^"ft.;'lotalToE5°2!'4»'^  £^4 
tJ.OOO;  valu"-'  ■.■?--" "•J"'"---''"' 
two;  total  B 


1  direct;  pumping  engines,  cap.  per  day 
.  ...  jala..  coDstruclor  Holmes;  mains  Ji^ 
miles,  3  to  10  in.  dia.;  39  hydrants.  Americai.  and 

,...-,..„.  .=■. ^? -sure,  dom.  £ 

m,(>00;  ann. 


LBid1ow;'4e  valves:  1^  u 

lbs.,  fire  125  lbs.;  coi 

coat  of  mice.,  Jl.lOO;  ■ 


GAYLORD,  pop.  1,SS1; 
and  brick.  IH  to  i  gtories 


srcantile  hldM^  wood 

,    invale,  wood,  1  and  1 

permitted.     Fire,  depL— S  c. 

coiton"rubbCT  TinidV  Void  %m  "T'^" 'aIa?JU; 
bell  and  whistle;  value  of  dept.  equinmenl  11.5001 
v^ue  of  bldgs.,  »00;  total  m™.rio  Solunteers^' 
Watek  Snppi»--Souree.  wella;  system,  pump  to 
itdp.;  stdp.  cap.  S5 ,000  nig.,  dim.  30  x  16;  maiai, 
2  mile*.  4  to  6  m.  dia.,  Wyckoff  and  Woo.^:  83  by! 
drants.  Holly  and  Gaskill;  E  valves;  ZOO  services: 
pressure,  dom.  30  lbs.,  fire  110  to  136  lbs  -  cost  to 
construct,  ISBOO;  ann.  coat  o!  mice.,  WJ4;  worka 
belong  to  village. 

GLADSTONE,  pop.  3,380;  Gie  area,  1,000  acrest 
mercantile  bldga.,  itone,  brick  and  wood,  1  and  I 
■tones;  ptivste.  wood,  1J4  stories;  wooden  roofs 
not  permitted;  no  fireworks  and  combustibles  ord-i 

Kr"VV^.  m:7B;".V.'?n's"'lor"i;.S;'t'i°m';,  Mi 
Fire  aepl.-l  steamer  2  c  h.nd  e:t.,  1  hTTL 
truck,  1  hose  wapon.  i  hose  reels,  S  hotses;  hose, 
cotton,  rubber  med,  i-"— '  '™>  ''  -  —'-■■--  — -J 
1.900   h.;  ■   ■         '  -* 

well,  13  b ,    . 

value  of  bldgs..  ) 
tolBl  mem..  13,  p 
volunteer,  107 
Wates  SuPFLT-Sourc. 


hi  mile  from  bual- 
romp.,  size  12  X  id 


good;  3  pumping  en'ipneg.  class 
X  UW,  cap.  per  day  260,000  gals.  ^.^^.  consir 
«  hyd^lTwI-'fiaMn ;"»'  JaKesV'  GalviJf;  'm. 
total  number  3,  Thomson  1.  BufTslo  !.  ownt 
eity;   pressure     dom.    «   lbs.,    fire   125   lbs.; 

150,000;  bonded  debtL  |*6,«0;  Int.  ,... 
44  per  cent;  cost  o?  mice.,  M,60l);  woi 


d  debt  |tG,O0O:  int.  paid  on  bond^ 
GLADWIN,    pop.    887.      Fire 


-T--T  ■;--■■    ■— ■■    ^-     F'™   dept.— 1    h.    A   t 

™™eand''whis^"'  ^l"'  ''"**  '  ^"  ''""• 
^WAraa^SD^PLv-HoI'ly  TysUmrmains  3  milea- 
30  hydrants;  pressure,  fe  lb*.  '  ' 

GOBLEVILLE,  pop.  B06.  Fire  dep[.-l  c.  en- 
gine, I  h  &  I.  truck;  hose.  300  (t;  fire  alarm. 
«ell:  total  mem.,  Z2. 

Wmb*  SirPPLY-Not  reported. 

GRAND.  Watix  S up pi.v_ source  Grand  river 
I  mile  from  business  etnter;  system,  steam  purapsl 
stdp.  cap.  600,000  gals.,  dim.  TOxM  fi.;  matcrtai; 
aleelj  quality  of  vrater.  fair;  res.  cap.  6,000,000  gals.; 

Nordberg;  cap.  per  day,  ZS.OOl^OOO  gal'sT'con- 
gtructors     Nordberg,      Holly,     Bulterworth     and 

4i7.  rilitonal '  iieter"co'''  ^riJI;."'stronah'e''ij' 
preaiure,  dom.  68  and  90  Ibg.;  consumption  per  day 
i2.404,wfi  gals.,  per  cap.  1^  gals.;  co™  to  coj: 
struct.  jl,™,»0;  bonded  debt,  il,l)2B,000:  int.  on 
bonds,  3^  to  E  per  cent;  ann.  cost  el  mtce.  167- 
823;  works  belong  to  citj.  '  "^  ' 

GRAND  HAVEN,  pop.  8,000;  fire  area  100 
acres;  mercantile  bldgs.,  trick  and  stone,  1  to  J 
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gines,  class  comp.,  cap.  per  day  8,000,000  gals., 
constructors  Walker  and  Worthington ;  mains^  cast 
iron,  11  miles,  4  to  12  in.  dia.;  86  hydrants,  Crane 
and  Detroit;  meters,  total  number  700,  Crown  12, 
Thomson  12,  Buffalo  12,  Keystone  18,  Lambert  6, 
Nash  240,  owned  by  ciW;  700  services:  pipe,  galv. 
iron;  pressure,  dom.  GO  lbs.,  fire  110  lbs.;  con- 
sumption  per  day  40(X00O  gals.,  per  capita  60  gals.: 
cost  to  construct,  |d6,000;  int  paid  on  bonds,  5 
per  cent;  ann.  cost  of  mtce.,  |3,o00;  works  belong 
to  city. 

GRAND  LEDGE,  pop.  3,600;  fire  area,  160 
acres;  bldgs.,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted.  Fire  dept. — 1  supply  wagon, 
1  hose  carriage,  2  horses;  nose,  cotton,  rubber 
lined,  good,  2,600  ft.;  fire  alarm,  whistle;  value  of 
dept  equipment,  13,000;  value  of  bldgs.,  $8,000; 
ann.  exp.  of  dept.,  $400;  total  mem.  7,  paid  part 
time;  underwriters'  rating  first  class. 

Watsk  SuppLY^Source,  wells,  %  mile  from  busi- 


4  to  8  in.  dia.;  47  hvdrants;  86  services;  preMur«^ 
dom.  50  lbs.,  fire  76  lbs.;  cost  to  construct,  144,000; 
bonded  debt,  $20,000;  int.  paid  on  bonds.  6  per 
cent;  ann.  cost  of  mtce.,  $1,800;  works  belong  to 
city. 

GRAND  RAPIDS,  pop.  114,000;  fire  area,  17% 
sq.  miles;  mercantile  bldgs.,  stone,  brick  ana 
wood,  1  to  10  stories:  private,  stone^  brick  and 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  combustibles  ord. ;  causes  of  fires  investi- 
gated;  av.  fire  loss  per  yr.  for  3  yrs.,  $443,680.04; 
av.  ins.  involved  for  same  time,  $3,116,747.06.  Fire 
dept. — ^10  steamers,  2  c.  engines  on  wheels,  8  h.  & 
1.  trucks^  U  hose  wagons,  69  horses;  hose,  cotton, 
rubber  lined,  good,  27,460  ft.;  fire  alarm.  Game- 
well,  163  boxes;  value  of  dept.  equipment,  $242,- 
972.36:  value  of  bldgs.,  $96,000:  ann.  exp.  of  dept., 
$167,619.82;  total  mem.  166,  paid  full  time. 

Watei  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  res.,  stdp.  and  di- 
rect; stdp.  cap.  1,227,200  gals.,  dim.  80  x  76,  ma-  j 
terial  used  for  cons,  steel;  quality  of  water,  good; 
res.  cap.  6,000,000  gals.,  located  \i  mile  from  sta- 
tion ;  4  pumping  engines,  size  8  x  16  x  6,  cap.  per 
day  28,000,000  gals.,  constructors  Hollv,  Nordberg 
and  Butterworth;  mains,  cast  iron,  172  miles,  4  to 
36  in.  dia.;  1,668  hydrants;  1.789  valves;  meters, 
total  number  6,468,  Crown.  Nash,  Empire,  Gem, 
Trident,  Hersey  Torrent,  Thomson,  Worthington. 
Keystone,  Lambert,  Duplex  and  Standard,  owned 
by  city  and  consumer:  16,226  services;  pipe,  lead; 
pressure,  dom.  66  to  90  lbs.,  fire  66  to  90  Ids.  ;  con- 
sumption per  day,  14,728,616  nis. ;  per  capita,  17 
gals.;  cost  to  construct,  $1,902,<662.70;  bonded  debt, 
$1,100,000;  int.  paid  on  bonds,  4.4  per  cent;  cost 
of  mtce.,  $68,880.72;  works  belong  to  city. 


GRASS  LAKE,  pop.  648.    Fire  dept— 1  e. 
gine,  6  c.  hand  ex.,  1  h.  &  L   truck;  fir«  alarm, 
bell:  volunteer  company. 

WAxaa  Supply— 'Not  reported. 

GRAYLING,  pop.  2,000;  fire  area,  800  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories:  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord. ;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  h.  &  1.  truck,  2  hose 
earriages;  hose,  cotton,  rubber  lined,  good  1,500 
ft.;  total  hose,  2,600  ft.;  fire  alarm,  bell,  12  boxes; 
value  of  dept  equipment,  $600;  value  of  bldgs., 
$600;  ann.  exp.  of  dept.,  $100;  total  mem.,  26  vol- 
unteers. 

Water  Supply— Source,  river;  system,  gravity; 

3uality  of  water,   good;    mains.   2  miles;   30   hy- 
rants;  66  services;  pressure,  100  lbs.;  cost  to  con- 
struct, $3,000;  works  belong  to  Co. 

GREENVILLE,  pop.  6,000;  mercantile  bides., 
wood  and  brick,  2  and  3  stories:  private.  woodT,  1 
and  2  stories.  Fire  dept— 1  h.  8c  1.  truck.  1  hose 
carriage,  4  horses;  hose,  cotton,  rubber  lined, 
good,  1,600  ft;  fire  alarm,  bell  ana  whistle;  value 
of  dept  equipment,  $10,000;  value  of  bldgs.,  $3,000; 
total  mem.  11,  paid  part  time. 

Watbk  Supply— Source,  well,  %  mile  from  busi- 
ness center:  system,  pump  direct;  quality  of  water, 
good;  2  pumping  engines,  cap.  per  day  1,000,000 
gals.,  constructor  Deane;  mains,  cast  iron,  10 
miles.  4  to  12  in.  dia.;  66  hydrants;  43  valves; 
760  services;  pipe,  lead  and  galv.   iron;  pressure. 


dom.  80  lbs.,  fire  100  to  126  lbs. ;  consumptioo  per 
day,  300.000  gals.;  cost  to  construct,  $80,000; 
bonded  debt,  fL6,000;  int  paid  on  bonds,  4V^  per 
cent;  cost  of  mtce.,  $2,789;  works  belong  to  oty. 


HANCOCK,  pop.  4,060:  fire  area.  1,200 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  wood.  2  stories;  wooden  roofs  not 
permitted;  combuttibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 2  steamers,  2  c.  hand  ex., 
1  h.  &  L  truck,  1  hose  wagon.  8  hose  carriajges.  4 
horses;  hose,  cotton,  rubber  fined,  good  8,000  rt; 
rubber,  good  600  ft;  total  hose,  8,600  ft;  fire  alarm, 
GameweTl,  9  boxes;  value  of  dept  equipment. 
|16|000;  value  of  bldgs.,  $26,000:  ann.  exp.  of  dept^ 
$6,000:  total  mem..  Zl,  paid  full  time  6,  paid  part 
time  16. 

Watsk  SurpLT— Sotirce,  wells,  1  mile  from  btiai- 
ness  center;  system. pump  to  res.;  Quality  of  water, 

food;  res  cap.  820,000  gals.,  located  north  of  city; 
pumping  engines,  cap.  per  day  4,000,000  galk, 
constructors  £.  P.  Allis,  Smith- VaOe;  mains,  cast 
tron,  4  miles;  46  hydrants,  Ludlow;  22  valves;  IJM 
services;  pressure,  dom.  86  lb%:  consumption, 
per  day  1,000,000  gala.,  per  capita  200  gals.:  cost  to 
construct.  $100,000;  bonded  debt,  $30,000;  mt.  paid 
on  bonds.  4%  per  cent;  ann.  cost  of  mtce.,  08.000; 
works  belong  to  city. 

HARBOR  BEACH,  pop^  1,100;  mercantile  bidgi., 
brick.  Fire  dept— 1  n.  &  1.  truck,  2  hose  car* 
riagea;  hose,  rubber,  good,  1,600  ft;  fire  alarm. 
Gamewell:  total  mem.,  80  volunteers. 

Watsk  Supply— Source,  lake;  pumping  cap.  per 
day,  1,000,000  gala. 


HARBOR  SPRINGS,  pop.  1,700;  fire  area, 
seres;  mercantile  bldgs.,  Snek,  1  to  S  storiea;  pri- 
vate, wood,  2  stories  {  wooden  roofs  not  permitted 
in  fire  area;  combnstablea  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  ft  L  truck,  1  hose 
wagon,  1  hoae  csrrisge;  hose,  cotton,  rubber  Used, 
good,  600  ft;  inferior,  all  kinds,  MO  ft;  total  hose, 
1,400  ft;  fire  alarm,  whistle.  6  boxes;  value  of  dept 
equipment  $1,000;  value  ox  bldgs.,  $800;  ana.  exp. 
ox  dept,  $60;  total  mem.,  U  volunteers. 

Watbk  Supply— ^Source,  wells,  40  rods  from 
business  center;  systexn.  pump  to  res.  and  direct: 
stdp.  cap.  280,000  0ils.,  dim.  14  x  64.  material  used 
in  cona.  cement;  quality  of  water,  good;  res.  cap. 
260,000  ipda.,  located  at  pumping  station;  2  pomp 
ing  engines,  claas  h.  d.  and  comp.,  constmctor 
Worthmgton;  mains,  steel,  17  miles,  2  to  0  in. 
dia.;  26  hydrants;  20  valves;  meters,  total  number 
160,  Crown,  owned  by  city  and  consumer;  600  ser- 
vices; pipe,  steel;  pressure,  dom.  62  Ibs^^^fire  100 
to  20O  lbs.;  consumption  per  day,  1^.000  gJ^; 
cost  to  construct  $41,000;  cost  of  mtce..  OS72; 
works  belong  to  Co. 

HARRISON,  pop.  647.  Fire  dept-1  boss 
carts;   hose,  1,000  ft;    total  mem.,  15  volunteers. 

Watsk  Supply— Source,  lake;  pressure,  dom.  S8 
lbs.,  fire  86  lbs.;  cost  to  construct.  $7,000;  snn.  cost 
of  mtce.,  $800;  works  belong  to  city. 

HART,  pop.  1,860;  fire  area,  100  acres;  mercan- 
tile bldgs.,  brick  and  wood,  1  to  3  stories;  pri- 
vate, wood  and  brick,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept — ^1  h. 
&  1.  truck,  8  c.  hand  ex.,  1  hose  carriage  j  boae. 
cotton,  rubber  lined,  good,  1^00  ft.;  inKnor,  all 
kinds,  200  ft;  total  hose,  2,000  ft;  fire  alarm,  bell 
and  whistle;  value  of  dept  equipment.  $2,000; 
value  of  bldgs.,  $1,100;  total  mem.,  Zl  volunteers. 

Watbk  Supply— 'Source,  wella.  1  mile  from  busi- 
ness center^  system,  gravity,  pump  direct  to 
mains;    quality   of   water,    good;   2   pumping    en- 

E'nes,  cao.  per  day  760,000  gals.,  constructors 
&idlaw-Dunn;  mains,  8  miles,  4  to  8  in.  ftia.;  38 
hydrants;  260  services;  pressure,  dom.  20  lbs.,  fire 
160  lbs.;  cost  to  construct,  $18,000;  bonded  debt 
$9,000;  int  paid  on  bonds,  4|^  per  eent;  cost  of 
mtce.,  $1,000;  works  belong  to  city. 


HARTFORD,  pop.  1.275:  fire  area.  040  «»» 

mercantile  bldgs.,  wood  and  brick.  1  to  S  stories 

Erivate   wood,  2  stories;  wooden  roofs  permitted, 
reworks  and  combustibles  ord.;  causes  of  fires 


investigsted :  sv.  tire  loss  per  yr.  for  S  jm..  IK 
Fire  dept— 1  hand  engine,  2  e.  hsnd  ex..  1  b«  ft  L 
truck,  2  hose  csrrisges;  hose,  cotton,  rubber  liaed, 

food  900  ft;  inferior,  sll  kinds.  600  ft:  total  base. 
,400  ft.;    fire  slarm.  bell;  value  of  bides.,  UfiH^i 
total  mem.,  20  volunteers. 
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Watkx  Supply— 'Source,  wells,  20  rods  from 
business  center;  s^rstem,  pmnp  to  stdp.;  stdp.  cap. 
50,000  gals.,  material  usea  in  cons,  steel;  quality  of 
water,  hard;  1  pumpinff  engine,  class  gftB;  mains, 
steel,  2  miles;  26  hyarants:  110  semces;  pipe, 
galT.  iron;  pressure,  dom.  40  lbs.,  fire  100  lbs.;  con- 
sumption per  day,  26,000  gals.;  bonded  debt,  K^OOO; 
int  paid  on  bonds,  4  per  cent;  cost  of  mtce.,  1600; 
works  belong  to  city. 

HASTINGS,  pop.  4,600;  fire  area,  040  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roots  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investiffated.  Fire  dept.— 1  h.  &  L  truck, 
1  hose  wagon,  2  hose  carriags^  2  horses;  hose,  cot* 
ton,  rubber  lined,  good,  8,000  ft;  inferior,  all 
kinds,  800  ft;  total  hose,  3,300  ft;  fire  alarm, 
whistle,  16  boxes;  ann.  exp.  of  dept,  |000*  total 
mem.,  24,  paid  part  time. 

WATsa  Supply— Source,  wells;  system,  punip  di- 
rect; 3  pumping  engines,  cap.  per  day  8,600,000 
gals.,  constructors  Seanc,  Smith- Vaile;  mains,  7 
miles,  4  to  12  in.  dia.;  47  hydrants,  Morgan,  Lud- 
low; 27  valves;  meters,  total  number  2,  Thomson, 
Crown;  420  services;  pressure,  dom.  40  lbs.,  fire 
90  to  100  lbs.;  cost  to  construct,  146,000;  ann.  cost 
of  mtce.,  |3,40O;  works  belong  to  city. 

HILLSDALE,  pop.  6,000;  fire  area,  700  acres; 
mercantile  bldgs.,  brick,  8  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  ordL;  causes  of  fires  investigated.  Fire 
dept— 1  steamer,  24  c.  hand  ex.,  4  hand  chem., 
1  hook  and  ladder,  1  hose  wagon,  2  hose  carriages, 
4  horses;  hose,  cotton,  rubber  lined,  good,  3,000 
ft;  inferior,  all  kinds,  1,000  ft;  total  hose,  4,000 
ft;  fire  alarm,  bell;  value  of  dept  equipment, 
111.000;  value  of  bldgs.,  12,000;  ann.  exp.  ot  dept, 
32,200;  total  mem.  18,  paid  full  time  2,  paid  part 
time  4,  volunteers  12. 

Watek  Supply— Source,  lake,  1%  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  day 
2,500,000  gals.,  constructor  Blake;  mains,  9  miles,  4 
to  12  in.  dia.;  81  hydrants,  Flower;  meters,  total 
number  68;  1,800  services;  pipe,  cast  iron  and 
galv.  steel;  pressure,  dom.  7o  lbs.,  fire  100  lbs.; 
consumption,  per  day  682,921  gals.,  per  capita 
170  gals.;  works  belong  to  city. 

HOLLAND,  pop.  10,60(7;  fire  area,  1,000  acres; 
mercantile  bldgs.,  stone,  2  and  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
firea  investigated.  Fire  dept— 1  comb,  c  &  h. 
wagon,  4  c.  hand  ex.,  1  hose  wagon,  8  hose  car- 
riages, 4  horses;  hose,  cotton,  rubber  lined,  good, 
5,000  ft;  inferior,  all  kinds,  600  ft;  total  hose, 
5w600  ft:  fire  alarrn^  whistle  and  electric,  23  boxes; 
value  ox  dept  equipment,  $7,000:  value  of  bldgs., 
$10,000;  ann.  exp.  of  dept,  $6,000;  total  mem.  28, 
paid  full  time  2,  paid  part  time  26. 

Watbk  Supply— ^urce,  wells,  38,000  ft  from 
buainess  center;  system,  pump  to  stdp.  and  direct: 
atdp.  cap.  247,000  gals.,  dim.  IS  x  180,  material  used 
m  cons,  steel;  quality  of  water,  good;  pumping 
engines,  class  comp.  triplex,  cap.  per  day  7,600,000 
jgaTs. ;  mains,  cast  iron,  26  miles,  4  to  14  in.  dia.; 
^40  hydrants;  2SS  valves;  meters,  total  number 
1,550,  owned  by  city;  1,700  services;  pipe,  galv. 
iron ;  pressure,  dom.  46  to  56  lbs.,  fire  100  lbs. ; 
consumption  per  day,  818.790  aals.;  cost  to  con- 
struct, 1162,737;  bonded  debt  $76,000;  int  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  ^,702;  works 
l>clong  to  city. 

HOLLY,  pop.  1,600;  fire  area,  800  acres;  mer- 
cantile bldgs.,  brick,  2  and  3  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area.  Fire  dept— 1  h.  &  I.  truck,  1  aerial 
track,  2  hose  wagons,  2  hose  carts;  hose,  cotton, 
rubber  lined,  good,  1.000  ft;  inferior,  all  kinds, 
600  ft.;  total  hose,  1.600  ft;  fire  alarm,  whistle,  4 
boxea;  ann.  exp.  of  dept,  $600;  total  mem.,  21, 
f>aid    part  time. 

IVatsk  Supply— Source,  wells  and  pond,  H  mile 
from  business  center:  system,  pump  direct;  qual- 
itw  of  water  good;  pumping  ensines,  cap.  per  dav 
XjoOOjOOO  gals.,  constructor  Walker;  mams,  wood, 
4%  miles,  4  to  8  in.  dia.;  27  hydrants;  2  vdvesj 
150  aervices;  pipe,  galv.  iron;  pressure,  dom.  36 
lba.«  fire  lOO  lbs.;  consumption  per  day,  600,000 
fa*8. :  coat  to  construct,  $18,000;  cost  of  mtce.,  |^- 
OOO;   works  belong  to  citju 


HOMER,  pop.  1,097;  fire  area,  8  acres;  mercan- 
tile bldgs..  wood  and  brick,  2  and  3  stories;  pri- 
vate, wood,  1%  and  2  stones;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 1  steam  engine.  1  hand  engine,  1  c.  engine, 
2  c.  hand  ex.,  1  ti.  &  1.  truck,  1  hose  carnage; 
hose,  cotton,  rubber  lined,  good  1,500  ft :  infenor, 
all  kmds.  600  ft.;  total  hose,  2,000  ft.:  fire  alarm, 
bell;  value  of  dept  equipment,  £,900;  value  of 
bldgs.,  $2,800;  ann.  exp.  of  dept,  1300;  total  mem., 
60.  paid  part  time. 

Watbk  Supply— Source,  wells;  2  force  pumps; 
cisterns. 

HOUGHTON,  pop.  6,000:  fire  area,  600  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  wood,  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  hose  sleigh,  1  steamer,  1  h.  &  L 
truck.  4  c  hand  ex.,  1  hose  wagon,  1  hose  carriage, 

1  reel,  6  horses;  hose,  rubber,  good,  8,600  ft;  in- 
ferior, all  kinds.  600  ft;  total  hose,  4,000  ft.;  fire 
alarm,  Gamewell,  18  boxes;  value  of  dept.  equip- 
ment, ^000;  value  of  bldga^^  $12,000;  ann.  exp.  of 
dept,  $1,626;  total  mem.,  82,  paid  part  time  16, 
16  volunteers. 

Water  Supply — Source,  springs;  system,  grav- 
ity; 3  res.,  cap.  800,000  gals.;  3  pumps,  Buffalo, 
Gould  and  Duplex  Electric;  mains,  iron,  7H 
miles,  2  to  10  m.  dia.;  75  hydrants;  97  valves: 
meters,  total  number  860;  pressure,  dom.  66  to  75 
lbs.,  fire  125  lbs.;  cost  to  construct,  $166,000;  int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$2,300;  works  belong  to  city. 

HOWARD  CITY,  pop.  1,396;  fire  area,  10  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 

2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  1  sleigh,  2  hose  car- 
riages; nose,  linen,  rood  2,000  ft.;  fire  alarm,  bell: 
value  of  dept  equipment,  $1,750;  total  mem.,  80 
volunteers. 

Watek  Supply— Source,  river;  system,  pump  di- 
rect; 2  pumping  engines,  cap.  per  day  1,600,000 
gals.,  constructor  Walker;  mains,  cast  iron,  8 
miles,  4  to  8  in  dia.;  Addyston;  24  hydrants,  Lud- 
low, 13  valves:  294  services;  pipe,  gaiv.  iron ;  pres- 
sure, dom.  40  lbs.,  fire  60  to  120  lbs.;  consump- 
tion, per  day  80,000  gals.,  per  capita  80  fl^ls.:  cost 
to  construct,  $14,000;  int.  paid  on  bonds.  6  per 
cent;  ann.  cost  of  mtce.,  $1^40;  works  belong  to 
eity. 

HOWELL,  pop.  2,618;  fire  area,  26  acres;  mer- 
cantile bldgs.,  Dnck,  1  to  8  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  not  in- 
vestigated; av.  fire  loss  per  yr.  for  8  yrs.,  $460. 
Fire  dept.— 1  e.  engine,  2  c.  hand  ex.,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  1,400 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment  $2,500;  value  of  bldgs.,  $2,000;  ann.  exp. 
of  dept,  $200;  total  mem.,  U  volunteers. 

Watbk  Supply— Source,  wells.  H  mile  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  day 
1,000,000  gals.,  constructor  M.  A.  Walker;  mains, 
cast  iron,  11^  miles,  4  to  10  in.  dia.;  66  hydrants; 
meters,  total  number  14,  Hersey,  owned  oy  city: 
480  services:  pipe,  galv.  iron;  pressure,  dom.  40 
lbs.,  fire  120  lbs.;  consumption  per  day,  216,666 
gals.;  cost  to  construct,  $42,000;  works  belong  to 
city. 

HUDSON,  pop.  2,300;  fire  area,  800  acres;  mer- 
cantile bldgs.,  brick,  1  to  8  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted  in  firt 
area;   combustibles  ord.;   causes  of  fires  invcsti- 

gated.  Fire  dept.— 1  hand  engine,  8  hose  carts; 
ose,  cotton,  rubber  lined,  good,  1,700  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
$1,850;  value  of  bldgs.,  $5,000;  ann.  exp.  of  dept. 
$500;  total  mem.,  30,  paid  part  time. 

Watbe  Supply— Source,  wells;  system,  pump 
direct;  2  pumping  engines,  cap.  per  day  2,000,000 
gals.,  constructor  tivL^nw,  1  air  lift,  8  x  12  x  10  x  12, 
cap.  600,000  gals. ;  mains,  7^  miles,  4  to  12  in.  dia. ; 
66  hydrants;  40  valves,  Thomson;  R4  services; 
pipe,  iron;  pressure,  dom.  45  to  50  lbs.,  fire  120 
lbs.;  consumption  per  day  287,706  gals.,  per  capita 
125  gals.;  cost  to  construct,  $42,100;  bonded  debt, 
$32,601;  int  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $3,loO;  works  belong  to  city. 
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IMLAY  CITY,  pop.  1,122;  fire  area,  MO  screa; 
mercantile  bldgs.,  brick,  2  storiet;  wooden  roofs  not 

Sermitted;  fireworks  and  combustibles  ord.  Fire 
ept— €  c.  hand  ex.,  1  h.  &  1.  truck,  t  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good  1,300  ft.; 
6re  alarm,  beU;  value  of  depL  equipment,  12,000; 
value  of  bldgs.,  $1,000;  total  mem.,  85  volunteers. 
Water  Supply— Source,  wells,  %  mile  from  busi- 
ness center ;  system,  pump  to  stdp. ;  stdp.  cap.^  86,- 
000  gals.,  material  used  m  cons,  brick  and  iron: 
quality  of  water,  good;  res.  cap.  Si^OOO  gals.;  i 
pumping  engines,  cap.  per  day  1,000,000  gus.. 
constructor  Deane;  mains,  wood,  5  miles,  2  to  8 
in.  dia.;  81  hydrants,  8  ▼•Wes.  100  services;  pipe, 
iron;  pressure,  dom.  40  lbs.,  fire  60  lbs.;  cost  to 
construct,  fU,000;  cost  of  mtce.,  $8^;  works 
belong  to  city. 

IONIA,  pop.  5,200;  fire  area,  120  acres;  mer« 
cantile  bldgs.,  brick  and  stone,  2  and  8  stories; 
private,  wood,  1  and  8  stories;  wooden  roofs  not 

Sermitted;  fireworks  and  combustibles  ord.  Fire 
ept.— 1  h.  &  1.  truck,  1  hose  wagon,  6  hose  car^ 
riages,  2  hired  horses;  hose,  cotton,  rubber  lined, 
good  8,600  ft.;  inferior,  all  kinds,  260  ft.;  toUl 
nose,  8,760  ft.;  fire  alarm,  electric,  80  boxes;  value 
of  dept  equipment,  13,600;  value  of  bldgs.,  f2,000: 
ann.  exp.  of  dept,  $2,280;  total  mem.,  87,  paid  full 
time  1,  paid  part  time  36: 

Watik  Supply— Source,  wells,  H  <nile  from 
business  center;  system,  pump  direct;  material 
used  in  cons,  cement;  quality  of  water,  good;  res. 
cap.  300,000  gals,  2  pumping  engines,  cap.  per  day 
1.500,000  gals.,  constructors  Worthington,  Smith, 
Vaile;  mains,  wood  and  iron,  18  miles.  4  to  10  in. 
dia.;  122  hydrants;  100  valves;  meters,  total  num- 
ber, 11,  Crown,  Nash,  Union,  Empire,  Gem,  Her- 
sey  Rotary,  Trident,  Hersey  Disc.  Hersey  Tor- 
rent, Thomson  and  Keystone,  owned  by  citv;  1,100 
services;  pipe,  lead  and  iron;  jpressure.  oom.  50 
lbs.,  fire  60  to  75  lbs.;  consumption  per  day,  1,000,- 
000  gals.j  cost  to  construct,  $125,000;  bonded  debt, 
$30,000;  int.  paid  on  bonds,  4  per  cent;  cost  of 
mtce.,  $6,600;  works  belong  to  city. 

IRON  MOUNTAIN,  pop.  8,586:  fire  area,  8.621 
teres;  mercantile  bldgs.,  wood  and  brick,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  Fire  dept— 2  steamers,  1  c.  hand 
ex.,  1  h.  &  1.  truck,  2  hose  wagons,  2  hose  car- 
riages. 4  horses:  hose,  cotton,  rubb<:r  lined,  good 
4,700  ft;  fire  alarm,  electric,  47  boxes;  value  of 
dept  equipment,  $16,000:  value  of  bldgs.,  $10,000: 
ann.  exp.  of  dept.,  $4,260;  total  mem.,  8,  paid  full 
time. 

Water  Supply— Source,  wells,  4  miles  from 
business  center:  system,  pump  to  res.,  to  stdp.; 
stdp.  cap.  560,000  gals.,  dim.  62  x  25,  located  in 
city,  material  used  m  cons.,  steel,  builders  Barnett 
&  aons;  quality  of  water,  good;  res.  cap.,  638,000 
gals.,  located  near  station;  2  pumping  engines, 
class  comp.,  size  14  to  18  x  26,  cap.  per  day  4,000,- 
000  gals.;  constructors  Laidlaw-Dunn-Cordon ; 
mains,  cast  iron,  18  miles,  6  to  16  in.  dia.;  174  hy- 
drants. Chapman:  178  valvesj  Chapman;  meters, 
total  number  700,  Crown,  Empire.  Hersey  Ro- 
tary. Worthington,  Keystone,  Trident,  Lambert, 
owned  by  Co.;  1,260  services;  pipe,  galv.  iron; 
pressure,  dom.  90  lbs.,  fire  120  lbs.;  consumption, 
per  day,  581,862  gals.,  per  capita  68  gals.;  cost  to 
construct,  $266,000;  bonded  debt,  $150,000;  int  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $6,000; 
works  belong  to  Co. 

IRON  RIVER,  pop.  3,000.  Fire  dept.— 1  hook 
and  ladder,  3  hose  carts,  1  c.  engine;  hose,  3,000 
ft :  total  mem.,  40  volunteers. 

Water  Supply— Source,  spring,  75  yds.  from 
business  center;  system,  pump  direct;  pumping 
engines,  cap.  per  day  1,000  gals.,  constructor 
Cameron;  mains,  cast  iron,  1  mile,  4  to  6  in.  dia.; 
150  services;  pressure,  fire,  120  to  150  lbs.;  cost 
to  construct,  $11,000;  int  paid  on  bonds,  7  per 
cent. 

I  RON  WOOD,  pop.  10,000;  fire  area,  3,720  acres; 
mercantile  bldgs.,  wood,  1  to  3  stories;  private, 
wood,  2  stories;  wooden  roofs  permittea;  fire- 
works and  combustibles  ord.  Fire  dept — 2  c. 
hand  ex.,  1  h.  &  1.  truck,  2  hose  wagons,  6  hose 
carriages,  4  horses;  hose,  cotton,  rubber  lined, 
good,  7,500  ft.;  fire  alarm,  Gamewell,  30  boxes; 
value  of  dept  equipment,  $12,600;  value  of  bldgs., 
$26,000;  ann.  exp.  of  dept.,  $6,136;  total  mem.,  45, 
paid  full  time  5,  40  volunteers. 


Watsr  Supply— Source,  river,  1  mile  from  busi- 
ness center;  svstem,  pump  to  stdp.;  stdp.  cap. 
800,000  gals.,  filtration  system,  Jewell,  cap.  of 
plant  1,000,000  gals.;  res.  cap..  600,000  gals.;  2 
pumping  engines,  class  comp.  dup.,  cap.  per  day 
8,000,000  gals.,  constructor  Deane;  mains,  kale- 
mein,  14  miles,  4  to  12  in.  dia..  National;  121  hy- 
drants, Ludlow;  meters,  total  number  25,  Crown, 
owned  by  consumer;  1,000  services;  pipe,  lead; 
pressure,  dom.  66  lbs.,  fire  80  lbs.;  consumption 
per  day  600,000  gals.,  per  capita  60  gals.;  int.  paid 
on  bonds,  6  per  cent;  works  belong  to  Co. 

ISHPEMING,  pop.  12,878;  fire  area,  3,200  acres; 
mercantile  bldgs.,  Srick.  stone,  metal,  2  and  8 
stories;  private,  wood  and  brick,  2  stories;  woodca 
roofs  not  permitted;  fireworks  and  combttstiblcs 
ord^  fire  loss  for  1908,  $18,842;  ins.  for  aame, 
$11,327.56.  Fire  dept— 2  steamers,  4  c.  hand  ex^ 
1  h.  &  1.  truck,  1  hand  cart,  1  supply  wagon,  8 
hose  carriages,  4  horses:  hose,  cotton,  rubber 
lined,  good  2,000  ft;  rubber,  1,000  ft;  fire  alarm, 
Gamewell,  27  boxes;  value  of  dept  equipmcat, 
$25,886:  value  of  bldgs^  $9,075;  ann.  exp.  of  dept, 
$8,860.76;  total  mem.,  63,  paid  full  time  4,  paid  piart 
tim»  W. 

Watsr  Supvlt— Source,  lake,  SH  milea  froiB 
business  center;  system,  gravity,  pump  direct; 
quality  of  water,  good;  8  pumpmg  engmea,  cap, 
per  day  4,500,000  gals.,  constructor  Worthinffton; 
mains,  wood,  28  miles,  2  to  14  in.  dia.;  U&  hy« 
drants:  meters,  total  number,  1,326,  Nash,  Trident 
Worthington  and  Keystone,  owned  bv  city;  IJBB 
services:  pipe,  galv.  iron;  pressure,  dom.  SO  Ibs.^ 
fire  90  Ids.;  consusiption  per  day,  1,120,000  gala.; 
cost  to  construct,  Cl78,000;  cost  of  mtce.,  $S,600; 
works  belong  to  city. 

ITHACA,  pop.  2,200;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick,  1  to  8  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  causes  of  fires  investigated.  Fire 
dept— 1  hand  engine,  1  h.  ft  1.  truck,  1  hose 
wagon,  1  hose  carriage,  2  horses;  hoae.  cottoo, 
rubber  lined,  good,  2,300  ft.;  inferior,  all  kinds, 
200  ft.;  total  hose,  2,600  ft:  fire  alarm,  whistle; 
ann.  exp.  of  dept,  $700;  total  mem.,  23  volunteers. 

Water  Supply— -Source,  wells;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  140,000  gals.,  dim.  20  x 
60,  material  used  in  cons,  iron;  quality  of  water, 
good;  1  Ingersoll-Rand  air  comp.  with  air  lift  cap, 
275,00(9  gals,  in  24  hours,  constructor  Worthinston; 
mains,  cast  iron,  6  miles,  4  to  8  in.  dia.;  58  hy- 
drants; 300  services;  pipe,  iron;  pressure,  dom. 
30  lbs.,  fire  90  lbs.;  cost  to  construct,  $80,000; 
works  belong  to  village. 

JACKSON,  pop.  27,000;  fire  area,  5,760  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  6  stories: 
private,  brick  and  wood,  2  stories;  wooden  rooCs 
not  permitted  in  fire  area;  fireworks  and  combna* 
tibles  ord.;  causes  of  fires  investigated;  fire 
loss  in  1908  $17,955.26;  av.  ins.  involved  for 
same  time.  S375.573.  Fire  dept.— 8  steamers,  1  c 
eng.  on  wheels,  10  c.  hand  ex.,  1  aerial  track,  1 
service  truck,  3  comb.  c.  &  h.  wagons.  2  hose  car- 
riages, 24  horses;  hose,  cotton,  rubber  lined,  good, 
12.000  ft;  inferior,  all  kinds,  500  ft.;  total  hose. 
12,500  ft. ;  fire  alarm  Gamewell,  88  boxes ;  value  of 
dept.  equipment,  $50,000;  value  of  bldgs.,  $60,000; 
ann.  exp.  of  dept,  $35,000;  total  mem.  K,  paid  foil 
time. 

Watrr  Supply— Source,  wells,  %  mDc  froai 
business  center;  system,  gravity,  pnmp  to  rca.; 
quality  of  water,  good,  res.  cap.  100,000  (alsL,  lo> 
cated  at  station;  2  pumping  engines,  cap.  per  day 
14,000,000  gals.,  constructor  Holly:  maina,  irosu 
744  miles,  4  to  24  in.  dia.;  591  hjrdranta;  2JiO» 
valves;  meters,  total  number  1,388,  Crown.  Untoa. 
Empire.  Gem,  Hersev  Rotary,  Tndent,  ThofBsoa, 
Worthington,  Columbia,  Westinghouse.  Keystone 
and  Lambert,  owned  by  city:  4,7o7  senriccs:  pipe, 
lead;  pressure,  dom.  60  lbs.,  fire  90  lbs.;  consump' 
tion,  per  day  2,500,000  gats.;  cost  to  construct, 
$S^u,OO0;  bonded  debt,  $176,000;  int  paid  on  bonds, 
3^  to  5  per  cent;  cost  of  mtce.,  $12,000;  works  be- 
long to  city. 

JONESVILLE,  pop.  1,400;  fire  area,  640  acres: 
mercantile  bldgs.,  brick,  2  and  3  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permittM;  fere- 
works  and  combustibles  ord.  Fire  dept.— 2  hose 
carriages,  1  h.  &  1.  truck;  hose,  cotton,  rubber 
lined,  good.  2.000  ft:  fire  .ilarm.  betl;  Talue  of 
dept.   equipment,   $1,000;  value  of  bldgs.,    tSJSOO'. 


FIRE    DEPARTMENTS   AND    WATER   SUPPLY— MICHIGAN. 


B-209 


ann.  exp.  of  dept.,  |400;  total  mem.  18,  paid  part 
time. 

Watii  Svpplt— Source,  wells,  1,000  ft  from 
butinen  center;  lyttem,  immp  to  stdp.;  stdp  cap. 
120,000  gils.,  dim.  16  x  8d;  material  used  in  cons. 
steel;  quality  of  water,  good:  pumping  engines, 
class  comp.,  cap.  per  day  1,500,000  gals.,  construc- 
tors Smitn-Vaiie:  mains,  iron,  5H  miles,  4  to  10 
in.  dia.:  60  hydrants;  meters,  total  number  4, 
Hersey  Disc  and  Buffalo;  282  services;  pipe,  nlv. 
iron;  pressure,  dom.  56  to  70  lbs.,  fire  160  lbs.; 
works  oelong  to  city. 

KALAMAZOO,  pop.  86,000;  lire  area,  8H  miles; 
mercantile  bldgs.,  brtck,  1  to  9  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  srea;  fireworks  ord.;  causes  of  fires  inveiti- 
^tcd;  av.  fire  loss  per  yr.  for  8  yrs.,  $28,147;  av. 
ms.  involved  for  same  time,  $811360.  Fire  dept.— 
5  comb,  c  &  h.  wagons,  2  steamers,  1  aerial  truck. 
1  h.  ft  1.  truck,  12  c.  hand  ex.,  1  hose  wagon,  1 
hose  carriage.  22  horses;  hose,  cotton,  rubber 
hned,  good,  6,900  ft:  inferior,  all  kinds,  450  ft.; 
total  hose.  7,360  ft.;  fire  alarm^^whistle,  49  boxes; 
value  of  aept.  equipment,  $68,000:  value  of  bldgs., 
$70,000;  ann.  exp.  of  dept,  $^,000;  total  mem.  42, 
paid  full  time  40,  paid  part  time  2. 

Watbk  Svpp&t— Source,  wells,  H  mile  from  bus- 
iness center;  system,  pump  direct;  quality  of 
water  good;  4  pumping  engines,  cap.  per  day 
9,000,000  gals.,  constructors  Holly.  Worthington: 
mains,  cast  iron,  68  miles,  4  to  20  in.  dia.;  580 
hydrants,  Mathews.  Ludlow,  Holly;  915  valves. 
Wood,  Ludlow,  Holly;  meters,  total  number  4x200, 
Crown  136,  Union  &,  Empire  130.  Hersey  Disc 
8,  Worthington  6  ,Buffalo  1,  Trident  135,  Nash 
1,201.  Westinghouse  1,  Pittsbursr  2,  Gem  2,  Thom- 
son 924,  owned  by  consumers;  1,000  services;  pipe, 
lead  and  iron;  pressure,  dom.  00  lbs.,  fire  100  lbs.: 
consumption  per  day  1,500,000  gals.;  ann.  cost  of 
mtce.,  ^0,000;  works  belong  to  city. 

KALKASKA,  pop.  1,800:  fire  area,  30  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
trate,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 2  hose  carriai^es; 
hose,  cotton,  rubber  lined,  good  1,600  ft:  inferior, 
•II  kinds,  6q0  ft:  total  hose,  2,000  ft;  nre  alarm, 
telephone  and  whistle;  total  mem.,  18  volunteers. 

WATBK  SvYPLT— Source,  river;  system,  pump 
direct;   pumping   engines,   cap.    per    day   1,5(50,000 

!;als.»  constructor  Walker;  mains,  4  miles.  8  to 
0  in.  dia.,  Michigan;  86  hydrants,  Ludlow;  195 
services,  pipe,  galv.  iron;  pressure,  dom.  20  to  40 
lbs.,  fire  100  lbs.:  cost  to  construct,  $18,000;  ann. 
cost  of  mtce.,  $2,000;  works  belong  to  town 

LAKE  CITY,  pop.  816.  Fire  dept'2  hose  car- 
riages; hose,  1,000  ft;  fire  alarm,  whistle;  volun- 
teer company. 

Watex  Supply— Holly  system;  2  pumps,  con- 
structors Davidson  &  Crane;  mains,  2  miles;  U 
hydrants;  pressure,  100  lbs. 

LAKE  LINDEN,  pop.  8,000;  fire  area.  160  acres; 
mercantile  bldgs.,  stone,  brick  and  wood;  private, 
brick  and  wood,  2  to  8  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated.  Fire  dept.— 1  h. 
Sc  L  truck,  1  aerial  truck.  2  hose  wagons ^  hose. 
cotton,  rubber  lined,  good,  8,000  ft.;  inferior,  all 
kinds,  600  ft;  total  hose,  8,500  ft.;  fire  alarm,  bell 
and  whistle;  value  of  dept.  equipment,  $4,000;  ann. 
exp.  of  dept.,  $600;  total  mem.  26,  paid  full  time 
12,  volunteers  13. 

'Watxk  Supply— Source,  springs  and  creek;  sys- 
tenrvsravity;  quality  of  water,  good;  res.  cap., 
480,000  ^1s.,  located  ^  mile  from  city;  2  pump- 
ing  enRines,  cap.  per  day  86,000  gals.,  constructors 
liraty  Bros.;  mains,  4  miles,  4  to  12  in.  dia.;  48 
hydrants:  278  services;  pressure,  dora.  40  lbs., 
fire  130  lbs.;  cost  to  construct,  $75,000;  int  paid 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  $1,000; 
works  belong  to  Co. 

LAKE  ODESSA,  pop.  1,800.  Fire  dept.— 1  h.  & 
1.  truck,  2  hose  carts;  hose,  2,000  ft;  nre  alarm, 
bell ;    total  mem.  20,  paid  part  time. 

Wat  EX  Supply— System,  pump  direct;  mains,  4% 
miles;  60  hydrants;  pressure,  76  lbs. 

LAN'SING,  pop.  35,000;  fire  area,  7%  square 
miles;  mercantile  bldgs..  stone  and  brick,  1  to  6 
stories;    private,   stone,  brick  and  wood;  wooden 


roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.  Fire  dept— 1  c.  engine  on 
wheels,  9  hand  ex..  1  auto,  engine,  8  comb,  c  and 
hose  wagons,  2  c.  hand  ex.,  1  n.  &  1.  truck,  1  hose 
wagon,  14  horses;  hose,  cotton,  rubber  lined,  good, 
8,000  ft.;  fire  alarm,  Gamewell,  00  boxes;  value  ot 
dept.  equipment,  $42,000:  value  of  bldgs.,  $33,000: 
ann.  exp.  of  dept.,  $34,600;  total  mem.  84,  paid  full 
time  28,  paid  part  time  6w 

Watbk  Supply— ^Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
800,000  gals.,  material  used  in  cons.  b<Mler  plate; 
qualitv  of  water,  good;  pumping  engines,  cap. 
per  day  9,600,000  gals..  2  suo-pumping  electric 
motor,  constructors.  Holly,  Gould  and  Worthinjg 
ton;  mains,  iron,  ZS  miles,  6  to  16  in.  dia.;  3w 
hydrants;  meters,  total  number,  2,000;  4,800  ser- 
vices; pipe,  lead;  pressure,  dom.  &  lbs.,  fire  100 
to  126  lbs.;  consumption  per  day,  1,250,000  sals.; 
cost  to  construct.  $76,000;  bonded  debt,  $75,000; 
int.  paid  on  bonds,  4  per  cent;  works  belong  to 
city. 

LAPEER,  pop.  8,500;  mercantile  bldgs.,  wood 
and  brick,  2  and  3  stories;  private,  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  2  hose  carriages,  1  hose 
wagon,  2  horses;  hose,  cotton,  rubber  lined,  good, 
8,000  ft;  inferior,  all  kinds,  1,000  ft;  total  nose, 
4,000  ft ;  fire  alarm,  bell  and  whistle ;  value  of  dept. 
equipment,  ^,000;  value  of  bldgs.,  $6,000;  ann. 
exp.  of  dept.,  $1,600;  total  mem.,  12  volunteers; 
underwriters'  ratine,  fourth  class. 

Watbk  Supply— Source,  wells,  H  niile  from 
business  center;  system,  pump  direct;  quality  of 
water,  good:  8  pumping  engines,  cap.  per  day 
4,000,000  gals.,  constructors  Laidlaw-Dunn-Gor- 
don.  Walker;  mains,  cast  iron,  11  miles,  4  to  10 
in.  dia.;  96  hydrants;  105  valves;  meters,  total 
number  83,  owned  by  city;  660  services;  pipe,  galv. 
iron;  pressure,  dom.  40  to  46  lbs.,  fire  100  lbs.; 
consumption  per  day,  600.000  gals.;  cost  to  con- 
struct, $55,000;  bonded  debt,  $40,000;  int  paid  on 

,    bonds,  4  and  o  per  cent;  cost  mtce.,  $7,200;  works 

I    belong  to  city. 

LAURIUM,  pop.  7,653;  fire  area,  640 acres ;  mer^ 
cantile  bldgs.,  wood  and  brick,  2  and  4  stories; 
private,  stone  and  wood,  2  stories:  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  2 
yrs.,  $11,668.70;  av.  ins.  for  same  time,  $18,600.  Fire 
dept.— 6  steamers,  1  h.  &  1.  truck,  1  hose  wagon, 
6  norses;  hose,  cotton,  rubber  lined,  good  2,000 
ft.;  inferior,  all  kinds,  400  ft.:  total  hose.  8,000 
ft:  fire  alarm,  bell^  whistle  and  electric,  6  boxes; 
value  of  dept  equipment,  $8,000;  value  of  bldgs.. 
$6,000;  ann.  exp.  of  dept,  $1,296;  total  mem.,  18 
volunteers. 

Watee  Supply— Source,  lake,  supplied  by  Calu- 
met and  Hecla  Mining  Co. 

LESLIE,  pop.  1,114;  mercantile  bldgs.,  brick, 
2  stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fve  dept— 1  h.  &  L 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good  200  ft.;  linen,  good  1,300  ft.;  inferior,  all 
kinds,  900  ft;  total  hose,  2,400  ft;  fire  alarm, 
bell;  value  of  dept.  equipment,  $3,000;  value  of 
bldgs.,  $4,000;  ann.  exp.  of  dept,  $300;  total  mem., 
15,  paid  part  time. 

Watix  Supply— Source,  wells;  system,  pump  di- 
rect; 1  pump,  Hughes  Duplex;  cap.  per  day  750,- 
000  gals.;  pump  to  stdp.;  pressure,  fire  90  lbs.; 
mains,  4  miles,  4  to  8  in.  dia.;  24  hydrants; 
cost  to  construct,  $20,000. 

LEXINGTON,  bldgs..  brick  and  wood.  Fire 
dept— 1  hand  engine,  1  hose  cart;  hose,  1,200  ft; 
fire  alarm,  bell;  4  ladders;  total  mem.,  35  volun- 
teers. 

Water  Supply — Source,  20  tanks. 

LOWELL,  pop.  1,736;  mercantile  bldgs.,  brick 
and  wood,  3  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  fireworks  and  combus- 
tibles ord.  Fire  dept— 1  hand  engine,  1  h.  &  1. 
truck,  1  hose  wagon,  1  hose  carnage,  2  horses; 
hose,  cotton,  rubber  lined,  good  3,000  ft;  fire 
alarm,  bell;  value  of  dept.  equipments,  $2,500; 
value  of  bldgs.,  $2,000;  total  mem.,  10,  paid  part 
time. 

Watei  Supply— Source,  wells,  1  mile  from  bus- 
iness  center;    system,   pump   to   res.   and  direct; 
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ica.  cap»  75,000  gals;  pumpiiig  engines,  cap.  per 
4«j[  1,000,000  gals.,  constmctors  Smith<Vaue; 
voains,  cast  iron,  IS  miles,  6  to  8  in.  dia.;  00  hjr* 
•drants,  Boston;  35  TaWes;  meters,  total  number 
SO,  Buffalo;  340  services;  pipe,  lead  and  iron:  pres- 
sure, fire,  70  lbs.;  cost  to  construct,  $66,000;  int. 
said  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
|1,000;  works  belong  to  Grand  Rapids  Edison  Co. 

LUDINGTON,  pop.  8.000;  mercantile  bldgs., 
brick,  stone  and  wood,  2  stories;  private,  wood, 
2  stories:  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  aept.— 6  c  hand  ex., 
2  h.  &  I.  trucks,  2  sleighs,  4  hose  carriages;  hose, 
cotton,  rubber  lined,  good  5,600  ft^  fire  alarm, 
Gamewell,  14  boxes;  total  mem.,  27,  paid  part 
time;   underwriters'    rating,    third   class. 

Water  Supply— Source,  lake,  1^^  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  class  comp. 
cond.,  cap.  per  day  5,000,000  gals.;  constructor 
HoUy;  mains,  cast  iron,  18  miles,  4  to  16  in.  dia.; 
175  hydrants ;  100  valves  ■  meters,  total  number  900, 
Crown,  Nash,  Union,  Trident,  Thomson,  Worth- 
ington  and  Buffalo  700,  Lambert,  owned  by  con- 
sumer  and  ciyt;  1,600  services;  pipe,  galv.  iron; 
pressure,  dom.  40  lbs.,  fire  80  to  120  lbs.;  con- 
sumption per  day,  1,168,964  gals.:  cost  to  con- 
struct, $138,000;  bonded  debt,  $96,000;  int.  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $11,000;  works 
belong  to  city. 

LYONS,  ^p.  726;  mercantile  bldgs.,  brick  and 
wood,  2  stories;  private,  wood,  2  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept.— 1  h.  &  1.  truck,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good  1,000  fit;  fire 
alarm,  bell;  total  mem.,  20  volunteers. 

Water  SuppLY—Source,  wells;  systenij^pump 
direct;  pumping  engines,  cap.  par  day  720,000  gals., 
constructor  Holly;  mains,  2,000  ft.;  7  hydrants, 
HoU^;  cost  to  construct,  $10,000;  works  belong 
to  village. 

MANCELONA,  pop.  1,226:  fire  area,  820  acres; 
«i«rcantile  bldgs,,  stone  and  brick,  1  and  8  stories: 
'private,  wood,  2  stories;  wooden  roofe  permitted 
■m  fire  area;  combustibles  ord.;  causes  of  fires 
•investigated.  Fire  dept.— 1  h.  &  1.  truck,  1  hose 
^•gon,  1  hose  carriage;  hoae,  cotton,  rubber  lined, 
cood,  1,000  ft.;  inferior,  all  kinds,  600  ft;  total 
'hose,  1,600  ft.;  fire  alarm,  bell  and  whistle;  total 
mem.  20  volunteers. 

Water  Supply— >Source,  wells;  system,  pump 
•direct:  pumping  engines,  class  dup.,  cap.  per  day 
'2,800,000  gals.,  constructor  Blake;  mains,  cast  iron, 
^  miles,  2  to  8  in.  dia.,  Detroit;  80  hydrants, 
Bourbon;  28  valves:  800  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  126  lbs.;  cost  to  con- 
struct, $17,600;  bonded  debt,  $7,000;  int  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $2,600;  works 
belong  to  city. 

MANCHESTER,  pop.  L260;  fire  areik  1  mil^ 
mercantile  bldgs.,  brick,  2  to  8  ttorica;  private, 
wood,  VA  stories;  wooden  roofs  not  permitted  in 
£re  area;  causes  of  fires  investigated.  Fire  dept 
—1  steamer,  1  hand  engine,  8  c.  hand  ex.,  1  h.  & 
1.  truck,  1  hose  wagon,  2  hose  reels  and  cart,  2 
liorses;  hose,  cotton,  rubber  lined,  good,  1.600  ft; 
rubber,  good,  500  ft;  total  hose,  2,000  ft;  fire 
alarm,  beu;  value  of  dept.  equipment,  $2,600;  value 
of  bldgs..  $5,000;  ann.  exp.  of  dept,  $800;  total 
mem.  16  volunteers. 

Water  SuppLY---Sottrce,  river;  6  res..,  res.  cap. 
4,800  bbls. 

MANISTEE,  pop.  14,696;  fire  area,  640  acres; 
-mercantile  bldgs.,  brick,  2  and  8  stones;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
^e  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  comb.  c.  &  h. 
wagon,  1  steamer.  1  h.  &  1.  truck,  2  c  hand  ex., 
1  hose  wagon,  8  hose  carts,  6  horses;  hose,  cotton, 
rubber  lined,  good,  7,300  ft;  inferior,  all  kinds, 
1,200  ft;  total  hose,  8,600  ft.;  fire  alarm,  bell.  88 
boxes;  value  of  dept.  equipment,  $8,000;  value  of 
bides.,  $17,000;  total  mem.  9,  paid  full  time. 

Water  Supply— Source,  well,  %  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
-good:  2  pumping  engines,  class  comp.  cond.,  cap. 
per  day  2,600,00(1  gals.,  constructor  Holly;  mains, 
cast  iron,  23%  miles,  4  to  16  in.  dia. ;  136  hydrants, 
Holly,  Mathews,  Michigan;  150  valves,  Ludlow, 
ISddy;  meters,  total  nuniber  148,  Crown  2,  Empire 


2,  Hersey  Rotary  1  Hersey  Disc  2,  Thomson  48. 
Worthington  15,  Nash  20,  owned  by  city;  1.639 
services;  pipe,  galv.  iron;  presstare,  dom.  62  Ibs^, 
fire  120  lbs.:  consumption  per  day  825,864  sals., 
per  capita  59  gals.;  cost  to  construct,  tUSOJSSOJSA; 
Dondea  debt,  $60,000;  int  paid  on  bonds,  4  per 
cent;  ann.  cost  of  mtce.,  $11,988.62;  works  belong 
to  city. 

MANISTIQUE,  pop.  6,000;  fire  area,  2,000  acres; 
mercantile  bldgs.,  brick,  2  aind  3  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area:  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  fire  loss  for  1906.  $6,660;  ins. 
involved  for  same  time,  $3,800.  Fire  aept— 1  h.  ft 
1.  truck,  2  steamers,  2  c.  hand  ex.,  1  hose  wa«on, 
2  hose  carriages,  4  horses;  hose,  cotton,  raSber 
lined,  good,  8,000  ft.;  inferior,  6,000  ft;  total  hose. 
9j000  ft. ;  fire  alarm,  bell ;  value  of  dept  equipmest, 
$6,000;  value  of  bldgs.,  $5,600;  ann.  exp.  of  dept, 
$6,000;  total  mem.  ZL,  paid  full  time  3,  volunteers 
18. 

Water  Supply— Source,  river;  i^stem,  gravity. 
pump  to  stdp. ;  2  pumps,  class  triplex,  cap.  216.600 
gals,  per  day;  works  belong  to  city. 


MANTON,  pop.  L200;  fire  area,  600  acres; 
cantile  bldgs.,  wood  and  brick,  2  and  3  atoriea; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  and  combustibles  ord;  causes 
of  fire  investigated.  Fire  dept — 1  h.  &  1.  track, 
3  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
3,000  ft.;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $1,800;  ^ue  of  bldgs.,  $1,600;  ann.  ezpw  of 
dept,  $100;  total  mem.,  26  volunteers. 

Water  Supply— Source,  creek  and  wells,  1^  mile 
from  business  center;  system,  pump  direct;  pump- 
ing engines,  cap.  per  day  1,600,000  8(als.,  constmctor 
Walker;  mains,  cast  iron,  4^  miles,  4  to  8  in. 
dia.;  24  hydrants,  Ludlow;  150  services;  pipe,  iron; 
pressure,  dom.  «)  lbs.,  fire  80  lbs.;  consumptioa, 
per  day  400,000  gals.;  cost  to  construct,  |1Q,QQ0; 
bonded  debt,  $4^000;  int.  paid  on  bonaa,  5  per 
cent;  works  belong  to  city. 

MARCELLUS,  pop.  1,200;  mercantile  bldgs.. 
stone  and  brick,  1  to  3  stories:  private,  stone  and 
brick,  2  stories;  wooden  roots  not  permitted  ia 
fire  area;  combustible  ord.  Fire  dept— 1  h.  ft  L 
truck,  1  hose  cart;  hose,  cotton  rubber  lined, 
good,  1,000  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $1,600;  value  of  bldgs.,  $1,000; 
total  mem..  14  volunteers. 

Water  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pump  direct;  2  pumping 
engines,  class  duplex,  cap  per  day  750,000  gals., 
constructor  Deane;  mains,  cast  iron,  3  miles,  4  to 
12  in.  dia.;  84  hydrants;  100  services;  pipe, 
wrought  iron;  pressure,  dom.  46  lbs.,  fire  90  lbs.; 
cost  to  construct,  $12,000;  works  belong  to  city. 

MARINE  CITY,  pop.  3.829;  fire  area,  eOO  acres; 
mercantile  bldgs.,  brick,  2  stories:  private,  wood. 
2  stories:  wooden  roofs  permitted;  fireworks  aad 
combustibles  ord.  Fire  dept— 1  steamer,  1  h.  ft 
1.  truck,  8  hose  carriages;  hose,  cotton,  rubber 
lined,  good  2,460  ft;  fire  alarm,  Detroit  electric, 
boxes  26;  value  of  dept  equipment  $4,600;  value 
of  bldgs.,  $6,500;  ann.  exp.  of  dept,  $800;  total 
mem.,  80  volunteers. 

^ATEK  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  direct;  qaa£ty  of 
water,  good;  2  pumping  engines;  cap.  per  day 
3,500,000  gals.,  constmctors  Epping,  Carpenter  Col, 
Walker;  mains,  iron,  16  miles,  4  to  8  m.  dia.;  84 
hydrants;  1,000  services;  pipe,  galv.  iron  and  lead; 
pressure,  dom.  40  lbs.,  nre  90  lbs.;  consumption 
per  day.  1,200,000  gals.;  bonded  debt,  $27,000:  int 
paid  on  bonds,  4,  6  and  6  per  cent;  coat  of  mtee., 
$8,500;  works  belong  to  city. 

MARLETTE,  pop.  996:  fire  area,  640  acres;  mcr 
cantile  bldgs.,  brick  and  wood,  private,  wood,  1 
story;  wooden  roofs  permitted;  fireworks  aad 
comoustibles  ord.:  causes  of  fires  investigated. 
Fire  dept.— 1  hand  engine,  8  c  hand  ex..  1  h.  ft 
1.  truck,  2  hose  wagons,  1  hose  cairiace;  boac, 
cotton,  rubber  lined,  good  2,100  ft.;  interior,  sB 
kinds,  1.000  ft:  total  liose^  8J00_ft.;  fire 


bell;  value  of  ire  dept  bldgs.,  $200;  total 
15,  paid  part  time. 

Water  Supply— Source,  wells,  S  blocks  from 
business  center;  system,  pump  direct;  qnallt/  of 
water,  good;  res.  cap.  148,0Qo  gals.,  located  at 
plant;  1  pmopkng  engiBei,  eap.  per  day  tJBWtOBO 
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fali.»  eonitnictora  Laidlaw,  Dvan  and  Gordon; 
mauu,  iron.  8  nilet,  4  to  10  in.  dia.;  26  hydnnto: 
meters,  total  number  6,  owned  by  consumer;  125 
•errioei;  inpe,  iron;  preature,  dom.  40  lbs.,  fire  80 
lbs.;  consumption  per  day.  26,000  sals.;  cost  to 
constmct,  114,000;  bonded  debt,  114,000;  int.  paid 
on  bonds,  6  per  cent.;  cost  of  mtce.,  18,000;  works 
belong  to  city. 

MARQUETTE,  pop.  10,066;  fire  area,  800  acres: 
mcrcsntue  bldgs.,  stone,  brick  and  wood,  2  ana 
8  stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted;  wcworks  and  combustibles  ord.; 
causes  of  fires  investigated;  ar.  fire  loss  per  jpr. 
for  8  yrs.,  128,016.88;  av.  ins.  for  same  time,  |2ft,- 
866.  Fire  dept.~2  comb,  c  &  h.  wasons,  2  c 
engines,  4  c.  hand  ex.,  2  h.  &  1.  trudks,  1  hose 
wagon,  2  hose  carriages,  6  horses;  hose,  cotton, 
rubber  lined,  good  6^0  ft.;  inferior,  all  kinds, 
200  ft;  total  hose.  5,200  ft;  fire  alarm,  Gamewell, 
21  boxes;  value  of  dept  equipment  112.000;  value 
of  bldgs.,  $6,000:  ann.  exp.  of  dept,  $6,000;  total 
mem.,  24,  paid  rail  time  8,  paid  part  time  21. 

Water  SvFPLT^Source.  lake«  %  mile  from 
business  center;  system,  pumj)  direct;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  day 
8,000,000  gals.,  constructors  Wortbmgton,  Gaskill; 
mains,  iron,  20  miles,  4  to  20  in.  dia.;  182  hy- 
drants, Ludlow,  Galvin;  286  valves,  Ludlow;  660 
meters;  1,748  services:  pipe,  galv.  iron;  pressure, 
dom.  96  lbs.,  fire  125  lbs.;  per  capita  u3  gals.; 
cost  to  construct,  $104,880;  ann.  cost  of  mtce., 
$11,000;  works  belong  to  city. 

MARSHALL,  pop.  4,600;  fire  area.  1,000  acres; 
mercantile  bldgs.,  brick  and  stone;  private,  wood, 

1  and  2)ji  stones;  wooden  roofs  not  permitted  in 
fire  area;  combustibles  ord.;  causes  ot  fires  inves- 
tigated. Fire  dept— ▲  steamer,  1  h.  &  1.  truck,  4 
c.  hand  ex.,  2  hose  wsffons,  1  hose  reel,  4  horses; 
hose,  cotton,  rubber  lined,  good,  8,900  ft;  fire 
alarm,  bell,  8  boxes;  value  of  dept  equipment, 
$13,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept, 
$4,000;  total  mem.  86,  paid  full  time  2,  paid  part 
time  34. 

Watbk  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  stop.;  stdp  cap. 
235,000  gals.;  dim.  20  x  lOO,  material  used  in  cons. 
iron;  quality  of  water,  good;  8  pumping  engines: 
xnp.  per  day  4,000,000  gala.,  constructors  Worth- 
ington,  Deane:  mains,  cast  iron,  14  miles,  4  to  12 
in.  dia.;  108  hydrants;  70  valves;  meters,  total 
number  100,  Crown,  Nash,  Union  and  Pittsburg, 
owned  by  city  and  consumer;  620  services;  pipe, 
-lend  and  galv.  iron;  pressure,  dom.  66  lbs.,  fire  100 
Its.;  consumption  per  day  846,631  gals.;  cost  to 
construct,  $60,000;  works  belong  to  city. 

MASON,   pop.    2,000;   mercantile  bldgs.,   brick, 

2  stories;  private,  wood.  1  and  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 1  steamer, 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1.400  ft.;  fire  alarm,  whistle;  value  of  dept.  equip- 
ment $4,675;  value  of  bldgs.,  $2,000;  ann.  exp.  of 
deot.,  $350:  total  mem.,  16  volunteers. 

Watbk  Svpplt— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stdp.  and  di* 
rect;  stdp.  cap.  1&,526  gals.,  dim.  16  x  1(8,  ma- 
terial used  in  cons,  iron;  qualitv  of  water,  good; 
2  pumping  engines;  cap.  per  day  2,000,000  gals., 
constructor  Hughes;  mains,  cast  iron,  ^  miles, 
4  to  10  in.  dia.;  62  hydrants;  32  valves;  meters, 
total  number  9,  owned  bv  city;  351  services;  pipe, 
lead;  pressure,  dom.  66  lbs.,  fire  140  lbs.;  cost  to 
construct,  $41,525;  bonded  debt,  $35,000;  int.  paid 
on  bonds,  5  per  cent;  cost  of  mtce.,  $2,000;  works 
belong  to  city. 

MENOMINEE,  pop.  14,000;  fire  area,  800  acres; 
tnercantile  bldgs.,  brick,  1  to  4  stories;  priiwte, 
brick  and  wood,  1  to  8  stories;  wooden  roofs,  not 
permitted  in  fire  area;  fireworks  and  combustibles 
onL;  causes  of  fires  investigated;  av.  fire  loss  per 
^.  for  8  yrs.,  $35,000;  av.  ras.  involved  for  same 
time,  $465,000.  Fire  dept — ^1  steamer,  1  fire  boat, 
1  c.  engine  on  wheels,  4  c  hand  ex.,  1  h.  &  1.  truck, 
1  comb,  c  &  h.  wagon,  1  hose  wagon,  3  hose  carts, 
10  horses;  hose,  cotton,  rubber  lined,  good,  6,000 
ft.;  inferior,  all  kinds,  600  ft;  total  hose,  6.100  ft; 
fire  alarm,  Gamewell,  60  boxes:  ann.  exp.  of  dept, 
$16,400;  total  mem.  16,  paid  full  time  10,  paid  part 
time  8. 

Watbe  Svpplt— Source,  bav,  in  buainess  center; 

—        ptunp  direct;  8  pumping  engines,  osp.  per 


day  8|0(N>,000  gals.,  constructor  Deane:  maina.  cast 
iron,  26  miles,  4  to  16  in.  dia.;  288  hrdrants.  Chap- 
man; meters,  total  number  400:  L769  services; 
pipe,  galv.  iron;  pressure,  dom.  46  lbs.,  fire  90  to 
j2e  lbs.   ;works  belong  to  Co. 

IflCHIGAMME,  pop.  1,148;  mercantile  bldgs., 
wood.  Fire  dept— 1  h.  &  1.  truck,  1  steamer,  1 
hand  engine,  8  hose  carriages;  hose,  cotton,  rub* 
ber  lined,  jgood,  1,600  ft;  total  mem.  88  ▼olnatecra. 

Watbx  svpplt— Source,  tanks. 

MIDLAND,  p<^  2,868;  fin  area,  260  acres; 
mercantile  bldgs.,  wood,  stone  and  brick,  1  to  8 
stories;  privat^  wood  and  brick,  2  stories;  wooden 
roofs  permitted:  fireworks  and  combuatibles  ord.; 
causes  of  fires  mvestigated.  Fire  dept— 1  h.  &  L 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good  1,500  ft;  inferior,  all  kinds,  600  ft;  total 
hose,  2,000  ft;  fire  alarm,  bell  and  whistle,  value 
of  dept  equipment  $1,800;  value  of  bldgs.,  $1,000; 
total  mem^  13  volunteers. 

Watbe  Supply— Source,  river;  system,  pump 
direct;  quality  of  water,  good;  pumping  enginea, 
cap.  per  dajr  8,000,000  pUs..  constructors  Gordon, 
Walker;  mains,  iron,  7  miles,  6  to  12  in.  dia., 
Michigan  Pipe;  60  hydranta.  Holly;  800  servioea, 
pipe,  iron;  pressure/dom.  40  lbs.,  fire  90  Iba.; 
cost  to  construct,  $26,000;  ann.  cost  of  mtoe., 
$2,300;  works  belong  to  city. 

MILAN,  pop.  1,300.  Fire  dept. — ^1  hand  engine, 
2  hose  carts;  hose,  1,150  ft.;  fire  alarm,  bell. 

Wateb  Supply— Source,  wells;  stdp.  cap.,  760,* 
000  gals;  2  pumping  engines,  comb.  cap.  per  day 
1,000,000  pfals.,  constructor  Piatt;  mains,  4  miles, 
4  to  10  in.  dia.;  26  hydrants;  pressure,  dom.  86 
lbs.,  fire  126  lbs. 

MILFORD,  pop.  1,200;  lire  area,  4  miles;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  3  atories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  eauses 
of  fires  investigated;  fire  loss  per  yr.  for  last  8 
yrs.,  $1,800.  Fire  dept— 12  c.  hand  ex.,  1  h.  ft  1. 
truck,  8  hose  carnages;  hose,  cotton,  rubber 
lined,  good,  1,400  ft;  fire  alarm,  bell,  whistle  and 
electric;  value  of  dept  equipment  $2,000;  value 
of  bldgs.,  $1,200;  ann,  exp.  of  dept,  $100;  toUl 
mem.,  46  volunteers. 

Watsk  Supply— Source,  wella,  center  business 
district;  svstem,  pump  direct;  2  pumping  engines, 
cap.  per  day  1,600,000  gala.,  constructor  Worthing* 
ton;  mains,  cast  and  wrouafat  iron,  5  miles,  4  to 
8  in.  dia.,  Michigan  Brass  &  Iron  Works;  160  ser* 
vices;  pipe,  galv.  iron;  pressure,  dom.  40  lbs., 
fire  100  lbs.;  cost  to  construct,  $19,800;  int  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $8,200; 
works  belong  to  village. 

MILLINGTON,  pop.  688.     Fire  dept— 1  hand 
engine,  1  h.  &  1.  truck,  2  hose  carts;  hose,  1480 
ft.;  fire  alarm,  bell;  20  volunteers, 
mem.,  26  volunteers. 

WATsa  SupPLT—Tlurteen  wells. 

MONROE,  pop.  7.000;  fire  area,  60  acres;  mer- 
cantile bldgs.,  brick,  8  stories;  private,  brick,  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— 1  steamer,  1  h.  & 
1.  truck,  2  hose  wagons,  1  hose  carriage,  2 
horses;  hose,  cotton,  rubber  lined,  good,  4,6(M>  ft; 
value  of  dept.  equipment,  $8,000;  value  of  bldgs., 
$10,000;  total  mem.,  28  volunteers;  paid  full  time,  2. 

Watxk  Supply— Source,  lake,  2%  miles  from 
business  center;  system,  pump  direct;  2  pumping 
engines,  class  comp.  cono.,  cap.  per  day  8,000,000 
gals.,  constructor  Worthington;  mains,  cast  iron, 
22  miles,  4  to  16  in.  dia.,  Lake  Shore;  160  hydrants, 
Ludlow;  120  valves;  meters,  total  number  700, 
owned  by  consumer;  1,520  services;  pipe,  galv. 
iron  and  lead;  pressure,  dom.  45  lbs.,  fire  160 
lbs.;  consumption  per  day,  1,000,000  gals.,  per 
capita,  80  gals.;  cost  to  construct,  $160,000;  int 
paid  on  bonds,  5  per  cent;  ann.  cost  of  mtce., 
$6,000;  works  belong  to  Co. 

MONTAGUE,  pop.  908;  mercantile  bldgs.,  brick, 
2  stories;  private,  wood,  2  stories:  wooden  roofs 
oermitted.  Fire  dept— 1  steamer,  1  h.  ft  1.  truck, 
8  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,800  ft;  inferior,  all  kinds,  200  ft;  total  hose. 
2.000  ft;  fire  alarm,  whistle  and  bell;  value  ot 
dept  equipment  $6,000;  value  of  bldgs..  $6,000; 
ann.  exp.  of  dept,  $800;  total  mem.,  86  Toiunteers. 

Watsk  Supply— Source,  creek  and  springs;  sjs- 
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teBL  pump  direct;  pumping  engines,  cap.  per  day 
<19»200  gals.,  mains,  IVk  miles,  4  in.  dia.;  17  hy- 
drants; works  belong  to  city. 

MORE  NCI,  pop.  1.834;  fire  area,  2  acres;  mer- 
cantile bldgs.,  bnck  and  wood,  2  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per> 
mitted;  fireworks  and  combustibles  ord.  Fire 
dept.— 1  hand  engine,  1  h.  ft  L  truck,  1  hose  car^ 
riage:  hose,  cotton,  rubber  lined,  good  900  ft; 
inferior,  all  kinds,  400  ft;  total  hose,  l^SOO  ft;  fire 
alarm,  bell;  value  of  dept.  equipment,  IMOO;  value 
of  bldn.,  $8,600;  ann.  exp.  oi  dept,  9250;  total 
mem.,  84  volunteers. 

Watbk  SurrtT— Source,  wells;  no  waterworks. 

MT.  CLEMENS,  pop.  8,000;  fire  area,6  sq. miles; 
mercantile  bldgs.,  brtck,  1  to  6  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  is 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  steamer,  2  c 
hand  ex.,  1  h.  &  1.  truck,  1  aerial  truck,  1  comb, 
chem.  hose  wagon,  2  hose  wagons,  2  hose  carts, 
4  horses;  hose,  cotton,  rubber  lined,  good,  8,600 
ft.;  fire  alarm,  whistle,  86  boxes;  value  of  dept 
equipment*  124,000;  ann.  exp.  of  dept,  12,400;  total 
mem.  40,  jpaid  full  time  2,  88  volunteers. 

Water  Supply— >Source,  wells,  %  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  8  pumping  engmes,  class  dup.  and 
triplex,  cap.  per  day  6,000,000  gals.,  constructors 
Blake,  Worthmgton;  mains,  cast  iron,  22  miles, 
4  to  14  in.  dia.;  206  hydrants:  188  valves;  meters, 
total  number  460^  Crown,  Union,  Hersey  Disc, 
Thomson,  Worthmgton,  Pittsburg  and  Lambert, 
owned  by  city:  1,mK>  services;  pipe,  lead;  pres- 
seure,  dom.  60  lbs.,  fire  140  lbs.;  consumption  per 
day,  1.200,000  gals.;  cost  to  construct,  $186,000; 
bonded  debt,  $4,000  :int  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $12,600;  works  belong  to  city. 

MT.  MORRIS,  pop.  600;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  8  stories:  private,  wood. 
IH  stories:  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— 1  hand  engine,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good 
450  ft;  inferior,  all  kinds,  100  ft:  total  hose,  660 
ft.;  fire  alarm,  bell;  value  of  dept  equipment, 
$1,000;  value  ot  bldgs.,  $2,000;  ann.  exp.  of  dept, 
$150;    total  mem.,  30  volunteers. 

Watbk  Supply— ^ottfce,  12  wells»  cap.  48,000 
gals. 

MT.  PLEASANT,  Isabella  Co.,  pop.  5.000; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted.  Fire 
dept— 1  h.  &  I.  truck,  1  c.  hand  ex..  1  hose  wag^ 
on,  8  hose  reels,  2  horses;  hose,  cotton,  rubber 
lined,  good.  8,000  ft;  inferior,  all  kinds,  600  ft; 
total  hose,  8,600  ft.;  fire  alarm,  bell  and  electric, 
9  boxes;  value  of  dept  equipment,  $3,600;  value 
of  bldgs.,  $3,000;  ann.  exp.  of  dept,  $2,000;  total 
mem.  10,  paid  part  time. 

Watse  Supply— Source,  wells.  ^  mile  from 
business  center:  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  day 
2.000,000  gals.,  constructors  Deane,  Walker;  mains, 
cast  iron,  8  miles,  4  to  8  in.  dia.;  70  hydrants;  4S 
valves;  875  services;  pipe,  galv.  iron;  pressure* 
dom.  80  lbs.,  fire  80  to  100  lbs.;  cost  to  construct, 
$24,000;  bonded  debt  $23,000;  int  paid  on  bonds, 
4  and  6  per  cent;  cost  of  mtce.,  $2,000;  works  be- 
long to  city. 

MUNISING,  pop.  2,014;  fire  area,  860  acres;  mer^ 
cantile  bld^s..  stone,  brick  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  combustibles  ord.;  causes 
of  fires  investigated.    Fire   dept— 2   c.   hand   ex., 

1  hose  sleigh,  1  hose  cart.  2  horses;  hose,  cotton, 
rubber  lined,  good,  2.000  ft ;  rubber,  ^ood,  800  ft ; 
total  hose.  2,800  ft;  fire  alarm,  electric,  26  boxes; 
value  of  aept  equipment,  $5,3i}0;  value  of  bldgs., 
$2,000;  ann.  exp.  of  dept,  $1,600;  total  mem.,  2b 
volunteers. 

WATxa  Supply— Source,  lake.  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  1^,000  gals.,  dim.  25  x  40,  material 
used  in  cons,  boiler  iron;  quality  of  water,  good; 

2  pumping  engines,  cap.  per  day  1,500,000  gals., 
constructors  Laidlaw-Dunn-Gordon;  mains,  cast 
iron,  6^  miles,  6  in.  dia.;  60  hvdrants;  23  valves; 
meters,  total  number  24.  owned  by  consumer;  190 
services;  pipe,  galv.  iron  and  lead;  pressure,  dom. 
110  lbs.,  fire  126  lbs.;  consumption  per  day,  110,000 


£! 


Is.;   cost  to  constroct,   $37,000;  cost   of   mtce., 
1,000;  works  belong  to  city. 

MUSKEGON,    pop.    80,798;    fire   area.   6.9    aa. 

miles;  meroantije  oldgs.,  stone,  brick  and  woocL 
1  to  6  stories;  private,  itoae,  l>rick  and  wood,  1 
to  2  stories;  wooden  roofs  not  permitted  in  five 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  h.  ft  1.  truck.  4 
c.  hand  ex.,  1  aerial  truck,  8  comb.  e.  ft  h.  wac- 
ons,  8  hose  wagons.  16  horses;  hose,  cotton,  tw- 
ber  lined,  good,  12.000  ft;  inferior,  all  kiada.  IgOQO 
ft;  total  hose,  13.000  ft;  fire  alarm.  GameweU,  81 
boxes;  value  of  dept  equipment,  44,600;  valne  of 
bldgs.,  $88,000;  ann.  exp.  of  dept,  $20,000;  total 
mem.  88,  paid  full  time  18.  paid  part  time  ZL 
Watbk  Supply— Source,  lake,  4  mtlea  frona  bvsi- 


mains,  kal.,  wood  and  cast  iron  62  4-6  miles,  4  to 
24  in.  dia.:  602  hydrants;  847  valves;  meters,  total 
number  1,240,  Nash,  Hersey  Rotary.  Trident.  Her- 
sey Disc,  Keystone,  Lambert  Wortnington,  Stand- 
ard, Current,  owned  by  dtv;  4,061  services;  pipe, 
galv.  iron;  pressure,  dom.  40  lbs.,  fire  86  lbs.;  coin 
sumption  per  day,  3,042,016  gala. :  cost  to  conatract, 

f  10,000;  bonded  debt  $226.(KMMnt  paid  on  bonds, 
per  cent;  cost  of  mtce.,  918,000;  works  belong  to 
dl^. 

MUSKEGON  HEIGHTS,  pop.  1.660^  mercantfle 
bldgs.,  brick.  Fire  dept. — 3  nose  carnages;  hose, 
rubber,  good,  1,600  ft.;  fire  alarm,  whistle;  total 
mem.,  18,  part  paid. 


NASHVILLE,  pop.  1,664;  fire  area^  710 
mercantile  bldgs.^  bnck,  2  stories;  pnvate,  htid 
and  wood,  2  stones;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  cauaes  of  fires 
investigated.  Fire  dept— 1  h.  ft  1.  trudc,  4  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  S»006 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment,  $2,500;  value  of  bldga.,  $1«000;  total 
mem.  42,  psid  part  time. 

Watbk  Supply— Source,  wells  and  rivers;    sry*> 
tem,   pumo  to  stdp.   and  direct;  std^   cap.   TO.OOO 

Sals..  Duiloer  Lansing;  8  pumpina  engines,  cap.  per 
aq  1,840^00  gals.,  constructor  Hughes;  mama,  4 
miles,  4  to  8  in.  dia.;  86  hydrants,  Galvia;  26 
valves:  156  services;  pressure,  dom.  60  lbs.,  fire 
90  to  llO  lbs.;  consumption  per  day,  87,8000  gala.; 
cost  to  construct,  $19,000;  ann.  cost  of  mtce.,  $750; 
works  belong  to  village. 


NEGAUNEE,   pop.   6,986;   fire  area,  80  ,.^«.. 

mercantile  bldgs.,  brick,  stone  and  wood,  2  ana 
8  stories;  private,  wood,  2  stories;  wooden  rooia 
not  permitted;  fireworks  and  oombustiblea  ord.; 
causes  of  fires  investigated.    Fire  dept— 1  steamer. 

1  h.  ft  1.  truck,  2  hose  wagona,  8  nose  carriages. 

2  horses;  hose,  cotton,  rubber  lined,  sood  SjBOb 
ft;  rubber,  good  800  ft:  inferior,  all  kinds,  800 
ft;  total  hose,  4,300  ft:  fire  alarm,  bell;  valne  ni 
dept  equipment  $1428d0;  value  of  bldga^  $8,000; 
ann.  exp.  of  dept,  $2,700;  total  mem.,  60  volun- 
teers; underwriters    rating,  third  class. 

Water  Supply— Source,  lake,  %  mile  from  buai- 
ness  center;  system,  pump  direct;  quality  of  water, 
good;  2  pumpmg  engines,  cap.  per  min.  2,000  gals., 
constructor  Worthington;  mains,  wood,  17  milea, 
4  to  10  in.  dia.;  70  hydrants;  70  valvea;  1,000  ser- 
vices; pipe,  galv.  iron;  pressure,^om.  66  lbs.,  fire 
100  lbs.;  cost  to  construct.  $66,096;  cost  of  mtce.^ 
$8,600;  works  belong  to  city. 


NEWAUGO,  pop.  1.600;  fire  area,  800  •»». 
mercantile  bldgs.,  wood  and  bride,  1  to  S  stories; 
wooden  roofs  not  permitted.  Fire  dept— 1  h.  ft  L 
truck,  8  hose  carriages;  hose,  cotton,  rubber  lincd^ 

good  1,600  ft;  inferior,  all  kinds,  800  ft:  total 
ose,  1,800  ft;  fire  alarm,  electric;  value  of  dept 
equipment,  $2,000;  value  of  bldgs.,  I2JB0O;  ann. 
exp.  of  dept.,  $600;  total  mem..  86  volunteera. 

WATsa  Supply- Source,  wells  and  springs;  sy»> 
tem,  pump  direct;  2  pumping  engines,  cap.  per 
day  760.000  gals.,  constructor  Walker;  mains,  2 
miles,  4  to  8  in.  dia.,  Michigan;  14  hydrants;  6 
valves;  46  services;  pressure,  dom.  12  to  40  IIm^ 
fire  60  to  90  lbs.;  cost  to  construct,  $12,000;  ann. 
cost  to  mtce..  $500;  works  belong  to  dty. 

NEWBERRY,  pop.  1,600;  mercantile  bldgs., 
wood,  2H  stories;  private,  wood,  2  stcriea.  Fire 
dept— 1  h.  &  L  truck,  1  hose  carriage;  hoac,  coh 
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Un.  rubber  lined.  Eood.  I.OOO  ft.;  inlerior,  4ll 
kiMb,  I^EOO  IL;  toUlliOK.  I.HO  ft.;  toUl  mem.  IS, 
pud  pert  time. 

Wat»  SurrLT— Source,  welli,  %  mile  from  bnit 
sell  centeij  ■jritem,  pump  direct;  qiulity  oi  mier, 

fKd;  1  pnmpiDg  engiDci,  cUu  dap.,  cocitnctoi 
■irbaiiki;  Ditini,  cui  iron,  IK  railc*.  4  to  8  in. 
d>>.;  IT  hfdnnU;  160  lerviceii  pipe,  gaW.  iroo; 
prciinre,  iom.  W  lb*.,  fire  ISO  Ibi. ;  com  to  con- 
(Inct.  tl4,<X0;  work*  bdoDi  to  citj. 


lile  bldn., 

*"ni'^    dreworki    mo    comtim 

dipt-\*   c.™«nd    a.,  l"?*'..    _    

cacriiEM;  hoK.  cotton,  nibbei'  tiaed,  good  1,000 
ft.;  Imen,  good  £00  ft.;  inferior,  ill  Idndi,  GOO 
ft.;  total  hoie.  2^00  It.;  fire  aUnn,  belli  nine  ol 
dept.  eqnipment.  t&.ODa;  Tklue  of  bldgi.,  K.DOO: 
■nn.  »p.    of    dtpt.,   t1.tOO;   lotil    meni..  Tt,    paid 

Watu  SurFLv— Source,  welli.  I  Dilci  (rom 
buiineii  cenier;  ■*>tera  pump  lo  rei.;  itdp.  dim., 
M  I  lOG.  [seated  on  higheii  poiot  in  div,  mateml 
Died  in  corn,  iteel  builder  M.  A.  SturleveDt; 
qualily  ol  water  goodj  ret.  cap.,  100,000:  1  pumping 
ip.  pu  dajr,  IM0,&I0  gall., 

1    in.    dia.i'lK    bydranli, 

ra  '»,'  Gem  'f,"Bufialo"i,' 
na«u  lu,  union  J.,  tVonhinatoo  1,  Keyitone 
lai.   Trident    1,    owned     by     oiy;     TTl    servicei; 

Eipe,  wToughl  iron  and  lead;  preunre  dom.  It 
».,  fire  iSO  IbL;  coniumplion  per  d*r,  K1,BS8 
gala.,  per  cipiU,  89  gats.;  coit  lo  construct.  nS,a)0; 
mt.  paid  on  bond*,  fi  per  cent;  ann.  coat  of  mice., 
tlO,MS.lS:  waiki  belong  to  clt7. 

pop.    tU.    Fire    dept-1 
ruc^:  bote,  1,300  (Ll  fire 


cODHnictori,     Laidlaw- 


NORTH     BRANCH, 

hud  enpme,  1  h.  &  1. 


NOKTHVILLE,  pop.  2,000;  file  area,  640  acrei; 

mercantile  bldgL,  ^nck  and  wood,  2  llolks; 
wooden  rood  pcnciRedi  fireworki  ord.  Fire  depL 
—1  c.  engine,  1  h.  A  L  Iruck,  I  boie  wagon,  1  bOK 

2,000  ft.':  bferior.  all  'kind*,  ko  ft;  total 'boac, 
Z.200  fl.:  fire  alana,  bell;  nlue  of  depl.  equip- 
meDt,  tS^OO;  value  of  dent,  bldgi.,  13,000:  >nn. 
eipenae  of  dept,,  S200;  lolil  mrni.,  36  lofuolteii. 

Wat»  SurrLT-Source,   ipringa,   4   milei   from 
faoiinu)  ceniei;  ■yiiem,  grBvitr;  qualiiy  of  water, 

12  fiiilei,  4  to  10  in.  dia.;^  bydranli;  10  valvei; 
S  milet,  4  lo  10  in.  d».;  U  hrdranti;  40  Talvel; 
meten,  toUi  nnmber  I.  owned  by  eily;  330  ««- 
vice*;   pipe,  lead:   preisure.  dom.  50  Ibi.,   fire   TO 

-- — t,  »4E,00O:  int.  paid  on  bondi, 

taW;  worki  belong  to 


'.   S.OOOi   fire 


ea,   S  ■ 


city. 

NORWAY,    pop.   8,. 

iTiercaniile  bidgi.,  brit..   _.  _    . _   _     .. 

mi't'erf  "n'  l™"*?ea:  fiJmrka  *nd  'combu/tiEfc'i 
ord.;  caniei  ol  firei  invetiigaled.  Fire  dept.— 1 
steamer,  1  c  band  ex.,  1  boie  wagon,  I  bout  carli, 
2  borici:  hate,  cotton,  rubber  irned.  good.  2,K» 
ft.;  fire  alarm,  electric.  15  boxes;  value  of  dept. 
»iiipnicr>t,  $5,000:  value  of  bidgi..  KOW;  ana. 
of  dept.,  n^OO;  total  mem.  it,  paid  full  time 


olur 


Wai 


I  14. 


sSff  I 


110  lb«.;  coil  of  ml 
^itT. 
NAWAY.  pop.  2.S00. 


fc„ 


J  gall.;  1  pumpmg 
0  gall.,  con.tructor 
,  18  mllei,  lii  lo  10 
.Ivm;  meters,  total 
™,  ■frideot,  iVorth- 


7EO,000  gala.; 
3^  miles.  4  1 
fire  ISO  Ibt. 


ONTONAGON.  Fire  depl.-l  MC4m  cosine,  I 
h.  &  L  Imcks,  fi  h^t  carrUgcs;  bo*e,  iAO  it-t 
fire  alsnti,  bell  ind  .<b[*lle;  total  mem.,  487 


OKION,  pop.  TM;  bidgs.,  brick  and  wood, 
dept.— 1  band  engine,  1  beat  cart;  boae,  fi 
fire  alarm,  bell;  voiimteer  AepL 

Watii  SDrFLT— Source,  wells  and  lake. 


busiaeas  ceDler;  svslem,  grtvitj:  gtdp.  cap.  50,000 
gal*.^  dim.  IS  ■  »,  material   n-'.!   In 

pasoline,    cap.    per   day  T~.  "  -  .  j^I 

iron;  pressure,  dom.  lod  b\r.  S5  lb).;  i^ansunir'ioo 
per  day,  IS.COO  nil.;  con  to  construct,  119,000: 
bonded  debt,  tU.OOO;  int  paid  on  bonds.  S  per 
cent;   ann.  coil   of  mUe.,  fOO;   work*  belong  to 


..   ..  .       ..)it  permitte?.    Fiie  dept.— 1  b. 

£:  I.  truck,  6  bose  carnage*;  hose,  collon,   rubber 
lined,  good  E,0OO  ft.;    fire   alarm,  electric  vhiatle. 


I.  diiu;  91  hjrdraniil- 

I  10  100 'lbs.:  coat  to  i 
ice.,  13,000;  works  bel. 


I  h.   &  I.   [ruck,  2  c 


ex.,  4  bote  wagons ; 


■nn.  exp.  o^  dept,,  tI2G;  total  «em.,  TG  volunieer*. 
Watii  SurrLt-Source.  river,  in  buiioeia  ceo- 

^p'.   per  day  I'fiOaOOo'galal,  constructor  Walker; 


00  gala.,  constructor  Waike 
mites,  4  to  8  in.  dia.;  GO  h 


OVID.  pop.  1.600:  fire  area,  lit  iq 
canlile  bldgl..  brick,  1  to  3  stories:  i 


f  fires  inTcMigsted.  Fire  dept 
1.  &  I.  truck,  1  hose  w.gon.  1 
CDUon.  rubber  lined,  inlerior, 
-m.    whiatle.    telephone    boxes; 


alue  of  dept,  equipi 
3,000;  total  mem..  IV  .^ 
Wat IX  SoePLV— Sourt. 


ord.:  esuie  of  fire*  in»ettiaated.  Fire  dept.— 1 
steamer,  1  comb.  v.-Biion.  I  fi.  &  I.  truck,  I  hoM 
wsnon.  2  hnse  carriane^,  4  horws:  hose,  collon, 
rubber  lined,  good,  6,aM  ff.;  fire  alarm.  Game, 
well,  24  bo.ics:  value  of  dept.  equipment,  n2.«00: 
value  of  bldfs.,  110.000:  ann.  exp.  of  depl..  t2.S00: 
total  mem.  13.  paid  full  time  T.  volunteers  G:  un- 


wells    and    aoringa,    1 


B.214 


I 
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mains,  cast  iron,  24Vi  miles,  4  to  12  in.  dia.;  Addy- 
ston,  Cow;  160  hydrants,  Bourbon,  Chapman; 
meters,  total  number  1,294,  Hersey  Rotary,  Thom- 
lon,  Worthington,  owned  by  citv;  1,9S2  services; 
pressure,  dom.  45  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, $117,000;  int.  paid  on  bonds,  4  and  5  per 
tent.;  ann.  cost  of  mtcer,  $5,744;  works  belong  to 
city. 

OXFORD,  pop.  1.172;  fire  area,  400  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
brick  and  wood.  2  stories;  wooden  roofs  not  per- 
mitted;  fireworks  and  combustibles  ord.:  causes 
pf  fires  investigated.  Fire  dept.— 1  h.  &  L  truck, 
2  hose  carriages,  12  oails;  hose,  cotton,  rubber 
lined,  good  1,200  ft.;  nre  alarm,  bell  and  whistle; 
value  of  dept.  bldgs.,  $2,600;  ann.  exp.  of  dept, 
1800;  total  mem.,  26,  paid  part  time. 

WATBi  Supply— source,  wells;  system,  pump 
direct;    pumping   engines,   ca|>.    per   day   1,600,000 

rls.,  constructor  Walker;  mains,  steel,  6%  miles, 
to  10  in.  dia.,  Anniston;  86  hydrants;  150  ser- 
vices; pressure,  dom.  36  lbs.,  fire  100  to  160  Iba.; 
cost  to  construct,  $6,000;  int.  paid  on  bonds,  6  per 
cent.;  works  belong  to  city. 

PAW  PAW,  pop.  1,660;  mercantile  bldgs.,  brick 
and  wood,  1  to  8  stones;  private,  brick  and  wood, 
%  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.— Fire  dept.— 1  steamer.  1  h.  &  1. 
truck,  25  c.  hand  ex.,  2  hose  carts;  hose,  cotton, 
rubber  lined,  good,  2,000  ft;  inferior,  all  kinds. 
600  ft.;  total  hose.  2,600  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  $4,000;  ann. 
exp.  of  dept.,  $800;  total  mem.,  60  volunteers. 

WATZi  Supply— Source,  wells.  %  mile  from 
business  center;  svstem,  pump  to  stop.;  stdp.  cap. 
65,000  gals.,  material  tised  in  cons,  iron;  res.  cap., 
SOO.OOO  gals.;  8  pumping  engines,  cap.  per  day 
1,440,000  gals.,  constructor  Hughes;  mains,  iron, 
6  miles,  4  to  10  in.  dia.;  40  hydrants;  20  valves; 
meters,  total  number  230,  Nash;  pressure, 
dom.  66  lbs.,  fire  125  lbs.;  consumption  per  day, 
130,000  ffals.;  cost  to  construct,  $20,000;  bonded 
debt,  $lo,000;  int.  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $1,600;  works  belong  to  village. 

PENTWATER,  pop.  1,170;  fire  area,  80  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  steamer,  1  h.  &  1.  truck. 
2  hose  carriages,  2  horses;  hose,  cotton,  rubber 
lined,  good,  1,460  ft.;  fire  alarm,  bell;  value  of  fire 
dept.,  bldgs.,  $4,000;  ann.  exp.  of  dept.,  $600,  total 
mem.,  31  volunteers. 

Watbi  Supply— Source,  wells,  2  blocks  from 
business  center;  system,  pump  direct;  res.  cap^ 
70,000  gals.;  pumpinff  engines,  cap.  per  dav  860,000 

fls.,  constructor  Walker;  mains,  iron,  8%  miles, 
to  8  in.  dia.;  24  hydrants.  Ludlow;  12  valves, 
Ludlow;  268  services;  pipe,  iron;  pressure,  dom. 
40  lbs.,  fire  80  lbs.;  cost  to  construct,  $7,000;  ann. 
jcost  of  mtce.,  $2,500;  works  belong  to  village. 

PETOSKEY,  pop.  7,000:  fire  area,  1,280  acres: 
mercantile  bldgs.,  wood,  orick  and  steel,  1  to  4 
stories;  private,  atone,  brick  and  wood.  2  stories: 
.wooden  roofs  permitted  in  fire  area:  fireworks  and 
av.  fire  loss  per  yr.  for  8  vears,  $6,167;  av.  ins. 
involved  for  same  time,  $46,000.  Fire  dept— 1 
comb,  hose  &  h.  &  1.  wagon,  8  c.  hand  ex.,  2  hose 
wagons,  2  hose  carriages,  4  horses;  hose,  cotton, 
rubber  lined,  good,  4^600  ft ;  inferior,  all  kinds,  600 
ft;  total  hose,  6,000  ft.;  fire  alarm,  bell  and 
^whistle,  11  boxes;  value  of  dept.  equipment,  $8,600; 
value  of  bldgs.,  $4,000;  ann.  exp.  of  dept,  $8,000; 
total  mem.  86,  paid  full  time  2,  paid  part  time  28, 

Watzb  Supply— Source,  well.  Ai  mile  from  busi- 
ness center;  system,  pump  to  res.;  quality  of 
water  good;  res.  cap.  160^000  gals.,  located  1% 
miles  from  station :  2  pumpmg  engines,  class  dup., 
cap.  per  day  2,600,000  gals.,  constructors  Dunn- 
Gordon  and  Walker;  mains,  cast  iron  and  wood, 
10  miles,  6  in.  dia.:  66  hydrants;  80  valves;  meters, 
total  number  82,  Crown,  Union.  Hersev  Rotary. 
Trident,  Thomson,  Worthington,  Buffalo,  owned 
by  cttv;  826  services;  pipe,  galv.  iron;  pressure, 
dom.  120  lbs.;  consumption  per  day,  378,000  gals.; 
cost  to  construct,  $47,000;  bonded  debt,  $48,000; 
int^paid  on  bonds,  4  per  cent:  cost  of  mtce., 
.$4,860;  works  belong  to  c*» 

PLAINWELL,  pop.  1,818;  mercantik  bldgi.. 
brick,   1   to  8   stories ;    private,   wood,  2  ttoriea; 


wooden  roofs  not  permitted;  fireworks  and 
bustibles  ord.;  causes  of  firct  investinted;  av.  five 
loss  per  yr.  for  8  yrs.,  $400;  av.  ins.  for  same  time, 

fSO.  Fire  dept— 1  h.  &  L  truck,  4  hoee  wagons, 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
2,000  ft;  inferior,  all  kinds.  600  ft,  total  hoM, 
2,600  ft;  fire  alarm,  bell,  6  boxes;  value  of  deiit 
equipment,  $2,000;  value  of  bldn.,  $2,200;  ann. 
exp.  of  dept,  $300;  total  mem.  60,  2  paid  part  tine, 
48  volunteers. 

Watis  Supply— Source,  river;  system,  pump 
direct;    pumping  engines,    cap.    per   day   1,600,000 

rils.,  constructor  Walker;  mains,  4-l«6  miles,  4  to 
in.  dia.,  Michigan;  87  hydrants,  Hollv,  Bourbon; 
6  valves;  164  services:  pressure,  fire  40  to  80  lbs.; 
cost  to  construct,  |29,760;  ann.  cost  of  mtce.,  $6n; 
works  belong  to  village. 

PLYMOUTH,  pop.  1,600;  fire  area,  000  acres; 
mercantile  bldn.,  brick,  2  stories;  private,  wood, 
2  stories:  wooden  roofs  not  permitted;  fiiewoilis 
and  comSustibles  ord.;  cause  of  fires  investigated. 
Fire  dept — ^10  c  hand  ex.,  8  hose  carriages,  1  h.  ft 
cast  iron,  13  miles,  6  to  12  in.  dia.;  55  hydrants, 
1.  truck;  hose,  cotton,  rubber  lined,  good,  1,600  ft; 
fire  alarm,  bell;  value  of  dept  equipments,  $2,500; 
value  of  bldgs.,  $800;  total  mem..  61  voltinteers. 

Water  Supply— Source,  springs,  4H  miles  from 
business  center;  system,  gravity:  cap.  of  filter, 
1,000,000  gals.;  res.  cap.,  8,000,000  gala.;  mains, 
Detroit;  300  services;  pipe,  lead  and  iron;  pressure, 
dom.  48  lbs.,  fire  48  lbs.;  consumption  per  daj 
80,000  gals.,  per  capita  80  gala.;  cost  to  construct, 
$66,000;  int  paid  on  bonds,  4H  per  cent;  ann.  cost 
of  mtce.,  $1^00;  works  belong  to  city. 


PONTIAC,  pop.  12,000;  fire  area,  1^80  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  wooden 
roofs  not  permitted;  fireworks  and  combasti>la 
ord.  Fire  dept — ^1  steamer,  4  c,  hand  ex..  1  c 
hose  wagon,  1  h.  &  1.  truck,  1  aerial  tmck,  1  hose 
wagon,  3  hose  carriages,  6  horses;  hose,  cottoa, 
rubber  lined,  good.  3,600  ft ;  fire  alarm,  Gamewell. 
77  boxes;  value  of  dept  equipment,  $3&,000;  value 
of  bldgs.,  $14,000;  ann.  exp.  of  dept,  $6,000:  total 
mem.  16,  paid  full  time  8,  paid  part  time  7;  vn- 
dcrwritcrs*^  rating,  third  class. 

Watbk  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  direct;  qualitr  of  water, 
good:  3  pumping  engines,  claaa  comp.  dvp.  oond, 
size  12  X  20  X  16,  cap.  per  day  8,000,000  gala.,  coa- 
structor  H.  R.  Worthington;  mains,  cast  iron.  SB 
miles,  4  to  16  in.  dia.;  310  hydrants.  R.  D.  Wood 
and  Michigan;  260  valves,  Ludlow.  Rensselaer  and 
Michigan;  meters,  toUl  number,  600;  Hersey  Due 
1,  Thomson  248,  Keystone  1,  owned  by  city;  1.200 
services;  pipe.  galv.  iron  and  lead:  preasme.  dosL 
56  lbs.,  fire  125  Ibs^  consumption,  per  day  1,500.000 
gals.,  per  capita  100  gals.:  cost  to  construct,  $S15,- 
OOO;  bonded  debt,  $60,000;  int  paid  on  bonds,  4 
per  cent;  ann.  cost  of  mtce.,  $6,000;  works  bdoof 
to  dty. 

PORT  HURON,  pop.  26,000;  fire  area,  4.490 
acres;  mercantile  blags.,  stone  and  brick,  8  to  S 
stories;  private,  wood,  2  and  8  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord 
Fire  dept. — ^1  c.  engine,  1  comb.  c.  &  h.  wagon.  C 
c.  hand  ex.,  1  h.  &  I.  truck,  2  supplv  wagons,  1 
hose  carriage, 4  hand  carts,  IS  horses;  nose,  cotton, 
rubber  lined,   good,   10.000  ft;   fire  alarm.   Game- 


well,  26  boxes;  value  of  dept,  equipment,  fiO^ 
value  of  bldgs.,  $25,000;  ann.  exp.  of  dept,  $80,000 
total  mem.  21,  paid  full  time  2L 


Watex  Supply— Source,  lake,  %  mile  i 
ness  center;  system,  pump  direct;  quality  of  water, 
good;  2  pumping  enginea,  cap.  per  day  17,OOOJOOI 
gals.,  constructor  Holly:  mains,  iron  and  wood. 
M  miles,  2  to  24  in.  dia.;  888  hydrwts.  Holly, 
Mathews,  Ludlow,  Bourbon  and  Eddy;  meters. 
toul  number  868.  Crown,  Union,  Empire,  Gen^ 
Hersey  Piston,  Hersey  Disc,  Tndent,  Thomson. 
Davis,  Lambert,  Nash,  Westinghovse,  owned  by 
city;  7,000  services;  pipe,  lead  and  iron;  piesauie, 
dom.  42  lbs.,  fire  Iw  lbs.;  consumption  per  day 
5.000,000  gals..  p«^  capita  884.6  pl«-i«wt  to 
struct,  $a6.6»:  bonded  debt,  w>fOOO;  ann. 
of  mtce.,  $10,684;  works  belong  to  oty. 


PORTLAND,  pop.  1,874;  fixe  area.  20 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per 
mitted;  combustibles  ord.:  causes  of  fiies  iavtsci> 
gated.  Fire  dept— 1  h.  ft  1.  truck,  4  hose  car- 
riages; hose,  cotton,  rubber  lined*  gc^d,  IMQ  H; 
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ioferior  all  kinds.  860  ft;  total  hose,  2,200  ft;  fire 
alarm,  bell  and  wnistle;  value  of  dept  equipment, 
$3,500;  value  of  bldgt.,  12,000;  ann.  cxp.  of  dept, 
1610;  total  mem.  22,  paid  part  time  12,  Tolunteera 
10. 

Watks  Supply — Source,  wells  and  river,  8 
blocks  from  business  center;  system,  pump  to 
stdp.;  stdp.  cap.  86,000  gala.,  dim.  12  x  100.  ma- 
terial used  in  cons,  steel;  quality  of  water,  good; 
2pumping  engines,  class  dup.,  cap.  per  day  2,000,- 
000  gafs.,  constructors  Deane,  Walker:  mains,  cast 
iron,  6  miles,  4  to  10  in.  dia.;  GO  hydrants;  80 
valves:  600  services;  pipe,  galv.  iron;  pressure, 
dom.  00  to  66  lbs.,  fire  85  lbs.;  consumption  per 
day  220000  gals.;  cost  to  construct.  $60,000;  bonded 
debt.  $20,000;  coat  of  mtce.,  $1,200;  works  belong 
to  dty. 

QUINCY,  pop.  1,600;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick,  2  and  8  stories;  private,  atone, 
brick  and  wood,  2  and  8  stories;  wooden  roofs  not 
pcnnitted  in  fire  area;  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept— 1  b.  &  I.  truck, 
2  hose  wagons,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  2,000  ft;  inferior,  all  kinds,  1,000 
ft;  total  hose,  8,000  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  $1,000;  value  of  Udgi.,  $2,600; 
total  mem.,  60  volunteers. 

WATxa  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  direct;  2  pumping  ennnes,  cap. 
Kr  day  2,000,000  gals.,  constructors  Fairbanks, 
orse;  mains,  cast  iron,  6  miles.  4  to  10  in.  dia.. 
Lake  Shore  Foundry;  42  hydrants,  Michigan;  6 
meters,  owned  by  consumer;  300  services;  pipe, 
iron;  pressure,  dom.  60  lbs.,  fire  126  lbs.:  cost  to 
construct,  $18,000;  bonded  debt,  $18,000;  int.  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $8,000;  works 
belong  to  city. 

READING,  pop.  1,200;  fire  area,  640  acres;  mer- 
cantile bldgs.,  Drick  and  wood,  1  to  8  stories;  pri- 
vate^ stone,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  b.  &  1. 
truck,  1  hose  cart;  hose,  cotton,  rubber  lined,  good, 
1,000  ft;  inferior,  all  kinds,  800  ft;  toUl  hose, 
1^900  ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment  $1,600;  value  of  bldgs..  $2,000;  ann.  exp. 
of  dept,  $100;  total  mem.,  32  volunteers. 

WAxaa  Supply— Source,  wells;  system,  pump 
direct;  2  pumping  engines,  cap.  per  day,  3,000,000 
sals.;  mams,  iron,  4Vk  miles,  4  to  8  in.  dia.;  39 
hydrants;  pressure,  dom.  40  to  45  lbs.,  fire  90  lbs.; 
cost  to  construct,  $22,500. 

RED  TACKET,  pop.  6,000;  fire  area,  94  acres; 
mercantile  bldsa.,  stone,  brick  and  wood,  2  to  4 
stories.  Firs  dept— 2  steamers,  1  h.  &  L  truck,  1 
hose  carriage ;  hose,  cotton,  rubber  lined,  good,  8,- 
000  ft;  fire  alarm.  Camewell  system;  value  of  dept. 
equipment.  $10,000;  total  mem.,  17  volunteers;  Jos. 
Trudell,  chief. 

Watxe  Supply— ^uroe,  dam;  system,  pumping, 

REED  CITY,  pop.  2,061;  fire  area,  640  acrea; 
bldgs.,  brick,  stone  snd  wood,  2  and  t  stories; 
mrooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  c.  hand  ex.,  1  h.  &  1. 
truck,  3  hose  carriages;  hose,  rubber,  good,  2,600 
ft.;  fire  alarm,  whistle;  value  of  dept.  equipment. 
$2,000;  ann.  exp.  of  dept.,  $150;  total  mem.,  30 
volunteers:  underwriters   rating,  fourth  class. 

Watxx  Supply— Source,  wells  and  river,  ^  mile 
from  business  center;  s^tem,  pump  direct;  quality 
of  water,  good;  pumpmg  engines,  cap.  per  day 
1,000,000  gala.,  constructor  Gordon;  mains,  iron  and 
wood,  6  miles,  4  to  12  in.  dia.,  Michigan  Pipe  Co.; 
SI  hydrants;  60  valvea.  Holly;  400  services;  pres- 
sure, dom.  40  lbs.,  fire  60  lbs.;  cost  to  construct, 
fl6,000;  cost  of  mtce.,  $2,600;  works  belong  to  city, 

REPXJBLIC.  Watxx  Supply— Source,  pumps.  1 
vnile  from  business  center;  quality  of  water, 
sf»ring;  res.  cap.  300,000  gals. ;  2  pumping  engines, 
srsp.  per  day  760,000  ^als.;  constructors,  Mich.  Pipe 
Co.;  mains,  wood,  miles  3,  8  to  4  in.  dia.;  hydrants 
96.  valves  81;  pipe,  wood;  pressure,  dom.  66  lbs., 
fire  80  lbs.;  consumption  per  dav,  30,000  gals.; 
cost  to  construct  $25,000;  bonded  debt,  $26,000; 
iixt.  on  bonds,  5  per  cent;  cost  of  mtce,  $1,600; 
^rorks  belong  to  township. 


in  fire  area;  causes  of  fires  investigated.  Fire  dept 
— ^1  h.  &  1.  truck,  2  hose  wa^ns;  nose,  cotton,  rub 
ber  lined,  good,  1.300  ft;  inferior,  all  kinds^  300 
ft;  total  hose,  1,600  ft;  fire  alarm,  bell  and  whistle; 
value  of  bldgs.,  $6,000;  ann.  exp.  of  dept.,  $100; 
total  mem.  86,  paid  full  timei 

Watbx  Supply— Source,  wells,  2  blocks  from 
business  center;  system,  pump  to  stdp.:  stdp.  cap< 
86,000  gals.,  dim.  12  x  100,  builders  Chicago  Bldg. 
and  Iron  Worka;  3  pumping  engines,  cap.  per  day 
760,000  gals.,  constructors  Fairbanks.  Morse,  and 
American;  mains,  cast  iron,  6  miles,  4  to  8  in.  dia.. 
Lake  Shore:  46  hjrdranta,  Detroit;  meters,  total 
number.  2:  360  services:  pipe,  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  90  lbs.;  consumption,  per  day, 
66,000  gals.,  per  capita  66  gals.,  cost  to  construct 
$22,000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of   mtce.,    $8,000;    works   belong  to   town« 

RIVER  ROQUE,  pop.  2,400.  Fire  dept—  2  c. 
ex..  3  hose  carts;  hose,  2,000  ft;  fire  alarm.  Game- 
well,  14  boxes;  total  mem.  18,  part  paid. 

Watbx  Supply— ^System,  pump  direct;  mains,  6 
miles;  86  hydranta;  pressure,  125  lbs. 

ROCf^KSTER,  pop.  1.600;  mercantile  bldgs., 
brick.  Fire  dept— 1  h.  &  1  truck,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good.  1,000  ft:  fire 
alarm,  whistle;  total  mem.,  38  volunteers;  Frank 
Buth,  chief. 

Watkr  Supply— Source,  wells  and  springs,  2^ 
miles  from  business  center;  svstem,  gravity,  pump 
to  res.;  quality  of  water,  ^ood;  2  res.,  res.  cap.,  2,- 
625,000  gals.;  mains,  cast  iron,  8  miles,  4  to  12  in. 
dia.;  48  hydrants;  49  valves;  meters,  total  number, 
15.  Empire,  Trident  and  Lambert,  owned  by  city; 
390  services;  pipe,  galv.  iron;  pressure,  dom.  50  to 
75  lbs.,  fire  50  to  76  lbs.;  cost  to  construct  $47,000; 
bonded  debt.,  $15,000;  int  paid  on  bonds,  4^  and  6 
per  cent;  cost  of  mtce.,  $Y&;  works  belong  to  dty. 

ROCKFORD,  pop.  711;  mercantile  bldgs..  brick. 
Fire  dept.— 2  hose  carriases;  hose,  1,000  ft;  fire 
alarm,  bell:  total  mem.,  w  volunteers. 

Watbx  Supply— Source,  river;  system,  gravijh^ 
and  pumpine;  cap.  of  pumps  per  day,  1,000,000 
gals.;  cap.  of  res.,  100,000  gals.;  mains,  4  miles;  2fi 
hydrants. 

ROMEO,  pop.  1.680;  fire  area,  400  acres;  mer- 
cantile bldgs.,  brick,  1  to  8  stories;  private,  woodL 
2  stories;  wooden  roofs  not  permitted;  combusti- 
bles ord.:  cauaes  of  fires  investigated;  av.  fire  loss 
per  yr.  for  3  yrs..  $1,000;  av.  ins.  for  same  time. 
$660.  Fire  dept— 2  c.  hand  ex.,  1  h.  &  L  truck,  8 
hose  carriages;  hose,  cotton,  rubber  lined,  ^ood, 
2,000  ft;  rubber,  good  100  ft;  inferior,  all  kinds, 
200  ft;  toUl  hose,  ^800  ft;  nre  alarm,  bell,  elec- 
tric whistle;  value  of  dept  equipment,  ^000;  value 
of  bldgs.,  $2,500;  ann.  exp.  ot  dept,  $400;  total 
mem.  40,  paid  part  time;  underwriters'  rating, 
first  class. 

Water  SupPLY-^onrce,   wells,   1^  miles    from 


in  cons,  steel;  quality  ot  water,  good:  z  pumping 
engines,  class  dup.,  cap.  per  day  1,600,000  ffils>> 
constructor  Hughes;  mains,  iron,  8  miles,  4  to  10 
in.  dia.;  71  hydrants;  80  valves;  meters*  total  num- 
ber 60,  Empire,  Trident,  Thomson,  Buffalo  and 
Keystone,  owned  by  city  and  consumer;  400  ser- 
vices; pipe,  galv.  iron  and  lead;  pressure,  dom.  60 
lbs.,  fire  100  lbs.;  cost  to  construct,  $96,281;  bonded 
debt  all  paid;  cost  of  mtce,  $2^400;  works  belong  t« 
city. 

SAGINAW,  pop.  42,846;  fire  area,  1.000  acrea; 
mercantile  bldgs.,  stone  and  brick,  1  to  6  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 
vr.  for  8  yrs.,  $^,181;  av.  ins.  for  same  time, 
$^149.  Fire  dept— 1  steamer,  4  c.  hand  ex.,  8  h. 
&  L  trucka,  9  hose  wa^ns,  8  hose  reels,  26  horses; 
hose,  cotton,  rubber  hned,  good  18,000  ft:  rubber, 
good  400  ft;  mferior.  all  kinds,  600  ft;  total 
hose,  18,900  ft.;  fire  alarm.  Gamewell,  79  boxes; 
value  of  dept  equipment.  $50,000:  value  of  bldgs., 
$44,000;  ann.  exp.  of  dept.,  $40,000;  total  mem.,  60. 
paid  full  time  «,  paid  part  time  2;  underwriters' 
rating,  second  class. 

Watbb  Supply— Souree,  river.  8  miles  from 
business  center:  system,  pump  direct ^5  pumping 
engines,  class  nor.,  cap.  per  da/  26,000,000  gals^ 
constructors  Holly,  Gaskiil;  mams,  cast  iron,  106 
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miles,  3  to  24  in.  dia.;  Anniston,  Lake  Shore;  880 
hydrants,  Hollv,  Wood;  780  valves;  meters,  to- 
tal number,  320,  Crown,  Union,  Hersey  Rotary, 
Worthington,  ovmed  by  city;  6,100  services;  pipe, 
lead;  pressure,  dom.  60  lbs.,  fire  80  to  90  lbs.;  con- 
sumption per  day  8,000,000  gals.,  per  capita  176 
Els.;  cost  to  construct,  $1,000,000;  int.  paid  on 
nds,  4  per  cent;  ann.  cost  of  mtce.,  |36,0QU; 
works  belong  to  city. 

ST.  CHARLES,  pop.  1,600;  fire  area,  620  acies; 
mercantile  bldgs.,  brick  and  wood,  1  to  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.'-l 
steamer,  1  hand  engine,  12  c.  hand  ex.,  2  hose  car- 
riages; hose,  cotton,  rubber  hned,  good,  1,200  ft; 
inferior,  all  kinds,  300  ft.;  total  hose,  1,600  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment.  12,950;  value 
of  blags.,  >600;  ann.  exp.  of  dept,  1536;  total  mem. 
23,  paid  lull  time  2,  paid  part  time  2L 

Watbr  Supply— Source,  river  and  tanks. 

ST.  CLAIR,  pop.  8,000;  fire  area,  3C0  acres; 
bldgs.,  wood,  2  and  3  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 1  h.  &  1.  truck,  2  hose  carriages,  1  hose 
wagon,  1  ball  spray  nozzle;  hose,  linen,  good,  2,600 
ft. ;  fire  alarm,  Gamewell,  16  boxes :  total  mem.,  20 
volunteers;   underwriters'  rating,   fourth  class. 

Water  Supply— Source,  river,  600  ft,  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
good;  2  pumps,  cap.  per  day  2,500,000  gals.,  con- 
structor. Walker;  mains,  cast  iron,  9H  miles,  4  to 
8  in.  dia.;  53  hvdrants;  133  valves;  meters,  total 
number  2,  Lambert,  owned  by  city;  750  services; 
pipe,  galv.  iron;  pressure,  dom.  40  lbs.,  fire  40  to 
loo  lbs.;  consumption  per  day,  699,376  gals.;  cost 
to  construct,  $30,000;  bonded  debt,  $30,000;  int 
paid  on  bonds,  4^  per  cent;  works  belong  to  city. 

ST.  IGNACE,  pop.  2,063;  fire  area,  2,640  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  wood,  2  and  3  stories;  wooden  roofs  per- 
mitted in  fire  area:  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  1  h.  &  1. 
truck,  3  hose  carriages;  hose,  rubber,  good,  1,250 
ft;  inferior,  all  kinds,  1,000  ft.;  total  hose,  2,000 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment,  $3,764;  value  of  bldgs.,  $2,000;  ann. 
exp.  of  dept,  $178;  total  mem.,  24  volunteers. 

Watsk  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap.  75,- 
000  gals.,  dim.  12  x  75,  material  used  in  cons,  stone, 
iron  and  wood;  quality  of  water,  good;  2  pumping 
engines,  cap.  per  day  2,000,000  gals.,  constructor 
Deane;  mains,  cast  iron;  48  hydrants;  300  services; 
pressure,   dom.  45  lbs.,   fire  100  lbs.;   consumption 

Eer  day,  500,000   gals.;   cost  to  construct  $40,000; 
onded  debt,   $40,000;   int    paid  on   bonds,   6  pei 
cent;  works  belong  to  city. 

ST.  JOHNS,  pop.  4,000;  fire  area,  1,000  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood,  2  stories:  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.— 1  steamer, 
6  c  hand  ex.,  1  h.  &  1.  truck,  8  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  2,000  ft;  fire 
alarm,  bell  and  whistle:  value  of  dept.  equipment. 
$7,000;  value  of  dept  bldgs.,  $3,000;  ann.  exp.  of 
dept.,   $225;  total  mem.   26  volunteers. 

Watki  Supply— Source,  wells,  %  miles  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
good;  res.  cap.,  2o0,000  gals.;  pumping  engines, 
cap.  per  day  1,000,000  gals.,  constructor  Gor- 
don: mains,  cast  iron,  5^  miles,  4  to  10  in.  dia., 
AddVston;  88  hydrants,  Michigan;  75  valves;  800 
services;  pipe,  galv.  iron;  pressure,  dom.  45 
lbs.,  fire  100  lbs.:  consumption  per  day,  250.000 
gals.,  per  capita,  8S  gals.;  cost  to  construct  $65,- 
000;  bonded  debt,  $w,000;  int.  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.,  $4,000;  works  belong 
to  city. 

ST.  JOSEPH,  pop.  6,600;  mercantile  bldgs., 
brick,  2  and  3  stories:  private,  brick  and  wood, 
2  stories;  wooden  roots  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept.— 2  c.  hand  ex.,  1  h.  &  1.  truck,  1 
steamer,  1  hose  wagon,  2  hose  reels,  4  horses; 
hose,  cotton,  rubber  lined,  good,  3,000  ft.;  fire 
alarm,  bell  and  electric;  value  of  dept.  equip- 
ment, $7,500;  total  mem.  20,  paid  full  time  2,  vol- 
unteers 18. 

Water  Supply— Source,  lake,  1  mile  from  busi- 


ness center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  183.000  gals.,  dim.  16  x  100,  material  used 
in  cons,  steel;  quality  of  water,  good;  2  pomptng 
engines,  cap.  per  day  3,000,000  gals.,  constructor 
Hughes;  mains,  cast  iron,  22  miles,  4  to  12  in. 
dia.;  1^  hydrants;  176  valves;  meters,  total  num- 
ber 800,  Crown,  Gem,  Buffalo.  Columbia  and  West- 
inghouse,  owned  by  city  and  consumer;  1,300  ser- 
vices; pipe,  lead;  i>ressure,  dom.  60  to  76  lbs.,  fire 
120  lbs.;  consumption  per  day,  500,000  gals.;  cost 
to  construct,  $1,000,800:  bonded  debt,  $71,0OD;  int 
paid  on  bonds,  i%  and  6  per  cent;  cost  of  mtce, 
$7,829;  works  belong  to  city. 

ST.  LOUIS,  pop.  1,987;  mercan^le  bldgs.,  brick 
and  stone,  2  to  4  stories;  private,  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 4  c  hand  ex.,  1  h.  &  1.  truck,  1  hose  cart, 
1  hose  carriage,  %  horses:  hose,  cotton,  rubber  lined, 
good  2,600  ft;  inferior,  all  kinds,  700  ft:  total  hoae, 
8,200  ft.;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $4,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of 
dept,  $965;  total  mem.,  14,  paid  full  time  1.  paid 
part  time  18. 

Watbr  Supply— Source,  river,  in  business  cen- 
ter; system,  pump  direct;  res.  cap^.  9,000  gala.;   2 


valves;  180  services;  pipe,  lead;  pressure,  dom.  46 
lbs.,  fire  80  to  100  lbs.;  cost  to  construct,  $26,000; 
ann.  cost  of  mtce.,  $1,000;  works  belong  to  city. 

SALINE,  pop.  584.  Fire  dept— 1  hand  ensine. 
1  h.  &  1.  truck;  hose,  1,100  ft;  fire  alarm,  beU; 
volunteer  company. 

Water  Supply— -Cisterns;  cistern  cap.  800  bbls.; 
no  waterworks. 

SAULTE  STE.  MARIE,  pop.  14,000;  fire  area. 
3,200  acres;  mercantile  bldgs.,  brick,  stone  and 
wood,  8  stories;  private,  wood,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept.— 3  c  hand  ex.,  1  h.  &  L  truck,  3 
hand  reels,  1  hose  wagon,  1  hose  carriage,  5  horses; 
hose,  cotton,  rubber  lined,  good,  2,800  ft.;  fire 
alarm,  Gamewell.  30  boxes;  value  of  dept.  equip- 
ment, $20,000;  value  of  bldgs.,  $3,000:  ann.  exp.  of 
dept.,  $3^6;  total  mem.  24,  paid  full  time  3,  vol- 
unteers 21:  underwriters'  rating,  second  class. 

Watbe  Supply— Source,  river,  8.7  miles  from 
business  center;  system,  direct;  pumping  enginea, 
class  comp.,  cap.  per  day  5,000,000  gals.,  construc- 
tor Holly;  mains,  cast  iron  and  kalamein,  30  miles, 
4  to  12  in.  dia..  National  Tube  Co.;  260  hydrants, 
Ludlow;  300  valves,  Ludlow;  meters,  total  num- 
ber, 123:  2,400  services:  pressure,  dom.  60  lbs., 
fire  120  lbs.;  consumption  per  day.  2.600,000gals. ; 
cost  to  construct,  $3y5,000;  bonded  debt,  $S9o,000; 
int.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$18,112;    works  belong  to  city. 

SCHOOLCRAFT,  pop.  1,000;  fire  area,  400 
acres;  mercantile  bldgs.,  brick  and  wood.  2  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  not 
permitted;  no  fireworks  and  combustibles  ord 
fire  dept— 1  hand  engine.  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good.  800  ft ;  value  of  dept 
equipment  $700;  value  of  bldgs.,  11,600;  ann.  exp. 
of  dept,  $100;  total  mem.  volunteers. 

Water  Supply— Source,  wells  and  cistema. 

SEBEWAING,  pop.  1,260;  bldgs.,  brick  and 
wood.  Fire  dept— 1  steamer,  1  gasoline  enrine. 
1  comb.  c.  and  hand  engine,  2  c.  engines,  2  hose 
carts;  hose,  1,800  ft;  fire  alarm,  bell;  total  mem.. 
48. 

Water  Supply— Source,  river  and  cisterns;  sys* 
tern,  pump  direct 

SHELBY,  pop.  1,200;  fire  area,  40  acres;  mercan- 
tile bldgs.,  bnck  and  wood,  2  stories;  private,  wood. 
1  and  1  stories;  wooden  roofs  not  oermitted  in  fire 
area.  Fire  dept.— 1  h.  &  1.  truck,  2  hose  carria^; 
hose,  cotton,  rubber  Hned,  good,  1,200  ft:  inferior. 
all  kinds,  800  ft;  total  hose,  1,600  ft:  fire  alarm, 
bell;  value  of  dept  equipment,  $4,000;  value  of 
bldgs.,  $1,700;  ann.  exp.  of  dept,  $60;  total  meat, 
26  volunteers. 

Water  Supply— Source,  wells,  MOO  ft  froa 
business  center;  system,  pump  to  res.  and  direct; 
res.  cap.,  150,000  gals.;  pumping  engines,  cap.  per 
day  482,000  gals.;  constructor  Downfc;  mains,  cast 
iron,  6  miles,  2  to  8  in.  dia.,  Anniston;   41  ky- 
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dnots;  160  senrices;  pipe,  galy.  iron;  press- 
ure, dom.  70  lbs.,  fire  fO  lbs.;  cost  to  construct, 
128,000;  int  paid  on  bonds,  6  per  cent.;  ann  cost 
of  mtce.,  1600;  works  belong  to  yillsge. 

SOUTH  HAVEN,  pop.  4,000;  fire  area,  20  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept.— 2  c.  hand  ex.,  1  h.  &  L  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,500 
ft.;  fire  alarm,  telephone;  value  of  dept.  equip- 
ment, 13,000;  value  of  bldgs.,  ^600;  toUl  mem. 
27.  paid  full  time  2.  volunteers  26. 

WATBK  SuppLY—Source,  lake  and  wells,  ^  mile 
from  business  center;  system,  gravity,  pump  to  res., 
to  stdp..  or  direct;  stop.  cap.  132,000  gals.,  dim. 
15  X  100,  material  used  in  cons,  iron,  builder 
Lansing;  quality  of  water,  good;  2  pumping  en- 
gines, size  8  X  14  X  12,  cap  per  day  1,600,000  gals., 
constructor  Deane;  mains,  cast  iron,  12  miles,  2% 
to  12  in.  dia.;  104  hydrants.  Wood;  44  valves; 
meters,  total  number  305,  owned  by  city;  860  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  66  lbs.,  fire 
100  lbs.;  cost  to  construct,  $77,000;  bonded  debt, 
$58,000:  int  paid  on  bonds,  4  and  6  per  cent;  ann. 
cost  ox  mtce.,  15,000;  works  belong  to  city. 

SPARTA,  pop.  1,126;  mercantile  bldgs.,  brick 
and  wood.  Fire  dept^l  h.  &  1.  truck,  2  hose 
carts;  hose,  rubber,  good.  1,000  ft.;  fire  alarm, 
whistle;  total  mem^  24  volunteers. 

Water  Supply — Source,  creek;  system,  pump  to 
stdp.;  res.  cap.,  18,000  bbls.;  mains,  6  miles;  26 
hydrants. 

SPRING  LAKE,  pop.  696;  mercantile  bldgs., 
brick  and  stone.  Fire  dept. — ^1  steam  engine,  1 
hand  engine,  1  c.  cart,  1  h.  &  1.  truck,  2  hose  car- 
riages; hose,  1,500  ft.;  fire  alarm,  bell;  total  mem., 
14. 

Water  Supply — Source,  lake,  river  and  cisterns; 
system,  power  house  with  gas  engine  and  pump;  24 
hydrants;  pressure,  66  lbs.;  total  mem.,  65  vol- 
unteers. 

SPRINCPORT,  pop.  600.  Fire  dept.— 1  gasoline 
engine,  1  c.  engine,  1  h.  6c  1.  truck;  nose,  1,200  ft.; 
fire  alarm,  bell  and  whistle. 

Watbx  Supply— Ten  cisterns. 

STANTON,  pop.  1.234;  mercantile  bldgs.,  brick 
and  wood,  2  stories;  private,  wood,  1^  stories; 
wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept.— 1  h.  &  L  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,600 
ft.;  fire  alarm,  electric;  value  of  dept.  equipment, 
13,000;  value  of  bides.,  $2,600;  ann.  exp.  of  dept, 
$L300;  total  mem.,  13  volunteers. 

Watek  Supply— Source,  wells,  system  pump 
direct;  res.  cap^  2,783  bbls.;  2  pumping  ene[ines. 
cap.  per  day  1,000,000  gals.,  cons.  Walker;  mams^ 
miles,  4  to  8  in.  dia.;  28  hydrants;  10  valves;  276 
services;  pressure,  dom.  5o  lbs.,  fire  100  to  120 
lbs. ;  consumption,  per  day  200,000  gals.,  per  capita 
200  gals.;  cost  to  construct,  $11,000;  ann.  cost  of 
sntce.,  $1,100;  works  belong  to  ci^. 

STURGIS,  pop.  8,600;  fire  area,  500  acres;  mer- 
cantile bldgs.,  brick,  2  and  8  stories;  private,  wood, 
2  stories:  wooden  roofs  not  permittea  in  fire  area; 
causes  of  fires  investigated.  Fire  dept — 1  steamer. 
X  h.  &  1.  truck,  13  c.  hand  ex.,  3  hose  carts,  2 
borses;  hose,  cotton,  rubber  lined,  good,  2,000  ft; 
fire  alarm,  bell  and  whistle;  ann.  exp.  of  dept, 
SlfGOO;  total  mem.  16,  paid  part  time  4,  voltmteers 
12;  underwriters'  rating,  fourth  class. 

Watbx  Supply— Source,  well,  H  oiWt  from  busi- 
ncss  center;  system,  pump  direct;  quality  of  water, 
snod;  2  pumping  engines,  constructors,  Laidlaw- 
X>unn-Gordon ;  mains,  cast  iron,  9  miles,  2  to  10 
igk,  dia.;  37  hydrants,  Galvin;  20  valves,  Galvin; 
meters,  total  number,  6,  Nash:  660  services;  press* 
are,  dom.  46  lbs.,  fire  80  to  100  lbs.:  consumption. 
per  day,  119,000  gals.,  per  capita,  47%  gals. ;  bonded 
debt,  $30,000;  int  paid  on  bonds,  6  per  cent;  ann. 
foat  of  mtce.,  $3,2w>;  works  belong  to  Co. 

TAWAS.  pop.  1,228:  fire  area,  1  (MX)  acres;  mer- 
cantile bldgs.,  wood,  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
^ept.— 1  hand  engine,  1  h.  &  L  truck,  1  hose  car- 
riage; hose,  cotton,  rubber  Used,  good  700  ft.; 
s-tibber.  good  300  ft;  inferior,  all  kinds,  200  ft: 
total    nose,   1,900  ft;    fire   alarm,    bell;   value   of 


dept  equipment,   $2,000;   value  of  bldgs.,   $2,000; 
ann.  exp.  of  dept.,  $100;  total  mem.,  100,  paid  part 
time  34,  volunteers  66. 
Watek  Supply— Source,  lakes,  rivers,  creeks. 

TECUMSEH,  pop.  2,400;  fire  area,  20  acres: 
mercantile  bldgs.,  brick,  3  stories;  private,  wood,  3 
stories;  wooden  roofs  not  permitted.  Fire  dept — 
3  c.  hand  ex.,  1  hose  wagon.  1  hose  carriage,  4 
horses;  hose,  2,600  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  $6,000;  value  of  bldgs.,  $6,000: 
ann.  exp.  of  dept,  $1,200;  total  mem.  21,  paid 
part  time  2,  volunteers  19. 

Water  Supply— Source,  wells,  H  mile  from 
business  center:  system,  pump  to  stdp.;  stdp.  cap. 
158,606  gals.,  dun.  120  ft,  material  used  in  cons, 
iron;  quality  of  water,  good;  pumping  engines, 
cap.  per  da^  2,000,000  gals.,  constructor  Blake: 
mains,  cast  iron,  8%  mues.  4  to  12  in.  dia.;  76 
hvdrants;  meters,  total  number,  42,  owned  by  city; 
266  services;  pipe,  galv.  iron;  pressure,  dom.  56 
lbs.,  fire  56  to  80  ios.;  cost  to  construct.  $38,000; 
bonded  debt.  $25,000:  int  paid  on  bonds,  5  per 
cent;  cost  ot  mtce.,  $1,200;  works  belong  to  city. 

THREE  OAKS,  pop.  1,200;  fire  area,  320  acres; 
mercantile  bldgs.,  wood.  2  stories;  private,  wood. 
VA  stories;  wooden  roots  not  permitted;  causes  oi 
fires  investigated.  Fire  dept. — 2  c.  hand  ex.,  1  h. 
&  1.  truck,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good,  850  ft;  fire  alarm,  bell  and  whistle; 
value  ox  dept  bldgs.,  $500;  ann.  exp.  of  dept,  $75; 
total  mem.,  20  volunteers. 

Water  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.  30,000  gals.,  dim.  100  ft  high, 
builder  Morgan;  pumping  engines,  constructor 
Deane:  mains,  cast  iron,  3^!^  miles,  2  to  6  in.  dia.; 
34  hydrants.  Crane;  6  services;  pipe,  iron;  pres- 
sure, dom.  30  lbs.,  fire  45  lbs.;  cost  to  construct* 
$10,000;  int  paid  on  bonds,  6  per  cent;  works  be- 
long   to   village. 

THREE  RIVERS,  ;)op.  4,200;  fire  ares,  460  acres; 
mercantile  bldgs.,  bnck  and  iron,  2  and  3  stories; 
private,  wood,  1  and  2  stories:  wooden  roofs  not 

Sermitted;  fireworks  and  combustibles  ord.  Fire 
ept— 10  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose  car- 
riages. 2  horses;  hose,  cotton,  rubber  lined,  good, 
8,000  tt;  rubber,  good,  900  ft;  total  hose,  3,900  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, $6,000;  value  of  bldss.,  $4,000;  ann.  exp.  of 
dept,  $1,500;  total  mem.,  20  volunteers. 

water  Supply— Source,  wells;  system,  pump  di- 
rect; 4  pumpinff  engines,  cap.  per  dav  3,000,000  gals., 
constructors  VValker,  Barr ;  mains,  9  miles,  4  to  12 
in.  dia.;  16  valves;  84  hydrants:  652  services;  pipe, 
galv.  iron  and  lead;  pressure  dom.  40  lbs.,  fire  46  to 
100  lbs.;  consumption,  per  day  300,000  gals.,  per 
cap.  100  gals.;  cost  to  construct,  $48,000;  ann.  cost 
of  mtce.,  $24,000;  works  belong  to  village. 

TRAVERSE  CITY,  pop.  12,000;  fire  area,  1,200 
acres;  mercantile  bldgs.,  brick,  1  to  3  stories^  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  3yrs.,  $136,800;  av. 
ins.  for  same  time,  $20,609.  Fire  dept— 2  steamers, 
1  c.  engine,  4  c.  hand  ex.,  2  h.  &  1.  trucks,  3  hose 
wagons,  4  hose  reels,  4  horses;  hose,  cotton,  rub- 
ber lined,  good,  4,500  ft.;  fire  alarm,  Gamewell,  30 
boxes;  value  of  dept  bldgs.,  $62000;  total  mem. 
69,  paid  full  time  4,  volunteers  66;  underwriters' 
rating,  third  class. 

Water  Supply— Source,  bay,  %  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
good;    pumpinir  engines,    class   comp.   cond.,    cap. 

Str  day  5,000,000  gals.,  constructors  Walker  and 
now:  mains,  iron  and  wood,  18  miles,  4  to  16  in. 
dia.;  171  hydrants;  166  valves}  meters,  total  num- 
ber, 325,  Hersey  Rotary,  Tndent,  Hersey  Disc. 
Hersey  Torrent,  National  and  Keystone,  owned 
by  city:  1,666  services;  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  120  lbs.:  consumption  per  day, 
L800,000  gals.;  cost  to  construct,  $230,000;  bonded 
debt,  $136,000;  int  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $12,000;  works  belong  to  city. 

TRENTON;  bldgs,  brick  and  wood.  Fire  dept— 
1  h.  &  1.  truck,  8  hose  carriages;  hose,  1,200  ft;  fire 
alarm,  whistle;  total  mem.,  &  volunteers. 

Water  Supply— Source,  wells;  system.  Holly. 

UNION    CITY,   pop.   1,500;    mcrcantUe  bldgs., 
brick.  1   to   8  stones;   private,  wood,   2  stories; 
wooden  roofs  not  permitted;  causes  of  fires  invcsti- 
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cated;  av.  fire  loss  per  yr.  for  8  yrs.,  12,468;  av. 
ins.  for  same  time,  ^,000.  Fire  dept— 1  hose  reel; 
hose,  cotton,  rubber  lined,  good,  1,400  ft.;  fire 
alarm,  bell  and  whistle:  value  of  dept  equip- 
ment,  $8,600;  value  of  bldgs.,  12,000;  toUl  mem., 
12  volunteers. 

Water  Supply— Source,  wells,  1-6  mile  from 
business  center;  system,  gravity,  pump  direct; 
2  pumping  engines,  constructors  Smith- Vaile, 
cap.  760,000*  gals,  per  day;  mains,  7%  miles,  3  to 
10  in.  dia. ;  40  hydrants;  200  services;  pressure, 
dom.  40  lbs.,  fire  100  lbs.;  cost  to  construct,  $20,- 
000;  bonded  debt,  $18,000;  int.  paid  on  bonds,  5 
per  cent;  ann.  cost  of  mtce.,  )3,600;  works  belong 
to  city. 

VASSAR,  pop.  1,888;  fire  area,  800  acres;  mer- 
cantile bldgs.,  brick,  2  and  8  stories;  private 
bldgs.,  wood,  2  stones;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept.-— 1  h.  &  1.  truck,  8  hose  carriages;  hose,  cotton, 
ruober  lined,  good  600  ft.;  rubber,  good,  1,200  ft.; 
inferior,  all  lands,  300  ft;  total  hose,  1.800  ft.; 
fire  alarm,  whistle;  value  of  dept.  equipment, 
i2.000;  value  of  bldgs.,  $2,000;  toUl  mem.,  IS,  paid 
full  time  1,  paid  part  time  14. 

Watek  Supply— Source,  wells,  2  blocks  from 
business  center:  system,  pump  to  stdp.  and  direct] 
stdp.  cap.  106,000  gals.,  dim.  16  x  80,  material  used 
in  cons,  steel;  1  pumping  engine,  class  dup.,  cap. 
per  day  1,600,000  gals.,  constructor  Holly:  mains, 
wood,  7H  miles,  4  to  10  in.  dia..  Bay  City;  68 
hydrants,  Wood;  22  valves;  meters,  total  number, 
68,  Crown  8,  Herse^  Disc  9,  Thomson  9,  Buffalo 
26,  Nash  1;  198  services;  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  75  lbs.;  consumption,  per  day, 
46,000  gala.,  per  capita  45  gals.;  cost  to  construct, 
$86,000;  bonded  debt,  $33,500;  int.  paid  on  bonds, 
5  per  cent.;  ann  cost  of  mtce.,  $1,800;  works  be- 
long to  city. 

VICKSBURG,  St.  Clair  Co.,  pop.  1,350;  mer- 
cantile  bldgs.,  stone,  brick  and  wood,  2  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck,  2  c.  hand  ex.,  Those 


dept.   equipment,   $2,000;   ann.   exp.   of  dept.,   $30; 
total  mem.,  26  volunteers. 

Watxr  Supply— Source,  wells;  system,  pnnip  di- 
rect; 2  pumping  engines  cap.  per  day  2,500,000 
Pis.,  constructors  Smith-Vaile;  mains,  cast  iron, 
miles,  4  to  8  in.  dia.;  28  hydrants;  pressure, 
dom.  50  lbs.,  fire  100  to  150  lbs. ;  cost  to  construct, 
$16,800;  ann.  cost  of  mtoe.,  $3,000;  works  belong 
to  village. 

WAKEFIELD,  pop.  1,191;  mercantile  bldga., 
wood.  Fire  dept.— 1  steamer,  1  hand  engine,  2  hose 
carriages;  hose,  rubber,  good,  2,000  ft;  fire  alarm, 
bell;  total  mem.,  22  volunteers. 

Watie  SuPFLY--<5ource.  river;  system,  gravity. 

WAYNE,  popw  1,861:  mercantile  bldn.,  stone, 
brick  and  wood.  Fire  dept— 1  band  engine,  1  hose 
carriage;  hose,  rubber,  good,  260  ft;  volunteers. 

Water  Supply— Source,  welL 

WEST  BRANCH,  pop.  1,800;  fire  area,  960 
acres;  mercantile  bldgs.,  brick^  1  to  2  stories; 
private,  brick  and  wood,  2  stones;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combns* 
tibles  ord. ;  causes  of  fires  investigated.  Fire  dept. 
—1  steamer,  1  hand  engine,  100  c.  hand  ex.,  8  hoae 
carts;  hose,  cotton,  rubber  lined,  good,  1,000  ft, 
rubber,  good,  260  ft ;  inferior,  all  Icinds,  600  ft. ; 
total  hose.  1,760  ft;  fire  alarm,  bell  and  telephone; 
value  of  bldgs.,  $2,000:  ann.  exp.  of  dept,  $260; 
total  mem.  80,  paid  full  time  1,  jwid  part  time  8, 
volunteers  26. 

Water  Supply— Source,  tanks,  4  hydrants,  1 
mile  pipe. 

WHITE  CLOUD,  pop.  800;  fire  area,  100  acres; 
mercantile  bldgs.,  wood  and  brick,  1%  aad  a 
stories.  Fire  dept— 1  h.  &  1.  truck,  2  hose  cai^ 
riages;  hose,  cotton,  rubber  lined,  good,  1,400  ft.; 
inferior,  all  kinds,  1,000  ft;  total  hose,  2,400  ft.; 
fire  alarm,  telephone;  value  of  dept  equipment, 
$1,000;  value  of  bldgs.,  $600;  ann.  exp.  of  dept, 
$800;  total  mem.,  10  volunteers. 

Water  Supply— Source,  river;  system,  pvmp  to 


stdp.  and  direct;  dim.,  16  x  16;  pumping  eii^«.«« 
cap.  per  day  676,000  gals.,  constructors  Smitli' 
Vaile:  mains,  iron  and  wood,  VA  miles,  8  in.  dia.; 
16  hydrants,  Galvin;  6  valves;  66  services;  presawre, 
dom.  50  lbs.,  fire  S  to  95  lbs.:  cost  to  construct, 
$6,000;  ann.  cost  of  mtce.,  $460;  works  belong  to 
village. 

WHITE  HALL,  pop.  1,600;  fire  area,  256  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  stotics: 
private,  wood,  8  stories;  wooden  roofs  pemittea 
m  fire  area;  causes  of  fires  investigated;  wr.  fire 
loss  per  yr.  for  2  yrs.,  $600.  Fire  dept. — 1  steamer, 
1  h.  &  1.  truck.  4  hose  wagons;  hose,  cotton,  rob- 
ber lined,  good,  8,600  ft;  rubber,  good,  1,000  ft; 
inferior,  all  kinas.  500  ft. ;  total  hose,  5,000  ft ;  fire 
alarm,  bell  and  wnistle;  value  of  dept.  equipment, 
88,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept., 
$36:  total  mem.,  30  volunteers. 

Watkr  Supply— Source,  wells  aad  bloea*  H 
mile,  from  business  center;  system   pump 


quality  of  water,  good;  2  pumping  engines,  size  21 
day  2,000,OSO  gals..  Waiker; 


X     16,     cap.     per     waj     «,vw,ww    ksao.,      vt  sab^m  ,     tmrnmrnamw, 

cast  iron,  6  miles,  4  to  8  In.  dia.;  56  hydrants, 
Mathews;  16  valves,  Mathews;  150  services:  pipe, 
galv.  iron;  pressure,  dom.  40  lbs.,  fire  120  lbs.: 
consumption,  per  day  40,000  gals.,  per  capita  40 
gals.;  cost  to  construct,  $177,000;  ana.  coat  ci 
mtce.,  $2,200;  works  belong  to  city. 

WILLIAMSTON,  pop.  1^;  mercantile  bldfs.* 
brick,  1  and  2  stories;  private  wood,  2  stones; 
wooden  roofs  not  permitted;  fireworks  aad  eom- 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  steamer,  1  h.  &  1.  truck,  4  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  3,000  ft;  total 
hose,  3,000  it;  value  of  dept  equipment,  ^1€,000: 
value  of  bldgs.,  $2,000;  total  mem.  15,  paid  fall 
time;   underwriters'  rating,  fourth  class. 

Water  Supply— 2  pumping  engines,  2  milea  of 
2  to  6  in.  mains,  10  hydrants. 

WYANDOTTE,  pop.  6483;  fire  area,  1J8I 
acres;  bldgs.,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  r  ire  dept.— 2  c  hand  ex.,  1  hu  ft  L  trnclc»  1 
hose  cart,  8  laddera,  1  supply  wagon,  2  faoraes; 
hose,  cotton,  rubber  lined,  good,  8.400  ft;  liaca, 
good,  1,600  ft;  total  hoac^  1900  ft;  fire  alarm.  elec> 
trie,  10  boxes;  value  of  dept  equipment,  $6,000; 
value  of  bldgs.,  $10,000:  ann.  exp.  of  dept.  $M0O; 
total  menL,  14,  paid  full  time  8,  paid  part  time  U. 

Water  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump,  direct;  quality  af 
water,  good;  8  pumping  engines,  class  comp.  dapw 
size  14  X  24,  18  x  18,  cap.  per  day  1,600,000  gals., 
constructor  Huafaes;  maias,  east  iron,  12  milea,  4  ta 
14  in.  dia.:  110  hydrants,  Michigan  and  Galvia; 
70  valves,  Michigan;  1300  services;  pipe^  wiowgbt 
iroa  and  galv.  iron;  pressure,  dom.  46  lbs.,  fire  80 
lbs.;  consumption  per  day  600,000  gals.,  per  capita 
77  gals.;  bonded  debt,  $66,000;  int  naid  on  boads^ 
5  per  cent;  ann.  cost  of  mtce.,  $10,uOO;  wailta  ba> 
long  to  city. 

YALE,  pop.  1,450:  mercantile  bldgs.,  brick;  pri- 
vate^ wood.  Fire  dept.— 1  h.  ft  1.  truck,  2  hose 
carnages;  hose,  cotton,  rubber  lined,  good,  2,600 
ft.;  fire  alarm,  bell  and  whistie. 

water  Supply- Source,   wells   and   creek;   sy9> 
tern.  Holly;  mains,  4  miles;  80  hydrants; 
90  lbs. 


YPSILANTI,  pop.  7,878;  fire  area^  MO 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept.— 2  steamers, 
Clapp  &  Jones;  1  comb,  c  &  h.  wagon,  4  c  hand 
ex.,  1  h.  &  1.  truck,  2  hose  wagons,  2  hose  car- 
riages, 5  horses;  hose,  cotton,  rubber  lined,  good. 
2,5(W  ft  rubber,  good,  200  ft;  total  hose,  2.100  ft: 
fire  alarm,  bell;  value  of  dept  equipment,  fi^aOO; 
value  of  bldgs.,  $17,000;  ami.  exp.  of  dept,  84.S90: 
total  mem.  6,  paid  full  time;  tmderwriters'  ratiag. 
first  class. 


Watkr  Supvly— Source,  weDs,  %  mDe 
business  center;  system,  pump  to  ttdp.;  stdp.  cao. 
260,000  gals.,  dim.  40  x  88,  located  on  top  off  bifi; 
material  used  in  cons.,  stone  and  wood;  qaaBtf 
of  water,  good;  rea.  cap.  260,000  gala,  located  6,000 
ft  from  sUtioa;  2  pumping  enaines,  cap.  per  day 
6,000,000  gals.,  constructors  Laidlaw-Dann-Gor- 
don;  mains,  cast  iron,  28  miles,  2  to  10  in.  dia.; 
lis  hydrants.  Flowers  and  Mathews;  SIS  valrea. 
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Flowers  and  Scott:  meters,  total  number  664, 
owned  by  city;  13^  services;  pipe,  galv.  iron; 
pressure,  dom.,  7S  lbs.,  fire,  75  lbs.;  works  belong 
to  city. 

ZEELAND,  pop.  1,800;  fire  area,  3G0  acres;  mer- 
cantile bldgs.»  Drick,  1  to  8  atiMies:  private,  wood, 
1^  stories;  wooden  roofs  permitted;  fireworks  and 
combustiblct  ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  vr.  for  8  yrs.,  $2,500;  av.  ins.  for  same 
time,  $181.  Fire  dept— 1  steamer.  1  h.  &  L  truck. 
1  hoac  wagon;  hose,  cotton,  rubber  lined,  good 
1,500  ft.;  fire  alarm,  whistle  and  telephone;  value  of 
dept.  equipment,  $4,616;  value  of  bldgs.,  $3,600; 
ann.  exp.  of  dept.,  $400;  total  mem.,  24  volunteers. 

Watsa  SnPFLY--Sotirce,  wells,  center  of  town; 
system,  gravity,  pump  to  ftdp.,  and  direct;  <fim. 


14  X  14»  material  used  in  cona.  wood;  quality 
of  water,  good;  8  pumping  eofines,  cap. 
per  day  150^000  gala.,  constructors  Smith-Vaile: 
mains,  steel,  3^  miles,  4  in.  dia. ;  81  hydrants ;  180 
services;  pipe,  galv.  iron;  pressure,  dom.  20  lbs., 
fire  150  lbs. ;  consumption  per  day,  10,000,000  gals. ; 
cost  to  construct,  fL8,000;  bonded  debt,  $17,000; 
int.  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
$8,000;  works  belong  to  city. 

Places  with  a  population  of  1,000  or  more  having 
no  organized  fire  dept. — West  End. 

Places  with  a  population  of  1,000  or  more  not 
reported. — Allouea,  Baraga,  Bay  Mills.  Central 
Lake,  Durand,  E.  Jordon,  Frankenmutn,  Grand, 
Hibbmg,  Marais,  Opechee,  Sebewaing,  Southlake. 
Linden,  Zilwaukee. 
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MINNESOTA 

ABBREVIATIONS.— Ann.,  annual;  ay.,  ayenge;  bldga.,  buildings;  ca|».,  capacity;  clia«  cfaainBan^ 
Ci  chemical;  c.  &  h.,  chemical  and  hose;  die,  clerk;  comh.  combination;  comr.,  commianoner;  cook* 


No.,  number;  pop.,  population;  prea.,  president;  res.,  reseryoir;  stdp.,  standpipe    supL,  superintendeat. 


ADA,  pop.  1,000;  fire  area,  160  acres;  bides., 
wood,  2  itories;  wooden  roofs  permitted;  nre- 
works  and  combustibles  ord.  Fire  dept.^1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
ffood,  2,600  ft.;  inferior,  all  kinds.  250  ft.;  total 
nose,  2,760  ft.;  fire  alarm,  bell  and  whistle;  yalue 
of  dept.  equipment,  12,000;  value  of  bldgs.,  |800; 
ann.  exp.  of  dept.,  $200;  total  mem.,  30  volunteers; 
underwriters'  rating,  third  class. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap.,  160,000 
gals.;  pumping  ensines.  cap.  per  day  860,000  gals.; 
mains,  cast  iron,  1^  miles,  8  m.  dia.;  14  nydrants; 
meters,  total  number  16;  pressure,  dom.  48  lbs., 
fire  1&  lbsjj[  consumption,  per  day  10,000  gals., 
per  capita  100  gals.;  cost  to  construct,  $12,600;  ann. 
cost  ot  mtce.,  |600;  works  belong  to  town. 

ADRIAN,  pop.  1,800 J  fire  area,  2  acres;  mercan- 
tile bldgs.,  brick,  2  stones;  private,  wood,  2  stories; 
wooden  roofs  not  permitted;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  h.  &  1.  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,800  ft.; 
fire  alarm,  electric  bell  and  whistle;  value  of  dept. 
equipment,  $1,000;  total  mem.,  26  volunteers. 

WATKi  Supply— Souree,  well,  600  ft.  from  busi- 
ness center:  system,  pump  to  stdp.  and  direct; 
stdp.  cap^  30,000  gals. ;  pumping  engines,  cap.  per 
day  750,000  gals.,  constructor  Deane:  mains,  mate- 
rial, cast  iron,  2  miles,  4  to  8  in.  dia..  So.  Pitts- 
burg, Shickle,  Howard-Harrison;  18  hydrants; 
Waterous;    meters,   total   number  1;   46   services: 

})ipe,  galv.  iron;  pressure,  dom.  45  lbs.,  fire  100 
bs.;  cost  to  construct,  $22,000;  int  paid  on  bonds, 
6  per  cent.;  ann.  cost  of  mtce.,  $1,700;  works  be- 
long to  village. 

AITKEN,  pop.  2,300;  fire  area,  700  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  8  stories: 
private,  wood,  8  stories;  wooden  roofs  permitted 
m  fire  area;  combustibles  ord.;  causes  ot  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  8  years,  $10,- 
600;  av.  ins.  involved  for  same  time,  $9,338.  Fire 
dept. — ^1  h.  &  1.  truck,  8  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  2,000  ft.;  fire  alarm, 
whistle;  value  of  dept.  equipment,  $4,000:  value 
of  bldgs.,  $3,000;  ann.  exp.  of  dept.,  $1,200;  total 
mem.,  41  paid  full  time,  140  volunteers. 

Water  Supply— Source,  river;  system,  pump  to 
std]>.  and  direct;  stdp.  cap.,  1.800  bbls.;  ptunping 
engines,  cap.  per  day  1,000,000  gals.,  constructor 
Worthington:  maiv^s,  cast  iron.  2  miles.  6  in.  dia.. 
Pittaburg;  33  hydrants,  Mathew  and  Wood;  9 
valves;  75  services;  pipe  galv.  iron;  pressure,  dom., 
60  lbs.,  fire  90  to  100  lbs.;  cost  to  construct,  $20,000; 
ann.  cost  of  mtce.,  $1,000;  works  belong  to  city. 

ALBANY,  pop.  700;  fire  area,  40  acres.  Fire 
dept.— 26  volunteers:  value  of  equipment,  $2,600. 

WATER  Supply— oource,  wells;  1  pump,  13  hy- 
drants; cost  of  waterworks,  $1,400. 

ALBERT  LEA,  pop.  7,000:  mercantile  bldgs., 
brick,  2  stories;  private,  wood,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept.—!  comb,  c.  &  h.  wagon,  1 
steamer,  6  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  2  hose  carriages,  2  horses;  hose,  cotton, 
good,  3,000  ft;  fire  alarm,  bell  and  telephone;  to- 
tal mem.,  26  volunteers. 

Water  Supply— Source,  wells,  8  blocks  from 
business  center;  system,  pump  to  tank;  stdp.  cap. 
96,000  gals.,  dim.  25  x  2^  material  used  in  cons, 
steel,  builder  Sykes;  quality  of  water,  good;  res. 
located  8  blocks  from  center  of  town;  2  pumping 
engines,  cap.  per  day  8,000.000  gsls.,  constructor 
Deane;  mains,  cast  iron,  6  miles,  4  to  10  in.  dia.; 
100  hydranta;  60  valves;  meters,  total  number  360, 
Crown  11.  Nash  26,  Union  8.  Empire  2,  Gem  1, 
Trident  12,  Hersey  Disc  1,  Worthington  2.  Key- 
stone 27,  Niagara  66,  owned  by  consumer;  660 
services;  pipe,  cast  iron;  pressure,  dom.  48  lbs.. 


fire  100  lbs.;  consumption  per  day,  250,000  gals.; 
cost  to  construct,  $76,000;  bonded  debt,  $14,000;. 
int.  paid  on  bonds,  6  per  cent;  cost  of  mtce.* 
$3,000;  works  belong  to  city. 

ALEXANDRIA,  pop.  3,200;  fire  area,  4  blocks; 
bldgs.,  brick  and  wood,  1%  and  2  stories;  fireworks 
and  combustibles  ord.  Fire  dept.— 2  c.  engines, 
10  c  hand  ex.,  1  h.  &  1.  truck,  3  hose  wagons; 
hose,  cotton,  rubber  lined,  good,  2^600  ft.;  fire 
alarm,  bell  and  whistle;  value  of  dept.  equipment, 
$4,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept., 
f400;  total  mem.,  60  volunteers;  underwriters*  rat- 
ing, third  class. 

Water  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  gravity  to  pump  direct; 
res.  cap.,  60,000.;  pumping  ennnesy  cap.  per  day 
1,000,000  gals.^  constructor  Worthington;  mains, 
cast  iron,  2  miles.  4  to  10  in.  dia..  Sbicicle.  Howard- 
Harrison,  Pittsburg;  34  hydranta,  Holyoke;  12 
valves;  120  services:  pipe,  cast  iron;  pressure,  dooL 
60  lbs.,  fire,  100  los.;  cost  to  construct,  ^,000; 
bonded  debt.  86,000;  int^paid  on  bonds,  6  per  cent.; 
ann.  cost  of  mice.,  $1,200;  works  belong  to  city. 

AKELEY,  pop.  2,000.  Fire  depr— 1  hand  c  en- 
gine, 1  comb.  h.  &  c.  engine,  2  hose  carta;  hose, 
2,000  ft.;  total  mem.,  36  volunteers. 

Water  Supply — Source,  wells;  stdp.  cap.  96;- 
000  gals.;   6  hydrants. 

ANOKA,  pop.  6,000;  fire  area,  2,660  acres;  mer- 
cantile bldgs.,  orick,  2  stories;  private,  wood,  1^ 
stories;  wooden  roots  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated^  av.  fire  loss  per  yr.  for  t  years. 
$1^647;  av.  ins.  involved  for  same  time,  ISJOOl 
Fire  dept.— 1  steamer,  1  h.  &  1.  truck.  1  hose  wag- 
on, 1  hose  carriage.  8  hordes:  hose,  cotton,  rubber 
lined,  good,  3.600  ft.:  inferior,  all  kinds,  GOO  ft; 
total  hose,  3.800  ft.;  fire  alarm,  electric,  20  boxes; 
value  of  dept.  equipment,  $7,0b5:  value  of  bldgs., 
$10,000;  ann.  exp.  of  dept.,  $1«600;  total  men.,  20l 
paid  part  time. 
Water  Supply— Source,  river;  system,  pomp  to 
ioQ.  "value  't^P*  *"^  direct;  stdp.  cap.  480,000  gala.,  dim.  29 
206;  total  '  »  ^i  q««Hty  of  water,  good;  pumping  ennac^ 
cap.  per  day  2,600.000  gala.,  constructor  Barr; 
mains,  7  miles,  4  to  12  in.  dia.;  67  hydrants.  Coffin; 
20  valves;  270  services;  pressure,  dom.  80  lbs.,  fire 
180  lbs. ;  works  belong  to  Co. 

APPLETON,  pop.  1,886;  fire  area,  800  acres; 
mercantile  bides.,  wood  and  brick^  8  stories; 
private,  wood,  2  stories;  wooden  roots  permitted; 
fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  steamer,  1  h.  &  1.  truck,  8  hose  carriages; 
hose,  *  cotton,  rubber  lined,  good,  8,600  ft. ;  fire 
alarm,  electric  bell  and  whistle;  value  of  dept. 
equipment,  $8,000;  value  of  bldga.,  $7jnO;  ann. 
exp.  of  dept.,  $400;  total  mem..  Vt  volnnteera. 

WATER  Supply— ^urce,  weH  and  river,  1-Xf 
mile  from  business  center;  system,  gravit/  and 
direct;  tank  20x20  on  80-ft.  tower;  material  ascd 
in  cons,  steel;  quality  of  water,  good;  pumping 
engines,  class  dup.,  cap.  860  gals,  per  minute,  con- 
structor Deane;  mains,  cast  iron,  2  miles,  4  to 
8  in.  dia.;  16  hydrants:  8  valves;  meters,  totd 
number  K.  Trident,  12,  &u£Falo  48,  owned  by  coe- 
sumer;  67  services:  pipe,  galv.  iron;  pressmx, 
dom.  60  lbs.,  fire  120  ids.;  cost  to  construct,  CLC- 
000;  int  paid  on  bonds,  6  per  cent;  works  bekmg 
to  city. 

ASHBY,  pop.  400:  fire  area,  10  acres.  Fire  depL 
— 1  hand  engine  and  h.  ft  L  truck;  value  of  Udg^ 
$600;  value  of  equipment,  $8,000;  total  mem.,  14 
volunteers. 

Water  Supply-4  ciitcms. 

ATWATER,  pop.  8G0;  fire  area.  W  acres;  bmv^ 
cantile  bldgs.,  bride,  1  and  8  stories:  inivate,  wood, 
2  stories;   wooden  roofs   permitted   ia   fire   area; 
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causes  of  fires  inycstigated.  Fire  dept— 1  steamer, 
2  h.  &  L  trucks.  2  hose  wagons,  2  hose  carria8[es; 
hose,  cotton,  ruSber  lined,  good,  2,000  ft.;  inferior, 
all  kinds,  600  ft.;  toUl  hose,  2,500  ft.;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment,  MJBOO; 
value  of  bldss.,  $800;  ann.  exp.  oi  dept.,  HOOi; 
total  mem^  &  yolunteers. 

VVATza  Supply — Source,  cisterns  and  railroad 
tank;  system,  gravity;  cap.  cisterns,  4,600  gals. 

AURORA,  pop.  2.000.  Fire  dept. — ^1  c.  engine, 
2  hose  cart3.  1  h.  &  I.  truck;  hose,  2,200  ft.;  total 
mem.,  90  volunteers. 

Water  Supply— Source,  w^slls;  stdp.  cap.,  60, 
GOO  gals.;  2  pumping  engines;  cap.  per  day,  688,- 
000  gals.;  constructor  Cameron:  mains,  1  mile,  6 
in.  dia.;  9  hydrants;  pressure,  aom.  40,  fire  96  lbs. 

AUSTIN,  pop.  7,000;  fire  area,  10  blocks;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted ;  fireworks  and  combustibles  ord. ;  causes  of 
fires  investigated;  fire  loss  for  1904,  12,049;  ins.  for 
same  time,  $2,296.  Fire  dept.—l  h.  &  1.  truck.  1 
aerial  truck,  1  hose  wagon,  4  hose  carriages,  6  c. 
ex.,  2  horses:  hose,  cotton,  rubber  lined,  good, 
4,200  ft.;  total  hose,  4.200  ft.;  fire  alarm.  Game- 
well,  12  boxes;  value  of  dept.  e(|uipment,  $6,000; 
value  of  bldgs.,  $4,000;  ann.  exp.  ot  dept.,  $2,500; 
total  mem^  ^,  paid  full  time  1,  volunteers,  39. 

Watex  Supply — Source,  well  and  river;  system, 
pump  direct;  2  pumping  engines,  class  comp.  dup., 
size  14x32x14x18;  cap.  per  day  4,000.000  gals., 
constructor  Smedley;  mains,  cast  iron,  14^  miles, 
4  to  10  in.  dia.;  92  hydrants,  Mathews;  12  valves; 
meters,  total  number  460;  640  services;  pipe,  lead 
and  galv.  iron;  pressure,  dom.  50  lbs.,  fire  110  lbs.; 
consumption,  per  day  dOOjOOO  gals.,  per  capita  100 

Sila^  cost  to  construct,  $79,000;  aun.  cost  of  mtce., 
,506;  works  belong  to  city. 

BARNES VILLE,  pop.  1,826;  fire  area,  80  acres; 

mercantile  bldgs.,  wood  and  brick,  1  and  2  stories; 

private,  wood,  1  storv;  wooden  roofs  not  permitted; 

fireworks    and    combustibles    ord.      Fire    dept.— 1 

steamer,  1  hand  engine,  2  c.  hand  ex.,  1  h.  &  1. 

truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
ood  1,200  ft.;  ruboer,  good  850  ft.;  inferior,  all 
inda,  800  ft;  toUl  hose.  1,850  ft;  fire  alarm,  bell 

and  whistle;  value  of  dept.  equipment,  $5,00(U  value 

of  bldgrt*,  $1,800;  total  mem..  85  volunteers. 

Watbi  Supply— Source,  stream;   system,  pump 

to  stdp.;  stdp.  cap.,  600  hols. 
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BELLE  PLAINE,  pop.  1,400;  fire  area,  6% 
acres;  mercantile  bld^s.,  brick,  2  stories;  private, 
wood,  IH  and  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  steamer,  1  h.  &  1.  truck, 
S  hose  carnages:  hose,  cotton,  rubber  lined,  good 
l.aOO  ft.:  total  hose.  1,700  ft;  fire  alarm,  bell,  1 
box;  value  of  dept.  equipment,  $4,000;  value  of 
bldg:s.,  $3,000;  total  mem.,  31  volunteers;  under- 
writers' rating,  third  class. 

Water  Supply — Source,  6  large  cisterns;  stdp, 
cap.,  60,000  gals.;  mains,  3H  miles.  4  to  8  in.  dia.; 
9  hydrants;  pressure,  dom.  50  to  o5  lbs.,  fire  90  to 
no  lbs. 

BHLGRADE,  pop.  600;  fire  area,  160  acres. 
Fire  dept.— 1  hose  cart  and  ladder;  ann.  exp.  of 
dept.,  $100;  total  mem.,  16  voltmteers,  paid  part 
time. 

'^AtxE  Supply— Source,  tank,  100  ft  high;  2 
pumps,  constructors  Fairbanks-Morse;  8  hydrants; 
works  belong  to  Co. 

BELLINGHAM.  pop.  450;  fire  area.  60  acres; 

ercantile  bldgs..  brick  and  wood,  1  and  2  sto- 
ries; private,  wood,  IVi  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.. :  causes  of  fires  investigated.  Fire  dept. — ^1 
b.  ^  !•  truck,  1  aerial  truck,  8  hose  carriages; 
iios«»  cotton  rubber  lined,  good,  600  ft:  inferior, 
til  kinds,  300  ft;  toUl  hose,  900  ft;  fire  alarm, 
bell ;  value  of  dept  equioment,  $1,000;  value  of 
tyJdK^-  $6*000;  ann.  exp.  of  dept,  $100;  toUl  mem., 
K>    volunteers. 

V^Tatxr  Supply — Source,  wells,  %  mile  from  bust- 
ie»s  center;  system,  gravity,  pum^  to  res.;  res. 
tMtf'9  2*^^  bbls.;  mains,  1  mile,  4  m.  dia.;  8  hy- 
Irants;  pressure,  fire  60  lbs.;  cost  to  construct, 
S,0€Oi  intpaid  on  bonds,  7  per  cent;  ann.  cost 
,f  sntce.,  $800;  works  belong  to  city. 
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BELVIEW,  pop.  860;  fire  area,  80  acrea.  Fire 
dept— 1  Waterous  fire  eng..  280  gals,  per  min., 
1  sO-gaL  chem.  eng.,  h.  &  L  truck,  1  hose  cart 
1  5-gal.  chem.  ex.;  hose.  1,000  ft.;  total  mem.  80. 

Said  part  time;  value  of  equip.,  $2,000;  value  of 
Idg.,  $1,000;  exp.  of  fire  dept,  $200. 
VvA^rsa  Supply— Source,  deep  wells,  6  cisterns; 
cap.  500  to  700  bbls.  with  stationary  pump  at  wells. 

BEMIDJI,  pop.  7,000;  fire  area,  320  acres;  mer- 
cantile bldgs.,  brick  and  wood.  1  to  8  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  steamer.  1  h.  &  L  truck.  1  aerial 
truck,  1  hose  wagon,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  3,000  ft.;  fire  alarm,  bell 
and  whistle;  value  of  dept.  equipment  $10,000; 
value  of  bldgs.,  $6,000;  total  mem.,  38  volunteers. 

Watee  Supply— Source,  artesian  well,  ^  mile 
from  business  center;  system,  pump  to  tank; 
tank  cap.,  500  bbls.,  dim.  20x20  ft;  quality  of 
water,  good;  1  pump.  cap.  per  minute  360  gals.; 
main^  cast  iron,  5  miles.  4  to  10  in.  dia.:  36  hy- 
drants; pressure,  dom.  40  to  50  lbs.,  fire  100  lbs.; 
cost  to  construct,  $8,000;  int.  paid  on  bonds,  5  per 
cent;  ann.  cost  of  mtce.,  $l,lOO. 

BENSON,  pop.  2,200;  fire  area,  200  acres;  mer- 
cantile bldgs.,  brick,  2  stories;  private,  wood,  IH 
and  2  stories;  wooden  roofs  not  permitted;  no  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated.    Fire  dept— 1  steamer,  1  hand  engine, 

1  h.  &  1.  truck,  2  horses,  3  hose  wagons  with  chemi- 
cals; hose,  cotton,  rubber  lined,  good,  8,500  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, $5,000;  value  of  bldgs.,  $2,000;  ann.  exp. 
of  dept,  $1,600;  total  mem.,  50  volunteers;  un- 
derwriters' rating,  third  class. 

Watee  Supply— Source,  2  wells,  in  business  cen- 
ter; system,  puinp  and  direct;  res.  cap.,  72.000 
gals.;  stdp.  cap.  7o,000  gals.;  2  pumping  engines^ 
class  dup.,  1  triplex,  constructor  Blake  and  Dem- 
ing;  mains,  2^  miles;  26  hydrants;  cost  to  con- 
struct, $21,000;  works  belong  to  city. 

BERTHA,  pop.  600;  fire  area,  4  acres.  Fire 
dept— 1  gasoline  eng.,  h.  &  1.,  hose  carts,  etc.; 
total  mem.  20,  paid  part  time:  value  of  equip- 
ment, $1,660;  value  of  bldgs.^  $1,000. 

Watee  Supply — Source,  cisterns;  1  pump,  con- 
structor Waterous;  dom.  pressure,  100  lbs. 

BIRD  ISLAND,  pop.  907;  fire  area,  00  acres; 
mercantile  bldgs.,  wood  and  brick,  2  stories;  pri- 
vate, wood,  V/k  ftnd  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  hand  engine,  t 
c.  hand  ex.,  1  h.  &  I.  truck,  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good,  1,600  ft;  rubber,  good. 
26  ft;  inferior,  all  kinds,  60  ft;  total  hose,  1,666 
ft;  fire  alarm,  bell;  value  of  dept  equipment,  $500; 
total  mem.,  ^  volunteers. 

Watee  Supply— Source,  well,  1  block  from 
business  center;  svstem,  pump  to  res.  and  mains; 
stdp.  dim.  8  X  80,  material  used  in  cons,  iron; 
quality  of  water,  good;  1  pumping  engine,  cap. 
per  day  60,000  gals.,  constructors  Waters  Engine 
Co.;  mains,  iron,  1  mile;  8  hydranU;  4  valves:  5 
services;  pipe,  iron;  pressure,  dom.  45  lbs.,  fire 
46  lbs.;  cost  to  construct,  $8,000;  works  belong  to 
village. 

BIWABTK,  pop,  8,500;  fire  area,  120  acres:  mer- 
cantile bldi?s.,  brick  and  wood,  2  stories;  private^ 
wood,  1  story;  wooden  roofs  peimitted  in  dwel- 
ling district;  causes  of  fires  investigated.  Fire 
dept. — 3  hose  carriages;  hose,  cotton,  rubber  lined. 

food,  2,200  ft;   fire  alarm,  11  boxes,   whistle   and 
ell;   value   of   dept  equipment,   $l,oOO;   value   of 
bldgs.,  $1,000;  total  mem.,  30  volunteers. 

Watee  Supply— Source,  well,  in  business  cen- 
ter; system,  pump  to  res.;  res.  cap.,  68,000  gals.; 
pumping  engines,  cap.  per  day  600  bbls,  construr- 
tors  Cameron  and  Crawford;  mains,  rod  iron,  2 
miles,  4  to  8  in.  dia..  Crane;  13  hydrants,  Michi- 
gan;  140  services;  pipe,  lead  and  cast  iron;  pres- 
sure^dom.  60  lbs.,  fire  120  lbs.;  cost  to  construct 
$lo,000;  ann.  cost  of  mtce.,  $1,200,  works  belong  to 
village. 

BLUE  EARTH,  pop.  3,100;  fire  area.  17  acres; 
mercantile  bldgs.,  briclc,  2  stories;  private,  wood» 

2  stories;  wooden  roofs  not  permitted  in  fire 
area;   fireworks  and  combustibles  ord.;  causes  off 
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fires  inyest^ated;  ay.  fire  Iocs  per  yr.  for  8  Jtan, 
11,127:  av.  ins.  inTolved  for  same  time,  99,000. 
Fire  dept.— 1  h.  &  1.  truck,  24  c  hand  ex.,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  sood,  8,000 
ft.;  rubber,  good,  200  ft;  total  hose,  8,200  ft.;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
$3,600;  ann.  exp.  of  dept,  $300;  toul  mem.,  80 
volunteers. 

Watkr  SuppLY-~Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  qualit^r  of  water, 
good;  res.  cap.,  60,000  gals.;  3  pumping  engines, 
class  dup..  cap.  per  day  1,000,000  gals.,  construc- 
tors, Fairoanks,  Morse;  mains,  cast  iron.  6  miles, 
4  to  8  in.  dia. ;  €1  hydrants;  30  valves;  meters, 
total  number  143,  Crown  2,  Thomson  1,  Empire  130, 
Trident  10,  standard  2,  owned  by  consumer;  276 
services;  pipe,  iron  and  lead;  pressure,  dom.  40 
lbs.,  fire  100  lbs.;  cost  to  construct,  $40,000;  bonded 
debt,  $20,000;  int.  paid  on  bonds,  4  and  6  per 
cent;  cost  of  mtce.,  $2,000;  wcorks  belong  to 
city. 

BRAINERD,  pop.  7,686;  lire  area,  60  acres: 
mercantile  bldgs..  stone,  brick  and  wood,  8  and 
8  stories;  private,  brick  and  wood.  8  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  1  hose  wagon,  8  hose  car- 
riages, 8  horses;  hose,  cotton,  rubber  lined,  good 
8,700  ft;  inferior,  all  kinds,  260  ft;  fire  alarm, 
telephone;  value  of  dept  equipment,  $10,000; 
value  of  bldffs.,  $^000;  ann.  exp.  of  dept,  fl,040; 
total  mem.,  96,  paid  full  time  8,  paid  part  time  1, 
volunteers  92. 

Watbs  Supply— Source,  river,  84  mile  from 
business  center:  system,  pump  direct;  filtra- 
tion system,  K.  Y.  pressure  filters;  cap.  of 
plant,  600,000  gals.;  quality  of  water,  good;  8 
pumping  engines,  sue  16  x  10  x  18,  cap.  per  dav 
14^0,000  gals.,  constructor  Blake;  mains,  Kal- 
amine,  15  miles,  4  to  12  in.  dia.;  98  hydrants,  Lud- 
low; 28  valves,  Ludlow;  1,240  services;  pipe, 
wrought  iron;  pressure,  dom.  86  lbs.,  fire  80  lbs.; 
consumption,  per  day  1,110,000  gals.,  per  capita 
HO  gals. ;  works  belong  to  Co. 

BRANDON,  pop.  290;  lire  area,  40  acres;  bldga., 
wood,  2  stories;  wooden  roofs  permitted;  no  we- 
works  and  combustibles  ord.  Fire  dept— 1 
steamer,  1  h.  &  L  truck,  8  hose  carriages:  fire 
alarm,  bell;  value  of  dept  equipment,  $8,600: 
value  of  bldgs.,  $800;  ann.  exp.  of  dept,  $160;  total 
mem.,  48  volunteers. 

Watek  Supply— Source,  well,  in  business  cen- 
ter; system,  pump  to  cistern;  quality  of  water, 
good;  res.  cap.,  140,000  gals.;  pumpmg  engine, 
cap.  per  day  6,000  s[als.,  constructors,  Lenot, 
Waterous;  mains,  cast  iron,  10  miles,  4  to  16  in. 
dia.;  42  hydrants;  860  services;  pressure,  dom.  40 
lbs.,  fire  46  to  66  lbs.;  cost  to  construct,  $8,000; 
cost  of  mtce.,  $400;  works  belong  to  city. 


BRECKENRIDGE,  pop.  8,000;  fire  area,  70 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  8 
stories;  private^  wood,  2  stories;  wooden  roofs 
not  permitted  m  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,600  ft.;  tare  alarm,  bell  and  whistle; 
value  of  dept.  equipment,  $2,600;  value  of  bldgs., 
$2,600;  total  mem.,  48  volunteers. 

Wate*  Supply— Source,  river,  1,800  ft  from 
business  center;  system,  pump  direct  to  mains; 
quality  of  water,  fair;  res.  cap.,  90,000  gals.; 
pumpmg  engines  cap.  per  day  460.000  gals.,  con- 
structors Smith-Vsile;  mains,  cast  iron.  Similes, 
4  to  8  in.  dia,;  46  hydrants;  17  valves;  300  ser- 
vices; pipe,  cast  and  galv.  iron;  pressure,  dom. 
26  to  36  lbs.,  fire  90  lbs.;  cost  to  construct  $35,000; 
bonded  debt,  $60,000;  int.  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $5,000;  works  belong  to  city. 

BROWNS  VALLEY,  pop.  1,200;  fire  area,  160 
acres.  Fire  dept— 1  h.  &  1.  truck,  2  hose  carts; 
hose,  1,600  ft;  value  of  equipment,  $2,300;  value 
of  bldgs.,  $1,200;  exp.   of  dept,  $150. 

WATsa  Supply— Source,  springs;  system,  grav- 
ity; 1  pump,  makers  Fairbank-Morse;  cap.  per 
day,  240,000  gals.;  12  hydrants;  2  valves;  mains,  2 
miles,  pressure,  dom.  65  lbs.,  fire  85  lbs.;  cost  of 
waterworks,  $16,000;  bonded  debt,  $12,000^int.  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $200;  un- 
derwriters'^ rating,  fourth  class. 


BUFFALO,  pop.  1,040;  fire  area.  86  blocks:  ncr- 
cantile  bldga..  brick  and  wood,  8  stories;  private, 
wood.  1!4  and  8  stories:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dcot— 1 
c.  engine,  1  h.  &  L  truck,  1  hose  carriage;  Boae, 
cotton,  good  600  ft;  value  of  dept  e(}mpmeat, 
$996;  totu  mem.,  80  volunteers;  underwriters'  fat- 
ing. iUth  dass. 

WATBE  Supply— Source,  wells  and  Ukc^ 

BURTURM,  pop.  850;  fire  area,  40  acres.  Fire 
dept. — ^1  chem.  eng.,  1  h.  &  1.  truck  jvalue  of  equip- 
ment, $660;  ann.  exp.  of  fire  dept.,  $26;  total  mem., 
22  volunteers. 

Watbe  Supply— Not  reported. 

CALEDONIA,  pop.  1,426;  fire  area,  48  acres; 
mercantile  bldgs..  stone,  brick  and  wood,  1  to  8 
stories;  private,  wood  and  brick^  8  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  h.  &  1.  truck.  S  c. 
hand  ex.,  1  c.  engine,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good.  1,600  ft;  fire  alarm,  beS 
and  whistle;  value  of  dept  equipment,  $1,800; 
value  of  bldgs.,  $600;  ann.  exp.  of  dept,  $1,500; 
total  mem.,  42  volunteers. 

Watxe  Supply— Source,  well;  system,  pnmp  to 
stdp.  and  direct:  stdp.  cap.  8,000  bbls.,  Fremont 
Turner;  pumping  engines,  cap.  per  daj  76,809 
gals.,  constructors  Fremont  Turner;  mains,  cast 
iron,  1  mile,  4  to  8  in.  dia.,  Turner;  18  hydvaata. 
Turner;  meters,  total  number  86;  pressure,  dom. 
66  lbs.,  fire  66  lbs.;  consumption,  per  day  8U- 
000  sals.,  per  capita  81  gals.;  cost  to  eonstroct 
$8,000;  ann.  cost  of  mtce.,  $2,500;  works  belong 
to  town. 

CAN  BY,  pop.  1,000;  fire  area,  10  blocks;  mer- 
cantile bldgs.,  brick,  1  and  8  stories;  iirivatc, 
wood,  1%  stories;  wooden  roofs  permitted  in  fire 
area;   combustibles  ord.;  causes  of  fires   inTcati- 

rited.  Fire  dept— 1  chem.  engine,  1  h.  &  L  track, 
c.  hand  ex.,  8  hose  carriaffes;  hose,  cotton,  nab> 
ber  lined,  good,  2,000  ft^  fire  alarm,  bell;  value 
of  dept.  equipment,  $1,200;  value  of  bldgs.,  $500; 
total  mem.  40^  volunteers  40. 

Watbe  Supply- Source,  wells:  system,  pomp 
to  res. ;  res.  cap..  63,000  gals. ;  mams,  1%  mucs,  4  m 
8  in.  dia.;  18  hydrants;  6  valvea;  meters,  total 
number  60;  pressure,  fire  45  lbs.;  cost  to  construct 
$14,000;  ann.  cost  ot  mtce.,  $400;  works  beknc  *» 
city. 

CANNON  FALLS,  pop.  1.468:  fire  area.  S 
mercantile  bldgs.,  stone  and  brick,  1%  to  8  a 
File  dept— 1  h.  &  L  truck,  8  hose  carrisfcs; 
cotton,  rubber  lined,  good,  2,600  ft;  inferior,  all 
kinds,  600  ft;  toUl  hose,  8,000  ft;  fire  alarm. 
bell;  value  of  dept  equipment,  $3,000;  valoe  ot 
bldgs.,  $2,000;  ann.  exp.  of  dept,  $100;  total  meaa^ 
76  volunteers. 

Watee  Supply— Source,  well;  system,  pump  to 
res.;  res.  cap.  8,000  bbls.;  2  pumps;  mains,  cast 
iron,  4  miles.  6  to  8  in.  dia. ;  16  hydrants ;  pres- 
sure, fire  76  lbs.;  cost  to  construct,  $19,400;  ann. 
cost  of  mtce.,  $100. 

CARLTON,  pop.  888;  fire  area,  160  acres;  mer^ 
cantile  bldgs.,  brick  and  wood,  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permit- 
ted in  fire  area:  combustibles  ord.;  causes  of  fires 


investigated.  Fire  dept— 1  steamer.  8  h.  ft  L 
trucks,  1  hand  enmne,  1  c.  engine,.  8  nose  wmgoas, 
8  hose  carriajses;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment,  $3,000;  value  of  bldgs.,  8M09; 
ann.  exp.  of  dept,  $106;  total  mem.,  40  volunteers. 
Watee  Supply— ^Source,  wells  and  creek  in  vil- 
lage. 

CARVER,  pop.  683;  fire  area,  80  acres;  Udfs^ 

wood,  1  and  8  stories;  wooden  roofs  permitted 
Fire  dept— 1  hand  engine,  1  c.  ex.,  1  h.  ft  L 
truck,  2  hose  carriages;  hose,  cotton,  good  IjOU 
ft;  rubber,  good  600  ft;  inferior,  aU  kinds,  361 
ft;  total  hose,  1,800  ft;  fire  alarm,  bell;  valoe  of 
dept  equipment,  $1,300;  total  mem.,  48  volu- 
teers;  underwriters'  rating,  fourth  dasa. 

Watee  Supply— Source,  6  cistema,  capacity  809 
bbls.  each. 

CASS  LAKE,  pop.  2,000.  Fire  dept.— 1  h.  ft  1. 
truck.  3  ho^e  carts;  hose,  3,000  ft:  fire  alarm, 
whistle;  value  of  equipment  $2,000;  86  volon- 
teers. 

Watee  Supply— Source,     wells,     pumped     into 
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I        CROOKSTON,     |»p.    8,000;     me 

I  comb.  c.  &  a.  wagnn,  G  boie  carr 
hose,  cotton,  rubber  lined.  Rood, 
hose,    3,960   it.;    fire   alann.   bell; 

1  equipment,  ST.fiOO;  value  of  hldgi 
eip.  of  dtnu,  JMO:  total  mtm..  S 


i" 

tank,  100  ft. 
™G'lbi.,  firf 

.'"ii 

100 

30.000  gat*.: 
ydiants;  doir 

c 

i 

as 

"tib™  *oX 
boBC.    2.100 

t    permitted:    no    fii^wa, 
cauKt    of    fire*    inv^r- 

mer,  1  b.  &  I.  truck,  ^>  h 
n,  rubber  lined.  goo..l,   :: 
ft.:    are    alani>.   bell.    > 

cantile     bldn., 
n-vaie,  woo^,  1 


Watis  SurrLY-^ouree,  ciaterna  and  velli. 

CHATFJELD.  pop.  1,««;  fire  area,  whole  towi 
meicantile  bidgi.,  brick,  1  storiei;  priTate,  bri< 
and  wood,  IM  *ad  S  elorin;  wooden  roofs  oi 
permitted   in  Ere  area;  Grework<<   ^i.l  :   r.iii=<": 

c.    engine,   fc,   hand  «».,    1   ho--     -.ii;   ri.    1    '!■■■ 

fire  a&rin,  bell;  value'  ol  dept.  <^\'.ui.'i^.f,'''.[.  '\-i.'!i- 
TOlue  of  bldgi.,  n,000;  toltl  merr..  ^1  vol<.LTi'.,-Mr- 


STS  6&0  I 


x'&r^qua^Vo'f  .*«"^  ■■■■ 
o's  ia.°dta.:°tt'ti'(b»nw;  li 


Eer   day.  !4,OaO  >ali.:   coat   to   conilruct,  KSi 
onded  debt,  U.ODO;  cait  of  mtce.,  ISOO;  wotka 

CHISHOLM,    pop.   S.OOO.      Fire   dept.— 3  h 


ial  r 


It.: 


well. 


irce,  welli;  atdp.  cap.,  K.OO0 

™v  ""cKottT'WSi,  tk 

iiiea.  1  lo  s  m.  oil.:  38  hrdriDta:  prenure,  dom. 

:  lbs.,  fire  150  Iba. 

CLOQUET,    pop.    7,600;    fire    area,   SJOO  acrea; 


^43a!c 


ort,    . 


>J  conbuatililea   ord.;   eanici  of  firei 

av.  fire  low  laat  Tear  $28,416;  av.  ina. 

tlSl.SOO.     Fire  depL— 1   c   engine, 

depl.  eijuip- 


(»e  waion.  6 
r,  goo,i;  *,T00 


t,  M,M2;  value  of  bldn.,  $3.0(iO:  am 
.,  n.OOO;  total  mem.  &,  paid  full  tii 


e.p.  I 


dept. 

Watic  Sdttlt — Source,  rivcT,  H  mile  from 
oe*a  center;  •ytlRB,  pamp  direct;  qtiality  ol  « 

Ktor;  E  pumpiDB  enBiaea,  dup.,  aixe  U  x  U 
sUilB,XliUit4,  llxii  10,  up. 

390,000  gall.,  conitractora  Dease  and  Blak*, _._. 

cast  iron.  5  milea,  t  in.  dia.;  0  hydranta.  preuute, 
fire  140  Iba.;  cost  to  conatract,  teG,000;  ano.  cod 
of  tnlcc.  tl.000;  worka  belong  to  town. 

iJOLD  SPRING,  pop.  GIT:  fire  arcK,  (40  leccs; 
bldoa.,  wood,  brick  and  (tone,  I  atarica;  wooden 
roofa  permitted.  FItc  depL— I  hand  engine,  1  c 
ex..  1 IL  ft  L  track,  1  aerial  truck,  1  boae  carriase; 
boae.  mbb^,  (Ood  WO  ft;  cotton,  good  400  ft.; 
total  bote,  MO  ft;  fire  alaiin,  bell;  valne  of  dept. 
equipinent  tl^OOOi  value  ol  bldsa.,  (800;  total 
mem.,  S8  volunteer*;   nndETwiltera^  rating,  foortb 

■W«T¥»  Snm.T— Source,  welli  and  river*. 


:  itdp.  cap.,  ^000 
lb.    cap.    per   dajr. 


bidet..  tI,G0O;  «p.  of  fire  dept 
I,  30  volunteer*,  paid  part  time. 
=- .Sonrct     — "--     

.,'  fire'U  Iba.';  cost  to'cdnitrnet,  18,560; 


sure,  dom.  lA  lbs.,  fire  i 
per  day.  800,000  gals.,  p 
consimdi,  nGO,OCiE;  worL 
DASSEL.  pop.  CtS;  fi 


b  hvdrarts,'  Ludlov 
400.       Trident ; 

capita  G2  gala.;  co 


ea.  B40  acrea;  bldga., 

, , It  permitted;  no  &e- 

woiks  and  combustibles  ord.  Fire  dept.— 1  band 
engine,  1  b.  &  t.  truck,  1  boae  carriage;  bote,  cot- 
Ion,  rubber  lined,  g<vd  I.OOO  ft.;  rubber,  good  400 
ft.;  total  hose,  1.4(9  1i.,  fire  alarm  bell;  value  of 
dept.  eqnipnent,  tl,GOO:  value  of  bidgi.,  tGOO;  ann. 
exp.  of  depl..  ^£00;  towl  mem.,  48  volunteer!. 
Watii  SurrLT— Source,  well.  1  block  from  boli- 

bbla.;  pumping  eneiiiis.  cap.  per  'day  1.00fi*libu!; 
mains,  cast  iron,  %  mile.  4  to  I  in.  dia.;  IG  by 
draata;    coat    to    constnict,    18,400:    ann.    COM   of 


DAWSO.V.    pop 

fire  slarm.  bell;  t 
WATKaSurrLY- 


n^. 


4   hydra 


:,  dam.  G5 


boae  carriage*:   hoi_.    

IJOO  [l.,  fire  ilarm.  belli  valui 
n.G00;  value  of  bldga..  t4.G00; 


DELANO,  pop.  1.2(»:  fiie  area^  IS  blocks;  mer- 
cantile bidgt.,  wood  and  brick,  2  Koriei;  ptivite, 
irood  and  brick,  1  and  t  itoriea;  *ooden  roofs  per- 
mitted; fareworki  and  combustible*  ord.;  cause*  of 

fir..    j.1vr.ti«trri        Pi™    dept— »  h.    ft    1.    tTUCks.    » 

— —     — >->—  'Hed,  good 
iniproeol, 

rating,  third  claa*. 
Watik  SorrLY— Source,    river,    1-G    mile    from 

GG.OOO  gala.  dim.  U  i  ic,  material  naed  In  con*. 
wood,  Duildera  Fairbanka,  Morse;  qnalitf  of  water. 
fair^  pumping  engine,  claaa  dup.,  cap.  per  day 
375,000  aals.,  conitractora  Fairbanka,  Uorfc; 
mairis,  IH  miles,  4  to   I  in.   dia.;  1]  hydrants  W 

firr'»'ibri"con^uniptioa'  per  da^.'  lM,oiM  g»lt; 
cost  to  constraet.  K,fl»;  bonded  debt,  *l,OaO;  int. 
paid  on  bond*.  4  per  cent;  cost  of  mtce.,  tSOO; 
works  belong  to  city. 

DETROIT,  pop.  1,200:  Sre  area,  SO  acre*;  mer- 
cantile bldga..  wood  and  brick,  I  itoriea;  private, 
wood,  Iti  Itoriea;  wooden  roola  permitted;  Gre- 
works  and  combuHlble*  ord.;  onie*  of  firei  ts- 
vestigated.  Fire  depL— 1  c.  engine,  1  h.  ft  L 
tmek,  t  hoie  carriage*;  bote,  cotton,  mbba  lined, 
good,  UOO  It.;  fire  alarm,  bell  and  whlMle;  value 
of  dept.  equipment.  12^;  value  of  bldgs.,  K.OOO; 
■nn.  cxp.  of  dept.,  MM:  total  mem..  40  volnntcen; 
underwriter*'  raliDB.  third  das*. 

Wate*  Sufply— Source,  lake;  system,  pump  to 
stdp.:  stdp.  cap.  100,000  gals.  X  fL  high,  material 
a*ed  in  cons.,  wood;  quality  of  water,  good; 
pumping  enginei,  cap.  per  day  TM.OOO  gui.,  con- 
structors Smiih.Vale:  mains,  iU  mile*.  4  to  10  in. 
dia.;  29  hy-irsnls;  IS  yiilves;  meters.  toUl  Dnnibcr 
8.  Thomson,  owned  bj  city;  10  lervieea;  pipe, 
wrodght  Iron;  presmre^  dom.  4E  lb*.,  Sre  100 Ibl.; 
coit  to  conitrnet.  tl7,000;  ann.  coit  of  mtoe.. 
tlOO;  work  I  belong  to  city. 


DULUTH,  pop.  GTJ97;  fire  arc*.  H  iq.  mile*; 
mercantile  bldgs.,  brick,  1  to  10  ■loriei;  privau, 
brick  *nd  wood,  1  storie*;  firework*  and  com- 
bnitiblei  ord.;  causes  of  fires  Investigated;  *v. 
fire  lou  per  yr.  for  S  yrs.,  TllSSSl;  av.  ina.  in- 
volved  for    Hune.time,    n.masT   Fire    depl.-C- 


zin 
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riaffes,  54  horses:  hose,  cotton,  rubber  lined,  good, 
17,160  ft.;  fire  alarm,  electric,  1S4  boxes;  Talue  ot 
dept.  equipment,  1104,280;  ann.  exp.  of  dept.,  |106,- 
70182;  total  mtm.  129,  paid  full  time  94,  volun- 
teers 36. 

Water  SuppLv—Source,  lake,  9  miles  from  busi- 
ness center;  system,  pump  to  res.:  quality  of 
water,  good;  3  res.,  res.  cap.  28,600,000  gals.,  lo- 
cated at  East  4th  street;  2  pumping  engines,  class 
triplex,  cap.  per  day  13,000,000  gals.,  constructor 
Prescott;  mains,  cast  iron,  101  miles,  3  to  42  in. 
dia.;  740  hydrants;  425  valves;  meters,  total  num- 
ber 8,833,  Crown  40,  Nash  45,  Union  40.  Hersey 
RoUrv  &0,  Trident  500,  Thomson  255.  Worthing- 
ton  180,  Buffalo  1,  Westinghouse  20,  Keystone  31, 
Lambert  638,  owned  by  consumer;  7.438  services; 
pipe,  lead  and  cast  iron;  pressure,  aom.  120  lbs., 
nre  120  lbs.;  consumption  per  day,  5,235,000  gals.; 
cost  to  construct,  $2,595,363.84;  bonded  debt,  13,- 
121,000;  int.  paid  on  bonds,  4  and  6  per  cent;  cost 
of  mtce.,  150,661;  works  belong  to  city. 

EAST  GRAND  FORKS,  pop.  2,500;  fire  area, 
1,000  acres;  mercantile  blagt.,  stone,  brick  and 
wood,  1  and  2  stories;  private,  wood.  1%  stories; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.  for  3  yrs.,  16,733;  av.  ins.  for  same 
time,  |6,o33.  Fire  dept.~2  steamers,  1  c.  hand 
ex.,  1  h.  &  1.  truck,  8  hose  carriages^  2  horses; 
hose,  cotton,  rubber  lined,  good  2.000  ft.:  inferior, 
all  kinds.  600  ft.;  toUl  hose,  2^500  ft;  fire  alarm, 
Gamewell,  4  boxes;  value  of  dept.  equipment, 
$4,000;  value  of  bldgs.,  $5,000;  ann.  exp.  of  dept., 
$300:   total  mem.   volunteers. 

Water  Supply — Source,  river;  system,  pump  to 
stdp. ;  stdp.  cap.,  100,000  gals.;  1  pump,  cap.,  1,000,- 
gals.;  mam.i,  S  miles,  6  to  10  in.  dia. ;  69  hydrants. 

ECHO,  pop.  600;  fire  area,  6  acres.  Fire  dept. 
—2  hose  carts;  hose,  1,200  ft.:  value  of  equipment, 
$1,200;  value  of  bldgs.,  $200;  ann.  exp.  of  fire 
dept,  $76;  total  mem..  22  volunteers. 

Watee  Supply— Source,     tower,     cap.     160,000 

Sils.;  6  hydrants;  mains.  3,000  ft;  bonded  debt, 
»000;  int  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $500;  works  belong  to  city. 

EDEN  VALLEY,  pop.  740;  fire  area,  60  acres; 
mercantile  bldgs.,  wood  and  brick,  3  stories; 
private,  wood  and  brick,  2  stories;  wooden  roofs 
permitted.  Fire  dept— 1  h.  &  1.  truck.  1  hose 
carriage:  hose,  cotton,  good,  400  ft;  inferior,  all 
kinds,  600  ft;  toUl  hose,  900  ft;  bell  alarm;  value 
of  equipment,  $4,600;  value  of  bldgs.,  $200;  ann. 
exp.  of  dept,  $125;  total  mem.,  9  volunteers. 

Water  Supply— Source,  wells;  stdp.,  cap.  2,000 
bbls.;  mains,  ^  mile;  4  hydrants. 

ELLSWORTH,  pop.  460;  mercantile  bldgs., 
brick  and  wood,  1  and  2  stories;  private,  stone 
and  wood,  1  story;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  fire  loss  for  1  year,  $19,000;  ins. 
involved  for  same  time,  $7,000l  Fire  dept.— 1 
steamer,  1  hand  engine.  6  c.  hand  ex.,  1  h.  &  L 
truck,  1  hose  carriage;  nose,  cotton,  rubber  lined, 
good,  660  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,500;  value  of  bldgs.,  $6,000;  total 
mem.,  16  volunteers. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; s^rstem,  compressed  air;  quality  of  water,  good; 
pumpmg  engines,  cap.  per  day,  144.000  snls.; 
mains,  cast  iron,  3,800  ft.,  4  to  6  in.  dia.;  7  hy- 
drants; 6  valves;  11  services;  pipe,  galv.  iron; 
pressure,  dom.  75  to  100  lbs.,  fire  75  to  100  lbs.; 
cost  to  construct,  $6,700;  bonded  debt,  $1,400;  int 
paid  on  bonds,  5  per  cent;  works  belong  to  city. 

ELY,  pop.  4,000;  fire  area,  400  acres;  mercantile 
bldgs.,  brick  and  wood.  2  stories;  private,  wood, 
2  stones;  wooden  roots  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept. — 1  h.  &  1.  truck,  4  c.  hand 
ex.,  3  hose  carriai^es,  1  c.  engine.;  hose,  cotton, 
rubber  lined,  Rood,  3.000  ft;  total  hose,  3,000  ft; 
fire  alarm,  whistle  and  electric,  14  boxes;  value  of 
dept.  equipment,  $3,500;  ann.  exp.  of  dept.,  $1,500; 
total  raem^^  30  volunteers. 

Water  Supply— Source,  lake,  3,000  ft  from  busi* 
ness  center;  system,  pump  to  stdp.;  stdp.  cap., 
96,000  sals.,  dim.  18  x  30,  material  used  in  cons, 
steel;  nitration,  Jewell;  quality  of  water,  soft;  res. 
cap.,  600,000  gals. ;  2  pumping  engines,  eonstruc- 
tors  Snow,  Prescott;  mains,  cast  iron,  11,090  ft, 


4  to  10  in.  dia.;  18  hydrants;  7  valvea;  UO 
vices:  pipe,  galv.  iron;  pressure,  dom.  75  lbs.,  fire 
120  lbs.;  consumption  per  day,  75,000  ffala.;  cost 
to  construct,  $36,000;  works  belong  to  city. 


EVANSVXLLE,  pop.  483;  five  area,  8 
bldgi.,  brick  and  wood,  IH  to  2  storiei.  Fire  dept 
—1  hand  engine,  1  c  engine,  1  h.  ft  L  truck,  i 
hose  carriages;  hoae,  cotton,  rubber  lined*  400  tt; 
rubber,  good  600  ft;  inferior,  all  kinda»  2U0  ft; 
total  hoae,  1,200  ft;  value  of  dept  equspment. 
$L826;  value  of  bldgs.,  $160;  ann.  exp.  of  dept, 
$60:  total  mem.,  25  volunteers. 

WATER  Supply— Source,  wells  and  eistems  in 
dt^,  and  stdp.;  system,  pvanp  to  stdp.  and  mains; 
mains,  1  mile. 

EVELITH,  pop.  7,000;  fire  area,  6  blocks  each 
way;  height  of  mercantile  bldgs.,  1  to  2  stories: 
wooden  roofs  permitted  in  fire  area;  firevorks  and 
combustibles  ord.;  causes  of  fires  iuTestigated; 
av.  fire  loss  per  yr.  for  the  past  S  yrs.,  $i.2iK}. 
Fire  dept. — 1  comb,  c  and  h.  wagon,  1  c  engice, 
4  c.  hand  ex.,  2  h.  ft  L  trucks,  4  hose  carriages,  1 
horses;  hose,  rubber  lined,  good,  4,000  ft;  m- 
feriM-,  2.000  ft;  total  hose,  6,000  ft.;  fire  alarm, 
Gamewell,  13  boxes;  value  of  dept  equipment 
$4,000;  value  of  dept  bldgS;^  $20,000;  ann.  exp.  of 
dept,  $5,000:  total  mem.  25,  paid  part  time  S, 
volunteers  25. 

EXCELSIOR,  pop.  926;  fire  area,  100  acres; 
b«ags.,  brick  and  wood.  2  stories;  wooden  roofs 
permitted;  fireworks  or<L;  firea  investigated.  Fire 
dept— 1  gasoline  engine,  2  c.  ex.,  1  h.  &  L  truck. 
2  hose  carts;  hose,  1,000  ft.;  fire  alarm,  bell;  yzlnt 
of  dept  equipment,  $2,700;  value  of  bldsa.,  $1,6(X. 
ann.  exp.  of  dept,  $30;  total  mem.,  35  volunteers. 

Watee  Supply— Source,    wells. 

FARIBAULT,  pop.  9,000;  fire  area,  1.020  acm 
mercantile  bldgs.,  stone,  brick  and  wood,  2  and 
8  stories;  private,  stone,  brick  and  wood,  2  sto- 
ries; wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  c.  engine,  8  c  hacd 
ex.,  1  n.  ft  I.  truck,  1  hose  wagon,  3  hose  car- 
riages. 3  horses;  hose,  cotton,  rubber  lined,  gcod 
4,700  ft;  total  hose^  4,700  ft.;  fire  alarm,  telephoo«; 
value  of  dept.  equipment,  $25,000,  \alne  of  ologs.. 
$10,000;  ann.  exp.  oi  dept,  $3,600;  total  mem.  5^ 
paid  full  time  1,  paid  part  time  IZ,  43  volunteers. 

Water  Supply— Source,  wells;  system,  pump  t^ 
res.;  res.  cap.,  800,000  gals.;  pumping  engines,  capt. 
per  day  2,5u0,000  gals.,  constructor  Ueane;  mair^. 
cast  iron,  16  miles,  4  to  14  in.  dia .  Dennis  Lose. 
104  hydrants.  Chapman;  125  valves:  meters,  tot^. 
number,  370;  429  services;  pipe,  lead;  presr.:re 
dom.  90  to  96  lbs.,  fire  125  lbs.;  cost  to  construct. 
$130,000;  int.  paid  on  bonds,  5  per  cent;  ann.  cost 
of  mtce.,  $11,y20;  works  belong  to  city.  ' 

FAIRMONT,  pop.  3,600;  fire  area,  €40  acres:  > 
mercantile  bldgs.,  stone,  brick  and  wood,  2  acd  S 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated; av.  fire  loss  per  jr.  for  3  years.  CK7;  ar. 
ms.  involved  for  same  time,  $7,000.  Fire  dcDt-S 
h.  &  1.  trucks,  2  c  hand  ex.,  3  hose  wagons;  bosc, 
cotton,  rubber  lined,  good,  2,400  ft;  fire  alana. 
whistle:  value  of  dept  equipment,  $3,605;  tool 
mem.,  40  volunteers. 

Water  Supply — Source,  lake,  1  mile  from  bar* 
ness  center;  system,  pump,  direct;  quality  jf 
water,  good;  steam  pumping  engines,  cap.  'vr 
day  430,000  gals.,  constructors  Smith- Vaile:  nuir^ 
cast  iron,  3  miles,  4  to  12  in.  dia.;  4S  hydra-'s 
Waterous;  €  valves;  meters,  total  number.  I> 
pipe,  galv.  iion  and  lead;  presure,  dom.  M  IS* 
fire  100  to  120  lbs.;  cost  to  construct  $25,000;  rt. 
paid  on  bonds,  6  per  cent;  ann.  cMt  of  c.tct.. 
$1,800;  works  belong  to  city. 

FARMINGTON,  pop.  800;  fire  area,  5  blocV*: 
mercantile  bldgs..  brick  and  wood,  1  to  3  storey. 
private,  brick  and  wood,  IH  stories;  wooden  rr  » 
not  permitted  in  fire  area;  fireworks  ord.;  c»a«» 
of  nres  investigated.  Fire  dept— I  steamer.  . 
chem.  engine,  2  c.  hand  ex.,  1  h.  ft  L  track.  I 
hose  carriages;  hose,  cotton,  rubber  lined,  ar^  1 
1,000  ft.;  inferior,  all  kinds,  200  ft;  total  >^^^i 
1,200  ft;  fire  alarm,  telephone;  value  of  dr:t 
equipment,  $3,600;  value  of  bldgs.,  $7,500;  ari^ 
exp.  ol  dept,  $126;  total  mem.,  40  volonteers. 
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Watbe  SuppLY^Soturce,  wells;  iTttas.  puaip' 
•ing;  cmp.  per  day,  804,000  gils. 

FERGUS  FALLS,  pop.  7,600;  fire  trea,  86 
blocks;  mercantile  bldga.,  brick  and  wood,  1  to  S 
storiei;  private,  wood,  1%  atones;  wooden  roofs 
permitted;  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept^l  steamer.  1  h.  &  U  truck, 
4  hose  reels;  hose,  cotton,  rubber  lined,  good, 
1,600  ft.;  inferior.  80O  ft.:  toUl  hose,  2,900  ft.;  fire 
■alarm,  bell;  value  of  bidgs.,  $6,000;  ann.  exp.  of 
dept.,  $780;  total  mem.,  27  volunteers;  tmder- 
wnters'  ratmg,  third  class. 

Watke  Supply— Source,  river,  1%  miles  from 
business  center;  system,  pump  direct;  quality  of 
water  good;  2  pumping  engines,  cap.  per  day 
•4,260.000  gala.,  constructor  Worthington;  mains, 
cast  iron,  7  miles,  4  to  12  in.  dia..  Kalamein; 
63  hydrants,  Ludlow;  47  valves,  Ludlow;  meters, 
total  number  1:  600  services:  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  100  lbs.,  cost  to  con- 
struct, $147,000;  bonded  debt,  $80,000;  int.  paid  on 
bonds,  4  per  cent;  works  belong  to  city. 

FERTILE,  pop.  900;  fire  area,  80  acres;  mer^ 
-cantile  bldgs.^  brick  and  wood,  2  stories;  private, 
wood,  2  stones;  wooden  roofs  not  permitted  in 
fii«  area:  fireworks  ord.;  causes  of  fires  investi- 
gated. Fire  dept->X  b.  &  1.  truck,  2  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good,  600  ft.; 
inferior,  all  kinds,  600  ft:  total  hose,  1,000  ft;  fire 
alarm,  oell;  ann.  exp.  oi  dept,  $68;  total  mem., 
.26  volunteers. 

VVatkk  Supply— Source,  well,  2  blocks  from 
•business  center;  system,  pump  to  res.;  stdp.  cap. 
160,000  gals.,  material  used  in  cons,  iron;  quality 
of  water,  good;  res.  cap.  30,000  gals.,  located  2 
blocks  from  business  center;  2  pumping  engines. 


tlO  lbs.:   cost  to  construct,  $8,600;  bonded  debt, 
$7,000;   int   paid  on  bonds,   6  per  cent;  cost  of 


$7 

mtce.,  $000;  works  belong  to  city. 

FISHER,  pop.  460;  fire  area,  80  acres.  Fire 
^lept—  1  steamer;  hose,  1,800  ft.j^alue  of  equip- 
ment, $2,000;  value  of  bldgs.,  $1,000;  ann.  exp.  of 
4lept,  $100;  toUl  mem.,  20  volunteers. 

WATsa  Supply— Not  reported. 

FORT  SNELLING,  pop.  700;  fire  area,  160 
acres;  bldgs.,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  fireworks  ord.  Fire  dept.—  1  gas 
engine,  2  c.  ex..  1  h.  &  1.  truck,  6  hose  carriages. 
10  fire  ext.  ladders;  hose,  cotton,  good,  1,836  ft; 
fire  alarm,  telephone;  value  of  dept.  equipment, 
$2,000;  ann.  exp.  of  dept,  $600. 

Wates  Supply— Source,  artesian  well,  cap.  1,000 
gal.  per  minute;  system,  steam  pump;  pump  to 
stdp.  and  direct;  stdp.  cap.,  300,000  gals.;  res. 
cap.,  226,000  gals.,;  pumping  engines,  cap.  per  day 
2,244,000  gals.,  constructor  Deane;  mains,  cast 
iron,  8  miles,  4  to  6  in.  dia.;  26  hydrants,  Mathews; 
16  valves;  46  services;  pressure,  dom.  68  lbs.,  fire 
100  lbs.;  cost  to  construct,  $66,000;  ann.. cost  of 
mtce.,  $4,000. 

FOSSTON,  pop.  1,100;  fire  area.  160  acres; 
bldgs.,  wood,  2  stories:  wooden  roots  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept 
— 2  c  hand  ex.,  1  h.  &  1.  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,400  ft; 
fire  alarm,  bell  and  whistle,  8  boxes;  value  of  dept 
equipment,  $1,760;  value  of  bldgs.,  $800;  toUl 
mem.,  26  volunteers.;  underwriters'  rating,  third 
sSsss. 

Wati*  SrppLY— Source,  wells:  system,  gravity, 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  pumping 
engines,  cap.  per  day  «)0,000  gals.;  mains^  cast 
iron,  %  mile,  4  to  6  in.  dia.;  M  hydrants;  W  ser- 
vices; pressure,  dom.  60  lbs.;  cost  to  construct 
$16,000;  ann.  cost  of  mtce.,  $1,200;  works  belong 
to  town. 

FOXHOME,  pop.  260;  fire  area,  80  acres.  Fire 
dept— 1  h.  &  1.  wagon,  1  chem.  engine;  hose, 
1,000  ft;  value  of  equipment  $800;  value  of  bldg., 
$800;  ann.  exp.  of  dept,  $20;  total  mem.,  25  volun> 
teers. 

Water  Supply— Not  reported. 

FRAZIE,  pop.  1,000;  mercantile  bldgs.,  wood. 
Fire  dept— 1  hand  engine,  2  c.  engines,  1  h.  &  1. 
truck,  1  hose  carriage;  total  hose,  200  ft;  fire 
alarm,  bell ;  volunteers. 


WAfrsE  Supply— May  instal  a  1.000-bbl.  tank  in 
the  near  future  and  1  mile  of  mains. 

GAYLORD,  pop.  1,000;  fire  area,  8  blocks;  mer- 
cantile bldgs..  brick  and  wood,  1  to  6  stories;  pri- 
vate, wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  srea;  combustibles  ord.;  causes  of 
fires  investigatied;  fire  loss  for  lyear,  $3,000;  ins. 
involved    for    same    time,    $1,10(K    Fire    dept— 1 


steamer,  1  h.  &  1.  truck,  3  hose  carriages;  nose, 

good,  1,600  ft.;  rubber,  good. 
1,500  ft;  toUl  hose.' 8,000  ft:  fire  alarm,  bell  and 


cotton,  rubber  lined,  good,  1,600  ft. ;  rubl 
1,500  ft;  toUl  hose.  8,000  ft:  fire  alarmj^_M«.u  .«^ 
whistle;  value  of  dept  equipment,  $8,000:  value 
of  bldgs.,  $10,000;  ann.  exp.  of  dept.  $60;  total 
mem.  86,  paid  part  time  4,  volunteers  31 

Water  Supply— Source,  wells,  cisterns;  cap. 
1,400  bbls. 

GHENT,  pop.  300;  fire  area,  40  acres.  Fire  dept 
—1  steamer,  hook  and  ladders,  hose  carts:  value 
of  equipment,  $1,600;  value  of  bids.,  $200;  ann. 
exp.  of  dept,  $20;  total  mem.,  23  volunteers. 

Watbe  Supply— Source,  2  wells,  10x20;  cost 
to  construct,  $300. 

GIBBON,  pop.  580;  fire  area,  30  acres:  mercan- 
tile bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood,  2  stories;  wooden  roofs  not  permit* 
ted  in  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 1  hand 
engine,  1  c.  engine,  6  c.  hand  ex.,  1  h.  &  1.  truck, 
8  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,600  ft;  inferior,  all  kinds,  LOOO  ft;  total  hose, 
$2,600  ft;  fire  alarm,  bell:  value  of  dept  equip- 
ment $lS,000;  value  of  bldgs.,  $6,600;  ana.  exp. 
of  dept,  $160;  total  mem.,  29  volunteers. 

Watbe  Supply— Source,  well  and  3  cisterns,  osp. 
700  bbls.;  in  business  center;  system,  pump  direct 
to  mains;  quality  of  water,  good;  res.  cap.,  8^000 


int   paid  on   bonds,   6  per  cent;   cost  oi  mtce., 
$200;  works  belong  to  city. 

GLENCOE,  pop.  2,000:  fire  area.  320  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per^ 
mitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
h.  &  L  truck,  1  c  engine,  1  hose  wagon,  2  hose 
carriages;  hose,  rubber,  good,  2,000  ft;  fire  alarm, 
bell,  whistle  and  electric,  7  boxes;  value  of  dept 
equipment,  $6,600;  value  of  bldgs.,  $11,500;  ann. 
exp.  of  dept,  $600;  total  mem.,  60  volunteers. 

watbe  Supply- Source,  well,  6  blocks  from 
business  center;  system,  gravity,  pump  to  res.  and 
direct;  res.  cap..  100,000  gals.;  pumping  engines, 
cap.  per  day  1^00,000  gals.;  mains,  6U  miles,  4 
to  12  in.  dia.;  89  hydrants;  meters,  total  number 
126;  60  services;  pressure,  dom.  60  lbs.,  fire  126 
lbs.;  consumption,  per  day  100.000  gals.,  per  capita 
60  gals.;  cost  to  construct,  240,000;  int  paid  on 
bonds,  5  per  cent;  ann.  cost  of  mtce.,  $1,246;  works 
belong  to  town. 

GLENWOOD.  Watee  Supply— Source,  springs 
1  mile  from  business  center;  system,  gravity;  ma- 
terial, concrete;  quality  of  water,  excellent;  res. 
cap.,  160,000  gals.;  mains,  cast  pipe,  7  miles,  6  to  8 
in.  dia.;  40  hydrants;  296  services-  pressure,  dom. 
70  lbs.;  cost  to  construct,  $31,000;  bonded  debt, 
$15,000;  int  paid  on  bonds,  4H  per  cent;  ann.  cost 
of  mtce.,  $1,400;  works  belong  to  city. 


xnercantile 

vste, 

fireworks  and  combustibles  ord.     Fife  dept.— 1   c. 

engine,  1  hose  carriage;  hose,  rubber,  good,  1,200 

ft;  fire  alarm,  bell;  ann.  exp.  of  dept.,  $70;  total 

mem.,  30   volunteers;   underwriters'    rating,    third 

class. 

Watbe  Supply— Source,  well,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  60,000 
gals.^  material  used  in  cons,  wood  and  iron; 
quahtv  of  water,  good;  2  pumping  engines,  cap. 
per  (fay  140,000  gals.,  constructor  Cook;  mains, 
cast  iron,  3  miles,  4  to  8  in.  dia.;  30  hydrants; 
meters,  total  number  150,  Trident,  owned  by  con- 
sumer; 160  services;  pipe,  galv.  iron;  pressure, 
dom.  45  lbs.,  fire  80  lbs.;  cost  to  construct,  $15,000; 
int.  paid  on  bonds,  7  per  cent;  cost  of  mtce., 
$2,500;  works  belong  to  village;  Peter  G.  Daly, 
supt. 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY— MINNESOTA. 


printc.  brick  and  wood,  I  noriei;  noodeii  roofi 
nol  permitted;  no  fireworlu  and  combuilible*  ord-i 
eiuKi  of  firei  not  invutlgkted.  Fire  dept.— 1 
G.  ennne,  1  h.  A  L  truck,  I  ho«  earriiBuj  tioK, 
cotlon,  rubber  lined,  good,  1,000  ft,;  rubber,  Boai. 
£00    ft;    inferior,    all    kindi.    160  ft.;    total  lioae, 


Wat»  SuFPLv-Source,    apriag    and    lake,    1-1 

and  maiai;  itdp.  cap,  lOajOW  galL.  material  oted 

IOO.dSd  Eali.;  i  puRiprng  enginea,  cap.  per  da; 
EOO.nW  gilB',  conitructor)  Fiirb*nka,  Morae; 
maliia,  cul  iron,  4  milei,  S  to  8  In.  dia.;  M  by 
drmtii  HE  Berriceg;  pipe.  galv.  iron;  prcainre, 
dom.  46  1b».,  fire  100  lbs.;  coat  to  con*truH,  MC.- 
000;  bonded  debt,  »4,000;  int.  paid  no  bondi,  E 
and  T  per  cent;  coit  of  mtce.,  (10,0001  *oiki  belouK 


GRANITE   FALLS,   i 


.    l,40>i   fire   mn*.    ItO 


%i.5:i-indi 

wo^- 

xif>  not 

an 

comb 

ostible. 

ord. 

of  fire 

Fire  dept-l 

ban. 

engine 

t  c.  hand  ex..  1  h 

& 

track 

t  bote 

carri 

■es;  b 

'^T. 

n.  robber 

med 

itoodTWft.! 

n.  Eood 

otal  hose. 

,110 

a  arm. 

bdl  Imd'Kh 

tie:  •'* 

ae  of  dept. 

equ 

pmj^^ 

•«"■ 

Tain*  ol  bidvi..  tS.OOO;  arm.^  exp.  <u  dept,  '■ 


ildgi..  ts. 

..  &  lolut 


WjkTH  SuPrtT— Source,  rfrer,  lU  milei  troin 
buiineas  center;  lyitem.  gravity  and  pump  direct: 
quiliCv  of  water,  good;  rea.  cap.,  Ut.OOD  gali^l 
pumping  engine.  cla»  triplex,  cap.  per  dar  1,00).- 
000  iftli.,  conitructor  Denning;  mama,  eaat  iron. 


17  hydnnti;  g  i 


aumer;  9  aerrlcei;  prea 

cMilr^*B',BoO™int.'pS'o 
work!  belong  to  dt]'- 

GREEN   ISLE,   pop.   tOO;    fire  ■ 
"' '  -  -= 1.  &T0O-  — ' ' 


S  equipment,  11,000;  value  ol  bldf-,  IGOO;  ann. 
exp.  ol  dept,  OOO;  total  mem.,  IS  Tolnntscn. 

Watxk  St) rpLT— Source,  deep  well;  antem, 
tank;  1  pump,  eonitmcton  Fairbank-Horae  & 
Co.,   cap.   per   d*v,   12,000  gala.;   11  hvdraata;   6 


ildga.,  Brlclt  ana  wood,  l  to  »  atonei: 
d,  1^  atorieii  wooden  roofi  permitted 
in  nre  area.  Fire  dept— 1  tteamer,  1  e.  engine, 
G  c.  hand  ex.,  1  h.  A  I.  truck,  1  boie  wagoni; 
hoae,  cotton,  rubber  lined,  good,  1,400  ft;  fire 
alarm,  bell;  value  of  dept  equipmenl.  J4,B00;  valoe 
of  blde^,   R-SOO;  ann.   exp.   of   dept,   J300;    toUl 

WAiia  Sdttlt— Source,  riTCr,  %  mil*  from  btial- 
ncu  caller;  lyMcm,  pomp  to  re*.;  rea.  cap.,  n.OOD 
gala.;  pumping  enginea,  cap.  per  day  UG  bbla.; 
Siins,  iron"  Ift  miTe..  6  to  f  in.^ia.;  h  hydrant.; 
coat  to  conatruct,  tIE,O00;  worka  belong  to  city. 


carta;  value  ol  equipment,  ll.SOO;  -viuuc  ui  u>un^ 
tl,000;  ann-  exp.  of  fire  dept,  tTE;  total  mem.,  K 


oiina,  «,aOO 
It;  preiiure,  fire  4fi  Ibi,;  cait  oi  waterworka, 
tS.OOO;  bonded  debt,  tG,000;  Int  on  bonda    E  per 


vated  tank;  10  hydrai 


le  bldga.,  1 
i  wood,  I 


i,e^ 


juipment,  tS.OOO;  valt 
;p.  of  dept.,  138;  total 
Watkb  SurrLt-fioun 


L  mvolved  for  • 

e  wagon,  4  bote  csniagiet, 
LU.  1  norsea;  boie,  cotlon, 
'--no,  bell:  valoc  of  dept 
,  of  bldga.,  VMB;  ■an. 
lem.  U,  paid  part  tunc 
^  river  and  fprin^. 


HENDERSON,  pop.  »H-,  fire  area.  Ml  aera; 
mercantile  bidga.,  brick,  t  itoriei;  pnatc.  wood. 
t  atoriea:  wooden  roofa  permitted;  kreworka  ocd. 
Fire  dept— 1  hand  engine,  1  h.  A  L  truck,  1  boae 
caniagea;  hoae,  rabbei,  ^lod  1,000  ft;  ftrc  alarsi. 
bell;  value  of  dept.  equipment,  11,000;  Tstne  d 
bidga.,  11,500;  ann.  exp.  of  dept.  m;  total  mem, 
50  volmtecra. 

WATTia  Sdfplv— Source    rewrvoir.    cap.    MUOO 

ria.;  1  duplex  40O-nl.   Deanc  Ro  pump;   mami, 
to  8  in.  dia.;  14  hydraata. 

HERMAN,  pop.  TOO;  fire  ana,  50  acrca;  mer- 
cantile bidga.,  brick  and  wood,  1  to  S  atoriea: 
private,  wood,  lU  itDriea;  wooden  roofa  permrt- 
led  in  fire  area;  fireworki  and  camboMiblca  ord.; 
cnuiei  of  firea  inTcstigated.  Fire  dept^ — 1  hod 
"    '-     1^  '  ..   1   h.    ft   L   trnok,   1   hoae 

ibber  lined,   good.  UM 
le   of   dept.    e<;«ipiiKet 


wnod;  quality  ot  water,  gnod;  1  pampiu  cngiae. 
cap.  per  day  80,000  gala.,  conatructora  fJiallengt; 
mains,  caat  iron,  H  mile,  I  to  8  in.  dia.;  ■  iy- 
dranti;  1  valvet;  preaaure.  dom.  50  Iba..  fire  Gl 
Iba.;  conaumption  per  day,  10.000  nia.;  caat  to 
conatruct,   JS^OO;   bonded   debt,   17,000;    mt-jpmd 

belong  to'  city. 

HERON  LAKE,  pop.  ttS;  fire  area.  OD  acm: 
mercantile  bidga.,  brick,  1  atoriea;  printe,  wood. 
IM  to  1  atoriea;  wooden  roof  permitted;  bo  fire- 
worlia  and  combaaiiblea  ord.  Fire  dept.— I  at  tamer. 
■  c  band  ex.,  1  h.  ft  I.  trock  I  hoae  carriafca;  boat 
cotton,  rubber  lined,  good,  1J40  ft;  inbrior,  ad 
kind*,  400  ft;  total  hoae,  MOO  ft;  fire  alarm,  bell; 
value  ol  dept.  equlpment^,000;  valu*  ot  bldga^ 
ITDO;  ann.  exp.  of  dept.  1100;  total  mem.,  W  vvl- 
""•-•"-  underwritera   rating,  fourth  da**. 

SorrLT — Source,  wdia,  fa  bnaiiicM  cc» 


ter;  ayitem,  pump  to  rea.;  rea.  op.,  lUOO  glla.; 
pompfng  eng^n^eap.  per  dav  l^^a.;  cM 
to  conatruct,  IS.OOO;  ann.  com  of  Btcc,  ttOO;  work* 


HIBBING.  pop.  11,000;  fire  area. 

mile;  mercantile  bidga,.  brick,  atone  ana 
to  S  atoriea;   private,  wood,  1  and  and  S 


tame,   tnjnt. 

S,8Ml'ftT*l°e'''aUr^™imwell"l8™o"a:  value  o< 
dept.  equipment,  TjlTO;  value  of  bidga.,  lUS,SaO: 


HINCKLEY,  pop,  TOO;  Ere  area,  M  acrt 
mercantile  bidga.,  brick  and  wood,  1  and  1  s 
-iea;  private,  brick  and  wood,  lli  and  1  Horii 
■nndett  roof*  permitted  in  fire  area;  caoaea 
inveatigated ;  av.  fire  lota  per  yr,  (or  1  y 


iia  per  yr,  (or  1  yr*. 


dept    « , 

ann.  exp.  of  dept,  J 


ScrrLT-^-Sonrce,  weU 

hydranta  and  main*. 

ROKAB,  pop.  51>;  fire  area. 

tile  bldg*..  brii  and  wood,  1 ^- 

vate,  wood,  1  and  I  atoriea;  wooden  raoia  pe^ 
mitted.  Fire  dept,— I  hand  eagloa*,  IM  padla;  boac^ 
cotton,  good  LOOO  ft:;  valne  5depL  agiiipmrat. 
"00^  v^e  ol  bidga.,  tt,<l«0;  aadcnnitsa-  rtti^. 
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track,  3  hoK  curiicci;  loul  bote,  1,K>0  ft.i 
■luDi,  bell;  total  mem.,  30  vDluntccri. 

Watii  SurrLi— S»tem,  pump  to  Mdp.; 
OB.,  80,000  nlLi  r«.  op..  ECOM  fill.;  nu 
•die,  S  to  8.  in.  JB.;  10  hydranU. 


,  _     ;  wtiaden  root*  pnmintd  In  8r« 

area.  Fire  dept— 1  h.  ft  L  track,  I  boM  car- 
riaaci:  hott,  cotton,  rtibber  lined,  sood,  1,000  ft; 
iaierior,  lU  klndi,  100  It.;  total  Gaie,  IJH)  It.; 
ftft  alwiB.  whlatle;  value  cI  dept.  eqaipmenc, 
t«.OOI;   ann.    eip.   of  dtpt.,    HOI;   total   mem.,  a 

WATia  Smn-i— Source,  lake;  tTMcm.  (raTitj, 
pnnp  to  >tdp.i  atdp.  cap.  1,K0  bbla.;  13  hrdranta; 
CO  KTricea;  preuuic   dom.  80  Ibi.,  Sre  E*  " 


nitniet,  t 


IbLl    < 
t%   g 


HUTCHINSON,  pop.  t,OI»;  fii 
merrantilc  bidii.,  '-"-'      • 
brick  and  wood,  1 
permitted  ia  fire  ai 
Fire  depL— 1  h.  & 
iruek,  3  hoie  cirrii 


and' I    Xorirs;    woocitn     r 


indt,  BOO  It 


Wat»»  SofTLT-S 
Mdp.;  itdp.  cap..  K 
cap.  per  daf  1,26]  ,00 


brdra 


^  Walker 


orki  b^ong  to  cit]'. 

lONA.  pop.  900;  lire  area.  36  acres 

"  ■  "  '.  truck,  1  hand  hose  airti 
— .  bell;  «lue  of  equipi 

-_ _,_„  »,OMi  aon.  exp.  of  < 

total  mem„  18  Tolonteera. 

... ''-MLr— Source,     deep 


-1  h.   &  T. 

value  ef  bldf'a^,  : 
total  mem„  18  » 
WATia  Svr 


'in  dept. 

Die,  i.on 

t,  ll,SOO; 
dept.,  B,£00; 


tank    I 


Michigu  B.   ft  I.  Worki;  i  hTdTanli;  1  tbIi 
maim,  %  mile;  preiiiire,  dom.  S  Ibt.,  Ute  H  ]L_. 
COST  to  comlract,  ta,Da0;  bonded  debt.  H.100;  Int. 
paid   on   bond.,  B  per  cenl;    ann.   coit  of  mtee., 
KiOO;  work!  belong  to  city. 
JACKSON,  pop.  1,800;  fire  .(ca,  100  acret;  mer- 


mitted  in  fire  area;  caasei  of  firei 
Fire  dept— 1  h.  S  L  truck,  I  boie  ei 
cotton,  rabber  lined,  sood.  S.DOO  fi 
it;  nalue  of  dept.  equi 


riagea;  hoae. 

....-,     ^ne^.  p,T00! 
raliic  of  bldaa.,  tl.EOO;  ann.  eip,  o^  dept.,  (W; 

''wAT»°^onLV-^tfc^,  well  and  riTCr,  1,000  ft. 

■Idp.,  cap.  1,800  bbli..  inaterial  u'led  in  corn,  wood; 

S"""  'c[«>°  M0,0«'  gtU.,'  OTn»^i™r"^'i^?i,aSk!; 
one;  maiai,  ca<l  iron,  m  milea.  i  to  S  in. 
dia.;  18  hydranti;  E  vaWei;  metera.  total  number 
i,  Bullalo  4.  KcTtlone  1.  owned  by  comumer  and 


IS..  Gre  80  lb..; 


nmpti 
n,000; 


r,  f,300  b 


»,ooa; 


8500; 

work!  b 

long  to 

city 

JASPER,   p 

op.  eoo 

fire   area 

""&•. 

rifi^'?. 

Iv^™ 

rce.  ipring 

naierworka.    84.000; 


■tigated.     Fire  dept.— 


.   150  lU..   Bre  180 


b.  ft  I.  truck,  t  bote  catrlaaiea;  ho>e.  cotton, 
rubber  lined,  good.  800  It.:  rubber,  good,  200  ft; 
total  hoH.  1,100  It.;  fire  alarm,  whiille;  value  of 
dept.  equipmeni,  12.000;  value  of  bldgs.,  8100;  ann. 
exp.  of  dejit..  3126;  toial  mem.,  40  voluntcera. 

Watki  Sufflv— Soorce,  well>;  ayatem,  pump  to. 
atdp.;  Itdp,  cap..  6&.000  gala.;  quality  of  water.. 
hard;  mai^i,  ^  mile.  4  fn.  liia:  8  bydianti;  i 
valvea;  preaiure,  dom.  46  Iba..  fire  60  Iba.;  coat 
to  conatruct,  tZ.100;  worka  belong  lo  *illa|e. 

JORDAN.     Scott    Co.,     pop.    l.SU;    mercantile; 


loae, °i,aIo"lt ■  fL?e''^a™r l>«iranS  wbiatlc; 
»iu<^  ol  dept.  equipment,  tSJOO;  Talue  of  bldga.. 
83,000;   ann.    exp.    of   dept.,  81S0;   total    mem.,   40 

Wati>  StrrrLT— Source,     creek,    elatenu    and 

ponds,    1,100    ft.    from    badoeas    center;    syatem, 

-         -  ■  .   pet  day  aS,000 


L,  rnbber  lined,  i 


. _-,..    .    _.   "i    L    troek,    8   c 

band  ex.,  t  boae  carriagea:  boat,  cotton,  rubber 
lined,  good,  1,100  It.;  Bre  alarm,  bell  and  whistle;, 
value  of  dept.  equipinent,  81,800;  value  of  bldgt., 
KfiW):   ann.    exp.    a!   dept.,   1100;    total   mem.,   16 

Watik  SurrLV— Sotirce,  well;  system,  pump  t» 
ildp.;  atdp.  cap.,  8,600  bbla.:  8  pumping  engine*, 
cUa*  comb,  dup.,  cap.  per  day  1T1,SW  gala.;  con- 
amictOT  Cook;  main^cait  iron,  tUmlle*.  8  to  U>' 
in.  dia..  Alabama;  X  hydrants,  Fairbanks  and 
Horae;  10  aerylGes:  pipe,  galy.  lion;  presanre,  dom. 
DO  Ibi.,  fire  80  to  M  lb*.;  coat  to  conatruct.  13.000: 
int.  paid  on  bonda,  I  per  cent;  worka  belong  to- 


KENNEDY,  pop.  £40;  t 
dept.- 1  gasoline  eng.,  1  c 
ladder;  hoae.  1.000  ft;  vali 
value  of  bidg*.,  8800;  ann. 
loul  mem.  84.  paid  part  ti 


i  area,  «  acrea.     Fire 

of  equipment,  n^SDO; 
ap.  of  fire  dent.  8100; 
le  1,  volunteera  21 
rteiian  wella;  ayatem. 


KENYON,  poo.  l.ffil;  fire  area,  40  acrea;  mer 

cantile  bldga.,  bnck,  2  atorle*;  private,  wood.  I 
aloiiea;  wooden  roola  permitted;  no  Sreworka  and 
combustibles  ord.     Fire  dept.— 1  h,  ft  1.  truck,  1 


32.600;  valne  of  bldga., 
WatiV  SurrLT'Soni^ 


il  hose,]^ 

nem..  SO  vol- 


ZZV •.-■' '.■■ — P  '°  ■'<'p-i  re*,  cap..  UUO 

bbla.;  pnmpmg  enpnea,  c»p.  per  day,  8,600  bbla.; 
mains,  caat  iron.  1  mile.  4  to  8  in.  di«.;  IS  by 
drsnu;  47  service*;  preiaure.  dom,  40  Iba..  fire  1» 
lbs.;  coat  to  construct,  84.600;  int.  paid  on  bonds, 

LAKE  BENTON,  pop.  890;  mercantile  bldga., 
bnck.  2  stories;  private,  wood,  1  and  Z  sionea; 
wooden  roofs  not  permitted.  Fire  dept.— 1  h.  ft  I 
^".-  \  52.", "^'J*?:  '"'"■  cotton,  rubber  lined, 
r^^'iWH*,"-'-'"*^*"''  '"  '^^■l  ™  ft.;  tola 
boie.  IMl  ft;  fire  alarm,  bell;  toul  mem.,  21  vol. 


unaerwritera' 
ScrrLT— Sou: 


a,iSo  gall.. 

...ifei.  f  to  8  in 
number  46.   Buf 


13  lbs.,  lire  IS 
paid  on  bonds. 
irki  belong  ta 


LAKE  CITY,  pop.  6,000;  fire  area,  20  acres- 
mercantile  bldga..  brick,  1  to  8  atoriea;  private. 
wood,  2  ttonea;  wooden  roofs  not  permitted  in 
fi'"  area;  Greworka  ord. ;  causes  ol  firea  Investi- 
gated,    nre  d.pt~l   b.   ft   I.   truck.  3  hose  car. 
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riages ;  hose,  cotton,  rubber  lined,  good,  3,000  ft. ; 
fire  alarm^  bell  and  whistle;  value  of  dept.  equip- 
ment, I2j^;  value  of  bldgs.,  17,600;  ann.  exp.  of 
dept.,  I20O:  total  mem.,  32  volunteers. 

Watsk  SuppLY—Source,  well,  4  blocks  froin 
business  center;  system,  pump  to  tank;  stdp. 
cap.  100,000  gals.,  material  used  in  cons,  wooo; 
quality  of  water,  good;  2  pumping  engines,  cap. 
per  day  1,850,000  gals.,  constructor  Fairbanks; 
mains,  cast  iron,  23}^  miles,  4  to  12  in.  dia.;  54 
hydrants;  22  valves:  meters,  total  number  176, 
drown  12,  Trident  156,  Hersey  Disc  1,  Keystone  6, 
owned  by  consumer;  226  services;  pipe,  galv. 
iron;  pressure,  dom.  50  to  60  lbs.,  fire  100  to  125 
lbs.;  consumption  per  day,  100.000  gals.;  cost  to 
construct,  $38,000:  int.  paid  on  bonds,  5  per  cent; 
cost  of  mtce.,  11,800;  works  belong  to  city. 

LAKE  CRYSTAL,  pop.  1,216;  fire  area,  160 
acres;  mercantile  bldjn.,  wood  and  brick,  1  and  2 
stories;  wooden  roots  not  permitted;  fireworks 
and  combustibles  ord.  Fire  depL— 1  b.  &  L  trucl^ 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,400  ft;  inferior,  aU  kinds,  100  ft.;  total  hose, 
1,500  ft;  fire  alarm,  electric;  value  of  dept 
equipment,  V.JSOO;  value  of  bldgs.,  1600;  tnn.  exp. 
of  dept,  $100;  total  mem.,  26  volunteers. 

Watbk  Supply — Source,  cistern,  in  business 
center;  res.  cap..  60,000  gals.;  pumping  ^''PSSt 
cap.  per  day,  60,000  gals.;  mams,  cast  iron.  3,800 
ft,  8  in.  dia.;  8  hydrants;  pressure,  fire  200  lbs.; 
cost  to  construct,  110,000;  bonded  debt,  110,000; 
int.  paid  on  bonds,  6  per  cent;  works  belong  to  Co. 

LAMBERTON,  pop.  1,000;  fire  area,  220  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 1 
hand  engine,  1  h.  &  L,  truck.  2  hose  carrtafi[es; 
hose,  cotton,  rubber  Imed,  good,  1.500  ft :  inferior, 
all  kinds,  600  ft;  total  hose,  2,000  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  11,600;  value  of 
bldgs..  $500;  ann.  exp.  of  dept.,  $100;  total  mem.. 
86  volunteers.  ^  „     .     ^     . 

Water  Supply— Source,  well,  m  busmess  cen- 
ter; system,  pump  direct;  stdp.  cap.,  2,100  bbls.; 
pumpmg  engmes,  cap.  per  day.  3,840  bbls.;  mains, 
•cast  iron.  %  of  a  mile,  6  in.  dia.;  12  hydrants; 
pressure,  fire  75  lbs.;  cost  to  construct,  $11,000; 
ann.  cost  of  mtce.,  $300;  works  belong  to  village. 

LANESBORO,  pop.  1,100;  fire  area,  40  acres; 
nereantile  bldgs.,  brick;  private,  brick  and  wood, 
*2  stories;  wooden  roofs  not  permitted.  Fire  dept 
— 1  h.  ft  I  truck,  2  hose  carriages;  how.  cotton, 
rubber  lined,  good  1.200  ft:  inferior,  all  kinds, 
800  ft;  total  hose,  1.600  ft;  fire  alanpi^bell;  value 
•of  dept  equipment  $7,000;  value  of  bldgs.,  $8,000; 
ann.  exp.  of  dept,  $150;  total  mem.,  82  volunteers. 

Watkr  Supply— Source,  springs;  system,  pump 
•to  res.;  stdp.  cap.  80,000  sals.,  material  used  in 
^ons.  stone;  res.  cap.  8,000  bbls.,  located  160  ft 
above  village;  pumping  engines,  cap.  per  day 
350.000  gals.,  constructor  Gould;  mains,  iron,  2^ 
miles.  4  to  8  in.  dia.;  18  hydrants;  4  Tslves;  pres- 
sure, dom.  96  lbs.,  fire  68  lbs.;  cost  to  construct. 
$25,000:  bonded  debt.  $18,000;  cost  of  mtce..  $100; 
works  belong  to  city. 

LE  ROY.  pop.  1,000;  fire  area,  410  acres.  Fire 
dept— 2  hose  carts;  hose,  1,800  ft;  value  of  equip- 
ment, $1,000;   value   of  bldgs.,  $900;  total  mem., 

22  volunteers.  ^  .   ^     •  « 

Water  Supply— Source,  tower  and  tank,  well; 
1  pump,  cap.  46,000  gals.  10  hours;  4  hydrants; 
5  valves;  40  services;  mains,  1%  miles;  pressure, 
dom  .30  lbs.,  fire  40  lbs.;  cost  to  construct,  $8,000; 
bonded  debt  $7,000;  ann.  cost  of  mice.,  $300; 
works  belong  to  city. 

LE  SUEUR,  pop.  1,960;  fire  area.  20  acres; 
mercantile  bldgs..  brick  and  wood.  1  to  8  stones; 
private,  brick  and  wood.  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated ; 
av.  fire  loss  per  yr.  for  3  years,  $8,867;  ay.  ms. 
involved  for  same  time.  $2,1«.  Fire  dept— 1  hand 
engine,  2  c  hand  ex..  1  h.  &  1.  truck.  1  Jose  wag- 
on* 8  kose  carriages;  hose,  cotton,  rubber  lined, 
goid.  750  ft;  inlerior.  all  kinds.  260  ft;  total 
Cose,  1.000  ft;  fire  alarm,  bell  "d  wh^stje;  vahae 
of  dept.  equipment  $1,026;  value  of  bldgs..  $4,000; 
ann.  exp.  of  dept,  $100;  total  mem.,  40  volunteers. 


Watbr  Supply— Source,  wells,  2)4  blocks  from 
business  center;  system  pump  to  stop,  and  direct; 
stdp.  cap.  160,000  gals.,  dim.  18  x  76.  located  on 
hill,  material  used  m  cons.,  steel,  buildcn  Chicago 
Bridge  ft  Iron  Co.;  quality  ot  water,  good;  1 
pumping  engine,  class  trip^  siae  7  x  8^  cap.  per 
day  600,000  ^als.,  constructor  Gould;  inaina,  cast 
iron,  2^  miles,  4  to  10  in.  dia.;  40  hydrants, 
Waterous;  U  vslves.  Waterous:  meters,  tonal  viun- 
her  87,  Buffalo  22,  Keystone  12,  Trident  Z,  owned 
by  city  and  consumer;  200  services;  pip«»  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  100  Iba.;  conaimip- 


tion,  per  day  60.000  gals.,  per  capita  80  gala.; 
to   construct    $80,000;    bonded    debt,    $80,000;    iot 
paid  on  bonds,  6  per  cent;  ann.  coat  of 
$3,000;  works;  belong  to  city. 


LE  SUEUR  CENTER,  pop.  1,000;  fire  area,  161 
acres.  Fire  dept— 1  h.  &  1.  truck,  2  hose  carts; 
hose,  900  ft;  value  of  equipment  $800;  value  of 
bldgs.,  $1,000;  ann.  exp.  of  dept,  *120;  total  mem., 
20  volunteers. 

Watsr  Supply— Source,  tanks;  1  pump,  cap. 
per  day,  20,000  gals.;  7  hydranta;  mahis,  8,000  ft.; 
pressure,  dom.  42  lbs.,  fire  42  lbs.;  cost  of  water 
works,  $6,000;  works  belong  to  dty. 

LITCHFIELD,  oop.  2,280;  fire  arca^  640  acres; 
mercantile  bldgs.,  onck,  2  stories;  private,  wood, 
2  stories:  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— 1  c  easine,  1 
hose  wagon,  2  hose  carriages;  hose,  cottonj  iuLLci 
lined,  good  2J500  ft;  rubber,  good  760  ft:  mferior, 
all  lands,  600  ft;  total  hose,  8»750  ft;  hrc  alana, 
bell  and  whistle;  value  of  dept  equipment  (UMHO; 
value  of  bldgs.,  $4,000;  ann.  exp.  of  dept.  «2i5; 
total  mem.,  60  volunteers;  underwriters'  rating, 
third  class. 

Water  Supply — Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.:  stdp.  cap.  67,000  gals., 
dim.  18  X  26,  material  used  in  cons,  wood,  build- 
ers Fairbanks,  Morse  Co.;  quality  of  water,  hard: 
2  pumping  engines,  class  dup.,  cap  per  day  150.009 
gals.,  constructors  Smith- Vaile;  mains,  cast  iron, 
8H  miles,  4  to  8  in.  dia.;  29  hydrants;  8  valves; 
meters,  total  number  110,  Crown,  owned  by  con> 
sumer;  180  services;  pipe,  galv.  iron;  pressure. 
dom.  48  lbs.,  fire  100  lbs.;  consumption  per  day, 
^,000  gals. ;  cost  to  construct,  $iO,000;  boadeid 
debt,  $19,000;  int.  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $2,500;  works  belong  to  city. 


LITTLE  FALLS,  pop.  7.000;  fire 
acres;  mercantile  bldgs.,  brick,  1  to  8 
private,  wood,  2  stories;  wooden  roofs  not 
mitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dept.— 2  c  engines.  6  c  hand  ex.,  1  h.  ft  L 
truck,  4  hose  carriages;  nose,  cotton,  rubber  lined, 
ffood,  8,600  ft. ;  rubber,  good,  2,600  ft :  total  hose, 
6,100  ft;  fire  alarm,  bell  and  whistle;  value  of 
bldgs.,  $16,000;  total  mem.  1^  paid  full  time  8, 
volunteers  126. 

Watsr  Supply— Source,  river,  in  buaincas  cen- 
ter; system,  pump  direct;  quality  of  wat^  food; 
2  pumping  engines,  cap.  per  day  2,250,000  gnla.. 
constructor,  Gordon;  mains,  cast  iron,  10  miles. 
6  to  8  in.  dia.;  66  hydranta,  Holyoke;  SO  valves; 
294  services;  pressure,  dom.  60  lbs.,  fiure  100  lbs.; 
works  belong  to  Co. 

LONG  PRAIRIE,  pop.  1,800.  Fire  dept— 1  h. 
&  1.  truck,  2  hose  carts,  1  c  engine;  fire  alarm, 
telephone;  hose,  1,500  ft;  total  mem.,  25  volun- 
teers. 

Watbr  Supply— Source,  wells;  system^  gravity, 
pump  to  res.  and  direct;  res.  cap.  S,vOO  bbla.; 
pumping  engines,  cap,  per  day  600,000  sals.: 
mains,  1%  nules,  4  to  8  in.  dia.;  19  hydrants:  28 
services;  pressure,  dom.  60  to  66  lbs.,  fire  100  lbs.; 
cost  to  construct,  $11,000;  int.  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.,  iroO;  works  belong 
to  village. 

LOWRY,  pop.  800;  fire  area,  10  acres.  Fire 
dept.— 1  steamer,  2  hose  carts;  hose,  1,000  ft;  value 
of  equipment  ^.000;  value  of  bldg.,  $6,000;  ann. 
exp.  of  dept,  $200;  total  mem.,  16  volunteers,  paid 
part  time. 

Water  Supply— Source,  d stems  and  tanks; 
bonded  debt,  $2,500;  int.  paid  on  bonds,  4  per 
cent;  works  belong  to  city. 

LUVERNE,    pop.    8,200;   fire   area,   640  acres; 

mercantile  bldgs.,  brick  and  stone,  1  to  8  sMries; 
private,  wood  and  stone,  2  stories;  wooden  roofs 
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not  permitted  in  fire  area;  fireworks  and  com' 
bustiolea  ord.;  av.  fire  lots  per  yr.  for  Z  years, 
1900;  ay.  ins.  involved  for  same  time,  $7,8ff7.  Fire 
dept.— 1  hand  engine.  1  c  en^ne,  6  c.  hand  ex., 

1  h.  &  1.  truck,  4  hose  carnages;  hose,  cotton, 
rubber  lined,  good,  1,700  ft.;  inferior,  all  kinds. 
1,000  ft;  total  hose,  2,700  ft.;  fire  alarm,  bell  and 
whistle;  value  ol  dept.  equipment,  |7,000;  value  of 
bldgs.,  $9,600;  ann.  exp.  of  dept,  |S0O;  total  mem., 
49  volunteers. 

Water  SuppLV^Source,  wells;  system,  pump  to 
stdp.;  stdp.  caj).  128,000  gals.,  builders  Kenney 
Bros.,  2  pumping  engines,  cap.  per  day  160,000 
gals.,  constructor  Gordon:  mains,  cast  iron,  6 
miles,  4  to  10  in.  dia.,  Addyston:  86  hydrants, 
Mathews;  14  valves;  meters,  total  number  260, 
National;  260  services:  pipe,  galv.  iron;  pressure, 
dom.  <R>  lbs.,  fire  120  lbs. :  cost  to  construct,  I36,- 
000;  int.  paid  on  bonds,  o  per  cent;  ann.  cost  of 
mtce.,  11,700;  works  belong  to  city. 

LYLE,  pop.  500.     Fire  dept— 1  h.  &  1.  truck, 

2  hose  carts;  hose,  1,100  ft;  total  mem.,  26  volun- 
teers. 

Watsr  Supply— Mains,  2,200  ft.;  cost  to  con- 
struct, $8,000;  works  belong  to  city. 

MADELIA.  pop.  1.400;  fire  area,  600  acres^; 
mercantile  blags.,  orick  and  wood,  2  stories;  pri- 
vate, brick  and  wood,  3  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com* 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 2  c  hand  ex.,  1  h.  &  1.  truck,  f  hose  wag- 
ons, 2  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1,500  ft. ;  fire  alarm,  whistle,  1  box:  value 
of  dept.  equipment,  $1,000;  ann.  exp.  of  dept, 
^150;  total  mem.  30,  volunteers  90. 

Watbk  Supply— Source,  wells,  ^  mile  from 
business  center:  system,  pump  direct  to  mains: 
stdp.  cap.  69,000  ^s.^  dim.  18  x  28;  quality  oi 
water,  good;  2  pumpmg  engines,  cap.  per  dav 
180,000  gals.;  mams,  cast  iron,  2%  miles,  4  to  8 
in.  dia.;  22  hydrants;  meters,  total  number  24, 
owned  by  city  and  consumer;  80  services;  pipe, 
cast  iron;  pressure,  dom.  48  lbs.,  fire  100  lbs.; 
cost  to  construct,  $17,600;  bonded  debt  $16,000; 
int.  paid  on  bonds^  6  per  cent;  cost  of  mtce.,  $660; 
works  belong  to  city. 

MADISON,  pop.  2,000:  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick  ana  wood,  2  stories;  wooden 
roofs  permitted;  fire  works  and  combustibles  ord. 
Fire  dept — ^1  steamer,  2  chem.  engines,  1  h.  £L  1. 
truck,  2  hose  carriages.  3  c.  ex.;  hose,  cotton, 
rubber  lined,  good,  1,850  ft:  fire  alarm,  bell; 
value  of  dept  equipment,  $6,500;  value  of  bldgs., 
$1,000;  total  mem.,  24  volunteers. 

WAn-BR  Supply— Source,  wells,  6  cisterns;  pump- 
ing engine. 

MAHNOMEN,  pop.  1.000.  Fire  dept.— 2  hose 
carts;  hose,  1,000  ft.;  total  mem.,  IS  volunteers. 

Water  Supply — Source,  well;  stdp.  cap.,  1,106 
bbls.;  mains,  760  ft,  6  in  dia.;  8  hydrants. 

MANKATO,  pop.  12,000:  fire  area,  84  blocks; 
mercantile  bldgs.,  wood,  IH  to  4  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated ;  fire  loss  for  1906. 
$6,566;  ins.  for  same  time,  $58,700.  Fire  dept— 1 
c  engine,  8  h.  &  1.  trucks,  2  hose  wagons,  6  hose 
carts,  8  horses;  hose,  cotton,  rubber  lined,  good 
4,800  ft;  rubber,  good,  700  ft.;  total  hose,  6,500  ft.; 
lire  alarm,  Gamewell,  19  boxes;  value  of  bldgs., 
$26,000;  ann.  exp.  of  dept,  $9,000;  total  mem.,  86, 
paid  full  time  7,  paid  part  time  8,  76  volunteers. 

Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  res.  and  direct' 
to  mains;  quali^  of  water,  good;  res.  cap.,  870,000 

Sals.,  located  on  hill;  2  pumping  engines,  cap.  per 
ay  300.000  gals.,  constructors  Knowles,  Holly; 
mains,  iron,  16.43  miles,  3  to  16  in.  dia.;  158  hy- 
ilrants;  96  valves;  meters,  total  number  964,  Crown 
774,  Nash  18.  Union  13,  Gem  5.  Trident  69,  Hersev 
I>isc  2,  Worthington  1,  Buffalo  1,  Columbia  11, 
Keystone  3,  owned  by  consumer;  1,164  services; 
pipe,  lead;  pressure,  dom.  90  lbs.,  fire  90  lbs.; 
consumption  per  day  1,000.000  gals. ;  cost  to  con- 
struct, $128,160;  bonded  debt,  $87,000:  int.  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $10,600;  works 
belong  to  city. 

MAPLETON,  pop.  1,008;  fire  area,  120  acres; 
xBcrcantile  bldgs.,  brick  and  wood,  2  stones; 
iirooden  roofs  not  permitted;  no  fireworks  and  com- 


bustibles ord.  Fire  dept— 8  c  engines,  2  h.  ft  L 
trucks,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good  1.600  ft:  mferiorrall  kinds,  600  ft; 
total  hose,  2400  ft;  fire  alarm,  bell;  value  of  dept 
eauipment  $2,000;  value  of  bldgs.,  $200;  ann.  exp. 
of  dept,  $75;  total  mem.,  22  volunteers. 

Water  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.  93,600  gals.;  pumping  engines, 
cap.  per  day  8,600  bbls.;  mains,  cast  iron,  2  miles, 
6  to  10  in.  dia.;  9  hydrants,  Qncinnsti:  8  valves; 
80  services;  pressure,  dom.  48  lbs.,  nre  48  lbs.; 
cost  to  construct,  $0,000;  int  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.,  $1,000;  works  be- 
long to  town. 

MARIETTA,  pop.  360;  fire  area,  80  acres.  Fire 
dept— 1  gasoline  engine,  1  hose  cart;  hose,  1,506 
ft.;  value  of  equipment  $3,000;  value  of  blast, 
$1,000;  ann.  exp.  of  fire  dept,  $100;  total  mem.,  a 
volunteers. 

Water  Supply— Source,  storage  tanks. 

MARSHALL,  pop.  2,068;  fire  area,  24  acres; 
mercantile  bldn.,  brkk,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 


Fire  dept— 1  c.  engine,  2  c.  hand  ex.,  1  aerial 
truck,  1  hose  wagon,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  1,860  ft:  fire  alarm,  tele- 
Ehone;  value  of  dept  equipment,  $6,800;  value  of 
Idgs.,  $4,000;  total  mem.,  52  volunteers;  under- 
writers' rating,   third  class. 

Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  res.  and  direct 
to  mains;  quality  of  water,  fair;  res.  cap.,  110,000 
gals.;  2  pumping  engines,  cap.  per  day  1,584,000 
gals.,  constructors  Gordon,  Blake;  mains,  oast 
iron,  196,000  ft.,  6  to  12  in.  dia.;  36  hydranta; 
meter,  total  number,  125  Crown;  126  services;  pipe, 
lead;  pressure,  dom.  40  lbs.,  fire  120  Ibs.j  cost  to 
construct,  $30,000;  bonded  debt  $26,000;  int.  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $1,000;  works 
belong  to  city. 

MAYER,  pop.  200;  fire  area,  2  acres.  Fire  dept 
—1  gasoline  engine,  1  h.  &  1.  truck,  1  hose  cart; 
value  of  equipment.  $1,700;  value  of  bldg.,  $2,000; 
ann.  exp.  of  dept,  $100;  total  mem.,  26  volunteers. 

Water  Supply— ^Source,  cisterns;  1  pump, 
Waterons  Engine  Co.;  cost  to  construct,  $2,000; 
works  belong  to  city. 

MELROSE,  pop.  1,800;  fire  area,  6  acres;  mer- 
cantile bldgs.,  Dnck^  8  stories;  private,  wood,  2 
stories;  wooden  roofs  not  permitted  in  fire  area; 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  1  aerial  truck,  2  hose 
wagons,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good.  1,600  ft;  inferior,  all  kinds,  260  ft; 
total  hose,  1J50  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,500;  ann.  exp.  of  dept,  $660;  total 
mem.,  31  volunteers - 

Water  Supply— Source,  mill  pond;  system, 
pump  direct;  Gould  pumping  engines;  mains,  H 
mile,  4  in.  dia.;  4  hydrants;  8  services;  pressure, 
dom.  80  lbs.,  fire  150  lbs.;  cost  to  construct,  $6,000; 
ann.  cost  of  mtce.,  $360. 

MILACA,  pop.  1,H)0;  fire  area,  640  acres:  mer- 
cantile bldgs.  brick  and  wood;  height  of  mer- 
cantile bldgs.  2  stories:  wooden  roofs  not  per- 
mitted in  fire  area;  av.  nre  loss  for  the  past  three 
yrs.,  $16,000;  av.  ins.  on  the  properties  burned 
per  yr.  during  same  period,  $8,166;  hose,  cotton, 
rubber  lined,  good  1,000  ft.;  total  hose,  1,600  ft; 
fire  alarm,  whistle;  2  boxes;  value  of  dept  equip* 
ment,  $2,000;  value  of  bldgs.,  $1,000:  ann.  ex.  of 
dept,  $500;  volunteer;  underwriters'  rating,  first 
class. 

Water  Supply— Source,  running  river,  ^  mile 
from  business  center;  system,  direct  pump  pres- 
sure; quality  of  water,  soft;  2  pumping  engines; 
cap.  per  day  60,000  gals.,  constructor  Rumsey; 
mains,  miles  laid,  5;  blocks;  hydrants,  5;  fire 
pressure  80  lbs. ;  dom.  pressure  55  lbs. ;  cost  to  con- 
struct, $60,000;  bonded  debt,  $10,000;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $3,500;  works 
belong  to  village. 

MINNEAPOLIS,  i>op.  262,000;  fire  area,  66 
square  miles;  mercantile  bldgs.,  stone,  brick  and 
wood,  1  to  12  stories;  private,  stone,  brick  and 
wood,  2  stories;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  3  yrs.,  $841,130.89;  av.  ins.  for  same  time,  $10,- 
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864,428.  Fire  dept.~2S  steamen,  11  comb,  c  &  b. 
wagons,  11  c.  engines,  80  c.  hand  ex.,  6  reserve  h. 
&  1.  trucks,  8  aerial  trucks,  1  water  tower,  lj8 
bose  wagons,  11  hose  carriages,  reels,  etc.  218 
horses:  hose,  cotton,  rubber  lined,  good,  66,000 
ft.;  rubber,  good,  ll.OOO  ft:  toUl  hose,  67,000  ft; 
fire  alarm,  Gamewell,  841  boxes;  value  of  dept 
equipment,  9498i380;  value  of  bldgs.,  1896,778;  ann. 
exp.  of  dept,  $460,018*,  toUl  mem.  870,  paid  full 
time;  underwriters'  ratmg,  first  class. 

Watbe  Supply— Source,  river,  6  miles  from 
business  center:  svstem,  pump  direct  and  res. ; 
stdp.  cap.,  96,006,000  nls.;  quality  of  water,  good; 
located  on  Columbia  neigbts;  4  pumping  engines, 
cap.  per  daj  86,000,000  gals.,  constructors  HolW, 
Worthington.  Strotteman:  mains,  cast  iron,  866.1 
miles,  6  to  60  in.  dia.;  4,190  hydrants;  8,S42  valves; 
meters,  total  number  26,132,  Crown  w,  Nash  6,474, 
Hersey  Rotary  707,  Trident  6,126,  Keystone  18,091, 
Hersey  Torrent  4,  Thomson  299,  Worthington  88, 
Columbia  8,  Pittsburg  48,  Lambert  209^iagara  16, 
"Pgh"  48.  owned  by  consumer:  86,000  services; 
pipe,  lead  J  nressure,  dom.  75  lbs.;  consumption 
per  day  17,881,917  gals.,  per  cap.  66  4-6  gals. ;  cost 
to  construct  |6.0J»,860;  bonded  debt,  $1,980,000; 
int.  paid  on  bonds,  4  per  cent;  cost  of  mtce.,  $160,- 
000;  works  belong  to  city. 

MINNEOTA,  pop.  1,000;  fire  area.  10  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  sto* 
riea;  private,  wood,  IVi  stories;  wooden  roofs  not 
permitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 2  c  engines,  6  c.  hand  ex.,  1  h.  &  L 
truck,  hooks,  ladders  and  bucketa;  hose,  cotton, 
rubber  lined,  good.  LlOO  it:  inferior,  all  kinds, 
100  ft;  total  hose,  1,2(X)  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $2,066;  value  of  bldgs.,  $7,000; 
total  mem^  40  voluntcera. 

Watsk  Supply— Source,  wella»  600  ft  from  busi- 
ness center;  si^tem.  pump  to  stdp.  or  direct: 
stdp.  cap.  61,000  gals.,  dim.  20  x  24;  quality  of 
water,  good;  1  pumpmg  engine,  cap.  per  day, 
40,800  nls.;  mains,  iron,  9,668  ft,  6  to  8  in.  dia.; 
20  hydrants;  9  valves:  meters,  total  number  20, 
owned  by  consumer;  a  services:  pipe,  galv.  iron; 
pressure,  dom.  40  lbs.,  fire  160  lbs.;  consumption 
per  day,  10,000  gals.;  cost  to  construct.  $18,000: 
Bonded  debt,  $lo,000;  int.  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $1,000;  works  belong  to  city. 

MONTEVIDEO,  pop.  8,600:  fire  area,  16  acres; 
mercantile  bldgs.,  wood  and  brick,  1  to  8  stories; 
private,  wood,  IH  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  and  combustibles  ord.;  causes 
of  fires  not  investigated.  Fire  dept— 2  c  hand 
ex.,  1  h.  &  1.  truck,  Z  hose  carriages;  hose,  rub- 
ber, good,  2,000  ft;  inferior,  all  kinds,  600  ft; 
total  hose,  2,600  ft;  fire  alarm,  bell  and  whistle; 
vi^ue  of  dept.  •equipment,  S3,000;  value  of  bldgs., 
$17,000;  total  mem.,  44  volunteers;  underwriters' 
rating,  second  class. 

Watbk  Supply — Source,  springs,  2  miles  from 
business  center;  system,  gravity,  pump  to  res. 
and  stdp.;  stdp.  dim.  28  x  88;  materisil  used  in 
cons,  steel;  quality  of  water,  fine;  2  pumping 
engines,  constructors  Ramsey  and  Fairbanks- 
Morse  Co.;  mains,  cast  iron,  2  miles,  4  to  12  in. 
dia.;  38  hydrants;  18  valves;  meters,  total  number 
106,  Crovm  1,  Nash  4,  Union  2,  Trident  81,  Buf- 
falo 12,  Keystone  10,  owned  by  city;  145  services; 
pipe.  galv.  iron;  i>re88ure,  dom.  35  to  70  lbs.,  fire 
70  lbs.;  consumption  per  day,  100,000  gals.;  cost 
to  construct,  $30,000;  bonded  debt  $25,000;  int 
paid  on  bonds,  4  per  cent;  works  belong  to  city. 

MONTGOMERY,  pop.  1.183;  fire  area,  640 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  3 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — ^1 
hand  engine,  1  h.  &  1.  truck,  8  hose  camaffes; 
hose,  cotton,  rubber  lined,  ffood,  760  ft.;  rubber, 
good,  800  ft;  total  hose,  1,060  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $1]000;  value  of  bldgs., 
$6,000:  ann.  exp.  of  dept,  $180;  total  mem.  80, 
paid  lull  time. 

Watbr  SupPLY-^Source,  well,  in  business  cen- 
ter; system,  pump  to  res.  and  direct;  stdp.  cap. 
47,250  gals.,  builders  Fairbanks,  Morse  Co.;  qual- 
ity of  water,  good;  res.  cap..  46,000  gals.;  pumping 
engines,  cap.  per  day  1S,000  gals.;  mains,  cast 
iron,  1%  miles,  4  to  8  in.  dia.;  16  hydrants;  me- 
ters, total  number  1.  Buffalo,  owned  by  consumer ; 
81  services;  pressure,   dom.  88  lbs.,  fire  88  lbs.; 


,   cost  to  oon- 
works  belong 


consumption  per  day.  20,000  gala.; 
struct,  $86,000;  cost  of  mtce.,  $679; 
to  city. 

MONTICELLO,  pop.  974;  fire  area,  106 
mercantile  bldgs.,  wood,  2  atories;  private,  wood, 
IH  itorics;  wooden  roofs  not  permitted;  ao  fire- 
works and  combustibles  ord.  Fiie  dept— 1  h.  ft 
L  truck,  2  hose  carriages;  hose,  cottoo,  rubber 
lined,  good,  UlOO  ft;  lire  alarm,  bell;  Talne  of 
dept  equipment,  $760:  total  ment,  16  volantecrs; 
underwriters'  rating,  fourth  class. 

Watbe  Supply— -aouroe,  wells;  system,  pump 
direct;  stdp.  cap.,  600  bbls.;  meters^  total  number 
40;  pressure,  oom.  60  lbs.,  fire  66  lbs.;  oost  to 
oonstmct,  $10,000;  works  belong  to  town. 

MOORHEAD,  pop.  4,975;  fire  area,  lJ60a  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  6  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; no  fireworks  and  combustibles  oid.;  causes 
of  fires  not  investigated.  Fire  dept— 2  c  hand  ex., 
1  h.  ft  L  truck,  1  hose  wagon,  4  horses;  hose, 
cotton,  rubber  lined,  good  2»600  ft;  inferior,  all 
kinds,  1,600  ft;  total  hose,  4,000  ft;  fire  alarm, 
electric  13  boxes:  value  of  dept.  equipment, 
$7,000;  value  of  bldgs.,  $2,000;  ann.  exp.  of  dept.. 
$1,400;  total  mem.,  84  volunteers;  underwriters' 
rating,  third  class. 

Watsk  Supply— Source,  river;  system,  jmmp 
direct;  ptimping  engines;  cap.  per  day  ^OOBjOOO 
gals.,  eonstructors  Blake,  Worthington;  mama,  4H 
miles,  4  to  12  in.  dia.;  66  hydrants,  Ludlow;  9 
valves;  meters,  total  number  140.  26  Tridrat  116 
Crown,  owned  by  dty;  pressure,  dom.  40  Iba.,  fire 
100  lbs.:  cost  to  construct,  $48,000;  ann.  cost  of 
mtce,  $6,000;  works  belong  to  city. 

MORGAN,  pop.  686;  fire  area,  80  acres;  bldgs., 
wood,  1%  to  2  stories:  wooden  roofs  per- 
mitted; nxeworics  ord.;  fiies  investigBted.  Firs 
dept-— 1  steamer,  160  fire  ex.,  1  h.  ft  L  truck  with 
equipments,  2  hose  carriages;  hose,  cotton,  good. 
900  ft;  inferior,  aU  kinds,  200  ft;  total  hose,  1.169 
ft.:  fire  alarm,  bell;  value  of  equipment,  $8,600; 
value  of  bldgs.,  9Bw;  ann.  exp.  of  dept,  $101; 
total  mem.,  16  volunteers;  underwriters*  rating 
third  class. 

Watbk  Supply— Source,  dstem;  system,  pump 
to  res.;  cap.  l,600gals.;  coat  of  worka,  $2,500:  aaa. 
oost  of  mtce..  $200. 

MORRIS,  pop.  2,200;  fire  area,  80O  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  no  fire> 
works  and  combustibles  ord.  Fire  dept— 1 
steamer,  1  h.  ft  L  truck,  X  hose  carriages:  nos^ 
cotton,  rubber  lined,  good,  1,700  ft;  inferior,  all 
kinds,  800  ft;  total  hose,  2,000  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept  equipment.  $2,006; 
value  of  bldgs.,  $1,000;  total  mem.,  26  volontecrs: 
Max  Trantow,  chief;  underwriters'  rating;,  third 
class. 

Watbe  Supply- Source,  wells,  1  mDe  from  busi- 
ness center;  system,  Pump  to  res.;  quality  of 
water,  good;  res.  cap.,  80.000  gals.;  2  pumping  en- 
gines, cap.  per  day  600,000  gals.,  constructor  Gould: 
mains,  cast  iron,  6%  miles,  4  to  10  in.  dia.;  47 
hvdrants.  Water  En^r.  Co.;  meters,  total  number 
20;  276  services;  pipe,  iron;  pressure  dom.  86 
lbs.,  fire  90  lbs.;  cost  to  ccmstruct  $40,000; 
bonded  debt,  $40,000;  int  paid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.,  $1,800;  works  belong 
to  city. 

MORTON,  pop.  866;  mercantile  bldgs.,  brick 
and  wood,  1  and  2  stories;  private^  bridt  and 
wood,  2  stories;  wooden  roofs  permitted  in  fioe 
area;  combustibles  ord.:   causes  of  fires   investi- 

rted.  Fire  dept— 1  h.  ft  1.  truck,  1  hand  engine, 
hose  carriages;  hose,  cotton,  rubber  lined,  good. 
2,000  ft;  inferior,  all  kinds,  600  ft;  total  bose. 
2,500  ft:  fire  alarm,  bell:  value  of  dept  equip- 
ment $1>000;  value  of  bldgs.,  $1,000;  total  mem.. 
40  volunteers. 

Watbk  Supply— Source,  spring;  system,  pump 
to  res.;  pumping  engines,  cap.  per  day  1,006  gals.; 
mains,  cast  iron,  1^  milea,  6  in.  dia.;  pressure,  fire 
60  lbs.;  cost  to  construct,  $9,000;  works  belonc  to 
village. 

NASHWANK,  pop.  IJOO;  fire  area,  UO  acres. 
Fire  dept— Hook  and  ladder  and  hose  cart;  value 
of  equipment,  $2,000;  value  of  bldgs.,  IS,QOO;  total 
mem.,  20  volunteers. 
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Watbk  SuYrLr— Source,  wellt:  system,  direct 
to  tuk.  pumps,  2,  constructors  Prescott  and  Car- 
nem;  18  hydrants;  18  Tahrcs:  mains,  1)4  miles;  cost 
to  construct.  $30,000;  bonded  debt,  126,000;  int. 
paid  on  bonds,  6  per  cent 


NEW  PAYNESVILLE,  pop.  1,200;  fire  area. 


combustibles  ord.;  causes  of  fires  inTesticatcd. 
Fire  dept— 1  h.  &  1.  truck,  2  c.  hand  ex.,  1  hose 
wagon,  2  hose  carriMes;  hose,  cotton,  rubber 
lined,  good,  1,200  ft;  fire  «larm.  bell  and  whistle; 
▼alue  of  dept.  equipment,  tt,O00;  yalue  of  bldgs., 
1200;  ann.  exp.  of  dept.,  $26;  total  mem..  40  toI- 
untecrs. 

Watsk  Supply— Source,  wells,  800  ft  from  busi> 
ness  center;  system,  pump  to  stdp.  and  mains; 
stdi>.  cap.  I,0u0  bbls.,  dim.  16  x  20;  pumping 
engine,  cao.  per  day  2^000  bbls.,  constructors 
Chandler  &  Taylor:  maans.  cast  iron.  %  mile. 
6  to  8  in.  dia.;  9  hydrants;  4  TalTCs;  meters,  total 
number  2,  Trident;  26  services;  pipe,  galT.  iron; 
pressure,  dom.  42  lbs.,  fire  100  lbs.;  consumption 

ger   day,   6.000  jgals.;   cost   to  construct.  110,000; 
onded  deot,  $8,000;   int  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $3,600;  works  belong  to  ci^. 

NEW  PRAGUE,  pop.  1,680;  fire  area,  340  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  6  stories; 
priyate,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com* 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept. — ^1  hand  engine,  1  h.  &  1.  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1.600  ft; 
inferior,  all  kinds,  100  ft;  toUl  hose.  1,700  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, $2,d00;  value  of  bldgs..  $2,600;  ann.  exp.  of 
dept.,  $200:  total  mem.,  40  volunteers. 

WATsa  Supply— Source,  well.  H  niile  from  busi- 
ness center;  svstem,  pump  direct  or  to  stdp.; 
stdp.  cap.  60,000  gals.;  pumping  engines,  cap.  per 
day  129,600  gals.,  constructors  Fairbanks,  Morse 
&  Co.;  mains,  cast  iron,  IH  miles,  6  to  8  in.  dia.; 
works  belong  to  city. 

NEW  RICHLAND,  pop.  760;  fire  area,  180 
acres;  mercantile  bldgs.,  hnck  and  wood,  1  and  2 
stories:  private,  brick  and  wood,  2  stories;  wood- 
en roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr,  for  1  yr..  $350;  av.  ms.  in- 
volved for  same  time.  $40ft  Fire  dept— 1  hand 
engine,  1  h.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,200  ft;  inferior,  all 
kinds.  400  ft;  total  hose,  1,600  ft;  fire  aUrm,  bell, 
whistle  and  electric;  value  of  dept  equipment. 
$20,000;  value  of  bldgs..  $4,000;  total  mem.  3l,  paid 
part  time  1;  volunteers  84. 

Watbk  Supply— Source,  well,  800  ft  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
66,000  gals.^  dim.  20  x  24,  material  used  in  cons, 
steel;  quahty  of  water,  good;  1  pumping  engine, 
class  gasoline,  cap.  per  dajr  90,000  gals.;  mains, 
cast  iron,  2  miles.  4  to  8  in.  dia.;  16  hydrants: 
8  valves;  meters,  total  number  1,  Trident,  owned 
by  consumer;  81  services;  pipe,  galv.  iron;  pres- 
sure, dom.  46  to  60  lbs.,  fire  46  to  60  lbs.;  con- 
stsnoption  per  dav,  13,750  JQils. :  cost  to  construct 
$14,9<2;  bonded  debt  $10,000jint  paid  on  bonds, 
4  per  cent;  cost  of  mtce.,  $820;  works  belong  to 


NEW  ULM,  pop.  6J00;  fire  area,  4,660  acres; 
mercantile  bldgs.,  orick  and  wood,  2  and  S  sto- 
ries; private,  onck,  VA  *nd  2  stories;  wooden 
roofs  permitted  in  nre  area;  fireworks  and  com- 
bastibies  ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  y.  for  8  ynL.  $2,680;  av.  ins.  involved 
for  same  time.  $11,848.  Fire  dept— 2  steamers,  1 
h.  &  L  truck,  8  c.  hand  ex..  2  aoial  trucks,  2  hose 
wmffons,  1  hose  carriage,  8  horses;  hose,  eotton, 
raocDer  lined,  good,  600  ft;  rubber,  good,  2,800  ft; 
totnl  hose,  1800  ft:  fire  alarm,  whistle  and  bell. 
16  boxes;  value  of  dept  equipment  $1^600:  value 
of  bldgs.,  $2,600;  ann.  exp.  of  dept,  $4,902;  total 
mem.,  46  volunteers. 

Watxk  Supply— Source,  wells.  1-6  mile  from 
business  center;  system,  pump  to  res.  and  stdp.; 


ia86  miles,  6  to  14  in.  dia.;  94  hydranU;  106  valves; 
meters,  tout  number  610,  Crown  1,  Nash  64,  Em- 
pire Ij  Heriey  Disc  4,  Thomson  3.  Worthington  70, 
Buffalo  268,  Keystone  38^  Niagaia  43,  owned  by 
consumer:  clO  services;  pipe,  lead;  pressure,  dom. 
46  to  80  lbs.,  fire  120  lbs.;  consumption  per  day, 
78,876  gals.;  cost  to  construct,  $89,0^;  works  be- 
long to  city. 

NORTHFIELD,  pop.  3,600;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord.;  causes  of  fires  investigated;  av.  fire 
loss  per  yr.  for  8  years,  $8,466;  av.  ins.  involved 
for  same  time,  $621  Fire  dept— 1  h.  &  L  truck, 
4  c  hand  ex.,  2  hose  wagons,  2  hose  carriages. 
6  horses :  hose,  rubber,  good.  1,600  ft. ;  inferior,  all 
kinds,  700  ft;  total  hose,  2,200  ft;  fire  alarm,  t>ell 
and  whistle;  value  of  dept  equipment  ^,000; 
value  of  bldgs.,  ^6,000;  ann.  exp.  oi  dept,  $1,000; 
total  mem.  Is,  paid  part  time  1,  volunteers  17. 

Watbr  Supply— source,  well,  4  blocks  from 
business  center;  system,  pump  to  stdp.  and  res.: 
stdp.  cap.  240,000  gals.,  dim.  36  x  36,  material  used 
in  cons,  steel;  quality  of  water,  good^l  pumping 
engine,  class  comp.,  cap.  per  day  1,226,000  gals., 
constructor  Gordon;  mains,  cast  iron,  8.2  miles, 
4  to  12  in.  dia.;  81  hydrants;  meters,  total  num- 
ber 146,  owned  by  consumer:  360  services;  pipe, 
lead;  pressure,  dom.  76  to  90  lbs.,  fire  76  to  90  lbs.; 
consumption  per  day,  200,000  gals.;  cost  to  con- 
struct $48,000;  bonded  debt  $«>.O0O;  int  paid  on 
bonds,  6  per  cent;  cost  of  mtce.,  $2,286;  works 
belong  to  city. 

NORTH  BRANCH;  bldgs,  wood.  Fire  dept— 1 
steamer,  1  h.  ft  1.  truck,  2  hose  carriages;  nose, 
1,800  ft.;  fire  alarm,  bell;  total  mem.,  26  volun- 
teers. 

Watbe  Supply— Source,  cisterns;  system,  pump- 
ing; cap.  res.,  800  bbls. 

NORTH  ST.  PAUL,  pop.  1,110:  fire  area.  160 
acres;  mercantile  bldgs.,  brick  and  wood,  2  sto- 
ries; private,  wood,  1^  stories;,  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept 
—1  c.  en^ne.  2  c  hand  ex.,  1  h.  &  1.  truck,  2 
hose  carnages;  hose,  cotton,  rubber  lined,  good. 
1,660  ft;  nre  alarm,  bell  and  whistle;  value  of 
dept  equipment,  $82000;  value  of  bldgs.,  $3,000; 
ann.  exp.  of  dept.,  $140;  total  mem.  12,  paid  part 
time. 

Watxk  Supply— Source,  lake  and  wells;  system, 
pump  to  res.;  res.  cap.,  66,000  gals.;  pumping  en- 

Slnes,  cap.  per  dajr  1,100,000  gals.,  constructors 
lake  and  Smith- Vaile;  mains,  i  miles,  6  to  10  ia. 
dia.:  20  hydrants.  Wood;  meters,  tots!  number 
4,  Worthington,  Hersey;  pressure,  dom.  26  lbs., 
fire  60  to  80  lbs. :  consumption,  per  day  10,000  gala., 
per  capita  10  ^s.;  cost  to  construct,  ^,000;  ann. 
cost  of  mtce.,  $1|000;  works  belong  to  town. 

OLIVIA,  pop.  1|200;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick  and  wood,  IVi  to  8  stories; 
private,  wood,  IH  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept— 
1  steamer,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good  1,600  ft:  fire  alarm,  bell;  value  of 
dept  equipment  $8,000;  value  of  bidga.,  $2,000; 
total  mem.,  80  volunteers;  underwriters*  rating, 
third  class. 

Watxk  Supply— Source,  well,  1-8  mile  from 
business  center;  system,  pump  direct  to  maina: 
stdp.  cap.  76,000  gals.,  dim.  20  x  26,  material  used 
in  cons,  wood  and  steel:  quality  of  water,  good; 
res.  cap.,  76,000  gals.;  1  pumpmg  engine,  class 
dup.,  cap.  per  day  6,000  gals.,  constructors  Fair^ 
banks,  Mpne]  mains^^cast  iron,  8  miles.  4  to  8 


ucs,  Morse:  mams,  cast  iron,  8  miles.  4 
dia.;  17  hydrants;  10  valves;  meters,  total 


num* 


her  26,  Buffalo,  owned  by  consumer;  28  services: 

J>ipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire  100 
bs.;  consumption  per  day,  6,000  gals.:  cost  to 
construct,  $8,000;  cost  of  mtce.,  $260;  works  belong 
to  village* 

ORTONVILLE,  pop.  1.600;  fire  area,  160  acres: 
mercantile  bldgs.,  stone,  bride  and  wood,  1  to  8 
stories;  private,  stone,  orick  and  wood,  IH  ito- 
ries^  wooden  roofs  permitted  in  6x%  area;  causes 
of  lures  investigated.  Fire  dept— 1  c  cngme,  1  h. 
&  L  truck.  8  hose  wagons,  8  nose  carriages:  hose, 
cotton,  rubber  lined,  good,  1,600  ft;  inferior,  all 
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kinds,  1.000  ft. ;  total  hose,  2,G00  ft ;  fire  alarm,  bell 
and  whistle;  total  mem.,  39  Tolunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  100,000  gals.;  1  pumping  engine; 
mams,  1^  miles;  19  hydrants;  126  services;  pres* 
sure,  dom.  73  lbs.,  fire  70  lbs.;  consumption  per 
day  45,000  gals.,  per  capita  26  gals.;  cost  to  con- 
struct, $24,000;  ann.  cost  of  mtce.,  $3,600;  works 
belong  to  city. 

OSAKIS,  pop.  1.200;  fire  area,  16  acres;  mer- 
cantile bldgs.,  oricK  and  wood.  1  and  2  stories; 
private,  wood,  V/k  stories;  wooden  roofs  not  per- 
mitted  in  fire  area;  fireworks  ord.;  causes  of  fires 
investigated.  Fire  dept.~l  steamer,  1  h.  &  L 
truck,  6  hand  pumps,  1  supply  wagon,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,400 
ft;  fire  alarm,  whistle;  value  of  dept  equipment 

g,200;  value  of  bld^s.,  $200;  ann.   exp.  of  dept, 
00:  total  mem.,  13d  volunteers. 
Water  Supply— Source,    lake,    wells;     svstem, 

Sump  to  stdp. ;  stdp.  cap.,  100,000  ^s. ;  Fairbanks- 
[orse  duplex  steam  pumping  engines;  8  hydrants; 
pressure,  fire  160  IJts.;  cost  to  construct,  $12,000; 
ann.  cost  of  mtce.,  $400. 

OWATONNA,  pop.  6,000 {  fire  area,  140  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  3 
stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  areaj  av.  fire  loss  per 
yr.  for  1  year,  $20,000;  av.  ins.  involved  for  same 
time,  $20,000.  Fire  dept— 1  h.  &  1.  truck,  1  comb. 
c.  &  h.  wagon,  3  hose  carriages;  total  hose,  2,600 
ft;  fire  alarm,  Game  well,  16  boxers;  value  ot  dept 
equipment,  $10,000;  value  of  bldffs.,  $3,900;  ann. 
exp.  of  debt.,  $1,600:  total  mem.,  2C  volunteers. 

Water  Supply — Source,  well,  %  mile  from  busi- 
ness center;  system,  pump  direct  to  mains;  stdp. 
cap.  132,000  ^als.,  dim.  16  x  100,  material  used  in 
cons,  boiler  iron;  filters  in  as  pumped;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  dav 
2,000,OiOO  gals.,  constructors  Smith- Vaile  and  Smed- 
ley;  mains,  cast  iron,  18  miles,  4  to  10  in.  dia.: 
106  hydrants;  84  valves;  meters,  total  number  60, 
Crown  40.  Nash  4.  Hersey  Disc  3,  Thomson  6. 
Pittsburg  2,  Keystone  2,  owned  by  consumer  and 
city;  876  services;  pipe,  galv.  iron;  presure,  dom. 
66  lbs.,  fire  66  lbs.;  consumption  per  dav,  410,000 

Sis.:  cost  to  construct,  $83,989;  bonded  debt,  $30,- 
);  int.  paid  on  bonds,  5  per  cent;  cost  of  mtce., 
$6,231;  works  belong  to  city. 

PARK  RAPIDS,  pop.  2,000;  fire  area,  4  blocks; 
mercantile  bldgs.,  1  to  8  stories;  private  dwellings, 
wood.  2  stories;  wooden  roofs  are  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  jrr.  for  the 

fast  3  yrs.,  $1,000.  Fire  dept.— 4  nose  carriages, 
h.  &  1.  truck;  hose,  rubber  lined,  ^ood,  8,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $2,000; 
ann.  exp.  of  dept,  $350;  total  mem.,  30  volunteers. 
Water  Supply— Source,  river,  hi  mile  from 
business  center;  system,  direct  pressure;  quality 
of  water,  good;  pumping  engines  1,  class  4,  cap. 
per  day  160,000  gals.;  mams,  cast  iron,  6  blocks,  4 
to  6  in.  dia.;  5  hydrants;  4  valves;  service  pipe, 
galv.  iron;  pressure,  dom.  40  lbs.,  fire  150  lbs.; 
cost  to  construct  works,  $10,000;  bonded  debt, 
$6,000;  int.  paid  on  bonds,  4  per  cent;  ann.  cost 
of  mtce.,  $1,000;  works  belong  to  village. 

PELICAN  RAPIDS,  pop.  1.160;  mercantile 
bldgs..  brick  and  wood;  wooden  roofs  permitted. 
Fire  aept— 1  steamer,  1  c.  engine,  1  h.  &  1.  truck. 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,600  ft;  fire  alarm,  bell  and  whistle;  total  mem., 
35  volunteers. 

Water  Supply— Source,  river;  no  water  works. 

PERHAM,  pop.  1,600:  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  8  stories;  pri- 
vate, brick  and  wood,  t  stories;  wooden  roofs 
not  permitted  in  fire  area:  fireworks  and  com- 
bustioles  ord.;  causes  of  fires  investigated; 
fire  loss  for  1  year,  $1,600;  ins.  involved  for 
same  time,  $800.  Fire  dept— 1  c  engine,  1  h. 
&  1.  truck,  1  aerial  truck,  2  hose  carriages:  hose, 
rubber,  good,  3,000  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $8,600;  value  of  bldgs.. 
$4,000;  ann.  exp.  of  dept,  $400;  total  mem.,  88 
volunteers. 

Water  Supply- Source,  well;  system,  pump 
direct;  pumping  engines,  cap.  per  day  SBO.OOO 
gals.;  mains,  1  mile,  6  in.  dia.;  8  hydrants;  press- 


ure, fire  90  lbs.;  cost  to  construct,  $6,000;  int  pnd 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  |N0; 
works  belong  to  city. 

PIPESTONE,  pop.  8,140;  fire  area,  64  acres; 
mercantile  bldgs.,  brick  and  wood,  8  and  8  ito- 
ries;  private,  wood,  VA  stories;  wooden  roofs 
permitted  in  fire  area;  combustibles  ord.;  csosei 
of  fires  investigated.  Fire  dept— 2  c  engines,  I 
c.  hand  ex.,  1  h.  &  1.  truck,  8  hose  carrisges; 
hose,  cotton,  rubber  lined,  good,  1,000  ft;  in- 
ferior, all  kinds,  700  ft;  total  hose,  1,700  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
$2,600;  value  of  bldgs.,  $4,000;  ann.  exp.  of  dept, 
PXO;  total  mem.,  60  volunteers. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  90,000  gsls.. 
dim.  18  X  lOO,  located  8  blocks  from  post  office, 
material    used   in    cons.,   iron;   quality   of  water, 

!^ood;  res.  cap.  176,000  gals.,  located  two  blocb 
rom  post  oflice;  stdp.  cap.  86,000  ^als^  dim.  of 
stdp.  18x100;  8  pumping  engines,  size  5xlOx2S, 
10x6x9Hf  cap.  per  day  1«000,000  gals.,  construe 
tor  Deane;  mains,  cast  iron.  4  to  8  in.  dia.;  IS 
hydrants.  Chapman,  Alaska,  Eddy;  44  valves;  me- 
ters, total  number  84,  Worthington  4,  Keystose 
13;  400  services;  pipe,  galv.  iron;  pressure,  dom. 
30  to  45  lbs.,  fire  80  to  46  lbs.;  consumption  per 
day  40,000  gsls.,  per  capita  20  gals.;  cost  to  con- 
struct, $50,000;  bonded  debt,  $20,000;  int  paid  on 
bonds,  4^  per  cent;  ann.  cost  of  mtce.,  $3,060; 
works  belong  to  city. 

PLAINVIEW,  pop.  1,160;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  2  sto> 
ries;  private,  brick  and  wood,  8  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  ittvcstigatcd; 
av.  fire  loss  per  yr.  for  1  year,  $12,000:  av.  ins.  in- 
volved for  same  time,  $400,000.  Fire  dept— 1  h.  ft 
1.  truck,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,200  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $1,390;  value  of  bldgs., 
$2,200;  ann.  exp.  of  dept,  tl^i  total  mem.,  81  vol- 
unteers. 

Water  Supply— Source,  wells,  in  btisiness  cen- 
ter; system,  pump  to  res.;  ret.  £BPm6S,000  gals.; 
pumping  engines,  cap.  oer  day  880,000  gals.,  con- 
structors Fairbanks.  Morse  &  Co.;  mains,  Vk 
miles,  4  to  8  in.  dia.:  81  hydrants,  Wateroos; 
meters,  total  number  18,  Thomson;  ITS  serriees: 
pipe,  galv.  iron;  pressure,  dom.  tf  lbs.,  fire  41 
lbs.;  cost  to  construct,  $21,000;  int  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  ImOO;  worics  b» 
long  to  village. 

PLATO,  poi>.  800;  fire  area,  40  acres.  Fire  dept. 
—1  chem.  engine,  hook  and  ladder.  1  hoae  cart; 
value  of  equipment,  $2,600;  value  of  blds^  $1*009; 
ann.  exp.  of  dept,  $2,600;  total  mem.,  16  volun- 
teers. 

Water  SuppLV-^ource,  8  cisterns  of  800  bbls. 
each. 

PRESTON,  pop.  1,700;  fire  area,  160  acres;  mer- 
cantile bldgs.,  brick  and  wood.  1  to  4  stories; 
private,  brick  and  wood,  1  and  8  storiea;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  mvestigatcd:  av. 
fire  loss  per  jrr.  for  8  years,  $889;  ar.  ins.  inveiived 
for  same  time,  $108.  Fire  dept— 1  h.  ft  L  tni^ 
8  hose  carriages:  hose,  rubber,  good,  1,960  ft; 
inferior,  aU  kinds,  200  ft:  total  hose,  S|300  fL; 
fire  alarm,  bell;  value  of  dept  equipment,  $SJB00: 
value  of  bldgs.,  $1,400;  ann.  exp.  of  dept,  $76; 
total  mem^  8u  volunteers. 

Water  Supply— 'Source,  spring;  syitemf  gnw» 
itj  to  res.;  rea.  cap.,  190.000  gals.;  pvafung  ca> 
gmes,  cap.  per  day  760.000  fsls.,  oonstroccor  B«f 
nUo;  mains,  8H  miles,  4  to  8  in.  diau:  80  hydrantt: 
166  servfces;  pressure,  dom.  66  to  86  Ibe.,  fire  m 
to  86  lbs.;  cost  to  construct,  $84,000;  int  paid  ea 
bonds,  6  per  cent;  works  belong  to 


PRINCETON,  pop.  1,819;  fire  area,  880  acres; 
bldgs.,  brick  and  wood,  2  stories;  wooden  roofi 
permitted;  no  fireworks  and  combustibles  ord. 
Fire  dept.— 1  c  engine,  1  h.  ft  1.  truck,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1.809 
ft.;  fire  alarm,  whistle;  value  of  dept  eqnipnient 
$4,600;  value  of  bldgs.,  $8,000;  total  mem.,  SO  vohu- 
teers. 

Water  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.   cap.,  76,000  gals.;  pumping  engines. 
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cap.  per  du  Kn.OOO  gala.;  maini,  IK  mile,  4  to  g 
in.  duTi  IB  hydrant.;  pi'pe,  caU  iron;  pra.ure, 
fire  4G  lbi.1  coit  to  coutmcl,  120,000;  tno.  coat  of 
mtcc,  tSOO;  work*  belODi  to  lawn. 

RED  U^KE  FALLS,  pop.  1,000;  mercaQtilt 
hldgs.,  brick  aod  wood,  1  and  I  Moriu;  private, 
wood,  I  and  t  ■toriea;  wooden  rooin  permitled  in 
fire  ■Tea:  firework)  and  cDmbuitiblei  ord.;  a*, 
firt  loss  per  yr.  lor  the  pa«  3  y!)„  MJOtt; 


depL— 1  Iteamer,  S  c.  hi 

boic  uiriagea;  hoae,  c< 

3,000  ft.;  valve  of  dept.  cquipiacni,  h.i, 

of  depL  bldga.,  11,000;  ino.  tip.   of  di 

Watii  ^urrLf— Not  reported. 


I.U.I,  fiOjlfco.  ■  Fire 
.,  1  h.  &  I.  track,  4 
rubber  lined,  good. 
M,000;   Tllue 


[   h.    &   1.    track,  4   1 


ruMier  lined,  good,  7,(Q0  It. ;  rabber,  aooJ,  ISO  It.; 
total  bote,  7;%a  It;  fire  alarm,  Cfamewell.  fl 
boxei;  value  of  depL  equipment.  tg,TOO;  valoe  of 
bldga.,  tlS,D0O;  ann.  up.  of  dept.,  KMOt  total 
mem.  GG,  paid  full  lime  2,  paid  part  time  6S;  un- 


oi  water,  gooa;  tea.  cap.  i: 
ing  enginei,  cl*M  vertic  I 
S.OOO.OOlf  gall.,   conatractot. 


REDWOOD  FALLS,  pop.  1,802;  fire  area,  10 
acre*;  mercantile  bldga.,  brick,  1  to  t  itonea; 
private  bldga..  wood,  2  atoriea;  wooden  roofa  not 
permitted;  no  fireworka  and  combuatiblea  ord.; 
caiiaea  oi  firea  not  investigated.  Fire  dept. — 1 
b.  &  L  track,  Z  hoae  carriages;  hoK,  conan, 
rubber  lined,  good  !,»»  ftj  fire  alarm,  bell; 
raloe  of  dept.  equipment,  1200;  nltie  of  bldga., 
tlSO;  lOD.  cxp.  ol  dept.,  SB;  total  mem.,  K  volnn- 

Wati*  Sufply— Source,  sprisga,  river,  1^  milei 
from  boaioeia  center;  tjntca,  pump  to  itdp.;  itdp. 
cBp.,  100,000  gall.;  material  uaed  in  cona.  ateel, 
buildera  Chicago  Bridge  &  Iron  Co.;  oualitT  <" 
water,  good;  1  pumping  engine,  claaa  boriiontal 
duplex.  liie  IS  X  1S$  x  lOU.  cap.  per  day 
2,(00,000  gala.,  cooMructor  Corlon:  maina,  cast 
iron.  OK  milea.  4  Co  10  in.  dia.;  42  bydranta.  Wood; 
18  valve*,  Waoi,  Crane.  Enberg;  nKtere,  total 
number  IBO,  Crown  20,  Heriey  Rotary  2,  Heiiey 
Disc  1,  BnSalo  10,  Keyitone  ISO,  Tridoit  1,  Naafa 
1,    owned  by  city;  100  lervicei;   pipe,   lead,  iron; 

presaore,  dam.  ES  Iba..  fire  175  Iha.'   '  — 

-  -  -  -"--■  280.000  gala.,  p *"" 

ct,  140.000;  bond 

..  11,600;  work!  1 

RENVILLE,  pop.  IJ29;  mercantile  bldga..  brick 
and  wood,  2  (lorlci;  wooden  roofa  not  permitted. 
Fire  dept.-!  h.  ft  1.  track.  2  hoie  carriagei;  hoae, 
cotton,  rabber  lined,  good,  860  f I.;  fire  alarm,  bell; 
value  of  dept.  eqaipment,  BOO;  valdc  of  bldga., 
SI.OOO;  total  mem,,  14  volunteera;  oodetwriterB' 
rating,  third  elaaa. 

WATia  Supply— Source,  well,  1  blocki  from 
bunneas  center:  ly item,  pump  to  Itdp.  and  direct; 
sidp.  cap.  aO,OiX)  bbli.,  material  uied  in  coat. 
wvood:  quality  of  water,  soft;  rei.  cap.,  300.000 
^ala.;  pumping  engine,  cap.  per  day,  12.000  gala; 
mains,  ca.t  iron,  i  mi^^ei,  4  to  8  io.  dia.;  M  hy 
c3raDU-,  80  Bemces;  pipe,  gaiv.  iron;  presBBre, 
(3om.  tS  Iba.,  fire  ISO  IbB. :  caasiimption  per  day, 
9«.000  gall.;  cost  to  conitract,  HO.OOO;  works  be- 

RICHMOND,  pop.  BOO;  fire  area.  ISO  acrta; 
naercmntile  bldga.,  brick.  1  and  1  stories:  priTate, 
trrick  and  wood,  I  storieaj  wooden  roofs  not  per- 
-wiitiMl  in  fire  area;  fireworka  and  combtutiblet 
causes  of  Sret  investigated.  Fire  dept— 1 
— '—  '  -  ■— -■  —  iV  *  1  track,  1  hoae 
le,  cotton,  rabber  lined. 


good,  1,600  ft.;  inferior,  all  kinds,  KO  ft.;  total 
Goie,  LTSO  ft.;  fire  alarm,  bell;  value  o(  dept 
equipment,   12,000;    value    of   bidgs.,    11,600;    total 

Wati>  SuPFtr— 'Not   reported. 

ROCHESTER,  pop.  8,000;  fire  ares,  1,000  acres; 
wood,  1  and  1  stories;  wooden  roofs  not  permitted 


ra,3U.    F^e 


f^^nd  engine.  4  c  band  o 


iruck,  i  hoae  wagon,  £  horscff;  nose.  uu\iuu,  ruv 
ber  lined,  good,  3,300  ft.;  rubber,  good,  4O0  fLj 
inferior,_sll  kinds,  BOO  ft;  total  hoae,  4,300  ft.;  fire 
ilsrm.  GaniFwell,  19  boxes;  valoe  of  dept  equip- 
ment, 14,000;  value  of  bldga.,  HS.TSO;  ann.  exp.  o( 
lepl.,  14,000;  total  mem.  Gi,  paid  lull  time  3,  paid 
part  lime  E4,  volunleeri  iO. 

W*IB«  SnppLY-Source,  wella,  creek;  (yatem, 
■ii'-n   tu    Milp.:    Hip-   cap.   216,000   gala.,  materia] 


I.U1I.UR,    ,..T^,-^'«,    .>'—    — _..»    IK,    Crown   it. 
Union  4,   Empire  U.  Heney  Rotir?  IS,  ThoraaOl 
-    ■"      hingion  3.  Colnmbla  8.  Keystone  18,  Tri- 
Lambert  5,  Naib  t.  NUgira  44;  800  ser- 

\i..-     lalv      li-nn-    nrfuurc     dnm.    60   tO    10 

r  day  BOO,- 


imp.  Water- 
90.000  .gala.; 


ROSEMOUNT,    pop.    ISS;    fire   area.   H  acres; 

mercantile  bldgi.,  brick  and  wood.  1  and  8  stories: 
prisale,  wood,  1»  storiea;  wooden  roofs  permitted 
in  fire  area;  comfausIiblcB  ord.;  causes  of  fire* 
inveitigated.    No  protection. 

Waibk  StUTiY-Soniee,  wella. 

ROYALTON,   pop.   78E;   fire    area    1,600  acres; 

vate,  wood,  2  itories;  wooden  roofs  permitted; 
fireworka  and  combustibles  ord.  Fire  dept— 1 
aieamer,  4  e.  band  ex.,  1  serial  truck.  1  hose  car- 
riage; hoae.  cotton,  rubber  lined,  good.  1.GQ0  ft.; 
fire  alarm,  hell;  value  of  dept  equipiaent,  1S,000: 
value  of  bldgs.,  1750;  ann.  exp.  ol  dept.  tUO;  toul 
mem.,    40  volunteers;    underwriteri'   rating,    third 


RUSH  CITY,  po 
mercantile  bldgs.,  bi 
private,  brick  and  w 


1  h.  &  1,  track,  2 


k  an<f  wood,  1  to  3  atorles; 
id,  1  and  2  atoriea;  wooden 
e   area;    causes  of   firea   in- 

i>    nn-    Of     tnr  I    vriri,    (610; 


.  track,  2  hose  cstTisees;  base, 
I,  good,  LTOO  ft ;  rabber,  good, 
Linda,  100  ft;  total  hose,  2,lM 


.lue  of  dept.  equipment. 


tzkoO;   value  ol  bldgs.'.  1360; 
ITE:  total  mem..  28  vDlunteeri. 

WATis  SoPPLT- Source,  creek;  ivatcm,  pump  to 
stdp. ;  pumping  ensinea.  cap.  per  day  16,000  gals. ; 
malna,  iron,  1-4  mile,  (  in.  dii.;  S  hydruta:  aoB. 
Hit  of  Dtce.,  (UO. 

KUSHFORD.  pop.  ]jai;  Gre  area.  B«0  acrei: 
mercantile  bldgs.,  atooe.  brick  and  wood.  I  to  I 
stories;  wooden  roofa  permitted:  no  fireworka  and 
combuatiblea  ord.    Fire  dept— 1  h.   A  L  track,  t 

l.BOO  ft;  fire  alarm,  b'ell;  value  of  dept  equipment, 
119,000;  value  ol  bldgs.,  13,000;  ann.  exp.  of  dept, 
1700:  total  mem.,  48  volonleeri. 

WATII  Suppiv— Source,  wella;  ayittm,  pump  to 
rei.;  res.  cap.,  13,000  bbls.;  pumping  engines,  cap. 
per  day  03,(100  gala ;  mains,  iron,  f  milei,  4  to  I 
in.  dis..  Crane;  !4  bydrants,  Crane;  16  services; 
pipe,  gatv.  iron:  presaure,  fire  BE  to  70  Iba.;  coat 
to  conairact,  tiG.OM;  Int.  paid  on  bonds.  G  to  M 
per  cent;  ann.  cost  of  mice.,  1200i  works  belong 
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FIRE    DEPARTMENTS    AND    WATER    SUPPLY— MINNESOTA. 


ST.  CHARLES,  pop.  1,288;  fire  area,  300  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1.200  fL;  inferior,  all  kinds,  900  ft.;  total 
hose,  1,900  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment,  $2,100;  value  of  bldgs.,  |800; 
ann.  exp.  of  dept,  $7iB;  total  mem.,  28  volunteers. 

WxTsa  SuppLY--Source,  well,  1,000  ft  from  busi- 
ness center;  system,  pump  to  res.  and  mains; 
stdp.  cap.  246,000  gals.;  quality  of  water,  good; 
res.  cap.  120.000  gals.;  1  pumpinjr  engine,  cap. 
per  day  150,000  gals.,  constructor  Gordon;  mains, 
cast  iron,  8  miles,  2  to  10  in.  dia.;  28  hydrants; 
8  valves:  meters,  total  number  SO:  180  services: 
pipe,  galv.  iron;  pressure,  dom.  m)  lbs.,  fire  60 
lbs.;  consumption  per  day,  100,000  gals.;  cost  to 
construct,  118,000;  bonded  debt,  $18,000:  int  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $?50;  works 
belong  to  city. 

ST.  CLOUD,  pop.  8,663;  fire  area,  3,840  acres; 
private,  wood,  stone,  bride,  1^  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles  ord.  Fire  dept~2  c.  hand  ex.,  1  h.  &  L 
truck,  1  supply  wagon,  1  hose  cart,  2  horses:  hose, 
cotton,  rubber  lined,  600  ft;  rubber,  good,  2,000 
ft.;  inferior,  all  kinds,  1,000  ft;  toUl  hose.  8,600 
ft;  fire  alarm,  Gamewell,  18  boxes;  value  of  dept 
eauipment.  $6,000;  value  of  bldgs.,  $6,000;  ann.  exp. 
of  dfept.,  $3,000;  total  mem.,  21,  paid  full  time  2, 
paid  part  time  18;  underwriters'^  rating,  first  class. 

Watsr  Supply — Source,  river;  svstem,  pump  to 
stdp.  and  direct;  stdp.  cap.,  867,000  gals.,  material 


drants ;  88  valves:  meters,  total  number  1x5,  owned 
by  consuniur;  600  services;  pressure,  dom.  66  lbs., 
fire  160  lbs.;  consumption  per  dajr,  760,000  gals.: 
cost  to  construct,  $160,000;  mt  paid  on  bonds,  6 
per  cent;  cost  of  mtce.,  $10,000;  works  belong  to 
city. 

ST.  JAMES,  pop.  2,607;  fire  area,  000  acres; 
mercantile  bldgs.,  wood  and  brick,  1  to  4  stories; 
private,  wood,  2  stories;  wctoden  roofs  not  per- 
mitted; combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  3  jrrs.,  $1,519; 
av.  ins.  for  same  time,  $1,268.  Fire  dept— 1  b.  & 
L  truck,  2  hose  carts;  hose,  cotton,  rubber  lined, 

Sood  L600  ft;  inferior,  all  khids,  600  ft;  toUl  hose. 
,000  ft;   fire  alaruK   bell   and  whistle;   value  of 
ept  equipment  $2,600;  value  of  bldgs.,  $600;  ann. 
exp.  of  dept,  $600;  total  mem.,  40  volunteers. 
WATER  aUPPLY~-Source,  wells;  system,  pump  to 


valves;  meters,  total  number  10;  100  services; 
f)ressure.  dom.  40  lbs.,  fire  120  lbs.;  cost  to  con- 
struct, $26,000;  int.  paid  on  bonds,  6  per  cent; 
-works  belong  to  city. 

ST.  PAUL,  pop.  226,000;  fire  area,  64  sq.  miles; 
.mercantile  bldgs.,  brick  and  stone,  2  to  12  stories; 
private,  stone,  brick  and  wood,  1  to  8  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  fire 
loss  for  1908,  $442,469.07;  ins.  for  same  time,  $2,- 
764,684.  Fire  dept— 18  steamers,  1  comb.  c.  &  h. 
-wagon,  4  c.  engines,  30  c.  hand  ex.,  6  h.  &  1. 
trucks,  8  aerial  trucks,  1  water  tower,  21  hose 
wagons,  16  hose  carriages,  161  horses;  hose,  cotton, 
rubber  lined,  good,  66,000  ft;  rubber,  good,  6,000 
ft ;  total  hose,  60,000  ft ;  fire  alarm,  Gamewell,  228 
l)oxes:  value  of  dept.  equipment,  $276,000;  value 
of  bldgs.,  $416,000;  ann.  exp.  of  dept,  $325,000; 
total  mem.  266,  paid  full  time;  underwriters'  rat- 
ing, first  class. 

Water  Supply— Source,  wells  and  lake,  26  miles 
-from  business  center;  system,  gravity  and  pump 
to  res.;  material  used  in  cons,  clay  and  concrete; 
•quality  of  water,  good;   res.   cap.   18,000{000  gals., 


located  8  miles  from  city ;  6  pumping  engmes,  class 
dup.  and  comp.,  cap.  per  day  36,000,000  gals.,  con- 
structors Deane,  Aliis;  mains,  cast  iron.  313  miles, 


4  to  36  in.  dia.:  2,889  hydrants:  2,608  valves; 
meters,  totol  number.  12,186,  owned  by  city;  26,294 
services;  pipe,  lead  and  iron;  pressure,  dom.  10 
lbs.,  fire  10  to  100  lbs.;  consumption  per  day,  10,- 
702,010  gals.:  cost  to  construct  $4,937,698;  bonded 


debt,  $2,066,000;  int  paid  on  bonds,  4,  4^  and  6 
per  cent;  cost  of  mtce.,  $68,180;  works  belong  to 
city. 

ST.  PETER,  pop.  4,600;  mercantile  bldga.,  wood, 
stone  and  brick,  2  and  3  stories;  private,  wood, 
brick  and  stone,  IH  •&<!  3  stories:  wooden  roofs 

Sermitted;  fireworks  and  combustibles  ord.  fire 
ept— 12  c.  hand  ex.,  1  h.  &  1.  truck,  3  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good  2jQ00  ft; 
rubber,  good  600  ft.:  inferior,  all  kinds,  200  ft; 
total  hose,  2»700  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $3,600;  value  of  bldgs..  $6,000;  ann. 
exp.  of  dept,  $700;  total  mem.,  36  volunteers: 
underwriters'  ratinfl^  third  class. 

Water  Supply— Source,  well,  1  block  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
160,000  gals.,  material  used  in  cons,  steel;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
860,000  gala.,  constructor  Smedlev;  mains,  cast 
iron,  6  miles,  4  to  12  in.  dia.:  46  hydrants:  23 
valves;  meters,  total  number  240,  Crown  1,  Kasii 
5,  Empire  16,  Trident  30,  Hersey  Disc  2,  Pitts- 
burg 10,  Westinghouse  175,  Lambert  2,  owned  by 
consumer;  240  services:  pipe,  galv.  iron;  pres- 
sure, dom.  86  lbs.,  fire  86  lbs.;  coat  to  construct 
$48,000;  works  belong  to  city. 

SANDSTONK,  pop.  1,800;  fire  area,  100  acres: 
bldgs..  wood,  1  and  2  stories;  wooden  roofs  per- 
mittea;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  h.  &  L  tmcfc,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good. 
1.600  ft;  fire  alarm,  bell;  value  of  dept  equipment 
$2,600;  total  mem.,  26  volunteers. 

Watrr  Supply— Source,  springs;  syatem,  pump 
to  res.;  res.  cap^  2.000,000  gals;  pumping  engines, 
cap.  per  day  6,000,0u0  gals.,  constmctors  Fairbanks 
and  Morse;  mainSf  iron,  4  miles,  o  to  8  in.  dia.;  29 
hydrants;  75  services;  presure,  dom.  60  lbs.,  fire 
126  lbs.;  cost  to  construct,  $8,000;  int.  paid  on 
bonds,  6  per  cent.;  ann.  cost  of  mtce.,  $909; 
works  belong  to  Co. 


SAUK  CENTRE,  pop.  2.600;  fire  area,  8 
mercantile  bldgs.,  bride,  1  to  3  stories:  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  combustible*  ord.; 
causes  of  fires  investigated.  Fire  dept — ^1  c  en- 
gine, 1  h.  &  1.  truck,  2  hose  carriagea;  hose,  cot- 
ton, rubber  lined,  good,  L600  ft;  rubber,  good. 
1,000  ft;  inferior,  all  kinds,  600  ft:  total  bose. 
3,000    ft;    fire    alarm,    bell    and    tel^ioocL    229 

E hones;  value  of  dept  equipment,  fi^OuO;  Talne  of 
Idgs.,  $2,000;  ann.  exp.  of  dept,  $600;  total  mem., 
68  volunteers. 

Water  Supply— Source,  lake,  2^  blocka  from 
business  center;  system,  pump  direct  to  mains; 
res.  cap.,  1,400,000  gals.;  2  pumping  engines,  cap. 
per  dsy  1.400,000  gals.,  constructors  Worthingtoa 
and  Fairbanks-Morse  Co.:  mains,  cat  iron,  4% 
miles,  4  in.  dia.;  44  hydrants;  22  valves;  me- 
ters, total  number  1,  owned  by  city:  175  services; 
pipe.  galv.  iron;  pressure,  dom.  40  lbs.,  fire  80  to 
126  lbs.;  cost  to  construct,  $22,000;  coat  of  mtce., 
$2,400;  works  belong  to   city. 

SAUK  RAPIDS,  pop.  1,700;  fiie  area.  500  acres; 
bldgs.,  brick  and  wood;  wooden  roofs  per- 
mitted. Fire  dept. — ^1  gasoline  engine,  1  h.  &  1 
truck,  2  hose  carts,  3  c.  ex.;  hose,  cotton,  rubber 
lined,  good,  1,000  ft;  fire  alarm,  bell;  ann.  exp.  of 
dept,  $25;  total  mem.,  20  volunteera;  under- 
writers' rating,  third  class. 

Water  Supply— Source,  wella  and  eistema. 


SHAKOPEE,  pop  2,047;  fire  area,  IS 
brick  and  stone,  2  an< 
2  stories;   wooden  roofs   act 


cantile  bldgs.,  brick  and  stone,  2  and  Z  stories; 
private,  brick,  2  stories;  wooden  roofs  not  per^ 
mitted;    fireworks    and    combustibles    ord.      Fire 


dept— 1  hand  engine,  1  h.  ft  L  tmck.  2  hoae  car- 
riages; hose,  cotton,  rubber  lined,  good,  2^600  ft; 
value  of  dept  equipment,  $6,000;  value  of  bldgs.. 
$4,000;  ann.  exp.  of  dept,lmO;  total  mem.,  69 
volunteers. 

Water  Supply— Source,  river,  1  block  from 
business  center;  syttem,  pump  direct  to  mains; 
qualitv  of  water,  good;  1  pumping  esurfae.  cap^ 
per  day  1,000,000  gals.,  constructora  Pajrteaks, 
Aforse  Co.;  niains.  00  ft,  8  in.  dis.;  owned  by 
city. 

SITEKA,  pop.  660.  Fire  dept.— 1  naoline  ca- 
gine,  hose  cart  and  ladder;  hose.  000  ft.:  value  of 
equipment,  $1,200;  value  of  bldgs.,  SUMO;  total 
mem.,  20  volunteers. 


FIBE    DEPABTHENTS   AKD    WATER    SUPPLY— UINNE50T A. 


Wato  SD»»Lt— SonrM,  i 

SLAYTON,    pop.    l.OOO. 


,  R.  R.  tank  ud 


dii.;  33  hydrauM;  preiiurc, 


Fire  dept— 1  h.  A 

1.  track,  1  hoM  wagon;  hot,  colton,  nibb«r  lined, 
good.  1,800  H.:  file  alum,  electile,  U  boxu;  Talnc 
ol  depL  eqoipmeiit,  K,000i  Talae  of  bldga.,  tl.000; 
—   —   -■  a — .    •ojf.  ij,,^  "*";.  W  volunt«*r». 


W«Tia  SurFLi 


Fell,  HXT  h.  Irom  Inul- 
ip  to  itdp.;  iidp.  cap 
m_  cana.  wood;  gnalitj 


j;  IB  hydr , , 

leo  Iba.i  coniumptioii  per  day,  160,000 
o  CDDBtnicI,  %5,m;  cost  of  mtcc.,  tSQQ; 


^, 1  aod 

private,  wood,  2  itorica;  wooden  roofa  p 
Fire  depl.— (  atcunen.  1  faoae  carriaiea;  how, 
cotton,  robber  lined,  goed  t.BOO  ft.;  rubber,  gtiod 
1,000  {t.;  Inferior,  ^l\inda,  1.000  ft.;  Iota!  Coae, 
1,AD0  ft.;  fire  alarm,  whiatle:  Talae  of  dept.  equip- 
ment. tUiOOOi  Talnc  of  bldn..  tUOt;  urn.  eip. 
of  dept,,  KeM;  total  mem.,  60  volunteen. 

WAtaa  SUFrLT— Stnirce,  wella:  iyBtrm.  pump  to 
■Idp.l  Itdp.  cap.  UO,aOO  gth..  dim.  IS  i  lOO,  mi' 
tenal  nied  in  cona.  ateel,  buDdcrs  Chicago  Bridal 
S  Iroa  Co.;  qnalitr  of  water,  good,  pmnped  br 
Swift  «  Co.;  maini,  iron,  1\  milei,  S  to  8  in. 
dia-i  11  hjrdranta,  So.  Park  Foundr;  Macb.  Co.;  U 

bj   dtr;   preamrt,   dmi.  26   lbs,,   hrt  60  IbL;  coal 
to  conatnict.  116,000;  banded  debt,  16^000;  int.  _pai« 

worka  belong  io  citj. 


SPARTA,    pop.    000;   Ere   area.  tO  a 


.,  io  TOl- 


^e  BOO  Ibi.;  iikina,'ii  mile;"wD"r"k»"b'elt 

SPRINGFIELD,  ppp-  1,S00:  lire 
mercantile  bldgi.,  1  Moriei; 
IH  and  1  aioiiei;  wtkoden  rool* 
Fire  dept.—!  band  engine,  S  c.  bana  ex..  .i  n.  a  l 
truck.  2hoie  carriage!;  bou,  cotton^ rubber  lined, 
Kood  BOO  ft.;  Inferior,  all  kind*.  TOO  k:  total  taoae, 
TJIOO   ft.;   fire  alarm,    bell;    value   of  dept.    equip- 

fiOOO;  »aloe  of  bldgi.,  »,000;  ann.  cxp.  ol 

|E0;  total  mem.,  2G  volunteera. 
>■  S(7PFLX-~&]urce.  welli;  ayitetn,  pump 
to  acop.;  -ildp.  cap..  76,000  gals.:  rra.  cap  1,800 
bbla. :  pumping  enginei.  cap.  per  day  1,000,1X10  gall., 
conatructora  LafdUwDuim-Gordcn;  maini.  it 
Riilo,  4  to  i  in.  dia.:  M  bvdrants;  preigur,  dom. 
R3  to  68  lbs.,  fire  T6  lbs.;  cost  to  construct,  |S,O0O; 
worka  belong   to   atr. 

SPRING  GROVE,  pop.  EDO;  fire  area,  S  acres; 

and  wood,  1  and  1  itoriea;  wooden  roofs  peroli^ 
ced  in  fire  area:  Breworki  and  combustibles  ord.; 
'  *     1   inveatiaated;  a».  fire  loas  per  jr. 


"•fc 


for  S  yeara,  tTDO;  av.  Ids.  inToWed  for  si 
V&O.OOO.    F^re   dept.-^  hand  engines     U    c 
«3^,  1  h.  A  1,  truck,  1  hqiej;eeli  and  carti 


.    F^re   itpt.—i  hand 

*-    -  '    ■ '-   •  hoie  I 

,  ,Dod,  000  ft.;  fire  alarm,  bell; 

w-atlne  of  dept  eanipmoit,  HM;  value  of  bldga., 
yeOO;  ann.  exp.  of  dept.  800;  total  mem..  K  vol- 

WaTaa  Sottlt — Source,  well,  1  block  from  buil- 
C3C*a  center;  ayatem,  pnaip  to  atdfi.;  stdp.  cap. 
£4,400  gala.,  material  uaed  In  cona.  Iron;  qtwlitj 
o£  water,  goodi  1  pumping  engine,  cap.  per  dar 
IS.OOO  gala.:  mains,  csat  iron,  1  mile,  4  to  B  in. 
dia-;  tfhvdranta;  11  valveaj  meters,  total  namber 
tXm  vwned  br  consumer;  W  scrviecs;  pipe,  galv. 
i^on;  preaiure,  dom.  16  Ibi.,  fire  U  Iba.;  coat  to 


rel;  mercantile  bldgs., 
iriei;  privste,  wood  i 
nf   not   ncrmitted;    firer 

_ol  firCB  inveiligated.     Fire  dept.—!  h 


]   8   atoriea;   wooden 


&  1.  truck,  1  hoae  carriage!;  hose,  cotton,  rubber 
lined,  good.  1^  It.;  inferior,  all  kind*.  COO  ft.; 
loMl  bO!e,  2,000  ft.;  fire  alarm,  electric;  value  of 
depL  equipment,  12,600;  value  of  bldgs.^  14,000; 
snn.  eip.  ol  dept.,  |200;  total  mem.,  46  volantceni 
underwiiieri'  rating,  third  clasa 
WATaa  SDprLv-Source,    spring,    %    mile. from 

water,  good;  re'i.  cap.,  ^,£n,0M  gal*!;'2''pnmpiDE. 
engine!,  clan  dup.,  cap.  per  day  1,000.«IO  vJs.^ 
conitmctor  Blake:  maim,  eagt  iroo,  6  mile!,  4  l» 
8  In.  dia.:  SO  bToranti;  28  valvei;  100  •enices; 
pipe,  iron;- pressure,  dom.  m  Iba,  fire  100  lbs.;. 
consumption  per  daj,  !GO,0OO  gati. ;  cost  to  con- 
struct, 116,000:  int.  paid  on  bond!,  S  per  cent;  coat 
of  mtcc.  nMO:  works  belong  to  citT. 
STAPLES,  pop.  8,000;  fire  area,  1,000  acrea;  mer- 


cantile bldga.,  1 


ick.  !i 


:ted.  i^ire  dept— 2  c.  hand  e 
2  boae  carriages;  hose,  coltoa, 

it;  good,  IBO  ft;  loMl  hose, 
belfaud  whistle;  toUl  mciu.. 


a,  nreworas  ora.j 

vesligaKd,     Fire  drpt— 1  h.  ft  L  truck,  i 
rls;  host,  cotloa,  ruDber  lined,  good,  1.W0 

YXlue  ci  bldgs.'.  IfiOO;  ann.  cxp.   of  dept., 
al  mem.  »  yolunleeta. 
I  SupFtY— Source,    Hvet;    ajalem,    pump 
mains,    cast    iron,  U   mile.  «   in.    db.;  I 
:,  fire  ISO  %a.jj»st  to  conatraci. 


bell 


00.     _. 

IJCO  ft;  fii 


LP'-T. 


.,  k  volunteers, 
•ells;   sldp.   cap..  2,000 
lom.  IS  to  EO  fbi..  fire 


track.  2  bose  ei 
...  and  whiatle:  b 
WATaa  SurFLV— ; 

'to'uo  a™  '  ^ 

STILLWATER,  pop.  14,000;  fire  area.  «,87» 
:ref;  mercantile  bIdKS..  btick  and  alone,  1  to  S 
cries;  private.  wuL-i.  2  sloriei;  wooden  tool* 
01  permitted:    (inv.      ..>  and   combuitiblea  ord,: 


Bl»,159.06:  I 


"watk'suSf"' 


and  e 


s  for 


,  _  mile  from  tu!in___    

pDinp  to  atdp-;  stdp.  cap.,  286,000  gals.,  located  oii 
top  of  hills;  pamp  for  upper  aratem;  qualitr 
of  water,  food;  I  pumping  englnea.  cap.  per  dtr 
8.00M00  gala.,  conttructors  Smedtev  and  Blake: 
raalni,  cast  iron.  16  miles,  4  to  IB  In.  dia.;  US 
hvdraDU,  Ludlow;  66  valves,  Ludlow;  1466  aei^ 
vices:  pipe,  galv.  Iron  and  ateel;  preaaure.  dom. 
100  Iba..  Bre  WD  Iba.:  cosaumption,  per  dar  1.410.- 
'"  gala.,  per  capita  UO  gals.;  coat  to  conilract, 
1.000'.  bonded  debt,  tlOOMO:  int  paid  on  booda, 
er  cent;  ann.  eoit  of  ntce.,  t6JSW>i  works  be- 

TAYLORS  FALLS,  pop.  606;  fire  area,  W 
acre*;  mercantile  bldn.,  brick,  1  and  S  itoHea: 
private,  wood,  VA  atone*;  wooden  roof*  permitted 
in  fire  area;  firework*  and  combuMibIa  ord.; 
)f  fire*  inveMlgited.     Fire  dept— I  h.  A  L 


PS!" 
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THIEF  RIVER,  pop.  6,000;  fire  area,  100  acres; 
mercantile  bldgt.,  brick,  ttone  and  wood,  1  to 
2  stories;  private  dwdlin^s,  1  to  2  stories; 
wooden  roofs  are  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fire  investigated; 
av.  fire  loss  per  yr.  for  the  past  3  yrs.,  |1,G0D;  av. 
ins.  carried  on  tneproperties  burned  per  yr.  dur- 
ing the  same,  $1,000.  Fire  dept. — 1  steam  eng.,  6 
c.  nand  ex.,  1  h.  &  1.  truck,  1  aerial  truck,  8  hose 
carriages,  2  horses;  hose,  rubber  lined,  good,  2,000 
ft.;  fire  alarm,  bell;  value  of  dept  equipment, 
$3,000;  value  of  dept  bldgs.,  $6,000;  ann.  exp.  of 
dept.,  $2,400;  total  mem.,  181  volunteers. 

THIEF  RIVER  FALL.  Fire  dept.  not  re- 
ported. 

Watbr  Supply — Source,  deep  wells  and  river, 
situated  1  block  from  business  center;  system. 
Guild  pump  stdp.;  cap.,  76,000;  dimensions,  24  x 
20  ft  X  120  ft;  material  used,  steel;  quality  of 
water,  good:  2  pumping  engines,  class  A;  cap.  per 
day,  1,000,000  gals.;  constructor  Gonld;  mains,  cast 
iron,  2  miles,  4  to  10  in.  dia. :  total  number  of 
meters^  60;  makers,  Neptune  Meter  Co.;  pipe, 
galv.  iron;  pressure,  dom.  66  lbs.,  fire  100  ibs.; 
consumpdon  per  day.  30,000  gals^  cost  to  con- 
struct, $30,000;  bonded  debt,  ^,000;  int  paid  on 
bonds,  6  per  cent;  works  belong  to  city. 

TRACY,  pop.  2,200;  fire  area,  4  blocks;  mercan- 
tile bldgs.,  stone  and  brick,  1  and  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted  in 
fire  area:  fireworks  ord.:  causes  of  fires  investi- 

Pted.  Fire  dept— 1  h.  &  1.  truck,  2  c.  hand  ex., 
hose  wagon,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,  good,  I^  ft:  inferior,  all  kinds,  200 
ft;  total  bose,  2,000  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  $6^000;  value  of  bldgs.,  $3,500; 
ann.  exp.  of  dept,  $160;  total  mem.  24,  paid  part 
time. 

Water  Supply— Source,  well,  1,200  ft  from 
business  center;  system,  gravity  ana  pump  direct; 
stdp.  cap.  960,000  gals.,  dim.  30  x  18,  material 
used  in  cons,  wood,  builders  Fairbanks,  Morse  & 
Co.;  quality  of  water,  good;  res.  cap.,  160,000  gals.; 

1  pumping  engine,  size  18  x  18  x  lOVi,  cap.  per 
day  1,000,000  gals.,  constructors  Smith-Vaile: 
mains,  cast  iron,  8  miles,  4  to  8  in.  dia.;  28 
hydrants;  pressure,  dom.  43  lbs.,  fire  110  lbs.;  con- 
sumption,   per    day   86,000  gsls.,   per    capita   ITVi 

fals.;  cost  to  construct,  $34,000;  int  paid  on  bonds, 
per  cent;  ann.  cost  of  mtce.,  $2,000;  works  be- 
long to  city. 

TWO  HARBORS,  pop.  3,278;  fire  area,  300 
acres;  mercantile  blags.,  brick  and  wood,  1  to  3 
stories;  private,  wood,  2  stories:  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  fire  loss  for  1902,  $8,000;  ins. 
for  same  time,  $6,000.    Fire  dept— 1  n.  &  L  truck, 

2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
8,000  ft;  fire  alarm,  bell  and  whistle,  7  boxes; 
^ue  of  dept  equipment,  $8,600;  value  of  bldgs., 
$800;  ann.  exp.  of  dept,  $800;  total  mem.,  10  vol- 
unteers. 

Water  Supply— Source,  lake,  H  mile  from  busi- 
ness center;  system,  pump  direct;  stdp.  cap.  4,000,- 

000  gals.,  material  used  in  cons,  wood;  quality  of 
water,  good;  2  duplex  comp.  pumping  engines, 
cap.  per  day  3,000,000  gals.,  constructors  Fairbanks- 
Morse:  mams,  cast  iron,  6  miles,  4  to  12  in.  dia.: 
81  hydrants;  600  services;  pipe,  iron;  pressure, 
dom.  80  lbs.,  fire  160  lbs.;  consumption  per  day. 
1.300,000  gals.  ^  cost  to  construct,  ^,000;  bonded 
debt  $69,o00;  int.  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $22,000;  works  belong  to  village. 

VIRGINIA,  pop.  8,600;  fire  area,  80  acres;  mer- 
cantile bldgs.,  brick,  1  to  3  stories;  private,  wood. 

1  to  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.:  causes 
of  fires  investigated.    Fire  de^t— 1  h.  &  1.  truck, 

2  hose  carriages,  2  horses,  1  twin  chem.  cart;  hose, 
cotton,  rubber  lined,  good,  8,000  ft.;  inferior,  all 
kinds,  1.000  ft:  total  hose,  4,000  ft;  fire  alarm, 
Gamewell,  28  boxes;  value  of  dept  equipment, 
$14^476;  value  of  bldgs.,  $14,000;  ann.  exp.  of  dept, 
$4,800:  total  mem.  20,  paid  part  time  6,  volun- 
teers 14. 

^  Water  Supply— Source,  spring;  system,  pump- 
ing; 3  pumps;  18  hydrants;  cost  of  works,  $60,000; 
works  belong  to  Co. 


WABASHA,  pop.  3,000;  fire  area,  10  acres; 
mercantile  bldffs.,  brick,  1  to  8  stories;  private 
stonci  brick  ana  wood,  2  stories;  wooden  roofs  sot 
permitted  in  fire  area;  fireworks  and  combnstiblrs 
ord.  Fire  dept— 1  steamer,  1  c.  engine,  2  c.  hand 
ex.,  1  h.  &  1.  truck,  4  hose  carriages,  I  hoe  wagon; 
hose,  cotton,  rubber  lined,  good,  1,300  ft. :  inferior, 
all  kinds,  300  rt.;  total  hose.  2,60C  ft.;  tare  alarm, 
bell  and  whistle;  value  of  dept.  equipment,  $9.0Q0; 
value  of  bldgs.,  $6,000;  ann,  exp.  of  dept,  H^; 
total  mem.,  40  volunteers. 

Water  Supply— Source,  river;  system,  pump  di- 
rect; pump  cap.,  per  day  630,000  ffals^Tcost  lo 
construct  ]^000;  ann.  cost  of  mtce.,  $200;  wotfa 
belong  to  Co. 

WACONIA,  pop.  800;  fire  ar«,  120  acres;  mer- 
cantile bldgs.,  wood,  1  and  2  stories;  private,  wood, 
1^  stories;  causes  of  fires  investigated.  Fire  dept 
—1  hand  engine.  3  c.  hand  ex.,  1  h.  ft  L.  truck,  1 
hose  carriage;  nose,  cotton,  rubber  lined,  mod, 
1,200  ft;  inferior,  all  kinds,  400  ft;  toUl  bose. 
1,600  ft;  fire  alarm,  bell;  value  of  dept  equipment 
n,200;  value  of  bldgs..  $300;  ann.  exp.  of  dept, 
^10;  total  mem.,  62  volunteers. 

Watkr  Supply— Source,  cisterns.  No  water 
works. 

WADENA,  pop.  2,000;  bldgs.,  wood  and  brick 
1  and  2  stones;  wooden  roots  not  permitted;  bo 
fireworks  and  combustibles  ord.  Fire  dept— 1  h. 
&  1.  truck,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,800  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept  equioment,  $1,200;  value  of  bldgs., 
$300;  ann.  exp.  of  aept,  $160;  total  mem.,  26  vol- 
unteers; underwriters   rating,  third  class. 

Watbr  Supply— Source,  wells,  1-6  mile  frooi 
business  center;  system,  pump  to  res.  and  direct 
to  mains;  stdp.  cap.  100,000  gals.,  material  osed  in 
cons,  steel:  quality  of  water,  good;  res.  cap.,  100.- 
MO  gals.;  1  pumping  engine,  class  triplex,  cap.  per 
day  720,000  gals.;  mains,  cast  iron.  2  miln,  4  to  10 
in.  dia.:  24  hydrants;  meters,  total  nnmber  60. 
Crown  1,  Nash  1,  Gem  1,  Trident  ST,  owned  by 
consumers;  pipe,  galv.;  pressure,  dom.  46  lbs.* 
fire  120  lbs.;  cost  to  construct,  $12,000;  cost  of 
mtce.,  $1,000;  works  belong  to  city. 

WANDA,  pop.  180;  fire  area,  10  acres.  Fir? 
dept. — 1  Waterous  gasoline  engine,  36-hp.;  value  •"•■ 
equipment,  $1,800;  value  of  oldgs.,  $1,800;  tot^ 
mem.,  16  volunteers. 

Water  Supply— Source,  wells  and  cisterns. 

WARREN,  pop.  1,640;  private  bldgs.,  brick  and 
wood,  2  stories:  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept— 1  steamer,  9  c.  hand  ex.,  1 
h.  &  1.  truck,  2  nose  carriages;  hose,  cotton,  rub- 
ber lined,  good  1,760  ft.;  inferior,  all  kinds,  1J06 
ft;  total  hose,  2,950  ft;  fire  alarm,  bell;  value 
of  dept  eqnipment^^[,260;  value  of  bldgs.,  $2,500: 
ann.  exp.  of  dept,  1800;  total  mem.,  22  volunteers; 
underwriters'  ratinff,  third  class. 

Water  Supply— source,  well  and  river,  4  Modes 
from  business  center;  system,  nump  to  stdp^;  iti^ 
cap.  60,000  gals.^  dim.  18  x  20,  material  naed  is 
cons,  steel;  quahty  of  water,  good*  1  punqriiM  en- 
sine,  cao.  per  day  80,000  gals.,  constmctors  llilL 
Macn.  Co.:  mains,  cast  iron,  1^  milea,  4  to  8  in. 
dia.;  21  hydrants;  7  valves;  meters,  total  oomber, 
6,  Buffalo,  owned  by  consumer;  86  services;  pipe, 
ffslv.  iron.;  pressure,  dom.  46  lbs.,  fire  4S  lbs.: 
cost  to  construct  $o3,000;  bonded  debt,  ^4,606: 
int  paid  on  bonds,  6  per  cent;  cost  of  ntee.,  $509: 
works  belong  to  city. 

WASECA,  pop.  8^03:  fire  area,  900  acres;  bldgs. 
brick  snd  stone.  2  stories;  wooden  rools  not  vet- 
mitted;  fireworks'  and  combustiblea  ord.  Fire 
dept— 1  h.  ft  L  truck,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  2,000  ft;  mt  alann.  bell 
and  whistle:  value  of  dept  eqnipmest.  8UM: 
value  of  bldgs.,  $4,000;  ann.  exp.  of  defyL,  $101; 
total  mem.,  &  volunteers. 

Water  SuppLY-^Source,  wells,  1400  ft  from  bosi- 
ness  center;  system,  pump  to  stdp.;  ctdp.  esp.. 
100,000  gals;  quality  of  water,  good;  1  vsmpov 
engine,  class  dnp.,  cap.  per  day  IMMm  gals^ 
constructor  Gordon;  mains,  cast  iron,  614  niles. 
4  to  12  in.  dia.,  Anniston:  42  hardnn^  lutlicws 
and  Wood;  800  services;  pipe,  galv.  iron;  preasore, 
dom.  46  lbs.,  fire  76  lbs.;  cost  to  construct,  S8B,609: 
int  paid  on  bonds,  6  and  6  per  cent ;  works  be* 
long  to  city. 
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rCKxlen  roofi  petmictcd. 

•■  '    ■ 1,  I  hoH  «r. 

lood  SOD 


Diagi.-  wwHJi  Jirrl  iionei:  woe 
Fin  dept— 1  (teamer,  J  h.  ft 

riani;  bote.  cotCoD,  robber  jmca.  bwii  dw  jbi 
iojeriar.  all  kindi.  KO  fc;  tottl  hoK,  t,UO  fL; 
En  >linn,  bell;  Talue  af  dept.  equipisent,  M.OOO; 
nlsc  of  bldg).,  t4.000:  urn.  exp.  ofdept.,  tl.600; 
lonl  mem.,  SZ,  paid  tnLI  time  1,  voluntcert  til 
nndfrwrilir.'  isl.na.  third  class. 

Waui  Som-ir— Soatce,  river;  lyitem,  pump 
direct:  main*,  cut  iron,  SA  mile,  4  in.  dii., 
Cnsc;  g  brdnnta,  Crane;  pressure,  fire  ISO  lb*.; 
call  la  conitruct,  ttfiOa-,  inn.  coil  ol  mice.,  KOO; 


fire    I 


ildffL  brick  and  vood,  1  iti 
piiTiie,  wauu,  i.-/t  and  2  itorlea;  wooden  rood 
nitled  1  6rewaTks  and  combaitiblet  oii. ;  c 
o(  firet  invetllnted.  Fire  depL— 1  hand  et 
1  h.  &  1.  (ruck.  S  boie  carriages;  hose,  c< 
rubber  lined,  good,  1^  ft.;  fire  alarm,  bell; 
of  dept.  equipment,  (1,000:  value  of  bldgs.,  t 
total  mem.,  30  volunteer!. 
Walia  SuprLV— Source,  wells,  river  and  li 
WELLS,  pop.  I,01T;  fire  irea,  480  acres;  dm 
tile  bldn.,  brick  and  alone,  S  atorici:  pr 
•rood.  1%  and  t  atoriei;  wooden  roof  a  perm 
Grewoiks    and    combusliblea    ord.      Fire    de 

irSet"' hoa«*^tS'«8;''lio>^,  eo'non,  ru'bber' 
good  1,000  (t;  rubW,  good  800  (t.;  total 
UOO  fl-:  fire  alarm,  bell  and  whistle;  value  of 


Iba.,  firclSS  lbs.; 


1.,  mateSar^^d  Tn  c. 

■ngine,  "cap.    per    daT  '      ■    ' 
tordon:    main.,    caat     ■. 
dia.;    26   hydranta;    I^    .,J.^. 
cr,  1,  Trident,   owned  by  cily 

mmmpt^T  per  day,  90.000  nla. 
5,000;  int.  paid  on  bonds,  b  pe 


WEST  CONCORD,  pop.  760;  6re  area,  K 
Bcrea.  Fire  dept.— 2  hose  oarti;  hoae.  1,000  ft.', 
value  of  equipment,  tE,000;  value  of  bidgs.,  11,000; 
total  mem..  20  Tolunteeia. 

Watii  Sutplt— Source,    wells;     i    pumpa,    gaa 


water  works,  tt,GOa 

WHEATON,  pop. 
bldgs..  wood  and  br 
ermitted ;    no    firewi 


f^ 


1.400;    fire    uea, 
±.  t  storlea;   woo 


.,  2.000  b1 
am.  45  It 

,  ,.r  capita 

<;  urn.  coat  of  n 


HIT ^ 

entile  bldgs.,^1 

4  of  firea  iaveitigated. 
hand  ex..  I  h.  ft  1. 
bor«a;  hoae, 
„;  inferkir.  ai: 
.  iMW  11.;  hxe  alarm,  belj;  vaiue 

..    >_,.-  .^-., It.  tt.000;  value  of  bldga.,  n,BOO: 

ma.  txp.  of  dept.,  (TOO;  total  mem.,  BO  volunteers. 
W^ATEK  SuvFLv— Source,  well;  system,  pump  to 
ea.;  res.  cap.,  I.0O0  bbla. ;  pieisuie,  fire  iVAlba.; 
consumption  per  day,  IXOK  nl*-;  eoal  to  con- 
truct.  K960;   aon.  coat  of  mtce.,  t»;   worka  be- 


■DCrcBiitile  hlAgi.,  stone,  brick  and  wood,   1  to 

stories;  private,  wood,  1  itonesi -" ' 

permitted  in  fire  am;  causea  ol 
Kir*  dept— 1  aleomer,  1  ham 
truck,  3  h.  ft  L  trucks,  S  bose  r- 
ton.  rubber  lined,  good.  600  ft. 
1,300    ft;   - .™'.  -  . 


igated. 


HJO,  WW  It.;  inienoT,  a;i  Kmua, 

1,300  ft:  fire  alarm,  bdl  *nd 


wbiatle;  value  of  depL  equipment,  110,000;  nlaa 
of  hld^,  tI,K>0;   ana.  exp.  of  dept.,  tSEO;   total 

Watu  SurrLT— Sooree,    wella;    ayatea,    pump 
to   atdp.;    atdp.    cap..   tO.MO   nls.,   Jim.    »  x   )£ 

material  used  in  cons.  wood,  (leel;  quality  ol 
water,  good;  2  pumping  eneinea,  cap.  per  day 
l.OOOjiOO  gala.,  constructors  Smith-Vafie;  maioa, 
f%  mllet,  1  to  8  in.  dia. ;  ST  hydtanto,  Wateroui: 
13  valves;  melero,  total  number  8,  Crown  1  Ke]^ 
* ied_by  consumer^;  tOO  servicea;  pipe. 


I&,OI»;  works  b 

lb 
e?o 

iFF 

nwood 

Co,    p 

op. 

2,200 

mer 

ft  Woli 


WINDOM,    Cotf..      .._     __..    ,.,.    _. _._. 

cantile  bldga.,  brick  sod  wood,  1  and  2  itoriea; 
private,  wood,  I^i  stories;  wooden  roots  permitted! 
DO  fireworks  and  combustiblei  ord.;  cause*  of  firea 
not  investigated.      Fire    dept— 1  h.  &  1.  truck.  1 

lined,  go^l  900  Ic" inttnl't.  ST'kJSda,"'!©?  ft: 
total  hose,  1,100  ft;  fire  aUrm,  whistle;  value  of 
dept.  equipment  tl.2l»;  value  of  bldgs.,  MOO;  total 
mtm.,  is   volunteers;    underwriters'    rating,   third 

Wateb  SarrLi—Sa 

la.wo'g^t!  <i™.''a  ..  ..,     

ateel,  huildera  Levelh  ft  Wolf;  quality - , 

mains,  G  mUes,  4  to  10  in.  dia.;  16  hydrants;  U 
valves;  meters,  total  number,  E,  Crown  2,  Naat  1, 
Trident  1,  owned  by  city;  100  lerviccs;  pipe,  galv.j 
presiure,  dom.  GO  lbs.,  fire  60  Iba.;  cost  to  con- 
struct, t38,000;  cost  oE  mtce.,  KOOO;  work*  bclona 

WINNEBAGO   CITY,  pop.  I^IO;  fire  area,  820 
acres;  mercantile  bldga.,  briclL  stone  and  wood.  1 

wooden  loofa  permitted;  firework*  and  combliatl- 
bles  ord.;  causes  of  firea  inveslirated.  Fire  dept 
— 1  band  enirine.  1  h.  &  1.  truck.  1  hrwe  wagon, 
njbber  lined,  good 
whistle:  value  of 
of  bldgs.,   U,000; 


!  hoae  carriages:  hose,  cotton, 
S.OOO  ft;  fire  alarm,  hell  anc 
lept.  equipment,  tl,600;  valu 
lotal  mem.,  X  volunteers. 
Watm  SurPLY— Source,  weV 
.  300.000  gall.; 


"s^lfSx 


»0  pit.. 


instructor  Smedley; 
I.,  St  Louil;  4G  hv< 


mber  t 


pop.   14,000;   fire  ai 

and    wood,  1   to  S 
raitted;    fireworks   a 


yr.  for  3  yrs,.  172,000;  av.  ins.  for  same  time,  *!&,. 
GOa  Fire  dept— 2  steamers.  1  c  engine,  G  c  bond 
ex..  2  h.  ft  1.  trucks.  1  aerial  truck,  4  hose  wagoDi. 
4  hoae  reels,  14  horses;  hose,  cotton,  rubber  lined, 
good  8.400  ft;  inferior,  all  kinds,  1.000  ft:  total 
Eose,  0,400  ft;  fire  alarm,  Gamewell.  60  boiea; 
value  of  dept  equipment.  180,000;  value  of  bldca., 
14^,000;    ann.    eip.   of    dept.,   $26,000;    toUl   mem. 

Wate*  StrrpLv.-^ourGe,  weUa;  system,  pump  to 
sidp.;  Hdp.  cap.  20,000  nts.,  material  uaed  in  coaa. 
steel,  builders  Munch  ft  Lahse;  quality  of  water, 
good;   1  pumping  enmnes,   cop.   per   d*y  11,000,000 


1,  S6 


ifdeti  MuDCb  ft  IJhse; 
ilea,  6  to  30  in 


Union  O,  Gem  1' 


_.    — .  3S  hydranta;  221 
umber,     361,    Crown    200, 

it  HolarT  IS,  Trident  81, 

, ,  Thomson  >,  Wortlington  S,  West- 

inrfiouse  1.  lamhert  1,  owned  by  city:  2,681  oet- 
wcm;  pipe.  galv.  iron;  preaaure,  dom.  GO  iba.,  fire 
W  Iba.;  consumption  pet  day,  tU6,S2«  gala.;  coat 
to  conjrtrucl.  fe4J61.T)T  bonded  debt,"^(lii,000; 
int.  paid  on  bonds.  i'A  per  cent;  coat  of  mice 
J10,8ffl.Sl;  work*  belong  to  city.  " 

WINTHROP,  pop. 


truck,  2  hose  carts;  bote,  1,600  ft;  i 
dept.,  nSj  total  mem..  24  volunteers. 
WATsa  Sovrtr-Source,     wells     ant 


1  hydranta;  S  valves;  mains,  « 


.-1  h.  &  1. 
Unks;     1 
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pressure,  dom.  46  lbs.,  fire  46  lbs.;  int.  paid  on 
bonds,  6  per  cent;  works  belong  to  city. 

WORTHINGTON,  pop.  I,S86:  fire  aicB,  SaO 
acres;  mercantile  bldgs.,  brick,  8  stories;  private, 
wood,  2  stories;  wooden  roois  not  permitted;  fire* 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  c.  engine,  1  h.  &  1.  truck, 
B  hose  wagons,  1  hose  carritge;  hose,  cotton,  rub- 
ber lined,  good,  2,260  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  eqmpment.  12,100;  value  of 
bldgs.,  $900;  total  mem.,  88  volunteers;  under- 
writers' rating,  third  class. 

Watke  SuppLToSource,  wells,  4  blocks  from 
business  center;  system,  pump  direct  to  mains; 
quality  of  water,  good;  8  pumping  engines,  cap. 
per  day  760,000  gals.,  constructors  Fairbanks-Morse, 
Smith- Vaile;  mainsl  cast  iron,  1  mile,  4  to  8  in. 
dia.;  26  hydrants;  16  valves;  meters,  total  number, 
66,  Crown,  Nash,  Union;  319  services;  pressure, 
dom.  66  lbs.,  fire  110  lbs.;  cost  to  oonstructp  |8Q^« 
000;  cost  of  mtce.,  91,682;  works  belong  to  city. 

YOUNG  AMERICA,  pop.  480;  fire  area,  640 
acres.     Fire  dept.— 1  gasoline  engine,  1  h.   &  L 


truck,  2  hose  carts;  hose,  1,800  ft.;  value  of  equip- 
ment, $2,600;  value  of  bldgs.,  $800;  total  mem.,  86 
volunteers. 
Watbk  SuppLY—Source,  cisterns. 

ZUMBROTA,  pop.  1,200;  fire  area,  SO  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  and  S  stones; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  invcs> 
tigated.  Fire  dept— 1  h.  ft  1.  truck,  8  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good,  1,600  ft. 
fire  alarm,  bell;  value  of  dept.  eqwpmcnt,  IS^iOO; 
value  of  bldgs.,  86,000;  ann.  exp.  of  detit.,  $200; 
total  mem.,  90  volunteers. 

Watbk  Supply— Source,  wells;  system,  pomp  ta 


ux,  160,000  gals.;  pumping  ensd 
per    day    26,000    gals.,    constructors    Fi 


Morse;  mains,  cast  iron.  1  mile,  6  to  8  in.  dia.;  10 
hydrants;  meters,  total  number  6:  60  services; 
pressure,  dom.  80  lbs.,  fire  70  to  80  lbs.;  eost  to 
construct,  $10,000;  snn.  cost  of  mtce.,  $160;  works 
belong  to  city. 

Places  with  a  population  of  1,000  or   more  not 
reported. — Crystal,  Hartland. 
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ABBREVIATIONS.— Ann.,  aaniutl;  av.,  ayerage;  bldgt.,  buildings;  cap.,  capacity;  chn.,  chairman; 
c»  chemical;  c.  ft  h.,  chemical  and  bote;  die,  dcrk;  comb,  combination;  comr.,  commiafioncr;  com.,  com- 
aalttec;  comp.,  compomd;  cons.,  construction;  dept,  department;  dia.,  diameter:  dim.,  dimensions;  dom., 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft,  teet;  i^s.,  gallons;  h.  d., 
high  daty:  h.  ft  l.,hook  and  ladder;  ins., insurance;  int.,  interest;  mtce,  maintenance;  mem., membership; 
Ko.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt,  superintendent. 


ABERDEEN,   pop.   6,000;   fire  area,  200  acres; 


inTCStigated;  fire  loss  for  1902,  |1,S00:  ins.  for  same 
dme,  ^,000.  Fire  dept.— 1  steamer,  1  hand  ens^e, 
1  h.  ft  L  truck,  4  hose  carriages,  4  horses;  hose, 
cotton,  rubber  lined,  good  ifiOO  ft:  fire  alarm, 
bell;  value  of  dept.  equipment,  16,000;  ann.  exp. 
of  dept,  HfiO;  total  mem.,  00  volunteers;  under- 
writers' rating,  third  class. 

Watxx  Suyplt— Source,  wells;  (4)  res.  cap., 
760,000  gals. 

AMORY,  pop.  2,000:  mercantile  bldgs.,  brick 
and  wood,  2  stories;  private,  wood,  1  storv;  wood- 
en roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  fire  loss  for 
1900.  15,000.    No  organixed  fire  dept 

Watsk  Supply— ^urce,  wells,  in  business  cen- 
ter; system,  pump  to  res.;  res.  cap.,  2,600  gals. 

BAY  ST.  LOUIS,  pop.  2,600;  bldgs.,  wood,  1 
story;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord..  Fire  dept— 1  hand  engine,  6 
c  hand  ex.,  1  h.  ft  1.  truck;  hose,  cotton,  rubber 
lined^ood,  350  ft;  fire  alarm,  bell;  fire  loss,  1907, 
$125,000;  ins.  loss,  $50,000;  value  of  dept  equip- 
ment. $1,000;  ann.  exp.  of  dept.,  |100;  total  mem., 
75  volunteers. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  gravity;  cap.  per  day  185,400  gals., 
600  gals,  per  min.;  cap.  per  day,  864,000  gals; 
mains,  iron,  6  miles,  2  and  3  in.  dia.;  38  hydrants; 
200  services;  pipe,  iron;  pressure,  dom.  8  to  20 
lbs.;  cost  to  construct,  $20,000;  works  owned 
privately. 

BELZONA,  pop.  1,000.  Fire  dep1.~2  hose  reels; 
hose,  500  ft;  fire  alarm,  bell. 

Watex  Supply— Source,  wells,  stdp.  cap.,  76,- 
€00  gals.;  res.  cap.,  100,000  gals.;  1  pumpmg  en- 
gine; class,  duplex:  cap.  per  day,  720,000  gals.; 
constructors  Smith- Vaile;  20  hydrants;  pressure, 
dom.  65  lbs.,  fire  90  lbs. 

BILOXI,  pop.  8.000;  fire  area,  2,500  acres;  bldgs., 
brick  and  wood,  1  to  8  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 2  steamers.  2  c  engines,  1  hand  engine,  4  c 
liBnd  ex.,  1  h.  ft  1.  truck,  4  hose  carriages,  and 
buckets;  nose,  cotton,  rubber  lined,  good,  1,500  ft; 
inferior,  all  kinds,  1,000  ft;  total  hose,  2,500  ft; 
fire  alarm,  electric;  iralue  of  dept  equipment,  $16,- 
€00;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept. 
$1,500;  total  mem.,  80  volunteers;  underwriters^ 
rating,  second  class. 

Watbe  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp  cap.,  240,000  gals., 
material  used  in  cons,  steel;  quahtv  of  water, 
ffood;   pumping    engines,    cap.    per    dav   1,000,000 

Sis.;  mains,  cast  iron,  7  mfles,  4  to  10  in.  dia.: 
hydrants;  20  valves;  475  services;  pipe,  lead  ana 
galv.  iron;  pressure,  dom.  66  lbs.,  fire  140  lbs.; 
cost  to  construct,  $58,000;  bonded  debt,  $58,000;  int 
paid  on  bonds,  5  per  cent;  ann.  cost  of  mtce., 
$600;  works  belong  to  city. 

BROOKHAVEN,  pop.  6,000;  fire  area,  2,560 
acres;  mercantile  bldgs..  brick  and  iron,  1  and  2 
stories;  private,  wooit  1  story;  wooden  roofs  not 
permitted;  causes  of  fires  investigated.  Fire  dept 
— ^1  hand  engine,  1  h.  ft  1.  truck,  6  hose  carts; 
hose,  cotton,  rubber  lined,  good  3,600  ft;  fire 
alarm,  bell;  value  of  dept.  equipment.  $2,600;  ann. 
exp.  of  dept.,  $200;  total  mem.,  40  volunters. 

Watee  Supply— Source,  wells;  1,000  ft.  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  90,000  gals.,  located  150  ft.  from  station; 
material  used  in  cons,  steel,  builders  Chicago 
Bridge  &  Iron  Co.;  quality  of  water,  good;  res. 
eap.  360,000  gals.,  located  at  station;  2  pumping 


engines,  dass  comp.,  cap.  per  day  760,000  gats., 
constructor  Worthmgton;  1  fire  pump  (Under- 
writer). 1,000  gals,  per  min.;  mains,  cast  iron,  7 
miles,  4  to  10  in.  dia. ;  M  hydrants,  Corey ;  meters, 
total  number  6,  Buffalo,  owned  by  consumer; 
pressure,  dom.  46  lbs.,  fire  100  lbs.:  consumption, 
per  day  160,000  nls.,  per  capita  37%  gals. :  cost  to 
construct,  $60,000;  bonded  dept  $45,000;  mt  paid 
on  bonds,  6  per  cent;  works  belong  to  city. 

Canton,  pop.  4,500;  fire  area,  640  acres;  mer- 
cantile bldi^  stone,  brick  and  wood,  1  to  3  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept—l  hand  engin^ 
1  steamer,  1  h.  ft  L  truck,  8  hose  carriages,  2 
horses;  hosc^  rubber,  good,  2,500  ft;  inferk>r,  all 
kinds^  600  ft;  total  hose,  8,000  ft;  fire  alarm, 
electric;  value  of  dept  equipment,  $3,260;  ann. 
exp.  of  dept,  $460;  total  mem.,  Ti  volunteers;  un- 
derwriters   rating  third  dass. 

Watbx  Supply— Source,  wells,  %  itfile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
211,000  gals.,  dim.  16  x  l40.  material  used  in  cons, 
iron,  builders  Walsh  and  Weidner;  quality  of 
water,  good;  8  pumping  engines,  class  dup.,  size 
16  X  20  X 16%  X 16,  cap.  per  day  2,600,000  gals.,  con- 
structor Worthington:  mans,  cast  iron,  6  miles, 
4  to  10  in.  dia.;  46  hydrants,  Corep;  86  valves; 
meters,  total  number  12,  owned  by  dty;  600  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  60  Ibs^ 
fire  00  to  100  lbs.;  consumption  per  day  600,000 
gals.,  per  capita  88jgals.;  cost  to  construct,  $41,000; 
bonded  debt.  $26,000;  int.  paid  on  bonds,  6  per 
cent;  works  belong  to  dty. 

CLARKSDALE.  pop.  1.778;  bldgs.,  brick  and 
wood,  1  and  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.  Fire  dept— 2  c. 
engines,  1  h.  ft  1.  truck.  2  hose  carts;  hose,  dbtton. 
rubber  lined,  ffood,  1,000  ft:  fire  sJarm,  bell;  total 


mem.,  60;  underwriters'  rating,  third  class. 

Watbe  Supply— Source,   well;    system,   gravity, 
pump  to  res.,  to  stdp.  and  direct;  stdp.  cap.,  66,- 


000  gals.;  res.  cap.,  6d,000  gals^  2  pumping  engines, 
class  dup..  cap.  per  day  1,600.000  gala.,  construc- 
tor Worthington;  mains,  4  miles.  2  to  8  in.  dia.; 
84  hydrants;  pressure,  dom.  46  Ids.,  fire  120  lbs.; 
works  belong  to  Co. 

COLLINS,  pop.  8,500;  fire  area,  1  sq.  mile;  mer- 
cantile bldgs.,  brick,  stone  and  wood,  1  and  2 
stories;  private,  wood,  1  to  3  stories;  average  loss 
for  year,  $6,800;  average  ins.  carried  for  1  year, 
$a800.  Fire  dept — 2  hose  carriages;  hose,  rubber 
lined,  1,500  ft.;  fire  alarm,  whistle;  total  mem.,  12, 
paid  part  time. 

COLUMBXjS,  pop.  11,000;  fire  area,  1,000  acres; 
mercantile  blds[8.,  brick,  1  to  4  stories;  private, 
wood,  2^  stones:  wooden  roofs  not  permitted > 
fireworks  and  combustibles  ord. ;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  8  yrs.,  12,850. 
Fire  dept— 2  steamers.  1  hand  engine,  1  h.  &  1. 
truck,  1  hose  wagon,  2  hose  carriages,  4  horses; 
hose,  cotton,  rubber  lined,  good  2,000  ft;  rubber, 
good  600  ft.;  total  hose,  2,500  ft.;  fire  alarm,  bell; 
value  of  dept  equipment,  $10,000:  value  of  bldgs., 
$4,000;  ann.  exp.  of  dept,  $4,097.25;  total  mem.,  61, 
paid  full  time  6;  volunteers  55;  underwriters' 
rating,  second  class. 

Watek  Supply— 'Source,  creek,  2  miles  from 
business  center;  system  gravity,  pump  direct; 
filtration  system,  N.  Y.  Filter  Cfo.;  cap.  of  plant, 
1,000,000  gals.;  cost  to  construct,  $5,000;  quality 
of  water,  good;  res.  cap.  180,000  gals.,  located  at 
station;  2  pumping  engines,  cap.  per  day  2,000,000 
gals.,  constructor  McGowan;  mains,  cast  iron,  10 
miles  6  to  8  in.  dia.;  116  hydrants.  Wood,  White 
and  Ludlow^  90  valves,  Chapman;  meters,  total 
number  26.  Crown,  owned  bv  city;  1,200  services; 
pressure,  dom.  25  lbs.,  fire  100  lbs.;  consumption. 
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per  day  ^jOOO  gals.,  per  capita  06  gals.;  cost  to 
construct,  970,000;  int.  paid  on  bonds,  4)4  per 
cent;  ann.  cost  of  mtce.,  $6,000;  works  belong  to 
dty. 

CORINTH,  pop.  7,000;  fire  area,  600  acres;  mer- 
cantile bldgs.,  bnck,  -  to  4  stories;  private,  wood, 
IH  atones;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
firea  investigated.  Fire  dept— 8  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  1,000  ft. ;  fire  loss 
in  1007,  $2,600:  ins.  loss  $2,000;  fire  alarm,  whistle; 
total  mem^  16  volunteers. 

Watbe  SuppLT—Source,    wells,    %    mile    from 

stop.;  stdp.  cap. 


business  center;  iTTstem,  pump  to       .  .  . 

60,000  gals.,  matenal  used  in  cons,  steel;  quality  of 
water,  good;  res.  cap.,  200,000  gals.:  3  pumping 
engines,  cla<s  air  comp.,  cap.  per  day  2,260.000  gals., 
constructor  McGowan;  mams,  cast  iron,  6^  miles, 
4,  6.  8,  10  and  12  in.  dia.:  120  faydranU;  meters, 
total  number  27,  Empire,  Gem  and  Westmghouse, 
owned  by  city;  460  services;  pipe*  galv.  iron;  pres- 
sure, dom.  do  lbs.,  fire  43  to  100  Ibb.;  cost  to  con- 
struct, $57,700;  bonded  debt,  $33,000;  int  paid  on 
bonds.  &H  per  cent;  cost  of  mtce.,  $6,000;  works 
owned  by  aty. 

CRYSTAL  SPRINGS,  pop.  2,000;  fire  area,  16 
acres;  mercantile  bldgs.,  wood  and  brick,  1  and  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  not  investigated. 
Fire  dept.--6  c  hand  ex.,  1  h.  ft  L  truck,  3  hose 
carts;  hose,  cotton,  rubber  lined,  good  1,000  ft.; 
fire  alarm,  whistle;  value  of  dept.  equipment, 
$1,000;  total  mem.,  30  volunteers;  underwriters' 
rating,  third  class. 

Watsr  Supply — Source,  wells,  in  business  cen- 
ter; system,  pump  to  res.;  res.  cap.,  118,000  gals.; 
2  pumping  engines,  size  7  x  14  x  10,  cap.  per  day 
690,400  gails.,  constructor  Worthington;  mams,  3% 
miles,  4  to  8  in.  dia. ;  30  hydrants,  Corey ;  pressure, 
dom.  66  lbs.,  fire  130  lbs.;  cost  to  construct,  $32,- 
000;  ann.  cost  of  mtce.,  $4,000. 

ENTERPRISE,  pop.  739;  bldgs.,  brick  and 
wood,  1  and  2  stories;  wooden  roofs  not  permitted; 
no  fireworks  and  combustibles  ord. ;  causes  of  fires 
investigated.    Fire  dept.  not  reported. 

Watbk  Supply— Source,  wells,  cap.  100,000  gals.; 
cost,  $1,600. 

FAYETTE,  pop.  604;  fiie  area,  1  mile;  mercan- 
tile bldgs.,  iron,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept.~10  c.  hand  ex..  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good.  1,600  ft;  inferior,  all 
kinds,  200  ft;  total  hose,  1,700  ft;  fire  alarm,  bell 
and  whistle:  total  mem.,  26  volunteers. 

Watbx  Supply— Source,  well:  system,  pump  to 
res.;  res.  cap.,  100,000  gals.;  1  pumping  engine, 
size  14  x  8  x  12,  constructors  Smith-Vaile:  13  by- 
drants,  Corey;  pressure,  dom.  45  lbs.,  fire  146  lbs.; 
cost  to  construct,  $12,260;  works  belong  to  town. 

3L0STER,  pop.  2,000;  fire  area,  2  blocks;  mer- 
cantile bldgs.,  bnck,  1  to  8  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  ord.;  causes  of  nres  not  investigated. 
Fire  dept— 2  h.  ft  L  trucks,  2  hose  carriages;  hose, 
rubber,  good^»600  ft;  inferior,  all  kinds,  800  ft; 
total  hose,  1^300  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $800;  value  of  bldgs.,  $600;  total  mem., 
40  volunteers. 

Water  Supply— Source,  well,  380  ft  from  busi- 
ness center;  system,  gravity,  pump  to  res.,  to 
stdp.  and  direct;  stdp.  cap.  36,000  gals.^  dim.  16  x 
18,  located  in  center  of  town,  material  used  in 
cons,  steel,  builders  Chicago  Bridge  &  Iron  Co.; 
quality  of  water,  good;  2  pumping  engines,  class 
dup.,  size  6  X  24,  cap.  per  min.  120  gals.,  construc- 
tors Downeyville  Pump  Co.;  mains,  cast  iron,  6 
miles,  6  to  8  in.  dia.;  32  hydrants,  Corey;  12 
valves;  pressure,  dom.  62  lbs.,  fire  62  lbs.:  con- 
sumption per  day,  30,000  gals.  ^  cost  to  construct, 
$25,000;  bonded  debt,  $30,500;  mt.  paid  on  bonds, 
5  per  cent;  works  belong  to  city. 

GREENVILLE,  pop.  12,000;  mercantile  bldgs., 
stone  and  brick,  1  to  4  stories;  private,  stone, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  loss  for  1906, 
$14,700;  ins.  involved,  $185,950.    Fire  dept.— 3  comb. 


c.  ft  h.  wagons.  3  hose  wagons,  1  hose  reel,  10 
horses;  hose,  cotton,  rubber  lined  good,  3,000  ft; 
rubber,  good,  2,000  tt;  inferior,  all  kinds,  600  ft; 
total  hose,  5  600  ft ;  fire  alarm,  Gamewell,  10  boxes; 
value  of  dept  equipment,  $8,000;  value  of  bidga-t 
$8,000:  ann.  exp.  of  dept.,  $12,000;  total  menu,  16 
paid  full  time. 

Watxs  StTPPLT— Source,  wells,  %  mile  from  busi- 
ness center;  system,  pump  to  rea.:  quality  of 
water,  good;  res.  cap.,  280,000  gals.,  located  near 
station;  2  pumping  enginea,  aisc  10  z  14  z  lOJi,  cap. 
per  day  1,260,000  gals.,  constructor  Wortbmgtoa; 
mains,  cast  iron;  180  hydrants,  Corey;  lAOO  serv- 
ices: pipe,  galv.  iron;  pressure,  dom.  85  Iba.,  fire 
90  lbs.;  consumption,  per  day  TOOAWnla.,  per 
capita  70  nls.;  cost  to  construct,  $70,000;  bof&dcd 
deot,  $66,000;  int^paid  on  bonds,  6  per  cent;  ana. 
coat  of  mtce..  I8,000;  works  belong  to  city. 

GREENWOOD,  Leflore  Co.,  pop.  8.000;  noer. 
bldgs.,  bk.  and  wd.;  wooden  roofs  permitted.  Fire 
dept— 1  comb.  chem.  hose  and  ladder  truck.  2 
horses,  4  hose  carriages;  hose,  cotton,  rubber 
lined,  good.  1.600  ft;  inferior,  all  kinds,  500  ft; 
total  hose,  2,000  ft;  fire  alarm,  whistle;  total  mem., 
32  volunteers. 

Watxx  Supply— 'Source,  wells,  ^  mile  from 
buriness  center:  system,  pump  to  stdp.  and  direct; 
«tdp.  cap.  120,000  gals.,  material  used  m  cons,  steel; 
quality  of  water,  good;  res.  cap.  275,000  gals.^  lo- 
cated at  pumping  station;  2  pumnmg  engines 
class  dup.  comp.,  cap.  per  day  1,600,000  gala.,  con- 
atructor  McGowan:  mains,  cast  iron,  7  milca,  4  to 
10  in.  dia.;  60  hydrants;  fi  valves:  800  services: 
pipe,  galv.  iron;  pressure,  dom.  45  lbs.,  fire  100 
Iba.;  consumption  per  day,  200,000  gals.;  cost  to 
construct,  $50,000;  bonded  debt  $123,000;,  int.  paid 
on  bonds,  o  per  cent;  works  belong  to  city. 

GRENADA,  pop.  4,000;  fire  are&,  1  square  mik; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
1  and  2  stories:  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept — ^1  h.  ft  L 
truck,  3  hose  carta;  total  hoee,  1,600  ft.;  fire  alarm, 
bell  and  Cyrus  whistle;,  total  mem.,  55  volunteen; 


underwriters'  rating,  third  class. 

Watbk  Supply— Source,    wells,    V&    mile    from 
business  center;  system,  pump  to  stdp.  and  direct; 


stdp.  cap.  175,000  gals.,  dim.  36  x  W,  located  oa 
hilL  120  ft.  high,  material  used  in  cooa.  steel: 
quality  of  water,  good;  res.  cap.  77,000  gala,  located 
at  station;  2  pumping  engines,  class  comn.  dup., 
size  8^  X  10  X  16,  cap.  per  day  760,000  gala.,  coo- 
structor  Worthington;  maina,  caat  iron,  5  miles, 
6  to  10  in.  dia.;  49  hydranta,  Corey;  metera,  total 
number,  100.  Empire,  Heney  RotaHr,  Worthington, 
Buffalo,  Columbia,  Trident  and  Kevstone,   owned 


by  consumer;  30  services;  pipe,  galv.  iron; 
sure,  dom.  70  lbs.,  fire  70  lbs.;  consumption  per 
day,  160,000  gals.,  per  capita  35  gals.;  coot  to  coo- 
struct,  $60,0(»;  bonded  debt,  $66,000;  int  paid  on 
bonds,  6  per  cent;  ann.  coat  of  mtce.,  $1,800; 
works  belong  to  city. 

GULFPORT,  pop.  1.060.  Fire  dept.— 1  h.  4  I. 
truck,  1  comb.  c.  &  h.  wagon.  3  hose  carta;  booe, 
3,500  ft;  fire  alarm,  'phone  and  whistle;  volunteer 
Co. 

Watxx  Supply— Source,   not  reported;    ayatem, 

Jump  to  res.  and  direct;  res.  cap.,^  1,200,000  gals^; 
pump,  Smith-Vaile,  cap.  per  min.  IjOO  gals.; 
mains,  4  miles,  6  to  10  in.  dia.;  60  hydrants;  works 
belong  to  city. 

HAZLEHURST,  pop.  2,500;  fire  area.  200  acre?; 
mercantile  bldgs,  bnck  and  wood,  2  stories;  pri- 
vate, wood,  1  and  2  stories:  wooden  roofs  i^r- 
mitted;  fireworks  and  combustiblea  ord.  Fire 
dept. — 2  hoK  carriages,  1  h.  &  1.  truck;  hose,  cot- 
ton, rubber  lined,  good,  1,500  ft;  fire  alarm. 
whistle;  total  mem.,  40  volunteers;  underwriters' 
rating,  third  class. 

Watee  Supply— Source,  wells,  in  business  cen« 
ter;  system,  pump  to  res.,  stdp.  or  direct;  Mdp. 
cap.  75,000  gals.(  dim.  20  x  35,  material  osed  in 
cons,  steel;  quality  of  water,  good;  res.  cap.  100.- 
000  gals.,  located  at  power  house;  1  pumping  en- 
sine,  cap.  per  day  720,000  gals.,  constructors  Smith- 
Vaile;  mains,  cast  iron,  4  miles,  4  to  10  in.  dia.; 
27  hydrants,  20  valves;  meters,  total  number.  5, 
worthington  and  Keystone;  175  services;  pipe, 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  125  lbs.;  con- 
sumption per  day,  50,000  gals.;  cost  to  construct, 
$40,000;  bonded  debt,  $65,000;  int  paid  on   bonds. 
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4^  per  cent;  cost  of  mtce.,  $6,000;  works  belong  to 
city. 

HATTIESBURG,  pop.  21,226;  mercantUe  bldgi.. 
brick  and  wood,  1  to  6  stories;  private,  wood,  2 
stories,  wooden  roofs  not  permitted  in  fire  area; 
fireworks  ord.:  causes  of  fijres  investigated.  Fire 
dept.— 1  h.  ft  t  track,  1  c  engine  on  wheels,  IS  c. 
hand  ex.,  1  comb,  c  ft  h.  wagon,  2  hose  carts,  2 
horses;  hose,  cotton,  rubber  lined,  good.  4,000  ft.; 
rubber,  good,  400  ft.;  total  hose  4,400  ft.;  fire 
alarm,  Gamewell,  18  boxes;  value  of  dept.  equip- 
ment, $6,000;  value  of  bldgs.,  $29,500:  ann.  exp.  of 
dept.,  $8,000;  total  mem.  44,  paid  full  time  12,  vol- 
unteers 82. 

Watxk  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.  and  direct;  stdp.  cap. 
90,000  gals.,  dim.  14  x  80;  qualitv  of  water,  good; 
res.  cap.  160,000  gals.,  located  60  ft  from  plant; 
3  pumpmg  engines,  class  comp,  dup.,  cap.  per  day 
l,000,0o0  gals.,  constructor  T.  M.  McGowan;  mains, 
cast  iron,  16  miles,  4  to  12  m.  dia. :  186  hydrants;  40 
valves*  meters,  total  number,  6.  Thomson  and 
Worthmgton,  owned  by  city;  800  services;  pipe, 
salv.  iron;  pressure,  dom.  35  lbs.,  fire  100  to  120 
lbs.;  cost  to  construct,  161,000;  bonded  debt,  |77,- 
000;  int  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$4,600;  works  belong  to  city. 

HOLLY  SPRINGS,  pop.  5,000;  mercantile  bldgs., 
brick  and  wood,  1  ana  8  stories;  private,  brick  and 
wood,  1  and  2  stories;  wooden  roofs  permitted. 
Fire  dept. — 4  hose  carts;  hose,  cotton,  rubber 
lined,  good,  1,200  ft;  inferior,  600  ft;  total  hose 
1,800  ft.;  fire  alarm,  whistle;  value  of  dept  equip- 
ment, $1,600;  value  of  bldgs.,  $300;  total  mem.  11, 
I)aid  part  time  1,  voltmteers  10. 

Water  SuppLv—Source,  wells,  600  ft  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
ICK^OOO  gals.,  dim.  20  z  60,  material  used  in  cons, 
steel;  qualitv  of  water,  good;  res.  cap.  2TO,000 
gals.,  located  200  ft  from  tower;  2  pumping  en- 

E'nes,  cap.  per  day  860^000  gals.,  constructors  Laid- 
w- Dunn-Gordon;  mams,  cast  iron,  7  miles,  6  to 
10  in.  dia.;  67  hydrants;  47  valves;  meters,  total 
number,  14,  Union  and  Worthington;  800  services: 


on  bonds,  5  per  cent;  cost  of  mtce.,  $6,600;  works 
belong  to  city. 

JACKSON,  pop,  31,680;  fire  area,  3,000  acres; 
mercantile  bldgs.,  brick,  1  to  6  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated,  fire  dept.— 8  steam- 
ers, 2  comb,  c  engines  on  wbeels.  4  c.  hand  ex., 

1  comb,  c  &  h.  wagon,  1  h.  &  1.  truck,  3  hose 
wagons,  18  horses;  hose,  cotton,  rubber  lined, 
good,  8,000  ft;  rubber,  good.  600  ft;  total  hose, 
3,600  ft;  fire  alarm,  Gamewell,  27  boxes;  value  of 
dept.  equipment.  $18,000:  value  of  bldgs.,  $60,000: 
ann.  exp.  of  dept,  $16,000;  total  mem.,  200,  paid 
full  time. 

Water  SuppLV—Source,  river,  3  miles  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  236.000  gals.;  dim.  26  x  70,  located  on 
hill    60    ft.    high,    material    used   in    cons.,    steel; 

2  pumping  engines,  class  triple  exp.  cono.,  sizes 
12  X  18  X  29,  16  X  18,  cap.  per  day  7,000,000  gals., 
constructors  Worthington  and  Deane;  mains,  20 
miles;  459  hydrants,  Ludlow,  Corey,  Eddy  and 
Wood;  348  valves;  800  meters;  2,600  services;  con- 
sumption per  day,  1,950,000  gals.;  cost  to  con- 
struct, $650,000;  bonded  debt,  $144,000;  int  paid  on 
bonds,  6  per  cent.;  ann.  cost  of  mtce.,  $10,000; 
works   belong  to   city. 

KOSCIUSKO,  pop.  2,067;  bldgs.,  brick  and 
wood,  1  and  2  stories;  fire  loss  for  1902,  $104;  ins. 
for  same  time.  $104.  Fire  dept.— 1  b.  &  1.  truck, 
2  hose  carts;  nose,  cotton,  rubber  lined,  good  800 
ft.;  fire  alarm,  bell;  total  mem.,  20  volunteers; 
underwriters'  rating,  fourth  class. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp  cap.,  22,000  gals.;  pumping  engines, 
constructor  Cook;  mains.  %  mile.  4  to  16  in.  dia.; 
13  hydrants;  pressure,  dom.  49  lbs.,  fire  80  lbs.; 
works  belong  to  A.  M.  Hanna. 

LAUREL,  pop.  10,000.  Fire  dept.-— 6  hose  carts; 
hose,  cotton,  rubber  lined,  good,  4,000  ft.;  fire 
alarm,  telephone;  total  mem..  62  volunteers. 


Water  Supply— Source,  pond  and  well;  system, 
pump  to  res. ;  res.  cap.,  62»,00O  gals. ;  2  pumping  en- 
gines, class  comp.,  size  9  x  14  x  10  x  i6,  con- 
structors Worthington  and  Gordon;  mains,  STTl  ft. 
6  to  12  in.  dia.;  l06  hydrants:  pressure,  dom.  66 
lbs.,  fire  126  lbs. 


meroant 
dwellin^i. 

mitted  in  fire  area.    Fire  dept-^  hose  carriages; 
hose,  rubber  lined,  good,  1,600  ft.;  fire  alarm,  elec- 
tric and  telephone,  3  boxes;  total  mem.,  85. 
Water  Supply— Not  reported. 

McCOMB,  pop.  6,000;  mercantile  bldgs.,  brick 
and  stone,  1  ana  2  stories;  private,  woo<L  1  and  8 
stories;  wooden  roofs  not  permitted  in  nre  area; 
fireworks  and  combustibles  ord. ;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  &  L  truck.  1  hand  en- 
gine, 1  c.  engine  on  wheels.  80  c.  hand  ex.,  1  hose 
wagon,  4  hose  carriagea.  2  horses;  hose,  cotton, 
rubber  lined,  good,  1,600  ft;  inferior,  all  lands. 
800  ft;  total  hose,  2,400  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  $1460;  ann. 
exp.  of  dept.,  $860;  total  mem..  60  volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  100,000  gals.;  2  pumping  engines, 
cap.  per  day  1,500.000  sals.,  constructors  Smith- 
Vaile;  mains,  cast  iron.  8H  miles,  4  to  10  in.  dia.; 
81  hydrants;  pressure,  dom.  66  lbs.,  fire  120  lbs. 

MACON,  pop.  3,000;  fire  area;  u  blocks,  mercan- 
tile bldgs.,  brick,  1  and  2  stories;  private,  wood,  1 
and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 2  hose  carts,  1  h.  ft  L  truck; 
hose,  1,600  ft;  fire  alarm,  bell;  total  mem.,  50  vol- 
unteers; underwriters'  rating,   fourth  class. 

Water  Supply— 1  tank,  cap.  100,000  gal*,;  res. 
cap.,  1,500,000  gals.;  pressure,  70  lbs. 

MAGNOLIA,  pop.  1,200;  bldjs.,  brick.  Fire 
dept. — 3  c.  hund  ex.,  3  hose  carnages;  hose,  1,000 
ft;  fire  alarm,  telephone  and  whistle;  total  mem., 
25  volunteers. 

Water  Supply— Creek  and  well;  system,  gravity 
and  pumping;  2  pumps,  Worthington;  cap.  of 
pumps  per  day,  1,628,000  gals.;  cap.  of  res.,  80,* 
000  gals.;  stdp.  cap.  100,000  gals.;  mains,  6  miles; 
30  hydrants. 

MERIDIAN,  pop.  35,000:  fire  area,  4  sq.  miles; 
mercantile  bldgs.,  brick,  1  to. 6  stories;  private, 
wood,  1  to  8  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 8  steam- 
ers, 1  h.  &  1.  truck,  18  c.  hand  ex.,  2  comb,  c  &  h. 
wagons,  3  hose  wagons,  1  hose  reel,  16  horses; 
hose,  cottoxu  rubber  lined,  good,  8,600  ft:  rubber, 

good,  250  ft;  inferior,  all  kinds,  150  ft;  total 
ose,  10,900  ft.;  fire  alarm,  whistle,  32  Gamewell 
boxes:  value  of  dept.  equipment,  $40,000;  value 
of  bldgs.,  $22,500:  ann.  exp.  of  dept.,  $25,000;  total 
mem.  30,  paid  full  time;  underwriters'  rating,  first 
class. 

Water  Supply— Source,  springs,  2  miles  ffrom 
business  center;  svstem,  pump  direct;  filtration 
system,  mechanical ;  quali^  of  water,  good ;  res. 
cap.,  2,500,000  gals.,  locatea  at  station;  8  pumping 
engines,  cap.  per  day  12,000,000  ^als.,  constructors 
Gordon,  Deane  and  Piatt;  mams,  cast  iron,  30 
miles,  6  to  16  in.  dia.;  260  hydrants,  Ludlow, 
Coney  and  Fairbanks;  meters,  total  number  700, 
owned  by  city;  2,000  lbs.;  works  belong  to  city. 

MOSS  POINT,  pop.  4,500;  fire  area,  1,920  acres; 
bldgs.,  wood,  1  story;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  fire  loss  for  1902, 
$1,500;  ins.  for  same  time,  $750.  Fire  dept— 1 
steamer,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good  600  ft{  fire  alarm,  bell  and  whistle; 
value  of  dept  eqmpment,  $1,300;  total  mem.,  48 
volunteers:  underwriters'  rating,  fourth  class. 

Water  Supply— Source,  river,  lake,  wells,  176 
gals,  per  min. 

NATCHEZ,  pop.  20,000;  fire  area,  1%  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  4  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss 
per  yr.  for  3  yrs.,  $80,000;  av.  ins.  for  same  time. 
$36,666.  Fire  dept. — 2  steamers,  4  c.  hand  ex.,  1 
c.  engine,  1  h.  &  1.  truck,  2  hose  wagons.  9  hose 
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tartB,  10  horses;  1,000  ft.:  total  hose,  6,500  ft:  fire 
Ularm,  bell:  yalue  of  aept.  equipment,  $14,000; 
value  of  bldn.»  $30,000;  ann.  exp.  of  dept.  f6,600; 
total  mem.  900,  paid  full  time  6,  paid  part  time  4, 
volunteers  291;  underwriters'  rating,  second  class. 
Watbk  Supply— Source,  wells,  H  niil«  from 
business  center;  system,  pump  to  res.,  to  stdp. 
and  direct.;  stdp.  cap.  127,000  sals.,  dim.  12  x  160, 
located  comer  Monroe  and  Union  Sts.,  material 
used  in  cons,  iron;  quality  of  water,  ffood;  rea 
cap.  820,000  gals.,  located  at  station;  2  pumping 
engines,  cap.  per  day  2,600,000  gals.,  constructors 
Worthington  and  Hughes;  mains,  iron,  17  miles,  4 
to  14  in.  dia.;  162  hydrant%  White  and  Corey  j  98 
valves;  meters,  total  number  1,032,  Crown,  Union, 
Empire,  Gem,  Hersey  Rotarv,  Hersey  Torrent, 
Thomson,  Worthington,  Buffalo,  Columbia,  Nash, 
owned  by  city  and  consumer;  1,112  services;  pipe, 
galv.  iron;  pressure,  dom.  66  lbs.,  fire  75  lbs.;  con* 
sumption  per  day  573,000  nls* ;  bonded  debt,  $136,- 
DOO;  int.  paid  on  bonds,  o  per  cent;  works  belong 
to  city. 

NEW  ALBANY,  pop.  3,600.  Fire  dept.— 2  hose 
-carts;  hose,  1,000  ft.;   fire  alarm,  whistle. 

Watbh  Supply— Source,  wells;  stdp.  cap.,  80,- 
X)00  gals. ;  Te%.  cap.,  48,500  gals. ;  2  pumping  engines ; 
clas,  duplex;  cap.  per  day,  250,00u  gals.j  construc- 
tors Smith- Vaile;  mains,  2  miles,  6  to  8  in.  dia.;  19 
hydrants;  pressure,  dom.  60  lbs.,  fire  100  lbs. 

OCEAN  SPRINGS,  pop.  1,800;  fire  area.  3,200 
vcres;  mercantile  bldgs.,  wood,  1  and  2  stories;  pri- 
vate,  wood,  1  story;  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  hand  engine,  1  c  en- 
gine,  1  h.  &  1.  truck,  1  hose  carriage.  2  horses; 
hose,  cotton,  rubber  lined,  good  800  tt;  rubber, 
good  600  ft.;  total  hose,  800  ft.;  fire  alarm,  bell: 
value  of  fire  dept.  bldgs.,  $2,600:  total  mem.,  40 
▼olunteera:  underwriters'  rating,  fourth  class. 

Watbk  Supply— Source,  well,  H  mile  from  busi- 
ness center;  system,  nump  to  res.;  res.  cap.,  7,000 
-gals.;  mains,  wrought  iron.  6  miles,  1  to  ^  in. 
•dia.;  110  hydrants;  60  services;  pipe,  black  iron; 
pressure,  aom.  25  lbs.,  fire  GO  lbs.:  cost  to  con- 
struct, $6,200;  ann.  cost  of  mtce.,  $76;  works  be- 
long to  Co. 

OKOLON'A,  pop.  2,600;  mercantile  bldgs.,  brick, 
'  1  stories;  private,  wood,  1  story;  wooden  roofs  not 
permitted;  no  fireworks  and  c&mbustiuies  ord.; 
•causes  of  fires  investigated.  Fire  dept— 1  hose 
•eart;  hose,  rubber,  good  800  ft.;  total  mem.,  26 
^volunteers:  underwriters'  rating,  second  class. 

W/frsK  Supply— Source,  wells,  H  mile  from 
Ibusiness  center;  system,  pump  direct;  res.  cap., 
100,000  gals.;  2  pumping  engines,  direct  pressure, 
constructor  Gordon;  mains,  6  miles,  6  to  8  in. 
dia.;  66  hvdrants:  meters,  total  number  8;  pres- 
sure, fire  80  to  100  lbs. 

OXFORD,  pop.  1.825;  mercantile  bldjg(s.,  brick,  1 
to  3  stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  not  permitted.  Fire  dept.— 8  hose  carts,  3 
Viose  carriages;  hose,  cotton,  rubber  lined,  good 
%800  ft.;  inferior,  all  kinds,  100  ft.;  toul  hose, 
t,400  ft;  fire  alarm,  telephone:  value  of  dept. 
equipment,  $2,500;  value  of  bldgs.,  $2,500;  toUl 
mem.,  23  volunteers;  underwriters*  rating,  fourth 
class. 

Watbr  Supply— Source,  wells;  system,  pump  to 
res.  and  direct:  stdp.  cap.  66.000  gals.,  dim.  41  x  18; 
res.  cap.,  75,000  gals.;  quality  of  water,  good;  1 
pumping  engine,  cap.  per  dajr  200,000  gals.,  con- 
«tructor  Knowles;  mains,  cast  iron,  6  miles,  4  to  8 
in.  dia.;  90  hydrants;  330  services;  pressure,  dora. 
40  lbs.,  fire  55  to  90  lbs.;  cost  to  construct,  $20,000; 
«nn.  cost  of  mtce.,  $3,600;  works  belong  to  town. 

PORT  GIBSON,  pop.  3,000;  fiie  area,  62  acres; 
•mercantile  bldgs.,  brkk  and  wood,  1  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  h. 
&  1.  truck,  3  hose  wagons;  hose,  rubber,  good, 
1,500  ft;  inferior,  all  kinds,  20O  ft;  total  hose. 
1,700  ft;  fire  alarm,  whistle:  value  of  dept  equip- 
ment, $6,000;  ann.  exp.  of  dept,  $500;  total  mem., 
60  volunteers. 

Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  res.  and  stdp.: 
stdp.  cap.  85,000  gaJs.,  dim.  32  x  132,  material  used 
in  cons,  steel;  quality  of  water,  good;  res.  cap., 
100,000:  1  pumping  engine,  class  dup.  comp.,  cap. 


K 


per  min.  760  gals.,  constructor  McGowm; 
cast  iron,  6  miles,  4  to  8  in.  dia. :  46  bydnats: 
Hpe,  galv.  iron;  preatnre,  dom.  60  Ib«^  fire  126 
Jba.;  consumption  per  day.  110,000  ^ala.;  cost  to  eoa- 
struct,  $62,000;  works  belong  to  city. 

PICKENS,  pop.  1,200.  Fire  dept — 2  hose  reds; 
hose,  1,000  ft. ;  fire  alarm. .  bell ;  total  aem.,  20 
volunteers. 

Water  Supply — .Source,  wells;  stdp.  cap..  36.- 
000  gals.;    res.    cap.,    36,000gals.;   1   pumping  en- 

ne;    cap.    per    day,    604,000    gals.;    constructors 


t 


mith  Vaile;  mains,  1  mile,  6  to  8  in.  dia.;  18  hy- 
drants; presure,  dom.  50  lbs.    fire  90  lbs. 

ROSEDALE,  pop.  1,860.  Fire  deot— 3  hose 
reels;  hose,  1,900  ft;  fire  alarm,  telephone;  total 
mem.,  17  volunteers. 

Watrr  Supply— Source,  wells;  syttem,  pomp  to 
stdp.;  stdp.  cap.  21,000  galM  I  pumping  cngjne, 
class  dup.,  cap.  per  day  6,000,000  gals.;  conatroct* 
ors  Smith- Vaile;  mains,  4  to  6  in.  dta. 

SARDIS,  pop.  2,200;  fire  area,  10  acres:  mer- 
cantile bldgs.,  Drick  and  wood,  1  and  2  stories; 
private,  wood  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  eombustiblcs  ord.  Fire  dept 
—1  steamer.  2  hose  reels;  hose,  cotton,  mbbcr  lined, 
good  600  It;  dept  not  organized;  underwriters' 
rating,  fourth  class. 

Watbr  Supply— ^Source,  well;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  60,000  gals.;  consunp- 
tion,  per  day  60,000  gals.;  16  hydrants;  cost  to  con- 
struct, $16,000;  worloi  belong  to  town. 

SCRANTON,  pop.  5,067;  fire  area  640  acres: 
mercantile  bldgs.,  brick  and  wood,  1  to  S  stories; 
private,  wood,  iH  stories;  wooden  roois  permitted: 
no  fireworks  and  combustibles  ord.:  causes  of  fires 
not  investigated.  Fire  dept— 2  h.  &  L  tracks.  3  hose 
wagons;  hose,  cotton,  rubber  lined,  good  2,000  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, I3|0D0;  value  of  bldgs,  $2,000;  snn.  exp.  of 
dept.,  $200:  total  mem.,  40  volunteers. 

Watxr  Supply— Source,  weUa;  system,  gravity: 
res.  cap.  6,000  gals.;  mains,  4  miles^  1%  to  4  in. 
dia.;  lOO  hydrants;  40  valves;  20  services;  pressure, 
dom.  82  lbs.:  cost  to  construct,  $4,600;  works  be- 
long to  F.  H.  Lewis. 

SENATOBIA,  pop.  1,600;  fire  area,  10  acres; 
bldgs.,  brick  and  wood.  1  and  4  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept— 2  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  600  ft;  inferior,  all  kinds*  5d 
ft;  total  hose,  660  ft:  fire  abrm,  bell  and  whistle, 
9  boxes;  underwriters'  rating,  fonrtii  class. 

Water  Supply— Source,  wells.  20O  ft  from  bcsi- 
ness  center;  system,  pump  to  stdp.;  stdp.  cap.  4S.- 
000  gals.,  located  near  station,  material  used  ta 
cons,  iron,  builders  Chicago  Bridge  ft  Iron  Co.; 
qualitv  of  water,  good;  2  pumping  engines*  ca?. 
per  day  16,000  gals.,  constructor  Cook;  mains, 
wrought,  cast  and  galv.  iron,  3%  mfles.  2  to  8  in. 


dia.;   7    hydrants;  140  services;   pipe,  galv.    iron; 
I>ressure,  aom.  60  lbs.,  fire  75  to  sO  lbs.;  consmnp- 


tion  per  day  60,000  nls..  per  capiU  80  gab.; 
to  construct  $12^600;  bonded  debt  17.000;  int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtoe^ 
$1,968;  works  belong  to  city. 

STARKVILLE,  pop.  2,460;  fire  area.  1,200  acTe«: 
mercantile  bldgs.,  onck.  1  to  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted: 
fireworks  ord.  Fire  dept— 1  hand  en^ne,  I  h.  ft 
L  truck,  1  water  tower.  3  hose  carnages;  base, 
cotton,  rubber  lined,  good  1.600  ft;  fire  alarm. 
bell  and  whistle;  value  of  dept  equipment,  SSwOOO; 
value  of  bldgs,  $1,000;  total  mem.,  S,  volunteers: 
underwriters    rating,  third  class. 

Water  Supply— Source,  wells,  H  mile  from 
business  center;  system,  gravity,  pump  to  reser- 
voir, to  stdp.  and  direct;  stdp.  cap.  6O»Q00  gala.. 
dim.  30  X  28,  located  center  of  town,  material 
used  in  cons.,  stsel,  builders  Chicaso  Bridge  Co.. 
quality  of  water,  good;  res.  cap.  100,000  gals.,  lo- 
cated at  station;  1  pumping  engine,  class  compw 
dup.,  size  8  X  8  X  12,  cap.  per  day  TGO^OQO  gxls^ 
constructor  McGowan;  mains,  cast  iron,  6  miles 
1  to  8  in.  dia.;  33  hydrants,  Bourbon;  8  valves 
Bourbon;  meters,  toul  number  1,  Gem,  owned 
by  consumer;  166  services;  pipe,  galv.  iron;  pres- 
sure, dom.  46  lbs.,  fire  00  to  126  lbs.;  cons 
tion  per  day  40,000  gals,  per  capita  20  gals.^ 
to  construct  $81,000;  ann.  cost  of  mtce, 
works  belong  to  city. 
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liMgea:  ho*e,  cottoo.  rubber  Hned.  good  l.COO  fui 

£iK  ateRB,   belli   *«lue  -'  ■" — '    — ' *""■ 

^Ive  of  bidgi.,  1260;  •" 
Watu  Soin.t-'Sot 


if  bidgi.,  fSEO;  tout  aciB.,  W  TOlniUcen. 
II  SorrLT-'Sanrce,    well,   la   biulneu   q 
ttrinMein,  pump  to  itdp.  vid  dii 


■  Alrmtiigb 


/orb;    r».    cap   Gd,0OD   siiu.;    I   pnnipinK 

— . ,    up.    per   daT   StXhOOO    lali.    eonatnictoii 

Smltb-VaOe:  Dulnt,  JK  milei,  4  to  B  in.  di*j 
-St  hrdnnU,  Core^i  prtaore,  dotn.  M  lb*.,  Ere  IS 
lb*.;  coat  to  eonitruet,  O^Jgn;  int.  paid  on  bonda, 
■*  per  cent;   worka  beIon(  to  eitj. 

TUPELO,    pop.    UIB;    mcreintile   bide*.,   wood, 
1    and    3   itortes;    wooden    roofi    not    permitted; 
orka   and   corabuitibtei    otd. ;    buiineu   placea 
■■    ■  ■  id    buckeu;    under. 


I    have    ladder!  a 


Watik  Sor^LT-Soui 

iSTmO^^"  d'iin,'^ 

claaa  dap.,  cap.  per  day  £000,AlM  [ala., 
Snith-Vafle  and  S.  B.  Co.:   malna.  ea.>  nuu,  kti 
Dilea,  t,  g  and  10  in.  dia.;  W  hjdraDtt;  40  •alvei: 
..___  TO  ibt,  fi,,  j»  lb,.;  worka  belong 


VICKSBURG.  pop.  30,000:  mercantile  bidga., 
brick,  1  to  I  Itoriei;  private,  wood,  Z  itonei; 
arooden  roofa  not  permitted  in  lire  area]  firework* 
■and  combnatlble*  ord.;  cau*es  of  fire*  investiialtd. 


of  bids*.',  tSO.OOa:  ann.  exti."or'dept.,  KS.OoA;YotaI 
mem.  a,  paid  loll  tine  M. 


pen    a    Wood;    filtration    aritei 
cap.    of    plant,    S,000.000    gali; 
nlB.:  G  pumping  engines,     ' 
tl£6m  Btii..  conatruct; 


N.    Y.    Filter: 


-■,  Worthlngton; 

luuna,  n  mila,  4  to  IS  in.  dia.,  Dennia  Long; 
UO  fardrants,  Ludlow;  TE  valvei;  mctcT*.  toUl 
number  800,  owned  by  Co.;  LEOO  lerrice*;  pipe, 
lead;  presaure,  dom.  and  fire.  W  tb*.;  oonaumptbn 
per  dar  LSOO.OOO  gala.,  per  capita  110  nla.:  coat 
to  eonatiBct,  tiU.SSt;  work*  belong  to  Co. 

WATER  VALLEY,  pop.  6,000;  fire  area,  480 
aetei;  mercantile  bldgi.,  brick,  1  and  Z  atoriea; 
J,  1  noili  wooden  roof*  not  per- 
rarka  and  combuallble  ord.;  causea 
Btigated;  av.  fire  loaa  per  vr.  for  B 
av.    ina.    for   aame   time,   tSO.      Fire 


wagon.  3  -lose  carrLages;  2  borits:  hose,  coMon, 
ruUier  lined,  good  LSOO  ft.;  total  hoae,  1,600  It.; 
fire    atarm,    wliiatle:    value    of    depl.    equipment^ 

rells,     U     mile     from 


of  bidga.,  ;E.000; 


itan,  8  mile*,  4  to  8  in.  dU.,  Uoward-Uarrison; 
46  bTdranti.  Nelaon;  nietera,  total  number  13, 
Union  H  Columbia  t,  owned  bj  citj;  660  aerric^ 

lbs.,  fire  80  to  to  lbs.;  coat  to  conatruct,  nO.OOO; 
int.  paid  on  bonds,  0  per  cent;  ann.  coat  of  ntee., 
U.aw;  works  belong  to  citr. 

WESSON,    pop.  4,000;    mercantile  bldgi.,   brick, 

wooden  roofa  not  perm'itted;  fire  ton  for  lOOsI 
»,000:  in*.  lor  same  time,  12,500.  Fire  depL-I 
li.  ft  L  truck,  I  hose  carts,  B  horacs;  boae,  cotton. 
rubber  lined,  good,  1,100  ft;  fire  alarm,  wbistle; 
total  mem.  18,  paid  foil  lime:  underwriter*'  ratingi 
fourth   clasi. 

WATia  SttrtLT— Soorce,  creek;  system,  pomp  to 
re*,  and  direct:  stdp.  cap.  110,000  gala.;  re*,  cap. 
ISOjOOO  gall.;  2  pumping  enginea.  cap.  per  d» 
1,000,000  gala.,  eonstroetori  WorthingUn  and 
Deane;  malna,  call  iron,  t  mile*,  4  lo  1  in.  dia.; 
Dennl*  Long,  H  bTdranti.  Chapmani  48  ral«ei; 
1..  u.. ■r„tiie  lifilli  Corp. 

top.   S,Ut;   wooden   roofa  not 
I      and      eombnstlblea     ord.; 
causes  of  firca  inTcMigated.     Fire  dept.— 1  wagon 
ind  ladden,  t  hoie  cut*,  I  bcie  carriages;  hose. 
'    ".111.  ruljber  lined,  good  1,000  ft.;  fire  alarm,  tej- 
.;.......■:  ^..:.,[mem^ffi. 

■A/,Tt.t  ^^'p^I.r— Source,     wella,     li     mil*     (rom 

460,000 ''ga'^'"     "  "  n    r        .    r*.      r.n 

1.500.TO0    i 


TEO.doO 
6G  hydi 

YAZi 

lercantil*    bldgs., 


mem..   40  volunteeis;   H.   M.   Rom. 

I.T— Source,  welli;  iTstem,  pump  to 
132.000  gals.;  pumping  csp,  per  day. 
ressute.  dom.  60  Ibi.,  fire  100  lbs.; 


wood,   I   storiei;   wt 
fire  area;  fir—nrW 
of  fire*   in 
enirine,   0 


rub&r': 


land  ex.,   1   b.   ll   1.    truck,   1  hoae 
:  carriages,  7  borgea;   hose,   cotton, 

rd,  4,000  ft.;  rubber,  good.  600  ft; 
Ft.;  fire  ihrm,  eleclnc,  20  boxes; 
equipment,  ^9,000;  value  of  bldg*.. 


OW  gals.,  cooatructor  ' 
iron,  IG  milea,  8  to  12 
valves;  meters,  total  nur 
city;  1,200  services:  pi 
dom.  100  lbs.,  lire  100  11 
600.000  gals.;  c 
debt.  tm.DaO;  i 


1,000  or  more  having 


B-244 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY— MISSOURI. 


MISSOURI 

ABBREVIATIONS.— Ann.,  annual;  ay.,  average;  bidgs.,  buildingi;  cap.,  capacity;  chn.,  cfaaimaB; 
c,  chemical;  c  &  h.,  chemical  and  hoae;  elk.,  clerk;  comb,  combination;  comr.,  commiaaioner;  com.,  cob- 


ll«   d.* 

_  .  .  .        ,  ,  mcmbcrAtp; 

No.,  number;  pop.,  population;  pres.,  president;  reg.,  reservoir;  atdp.,  standpipe;  supL,  auperintendent. 


ADRIAN,  pop.  729;  fire  area,  210  acres;  mercan- 
tile bldsB.,  brick  and  wood,  2  stories;  private, 
brick  auid  wood,  1  auid  2  stories;  wooden  roofs  per- 
mitted;  no  Reworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— U  c. 
band  exL,  1  h.  &  L  truck;  fire  alarm,  bell;  value 
of  dept.  equipment,  $500;  total  mem..  18  volun- 
teers;   underwriters'   rating,    fourth    class. 

Watss  SupPLT^Source.  wells  and  cisterns* 

ALBANY,  pop.  2.800:  mercantile  bidgs.,  brick. 
Fire  dept.— 1  hose  trucfc:  total  hose,  1,600  ft.; 
fire  alarm,  whistle  and  bell;  total  mem.,  15 
volunteers. 

Watbk  Supply— Source,  res.;  system,  pump; 
W.  J.  Baker,  supt. 

AURORA,  pop.  6,375;  fixe  area,  40  acres;  mer- 
cantile bldgs.,  brick,  1  to  8  stories;  private,  wood, 
1^  stories;  wooden  roofs  not  permitted  in  fire 
area;   combustibles  ord.;   causes  of  fires  investi- 

fited.  Fire  dept.— 1  h.  &  1.  truck,  4  c.  hand  ex., 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,000  ft^  fire  alarm,  bell;  value  or  dept  equip- 
ment, «,000;  value  of  bldgs.,  8400;  ann.  exp.  of 
dept,  8100:  total  mem.  27,  paid  ftill  time  1.  paid 
part  time  16,  volunteers  10. 

Water  Supply — Source,  spring,  5  miles  from 
business  center;  system,  gravity  to  res.  and  std^.: 
stdp.  cap.  600,000  gals.,  dim.  15  x  100,  material 
used  in  cons,  steel;  filtration  system,  gravel; 
quality  of  water,  good;  res.  cap.  1,000,000  gals., 
located  at  river;  2  pumping  engines,  cap.  per  day 
2,000,000  gals.,  constructor  Deane;  mains,  cast  iron, 
14  miles,  6  to  10  in  dia.;  66  hydrants;  20  valves; 
meters,  total  number  200;  Nash  1,  Hersey  Ro- 
tary 4,  Hersey  Disc  6,  Worthington  1,  Buffalo  9, 
owned  by  consumer  and  Co. ;  12,7)00  services ;  pipe, 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  160  lbs.; 
consumption  per  day,  600,000  gals.;  cost  to  con- 
struct 8100,000;  cost  of  mtce.,  83,600;  works  be- 
long to  Co. 

BETHANY,  pop.  2,100;  fire  area,  30  acres;  mer- 
cantile  bldgs.,  brick,  2  stories;  private,  wood,  IH 
and  8  stones;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— ^  c  hand  ex.,  1  h.  &  1. 
truck,  1  hose  wagon,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  6,000  ft;  total  hose,  6.000 
ft;  fire  alarm  bell  and  whistle;  value  of  dept. 
equipment,  8700;  value  of  bldgs.,  82,600;  ann.  exp. 
of  dep.,  8100;  total  mem.,  16  volunteers. 

Water  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
84,600  gals.,  dim.  12  x  100,  material  used  in  cons, 
steel,  builders  Springfield  Iron  Works;  res.  cap., 
30,000  gals.;  pumping  engines,  class  comp.,  cap. 
per  day  864,000  gals.,  constructor  Snow;  mains, 
cast  iron,  6  miles,  2  to  8  in.  dia.;  27  hydrants; 
12  valves;  meters,  total  number  117,  Trident:  200 
services;  pipe,  galv.  iron;  pressure,  dom.  75  to 
90  lbs.,  fire  150  lbs.;  cost  to  construct  835,000; 
bonded  debt,  816,000;  int.  paid  on  bonds,  4V^  per 
cent;    works   belong  to  city. 

BEVIER,  pop.  2,600;  mercantile  bldgs.,  brick 
and  wood;  wooden  roofs  permitted;  no  fireworks 
and  combustibles  ord.;  causes  of  fires  not  investi- 

gated;  fire  loss  for  1902,  86,112;  jns.  for  same  time, 
i.300.    Fire  dept.— 1  steamer,  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good  600  ft.;  fire  alarm,  bell; 
total    mem.,    13   volimteers;    underwriters'    rating, 
fifth  class. 
Water  Supply— Source,  wells. 

BOLIVAR,  pop.  2,285:  fire  area.  300  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood,  1%  stories:  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  h.  &  1.  truck, 
1  aerial  truck.  2  hose  wagons,  2  hose  carriages; 


hose,  cotton,  rubber  lined,  good,  600  ft;  rubber, 
good,  200  ft;  inferior,  all  kinds,  800  ft;  total  hose. 
1,000  ft;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  8800;  value  of  bldgs.,  81000;  to- 
tal mem.,  14  volunteers. 

Water  Supply— Source,  spring,  ^  mile  from 
business  center;  system,  gravity,  ptmip  to  rea.,  to 
stdp.  and  direct:  stdp.  cap.  68,758  gals.,  dim.  10  x 
100.  located  2  blocks  west  of  public  square,  ma- 
terial used  in  cons,  steel,  builder  George  Dudley; 
quality  of  water,  good;  res.  cap^  26,000  gals.;  1 
pumping  engine,  cap.  per  day  000,000  gals.,  con- 
structor Deane;  mains,  cast  iron,  8  to  4  milea,  4  to 
10  in.  dia. ;  25  hydranta,  Empire  and  Corey ;  12  valves; 
meters,  total  number  8^  Crown  5,  Hersey  Disc  8. 
owned  by  city;  200  services;  pipe,  galv.  iron;  pres- 
sure, dom.  50  lbs.,  fixe  120  lbs.;  consumption,  per 
day  25,000  gals.,  per  capita  12H  gala.;  coat  Co 
construct,  812,000;  bonded  debt,  16,500;  ann.  cost 
of  mtce.,  8800;  works  belong  to  city. 

BONN£T£RR£,  pop.  8,719;  mercantile  bldgs.. 
brick  and  wood,  1  and  8  stories;  private,  wood,  1 
and  2  stories:  wooden  roofs  permitted;  fireworks 
and  combustioles  ord. ;  causes  of  fires  investigated. 
No  organized  fire  dept— 1  hose  carriage;  undei^ 
writers  rating,  fourth  class. 

Watbr  Supply— Source,  river';  system,  pnmp  di- 
rect; pumpine  engines,  cap.  per  day,  1,500,(NM}  gals., 
constructor  Gordon;  mams,  8  to  6  in.  dia.;  IS 
hydrants. 

BOONVILLE,  pop.  4,377;  fire  area,  380  acres; 
bldgs..  brick,  2  and  8  stories;  wooden  toqIm  per- 
mitted; no  fireworks  and  combustibles  ord.  Fire 
dept— 1  c  hand  ex.,  1  h.  &  1.  truck,  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  1,300  ft; 
fire  alarm,  bell;  value  of  dept.  equipment,  $l,€00; 
value  of  bldgs.,  81.200;  ann.  exp.  of  dept,  8888; 
total  mem.,  S  volunteers;  underwritera'  rating, 
fourth  class. 

Water  Supply— Source,  river,  %  miles  from 
business  center;  system,  pump  to  res.;  stdp.  cap. 
70,000  gals.,  dim.  16x24,  located  at  station,  ma- 
terial  used  in  cons,  steel;  filtration  system; 
quality  of  water,  good;  res.  cap.  6,018,000  i^als., 
located  %  mile  from  town;  2  pumping  engmes, 
class  double  acting,  size  16  x  10  x  18,  cap. 
per  day  3,000,000  gals.,  constructor  Deane; 
mains,  cast  iron,  6H^miles,  4  to  10  in.  dia.;  80  hy- 
drants, Corey  and  Chapman;  56  valves.  Chapman; 
meters,  total  number  22,  Crown  6,  Union  1,  Hersey 
Disc  5,  Worthington  4,  Buffalo  1,  Keystone  3,  Nash 
12,  owned  by  city  and  consumer;  860  services:  pipe, 
galv.  iron;  pressure,  dom.  37  lbs.,  fire  60  to  80  lbs.; 
coiTsumption,  per  day  267,090  sals.,  per  capita 
61  gals.;  cost  to  construct,  887,500;  bonded  debt 
875,000;  int  paid  on  bonds,  5  per  cent;  ann.  cost 
of  mtce.,  86,544.47;  works  belong  to  city. 

BOWLING  GREEN,  pop.  1,990;  fire  area.  600 
acres;  mercantile  bldgs.,  brick,  1  to  3  stories; 
private,  wood  and  brick,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  causes  of  fires 
investigated.  No  fire  dept;  underwriters'  rating, 
third  class. 

Watbr  Supply— Source,  wells,  1,000  ft  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
100.000  gals.,  dim.  24  x  SO,  located  at  station,  ma- 
terial used  in  cons,  wood  and  steel,  buildefa  N.  H. 
Ledford]  quality  of  water,  good;  2  pumpinr  en- 
gines, size  12  X  12,  6  X  50,  cap.  per  dav  600.000 
gals.;  mains,  cast  iron,  5  miles,  4  to  8  in.  dia.; 
12  hydrants.  N.  O.  Nelson;  10  valves.  Crane; 
meters,  total  number  25,  Buffalo,  owned  by  Co.; 
150  services;  pipe,  lead;  pressure,  dom.  80  lbs.* 
fire  70  lbs.;  consumption,  per  day  1,000.000  gals., 
per  capita  60  nis.;  cost  to  construct,  820,000;  aan. 
cost  01  mtce.,  8100;  works  belong  to  COb 


6ROOKFTELD.  pop.  6,485;  fire  area,  1,»0 
mercantile  bldgs.,  brick,  1  to  3  stories;  private.  wood« 
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1^  Moriet;  vooden  roofi  sot  permitted;  Biewoika 
snd  eooboitible*  ord.;  c*nK*  of  fire*  inTeMliitcd; 
»ir.  fire  lou  per  n.  for  t  jn,,  KTDO;  >T.  In*,  for 
•une  lime   nj«t.    Ftie  dept^l  c  hind  ex.,  1  hoK 

lined, 'Koad  UOO  it.;  fire  ^uid, 'telephone  and 
electric:  Tilne  of  dept.  eanipment,  tUw;  Tslneaf 
bldft.,  C.BOO;  inn.  exp.  ol  dept.,  tl,O00i  total  mem. 
14.  paid  lull  time  t.  Tolunteert  li;  underwriter*' 
reiiog,  third  claai. 

Watei  Scpn-Y-Soorce,     wells,     W     mile     from 

ae.OW  EBls.,  dim.'^O  X  'l^  mate°i/l  asii'  io'cans! 
iron     bniJders,aift    &    Co.;    quHli!,     ',!       vvH<- 

cap.  'per  day '7Kl.0<»''Bal«..'^  eonfir  m  I'li'' /".-■mi-' 
maim,  cm  iron,  8  milei,  4  to  10  in  .ti.i  .  .'I  In- 
dranls;  IS  valves;  metera,  toUl  n.i^rl,u  ?-«i,  r.,i 
faio  and  Naih;  400  aenrices;  pipe  ),';.'l  :ir-l  ir-:' 
preaaure.  dom,  60  lbs.,  fire  b6  lb-.:  i  ..;-.-. r,,.,i.  .;; 
per  day,  120,000  gala.;  coat  <o  cc.     '  ,:^'-'" 

bonded  debt.   IZ^OQO:   int.    paid   ci      . 
cent;  coat  of  mtce.,  tUW;  »orl.a  ■ 
BRUNSWICK,  pop.  1,401 1  fire  area,  42  bloclii. 

lined,  Eood,  1.000  ft.i  fire 'alarm*  whistle;  toul 
iDeai.,  IS  Tolanteera;  underwrltera    lalinE,   fourth 


Samp  to  stdp.  and  direct;  atdp.  cap,  SO.oOO  lali.. 
im.  10  X  n,  material  naeil  in  fon>.  ileef,  boilderl 
Springfield;  1  pumpiog  engine,  class  dup.,  cip. 
per  da;  500,000  gala.,  conatiuctor  Snow;  malna,  1^ 
miles,  4  to  g  in.  d^,  Howard,  HarriMm;  It  by. 
draots.  Eclipae;  90  servicea;  pipe,  wrouaiil  iron; 
pressure,  dom.  SO  lbs.,  fire  3D  lo  126  lbs.;  con- 
■umption  per  day  30,C0I|  ■als,,  per  capita  30  sals.; 
coal  to  conatrucl,  includiDV  electric  plant.  (18.000; 
ann.  cost  of  mtce.,  U.SOO;  works  belong  lo  Co. 
BUTLER,  pop.  4,000;  fire  area,  840  acrei;  tner- 


carruBes 
quipmeni 


&  Conley;  filtration  STBlem,  pressure;  quality  of 
vater,  good;  rea.  cap.  l.OOO.DOCI  gala.,  located  It 
river;  t  pumping  engines,  cap.  per  day  1.500,000 
sala.,  conalructor  Deane;  tnaina,  cast  iron,  4  to  12 
m.  dil.;  Empire  hydrants;  Ludlow  valves;  meters, 
total  number  2G0,  owned  by  Co.  and  consumer; 
400  services;  pipe,  iron;  preaaure,  dom,  40  lbs - 
■      "lO.m      ■  •     ■   ■ 


o  Co. 


0  gals.;  wort. 


CAUFORMA,  pop.  3,400;  fire  area,  300  acres; 
mercantile  bldsa.,  brick,  2  stories;  private,  wood, 
1  Btotiea;  wooden  roofa  peimiiied;  fiiewurfca  and 
combustible*  ord.  No  oreaniied  fire  dept.— 1  h. 
&  1.  trueL;,hoae,  cotton,  rubber  lined,   good,  160 

^ATBK  SurrLT— Source,  wells. 


value  of  bid  IS.,  I 
mem.,  35  volunt...... 

W*Ti«  SuprLT— Sourc 


of  dept.,  BOO;  total 


tank;  stdp. 


70,000  gala.;  quality  of  water, 

000,000  gals.,  located  northwe.i  ...  ^„y  -.  „  ^i^, 

mites,  i  to  12  in.  dia,;  44  hydrants;  116  'Jet 
preaanre,  dom.  60  Iba.,  fire  126  1b>.;  coat  to 
atTDct,  teS.OOO;  bonded  debt.  169,000;  int.  pa 
bonds,  6  per  cent;  coat  ol  mice.,  tSOO;  worl 
king  to  city. 

CANTON,  pop,  2,Sai  fire  area,  900  acres; 
eantUe  bidgs.,  tione,  brick  and  wood,  2  st 
private,  wood.  1  story;  wooden  roola  not  p 


::a;; 


ted;  no  fireworka  and  eombuatiblea  ord.;  cauae 
of  firn  not  investigated;  fire  loaa  for  1902,  H.GOO; 
ins.  for  IW!,  ISO.  Fire  depL-l  b.  &  I.  trui^.  t 
bote  carriages;  total  hose.  8,600  ft.;  fire  alarm, 
bell;  value  of  dept  equipment,  (10,000:  **lue  of 
bld^,  (4,000;  total  mem.,  SI  volontecn:  under- 
writer*' rating,  tonrth  clan. 

WATxa  SupriY-Source,  well,  U  mile  froni  bual- 
ness  center;  ayatem,  pump  to  re*.;  quality  of 
water,  good;  res.  cap.,  1S8.000  gala.:  mains,  cast 
iron,  t%  miles,  S  in.  difu;  42  hydranlt;  8  valvea; 
preaaure.  dom.  70  Iba.,  fire  70  (ba.;  coal  to  con- 
struct, 112,000;  cost  of  mice.,  (860;  works  belong 

area,  U 

Snd  "w^A.': 

t^ire  depL— a  liand  engines.  4  hose  carriigei;  hose, 
cotton,  rubber  Uned,  good,  8,860  ft.;  inlerior,  all 
kinds.    200   ft.;    total    hoae,   4,060   ft.;    lire    alarm, 

Gamewell;  value  o'   '  '  

df  bIdgs..  (3,000; 


ayatem,  Vohlea  patent  uimmer;  qoality  of  water, 

■■■ -  ,  1,000,000  gala.-  ' = ' 

per  day  4,00 _ 

Knqwlea;    maioa,   ■ 


good;  rea.  cap.,  1,000,000  gala.;  >  pumping  engine*. 
_, —   j.._      —    ___   J —  <  AAA  AAA  gjj^^  c ■ 

...  ..^w.-.^  and    KdowLea:    maina 

ilea,   4  n 


nowiea;  muna,  cast  uon,  an 
dia.;  90  hydrant*',  ES  valves; 
meieis,  loui  numiier  60,  Worthiuglon.  owned  by 
consumer;  SOO  services;  pipe,  lead  and  ealv.  iron; 
pressure,  don.  110  lbs..  Ere  U6  lbs.;  conaomp- 
lioD  per  day,  800,000  gals.;  cost  to  caDstniet,  dGO,- 
000;  mt.  psid  on  bonds,  6  per  cent;  coat  of  mice., 
KM:  works  belong  to  Co. 

CARROLLTON  pop.  4.1T2;  fire  area,  MO  acres; 
mercantile  bldga..  brick,  2  stories;  private,  wood. 
1  and  2  atories;  wooden  roofs  not  nermitted;  fire- 
works and  combustiblea  ord.    Fire  dept.— 2  c  hand 


SI". 


ibber.  good  960  !t. ;  tolal  hose,  l,90d 


m.,  12  volunii 


stdp.  and  direct;  stdp. 
X  110;  2  pumping  en- 
day,   iO0O,OaO    gals.. 


'■       -  beane,    Hofly; 

vT^  ui^ies,  I  <u  lu  in.  dia. ;  Shickle, 
ion;  64  hydrants.  Holly.  Crane; 
ra,    total    number   140,    Thomaon; 


2  anif  3  s 

work*  and  . 
truck,  S  bos 


n  roofs  permilted;  no  fire- 
is  ord.  Fire  dept.— 1  h.  &  I. 
;  hose,  cotton,  rubber  lined, 


undentritera'  rating,  fourth  class. 
Watem  SnrrLY-Source,    spring   and  creek,   2^ 

pump  to  stdp.;  stdp.  cap.  'l26;O0O  gala.,  material 
used  in  cons,  aleel;  quality  o£  water,  good;  2 
pumping  engines,  cap.  per  day  2,000,000  gJs.,  con- 
structor Hughes;  mains,  cast  iron,  iw  milea.  4  to 
10  in.  dU,;  H  hydrants;  S  valves;  lis  services; 
preaaure,  dom.  40  lbs.,  fire  70  Iba.;  works  belong 


of  fires' investigated.  Fire  dept.— 4  c  hand'ex.,  1  h. 
&  1.  truck,  1  hose  wagon,  1  hose  carriage,  7  horses; 
hose,  cotton,  rubber  lined,  good  2,<»D  ft.;  rub- 
ber, good  1,000  ft;  total  hose,  8,000  ft.;  fire  alarm, 
telephone;  value  of  dept  equipment,  (4.000;  value 
of  bldss,,  (8-600;  ann.  exp.  of  dept,  (4,600;  total 

Watib  SurfLY-Sonree.  river,  14  mile  from  busi- 
Dcaa  center;  system,  pnmp  to  stdp.  and  direct; 
itdu.  cap.  260,000  gals.,  (Tim.  30  x  06  material 
used  in  cons,  steel;  filtration  system.  New  York, 
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cap.  of  plant  22000,000  gaU.;  quality  of  water,  poor; 
rca.  cap^.  628,000  gala. ;  2  pumping  engines,  cap.  per 
day^  1,6011,000  gala.,  constmctors  Deane,  Knowles; 
nains,  cast  iron,  IS  milea,  4  to  10  in.  dia.,  Howard- 
Harrison:  88  hydranto,  Chapman;  meters,  toul 
nnmber  180,  owned  by  consumers;  7G0  serrioes; 
pressure,  dom.  40  lbs.,  fire  120  lbs.;  cost  to  con- 
struct, 1100,000:  ann.  cost  of  mtce.,  18,800;  works 
belong  to  Co. 

CARUTHERSVILLE  pop.  4.000:  fire  area,  240 
acres.  Fire  dept. — Laooers  and  hose  wagons; 
hose,  1,000  ft.;  value  of  equipment.  $1,600:  value 
of  bldgs.,  1760;  ann.  exp.  of  dept,  |000;  total  mem., 
12  volunteers. 

Watbr  SuppLY-^ource,  wells;  pumps,  2, 
makers,  Gordon,  Duplex,  cap.  per  day,  600,000 
gals.;  hvdrants,  86;  valves.  17;  services,  160; 
mains,  8%  miles;  pressure,  dom.  60  lbs.,  fire  120 
lbs.;  cost  to  construct,  $26,000;  bonded  debt,  $26,- 
000;  int.  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$1,000;  works  belong  to  city. 

CHARLESTON,  pop.  1.888;  fire  area,  700  acres; 
bldgs.,  brick  and  wood,  1  and  2  stories;  wooden 
roots  not  permitted;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept—l 
hand  engine,  1  h.  &  L  truck,  1  hose  cart,  leather 
buckets;  hose,  cotton,  rubber  lined,  good.  860  ft.; 
mferior.  all  kinds,  160  ft.;  total  hose,  600  ft.;  fire 
alarm,  bell:  value  of  dept  equipment,  11,000;  value 
of  bldgs.,  $2,000;  total  mem.,  88  volunteers;  nnder^ 
writers'  rating,  fourth  claas. 

Watkx  SupPLY—Source,  wells  and  pond. 

CHILLICOTHE,  pop.  7,600;  fire  area,  IH 
miles;  mercantile  bldgs.,  bnck.  1  to  4  stories; 
private,  wood.  VA  stories;  wooden  roofs  permit- 
ted in  fire  area:  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  &  1. 
truck,  4  c.  hand  ex.,  1  comb.  c.  &  h.  wagon,  1 
hose  wagon,  1  hose  carriage,  2  horses;  hose,  cot- 
ton, rubber  lined,  good,  6.000  ft;  fire  alarm,  elec- 
tric; value  of  dept  equipment,  $6,000:  value  of 
bldgs.,  $6,000:  ann.  exp.  of  dept,  $8,600;  toUl 
mem.  19.  paid  full  time  8,  paid  part  time  8,  vol- 
unteers 8. 

Watbx  Supply— Source,  wells  and  river,  8  mites 
from  business  center;  system,  pump  to  stdp.: 
stdp.  cap.  120,000  gals.,  dim.  12%  x  140,  material 
used  in  cons,  brick,  stone  and  cement;  filtration 
Bystem,8ettling  basin;  quality  of  water,  good;  res. 
cap.  1,000,000  gals.,  located  at  station;  2  pumping 
engines,  cap.  per  day  2,000,000  gals.,  constructor 
Worthington;  mains,  cast  iron,  12  miles,  4  to  12 
in.  dia.;  184  hydrants;  meters,  total  number  69, 
Crown  23,  Nash  20.  Union  2,  Empire  14,  Worth- 
ington 3.  Hersey  Disc  8.  Buffalo  8,  Keystone  1, 
owned  by  city  and  consumer;  780  services;  pipe, 
lead  and  iron;  pressure,  dom.  60  to  70  lbs.,  nre 
100  lbs.;  consumption  per  day,  440,000  gals.;  cost 
to  construct.  $125,000:  cost  of  mtce.,  $7,000;  works 
belong  to  Co. 

CLARKSVILLE.  pop.  843;  fire  area,  100  acres; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area:  fireworks  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — 1  hand  engine,  1  c  engine, 
1  h.  &  1.  truck,  1  hose  carriage;  hose,  cotton, 
rubber  lined,  good,  460  ft;  interior,  all  kinds. 
600  ft;  total  hose.  1.050  ft;  value  of  dept  equip- 
ment. $1,800;  value  of  bldgs..  $100;  ann.  exp.  of 
dept.,  $50;  total  mem.,  15  volunteer* 

WATEK  Supply— Source,  wells  and  cisterns. 

CLINTON,  pop.  6,000;  fire  area.  1,200  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  8  stories: 
private,  wood  and  brick.  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept. — 4  c.  hand 
ex.,  1  comb,  hose  and  ladder,  3  nose  carts,  3 
horses;  hose,  cotton,  rubber  lined,  good,  2,000 
ft;  inferior,  all  kinds.  650  ft.;  total  hose.  2,530 
ft.;  fire  alarm,  bell;  value  of  dept.  equipment. 
$4,000;  value  of  bldgs..  $6,000;  ann.  exp.  of  dept.. 
$1,500;  total  mem.  10,  paid  full  time  2,  volunteers 
8;  underwriters'  rating,  second  class. 

Water  Supply— Source,  wells,  1  mile  from  busi* 
ness  center;  system,  gravity  to  res.,  pump  to  stdp. 
and  direct.;  stdp.  cap.  65,900  nls..  material  used 
in  cons,  iron;  res.  cap..  3,000,000  gals.;  pumping 
engines,  cap.  per  day  2.800.000  gals.,  constructor 
Deane;  mams,  cast  iron.  9  miles,  4  to  10  in.  dia  . 
Nelson.   Anniston;    74    hydrants,    Perkins.    Eddy. 


National;  meters,  total  number  46^  Crown,  Thom- 
son; 658  services;  pipe,  galv.  iron  and  lesul;  pres* 
sure,  dom.  40  lbs.,  fire  lIO  lbs.;  consumption,  per 
day  600,000  ffals.,  per  capita  76  gals.;  cost  to  con- 
struct, 8100,000;  int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $8^00;  works  belong  to  Co. 


COLUMBIA,   pop.   7,000;    fire   area,   800 
mercantile  bldga.,  brick,  2  and  8  atoriea;  i 
wood,   1  and   z   atoriea;   wooden   roof  a   not   per- 


mitted  in  fire  limita:  fireworka  ord.;  fires  iavcati* 

gated.  Fire  dept— 8  c  ex.,  2  hose  carriages,  1 
ose  wagon  (university  haa  2  hose  carriages); 
hose,  cotton,  good  L800  ft;  total  ment,  10  volun- 
teers: telephone  alarm;  nnderwritcra*  ratine 
fourth  daas. 

Wifosa  Supply— Source,  wells;  svstcm,  pump 
direct;  8  pumping  engines,  cap.  2,000,000  gals., 
constructor  Worthm^on;  60  hydrants;  mains,  Vi/k 
miles,  8  to  12  in.  dia.;  812  meters;  pressure,  fire 
125  Ids.;  cost  to  construct,  $140,000;  int  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  8K^0Q0. 


•  pop.  1 


CONCORDIA,  pop.  1,000;  fire  area.  180 

*JP'  -  - 

wood,  1  and  2  stories;  wooden  roofs  permitted; 


1  and  2  atoriea;  private. 


mercantile  bldga. 


no  fireworks  ord.;  fires  investigated.  Fire  dept— 
1  h.  ft  L  truck,  1  hose  carriage;  hose,  cotton,^Dod, 
1,000  ft;  value  of  fife  dept  equipment,  $1500; 
value  of  bld^,  $260;  ann.  exp.  of  d«pt,  8150;  total 
mem.  22,  paid  part  time;  fire  alarm,  bell. 

Water  Supply— Source,  well,  1  block  from 
business  center;  system,  pump  to  tank;  stdp.  cap. 
40.000  gals.,  dim.  18  x  80,  material  used  in  cons. 
steel  and  wood;  quality  of  water,  good:  pnrnping 
engine,  claas  gasoline^  cap.  per  day  14t,MN>  gals^ 
constructor  Otto;  mains,  cast  iron,  %  mile,  6  in. 
dia.;  12  hydrants;  16  valves;  meters,  total  number 
4;  pressure,  dom.  88  lbs.,  fire  88  lbs.;  cost  to 
construct,  $7,000;  bonded  debt  85,400;  int  paid 
on  bonds.  5  per  cent;  cost  of  mtce.,  8800;  works 
belong  to  city. 


CRYSTAL  CITY,  pop.  U04;  fire 
mercantile  bldgs.,  bnck,  2  stories;  private,  wood. 
1  and  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  2  h.  &  1.  trucka,  4  hose  car^ 
riagea;  hose,  cotton,  rubber  lined,  good  lAOO  ft; 
rubber,  good  1,000  ft;  total  hoae,  lOOO  ft:  fire 
alarm,  wnistle;  value  of  dept  equipment,  83,000: 


value  of  bldgs.,  $600;  total  mem.,  40  volunteers. 

Water  Supply— Source,  supply  from  Pittsborg 
Glass  Works. 


DEEPWATER,  pop.  1,600;  fire  area.  240 
mercantile  bldgs.,  brick  and  stone,  1  and  2  stories ; 
private,  brick  and  wood.  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated 
Fire  dept— 1  c.  engine,  1  h.  &  L  trndc,  1  hose 
carriage;  hose,  cotton,  rubber  lined^  good,  400  ft; 
fire  alarm  bell;  value  of  dept  equipment  fL.500; 
value  of  bldgs.,  $100;  total  mem.,  80  volunteers. 

Water  Supply — Source,  wells  and  cisterns,  in 
business  center;  cap..  17.000  gals.  each. 

DE  SOTO.  pop.  7.000;  fire  area,  960  acres;  naer- 
cantile  bldgs.,  brick  and  wood^  1  to  8  stories; 
private,  brick  and  wood,  2  stones;  wooden  roofs 

?ermitted  in  fire  area;  causes  of  fires  investisated. 
'ire  dept— 1  h.  &  1.  truck.  1  hose  carriage.  1  hose 
wagon,  2  horses;  hose,  cotton,  rubber  lined,  good. 
1,800  ft.;  fire  alarm,  whistle;  value  of  dept  equip- 
ment. $1,600;  ann.  exp.  of  dept,  $800;  total  mem. 
26,  paid  part  time. 

Water  Supply — Source,  creek  and  artesian 
wells;  system,  pump  to  res.  and  direct;  2  ptnnps. 
Fairbanks-Morse;  cap.  per  day.  2,000.000  gals.: 
75  hydrants;  36  valves;  160  services;  mains,  10 
miles;  gravity  pressure,  100  lbs.;  cost  to  con- 
struct. $70,000;  bonded  debt,  $70,000;  int  on  bonds, 
4  per  cent;  works  belong  to  city. 


DONIPHAN,  pop.  2,000;  fire  area.  16 
mercantile  bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood.  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  canses 
of  fires  investigated.  Fire  dept— 1  h.  &  L  track. 
2  hose  carriages;  hose,  rubber,  guod  70  ft; 
total  memM  20  volunteers. 

Water  supply — Source,    river,    ^    mile    from 
business  center;  system,  pump  to  stdp.;  stdp.  cap 
44,000  gals.,  dim.  12  x  60,  material  used  in   cons. 
steel;    quality   of   water,    good;   res.   cap..    44,000 
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gals.;  2  pumping  engines,  cap.  per  day  1,440,000 
gals.,  constructors  Deane  and  Smith  &  Vale: 
mains.  8  miles,  4  to  6  in.  dia.;  pressure,  dom.  90 
lbs.,  fire  120  lbs.;  cost  of  mtce.,  11,000;  works  be- 
long to  city. 

DUENWEG.    Fire  dept  not  reported. 
Watix  Supply— Source,    wells,    near    business 
center;   system,    private;    res.    cap.,   100  bbls.;   1 

Kumping  engine,  class  gasoline,  cap.  per  day  itOO 
bis.;  mains,  cast  iron,  H  mile,  2  to  6  in.  dia.; 
10  hydrants;  pressure,  dom.  50  lbs.;  consumption 
per  aay,  1,000  gals. ;  cost  to  construct  works,  ^,500. 

EDINA,  pop.  1,606;  bldgs.,  wood,  1  to  3  stories; 
wooden  roois  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.~l  hand  engine,  1  hose  cart.  1  hose  carriage; 
hose,  cotton,  rubber  lined,  good  BOO  fL;  rubber, 
good  aOO  ft.;  total  hose,  000  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  11,460;  value  of  oldg^ 
(160;  ann.  exp.  of  dept,  $140;  total  mem.,  S 
volunteers. 

WATsa  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  75,000  gals.:  mains,  4  miles;  8  hy- 
drants; cost  to  construct,  16,000;  works  belong  to 
city. 

ELDORADO  SPRING,  pop.  2,726;  fire  area^  26 
acres;  mercantile  bldgs.,  brick  and  stone,  2  stones; 
private,  wood,  1  ana  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  hand  hose  cart, 
1  hand  engine,  1  c.  engine,  1  h.  &  1.  truck;  hose, 
cotton,  rubber  lined,  good,  800  ft.;  inferior  all 
kinds,  60  ft;  total  hose,  860  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  83.000;  value  of  bldgs., 
$75;  total  mem..  11  paid  full  time;  underwriters' 
rating,  fourth  class. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp. ;  stdp.  cap.  70.000  gals., 
dim.  22  x  30,  material  used  in  cons,  steel;  quality 
of  water,  sulphur;  1  pumping  engine,  cap.  per 
hour  7,S00  glas.,  constructor  Charter;  mains,  cast 
iron,  1%  miles,  6  to  10  in.  dia.;  18  hydrants;  4 
valves;  meters,  total  number  130,  Buffalo,  owned 
by  consumer;  160  services;  pipe,  galv.  iron;  pres- 
sure, dom.  60  lbs.,  fire  60  to  120  lbs.;  consump- 
tion per  dav,  40,000  gals.;  cost  to  construct.  $14,- 
000;  bonded  debt.  |14,000;  int  paid  on  bonds,  6 
per  cent;  cost  of  mtce.,  $1,200;  works  belong  to 
city. 

EXCELSIOR  SPRINGS,  pop.  8,600;  fire  area. 
$40  acres;  mercantile  bldgs.,  wood  and  brick,  2 
stories;  private,  wood,  2  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  c.  en- 
gine, 12  c.  hand  ex.,  1  h.  &  1.  truck,  1  comb.  c. 
engine  and  hose  wagon,  1  supply  wagon,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,600 
ft.;  total  hose,  1,500  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $800;  value  of  bldgs.,  $200; 
total   mem.,   16  volunteers. 

Watbe  Supply— Source,  creek,  8  to  9  miles  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  1,000,000  gals.,  located  on 
hill;  8  pumping  engines,  cap.  per  da/  1,030^800 
gals.,  constructors  Hooker,  Colville  &  Co.;  mams, 
iron,  4  miles,  4  to  8  in.  dia.;  19  hydrants;  7 
valves;  meters,  toul  number  400,  Keystone,  owned 
by  Co^  138  services;  pipe,  galv.  iron;  pressure, 
dom.  66  lbs.,  fire  140  lbs. ;  cost  to  construct  $160,- 
000;  cost  of  mtce.,  $1,400;  works  belong  to  Co. 

FARMINGTON.  pop.  2^;  fire  area,  200  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area.  Fire  dept— 2 
band  engines,  4  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  1,800  ft;  inferior,  all  kinds,  600 
ft.;  total  hose,  1^800  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  |S,000;  ann. 
exp.  of  dept.,  $160;  total  mem.  26. 

Watxs  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  70,000. gals. :1  pumping  engine, 
constructor  Deane;  mams,  Z%  miles,  4  in.  diju: 
SI  hydrants,  Corey;  pressure,  dom.  70  lbs.,  fire  160 
Iba.;  cost  to  construct,  $28,000;  works  belong  to 
city. 

FESTUS.  pop.  2,266;  fire  area,  100  acres;  mer^ 
cantilc  bldgs.,  brick  and  wood,  2  ttories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  eombustibles  ord.  Fire  dept— > 
1  c  engiBe,  1  hand  engine,  2  hose  carriages;  hose. 


cotton,  rubber  lined,  good,  600  ft;  fire  alarm,  bell; 
total  mem.  60,  volunteers  26. 
Watxr  Supply— Source,  wells  and  cisterns. 

FULTON,  pop.  4.886;  fire  area,  640  acres;  mer- 
cantile bldgs.,  orick,  stone  and  wood,  2  stories; 
private,  bnck  and  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  inveatinted.  Hre  dept— 1  steamer, 
6  c.  hand  ex.,  1  h.  ft  L  truck,  49  fire  plugs,  8 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,460  ft;  rubber,  good  460  ft;  inferior,  all  kinds, 
550  ft;  total  hose,  2,460  ft:  fixe  alarm,  whistle 
and  bell;  value  of  dept  equipment,  $8,000;  value 
of  bldgs.,  $6,000;  ann.  exp.  of  dept,  $400;  total 
menu,  14,  f>aid  part  time. 

Watek  Supply— Source,  wells,  northeast  from 
business  center:  system,  pump  to  res.  and  stdp.: 
stdp.  cap.  88,400  gala.,  oixn.  16  x  17,  material  uaed 
in  cons  steel,  builder  John  O'Brien;  res.  cap., 
132,000  gals.;  pumping  engines,  cap.  per  day  360,- 
000  gals.,  constructor  Deane;  mains,  cast. iron,  8 
miles,  4  to  8  in.  dia.;  fit  hydrants,  meters,  total 
number  2S6;  600  services;  pipe*  wrought  iron;  pres- 
sure, dom.  60  lbs.,  fire  160  lbs.;  consumption  per 
day,  120,000  gals.,  per  capita  16  gals.;  cost  to 
construct,  $36,000^  int.  paid  on  bonds,  6  per  cent; 
ann.   cost  of  mtce.,  $3,000;  works  belong  to  city. 

GALLATIN,  pop.  2,028;  fire  area,  240  acres;  mer- 
cantile Udgs.,  brick  and  wood;  causes  of  fires  not 
investigated;  fire  loss  for  1902,  $1,600;  ins.  ioi 
same  time,  $760.  Fire  dept— 1  h.  &  L  truck,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,200  ft;  inferior,  all  kinds,  600  ft;  totel  hose. 
1^700  ft;  fire  alarm,  bell;  total  mem.,  12,  paid  full 
time  1,  volunteers  IL 

Watir  Supply— Source,  well,  1  mile  from  busi- 
ness center;  svstem,  pump  to  stdp.  and  direct; 
stdp.  cap.  40,000  gals.,  material  used  in  cons,  brick 
and  iron,  builder  Morgan;  qualitv  of  water,  fine; 
2  pumping  engines,  cap.  per  day  600,000  nls.,  con- 
structor Deane;  mains,  cast  iron,  4  to  8  in.  dia.; 
60  hydrants;  100  services;  pressure,  dom.  60  lbs., 
fire  60  lbs.;  consumption  per  day,  60,000  gals.; 
cost  to  construct.  $20,000;  int  paid  on  bonds,  4Mi 
per  cent;  cost  of  mtce.,  $2,000;  works  belong  to 
city. 

GLASGOW,  pop.  2,066;  fire  area,  80  acres;  mer- 
cantile bldgs.,  brick,  1  to  6  stories;  private,  brick 
s^nd  wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  deot.- 1  hand 
engine,  1  h.  &  1.  truck,  1  hose  reel,  8  hose  car- 
riagea:  hose,  cotton,  rubber  lined,  good,  1,800  ft: 
fire  alarm,  bell,  whistle  and  electric;  value  of 
dept  equipment.  $800;  value  of  bldgs.,  $200;  ann. 
exp.  of  dept.,  $200;  totel  mem.,  26  volunteers. 

WATia  Supply— Source,  river;  system,  pump  to 
stdp.;  stdp.  cap.  40,200  gals.,  dhn.  14  x  36,  mate- 
rials used  in  cons,  steel,  builders  Jaeffer  &  Black- 
well:  filtration  system,  western;  quality  of  water, 
good;  pumping  engines,  cap.  per  day  600,000  gala., 
constructors  Blakelee  and  Worthington;  mains, 
cast  iron,  IV^  miles.  4  to  8  in.  dia.,  Shickle, 
Howard-Harrison;  26  hydrants,  Corey,  Nelson; 
130  services;  pipe,  iron;  pressure,  dom.  82  lbs., 
fire  110  lbs.;  consumption,  per  day  40.000  gals., 
per  capite,  20  gals.;  cost  to  construct  $9,600;  ann. 
cost  of  mtce.,  $800;  works  belong  to  city. 

GRANT  CITY,  pop.  1,800:  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,060 
ft:  value  of  dept  equipment  $1,200;  total  mem.  26, 
paid  part  time  2,  volunteers  23;  underwriters'  rat- 
ing, third  class. 

WATsa  Supply— Source,  well  and  res.,  %  mile 
from  business  center;  system,  pump  to  stdp.; 
stdp.  cap.  46,000  gals.,  dim.  18  x  22,  located  in 
city  hsll  square,  material  used  in  cons,  wood  and 
steel,  builders  Fairbanks-Morse  &  Co.;  quality  of 
water,  fair;  1  pumping  engine,  cap.  per  day  20,000 
gals.,  constructors  Fairbanks-Morse;  mains,  cast 
iron,  81-8  miles;  18  hydrante,  Fairbanks-Morse; 
2  valves,  Fairbanks-Morse;  meters,  totel  number 
4,  Trident,  owned  by  consumer;  3  services;  pipe, 
cast  iron;  pressure,  dom.  46  lbs.,  fire  86  lbs.;  con- 
sumption per  day  6,000  gals.,  per  capita  6  9«ls.; 
cost  to  construct  ^0,000;  bonded  debt,  $10,000; 
int.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$180;  works  belong  to  city. 
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HAMILTON,  pop.  2,000;  mercantile  bidgs.,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 2  hand  engines,  1  h.  &  1.  truck,  2  hose 
oarriaees;  hose,  cotton,  rubber  linedj  good,  000  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  11,800: 
total  mem.  36,  paid  part  time  82;  underwriters 
rating,  fourth  class. 

Watkx  SuppLY—Source,  cisterns. 

HANNIBAL,  pop.  12,780;  fire  area,  2,060  acres; 
mercantile  bldgs.,  brick,  S  stories;  private,  brick 
and  wood,  2  stories;  wooden  roots  permitted; 
fireworks  and  combustibles  ord.  Fixe  dept.— 
6  c.  hand  ex.,  1  h.  &  1.  truck,  4  hose  car- 
riages. 9  horses;  hose,  cotton,  rubber  lined,  good, 
6,000  ft.;  inferior,  all  kinds.  2,000  ft.;  total  hose, 
7,000  ft.;  fire  alarm,  telephone  and  bell;  value  of 
dept.  equipment,  114,000;  value  of  bldgs.,  $7,000; 
ann.  exp.  of  dept,  $2,750;  total  mem.,  17,  paid  full 
time  7,  paid  part  time  10. 

Watbk  Supply— Source,  river;  system,  pump  to 
res.;  quality  of  water,  good;  res.  cap.,  17.500.000 
gals.;  8  pumping  engines,  cap.  per  dav  8,000,000 
gals.,  constructors  Wortnington,  Blake.  Allis; 
mains,  cast  iron,  27  miles,  4  to>  16  in.  dia. ;  110 
hydrants.  Wood;  170  valves;  meters,  total  num- 
ber 140;  2,150  services;  pipe,  lead;  pressure,  dom. 
25  to  95  lbs.,  fire  95  lbs. ;  cost  to  construct,  HIMOO; 
ann.  cost  of  mtce.,  119,000;  works  belong  to  Co. 

HARRISONVILLE.  pop.  2,500;  fire  area,  640 
acres;  mercantile  blags.,  brick,  1  to  8  stories; 
private,  wood  and  brick,  2  stones;  wooden  roofs 
not  permitted ;  combustibles  ord. ;  causes  of  fires  in- 
vestigated, rire  dept — 1  c.  engine,  1  hose  car- 
riage, 2  horses;  hose,  cotton,  rubber  lined,  good 
GOO  ft;  fire  alarm,  belljvalue  of  dept  equipment, 
1750:  value  of  bldgs.,  $800;  ann.  exp.  of  dept,  $70; 
total  mem.,  22  volunteers;  underwriters'  rating, 
fourth  class. 

Water  Supply— Source,  wells  and  lake,  20  to  25 
acres;   owned   by  private   parties. 

HERMANN,  pop.  1,600;  fire  area,  681.59  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 1  steamer,  2  hand  engines,  1  h.  ft  1.  truck, 
2  note  wagons;  hose,  cotton,  rubber  lined,  good, 
200  ft;  rubber,  good,  800  ft;  inferior,  all  kinds. 
300  ft;  toUl  hose,  1,300  ft;  fire  alarm,  bell  and 
whistle;  ann.  exp.  of  dept,  825;  total  mem.,  00 
volunteers. 

Watbe  Supply — Source,  river  and  6  large  cis- 
terns; cap.  200,000  gals. 

HIGGINSVILLE,  pop.  8,000;  fire  area.  850 
acres;  mercantile  bldgs.,  wood  and  brick,  2  sto- 
ries; private,  wood,  1  and  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  fire  loss  for  1902. 
11,500;  ins.  for  same  time,  84,000.  Fire  dept— 1 
h.  &  1.  truck,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good.  1.800  ft. ;  interior,  all  kincU,  800  ft ; 
total  hose,  2,100  ft.;  fire  alarm,  whistle;  ann.  exp. 
of  dept,  HOO;  total  mem.,  20  volunteers. 

Watbr  Supply— Source,  wells:  system,  pump  to 
res.  and  direct;  res.  cap.,  100,000  gals.;  pumping 
engines,  class  com  p.  dup.,  cap.  per  day  500,000 
gals.,  constructor  Deane;  mains,  cast  iron,  Z% 
miles,  4  to  8  in.  dia.;  42  hydrants,  Empire;  meters, 
total  number  25,  Thomson,  Bee,  owned  by  city; 
134  services;  pipe,  lead  and  iron;  pressure,  dom. 
60  lbs.,  fire  150  lbs.;  consumption  per  day  46,000 
sals.,  per  capita  10  gals.;  cost  to  construct,  t2&r 
000;  ann.  cost  of  mtce.,  $5,600;  works  belong  to 
city. 

HIGHBEE.    pop.,    1,500.     Fire    dept.— 2    c.    en- 
gines; hose,  100  ft.;  total  mem..  36  volunteers. 
Water  Supply— Not  reported. 

HOLDEN,  pop.  3,000;  fire  area,  320  acres;  mer- 
cantile bldji^.,  stone,  brick  and  wood.  1  and  2 
stories;  private,  stone,  brick  and  wood,  1  and  2 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works ord.;  causes  of  fires  investinted.  Fire  dept 
— 1  h.  ft  L  truck,  2  c.  hand  ex.,  2  hose  carriages; 
total  hose,  1,000  ft.;  fire  alarm,  bell  and  electric; 
value  of  dept.  equipment  $1,600;  value  of  bldgs.. 
$8,000;  ann.  exp.  of  dept,  $175;  total  mem.,  40 
volunteers. 

Watbr  Supply— Source,    impounding    reservoir, 


2  miles  from  business  center:  syatem,  panip  to 
•tdr. ;  std^  cap.  100,000  gals.,  dim.  10  x  127;  filtra- 
non  system,  Hyatt;  cap.  of  plant,  400,000  gala.; 
res.  cap.,  800,000  gals.;  pumping  engines,  dass 
comp.  dup.,  cap.  per  day  1^500,000  gals.,  conatroctor 
Deane;  mains,  P^  miles.  4  to  8  in.  dia.;  SO  hy- 
drants; meters,  total  number  6,  Thornton:  100  aerv- 
ices;  pipe,  iron;  pressure,  dom.  60  to  60  lbs.,  70  to 
80  lbs.;  consumption,  per  day  80,000  gala.,  per 
capita  25  gals.;  cost  to  construct  $O0iOOO;  int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtcc^ 
$1,500;  works  belong  to  Co. 

HUNTS VILLE,  pop.  8,084^  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  iron,  2  and  3  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fiires  investigated.  Fire  dept— 1  hand  engine, 
8  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon.  1 
hose  carriage,  2  horses,  hired;  hose,  cotton,  mbbcr 
lined,  gooa  250  ft;  rubber,  good  45  ft;  total  hose, 
295  ft;  fire  alarm,  bell;  value  of  dept  equipment 
$1,500;  value  of  bldgs.,  $65;  ann.  exp.  of  oept,  $45; 
total  mem.,  26  volunteers;  underwriters*  rating, 
fourth  class. 

Water  Supply — Source,  wells. 

INDEPENDENCE,  pop.  10,000;  fire  area,  640 
acres;  mercantile  bloi^s.,  brick.  2  and  4  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 2  c.  hand  ex.,  1  hoae 
wagon,  1  hose  carriage,  2  horses;  hose,  cotton,  rob- 
ber lined, good  2,000  ft:  fire  alarm,  telephone;  value 
of  dept  equipment,  $1,700;  value  of  bldgs.,  $1,800; 
ann.  exp.  of  dept,  $1,942;  total  mem.,  9.  psid  full 
time  8,  paid  oart  time  6;  underwriters  zating, 
third  claas. 

Water  Supply— Source,  river,  8  miles  from  busi- 
ness center;  system^  pumb  to  res.  and  stdp.;  stdp. 
cap.  250,000  gals.,  dim.  18  x  120,  material  used  in 
cons,  steel;  filtration  system,  Hyatt;  cap.  of  plant 
200,000  gals.;  res.  cap.,  6.000,000  gals.;  4  pumping  en- 
gines, cap.  per  day  10,000,000  gals.,  constructors 
Worthington,  Deane,  Gordon  and  Smith -Vaile: 
mains,  20  miles,  14  to  22  in.  dia.,  Shfckle,  Howard 
and  Harrison;  87  hydrants.  Chapman;  90  valves: 
meters,  total  number  450,  Crown  and  otiiers,  owned 
by  Co.;  1,000  services;  pipe,  iron  and  lead;  pTC»> 
sure,  dom.  50  lbs.,  fire  120  lbs.;  consumption  per 
day  500,000  gals.,  per  capita  36  gals.;  cost  to  con- 
struct, $200,000;  int  paid  on  bonds,  5  per  cent; 
ann.  cost  of  mtce.,  $10,000;  worics  belong  to  Co. 

JACKSON,  pop.  2,200;  fire  area,  20  acres.  Fire 
dept— Hose,  1,000  ft;  value  of  equipment  $kl.0OQL 

Watkk  Supply— Source,  deep  wells,  pumps,  2, 
makers,  Scranton;  cap.  per  day/75,000  gals.;  mains. 
IH  miles;  cost  to  construct  $$0,000;  bonded  debt 
$27,000;  int  on  bonds,  6  per  cent;  works  belong 
to  city. 


JAMESPORT,   pop.    1,000;    fire   area,   6 «. 

bldgs.,  brick  and  wood,  2  stories:  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 12  c.  hand  ex.,  1  h.  &  L  truck,  ondccta. 
ladders,  picks;  organized  fire  dept 

Watbr  Supply— Source,  wells. 


JEFFERSON  CITY,  pop.  9,664;  fire 
acres;  mercantile  bldgs.,  brick,  2  and  8  stoiriea: 

grivate.  brick,  2  stories;  wooden  roofs  pemitted; 
reworks  and  eombusttbles  ord.^  ar.  fire  loaa  per 
yr«  for  3  yrs.,  $200.  Fire  dept-~l  comb.  h.  &  L 
truck  and  c.  engine.  1  h.  &  1.  truck,  1  hose  wacon, 
4  hose  carriages,  2  horses:  hose,  rubber,  grood, 
S,600  ft;  fire  alarm,  tdepnone;  value  of  dept. 
eouipment.  $4,000;  value  of  bldgs.,  $1G0;  ana.  exp. 
of  dept,  $500;  total  mem..  44.  paid  full  tiine  I. 
volunteers  48;  underwriters'  rating,  fourth  elaaa. 

Watbr  Supply— Source,  river,  IH  miles  from 
business  center;  •yttem.  pump  to  res.,  sti^  and 
direct;  stdp.  cap.  800,000  gals.,  dim.  20  x  1B»  ma- 
terial used  in  cons,  steel;  quality  of  water,  good; 
4  pumping  engines,  class  comp.  dup.,  cap.  per  day 
5,000,000  gals.,  constructors  Gordon-Maxwell; 
mains,  cast  iron,  15  miles,  4  to  14  in.  dia.;  1S6 
hydrants;  84  valves;  meters,  total  number  SOC, 
owned  by  consumers;  906  services;  pipe,  lead  and 
galv.  iron;  pressure,  dom.  66  to  75  loa.,  fire  lOS  to 
160  lbs.;  consumption  per  day,  1,000,000  gnl*-;  oosi 
to  construct,  $290,000;  works  belong  to  Co. 

JOFLIN,  pop.  50,000;  fire  area,  19  aq.  males; 
mercantile  bldgs.,  brick,   1  to  4  stories;  private. 
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brick  and  wood,  1  and  2  storiet;  wooden  roofs  per« 
mitted  in  fire  areaj  fireworks  and  combustibles 
ord. :  causes  of  fires  investigated.  Fire  dept. — ^16  c. 
hand  ex.,  1  h.  &  I.  truck,  2  auto  hose  wagons,  2 
hose  carriages,  1  aerial  truck,  1  comb.  c.  &  h. 
wagon.  3  horses;  hose,  cotton,  rubber  lined,  good, 
9,000  ft. ;  inferior,  all  kinds,  1,000  ft.j  total  hose. 
lO.OOO  ft.;  fire  alarm,  electric,  28  boxes;  value  ot 
dept.  equipment  and  buildings,  160.000:  ann.  exp. 
of  dept.,  $12,000;  total  mem.  14,  paid  full  time. 

Watek  Supply— Source,  creek,  3%  miles  from 
business  center;  system,  pump  to  res.;  filtration 
system,  mechanical  tank;  res.  cap.  8,000,000  gals.;  8 

Stumping  engines,  class  comp.  aup.,  cap.  per  day 
,000,000  gals.,  constructor  Deane;  mains,  cast  iron, 
42  miles,  4  to  20  in.  dia.;  249  hydrants,  Ludlow; 
meters,  total  number  690,  Crown,  Hersey  Rotary, 
Thomson  and  others,  owned  by  Co.  and  consumer; 
3,947  services:  pipe,  lead  and  wrought  iron;  press- 
ure, dom.  30  to  oO  lbs.,  fire  90  to  100  lbs.;  cost  to 
construct,  1124,000;  int.  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  118,690.69;  works  belong  to  Co. 

KAHOKA,  pop.  1020;  fire  area,  100  acres;  bldgs.. 
brick  and  wood,  1  and  2  stories.  Fire  dept.— 1  hand 
engine,  1  h.  &  1.  truck,  2  hose  wagons;  hose,  rub- 
ber, good^  1,200  ft.:  fire  alarm,  electric;  value  of 
dept.  eouipment,  $10,000;  value  of  bldgs.,  $50;  total 
mem.,  12  volunteers;  underwriters'  rating,  fourth 
class. 

Water  Supply— Source,  well,  H  block  from 
business  center;  system,  pump  to  res.  and  direct; 
stdp.  cap.  76,000  ffus.,  material  used  in  cons,  brick 
and  cement;  quality  of  water,  good;  pumping  en- 

Sine,  cap.  per  day  760,000  gals.,  constructors  Gar- 
incr  Governor  Co.;  mains,  cast  iron,  4  miles,  4  to 
8  in.  dia.;  26  hydrants;  meters,  total  number  20, 
Pittsburg;  60  services;  pipe,  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  100  to  200  lbs.;  consumption  per 
day,  10,000  gals.;  cost  to  construct,  $23,000;  bonded 
debt.,  $12,000,  int.  paid  on  bonds.  5  per  cent;  cost 
of  mtce.,  $1,000;  works  belong  to  city. 

KANSAS  CITY.  pop.  328,000;  fire  area,  26  sq. 
miles;  mercantile  blags.,  brick  and  stone,  2  to  16 
stories;  private,  brick,  stone  and  wood,  1  to  8 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  3  yrs..  $729,- 
096.62;  av.  ins.  involved  for  same  time,  $104294,636. 
Fire  dept.— 12  steamers,  1  c.  engine.  6  h.  &  L 
trucks,  86  c.  hand  ex.,  2  water  towers,  3  aerial 
trucks,  2  supply  wagons,  17  hose  wagons,  6  hose 
carriages,  2  comb.  c.  &  h.  wagons^  1  turret  wagon. 
116  horses;  hose,  cotton  rubber  hned,  good,  42,000 
ft.;  inferior,  all  kinds,  3.000  ft.;  total  hose,  46,000 
ft.;  fire  alarm,  200  boxes;  value  of  dept.  equip- 
ment, $168J00;  value  of  bldgs.,  $294,492;  ann.  exp. 
of  dept.,  $337,862;  total  mem.  290,  paid  full  time. 

WATsm  Supply— Source,  river,  4  miles  from  busi- 
ness center:  system,  pump  direct;  res.  cap.,  7,000,- 
000  gals. ;  6  pumping  engines,  cap.  per  day  168,- 
000,000  gals.,  class  centrifugals^  constructors  HoUy, 
Pearson,  Barr,  Worthington,  Keidlerjmains,  cast 
iron.  835  miles,  4  to  42  in.  dia.:  4,027  hydrants, 
Ludlow,  Corey  and  Holly;  3,646  valves.  Ludlow  and 
Rensselaer;  meters,  total  number  12,806,  Crown, 
Union,  Empire.  Gem,  Hersey  Disc,  Thomson, 
Worthington,  Columbia,  Pittsburg,  Trident,  Lam- 
bert, Nashf  owned  by  city  and  consumer;  29,900 
services;  pipe,  lead  and  galv.  iron;  pressure,  dom. 
and  fire,  140  lbs.;  consumption,  per  day  19,214.000 
Mjs.,  per  capita  87  gals.;  cost  to  construct,  $6,500,- 
000;  intjpatd  on  bonds,  4H  per  cent;  ann.  cost  of 
mtce.,  $276,000;  works  belong  to  city. 

KING  CITY,  pop.  1,060;  fire  area,  10  acres;  mer- 
cantile bldgs.,  brick,  1  and  2  stories;  private,  wood, 
IH  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  ord.;  causes  of  nres  investigated. 
Fire  dept.— 1  hand  engine,  12  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  wagon;  hose,  cotton,  rubber  lined, 
good,  400  ft.;  inferior,  all  kmds,  400  ft;  total  hose, 
800  ft.;  fire  alarm,  bell:  value  of  dept.  equipment, 
$750:  value  of  bldn.,  $800;  ann.  exp.  of  dept.,  $50; 
total  mem.  16,  paid  tnrt  time. 

Water  Supply— Source,  wells  and  cisterns. 

KIRKS VILLE,  pop.  6,966;  fire  area,  1  mile;  mer- 
cantile bldgs.,  brick,  8  stories;  private,  wood,  2 
stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  &  L  truck,  1  hose 
wagon,  8  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1,600  ft;  rubber,  good,  8,100  ft.;  fire  alarm, 


whistle;  value  of  dept  equipment  $3,600;  ann.  exp. 
of  dept,  $700;  total  mem.,  15  volunteers. 

Water  Supply— Source,  river,  7  miles  from 
business  center:  system,  pump  direct;  res.  cap., 
11,000,000  gils.;  8  pumping  engines,  class  dup.,  cap. 
per  day  1J60,000  gals.,  constructors  Snow  «  Gard- 
ner Co.;  mams,  steel,  16%  miles,  4  to  7  in.  dia.; 
66  hy^ants;  100  valves;  meters,  total  number  160, 
owned  by  city  and  consumer:  250  services;  pipe, 
galv.  steel;  pressure,  dom.  40  lbs.,  fire  120  lbs.; 
consumption  per  day,  160,000  gals.;  cost  to  con- 
struct, $60,000;  bonded  debt  $fi,600;  int  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $6,600;  works  be- 
long to  city. 

KIRKWOOD,  pop.  3,600:  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  3  to  6  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
m  fire  area.  Fire  dept— 1  h.  &  L  truck,  1  hose 
wagon,  2  horses;  hose,  cotton,  rubber  lined,  good, 
500  ft;  fire  alarm,  wnistle;  value  of  dept  equip- 
ment, $1,000;  ann.  exp.  of  dept,  $600;  total  mem., 
27  volunteers. 

Water  Supply— Source,  river;  system,  pump  to 
stdp.;  stdp.  cap.,  348,000  gals.;  filtration  system, 
sand;  mains,  8  miles;  50  hydrants,  Corey;  66  ser- 
vices: pressure,  fire  46  to  60  lbs.;  consumption, 
per  day  46,000  gals.,  per  capita  18  gals.;  works  be- 
long to  Co. 

LA  GRANGE,  pop.  1,667;  fire  area,  600  acres; 
mercantile  bldgs.,  orick  and  wood,  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 6  c.  hand  ex.,  1  h.  &  L 
truck;  fire  alarm,  bell:  value  of  dept  equipment 
$600;  value  of  bldgs.,  $1,000;  total  mem.,  10  volun- 
teers. 

Water  Supply— Source,  river  and  well. 

LAMAR,  pop.  2,787;  fire  area,  800  acres;  mercan* 
tile  bldgs.,  stone  and  brick,  1  to  8  stories;  private, 
wood^  and  brick,  1  and  2  stories ;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 2  hose  carriages; 
hose,  cotton,  rubber  lined,  good  200  ft;  rubber, 
good  1,000  ft;  total  hose,  1,200  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $1^00;  value  of  bldgs., 
$200;  ann.  exp.  of  dept,  $350;  total  mem.,  18  volun- 
teers. 

Water  Supply— Source,  river,  2%  miles  from 
business  center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  750,000  gals.,  dim.  14  x  126,  material  used 
in  cons,  steel;  filtration  STStem,  New  York;  quality 
of  water,  sood;  2  pumping  engines,  cap.  per  day 
1,000^000  gals.,  constructor  Deane:  mains,  cast  iron, 
8  miles,  4  to  8  in.  dia.;  60  hydrants;  30  valves; 
meters,  total  number,  10,  Worthineton;  260  ser- 
vices; pipe,  galv.  iron;  pressure,  aom.  60  to  70 
lbs.,  fire  60  to  70  lbs.;  cost  to  construct,  $60,000; 
bonded  debt,  $40LpOO;  int  paid  on  bonds,  6  per  cent; 
cost  of  mtce.,  $w,000;  works  belong  to  Co. 

LATHROP,  pop.  1.200;  fire  area,  20  acres;  mer- 
cantile bldgs.,  brick,  1  and  2  stories;  private,^  wood, 
VA  stories;  wooden  roofs  not  permitted  m  fire 
area:  fireworks  ord.;  causes  of  nres  investigated; 
fire  loas  for  1904,  $12,000;  ins.  for  same  time,  $3,700. 
Fire  dept— 1  h.  &  1.  truck;  fire  alarm,  bell;  value 
of  dept  equipment,  $250;  value  of  bldgs.,  $100; 
ann.  exp.  of  dept,  $125. 

Water  Supply— Source,  wells. 

LEBANON,  pop.  2,600;  fire  area,  12  acres;  mer- 
cantile bldgs.,  stone  and  brick,  1  to  3  stories;  pri- 
vate, stone,  brick  and  wood,  1  to  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord:;  causes  of  fires  investigated;  fire 
loss  for  1904,  $2,000;  av.  ins.  involved  for  same 
time,  $1,300.  Fire  dept— 1  h.  &  L  truck,  1  hose 
wagon,  1  hose  carnage;  hose,  cotton,  rubber 
lined,  good,  1,400  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment,  $1,000;  value  of  bldgs., 
$2,125;  ann.  exp.  of  dept.,  $200;  total  mem.,  18 
volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  86,000  gals.,  dim.  12  x 
110;  pumpinff  engines,  cap.  per  dajf  200,000  gals., 
constructor  Hooker;  mains,  34  mile,  8  in.  dia.; 
19  hvdrants,  Springfield;  4  valves;  meters,  total 
number  26;  preasure,  dom.  40  to  45  lbs.,  fire  46 
lbs.;  consumption,  per  day  96,000  gals.,  per  capita 
47  8>*ls.;  cost  to  construct,  $26,000;  works  belong 
to  city. 

LEES  SUMMIT,  pop.  2,000;  fire  area,  800  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private. 
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wood,  26  to  30  ft.  high;  wooden  roofs  not  per^ 
mittcd  in  fire  area;  fireworks  ord.:  causes  of  m«s 
investigated.  Fire  dept— I  gasoline  steamer,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good, 
600  ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
Hj^;  value  of  oldgs.,  1200;  ann.  exp.  of  dept., 
$200:   total   mem.,   16   volunteers. 

WATSK  Supply— Source,  wells  and  cistern,  in 
business  center;  quality  of  water,  ^ood;  gasoline 
pumping  engines;  worln  belong  to  city. 

LEXINGTON,  pop.  6.287:  fire  area,  8  miles; 
mercantile  bldgs.,  stone,  oricK  and  wood,  4  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck,  1  hose  waston,  2  horses; 
hose,  cotton,  rubber  lined,  good,  600  ft.;  rubber, 

good,  1,S00  ft.;  inferior,  all  kinds,  900  ft.;  total 
ose,  2,600  ft.;  fire  alarm,  bell  and  'phone;  value 
of  dept.  equipment,  I3;000;  value  of  bldgs.,  $1,500; 
ann.  exp.  of  dept.,  16,000;  total  mem.  10,  paid  full 
time  2,  paid  part  time,  8. 

Water  SuppLV—Source,  river,  1V&  miles  from 
business  center;  system,  pump  to  res.  and  stdp.; 
stdp.  cap.  ^,000  gals.,  located  %  mile  from  town, 
material  used  in  cons,  steel;  filtration  system, 
sand  and  gravel;  qualitv  of  water,  good^  res.  cap. 
8,000,000  gals.,  located  ft  mile  from  business  cen- 
ter; 2  pumping  engines,  cap.  per  day  8,000,000 
gals.;  constructor  Blake;  mains,  cast  iron,  IX 
miles,  6  to  14  in.  dia.;  66  hydrants.  White;  80 
valves;  meters,  total  number  20,  Crown,  owned 
by  Coj  666  services:  pipe,  galv.  iron;  pressure, 
dom.  66  lbs.,  fire,  120  fbs.;  consumption  per  day 
800,000  gals.,  per  capita  60  gals. ;  cost  to  construct, 
1200,000;  bonded  debt,  876,000;  mt.  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  86,400;  works  be- 
long to  Co. 

LIBERTY,  pop.  2,600;  fire  area,  810  acres;  mer- 
cantile bldgs..  brick,  2  stories;  private,  wood,  2 
stories;  wooden  roofo  permitted;  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept. — ^1  hand  engine,  1  h.  &  I.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  1,000 
ft.;  fire  alarm,  bell  and  whistle:  value  of  dept. 
equipment,  |700;  value  of  bldgs.,  82SO;  total  mem., 
26  volunteers. 

Watsr  Supply— New  system  of  waterworks 
completed  January,  1906;  coat,  867,000. 

LOUISIANA,  pop.  6431;  fire  area,  22  acres; 
mercantile  bldgs.,  bnck  and  stone,  2  and  4  stories; 
private,  wood  and  brick,  2  stories:  wooden  roofs 
permitted;  fireworks  and  combustioles  ord.  Fire 
dept.— 4  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  car- 
riage; 8  horses:  hose,  cotton,  rubber  lined,  good 
1,000  ft;   inferior,  all  kinds,  400  ft;   total  bote. 


1.400  ft.;  fire  alarm*  electric,  8  boxes;  value  of 
dept.  equipment,  86,000;  value  of  bldga.,  88,000: 
ann.  exp.  of  dept,  81f800;  total  mem.,  10,  paid 
part  time:   underwriters'  rating,  third  class. 

Watxr  Supply— Source,  river,  ^  mile  from  busi- 
ness center;  system,  pump  direct;  filtration  sys- 
tem. New  York;  cap.  of  plant  1,800.000  gals.;  qual- 
ity of  water,  goud;  8  pumping  engines,  cap.  per 
day  2,260,000  gals.,  constructors  Gordon,  Worth- 
ington.  Walker;  mains,  cast  iron,  6  miles,  4  to  12 
in  dia.;  63  hydrants,  Ludlow;  meters,  total  num- 
ber 60;  6TC  services;  pressure,  dom.  120  lbs.,  fire 
120  lbs.;  works  belong  to  Co. 

MACON,  pc^p.  4,816;  fire  area,  18  acres;  mercan- 
tile bldgs.,  brick  and  wood,  1  to  8  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted  in 
fire  area;  combustiblei  ord.  Fire  dept— 1  steamer. 
16  c  hand  ex.,  1  h.  ft  1.  truck,  1  nose  wagon,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good. 
760  ft;  inferior,  all  kinds,  400  ft;  total  hose,  1460 
ft;  fire  alarmj^bell  and  whistle;  value  of  dept 
equipment,  87^000;  value  of  bldgs.,  82,600;  ann. 
exp.  of  dept,  8266;  total  mem.,  12  volunteers. 

WATiR  Supply— Source,  creek,  1^  miles  from 
business  center;  system,  pump  direct;  res.  cap., 
160,000  gal&:  2 jpumping  enginea,  class  dup.,  cap. 
per  day,  1,800,000  gais.,  constructor  Deane;  mains, 
cast  iron,  7  miles,  2  to  10  in.  dia.:  46  hydrants; 
8  valves;  meters,  total  number  86.  Tndent  6. 
Pittsburg  25,  owned  by  city;  400  services:  pipe, 
galv.  iron;  pressure,  dom.  116  lbs.,  fire  176  lbs.; 
cost  to  construct,  860^:  int  paid  on  bonds,  6  per 
cent;  coat  of  mtce.,  $8,800;  works  belong  to  city. 

MARCEUNE,^  pop.  4,000;  fire  area,  860  acKs; 
bldgs.,  bnck  and  wood,  2  stories;   wooden  roofs 


not  permitted;  fireworks  and  oombusiiblea  ord. 
Fire  dept— 1  hand  engine,  1  c.  engine,  1  hoaa 
reel;  boee,  cotton,  rubber  lined,  good  600  ft:  fiie 
alarm,  telephone;  value  of  dept  equipment,  81.600;. 
total   mem.,  20  volunteers. 

Watxr  Supply— Source,  wells,  cisterns  and 
ponds. 

MARSHALL,  pop.  7,000:  fire  area,  1,120  acres;, 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories;, 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibiea  ord. 
Fire  dept— 1  h.  ft  L  truck,  1  comb,  c  &  h.  wagon, 
1  hose  wagon,  2  hones;  hose,  cotton,  rubber  lined^ 


ann.  exp.  of  dept,  81.000;  total  mem.  6,  paid  part 
time. 

Watxr  Supply— Source,  well,  %  milt  from  baai- 
ness  center;  svstem,  pump  to  res.  and  to  mains; 


in.  dia.;  140  hydrants:  16  valves;  meters,  total 
number,  12,  Nash;  426  services;  pipe,  wiuughl 
iron;  pressure,  dom.  76  lbs.,  fire  140  lbs.;  conamnp- 
tion  per  day,  800,000  gals.;  cost  to  construct,  886w- 
000:  bonded  debt,  868,600;  int  paid  on  bonds,  4 
and  4H  V^^  cent;  cost  of  mtce.,  83,600;  works  be- 
long to  city. 

MARYVILLE,  pop.  6,200;  fire  area,  2.560  acres; 
mercantile  bldgs.,  onck,  2  and  8  stories;  private* 
wood,  2  stories;  wooden  roofs  not  permitted;  fif^ 
works  and  combustibles  ord.;  causes  of  fires  tni 


.  or  3  yrs.,  llffiU..    Fire 

dept. — 4  c.  hand  ex.,  2  hose  wagons,  1  hose  reel. 
2  horses;  hose,  rubber,  good,  2,4M)  ft.;  inferior,  all 
kinds,  700  ft.;  total  hose,  3,100  ft.;  fire  alarm,  tele> 
phone;  value  of  dept.  equipment,  86,000;  valne  of 
bldgs.,  83,000;  ann.  exp.  of  dept,  82.000;  total 
mem.  8,  paid  full  time  1,  paid  part  time  7;  under- 
writers'  rating,   fourth   class. 

Watrr  Supply— Source,  river,  2^  milea  firaoi 
business  center;  system,  gravity  and  pump  to  atdpu 
direct;  stdp.  cap.  120,860  gals.^  dim.  Iff^  x  60,  n»> 
terial  used  in  cons,  steel,  builders  Riter  &  Caa« 
ley;  filtration  aystexn,  sand;  cap.  of  plant,  600,000 
gals.;   res.   cap.,   20,000.000  gals.;   2  pumping 


ines,  cap.  per  day  1,600,000  ffsls.,  constructors 
mith-Vaue;  mains,  cast  iron,  0%  milcsL  4  to  It 
in.  dia.,  Shickle.  Howard-Harrison;  66  hydrants. 
White,  Corey,  Eclipse;  meters,  total  nnmoer  GOO, 
Crown  1,  Gem  6,  Hersey  Rotary,  Buffalo;  owned 
by  consumer  and  Co.;  700  services;  pipe, 
lead  and  galv.  iron;  pressure,  dom.  60  Iba..  fire 
120  lbs. ;  consumption,  per  day  287,671  gala.,  per 
capita  66   gals.;   cost   to   consttuct,   |14i0^000;    tnt 

Bud  on  bonds,  6  per  cent;   ann.  cost  of  mtcc.» 
,000;  works  belong  to  Co. 

MAYSVILLE,  i>op.  1.100;  mercantile  bld^» 
brick,  2  stories;  private,  wood,  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  hand 
engine,  1  c.  engine.  80  c.  hand  ex.,  1  h.  &  1.  track. 

1  hose  carriage;  900  ft.  hose;  fire  alarm,  bell;  total 
mem.,   volunteers. 

Watrr  Supply— Source,  tank;  system,  gasoline 
engine;  4  hydrants;  mains,  4  to  6  in.  dia. 

MEMPHIS,  pop.  3,000;  mercantile  bldgs.,  brick* 

2  and  8  stories;  private,  wood,  1  and  1  storiea: 
wooden  roofs  permitted;  fiireworlos  and  eoBDbiiat»> 
bles  ord.;  causes  of  fires  investigated.  Fire  d»L — 
16  c  hand  ex.,  2  hose  carriam,  buckets;  htmw, 
cotton,  rubber  lined,  good  1,000  f^ifin  alson. 
whistle;  value  of  dept  equipment,  8800;  vili»  •€ 
bldgs..  8350;  ann.  exp.  of  dept,  HOO;  total  BRCSk. 
20  volunteers. 

Watrr  Supply— Source,  wells  and  creek,  % 
mile  from  business  center:  system*  grsYidr  aad 
pump  direct;  stdp.  cap.  68,000  galsn  diau  28  x  IL 
material  used  in  cons,  iron  and  wood;  quality  ot 
water,  poor:  1  pumping  engine,  dass  dnp.»  capt. 
per  day  432,000  gals.,  constructor  Gould;  mains., 
cast  iron,  1^  miles,  4  to  8  in.  dia.;  18  hvdrants;  7S 
services;  pipe,  lead;  pressure,  dom.  40  lbs.,  fire 
140  lbs.;  consumption  per  day,  13^000  gals.;  cost 
to  construct  817,000;  bonded  debt,  86^60gjnt  psod 
on  bonds,  6  per  cent;  cost  of  mtce..  8680;  wortcs 
belong  to  city  and  Co. 
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MERAMEC  HIGHLANDS,  pop.  UO;  fire  area. 
120  acrea:  mercantfle  bldgs.,  atone  and  wood,  2 
atoriea.  Are  dept.— 2  hoae  carriagea;  hoae.  cotton, 
rubber  Uned,  good  800  ft;  total  mem.,  voiunteera. 

Watbk  SuppLY-^ource,  river;  tystem.  pump  to 
atdp.;  atdp.  cap.  80^000  fala.,  nwterial  uaeo  in 
cons,  wood;  pumping  engmes,  cap.  per  day  600,- 

000  sals.,  conatructor  Gordon;  mains,  8  milea,  4 
to  12  in.  dia.;  8  hydrants;  8  yalves;  pipe,  galy. 
iron;   pressure,   dom.  80  lbs.,  fire  175  lbs. 

MEXICO,  pop.  7,000;  fire  area,  1,260  acres; 
bldgs.,  brick  and  wood,  1  to  4  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.  Fire  dept.— 1  comb.  chem.  and 
hose  wa^on.  4  c.  hand  ex.,  1  hoae  carriegej  hose, 
cotton,  rubber  lined,  good,  1,700  ft.;  interior,  all 
kinds,  500  ft.;  total  hose,  2,200  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $3,600,  value  of  bldgs., 
$7,000;  ann.  e3cp.  of  dept.,  |537;  total  mem.,  8,  paid 
part  time  1,  7  volunteers. 

Watbk  Supply— Source,  lake,  1  mik  from  buai- 
neaa  center;  aystem,  pump  direct;  filtration  sys- 
tem, sand;  quality  of^  water,  soft;  res.  cap.  60,' 
000,000  gala.,  located  1  mile  south;  2  pumping  en- 
sinea,  cap.  per  day  2,000,000  gala.,  constructors 
Blake  Mfg.  Co.;  maina,  caat  iron,  7  milea,  6  to  10 
in.  dia.;  78  hydrants,  Chapman;  10  valves;  meters, 
total  number  80,  Crown  5.  Nash  12,  Rotary  60, 
Hersey  6,  owned  by  Co.;  400  services;  pipe,  lead 
and  iron:  nressure,  dom.  60  lbs.,  fire  100  lbs.: 
consumption,  per  day  260,000  gals.,  per  capita  GO 
ffala.;  cost  to  construct,  $<X),000;  bondfed  debt,  |00,- 
000;  int.  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$4,500;  worka  belong  to  Co. 

MILAN,  pop.  2400;  fire  area^  640  acres;  mer- 
cantile bldga.,  brick,  1  and  2  stones;  private,  wood, 

1  and  2  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  c«  engine,  1  hose 
carriage;  hose,  inferior,  all  kinda,  700  ft;  fire 
alarm,  bell:  value  of  dept.  equipment,  $800;  value 
of  bldgs.,  $60;  ann.  exp.  of  dept.,  $10;  total  mem., 
24  volunteers. 

Watbe  Supply— Source,  wells,  spring  and 
creeks;  stdp.  dim.  IS  x  96,  material  used  in  cons, 
iron;  quality  of  water,  good. 

MOBERLY  pop.  14,200;  fire  area,  640  acres; 
mercantile  bldgs.,  wood  and  brick,  2  and  8  sto- 
ries; private,  wood,  1  and  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  & 
1.  truck,  1  hose  carriase,  2  horses;  hose,  rubber, 
good,  1,800  ft.:  fire  alarm,  bell;  value  of  dept 
equipment,  $2,000;  value  of  bldgs.,  $6,000;  ann. 
exp.  of  dept,  $1,000;  total  mem.,  8  volunteers; 
underwriters*  rattng,  third  class. 

Wateb  Supply — Source,  wells  and  res.,  1^ 
miles  from  business  center;  system,  pump  direct; 
quality  of  water,  good;  res.  cap.  2,600,000  gals., 
located  ^  mile  from  city;  2  pumping  engines,  cap. 
per  day  1,800,000  gals.,  constructor  Worthington ; 
mains,  cast  iron,  tH  miles,  6  to  14  in.  dia. ;  7u  hy- 
drants. Chapman;  86  valves:  meters,  total  number 
420,  Crown.  Hersey  Disc,  Thomson,  Worthington, 
Nash  and  Trident,  owned  by  city  and  consumer; 
962  services;  pipe,  lead  and  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  120  lbs.;  consumption  per  day 
700,000  gals.,  per  capita  81  gals.:  cost  to  construct, 
$116,000;  bonded  debt,  $130,000;  int  oaid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  $6,000;  works  be- 
long to  Co. 

MONETT,  pop.  6,000  bldgs.,  brick,  concrete 
and  wood,  1  to  3  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept. — 1  hose  carriage.  1  hose  cart;  hose,  cotton, 
rubber  lined,  good  1,800  ft.;  total  hose,  1,800  ft; 
fire  alarm,  bell;  value  of  dept.  equipment  $2,600; 
value  of  bldgs.,  $6,000;  ann.  exp.  of  dept.,  $4,000; 
total  mem.,  16  volunteers;  underwriters*  rating, 
fourth  class. 

Watbx  Supply— >Source,  wells,  ^  mile  from 
buainesa  center;  aystem,  pump  to  atdp.;  stdp.  cafi. 
63,000  gals.,  dim.  20  x  50,  material  used  m 
cons,  masonry  and  steel;  quality  of  water,  good; 
res.  cap.  63,000  gals. ;  3  pumping  engines,  con- 
atructor Cook,  cap.  per  day  6,000,000  gals. ;  mains, 
cast  iron,  6  miles,  2  to  10  in.  dia.;  40  hydrants; 
meters,  total  number,  180,  Keystone;  641  services; 
pressure,  dom.  66  lbs.,  fire  &  lbs.;  cost  to  con- 
struct 132,260;  bonded  debt,  $22,260;  int  paid  on 


bonds,   6  and  6  per  cent;   cost  of   mtce.,   $4,000; 
works  belong  to  city. 

MONROE  CITY,  pop.  2,000:  fire  area,  640  acrea ; 
mercantile  bldgs.,  stone  and  brick,  1  to  8  stories; 
private,  wood,  1  and  2  storiea;  wooden  roof  a  not 
permitted  in  nre  area;  causes  of  fires  inveatigated. 
Fire  dept— 1  gasoline  steamer,  1  h.  ft  L  truck,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good, 
^00  ft.;  inferior,  all  kinds,  400  ft;  total  hose,  1400 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $1,500;  value  of  bldgs.,  $1,000;  ann. 
exp.  of  dept,  $60;  total  mem.,  18  volunteers. 

WATEX  Supply— Wells  and  cisterns. 

MONTGOMERY  CITY,  pop.  2,026;  fire  area, 
800  acres;  mercantile  bldgs.,  brick,  1  to  3  storiea; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  No  fire  dept;  hose,  cotton,  rub- 
ber lined,  good  800  ft ;  rubber,  good  200  ft :  total 
hose,  1,000  It. ;  bnderwriters'  rating,  fourth  class. 

Watxx  Supply— Source,  wells,  1-8  mile  from 
business  center:  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  48,000  gals.,  dim.  24  x  28,  located  in 
public  square,  material  used  in  cons,  wood,  build- 
er C.  P.  Erard;  quality  of  water,  good:  1  pumping 
engine,  size  8  x  24,  cap.  per  day  60,000  gals.,  con- 
structor A.  D.  Cook;  mains,  cast  iron,  H  mile, 
6  in.  dia.;  6  hydranta;  2  valves;  meters,  total 
number  12,   Buttalo,  owned  by  city;  12  services: 

f»ipe,  wrought  iron;  pressure,  dom.  30  lbs.,  fire  80 
bs. :   consumption,  per  day  15.000  gals.,  per  cap- 
ita TMi  gals.;  works  belong  to  city. 

MOUND  CITY,  pop.  1,900;  fire  area,  40  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  1  and  2  storiea;  wooden 
roofs  not  permitted  in  fire  area;  fireworka  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  800  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $1,000;  value  of  bldgs.. 
$1,000;  ann.  exp.  of  dept,  $25;  total  mem.,  15  vol- 
unteers. 

Watbx  Supply— Source,  wells;  system,  gravity, 
pump  to  stdp.  and  direct;  stdp.  cap.  86,260  gals., 
dim.  10  X  60;  1  pumping  engine,  class  comp.  dup., 
cap.  per  day  500,000  gals.,  constructor  Deane; 
mains,  3  miles,  6  to  8  in.  dia.;  20  hydrants;  meters, 
total  number  12,  Buffalo;  pressure,  dom.  85  lbs., 
fire  120  lbs.;  cost  to  construct,  $14,000;  ann.  cost 
of  mtce.,  $800;  works  belong  to  city. 

MT.  VERNON,  Lawrence  Co.,  pop.  1,500;  mer. 
bldgs.,  bk.,  2  and  3  stories;  private,  wd.,  2  stories; 
wooden  roofs  not  permitted;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  3  yrs..  $200. 
Fire  dept— 2  c  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  1  hoae  cart;  hose,  cotton,  rubber  lined, 
good  1,200  ft;  inferior,  aU  kinds,  600  ft:  total 
hose,  1,800  ft:  fire  alarm,  bell;  value  of  dept 
eouipment,  $1,500;  value  of  bldgs.,  $600;  ann.  exp. 
ot  dept,  $26;  total  mem.,  82  volunteen. 

Watsx  Supply— 'Source,  spring,  %  mile  from 
buainesa  center;  system,  gravity;  stdp.  cap.  76,000 
gala.,  dim.  12  x  26,  material  uaed  in  cons,  wood; 

Juality  of  water,  good;  2  pumping  enginea,  cIms 
up.,  cap.  per  day  300,000  gals.,  constructors  Fair- 
banka,  Morse;  mains,  cast  iron,  4  to  8  in.  dia.; 
260  hydranU;  pressure,  dom.  76  lbs.,  fire  100  Iba.; 
cost  to  construct,  $16,00O;  worka  belong  to  city. 

NEOSHO,  pop.  3,800;  fire  area,  1,800  acres;  mer- 
cantile  bldgs.,  brick,  1  to  4  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworka  and  combuatiblea  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  ft  L  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  800  ft; 
fire  aurm,  bell;  value  of  dept  equipment,  $2,000; 
ann.  exp.  of  dept.,  $400;  total  mem.,  25  V9lunteers. 

Watsk  SuppLY--Source,  springs,  7  miles  from 
business  center;  system,  gravity;  qualitj  of  water, 
good;  res.  cap.,  2,000,000  gala.;  1  pumnmg  engine, 
size  10x6x12,  cap.  per  day  6,760,000  gala.,  con- 
structors Fair  banks- Morse;  mains,  8  miles,  4 
to  10  in.  dia.;  85  hydrants,  Galvin;  40  valves; 
meters,  total  number  15,  Buffalo  14,  Kevstone  1, 
owned  by  city;  400  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  90  to  100  lbs.;  cost  to 
construct,  $60,000;  bonded  debt,  $60,000;  ann.  cost 
of  mtce.,  9S00;  works  belong  to  city. 

NEVADA,  pop.  7,461;  fire  area,  IW  •wea: 
mercantile  bldga.,  brick,  stone,  iron  and  wood,  1 
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to  8  stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
h.  &  1.  truck,  1  hose  wagon.  2  hose  carriages.  4 
horses;  hose,  cotton,  rubber  lined,  good  2,000  ft; 
rubber,  good  200  ft. ;  total  hose,  24E00  ftj  fire  alarm, 
bell;  value  of  dept  equipment,  $1,000;  value  ol 
bidgs.,  $4,000;  ann.  exp.  of  dept.,  $1,600;  total 
mem.,  64,  paid  full  time  6,  volunteers  68;  under* 
writers'  rating,  t^rd  class. 

Water  Supply— Source,  wells;  system,  pump 
and  direct;  res.  cap.,  2,226,000  gals.;  4  pumping 
engines,  cap.  per  day  4,500,000  gals.,  constructors 
Deane  and  Smith-Vaile;  mains,  28  miles,  4  to  10 
in.  dia.;  96  hydrants,  Chapman;  meters,  total  num- 
ber 100,  Crown,  Hersey  Rotary,  Thomson,  Buffalo, 
owned  by  Co.  and  consumer;  873  services;  pipe, 
lead;  pressure,  dom.  90  lbs.,  fire  130  lbs.;  con* 
sumption,  per  day  700^000  gals.,  per  capita  68  gals. ; 
cost  to  construct,  $275,000;  works  belong  to  Co. 

NEW  MADRID,  pop.  2,000.    Fire  dept.— 3  hand 
hose   cartsj   hose,   1,800  ft. 
Water  Supply— Source,   wells;    stdp.   cap.,    60,- 

000  gals.;  2  pumping  engines;  cap.  per  day,  180,000 
gals.;  constructors  Fairbanks-Morse;  mains,  3 
miles;  4  to  8  in.  dia.;  31  hydrants;  pressure,  dom. 
55  lbs.,  fire  55  lbs. 

ODESSA,  pop.  11,500;  fire  area,  4  blocks;  mer- 
cantile bldgs.,  brick,  1  to  3  stories;  private,  wood, 

1  and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — ^1  hand  engine,  1  c  engine, 
20  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  carriage, 

2  horses;  hose,  cotton,  rubber  lined,  good  600  n.; 
inferior,  all  kinds,  300  ft.;  total  hose,  900  ft.:  fire 
alarm,  whistle;  value  of  dept  equipment,  $i2^; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept.,  $225; 
total  mem.,  86  volunteers;  unoierwriters'  rating, 
fifth  class. 

Water  Supply— Source,  wells  and  cisterns,  in 
business  center;  system,  pump  to  res.;  res.  cap., 
9,400  gals. 

OREGON,  pop.  1,200,  mercantile  bldgs.,  stone, 
brick  and  wood.  Fire  dept— 1  h.  &  L  truck,  2  hose 
carriages;  total  hose,  900  ft.;  fire  alarm,  bell;  total 
mem.,  20  volunteers. 

Water  Supply — Source,  wells;  system,  gravity 
and  pumping;  res.  cap.  636,000  gals. 

OSCEOLA,  pojp.  1,037;  mercantile  bldgs.,  stone, 
brick  and  wood,  1  and  2  stories;  private,  wood,  IH 
stories;  wooden  roofs  permitted;  combustibles  ord. ; 
Fire  dept.— 1  hose  carriage;  hose,  cotton,  rubber 
lined,  good,  400  ft:  total  mem.,  volunteers;  un- 
derwriters' rating,  fourth  clan. 

Water  Supply— Source,  river;  system,  pum^  to 
stdp.;  stdp.  cap.,  66,000  gals.;  1  pumping  engine, 
constructor  Otto;  mains,  2  miles;  7  hvdrants; 
100  services;  consumption,  per  day  10,000  gals., 
per  capita  100  gals.;  cost  to  construct,  $10,000; 
ann.  cost  of  mtce.,  $1,600;  works  belong  to  Co. 

PACIFIC,  pop.  1,218;  fire  area,  2  miles;  mer- 
cantile bld^.,  stone,  brick  and  wood;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept— 1  hand  engine,  1  h.  &  1.  truck,  1 
hose  carriage;  fire  alarm,  electric;  total  mem., 
volunteers;  underwriters*  rating,  third  class. 

Water  Supply— Source,  river. 

PALMYRA,  Marion  Co.,  pop.  2,323;  mercan- 
tile bldgs.,  brick,  1  to  3  stories;  private,  brick 
and  wood,  2  stories:  wooden  roofs  not  permitted 
in  fire  area;  fireworks  ord.:  causes  of  fires  inves- 
tigated. Fire  dept— 1  h.  &  L  truck,  2  hose  wagons; 
hose,  cotton,  rubber  lined,  good,  1.800  ft ;  inferior, 
all  kinds.  600  ft:  total  hose,  2,800  ft;  fire  alarm, 
bell;  value  of  bldgs.,  $8,000;  total  mem.,  20  volun- 
teers. 

Water  Supply- Source,  springs  and  river;  svs* 
tem,  gravity,  Pump  to  stdp.;  stdp.  cap.,  110,000 
gals.,  builders  Tippett  &  Wood;  res.  cap.,  2,000,000 
gals.;  pumping  engines,  cap.  per  day  7oO,000  gals., 
constructor  Deane ;  mams,  cast  iron,  9  miles,  4  to 
10  in.  dia.,  Chattanooga;  62  hydrants,  Springfield; 
12  valves;  meters,  total  number  8;  pipe,  galv.  iron; 
pressure,  dom.  K  lbs.,  fire  200  lbs.;  cost  to  con- 
struct, $56,000;  int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $3,000;  works  belong  to  Co. 

.PARIS,  pop.  1,750;  fire  area,  176  acres;  mercan- 
tile bldgs.,  brick,  2  and  3  stories;  private,  wood. 


80  to  40  ft  hig^;  wooden  roofs  not  pcnnttled  ia 
fire  area;  fireworks  and  combustiblca  ord.  Fire 
dept— 1  hand  engine,  1  h.  ft  L  truck,  2  hose 
wagons,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  2,000  ft.;  fire  alarm,  bell;  value  of 
dept  equipment  ^600;  value  of  bldgs.,  $5,000; 
ann.  exp.  of  dept,  $100;  total  mem.,  80  volunteers. 
Water  Supply— Source,  river;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.,  60,000  gals.;  1  pump- 
ing engine,  constructor  Corliss;  mains,  4^  miles; 
16  hydrants,  Corey;  32  services;  pressure,  dom. 
47  lbs.,  fire  126  lbs.;  consumption  per  day  110,000 
pals.,  per  capita  75  gals. ;  cost  to  construct,  $25,000, 
mcludmg  light  plant;  ann.  cost  of  mtce.,  $6,000, 
including  light  plant;  works  belong  to  city. 

PERRYVILLE,  pop.  1,800;  fire  area,  100  acres: 
mercantile  bldgs.,  brick,  2  stories;  private,  wood 
and  brick,  2  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept. — ^1  hand 
engine,  1  c.  engine,  24  c.  hand  ex.,  1  h.  ft  ].  truck; 
hose,  cotton,  rubber  lined,  good.  1,700  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $2,000;  value 
of  bldgs.,  $2,000;  ann.  exp.  ot  dept,  $160;  total 
mem.,  30  volunteers. 

Water  Supply— Source,  cisterns,  cap.  100,001 
gals. 

PIERCE  CITY,  pop.  2,600;  fire  area.  IJSM  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  2  and  3 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investicated. 
Fire  dept— 1  h.  &  L  truck,  2  hoae  carriages;  hoae. 
cotton,  rubber  lined,  good,  1.000  ft;  inrerior,  all 
kinds,  500  ft;  toUl  hose,  1,500  ft;  fire  alarm.  beD 
and  whistle:  value  of  dept  equipment,  $2,200; 
value  of  bldgs.,  $3,000;  ann.  exp.  of  dept,  $50; 
total  mem^  3S  volunteers. 

Water  Supply— ^Source,    spring,    )4    mile    from 


of  water,  good;  2  pumping  engines,  class  dnp. 
coinp..  cap.  per  day  1,000,000  eua.,  constructors 
Buffalo  Co.;  mains,  cast  iron,  6%  miles,  4  to  8  m. 
dia.;  32  hydrants;  20  valves;  meters,  total  number 
21,  Buffalo,  owned  by  consumer;  226  services;  pipe, 
lead  and  iron;  pressure,  dom.  66  to  70  lbs.;  fire  7f^ 
lbs.;  consumption  per  day,  TC,000  gals.;  cost  to  c<m- 
struct  $40,000;  bonded  debt,  $36^000;  int  paid  on 
bonds,  5  per  cent;  cost  of  mtce.,  $1^00;  works  be- 
long to  city. 

PLATTSBURG,  pop.  2,200;  fire  area.  640  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
IH  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 


fires  investigated;  av.  fire  loss  per  yr.^  for  1  vear, 
$70,000;  av.  ins.  involved  for  same  time,  |7u,O0Ql 
Fire  dept— 1  steamer,  1  hand  engine,  1  c.  engine. 
1  hose  wagon:  hose,  good,  600  ft;  fire  alarm,  bell; 
ann.  exp.  of  dept.,  $100;  total  mem.,  12  volunteers. 
Water  Supply— Source,  dstems,  in  Inisincss 
center;  system,  pumping;  quality  of  water,  sood. 

PLEASANT  HILL,  pop.,  2,000;  fire  area,  200 
acres;  mercantile  bldgs.,  brick,  2  stories;  privnte. 
wood,  8  stories;  wooden  rooU  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fiv^a  in^ 
vestigated.  Fire  dept.— 1  hand  engine,  1  h.  &  L 
truck,  1  hose  carriage;  hose,  cotton,  rubber  lined. 
good  1,000  ft.;  fire  alarm,  bell;  value  of  dept 
equipment,  11,000;  value  of  bldgs.,  $800;  total 
mem.,  24  volunteers. 

Water  Supply— Source,  lake  and  creek.  4 
blocks  from  business  center;  system,  pninp  direct; 


^als.,  constructors  Blake   Mfg.   Co.;   mains,    cast 
iron,  1  mile,  6  in.  dia.;  meters,  totU  nomoer  1. 


Crown;    pressure,    dom.    100    lbs.,    fire   US    iba.; 
cost  to  construct,  $80,000:  works  private. 

POPLAR  BLUFF,  pon.  4,821;  fire  area, 
acres;  mercantile  blags.,  orick,  2  stories;  pn 
wood,  1  and  2  stories;  wooden  roofs  not  pennltted; 
fireworks  and  combustibles  ord.  Fire  dept. — ^1 
hose  wagon;  2  horses;  hose,  cotton,  rubber  lined. 
good  1,000  ft;  inferior,  all  kinds,  ttO  ft:  tocal 
hose,  1,600  ft ;  fire  alarm,  teleohone:  value  of  dept. 
equipment  $3)000;  value  of  blags..  &,600;  ana.  exp. 
ot  dept,  $1,600;  total  mem.,  10  volunteers;  vadcr- 
writers'  rating,  third  class. 
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Watek  Supply— Source,  river,  %  mile  from  busi- 
ness center:  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  100,000  gals.,  dim.  15  x  UO,  material 
used  in  cons,  iron,  builders  G.  W.  Dudley;  t 
pumping  engines,  class  comp.,  siae  10  x  16  x  8Vit 
cap.  per  dayj  1,600,000  gals. ;  constructor,  Worthing- 
ton;  mains,  iron,  S%  miles,  2  to  10  in.  dia.;  1^  hy- 
drants, National,  43  valves,  Crane;  meters,  total 
number  40  owned  by  consumer;  857  services;  pres- 
sure, dom.  60  lbs.,  fire  100  lbs.;  cost  to  construct, 
$35,650;  bonded  debt,  $12,000;  int.  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  ^,600;  works  be- 
long to  city. 

PRINCETON,  pop.  1,600;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  1  to  8  stones;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 50  c.  hand  ex.,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  ^ood, 
500  ft,;  rubber,  good,  600  ft.;  inferior,  all  kinds, 
800  ft.;  total  hose,  1,800  ft.;  fire  alarm,  whistle; 
v^ue  of  dept.  equipment,  |560;  ann.  exp.  of  dept., 
$100:  total  mem.  10,  paid  part  time. 

Water  Supply— Source,  well,  %  mile  from  busi- 
ness center;  system,  pump  to  stop.:  stdp.  cap.  50,* 

000  gals.^  dim.  12  x  60,  builder  T.  O'Brien;  pump- 
ing engines,  cap.  per  day  845,aK)  gals.,  construc- 
tor Gardner;  mains,  2  miles,  4  to  6  in  dia.;  19 
hvd rants;  80  services;  pressure,  dom.  30  lbs.,  fire 
70  lbs.;  cost  to  construct,  $18,000;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $1,200;  works 
belong  to  city. 

RICH  HILL,  pop.  4,050;  fire  area,  6  blocks; 
mercantile  bldgs.,  brick,  1  to  3  stories;  private, 
wood,  1  story;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.:  causes  of 
fires    investigated.     Fire    dept. — ^1    h.    &    1.    truck, 

1  comb.  c.  &  hose  wagon,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,000  ft.;  inferior  600; 
total  hose  1,500  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment,  $1,800;  value  of  bldgs., 
$3,000;  ann.  exp.  of  dept.,  $GiDO;  total  mem.  10,  paid 
part   time,   4,   paid  full  time  6. 

Wateb  Supply — Source,  wells;  system,  air  com- 
pressor; stdp.  cap.  75,000  gals.,  located  at  park, 
material  used  in  cons,  steel,  builder  G.  Jasger; 
filtration  sy^stem,  N.  Y. ;  cap.  of  plant,  200,000 
gals.;  c^uahtv  of  water  excellent,  2  pumping  en- 
gines, size  14  X  10  X  9,  cap.  per  day  1,000,000  gals., 
constructor  Blake;  mains,  cast  iron,  11  miles;  60 
hydrants,  Ludlow;  25  valves;  meters,  total  number 
2,  Crown  1,  Worthington  1,  owned  by  consumer; 
500  services;  pipe,  wrought  iron;  pressure  dom. 
45  lbs.,  fire  100  lbs.;  consumption,  per  dav  200,- 
000  gals. ;  cost  to  construct,  $90,000;  bonded  debt, 
$44, wO;  int.  paid  on  bonds,  4  per  cent;  works  be- 
long to  city. 

RICHMOND,  pop.  8,478;  fire  area,  640  acres; 
mercantile  bldn.,  brick,  1  and  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 2  h.  &  L  trucks,  2  hose 
wagons,  2  hose  carna^s;  hose,  cotton,  rubber 
liued,  good  2,000  ft.;  fire  alarm,  telephone;  total 
mem.,  12  volunteers. 

Watse  6UPPLY— Source,  wells,  2V&  miles  from 
business  center;  s^em,  pump  to  stdp.;  stdp. 
cap.  118,000  gals.,  dim.  15  x  90,  material  used  in 


GO  hydrants;  meters,  total  number  4;  225  services; 
pipe,  galv.  iron;  pressure,  dom.  40  lbs.,  fire  60  lbs.; 
cost  to  construct,  $46,000;  int.  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.,  $1,200;  works  belong 
to  city. 

ROCKPORT,  pop,  1,200;  fire  area,  40  acres: 
mercantile  bldgs.,  bnck,  8  stories;  private^  wood 
and  brick,  8  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  ord.;  causes  of  nres  investi- 

Kted.  Fire  depL— 1  c.  engine,  6  c.  hand  ex.,  2 
se  wurons,  2  hose  carriages:  hose,  cotton,  rub- 
ber lined,  good,  1,000  ft.:  fire  alarm,  whistle;  value 
of  dept.  equipment,  $800;  total  mem.,  13  Tolun- 
teers. 

Watbe  Supply— Source,  wells,  in  business  cen- 
ter; SYstem,  pump  to  stdp.:  stdp.  cap.  46,000  gals., 
dun.  15  X  80,  located  200  ft  above  town,  material 
used  in  cons,  steel;  quality  of  water,  good;  1 
pumping  engine,  cap.   per  uay  570,000  gab.,  con- 


structor Palling;  mains,  cast  iron,  3H  miles,  4  to 
8  in.  dia.;  13  hydrants.  Eclipse;  meters,  total 
number  6,  Bu£Falo,  owned  by  consumer;  86  ser- 
vices; pipe,  iron;  pressure,  dom.  60  lbs.,  fire  60 
lbs.;  cost  to  construct,  $9,00O;  bonded  debt,  $3,600; 
int  paid  on  bonds,  6  per  cent;  works  belong  to 
city. 

^  ROLLA,  pop.  IfSOO;  fire  area,  400  acres;  mercan- 
tile b\dg»,,  brick,  2  stories;  private,  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area ;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  gasoline  steamer,  1  hand  engine,  1  c. 
engine,  1  h.  &  1.  truck,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good.  700  ft.:  fire  alarm,  bell 
and  whistle;  value  of  dept  equipment,  0,600; 
value  of  bids.,  $600:  total  mem.,  25  volunteers. 
Watee  Supply— Source,  wells  and  dsterna. 

ST.  CHARLES,  pop.  7,882;  fire  area,  1,920  acres; 
mercantile  bldgs.,  brick,  2  to  4  stones;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept— 
1  hand  engine,  2  h.  &  1.  trucks,  2  comb,  hose 
wagons.  4  horses;  hose,  cotton,  rubber  lined, 
good,  3,000  ft;  inferior,  all  kinds,  600  ft.:  total 
hose,  3,600  ft;  fire  alarm,  Gamewell,  9  boxes; 
value  of  dept.  equipment,  $3,500;  value  of  bldgs., 
$4,800;  ann.  exp.  ol  dept,  $1,000;  total  mem.  44, 
paid  part  time  4,  volunteers  40. 

Water  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  gravity,  pump  to  res.;  stdp. 
cap.  250,000  gals.,  dim.  26  x  70.  material  used  m 
cons,  steel,  builders,  Chicago  Bldg.  Co.;  quality 
of  water,  good;  res.  cap.  260,000  gals.;  6  pumping 
engines,  cap.  per  day  2,000,000  gals.,  constructors 
Worthington,  Snow;  mains,  cast  iron,  18  miles, 
4  to  12  in.  dia.;  180  hydrants:  76  valves;  660  ser- 
vices; pipe,  lead;  pressure,  dom.  80  lbs.,  fire  130 
lbs.;  consumption  per  day,  800,000  gals.;  cost  to 
construct,  $106,000;  bonded  debt  $100,000:  int  paid 
on  bonds,  4  per  cent;  cost  of  mtce.,  $10,000;  works 
belong  to  city. 

STE.  GENEVERE,  pop..  2,000.  Fire  dept— 1 
comb.  c.  engine,  1  h.  &  1.  truck,  2  hand  hose 
carts;  hose,  1,200  ft.;  total  mem.,  26  volunteers. 

Water  Supply— Source,  wells;  stdp.  cap.,  48,- 
500  gals.;  41  hydrants;  pressure,  dom.  40  lbs.  fire 
65   lbs. 

ST  JOSEPH,  pop.  110,479;  fire  area,  7,040  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  7  stories; 
private,  wood  and  brick,  1  to  8  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustiblea 
ord.;  causes  of  fires  investigated;  av.  loss  P^ryr* 
for  3  yrs^  $90,546.33;  av.  ins.  for  same  time,  $1,3^,- 
128.33.  Fire  dept— 2  steamers,  2  comb.  c.  &  h. 
wagons,  1  c.  engine,  24  c.  hand  ex.,  1  h.  &  1. 
truck,  1  aerial  truck,  1  supply  wagon,  1  water 
tower,  11  hose  wagons,  6  hose  reels,  37  horses; 
hose,  cotton,  rubber  lined,  good.  8,750  ft. ;  rubber, 
good,  8,900  ft;  total  hose,  17,000  ft.;  fire  alarm, 
telephone,  40  boxes;  value  of  dept  equipment, 
$56,0OO;  value  of  bldgs.,  $110,000;  ann.  exp.  of 
dept,  $76,106;  total  mem.  74,  paid  full  time. 

Water  Supply— Source,  Missouri  river,  2H 
miles  from  business  center;  system,  gravity,  pump 
to  res.,  to  stdp.  and  direct;  stdp.  cap.  786,000  gals., 
dim.  50  X  60,  located  810  ft  above  city,  material 
used  in  cons,  iron;  filtration  system,  Jewell; 
cap.  of  plant,  12,600,000  gals.;  quality  of  water, 
good;  res.  cap..  22^000,000  gals.,  located  810  ft 
above  city;  7  pumping  engines,  cap.  per  day  20,- 
000,000  gals.,  constructors  Worthington.  Holly  & 
Nordberg;  mains,  cast  iron,  99  miles,  4  to  24  in. 
dia.;  890  hydrants,  Mathews  and  Ludlow;  Ludlow 
valves;  meters,  total  number  605,  Crown;  8,500 
services;  pipe,  lead;  pressure,  dom.  125  lbs.,  fire 
125  lbs.;  consumption,  per  day  6.590,000  gals.,  per 
capita  62  gals.;  works  belong  to  Co. 

ST.  LOUIS,  pop.  716,000;  fire  area,  89,520  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  17 
stories;  private,  stone,  brick  and  wood.  1  to  8 
stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  8  yrs.,  $1,076,« 
000;  av.  ms.  involved  tor  same  time,  $8,876,200. 
Fire  dept — 56  steamers,  14  h.  &  1.  trucks,  11  aerial 
trucks,  2  water  towers,  6  comb.  c.  &  h.  reels,  10 
hose  wagons,  7  hose  carriages,  45  comb.  c.  &  h. 
wagons,  312  horses;  hose,  cotton,  rubber  lined, 
good,   116,320  ft.;    rubber,   good,  11,620  ft.;   total 
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hose.  127,840  ft.;  fire  alarm  Gamewell,  1,188  boxes; 
value  of  dept.  equipment,  |G0O,O0O:  value  of  bldgs., 
$146,200;  ann.  exp.  of  dept.,  11,057,700;  total  mem. 
788   paid  full  time. 

Watk»  Supply— Source,  river,  10  miles  from 
business  center;  system,  pump  to  res.  and  stdp.; 
material  used  in  cons,  sheet  steel;  filtration  svs- 
temjVVeir:  quality  of  water,  good;  rca.  cap.  W,- 
000,000  gals.,  located  in  business  center;  18 
pumping  engines,  cap.  per  day  $378,842,680  gals., 
constructors  Allis.  Worthington:  mains,  cast  iron, 
820  miles,  6  to  48  in.  dia.:  10,000  hydrants;  8,m6 
valves;  meters,  total  number  6,000,  Crown  1,031, 
Nash  34,  Union  48,  Empire  5,  Gem  12,  Hersey 
Rotary  1,395.  Trident  31,  Hersey  D;sc  425,  Hersey 
Torrent  26,  Thomson  86,  Worthington  1,863.  Key- 
stone 47.  Lambert  26,  owned  bv  city  and  con- 
sumer;  92,000  services;  pipe,  lead;  pressure,  dom. 
25  to  90  lbs.,  fire  25  to  90  lbs.;  consumption  per 
day,  70,000,000  gals.;  cost  to  construct,  $22,000,000; 
bonded  debt,  6,800,000;  int  paid  on  bonds.  31-3 
and  4  per  cent;  cost  of  mtoe.,  $800,000;  works  be- 
long to  city. 

SALISBURY,  pop.  2,500.  Fire  dept.-l  h.  & 
1.  truck,  2  hose  carts;  hose  1,000  ft.;  total  mem., 
10  volunteers. 

Water  Supply— Source,    wells;    stdp.   cap.,   30,- 

000  gals.;  1  pumpinj^  engine,  cap.  per  day  400,000 

gals.;   constructor  Cook;   pressure,    dom.   66  lbs., 
re   125. 

SAVANNAH,  pop.  2,000;  mercantile  bldgs., 
brick  and  wood,  1  and  2  stories;  private,  wood,  1 
and  2  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord. ;  causes  of 
fires  investigated.  Fire  dept.~2  hose  reels  with 
hooks  and  ladders,  1  h.  &  1.  truck  with  buckets; 
hose,  cotton,  rubber  lined,  good.  1,000  ft.;  fire 
alarm,  whistle  and  bells;  value  of  dept.  equip- 
ment, $650;  value  of  bldgs.,  $1,600;  total  mem.,  15 
volunteers. 

Wats&  SuppLY—Source,  wells,  200,000  gals, 
every  10  hours;  storage  supply  200,000  gals. 

SEDALIA,  pop.  13.000;  fire  area,  40  acres;  mer- 
cantile bldgs.,  onck,  2  to  5  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  ot  fires 
investigated;  av.  fire  loss  per  yr.  for  3  years,  $54,- 
099;  av.  ins.  involved  for  same  time,  $261,635.  Fire 
dept.— 2  steamers,  4  c.  hand  ex.,  1  h.  &  1.  truck, 
2  hose  wagons,  1  hose  reel,  7  horses;  hose,  cotton, 
rubber  lined,  good^  4,000  ft.;  fire  alarm,  telephone; 
value  of  dept.  equipment,  ^SjOOO;  value  of  bldgs., 
$15,000;  ann.  exp.  of  dept,  $8,299;  total  mem.  9, 
paid  full  time. 

Water  Supply— Source,  river  and  wells,  3^ 
miles  from  business  center;  system,  pump  direct; 
quality  of  water,  good;  res.  cap.,  45O,000,0iDO  gala. ; 
mains,  cast  iron.  SB  miles,  4  to  20  in.  dia.;  204  hy- 
drants; 1S6  valves;  meters,  total  number  460, 
Crown,  Union,  Hersey  Rotary,  Trident,  Worth- 
ington, Thomson.  Pittsburg,  Keystone  and  Lam- 
bert, owned  by  Co.  and  consumer:  1,860  services; 
pipe,  lead;  pressure,  dom.  40  to  60  lbs.,  fire  75  to 
loo  lbs. ;  consumption  per  day,  2,000,000  gals. ;  cost 
to  construct,  $550,000;  works  belong  to  Co. 

SHEL6INA.  pop.  1,733;  fire  area,  3  acres;  mer- 
cantile bldgs.,  onck,  1  and  2  stories;  private,  wood, 

1  and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.~l  hand 
engine,  1  hose  carriage;  hose,  cotton,  ruboer  lined, 
good,  600  ft;  fire  alarm,  telephone  and  bell; 
value  of  dept  equipment,  $2,000;  value  of  bldgs., 
$1,600;  ann.  exp.  of  dept,  $100:  total  mem.,  14  vol- 
unteers; underwriters'  rating,  first  claas. 

Watss  SuppLY-^Source,  wells  and  cisterns. 


30  lbs.,  fire  100  Iba.:  cost  to  conatnaet,  $18,000; 
int  paid  on  bonds,  6  per  cent;  works  belong  to 
city. 


SLATER  CITY,  pop.  2,602;  fire  area,  20  acres: 
mercantile  bldgs.,  brick,  2  and  S  atones:  private, 
wood,  1  and  f  stories:  wooden  roofs  permitted; 


2  and  S  stories:  private, 
wwu,  X  muM.  m  ••M..««.  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  &  1.  track,  2  hose  car- 
riages: hose,  cotton,  subber  lined,  good  1,000  ft.; 
fire  alarm,  whistle;  total  mem.,  16  volunteers; 
underwriters'  rating,  fourth  claaa. 

Water  Supply— Source,  well  and  cisterns;  sya* 
tern,  pump  to  res.  and  direct;  stdp.  cap.,  76,000 
gals.;  pumping  engines,  cap.  per  day  126,0U;  gals., 
constructor  American;  mams,  48.8  milea.  4  to  8 
in.  dia.;  27  hydrants,  Corey  and  Rensselaer;  me- 
ters, total  number  16;  175  services;  pressure,  dom. 


SPRINGFIELD,  pop.  89,567  fire  area,  t^  sq. 
miles;  mercantile  bldip.,  brick.  1  to  7  stories;  pri- 
vate, wood,  1  to  S  stones;  wooden  roofs  not  permit- 
ted; combuatibles  ord.;  causes  of  fires  not  invcati- 
f^ated;  a  v.  fire  loss  per  yr.  for  3  yrs.,  $22,589;  av. 
ms.  for  same  time,  fl3,71S.  Fire  dept— 8  steamers. 
1  auto  chem.  engine,  4  c.  hand  ex.,  2  h.  &  L 
trucks,  2  hose  reels,  11  horses;  hose,  cotton,  rub- 
ber lined,  good,  4,000  ft;  toul  hose,  4,000  ft;  fire 
alarm,  Gamewell,  61  boxes:  value  of  dept.  equip- 
ment, $16,000;  value  of  bldgs.,  $20,000;  ann.  exp. 
of  dept,  $15,000;  total  mem.  15,  paid  full  time; 
underwriters'  rating,  second  class. 

Water  Supply— bource,  spring,  3  miles  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  755,000  gals.,  dim.  36  x  106,  material  used  in 
cons,  steel,  builaers  Chicago  Bridge  &  Iron  Co.; 
quality  of  water,  good;  2  pumping  engines,  cap. 
per  day  11,000,000  gals.,  constructor  Deane;  mains, 
cast  iron,  76  miles,  4  to  18  in.  dia.;  291  hydrants; 
376  valves;  meters,  total  number  G36,  Crown  231, 
Empire  263,  Gem  8,  Hersey  Disc  12.  Trident  f. 
Thomson  4,  Pittsburg  4,  Keystone  2;  5,504  ser- 
vices; pipe,  wrought  iron;  pressure,  dom.  45  lbs., 
fire  75  lbs.;  consumption  per  day,  3,100.000  gals.; 
works  belong  to  Co. 

STAN6ERRY,  pop.  2,654;  fire  area,  5<  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
VA  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causea  of  fires  in- 
vestigated. Fire  dept^l  h.  &  L  truck,  1  hose 
caniage,  2  horses;  hose,  cotton,  rubber  lined, 
good  1,000  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment  $800;  value  of  bldgs.,  $1,000; 
total  mem.,  6  volunteers;  underwrite! a'  rating 
fourth  class. 

Water  Sitpply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  res.  and  stdp.;  stdp.  cap. 
65,000  gals.,  dim.  6x4,  located  in  center  of  town, 
materiu  used  in  cons,  wood  and  iron;  Quality  ol 
water,  n^ood;  res.  cap.  65,000  gals.,  located  in  city; 
3  pumpmg  engines,  class  oomp.,  size  8  x  12  x  6  x 
10,  cap.  per  day  2S8,000  gals.,  constructor  Desne; 
mains,  caat  iron,  3  miles;  29  hydrants.  National;  12 
valves;  meters,  total  number  4,  Crown  1,  £mpire 
1,  owned  by  city;    125  services;  pipe,  iron   and 


int  paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$1,626;  works  belong  to  city. 

SWEET  SPRINGS,  pop.  1,080;  bldgs..  brick; 
wooden  roofs  not  permitted.  No  organised  fire 
dept;  underwriters*  rating,  third  claas. 

WATSS  Supply— Source,  well;  system,  giswilj 
and  pump  to  stdp.;  stdp.  cap.^  40,000  gals.,  material 
used  in  cons,  steel:  1  pumpmg  engme.  size  10  z 
36,  constructor  Cook;  mains,  %  mue;  0  hydrants. 
Eclipse;  pressure,  fire  40  lbs.;  cost  to  eonstruct, 
$6,000;  works  belong  to  city. 

TARKIO,  pop.  2,100;  fire  area,  320  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  hose  earriage;  hose, 
cotton,  rubber  lined,  good  1,260  ft;  fire  alans. 
whistle;  value  of  dept  equipment^  $2,000;  total 
mem.,  18  volunteers. 

Watss  Supply— Source,  wella,  2  blocks  £rom 
business  center;  system,  pump  to  stdp.  and  di- 
rect: stdp.  cap.  600,000  gala.,  dim.  12  x  H^  material 
used  in  cons,  iron:  quality  of  water,  good; 


cap.  760,000  gftlS'T  located  at  station;  1  pumping 


engines,  class  comp.,  cap.  per  day  1,1 

constructors  Cook  and  Desne;  mains,  caat  n 
8  miles,  4  to  6  in.  dia.;  22  hydrants;  9  wahres; 
meters,  total  number  8,  Crown,  Htrwef  Disc;  ISO 
services;  pipe,  lead  and  iron;  pretsive.  dona.  70 
lbs.,  fire  126  lbs.;  cost  to  construct,  $28,000;  cost 
of  mtce.,  $860;  works  belong  to  Co. 

TIPTON,  pop.  1,887;  mercantile  bldgs^  ttrid^ 
1  to  8  stones;  private,  wood  snd  bride,  1  aadi 
stories;  wooden  roofs  not  permitted;  fireworks  aad 
combustibles  ord.;  causes  of  firet  investicated. 
Fire  dept— 1  hand  engin^  1  h.  ft  1.  tmck^  1  ^qm 
carriage;  hose,  cotton,  rubber  lined,  good  iM  It; 
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all  kinds,  100  ft;  fire  tknn,  bdl:  value  of  dcpt. 
equipment,  |l,fiOO;  Talne  of  bldga.,  wlO;  total  men.* 
40  volunteera. 
Watbe  SurrLT-~Soarec,  welli. 

TRENTON,  pop.  5,896;  fire  area.  1,000  acres; 
mercantile  blaga.,  stone  and  brick,  1  to  S  stories; 
private,  stone,  brick  and  wood.  1  and  2  stories; 
wooden  roofs  not  permitted  in  nre  area;  fireworks 
and  combustibles  ord. ;  causes  of  fires  inTcstigated 
Fire  dept.— 6  c.  hand  ex.,  1  bose  wason,  1  hose 
reel,  2  norses;  hose,  cotton,  rubber  uned.  good, 
2,000  ft;  inferior,  all  kinds,  700  ft;  total  hose, 
2,700  ft;  fire  alarm,  bell;  value  of  dept  equipment, 
12,000;  value  of  bldgs.,  110,000;  ann.  exp.  of  dept. 
Si  ,200;  total  mem.  15,  paid  full  time  1,  volunteers 
14. 

Watbk  Supply— Source,  river,  1^  miles  from 
business  center;  svstem,  pump  to  stop,  and  direct; 
stdp.  cap.,  176,000  gals.,  material  used  in  cons, 
steel;  quality  of  water,  good;  8  pumping  enjrines, 
cap.  per  day  2,600.000  gids..  constructors  worth- 
mgton  and  Smith- Vaile;  mains,  7%  miles,  4  to  10 
in  dia.;  61  hydrants;  meters,  total  number  80;  870 
services;  pipe,  lead  and  wrought  iron;  pressure, 
dom.  40  lbs.,  fire  180  lbs.;  ann.  cost  of  mtce., 
$4,000;  worln  belong  to  Co. 

UNION,  pop.  800:  fire  area,  40  acres:  bldgs., 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— 1  h.  &  L  truck. 
2  hoae  carriages;  hose,  cotton,  rubber  lined,  good 
800  ft;  total  mem.,  12  volunteers. 

Watbe  Supptv-^ource,  river,  IH  miles  from 
business  center;  svstem,  pump  to  res.;  stdp.  cap. 
175,000  gals.;  quality  of  water,  good;  res.  cap., 
107,000  gals.;  pumpmg  engines,  class  dup..  cap. 
per  day  m)0,000  gals.,  constructors  Hooker  F.  Co.: 
mains,  cast  iron,  zV&  miles,  4  to  8  in.  dia. :  18 
hydrants;  5  valves;  meters,  total  number  8,  Her- 
sey  Disc;  pipe,  gal  v.  iron;  pressure,  dom.  66  to  75 
lbs.,  fire  66  to  75  lbs.;  consumption  per  day,  60,000 
gals.;  cost  to  construct,  110,000;  bonded  debt, 
13.500;  int.  paid  on  bonds,  5  per  cent;  cost  of  mtce. 
$900;  works  belong  to  city. 

UNIONVILLE,  pop.  2,060;  fire  area,  800  acres; 
mercantile  bldgs..  bnek  and  wood,  2  stories;  pri- 
vate, wood,  1  ana  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord;  causes  of 
fires  investigated  Fire  dept~-l  hand  engine.  28 
c.  hand  ex.,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good  1,000  (t;  fire  alarm,  whistle;  value  of 
dept  equipment  $800;  ann.  cscn.  of  dept,  $125; 
total  mem.,  16  volunteers;  underwriters'  rating, 
fourth  class. 

VVatbk  Supply— Source,  res.,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap^  128,776  gals.;  1  pumping 
engine,  constructor  Gardner;  mains,  lead  and 
wrougnt  iron,  2  miles,  3  to  4  in.  dia.;  12  hy- 
drants; meters,  total  number  80;  pressure,  dom. 
GO  lbs.,  fire  110  lbs.;  consumption  per  day,  10,000 
mU.:  co<<t  to  construct,  $18,000;  cost  of  mtce., 
$200;  worln  belong  to  city. 

VANDALIA,  pop.  1.800;  fire  area,  6  acres;  mer- 
cantile bldgs.,  stone  and  brick.  1  and  2  stories; 
private,  wood,  IVi  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  fire  loss  for 
1904,  $1,643;  ins.  involved  for  same  time,  $1,099. 
Fire  dept— 2  h.  &  I.  trucks,  1  hose  carriage:  hose, 
cotton,  rubber  lined,  good,  200  ft;  value  of  dept 
equipment.  $60;  total  mem.,  10  volunteers. 

WATXB  Supply— Source,  wells  and  cisterns; 
waterworks  contemplated. 

WARRENSBURG.  pop.  4.724;  fire  area,  1,200 
teres;  mercantile  bldgs.,  brick,  1  to  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  ord.;  causes  of  fires  investigated  Fire 
dept— €  c.  hand  ex.,  2  h.  ft  1.  trucks,  1  hose 
wagon,  2  hose  carriages,  3  horses;  hose,  cotton, 
rubber  lined,  good,  2,000  ft;  inferior,  all  kinds, 
1,000  ft:  total  hose^  8,300  ft;  fire  alarm,  whistle: 
value  of  dept  equipment,  $3,000;  total  mem.,  12 
volunteers:  underwriters*  rating,  third  class. 

Watbb  Supply— Source,  springs  and  lakes;  sys- 
tem, pump  to  stdp.;  stdp.  dim..  14  x  110;  2  pump- 
ing engines,  cap.  per  day  1,000,000  gals.,  constructor 
Deane;  mains,  csst  iron,  7^  miles,  4  to  10  in.  duu; 
75  hydrants;  pressure,  dom.  45  lbs.,  fire  200  lbs. 


WASHINGTON,  pop.  8,016;  fire  area,  2,660 
acres;  mercantile  bldss.,  brick.  2  to  6  stones; 
wooden  roofs  not  permitted:  no  nreworks  and  com- 
bustibles ord  Fire  dept— 1  hand  engine,  1  h.  ft  L 
truck,  4  hose  carriages;  hose,  cotton,  rubber  Uned, 
good  1,600  ft;  rubber,  good  8,000  ft;  total  hosfc 
1,600  ft;  fire  alarm,  electric,  8  boxes;  value  of 
dept  eouipment,  $8,000;  value  of  bldgs.,  $1,000;  ann. 
exp.  ot  dept,  ClOO;  total  mem.,  61,  volunteeis; 
underwriters'  rating,  third  class. 

Water  Supply— Source,  river,  ^  mile  from 
business  center;  system,  pump  to  res.  and  stdp.: 
stdp.  cap.  110,000  gals.,  dim.  12  x  126.  material 
used    in    cons,    steel;   nitration    system,    sravity; 

?uality  of  water,  good:  res.  cap.,  1,000,000  gals.; 
pumping  engmes,  class  comp..  cap.  per  day 
2,000,000  gals.,  constructors  Buffalo;  mains,  cast 
iron,  6%  miles,  4  to  10  in.  dia^  67  hydrants:  80 
valves;  meters,  total  number  100.  Crown  8,  Her« 
sey  Rotary  2,  Trident  2,  Thomson  86,  Keystone  6, 
Lambert  1.  owned  by  city  and  consumer;  260 
services;  pipe.  galv.  iron  and  lead;  pressure,  dom. 
80  lbs.,  fire  126  lbs.;  consumption  per  dav,  160,000 
gals.:  cost  to  construct,  $80,000;  bonded  debt,  $60,- 
OOOj  int  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$3,500;  works  belong  to  Co. 

WEBB  aTY,  pop.  16,000;  fire  area,  12,000  acres; 
mercantile  bldgs.,  brick  and  stone,  2  and  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  for  1804,  $78,260; 
av.  insurance  tor  same  time,  $24,775.  Fire  dept 
—1  comb.  c.  ft  h.  wagon,  4  c.  lumd  ex.,  1  hose 
cart,  1  hose  carriage,  8  horses;  hose,  cotton,  rub- 
ber lined,  good  2,000  ft;  inferior,  aU  kinds,  600 
ft:  total  hose,  2,600  ft;  fire  alarm,  telephone; 
value  of  dept  equioment,  $7,000:  value  of  bldgs., 
$4,600;  ann  exp.  ot  dept,  $8,000;  total  mem.,  24, 
paid  full  time  4,  paid  part  time  6,  volunteers  20; 
underwriters*  rating,  third  class. 

Watbe  Supply— Source,  springs,  SM  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
150,000  gals.,  dun.  12  x  146,  located  m  town,  ma- 
terial used  in  cons,  steel,  builder  N.  O.  Nelson:  2 
pumping  engines,  class  comp.  dnp.,  cap.  per  <uqr 
f. 500,000  gals.,  constructor  Hughes;  mains,  cast 
iron,  22  miles,  4  to  10  in.  dia.;  148  hydrants.  Pleu- 
ger  ft  Henger;  47  valves;  meters,  total  number 
189,  Crown  4,  Hersey  Rotary  6,  Hersey  Disc  17, 
Thomson  15,  Worthington  9,  Buffalo  1,  Keystone 
1,  Lambert  186,  owned  by  consumer;  1,812  services; 
pipe,  lead  and  wrought  iron;  pressure,  dom.  80  lbs., 
fire  90  lbs. ;  consumption,  per  day  691,000  gals.,  per 
capita  87  gals.;  cost  to  construct  $184,819;  bonded 
debt,  $112,000;  int  paid  on  bonds.  6  per  cent;  ann. 
cost  of  mtce.,  $18,780.86;  works  belong  to  Co. 

WELLS VILLE,  pop.  1,800;  fire  area,  75  acres. 
Fire  dept— 2  chem.  engines,  1  h.  &  1.  truck, 
value  of  equipment,  $1,200;  value  of  bldgs.,  $600; 
total  mem.,  26  volunteers. 

Watee  Supply— Source,  cisterns. 

WESTON  CITY.  pop.  1,019;  fire  area,  640  acres; 
mercantile  bldgs.,  bnck,  2  and  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated  Fire  dept— 1 
hand  engine,  1  c.  engine,  6  c.  hand  ex.,  1  h.  &  1. 
truck,  1  nose  carriage;  hose,  cotton,  rubber  lined, 
good,  1,000  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,500;  value  of  bldgs.,  $1,000;  total 
mem.,  22  volunteers. 

Watbe  Supply— Source,  wells  and  cisterns. 

WEST  PLAINS,  pop.  3,000;  fire  area,  1,280 
acres;  mercantile  bldgs,  brick,  2  stories;  private, 
brick  and  wood,  2  stories;  wooden  roots  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated  Fire  dept— 1  hand  engine, 
1  c.  engine,  1  h.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  600  ft.;  rubber,  good 
400  ft:  inferior,  all  kinds,  200  ft.:  total  hose.  1.200 
ft.;  value  of  dept.  equipment,  $400;  value  of  bldgs., 
^00;  snn.  exp.  of  dept,  $300;  total  mem.,  16  vol- 
unteers; underwriters'  rating,  fourth  class. 

Watee  Supply— Source,  well,  ^  mile  from  busi- 
ness center;  system^  pump  to  res.  and  stdp.;  stdp. 
cap.  60,000  gals.,  dim.  li  x  60,  material  used  m 
cons,  steel;  quality  of  water,  good;  res.  cap., 
80.000  gals.;  2  pumping  engines,  cap.  per  day  860,- 
,  000  gals.,  constructor  Deane;  mains,  cast  iron,  4^ 
[    miles,  4  to  8  in.  dia.;  26  hydrants;  9  valves;  me- 
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ten,  total  number  66,  Buffalo,  owned  bj  city; 
100  services;  pipe,  galv.  ironj  pressure,  dom.  70 
lbs.,  fire  160  lbs.;  consumption  per  day,  50,000 
gi^8.j  cost  to  construct,  |18,000;  bonded  debt.  |27,- 
2?liJ°*-  paid  on  bonds,  6  per  cent;  coit  of  mtce., 
•fZfOOO;  works  belong  to  city. 


WILLOW  SPRINGS,  pop.  1,078;  fire  aret,  9 
blocks;  mercantile  bldgs.,  brick  and  wood,  2 
stories;  private,  wood,  1  and  2  stories:  wooden 
roofs  permitted:  fireworks  and  combustiDles  ord.; 
causes  of  fires  mvestigated.  Fire  dept— 1  h.  &  L 
truck,  1  hose  wagon.  Those  carriage;  hose,  cotton, 
rubber  lined,  good  800  ft;  inferior,  all  kinds,  275 
ft;  total  hose,  676  ft;  fire  alarm,  bell:  value  of 
dept  equipment,  12.600:  value  of  bldgs.,  W); 
ann.  exp.  of  dept,  I21U0;  total  mem.,  26  volun- 
teers. 

Watxs  Supflt— Source  wells;  system,  pump  to 
stdp.;  stdp.  cap.  66,000  gals.,  dim.  M  x  20.  material 
used  in  cons,  wood,  builders  U.  S.  Water  and 
Supply  Co.;  pumpinir  engines,  cap.  per  day  60,000 
«ais.,  constructors  Smith- Vaile;  nudns,  wrought 
iron,  6  msle%  %  to  4  in.  dia.;  7  hydrants;  S 
valves;  meters,  total  number  8,  Bee,  Nash,  owned 
by  consumer:  120  services;  pipe,  galv.  iron;  pres* 
"•nre,  dom.  80  lbs.,  fire  60  lbs.;  cost  to  construct. 


110,000;  ann.  cost  of  mtoe.,  11,800;  worics  bdong  ts 
dty. 

WINDSOR,  pop.  2.069:  fire  area,  1,200  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  pennit- 
ted  in  fire  area:  combustibles  ord.;  causes  of  fira 
investigated.  Fire  dept.— 1  hand  engine,  24  c 
band  ex.,  1  hose  carriage;  hose,  cotton,  rubbtf 
lined,  good,  600  ft;  value  of  dept  equipment, 
8500;  value  of  bldgs.,  12,000;  ann.  exp.  of  dept, 
$60:  total  mem.,  62  volunteers. 

Watik  Supply— Source,  large  dstenia. 

Places  with  a  population  of  1,000  or  more  haviaf 
no  organized  fire  dept— Appleton  City,  Ash  Gtovc, 
Belton,  Bloomfield,  Bonneterre,  Bowling  Gtmo, 
Breckenridge,  Clarence,  Dexter.  Flat  River,  Fred* 
ericktown,  Granby,  Highbee,  BermansviUe,  Koh 
nett,  Keytesville,  Marionville.  Maiden,  Moat- 
gomery  City,  Mountain  Grove,  New  Madrid,  Nor- 
borne,  Pattonsburg.  St  Genevieve,  Salisbury, 
Seneca,  Sikeston,  Wellston. 

Places  with  a  population  of  1,000  or  more  not 
reported. — Carl  Junction.  Centralia,  Fayette,  La 
Plata,  New  Franklin,  Oronogo,  Salem,  Sarcoxie. 
Thayer,    Troy,    Webster    Grove,    Versailles,    pop. 
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ANACONDA,,  pop.  12,000;  fire  area,  24  sq 
blocks;  mercantile  bldgs.,  brick,  stone  and  wood, 
2  to  5  stories;  private,  brick  and  wood,  1  to  4 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — ^1  steamer,  2  c.  hand  ex.,  1  h.  &  1.  truck, 
1  hose  wagon,  4  hose  carriages,  2  horses;  hose, 
cotton,  rubber  lined,  good,  3,000  ft.;  fire  alarm, 
Gamewell,  36  boxes;  value  of  dept.  equipment, 
126,000;  value  of  bld^.,  $34,800:  ann.  exp.  of  dept., 
$20,000;  total  mem.,  85,  paid  full  time  6»  volunteers 
29. 

Watbs  SuppLT—Sottrce,  streams  and  lake,  4  to 
7  miles  from  butineas  center;  system,  gimvity; 
quality  of  water,  good;  res.  cap..  28,000,000  gals.; 
mains,  kal.,  27  miles,  4  to  14  in.  aia.;  62  hydrants; 
275  valves;  2,366  services;  pipe,  iron;  pressure, 
dom.  80  lbs.,  fire  80  to  107  lbs.;  consumption  per 
day,  2,000,000  gals.;  works  belong  to  Co. 

BELT,  pop.  1868.  Fire  dept~2  hose  carriages; 
hose,  nibber,  good,  600  ft.;  total  mem.,  28  voTun- 
teers. 

Watbk  Supply — System,  pump  to  res. ;  res.  cap., 
10,000  gals.;  10  hydranto. 

BIG  TIMBER,  pop.  1.000.  Fire  dept.— 1  chem. 
engine,  1  h.  &  1.  truck,  2  nose  carts;  hose,  1,200  ft.; 
fire  alarm,  bell ;  total  mem.,  33  volunteers. 

Water  Supply— Source,  river;  res.  cap.,  500,000 
gals.;  mains,  12  miles,  4  to  8  in.  dia. ;  26  hydrants; 
pressure,  dom.  26  lbs.,  fire  100  lbs. 

BILLINGS,  pop.  11,600;  mercantile  bldgs.,  stone 
and  brick,  1  to  3  stories;  private,  stone,  brick  and 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.:  causes 
of  fires  investif^ated.    Fire  dept~l  h.  &  l.  truck, 

1  comb,  c  engine  &  h.  ft  1.  truck,  4  c.  hand  ex., 

2  hose  wagons,  1  hose  cart,  4  horses;  hose,  cotton, 
rubber  lined,  good,  5,600  ft.;  fire  alarm,  bell, 
whistle  and  Gamewell.  11  boxes;  value  ot  dept 
equipment,  $11,390;  value  of  bldgs.,  $17,000;  total 
mem.  86,  paid  lull  time  5,  volunteers  80  . 

Water  Supply— Source,  river,  IH  miles  from 
business  center:  system,  pump^  direct;  quality  of 
watery  good;  4  pumping  engines,  cap.  per  day 
6,600,000  gals.,  constructors  Blake,  Deane,  Buffalo 
and  Roots;  mains,  cast  iron  and  wood,  28  miles, 
6  to  10  in.  dia.;  131  hydrants;  130  valves;  meters. 
total  number  160,  Trident,  owned  bv  Co.;  1,600 
services;  pipe,  galv.  iron;  pressure,  aom.  50  lbs., 
fire  110  lbs.;  consumption  per  day,  3,000,000  gals.; 
works  belong  to  Co. 

BOULDER,  pop.  922;  mercantile  bldgs.,  brick,  2 
stories;  private,  wood,  1  story^  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  hand  engine,  1 
hose  wagon,  1  hose  carriage,  rubber  buckets, 
hooks,  poles;  hose,  cotton,  rubber  lined,  good 
1.000  ft. ;  fire  alarm,  bell ;  value  of  dept  equipment, 
$1,600;  Talue  of  bldgs.,  $300;  total  mem.,  »  toI- 
nnteers;  underwriters'  rating,  third  class. 

Watkr  SupPLY-^ource,  wells  and  cisterns. 


can  tile 

vate,  b^mim  «nu  wooa,  «  Honcs:  wooaen  roois  noi 
permitted  in  fire  area;  combustibles  oru.;  causes  of 
fires  inirestigated.  Fire  dept— 1  steamer,  1  h.  & 
1.  truck,  2  c.  hand  ex.,  1  comb.  c.  &  h.  wagon,  4 
hose  carts.  2  horses;  hose,  cotton,  rubber  lined, 
good,  4,100  ft;  fire  alarm.  Gamewell,  17  boxes; 
value  of  dept.  equipment,  $13,000;  value  of  bldgs., 
$40,000;   ann.  exp.  of  dept.,  $2,200;  total  mem.  44, 


ity  of  water,  good;  res.  cap.,  1,250,000  gals.;  mains. 
cast  iron,  15  miles,  4  to  10  m.  dia.,  Shickle,  How- 
ard    and    Harrison;    103    hydrants,    Mathews;    50 


valves;  meters,  total  number  2;  1,016  services; 
pressure,  dom.  40  lbs.,  fire  100  lbs.;  bonded  debt, 
$105,000;  int.  paid  on  bonds,  5  per  cent;  ann.  cost 
of  mtce.,  $2,000;  works  belong  to  city. 

BUTTE,  pop.  65,000;  fire  area,  5  sq.  miles;  mer- 
cantile blai|s.,  brick,  2  to  8  stories;  private,  wood, 
1  to  8  stones;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investi^ted;  av.  fire  loss  per  yr.,  for  8  years, 
$34,566;  av.  ins.  involved  for  same  time,  $1,141,827. 
Fire  diept— 1  c.  engine,  10  c  hand  ex.,  2  h.  ft  L 
trucks,  1  aerial  truck,  4  hose  wagons,  1  hose  car* 
riage,  17  horses;  hose,  cotton,  rubber  lined,  good, 
8,600  ft;  inferwr,  all  kinds,  2,400  ft;  total  hose, 
18,000  ft;  fire  alarm,  bell,  64  boxes;  value  of  dept. 
equipment,  $68,827;  value  of  bldga.,  $110,000:  ann. 
exp.  of  dept,  $48,661;  total  mem.,  78,  paid  full  time. 

WATsa  Supply— Source,  springs  and  mountain 
streams,  18  to  SO  miles  from  bunness  center;  sys- 
tem, gravity  and  pump  to  res.;  quality  of  water, 
good;  res.  cap.,  336,000,000  gals.;  6  pumpina^  en- 
gines, class  hor.,  comp.,  trip.,  cap.  per  day  1d,000,- 
000  gals.,  constructors  rfordberg,  Jeansville, 
Worthington  and  AUia;  mains,  redwood,  Kale- 
mein,  66  miles.  4  to  26  in.  dia. ;  National  Tube ; 
636  hjdrants,  Ludlow;  meters,  total  number  478, 
principally  Worthington,  owned  by  Co.;  6^94  ser- 
vices; pipe,  lead  and  iron;  pressure,  dom.  80  lbs., 
fire  110  lbs.;  consumption,  per  day  6,000,000  gals., 
per  capita  IdO  gals. ;  works  belong  to  Co. 

CASTLE,  pop.  832:  fire  area,  40  acres;  mercan- 
tile bldgs.,  wood  ana  stone,  1  and  2  stories  |  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord. ;  causes  of  fires  in- 
vestigated.  Fire  dept— 2  hooks,  4  ladders,  60 
buckets:  fire  alarm,  bell;  Talue  of  dept  equip- 
ment, $260;  total  mem.,  26  volunteers;  town  almost 
deserted. 

No  waterworks  system. 

DEER  LODGE,  pop.  1,500;  fire  area,  320  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  2  to  4 
stories;  private,  wood,  1%  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  8  vrs.  $600.  Fire  dept—l  steamer.  1  hand  en- 
gine, 1  h.  &  1.  truck.  3  hose  carriages;  nose,  cotton, 
rubber  lined,  good,  1,300  ft ;  rubber,  good,  300  ft. ; 
total  hose,  1,000  ft;  fire  alarm,  bell;  value  of  dept 
eottipment  $1,600;  value  of  bldgs.,  $700;  ann.  exp. 
of  dept.,  $200;  total  mem.,  21,  paid  part  time  1, 
volunteers  20. 

WATsa  Supply— Source,  springs,  4  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  35,000  gals.,  located  1%  miles  from 
cit^;  mains,  Kalemein  and  wood,  lOH  miles,  3  to 
12  in.  dia.;  2  hydrants,  Ludlow;  360  services;  pres- 
sure, dom.  75  lbs.,  fire  90  lbs.;  bonded  debt,  $70,- 
000;  int.  paid  on  bonds,  5  per  cent;  ann.  cost  of 
mtce.,  $1,400;  works  belong  to  Co. 

DILLON,  poo.  1,630;  fire  area,  10  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted. 
Fire  dept.— 1  h.  &  1.  truck;  hose,  1,500  ft 

WATia  Supply— Source,  stream,  8  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  500.000  gals.,  located  3  miles  from 
town;  mains,  wood,  16  miles,  4  to  10  in.  dia.;  37 
hydrants;  26  valves;  meters,  total  number^  12, 
owned  by  city;  366  services;  6ipe,  wood  and  iron; 
pressure,  dom.  105  lbs.,  fire  IOd  lbs.;  consumption 
per  day,  125,000  gals.;  cost  to  construct  $100,000; 
bondea  debt.  $66,000;  int.  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $1,750;  works  belong  to  city. 

FT.  BENTON,  pop.  1,064;  fire  area.  60  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
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roofs  not  permitted;  combuitibles  ord.;  causes  of 
fires  not  investiMted ;  fire  loss  (or  190S,  12,060;  ins. 
for  same  time,  fUSOOs.  Fire  dept— 1  h.  &  L  truck. 
S  hose  carriages;  hose,  cotton,  rubber  lined,  good 
LOOO  ft;  fire  alarm,  bell  and  whistle:  value  of 
aept.  equipment,  IGOO;  Tslue  of  bldgs.,  $2,000. 
WATKK  Supply— Source,    river,    \i    mile    from 


in.  dia.;  27  hydrants*  Ludlow;  4  valves;  280  aer^ 
vices;  pipe,  iron;  pressure*  dom.  40  lbs.,  fire  86 
lbs.;  bonded  debt,  112,600;  int.  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtoe.,  12,000;  works  belong 
to  city. 

FORT  KEOGH,  pop.  291;  fire  area,  800  acres: 
mercantile  bldgs.,  wood,  1  storv;  private,  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area;  fiire- 
works  and  combustible  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  h.  &  L  truck,  2  hose  car- 
inferior,  all 
alarm,  eleo* 


Watbk  Supply— Source,  river,  1  mile  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap^,000  gals.;  pump- 
ing enp^ines,  cap.  per  day  600,000  nJs.,  constructor 
Worthmgton:  mains,  cast  iron,  g4  miles,  4  to  6 
in.  dia.;  10  hydrants;  6  valves;  6v  services;  pres- 
sure, dom.  40  lbs.,  nre  160  lbs.;  consumption  per 
day,  175,000  gals.;  cost  to  construct,  88j000;  cost  of 
mtce.,  $4,000;  works  belong  to  U.  S.  Government. 

GLENDIVE,  pop.  1,800.  Fire  dept.— 1  hose  cart, 
600  ft.  hose;  30  volunteers. 

,  Water  Supply — Source,  river,  situated  %  mile 
from  business  center;  system,  direct;  quality  of 
water,  good;  res.  cap.  300,000  gals.;  filtration  sys- 
tem, 1,200.000  gals.,  settling  basin;  pumping  en- 
S'nes  2,  nigh  and  low  pressure,  cap.  per  day, 
S20,000  gals.;  constructors  Fairbanks-Morse  & 
Co. ;  mains,  5  miles,  4  to  10  in.  dia. ;  galv.  pipe ; 
hydrants,  4S;  valves,  35;  total  number  meters,  3; 
services,  250;  pressure,  70  to  95  lbs.;  consumption 
per  day,  100,000  gals. ;  per  capita,  40  gals. ;  cost  to 
construct,  $80,000;  bonded  debt,  $46,000;  int.  paid, 

5  per  cent;  ann.  cost  of  mtce.,  $300. 

GRANITE,  pop.  200;  fire  area,  10  acres;  mei^ 
cantile  bldgs.,  wood,  2  stories;  private,  wood,  1 
story;  wooden  roofs  permitted;  fireworks  and 
comDustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  hose  wagon,  hooks,  ladders,  buckets. 
1  hose  carriage;  hose,  cotton,  rubber  lined,  good 
300  ft;  fire  alarm,  bell:  value  of  dept  equipment, 
$500:  value  of  bldgs.,  $100;  town  nearly  deserted. 

Watkk  Supply— Source,  lakes;  system,  gravity; 
tanks  cap.,  200,000  gals.;  quality  ot  water,  good; 
mains,  wrought  iron.  8  to  6  in.  dia.;  11  hy<&ants, 
Ludlow;  pressure,  fire  160  lbs.;  cost  to  construct, 
$30,000;  works  belong  to  Co. 

GREAT  FALLS,  pop.  20.000:  fire  area.  1,800 
acres;  mercantile  bldgs.,  stone,  brick,  wood,  1  to 

6  stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted;  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  for  1906,  $1,201;  ins.  for 
same  time,  $3,695.  Fire  dept— 1  comb.  c.  &  h. 
wagon,  6  c.  hand  ex.,  6  hose  wagons,  2  hose  car- 
riages. 6  horses;  hose,  cotton,  rubber  lined,  good, 
6,300  ft.;  fire  alarm,  Gamewell,  13  boxes;  value  of 
dept  equipment,  $10,000;  value  of  bldgs.,  $10,000; 
ann.  exp.  of  dept.,  $135,000;  total  mem.,  28,  paid 
full  time  8,  paid  part  time  20;  underwriters'  rating, 
third  class. 

Watex  Supply— Source,  river,  1  mile  from  busi* 
ness  center;  system,  pump  direct;  stdp.  cap. 
540,000  gals.,  dim.  40  x  60,  material  used  in  cons, 
steel;  quality  of  water,  good;  4  pumping  eiyrines, 
cap.  per  day  9,600,000  gals.,  constructors  Holly, 
LsidlaW'Dunn-Gordon ;  mains,  cast  iron,  32  miles, 
6  to  16  in.  dia.;  322  hydrants;  202  valves;  meters, 
total  number  161.  Crown,  Nash,  Union,  Empire, 
Gem,  Hcrsey  Rotary,  Trident,  Thomson,  Worth- 
ington,  Buffalo.  Pittsburg  and  Lambert,  owned 
by  city;  2,051  services;  pipe,  galv.  iron  and  lead; 
pressure,  dom.  90  lbs.,  fire  115  lbs.;  cost  to  con- 
struct. $450,000;  bonded  debt  $420,000;  int.  paid 
on  bonds,  5  per  cent;  cost  of  mtce.,  $18,000; 
works  belong  to  city. 

HAMILTON,  Ravalli  Co.,  pop.  2,000.    Fire  dept. 
—3  hose  carts;  hose,  1,850  ft.;  fire  alarm,  telegraph. 
WATKa  Supply — Not  reported. 


HAVRE. — Fire  dept. — 2  hose  carta,  2  c  wagons; 
hose.  2,000  ft;  total  mem.,  20  volunteera. 

Water  Supply— Source,  driven  wells,  H  ntile 
from  busineas  center;  system,  pump  to  rea>:  din. 
15  X  76  in.  dia.;  construction,  concrete;  quality  of 
water,  good;  rea.  cap.,  600,000;  2  pumping  engines, 
class  Gould  Triplex,  cap.  per  day  l,Ow,000  gals, 
each;  mains,  cast  iron,  miles  laid,  4%,  6  to  10  in. 
dia.;  48  hydrants,  68  valves;  meters,  total  number 
88,  makers  Trident  2,  Crown  96,  all  but  two  owaed 
by  city:  337  services;  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  126  lbs.;  consumption  per  day, 
292,000  gals.,  per  capita  97  gala.;  cost  to  construct, 
$69,000;  bonded  debt.  $87,600;  int  paid  on  bonds,  6 
per  cent;  works  belong  to  city. 

HELENA,  pop.  10,770;  fire  area,  400  acres:  bmt 
cantile  Ud^.,  stone  and  brick,  1  to  6  stories; 
private,  wood,  stone  and  brick,  1  to  4  stories 
wooden  roofs  not  permitted;  combustibles  ord.. 
causes  of  fires  investigated;  ;  av.  fire  loss  per  jr. 
for  3  yrs.,  $20,619.75.  Fire  dept— 1  steamer,  1 
comb,  c  &  h.  wagon,  6  c  hand  ex.,  2  h.  &  L  trucks, 
1   aerial   truck,  8  hose   wagons,    1  hose  red,  19 
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boxes;  value  of  dept  equipment  $22,060  Rvalue  ol 
bldgs,  $31,000;  ann.  exp.  of  dept,  $12jQ00:  total 
mem.^  19,  paid  full  time  9,  paid  part  time  10;  un- 
derwriters' rating,  first  class. 

Water  Supply— Source,  river  and  wella,  4  to 
20  miles  from  business  center;  system,  gravity, 
pump  to  rea.  and  stdp.;  quality  of  water,  gooa; 
rea.  cap..  84^0,000  gals.:  2  pumpine  engines,  dass 
comp.,  cap,  per  day  3,000.000  gals.,  constructor 
Blake;  mains,  kalamein  and  cast  iron.  60  miles.  4 
to  16  in.  dia. ;  282  hydrants.  Wood,  Chapman;  808 
valves;  meters,  total  number  216,  owned  by  Co.; 
^076  aervices;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  80  lbs.,  nre  140  lbs.;  consumption  per  daj 
4,600,000  gals.,  large  amount  used  for  imgatioa; 
cost  to  construct,  $1,000,000;  works  belong  to  Co. 

KALISPEL,  pop.  7,600:  fire  area,  400  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  S  stories; 
private,  wood,  1  and  2  stories;  wooden  roc^  not 
permitted;  nrrworks  and  oombustiblea  ord.; 
causes  of  fires  investisated.  Fire  dept— 1  c  en* 
gine,  1  h.  &  1.  truck,  2  nose  carriages;  hose,  cotton, 
rubber  lined,  good,  1,760  ft.;  2  horses:  fire  alarn, 
bell;  value  ot  dept  equipment,  $7,5<n:  value  of 
bldgs.,  $1,400;  ann.  exp.  of  dept,  $7,600;  total 
mem.  41,  paid  full  time  a,  38  volunteers. 

Watee  SUPPLY— Source,  river  and  wella,  2  miles 
direct;  stdp.  cap.  183^685  gals.,  dim.  25x50i,  ma- 
direct;  stdp.  cap.  183,585  gals.,  dim.  20  x  60.  ma- 
terial used  m  cons,  iron,  builders  Tippctt  &  Wood; 
quality  of  water,  good;  5  pumping  engines,  cap. 

£er  day  5/100,000  gals.,  constructors  Deane  and 
.awrence  M.  Works;  mains,  Kalamein,  16  mUes, 
4  to  16  in.  dia.;  154  hydrants;  100  valves;  660  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  40  lbs.,  fire 
70  lbs.;  consumption  per  day,  1,000,000  gals.;  cost 
to  construct,  $275,000;  bonded  debt,  $210,000;  int 
paid  on  bonds,  6  per  cent;  cost  of  mtce.,  SIXO^; 
works  belong  to  Co. 

LEWISTON,  pop.  3,000;  fire  area,  leo  acres; 
mercantile  bldgs.,  stone,  2  stories;  private,  wood. 
1%  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept. — 4  c.  hand  ex.,  1  h.  &  1.  truck,  2  horses, 
2  hose  carriages;  hose^  cotton,  rubber  lined,  good, 
3,550  ft.;  fire  alarm,  Gamewell,  5  boxes;  value  of 
dept.  equipment,  $6,000;  total  mem.  38,  2  paid  fnll 
time,  36  volunteers. 

Watee  Supply— Source,  wells  and  res.;  syst<». 
gravity;  pump  to  res.  snd  direct;  quality  of  vatcr. 
good;  1  pump,  cap.  per  day.  200,000  gala.;  masas. 
wood,  4  to  10  in.  dia.;  61  hydrants;  pressure,  dorr. 
92  lbs.,  fire  92  lbs.;  cost  to  construct.  860.01^: 
bonded  debt,  $60,000;  works  belong  to  city. 

LIVINGSTON,  pop.  7,000;  fire  area,  e  sq.  V.ks.: 
mercantile  bldgs..  stone  and  brick,  1  to  4  stories: 
private,  stone,  brick  and  wood,  IH  stories ;  woode« 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.:  causes  of  fires  tnveaticmted; 
fire  loss  for  1905,  $1,786;  ins.  for  same  tisae. 
Fire  dept— 1  h.  ft  1.  truck.  8  c  hand  ex.,  1 
wagon.  2  hose  carriages,  2  horses:  hoae,  cottoau 
rubber  lined,  good,  4,000  ft:  inferior,  all  kittda, 
200  ft;   total  hose.  4,200  ft;  fire  alarm,  b^; 
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of  dept  equipment,  |6»000;  Tslue  of  bldgs.,  115,000; 
ann.  exp.  of  dept.,  $2,600;  total  mem.,  35,  8  paid 
full  time,  paid  part  time  4,  28  volunteers. 

Watbk  Supply— Source,  river,  ^  mile  from  busi- 
ness center;  system,  pump  to  res.;  filtration  sys- 
tem, gravel  and  sand;  quality  of  water,  good; 
res.  cap.,  860,000  gals.;  4  pumping  engines,  class 
comp.  dup.,  siae  17x96x18x12,  8xUxl0x6%, 
10  X  10  X  8,  cap.  per  day  8,800,000  gals.,  1  new 
3,000,000  gal.  pump  installed,  constructors  Deane. 
Morris  and  Barr;  mains,  cast  iron,  12  miles,  4 
to  12  in.  dia.;  96  hydrants.  Holyoke;  62  valves, 
Ludlow;  meters,  total  number  89,  Crown,  Union, 
Hersey  Rotary,  Hersey  Torrent,  Worthington, 
Buffalo,  owned  by  Co.;  980  services:  pipe,  galv. 
iron;  pressure,  dom.  80  lbs.,  fire  110  lbs.;  con- 
sumption per  day  1,200,000  ^Is..  per  capita  160 
sals.;  cost  to  construct.  ISo.OOO;  bonded  debt, 
1^,000:  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $6,000;  works  belong  to  Co. 

MARYSVILLE,   pop.  700.     Fire  dept.  not  re- 
ported. 
Watsx  Supply— Source,  mountain  springs 

MILES  CITY,  pop.  8,000;  fire  area,  12  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord. :  causes 
of  fires  investigated:  fire  loss  for  1906,  tt,O0O;  ins. 
for  same  time,  $9,000.  Fire  dept.— 1  h.  ft  1.  truck, 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
2,000  ft;  fire  alarm,  electric  and  whistle,  10  boxes; 
ann.  exp.  of  dept.,  $600;  toUl  mem.,  80  volunteers; 
underwriters'  rating,  third  class. 

Watkr  Supply— Source,  river;  system,  pump 
direct;  3  pumping  engines,  cap.  per  day  2,780^000 
gals.,  constructors  Deane,  Worthington,  Smith- 
Vaile  Co.;  mains.  9  miles,  4  to  12  in.  dia.;  84  hy- 
drants. Crane,  Ordway;  8  valves;  160  services; 
pressure,  dom.  60  lbs.,  fire  120  lbs.;  consumption, 
per  day  100,000  gait.,  per  capita  60  gals.;  cost  to 
construct,  $36,000;  ann.  cost  of  mtce.,  $7,000;  works 
belong  to  city. 

MISSOULA,  pop.  10,000;  fire  area,  2.080  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  6  stories; 
private,  brick  and  wood,  2  stories:  wooden  roofs 
not  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 2  steanv 
ers,  2  h.  &  1.  trucks,  4  c  hand  ex.,  1  comb.  c.  & 
b.  &  L  truck,  1  hose  wagon,  2  hose  carts,  7  horses; 
hose,  cotton,  rubber  lined,  good,  2,600  ft;  rubber, 
good.  260  ft;  inferior,  all  kinds,  2,000  ft;  toUl 
hose,  4,760  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $19^61;  value  of  bldgs.,  $12»000;  ann. 
exp.  of  dept,  $1,800;  total  mem.  19,  paid  full  time 
5,  volunteers  16. 

Watx&  Supply- Source,  wells;  system,  pump 
direct;  res.  cap.,  660,000  gals.;  pumping  engines, 
cap.  per  day  1,440,000  gals.,  constructor  worthing- 
ton; mains,  wrought  iron,  4%  miles,  4  to  8  in. 
dia.,  St  Louis:  99  hydrants.  Crane.  Ordwmr;  96 
services:  pipe,  iron;  pressure  dom.  40  lbs.,  fire  90 
to  106  lbs.;  cost  to  construct,  $18,000;  int  paid 
on  bonds,  6  per  cent;  works  belong  to  dty. 

NEIHART,  pop.  883;  fire  area,  1,000  acres;  mer- 
cantile   bldgs.,   wood,   1    and    2    stories;    private. 


wood,  1  and  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  firct 
investigated.  Fire  dept— 2  hose  carriages;  hose, 
rubber,  good  1,000  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  $1,600;  value  of  bldgs.,  $800; 
ann.  exp.  of  dept,  $100;  total  mem.,  42  Tolunteers. 
Watbk  Supply— Source,  creek;  system,gravity; 
quality  of  water,  good:  res.  cap.,  8,000,000  gals.; 
mains,  cast  iron,  2  miles,  12  tn.  dia.;  Detroit; 
26  hydrants,  Galvin;  6  valves;  100  services;  pipe, 
galv.  iron.:  pressure,  fire  100  to  146  Iba^  cost  to 
constinct,  $46,000;  ann.  cost  of  mtce.,  $1»000;  works 
belong  to  Co. 

PHILLIPSBURGf  pop.  096;  fire  area,  6  blocks; 
mercantile  bldgs.,  bnck  and  wood,  1  ana  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept— 1  h.  &  1.  truck,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  jgood  1,800  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $3,000;  value  of  Dldgs., 
$300:  total  mem.,  28  volunteers. 

Watbk  Supply— Source,  streams,  6  miles  from 
business  center;  mtem,  gravity;  quality  of  water, 
good:  res.  cap.  160,000  gals.,  located  1  mile  north 
of  Main  street;  mains,  Kalamein  and  wood,  6)4 
miles,  4  to  6  in.  dia.;  22  hydrants;  pressure,  fire 
162  lbs.;  cost  to  construct  $86,000;  bonded  debt. 
$16,000;  int.  paid  on  bonds,  6  per  cent;  cost  ox 
mtce.,  $1,200;  works  belong  to  city. 

RED  LODGE,  pop.  2^62;  mercantile  bldgs., 
brick  and  stone;  privat^  wood.  Fire  dept^l  c 
engine,  1  h.  &  1.  truck,  2  comb.  chem.  hose 
wagons;  hose,  rubber,  good,  2,800  ft;  fire  alarm, 
bell:  volunteers. 

WATBK  Supply— Source,  stream;  system,  grav- 
ity; mains,  8  in.  dia. 

STEVENSVILLE,  pop.  1,000.  Fire  dept.— 1  h. 
&  I.  truck,  2  hose  carts;  nose,  1,000  ft;  fire  alarm, 
bell:  total  mem.,  25  volunteers. 

WATER  Supply— Source,  creek;  mains,  4  to  8  in. 
dia.;  26  hydrants. 

WALKERVILLE,  pop.  2.621;  fire  area,  640 
acres;  mercantile  bldgs.,  bride  and  wood,  1  to  8 
stories;  private,  wood,  1  stor^;  wooden  roofs  per^ 
mitted;  combustibles  ord.  Fire  dept— 2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  2,000  ft; 
fire  Altfin.  bell  and  whistle;  value  of  dept  equip- 
ment, $2,000;  value  of  bldgs.,  $1,000;  total  mem., 
100  volunteers. 

Watbb  SuppLY-^ource,  springs,  9  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  1o,000|Ck)0  gals.;  mains,  4  to  6  in. 
dia.;  11  hydrants;  1,000  services;  pressure,  dom. 
45  lbs.,  fire  190  lbs.;  works  belong  to  Co. 

WHITE  SULPHUR  SPRINGS.  Fire  dept— 
2  c  hand  ex.,  2  hose  carts;  hose,  1,000  ft;  total 
mem.,  28. 

Watbb  Supply— System,  gravity;  mains,  1J4 
miles,  4  to  10  in.  dia.;  20  hydrants;  pressure,  80 
lbs. 

Places  with  a  population  of  1,000  or  more  not 
reported. — Gunderson. 
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Dumpmff  engine/  class  triplex;  mains,  cast  iron, 
i  miles;  84  hydrants;  U  valves;  meters,  total  num- 
ber &.  Hbrscy  tisc.  Buflfalo.  and  Pittsburg, 
owned  by  consumers;  212  seryicei;  pipe,  galv. 
iron;  pressure.  douL  70  lbs.,  fire  100  lbs,;  con- 
sumption per  day.  50,000  gals.j  cost  to  construct, 
120,000;  bonded  debt,  $10,«X):  mt  paid  on  bonds. 
5  per  cent;  cost  of  mtoc.,  T700;  works  belong  to 
city. 

ALLIANCE,  pop.  6,000?,  fire  area.  640  acres; 
mercantile  bldgs.,  brick  and  wood.  1  to  8  stones; 
private,  brick  and  wood,  IH  stories;  fireworks  and 
combustibles  ord.;  causes  of  fires  invesUgated. 
Fire  dept,-«  c  hand  ex..  1  h.  &  1.  truck.  2  hose 
wagons,  2  hose  carriages;  hose,  rubber  lined,  oood, 
2,5(K)  ft;  inferior  cotton  hose,  2.500  ft.;  total  hose, 
5,000  ft.;  fire  alarm,  whistle  and  bell;  value  of  dcpt 
equipment,  $4,000;  value  of  bldgs..  $8,000;  total 
mem.,  75  volunteers. 

Watsr  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
93,200  gals.,  dim.  12x110,  material  used  in  cons., 
steel;  pumping  engines,  cap.  per  day  6,000  bbls., 
constructors  Pomerine  &  Cooper:  mams,  cast 
iron,  6  miles,  4  to  8  in.  dia.;  60  liydrants;  «5  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  W  lbs., 
fire  120  lbs.;  consumption,  per  day  100,000  gals., 
per  capita  20  gals.;  cost  to  construct,  $25,000;  int. 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$1,200;  works  belong  to  city. 

ASHLAND,  pop.  2,000;  fire  area,  1,280  acres; 
mercantile  bldgs..  bnck  and  wood,  2  stones;  pn- 
▼ate.  wood.  1  and  2  stones:  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
Slpt.-12  c.  hand  ex..  1  h.  &  1.  truck.  8  boje  «r- 
riagcs;  hose,  cotton,  rubber  lined,  good.  I»4j0  It., 
fire  alarm,  bell;  value  of  dept.  cquiiwnent,  $8,000; 
total    mem.,    30  volunteers;    underwnters'    rating, 

^WateVsufply— Source,  wells;  system,  pump  to 
rcjL-  res.  cap.,  66,000  gals.;  2  pumping  enmnes, 
Sp.'  per  day  860,000  gals.,  constnictors  Cook. 
D«ne;  mains,  4  1-8  miles..4  to  8  in.  dia..  Chatta- 
nooga; 27  hydrants.  Galvin,  Eclipse;  15  valves; 
800  se^ices;  pipe,  lead  and  iron;  Pfessurc.  dom 
66  Ibi..  fire  100  lbs.;  consumption,  per  dajrMjOW 
sals,  per  capiU  64  gals.;  cost  to  construct,  $20,000; 
int.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce.. 
$1,500;  works  belong  to  city. 

ASHTON,  pop.  600;  bldgs.,  mostly  brick,  1 
story:  no  fire  dept.  ..      ^       , ,,      ,  ^ 

Water  SuppLV-Source,  wells;  4  public  cisterns. 
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ABBREVIATIONS.— Ann.,  annual;  av.,  average:  bldgs.,  buuaings;  cap.,  capacity^  chn.,  chairman; 
c.  chemical:  c  &  h.,  chemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  oommianoner;  com.,  com- 
mittee; comp..  compound;  cons.,  constniction;  dept.  department;  diiu,  diameter:  dim.,  dimenaoaa;  dook, 
domtttic;  dSp..  duSex;  eng.,  engineer;  exp.,  expenses;  ex..  ertmguishcr;  ft.,  feet;  gala.,  galtenajJL  d.. 
hi^  duty;  h.i  L,  hook  andladder;  ins.,  insurance;  int.,  interest;  mtce.,  mamtenaace;  mem.,  luembeniiip: 
No.,  nurater;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  snpL, 

AINSWORTH,  pop.  700;  mercantile  bldgs., 
wood,  1  and  2  stones:  private,  wockI.  2  etoncs; 
wooden  roofs  permitted;  fireworks  ord.  Rre  dept. 
—Hose,  1^  ft. ;  16  volunteers. 

Water  Supply— Source,  wells;  system,  pomp^  to 
stdp.  and  direct;  itdp.  cap..  41,000  g»l»JJP««P»f»« 
engines^  cap.  per  day  lOO.OOO  gals.;,  10  hydrants; 
pipe.  12  miles,  6  in.  dia.,  cast  iron;  85  taps; 
service  pipe,  %  in.,  wrought  iron;  pressure,  dom. 
32  lbs.,  fire  60  lbs.;  works  owned  by  vUlage;  cost 
to  construct,  $9,000;  int.  paid  on  bonds,  7  per  cent; 
ann.  exp.,  ^00. 

ALBION,  pop.  2.000;  fire  area.  480  acres;. mer- 
cantile  bldgs.,  brick  and  wood.  2  stones;  orivate. 
wood.  4  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.— 8  c  hand 
ex..  1  h.  &  1.  truck,  2  hose  caniages;  hose,  cotton, 

nilSber   lined,    good.   1.00  JtijL^'-e  ,*!*'?•.  .Jj"' 
value  of  dept.  equipment,  $3,500;  value  of  bldgs., 
$160;  ann.  exp.  of  dept,  $400;  total  mem.,  86  vol- 
unteers; underwriters'  rating,  first  class. 
Water  Supply— Source,    wells,    2   blocks    from 


ATKINSON,  pop.  1,000;  fire  area,  60  acxes;  mtr- 
cantile  bldgs.,  stone  and  wood,  2  storiea;  pnvate, 
wood,  VA  stories;  wooden  roofs  pemitled;  fire- 
works and  combustibles  ord.;  causes  of  fixes  inves- 
tigated: av.  fire  loss  for  past  3  yrs.,  $1«500;  ins.  on 
same.  $1,000.  Fire  dept— 1  h.  &  L  truck,  8  bose 
carriagea;  hose,  cotton,  rubber  lined,  good,  600  ft; 
rubber,  600  ft;  total  hose,  1,000  ft;  fire  alara. 
bell;  value  of  dept  equipment,  $1,200;  value  of 
bldn.,  $260;  total  mem.,  LS  volunteers. 

Watkr  Supply- Source,  wells;  system  pump  to 
stdp.;  stdp.  cap.,  ^OOO  gals.;  1  pumpinx  engine, 
cap.  per  day  600,000  gals.,  constructor  Smedlcy; 
mains,  2)4  miles.  4  to  6  in.  dia.;  20  hydrants;  i 
valves;  40  services:  pressure,  fire  100  Iba^  consump- 
tion per  day  ^,000  gals.,  per  capita  Be  84  ^la.; 
cost  to  construct,  flO.uOO;  ann.  cost  of  mtoe.,^iOO; 
works  belong  to  village. 

AUBURN,  pop.  4,000;  fire  area,  7  blocks;  mer- 
cantile bldgs.,  brick,  stone  and  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigatea . 
Fire  dept.— 4  chem.  engines,  2  hose  carts;  hose 
1,500  ft 

Water  Supply — Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  stdp.,  stdp.  cap. 
150,000  gals.,  dim.  16  x  100  ft,  material  used  in  coi:- 
struction  steel;  2  pumping  engines,  class  duplex, 
cap.  per  day  144,000  gals.,  constructors  Katz-Crai^ 
Cont  Co.;  mains,  10^  miles,  4  to  10  in.  dia.;  \J 
hvdrants;  76  valves,  owned  by  city;  pressure,  dor-^ 
120  lbs.,  fire  150  lbs.;  cost  to  construct  ^,0^^. 
bonded  debt,  $76,000;  int.  paid  on  bonds,  4Vs  P^ 
cent ;  works  belong  to  city. 

AURORA,  pop.  3,200;  mercantile  bldgs.,  wood. 
and  brick,  2  and  8  stories;  private,  wood,  1  and  2 
stories;  wooden  roofs  not  permitted;  firework*  and 
combustibles  ord.  Fire  dept— 1  h.  &  L  track.  2 
hose  carriages;  hose,  double  jacket,  1,^  ft;  hre 
alarm,  whistle;  total  mem.,  26  volunteers. 

Water  Supply- Souree,  wells,  2  blocks  froaa 
business  center;  system,  pump  to  res.,  stdjx  aad 
direct;  stdp.  cap.,  60,000  gals.,  dim.  10  x  Kb,  ma- 
terial used  in  cons,  steel;  quality  of  water,  good: 
res.  caj^.,  90,000  gals.,  located  90  ft  from  station. 
4  pumping  engines,  class  comp.  and  dniL,  cap.  per 
day  624,000  gals.,  constructors  Cook,  Deane  and 
Rand;  mains,  cast  and  wrought  iron,  6  miles,  4  to 
10  in.  dia.;  39  hydrants;  19  valves:  meters,  total 
number,  45,  Crown,  Nash,  Hersey  Disc  and  Key- 
stone, owned  by  consumer;  450  services;  pip«. 
wrought  iron;  pressure,  dom.  28  to  45  lbs.,  fire  >> 
to  100  lbs. ;  consumption  per  day,  SO.OOOgals. ;  cost 
to  construct,  $38,000;  bonded  debt,  $29,000;  xnt 
paid  on  bonds,  6  per  cent;  works  bclong^  to  city. 

BANCROFT,  pop.  1,000.  Fire  dept— 1  h,  &  I 
truck,  2  hose  carts;  hose,  1,000  ft;  fire  alarm,  beL 
and  telephone;  total  mem.,  28  volunteers. 

Water  Supply— Source,  wells;  stdp.  cap.,  4a.(^« 
gals. ;  1  pumping  engine,  class  triplex,  cap.  per 
day  100,000  gals.,  constructor  Gould;  mains,  1^ 
miles,  4  to  8  in.  dia.;  14  hydrants;  pressure,  dom! 
25  to  65  lbs.,  fire  66  to  110  lbs. 

BEATRICE,  pop.  13.100;  fire  area,  2,600  acres; 
mercantile  bldgs.,  brick,  8  and  4  stories;  private, 
brick  and  wood,  8  and  8  stories;  wooden  roofa  not 
permitted  in  fire  area;  fireworks  and  coadraatililes 
ord.;  causes  of  fires  investigated.  Fine  dept.— S 
h.  &  1.  trucks,  6  hose  carts;  hose,  cotton,  rvibbe^ 
lined,  good,  6,000  ft;  inferior,  all  kinds,  1,500  ft.: 
total  hose.  6,600  ft;  fire  alarm,  whistle  and  tele- 
phone; value  of  dcpt  equipment  pWr,  valoe  of 
bldgs.,  ^16,000;  ann.  exp.  of  dept,  $8,000;  total  mea. 
280,  paid  full  time  1,  volunteers  279;  John  U 
Schieic,  chief. 

WATsa  Supply— Source,  river,  fa  bnsiacaa 
ter;  system,  pump  direct:  pumping  cagiaaa, 
hor.,    cap.    per    day    8,000,000    gals.,    coaatx 
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Hollx]  mains,  cast  iron,  20%  miles,  2  to  16  in. 
dia.,  Anoiston,  Addyston;  140  hrdrants,  Hotlx;  liOO 
yalipea:  90O  aervices;  pipe,  gafy.  iron;  prcsanre, 
dom.  SS  lbs.,  fire  180  lbs.;  cost  to  construct,  tlSO,- 
000;  ann.  cost  of  mtee.,  $7,000;  works  belong  to 
city. 

BENSON,  pop.  3,000;  fire  area,  1,000  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  2  stories;  pri* 
vate  dwellings,  mostly  wood,  1  to  2  stories;  iron 
roofs  in  fire  area;  fireworks  and  combustibles  ord. 
Fire  dcpt.— 2  comb.  c.  &  hose  wagons,  1  h.  &  1. 
truck,  2  hose  wagons;  hose,  cotton,  rubber  lined, 
good,  1,400  ft^Jnre  alarm,  bell;  yalue  of  dept. 
equipment,  $1,000;  yalue  of  dept.  bldgs.,  $600; 
total  mem^^  34  volunteers. 

Watbk  Supply— Source,  well,  2  blocks  from 
business  center;  system,  stdp.;  stdp.  cap.  86,000 
gals.,  dim.  10  x  100,  material  used  in  cons,  steel; 
quality  of  water,  good;  res.  cap,  100,000  gals.;  3 
pumping  engines,  class  electric,  cap,  per  day  1,000 
gals.,  constructors,  Crane  Co.;  mains,  cast  iron, 
25,000  ft,  4  to  8  in.  dia.:  36  hydrants;  21  valves; 
meters,  total  number  350,  Niagara  and  Trident: 
pipe,  galv.  iron;  pressure,  dom.  40  lbs.,  fire  100  to 
900  lbs.;  cost  to  construct,  $28,000;  bonded  debt. 
$28,000;  int.  paid  on  bonds,  5  per  cent;  works  be- 
long to  city. 

BERTRAND,  pop.  400;  mercantile  bldgs.,  wood. 
Fire  dept.— 2  hand  engines,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,100  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  flJOO;  value  of 
bldn.,  $1,200;  ann.  exp.  of  dept,  $278;  total  ment. 

Water  Supply — Source,  wells  and  cisterns;  sys- 
tem, pump  to  tauK;  tank  cap.  60,000  gals.;  pump 
cap.  7,800  gals,  per  hour;  mains,  1%  miles;  lo 
hydrants;  pressure,  46  lbs. 

BLAIR,  pop.  3,S00;  fire  area,  240  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood.  1  and  2  stories; 
wooden  roofs  permitted;  fireworks  and  combus- 
tibles ord.  Fire  dept.— 1  h.  &  L  truck.  1  aerial 
truck,  4  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1,600  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment,  $2,500;  value  of  bldgs.,  $2,000; 
total  mem.,  54  volunteers;  underwriters'  rating, 
first  class. 

Wa'tbk  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  4,000.000  gals.;  2  pumping  engines, 
cap.  per  day  2,800,000  gals.,  constructors  Smith- 
Vaile,  Fairbanks-Morse;  mains,  cast  iron,  4  miles, 
6  to  8  in.  dia.;  37  hydrants,  Bourbon  &  Eclipse; 
9  valves;  meters,  total  number  240;  300  services; 
pipe,  wrought  iron;  pressure,  dom.  100  lbs.,  fire 
100  lbs.:  cost  to  construct,  $20,000;  ann.  cost  of 
mtce.,  $2,600;  works  belong  to  city. 

BLOOMFIELD,  pop.  1,600.  Fire  dept.-4  hose 
carts;  hose,  2,000  ft.;  fire  alarm,  bell  and  tele- 
phone; total  mem.,  30  volunteers. 

VVAT«a  Supply— Source,  wells;  stdp.  cap.,  30,000 
gals.;  2  pumping  engines,  cap.  per  day  "^OtOOO 
gals.,  constructors  Stillwell-Smith- Vaile ;  mains.  2% 
miles,  4  to  8  in.  dia.;  28  hydrants;  pressure,  dom. 
60  lbs.,  fire  90  lbs. 

BLUE  HILL,  pop.  1,000;  fire  area,  260  acres; 
mercantile  bldgs.,  brick,  1  story;  private,  wood,  1 
and  2  stories;  wooden  roofs  not  permitted  in  fire 
limits;  fireworks  ord.;  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  2  hose  carriages;  hose,  rub- 
ber, good,  1,200  ft;  value  of  dept  equipment, 
$1,800;  value  of  bldgs.,  $600;  mem.,  25  volunteers; 
0re  alarm.  belL 

Watkk  StrppLY— Source,  2  wells;  system,  pump 
to  res.  and  to  stdp.,  builders  Porter  Boiler  Works; 
cap.  98,000  gals.;  pumping  engines,  cap.  per  day 
76,000  gals.;  27  hydrants;  mains,  2  miles,  8  to  4  in. 
(Ua.;  U  valves ;  76  meters:  87  taps;  pressure,  48 
lbs.;  cost  to  construct,  $16,600;  ann.  exp.  $1,000; 
works  owned  by  city. 

BLUE  SPRINGS,  pop.  1,000;  fire  area,  160 
acres;  mercantile  bldgs.,  wood,  1  and  2  stories; 
wooden  roofs  permitted.  No  organized  fire  dept. — 
1  hose  carriage;  hose,  cotton,  rubber  lined,  good, 
450ft  ... 

VVatkk  Supply— Source,  well,  600  ft  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
320,000  gals.,  dim.  6  x  85;  1  pumpin^r  engine,  cap. 
per  day  600,000  gals.,  constructor  Hooker;  mains, 
$,300  ft.,  4  to  6  in.  dia.;  15  hydrants;  pressure,  dom. 


36  lbs.,  fire  80  lbs.;  cost  to  construct,  $8,600; 
bonded  debt,  $8,600;  int.  paid  on  bonds,  6  per  cent; 
cost  of  mtce.,  $600;  works  belong  to  city. 

BROKEN  BOW,  pop.  2,000;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, wood,  1  and  2  stories;  wooden  roofs  per- 
mitted in  nre  area;  fireworks  ord.:  causes  of  fires 
investigated.  Fire  dept — ^1  h.  &  1.  truck,  2  hose 
wagons;  hose,  rubber,  goo<L  1,400  ft;  inferior,  all 
kinds,  100  ft;  total  hose,  1,500  ft;  fire  alarm.  Sell; 
value  of  dept  equipment,  $1,200;  value  of  oldgs., 
$200:  total  mem.,  80  volunteers. 

Watbk  Supply— Source,  wells,  80  rods  from 
business  center;  system,  pump  to  res.  direct;  res. 
cap.  260,000  gals.j  1  pumping  engine,  cap  per  day 
260,000  gals.:  mains,  cast  iron,  4  miles,  4  to  10  in. 
dia.:  6o  hvarants,  makers  Hol^oke,  Ette;  meters, 
total  number  200,  Thomson,  Trident:  350  services; 

{)ipe,    galv.   iron;    pressure,    dom.   60  lbs.,   fire   80 
bs.;  cost  to  construct,  $30,000;  ann.  cost  of  mtce., 
$3,600;  works  belong  to  city. 

CEDAR  BLUFFS,  pop.  600;  fire  area,  12  blocks; 
bldgs.,  mostly  frame.  Fire  dept— 2  66-gal.  c.  en- 
gines, 2  air  press  tanks,  cap.  24,000  gals.;  hose, 
cotton,  rubber  lined,  good,  1,100  ft;  fire  alarm, 
bell,  whistle  and  telephone;  total  mem.,  60  volun- 
teers; value  of  dept.  equipment,  $1,800. 

Watbk  Supply- Source,  wells  in  business  cen- 
ter; system,  pump  to  res.  and  stdp.;  stdp.  cap. 
24,000  gals.^  dim.  8  x  40,  material  used  in  cons, 
steel;  quality  of  water,  good;  pumping  engine, 
class  26-hp.,  cap.  per  day  176,000  gals.,  constructor 
Cook;  mains,  cast  iron,  1%  miles.  4  to  6  in.  dia.; 

17  hydrants;  11  valves;  60  services;  pipe,  galv. 
iron;  pressure,  dom.  46  to  66  lbs.,  fire  66  to  100 
lbs.;  cost  to  construct  $17,300;  bonded  debt,  $13,- 
000:  int.  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$400;   works   belong  to  city. 

CEDAR  RAPIDS,  pop.  600;  fire  area,  200  acres; 
mercantile  bldn.,  brick  and  wood,  1  to  8  stories: 
private,  wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  combustibles  ord.;  csuses  of  fires  in- 
vestigated.  Fire  dept— 1  h.  &  1.  truck,  10  c  hand 
ex.,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1,200  ft.;  nre  alarm,  bell;  value  of  dept 
equipment,  $1,480;  value  of  bldgs.,  $660;  total  mem., 

18  volunteers. 

Wate*  Supply— Source,  wells,  1  block  from 
business  center;  *  system,  pump  to  res.  and 
direct;  stdp.  cap.  76,600  gals.,  dim.  10  x  88,  ma- 
terial used  in  cons,  brick  and  cement;  (|uality  of 
water,  good:  1  pumning  engine,  class  triplex,  cap. 
per  min.  800  gals.,  constructor  Gould;  mains,  cast 
iron,  12,000  ft,  4,  6  and  8  in.  dia.;  20  hydrants;  7 
yalves:  70  services;  pipe,  galv.  iron;  pressure, 
dom.  46  lbs.,  fire  90  lbs.;  cost  to  construct,  $12,000; 
bonded  debt,  $6,000:  int.  paid  on  bonds,  6  per  cent; 
cost  of  mtce.,   $600;  works  belong  to  city. 

CENTRAL  CITY,  pop.  2,500;  mercantile  bldsrs.. 
wood  and  brick,  8  and  4  stories;  private,  wood,  1 
story;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord;  causes  of  fires  investigated.  Firs 
dept— 1  h.  &  1.  truck,  2  hose  carts;  hose,  ootton, 
rubber  lined,  good,  1,200  ft^j:  fire  alarm,  bell; 
value  of  dept  equipment,  $1,000;  value  of  bldgs., 
$1,200;  total  mem.,  26  volunteers. 

Watbx  SuppLy--4Source,    wells,    ^    mile    from 


business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  90,000  gals.,  dim.  12  x  110,  material  used 


4.  6  and  8  in.  dia.;  30  hydrants;  12  valves;  meters, 
total  number,  90,  Thomson,  Buffalo,  Pittsburg  and 
Keystone;  240  services;  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  85  lbs.;  consumption  per  day, 
40,000  gaUj  cost  to  construct,  $126,800;  bonded 
debt,  $16,000:  int  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $1,000  works  belong  to  city. 

CHADRON,  pop.  3,000;  fire  area,  800  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.,  for  8  years,  $860;  av.  ins.  in- 
volved for  same  time,  $6,000.  Fire  dept— 1  h.  &  1. 
truck,  2  hose  carts,  1  hose  wagon;  nose,  cotton, 
rubber  lined,  good.  2,000  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  $6,000;  ann.  exp. 
of  dept,  $300;  total  mem.,  30  volunteers. 

Watbb  Supply— Source,    stream.    8  miles   from 
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business  center;  system,  gravity,  Pump  to  res.; 
quality  of  water,  good;  res.  cap.  680.000  gals.,  lo- 
cated 1  mile  south  of  business  center;  pumping 
engines,  cap,  per  day  <M)0,000  gals.,  constructor 
Noll;  mains,  cast  iron.  13  miles,  8  in.  dia.;  48  hy- 
drants; 41  valves;  507  services;  pipe,  galv.  iron; 
pressure,  for  all  purposes,  116  lbs.;  consumption 
per  day,  480.000  gals.;  bonded  debt,  ^,000;  int. 
paid  on  bonds,  6  to  6  ^er  cent;  cost  of  mtce.,  $1,- 
400;  works  belong  to  city. 

CLARKS,  pop.  700;  fire  area,  4  blocks;  mercan- 
tile bldgs..  brick  and  wood,  1  and  2  stones;  .private, 
wood,  1  stories;  wooden  roofs  not  permitted  m 
fir«  area;  combustibles  ord.;  causes  of  fires  inves- 
tigated. Fire  dcpt— 1  h.  &  1.  truck,  6  c.  hand  eat., 
ibose  carriages;  hose,  cotton,  rubber  lined,  good, 
900  ft.;  fire  alarm,  bell;  toul  mem.,  23  volunteers. 

Water  Supply— Source,  wells,  1  to  2  blocks  from 
business  center;  system,  pump  .direct:  quaUty  of 
water,  good;  pumping  ensine,  class  8-hp.  gasoline, 
size  8,  constructors  Fairbanks,  Morse:  mwn*.  * 
mile,  4  in.  dia.;  8  hydrants;  pressure,  fire  60  lbs,; 
cost  to  construct,  $2,600;  works  belong  to  town. 

CLAY  CENTER.  Fire  dept.— Hand  hose  carts; 
hose.  1,000  ft.;  total  mem.,  30  volunteers. 

Water  Supply— Source,  wells;  stdp.  cap.,  W.uw 
Kals.;  2  pumping  engines,  class  Triplex,  <»p.  per 
day  400,000  gals.,  constructor  Deane;  mains,  3% 
miles,  4  to  8  in.  dia.;  25  hydrants;  pressure,  dom. 
SO  to  43  lbs.,  fire  125  lbs. 

COLUMBUS,  poi).  5,500;  fire  area,  "^O  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  8  stories, 
private,  wood,  IH  stories;  wooden  roofs  not  per- 
mitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  mvestuBSted.  Fire  dept— 1  h. 
&  1.  truck,  8  hose  carts:  hose,  cotton,  rubber  lined, 
good,  lioO  ft.:  inferior,  500  ft.;  total  hose  2,300 
ft.;  fire  alarm,  tdU  wh^tle  and  telephone;  valueo 
dept.  equipment.  13,500;  value  of  bldgs.,  83,000, 
total  mem.,  74  volunteers. 

Walter  Supply— Source,  wells,  8  blocks  from 
business  center;  system,  pump  to  stdp., and  direct; 
stdp.  100  ft.  high,  cap.  100,000  gals.^  dim.  UxlOO. 
located  at  station,  material  used  m  cons,  steel; 
quality  of  water,  good;  2  pumping  enfif^nes,  class 
duplex,  size  18  x  10  x  10.  cap.   per  day  1.000,000 

rfi.,  constructors  Smith- Vaile;  mains,  cast  iron, 
miles,  4  to  10  in.  dia.;  46  hydwrnts.  Eclipse  & 
Galvin;  meters,  total  number  226;  276  services; 
pipe,  galv.  iron;  pressure,  dpm.  80  lbs.,  fire  100 
foi;  consumption,  per  day  ip0,000  gals.,  per  capiU 
25  gals.;  works  belong  to  oty. 

CRAWFORD,  pop.  1.060;  fire  area,  320  acres; 
bldgs..  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.:  causes  of 
fires  investigated.  Ffre  dept— 1  h.  &  1.  truck,  2 
hose  carringes,  hose  cotton,  rubber  Imed,  good, 
1.360  ft;  fire  alarm,  bell  and  whistle;  vtilue  of 
dcpt.  eauipraent,  12,600;  value  of  bldgs.,  $800;  total 
mem.,  80  volunteers. 

Watbk  Supply— Source,  springs;  system,  grav^ 
ity;  res.  cap.,  800,000  gals.;  mams,  8H  «n»les,  8  in. 
dia.,  Chattanooga;  Uf  hydrants,  Ludlow;  100  ser- 
vices; pressure,  dom.  76  lbs.,  fire  76  lbs.:  cost  to 
construct,  120,000;  ann.  cost  of  mtce.,  $60;  works 
belong  to  town. 


truck,  2  hose  reels;  hose,  cotton,  rubber  lined, 
good,  2,000  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,060;  value  of  bldgs.,  $800;  total  mem., 
37  volunteers.  .     .^ 

Water  Supply— Source,  wells  and  dstems:  sys- 
tem, pump  to  stdp.;  stdp.  cap.,  100,000  gs's.;  1 
pumping  engine,  class  dup.,  constructor  Worth- 
mgton;  mains,  8  miles,  4  to  6  in.  dia.;  14  hydrants; 
40  services;  pressure,  aom.  64  lbs.,  fire  96  lbs.;  cost 
to  construct.  $9,000;  ann.  cost  of  mtce.,  $600;  worcs 
belong  to  village. 


fire  area;  combustibles  ord.  Fire  dept— 1  h.  &  1. 
truck,  2  hose  wagons ;  ho^e,  rubber,  good,  1,000  ft ; 
fire  alarm,  bell  and  whistle;  total  mem.,  40  volun- 
teers. 


Water  Supply— Source,  wells;  system,  pomp  to 
res.;  ret.  cap.,  X00O.0OO  gals.;  ptunpinc  engines, 
cap.  per  day  1,000,000  gals.,  constmctor  Wortitxac> 
ton;  mains.  7^^  miles,  4  to  10  in.  diau,  Shickle. 
Howard,  Harrison;  Q.  hydrants.  Chapman;  28 
valves :  800  services;  pipe,  galv.  iron;  pressure, 
dom.  70  lbs.,  fire  70  to  86  lbs.;  cost  to  ocmstract 
$80^000;  ann.  cost  of  mtoe.,  $6,500;  works  belong 
to  city. 

CULBERSON,  pop.  1,000;  mercantile  bldgs.. 
brick  and  wood,  1  and  2  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted;  no  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,000  ft;  fire  alarm, 
bell:  total  mem.,  volunteers. 

Water  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  96,000  gala.;  mains,  1  mile,  4  to 
6  in  dia.;  8  hydrants;  cost  to  construct,  t^OOO; 
works  belong  to  village. 

DANNEBROG,  ;>op.  400;  mercantile  Udas., 
brick,  8  stories;  private,  wood,  2  storiea;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  invcs- 
tigated.    Fire  dept— 1  hand  engine,  1  gasoline  ea- 

?:ine,  2  hoae  carnages;  hose,  cotton,  rubber  lined, 
00  ft;  rubber,  good,  400  ft;  total  hoae,  1400  ft; 
fire  alarm,  bell;  value  of  dept  eauipment,  Sl«800; 
value  of  bldgs.,  $260;  total  mem.,  18  voltmtecn^ 
Water  Supply— Source,  river. 


DAVENPORT,  pop.  446;  fire  area,  » 
mercantile  bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood,  1  to  2  stories;  wooden  roofs  per^ 
mitted  in  fire  area;  causes  of  fires  investig^ed. 
Ffre  dept— 1  hand  engine,  10  c  hand  ex^  1  hose 
carriage;  hose,  cotton,  rubber  lined,  food,  400  ft; 
fire  alarm,  bell;  value  of  dept  eompment,  $400: 
value  of  bldgs.,  $150;  ann.  cxp.  of  dept,  $94;  total 
mem.,  8  volunteers. 

Water  Supply— Source,  wells;  4  public  cistcna. 

DAVID  CITY,  pop.  2,600;  fire  area,  $40  acres; 
mercantile  bld|[s.,  brick,  1  to  8  stories;  private, 
wood,  1J4  stories;  wooden  roofs  not  permitted; 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  2  yrs.,  $60;  av.  ins.  for 
aame  time,  $800.  Fire  dept— 1  h.  ft  L  truck,  t  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,100 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
eauipment,  $1,760;  value  of  bldgs.,  $1,000;  aan.  cxp. 
ox  dept,  ^60;  total  mem.,  66  volunteeia. 

Water  Supply— Source,  well;  system,  pomp  to 
stdp.  and  direct;  stdp.  cap.  86,0iD0  gals.,  dun.  IS  x 
100.  material  used  in  cons,  iron;  qualitv  of  water, 
bad,  1  pumping  engine,  cap.  per  day  46.000  gals^ 
constructor  Cook;  mains,  cast  iron,  4  miles,  4  to 
10  in.  dia.,  Chattanooga;  35  hydrants.  Adams;  25 
valves;  meters,  total  number  60,  Thomsoa;  110 
services;  pipe,  galv.  iron;  pressure,  dom.  40  lbs., 
fire  100  lbs.;  cost  to  construct,  $25,000;  bonded 
debt,  $22,000;  int  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $2,000;  works  belong  to  city. 

DE  WITT,  pop.  062;  mercantile  bldga.,  bri^ 
and  wood,  1  and  2  stories.  No  organized  dept 
—  hand  engine,  600  ft  hose;  underwriters*  ratiag.. 
third  class. 

Water  Supply— 'Source,  wells;  4  public  cisterns. 

EDGAR,  pop.  1.600;  mercantile  bldgs.,  brick. 
1  and  8  stories;  private,  wood,  1  and  2  stories; 
wooden  roofs  permitted;  fireworks  sad  ooi 
bustibles  ord.;  csuses  of  fires  investigated, 
dept— 1  h.  &  L  truck,  1  hose  esrriage;  hose, 
ton,  rubber  lined,  ^ood,  1,000  ft;  fire  alarm,  bell: 
value  of  dept.  equipment,  $2,000;  total  mem..  S 
volunteers. 

Water  Supply— Source,  wells,  in  buaineas  cen- 
ter; system,  pump  to  stdp.  and  res.;  stdp.  ca». 
96,060  gals.,  dim.  12  x  180;  quality  of  water,  good; 
res.  cap.,  96,660  gala.;  1  pumpmg  engine,  class  gas, 
7-hp.,  cap.  per  day  8,840,000  gala.,  constructon 
Fairbanks.  Morse;  mains,  iron,  1%  miles,  4  to  S 
in.  dia.,  27  hydrants;  meters,  total  number.  SO. 
owned  by  city;  120  services;  pipe,  iron;  pressure, 
dom.  60  lbs.,  fire  00  lbs.;  consumption  per  day. 
19.130  ffals.;  cost  to  construct  $13,000;;  bonded 
debt,  18,000;  int.  paid  on  bonds.  4  per  cent; 
works  belong  to  city. 


ELMWOOD,  pop.  660;  fire  area,  6  aq. 

mercantile  bldgs.,  brick  and  wood,  1  and  8 

private,  wood,  IH  stories;  wooden  roofs  ptrasitted 
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in  fire  ar«a;  causes  of  fires  inyestinted.  Fire  dept 
— 1  h.  &  L  truck,  1  c.  engine,  U  c.  hand  ex.,  1 
comb.  c.  ft  1l  wagon,  2  hose  carriages;  hose,  cot- 
ton, hibber  ttned,  good,  900  ft.;  rubber,  good,  90O 
ft;  inferior,  all  Innds,  260  ft;  total  hose,  1,360 
ft;  fire  alarm,  bell;  value  of  dept  equipment, 
92.600;  value  of  bldgs.,  1150;  ann.  exp.  of  dept, 
^60:  total  mem.,  18  volunteers. 

WATBa  Supply— Source,  wells,  in  business  cen- 
ter: system,  pump  direct;  stdp.  dim.  16  x  16,  ma- 
terial used  in  cons,  steel;  quality  of  water,  good; 
res.  cap..  26.000  gals.;  2  pumping  engines,  cap.  per 
day  1,000,000  gals.,  constructors  Fairbanks.  Morse; 
mains,  1  mile,  4,  6  and  6  in.  dia.;  8  hydrants;  2 
valyes;  25  services;  pipe,  galv.  iron;  pressure,  dom. 
80  to  60  lbs.,  fire  W  lbs.;  consumption  per  day, 
2,000  gals.;  cost  to  construct,  |6,00O;  bonded  debt 
$4,600;  int  paid  on  bonds,  7  per  cent;  cost  of 
mtoe.,  1200;  works  belong  to  village. 


(BURY,  pop.  5,000;  fire  area.  600  acres; 
die  bldgs.,  brick,  1  to  S  stones;  private, 
t>rick  and  wood,  1  and  2  stories;     wooden 


FAIRBURY, 
mercantile 

stone,  brick  . 

roofs  not  permitted  in  fire  area;  fireworks  ord.; 
causes  of  adm  investigated.  Fire  dept— 1  h.  ft  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
grood,  1,500  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment,  $2,500;  value  of  bldgs.,  $4,000; 
ann.  exp.  of  dept,  $600;  total  mem.,  35  volunteers. 

Watbk  StrppLT— Source,  2  large  wells;  system, 
pump  to  stdp.;   pumping  engines,  cap.   per  day 
'  '   j;  71  '    '      * 


fire    126    lbs.;    cost    to    construct,    $40,000;    ann. 
exp.,  $2,700. 

FAIRFIELD,  pop.  1,200;  fire  area,  4  blocks; 
mercantfle  bldgs.,  brick  and  wood,  1  and  2  stones; 
private,  wood,  1%  stories;  wooden  ixMfs  not  per- 
mitted in  fire  area:  causes  of  fires  investigated 
Fire  dept— 1  h.  &  L  truck,  1  hand  engine,  10  c. 
hand  ex.,  1  hose  carriage:  hose,  cotton,  rubber 
lined,  good,  600  ft:  infenor,  all  kinds,  800  ft; 
total  hose,  MO  ft;  fire  alarm,  bell:  value  of  dept 
equipment  $lt500;  value  of  bldgs.,  $1,000;  ann.  exp. 
ot  dept,  $200;  total  mem.,  80  volunteers. 

Wxnm  Supply— Source,  cisterns  and  weU. 

FAIRMONT,  pop.  1,260;  fire  area,  100  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood,  1%  stones;  fireworks  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  &  I.  truck,  2  hose 
carriages:  hose,  cotton,  rubber  lined,  good.  1,000 
ft;  inferior,  all  kinds,  800  ft;  total  hose,  1^00  ft; 
fire  alarm,  bell;  value  of  dept  eouipment  $lf600; 
value  of  bldgs.,  $200;  total  mem.,  27  volunteers. 

WATsa  Supply— Source,  wells,  2  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
86^000  gals.,  dim.  U  x  100;  quality  of  water,  good; 
1  pump,  cap.  per  day  600,000  gals.,  constructor 
Snow;  mains,  cast  and  wrought  iron,  8  miles,  2 
to  8  in.  dia.;  16  hydranta;  12  valves;  meters,  total 
number,  60^  Crown,  owned  by  consumer;  100  ser- 
vices: pipe,  wrought  iron;  pressure,  dom.  48  Ibiu 
fire  80  to  100  lbs.;  consumption  per  day,  65^000 
gals.;  cost  of  mtoe.,  $1,000;  works  belong  to  Co. 

FALLS  CITY,  pop.  3,500;  fire  area,  8  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  8  stories; 
private,  wood  and  brick,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept— 1  h.  &  1.  truck.  1  supply  cart,  2 
hose  carriages;  hose,  cotton,  rubber  Imed,  good, 
1,400  ft.:  fire  alarm,  bell,  whistle  and  telephone; 
value  of  dept.  equipment,  $2,100;  value  of  bldgs., 
$700;  total  mem.,  80  volunteers;  underwriters' 
rating,   first  class. 

WATKa  Supply— Source  wells;  system,  pump  to 
res.,  to  stdp.  and  direct;  stdp.  cap.,  860,000  gals.; 
res.  cap.,  287,000  gals.;  pumpmg  engines,  cap.  per 
day  690,000  gals.,  constructors  Smith- Vaile;  mains, 
cast  iron,  6  miles,  4  to  12  in.  dia.,  Rumsey  &  Co.; 
41  hydrants.  Eclipse;  11  valves;  meters,  total  num- 
ber 22;  179  services;  pipe,  cast  iron  and  lead;  pres- 
sure dom.  35  lbs.,  fire  100  lbs.;  cost  to  construct. 
$32,000;  int  paid  on  bonds,  5  per  cent;  ann.  cost  ox 
mtce.,  $6,600;  works  belong  to  city. 

FRANKLIN,  pop.  1,200.  Fire  dept— 2  hose 
carts;  hose,  1,000  ft.;  fire  alarm,  whistle  and  tele- 
phone; total  mem,  18  volunteers. 

Wate*  SuppLY—Sourcc,  wells;  stdp.  cap.jj2B0,- 
000  gals.;  1  pumping  engine,  cap.  per  day  225,000 
gals.,  constructors  Nat'I  Cons.  Co. ;  mains,  3  miles. 


4  to  6  in.  dia.;  21  hydrants;  pressure,  dom.  48  lbs., 
fire  75  lbs. 

FREMONT,  pop.  12,000;  fire  area,  1,000  acres; 
mercantile  bldigs..  brick,  2  and  8  stories;  private, 
wood,  1  to  8  stones;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.  Fire  dept— 1  c 
engine,  1  h.  &  L  truck,  1  hose  wagon,  4  hose  car- 
riages horses  hired;  hose,  rubber,  good,  3,700  ft.; 
fire  alarm,  electric,  10  boxes;  value  of  dept  equip- 
ment, $12,000;  value  of  bldgs.,  $15,000;  total  mem., 
210  volunteers. 

WATKa  Supply— ^uree,  wells,  in  business  cen- 
ter; system,  pump  to  stop,  and  direct;  stdp.  cap. 
180,000  gals.,  dim.  14  x  104,  material  used  in  cons, 
steel;  qualitv  of  water,  aood;  pmnping  engines, 
size  82  to  64,  cap.  per  day  4,000,000  gals.,  con- 
structors Smith- VaOe  and  Smedl«[;  mains,  cast 
iron,  85H  miles,  4  to  12  in.  diaj^uB  hydrants;  100 
valves;  meters,  total  number  885,  owned  by  city; 
885  services;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  43  lbs.,  fire  80  to  140  lbs.;  consumption  per 
day,  1,000,000  nOa.:  cost  to  construct  $110,000; 
bonded  debt.  $d,000:  int  paid  on  bonds,  4^  per 
cent;  cost  ot  mtce.,  $8,000;  works  beh>ng  to  eity. 

FRIEND,  pop.  L200;  fire  area,  820  acres;  mer- 
cantile bldgs.,  Drick,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  Investigated. 
Fire  dept— 1  h.  &  1.  truck,  2  hose  wagons,  2  hose 
reels;  hose,  rubber,  good  1,000  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $1,500;  value  of  bldgs.. 
$1,000;  ann.  exp.  of  dept,  $26;  total  mem.,  42 
volunteers. 

Watse  Supply— ^urce,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  100,000  gals.,  builders  Fremont 
Foundry;  pumpina  engines,  cap.  per  day  110,000 
gals.;  mains,  5  miles,  4  to  6  in.  dia.;  52  hydranta, 
Adams;  pressure,  dom.  40  lbs.,  fire  48  lbs.;  cost 
to  construct,  $18,000;  ann.  cost  of  mtce.,  $1,800; 
works  belong  to  city. 

FULLERTON,  pop.  2,000;  fire  area,  500  acres; 
mercantile  bldgs.,  onck  and  wood,  2  stories;  pri- 
vate, wood.  2  stories;  wooden  roofs  permitted  in 
fire  area:  nreworks  and  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept— 1  h.  &  I.  truck, 
1  hose  wagon,  3  hose  carta;  nose,  cotton,  rubber 
lined,  good,  1,300  ft.;  fire  alarm,  bell;  total  mem., 
41  volunteers. 

Watbe  Supply— ^Source,  well,  %  mile  from  busi- 
ness center;  system,  Pump  to  res.;  quality  of 
water,  good;  res.  cap.  96,000  gals.,  located  on  hill; 
pumping  engines,  class  triplex,  constructor  Gould; 
mains,  iron,  3%  miles,  4  to  8  in.  dia.;  35  hydrants; 
meters,  total  number  133,  Crown,  Nash  and  Em- 
pire, owned  by  consumer;  pressure,  dom.  66  lbs.; 
cost  to  construct  $20,000;  bonded  debt  $18,000; 
int  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$750;  works  belong  to  city. 

GENEVA,  pop.  2»600;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  brick  and  wood.  1,  2  and  8  stories;  wooden 
roofs  not  permitted  in  fire  area^  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  &  U 
truck,  2  hose  wagons,  2  hose  carta;  nose,  rubber, 
good,  1,800  ft;  fire  alarm,  bell;  value  of  dept 
equipment  $2,800;  value  of  bldgs.,  $600;  ann.  exp. 
ot  dept,  $60;  total  mem.,  21  volunteers. 

Watbk  Supply- Source,  wells;  svstem,  pump  to 
stdp.;  stdp.  cap.  94,000  gals.,  builder  Porter; 
pumping  engines,  cap.  per  day  260,000  gals.,  con- 
structor Cook;  mains,  cast  iron,  7%  miles,  4  to  8 
in.  dia.,  Shickle,  Howard.  Harrison:  84  hydranta, 
Tamaqua:  260  serrices;  pipe,  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  50  lbs.;  cost  to  construct  $27,000; 
int  paid  on  bonds,  4H  per  cent;  ann.  cost  of 
mtce.,  $2,200;  works  belong  to  city. 

GENOA,  pop.  1,200;  mercantile  bldgs.,  brick  and 
wood,  1  and  2  stories;  private,  wood,  1  and  2 
storiei;  wooden  roofs  permitted  in  fire  area;  causes 
of  fires  investigated.  Fire  dept.— 1  hose  cart;  hose, 
cotton,  rubber  lined,  good,  ToO  ft. ;  fire  alarm,  bell ; 
value  of  bldgs.,  $4^000;  total  mem..  16  volunteers. 

WATsa  Supply— Source,  wells;  system,  pump  to 
res.;  qualitv  of  water,  good:  res.  cap.,  100,000  gals.; 
mains,  2  miles,  4  to  10  in.  dia,  Crane;  17  hydrants. 
Crane;  pressure,  dom.  46  lbs.,  fire  76  lbs.;  cost 
to  construct,  $9,000;  int  paid  on  bonds,  7  pcf 
cent;  ann.  cost  of  mtce.,  $1,500;  works  belong 
to  town. 
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GIBBON,  pop.  1.000;  fire  area,  160  acres;  mer- 
cantile bldgs.,  orick  and  wood,  1  and  2  itoriea: 
private,  wood,  IH  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  6rtB  investi^ted.  Fire  dept— 1  h.  ft  1. 
truck,  1  gasoline  engine,  1  hose  wagon,  1  hose 
cart;  hose,  rubber,  good,  600  ft.;  fire  alrm.  bell; 
value  of  dept  equipment,  18,000;  value  of  oldgs., 
$600;  total  mem.,  88  volunteers. 

Watex  SuppLY--Source,  wells;  waterworks  in 
course  of  cons. 

GORDON,  pop.  760;  fire  area.  640  acres;  bldgs., 
wood.  Fire  dept— 1  h.  &  1.  truck,  S  hose  carriages; 
hose,  cotton,  rubber  lined,  good  1,000  ft;  fire 
alarm,  bell  and  telephone,  total  mem.,  26  volun- 
teers. 

Watik  Supply— iSource,  well,  8%  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
48,000  gals.,  dim.  10  x  70,  material  used  in  cons, 
iron;  qualitx  of  water,  good;  1  pumping  engine, 
cap.  per  day  150^000  gala.,  contractor  Holly;  mains, 
iron,  H  mile,  6  in.  oia.;  7  hydrants;  pressure,  dom. 
46  lbs.,  fire  150  lbs.;  cost  to  construct,  |6,000; 
bonded  debt,  $2,600:  int  paid  on  bonds,  7  per 
cent;  cost  of  mice.,  |600;  works  belong  to  city. 

GRAND  ISLAND,  pop.  10,000;  fire  area,  1,000 
acres;  mercantile  bldffs.,  brick  and  wood,  1  to  4 
stories;  private^  wood,  1  and  2  stories;  wooden 
roofs  not  permitted;  av.  fire  loss  for  last  yr.,  |11,> 
227;  av.  ins.  for  same  time,  110,296.  Fire  dept— 1  c. 
engine,  2  h.  &  1.  trucks,  7  hose  carriages;  hose, 
rubber,  good,  3,000  ft;  fire  alarm,  whistle,  19 
boxes;  value  of  dept  equipment,  $40,000:  value 
of  bldgs.,  $1,000;  ann.  exp.  of  dept,  $697;  total 
mem.,  160  volunteers. 

WATsm  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.  and  direct; 
stdp.  cap.  86,000  gals.,  dim.  100  x  12,  lo- 
cated 80  ft  from  station,  material  used 
in.  cons,  iron,  builders  A.  Strange  &  Co.;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
2,000,000  gals.,  constructor  Knowles;  mains,  cast 
iron,  20  miles,  4  to  10  in.  dia.;  09  hvdrants,  Lud- 
low; 68  valves,  Ludlow;  meters,  total  number  Ml; 
Ripe,  lead  and  galv.  iron;  pressure,  dom.  46  lbs., 
re  120  lbs.;  cost  to  construct,  $116,000;  bonded 
debt,  $14,000;  int  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $10,000;  works  belong  to  city 

GRANT,  pop.  162;  fire  area.  820  acres;  mer- 
cantile bldgs.,  wood.  1  and  IVk  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and    combustibles    ord.;    causes    of    fires    investi- 

Sated.  Fire  d^t— 1  hose  cart,  1  hose  carriage; 
ose,  cotton,  ruober  lined,  good  600  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  $800;  value  of 
bldgs.,  $100;  ann.  exp.  of  dept.,  $60;  total  mem., 
16  volunteers. 

Watkx  Supply— 'Source,  wells,  in  business  cen- 
ter; system,  pump  to  res.  and  stdp. ;  stdp.  cap. 
96,000  gals.,  (um.  14  x  76,  material  used  in  cons, 
iron;  quality  of  water,  good;  res.  cap.,  66,000  gals.; 
1  pumping  engine,  cap.  per  day  260,000  gals.,  con- 
structor Blake:  mains,  cast  iron,  8  miles,  4  in.  dia.; 
16  hydrants;  76  valves;  pressure,  dom.  76  lbs.,  fire 
90  lbs.;  consumption  per  day,  16,000  gals.;  cost  to 
construct  $20,000;  cost  of  mtce.,  $l,2(!w;  works  be- 
long to  Co. 

HARVARD,  pop.  1,500;  fire  area,  8  acres;  mer- 
cantile bldgs.,  orick,  2  and  8  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept.— 1 
h.  &  1.  truck.  2  hose  carriages;  hose,  rubber,  good, 
1.600  ft.;  inferior,  all  kinds,  100  ft;  total  hose, 
1,600  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment $2,600;  value  of  bldgs..  $600;  total  mem.,  33 
volunteers. 

Watbx  Supply— Source,  wells,  1  block  from 
business  center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  98,000  gals.,  dim.  12  x  110,  material  used 
in  cons,  sheet  iron  or  steel;  quality  of  water, 
good;  2  pumping  engines,  cap.  per  day  28(^000  gals., 
constructors  Laidlaw-Dunn-Gordon;  mains,  iron. 
8  miles,  4  to  8  in.  dia.;  33  hydrants;  meters,  total 
number,  120,  Crown,  owned  bv  city;  120  services; 
pressure,  dom.  60  lbs.,  fire  60  lbs.;  cost  to  con- 
struct, $16,000;  bonded  debt  $18,600;  int.  paid  on 
bonds,  4  and  6  per  cent;  cost  of  mtce.,  $966;  works 
belong  to  village. 

HASTINGS,  pop.  11,500;  fire  area,  80  acres;  mer- 
cantile bldgs.,  brick  and  stone,  1  to  8  stories;  pri- 


vate, brick  and  wood,  1  story:  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combiiatibica 
ord.;  causes  of  fires  investigated.  Fire  dept. — ^1 
h.  ft  1.  truck,  2  c.  hand  ex.,  1  hose  wa^on.  1  4ioce 
cart  8  horses;  hose,  cotton,  rabber  hned,  cood, 
1,000  ft.;  rabber,  good,  1.600  ft:  inferior,  all  kindsj, 
600  ft;  total  hose.  8,000  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment  $6,600:  value  of 
bldgs..  $8,000;  ann.  exp.  of  dept,  $4,000;  total 
mem.  24,  paid  full  time  4,  paid  part  time  20. 

Water  Supply— Source,  wells;  system,  pump  to 
res.,  to  stdp. ;  stdp.  cap.  260,000  gals.,  dim  20  x  126; 
res.  cap^  800,000  gsls.;!  pumping  enginea,  cap.  per 
day  8,000,000  ffals.,  constructor  Knowlea;  mam  a, 
30  miles,  4  to  16  in.  dia.;  134  hydrants;  100  valves; 
meters,  total  number  1,400,  owned  by  consumer; 
1,450  services;  pipe,  lead  and  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  80  lbs.;  consumption  per  day, 
500,000  gals.;  per  capita  64  gals.:  cost  to  construct, 
$174,000;  int.  paid  on  bonds,  4^  per  cent:  ann. 
cost  of  mtce.,  $8,000;  works  belong  to  city. 

HAVELOCK,  pop.  2,700;  fire  area,  800  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  and  2  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  inves- 
tigated. Fire  dept— 1  h.  &  1.  truck,  2  c  engines, 
2  hose  carts;  hose,  cotton,  rubber  lined,  good,  2,400 
ft.;  fire  alarm,  bell;  value  of  dept  equioment 
$2,500;  value  ot  bldgs.,  $1,300;  ann.  exp.  of  dept, 
$100:  total  mem.,  40  volunteers. 

WATEK  Supply— Source,  C,  B.  &  Q.  R.  R.  Co.; 
mains,  1  mile. 

HAY  SPRINGS,  pop.  600;  fire  area,  40  acres; 
mercantile  bldgs.,  brick  and  wood,  2  atories;  pri- 
vate, wood,  1  story;  wooden  roofs  permitted  in 
fire  area;  combustibles  ord.;  causes  ot  fires  inves- 
tigated. Fire  dept— 1  h.  &  L  truck,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $600; 
total  mem^  26  volunteers. 

Water  Supply— Source,  wells;  system,  gravity. 
pump  to  res.;  res.  cap.,  602,000  gals.;  pumping 
engines,  cap.  per  day  12,000  gals.,  constructors 
United  States  Wind  Mill;  mains,  %  mile.  4  to  < 
in.  dia.;  6  hydrants:  21  services;  ptpe.  galv.  iron; 
pressure,  dom.  90  Ids.,  fire  46  to  90  lbs.;  eost  to 
construct,  $6,000;  int.  paid  on  bonds,  7  per  cent; 
ann.  cost  of  mtce.,  $100;  works  belong  to  viUsge. 

HEBRON,  pop.  2,600;  fire  area,  160  acres;  mcr> 
cantile  bldgs..  brick  and  stone,  2  and  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per* 
mitted  in  fire  area;  fireworks  and  combttstibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 2  h. 
&  1.  trucks.  3  hose  carts:  hose,  rubber,  good.  1,100 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $2,000;  value  of  bldgs..  $1,600;  ann.  exp. 
of  dept.,  $200;  total  mem.,  82  volunteers. 

Watex  Supply— Source,  wells;  system,  pmnp  to 
stdp.;  stdp.  cap.  85,000  gals.,  dim.  12  x  100,  ma- 
terial used  in  con^.  iron;  2  pumping  engines, 
class  dup.,  cap.  per  day  250,000  gals.,  constructor 
Buffalo;  mains,  cast  iron,  8  miles,  8  in.  dia.,  How^ 
ard-Harrison ;  42  hydrants,  Adams;  meters,  total 
number  88.  Thomson;  86  sbrvices;  pressure,  dom. 
50  to  60  lbs.,  fire  100  lbs.;  cost  to  construct  $87.- 
000;  int.  paid  on  bonds,  7  per  cent;  ann.  cost  of 
mtce.,  $1,000;  works  belong   to  city. 

HOLDREDGE,  pop.  4,000;  fire  area.  160  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  permitted;  fire* 
works  and  combustibles  ord.;  causes  of  fires  uh 
vestigated.  Fire  dept.— 1  h.  &  1.  truck,  1  hose 
wagon,  2  hose  carriages;  hose,  rubber,  good  2j000 
ft;  fire  alarm,  bell;  value  of  dept  equipment, 
$4,000;  value  ox  bldgs.,  $4,000;  ann.  exp.  ot  dept, 
$150:  total  mem.,  40  volunteers. 

Water  Supply— ^urce,  wells,  600  ft  from 
business  center;  system,  pump  to  res.,  stdp.  and 
direct;  stdp.  cap.  148,000  ^als.,  dim.  15  x  UO;  qual- 
ity of  water,  good;  pumping  engines,  cap.  per  day 
600,000  gals.,  constructors  Cook  and  Buffalo;  mains, 
cast  iron,  5  miles,  4  to  12  in.  dia.;  64  hydrants; 
meters,  total  number,  280;  600  aervices;  pipe,  galv. 
iron;  pressure,  dom.  50  lbs.,  fire  100  lbs.:  cost  to 
construct  $75,000;  bonded  debt  $60i000;  int  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $6,000;  worits 
belong  to  city. 

HOOPER,  pop.  925;  mercantile  bldgs.,  brick,  2 
stories;  private,  wood,  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
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onL;  cauiet  of  fires  inyestigited.  Fire  dcpL— 1  h. 
&  1.  track,  t  hoee  carriages;  hose,  rubber,  good, 
1.000  ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
SljOpO;  value  of  bldn.,  11,800;  aim.  exp.  of  dept., 
$125;  total  mem.,  w  volunteers. 

Watik  Supply— Source,  wells,  4  blocks  from 
business  center;  S7Stem,^ump  to  stdp.;  stdp.  cap. 
30,000  gals.;  dim.  12  x  35,  material  used  in  cons, 
steel;  quality  of  water,  good;  pumping  engines, 
cap.  per  day  100,000  gals.,  constructor  Smedley; 
znains,  cast  iron,  2hi  miles,  4  to  6  in.  dia.;  18  hy^ 
drants;  7  valves;  meters,  total  number  20;  420 
services;  pipe,  galv.  iron;  pressure,  dom.  46  to  GO 
lbs.,  fire  100  lbs.;  consumption  per  day,  20,000 
g^als.;  cost  to  construct,  $ll,oOO;  bonded  debt,  111,- 
500;  mt.  paid  on  bonds,  4^  per  cent;  cost  of  mtce., 
$260;  worla  belong  to  city. 

HUMBOLDT,  pop.  1,800;  fire  area,  320  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.  Fire  dept. — 1  h.  &  1.  truck,  3  hose  wagons; 
hose,  rubber  lined,  inferior,  all  kinds,  1,200  ft.; 
fire  alarm,  bell;  ann.  exp.  of  dept,  $60;  total  mem., 
30  volunteers. 

Watbk  Supply— >Sonroe,  creek,  80  rods  from 
business  center;  system,  pump  to  res.,  stdp.  and 
direct  {  stdp.  cap.  94,000  gals.,  dim.  20  x  40,  material 
used  m  cons,  steel;  ouality  of  water,  good;  res. 
cap.  1,000,000  gals.,  located  near  the  creek;  1 
pumping  engine,  class  steam  acting,  cap.  per  day 
600, (X)0  gals.,  constructor  Deane;  mains,  iron,  5 
miles,  4,  6  and  8  in.  dia.;  36  hydrants:  31  valves; 
meters,  total  number,  8,  Thomson,  Worthingtoa 
and   Buffalo,   owned  by    consumer;   162  services: 

{>ipe,  galv.  and  wrought  iron;  pressure,  dom.  60 
bs.,  fire  126  lbs.;  consumption  per  day.  8^000 
sals.  J  cost  to  constract,  $19,000;  bonded  debt,  $12,- 
oiNhint.  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$1,000;  works  belong  to  city. 

KEARNEY,  pop.  9,600;  fire  area,  3,250  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  6  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.:  causes  of  fires  investigated.  Fire 
dept.^2  h.  &  L  trucks.  4  c.  hand  ex.,  6  hose  carts; 
hose,  rubber,  good,  2,y50  ft.;  fire  alarm,  Gamewell 
system,  10  boxes;  value  of  dept.  equipment,  $6,260; 
value  of  bldgs^  $26,000;  ann.  exp.  ox  dent,  $1,600; 
total  mem.,  175  volunteers. 

Watxx  Supply— Source,  wells;  system,  pump  di- 
rect;  res.  cap.,  150,000  gals.j  2  pumping  engines, 
class  dup.,  cap.  per  day  7,700,000  gals.,  construc- 
tor Walker;  mains,  18  miles,  6  to  14  in.  dia.;  160 
hydrants,  Ludlow;  23  valves;  meters,  total  num- 
ber 32,  -Crown;  pressure,  dom.  35  lbs.,  fire  80  to 
lOO  .lbs.:  consumption,  per  day  800,000  gals.,  per 
capita  134  gals.:  works  belong  to  Co. 

LEXINGTON,  Dawson  Co.,  pop.  2.600;  bldffs., 
wood  and  brick;  wooden  roots  permitted;  nre 
loss  1904,  $11,134;  ins.  on  same,  $20^000.  Fire 
dept— 2  hose  carriages;  hose,  good.  1,000  ft;  in- 
ferior, 1,000  ft;  total  hose,  2,0iM>  ft;  fire  alarm, 
bell  and  telephone;  ann.  exp.  of  dept.,  $400;  total 
mem.,  60  volunteers. 

Watbr  Supply— System,  pump  to  stdp.  and  di* 
rect;  stdp.  cap.  140,000  gals.,  dim.  120  ft.  high; 
1  pumping  engine,  constructor  Buffalo;  mams, 
VA  miles;  28  hydrants;  meters,  total  number  106; 
00  services;  consumption,  per  day  60,000  gals.; 
cost  to  construct,  $26,000;  works  belong  to  dty. 

LINCOLN,  Lancaster  Co.,  pop.  44,243;  mer- 
cantile bldgs.,  stone  and  brick,  2  to  7  stories; 
private,  wood.  1  to  8  stories;  wooden  roofs  not 
permitted  in  nre  area;  fireworks  and  combustibles 
ord. :  causes  of  fires  investigated:  av.  fire  loss  per 
yr.  tor  8  years,  $118,407;  av.  ins.  Involved  for  same 
time,  $1,981,700.  Fire  dept.— 1  steamer,  1  c.  engine, 
10  c.  hand  ex.,  1  aerial  truck,  8  h.  &  1.  trucks,  4 
hose  wagons,  20  horses;  hose,  cotton,  rubber  lined, 
7,250  ft.;  fire  alarm,  electric,  40  boxes;  value  ot 
dept  equipment,  $88,248;  value  of  bldgs.,  $35,600: 
ann.  exp.  of  dept,  $88,878;  total  mem.  39,  paid 
full  time. 

Watbk  Supply— Source,  wells,  1%  miles  from 
business  center;  system,  pump  to  res.,  res.  cap.  1,- 
313,000    gals.,    material    used    in    cons.,    concrete; 

aualitv  of  water,  good;  pumping  engines,  cap.  per 
ay  8,600j000  gals.,  constructors  Laidlaw-Dunn- 
Gordon,  Fairbanks  and  Morse;  mains,  cast  iron, 
G9.26    miles,   4   to   20   in.    dia.;    689    hydrants;    466 


valves;  meters,  total  number  6.707,  Crown,  Union. 
Gem,  Hersey  Rotary  and  Worthington,  owned 
by  consumer;  6,214  services;  pipe,  lead;  pres- 
sure, dom.  60  lbs.,  fire  126  lbs.;  consumption  per 
day,  2,198,000  sals.;  cost  to  construct,  $674,956: 
bonded  debt,  $203,600;  int  paid  on  bonds,  4  and 
4^  per  cent;  cost  of  mtce.,  $84,780;  works  belong 
to  city. 

LONG  PINE,  pop.  760;  fire  area,  160  acres; 
bldgs.,  brick  and  wood,  1  and  2  stones;  wooden 
roots  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 2  c.  band  ex.,  2  h.  &  L  trucks,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,600 
ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
$2,500;  value  of  bldgs.,  $250;  total  mem,,  16  volun- 
teers. 

Watkx  Supply— Source,  springs;  system,  ptioip 
to  stdp. ;  stdp.  cap.,  60,000  gals. ;  pumping  engines, 
cap.  per  day  260,000  gals.;  mains,  8  miles,  4  to  6 
in.  dxa.,  21  hydrants ;  77  services;  cost  to  construct, 
$10,000;  ann.  cost  of  mice.,  $1,000;  works  belong 
to  city. 

LOUP,  pop.  826;  fire  area,  40  acres:  mercantile 
bldgs.,  brick  and  wood.  2  stories;  private,  wood, 
lyk  snd  2  stories;  wooden  roofs  permitted.  Fire 
dept— 1  h.  &  1.  truck,  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good  800  ft.;  inferior,  all  kinds, 
200  ft;  total  hose,  1,000  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $1,500;  value  of  bldgs.,  $600; 
total  mem^  26  volunteers. 

Watbx  Supply— Source,  wells;  system,  pump  to 
res.  and  direct;  res.  cap.,  100,000  gals.;  pumping 
engines,  class  dup.,  cap.  per  day  216,000  gals.,  con- 
structor Buffalo;  mains,  2  miles,  4  to  6  in.  dia., 
Chattanooga;  14  hydrants,  Tamaqua;  17  services; 
pressure,  dom.  40  lbs.,  fire  100  lbs. ;  cost  to  con- 
struct, $16,000;  cost  ot  mtce.,  $850;  works  belong 
to  town. 

LYONS,  nop.  1,000;  bldgs.,  mostly  wood.  Fire 
dept— 1  h.  &  1.  truck,  1  hose  wagon;  hose,  cotton, 
rubber  lined,  good,  1,800  ft;  total  mem.,  80  vol- 
unteers. 

Watxx  Supply— Source,  wells;  svstem.  pump  to 
stdp.;  stdp.  cap.  68,000  gals.,  dim.  100  x  10,  material 
usmI  in  cons,  steel;  pumping  ensrines,  cap.  per  day 
600.000  gals.,  constructor  Gordon;  mams  4  to 
8  in.  dia.;  24  hydrants;  meters,  total  number  80, 
owned  by  consumer;  200  services;  pipe,  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  126  lbs.;  con- 
sumption, per  day  1,700  gals.,  per  capita  2  gals.; 
cost  to  construct.  $12,000;  works  belong  to  town. 

McCOOK,  pop.  6,000;  fire  area,  350  acres;  mer- 
cantUe  bldgs.,  stone  and  brick,  2  and  8  stories; 
private,  stone,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted.  Fire  dept— 1  h.  &  I. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1,360  ft.;  fire  alarm,  electric;  value  of  dept. 
equipment,  $2,000;  value  of  bldgs.,  $2,000;  ann. 
exp.  of  dept,  $1,000;  total  mem.,  34  volunteers. 

WATKX  Supply — Source,  wells;  svstem,  pump  to 
stdp.  and  direct;  stdp.  cap.,  275,000  gals.;  filtra- 
stdp.  and  direct;  stdp.  cap.,  285,000  gals.;  filtra- 
tion system,  natural;  2  pumping  engines,  class 
dup.,  cap.  per  day  1,000,000  gals.,  constructor 
Deane;  mains,  12]4  miles,  3  to  12  in.  dia.;  36  hy- 
drants. Eclipse;  47  valves;  517  services;  pressure, 
dom.  40  lbs.,  fire  lOO  to  120  lbs. ;  consumption,  per 
day  750,000  flp^s..  per  capita  800  gisls.;  works  belong 
to  Lincoln  Land  Co. 

MADISON,  pop.  1,650;  fire  area,  200  acres;  mer- 
cantile, bldgs.,  brick,  1  and  2  stories;  private, 
wood,  1  storv;  wooden  roofs  not  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  8  yrs.,  $1,- 
806.66;  av.  ins.  for  same  time,  $688.  Fire  dept— 1  h. 
&  1.  truck,  2  hose  carts;  hose,  cotton,  rubber  lined, 
good,  1,000  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $1,800;  ann.  exp.  of  dept,  $46; 
total  mem.,  45  volunteers. 

Watbx  Supply— Source,  wells,  8  blocks  from 
business  center;  svstem,  pump  to  stdp.  and  di- 
rect; stdp.  cap.,  105,750  gals.,  dim.  20  x  45,  ma- 
terial used  in  cons,  steel;  quality  of  water,  good: 
2  pumping  engines,  constructors  Worthington  ana 
Knowles;  cap.  per.da^  1,375.000  gals.;  mams,  cast 
iron,  5  miles,  2  to  8  in.  dia.;  33  hydrants;  owned 
by  ci^;  pipe,  cast  iron;  pressure,  dom.  70  lbs., 
fire  100  lbs.;  bonded  debt,  $12,000;  works  belong 
to  city. 
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MASON  CITY,  pop.  850;  fire  area,  90  acres: 
mercantile  bidgs.,  brick,  stone  and  wood,  1  and  z 
stories;  private,  wood.  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated:  fire  loss  for  1904,  $20,000. 
Fire  dept.— 2  c.  band  ex.,  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good,  1,000  ft;  fire  alarm, 
bell:  total  mem.,  16  volunteers. 

WATia  Supply— Source,  wells;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.,  80,000  gals.;  pumping 
engines,  constructors  Dcmpten  Windmill  and  ^hp. 

fasoline  engine;  mains,  8  miles,  4  in.  dia.;  6  hy- 
rants,  Cooper,  Cole;  80  services;  pipe.  galv.  iron; 
cost  to  construct,  82,000;  inL  paid  on  bonds,  7  per 
cent;  ann.  cost  of  mtce.,  |160;  works  belong  to 
village. 

MILFORD,  pop.  1.000.  mercantile  bldgs.,  brick 
and  wood,  1  and  2  stories;  private,  brick  and 
wood,  1  and  2  stories;  wooden  roofs  not  permitted 
in  fire  area:  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  2  c  hand  ex.,  1  hose  car- 
riage:  hose,  cotton,  rubber  lined,  good.  1,100  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  11.600; 
value  of  bldgs..  $150;  total  mem.,  29  volunteers. 

Watxk  Supply— Source,      pumping     by     force. 

Sump   at   mill;   pumping   engines,   cap.    per   day 
$0,000  gals.;  mams,  1%,  miles,  3  to  6  in.  dia.;  11 
hydrants;  7  services. 


ted  in  fire  area:  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  ft  1.  truck.  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,700 
ft.:  fire  sJarm,  whistle;  total  mem.,  48  volunteers. 
WATBK  Supply— Source,  well;  system,  pump  to 
res.,  to  stdp.  and  direct;  stdp.  cap.  99,000  gals., 
dim.  12  X  110;  pumping  engines,  cap.  per  day 
280,000  gals.,  constructor  Cook;  mains,  cast  iron, 
4  miles,  4  to  8  in.  dia.,  Shickle,  Howard-Harrison: 
68  hvdrants,  Tamaqna;  28  valves;  meters,  total 
number  260,  A.  A.  Cround:  300  services;  pipe, 
galv.  iron;  pressurCj^om.  60  lbs.,  fire  120  lbs.; 
cost  to  construct  $23,000;  ann.  cost  of  mtce.,  $2,000; 
works  belong   to  city. 

NEBRASKA  CITY,  pop.  7,880;  fire  arc^  tOOO 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  4 
stories;  private,  wood.  1  to  6  stories;  wooden 
roofs  not  permitted :  combustibles  ord. ;  causes  d 
fires  investigated;  tire  loss  for  yr.  1902,  $81,660; 
ins.  for  same  time,  $28,000.  Fire  dept— 1  steamer, 
1  comb.  c.  &  h.  wagon,  2  c.  hand  ex.,  1  h.  ft  1. 
truck,  1  hose  wagon,  4  hose  carriages.  2  horses; 
hose,  cotton,  rubber  lined,  good,  600  ft;  rubber, 
good,  3,000  ft;  total  hose,  3,600  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $16,000;  value  of  bldgs., 
$3,600:  ann.  exp.  of  dept,  $2,600;  toUl  mem.  60, 
paid  full  time  2,  volunteers  68;  underwriters'  rat- 
mg,  fourth  class. 

Watbk  Supply— Source,  river,  1  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  100,000  gals.,  material  used  in  cons,  steel; 
filtration  system,  Hyatt;  cap.  of  plant  400.000  gals.; 
quality  of  water,  good:  res.  cap.,  2,000,000  gals.; 
6  pumping  engines,  class  comp.,  sixe  10  x  16 
x  lOH,  cap.  per  day  2.800.000  gals.,  constructor 
Worthington;  mains,  cast  iron,  11  miles,  4  to  12 
in.  dia.;  100  hydrants,  Ludlow;  66  valves.  Ludlow; 
meters,  total  number  860,  Crown.  Union,  Hersey 
Rotary,  Thomson,  Nash,  owned  by  consumer: 
400  services;  pipe,  galv.  iron;  pressure,  dom.  60 
lbs.,  fire  86  to  100  lbs.;  consumption,  per  day  760,> 
000  gals.,  per  capita  100  gals^  cost  to  construct, 
106.000;  ann.  cost  of  mtce.,  $8,600;  works  belong 
to  Co. 

NELIGH,  pop.  1,000;  fire  area,  400  acres;  mer- 
cantile bldgs..  Dridc,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— 1  h.  ft  1.  truck. 
t  hose  wagons;  hose,  cotton,  rubber  lined,  good 
1,000  ft;  fire  alarm,  bell;  value  of  dept.  equipment, 
$1,600;  value  of  bldgs.,  $2,000;  ann.  exp.  of  dept, 
$260:  total  mem.,  80,  paid  part  time. 

Watbx  Supply— Source,  river,  900  ft  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
68,000  gals.,  material  used  in  cons,  steel;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
400,000  gals.,  constructor  Knowles;  mains,  4  miles, 
8  to  6  in.  dia.;  82  hydrants;  18  valves;  226  services; 
pipe,   iron;  pressure,   dom.   76   lbs.,   fire  76  lbs.; 


cost  to  construct^  $26,000;   cost  of  mtce.,  $1«500; 
works  belong  to  aty. 

NORFOLK,  pop.  4.300;  fire  area,  8,000  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  S  stories; 
private,  brick  and  wood.  1  to  2  stories;  wooden 
roofs  not  permitted  in  nre  area;  cnusea  of  fires 
investigated;  av.  fire  loss  per  yr.  for  S  years, 
$2^681:  av.  ins.  involved  for  ssme  time,  ^,888. 
Fire  dept^l  h.  &  1.  truck,  2  c.  hand  eit,  4  hose 
carriages:  hose,  cotton,  rubber  lined,  good,  1,600 
ft;  inferior,  all  kinds,  1,000  ft;  total  hose.  2,000 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $2,800;  value  of  bl<Ln.,  $4,600;  ann. 
esq*,  of  dept,  $148;  total  mem.,  66  volunteera. 

WATKB  Supply— ^Source,  wells,  8H  blocks  from 
business  center:  system,  pump  to  stdp.;  stdp.  cap. 
1,000,000  gals.,  dim.  12  x  110;  2  pumping  engines, 
cap.  per  day  2,800,000  i[als..  constructor  Kaowles; 
mains,  7  miles,  4  to  10  in.  dia. ;  90  hydrants.  Chap- 
man; 26  valves;  meters,  total  number  170,  Crown, 
Worthington  and  Buffalo;  600  services;  pressure, 
fire  80  lbs.;  cost  to  construct,  $76,000;  bonded  debt 
$38,000:  int.  paid  on  bonds,  4^  per  cent;  ann. 
cost  ox  mtce.,  $8,200;  works  belong  to  city. 

NORTH  BEND,  pop.  1,200;  mercantile  bldgs.. 
brick  and  wood.  1  ana  2  stories;  private,  bnck 
and  wood,  1  ana  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combostioles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
h.  &  1.  truck,  1  c.  engine,  2  hose  carts;  hose,  oot> 
ton,  rubber  lined,  good,  1,400  ft;  inferior,  all 
kinds,  100  ft;  total  hose,  1,600  ft;  fire  alarm,  beO; 
value  of  dept  equipment  $4,000;  total  mem.,  so 
volunteers. 

Watxr  SupPLY-^ource,  wells,  1  block  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  41,000  gals.,  dim.  10  x  70.  material  used 
in  construction  iron;  quality  of  water,  sood;  1 
pumping  engine,  cap.  per  day  600,000  gals.,  con- 
structor Deming;  mains.  2^  miles,  4  to  6  in.  dia.; 
19  hydrants;  owned  by  Nelson;  90  services:  pipe, 
galv.  iron;  pressure,  dom.  80  lbs.,  fire  80  lbs.; 
consumption  per  day  40,000  gals.;  cost  to  con- 
struct, $12,600;  works  belong  to  city. 

NO.  PLATTE,  pop.  8,640;  fire  area^  640  acres; 
mercantile  bldgs..  onck,  2  and  8  stones;  i>rivstc 


wood,  1  story;  wooden  roofs  not  permitted;  fire- 
works ord. ;  causes  of  fires  investigated.  Fire  dept 
— 1  h.  &  1.  truck,  4  hose  carriages;  hose,  cotton, 
rubber  lined,  good  1,600  ft;  total  hose,  LSOO  ft; 
fire  alarm,  bell  and  whistle;  total  menu,  HO  volun- 
teers. 

Waxes  Supply— Source,  wells,  H  mile  from 
business  center;  system,  pump  direct;  oonlitv  of 
water,  good:  2  pumping  engines,  sixe  10  x  If  x 
10 1-4  X  12,  12  X  8  X  12,  cap.  per  dajr  8.000,000  ^als., 
constructors  Walker,  Buffalo;  mains,  cast  von, 
14  miles.  4  to  12  in.  dia.;  61  hvdranta,  Lndlow; 
900  services;  pressure,  dom.  35  lbs.,  fire  90  lbs.; 
works  belong  to  Co. 

OAKLAND,  pop.  1,260;  fire  ares.  140  acres; 
bldgs.,  brick  and  wood,  2  stories.  Fire  dept— 1 
hose  wagon,  1  foot  truck,  2  h.  wagons,  1  dty 
truck,  2  c.  engines;  hose,  cotton,  rubber  lined, 
good,  1,200  ft;  fire  alarm,  bell;  value  of  dept 
equipment  $600;  value  of  bldgs.,  $460;  total  meoi.^ 
20  volunteers. 

Watbx  Supply— Source,  wells;  svstem,  pomp  to 
res.  and  stdp.;  stdp.  csp.  48,000  gsis.,  12  x  60.  ms- 
terial  used  m  cons,  iron;  res.  <»p.,  28,000  gals.; 
pumping  engines,  cap.  per  dav  8,000,000  gals.,  ooo- 
structors  Cook,  Barr;  mains,  8  miles;  IS  hydrants, 
St  Louis:  166  services;  pipe.  galv.  iron;  pressoie. 
dom.  66  lbs.,  fire  90  to  100  lbs.;  consnmptkm,  per 
day  46,000  ^s.,  per  capita  45  gala.,  cost  to  con- 
struct, $12,000;  int  paid  on  bonds,  7  per  cent; 
ann.  cost  of  mtce.,  $1,700:  works  belong  to  city. 

OMAHA,  pop.  135,000;  fire  area,  24\i  sq.  miles; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  11 
stories;  private,  stone,  brick  and  wood.  1  to  4 
stories;  wooden  roofs  not  permitted  in  nre  area; 
combustibles  ord.;  causes  of  fires  investigmtcd. 
Fire  dept— 6  steamers,  6  h.  &  L  trucks,  2  c  en- 
gines, 21  c  hand  ex.,  2  aerial  trucks,  4  service 
trucM,  14  hose  wagons,  6  chief  buggies.  68  horses; 
hose,  cotton,  rubber  lined,  good,  24,783  ft;  fire 
alarm,  Gamewell,  106  boxes;  value  of  bldgs.,  $200^- 
000;  ann.  exp.  of  dept,  $184,000;  total  mem.  18l 
paid  full  time. 

Witrsa  Supply— Source,  river,  7  miles  from 
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nus  center;  lydeni,  pump  to  rci.;  qiulitr  of 
witcr.  Kood:  KtllinB  buin  cap.,  IMuKXkOOO  sal*.; 
rci.  cap.  U,an,000  galL,  looted  at  Walnut  HOI: 
13  pumpinB  ensioa,  cap.  per  daj  113,000,00(1  nl*.. 
conttiuctorg  E.  P.  AUii,  HdIIt,  Knowlei,  Worth- 
inetoo,  Fluiien;  maim,  cast  iron.  HO  niilci,  I  to 
a  in.  dia.;  1,177  hydrsDtg,  Wood  and  HoUy:  IfiO 
valve*.  Ludlow  and  Reniidaer;  meteri,  Iota)  nuD- 
ber  11,000,  Crown.  Union,  Thonuon,  Trident. 
Lambert,  owned  br  Co.  and  coninmer:  pipe,  lead; 
preuure,  dom.  W  to  110  Ibi.,  fire  «  to  lU  Iba.; 
contnmptian,  per  da;  l<l,BGa,000  gala.,   pa  capita 


BO  sal*.;  woAl  belong  tc 
O'NEII^  pop.  1,107;   fire 


EIL,  DC 
e  bidfv.. 


arci^  (40 


o(  Srea  inTcatlgated. ,_    _ 

c.  ensine,  3  c  band  ex.,  1  b.  &  L  trudc,  1  lupply 
wagaot.  1  boae  carriaBBa;  hoie,  cotton,  mbbo- 
lined,  rD°^  ^'C""  ^i  rubber,  good  160  It.;  total 
boie  IJEO  ftj  fire  alarm,  bell;  value  of  dept. 
equipment.    tSfOh    Tatuc    of    bldBB.,    MOO;    total 
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robber  iT 


,  track,   1   I 


nping  cnainEi.  cap. 
4or  Knowrei;  maim, 

13  bydranti.  Golvin; 
iron;  preutuc,  dom. 
>lion   per  day  100,000 


jmbuadbiea  ord-;  canaea 
fir«  loaa  per  vr.  for  t 
•uoe  time.  *««.     Fire 

It.;  fire  alarnii  bell 


value  of  Udga.,  KDO:   total  mi 
underwiitcrs'^ratinc,  iirit  daaa. 

Watii  StrrrLT—Sonics,  (pringi,  ^  mile  O'om 
bniincai  center;  araten.  pump  to  rea.;  qualitr  of 
water,  swdi  rea.  cap.  3^  bbla.,  located  T,7H  fL 
irtjra  atation;  1  pumping  engine,  daaa  comp., 
cap.  per  day  111,000  lala..  conatmctora  Fair. 
banka,  Uorae  &  Co.;  maina,  caat  iim,  Vi  milca, 
4  to  S  in.  dia.;  SO  bjdrania.  Edipae:  IT  nlvea; 
mdcra,  toul  number  UB,  HetacT  Rotarj  B,  Bnf- 
lalo  n,  Trident  1,  Lambert  18,  owned  by  con- 
(omer:  KO  acrncea;  pipe,  wroagbt  IroDi  pre*- 
■ore,  dom.  CO  iba.,  fire  it  Iba.;  conttuuption  per 
dav  10,000  jnla.;  coat  to  conatnict,  BUOO;  bonded 
debt.  tl4,H»i  int.  paid  on  bonda,  4H  to  S  per  cent; 
aim-  coat  of  mtcc,  tl,WO;  wotka  bdonc  to  dij. 

PAWNEE  City,  pop,  a.OOO:  Ere  area,  320 
airea;  mercantile  bldai.,  brick  and  atone,  i  ato- 
rie*;  prirate,  wood,  lUand  1  atoriea:  wooden  roofa 
permitted;  fireworka  and  combnatiblea  ord.;  canaea 
of  fire*  iDveiligated.     Fire  dept.— 1  b.&l._ track. 


.   RAW;  ■ 


a  ol  bldiB.. 


■  StirrLi— Source,  wella.  1  block  from 
I  center;  aratcm,  pump  to  re*„  ildp.  and 
•tdp.  cap.  80.000  E>1a-,  dim.  12  x  lOO,  ma- 
ted In  cona.  iteel;  ^quality  of  water,  food^ 

Vco^wt  „_  _  ^..   __, , _,. 

alves:  17E 
D  70  lbs., 


DdiOOD  gals,  per  day; 
I  in.  dia.;  3E  hydranl 


Olbi.; 


ol    I 


•  L  truck,  I  lioae  carnages;   boae,  cotton,  rubb 
lined,  good,  1,000  ft.;  Gre  alarm,  bell;  total  nwn 

..   10  X  100,   m 


KTlbl 


PLATTSMOUTH,  i 


1.  50  Ibi.,  fire  100  tc 
B.000;  ann.   cost  ol 

:k  and 

,-— 1  k! 

carriage;  boat. 


on.  rabber  lined,  good  LBDO  ft.;  linen, 
ft;  inferior,  all  londa,  IJJOO  ft.;  total 
I  ft.:  fire  alarm,  bell;  lalue  of  dept.  i 
t,  tt^i  valn^  of   bidp..  teOO;   ann.  ci 

ie, 

lerlal  uied  a 


1,000   .  ^        .       _._,    , 

mcnt,  iMbO;  value  of  bldga..  1600;  ann.  cap.  of 
dept..  I60O;  total  mem.,  gf  volunleera. 
Watik  SnriLT — Sonrce,  wella,  1  milei  from 
lalneaa  center  j  tyttem,  pninp  to  atdp.;  itdp.  din., 
m  cona.  ateel;  analitr  of 
1,000,000  gala.,  located  at 
atation;  1  pumping  enginea,  daaa  comp.,  cap-  per 
day  1,000.000  gal).,  conatmctora  Geo.  F.  Blake  A 
Son;  maina,  caat  iron,  U  milea.  (  to  11  in.  dia.;  IS 
valvea,  Chapman;  meters,  total  number  160.  owned 
by  Ca  and  conaomei:  BOO  acrvicea:  pipe,  galv. 
iron;  preaaure.  dom.  CS  Iba.,  fire  lOt  Iba.;  con- 
■umptlon.  per  day  600,000  gal*.,  per  capiu  100 
gala. ;  work*  belong  to  Co. 

fONCA.  pop.  l.OtS;  fire  area,  SO  acre*;  mercao- 
lile  bldgi.i  brick  and  wood,  t  atoriea;  priTsK, 
wood,  2  xories;  wooden  roofa  permitted;  no  fiic- 
worln  Bnil  combustiblca  ord.;  canaea  of  ftrea  invea- 
tiEaicd.  tire  dtot.— I  ho*c  carriage;  hoae,  cotton, 
I  .  ■   • :  i     ■    ■  .u;  fire  alarm,  bill  and  air 

equipment,   11,800;    value 
I  <p.    of   dept.,  noO;    total 


f  F7i,£ 


iM,oa 


(yalem,  gravity, 
-  1  pumping  cn- 
lina,  1%  matt. 


Re,  cap.  per  day  £76,000  gala;  mai_ 
)  H  in.  dia.;  IS  hydranta;  S  valves; 
preaaure,  dam.  66  Iba.,  fire  100  lb*.;  r 
atruct,  112,121;  works  belong  to  dtj. 

RANDOLPH,  pop.  1460;  fin 
mercantile  bldga.,  brick,  iron  a 
atoriea;  private,  brick  and  wood,  i  ■&□  <  annmi 
wooden  roof*  not  permitted  in  fire  area;  firework* 
and  combuatible*  ord.;  cauaea  ol  fire*  inveatigated. 
Fire  dept.— 1  boae  carriagea;  boae,  cotton,  rabber 
lined,  good,  1,100  ft.;  fire  alarm,  bdl;  nine  of 
depL  eqaipmeni,  11^;  value  of  bldga,  11,600; 
ann.  exp.  of  dept,  tti;  total  mem.,  II  ndunteen. 

Waxia  SurrLT— Source,  well;  ayatem,  iiump  to 
atdp,;  itdp.  cap.,  1,600  bbll.;  1  pumping  engine, 
cap.  per  day  80,000  gal*.;  maina,  t  miles;  7  hy- 
dranta; 14  aerviceai  preaanre,  dom.  10  to  60  lb*., 
fire  K  to  60  lbs.;  cost  to  constraet,  16.000;  aon. 
cost  of  mtce.,  fl.WO;  work*  beloiv  to  dtj. 

RAVENNA,  pop.  1.J00;  firi 
cantile  bldga.,  wood,  1  an-* 
wood,  1  ana  1  atoriea^  woodi 


rood,    1   and   1    atoriea;    private. 


not  permitleil 

m  nie  area:  nnworis  oro.;  caiuei  of  firca  In- 
veatigated. Fire  dept.—!  base  wagons,  2  hoae 
carta:  hose,  cotton,  rubber  lined,  good,  1,200  ft.; 
Rrc  alarm,  whistle.  IE  boies;  value  ol  dept.  equip- 
ment. lUO;  value  of  bidgs.,  OOO;  ann.  «p.  of 
dept.,   tllO;  total  mem,,  24  volunteers. 

Wavaa  SurrLV— Source,  wells;  system,  pump  to 
res.:  cap.  oi  plant,  160,000  gals.:  1  pumping  en- 
gine, class  iHplei,  cap.  prr  day  2S0,0«I  gals.,  con- 


10,000    gala.,    per 


40    lbs.:  'consumpti 


,  480  acre*; 

__. t  and  wood,  1  atorie*;  pri- 
vate,   wood.   1   and    1   atorie*;    wooden   roofs   not 


1,E00  ft,;  fire  alarm. 
Lent.  11,600:  value  of 
t    dept,     12.000:    total 


^tf"v 


WATia  Sp*n.T— Source,  well*  and  creek;  sy^ 
tem,  pump  to  *tdp.  and  direct;  atdp.  cap.  70.000 
gall,;  dim.  U  i  70;  two  pumping  engine.,  class, 
comp,  dup,.  cap,  per  day  1,260,000  gala,,  conitruc- 
tors  Fairbanks-Morse,   Deane;  mains,  VA  miles,  4 
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RIVERTON.  pop.  800;  fire  irea,  6  acres;  bldgs., 
wood  and  brick,  1  and  2  atones:  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
oiept.— 1  hose  carriage;  hose,  cotton,  rubber  lined, 
ffood  eOO  ft.;  inferior,  all  kinds,  200  ft.;  toul 
nose,  800  ft.;  fire  alarm,  bell;  value  of  dept.  equip* 
ment,  $200;  value  of  blags.»  |r76;  ann.  exp.  of  dept., 
1160:  total  mem.,  60  volunteers. 

WATXft  SupFLY'Source,  creek;  system,  pump  to 
res.;  res.  cap.,  30,000  gals.;  pumping  engines,  cap. 

Ss>  day  14i,000  gals.;  mains,  t^  miles,  2  to  6  in. 
a.;  8  hydrants;  2  valves;  pressure,  dom.  00  lbs., 
fire  76  lbs.;  cost  to  construct,  18,000;  int.  paid  on 
bonds,  8  per  cent;  ann.  cost  of  mtce.,  1150;  works 
belong  to  village. 

STANTON,  pop.  1,000.  Fire  deot.— 1  h.  &  1. 
wa^on,  2  hose  carts;  2,000  ft.  hose;  alarm,  bell  and 
whistle;  31  volunteers. 

Watxk  Supply— Source,  engines  and  pump, 
near  business  center;  system,  gravity;  stdp.  cap., 
30,000  gals.;  dim.  10  x  50  ft.;  material  used  in 
construction,  iron;  quality  of  water,  good;  1  pump- 
ing engine,  class  gasoline,  cap.  per  day  10,000  sals. ; 
mains,  cast  iron,  2  miles,  4  to  16  in.  dia.;  iS  hy- 
drants; 20  valves;  meters,  total  number  tt,  makers 
Trident  and  Buffalo,  owned  by  city;  pipe,  iron; 
pressure,  dom.  60  lbs.,  fire  80  to  100  lbs.;  con- 
sumption per  day,  10,000  gals.,  per  capita  5  gals.; 
cost  to  construct.  $7,000;  bondea  debt,  $7,000;  int. 
paid  on  bonds,  4^  per  cent;  works  belong  to  city. 

ST.  PAUL,  pop.  2,000;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  2  stories:  wooden  roofs  not  permitted;  fire> 
works  and  combustibles  ord.  Fire  dept— 1  h.  &  L 
truck,  2  hose  carriages:  hose,  cotton,  rubber  lined, 
good  1,000  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $2,600;  value  of  bldgs.,  $800; 
total  mem.,  4s  volunteers. 

Watxx  Supply— Source,  wells;  system,  pniBp  to 
stdp.  and  direct;  stdp.  cap.  75,000  gals.,  dim.  00  x 
13,  located  near  center  of  town,  material  used  in 
cons,  boiler  iron,  builder  Chas.  Schroder;  quality 
of  water,  good;  2  pumping  engines,  class  dup., 
cap.  per  day  1,760,000  gals.,  constructor  Buffalo; 
mains,  iron,  4  miles,  4  to  8  in.  dia.;  26  hydrants. 
Electric;  meters,  total  number  42,  Nash  88,  Union 
4,  Thomson  6,  owned  by  consumer:  147  services; 
pipe.  galv.  iron;  |>ressure,  dom.  46  lbs.,  fire  100  to 
140  lbs.;  consumption,  per  day  60,000  gals.;  per  cap- 
ita 88^  gals.:  cost  to  construct,  $21,000;  ann.  cost 
of  mtce.,  $1,300;  works  belong  to  city. 


SCHUYLER,  pop.  3,000;  fire  arca^  640  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire* 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  depL— 1  c.  engine,  1  c.  hand  ex., 
1  h.  &  1.  truck,  2  hose  carts;  nose,  rubber,  good, 
1.400  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment,  $3,000;  value  of  bldgs.,  $1,000; 
ann.  exp.  of  dept.,  $150;  total  mem.,  66  volunteers; 

Watxr  Supply— Source,  wells;  system,  pump  to 
•tdp.;  stdp.  cap.  86,000  gals.,  dim.  12  x  100,  ma* 
tenal  used  in  cons,  iron,  builder  McKinnon; 
pumping  engines  cap.  per  day  750,000  gals.,  con- 
structors Smith-Vaile;  mains,  iron,  6^^  miles,  4 
to  10  in.  dia.,  Michigan;  41  hvdrants,  Galvin;  22 
valves;  meters,  total  number  6,  Buffalo;  186  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  42  lbs.,  fire 
80  lbs.;  consumption,  per  day  170,000  jrals.,  per 
capita  86  gals.;  cost  to  construct,  $26,000;  works 
belong  to  city. 

SEWARD,  pop.  2.600;  fire  area,  800  acres;  mer- 
cantile bldga.,  brick  and  wood,  1  and  2  stories; 
fireworks  ord.  Fire  dept— 2  hose  carriages,  1  h. 
&  I.  truck;  hose,  cotton,  rubber  lined,  good,  1,100 
ft.;  fire  alarm,  bell  and  whistle;  ann.  exp.  of  dept, 
$260;  total  mem.,  60  volunteers;  underwriters'  rat- 
ing, third  class. 

Watk«  Supply — Source,  well;  system,  pump  to 
«tdp.;  stdp.  cap.,  96,000  gals.;  2  pumping  engines, 
class  dup.,  cap.  per  day  800,000  gals.;  constructor 
Holly;  mains,  6  miles,  4  to  8  in.  dia.;  66  hydrants, 
Tamaqua;  18  valves;  meters,  total  number  260; 
220  services;  pressure,  dom.  C  lbs.,  fire  86  lbs.; 
consumption,  per  day  40,000  gals.,  per  capiu  16 
gals.:  cost  to  construct.  $84,000;  ann.  cost  of  mtce., 
fL,468:  works  belong  to  city. 

SIDNEY,  pop.  1.300;  fire  area,  80  acres;  mer- 
cantile  bldgs.,  stone  and  wood.  1  and  2  stories; 
private,  stone  and  wood,  1  and  2  stories;  wooden 


roofs  not  permitted  in  fire  area;  causes  of  fires 
investigated.  Fire  dept— 1  h.  &  L  track,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,789 
ft.;  fire  alarm,  bell;  value  of  bldgs.,  IGOO;  total 
mem.,  80  volunteers. 

Watxx  Supply- Source,  wells;  system,  pvinp  to 
stdp.;  2  pumping  engines,  cap.  per  day  IjMO^OOO 
gals.;  mams,  4  miles,  4  in.  dia.;  82  hydrants;  pres- 
sure, fire  70  lbs. ;  works  belong  to  railroad. 

S^iCn^?  OMAHA,  pop.  88,000;  fiie  area,  6 
sq«  miles;  mercantile  bldgs.,  brick  and  wood,  1  to 
11  stories;  private,  wood  2  stories;  wooden  rooft 
not  permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  not  investigated;  av.  fire  loss  per 
vr.  for  8  yrs.,  $61,000;  av.  ins.  for  same  tine,  $SiQt- 
660.  Fire  dept— 8  hose  wagons,  1  hose  carriage, 
4  h.  &  1.  trucks,  8  hand  ex.,  7  horses;  hoae,  rub- 
ber, good  8,600  ft;  inferior,  aU  kinds,  1,000  ft; 
total  hose,  6,600  ft;  fire  alarm,  Gamewell,  19 
boxes;  value  of  dept  equipment,  $7,000;  value  of 
bldgs.,  $21,600;  ann.  exp.  of  dept,  $15,000;  total 
mem.  11,  paid  full  time.  Private  fir«  system  main- 
tained by  Packers  ft  W.  S.  Yard  Co.,  in  care  of 
A.  D.  T.:  360  boxes. 

Watxx  Supply— Source,  supplied  by  Omaha;  370 
water  hydranta. 

SOUTH  SIOUX  CITY.  pop.  1,500;  fire  area. 
600  acres;  mercantile  bldgs.,  brick,  stone  and  wood. 
1  and  2  stories;  private,  brick,  stone  and  wood,  1 
to  3  stories;  no  fireworks  or  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 1  hand 
engine,  1  hose  cart;  hoae,  rubber,  wOft;  fire 
alarm,  bell;  value  of  dept.  equipment,  $800;  total 
mem.,  15. 

Watbx  Supply— Source,  wells. 

STROMSBURG,  pop.  2,000;  fire  area,  40  acres; 
mercantile  bldgs.,  brick  and  wood:  wooden  roofs 

Sermitted;  fireworks  and  combustibles  ord.  Fire 
ept— 12  c.  hand  ex.,  1  h.  &  1.  truck,  2  hoae  car- 
riages; hose,  cotton,  rubber  lineal,  good  1,008  it: 
fire  alarm,  bell  and  whistle;  value  of  dept  eouip- 
ment  $1,«M>;  value  of  bldgs.,  $600;  total 
volunteers. 

Watxb  Supply— Source,  wells,  800  ft  frooi  busi- 
ness center;  system,  pump  to  res.,  to  stdp.  and 
direct;  stdp.  cap.  22,622  gals.,  dim.  12  x  lOQ^  material 
used  m  cons,  steel  and  brick,  builder  Sclrroeder; 
res.  cap.  27,000  gala.:  4  pumping  engines,  class 
dup.,  cap.  per  dav  150,000  gala.,  constructors  Buf- 
falo, Gould  and  Myers;  mams,  cast  iron  uid  steel, 
8  miles,  2,  4  and  6  in.  dia.;  21  hydrants  National, 
Tamaqua:  meters,  total  number  90,  Union,  Buf- 
falo and  Thomson;  876  services;  pipe,  galv.  iron; 
pressure,  dom.  86  lbs.,  fire  90  to  120  lbs.;  con* 
sumption,  per  day  80.000 jnls.,  per  capita  SO  gals.; 
cost  to  construct,  $16,000;  ann.  cost  of  mtce. 
$1,300;  works  belong  to  city. 

SUPERIOR,  pop.  2,500;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
2  stories:  wooden  roofs  permitted;  fircwons  sad 
combustibles  ord.;  causes  of  fires  inveatinted. 
Fire  dept— 3  c.  hand  ex^  2  hose  carriairas;  nose, 
rubber,  good,  1,800  ft;  fire  alarm,  bell;  value  cf 
dept  eauipment  $1,500;  value  of  bldgs.,  $200;  toUl 
mem.,  w  volunteers. 

Watxx  Supply— Source,  wells;  system,  punp 
direct;  pumping  engines,  cap.  per  day  1,500.000 
gals.,  constructor  Deane;  mains,  cast  iron  64 
miles,  4  to  10  in.  dia.;  27  hydrants.  Buffalo:  T 
valves;  meters,  total  number  2;  800  services;  pres- 
sure, dom.  40  lbs.,  fire  100  to  120  lbs.;  cost  to  coa- 
struct,  $36,000;  ann.  cost  of  mtce.  $2,500;  work* 
belong  to  city. 

SUTTON,  pop.  2.000;  fire  area,  240  acres;  ma- 
cantile  bldgs.,  brick  and  wood,  1  and  2  stories, 
private,  brick  and  wood,  IH  stories;  wooden  raob 
permitted  in  fire  area;  fireworks  and  coabastt- 
bles  ord.;  causes  of  fires  investigated.  Fire  dept 
—1  h.  &  1.  truck,  1  c  hand  ex.,  X  hose  wagoaa.  1 
hose  carriage:   hose,  cotton,  rubber  lined,  good. 


$26;  total  mem.,  81  volunteers. 


Watbr  Supply— Source,  wells,  %  mile  firoB 
business  center;  system,  pump  to  stop.;  stdp.  can 
63,000  gals.,  dim.  12  x  75;  quality  of  water,  good; 
2  pumping  enginea,  cap.  per  day  150,<MIO  gals, 
constructor  Cook;  mains,  cast  iron,  4  ncdles,  4  t9 
8  in.  dia.;  89  hydrants;  14  valves;  meters,  total 
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number  210,  Crown  and  Keyttone;  140  senricet: 

{npt,  galT.  iron;  pressure,  aom.  40  lbs.,  fire  00 
bs.;  cottsiiniption  per  day,  00,00  JS^s.;  cost  to 
constructi^  118,000;  cost  o!  mtce.W,200;  works  be- 
long to  city. 

SYRACUSE,  pop.  801;  fire  area,  8  blocks;  mer- 
cantile bldgs^  brick,  1  and  8  stories;  wooden  roofs 
permitted.  Fire  dept.~8  c.  hand  ex.,  1  h.  &  L 
tmck,  2  hose  carriages;  hose,  cotton,  mbber  lined, 
good,  1,000  ft:  fire  alarm,  bell;  value  of  dept. 
equipment,  11,600;  yalue  of  bldgs.,  |800;  toUl 
mem.,  37  volunteers. 

Watkk  SuprLY— Source,  wells,  2  blocks  from 
business  center;  system,  gravity,  pump  to  stdp.: 
stdp.  cap.  60,800  gals.,  dim.  12  x  60,  located  % 
mile  from  station,  material  used  in  cons,  steel, 
builders  Miller  &  Eagen;  quality  of  water,  good; 
1  pumping  engine,  cap.  per  day  600.000  gals.,  con* 
structor  Wortnington;  mains,  cast  iron  and  steel, 
11,600  ft.,  2  to  8  in.  dia.;  28  hydrants.  Phoenix; 
8  unlives:  meters,  total  number  13,  Crown  11, 
Hersey  Disc  2,  Buffalo  2,  owned  by  consumer; 
38  services;  pipe,  galv.  iron  and  steel;  pressure, 
dom.  74  lbs.,  nre  100  lbs.;  consumption  per  day, 
8,000  gala.;  cost  to  construct,  113,481;  bonded  debt. 
$4,600;  int  paid  on  bonds,  6  per  cent;  ann.  cost  of 
mtce.,  1700;  works  belong  to   village. 

TECUMSEH,  pop.  2,600;  fire  area,  100  acres; 
mercantile  bldgs.,  brick,  1  to  8  stones;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated  and  record  kept  Fire  dept. — ^1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined. 

food,  1.360  ft.;  in^ior,  all  kinds,  960  ft.;  total 
ose,  2,300  ft;  fire  alarm,  bell;  value  of  dept 
equipment  ll>000;  value  of  bldgs.,  1300;  total 
mem.,  60  volunteers. 

Watbk  SuppLT^Source,  wells,  hi  mile  from 
business  center;  system,  pump  to  res.,  stdp.  and 
direct;  stdp.  cap.  93,000  gals.,  dim.  12  x  120,  ma- 
terial used  in  cons,  iron;  quality  of  water,  good; 
res.  cap.  150.000  gals.,  located  at  pumping  station; 
pumping  engines,  cap.  per  dav  176,000  gals.,  con- 
structor Deane:  mains,  4^  miies,  4  to  10  in.  dia.; 
28  hydrants;  14  valves;  meters,  total  number  60; 
pressure,  dom.  60  lbs.,  fire  160  lbs.;  consumption 
per  day,  30,000  S^ls.;  cost  to  construct,  $28,000; 
cost  of  mtce.,  ^(wO;  works  belong  to  city. 

TEKAMAH.  pop.  1000;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigatedL  Fire  dept— 1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  2,600 
ft.;  rubber,  good  1,200  ft;  total  hose,  3,700  ft; 
fire  alarm,  beU;  totid  mem.,  60  volunteers. 

VVAtxr  Supply— Source,  wells;  system,  pump  to 
res.  and  direct;  res.  cap.  300,000  gals.,  storage  res. 
600,000  gals.;  pumping  engines,  cap.  per  dav  75,000 

faJs.:  constructor  JBarr;  mains,  cast  iron,  2^  miles, 
to  8  in.  dia.;  26  hydrants;  16  valves:  187  services; 
pipe,  galv.  iron;  pressure,  dom.  00  lbs.,  fire  80 
to  120  lbs.;  cost  to  construct  $16*000;  ann.  cost  of 
mtce.,  $1,600;  works  belong  to  city. 

UNIVERSITY  PLACE,  pop.  2,800;  fire  area, 
400  acres;  mercantile  bldgs.,  bndc  and  wood,  1  to 
3  stories:  private,  wood,  2  stories;  wooden  roofs 
permittea  in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  6  c.  hand  ex..  Those 
carriages;  hose,  cotton,  rubber  lined,  good,  860  ft; 
inferior,  all  kinds,  160  ft;  total  hose,  1,000  ft; 
fire  alarm,  bell  and  whistle,  telephone  boxes; 
value  of  dept  equipment  $1»800;  value  of  bldgs., 
$8,000;  total  mem.,  80  volunteers. 

WATxm  Supply— Source,    well,    8    blocks    from 


cons,  boiler  iron;  quality  ot  water,  gooa;  i  pump- 
ing  ensine,  class  dnp.;  mains,  cast  iron,  6  miles, 
6  in.  oia. ;  26  hydrants;  11  valves;  meters,  total 
number  160,  Crown  148,  Hersey  Disc  2,  owned 
by  consumtfj  160  services;  pressure,  dom.  65  to 
To  lbs.,  fire  66  to  75  lbs.;  bonded  debt,  $16,000. 

UTICA,  pop.  487;  fire  area,  800  acres:  mercan- 
tile bldgs.,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  permitted;  fireworks  and  combust- 
ibiea  ord.  Fire  dept.— 1  steamer,  2  c  hand  ex., 
1    h.    &  L  truck,  2  hose  carriages;  hose,  cotton. 


rubber  lined,  good  IJSOO  ft;  rubber,  good  600  ft; 
inferior,  all  kinds,  200  ft:  total  hose,  2,200  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  $42600; 
value  of  bldM.,  $1,000;  ann.  exp.  of  dept,  $300; 
total  menL.  60  voluntetf a. 

Watxk  Supply— Source,  wells  and  cisterns,  in 
business  center;  cap.  6,500  gals,  each;  pumping 
engines,  class  gasofine,  Waterous;  pressure,  fire 
160  lbs.;  cost  to  construct,  $4,500;  ann.  cost  of 
mtce.,  $860;  works  belong  to  village. 

VALPARAISO,  pop.  760:  fire  area,  40  acres; 
mercantile  bldgs.,  wood  and  brick,  1  and  2  sto- 
ries; private,  wood,  1  and  2  stories;  wooden  roofs 
permitted.  Fire  dept— 1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good,  1,100  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $760;  total  mem.,  12  vol- 
unteers. 

Watxx  Supply— Source,  well:  system,  pump  to 
stdp.;  stdp.  cap.,  3,200  gals.;  1  pumping  engine; 
mains,  m  miles;  11  hydrants;  12  services;  pres- 
sure, dom.  46  lbs.,  fire  46  lbs.;  cost  to  eonstruet* 
$8,000;  ann.  cost  of  mtoe.,  $600;  works  belong  to 
town. 

WAHOO.  pop.  2,600;  fire  area,  1,200  acres) 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  2  stories:  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 2  c.  en- 
gines, 1  h.  &  1.  truck.  3  hose  carts;  hose,  rubber. 
good,  1.800  ft;  inferior,  all  kinds,  700  ft;  total 
ose,  2,600  ft;  fire  alarm,  belLwhistle  and  electric; 
value  of  dept  equipment,  $3,000;  total  mem.,  66. 

Water  Supply— Source,  wells,  %  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of 
water,  good;  8  pumping  ennnes,  cap.  per  day 
1,026,000  gals.^  constructors  Walker  and  Deane; 
mains,  cast  iron,  4  miles.  4  to  10  in.  dia.;  41 
hvdrants,  Mathews;  works  belong  to  Ca 

WAYNE^  pop.  2,119;  fire  area,  7  acres;  mei^ 
cantile  bldgs..  brick,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  2  hose  carriages;  hose, 
rubber,  ffood  1,500  ft;  fire  alarm,  bell  and  whistle; 
value  ot  dept* equipment,  $8,000;  value  of  bldgs., 
$400;  total  mem.,  36  volunteers  underwriters*  rat- 
incr.  third  class. 

Watkx  Supply— Source,  wells,  2  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
65,000  gals.,  dim.  12  x  76,  material  used  in  cons, 
constructors  Cook,  Deane,  Ludlow;  mains,  iron, 
4  miles,  4  to  8  in.  dia.,  Chattanooga;  45  hvdrants; 
14  valves.  National:  meters,  total  number  200, 
Crown  76,  Nash  20,  Hersey  Rotary  51,  Trident  5, 
Buffalo  48,  owned  by  consumer;  220  services;  pipe, 
iron;  pressure,  dom.  40  lbs.,  fire  62  to  80  lbs.: 
cost  to  construct  $22,400;  int  paid  on  bonds,  0 
per  cent;  ann.  cost  ot  mtce.,  $800;  works  belong 
to  city. 

WEEPING  WATER,  pop.  1,156;  fire  area,  640 
acres;  mercantile  bldgs.,  brick,  1  and  2  stories; 
private,  wood,  1  story;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord. ;  causes  of  fires  in- 
vestigated; fire  loss  for  2  yrs.,  $200;  ins.  for  same 
time,  $1,000.  Fire  dept— 1  h.  &  1.  truck,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good  750  ft; 
total  hose,  l^OOO  ft;  fire  alarm,  bellivalue  of  dept 

Suipment,  $1,600;  value  of  bldgs.,  $800;  total  mem., 
volunteers. 

Watbx  Supply— Source,  wells,  1  block  from 
business  center;  svstem,  pump  to  res.;  res.  cap., 
720,489  gals.;  quality  of  water,  good;  pumping 
engines,  cap.  per  day  162,000  gals.,  constructors 
Knowles  and  Dempster;  mains,  iron,  2  miles,  4  to 
8  in.  dia.;  15  hydrants;  1  valve;  meters,  total  num- 
ber 59;  92  services;  pressure,  dom.  60  lbs.,  fire 
106  lbs.;  consumption  per  day,  7,000  gals.;  cost  to 
construct,  $19,000;  bonded  debt  $1,000;  int  paid 
on  bonds.  4  per  cent;  ann.  cost  of  mtce.,  IBOO; 
works  belong  to  city. 

WEST  POINT,  pop.  2,600:  fire  area,  350  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1,  2  and 
3  stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  c.  engine,  1  h.  &  1.  truck,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,700 
ft;  inferior,  all  kinds,  150  ft;  total  hose,  1,860  ft; 
fire  alarm,  bell:  value  of  dept  equipment,  $7,000; 
cost  of  mtce.,  $600;  total  mem.,  80  volunteers. 

Watbx  SuppLY--Source,  wells;  system,  pump  to 
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ret.;  ret.  cap.,  SSOJOOO  gait.;  t  pamping  enginet, 
cap.  per  day,  288,000  gilt.,  eonttructor  Knowlet; 
maint,  6H  milet,  4  to  8  in.  dia. ;  86  hydrantt.  Lud* 
low;  metert,  total  number  60:  200  tervicet:  pipe, 
galY.  iron;  presture,  dom.  86  Ibt.,  fire  86  *bt.: 
consumption,  per  day  100.000  gals.,  per  capita  60 
galt^  cott  to  conttnict.  |lo,000;  ann.  cost  of  mtce., 
#1,800;  works  belong  to  city. 

WILBER,  pop.  1,664;  fire  area,  200  acret;  mer- 
cantile bidgt.,  brick,  wood  and  iron,  1  to  8  tto- 
riet;  priyate,  wood  and  brick,  2  storiet;  wooden 
rooft  not  permitted;  firework t  and  combustiblea 
ord.:  cautet  of  firet  invettigated;  ay.  fire  lost  per 
yr.  for  2  srrt.,  1800;  ay.  int.  for  tame  time,  15,100. 
Fire  dept— 4  c  hand  ex.,  1  h.  &  L  truck,  2  bote 
cartt;  bote,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, 18,000;  yalue  of  bldgt^  11,600;  ann.  exp.  of 
dept.,  1280;  total  mem.,  20  volunteert;  under- 
wntert'  rating,  third  clats. 

Watkb  Supply— Source,  wells;  tyttem,  pump  to 
ttdp.  and  direct;  ttdp.,  cap.,  84,000  gait:;  pump- 
ing enginet,  cap.  per  day  750,000  gait.;  maint. 
6  milet,  4  to  8  in.  dia.;  40  hydrantt;  metert,  total 
number  60;  pretture^dom.  60  Ibt.,  fire  120  Ibt.; 
cott  to  conttruct,  126,000;  ann.  cott  of  mtcc, 
11,600;  workt  belong  to  ci^. 

WISNER,  pop.  1.042;  fire  area,  160  acrea;  mer- 
cantile bldgt.,  brick  and  wood,  1  and  2  ttorict; 
priyate.  wood.  2  ttories;  wooden  roofs  permitted; 
fireworkt  and  combuttiblet  ord.;  cautet  of  firet 
investigated.  Fire  dept.— 1  h.  &  1.  truck,  2  bote 
carriaget;  bote,  cotton,  rubber  lined,  good  1,600 
ft.;  interior,  all  kinds,  400  ft;  total  bote,  1,900  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  18^000; 
value  of  bldgt.,  16,000;  ann.  exp.  of  dept,  flOO; 
total  mem.  25,  paid  part  time  1,  volunteert  24. 

Watxk  Supply — Source,  wells;  system,  gravity; 
res.  cap..  VHOfiOO  gals. ;  maint,  2%  miles,  4  to  6  m. 
dia.;  ttdp.,  16  x  66;  24  hydrantt,  Ludlow;  10 
valvet;  pretsure,  dom.  80  lot.,  fire  75  lbs.;  cott 
to  construct,  19,600;  ann.  cost  of  mtce.,  1700; 
works  belong  to  town. 


WYMORE,  pop.  2,626;  fire  area,  640  acrea;  mer- 
cantile bldgt.,  onck,  ttone  and  wood,  1  to  8  tto- 


rict; private,  wood,  1  and  2  ttoriet:  wooden  roofs 
not  permitted;  fireworkt  and  combuttiblet  ord.; 
eautet  of  firet  invettigated.  Fire  dept— 1  h.  &  L 
truck,  2  bote  carriaget;  bote,  cotton,  rubber  lined, 
good  600  ft;  rubber,  good  500  ft;  inferior.  iB 
Idndt,  400  ft;  total  hote,  1,600  ft:  value  of  dept 
eouipment,  $8,760;  value  of  bldgt..  I1.000;  aaau  ecp. 
of  dept,  MOO;  total  mem.,  K  volunteera. 
WATxa  Supply— ^urce,  wellt  and  river;  tyttem, 
ump  to  ttdp.;  ttdp.  cnp.  88,000  gaU.,  bmldcr 
ortcr;  pumping  enginet,  cap.   per  day  IjOOO^ 


f 


gala.,  oonatructor  Buffalo;  maJna,  catt  Iron,  5^ 
milet,  4  to  10  in.  dia.;  68  hydrantt,  Adama,  Tuna- 

aua:  110  tervicet;  pipe,  galv.  iron;  pieaaure,  dom. 
)  ibt..  fire  140  Ibt.;  cott  to  conttruct,  $4O.Q06: 
int  paid  on  bondt.,  6  per  cent;  ann.  cost  of  mtrr, 
12,500;  workt  belong  to  city. 

YORK,  York  Co.,  pop.  6,000;  mercantile 
bldgs.,  brick  and  stone,  1  to  4  stories;  private, 
wood,  2  ttoriet;  wooden  rooft  not  permitted;  fire- 
workt and  combuttiblet  ord.;  cautet  of  fires  in- 
vestigated. Fire  dept. — 1  comb,  c  &  hose  wafon. 
1  h.  &  1.  truck,  3  hose  carraiges;  hose,  rubber, 
good  2,100  ft.;  inferior,  all  kinds,  300  ft.;  total 
hose,  2,400  ft.;  fire  alarm,  bell  and  whistle;  total 
mem.,  54  volunteers. 

Watbx  Supply— Source,  wellt  and  creek,  ^ 
mile  from  butinett  center;  tyttem,  pump  to  res. 
and  ttdp.;  ttdp.  cap.  85,000  salt.,  dim.  U  x  lOQl 
material   uted   in   cont.    tteel;    quality    of  water, 

food;  rea.  cap.  200,000  gait.,  located  near  plant; 
pumping  enginet,  cap.  per  day  2,000,000  gals., 
eonttructor  Knowles;  maint,  catt  iron,  6H  miles, 
4  to  12  in.  dia.;  460  hydrantt;  SI  valves;  metenk 
total  number  460,  Union,  Hertey  Rotary,  Hersej 
Disc,   Torrent,  Thomton,    Wortningtoai,    Bu&lo, 


16,000;  workt  belong  to  Co. 

Placet  with  a  population  of  1,000  or  more  having 
no     organized    fiire     department.- Aubom, 
Springs,  Louitville. 
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ABBREVIATIONS.— Ann.,  annual;  ar,,  avenge;  bldgt.,  buUdingi;  cap.,  capacity;  chn.,  chairman; 
c.»cbcmical;  c  &  h.,  chemical  and  hose;  cUc,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  com- 
mittee; comp.,  compound;  cons.,  construction;  dept,  department;  dia.,  diameter:  dim.,  dimensions;  dom., 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft,  leet;  gals.,  gallons;  h.  d., 
high  duty :  h.  &  L, hook  and  ladder;  ins., insurance;  int.,  interest;  mtce,  maintenance;  mem.,  membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt,  superintendent. 

dept.— 1  steamer.  2  hand  engines,  160  e.  hand  ex., 
2  hose  wagons,  t  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  600  ft;  rubber,  good.  1,260  ft; 
total  hose,  1,760  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  M,000;  value  of  bldgs., 
16,600;  ann.  exp.  of  dept,  $2,340;  total  mem.,  120 
volunteers. 

Watkk  Suyplt— Source,  lake,  28  miles  from 
business  center;  system,  gravity;  quality  of  water, 

food;  mains.  24  miles,  1  to  12  m.  dia.;  92  hy- 
rants:  92  valves;  lilOO  services;  pipe,  iron;  pres- 
sure, dom.  80  lbs.,  nre  180  lbs.;  consumption,  per 
day  70,000  gals.,  per  capita  86  gals.;  works  belong 
to  Co. 

HAWTHORNE,  pop.  260:  fire  area,  160  acres; 
mercantile  bldgs.,  wood  and  brick,  1  and  2  sto- 
ries; private,  wood,  1  storv;  wooden  roofs  per- 
mitted; no  fireworks  ana  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 2  c  hand 
ex.,  1  hose  carriage,  2  fire  hooks;  hose,  cotton, 
rubber  lined,  good,  460  ft;  rubber,  660  ft;  total 
hose,  1,000  ft.:  fire  alarm,  bell;  value  of  dept. 
equipment  |700;  total  mem.,  32  volunteers. 

Watkx  Supply— Source,  mountain  streams;  sys- 
tem, gravity;  res.  cap.,  600,000  gals.;  mains,  8 
miles,  SV6  to  6  in.  dia.:  8  hydrants,  Garratt;  8 
valves;  pressure,  fire  160  lbs.:  cost  to  construct, 
146,000;  ann.  cost  of  mtce.,  $600;  works  belong  to 
Co. 

PIOCHEL  pop.  126;  mercantile  bldgs..  wood,  1 
story;  wooden  roofs  permitted.    Fire  dept— 2  hos« 


AUSTIN,  pop.  702;  fire  area.  860  acres;  mer- 
cantile bldgs.,  wood,  stone  and  brick,  1  story; 
private,  adobe,  1  story;  wooden  roofs  permitted; 
fireworks  ord.  Fire  dept— 1  h.  &  L  truck.  2  hose 
carriages,  2  horses;  hose,  rubber,  good  1,500  ft; 
inferior,  all  kinds,  300  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  11,600;  value  of  bldgs.,  81,000; 
ann.  exp.  of  dept,  8126;  total  mem.,  46  volunteers. 

Watik  SuppLY---Source,  tunnel,  driven  into 
mountains;  system,  gravity  from  res.,  cap.  60,000 

fals.;  28  hvdrants,  Hinckley;  pipe,  6  miles;  8  to 
in.  dia..  Williams;  4  valves;  260  services;  press- 
ure, 97  Ids.:  works  owned  by  Coj:  cost  to  con- 
struct, 820,000;  ann.  cost  of  mtce.,  8Zi600. 

CARSON  CITY,  pop.  4,000;  fire  area,  1,000 
acres;  mercantile  bldgs.,  stone  and  brick,  2  stories; 

Erivate,  wood,  1  story;  wooden  roofs  permitted  in 
re  area;  combustibles  ord.:  causes  ot  fires  inves- 
tinted;  fire  loss  per  yr.,  tor  1904,  |600;  ins.  in- 
volved for  same  time,  fSOO.  Fire  dept— 2  steamers. 
2  hand  engines,  1  hose  wagon,  6  hose  carriages,  1 
hose  cart;  hose,  cotton,  rubber  lined,  good,  3,000 
ft;  rubber,  good,  3,000  ft.;  total  hose.  6,000  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, $6,600;  value  of  bldgs.,  $4,300;  ann.  exp.  of 
dept.,  $1,000;  total  mem.  62,  paid  part  time  2, 
volunteers  60. 

Watbe  SxrppLT— 'Source,  springs,  8  to  7  miles 
from  business  center;  s]^tem,  gravity;  Quality  of 
water,  good;  res.  cap.  1,400,000  gals.,  located  2 
miles  west  of  city;  mains,  iron,  16  miles,  2  to  12 
in.  dia.;  24  hydrants;  46  valves;  pressure,  dom.  40 
Iba.,  fire  90  lbs.;  consumption  per  day,  1,000,000 
nls^  cost  to  construct  $126,000;  cost  of  mtce., 
85,400;  works  belong  to  Cob 

ELY,  pop.  4,500.  Fire  dept — 3  hose  carts;  total 
mem.,   60  voltmteers. 

Watek  Supply— Source,  springs;  mains,  4  to  6 
in.  dia.;  12  hydrants;  pressure,  dom.  45  lbs.,  fire 
90  lbs* 

EUREKA,  pop.  1,000;  fire  area,  460  acres;  mer- 
cantile bldgs,  stone,  brick  and  wood,  1  and  2 
stories;  private,  wood.  1  story;  wooden  roofs  per- 
mitted. Fire  dept— 4  c.  ex.,  1  h.  &  1.  track,  4 
hose  carriages:  hose,  rubber,  2,000  ft.;  fire  alarnu 
bell  and  whistle;  value  of  dept.  equipment,  $2,000; 
value  of  bldgs.,  $2^000;  ann.  exp.  of  dept,  $1,260; 
total  mem.  50,  volunteers  60;  underwriters'  rat- 
ing fourth  class. 

WATsm  Supply— Source,  springa;  system,  ijrav- 
ity;  6  tanks,  cap.  260,000  ^als. ;  4  res.,  combmed 
cap.,  130.000  gals.;  pumpmg  engines,,  cap.  per 
day  200,000  gals.,  constructors  Park  &  Lacy;  13 
hydrants,  Ludlow;  mains,  36  miles,  3  to  6  in.  dia.; 
pipe,  iron;  10  valves;  pressure,  dom.  45  to  90  lbs., 
nre  180  lbs.;  consumption,  per  day  28,800  gals., 
per  capita  41  gals.;  waterworks  owned  by  Co.; 
cost  to  construct,  $250,000;  ann.  exp.  of  dept, 
$5,000. 

FALLON,  pop.  1,000.  Fire  dept— 1  h.  &  1. 
truck,  2  c.  engines;  fire  alarm,  bell;  total  mem., 
50  volunteers. 

Water  Supply— Not  reported. 

GOLDFIELD,  pop.  4,000.  Fire  dept.— 1  c. 
engine,  1  hose  wagon,  4  hose  carts,  10  horses; 
hose,  6,000  ft;  fire  alarm,  Gamcwell;  total  mem., 
60;    paid  full  time,  8;   volunteers  52. 

Water  Supply— Source,  wells;  stdp.  cap.,  150,- 
OOO  gals.;  res.  cap.,  800,000  gals.;  mains,  43  miles; 
15  to  8  in.  dia. ;  41  hydrants ;  pressure,  dom.  50  lbs. ; 
fire  110  lbs. 

GOLD  HILL,  pop.  876;  fire  area,  1,600  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  and  2 
stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
btistiblea  ord.;  causes  of  fires  investigated.     Fire 


ann.  exp.   of  dept,  $100;  total  menu,  20  volun- 
teers. 

Watsr  Supply— Source,  springs;  iystem,  grav- 
ity; res.  cap.,  200,000  gals.;  mams,  12  miles;  IS 
hydrants;  200  services;  pipe,  wrought  iron;  cost  to 
construct,  $161,000;  works  belong  to  Co. 

RENO,  pop.  16,000;  mercantile  bldgs.^  brick,  1  to 
4  stories;  private,  wood,  1  and  2  atones;  wooden 
roofs  not  permitted  in  fire  area;  fireworka  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept — 2  steamers,  1  c  engine,  6  c.  hand  ex» 
1  h.  &  L  truck,  1  hose  wagon.  1  hose  carriage,  1 
comb.  c.  &  h.  wagon,  9  horses;  nose,  cotton,  rubber 
lined,  good,  4.8A  ft:  inferior,  all  kinds,  900  ft; 
total  hose,  6,700  ft;  nre  alarm,  Ckunewell,  electric, 
44  boxes;  value  of  dept.  equipment,  $27,700;  value 
of  bldgs.,  $47,000;  total  mem.  20,  paid  full  time. 

Watsk  Supply— Source,  river,  14  miles  from 
business  center;  system,  gravity;  res.  cap.  42,000^- 
000  gals.;  mains,  87  miles,  2  to  22  in.  dia.;  (EL 
hydrants;  1,600  services;  pressure,  dom.  40  to  70 
lbs.,  fire  70  lbs.;  consumption  per  day  4,600,000 
aals.;  per  capita  425  gala.:  cost  to  construct,  $876,- 
000;  int  paid  on  bonds,  o  per  cent;  works  belong 
to  Co. 

SILVER  CITY,  Lvon  Co.,  pop.  290;  bldgs.. 
brick  and  stone,  2  stories;  wooden  roofs 
permitted;  fireworks  ord.  Fire  dept— 1  h.  &  L 
truck,  8  hose  carriages:  hose,  rubber,  good  1,600 
ft;  inferior,  all  kinds,  600  ft:  total  hose,  2,000  ft; 
fire  alarm,  bell;  total  mem.,  80  volunteers. 

Watxr  Supply— Source,  wells. 

SPARKS,  pop.  3,000.  Fire  dept— 4  hose  carts; 
hose,  2,000  ft. ;  total  mem.,  43  volunteers.  . 

Water  Supply— Source,  res.;  31  hydrants;  pres- 
sure, dom.  60  lbs.,  fire  116  lbs. 

TONOPAH,  pop.  3,500.  Fire  dept.— 1  comb.  c. 
engine  &  hose  wagon,  1  h.  &  1.  truck,  5  hose  carts, 
3  hose  reels,  2  horses;  hose,  4,150  ft.;  fire  alarm, 
bell,  whistle;  total  mem.,  350;  paid  full  time,  4; 
volunteers,  346. 

Water  Supply— Source,  springs;  res.  cap.,  250,- 
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000  gals.;  2 jpumpins  engines;  class,  Triplex,  cap. 
per  day,  400,000  gals.;  constructor  Worthington; 
mains,  9  miles;  2  to  8  in.  dia.;  22  hydrants. 

TUSCARORA,  pop.  400;  mercantile  bldgs., 
brick  and  wood,  1  atonr;  private,  brick  and  wood, 

1  story;  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  inyestigatcd.  Fire  dept.— S  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,100 
ft:  value  of  dept  equipment  $1,500;  value  of 
blon.,  11,000;  total  mem.,  20  volunteers. 

Watik  Supply— Source,  spring,  12  miles  from 
business  center;  system,  gravity;  quality  of  water, 

Sood;  res.  cap.,  T^GOO  gals.:  mams,  V&  mile,  8  in. 
ia.;  9  hydrants,  Garratt  &  Co.;  pressure,  donu  120 
lbs.,  fire  120  Ibsj^cost  to  construct,  HIOJOOO;  ann. 
cost  of  mtce.,  |800;  works  belong  to  Tuscarora, 
Nev.,  Mines  Co. 

VIRGINIA  CITY.  pop.  2,e86;  mercantUe  bldgs.. 
wood  and  brick,  2H  stories;  private,  wood,  IVt 
stories;  wooden  roofs  not  permitted.  Fire  dept— 
10  stationary  reels  of  hose,  6  hose  carriages.  4 
horses;  hose,  cotton,  rubber  lined,  good  1.400  tt; 
rubber,  good  6,400  ft;  toUl  hose,  7,800  ft.;  fire 
alarm,  bdl  and  whistle;  value  of  dept  eqniimicnt 
tt8,000;  value  of  bldgs.,  $4,000;  ann.  exp.  ox  dept, 
$12,000;  total  mem.  6,  paid  full  time. 

WATsm  SuppLT— 'Source,  lake,  28  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  1,600,000,000  gals.,  located  east  side 
of  Lake  Tahoe;  mains,  24  miles,  1  to  12  in,  dia.; 


82  hydrants;  92  valves;  1^00  services;  pipe,  iroo; 
pressure,  dom.  80  lbs.,  fire  180  lbs.;  coasimptkia 
per  day  TCLOOO  gals.,  per  capita  36  gals.;  cost  to 
construct  $2,800,000;  ann.  cost  of  mtce.,  $28,000; 
works  belong  to  Co. 

WADSWORTH,  pop.  1108;  mercantile  bldsa.^ 
wood,  1  to  7  stories;  private,  wood,  1  story; 
wooden  roofs  permitted.  Fire  dept— 0  hose  car- 
riages; hose,  cotton,  nsbbcv  lined,  good  1,800  It.; 
fire  alarm,  belL 

Watbb  Supply— Not  reported. 

WINNEMUCCA,  pop.  1,500;  fire  area,  380acr«si 
mercantile  bldgs..  stone,  brick  and  wood,  1  aad  z 
stories;  private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  permitted  in  fire  area;  combuMiblc* 
ord.;  causes  of  fires  investigated.  Fire  dept, — 1 
h.  ft  1.  truck,  12  c.  hand  ex.,  8  hose  camaces; 
hose,  cotton,  rubber  lined,  good^  1,460  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment,  $3,000; 
value  of  bldgs.,  $4,000;  ann.  exp.  of  dept,  $300; 
total  mem.,  40  volunteers. 

Watbx  Supply— Source,  springs;  system,  srar- 
ity;  res.  cap.,  6.200,000  gals.:  pumping  engines,  cap. 
per  day  875,000  gals.;  mains,  171-4  miles,  4  to  10 
m.  dia.:  19  hydrants;  150  services;  prcssore,  fire 
66  to  96  lbs.;  consumption,  per  day  700,000jnla.« 
per  capita  60  gals.;  cost  to  construct,  $80^000; 
ann.  cost  of  mtce.,  ^,600;  works  belong  to  Co. 

Places  with  a  population  of  1,000  or  more  ha:T]as 
no  organised  fire  dept — ^Lovelocks,  Storey. 
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ABBREVIATIONS.— Ann.,  annual;  av.,  averase;  bldgt.,  buildings;  cap.,  capacity;  chn.,  chairman; 
c,  chemical;  c.  &  h.,  chemical  and  hose;  die,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  com- 
mittee; comp.,  compound;  cons.,  construction;  dept.,  department;  dia.,  diameter:  dim.,  dimensions;  dom., 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  teet;  gals.,  gallons;  h.  d.» 
high  duty:  h.  &1., hook  and  ladder;  ins., insurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membership; 
Kg.,  number;  pop.,  population;  pres.,  president;  res.,  resenroir;  stdp.,  standpipe;  supt.,  superintendent. 


ALLENSTOWN^  pop.  1,486;  mercantile  bldn., 
brick,  2  stories:  private,  wood,  2  stories;  wooaen 
roofs  permitteo;  no  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
hose  carriage;  hose,  cotton,  rubber  lined,  good  600 
ft;  ann.  exp.  of  dept.,  $129;  total  mem.,  6  volun- 
teers. 

VVatsi  Supply— Source,  ponds,  5  miles  from 
business   center,   supply   from    Suncook:    system, 

rivitv;  mains,  cast  iron,  7  miles,  6  to  12  in.  dia.; 
hydrants;  pressure,  fire  60  lbs. 

ALTON,  pop.  1,600;  fire  area,  1,280  acres;  mer- 
cantile bldgs.,  wood,  2  stories;  private,  1  and 
t  stories:  wooden  roofs  permitted;  no  fire- 
works ana  combustibles  ord.  Fire  dept.— 2  hose 
carriages;  hose,  cotton,  rubber  lined,  good 
1,500  ft.;  inferior,  all  kinds,  60  ft.;  toUl  hose, 
1,650  ft.;  fire  alarm,  whistle  and  bell;  value  of  dept 
equipment,  $1,600;  value  of  bldgs.,  $600;  ann.  exp. 
of  dept.,  $150;  total  mem.,  SO  volunteers. 

Watbs  Supply— Source,  spring,  IH  miles  from 
businesa  center;  system,  gravity,  pump  to  res.; 
quality  of  water,  good;  res.  cap.  160,000  gals.,  lo- 
cated on  hill;  1  pumping  engine,  cap.  per  day 
60,000  gals.,  constructor  Blake;  mains,  cast  iron, 
3  milea,  4  to  8  in.  dia.;  26  hvdrants;  meters,  total 
number,  X  Empire,  owned  by  Co.;  110  services; 
pipe,  galv.  iron;  pressure,  dom.  106  to  120  lbs.,  fire 
106  to  120  lbs.;  consumption  per  dav,  80,000  nls.; 
cost  to  construct,  $82,600;  cost  of  mtce.,  $400; 
works  belong  to  Co. 

AMHERST,  pop.  1,281;  mercantile  bldgs.,  wood, 
1  and  1^  stories;  private,  wood,  1%  stories; 
wooden  roofs  permitted  in  fire  area;  causes  of  fires 
investigated.  Fire  dept— 2  hand  engines,  4  c.  hand 
ex.,  2  nose  carriages;  hose,  cotton,  rubber  lined, 
good,  1,600  ft:  fire  alarm,  bell:  value  of  dept. 
equipment,  $8,000;  value  of  bldgs.,  $1,000;  ann. 
exp.  of  dept,  $260;  total  mem.,  60  volunteexa. 

WATsa  Supply— Source,  springs,  6  cisterns,  6 
large  reservoirs. 

ANTRIM,  pop.  1,866;  fire  area,  640  acres;  mer- 
cantile bldgs.,  wood,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted:  fireworks 
and  combustibles  ord.;  causes  of  fires  in- 
vest iffa  ted.  Fire  dept.— 1  hand  engine,  1  h. 
&  1.  truck,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  1,450  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,000;  value  of  bldgs..  $500;  ann.  exp. 
ot  dept.,  8190;  total  mem.,  80,  paid  part  time;  un- 
derwriters   rating,  first  class. 

Watsk  Supply— Source,  ponds;  system,  gravity: 
mains,  6  miles,  8  to  9  in.  dia.:  80  hydrants;  6 
valves;  115  services;  pressure,  dom.  96  lbs.,  fire 
9G  lbs.;  cost  to  construct,  186,000;  ann.  cost  of 
mtce.,  $1,000;  works  belong  to  village. 

ASHLAND  pop.  1,600;  fire  area,  1,500  acres; 
mercantile  bldgs.,  concrete  and  wood.  1  to  3  sto- 
ries; private,  wood  and  brick,  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in- 
vestiflrated.  Fire  dept— 1  h.  &  I.  truck.  4  c  hand 
ex.,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
Rood,  1,500  ft;  fire  alarm,  bell  and  whistle,  12 
boxes;  value  of  dept  equipment,  $2,200;  value  of 
i)l<i8rs.,  $3,000;  ann.  exp.  of  dept,  $500;  total  mem., 
ZH   voltintcers. 

Watks  Supply— 'Source,  pond,  2H  miles  from 
tusincsB  center;  system,  gravity,  pump  to  res.; 
luality  of  water,  good;  res.  cap.  1,000,000  gals.^  lo- 
-ated  ^  mile  from  pond;  1  pumping  engine; 
nains,  cast  iron,  10  miles,  6  to  10  in.  dia.;  8z  hy- 
[rants;  2  valves;  meters,  total  number,  4,  Crown, 
wned  by  town:  258  services;  pipe,  galv.  iron;  pres- 
ure,  dom.  100  lbs.,  fire  100  lbs.;  cost  to  construct, 
35,000;    cost  of  mtce..  $400;  works  belong  to  town. 

BARTLETT,   pop.  650;   bldgs..  wood,  1  and  2 
lories.      Fire   dept. — ^1  hose  carriage,  1   pump   at 


mill;  hose,  linen,  good,  1,200  ft;  fire  alarm,  elec- 
tric. 8  boxes. 

WATsa  Supply— Source,  brook,  4  miles  from 
business  center:  system,  gravity;  quality  of  water, 
fine;  res.  cap.  1,000,000  gals.,  located  1  mile  from 
village;  mains,  6  miles,  2  to  10  in.  dia.;  120  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  62  lbs.; 
cost  to  construct,  $12,000;  works  belong  to  village. 

BATH,  pop.  800;  fire  area.  100  acres;  mercantile 
bldgs..  brick  and  wood,  1  to  2  stories;  private  dwell- 
ings^ brick,  stone  and  wood,  1  to  8  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  not 
investigated;  av.  fire  loss  per  yr,  for  the  paat  8 
yrs..  $1,000.    Fire  dept  all  volunteers. 

WATia  Supply— <Source,  springs,  6^000  ft  from 
business  center:  svstem,  gravity;  quality  of  water, 
good;  mains,  1,000  ft;  26  services;  pipe,  gidv. 
iron;  pressure,  dom.  100  lbs.,  fire  lOO  Tba.; 
cost  to  construct,  $6,000;  works  belong  to  Co. 

BELMONT,  pop.  1.294;  fire  area.  1,000  acres; 
private  bldss.,  wood,  2  stories;  wooden  roofs  per- 
mitted in  are  area:  causes  of  fires  investigated. 
Fira  dept— 1  h.  ft  I.  truck,  1  hose  wagon,  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good,  760  ft; 
fire  alarm,  bell;  value  of  dept  equipment  $600; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept,  $126; 
total  menu,  20  volunteers. 

Watik  Supply— Source,  reservoir,  1  mile  from 
business  center;  system,  pump  direct;  qualitv  of 
water,  good;  res.  cap..  lOO.OOO  gals.,  located  on  hill; 


...•a«i«,     ant     m^««.  «M.k*,     *w     ««>•>.««.«,      f-f^f     •«••»■     »»v»t 

pressure,  dom.  hS  lbs.,  fire  86  lbs.;  consumption, 
per  dav  80,000  gals.,  per  capita  20  gals.;  cost  to 
construct,  |14,000;  bonded  debt,  $7,800;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $300;  works 
belong  to  town. 

BENNINGTON.  Fire  dept— 1  hand  engine,  1 
hose  carriage;  hose,  600  ft;  fire  alarm,  bell;  total 
mem.,  45. 

Watss  Supply— Source,  reservoirs. 

BERLIN,  pop.  14,000;  fire  area,  50  acres;  mer- 
cantile bldgs.,  wood  and  brick,  2  and  8  stories; 
private,  wood^  1  and  2  stories;  wooden  roofs  not 
permitted.  Fire  dept. — ^1  steamer,  1  c.  engine,  1 
h.  &  1.  truck,  3  hose  carriages:  hose,  rubber,  good. 
4,000  ft;  fire  alarxn,  Gamewell,  27  boxes;  value  of 
dept.  equipment,  $20,116;  value  of  bldgs.,  $24,600; 
total  mem.  41,  paid  full  time  8,  paid  part  time  33; 
underwriters'  rating,  first  class. 

Watis  Supply — Source,  brooks,  2%  miles  from 
business  center;  system,  gravitv;  res.  cap.  10,000,- 

000  gals.;  cap.  per  day,  1,400,000  gals.,  constructor 
Deans;  mains,  cast  iron,  12  miles,  6  to  12  in.  dia., 
Radford;  92  hydrants,  Ludlow;  76  valves;  meters, 
total  number  82,  owned  by  Co.  and  consumer; 
1,236  services;  pipe,  galv.  iron;  pressure,  dom. 
60  lbs.,  fire  70  to  1^  lbs.;  cost  to  construct,  $220.- 
000;  ann.  cost  of  mtce.,  $8,000;  works  belong  to 
Co. 

BETHLEHEM,  pop.  1,261;  mercantile  bldga., 
wood,  1  to  8  stories;  private,  wood,  1^  to  4  stories; 
wooden  roofs  permitted;  fireworks  and  combust 
ibles  ord.;  causes  of  fires  investigated.  Fire  dept 
—1  c.  engine,  1  h.  &  1.  truck,  1  hose  carriage; 
hose,  linen,  good,  1,200  ft;  fire  alarm,  bell;  total 
mem.,  28  volunteera. 

VVatex  Supply — Source,  springs;  svstem,  grav- 
ity; res.  cap.,  260,000  gals.;  mains,  12  miles,  4  to 
6  in.  dia.;  23  hydrants;  5  valves;  58  services; 
pressure,  dom.  80  lbs.,  fire  120  lbs.;  cost  to  con- 
struct, $70,000;  works  belong  to  village. 

BOSCAWEN,  pop.  1.400;  mercantile  bldgs.. 
brick  and  wood,  1  to  3  stories;  private,  brick  and 
wood.     Fire  dept.— 4  c.  hand  ex..  2  hose  wagons, 

1  bor».c:   fire  alarm,  bell  and  whistle;  total  mem., 
21  volunteers. 
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Watis  Supply— Source,  pond,  7  miles  from 
bniiness  center;  system,  gravity  to  res.;  res.  cap.. 
400,000  gals.:  mains,  wood,  14  miles,  4  to  12 
in.  dia.,  Mick  Pipe  Co.:  68  hjdranU,  Wood;  200 
services;  pressure,  fire  66  to  90  lbs.;  cost  to  con- 
struct, |7o,000;  int  paid  on  bonds,  4H  per  cent; 
ann.  cost  of  mtce..  fSOO;  works  belong  to  town. 

BRISTOL,  pop.  1,000;  mercantile  bldgs.,  brick 
and  wood,  2  to  4  stones:  private,  wood,  1^  stories; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles ord.  jcauses  of  fires  investigated;  fire 
loss  for  1901.  120,000;  ins.  for  same  time,  |S6,- 
000.      Fire    dept.— 1    hand    engine,    1    h.     &    I. 


ton,  rubber  lined,  good  600  ft.;  rubber,  good  1,600 
ft;  inferior,  all  kinds.  600  ft;  total  hose.  2j600 
ft;  fire  alarm.  Gamewell,  6  boxes;  value  ot  dept 
equipment,  12,000;  value  of  bldgs..  $1,600;  total 
mem.,  66  "volunteers;  underwriters'  rating,  first 
class. 

Watbs  Supply— Source,  lake,  21-S  miles  from 
business  center;  system,  gravity;  quality  of  water, 

!rood ;  mains,  cement  and  cast  iron,  7  miles,  4  to 
4  in.  dia.;  88  hydrants.  Chapman;  pipe,  iron: 
pressure,  dom.  65  lbs.,  fire  126  lbs.;  works  belong 
to  Co. 

BROOKLINE,  pop.  700;  bldgs.,  wood.  Fire 
dept. — ^1  hand  engine,  3  chem.  hand  ex.,  1  hose  car- 
riage; hose,  1,000  ft;  fire  alarm,  bell  and  whistle; 
total  mem.,  35. 

Water  Supply— Not  reported. 

CAMPTON.  pop.  999;  bldgs.,  wood,  2  and  S 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated;  no 
fire  dept 

Water  Supply— Source,  wells. 

CANAAN,  Carroll  Co.,  pop.  500;  fire  area,  MO 
acres;  mercantile  bldgs.,  wood,  1  and  2  stories; 
private,  wood,  1  and  Z  stories;  wooden  roofs  per- 
mitted in  fire  area;  causes  9f  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck,  1  hose  carriage;  hose, 
cotton,  rubber  lined,  1,450  ft.;  value  of  dept  equip- 
ment, $800;  value  of  bldgs.,  $600;  total  mem.,  20 
volunteers. 

Water  Supply— Source,  lake,  2  miles  from  bus!* 
ness   center;    system,    gravity;    quality   of   water, 

rd;  mains,  iron,  8^  miles;  18  hydrants,  Ludlow; 
ralves;  66  services;  pipe,  galv.  iron;  pressure, 
dom.  86  lbs.,  fire  90  lbs.;  cost  to  construct,  $12,- 
000;  bonded  debt.  112,000;  int  paid  on  bonds,  6 
per  cent;  works  belong  to  Co. 

CHARLESTOWN.  pop.  1,478.  Fire  dept.— 1  h. 
&  1.  truck,  1  hose  cart  2  reels;  hose,  1,000  ft; 
total  mem.,  24  volunteers. 

Water  Supply— System,  gravity;  pressure,  96 
lbs.;  44  hydrants. 

CLAREMONT,  pop.  7,000;  fire  area,  100  acres; 
mercantile  bldgs.,  onck  and  wood,  2  to  4  stories: 
private,  wood,  ^  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  steamer, 
1  h.  &  1.  truck.  7  c.  hand  ex.,  1  hose  wagon,  4  hose 
carriages,  6  horses;  hose,  cotton,  rubber  lined, 
good, ^00  ft;  rubber,  good,  200  ft;  inferior,  all 
kinds,  200  ft;  total  hose,  4.200  ft;  fire  alarm,  bell 
and  whistle,  29  boxes;  value  of  dept.  equipment, 
$7,300;  ann.  exp.  of  dept,  $4,100;  total  mem.,  51 
volunteers. 

Water  Supply— Source,  brooks,  1^  miles  from 
business  center;  system,  gravity  and  pump  direct; 
quality  of  water,  good;  res.  cap.  82,000,000  gals., 
located  Green  Mt.;  1  pumping  engine,  cap.  per 
day  1,000,000  gals.,  constructor  Blake;  mains, 
cast  iron  and  cement,  20^^  miles,  2  to  12  in.  dia.; 
103  hydrants;  239  valves;  meters,  total  number  379, 
owned  by  city;  1,033  services;   pipe,   cement  and 

S'v.  iron;  pressure,  dom.  60  to  120  lbs.,  fire  50  to 
lbs.;  works  belong  to  city. 

COLEBROOK,  pop.  2,100;  fire  area.  1,000  acres; 
mercantile  bldgs.,  wood,  2  and  3  stories;  private, 
wood.  1  and  2  stories;  wooden  roofs  permitted. 
Fire  dept. — ^1  hand  engine,  1  h.  &  1.  truck,  6  chem. 
hand  ex.,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good,  1.000  ft.;  interior,  500  ft.;  total  hose 
2,100  ft.;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment,  $1,500;  value  of  bldgs.,  $1,500;  ann. 
exp.  of  dent.,  $150;  total  mem.  21  paid. 

Water  Supply— Source,    brook,    2    miles    from 


business  center;  system,  gravity;  quality  of  water, 
good;   res.   cap.,   1,500,000  gals.;   mains,   iron  and 

?;alv.  iron,  10  miles,  6  to  8  in.  dia.;  32  hydrants; 
50  services;  pipe,  galv.  iron;  pressure,  dom.  7i 
lbs.,  fire  75  lbs.;  cost  to  construct  $66,000;  ann. 
cost  of  mtce.,  $50;  works  private. 

CONCORD,  pop  19,882;  fire  area,  8K  aq.  flxOes; 
mercantile  blags.,  brick,  2  to  6  stories;  private, 
wood,  PA  stones;  wooden  roofs  not  permitted  in 
fire  area;  combustibles  ord.;  causes  of  fires  invcs> 
tigated.  Fire  dept— 2  h.  &  1.  trucks,  4  steamers, 
2  hand  engines,  1  c.  engine.  21  c.  hand  ex.,  7  hose 
wagons,  1  hose  carriage.  14  horses;  hose,  cotton, 
rubber  lined,  good,  13,300  ft;  fire  alarm,  electric, 
60  boxes;  value  of  dept  equipment,  $^000:  valae 
of  bldgBL.  $84,000:  ann.  exp.  of  dept,  $28,128;  total 
mem.  zOO,  paid  full  time  9,  paid  part  time  ISL 

Water  Supply— Souree,  lake,  M  milea  fross 
business  center;  system,  gnmty  and  pumpto  res.: 
quality  of  water,  good;  res.  cap.,  2,000,000  gals.; 
2  pumpinff  engines,  class  triplex  and  hor.,  cap.  per 
day  4,000,000  gals.,  constructor  Worthington;  mams, 
cast  iron  and  cement  87.28  miles,  4  to  90  m.  dia.; 
372  hydrants;  928  valves;  meters,  total  number 
1,532,  Crown,  Union,  Hersey  Disc,  Worthingtoa 
and  Lambert  owned  by  city;  8.627  services;  pipe, 
cast  iron  and  lined;  pressure,  dom.  48  lbs.,  fire  88 
lbs.;  cost  to  construct  $969,615.15;  bonded  debt 
$610,000;  int.  paid  on  bonds,  3  and  4  per  cent; 
cost  of  mtce..  il0»126.11:  works  belong  to  city. 

CONTOOCOOK,  pop.  1,862.  Fire  dei»t— 1  hose 
cart,  1  h.  &  1.  truck;  hose,  1,700  ft;  total  mem.,  20 
volunteers. 

Water  Supply— Source,  pond,  6  miles  from  busi- 
ness center;  system,  gravity^  res.  ca^.  175,000,000; 
mains,  6  miles,  8  to  -4  in.  dia. ;  26  hydrants,  Lnd> 
low;  60  services;  pressure,  fire  150  lbs;  coat  to 
construct,  $26,000;    works   belong  to   Co, 

CONWAY,  pop.  8,164;  mercantile  bldga.  brkk 
and  wood,  1  and  2  stories;  private,  brn  and 
wood,  1  to  2%  stories^  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  caaaea  of  fires 
investigated.  Fire  dept— 2  hose  carriaffea;  hose, 
cotton,  rubber  lined,  good  2,000  ft;  mbber,  good 
500  ft;  total  hose,  2.600  ft 

Water  Supply— Souree,  brooks,  2^  miles  from 
business  center;  system,  gravity;  ^usJity  of  water, 
good;  res.  cap.,  100.000  jnds. ;  mama,  cast  iron,  I 
miles,  4  to  10  in.  dia.;  S  hydrants;  9  valves:  139 


services;  pipe,  nlv.  iron;  pressure,  dom.  46  to  SO 
lbs.,  fire  46  to  60  lbs.;  cost  to  construct,  $I8»000: 
cost  of  mtce.,  $200;  works  belong  to  Co. 

DERRY,  pop.  6,000;  bldgs.,  wood;  wooden  roofs 
Fi       * 


permitted.  Fire  dept— 2  hose  wagons,  2  hose 
riages;  hose,  cotton,  rubber  lined,  good  1J500  ft; 
rubber,  good  1,000  ft;  total  hose,  2,600  ft;  fire 
alarm,  bell,  10  boxes;  value  of  dei>t.  e«raipmeot 
$8,600;  total  mem.,  80,  paid  full  time  1,  vohmr 
teers,  29. 

Watbk  Supply— Source,  wells,  V&  mile  from 
business  center:  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  180,000  gals.,  dim.  SO  x  86,  material  used 
in  cons,  steel;  quality  of  water,  good;  2  painniiw 
engines,  class  dup.  comp.,  cap.  per  day  1,60(1.001 
gals.,  constructor  Knowles;  mains,  cast  iroct,  8 
miles,  2  to  10  in.  dia.;  66  hydrants;  48  valves: 
meters,  total  number  5,  Nash  6.  Hersey  Disc  ^ 
Buffalo  1,  Empire  78,  owned  by  town;  693  serr- 
ices;  pipe,  galv.  iron;  pressure,  dom.  S»  lbs.,  fire 
95  lbs.;  consumption  per  day,  286.900  gals.;  int. 
paid  on  bonds,  o  per  cent;  works  belong  to   C-i 


DOVER,  pop.  15,200;  fire  area,  2,000  a« 
cantile  bldgs.,  stone,  brick  and  wood,  2  to  6  sto> 
ries;  private,  wood,  2%  stories;  wooden  roofs 
permitted;  no  fireworks  and  combnstiblca  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per 
yr.  for  8  yrs.,  $13,288.91;  av.  ins.  for  suae  tsasc. 
$11,099.74.  Fire  dept.— 3  steamers,  1  hand  engine. 
6  c.  hand  ex.,  1  n.  &  L  trade,  4  hose  wagons. 
4  hose  reels,  8  horses;  hose,  eotton,  rnober 
lined,  good  6,000  ft.;  inferior,  all  kinds,  1,000  ft: 
toUl  hose,  8,000  ft;  fire  alarm,  Gamewell,  41 
boxes;  ann.  exp.  of  dept,  $11,182^;  total  mem.. 
68,  paid  full  time  4,  paid  part  time  64;  undei  an  iters* 
rating,  third  class. 

Water  Supply— Source,  spring  and  ponds,  1 
miles  from  business  center;  systenupnmp  to  res.; 
quality  of  water,  good;  res.  cap.  2,000,000  gals.,  k>- 
cated  top  of  Garrison  hill:  8  pumping  engines, 
class  dup.  comp..  cap  per  day  4,800,000  gals.,  con- 
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structor  Blake;  mains,  cast  iron,  26  miles,  4  to  16 
in.  dia.;  187  hydrants:  864  valves:  meters,  total 
number  900,  Crown  226,  Nash  89,  Union  91,  Em- 
pire 18,  Hersev  Rotary  68,  Trident  81,  Thomson  8, 
Ball  &  Fttts  8,  Worthington  8,  Columbia  8,  Lam- 
bert 810,   King  84,   Keystone  10,  owned  by  city; 


1,881  services;  pipe,  cement  lined;  pressure,  dom. 
96  lbs.,  fire  96  lbs.;  consumption  per  day,  737,960 

Sis.;    cost   to   construct,   |«0O,O0O;    bonded   debt. 
12,000 rjnt.  paid  on  bonds,  2!%  per  cent;  cost  ot 
mtce.,  121,000;  works  belong  to  city. 

ENFIELD,  pop.  2f000;  mercantile  bldgs.,  orick 
and  wood,  1  to  8  stones;  private,  wood,  1%  stories; 
wooden  roofs  permitted  m  fire  area.  Fire  depL— 
1  hand  engine,  8  hose  carriages;  hoae,  cotton,  rub- 
ber lined,  good,  1,000  ft.;  rubber,  good,  1,600  ft.; 
inferior,  all  lands,  2,000  ft;  total  hose,  4^  ft.; 
fire  alarm,  bell  and  whistle;  ann.  exp.  of  depL, 
$640;  total  mem.,  28  volunteers. 

WATsa  SupTLY— Source,  river;  system,  pump  to 
res.;  res.  cap.  60,000,000  gals.;  mains,  4H  miles:  88 
hydrants.  Walker;  pressure,  dom.  60  to  80  Iba., 
fire  60  to  80  lbs.:  cost  to  cosatruct.  |46,000;  works 
belong  to  fire  district. 

EPFING,  pop.  1,641;  mercantile  bldgs.,  wood, 
S  stories:  private,  wood.  8  stories;  wooden  roofs 
permitted;  fireworks  ord.;  fires  ixivestinted.  Fire 
dept.— 8  hand  engines,  1  h.  &  1.  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  700  ft; 
fire  alarm,  bell;  total  mem.,  26  volunteers. 

Watir  Supply— Source,  1  large  cistern  and 
wells. 

EXETER,  pop.  4,982;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick,  1  to  4  stories;  private,  wood, 
8  stories:  wooden  roofs  permitted  in  fire  area; 
causes  ot  fires  investigated.  Fire  dept— 1  steamer, 
1  hand  engine,  12  c  nand  ex.,  1  h.  &  1.  truck,  8 
hoae  wagons,  1  hose  carriage,  2  horses;  hose,  cot- 
ton, rubber  lined,  good,  6,600  ft;  inferior,  all 
kinds,  600  ft;  total  hose.  7,000  ft;  fire  alarm, 
electric  19  boxes;  value  of  dept.  equipment,  $12,' 
606;  value  of  bldgs.,  18,000;  ann.  exp.  of  dept., 
15.000:  total  mem.  71,  paid  full  time  1,  paid  part 
time  70. 

Watir  SupPLr->Source,  river  and  wells:  system, 
pump  to  stdp.;  stdp.  cap..  211,000  gals.,  dim.  26  x 
60:  filtration  system,  N.  Y.  Filter;  cap.  of  plant, 
lOMOO  gals.;  2  pumping  engines,  cap.  per  day 
2,000,000  gals.,  constructor  Worthington.  mains, 
cast  iron,  14  miles,  4  to  10  in.  dia.;  60  hydrants. 
Coffin;  meters,  total  number  18,  Crown  7,  Hersey 
Rotarv  X  Thomson  1,  Nash  X  meters  owned  by 
Co.;  649  serrices;  pipe,  gal  v.  iron;  pressure,  dom. 
60  lbs.,  fire  60  lbs.;  consumption,  per  day  179,494 
gals.,  per  capiu  86  gals.;  cost  to  construct,  |140,- 
OOO;  int  paid  on  bonds,  6  per  cent;  works  be- 
long to  Co. 

FARMINGTON,  pop.  2,266;  bldgs.,  wood.  2  and 
3  stories;  wooden  roofs  permitted.  Fire  dept—l 
hand  engine,  1  h.  &  1.  truck.  6  hose  carriages; 
hose,  cotton,  rubber  lined,  good  4,000  ft.;  leather, 
good  600  ft;  total  hose,  4,6uO  ft.;  fire  alarm,  bell; 
value  of  dept  equipment  18,800:  value  of  bldga^ 
$2,600;  ann.  exp.  of  dept,  11,400;  toul  mem.,  70 
volunteers. 

Water  St7PPLT->Source,  springs;  system,  pump 
to  res.;  pumping  engines,  constructor  Knowles; 
mains,  8  miles,  4  to  8  in.  dia.:  82  hydrants,  Carls; 
meters,  total  number  80:  150  services;  pressure, 
dom.  40  lbs.,  fire  70  to  100  lbs. ;  ann.  cost  of  mtce., 
$600;  works  belong  to  city. 

FITZWILLIAM.  pop.  1,200;  fire  area,  1,600 
acres;  mereantile  bldgs.,  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  combustibles  ord.;  causes  of  fires  inves- 
tigated. Fixe  dept— 1  hand  engine,  1  c.  enp^ine, 
1  h.  &  1.  truck,  1  hose  wagon,  1  hose  carnage; 
liose,  cotton,  rubber  Imed,  good,  1,100  ft;  fire 
alarm,  bell  and  whistle;  ann.  exp.  of  dept,  $200; 
total  mem^  60  volunteers. 

Watrr  Supply— Source,  springs;  system,  grav- 
itf/,  res.  cap.,  160,000  gals.;  mains,  lead,  ^  mile. 
S  in.  dia.;  8  services;  consumption,  per  day  86,000 
^Is.,  per  capita  86  gals.;  cost  to  construct.  $460; 
ann.  cost  of  mtce..  $40;  works  belong  to  town. 

FRANCESTOWN.  pop.  693.  Fire  dept— 1  hand 
engine,  20  c.  hand  ex.,  1  hose  cart;  hose,  800  ft; 
total  mem.,  80,  part  paid. 

Watir  Supply— Not  reported. 


FRANKLIN,  pop.  6,860;  fire  area,  8,660  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  8  stories; 
private,  wood  and  brick,  1  and  2  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept— 1  steamer,  1  hand  engine,  2  h.  & 
1.  trucks,  2  hose  wagons,  5  hose  reels;  hose,  cot- 
ton, rubber  lined,  4,TC0  ft.;  fire  alarm,  bell  and 
whistle,  13  boxes;  ann.  exp.  of  dept,  $3,000;  total 
mem.,  46,  paid  part  time. 

Watir  Supply— Source,  springs;  system,  pump 
to  res.;  res.  cap.,  600,000  gals.;  2  pumping  engines, 
cap.  oer  day  400,000  gals.,  constructors  Deane  and 
Gould;  mains,  iron.  10  miles,  4  to  12  in.  dia.;  108 
hydrants,  Ludlow;  94  valves;  meters,  total  number. 
70iB;  616  services;  pressure,  dom.  100  lbs.,  fire  100 
lbs.;  consumption,  per  day  178,000  gals.,  per  capita 
29  gals.;  cost  to  construct,  $116,5o4.76;  ann.  cost 
of  mtce.,  11,924.06;  works  belong  to  dty. 

GILMONTON,  pop.  1,600;  fire  area,  600  acres; 
mercantile  bldgs.,  wood,  1  to  2  stories;  private, 
brick  and  wood,  1  to  3  stories;  wooden  roofs  per- 
mitted in  fire  area;  causes  of  fire  investigated. 
Fire  dept— 1  c.  engine,  5  hand  ex.;  hose,  100  ft.; 
fire  alarm,   bell;  total  mem.,   24  volunteers. 

Water  Supply— Not  reported. 

GOFFSTOWN,  pop.  2,628;  fire  area,  1,280  acresi 
mercantile  bldgs.,  wood,  2  and  8  stories:  privatCt 
wood,  2%  stories;  wooden  roofs  permitted;  no 
fireworks  and  combuatibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  hand  engine.  1  h.  ft  L 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 

food,  2,350  ft;  inferior,  all  kinds,  500  ft;  total 
ose,  2,850  ft. ;  fire  alarm,  Gamewell ;  value  of  dept. 
eouipment,  81,740;  value  of  bldgs..  $1,000;  ann.  exp. 
of  dept.,  $1,132.31;    total    mem.,   40   volunteers. 

Watir  Supply— Source,  brook.  1%  miles  from 
business  center;  svstem,  gravity;  quality  of  water, 
ffood;  res.  cap.,  1260,000  gals.;  mains,  cast  iron. 

0  miles,  4  to  12  in.  dia.;  44  hydrants,  Ludlow;  21 
valves,  Ludlow;  meters,  total  number  88,  Crown: 
260  services;  pipe,  galv.  iron;  pressure,  fire  102 
lbs.;  cost  to  construct,  $60,100;  int  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  $800;  works  be- 
long to  village. 

GORHAM,  pop.  1,900:  fire  area,  60  acres;  mer- 
cantile bldgSM  brick  and  wood,  1  to  8  stories;  pri- 
vate, wood,  n  stories;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 8 
hand  engines,  2  h.  &  L  trucu,  2  hose  wagons,  2 
hose  carriagea;  hoae,  cotton,  rubber  lined.  Kood, 
8,000  ft;  fire  alarm,  whistle;  ann.  exp.  ot  aept, 
$400:  total  menu,  140  volunteers. 

Watsr  Supply— 6ource,  springs,  1  mile  from 
business  center;  svstem,  gravity;  quality  of  water, 
good;  res.  cap.,  18,000  gals.:  mains,  cast  iron  and 
galv.  iron.  6^  miles,  2  to  4  in.  dia.;  11  hydrants; 
17  valves;  868  services:  pipe,  galv.  iron;  preasure, 
dom.  66  lbs.,  fire  66  lbs.;  consumption  per  day, 
26,000  gals.;  cost  to  construct,  844,896;  bonded  debt. 
$4,400;  int  paid  on  bonds,  6  per  cent;  cost  of 
mtce.,  $360;  works  belong  to  Co. 

GREENVILLE,  pop.  1,606;  mercantile  bldgs., 
brick  and  wood,  4  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  nreworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.    Fire  dept— 

1  c  engine.  6  c.  hand  ex.,  1  h.  &  1.  truck,  2  nose 
carriages,   2   horses;   hose,   cotton,  rubber   lined. 

5ood  2,600  ft.;  fire  uarm,  electric,  1  box;  value  off 
ept  equipmAt,  $2,600;  ann.  exp.  of  dept,  $400,- 
totisl  mem^  28  volunteers. 

Water  Supply— 'Source,  rioer;  system,  pump  to 
res.;  res.  cap.,  400,000  gals.;  mains,  2  miles;  26 
hydrants;  meters,  total  number,  14,  Buffalo;  pres- 
sure, dom.  60  lbs.;  works  belong  to  Co. 

GROVETON,  pop.  1,200;  mercantile  bldars., 
wood,  3  stories;  private,  wood.  1^  stories;  wooden 
roofs  permitted;  no  fireworks  ord.;  fires  investi- 
gated. Fire  dept- 1  h.  &  1.  truck.  1  hose  carriage: 
hose,  cotton,  good  1,600  ft;  total  membership,  20 
volimteers. 

Water  Supply— Source,  springs  and  brooks,  2 
miles  from  business  center;  system,  gravity:  qual- 
ity of  water,  good;  res.  cap.  600,000  gals.,  located 
170  ft  above  village:  mains,  cast  iron,  9  miles,  4 
to  10  in.  dia.;  4d  hvdrants;  221  services;  pipe, 
galv.  iron;  pressure,  dom.  76  lbs.,  fire  75  lbs.;  cost 
to  construct,  $45,000;  bonded  debt  $44,600;  int 
paid  on  bonds,  4  per  cent;  cost  of  mtce.,  $1,000* 
works  belong  to  city. 
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HANOVER,  pop.  1.884;  fir«  area,  700  acrea; 
mercantile  bldgt.,  Drick,  2  and  8  stories;  priTSte, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  depL— 1  h.  &  1.  truck,  1 
hose  wagon.  3  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,000  ft.;  inferior,  all  kinds,  1,600 
ft.;  toul  hose.,  2600  ft.;  fire  alarm  electric,  8 
boxes;  value  of  dept.  equipment,  11,800;  ann.  exp. 
of  dept.,  {760;  total  mem.,  26  volunteers. 

Watbx  SupPLY-^ource,  springs,  8  miles  from 
business  center:  system,  gravity:  quality  of  water, 
ffood;    mains,  12  miles,  6  to  14  in.   dia.;   60   hy- 


n 


fals^  cost  to  construct,  $100,000;  bonded  debt. 
^20,000:  int.  paid  on  bonds,  4  per  cent;  cost  of 
mtce.,  1600;  works  belong  to  Co. 

HAVERHILL,  pop.  2,600;  fire  area,  860  acres; 
mercantile  bldgs.,  bnck  and  wood,  2  to  4  stories; 
private,  brick  and  wood,  1^  to  2  stories;  wooden 
roofs  permitted:  no  fireworks  and  combustibles 
ord.;  causes  of  nres  investigated;  av.  fire  loss  for 
past  8  vrs.,  12,000;  ins.  for  same  time,  $8,000.  Fire 
dept.— 6  c  hand  ex.,  1  h.  &  L  truck,  2  hose  wagons, 
2  hose  reels;  hose,  cotton,  rubber  lined,  8|500  ft; 
fire  alarm,  whistle:  value  of  dept.  equipment, 
$2,000;  ann.  exp.  of  dept.,  $600;  total  mem.,  81, 
paid  part  time;  underwriters'  rating,  second  class. 

Watbs  SuppLY—Source,  river,  situated  in  town; 
system,  Hawley;  quality  of  water,  poorj  1  Lang 
pump,  cap.  per  day,  ifiOOflOO  gals.;  mains,  iron, 
4  miles.  4  to  10  in.  dia.;  24  hydrants:  pressure, 
dom.  80  lbs.,  fire  125  lbs.;  cons,  per  day,  600,000 
gals.,  per  capita  240  gals. ;  works  belong  to  Co. 

HENNIKER,  pop.  1,607;  mercantile  bld^, 
wood,  1  to  8  stories;  private,  wood  1%  stones; 
wooden  roofs  permitted;  fireworks  and  oombusti- 
bles  ord.:  causes  of  fires  investigated;  av.  fire  loas 
per  yr.  for  8  yrs.,  $4,406;  av.  Ina.  for  same  time, 
$4,600.    Fire  dept— 1  band  engine,  80  c  hand  ex., 

1  h.  &  1.  truck,  2  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  800  ft.;  inferior,  all  kinds,  400 
ft.;  total  hose,  1,200  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,000;  value  of  bldgs.,  $8,000; 
total  mem.  60,  paid  part  time. 

Water  Supply— Source,  springs;  1  mile  from 
business  center;  system,  gravi^;  mains,  galv. 
iron,  8  miles,  8  in.  ma.:  8  hydrants;  1  meter:  pipe, 
galv.  iron;  pressure,  dom.  110  lbs.,  fire  119  ibs.; 
cost  to  construct,  $10,000;  works  belong  to  Co. 

HILLSBORO  BRIDGE,  pop.  2,264;  hre  area. 
640  acres;  mercantile  bldgs.,  wood  and  brick,  2 
and  8  stories;  private,  wood,  1%  and  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated:  fire  loss 
for  1  yr.,  $1,600;  ins.  for  same  time,  $1300.  Fire 
dept.— 6  c  hand  ex.,  1  h.  ft  1.  truck.  1  hose  wagon. 

2  hose  carriages;  hose,  cotton,  ruboer  lined,  good 
1,600  ft.;  inferior,  all  kinds,  600  ft.;  total  hose. 
2,000  ft;  fire  alarm,  Gamewell,  8  boxes;  value  of 
dept.  equipment,  $2,000;  value  of  bldgs.,  $2,000; 
ann.  exp.  of  dept,  $160;  total  mem. 

WATsm  Supply— Source,  pond;  system,  gravity; 
res.  cap.,  600,000  gals.;  mains,  8  miles;  40  hy- 
drants, Chapman;  876  services;  pipe,  iron  and 
cement  lined;  pressure,  dom.  76  lbs.,  fire  75  lbs.; 
cost  to  construct,  $60,000;  ann.  cost  of  mtce.,  $600; 
works  belong  to  precinct 

HINSDALE,  pop.  1,838;  fire  area,  200  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; no  fireworks  and  combustibles  ord.  Fire 
dept— 1  hand  engine,  1  h.  &  1.  truck,  4  hose  car- 
riages; hose,  cotton,  rubber  lined,  1,000  ft.;  linen, 
food,  2,500  ft;  inferior,  all  kinds,  1,000  ft;  total 
ose,  4,600  ft;  fire  alrm,  bell;  value  of  dept 
equipment,  $15,000;  value  of  bld)^.,  $4,600;  ann. 
exp.  of  dept.,  $750;  total  raem.,  To  volunteers. 

Water  Supply— (For  fire  purposes  only.) — 
Source,  river  and  canal;  system,  pump  direct:  6 
pumping  engines,  cap.  per  dav  1,440,000  Rals.; 
mains,  cast  iron,  2%  miles,  4  to  o  in.  dia.;  Wood; 
30  hydrants,  Walworth  and  Chapman;  pressure, 
fire  90  to  120  lbs.;  cost  to  construct,  $12,000; 
works  belong  to  Co. 

HOLLIS,  pop.  910;  mercantile  bldgs.,  wood.  1 
and  2  stories;  private,  wood,  2  stones;  wooden 
roofs  permitted  in  fire  area.    Fire  dept.— 1  steamer. 


1  hand  engine,  12  c.  hand  ex..  1  hoae  earriape; 
hose,  cotton,  rubber  lined,  good,  1.200  ft :  inferior, 
all  kinds,  800  ft:  toUl  hose,  1,600  ft;  fire  alarm, 
bell;  yalvtt  of  dept.  equipment,  HtpOO;  value  of 
bldgs..  $600;  ann.  exp.  of  dept,  $197;  total  mcm^ 
26  volunteers. 

Watir  Supply— Source,  well  and  daterns. 

HOPKINTON.  Fire  dept— 1  hand  engine,  » 
hand  ex.;  80  volunteers. 

Watir  Supply— Source,  wella,  H  nile  frooi 
business  center;  mains,  cast  iron,  IH  to  2  in.  dia.; 
coat  to  conatruct,  $3,000. 

HOOKSETT.— Fire  dept  not  reported. 

Water  Supply— Source,  pond,  8.2  miles  f  ron 
business  center;  system,  pumping,  dim.  10  x  10  ft.; 
construction,  brick;  quality  of  water,  good;  res. 
cacL,  8,000  gals.;  1  pnmping  engine,  cap.  per  daj 
20,000  gals.;  maini^  iron,  2  miles^  IH  to  2  in.  dia.; 
40  services;  pipe,  iron;  consumption  per  day,  4,000 
gals.;  works  belong  to  private  Co. 

HUDSON,  pop.  1,800;  mercantile  bldgs.,  wood, 

2  stories;  private,  wood,  2  stories;  wooden  roofs 
permitted.  Fire  dept.— 1  hose  wagon  6  c.  hand 
ex.;  hose,  cotton,  rubber  lined,  ^ood  2,000  ft; 
fire  alarm,  bell;  value  of  dept.  equioment,  $1«000; 
value  of  bldgs.,  $400;  ann.  exp.  ot  dept.,  $400; 
total  mem.,  46  volunteers. 

Watrr  Supply— Source,  springs;  system,  pump 

12  z  10, 


to  stdp.;  stdp.  cap.  75,000  gala.,  dim. 

terial  used  in  cons,  iron;  pumping  engines, 

per  day  1,000,000  gals.,  constructor  Wordiinston; 

mains,    4    miles,     2    to    6in.    dia.,    Hawkins;     11 

hydranta.  Chapman;  88  services:  pressure,  dom.  45 

lbs.,  fire  125  lbs;  cost  to  construct,  $60gOOO;  works 

belong  to  Ca 

JAFFREY,  pop.  1,981;  mercantile  bldaSi  brick 
and  wood,  2  to  4  stories;  private,  wood,  8  storiea; 
wooden  roofa  permitted  in  fire  area;  fireworks  and 
combustibles  ord.:  causes  of  fires  investicited. 
Fire  dept—* 1  hand  engine,  2  c  mginrs,  6  c.  haiid 
ex.,  1  h.  ft  L  truck,  1  hose  carriage;  hose,  ootton, 
rubber  lined,  good,  2,000  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $8,000;  value  of  bldga.,  SUOOO; 
ann.  exp.  of  dept,  $500;  total  mem.  86,  paid  past 
time. 

Watrr  Supply— Source,  pond:  system,  gravity; 
mains,  9H  miles,  12  in.  dia. ;  62  hydrants,  Ludlow, 
Rensselaer;  200  services;  pressure,  dom.  75  lbs., 
fire  75  lbs.;  cost  to  construct,  $60,000;  works  be- 
long to  town. 

KEENE,  ^p.  10,000;  mercantile  bldgs..  bride, 
4  stories:  private,  wood.  2  stories:  woodoi  roofs 

Sermitted;  fireworks  ana  combustibles  ord.  Fire 
ept.— 2  steamera,  1  hand  engine,  8  c.  hand  ex.,  S 
h.  &  L  trucks,  2  hose  carriagea,  8  horses;  hose,  cot- 
ton, rubber  lined,  good  7,000  ft :  inferior,  all  kmda, 
600  ft.;  total  hose.  7,500  ft.;  fire  alarm,  electric, 
28  boxes;  value  ox  dept  equipment,  $18,000;valiie 
of  bldgs.,  $10^000:  ann.  exp.  ot  dept,  $6,000;  total 
mem.,  69,  paid  full  time  4,  volunteers  05;  under- 
writers' rating,  first  class. 

Water  Supply— Source,  lakea,  8  to  7  milea  from 
business  center;  svstem.  gravity;  quality  of  water, 
good;  res.  cap.,  2,000,000  mis. ;  maina,  cast  iron, 
4^  miles,  4  to  24  in.  dia.;  281  hydrants;  297  valves: 
meters,  total  number  154,  owned  by  city  and 
consumer;  1,996  services;  pipe,  galv.  iron;  pres- 
sure, dom.  60  lbs.,  fire  63  lbs. ;  consumption  per 
day,  1.600,000  gals.;  cost  to  construct  $Sn,3i5; 
bonded  debt,  $9B,000;  int.  paid  on  bonds.  3H  and 


4  per  cent;  cost  of  mtce.,  $2,600;  works  belong  to 
city. 

KINGSTON,  pop.  1,182;  mercantfle  bldgs., 
wood,  2  and  8  stones;  private,  wood,  2  stones; 
wooden  roofs  permitted;  no  fireworks  sad  eom- 
bustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  hand  engine,  1  h.  &  1.  truck.  1 
hose  carriage;  hoae.  cotton,  rubber  lined,  good  600 
ft.;  fire  alarm,  bell;  value  of  dept.  couipmeBt, 
$1,000;  value  of  bldgs.,  $600;  total  mem.,  80  volun- 
teers. 

Watbi  Supply— Source,  wells. 

LACONIA,  pop.  8,042;  fire  area,  1,000  acres; 
bldgs.,  brick  snd  wood,  2  and  8  stories;  woodea 
roofs  not  permitted;  no  fireworks  and  combastlbles 
ord.  Fire  dept.— 1  steamer,  2  hand  enginea,  8  e. 
hand  ex..  2  h.  &  1.  trucks,  1  supply  wagon,  1  hose 
wagon,  6  hose  carriages.  8  horses;  hose,  oottoa. 
rubber  lined,  good  12,950  ft;  leather,  good  SOO  ft; 
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inferior,  all  kindi,  17,000  ft.;  toUl  hose,  80450  It; 
fire  alarm,  Gamewell,  82  boxes:  value  o£  dept. 
equipment,  112,000;  value  of  blags.,  $3,000;  ann. 
exp.  of  dept.,  17,360;  total  mem.,  112,  paid  full 
time  1,  volunteers  HI;  underwriters'  rating,  first 
class. 

Watsk  SuppLy--Source,  lake,  H  mile  from  busi- 
ness center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  8J5U.O0O  gals.;  2  pumping 
engines,  cap.  i>er  day  8,000,u00  gals.,  constructors 
Blake  and  Davidson;  mains,  cast  iron  and  cement, 
26  miles,  4  to  12  in.  dia.;  100  hvdrants,  Coffin, 
Ludlow  and  Wood;  Coffin,  Ludlow  and  Chap* 
man  valves;  meters,  total  number  1;446,  owned  by 
city ;  1*006  services ;  pipc,  wrought  iron ;  pressure, 
dom.  86  lbs.,  fire  8o  Ids.;  consumption,  per  day 
600,000  gals.,  per  capita  76  gals.;  cost  to  construct, 
$180,000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  17,244;  works  belong  to  Co. 

LANCASTER,  pop.  8,190:  fire  area,  1,200  acres; 
mercantile  bldfrs.,  wood  and  brick,  2  to  4  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 2  hand  enginea, 
8  c.  hand  ex.,  1  h.  &  1.  truck,  8  hose  wagons,  1 
hose  carriage,  2  horses;  hose,  cotton,  rubbed  lined, 
good  3,600  ft;  fire  alarm.  Gamewell,  U  boxes; 
value  of  dept.  equipment,  $2,000;  ann.  exp.  of  dept. 
$1,000;  total  mem.,  86  volunteers;  underwriters' 
rating,  second  dass. 

Water  Supply— Source,  brook,  6  miles  from 
business  center;  svstem.  gravity;  quality  of  water, 
good;  res.  cap.,  2,000,000  nls.;  mains,  cast  iron, 
12  miles,  6  to  12  in.  dia.;  70  hydrants;  66  valves; 
meters,  total  number,  1,  Crown,  owned  by  city; 
600  services;  pipe,  galv.  iron;  pressure,  dom.  75 
lbs.,  fire  75  to  86  lbs.;  cost  to  construct.  $80,000; 
bonded  debt,  $44,600;  int.  paid  on  boncts,  4  per 
cent;  ann.  cost  of  mtce.,  $1,000;  works  belong  to 
city. 

LEBANON,  pop.  4,966;  fire  area,  2,000  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated:  fire  loss  for  1902,  $tt,600;  ins,  for 
same  time,  $88,800.  Fire  dept— 1  hand  engine,  1  c 
engine,  2  c  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  8  hose  carriages;  hose,  cotton,  rubber 
lined,  good  2,800  ft;  inferior,  all  kinds,  600  ft: 
total  hose,  8,800  ft.;  fire  alarm,  Gamewell,  12 
boxes;  value  of  dept.  equipment,  $6,000;  value  of 
bldgs.,  $3,600;  ann.  exp.  of  dept,  $2,000;  total 
mem..  66  volunteers. 

WaH-er  Supply— Source,  river,  1  mile  east  of 
business  center;  N.  Y.  Continental  Jewell  filtra- 
tion  system ;  quality  of  water,  ([ood;  pumped  to 
res.  cap.,  1,000,000  gals.;  2  pumping  engines,  cap. 
per  day  2,000,000  gals.,  constructors  Lang,  Good> 
hue  &  Co.;  mains,  iron,  4  to  10  in.  dia.;  72  hy- 
drants; 96  valves;  meters,  total  number  200, 
Crown,  owned  by  city  and  consumer;  676  services; 
pipe,  galv.  iron;  pressure,  dom.  90  to  147  lbs., 
lire  90  to  147  lbs.;  cost  to  construct.  $100,000; 
bonded  debt,  $25,000;  int.  paid  on  bonds,  i\^  per 
cent;   works   belong  to  city. 

LISBON,  pop.  2,600;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick,  1  to  3  stories;  wooden  roofs 
permitted.  Fire  dept— 12  c,  hand  ex.,  1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good  3,000  ft;  inferior,  all  kinds,  600  ft;  total 
hose,  3,500  ft;  fire  alarm,  whistle;  value  of  dept. 
equipment,  $5,000;  ann.  exp.  of  dept,  $2,000;  total 
mem. 

W^ATzm  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  gravity;  quality  of  water, 
Kood;  res.  cap..  1.000.000  gals.:  mains,  wrought 
iron  and  cement,  6  miles;  36  hydrants.  Coffin;  Cof- 
fin valves;  88  services;  pipe,  iron;  pressure,  dom. 
110  lbs.,  fire  110  lbs.;  consumption,  per  day  400,000 
gals.,  per  capita  20  gals.;  cost  to  construct,  $40,- 
000;  ann.  cost  of  mtce.,  $600;  works  belong  to 
Co. 

LITTLETON,  poj).  4,066:  fire  area,  1,400  acres; 
mercantile  bldgs.,  brick  ana  wood,  2  to  6  stories; 
private,  brick  and  wood,  2%  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1  c. 
engine,  9  c  hand  ex.,  1  n.  &  1.  truck,  1  hose 
wagon,  2  hose  reels,  3  horses;  hose,  cotton,  rub- 
ber  lined,  good,  2,260  ft.;  linen,  good,  1,600  ft; 


total  hose.  8.760  ft:  fire  alarm,  electric,  18  boxes; 
value  of  Dldgs.,  $100;  ann.  exp.   of  dept.,  $4,884; 
total  tntxujj  28  volunteers. 
Watzs  Supplt— Source,  springs,  10  miles  from 


Eddy,  dhapman  and  Corey;  meters,  total  num* 
ber  lO,  Crown,  Hersey  Rotary.  Bee,  owned  by 
city;  Z80  services;  pipe,  wrought  iron  and  lead; 
pressure,  dom.  110  lbs.,  fire  126  lbs.;  consump- 
tion, per  day  860,000  gsls.,  per  capita  90  g|ls.; 
cost  to  construct,  $800,000;  Donded  debt,  $200,- 
000;  int  paid  on  bonds,  8H  per  cent;  ani«- 
cost  of  mtce.,  $2,000;  works  belong  to  city. 

MANCHESTER,  pop.  70,000;  mercantile  bldgs.. 
brick,  1  to  6  stories:  private,  wood,  8  and 
3H  stories;  wooden  roots  permitted.  Fire  dept— 
7  steamers,  2  comb.  c.  &  h.  wagons,  1  c.  engine,  4 
h.  &  1.  trucks,  1  aerial  truck,  8  hose  wagons.  2 
hose  carriages.  61  horses;  hose,  cotton,  rubber 
lined,  good,  40,000  ft;  fire  alarm,  Gamewell,  78 
boxes;  value  of  dept  equipment,  $23,060;  value 
of  bldgs.,  $82,862;  total  mem.  184,  paid  full  time 
46,  paid  part  time  138. 

Watbk  Supply— >Source,  lake,  4  miles  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  16,000,000  gsls.;  4  pumping 
engines,  cap.  per  day  18,000,000  gals.,  constructors 
Davidson,  wood,  Worthington  and  Snow;  mains, 
cast  iron,  116  miles,  4  to  20  in.  dia. ;  861  hydrants, 
Boston,  Ludlow,  Holyoke,  Pratt,  Cadv,  Coffin 
and  Chapman:  1,070  valves;  meters,  total  number 
4,800,  owned  by  city:  6,430  services;  pipe,  lead; 
pressure,  dom.  60  lbs.;  consumption,  per  day 
8,600,000  gals.,  per  capita  49  gals.:  cost  to  construct, 
$1,960,000;  bonded  debt,  flOO/KO;  int  paid  on 
bonds,  4  to  6^  per  cent;  ann.  cost  of  mtce.,  $86,- 
000;  works  belong  to  city. 

MARLBORO,  pop.  1,624;  bldgs.,  wood,  2  stor- 
ies: wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.  Fire  dept— 1  steamer,  1  hand 
engine,  1  h.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  2,000  ft;  inferior,  aP 
kinds,  1,000  ft;  total  nose,  3,000  ft;  fire  alarm, 
bell  and  whistle;  ann.  exp.  of  dept,  $392.89;  total 
mem.,  50  volunteers. 

WATsm  Supply— Source,  springs  and  river. 

MEREDITH,  pop.  1,718:  fire  area,  820  acres; 
bldgs..  wood,  1  and  2  stories;  wooden  roofs  per- 
mittea.  Fire  dept— 1  hand  engine,  1  h.  &  1.  truck, 
2  hose  carriages.  4  h.  ex.;  hose,  cotton,  rubber 
lined,  good,  1,600  ft ;  leather,  good,  460  ft ;  linen, 
good,  200  ft;  toUl  hose,  2,660  ft;  fire  alarm, 
whistle  and  telephone,  8  boxes;  value  of  dept 
equipment,  $2,600;  value  of  bldgs.,  $1,000;  ann. 
exp.  of  dept,  $480;  total  mem.,  80  volunteers;  un- 
derwriters   rating,  second  class. 

Watbr  Supply— Source,  springs  and  brooks; 
system,  ^vity;  res.  cap.,  10,000,000  gals.;  mains, 
iron,  6  miles.  4  to  10  in.  dia^  Radford;  39  hydrants; 
meters,  total  number  27,  Crown,  owned  by  con- 
sumer; 220  services;  pipe,  iron;  pressure,  fire  90 
lbs.;  cost  to  construct,  ^8,000;  int.  paid  on  bonds, 
4^  per  cent;  works  belong  to  fire  district 

MERIDEN,  pop.  260;  fire  area,  200  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood;  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.    No  fire  dept 

Watex  Supply— >Source,  spring  and  wells,  1^ 
miles  from  business  center;  system,  gravity;  res. 
cap.,  43,000  gals.;  mains,  iron,  2  miles.  2^  in.  dia.; 
2  hydrants;  4  valves;  meters,  total  number,  7, 
owned  by  Co.:  26  services;  pipe,  iron;  pressure, 
dom.  150  to  300  lbs.,  fire  150  to  310  lbs.;  consump 
tion  per  day,  3,225  gals.;  cost  of  mtce.,  $1,622; 
works  belong  to  Co. 

MILFORD,  pop.  3,739;  fire  area.  2,660  acres; 
bldgs.,  wood,  2  and  3  stories;  wooden  roofs  per- 
mitted. Fire  dept— 1  hand  ennne,  1  h.  &  L 
truck,  2  hose  carnages,  2  horses;  hose,  cotton,  rub- 
ber lined,  good  2,700  ft;  fire  alarm,  electric,  14 
boxes;  value  of  dept  equipment,  $11,000;  ann.  exp. 
of  dept.,  $1,841;  total  mem. 

Water  Supply— 'Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
2^,000  {(als.,  dim.  25  x  7o,  material  used  in  cons, 
boiler  iron,  builder  Cunningham;  quality  of 
water,  fine;  2  pumping  engines,  cap.  per  day  1,- 
000,000    gals.,    constructor    Davidson;    mains,    cast 
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iron,  6  miles,  4  to  10  in.  dia.;  €9  hydrants;  85 
valves;  meters,  total  number  190,  Nash,  Union, 
Empire,  Gem,  Hersey  Rotary,  Trident,  Thomson, 
owned  b^  city  and  consumer;  524  services;  pipe, 
cement  lined';  pressure,  dom.  86  lbs.,  fire  86  lbs. ; 
consumption  per  day,  100,768  Rals. ;  cost  to  con- 
struct, $62,662;  bonded  debt,  ^,600;  int.  paid  on 
bonds,  3  per  cent;  cost  of  mtce.,  $6,283;  works  be- 
long to  city. 

MILTON,  pop.  1,625;  mercantile  bldga.,  wood. 
Fire  dept.— 1  oand  engine,  2  hose  carriages;  totaJ 
hose,  1,000  ft;  fire  alarm,  bell;  total  mem.,  80  vol- 
unteers. 

WATsm  Supply— 'Not   reported. 

NASHUA,  pop.  26.000;  fire  area,  8^  so.  miles; 
mercantile  bldgs.,  brick,  8  to  6  storiet;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.,  causes 
of  fires  investigated;  av.  loss  per  yr.  for  8  yrs., 
{19,014.26:  av.  ms.  involved  for  same  time,  $113,- 
904.70.  Fire  dept. — 4  steamers,  1  c.  engine,  1 
comb,  h.  &  1.  trudk.  8  c  hand  ex.,  2  h.  &  1.  trucks, 
4  hose  wagons,  28  horses;  hose,  cotton,  rubber 
lined,  14,000  ft.;  fire  alarm,  Gamewell,  69  boxes; 
value  of  dept.  equipment,  $48,936:  value  of  bldgs., 
$91,000;  ann.  exp.  of  dept.,  $81,600;  toUI  mem.  107, 
paid  full  time  20,  paid  part  time  87. 

Water  Supply— Source,  wella  and  ipringa,  2 
miles  from  busineii  center;  system,  pump  to  res. 
and  direct;  quality  of  water,  good;  rea.  cap.  4,000,- 
000  gala.,  located  at  Winter  Hill;  4  pumping  en- 
gines, cap.  per  day  17^000,000  nla.,  constructors 
Worthington,  Snow,  Deane;  2  pumps  in  re- 
serve. Holly,  Lang;  mains,  cast  iron,  S8  miles,  4 
to  24  in.  dia.;  287  hydrants,  Chapman;  7,439  valves, 
Chapman;  meters,  total  number  798,  owned  by  Co.; 
4.000  services;  pipe,  galv.  iron;  pressure,  dom.  60 
lbs.,  fire  100  lbs.*  consumption  per  day  2,728,984 
gals.,  per  capita  100  gals.;  cost  to  construct,  $700,- 
000;  works  belong  to  Co. 

NEW  BOSTON,  pop.  1,002;  fire  area,  000  acres: 
mercantile  bldgs.,  wood,  2  stories;  private,  wood.  2 
stories;  wooden  roofs  permitted;  fireworks  ord.: 
fires  investigated.  Fire  dept.— 1  hand  engine,  2 
hose  carriages;  hose,  cotton,  good  760  ft:  linen, 

Eod  200  ft.;   leather,  good  400  ft;   infenor,  all 
ads.    400  ft;    total    hose,   1,750   ft;    fire  alarm, 
whistle;   value  of  dept   equipment,  $1,000:   value 
of  bldgs.,  $1,6001  ann.  exp.  of  dept,  $160;  toUl 
mem.,  50,  paid  part  time. 
Watbs  Supply— >Source,  wells  and  rivers. 

NEW  IPSWICH,  pop.  911.    Fire  dept-3  hand 
engines,  5  c.  hand  ex.;  total  mem.,  75  volunteers. 
WATER  Supply— Source,  wells  and  cisterns. 

NEWMARKET,  pop.  2,892;  fire  area,  8  acres: 
mercantile  bldgs.,  stone,  brick,  wood,  1  to  S^ 
stories;  private,  wood,  ZH  stories:  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  loss  per  yr.  for 
8  yrs.,  $86199;  av.  ins.  tor  same  time,  9*488.  Fire 
dept— 1  hand  engine,  8  c.  hand  ex.,  1  h.  & 
1.  truck,  1  hose  wagon,  2  hose  reels.  2  horses; 
hose,  cotton,  rubber  lined,  good  2,460  ft :  inferior, 
all  kinds,  1,000  ft;  total  hose,  3,460  ft;  fire  alarm, 
electric,  12  boxes:  value  of  dept  equipment.  $6,- 
868.61;  value  of  bldgs..  $2,000;  ann.  exp.  of  dept, 
$2,660;  total  mem..  68,  paid  full  time  48,  paid 
part  time  10;  underwriters'  rating,  second  class. 

Water  Supply— Source,  springs,  1  mile  from 
business  center;  system,  pump  to  stdp.:  stdp.  cap. 
212,000  gals.,  dim.  88  x  2d^  located  on  hill,  mater- 
ial used  in  cons,  iron,  builders  Davis  &  Famnm; 
filtration  systena.  sand;  1  pumping  engine,  cap. 
per  day  2,800.000  gals.,  constructor  Knowles; 
mains,  cast  iron,  <M  miles,  4  to  24  in.  dia.;  57 
hydrants,  Ludlow;  Ludlow  valves;  meters,  total 
number  37.  owned  by  consumer;  pipe,  galv.  iron; 
pressure,  dom.  70  to  96  lbs.,  fire  70  to  96  lbs.;  con- 
sumption, per  day  188,960  gals.,  per  capita  46  gals.; 
bonded  debt,  $69,000;  int.  paid  on  bonds,  SVfe  per 
cent;  works  belong  to  town. 

NEWPORT,  pop.  3,126;  mercantile  bldgs., 
brick,  2  and  8  stories;  private,  wood,  1  and  2 
stories;  wooden  roofs  permitted.  Fire  dept— 1 
steamer,  1  h.  &  1.  truck,  3  hose  carnages,  6  hired 
horses;  hose,  rubber,  good,  3,000  ft.;  fire  alarm, 
electric.  12  boxes:  value  of  dept  equipment,  $7,000; 
value  of  bldgs.,  $1,500;  ann.  exp.  of  dept,  $1,602; 
total  mem.,  35  volunteers. 

Water  Supply— Source,  pond.  5H  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  700.000  gals.,  located  1  mile  from 


business   center;   mains,   cast  iron,  18%   miles,   4 
to  12  in.  dia.;  79  hydrants;  83  valves:  524  services; 

Sipe,  cement  lined;  pressure,  dom.  80  to  130  lbs., 
re  80  to  130  lbs. ;  cost  to  construct  $112,000  bond- 
ed debt  $70,000;  int  paid  on  bonds.  8  and  4  per 
cent:  cost  ot  mtce.,  $1,000;  works  belong  to  t< 


NEWTON,  pop.  924;  mercantUe  bldga.,    wood. 

2  stories:  private,  wood,  2  stories;  wooden  roob 
pemfittea  m  fire  area;  fireworks  onL;  caoses  oi 
fires  investigated.  Fire  dept— 1  steamer,  1  h.  ft 
1.  truck,  1  c  hand  ex.,  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good,  1,000  ft.;  fire  alarm. 
bell;  value  of  dept  equipment,  $8J500;  ann.  exp. 
of  dept,  $176;  total  mem.  9,  paid  part  time. 

Watee  Supply— Source,  ponds  and  reservoir;  1 
hydrant 

NORTH  CONWAY,  pop.  900;  mercantile 
bldgs.,  wood,  8  to  6  stories;  inrivate,  wood,  1  to 

3  stories:  wooden  roofs  permitted  m  fire  area: 
causes  of  fires  investigated.  Fire  dept — ^1  hand 
engine,  2  hose  wagons;  hose,  cotton,  rubber  lined, 
good,  1,000  ft;  volunteers. 

Watbk  Supply— Source,  Artists*  Brook.  Kear- 
sage  Brook  and  Mountain  Brook;  system,  gravity; 
res.  capM_XOOO,000  gals.;  pipe,  14  mUes;  S5  hy- 
drants; 200  services;  pressure,  100  lbs.;  watetwuiks 
owned  by   Co. 

NORTHUMBERLAND,  pop.  1.9n.  Fire  dept 
— ^1  h.  ft  1.  truck,  2  hose  wagons;  hose,  1,500  ft; 
fire  alarm,  bell;  volunteer  Co. 

Watbk  Supply— Source,  brooks,  8  miles  fron 
business  center;  quality  of  water,  pure;  res.  capw 
€00,000  gals. :  mains,  cast  iron,  8  miles,  4  to  10  in. 
dia.;  86  hydrants;  800  services;  pipe,  galv.  iron; 
pressure,  dom.  78  lbs.,  fire  80  los.;  cost  to  con- 
struct $40,000;  bonded  debt,  $40,000;  int  on  bonds. 

4  per  cent;  ann.  cost  of  mtce.,  $760;  works  belong 
to  town. 

PENNACOOK,  pop.  1,800;  mercantile  bldgs.^ 
brick  and  wood,  2  and  8  stories;  private,  wood. 
2  stories;  wooden  roofs  permitted;  no  fireworics 
and  combustibles  ord.  Fire  dept— 1  steamer, 
hooks  and  ladders,  2  hose  wagons,  8  hose  carriues, 
2  horses;  hose,  cotton,  rubber  lined,  good  8*400  tt; 
fire  alarm.  beU  and  whistle;  value  of  dept  eqnip> 
ment,  tIJUO;  value  of  bldga..  $10,600;  ann.  exp. 
of  dept,  &L,000;  total  mem.,  42. 

Watee  Supply— Source,  pond,  7  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  mains,  wood,  18  miles,  4  to  12  in.  dia.;  B 
hydrants;  226  services;  pipe,  galv.  iron;  preaaure. 
dom.  60  to  96  lbs.,  fire  60  to  96  lbs.;  eost  to  con- 
struct, $74,000;  bonded  bcdt,  $70,000;  int  paid  oa 
bonds,  4V&  per  cent;  cost  of  mtee.,  $200;  wories 
belong  to  town. 

PEMBROKE,  pop.  8,188;  mercantile  bldgs^ 
brick.  Fire  dept. — 1  c.  engine,  1  h.  &  1.  truck,  i 
hose  carriages;  total  hose,  1,600  ft.;  fire  alarm. 
bell:  volunteers. 

Watee  Supply— Source,  pond,  6  miles  from  bun- 
ness   center;    system,    gravity;    quality   of    water. 


long  to  Co. 

PETERBORO,  pop.  2,600; 'fire  area,  28.040 

mercantile  bldgs..  stone,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood,  2  and  S  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated; fire  loss  for  1904,  $888;  ins.  invohred  for 
same  time,  $4,700.  Fire  dept--2  hand  en^mea.  H 
c.  hand  ex.,  2  hose  carriages;  total  linen  hoae, 
3,600  ft.;  fire  alarm,  bell  and  whistle:  ▼alaeof 
dept  equipment,  $4,000;  value  of  bldirs.,  $800; 
ann.  exp.  of  dept.,  $Sr79;  total  mem.,  68  volnnteers. 
Water  Supply— Source,  brook  and  pond.  S 
miles  from  business  center;  system,  gravity;  quali- 
ty of  water,  good ;  res.  cap.  1,000,000  ,ffs]s..  lo- 
cated %  mile  east  of  village;  mains,  iron  7%  miles. 
4  to  12  in.  dia.;  72  h^rdrants;  69  valves;  meters^ 
total  number  39,  Empire  27,  Gem,  1.  Trident  It 
Lambert  2,  owned  by  city;  261  services;  pipe. 
wrought  iron,  cement  lined;  pressure,  dom.  00  to 
1^  lbs.;  cost  to  construct,  $62,186;  bonded  debt. 
$16,000;  int  paid  on  bonds,  3  per  cent;  cost  ol 
mtce.,  $300;  works  belong  to  city. 

PITTSFIELD,  pop.  2429;  fire  area,  790  acres: 
mercantile  bldgs.,  onck  and  wood,  I  to  6  stories: 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted;  no  fireworks  and  oombnstiblcs  ord.; 
causes  of  fires  investigated;  av.  fire  Ion  per  yr. 
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for  last  3  yrs.,  $9,S28;  av.  ins.  for  ume  time,  |8>880. 
Fire  dept.— 1  hand  engine,  1  c  engine,  8  c  hand 
ex.,  1  h.  &  1.  truck,  1  hose  wagOflLS  hose  reels; 
hose,  cottonj^rubber  lined,  good  4,000  ft:  inferior, 
all  kinds,  1,000  ft ;  total  hose,  6,000  ft ;  fire  alarm, 
bell  and  whistle,  11  boxes:  value  of  dept  equip- 
ment, $6,000:  value  ot  blags.,  12,000;  ann.  exp. 
of  dept,  |S,7tO;  total  mem.,  40  volunteers. 

Watis  Supply— Source,  pond;  system,  gravhrs 
res.  can.,  1,500,000  gals.;  mains,  iron,  oH  miles, 
4  to  10  in.  dia.:  36  hydrants,  Ludlow;  meters, 
total  number  6.  National,  Hersey;  pressure,  dom. 

00  lbs.,  fire  80  lbs.:  cost  to  construct,  140,000; 
ann.  cost  of  mtce.,  1000;  works  belong  to  Co. 

PLAINFIELD,  pop.  1,114;  mercantile  bldgs., 
wood.  Fire  dept— 1  hand  engine;  fire  alarm,  bell; 
total  mem.  volunteers. 

Watis  Supply— Source,  wells. 

PLAISTOW,  pop.  l,Onr;  mercantile  bldss., 
wood,  2  stories;  private,  wood,  2  stories;  wooaen 
roofs  permitted;  no  fireworks  ord.;  fires  investi- 

Eated.    Fire  dept— 1  hand  engine,  1  hose  carriage; 
ose,  linen,  good  1,000  ft;  total  mem.,  86  volun- 
teers. 
Watbk  Supply— Source,  wells  and  reservoir. 

PLYMOUTH,  pop.  1,972;  fire  area,  MO  acres; 
bldgs.,  brick  and  wood,  8  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord. 
Fire  dept— 1  h.  &  L  truck,  1  hose  carriage  and  2 
hose  reels;  hose,  cotton,  rubber  lined,  good  1,000 
ft;  inferior,  all  kinds.  600  ft;  total  hose,  2,100  ft; 
fire  alarm,  Gamewell,  12  boxes;  value  of  dept 
equipment  12,700;  value  of  bldgs.,  $1,200;  ann.  exp. 
of  dept,  $2,100;  total  mem.,  86  volunteers;  under- 
writers' rating,  second  class. 

WATsm  Supply— Source,  springs;  svstem,  grav- 
ity and  pump  to  res.;  res.   cap.,   3,o00,000  gals.; 

1  pumpmg  engine,  constructor  Worthington; 
mains,  cast  iron,  8  miles,  4  to  8  in.  dia.;  4o  hy- 
drants, Ludlow;  meters,  total  number  286;  90O  ser- 
vices; pressure,  dom.  70  lbs.,  fire  70  lbs.;  consump- 
tion, per  day  60,000  gals.,  per  capita  SO  gals.;  cost 
to  construct,  $48,000;  ann.  cost  of  mtce.,  1^000; 
works  belong  to  town. 

PORTSMOUTH,  pop,  12,000;  fire  area.  2^  so. 
miles;  mercantile  blags.,  brick  and  wood,  1  to  3 
stories;  private,  brick  and  wood,  1  to  3  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 4  steamers,  1  c  engine,  10  c  hand  ex.,  1  h. 
ft  1.  truck,  4  hose  wagons,  1  hose  carriage.  15 
horses;  hose,  cotton,  rubber  lined,  good,  10,600 
ft.;  inferior,  all  kinds,  200  ft;  total  hose,  10,800 
ft;  fire  alarm,  bell  and  whistle.  88  boxes:  value 
of  dept  equipment  $39,000;  ann.  exp.  of  dept, 
SITJMO:  total  mem.  203,  paid  full  time  7,  paid  part 
time  98,  volunteers  96. 

Watbr  Supply- Source,  wells  and  res.,  2  and  8 
miles  from  business  eater;  svstenr  gravity,  pump 
to  res.  and  stdp. ;  stdp.  cap.  600,000  gals.,  oun.  80  x 
100,  material  used  in  cons,  iron;  quality  of  water, 
hard;  res.  cap.,  26,000,000  gals.;  I  pumping  en- 
gines, class  comp.,  cap.  per  day  6,000,000  gals., 
constructors  Worthlnsrton  and  Deane;  mains,  cast 
iron,  36  miles  4  to  16  in.  dia.;  190  hydrants:  360 
valves:  meters,  total  number  73.  Crown,  Naah. 
Gem^  Worthington,  Keystone  ana  Buffalo,  owned 
by  city  and  consumer:  2,200  services;  pipe,  galv. 
Iron;  pressure,  dom.  60  lbs.,  fire  60  lbs.;  consump- 
tion per  day,  1,800 jOO  irals.,  per  capita  126  gals.; 
coat  to  construct,  $876,000;  bonded  debt,  $876,000: 
int  paid  on  bonds  3^  and  4  per  cent;  qq^«  m 
mtce.,  $40,000;  worka  belong  to  city. 

RAYMOND,  pop.  1400;  mercaatUe  bldgs., 
wood,  2  to  4  stories;  private,  wood.  1%  stones; 
wooden  roofs  permitted;  no  fireworks  and  oom- 
bastibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 1  hose  carriage;  hose,  cotton,  rubber  lined, 
good  1,000  ft;  value  of  dept  equipment,  $600; 
total  mem.,  20  volunteers;  underwriters'  rating, 
second  class. 

Watbk  Supply— Source,  wells,  900  ft  from  busi- 
ness center;  nrstem,  pump  to  stdp.,  and  direet; 
atdp.  cap.  118,000  gals.,  dim.  15  x  90,  builder 
Cvtnnmgham;  pumpbig  engines,  cap.  per  day  760,- 
€00  ^als.,  constructor  iCnowles;  mains,  cast  Iron, 
3  miles,  6  to  10  in.  dia,  McNeal:  29  hydrants, 
Holyoke;  111  services;  pipe,  gmlv.  iron;  pressure, 
dom.  68  lbs.,  fire  76  lbs.;  consumption,  per  day 
fiJjflSL »■.'■•»  P**"  capito  30  gals.;  cost  to  construct 
ia»,9e8;  intpaid  on  bonds,  4  per  cent;  ann.  cost 
of  mtce.,  $800;  works  belong  to  town. 


ROCHESTER,  pop.  8.466;  mercantile  bldgs.. 
brick  and  wood,  S  and  4  stories;  private,  wood 
and  brick,  1  and  2  stories:  wooden  roots  per- 
mitted: fireworks  and  combustibles  ord.  Fire 
dept— 2  comb,  c  ft  h.  wagons,  4  c.  hand  ex.,  1  h.  ft 
L  truck,  2  hose  wagons,  4  hose  carriagea,  6  horses; 
hose,  cotton,  rubber  lined,  good  8,000  ft;  huferior, 
all  kinds.  800  ft;  total  hose,  8J00  ft,  fire  alarm, 
Gamewell.  15  boxes;  value  of  dept  equipment, 
tt,600;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept, 
$2,400;  total  mem.,  W,  paid  part  time. 

WATBX  Supply— Source,  pond,  3%  miles  from 
business  center;  system,  gravitjr  and  pump  to 
stdp.;  stdp.  cap.  660,000  gab.,  builders  Swamscott 
Machine  Co.;  res.  cap.,  180,000,000  gals.;  maina, 
cast  iron,  26  miles,  4  to  16  in.  dia.,  Chaa.  E.  Mil- 
lar ft  Son;  178  hydrants.  Coffin  and  Ludlow; 
meters,  total  number,  81;  1,847  services;  pipe,  galv. 
iron;  ^pressure,  fire  60  lbs.;  cost  to  construct, 
$800,000;  int  paid  on  bonds,  4  per  cent;  ann. 
cost  of  mtce.,  $2,000;  works  belong  to  city. 

ROLLINSFORD,  pop.  1,701.    Fire  dept— 2  hand 
engine,  2  hose  carts;  alarm,  bell;  40  volunteers. 
Water  Supply— 9  hydrants;    pressure,  86  lbs. 

RUMNEY,  pop.  837.   Fire  dept— 10  c.  hand  ex., 

1  h.  &  1.  truck.  2  hose  carU;  hose,  600  ft;  fire 
alarm,  Gamewell;  total  mem.,  20,  paid  full  time 
1,  volunteers  19. 

Wates  Supply— Source  and  system,  not  report- 
ed; pressure,  86  lbs.;  86  hydrants. 

SALEM,  pop.  2,04L  Fire  dept.— 2  hose  car^ 
riages.  2  6-gal.  chemicals;  total  hose,  2,000  ft; 
fire  alarm,  bell;  total  mem.,  20  volunteers. 

Watbk  Supply— Source,  lake,  2  miles  from  busi- 
ness center;  system,  gravity. 

SALMON  FALLS  (town  of  Rollinsford),  pop. 
1,800;  fire  area,  200  acres;  mercantile  bldgs.,  brick 
and  wood,  2^  and  3  stories;  private,  brick  and 
wood,  1^  to  8  stories;  wooden  roofs  permitted  in 
fire  area;  causes  of  fires  investigated.    Fire  dept— 

2  hand  engines,  8  c.  hand  ex.,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  1,680  ft. ;  fire  alarm,  bell 
and  whistle;  value  of  dept  equipment,  $1,000; 
value  of  bldgs.,  $12,000;  ann.  exp.  of  dept,  $484; 
total  mem.,  iO  volunteers. 

Watbx  Supply— Source,  wells. 

SOMERSWORTH,  pop.  7,023;  mercantile  bldgs.. 
wood  and  brick,  1  to  4  stories;  private,  wood,  2 
stories;  wooden  roofs  oermitted;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  8  yrs., 
$2,688.96;  av.  ins.  for  same  time,  $86^960.  Fire 
dept— 1  h.  &  1.  truck,  2  hose  wagons,  2  nose  reels; 
hose,  cotton,  rubber  lined,  good,  4,000  ft;  inferior, 
all  kinds,  800  ft.;  total  hose,  4,800  ft:  fire  alarm, 
bell;  value  of  dept  equipment.  $14,600;  value  of 
bldgs.,  $6,100;  ann.  exp.  of  dept,  $4,600;  total 
mem.  83,  paid  full  time. 

Watbx  Supply— Source,    river,    2    miles    from 


ity  of  water,  good;  filtration  mtem,  sand;  2  pump- 
ing engines,  cap.  per  day  2,000,000  gals.,  construe- 
tor  Blake:  mams,  iron,  4  to  6  in.  dia.;  96  hy- 
drants; 120  valves;  meters,  total  number  100;  888 
services:  pipe,  galv.  iron;  pressure,  dom.  80  lbs., 
fire  70  lbs.;  consumption  per  day,  466,000  gals.; 
bonded  debt.  $176,000;  int  paid  on  bonds,  4  per 
cent;  cost  ot  mtce.,  |E14,000;  works  belong  to  ci^. 

STEWARTSTOWN,  pop.  1460;  fire  area.  160 
acres;  mercantile  bld^s.,  wood,  2  stories;  private, 
wood,  lyk  uid  2  stories;  wooden  roofs  permitted: 
no  fireworks  ord.  Fire  dept— 2  hose  carriages,  600 
ft  cotton  hose;  value  of  dept  equipment,  $1,500; 
ann.  exp.,  $200. 

Watbb  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravitv;  quality  of  water, 
good ;  mains,  iron.  2H  miles,  8  in.  dia. ;  pressure, 
dom.  22  lbs.;  cost  to  construct,  $10,000;  bonded 
debt,  $6,000:  mt  paid  on  bonds,  6  per  cent;  works 
belong  to  Co. 

SUNAPEE.  pop.  1,000;  fire  area,  200  acres; 
mercantile  bldgs.,  wood,  1^  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  fire  loss  for  1904,  $6,000;  ins. 
involved,  $12,000.  Fire  dept— 1  hand  engine,  2  c 
hand  ex.,  1  h.  ft  1.  truck,  2  hose  carriages  {  hose, 
cotton,  rubber  lined,  good,  1,000  ft;  interior,  all 
kinds,  1.000  ft;  total  liose.  2,000  ft;  fire  slarm, 
electric,  7  boxes;  value  of  bldgs.,  $2,000;  ann.  exp. 
of  dept,  $800;  total  mem.,  69  volunteers. 
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Watks  Supply— Source,  lake,  M  mile  from  busi- 
ness  center;  system,  pump  to  res.;  quality  of 
water,  sood;  res.  cap.  900,000  gals.,  located  200  ft 
above  lake;  1  pumpmg:  engine,  cap.  per  day  180,- 

000  galB*.  constructor  Rumsey;  mains,  cast  iron. 
2  miles,  4  to  8  in.  dia.;  26  hydrants;  meters,  total 
number  6,  Crown,  owned  by  town;  100  services; 

Sipe,  galv.  iron;  pressure^  dom.  90  to  170  lbs.,  fire 
)  to  170  lbs. ;  consumption  per  day,  30,000  gals. ; 
cost  to  construct,  130,000;  bonded  debt,  |».000; 
inL  paid  on  bonds,  3  per  cent;  cost  of  mtce..  $600; 
works  belong  to  town. 

SUNCOOK,  pop.  2,600;  fire  area.  640  acres; 
mercantile  blags.,  wood  and  brick,  2^  and  3  stor- 
ies; private,  wood,  1}4»  2  and  2%  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles 
ord.;   causes   of   fires  investigated.     Fire   dept.— 

1  c  engine,  1  h.  &  1.  truck,  2  hose  car- 
riages: hose,  cotton,  rubber  lined,  good  1,000 
ft.;  rubber,  good  100  ft.;  total  hose,  1,100  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
12,600;  ann.  cxp.  of  dept,  $400;  total  mem.,  18  vol- 
unteers. 

Watbk  Supply— Source,  pond,  6  miles  from 
business  center;  system,  gravity;  filtration  sys- 
tem, sand;  quality  of  water,  good;  res,  cap.  126,000, 
gals.,  located  2^  miles  from  town;  mains,  cast  iron. 


TILTON,  pop.  1,926;  fire  area,  600  acres;  mer- 
cantile bldgs..  brick  and  wood,  2  stories;  private, 
wood,  2  and  2Vi  stories;  wooden  roots  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of    fires    investigated.      Fire    dept— I    hand    en- 

S'nes,  8  ^  c  hand  ex.,  1  h.  &  1.  truck,  3 
ise  carriages;  hose,  cotton,  rubber  lined,  good 
2.100  ft^  inferior,  1.000;  total  hose,  8.100  ft:  fire 
alarm,  Gamewell;  value  of  dept.  equipment,  32,800; 
value  of  bldjn.,  31.000;  ann.  exp.  of  dept,  31.000; 
total  mem^  20,  paid. 

Water  Supply— Source,  pond;  system,  gravity; 
res.  cap.,  3,000,000  gals.;  quality  of  water,  good; 
mainSj^  miles,  6  to  12  in.  dia.;  37  hydrants,  Lud- 
low; 200  services:  pipe,  iron;  pressure,  dom.  103 
to  120  lbs.,  fire  103  to  120  lbs.;  cost  to  construct, 
$66,100;  bonded  debt  at  date,  $30,000;  int  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $600;  works 
belong  to  Co. 

TROY,  pop.  1,527;  mercantile  bidga.,  brick  and 
wood.  2  and  3  stories;  private,  brick  and  wood,  IH 
and  2  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.  Fire  dept— 1 
steamer,  1  hand  engine,  1  hose  carriage,  fire  nooks 
and  ropes;  hose,  cotton,  rubber  lined,  good  3,000 
ft.;  inferior,  all  kinds,  400  ft;  toul  hose,  8,400  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, $4,500;  value  of  bldgs.,  $400;  total  mem.,  20. 
paid  part  time  15. 

Watbk  Supply— Source,  6  cisterns  and  river,  in 
business  center;  2  pumping  engines,  cap.  per  day 
864.000  gals.;  mains,  iron,  2,460  ft,  8  in.  dia.;  6 
hydrants. 

WALPOLE,  bldgs.,  wood.  Fire  dept— 1  hand 
engine,  1  h.  &  1.  truck,  2  hose  carriages;  1,000  ft 
hose;  fire  alarm,  bell;  volunteers. 

Water  Supply— Works  owned  by  Co.;  system, 
gravity. 

WARNER,  pop.  1,368;  fire  area,  76  acres;  mer- 
cantile bldgs.,  wood,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept— 1  hand  engine.  1  h.  ft  1.  trxick. 
1  hose  reel;  hose,  cotton,  rubber  lined,  gooNd,  1,900 
ft.;  fire  alarm,  bell;  value  of  dept.  equipment 
$1,000;  value  of  bldgs.,  $600;  total  mem.,  20  volun- 
teers: underwriters    rating,  second  class. 

Win-SR  Supply— Source,  lake;  system,  gravity; 
res.  cap.,  8,000,000  gals.;  mains,  2%  miles;  34  hy- 
drants; pressure,  oom.  84  lbs.,  fire  84  lbs.;  con- 
sumption, per  day  76,000  gals.,  per  capita  75  gals.; 
cost  to  construct,  $19,000;  works  belong  to  Werner 
Village  Fire  District. 

WHITEFIELD,  pop.  2,167;  fire  area,  400  acres; 
mercantile  bldgs.,  wood,  2  and  3  stories:  private, 
wood,  1%  stories;  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.;   causes  of  fires 

Uil***i?.**^^/'  *^-  ^'■«  'o«»  P^r  y-  ^or  8  yrs..  Sll,- 
166.     Fire  dept— 40  c.  hand  ex..  1  h.  &  1.  trick.  2 

hose  wagons,  2  hose  carriages;  hose,  cotton,  rubber 


lined,  good,  XOOO  ft:  fire  alarm,  whistle;  Taloe  of 
dept  equipment  $1,600;  ann.  exp.  of  dept.,  $S6; 
total  mem^  20  volunteers. 

Watbr  Supply— Source,  brooks;  system,  grav- 
ity; quality  of  water,  good;  res.  cap.,  600,000  gals.; 
mains,  cast  iron,  10  miles,  6  to  10  in.  dia.;  46 
hydrants;  299  services;  pipe,  galv.  iron;  pressure, 
dom.  80  to  HO  lbs.,  fire  80  to  110  lbs.;  cost  to 
construct,  $64,000;  bonded  debt,  $60,000;  int  paid 
on  bonds,  3%  per  cent;  cost  of  mtce.,  $600;  works 
belong  to  village. 

WILTON,  pop.  1,690;  fire  area,  1.000  acres; 
mercantile  bldgs.,  brick.  1  and  2  stories;  private, 
wood,  Vj/k  stones;  wooden  roofs  permitted  in  fire 
area;  combustibles  ord.;  causes  of  fires  investi- 
gated; fire  loss  for  1904,  $628.86;  ins.  involved  for 
same  time,  $12,760.  Fire  dept— 2  hand  engiincs,  6 
c.  hand  ex.,  1  h.  &  1.  truck;  3  hose  carriages: 
hose,  cotton,  rubber  lined,  good,  1,000  ft. ;  inferior, 
all  kinds,  800  ft;  toUl  hose,  1,300  ft;  fire  alarm, 
whistle;  value  of  dept  equipment  $1,^*  Talve  of 
bldgs.,  $1,600;  totsl  mem.  36»  paid  part  time. 

Water  Supply— Source,  brooks,  1^  miles  from 
business  center;  svstem.  gravity;  quality  of  water. 

«ood;  res.  cap.,  2400,000  gala.;  mains,  cast  iron. 
)  rods,  6  to  12  in.  dia.;  63  hydrants;  meters,  total 
number  2,  Trident;  26  services;  pipe,  galv.  iron: 
pressure,  dom.  SO  to  130  lbs.,  fire  30  to  ISO  lbs.; 
cost  to  construct,  $44,368;  works  belong  to  town. 

WINCHESTER,  pop.  2.274;  mercantile  bldgs., 
wood,  2  and  2Vi  stories;  private,  brick  and  wood. 
1%  to  2  stories;  wooden  roofs  permitted  in  fize 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  S  hand 
engines,  16  c.  hand  ex.,  1  hose  wagon,  3  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  UOO  ft; 
inferior,  all  kinds.  OOO  ft;  total  hose,  2,800  ft.;  fixe 
alarm,  bell  and  whistle;  value  of  dept  equipment 
$7,000;  value  of  bldgs.,  $3,000;  ann.  exp.  of  dept, 
$969;  toul  mem.  75,  paid  part  time. 

WATBa  Supply— Source,  river  and  dstems;  hy^ 
drants;  2  steam  pumps;  1  pump  operated  by  water 
power. 

WOLFBORO.  pop.  X600:  fire  area,  1,900  acres; 
mercantile  bldgs..  brick  and  wood,  2  to  3  stories: 
private,  wood,  ZH  stories;  wooden  roofs  permitted 
m  fire  area;  causes  of  fires  investigated.  Fire 
dept— 2  hand  engines,  3  c.  hand  ex.,  1  h.  &  L 
truck,  2  hose  wagons,  2  hose  carriages,  2  horses; 
hose,  cotton  rubber  lined,  good,  1,500  ft;  fire 
alarm,  whistle;  value  of  dept  equipment  SM)0; 
value  of  bldgs.,  $1,600;  ann.  exp.  of  dept,  9906; 
total  mem.,  114  volunteers. 


49  valves;  meters,  total  number  2,  Buffalo;  476 
services;  pipe,  galv.  iron;  pressure,  fire  90  to  100 
lbs.;  cost  to  construct,  $75,000;  bonded  debt,  3€9.- 
200;  int.  paid  on  bonds,  3%  per  cent;  ann.  cost  of 
mtce.,   $1,200;   works   belong  to   town. 

WOODSTOCK,  pop.  900.     Fire  dept — 4  c    en- 
gines, 2  hose  carts;  alarm,  bell;  17  volunteers. 
Watsr  Supply— 21  hydrants;  pressure.  94  lbs. 

WOODSVILLE,  pop.  800;  bldgs..  brick  and 
wood,  IH  to  4  stones;  wooden  roots  pcrmittnL 
Fire  dept.— 1  h.  &  1.  truck,  2  nose  car^ 
riages;  nose,  cotton,  rubber  lined,  good,  1,660 
ft;  inferior,  all  kinds.  100  ft;  total  Imm,  X160 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment  $2,000;  value  of  bldgs.,  $800;  ana.  cxpw 
of  dept,  $600;  total  mem.,  31,  paid  part  time;  un- 
derwriters' rating,  second  class. 

Water  Supply— Source,  river,  U  mile  from  bosi- 
ness  center;  system,  direct ;  filtration  systcnt 
gravel;  quality  of  water,  fair;  1  pumping  engine. 
size  10  X  24,  cap.  per  day  1,500,000  gala.»  oon- 
structors  Lang  and  Goodhue:  mains,  cast  iron,  6 
miles,  4  to  8  in.  dia.;  24  hydrants.  Wood;  IS 
valves.  Wood;  216  services;  pipe,  wronght  and 
galv.  iron;  pressure,  dom.  76  lbs.,  fire  IIS  lbs.; 
cost  to  construct,  362,219;  bonded  debt  $30,060;  int 
paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce^ 
$8,000;  works  belong  to  Cob 

Places  of  1.000  or  more  population  havlag  no  or» 
nniaed  fire  dept.— Bamstcad,  Barrington.  Caadia, 
Charlestown.  Ljrme,  Milan,  Sandwiu,  Swanscy, 
Tamworth,  Weare. 

Places  of  1,000  or  more  population  not  reported. 
— Andover,  Bedford.  Hampton,  Jefferson,  London- 
derry, Merrimack,  Northwood.  Ossipee,  Rye,  Sea- 
brook,  Strafford.  Wakefield. 
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ABBREVIATIONS.—Ann.,  annual;  av.,  averase;  bldgs.,  boiidinga;  cap.,  capacity {  chn.,  chairman; 
c»  chemical;  c.  &  h.»  chemical  and  hose;  cUc,  clerk;  comb,  combination;  comr.,  commiuioner;  com.,  com* 
mittce;  comp.,  compound;  cons.,  construction;  depC.,  department;  dia.,  diameter:  dim.,  dimensions;  dom., 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft,  feet;  gals.,  gallons;  h.  d., 
high  duty:  h.  &  L,hook  and  ladder;  ins., insurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membership ; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  staadpipe;  supt,  superintendent 

busiaess  center;  system,  pump  to  stdp.;  ttdp.  cap. 
800,000  gals.,  dim.  86  x  «,  material  used  in  cons, 
iron;  nitration  system.  Continental;  quality  of 
water,  good;  2  pumping  engines,  class  comp.  dup., 
cap.  per  day  2,000.000  gals.,  constructor  Barr: 
mains,  cast  iron,  10  miles,  4  to  10  in.  dia.;  7o 
hydrants;  100  valves;  meters,  total  number  930, 
Crown  8,  Empire  2,  Thomson  20,  Hersey  Disc  1, 
Worthin^on  2,  Neptune  900,  owned  by  consumer: 
360  services:  pipe,  galv.  iron;  pressure,  dom.  120 
lbs.,  fire  140  lbs.;  consumption  per  day,  800,000 
gals.;^  cost  to  construct,  $76,000;  bonded  debt,  $i59,- 
OOOjint.  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
$8,000;  works  belong  to  city. 

BAYONNE,  pop.  60,000;  fire  area,  6,120  acres; 
mercantile  bldgs.,  orick  and  wood,  2  to  4  stones; 
private,  wood,  2  and  8  stories;  wooden  roofs  per- 
mitted ;  fireworks  and  combustibles  ord. ;  causes  of 
fires  investigated.  Fire  dept~6  steamers,  26  c. 
hand  ex.,  8  h.  &  L  trucks,  1  supply  wagon,  9  hose 
carriages,  28  horses;  hose,  cotton,  rubber  lined, 
good,  8^000  ft;  fire  alarm,  Gamewell,  62  boxes; 
value  of  dept  equipment,  $64,000:  value  of  bldgs., 
$760,000;  ann.  exp.  of  dept,  $10,600;  total  mem. 
o7.  all  paid;  underwriters'  rating,  first  class. 

Watbb  Supply— Source,  river;  system,  gravity; 

Jualitv  of  water,  good;  mains,  cast  iron,  48  miles, 
to  24  in.  dia.jlS0O  hydrants;  410  valves;  meters, 
total  number  6,o00,  owned  by  consumer;  6,000  ser- 
vices; pipe,  lead  and  galv.  iron;  pressure,  dom.  45 
lbs.,   fire  45   lbs.,  consumption   per  day,  6,000,000 

falflL:    cost    to   construct,    $400,000;    bonded    debt 
96,000;   int.   paid  on  bonds,  4  per  cent;  cost   of 
mtce.,  $10,000;  works  belong  to  city. 

BELLEVILLE,  pop.  10,000;  fire  area,  3.000 
acres;  mercantile  bfdga.,  brick,  2  and  8  stories; 
private,  wood,  2^  stories;  wooden  roofs  per- 
mitted in  fire  area;  causes  of  fires  investigated: 
fire  losa  for  1  year,  tlJKO;  ins.  involved 
for  same  time,  $1,900.  Fire  dept— 1  h.  ft  1.  truck 
comb.,  3  c.  hand  ex.,  1  c.  engme.  2  hose  wagons, 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
3,550  ft;  inferior,  all  kinds,  700  ft;  total  hose, 
4,260  ft ;  fire  alarm,  bell  and  whistle ;  value  of  dept 
eauipment,  $5,000;  value  of  bldgs.,  $6,000;  ann.  exp. 
of  dept,  $3,500;  total  mem..  66  volunteers. 

Watbs  Supply— Source,  trom  Newark;  system, 
gravity;  mains,  10  miles,  6  in.  dia.;  86  hydrants; 
pressure,  fire  70  lbs. 

BELMAR,  pop.  1,600.  Fire  dept— 2  steamers. 
1  h.  &  1.  truck,  2  hose  carriages;  total  hose,  8,500 
ft;  fire  alarm,  Gamewell;  total  mem.  96,  paid,  6 
drivers,  volunteers  90. 

Watbk  Supply— Source,  wells;  system,  pump- 
ing; res.  cap.  238,000  gals.;  puxnping  engines,  cap. 
per  day  2,000,000  gals.;  George  Titus,  supt 

BELVIDERE,  pop.  1.784;  fire  area,  600  acres; 
mercantile  bldgs.,  wood,  8  to  6  stones;  private, 
wood,  8  and  4  stories;  wooden  roofs  permitted. 
Fire  dept— 1  h.  &  L  truck.  4  c  hand  ex.,  2  hose 
carriages:  hose,  cotton,  rubber  lined,  good,  1,800 
ft;  inferior,  all  kinds,  200  ft.;  total  hose,  2,000  ft; 
fire  alarm,  Gamewell,  6  boxes:  value  of  dept 
equipment,  $2i|00;  value  of  bldgs.,  $6,000;  ann. 
exp.  of  dept,  $700;  total  mem.,  40  volunteers. 

Watsr  Supply— Source,  river;  system,  pump  to 
stdp.:  stdp.  capM  88340  gala.;  pumping  engines,  cap. 
per  dav  1,000,000  gals.,  constructor  Blake;  mains. 
8H  miles,  4  to  8  In.  dia.;  29  hydrants.  Chapman* 
40  valves;  meters,  total  number  62,  Crown;  280 
services;  pressure,  dom.  72  lbs.,  fire  100  to  120  lbs.; 
cost  to  construct,  $23,600;  ann.  cost  of  mtce., 
$5,500;  works  belong  to  Co. 

BEVERLY  CITY.  pop.  2,000;  fire  area,  640 
acres;  mercantile  bld^^s.,  wood.  2  and  8  stories; 
private,  wood,  2^  stories;  wooden  roofs  permitted 
m  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.    Fire  dept.— 6  c.  hand 


ALLENTOWN.  pop.  3,000.  Fire  dept.— Not  re- 
ported. 

Watsb  Supply— Source,  lake;  1/3  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap., 
70,000  gals.;  dim.  12  x  80;  material  used  in  cons., 
wrt.  iron;  quality  of  water,  good;  res.  cap.,  3,000,- 
000  gals.;  1  pumping  engme;  class,  triplex;  cap. 
per  day,  360,000  gals.;  constructor  Gould;  mains, 
cast  iron,  2^  miles;  4  to  6  in.  dia.;  23  hydrants; 
10  valves;  meters,  total  number,  1  Empire;  owned 
by  consumer;  125  services;  pipe,  galv.  iron;  pres- 
sure dom.,  35  to  65  lbs.,  fire  100  lbs. ;  cost  to  con- 
atruct.  $16,000;  bonded  debt,  $15,000;  int.  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $1,000;  works 
belong  to  city. 

ASBURY  PARK.  pop.  10,000;  fire  area,  8  sq. 
miles;  mercantile  bldgs.,  brick  and  wood,  1  to  o 
stories;  private,  wood,  10  ft  high;  wooden  roofs 
Slot  permitted  in  fire  area;  fireworks  and  combua- 
dbles  ord. ;  causes  of  fires  investigated.  Fire  dept 
— S  steamers  1  truck,  8  c  hand  ex.,  1  h.  &  L  truck, 
6  hose  wagons,  16  horses;  hose,  cotton,  rubber 
lined,  good,  8,000  ft;  total  hose,  9,000  ft:  fire 
alarm,  electric,  bell  and  whistle,  26  boxes;  value  of 
dept  equipment,  $20,000;  value  of  bldgs.,  $60,000; 
ann.  exp.  of  dept,  $16,000;  total  mem.  270. 

Watu  Supply— "Source,  wella,  %  mile  from 
buatness  center;  system,  pump  to  stdp.;  stdp.  cap., 
106,000  gals.,  dim.  12  x  126,  material  used  in  cons, 
wrought  iron;  quality  of  water,  good;  res.  cap. 
204,000  gals.,  located  at  pumping  station;  2  pump- 
ing engines,  class  comp.  dup.  and  triple  expan- 
sion, cap.  per  day  4,000,000  gals.^  constructors 
Worthin|^n,  Deane;  mains,  cast  iron,  16  miles, 
4  to  12  in.  dia.:  188  hydrants;  147  valves;  meters, 
total  number  1,660,  Lambert  1,660,  owned  by  city: 
1^?6  services;  pipe,  galv.  iron •  pressure,  dom.  63 
lbs.;  consumption  per  day,  648,000  gals.;  cost  to 
construct  $266,000:  bonded  debt,  $212,000;  int  paid 
on  bonds,  4^  ana  6  per  cent;  cost  of  mtce.,  $27,- 
<X)0;  works  belong  to  city. 

ATLANTIC  CITY,  pop.  47.000;  fire  area,  4^ 
sq.  miles;  mercantile  bldgs.,  brick  and  wood,  1  to 
10  stories;  private,  brick  and  wood,  8  stories; 
wooden  roofs  not  permitted  in  fire  area;  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept 
— ^U  steamers,  1  h.  &  L  truck,  18  c.  hand  ex.,  2 
aerial  trucks,  8  hose  wagons,  2  HoUoway  c  engines, 
8  comb,  c  &  h.  wagons,  49  horses;  hose,  cotton,  rub- 
ber lined,  good,  28,000  ft;  fire  alarm,  Gamewell, 
72  boxes:  value  of  dept.  equipment,  $1562000; 
value  of  Dldga.,  $160,000:  ann.  exp.  of  dept,  |140,- 
OOO;  total  mem.  186,  paid  full  time. 

Watis  Supply— liSource,  creeks  and  wells,  7 
miles  from  business  center;  system,  pump  to 
stdp.;  stdp.  cap.,  625,000  gals.,  dim.  16  x  140  and 
26  X  132;  material  used  in  cons.,  iron;  quality  of 
water,  good;  8  pumping  engines,  cap.  per  day  14,- 
600.000  gals.;  constructors  Stillwell,  Worthington, 
D'Auria,  Gordon,  Rand;  mains,  cast  iron  and  steel, 
82  miles,  1  to  6  in.  dia. ;  690  hydrants:  meters,  total 
number  4.410:  Crown  86,  Nasu  324,  Gem  2,  Hersey 
Rotary  107,  Trident  2.486,  Bee  438,  Keystone  71, 
Crest  7,  Niagara  294,  Torrent  4^  Lambert  8,  owned 
by  city;  4,42^  services;  pipe,  tin  lined,  galv.  iron; 
pressure,  dom.  46  lbs.,  fire  45  lbs.:  consumption 
per  day,  7,862,000  gals.,  per  capita,  13§  gals.;  cost  to 
construct  $1,459,265.30;  bonded  debt,  ^,244,000;  int 
paid  on  bonds,  4%  per  cent;  cost  of  mtce.,  ^,- 
480.31;  works  belong  to  city. 

ATLANTIC  HIGHLANDS,  pop.  1,606;  fire  area, 
1,000  acrea;  mercantile  bldgs.,  wood:  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  ft  L 
truck,  2  hose  carriajBiea;  hose,  cotton,  rubber  lined, 
good,  2,000  ft;  inferior,  all  kinds.  600  ft;  total 
boss,  2j600  ft;  fire  alarm,  bell  and  whistle;  total 
mem.,  60  volunteers. 

WATxa  Supply— >Source,    wells,    H    mile    from 
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ex.,  1  h«  &  L  tmck.  8  hose  carriages;  hose,  cotton, 
rubber  lined,  Rood.  2,000  ft:  inferior,  all  kinds, 
600  ft.:  total  hose,  2,000  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $2,000;  value  of  bldge.,  18,600; 
ann.  exp.  of  dept,  I40O;  total  mem.,  lOO  volun- 
teers. 
Watbk  Sufply— Source,  artesian  wells;  system, 

1»ump  to  stdp. ;  stdp.  cap.  160,000  gals.,  dim.  12  x  120, 
ocated  in  town,  materiid  used  in  cons,  iron;  quality 
of  water,  good;  2  pumping  engines,  class  comp. 
cond.,  sixe  10  x  16  x  8  x  12,  cap.  per  day  1.600,000 
ppsls.,  constructors  Gordon,  Maxwell;  mains,  cast 
iron,  30  miles,  4  to  12  in.  dia.;  125  hydrants. 
Gloucester,  Ludlow;  72  valves,  Ludlow  ana 
Gloucester;  meters,  total  number  10,  Crown, 
owned  by  Co.;  1,400  services;  pipe,  lead  and  iron; 
pressure,  dom.  35  to  60  lbs.,  fire  80  to  120  lbs.; 
consumption  per  day  600,000  gals.,  per  capita  SS5 
gals.:  works  belong  to  private  Co. 

BLAIRSTOWN,  pop.  900;  fire  area,  20  acres; 
bldgs.,  wood,  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept— 
1  hose  carriage,  24  buckets,  6  ladders;  hose,  cotton, 
rubber  lined,  good.  800  ft.:  inferior,  all  kinds, 
100  ft;  total  hose,  800  ft;  fire  alarm,  bell;  value 
of  dept  equipment  |1,000;  value  of  bldgs.,  $1,200; 
total   mem.,  26  volunteers. 

Watbr  Supply— Source,  streams  and  artesian 
well:  system,  pump  to  stdp.;  stdp.  cap.  112,000  gals., 
builders  Tippett  &  Wood;  pumping  engines,  cap. 
per  da^  180,000  gals.;  mains,  cast  iron,!  miles,  16 
to  20  m.  dia.,  Warren;  20  hydrants.  Chapman;  1 
valve;  86  services;  presswCp  dom.  67  lbs.,  fire  100 
lbs.;  cost  to  construct,  $26,000;  works  belong  to 
Trustees  Blair  Academy. 

BLOOMFIELD,  pop.  11,000;  fire  area,  6  miles; 
mercantile  bldgs.,  stone  and  brick.  8  stories;  pri- 
vate, stone  and  wood,  2  stories;  wooden  roob 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr.  for 
8  yrs.,  $6,486:  av.  ins.  for  same  time,  $^000.  Fire 
dept— 7  c  hand  ex..  1  h.  &  1.  truck,  8  hose 
wagons.  1  jumper,  6  horses;  hose,  cotton,  rubber 
lined,  4,600  ft:  fire  alarm,  Gamewell,  80  boxes; 
ann.  exp.  of  dept,  $6,000;  total  mem.,  16  volun- 
teers. 

Watbb  Supply— Town  has  bought  the  East  Jer- 
sey Water  Co.'s  plant 

BOGOTA,  pop.  800;  fire  area,  600  acres;  mer- 
cantile bldgs.,  wood,  2  to  8  stories;  private,  wood, 
1%  to  8;  wooden  roofs  permitted;  no  fireworks  or 
combustibles  ord.;  causes  of  fires  investigated; 
average  loss  for  past  8  yrs.,  $600.  Fire  dept.— 8 
hose  carriages;  hose,  cotton,  rubber  lined,  1^00 
ft;  rubber.  600  ft;  inferior,  100  ft:  total  hose, 
1,700  ft;  fire  alarm,  bell;  value  of  equipment, 
$1,600;  value  of  bldgs.,  $8,600;  ann.  exp.  of  dept, 
$86;  toUl  mem.,  60  volunteers;  underwriters*  rat- 
ing, fifth  class. 

Watsk  Supply— 'Not  reported. 

BOONTON.  pop.  8,901;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  4  stories; 
private,  brick  and  wood.  2  stories;  wooden  roofs 
not  permitted;  combustibles  ord.;  causes  of  fires 
mvestigated;  fire  loss  for  1902,  $1,786;  ins.  for 
same  time,  $1,400.^  Fire  dept— 8  hand  engines,  6 
c.  hand  ex..  1  h.  ft  L  truck.  1  hose  wagon,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,600 
ft.;  rubber,  good,  1,000  ft;  inferior,  all  kinds,  1,000 
ft;  total  hose,  4,600  ft;  fire  alarm,  bell;  total 
mem.;   162  volunteers. 

Watir  Supply— Source,  mountain  stream,  4 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water,  good;  res.  cap.,  8,000,000  gals.;  mains, 
cast  iron,  12  miles.  2  to  14  in.  dia.;  68  hydrants; 
109  valves;  meters,  total  number  80,  owned  by  Co.; 
400  services;  pipe,  galv.  iron;  pressure,  dom.  16 
to  104  lbs.,  fire  16  to  104  lbs.:  cost  to  construct, 
$186,000;  bonded  debt,  $90,000:  int.  paid  on  bonds, 
6  per  cent;  cost  of  mtce.,  $1,000;  works  belong  to 
Co. 

BORDENTOWN  pop.  4,200;  mercantile  bldgs., 
brick  and  wood,  2  and  8  stories;  private,  brick  and 
wood,  2  and  8  stories;  wooden  tooU  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 

of  fires  mvestirated.    Fire  dept.— 1  steamer,  1  h.  & 
1.  truck,  1  hand  engine,  1  c.  engine,  1  hose  wagon. 


8  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
2,400  ft;  fire  alarm,  bell;  value  of  dept  equipment, 
$8,900;  value  of  bldc».,  $8,700;  ann.  exp.  of  dept, 
$1,000;  total  mem.,  220  volunteers. 

Watir  Supply— Source,  creek,  8  miles  from 
business  center;  system,  pump  to  elevated  tuik 
through  10>in.  pipe  and  direci;  filtration  system. 
sand.  National;  quality  of  water,  good;  res.  cap. 
1,000,000  gals.,  located  t^  miles  ^m  station:  2 

Jumping  engines,  class  dup.  comp.,  cap.  per  day 
,600,000  gals.,  constructors  Worthington,  Deane; 
mains,  cast  iron,  7  miles,  6  to  10  in.  dia.;  M  hy- 
drants. Wood;  20  valves.  Wood;  meters,  total 
number  80.  Crown  8,  Worthington  2,  Nash  10. 
owned  by  Co.;  768  services;  pipe,  lead;  pressure 
dom.  66  to  70  Ibsj  consumption,  per  day  300.000 
gals.,  per  capita  76  gals.;  cost  to  construct,  tU2.- 
OOO;  bonded  debt  ^,000;  int  paid  on  bonds.  4 
per  cent;  works  belong  to  city. 

BOUND  BROOK,  pop.  8.600;  fire  ar«n,  IS 
acres:  mercantile  bldgs.,  stone,  l»ick  snd  wood, 
2  and  8  stories:  private,  wood  and  brick,  S  sto- 
ries; combustibles  ord.;  causes  of  fires  inresti- 
rted.  Fire  dept— 1  h.  &.  1.  truck.  4  c.  hsnd  ex.. 
hose  wagon,  1  hose  carriage,  B  horses;  hose, 
cotton,  rubber  lined,  2,600  ft;  fire  alarm,  beU; 
value  of  dept  equipment,  tifiOO;  value  of  bldgs.. 
$7,000;  ann.  exp.  of  dept,  $600;  total  mem.,  60 
volunteers. 

Water  Supply— Source,  mountain  spriass,  S 
miles  from  business  center;  system,  gravi^  pvaap 
to  res^  to  stdp.  or  direct;  stdp.  cap.  117,000  fala., 
dim.  SO  X  89,  material  used  in  cons,  wrouf^t  iroa, 
builders  Tippett  &  Wood;  quality  of  water*  fakri 
res.  cap.,  15,000,000  gals. ;  2  pumping  engteem.  dnsa 
dup.  comp.,  cap.  per  day  1,000|000  gals.,  constm^ 
tor  Worthington;  maina,  cast  iron,  16  milea,  4  to 
11  in.  dia.;  68  hydrants.  Union;  187  vahrcs;  440 
services;  pipe,  galv.  iron.;  pressure,  dom.  60  lbs- 
fire  60  lbs.:  cost  to  construct,  $S7,500;  snn.  coat  ol 
mtce.,  $1,100;  works  belong  to  Ca 


BRIDGETON,  pop.  18318:  mercantile  bldsa.. 
brick  and  wood,  8  stories;  private,  wood,  IH  aad 
2  stories:  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— 2  steamers^  1  c. 
engine,  4  c  hand  ex.,  1  h.  ft  L  truck,  I  hose  car- 
riage; hose,  cotton,  rubber  lined,  good*  2»6QO  ft; 
fire  alarm,  Gameweu,  26  boxes;  aan.  exp.  of  dept^ 
$6»000:  total  mem.  26,  paid  full  flme  2.  paid  ptft 
time  28;  underwriters'  rating,  second  daas. 

Watia  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stdp.;  acdp. 
cap.  2,800,000  ^als.,  dim.  100  x  44,  material  used  m 
cons,  steel,  builders  Keeler  &  Co. ;  quality  of  water. 
good;  3  pumping  engines,  cap.  per  day.  6.000^000 
gals.,  constructors  Snow,  Barr,  Worthington; 
mains,  cast  iron,  80  miles,  4  to  16  in.  dia.;  286 
hydrants;  400  valves;  meters,  total  number  IX 
owned  by  city;  2,600  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  70  lbs.;  consumptioa 
per  day,  1,100,000  sals.;  cost  to  construct,  $250^000; 
bonded  debt.  $1VXN>;  int.  paid  on  bonds,  €  per 
cent;  cost  ox  mtce.,  $7,600;  works  belong  to  city. 


BURLINGTON,  pop.  7,882;  fire 
mercantile  bldgs..  brick  and  wood,  1  to  fi  stories; 
private,  brick  and  wood,  1  to  8  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 2  steamers,  1  c.  engine,  1  h.  &  L  trade,  8 
c.  hand  ex.,  1  aerial  txwSk,  6  hose  carriafea,  8 
horses;  hose,  cotton,  rubber  lined,  good,  4,008  it; 
rubber,  good^860  it;  inferior,  all  kinda.  1^460  ft; 
total  hose,  6,700  ft:  fire  alarm,  Gamew^  IS  boxes; 
value  of  dept  equipment,  $22,000;  value  of  bUbs., 
$20,000;  ann.  exp.  of  dept,  $2,910;  total  mtau^Wi 
volunteers. 

Watia  Supply— Source,  river;  %  mile  flroai 
business  center;  system,  pump  to  stdp.  and  di- 
rect; stdp.  cap.  282,000  gaJs.,  dim.  20  x  ISL  b» 
terial  used  in  cons,  iron,  builders  Morria.  Taakcr 
&  Co.;  quality  of  water,  good;  8  pumping*  emnaea, 
cap.  per  day  8,000,000  gals.,  oonstroetors  Hol^, 
Worthington  and  International  P.  Co.:  mains, 
iron.  18%  miles^  4  to  16  in.  dia.;  182  hydrants, 
Eddy ;  1,800  services ;  pipe,  lead  and  iron ;  pressure. 
dom.  66  lbs.,  fire  6i6  lbs.;  consumption  per  day. 
3,000,000  sals.;  cost  to  construct  $150,000:  bonded 
debt  $48,000;  int  paid  on  bonda,  4  per  cent; 
of  mtce.,  $6,000;  works  belosg  to  city. 
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BUTLER,  pop.  2,500;  fire  area,  300  acres,  mer- 
cantile bldffs.,  orick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  1  to  3  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  nre  investigated;  av. 
fire  loss  per  yr.  for  3  yrs.,  lltOOO;  av.  ins.  involved 
for  same  time,  186,000.  Fire  dept.— 1  h.  &  1.  truck, 
11  c.  hand  ex.,  3  hose  wagons,  2  horses;  hose, 
3.000  ft.;  fire  alarm,  bell;  value  of  dept.  equijpment, 
110,000,  value  of  bldni.,  $6,000;  ann.  exp.  of  dept., 
11,000;  total  mem.,  130  volunteers. 

Water  Supply— Source,  mountain  stream,  1% 
miles  from  business  center;  system,  gravity; 
mains  cast  iron,  7^  miles;  4  to  10  in.  dia.;  00  hy- 
drants; 32  valves;  owned  by  Co.,  400  services;  pipe, 
galv.  iron;  pressure,  dom.  90  to  140  lbs.;  fire  90 
to  140  lbs.;  cost  to  construct,  $80,000;  cost  of  mtce., 
$300;  works  belong  to  private  Co. 

CALDWELL,  pop.  1,S67;  fire  area,  980  acres; 
bldga.,  stone,  brick  and  wood,  2  stones;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dcpt.--€  c  band  ex.,  1  h.  &  1.  truck. 
1  hose  carriage;  hose,  cotton,  rubber  lined,  good 
800  ft.;  fire  alarm,  bell;  total  mem.,  90  TOlunteers. 

WATsm  SupFLT— Source,  Essex  Falls  Light  & 
Water  Co.;  system,  pump  to  res.;  res.  cap.,  1.200,- 
000  gals.;  3  pumping  en^es,  constructors  Snow 
Worthington;  mams,  8  miles:  100  hydrants,  Eddy; 


meters,  total  number  836;  385  services;  pressure, 
dom.  60  lbs.,  fire  25  to  30  lbs.;  consumption,  per 
day  66,000  gals.,  per  capita  20  gals.;  cost  to  con- 
struct, $21,000;  works  belong  to  town. 

CAMDEN,  pop.  92,438;  fire  area,  9%  miles;  mer- 
cantile bldgs.,  brick,  1  to  7  stories;  private,  brick 
and  wood,  8  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept. — 7  steamers,  1  c.  engine, 
22  c.  hand  ex.,  3  h.  s  I.  trucks,  1  aerial  trudc,  6 
comb,  wagons,  1  hose  carriage,  37  horses;  hose, 
cotton,  rubber  lined,  good,  17,wO  ft.;  fire  alarm, 
Gamewell.  133  boxes;  value  of  bldgs.,  $85,000;  ann. 
exp.  of  dept.,  $124,521;  total  mem.  102,  paid  full 
time. 

Watbk  Supply— Source,  wells,  9  miles  from 
business  center;  system,  gravity,  pump  direct; 
stdp.  cap.  47,000  gals.,  dim.  80  x  110,  located  south 
end  of  town,  material  used  in  cons,  steel,  builders 
R.  D.  Wood;  quality  of  water,  good:  5  pumping 
enffines,  class  comp.  dup.,  cap.  per  day  80,000,000 
sals.,  constructors  Holly,  Blake;  mains,  cast  iron, 
^4  miles,  3  to  30  in.  dia.;  807  hvdrants,  Galvin, 
Mathews,  Corey;  1,361  valves,  Galvtn,  Wood.  Rens- 
selaer; meters,  total  number  683,  Crown  160,  Gem 


13,246  gals.,  per  capita  168  gals. ;  cost  to  construct, 
$1,260,000;  bonded  debt,  n,076,000;  int.  paid  on 
bonds,  4  and  4%  per  cent;  ann.  cost  of  mtce.,  $86,- 
<K)0;  works  belong  to  city. 

CAPE  MAY,  pop.  8,000;  fire  area,  8.000  acres; 
mercantile  bldgs.,  wood,  8  and  4  stories;  private, 
wood,  2  and  3  stories;  wooden  roofs  permitted  in 
fire  area:  fireworks  ord.;  causes  of  fires  investi- 
gated. Fire  dept.— 8  steamers,  1  c  engine,  1 
comb.  c.  &  h.  wagon,  8  c.  hand  ex.,  1  aerial  truck, 
2  hose  reels  and  carriaffe,  9  horses;  hose,  cotton, 
rubber  lined,  good,  3,0O0  ft.;  total  hose,  3,000  ft.; 
fire  alarm,  Gamewell,  18  boxes;  value  of  dept. 
equipment,  $26350:  value  of  bldgs.,  $8,000;  ann. 
exp.  of  dept.,  $6^20;  total  mem.  40,  paid  full  time 
7.  -volunteers  A. 

Watbk  Supply— Source,  wells;  system,  pump 
to  stdp.;  stdp.  cap.  270,000  gals.,  material  used  in 
cons*  steel;  pumpmg  engines,  cap.  per    day  8,600,- 

000  ffals.,  constructors  Worthington.  Niagara; 
mains,  cast  iron^  17  miles,  4  to  16  m.  dia..  Wood; 
100  hydrants.  Wood;  86  valves;  900  services;  pres- 
sure, dom.  68  lbs.,  fire  80  lbs.;  consumption,  per 
day  1,180.000  gals,  during  season ;  cost  to  con- 
struct, $60,000,000;  bondea  debt,  $188,800;  int.  paid 
on  bonds,  4  to  6  per  cent;  ann.  cost  of  mtce., 
$4,000;    works  belong  to  dty. 

CARLSTADT,  pop.  3,600;  fire  area,  1,400  acres 
mercantile  bldgs.,  brick  and  wood,  2  to  3  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
no    fireworks  and  combustibles  ord.     Fire  dept.— 

1  hand  engine,  2  c.  hand  ex.,  1  h.  &  1.  truck,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
2,700    ft.;   inferior,    all   kinds,   100   ft.;    total   hose. 


2,800  ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
$4,000;  value  of  bldgs.,  $10,000;  ann.  exp.  of  dept., 
$1,200;  total   mem.,    107  volunteers. 

WATEK  SuppLY—Source,  supplied  from  Hacken- 
sack;  mains,  8%  mOes,  4  to  12  in.  dia. ;  20  hydrants; 
44  valves;  pressure,  dom.  20  lbs.,  fire  50  lbs.;  works 
belong  to  Co. 

CARTARET,  pop.  1,000;  volunteer  fire  dept,  40 
men:  1,000  ft.  hose. 
Water  Supply— 32  hydrants;  pressure,  90  lbs. 

CEDARVILLE,  pop.  1.067;  mercantile  bldgs., 
wood,  IH  to  8  stones;  pnvate,  wood,  2)i  stories; 
wooden  roofs  permitted  m  fire  area.  Fire  dept. — 8 
h.  &  1.  trucks,  buckets  and  ladders;  fire  auarm, 
bell;  value  of  dept.  equipment,  $170;  value  oi 
bldgs.,  $80. 

Water  SuppLY—Sotirce.  wells. 

CHATHAM,  pop.  1,800;  mercantile  bldgs., 
wood.  Fire  dept.— 1  h.  &  1.  truck,  2  hose  car- 
riages; total  hose,  1,200  ft;  fire  alarm,  whistle; 
total  mem.,  40  volunteers. 

Water  Supply— System,  gravity;  pressure,  100 
to  140  lbs.,  owned  by  city. 

CINNAMINSON,  pop.  200.  Fire  dept.-l  hose 
cart;  hose,  600  ft.;  value  of  dept  equipment,  $660; 
value  of  bldgs.,  $100;  total  mem.,  26  volunteers. 

Water  SuppLv—Tanks. 

CLAYTON,  pop.  1,961;  bldgs.,  wood,  2  stories; 
wooden  roofs  permitted.  Fire  dept— 1  hand  en- 
gine. 8  hose  carriages;  hose,  cotton,  rubber  lined, 
gooo  1,860  ft;  fire  alarm,  bell;  value  of  dept 
equipment.  $1,100;  total  mem.,  24  volunteers. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  101,000 
gals.,  100  ft  high,  builders  Tippett  &  Wood;  2 
pumping  engines,  cap.  per  day,  800,000  gals.;  con- 
structor Deane;  mains,  wrougnt  iron,  7  miles,  4  to 
8  in.  dia.,  American  Pipe  Co.;  42  hydrants,  Lud^ 
low;  meters,  total  number  29,  Crown:  67  ser- 
vices: pipe,  galv.  iron;  pressure,  dom.  60  lbs,  firs 
100  Ids.;  cost  to  construct,  $60,000;  int  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $1,000. 

CLIFFSIDE,  pop.  1,100.    Fire  dept— Volunteer, 
46  men. 
Water  Supply— Pressure,  90  lbs. 

CLINTON,  pop.  900;  fire  area,  200  acres;  mer- 
cantile bldgs.,  brick  and  wood.  2  and  3  stories; 
private,  brick  and  wood,  2  to  8^  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  invest!- 

fated.  Fire  dept.— 1  steamer,  2  hose  carriages; 
ose.  rubber  ^ood,  1,800  ft.;  fire  alarm,  bell;  value 
of  aept  equipment,  ^,000;  ann.  exp.  of  dept, 
$100;  total  mem.,  80  volunteers. 

Watee  Supply— Source,  springs  and  stream  on 
mountain  4  miles  distant;  system,  gravity;  cap. 
of  res..  600,00  ffals.;  pipe,  4  miles,  4  to  6  in.  dia.; 
38  hydrants.  Wood;  pressure,  130  lbs.;  int  on 
bonds,  6  per  cent 

COLLINGSWOOD,  pop.  1,633;  fire  area,  3 
miles;  bldgs.,  brick  and  wood,  8H  stories;  wooden 
roofs  permitted;  no  fireworks  ord.  Fire  dept— 
6  c.  ex.,  1  h.  &  1.  truck,  2  hose  carriages,  1  nose 
wagon;  hose,  cotton,  good  1,500  ft;  bell  alarm; 
total  mem^  66  volunteers. 

Water  Supply— Source,  artesian  wells;  system, 
gravity;  stdp.  cap.,  120,000  gals.;  pipe,  8  miles;  26 
hydrants;  8  meters:  800  services;  cost  of  works, 
$50,000;  int.  on  bonds,  6  per  cent;  ann.  exp.  $200. 

CRANBURY,  pop.  1,430.  Fire  dept— 1  h.  en- 
gine;  total  mem.,  volunteers. 

CRANFORD,  pop.  8,600;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  8  stories;  pri- 
vate, wood,  2%  stories;  wooden  roofs  permitted  in 
fire  area;  causes  of  fires  investigated.  Fire  dept— 
4  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose  wagons,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good, 
2,700  ft;  rubber,  good,  600  ft;  inferior,  all  kinds, 
650  ft;  total  hose,  8,450  ft;  fire  alarm,  bell,  9 
boxes;  value  of  dept.  equipment,  $11,500;  value  of 
bldgs. ^  $1»600;  ann.  exp.  of  dept,  $1,100;  total  mem. 
23,  paid  part  time. 

Wii^TRR  Supply— Source,  Plainfield  Union  Water 
Co.  For  description  of  works  see  Plainfield;  46 
hydrants;  pressure,  86  lbs. 
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li£,i^&.j:.kiu£^-*  water  dUPPLY— douroe,  ulmx; 
rstem.  Krvntr;  res.  cap.  2,600,000  nls.;  lake 
ip.,  170,000,000  gals.;  pumps,  cap.  per  oay,  600,000 
us.;  mains,  cast  iron,  11  miles,  4  to  8  in.  dia.;  60 


CROSSWICKS;  bldgs,  wood.  Fire  dept— 2  hand 
engines,  1  hose  carriage;  hose,  800  ft.;  fire  alarm, 
bell:  total  mem.,  22  volunteers. 

Watxr  Supply— Wells. 

DECKERTON—  Wat«r  Supply— Source,  lake; 
system^ 

a  / 

hydrants;  30  ralves;  meters,  total  number  6;  pres- 
sure, dom.  60  lbs.,  fire  90  lbs.;  consumption  per 
day  160.000  gals.;  per  cap.  60  gals.;  cost  to  con- 
struct, 160,000;  bonded  debt,  $64,000;  int.  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  1600;  irorks 
belong  to  town. 

DELFORD,  pop.  1,000;  mercantile  bldsp.,  wood 
and  brick,  2  stories;  private,  wood;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  investigated. 
Fire  depL— 1  h.  &  1.  and  1  hose  carriage,  2  horsea; 
hose,  solid  rubber  and  cotton,  rubber  lined,  good, 
1,600  ft^  fire  alarm,  bells;  value  of  dept.  equip- 
ment,  $2,600;  value  of  bldgs.,  $8,600;  total  mem., 
60  iFOiunteers. 

Water  Supply— Hackensack  Water  Co^  J£?^ 
to  stdp^  pumping  engines,  daily  cap.,  20,000,000 
gals.;  33  bvdrants;  pressure,  HO  lbs.;  mains,  6 
miles,  4  to  8  in.  dia. 

DOVER,  pop.  9,000;  fire  area,  city  limiu;  mer- 
cantile bldgs.,  brick  and  wood,  2  to  4  atories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 2 
steamers,  1  hand  engine,  1  c  engine,  6  c  hand  ex., 

1  h.  &  1.  truck,  6  hose  carts  and  carriage;  hose, 
cotton,  rubber  lined,  good,  3,100  ft.;  fire  alarm, 
Gamewell,  10  boxes;  value  of  dept.  equipment, 
$11,022;  value  of  bldgs.,  $12,000;  ann.  exp.  of  dept., 
$1>277;  total  mem.,  104  volunteers. 

Watir  Supply— Source,  wells  and  springs,  1 
mile  from   business  center;   system,  gravis  and 

?iump  to  res.;  quality  of  water,  ^ood;  res,  cap. 
,000,000  gals.,  located  in  mountains;  1  pumping 
engine,  cap.  per  day  1,000,000  gals.,  constructors 
National  Meter  Co.;  mains,  cast  iron,  28  miles, 
4  to  10  in.  dia.;  176  hydranu.  Union  and  Eddy; 
meters,  total  number  600,  various,  owned  by  ci^; 
660  services:  pipe,  gal  v.  iron  and  lead;  preasure, 
fire  70  to  140  lbs.;  cost  to  construct.  $200,000; 
bonded  debt,  $200,000;  int  paid  on  bonds,  3H  and 
4  per  cent;  ann.  cost  of  mtce.,  $2,000;  works  be- 
long to  town. 

DUNELLEN,  pop.  lJt89;  fire  area,  640  acres; 
mercantile  bldgs.,  brick.  1  to  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area:  causes  of  fires  investigated.  Fire  dept.— 1 
comb.  c.  &  h.  wagon  with  ladder,  1  hand  ensine, 
8  c.  hand  ex.,  1  h.  &  1.  truck;  hose,  cotton,  rubber 
lined,  good.  900  ft.:  inferior,  all  kinds,  100  ft; 
total  hose,  IjOOO  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  $1,190;  ann.  exp.  of  dept..  $60;  total 
mem.,  85  volunteers. 

Watir  Supply— Source,   Watcuing   Water  Co.; 

Kstem,  pump  to  res.;  45  hydrants;  pressure,  dom. 
lbs.;    works   belong   to    Co.;    Wm.    Whycoff, 
chief. 

EAST  NEWARK,  pop.  8,000:  fire  area,  76  acres. 
Fire  dept. — ^1  h.  &  I.  truck.  1  hose  wagon,  1  hose 
CO.;  fire  alarm,  electric;  value  of  dept.  equipment, 
$4,600;  value  of  bldgs.,  $4,000;  ann.  exp.  of  dept, 
$1,000;  total  mem.  40,  paid  part  time. 

Water  Supply— Source,  Rockaway  river;  sjrs- 
tem,  gravity  and  pump;  mains,  2  miles,  6  to  10  m. 
dia.;  29  hydrants;  22  valves:  pressure,  86  lbs.;  cost 
to  construct,  $16,000;  bonded  debt,  $10,000;  int  paid 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  |W0; 
works  belong  to  city. 

EAST  ORANGE,  pop.  26,000;  fire  area,  8%  so. 
miles;  mercantile  bldgs.,   stone,  brick  and  wood. 

2  to  4  stories;  private,  stone,  brick  and  wood,  2 
and  3  stories:  wooden  roofs  not  permitted  in  nre 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  fire  loss  in  1908,  $26,270.  Fire 
dept. — 2  h.  &  1.  trucks,  12  c.  hand  ex.,  4  hose 
wsffons,  2  com.  c.  engines,  13  horses;  hose,  cotton, 
rubber  lined,  good,  8,000  ft.;  inferior,  all  kinds, 
2,000  ft.:  total  hose,  10,000  ft.;  fire  alarm  Game- 
well  65  boxes;  value  of  dept  equipment.  $134,900; 
value  of  bldgs.,  $57,000;  ann.  exp.  of  dept,  $26,- 
000:  total  mem.,  37.  paid  full  time. 

Water  Supply— Source,    wells,    10    miles    from 


business  center;  system,  gravity,  P^b^  to  res,: 
quality  of  water,  good;  res.  cap.  5,000,000  gal^2 
pumping  engines,  class  comp.,  cap.  per  day  4,000,- 
000  gals.,  constructor  Snow;  mams,  cast  iron,  tl 
miles,  2  to  24  in.  dia.;  635  hydranU;  1.060  valves; 
meters,  total  number  599,  Trident  640,  Worthing- 
ton  10,  owned  by  city;  6,333  servi<xs;  pipe,  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  100  lbs.;  con- 
sumption per  day,  2,760.000  gals.:  cost  to  construct, 
$1,260,000;  bonded  debt  {tiK),000;  int  paid  on 
bonds,  8^  and  4  per  cent;  works  belong  to  city. 

EAST  RUTHERFORD.  poi».  ^640;  fire  ares. 
8,128  acres;  bldn..  wood,  2  stories:  causes  of  fires 
not  investigated;  are  loss  for  1901,  9B.06a  Fire  dept 
—1  h.  &  1.  trudc,  4  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  2,960  ft;  fire  alarm,  GameweU. 
10  boxes;  ann.  exp.  of  dept,  $780;  total  oMm.,  69 
volunteers. 

Water  Supply— Source,  supplied  by  Hsckea- 
sack  Water  Co.;  mains,  6%  miles;  48  hydrants;  H 
valves. 

EATONTOWN,  pop.  1,000;  fire  area.  7  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mitteo  in  fire  area;  fireworks  and  combostibks 
ord.;  causes  of  fires  investigated.  Fire  dept— 8 
h.  &  L  trucks,  10  c.  hand  ex.,  1  c  engine;  nose, 
cotton,  rubber  lined,  good,  76  ft;  total  hose, 
2,760  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $7,400;  value  of  bldgs.,  $600;  total  mem.,  144 
volunteers. 

Water  Supply— Source,  apring,  wells  and 
brooks;  system,  pumpiiig  direct;  quality  of  water, 
good;  res.  cap.  1,000,600  gals.,  located  at  Liscroft; 
works  belong  to  Co. 

EGG  HARBOR  CITY,  pop.  2.400;  fin  arcs. 
1,280  acres;  mercantile  bldgs.,  bride  and  wood,  1 
to  8  stories;  private,  brick  and  wood,  1  to  8  sto- 
ries: wooden  roofs  permitted  in  fire  area:  canscs 
of  fires  investigated.  Fire  dept— 1  h.  &  L  trade, 
100  c   hand  ex.,  5  hose  wagons,  water  tower,  2 

Ssoline  engines;  hose,  cotton,  rubber  lined,  good, 
,  iOO  ft;  fire  alarm,  bell ;  value  of  dept  equip- 
tatnt,  ^000;  value  of  bldgs.,  $5,000;  ann.  exp.  oi 
dept.   $2,000;   total   mem.,  43  voluateera, 

W/9ter  Supply— Source,  artesian  wella;  84  hr 
drants;  pressure,  90  lbs.;  cost  to  construct  $$$»* 
000;  works  belong  to  Co. 

ELIZABETH,  pop.  81,284;  fire  area.  5.760  acres; 
mercantile  bldgs..  brick  and  wood,  1  to  5  stories; 
private,  brick  and  wood,  2H  stories:  wooden  rooh 
not  permitted;  fireworks  and  comDustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 1  steam- 
ers, 20  c.  hand  ex.,  2  h.  &  1.  trucks,  1  lire  boat  1 
hose  wagon,  6  hose  carriages,  28  horses;  hose,  cot- 
ton, rubber  lined,  good,  3.DiM)  ft.;  rubber,  good, 
4,600  ft;   inferior,   all  kinds,  660  ft;  total  nose. 

S660  ft:  fire  alarm.  Gamewell,  60  boxea;  exp.  ol 
ept.,  187,000;   toUl  mem.  99,  paid   full   time  37, 
paid  part  time  62. 

Water  Supply— Source,  wells,  6  nUlea  from 
business  center:  system,  pump  to  rca.  and  stdp^; 
res.  cap.,  200.000.0()0  gals.;  pumping  engines,  cap. 
per  day  13,000,000  gals.,  constructors  Worthinfton, 
Davidson;  mains,  cast  iron,  30  miles,  4  to  la  in. 
dia.,  Warren;  144  hvdranta.  Wood,  Ayrea;  H 
valves,  A.  P.  Smith  Mfg.  Co.;  meters,  toltal  nam- 
ber.6p.  Crown  X.Hcrsey  Torrent  2;  mOl  ft  Fitts 

I 

ELMER,  pop.  1,140;  mercantile  bldga.. 
Fire  dept— In.  engine,  1  h.  &  1.  trudc;  nre  alarm, 
bell:  total  mem.,  20  volunteers;  Adam  Kandl^ 
chiet 

Water  Supply— Not  reported. 

ENGLEWOOD,  pop.  9,000;  fire  area,  tJSm  acres; 
bldgs.,  brick,  stone  and  wood,  8  stories;  wooden 
roofs  not  permitted;  no  fireworks  permitted. 
Fire  dept— 1  c.  en^ne,  8  c.  hand  esc,  2  h.  &  L 
trucks,  4  hose  camag^,  8  horses;  hose,  cotton, 
rubber  lined,  good,  6,600  ft ;  fire  alarm.  Game- 
well,  15  boxes;  total  mem.  100,  paid  fall  time  1 
paid  part  time  96. 

Water  Supply— Source,  river,  supplied  by 
Hackensack;  mains,  cast  iron.  21  miles,  4  to  II 
in.  dia.;  128  hvdranta.  Coffin:  2tt  valvea;  mctetv 
total  number  400;  pressure,  dom.  46  Iba.»  fire  1# 
lbs.;  works  belong  to  Co. 


10,  Worthin^^on  86,  owned  bv  Co.;  1,800  .^^.v^^, 
:>ipe,  galv.  iron;  pressure,  dom.  15  Iba.,  fire  81 
.bs.;  consumption,  per  day  L000,000  gala.,  per 
capita  20  gals.;  works  belong  to  Co.: 
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FAIRVIEW,  pop.  1,760;  fire  am,  IJMd  acres; 
mercantile  bldgs.,  wood;  wooden  roofi  permitted. 
Fire  dept— 1  h.  &  1.  trucJ^  1  bote  carriage;  hose, 
cotton,  rubber  lined,  good,  XOOO  ft.;  fire  alarm, 
bell:  total  mem.,   100  volunteers, 

WATsa  SurpLT— >Source^  Haekensack  Water 
Co.,  6  miles  from  business  center;  quality  of 
water,  filtered;  20  hydrants;  48  valves;  pressure, 
dom.  110  lbs.;  cost  of  mtce.,  $600;  works  belong 
to  Co. 

FLEMINGTON,  pop.  26,000;  fire  area,  160  acres; 
mercantile  bldgs.,  brick  and  wood,  S  stories;  pri* 
vate,  brick  and  wood,  3  stories:  wooden  roofs  per> 
mitted  in  fire  area;  causes  ot  fires  investigated. 
Fire  dept.— 2  steamers,  1  h.  &  L  truck,  4  c  hand 
ex.,  1  hose  wagon,  2  hose  carrisges;  hose,  cotton, 
rubber  lined,  good,  2,400  ft.;  fire  alarm,  electric, 
bell  and  wfaistk.  80  boxes;  value  of  dept.  equip- 
ment,  IMpO;  value  of  bldn.,  $8,000;  ann.  exp.  of 
dept.,  $800;  total  mem.,  UO  volunteers. 

Watbi  Supply— Source,  river  and  springs;  vrs* 
tem,  gravity  and  pump  to  res.;  res.  capM^660,000 
gals.;  pumping  engines,  cap.  per  dav  760,000  gals., 
constructor  Southwark;  mains.  Iron,  18^  milM.  4  to 
8  in.  dia.,  McNeal,  Warren;  21  hydrants,  Eddv; 
200  services;  pipe,  galv.  iron;  pressure,  dom.  86 
lbs.,  fire  33  iSs.;  cost  to  construct.  $53,000:  int 
paid  on  bonds,  4  per  cent;  works  belong  to  Co. 

FORT  LEE,  pop.  2,000;  fire  area,  2,600  acres; 
mercantUe  bldgs.,  wood,  1  to  3%  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  causes  of  fires  investigated.  Fire  dept.— 1 
c.  engine,  2  h.  &  1.  trucks,  6  c  hand  ex.,  1  hosc^ 
wagon,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  2,760  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  $5^000;  value  of  bldga^  I1.200; 
ann.  exp.  of  dept,  81,000;  total  mem.,  100  volun- 
teers. 

Watea  SuppLV->Source,  ri«rer,  8  miles  from 
business  center;  quality  of  water,  good;  17  hy- 
drants: pressure,  fire  76  lbs.;  works  belong  to 
Co. 

FREEHOLT),  pop.  3,540:  fire  area,  700  acres; 
mercantile  bldgs.,  brick  ana  wood,  3  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept. — 
2  steamers,  1  c.  engine,  1  h.  &  1.  truck,  3  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  1,800  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $12,000; 
value  of  bldgs.,  $6,000;  ann.  exp.  of  dept.,  $1,000; 
total    mem.,  135,   paid  full  time. 

Watsk  Supply— Source,  wells,  1%  miles  from 
business  center;  system,  pump  to  stop,  and  grav- 
ity; atdp.  cap.  2&,000  gals.,  dim.  20  x  100,  ma- 
terial used  in  cons,  steel,  builders  Tippet  &  Wood; 
Quality  of  water,  good;  8  pumping  engines,  class 
com  p..  cap.  per  dajr  1,800,000  gals.,  constructors 
Dcane.  Barr;  mains,  iron,  10  miles,  4  to  10  in.  dia.; 
75  hydrants;  80  valves;  meters,  total  number  50, 
owned  by  town:  030  services;  pipe,  galv.  iron; 
pressure,  dom.  40  to  50  lbs.,  fire  40  to  60  lbs.;  con- 
sumption per  day,  250,000  gals.;  cost  to  construct, 
^60.000;  bonded  debt,,  $42,000;  int.  paid  on  bonds, 
I  per  cent;  cost  of  mtce.,  $30,000;  works  belong  to 
:o>vn. 

FRENCHTOWN.  pop.  1,020;  meromtUe  bldgs., 
>rick  and  wood.  8  stories;  private^  wood  and 
>rick,  2  and  8  stories;  wooden  roon  permitted: 
ireworks  and  combustibles  ord.  Fire  dept— 1 
tteamer,  2  hose  carriages;  hose,  cotton,  rubber 
ined,  good,  1,850  ft.;  nre  alarm,  bell;  value  of 
lept.  equipment,  $8,000;  value  of  bldgs..  $2,000; 
Lun.  «xp.  of  dept,  $100;  total  mem.,  42  volun- 
eers, 

Watkk  Supply— Source,  wells,  %  mile  from 
us  in  ess  center;;  svstem,  pump  to  res.;  res.  cap. 
20.000  ^Is.,  located  1,700  ft.  from  center  of  town; 


pumping  engines,  cap.  per  day  20,000  sals.,  con- 
tructor    I.   B.   Davis:  mains,  cement.  2^  miles, 

to  8  in.  dia.;  80  hydrants.  Wood;  Wood  valves; 
leters  owned  by  Co.;  pipe,  galv.  iron;  pressure, 
oTTi.  00  lbs.,  fire  00  lbs. ;  bonded  debt,  $16,000;  int 
aid  on  bonds,  6  per  cent;  works  belong  to  Co. 

GARFIELD,  pop.  7,600;  mercantile  bldgs., 
ood,  2  stories;  private,  wood,  2  stories;  wooden 
>ofs  permitted  in  fire  area;  causes  of  fires  invest!- 
a  ted-  Fire  dept.— 1  c.  engine,  1  h.  &  1.  truck,  4 
-)«:e  carriages;  hose,  cotton,  rubber  lined,  good, 
CtOO  ft. :  fire  alarm,  whistle  and  telephone,  value  of 
c*pt.    equipment,  $5,000;   value  of  bldgs.,  $14,000; 


ann.  exp.  of  dept.,  $2,000;  total  mem.,  158  volun- 
teers. 

Watir  Supply— Source,  wells,  H  mile  from 
business  center;  »stem,  pump  to  stdp.  and  di- 
rect; stdp.  cap.,  200,000  g«is.;  60-hp.  gas  and  trip- 
lex pumping  enjgines,  class  dup.  and  comp.,  cap. 
rr  day  1.600,000  gals.,  constructor  Snow;  mains, 
miles,  2  to  12  m.  dia.;  144  hydrants;  meters, 
total  number  826,  Trident  and  Buffalo,  owned  by 
Co.:  800  services;  pipe,  mIv.  iron;  pressure,  dom. 
82  lbs.,  fire  100  lbs. ;  works  belong  to  borough. 

GLASSBORO,  pop.  2,700;  mercantile  bldgs., 
wood  and  stone,  XW  stories;  private,  wood,^4 
stories;  wooden  roots  permitted;   fireworks  ord.; 


causes  of  fires  investigated.    Fire  dept— 6  c.  ex., 
1  b.  &  L  truck,  8  hose  carriages;  nose,  rubber. 

Sood  500  ft;  cotton,  good  600  ft.;  total  hose,  1,000 
:.;  fire  alarm,  whistle;  value  of  dept  eouipment, 
$1,600;  value  of  bldgs.,  $600;  total  mem.,  cl  volun- 
teers;  underwriters'^  rating,  second  class. 

Watsk  Supply— Source,  from  Clayton  Water 
Co.;  stdp.  cap.,  166,000  gals.;  68  hydrants;  pipe, 
9^  miles;  pressure,  dom.  00  lbs.,  fire  100  lbs. 

GL£N  RIDGE;  bldga.,  wood.  Fire  dept— 1  c. 
engine,  1  h.  &  1.  truck,  1  hose  carriage;  hose,  2,260 
ft.;  fire  alarm,  Gamewcll,  12  boxes;  total  mem., 
63  volunteers. 

Watsk  Supply— Source,  Orange  Water  Co.;  sys- 
tem, gravity. 


vate.  wood,  w  tt  niffn;  wooden  roots  permmed 
in  nre  area;  fireworks  and  combustibles  ordL; 
causes  of  fires  investi^ted;  av.  fire  loss  per  yr. 
for  8  yrs.^  $1,217;  av.  ms.  involved  for  same  time, 
$2,000.    Fire  dept— 1  h.  ft  1.  truck,  24  c  hand  ex., 

1  hose  carriage;  total  hose,  2,500  ft;  fire  alarm, 
bell,  18  boxes;  value  of  dept  equipment,  $6,600; 
value  of  bldgs.,  $7,000;  ann.  exp.  of  dept,  $450; 
total  mem.,  27  volunteers. 

Watxk  Supply— Source,  springs  and  creek; 
system,  pump  to  res.  and  stdp.;  stdp.  cap.,  146,000 
gals.;  res.  cap..  2,000,000  gals.;  pumping  engines, 
cap.  per  day  8,000,000  gals.,  constructor  Wetherill; 
mains,  12  miles;  67  hydrants,  Adams;  pressure, 
dom.  46  lbs.,  fire  80  to  90  lbs.;  cost  to  construct, 
$82,000;  ann.  cost  of  mtce.,  $1,906;  works  belong 
to  city. 

GUTTENBERG,  pop.  6,004;  fire  area,  117  acres; 

mercantile  bldgs.,  wood,  1  to  4  stories;  privste, 
brick,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 2  steamers,  1 
hand  engine,  14  c.  hand  ex.,  1  h.  &  1.  truck,  8 
hose  carriages;  hose,  cotton,  rubber  lined,  good. 
8,000  ft;  rubber,  good,  1,000  ft;  total  hose,  4,000 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment,  $18,000;  value  of  bldgs.,  $15,000;  ann. 
exp.  of  dept,  $1,000;  total  mem.,  130  volunteers. 
Watbk  Supply— Source,  Haekensack  Water 
Co.;  mains.  4  miles;  40  hydrants;  42  valves. 

HACKENSACK,  pop.  12,000;  fire  ares,  3  miles; 
mercantile  bldgs.,  wood,  8  and  4  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept— 2  steamers,  1  hand  engine,  1 
comb,  c  &  b.  wagon,  1  c  engine,  20  c  hand  ex., 

2  h.  &  1.  trucks,  18  horses;  nose,  cotton,  rubber 
lined,  good  7,500  ft;  fire  alarm,  Gamewell,  39 
boxes;  value  of  dept.  equipment,  $16,500;  value  of 
bldgs.,  $15,000;  ann.  exp.  of  dept,  $10,000;  total 
mera.,  164  volunteers. 

Watbk  Supply— Source,  furnished  by  Haeken- 
sack Water  Co.  Hoboken;  svstem,  pump  to  res.; 
rc»,  cap.,  260,000  gals.;  pumping  engines,  cap.  per 
day  600,000  |[als.;  mains.  16^  miles,  2  to  12 
in.  dia.;  176  nydrants;  211  valvea;  meters,  total 
number,  1;  pressure,  fu«,  40  lbs. 

HACKETTSTOWN,  pop.  8,474;  mercanUle 
bldgs.,  wood,  2  snd  3  stories;  private,  wood,  2 
and  3  stories;  wooden  roofs  permitted.  Fire  dept 
—1  chem.  wagon,  1  h.  &  1.  truck,  8  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  2,800  ft;  fire 
alarm,  bell;  total  mem.,  66  volunteers. 

Watek  Supply— Source,  spring  and  streams,  1% 
miles  from  business  center;  system,  gravity;  fil- 
tration system,  broken  stone  and  sand;  quality  of 
water,    good;    res.    cap.,    1,000,000  gals.;    cap.    of 
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main  res.,  7,000,000  amis.;  mains,  cast  iron,  12 
miles,  12  in.  dia.;  60  hydrants;  meters,  total  num- 
ber  14,  Crown,  owned  by  dty;  pressure,  dom.  100 
to  HO  lbs.,  fire  100  to  110  lbs.;  cost  to  construct, 
180,000;  bonded  debt,  $13,500;  int.  paid  on  bonds, 
4  per  cent;  cost  of  mtce.,  $1,000;  works  belong  to 
city." 

HADDONFIELD,  pop.  8,600;  fire  area,  640 
acres;  bldgs.,  wood,  8  stories;  wooden  roofs  not 
permitted;  no  fireworks  and  combustibles  ord. 
Fire  dept.— 1  hand  engine,  1  c  engine,  8  c  hand 
ex.,  1  h.  &  I.  truck,  1  supply  wagon,  2  hose  carts,  1 
hose  carriage,  4  horses;  hose,  cotton,  rubber 
lined,  good,  2,600  fL:  fire  alarm,  bell;  ralue  of 
depL  equipment,  $&w0;  value  of  bldgs.,  $3,000; 
ann.  exp.  of  dept.,  $600;  total  mem.,  60  yolunteers. 

WATsm  jSuppLr--Sottrce,  springs,  1  mile  from 
business  center:  system,  pump  to  stdp.;  stdp.  cap, 
160,000  gals.,  bttuder  Cunningham;  res.  cap.,  2,O0Q,- 

000  gals.;  pumping  engines,  cap.  per  day  1J500,000 
gals.,  constructor  Worthington;  mains,  kaiamein 
and  cast  iron,  4  miles,  4  to  10  in.  dta.,  Wood, 
National  Tube;  41  hydrants,  Mathews  and  Chap- 
man; 76  valves:  meters,  total  number  300,  Crown, 
Worthington,  Thomson;  876  services;  pressure, 
fire  86  Ibs^  cost  to  construct,  $110,000;  ann.  cost 
of  mtce..  $8,000;  works  belong  to  Co. 

HAMMONTON.  pop.  8,481;  mercantile  bldgs.. 
brick  and  wood,  a  ana  8  stories;  private,  wood,  8 
stories;  wooden  roofs  permitted  in  fire  area;  causes 
of  fires  investigated.  Fire  dept.— 1  hand  engine,  8 
c  engines.  2  c.  hand  ex.,  2  h.  &  1.  trucks,  1  hose 
wagon,  1  nose  carriage;  hose,  cotton^  rubber  lined, 
good.  1,100  ft;  rubber,  good,  660  ft.;  total  hose, 
1,760  ft.;  fire  alarm,  bell;  value  of  dc^  equip- 
ment, Sj^;  value  of  bldgs.,  $1,800;  ann.  cxp.  of 
dept.,  $300;  total  mem.,  42^  volunteers. 

WATER  Supply— Source,  6  deep  wells,  raised  by 
compressed  air,  and  cisterns. 

HARRISON,  pop.  10,696;  fire  area,  1,280  acres; 
mercantUe  bldgs.,  stone  and  brick,  2  to  6  stories; 
private,  wood,  2%  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  8  yrs., 
$4,838;  av.  ins.  for  same  time,  $8,qOO.    Fire  dept.— 

1  comb.  &  &  h.  wagon,  12  c.  hand  ex.,  2  h.  &  1. 
trucks,  2  hose  wagons,  2  hose  carts;  hose,  cotton, 
rubber  lined,  good  8.000  ft. ;  fire  alarm,  Gamewell, 
10  boxes;  value  of  dept.  equipment,  $12,000;  value 
of  bldgs.,  $40,000;  ann.  exp.  cf  dept,  $6,886;  total 
mem.,  130  volunteers. 

Watbk  Supply— Source,  Jersey  City  Water  Co.; 
mains,  9^  miles,  6  to  20  in.  dia.;  96  hydrants,  Lud* 
low;  meters,  total  number,  1,080,  Crown;  960 
services;  pressure,  fire  80  lbs.;  cost  to  construct, 
$42,500;  int  paid  on  bonds,  4  per  cent:  ann.  cost 
of  mtce.,   $8,000;  works   belong  to  Co. 

HASBROUCK  HEIGHTS,  pop.  1,800:  fire  area, 

2  miles  long,  1  mile  wide;  mercantile  bldgs., 
brick  and  stone,  2^  stories;  private,  wood,  P^ 
stories;  wooden  roofs  permitted;  firewocks  ord.; 
fires  investigated.  Fire  dept— 2  c.  ex.,  1  on  truck, 
1  h.  &  1.  truck,  2  base  carnaees;  hose,  cotton,  good, 
2,750  ft;  fire  alarm,  bell  and  whistle;  ann.  exp.  of 
dept.,   $1,100. 

Watbk  Supply— Furnished  by  Hackensack  Water 
Co. 

HELMETTA,  pop.  C76;  fire  area,  86  acres;  mer- 
cantile bldgs.,  bricK.  6  stories;  private,  wood,  8 
stories;  wooden  roots  permitted;  fireworks  ora. ; 
fires  investigated.  Fire  dept— 2  hose  carriages; 
hose,  rubber^  good,  2,300  ft;  whistle  alarm;  value 
of  dept  equipment,  $3,000;  total  mem.,  80  volun- 
teers. 

Watsk  Supply— Source,  pond;  H  mile  from 
business  center;  svstem,  pump  to  stdp.  and  to 
main;  stdp.  cap.  80,000  gals.,  dim.  10  x  186,  material 
used  in  cons,  wrought  iron;  quality  of  water, 
fair;  8  pumping  engines,  class  dup.,  cap.  per  day 
60,400  sals.;  mains,  cast  iron,  8  miles,  4  to  8  in. 
dia.;  3(rhydrants;  23  valves;  pipe,  gal  v.  and  wrought 
iron;  pressure,  dom.  26  1m.,  fire  60  lbs.;  con- 
sumption per  day,  10,000  gals.;  works  belong  to 
Co. 

HIGH  BRIDGE,  pop.  1,450.  Fire  dept-2  hose 
carriages;  total  hose,  2.000  ft;  fire  alarm,  whistle; 
total  mem.,  60  volunteers. 

WATEm  Supply— ^ouree,  res.;  system,  gravity; 
pes.  m^  1.000,000  gals. ;  pressure,  dom.  110  to  126 
lbs.;  J.  K.  Naughright  supt 


HIGHTSTOWN.  pop.  1,749;  fire  area,  500  acres; 
mercantile  bldgs..  bnck  and  wood,  2  and  8  stories; 
private,  brick  ana  wood,  2H  stories:  wooden  roofs 
not  permitted;  fireworu  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept — ^1  h. 
&  1.  truck,  8  hose  wagons;  hose,  cotton,  rub- 
ber lined,  good  2.000  ft:  inferior,  all  kinds.  SM 
ft;  total  hose,  2,600  ft:  fire  alarm,  bell;  value  of 
dept  equipment,  $4,000;  value  of  bldgs.,  |8,50$; 
total  mern^  80  volunteers. 

Watbk  Supply— Souree,  wella,  in  buaneaa  cen- 
ter; system,  pump  to  stdp.  and  direct;  stdfi.  cap. 
100,000  gals.,  dim.  14  x  100,  material  used  in  coos. 
steel;  nitration  system^  sand;  quality  of  water, 
good;  2  pumping  engines,  capw  per  da^  806,400 
gals.,  constructor  Barr;  mains,  iron,  8  miles,  4  to 
12  in.  dia.;  82  hydrants.  Eddy;  meters,  total  nutt' 
ber,  4,  Buffalo,  owned  by  city;  200  services;  pres- 
sure, dom.  68  IbsL,  fire  100  to  160  lbs.;  consinnp- 
tion  per  day.  40,000  gals.;  cost  to  construct.  822,- 
600:  mt  paid  on  bonds,  6  per  cent;  cost  of  mtoe.^ 
$1,200;  works  belong  to  city. 

HOHOKUS,  pop.  800;  fire  area,  1,000  acres; 
mercantile  bldgs.,  orick  and  wood;  hei^t  of  mer- 
cantile bldgs,  1  to  8  stories;  private  bldgs,  stone 
and  wood;  2  to  8  stories:  wooden  roofs  permitted 
in  fire  area;  average  fire  loss  per  year  for  the  past 
8  years,  $798;  average  insurance  on  properties 
burned,  60  per  cent  value. 

HOBOKEN,  pop.  65,000;  fire  area.  2,700  acres; 
mercantile  bldgs.,  stone  and  brick,  2  to  6  stories; 
private,  stone  and  brick.  8  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord.;  causes  of  fires  investigated;  av.  fire 
loss  per  yr.,  for  8  years,  $120,804;  av.  ins.  involved 
for  same  time,  $551,189.  Fire  dept— 6  steamers,  2 
h.  &  1.  trucks,  1  c.  engine,  12  c.  hand  ex.,  2  aerial 
trucks,  4  hose  wasons,  2  water  towers,  33  horses; 
hose,  rubber,  good,  9,600  ft.;  fire  alarm.  Gamewell, 
66  boxes;  value  of  dept.  equipment,  $64,445;  value 
of  bldgs.,  $91,129;  ann.  exp.  of  dept,  $80,000;  total 
mem.  SB,  paid  full  time. 

WATsa  Supply— Source,  river;  system,  pontp  to 
res.;  stdp.  cap.  268,000  gal*,,  builders  Tippett  ft 
Wood  and  Tiemey;  8  res.,  cap.  97,000,000  gals.; 
4  pumping  engines,  cap.  per  day  46,000.000  gals., 
constructor  Worthington ;  mains.  28  miles,  4  to  II 
in.  dia.,  Warren;  290  hydrants;  814  valves;  tnetera^ 
total  number  18,619;  pressure,  dom.  85  to  50  lbs., 
fire  40  to  70  lbs.;  works  belong  to  Co. 

HOPEWELL,  pop.  980:  fire  ares.  200  acres: 
wooden  roofs  permitted.  Fire  dept— 1  hand  en- 
gine, 1  h.  &  1.  truck,  1  hose  carriage,  1  hose 
wagon  and  bucket  company;  bell  alarm;  value  of 
dept  equipment  $1>000;  total  mem.,  40  volimtecrs. 

WATBa  Supply— Source,  springs,  1%  mil«a  from 
business  center;  system,  pump  to  main;  qnaKty  of 
water,  good;  res.  cap.  800,000  gals..  located  1  ivile 
from  town;  1  pummng  engine,  cap.  per  day  283.- 
000  gals.,  constructor  Blake;  mains,  cast  iron.  8 
miles,  8  to  4  in.  dia.;  12  hydrants:  18  Tal^vs: 
meters,  t^tal  number,  85.  Naah  1,  Thonsaon  88. 
Pittsburg  1,  owned  by  consumer;  74  servioea;  pipe. 
iron;  pressure,  dom.  80  lbs.,  fire  80  lbs.;  ooosump- 
tion  per  day,  26.000  gals.;  cost  to  construct,  S8.000: 
cost  of  mtce.,  $d00;  works  belong  to  Co. 


IRVINGTON;  bldgs.,  brick  and  wood, 
dept— 1  h.  &  1.  truck,  1  oomb.  c.  &  h.  wason.  8 
hose  carriages;  hose.  2,600  ft;  total  mem.,  T8 
volunteers. 

Watbk  Supply— Monroe,  Essex  &  Union    Water 
Co.,  of  Summit  N.  J. 


JAMESBURG,  pop.  1,600;  fire  area,  12S 
mereantile  bld^,  wood,  2  and  2H  stones;  private, 
wood,  80  ft  high;  wooden  roofs  permitted  in  fire 
area;  fireworks  ord.  Fire  dept— 1  hand  eogiae,  1 
c.  engine  and  hose,  2  c.  hand  ex.;  hose,  mbber. 
good,  2S0  ft.;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, $2,000;  value  of  bldgs.,  $400;  ann,  expu  of 
dept,  $160:  total  mem.,  35  volunteers. 

WATBR  Supply— Source,  wells,  %  mile  frs>:r 
business  center;  system,  firravity;  stdp.  capL  9QlOP^ 
gals.,  dim.  66  x  15  ft;  material  used  in  cons.,  iros: 
quality  of  water,  good;  1  pump,  capL  per  min-ate 
140  gals.;  mains,  iron  4  to  6  in.  dia.;  pressure.  43 
lbs.;  works  belong  to  Co. 

JERSEY  CITY,  pop.  280.000;  fire  area,  12  aq. 
miles;  mereantile  bldgs.,  brick  and  wood,  3  ta 
6  stories;  private,  brick  and  wood.  8  to  4  stories; 
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wooden  roofs  not  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 17  steamers,  8  c  en- 
gines, 7  h.  &  1.  trucks,  60  c  band  ex.,  6 
aerial  trucks,  28  hose  wagons,  5  hose  oar- 
aerial  trucks,  17  hose  wagons,  &  hose  carriages,  105 
horses;  hose,  cotton,  rubber  lined,  good,  26,260  ft; 
rubber,  good,  €00  ft;  inferior,  all  kinds,  2,160  ft; 
total  hose,  28,900  ft;  fire  alarm,  electric,  215  boxes; 
value  of  dept  equipment,  $200,000;  value  of  bldgs., 
$260,000;  ann.  exp.  of  dept.,  $861,781.97;  total  mem. 
217,  paid  full  time. 

Watbx  Supply— 'Source,  river»  25  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  129,200^000  gals.;  8  pumping  en- 
gines, cap.  per  day  106,000,000  gals.,  constructors 
VVorthington  and  Cornish:  mains,  cast  iron,  215.12 
miles,  4  to  36  in.  dia.;  2,274  hyqdrants;  2.502  valves; 
meters,  total  number,  1,600,  Crown  300,  Neptune 
100,  Empire  900,  Gem  200,  Worthington  100,  owned 
by  city;  26,000  services:  pipe,  lead;  pressure,  dom. 
25  to  46  Iba.,  fire  60  iba.;  consumption  per  day. 
33,000,000  nla.:  coat  to  construct  $5,200,000;  bonded 
debt,  $6,000,000;  int  paid  on  bonds,  6  per  cent; 
coat  of  mtce.,  $446,000;  works  belong  to  city. 

KEARNY,  pop.  12,000;  fire  area,  1450  acres; 
mercantile  bldgs.,  wood  and  brick,  3  stories;  pri- 
vate, wood  and  brick,  2%  and  3  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  inves- 
tigateo.  Fire  dept— 12  c  hand  ex.,  2  h.  &  L 
trucks,  8  hose  wagons,  6  hose  carriages,  6  horses; 
hose,  cotton,  rubber  lined,  good,  8JN0  ft;  inferior, 
all  kinds.  360  ft;  total  hose,  9,260  ft;  nre  alarm, 
Game  well,  28  boxes;  value  of  dept.  equipment 
$17,000;  value  of  bldn^  $27,000;  ann.  exp.  of  dept, 
$3,000;  toUl  mem.,  226  volunteers. 

Watbx  Supply— Source,  Jersey  City  Water 
Works,  18  miles  from  business  center;  system, 
pump  gravity  from  Great  Notch  res.  direct  {  quality 
of  water,  good;  mains,  32  miles,  6  to  30  in.  dia.; 
325  hydrants,  Ludlow;  660  valves,  Ludlow;  meters, 
total  number,  1,900  owned  by  consumer;  2,290, 
services:  pipe,  lead;  pressure,  dom.  56  to  100  lbs.; 
fire  KL  lbs.;  consumptioi^  per  day  817,200  gals.,  per 
capita  62  gals.;   works  belong  to  town. 

KEYPORT,  pop.  8,418;  fire  area,  1,280  acres; 
mercantile  bld^s.,  brick,  1  to  8  stories;  private, 
wood.  Zyk  stones;  wooden  roofs  permitted:  com- 
bustibles ord.;  causes  of  fires  investigated. 
Fire  dept— 1  c.  engine,  1  h.  &  1.  truck,  4  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,000 
ft. ;  rubber,  good  800  ft. ;  inferior,  all  kinds,  300  ft ; 
total  hose,  2,100  ft;  fire  alarm,  bell;  value  of  dept. 
equipment,  $8,000;  value  of  bldgs.,  $7,600;  ann. 
exp.   of  dept,  $500;  total  mem.,  130  volunteers. 

Watxk  Supply— Souree,  wells,  in  business  cen- 
ter; sy8temjj)ump  to  stdp.;  stdp.  cap.  293,760  nUs., 
dim.  20  X  126,  material  used  in  cons,  iron,  builders 
Tippet  &  Wood;  quality  of  water,  good;  filtration 
system,  2  pumping  engmes,  class  dup.  comp.,  cap. 
per  day,  750,000  gals.,  constructor  Worthmgton: 
maina,  cast  iron,  8%  miles,  4  to  12  in.  dia.;  102 
hydrants;  130  valves;  meters,  total  number,  240- 
cwned  by  consumer;  750  services:  pipe,  galv.  iron; 
pressure,  dom.  40  lbs,,  fire  GO  lbs.;  consumption 
per  dasr,  175,000  gals.;  cost  to  construct,  $62,000; 
int  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
i2,600;  works  belong  to  city. 

LAKE  WOOD,  pop.  4,000;  fire  area,  2^  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  brick  and  wood,  2  and  8  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  inves- 
tigated; fire  loss  for  1904,  $1,600;  ins.  involved, 
^2,600.  Fire  dept.— 2  c.  hand  ex..  1  h.  &  1.  truck, 
4  boae  carriages;  hose,  cotton,  rubber  lined,  good. 
1,000  ft;  ruM>er,  good,  1,000  ft.:  total  hose.  2,000 
ft.;  fire  alarm,  whistle  and  electric,  U  boxes; 
value  of  dept  equipment,  $3,600;  value  of  bldgs., 
$S,000;  ann.  exp.  of  dept,  $3,000;  total  mem.,  65 
volunteers. 

Watbb  Supply— Souree,  3  artesian  wells;  svstem. 
pump  to  stdp.;  stdp.  cap.  144,000  gals.,  material  usea 
MS  coaa.  steel;  filtiation  system,  N.  Y.;  2  pumping 
engines,  cap.  per  day  2,000,000  gals.,  constructor 
Worthington:  mains,  12  miles,  4  to  8  in.  dia.:  108 
hydrants;  meters,  total  number  225;  631  services; 
pressure,  dom.  45  lbs.,  fire  80  lbs.;  works  belong 
to    Co. 

LAMBERTVILLE.    pop.    5,000;    fire    area,    300 
;res;  mercantile  bldgs.,  brick,  1  to  3  stories;  pri- 


vate, brick,  2  storiea;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept — ^2  steam 
ers,  1  c.  engine,  10  c.  hand  ex.,  1  h.  &  1.  truck,  3 
hose  carriam;  hose,  cotton^  rubber  lined,  good, 
3,000  ft;  rubber,  good,  300  ft;  inferior,  all  kmds^ 
3,000  ft;  total  hose,  6,300  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  $9,200;  value  of 
bldgs.,  $18,000;  ann.  exp.  of  dept,  $2,000;  total 
mem.,  200  volunteers, 

Watbb  Supply — ^Source,  springs,  IH  miles  from 
bushiess  center;  system,  gravity;  filtration  sys- 
tem, sand;  quality  of  water,  good;  res.  cap.,  8,- 
800,000  gals.;  1  pumping  engine,  cap.  720.000  gals., 
constructor  Barr;  mains,  cast  iron,  8  miles  4  to  8 
in.  dia.;  48  hydrants;  28  valves;  meters,  total  num- 
ber 7,  owned  by  Co.:  260  services:  pipe,  galv.  iron; 
pressure,  dom.  40  Ids.,  fire  70  lbs.;  conaumption 
per  day,  800,000  gal^  cost  to  construct,  $78,000; 
ann.  cost  of  mtce.,  $1,600;  works  belong  to  Co. 

LEONIA,    pop.    1,000.      Fire    dept — ^Volunteer. 
Water  Supply— Pressure,  60  lbs. 

LINDEN,  pop.  600;  fire  area,  H  mile;  mercantile 
bldgs.,  wood,  2  to  8  stories;  private  dwellings, 
wood,  %  to  2H  stories;  wooden  roofs  permitted; 
causes  of  fires  investigmted;  av.  fire  loss  per  vr. 
for  the  past  8  yrs.,  $200;  ins.  on  same,  $800.  Fire 
dept.— 2  hose  reels:  total  hose,  LOOO  ft;  value  of 
blags.,  $1,000;  total  mem.,  86  volunteera. 

Watbr  Supply— From  Elizabethtown  Water  Co. 

LITTLE  SILVER,  pop.  750;  fire  area,  4  so. 
miles;  mercantile  bldgs.,  brick,  stone  and  wood, 
1  to  3  stories;  private,  wood,  1  to  3  stories; 
wooden  roofs  permitted  in  fire  area;  no  fireworks 
and  combustibles  ord.;  causes  of  fire  investigated. 
Fire  dept. — ^1  gasoline  engine,  2  horses;  hose,  1,200 
ft;  fire  alarm,  bell;  value  of  dept.  equipment, 
$3,000;  value  of  bldgs.,  $760;  ann.  exp.  of  dept  $25; 
total   mem.,  46  volunteers. 

Water  Supply— Not  reported. 

LONG  BRANCH,  pop.  14,600;  fire  area,  8,600 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
9M  to  6  stories;  privat^  stone,  brick  and  wood, 
2H  stories;  wooden  roots  permitted  in  fire  area; 
fireworks  and  combustibles  ord. ;  causes  of  fires  in- 
vestigated. Fire  dept.— 8  steamers,  2  c  engines, 
14  c.  hand  ex.,  6  hose  wagons,  1  hose  carriage,  1 
comb,   c   &  h.  wagon,  16  horses;   hose,  rubber, 

food,  6i00  ft;  inferk>r,  all  kinds,  800  ft;  total 
ose,  6,900  ft;  fire  alarm,  bell,  88  boxes;  value  of 
dept  equipment,  $40|000:  value  of  bldgs.,  $82,000: 
ann.  exp.  of  dept,  $12,000;  total  mem.,  460.  paid 
full  time  12,  vafunteers  448. 

Water  Supply— Source,  springs,  7  miles  from 
business  center;  system,  pump  direct;  filtration 
system,  N.  Y.  C,  cap.  of  plant  15,000,000  gals.;  quai- 
ls of  water,  good;  6  pumping  engines,  cap.  per 
day  21,000,000  gals.,  constructors  Worthington, 
Holly;  mains,  cast  iron,  80  miles,  4  to  36  in.  dia.; 
Warren;  310  hydrants,  Cory  &  Smith,  Mathews, 
Ludlow;  250  valves;  meters,  total  number  40, 
Crown;  pressure,  dom.  60  lbs.,  fire  70  lbs.;  works 
belong  to  Ca 

LAMBERTON,  pop.  200.  Fire  dept— 1  hose 
carriage;  hose,  1,800  ft;  fire  alarm,  bell.  10  boxes; 
value  of  dept  equipment,  $2,000;  value  of  bldgs., 
$10,000;  ann.  exp.  of  dept.,  $1,000;  total  mem.,  40 
volunteers. 

Water  Supply — Source,  creek;  system,  pumps 
to  stdp.;  20  hydrants;  pressure,  dom.  55  lbs.,  fire 
55  lbs. 

MADISON,  pop.  8300;  fire  area.  2,060  acrea; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  VA  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 4  c. 
hand  ex.,  1  h.  &  L  truck,  1  hose  wagon,  1  hose 
carriage,  6  horses;  hose,  cotton,  rubber  lined, 
3,300  It;  fire  alarm,  electric,  bell  and  whistle; 
value  of  dept  equipment,  $6,000;  value  of  bldgs.. 
$11,000;  ann.  exp.  of  dept,  $1,500;  total  mem.,  40 
volunteers. 

Watbr  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  292,525  gals.,  builders  Mofiett, 
Hodgson,  Clark;  2  pumpmg  engines,  cap.  per 
day  2,000,000  gals.,  constructor  Deane;  mams,  21 
miles,  4  to  10  in.  dia..  Jackson,  Woodin;  152 
hydrants,    Holyoke,    Ludlow;    44    valves;    meters, 
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MANASQUAN,  pop.  1,»0;  fire  iir-a,  Z^f  .1t'«l 
mcrcanlite  ^Idgi.,  brick  ■□<!  woo 

Kinte,  wood,   t  atotitt;   woodci 
Sre    artu;    firewark 


-a 


I  hOM  CMTiuti:    hOM,    COtlOD,    CMUUtc    :.u;^    b..jd, 

l,BaO  ft.;  preiiure,  lEO  Ibi.;  fire  ilimi,  bell;  nine 
of  dcpt.  equipment,  IC,«n;  nlue  of  bldis.,  18.000; 
uio.  tip.  of  dept,  KIM;  lot4l  raea.,  100  tolunteen. 

Watib  SoifLT— Souree,  «rted»ti  nelta  and  eif 
terns  to  >ldp.;  cap.,  I6&OOO  sx\i. 

UATAWAN,  pop.  Ulli  fire  "e«,  100  iere»; 
tneicantllB  bldgi.,  brick  and  wMd,  1  ud  S  itotlea; 
wsodeo    root!   perinllled;   no   nreworki  «Jid  com. 

cine,  4  c.  hind  ex.,  1  1l  *  1.  imckl  t  hoae  mt- 
riast:  boK,  cotton,  rubber  lined,  food,  IJEO  ft.; 
nbber,  good,  WO  ft.;  total  hoae,  l.OO  ft.:  fire 
alarm,  bell;  ralue  of  dept.  equipment.  (4,000; 
Talue  ol  bldn.,  tt.OOO;  ann.  exp.  of  depL,  HOQ; 
total  mem.,  SO  roluatecrt. 

Wat.*  SuPPLr-Source.  welts,  U  mile  from 
buiineu  eeoter;  «Titem,  pump  to  atdp.  and  direct 
to  main;  ildp  cap.  $7,600  RlIi.,  dim.  ll  x  116.  ma- 
terial uacd  in  cona.  Heel;  filtration  tjtUm,  land; 
quilitr  of  water,  (ood;  1  pumoioi  enginei.  elau 
comp.  dup.,  cap.  per  dar  500,000  gali.,  connroctori 
Smilb-Vaile;  inaiQl,  cast  iron,  i  to  10  in.  d."  ■  K1 
hTdrants;     metera,     toUl     number    US,     Kej 

>y  town;  pipe,  lead;  esniumptlon  per  day. 


,     ,     j*r    US,     Keyatoi 

J  town;  pipe,  lead;  eoniumptior  —  ■"- 
1.;  cost  to  construct,  S4S'™-  ■•- 
»U,000;   Int.  paid  on    bondi,   M 

MAYJiLANDIKG,  pop. 

«.,  I  h.  4  L  truck,  1  hoae  catrlam;  hose,  cotton, 
rubber  lined,  good  600  (t.;  Ere  alam.  bell;  Talue 
ol  dept  bldn..  tl,100;  ann.  exp.  of  dept..  ISO; 
total  mem.,  SG  Tolunteeri. 

VVath*  Supply— Source,  itdp.  US  ft.,  12  in.  at- 
cumierence;  cap.  110,000  lali.;  41  bydranu;  prer 
ture,  5S  ID  12E  Ibi. 

MEDFORD,  pop.  1,100;  Gie  area,  U  acra;  mer- 
cuttle  bldgs.,  atone  and  wood,  1  and  I  itorlea; 
ornate,  wood,  VA  stories;  wooden  rools  per- 
mitted.     Fire    depi.— 1    band    enpne.    1    b.    S   L 


,  KSS;  valt 


™,bell;v.l" 


lined,  good, 

WAiii  Sopl-LY^ourco,'  creek,  \  mile  from 
buiinesi  center;  mitem.  pomp  to  itdp.;  ttdp. 
cap.  SS,DOO  Eals.,  dim.  11  1  100.  material  naed  in 
com.  iron,  builders  Tippett 
of  water,  B°od;  1  pumping   -- 

180.000    gari.,    constructor   I ... 

mile),    t  to   S   in.    dia.;   U   brdrants,    Ludlow 
valici,    Ludlow;    160    lenicei;    pipe,    fair,    iron; 
prciiure.  dom.  M  lbs..  Ere  40  to  U  lbs.;  coat  to 
oonitTuct,  116,000;  ano.  coat  of  mtce.,  ISOO;  worki 

UENDHAM;  bidca.,  wood.     Fire  dept- 1  h.  &  L 


MERCHANTVILLE,  pop.  1,008:  fi 
aciea;    bldsa.,    brick    and   wood.   1    1 


equipment,    n.JCW;    value    of   bldga.,    CfiOfl;    ann. 
exp.  of  dept.,  1340:  total  mem.,  S8  Tolunteera. 
tmderwrlters'  rating,  third  class. 

Watix  Sopplt— Source,  wells:  BTstem,  pump  to 
atdp-  and  direct;  itdp.  cap.,  40,000  sals.;  res.  cap., 
400.000  gala.;  pumping  enginei,  cap.  per  dB]>  l.OOD.- 
OOO  gals.,  consiruetor  ifollT:  maini.  iron,  UH 
miles.  4  to  R  In.  dia.,  McNeil;  TO  hTdranli;  metcn. 


total  number  tl7;  (61  lervices;  pipe,  iron;  prei- 
lure,  dom.  H  Ibi.,  Bre  100  lbs. ;  cost  to  canatmct, 
IgSJXW;  int.  paid  on  bondi,  6  per  cent;  ann.  can 
ol  mtec,  16,000;  works  belong  to  Co. 
UETUCHEN.  pop.  1.800;  fire  area,  IJOO  acres; 


mercantile  bldgi..  brick  a —   .  — ,  _   ..    _   _ 

private,  wood,  1  and  t  storiei;  wooden  roof*  per- 
mitted In  fire  area;  fireworfci  and  coBdmRiUes 
ord.:  cauaci  of  Sre*  jnvatipted.  Titt  dept.— I 
band  engine,  4  c.  band  ex..  111.  A  L  tmck.  1  hoae 
wagon,  6  boac  carriuru,  I  horaei;  boac  cotton. 
raober  lined,  good,  MOO  ft;  inferior,  all  kinds, 
160  ft;  total  hoae,  IjtO  ft;  fire  alarin,  whiitk; 
nine  of  dept  equipment,  t&DOO;  tbIuc  of  bldg*.. 
116,000;    inn.  exp.  of  dept.^lO;   total  tnem-.  140 

Watie  SctPLT— Soarce,  welli,  7  milea  froB 
husinesB  center;  antem,  pump  to  atdp.  and  direct; 
)ldp.  cap.  1,600,000  fall.,  material  used  in  cona 
iron,  builder  Richardson;  qualitr  of  water,  good;  1 
pumping  englnea,  cap.  per  dar  1,000,000  Ola.,  cos- 
Btructor  Worthinrton;  m^u  iron,  44  mfei;  4  to 
11  in.  dia.;  96  faTdraats;  1,0(6  aenrices:  pipe,  iron; 
prcature,  dom.  TO  Ibi.,  fire  TD  Iba.;  coaaumptian 
per  dar,  KO.DOO  gals.;  world  beloag  to  Co. 

MILLVILLE.  pop.  lO^Sl;  fire  area,  USU  seres: 
mercantile  bidgi.,  brick,  1  and  S  stories;  priraie. 
wood,  2  atories;  wooden  rools  not  permitted;  fire- 
work* and  combastibles  ord.  Fire  dept— 1  hand 
engine.  S  c.  hand  ex.,  1  h.  &  I.  tmck.  1  hou 
wagon,  t  hose  carriages,  t  horses;  hoae,  cotton, 
rubber,  good,  4,600  ft;  inferior,  ail  kinds,  GOO  ft; 
total  hoae,  E.OOO  ft;  fire  alarm,  bell  and  telephone: 
value  of  dept  equipment,  OO.DOO;  ann.  exp.  of 
dept,  t3.0OO;  total  m™.,  41. 

Watii  Supply- Source,  river.  1  mile  from  bnsi- 
neai  center;  srilem,  pump  to  ttdp.,  dim.  It  x  IS. 
located  near  station  material  uaed  in  coo*.,  iron; 
quality  of  water,  filtered,  good;  3  pumping  en- 
gine*, cap.  per  dav  1,760.000  gall-,  conitractn 
Wood;  maini,  U  milea,  3  to  11  ih.  dut.  Wood:  « 
hydrant*,  Uathcwi;  pipe,  lead,  gaiv.  iron;  prcs- 
lure.  dom.  40  Ibi.,  fire  00  lb*.:  works  belong  to 


MONTCLAIR,  pop.  M.OOO;  Ere  area.  10  sa 
milei;  mcreinlile  bldgs..  stone,  brick  and  wdo£ 
1  to  4  atoriei;  private,  stone,  brick  and  wood.  Pi 
atories;  wooden  roofi  permitted  io  Ere  area;  canaes 
of  fires  inveillgated;  av.  fire  loaa  per  yr.,  for  1 
veara,  321,000;  av.  IDs.  involved  for  *aine  time. 
160,000.  Fire  dept-14  c-  hand  ex.  1  h.  &  L 
trock*,  8  hoae  wagona.  1  comb,  c  &  L  wagon,  14 
honei;  hoae,  cotton,  rubber  lined,  good,  K.(iOi  ft; 
rubber,  gooi^  XO  ft;  inferior.  aU  Bnd*.  l.'IM  ft.; 
total  hos!,  7000  ft;  fin  alarm,  bells  and  wbiitlc. 
tS  boxes;  value  of  dept  equipment,  M6.000;  valoe 
of  bldn.,  tW.000:  ann.  cap.  ol  dept,  tKOM:  total 
mem..  97.  paid  full  time  10,  paid  part  tisie  4.  volua- 

Wath  Supply— Source,  river  and  well*.  T 
miles  [rom  business  center:  system,  grawity,  pnap 
to  atdp.  and  direct;  stdp.  cap.  600,000  ^a,  lo- 
cated on  Flril  Mountain,  toaterial  naed    ia  caoa- 

ler,  good;  4  pmnning   ennnei. 

«,   _,- ^,„„    fl^ny, 

_,   ...   -, , w»   A    Com: 

number  IBOa    owned  by  Co.;   UtH 


90  lb*.,  fire  ISi  Ibi. ;  conniniptian,  per  daj. 

gall.,  per  capita  90  gall. ;  work*  belosg  to  Co. 
HOORESTOWN,  pop.  4JG0;  fir*  ana.  ( 
mile*;  mereantile  bld^,  btfek.  1  and  I  atnn* 
private,  wood,  1^  atones:  wooden  ro 
fireworks  and  eombnitiblei  ord.;  cai 
veiti  gated.  Fire  d'ni.— 1  r.  nriai 
ex.,  I  h.  &  I,  truck: 
carrliges;  hoae.  co< 
ft;  rubber,  good,  S 

alarm,  Gamewell,  t_    .     ....     

ment,  {T.OOO;  value  of  bldga^  t6,p0a; 


ibber  lined,  nod.  2.3tit 
:olal  boae,  XM  ft;  firr 
■  — '—  ol  dept.  rqni»- 


WAYaa  SUPPLY- 

lem,  pump  10  aid' 
cap.,  S,ODA,000  gal 
day   1.000.000    gali 

80  hydrants.  Ludk 


-Source,    pond    and    srek;    aya- 

).;  stdp..  cap.  160.000  gal*.;   m 

I  iron.  11  miles.  4  to  S  in.  dia  . 


FIRE   DEPARTMENTS   AND    WATER    SUPPLY-NEW  JERSEY. 


,    dom.   »   ilM.,   in   K 


MORKISTOWN,  pop.  11,000;  fire  arn,  IMO 
Km;  Dwrcaatile  bld^,  brick  ud  wood,  M  to  I 
noria;  privmU,  itone,  brkk  sad  wood,  VA  itoria; 
frame  bnildinga  not  penniKed  In  fire  area;  Gre- 
worki  aod  combusliblci  ord.;  cause*  ol  fiiei  In- 
Tcstigaled.  Fire  dept.— t  •teamen,  1  c.  engliu, 
16  c.  band  ex.,  1  b.  &  L  truck,  1  hoae  -ngoa,  1 
hoie  cartiaget,  14  honcai  hoae,  cotton,  rubber 
lined  ^EOO  it.;  fire  alarm,  bell  and  whii- 
tle;  17  bones:  nlue  of  dept  equipment,  pa,000i 
value  of  bldga..  ttf.OOO;  ann.  exp.  oE  dept.,  tlE,00O; 
total  mem.,  M)  Tolunteen. 

WaTia  SurrLT— Source,  iprinv*,  1  to  3  mile* 
from  bniiueu  center;  •Ttlem,  Kia*ilr  and  pump 
to  rei.;  filtration  *T>tem,  gravel;  quaUty  of  water, 
■pod;  ret.  cap.,  M.OOD.OOO  gal*.;  t  pninplng  en- 
gine, da**  comp.,  cap.  per  day  XwXi.lXJO  B»l'i 
conttroctot  Worthinglon;  maim.  ci-t  iioti,  fA 
mile*,  4  to  12  in.  dU.;  IfiO  hydranta,  Wu^J,  Lud- 
low; (to  TalTeij  TanouB  makes;  mctiM.  iDial 
number  1,400,  Heney  Rottry,  Tbom&.'ii,  WortK- 
jqgton,  owned  by  Co.;   1,««  *r-—-     --       ■      ' 

mtce.,  tWO;  works  belong  to  Cc 

MT.  HOLLY,  pop.  B,600;  fin 
mercantile  bldgi.,  brick,  i%  i 
vate,  wood,  IW  and  S  itoriei; 

mitted;   fireworks   and   combual 

of  fires  investigated.     Fire^depl.— i  s 

vafue   of  'bldgi'-.  "(MroOO;    total 'mem.,    3Jk   volun- 

'wA'Tairs"*p"i--Sourc'e,^'c^ek,"  11°  mVle  from 
btisioess  center;  system,  pump  lo  res.;  filtrslian 
■ritem.  N.  Y.;  cap.  of  plant,  1,8)0,000  gal*.;  qual- 
ity of  water,  good;  re*,  cap.,  1,B00,IX)0  gala.;  pomp- 
ing  engines,  cap.  per  br.,  K.OK  nil.;  construc- 
tor WorlhinatQn ;  mains,  cast  iron,  1!  miles,  2  lo 
13  in.  dia.,  McNeal.  Wood;  68  hydrants,  Eddy, 
Ludlow,  WochI;  leO  valve;;  meters,  total  number 
7,   Cr  -  ■  .      .     " 


orii-i  causes  of  fires  investigated;  average  of  fire 
loss  per  year  for  tbe  past  3  years.  1800.  Fire 
dept. — Gasoline  engine,  hose,  cotton,  rubber  lined, 
good  1,000  ft.;  tobJ  hose,  1,000  ft.;  fire  alarm,  gong 
■nd  bell;  value  of  dept.  equipment,  tl.SOO:  iwlue 
of  dept.  btdgs.,  11,000:  ann.  exp.  of  dept.,  tGO; 
total  mem.,   SO   volunteers. 

NEWARK,  pop.  808,000:  iite  area,  Z3  sq.  miles; 
mercantile  bidgs.,  stone,  brick  and  wood,  S  to  11 
Btories;  private,  Hone,  bHck  and  wood,  t  stories; 
wooden  rooi*  not  permitted;  fireworks  and  Com- 

dept — ^  Bieaoien.  3  aupply  wagon*,  !!f  comb.  c.  & 
h.  vfagoos,  !fi  enerdae  wagons,  2  c.  engines,  80  e. 
hand  ex.,  10  h.  &  1.  trucks,  3  aeriaf  trucks,  1 
water  lower     fire  alarm   telegraph   wagon     R  hose 

buggies!  IBG  horses;  hose,  cotton,  rubber  lined,  37.- 

,   308  boxes; 
ue  of  bldgs.. 


SCS 


I.  of  (jept,  W,00 


...    ..  er.    iS    miles    from 

,  J,  gravity;  re*,  op.,  10,900,- 

000,000  gala.;  1  pumping  engines,  cap.  per  day 
»,l»0,0«l  gat*.,  constructor  Worthington;  mains. 
cast  iron  and  steel,  )7E  miles,  S  to  tS  in.  dia.;  1,4K) 
hydrants,  Ludlow,  Gal vin,  Kennedy;  meters,  total 
number  18(S74,  Crown.  Thomson^  Worthington, 
owned  by  city  and  consumer;  36,Z7S  serrices;  pi[>e, 
lead;  pressure,  dom.  35  lo  ^  lbs.,  fire  SE 
to  75  ns.;  consumption,  per  day  30,500,000 
sal*-,  per  capita  100  gals.;  ca*t  to  conittuct, 
iB,teB.1M;  bonded  debt,  37,933.500;  int.  paid 
on  bond*.  4  per  cent;  aan.  cost  of  mtce.,  $250,000; 
iroilta  belong  to  city. 


NEW  BRUSSWICK,  pop.  28,000;  fire  area, 
1,KI0  acres;  mercantile  bldga..  brick,  stone  and 
wood,  1  and  3  stone*;  private,  brick,  stone  and 
wood,  1  and  3  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  of d. ;  causes  of  fires 
investigated.  Fire  dept— <  steamers,  15  c  hand 
ex.,  2  h.  &  1.  trucks,  1  supply  wsgon,  1  hose  wagon. 
1  comb,  c  wagon,  T  hose  carriaiea,  lt>  borses; 
hose,  cotton^  rubber  lined.  5,500  ft;  fire  alarm, 
Gamewell,  33  boxes;  value  of  dept  equipment, 
343,900;  value  of  bldga.,  328,000;  inn.  exp.  of  dept, 
312.000;   total  mem..  493  volunteer*. 

Watxk  SnrFLT — Source,    biooka,    1    miles    from 

!.._■ system,  pump  to  res.;  quality  of 

--     """TiOOO  gal*.;  i  pumping 


Worthini 


1,  44*i  n 


hydrs'ntt;  "m  valves;  mete 
uu  numuer,  *»,  Crown  m.  Nash  t,  Emp„.  ^ 
Thomson  19,  Worthington  1»,  Ttideot  SI,  Pitt*- 
burg  9,  Keystone  20,  Lambert  3,  owned  by  city; 
S,Bi  services;  pipe,  jalv.  iron;  pressure,  dom.  11 
to  54  lbs.,  fire  tl  to  a  lb*.;  consumption  per  day, 
3,383.400  (Sla.;  coat  to  construct.  H0S,S76.2S;  bonded 
debt,  31W,000;  cost  of  mice.,   tl4.SE6.4a;  works  be- 


NEWTON,    Sus 


■■rr. 


%.9-z 


nose,  conoa.  runuer  uceu.  guou,  iw  h-j  lpieliui. 
ill  kinds,  2.600  It;  total  hose,  3,000  ft.;  £re  slatm, 
whistle.  18  boxes;  value  of  dept.  equipment  »9,«I0; 
value  of  bldga.,  312,000;  ann.  exp.  of  dept,  3I.O0O; 
total  mem^  liif  volunteers. 

Vv  ATiK  Sptvlt — Source,  lake,  8  miles  from 
budness  center;  system,  gravity;  filtration  system, 
sand;  quality  of  water,  good;  mains,  cast  iron,  13 
miles,  4  to  U  in.  dia.;  100  hydranta;  meters,  total 
number,  100,  owned  by  Co.:  768  services;  pipe, 
galv.  iron;  preasure,  dom.  150  lbs.,  fire  Ui}  lb*.; 
cost  to  construct  037,180;   bonded  debt   3US.0O0; 

wJrff'befo"niTo  WwS"'"'"'''™""    "*"■'      '      ' 

I  New  Durham), 
s.mu  seres;  mercsatUe  bidgi., 
ind  I  stories;  shingle  and  tin 
fire  limit*;  dwelling*,  brick 
no  firework*  ord.  Fire  dept 
I.  &  1.  truck*,  3  c  ex.,  8  boss 
igon;  bo*e,  cotton,  good  5,800 
le  of  dept  equipment  35,800: 
,000;    ann.    exp.,    31,4K;    toUl 

li;iin«drWaier"Co."''  "" 

NORTH  PLAINFIELD,  pop.  854;  mercantik 
tildgs.,  brick  sad  wood.  Fire  dept.— 1  ateaoMr,  f 
c  band  engines,  1  h.  ft  L  truck,  3  hoae  carriages, 
I  horses;  total  hose.  3,400  ft;  fire  alarm,  electric, 
bell;  total  mem.   15,   paid  full  time   3,   volunteers 


i;  fire  area,  810  ai 


Eted;  fire  loss  ft 
000.      Fire    dep 
comb.  h.  &  1.  tn 


.    c     K    1 


I  ft;  rubber,  good  460  it.:  total 
fire  slarm.  Gamewell,  14  boxes; 
quipment.  35,300;  ralue  of  bldgs., 
of  dept,  3900;  total  men.,  4T  vol- 


dom.  95  lbs.;  consum 
per  capita  26  gab.; 
works  belong  to  towi 
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FIRE   DEPARTMENTS   AND   WATER   SUPPLY— NEW  JERSEY. 


OCEAN  CITY,  pop.  1^1;  fire  area,  BOO  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  stories; 
private,  brick  and  wood,  2  and  3  stories;  wooden 
roofs  not  permitted  in  fire  area;  causes  of  fires 
investigatea.  Fire  depL— 2  steamers,  1  c.  engine. 
14  c.  hand  ex.,  1  aenal  truck,  2  hose  wagons,  3 
hose  carriages,  2  comb.  c.  &  h.  wagons^  4  horses; 
hose,  rotton,  rubber  lined,  good,  6,350  ft.;  fire 
alarm,  ekctric,  U  boxes:  value  of  dept.  equip- 
ment, 124,600;  value  of  bldgs.,  $18,800;  ann.  exp.  of 
dept.,  $600;  total  mem.  89,  paid  full  time  8,  paid 
part  time  1,  volunteers  85. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  188,000  gals.;  pumping 
engines,  cap.  per  day  2,600,000  gals.^  constructors 
D.  Aunll  &  Dean;  mains,  wrought  iron,  13  miles, 
4  to  12  in.  dia.;  81  hydrants,  Holyoke;  84  valves; 
meters,  total  number,  475,  Thomson;  1,200  serv- 
ices;  pipe,  galv.  and  wrought  iron;  pressure, 
dom.  4b  to  76  lbs.,  fire  56  to  115  lbs.;  cost  to  con- 
struct, 136,000;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  Co. 


OCEAN    GROVE,    pop.    2,764;   fire  area.  1,940 


bles  ord.;  causes  of  fires  investigated.  Fire  dept— 
1  steamer,  1  auto  c  engine,  1  aerial  h.  &  1.  truck, 
1  hose  wagon,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,  good.  3,000  ft.;  rubber,  good,  800  ft.: 
total  hose,  3,800  ft.;  fire  alarm,  Gamewell,  14 
boxes;  value  of  dept.  equipment,  125,000;  value  of 
bldgs.,  122,000;  ann.  exp.  of  dept.,  $6,000;  total 
mem.,  90  volunteers. 

Watxe  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  480,000  gals.;  pumping  engines, 
cap.  per  day,  1,600,000  gals.,  constructor  Corliss: 
mains,  13%  miles,  4  to  12  in.  dia.;  60  hydrants;  16 
valves;  meters,  total  number  1,400;  pressure,  dom. 
26  lbs.:  cost  to  construct,  $96,000;  ann.  cost  ol 
mtce..  $4,500;  works  belong  to  Co. 

ORADELL,  pop.  1,600;  mercantile  bldgs.,  brick 
and  wood  3  stories;  j^rivate,  wood,  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  ana 
combustible  ord.;  causes  of  fires  investigated:  av. 
fire  loss  for  3  years,  $8,000.  Fire  dept.-— 3  c  hand 
ex.,  1  h.  &  1.  truck,  1  hose  wagon;  hose,  cotton, 
rubber  lined,  good,  600  ft.;  rubber,  good.  600  ft.; 
inferior,  all  kinds.  100  ft.;  total  hose,  1,200  ft; 
fire  alarm,  bell:  value  of  dept.  equip.,  $5,000;  value 
of  bldgs.,  $4,000;  ann.  exp.  of  dept,  $250;  total 
mem.,  50,  volunteers. 

ORANGE,  pop.  26^01;  fire  area,  100  acres;  mer- 
cantile bldgs.,  brick,  3  stories;  private,  wood,  2 
and  3  stories {  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept— 1  steamer,  1  comb.  c.  &  h. 
wagon,  8  c  hand  ex.,  1  h.  &  1.  truck,  2  hose 
wagons,  1  hose  carriage,  12  horses;  hose,  cotton, 
rubber  lined,  good  6,660  ft;  rubber,  good  1,500  ft; 
inferior,  all  kinds,  1.000  ft:  total  hose,  8,160  ft; 
fire  alarm,  Gamewell,  80  boxes;  value  of  dept. 
equipment.  $12,000:  value  of  bldgs.,  $88,000;  ann. 
exp.  of  de^,  $27,000;  total  mem.,  42,  paid  full 
time  13,  paid  part  time  29. 

Watxk  Supply— Source,  river,  7  miles  from 
business  center;  system,  gravity,  pump  direct; 
quality  of  water,  good;  res.  cap.  280,000,000  gals., 
located  near  Northfield  Ave.  W.  O.;  1  pumping 
engine,  class  comp.,  cap.  per  day  260,000  gals.,  con- 
structors Wright  8c  Co.;  mains,  cast  iron,  40  miles- 
4  to  20  in.  dia.;  880  hydrants;  meters,  total  num- 
ber, 300,  owned  by  city  and  consumer:  4,000  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  30  to  80  lbs., 
fire  90  Ids.;  consumption  per  day,  2,500,000  gals.; 
cost  to  construct  $600,000;  int  paid  on  bonds,  5 
per  cent;  cost  ot  mtce.,  $10,000;  works  belong  to 
city. 

PALMYRA,  pop.  3,000;  fire  area,  640  acres;  mer- 
cantile bldgs.,  wood,  1  to  3  stories:  private,  wood, 
8  stories;  wooden  roofs  permitted  in  fire  area: 
causes  of  fires  investigated.  Fire  dept— 2  c.  hand 
ex.,  1  h.  &  L  truck,  2  nose  carriages:  hose,  cotton, 
rubber  lined,  good,  1,600  ft;  fire  alarm,  bell  and 
whistle,  20  boxes;  value  of  dept.  equipment,  $2,000; 
value  of  bldffs.,  $2,500;  ann.  exp.  of  dept.,  $300; 
total  mem.,  28  volunteers. 

Watbr  Supply— Source,  springs  and  wells;  sys- 
tem, pump  to  stdp.;  stdp.  cap..  76,000  gals.;  pump- 
ing   engines,    cap.    per    day    2,000,000   gals.,    con- 


structor Barr;  mains,  10  miles,  4  to  8  in.  dia.;  61 
hydrants,  Ludlow;  61  valves;  480  services;  prcs^ 
sure,  fire  60  lbs. 

PASSAIC,  Passaic  Co.,  pop.  66,000;  mercan- 
tile  bldgs.,  wood,  1  to  6  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted:  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated: av.  fire  loss  per  yr.  for  8  yrs.,  977,384; 
av.  ins.  tor  same  time,  $126,000.  Fire  dent— 6 
steamers,  2  comb.  c.  &  h.  wagons,  12  c.  hand  ex. 
2  h.  &  1.  trucks,  1  aerial  truck,  1  hose  wagon,  3 
hose  carriages,  24  horses;  hoae,  cotton,  rubber 
lined,  good.  1,600  ft;  rubber,  good,  L600  ft.:  total 
hose,  3,000  ft;  fire  alarm.  Gamewell,  66  boxes; 
value  of  dept  equipment,  $46,000;  value  of  bldgs., 
$68,000:  ann.  exp.  of  dept,  $18,000;  total  man., 
800.  paid  full  time  2,  volunteers  298. 

Watxe  Supply— Source,  Paterson  system,  8 
miles  from  business  center;  system,  pump  direct; 
filtration  system,  N.  Y.  C.  J.  F.  Co.;  quality  of 
water,  good;  pumping  engines,  cap.  per  day 
16,000,000  gals.,  constructors  Worthington,  Barr; 
mains,  iron  and  cement,  41.7  miles,  4  to  20  tn.  dia.; 
409  hydrants,  Mathews  and  Corey;  meters,  total 
number  2,633,  Crown  16,  Trident  1^614,  Nash  t.  Gem 
1^  Hersey  3,  Crest,  7,  owned  by  Co., ;  4^962  services; 
pipe,  lead  and  iron;  pressure,  dom.  25  to  80  lbs., 
fire  120  lbs.;  consumption  per  day  4,500,000  gals., 
per  capita  86  gals. ;  cost  to  construct,  $750,000; 
cost  ot  mtce.,  $10,000;  works  belong  to  Co. 


PATERSON,  pop.  126,000;  fire  area,  6,600  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  S  to  8 
stories;  private,  stone,  brick,  and  wood,  3  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fues  investigated. 
Fire  dept. — ^10  steamers,  1  c.  engine,  6  comb,  c  & 
h.  wagons,  1  comb.  h.  &  1.  truck,  26  c  hand  ex.,  2 
aerial  trucks,  6  hose  wagons,  1  hose  carriage.  66 
horses;  hose,  cotton,  rubber  lined,  good,  16,000  ft; 
inferior,  all  kinds.  2,000  ft;  toUl  hose  17,000  ft.;  fire 
alarm,  electric,  170  boxes;  value  of  dept  equip- 
ment, $130,000:  value  of  bldgs.,  $96,000;  ann.  exp. 
of  dept,  $170,000;  total  mem.  136,  paid  full  tiaoe. 

Watxk  Supply— Source,  river,  6  miles  from  Imst- 
ness  center;  system,  pump  to  res.  and  direct; 
filtration  system,  mechanical;  quality  of  water, 
good;  res.  cap.,  160,000,000  gals.;  4  ptimpins  en- 
gines, cap.  per  day  50,000,000  gals.,  constractar 
Dickson,  Riedler;  mains,  cast  iron  and  steel.  133 
miles,  4  to  36  in.  dia.;  1,400  hydrants,  12,700  taps. 
Chapman,  Corey,  Watson;  1,826  valves;  meters, 
total  number  6,794,  Crown  61,  Empire  14,  Gem  S6, 
Hersey  Rotary  9,  Hersey  Torrent  8,  Thomson  C 
Trident  5,680,  Trident-Crest  17,  Lambert  8.  Nash  8. 
owned  by  Co.;  13,350  services;  pressure,  dom.  Sd 
to  60  lbs.,  fire  96  lbs.;  works  belong  to  Co. 

PAULSBORO,  pop.  2,200;  Bxt  area.  720  actcs; 
mercantile  bldgs.,  wood,  1  to  3  stories;  private, 
wood,  2%  stones;  wooden  roofs  permitted  in  fire 
area:  causes  of  fires  investigated.  Fire  dept.— 1 
hand  engine,  5  c.  hand  ex.,  8  nose  carriaaea;  aoae, 
cotton,  rubber  lined,  good,  2,300  ft;  interior,  all 
kinds,  60  ft;  total  hose,  1,860  ft;  fire  alarm^  bell; 
value  of  dept  equipment,  $1,475;  ann.  exp.  ot  dept., 
$150;  total  mem.,  100  volimteers. 

Water  Supply— Source  wells,  in  bnsaneaa  oett' 
ter;  system,  pump  to  stdp.  and  direct  to  numw: 
stdp.  cap.  87,000  gals.,  dim.  12  x  100,  material  used 
in  cons,  steel;  quality  of  water,  good;  1  pamping 
engine,  class  triplex,  cap.  per  day  450,000  gfJt^ 
constructor  Deane;  mains,  iron,  4%  miles,  6  to  8 
in.  dia.;  46  hydrants;  23  valves;  140  services;  pme* 
galv.  iron;  pressure,  dom.  40  lbs.,  fire  40  to  160 
lbs.;  consumption  per  day,  20^000  nJs.;  cost  to  c 
struct,  $40,000;  bonded  debt,  $17,000;  int.  paid 
bonds,  6  i>er  cent;  cost  of  mtce.,  $969;  worlca  be- 
long to  Co. 

PENGROVE,  pop.  2,100.  Fire  dept-— 1  comb, 
c.  engine,  2  hand  ex.,  1  hose  carriage;  hose,  950 
ft;   total  mem.,  40  volunteers. 

Water  Supply— Wells  and  lake.  4  miles  from 
business  center;  system,  pump  to  stdp.,  stdp.  ca;> . 
100,000  gals.;  dim.  12  x  HO;  material  tised  ia 
construction,  steel;  quality  o(  water,  good;  2 
pumping  engines;  cap.  per  day,  500.000  gals.;  cor- 
structor  Gould;  mains,  cast  iron;  miles.  11;  4  t<= 
8  in.  dia;  83  hydrants;  40  valves;  meters,  total 
number  50,  Keystone;  owned  by  Co.;  240  service*; 

f>ipe,  galv.    iron;   pressure  dom.,  55  lbs.,    fire  !>* 
bs. ;  consumption  per  day,  90,000  gals. ;  per  capita. 
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30  gals.;  cost  to  construct,  $135,000;  bonded  debt, 
(75,000;  int.  paid  on  bonds,  5  per  cent;  works  be- 
long to  private  Co. 

PENNINGTON,  pop.  SCO;  fire  area,  600  acres; 
mercantile  bidgs.,  brick  and  wood,  2  to  3  stories; 
private,  brick,  stone  and  wood,  2  to  3  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord. ;  causes  of  fire  investigated;  av. 
fire  loss  per  yr.,  for  3  yrs.,  $867;  av.  ins.  involved 
for  same  time,  $28,741.  Fire  dept. — 1  gasoline  en- 
gine, 6  c.  hand  ex.;  1  c.  engine,  1  hose  carriage; 
hose,  good,  1,100  ft.;  inferior,  all  kinds,  100  ft; 
total  hose,  1,200  ft.;  fire  alarm,  telephone,  bell; 
value  of  dept.  eguipment,  $6,000;  ann.  exp.  of 
dcpt.  $160;  total  mem.,  70  volunteers. 

Water  Supply— Not  reported. 

PERTH  AMBOY,  pop.  90,000;  fire  area,  H  mile; 
mercantile  bldgs.,  ttone  and  bnck,  1  to  4  ttories; 
private,  stone  and  brick,  PA  stories;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  investigated; 
fire  loss  per  yr..  for  S  years,  116,000;  av.  ins.  in- 
volved for  same  time,  $16,000.  Fire  dept— 2  steam- 
ers, 3  c.  hand  ex..  2  L  &  L  trucks,  S  hoae  wagons, 
3  hose  carriages,  2  comb,  c  &  h.  wagons.  12  horses; 
hose,  cotton,  rubber  lined,  good,  6,000  tt;  rubber, 
good,  40  ft;  inferior,  all  kinds,  600  ft;  total  hose. 
6.540  ft;  fire  alarm,  Oamewell,  26  boxes;  value  of 
dept  equipment,  $70,000;  value  of  bIdgs.,  $22,600: 
ann.  exp.  of  dept,  $2,600;  total  mem.  126,  paid 
part  time  11,  volunteers  114. 

Watke  SuppLT—Source,    wells,    6    miles    from 
business  center;  system,  pump  to  stdp.  and  direct; 
Btdp.  cap.  600,000  gals.,  dim.  20  x  46,  located  oo 
hifirn  elevation,  material  used  in  cons,  iron;  qual- 
ity of  water,  good;  S  pumping  ennnes,  cap.  per 
da^r   17,000,000   gals.,    constructors    anow,    Loretz: 
mains,  cast  iron.  40  miles,  4  to  24  in.  dia. ;   2G0 
hydrants.    Chapman    and    Mathews;    340    valves; 
meters,  total  number  70,  Crown,  Union,  Empire, 
Gem,  Hersey  Rotarv,  Ftersey  Disc,  Hersey  Tor- 
rent,    Thomson,     Worthington,     Trident,     Nash, 
owned  by  consumer;   2,500  services;    pipe,    oalv. 
iron;     pressure,     dom.     40    lbs.,     fire     70    lbs.; 
consumption,   per   day  6,000,000  kals.,   per   capita 
110   gals.;  ann.   cost  of  mtce.,  $2»,000;  works  be- 
long to  city. 

PHILLIPSBURG,  pop.  16,000;  fire  area,  1,600 
icres;  mercantile  blags.,  brick  ana  wood,  8  stories; 
private,  wood.  2H  stories;  wooden  roofs  permitted; 
ircworks  ana  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  steamer,  1  c  ennne, 
!  jumpers,  12  c.  hand  ex.,  1  h.  &  L  truck,  4  nose 
carriages;  hose,  cotton,  rubber  lined,  jgood  1,100 
t. ;  inferior,  all  kinds,  2,800  ft;  toUl  hose.  4,400 
't. ;  fire  alarm,  Gamewell,  12  boxes;  value  of  dept 
.equipment,  $6,000;  value  of  bldgs.,  $28,000;  ann. 
xt>.  of  dept.,  $1,500;  total  mem.,  160  volunteers. 

Water  SupPLV—Source,  river;  system,  filtered, 
!t-<mp  to  res.;  quality  of  water,  good;  res.  cap.  2,- 
''>O,000  gals.;  8  pumping  engines,  cap  per  day  6,- 
'.•0,000  gals.,  constructors  Gordon,  Maxwell  and 
>eane;  mains,  cast  iron,  20  miles,  4  to  16  in.  dia.; 
^'arren;  102  hydrants,  Ludlow,  150  valves,  Ludlow; 
■•ctcrs.  total  number  40,  Crown,  Hersey  Rotary, 
hoznson;  1,500  services;  pipe,  galv.  iron;  pressure, 
om.  35  to  110  lbs.,  fire  36  to  110  lbs.;  works  be* 
>n£   to   Co, 

FLAINFIELD,  pop.  18,468;  fire  area,  8,840 
;res;  mercantile  bidgs.,  stone,  brick  and  wood, 
to  6  stories;  private,  brick  and  wood,  2V^  stories; 
oodcn  roofs  not  permitted  in  fire  area;  fireworks 
'<i.,  causes  of  fires  investigated;  fire  loss  for  1906, 
C2 .158.76;  ins.  involved  for  same  time,  $292,110. 
ire  dept. — ^1  steamer,  1  comb.  c.  &  h.  wagon,  1  c 
ifirine,  8  c.  hand  ex.,  1  h.  8c  1.  truck,  1  aerial  truck, 

hose  wagons,  14  horses;  hose,  cotton,  rubber 
aed,  good,  4,000  ft;  inferior,  all  kinds,  700  ft; 
t.sk\  hose,  6,700  ft;  fire  alarm,  Gamewell,  46 
»7ces;  value  of  dept.  equipment,  $26,806;  value  of 
ci^s.,  $28,417;  ann.  exp.  of  dept.,  $21,600;  total 
rrn.  39,  paid  full  time  15,  volunteers  24;  under* 
-iters'  rating,  first  class. 

VVATsm  Supply*— Source,  wells,  1^  miles  from 
isiness  center;  system,  pump  to  stdp.  and  direct: 
lf>.  cap.  1,360,000  gals.,  builders  Tippett  ana 
ood,  Worthington;  pumping  engines,  cap.  per 
-y  11,000,000  gals.,  constructor  Worthin^on; 
tins,  cast  iron  66  miles,  4  to  16  in.  dia.;  631  hy- 
£»T:ts,   Ludlow;  meters,  total  number  300,  Crown, 


Worthington,  Union;  4,616  services;  pipe,  lead  and 
galv.  iron;  pressure,  fire  72  lbs.;  works  belong  to 
Co. 

PLEASANTVILLE,  pop.  8,600;  fire  area,  2,600 
acres;  mercantile  bldgs.,  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fire- 
works ord.;  causes  of  fires  investigated;  av.  fire 
loss  per  yr.  for  3  yrs.,  $276;  av.  ins.  lor  same  time, 
$233.  Fire  dept-*-l  hand  engine,  1  c  engine,  2  c. 
hand  ex.,  1  h.  &  1.  truck,  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good,  2,100  ft;  fire  alarm, 
bell;'  value  of  dept.  equipment,  $2,000;  value  of 
bldgs.,  $600;  ann.  exp.  of  dept,  $76;  total  mem.,  85 
volunteers;  underwriters'  rating,  fourth  class. 

Watsk  Supply— Source,  stream;  30  hydrants. 

POINT  PLEASANT,  pop.  746;  fire  area,  4,000 
acres;  mercantile  bldgs.,  wood,  8H  stories;  pri- 
vate, wood,  2^  stories;  wooden  roofs  permitted; 
fireworks  ord.;  fires  investigated.  Fire  dept— 1  c 
engine,  1  h.  &  1.  truck;  valne  of  dept  equip- 
ment, $1^;  value  of  bldgs..  $6,000;  ann.  exp 
of  dept,  $76;  total  mem.,  45  volunteers. 

Wat£X  Supply— -Source,  driven  wells,  %  mile 
from  business  center;  system,  pump  to  tank;  stdp. 
cap.  21,000  gals.,  material  used  m  cons,  wooa; 
quality  of  water,  good;  2  pumping  engines,  cap. 
per  day  76,000  gals.,  constructors  Uardich  &  Miller; 
mains,  iron,  7  miles,  3  to  4  in.  dia.;  12  valves; 
pipe,  cast  iron;  pressure,  dom.  16  lbs.;  cost  to  con- 
struct, $12,000;  cost  of  mtce.,  $260;  works  belong 
to  Co. 

POMPTON  LAKES;  bldgs..  wood.  Fire  dcpt— 
1  steamer,  1  hose  cart,  1  h.  &  I.  truck;  total  menu, 
32  volunteers. 

Watbk  Supply— Not  reported. 

PRINCETON,  pop.  6,000;  mercantile  bldgs.. 
wood  and  brick,  2  to  6  stories;  private,  stone, 
brick  and  wood,  3  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  combustibles  ord.  Fire  dept— 
1  steamer,  1  c.  engine,  1  h.  &  I.  truck,  12  c.  hand 
ex.,  1  aerial  truck,  6  hose  carriages:  hose,  cotton, 
rubber  lined,  good,  4,000  ft;  fire  alarm,  bell  and 
21  boxes:  value  of  bldgs.,  $13,000;  ann.  exp.  of 
dept.,  $2,000;  total  mem.,  160  volunteers. 

Watsk  Supply— Source,  wells,  1%  miles  from 
business  center;  system,  pump  to  res.;  stdp.  cap. 
142,000  gals.,  dim.  20  x  60,  located  within  borough 
limits,  material  used  in  cons,  iron,  builders  Tip- 
pett and  Wood;  filtration  system,  natural;  quality 
of  water,  good;  8  pumping  engines,  class  duo., 
sizes  16  X  SS  X  14  X  18,  9H  X  18&  X  i%  X  18,  12  X 
8,  cap.  per  day  2,260,000  gals.,  constructors 
peane,  Davidson;  mains,  cast  iron,  10  miles, 
4  to  10  in.  dia.;  76  hydrants,  Eddy;  76  valves, 
Eddy;  meters,  total  number  1,063,  Crown,  Empire, 
Hersey  Rotory,  Hersey  Disc,  Thomson,  Trident, 
Lambert,  owned  by  Co.;  884  services:  pipe,  galv. 
iron;  pressure^  dom.  46  to  70  lbs.,  fire  86  to  70 
lbs.;  consumption,  per  day  286,000  gals.,  per  capiu 
46  gals.;  bonded  debt,  $20,000;  in  «  paid  on  bonds, 
6  per  cent;  works  belong  to  Co. 

RAH  WAY,  pop.  10.205;  fire  area,  2,100  acres; 
mercantile  bldgs..  brick  and  wood,  2  to  8  stories; 
private,  brick  and  wood,  2%  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept 
—1  steamer,  1  c.  engine,  12  c.  hand  ex.,  2  h.  &  1. 
trucks,  5  jumpers,  3  hose  wagons,  8  hose  car- 
nages. 8  horses;  hose,  cotton,  rubber  lined,  good. 
6,600  ft;  rubber,  good  400  ft;  total  hose,  6,9(»  ft; 
fire  alarm,  whistle,  11  boxes;  value  of  dept  equip- 
ment, $12,000;  value  of  bldgs..  $20,000;  ann.  exp. 
of  dept,  $3,000. 

Water  Supply— Source,  river.  1%  miles  from 
business  center;  system,  pump  direct  to  stdp.  or 
mains;  stdp.  cap..  460,000  gals.;  quality  of  water, 
good;  2  pumping  engines,  cap.  per  day  4,000,000 
gals.,  constructor  Worthington;  mains,  cement 
and  iron,  18%  miles,  4  to  12  m.  dia.;  170  hydrants; 
100  valves;  meters,  total  number,  150,  owned  by 
consumer:  1,2W)  services;  pipe,  lead;  pressure, 
dom.  45  lbs.,  fire  60  lbs.;  consumption  per  day, 
2,000,000  gals.;  cost  to  construct.  $220,000;  bonded 
debt,  $220,000;  int.  paid  on  bonds,  4  per  cent; 
cost  of  mtce.,  $15,000;  works  belong  to  city. 

RAMSEY,  pop.  1,200.  Fire  dcpt— 1  c.  engine, 
1  h.  &  1.  truck;  total  mem..  65  volunteers. 

RARITAN  pop.  8,900;  fire  area,  1%  sq.  miles; 
mercantile  bldgs.,  wood  and  brick,  2  and  3  stories; 
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wooden  roofs  permitted;  fireworks  and  oombusti* 
bles  ord.:  causes  of  fires  investigated.  Fire  dept.— 
1  comb.  nose»  chem.  b.  &  1.  wagon,  1  hose  wagon, 
1  hose  reel;  hose,  cotton,  rubber  lined,  good, 
2,000  ft;  fire  alarm,  Gamewell,  8  boxes;  value  of 
dept.  equipment,  |4,G00;  value  of  bldgs.,  18,000; 
total  mem.,  SO  volunteers. 

Watxk  Supply— Source,  river,  8  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
61>,000  gals.,  dim.  25  x  166.  located  in  town,  mater* 
ial  used  in  cons,  iron,  builders  Tippett  and  Wood: 
filtration  system,  Hyatt;  quality  of  water,  good;  1 
pumping  engines,  cap.  per  day  2,000,000  gals.,  bon- 
structors  Smith- vaile;  mains,  iron;  75  hydrants, 
Eddy;  Eddy  valves;  meters,  total  number  16,  Her- 
sey  Disc  14,  Trident  1,  owned  by  Co.;  960  services; 
pipe,  iron ;  pressure,  dom.  GO  lbs. ;  consumption 
per  day  1,000,000  gals.,  per  capita  125  gals.;  cost 
to  construct.  $152,000;  works  belong  to  Co. 


lU        AUV        MICA,        UIVWVI&S         CMAU        WW»I  VWOfc*  W««B         W»  V.  1 

causes  of  fires  investigated.    Fire  Dept—O  c.  hand 


ex.,  1  h.  &  L  truck,  1  hose  wagon,  8  hose  carts 
and  carriages,  2  horses;  hose,  cotton,  rubber  lined, 
good.  2,500  ft.;  rubber,  good,  600  ft.;  inferior,  all 


g 


g     _ 

kinds,  i.OOO  ft.:   toUl  hose,  4,000  ft;  fire  alarm, 

Gamewell.    10. boxes;    value   of  dept   equipment, 

^600;  value  of  bldgs.,  81,200;  ann.  exp.  of  dept, 

LlOO;  toUl  mem.  180  volunteers. 

Water  SupPLv^Source,  wells,  H  mile  from 
business  center;  system,  pump  to  res.:  quality  of 
water,  good;  res.  cap.,  820,000  gals.;  pump- 
ing engines,  cap.  per  day  1,200,000  gals.,  con- 
structor  Worthmgton;  mains,  cast  iron.  18 
miles,  4  to  10  m.  dia.;  181  hydrants.  jLud-  ' 
low,  Corey;  46  valves;  meters,  total  number  T71, 
Crown,  Hersey  Rotary,  Worthington,  Buffalo, 
Kash,  owned  by  consumer;  848  services;  pipe, 
galv.  iron;  pressure,  dom.  46  lbs.,  fire  45  lbs.; 
cost  to  construct,  8140,000:  bonded  debt,  896,000; 
int  paid  on  bonds,  4  and  6  per  cent;  ann.  cost  of 
mtce.,  84,126;  woru  belong  to  city. 

RIDGEFIELD  PARK,  pop.  6.000.    Fire  dept- 
Voluntcer. 
Water  Sopply— Pressure.  30  lbs. 

RIDGEWOOD,  pop.  6,000;  fire  area,  4,800  acres: 
mercantile  bldgs.,  wood  and  brick,  2%  and  3 
stories;  private,  wood,  2%  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  fire  loss  for  1909, 
82,019,  ins.  for  same  time  854,150.  Fire  dept.— 1 
c.  engine,  12  c.  hand  ex.  1  h.  &  1.  truck.  2  hose 
wagons;  hose,  cotton,  rubber  lined,  good,  3,000  ft.; 
inferior,  1,000  ft;  fire  alarm,  electric,  21  boxes; 
value  of  dept.  equipment.  810,000;  value  of  bldgs., 
$6,600;   total  mem.,  30  volunteers. 

WATER  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  csp. 
450,000  gals.,  dim.  60  x  80;  material  used  in  cons, 
iron,  builders  Tippet  and  Wood ;  quality  of  water, 

5ood;  2  pumping  engines,  class  comp.;  cap.  per 
ay,  2,OO0,OOO  gals.,  constructor  Worthington; 
mains,  cast  iron,  25  miles,  4  to  12  in.  dia.;  w  hy- 
drants; 45  valves;  meters,  total  number,  SS,  Key- 
stone, owned  by  consumer;  1180  services;  pipe, 
iron;  pressurCjdom.  90  lbs.,  fire  90  lbs.;  cost  to 
construct  886.000;  works  belong  to  Co. 

RIVERSIDE,  pop.  8,800;  fire  area,  600  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to 
4  stories;  private|  stone,  brick  and  wood;  wooden 
roofs  permitted  m  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  steamer,  1  h.  &  1.  truck,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  900  ft. ;  fire  alarm 
bell;  value  of  dept.  equipment,  $3,000;  value  of 
bldgs.,  $8,000;  ann.  exp.  of  dept,  $600;  total  mem., 
50  volunteers. 

Water  Supply— Source,   wells;   stdp. 

RIVERTON,  pop.  1,600;  fire  area,  480  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  2%  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mitted; no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  c.  en- 
gine, 2  c.  hand  ex.,  2  hose  carriages;  hose,  cotton. 
rubber  lined,  good,  1,200  ft;  fire  alarm,  electric,  9 
boxes;  value  of  dept  equipment  $1,200;  value  of 
bidffs.,  $2,400;  toUl  mem.,  60  volunteers. 

Water  Supply— Source,    wells,    %    mile    from 


business  center;  system,  pump  to  stdp.;  atdp.  cap. 
4,500,000  gals.;  dim.  30  x  75;  3  pumping  ennnea, 
cap.  per  day  2,000.000  gals.,  constructor  Barr; 
mains,  cement  and  iron,  20  miles,  4  to  8  in.  dia.; 
66  h^rdrants;  meters,  total  number  4,  Crown;  1,060 
services;  pipe,  iron  and  lead;  pressure,  dom.  40  to 
60  lbs.,  fire  TC  lbs.;  consumption  per  day,  400,000 
gals. 

ROCKAWAY,  pop.  1.800;  mercantile  bldgs^ 
brick  and  wood.  Fire  dept— 1  h.  &  1.  truck,  2 
hose  carriages;  total  hose,  700  ft;  fire  alarm, 
boxes  and  whistle;  total  mem.,  46  volunteers. 

Water  Supply— Source,  reservoir;  system,  grav- 
ity. 

ROOSVELT,  pop.  6,000;  fire  area,  2,880  acres. 
Fire  dept — ^1  h.  &  1.  truck,  2  hose  carriages,  1,900 
ft  hose;  value  of  equipment  $3,600;  value  of 
bldga.,  $1,600;  ann.  expenses  ot  dept,  $600;  total 
mem.  60,  volunteers. 

Water  Supply— 80  hydrants;  pressure,  dom  85 
lbs.,   fire  86  lbs. 

ROSELLE,  pop.  3,500.  Fire  dept— 1  h.  &  L 
truck;  hose  Tw  ft;  value  of  eqmpment,  $2,500; 
ann.  exp.  ot  dept,  $600;  total  mem.  17,  volunteers. 

Water  Supply— Source,  Plainfield  Water  Co.; 
system,  gravity;  42  hydrants;  pressure,  dom.  70  to 
90  lbs.,  fire  70  to  90  Ids.;  works  belong  to  Co. 

RUTHERFORD,  pop,  8,000;  fire  area,  640  acres ; 
mercantile  bld^s.,  brick  and  wood,  3  stories;  pri- 
vate, woodf  brick  and  stone,  2%  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 8  c  hand  ex.,  1  h.  &  1.  truck,  3  hoae 
wagons,  1  hose  carriage,  4  horses;  bose^  cotton, 
rubber  lined,  good,  6,000  ft. ;  fire  alann^  Gamcvelt 
23  boxes;  value  of  dept  equipment,  8Sj00O;  value 
of  bldgs.,  $16,000;  ann.  exp.  of  dept,  $3,800;  total 
mem.,  100  volunteers. 

Water  Supply— Source  ,  springs,  suppbed  by 
Hackensack  Water  Co.;  system,  pump  to  res.;  res. 
cap..  260,000  gals.;  pumping  engues,  cap.  per  day 
500,000  gals.;  mains,  14%  miles,  2  to  8  m.  dia.;  4€ 
hydrants;  114  valves;  meters,  total  number  71; 
pressure,  dom.  40  lbs.,  fire  40  lbs.;  works  belosic 
to  Co. 

SALEM,  pop.  6,300;  fire  area,  800  acres;  mer- 
cantile bldgs.,  wood  and  brick,  8  to  4  stones; 
Erivate,  wood.  3  stories;  wooden  roofs  permitted; 
reworks  and  combustibles  ord.  Fire  dept— 
1  steamer,  6  c.  hand  ex.,  1  h.  &  L  trudc,  4  nose 
carriages;  hose,  cotton,  rubber  lined,  good  Z,9f>} 
ft;  fire  alarm,  bell,  whistle  and  telephone;  value 
of  dept.  equipment,  ^,000*  value  of  bldgs.,  $10.- 
000;  ann.  exp.  of  dept,  $437;  total  mem.,  dOO  vol- 
unteers;  underwriters'  rating,  first  class. 

Water  Supply— Source,  pond,  8  miles  from  bus- 
iness center;  system,  pump  direct;  filtration  sys- 
tem, sand;  quality  ot  water,  good;  1  pumping  en- 
gine, cap.  per  day  l,000,OuO  gals.,  constroctor 
Holly;  mains,  iron,  12  miles,  4  to  u  in.  din.;  M 
Inrdrants;  46  valves;  meters,  total  number.  1. 
Keystone;  700  services;  pressure,  dom.  40  lbs.,  fire 
100  lbs.;  consumption  per  day,  650,000  inla. ;  cost 
to  construct,  $100,000;  bonded  debt,  $Si,00O;  int 
paid  on  bonds,  5  per  cent;  cost  of  mtce..  K,S0O: 
works  belong  to  city. 

SCOTCH  PLAINS,  pop.  516:  bldgs.,  brick  »d 
wood,  2^  stories;  wooden  roots  permitted.  Fire 
dept— 1  tiand  engine,  1  c.  engine,  4  c  ex.,  1  h.  &  L 
truck.  2  hose  carriages,  1  hose  wagon ;  hose,  rob- 
ber, 260  ft;  cotton.  1,460  ft;  bell  alarm;  value  of 
dept.  equipment,  $6,000;  value  of  bldgs.,  tCjOM; 
ann.  exp.,  $100;  total  mem.,  100  volunteers. 

Water  Supply— Supplied  by  Plainfidd  Water 
Co.;  14  hydrants;  pressure^  66  lbs. 

SEABRIGHT,  pop.  1,198;  fire  area,  9.000  acres; 
mercantile  bldgs.,  brick,  2  to  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  combustibles  ord.;  causes  of  fires  iavcsti* 

Sated.  Fire  dept.— 1  steamer,  1  h.  &  1.  track,  6  c 
and  ex.,  1  hose  wagon,  1  hose  carriage.  €  borses; 
hose,  rubber,  good,  1,100  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $6,000:  value  of  bldgs.. 
$1,800;  ann.  exp.  of  dept,  $760;  total  mem.  IS 
volunteers. 

Water  Supply- Source,  Long  Branch  Water 
Co.;  system,  pump  to  stdp.;  stdp.  cap^^TOO  gals.; 
pumping  engines,  cap.  per  day  1,000,^)00  gals.; 
mains,  2  miles;  cost  to  construct,  $18,50^ 
belong  to  Co. 
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SECAUCU5;  b[dsi..  »wmL    Firs  dept.-] 


wuoden  roof*  permitted; 

combnitiblei  ord. ;  uuki  of  fiiu  inveitigmtcd. 
Fire  dept.— 1  iteimer,  1  c.  eniine,  I  h.  &  I.  trnck, 
1  bou  nioD,  1  hoie  cairiige,  g  horiEii  hou, 
canon,  rubber  lined,  good,  5,000  ft.^  fire  alarm, 
Gamewell,  19  boxes;  value  of  dept.  bldgj.,  J15,W0; 

W;   underwriters'   rating,   fiiyi'dassf"      *"       ""' 

Watm  Sufpi-y— Source,     river;     lydtm,     pump 

to  atdn  '  stdp,  cap.  g5a,ai»  stii..  builden  Tippett 

and    Wood;   61lration   ayitem,    li.   Y.   FUltt   Co.; 

'plant.  »,OtlO,000  gall.;  pumping  ensinea,  cap, 

T  S,OOD,I»0  jtalt.,  conatiuctori  Smlth-^ailc; 
cast  iron.  fiU  miles,  3  lo  U  in.  dia.,  W«- 
hydianti,  EiTdy;  meters,  lolal  pumW  19, 
»  ariQingtOD,  Heney;  Ul  •erricei;  pipe,  laod  and 
iron;  preuure,  dom.  91  lbs.,  fire  lOO  lbs.:  coat  to 
conatruet^    JlBB.OOOj    ann.     cost    of    mice..    ^.tfE; 

SOUTH  AMBOY     pop.    6,349;    fire   aroa,^  IJgO 


:  i2  hydtai 


roots  permitted;  Greworki  and 
cauies  of  fitei  inveitisiiCed ;  Ini. 
Fire  dept— 1  iteamer,  I  e.  eogir 


irick,  1  t< 

imbiMtib'la 
lor  1  yr.„  ..  ... 
I.  12  c.  band  ei 


ibber  lined,  sood 


".arv 

104  ft: 

Fwell,     i 


stdp.;  atdp.  cap,,  ]SO,IX)0  gala,;  pumping  enginei, 
tap.  per^^T  l.OW.OM  gela,,  conitruclor  Vorthing- 

Wood.  Wairen,  McNeil:  M  hyfnnti,  Wood!  Lud- 
low, Beaumont:  meters,  loUl  number  S5;  SOD  serv- 
ices; ptesaure,  dom.  10  lbs.,  fire  60  Ibi.;  coat  10 
eonitruct,  HO,0O0;  works  belong  to  borougb. 

e  area,  1,660 


>  Grewc 


bastiblca  ord.    Tire  depL- 

rubber  lined,  good  3.800  fl.;  Inieriorrairkio'dil,"2Si 
ft.;  total  hose,  1,SD0  [I.;  fire  alarm,  bell;  value  of 
dept    equipment,    M^OO;    valne   oi   bldga.,   COOO; 

Watm  s'ofFLY-Source,  well..  7  milei  from 
bnsineai  center;  ayatem,  pump  to  stdp.;  watn 
porcbaaed  from  E»ez  Union  Water  &  Light  Co.: 
numt,  iron  K  miles.  4  to  10  in.  dia. ;  lU  bydranta, 
Mathews,  Lndiow;  160  yalvea,  Eddy,  Ludlow, 
Chapman;  meters,  total  number  693,  Ctown  ta. 
Meraey  Kotorr  1,  Heraey  Disc.  J3.  Thomson  16, 
Wortbington  Diic  I,  Columbia  1,  Trident  304, 
Lembnt  ],  Nash  97,  owned  by  town  and  con- 
sumer; TG4  services;  pipe,  lead;  preasure.  dom. 
120  lbs.,  lire  120  lbs.:  coniumation,  per  day  ZSS,. 
E12  gals.,  per  capita  42  gal].;  cost  to  construct, 
Kl.m;  bonded  debt,  127,000;  ist  paid  on  bonds, 
4  per  ceol;   ,nn.  cost  of  mtce.;  li.m:  works  he- 

SOUTH  RIVER,  pop.  S,400;  fire  area,  etO  acre.; 
mercantile  bldga..  brick  and  wood,  E  to  3  storic; 
private,  brick  and  wood,  2  storiea;  wooden  roofs 
permitted  in  Ere  area;  causes  of  Bres  inveallnaltd. 
Firt  dept— I  c.  engine,  3  e.  band  «.  1  comb.  c. 
it  h.  wagon,  t  h.  £  1.  trucks.  2  hones;  ho.e,  rub- 


o(  bidgs..  B,000: 
ouree,  lake  and  a 


■ntem.  ptunpiny ;  1  pnmpt,  Duktn  Otto  Gas  Eng. 
Co.  and  Wortbington;  work,  belong  to  dty- 

SUMMIT,  pop.  l,m;  fire  area,  1,H]  acres;  mer- 
cantile  bldga.,  .tone  and  brick.  1  and  3  storiea; 
private,  stone  and  wood,  1  storiea;  wooden  roofi 
not  permined;  Greworka  and  combustible*  ord.; 
cauKa  of  firea  invealigated ;  ■«.  fire  loai  per  yr. 
for  1  yr...  KOOO.  Fire  dept— 1  c  engine,  8  c  hud 
ex.,  1  h.  &  I.  truck.  1  bo.e  wagon..  I  hou  reela,  t 
horses;  hose,  cotton,  rubber  lined,  good,  4J00  ft: 

'  ■  ids,  200  ft ;  toWl  hose.  4,700  ft ;  fire 

_.,    1   l._.    ^„, 


newell.  X  b 


mem,  t6,«X>;  value  of  bidgi 

d(pl.,  t7,600;  to— • 

Watek  SorrL 


110  V 


16,000;  I 


near  stdp. ;  6  pumping  en' 


■reallh  W.  &  L.  Co. 

SUSSEX,  pop.  1,600; 
nercantile  bloga..  wood;  a 
Pire  dept— 1  h.  ft  L  track. 


consumer    and    Co.; 
ption  per  year.  150.000.! 

Bre     area,     640     acrea; 

soden  roofa  permitted, 

1,1x5*  f^Mnlmor.  S 

KiHua.   «w   it.i    luuu    nuic,   IJOO   ft;    firc    *lum, 

steam  whistle;  ann.  up.  of  dept.  tlX;  total  mem,, 

SO  volunteera;  James  E.  Stanton,  chief. 

Watir  Sup?  LY— Source,    lake.    7    miles    from 

quality  of  water,  good;  res,  cap.,  !,SOO,O0O  gala.; 
mains,  iron,  11  miles,  4  10  8  in.  dia.;  50  hydrants; 
30  vafves;   mtlcfs,  total  number   a.   Crown,  Kash, 

ure,  dam'.  150  lbs.,  fire  m  lbs.:'  consumption 
per  day.  lOO.OOO  gal..,  per  capita  60  gal..,  cost  to 
construct.  160,000;  bonded  debt,  SS4,(nO;  int.  paid 
an  bonds,  1  per  cent;  coM  of  mtce.,  tSOO;   works 

SWEDESBORO,  pop,  l,«a;  mercantile  bldgs., 
wood,  1  to  S  atone.;  private  wood,  B  stonea; 
wooden  roof,  permitted;  no  firework,  and  com- 
bustible.  Old.;  causes  of  fires  invcBtigated ;  av.  fire 
loss  per  yi.  for  S  yrt.,  JlOO;  av.  in^  for  same  time, 
KOO,  Fire  dept -4  c.  hand  ex.,  1  h.  4  L  track, 
1  hose  wagon.  2  hose  carts:  hoae,  cotton,  rubber 
lined,  good,  1^60  ft;  inferior,  all  kinds,  HO  ft; 
total  hose,  It&O  ft.;  fire  alarm,  bell;  value  of  dept 
equipment,    12,000;    value    of    bldgs.,    tLOOO;    total 

WAtia  Sopptv— Source,  wells;  sywem.  pump  to 
Itdp.:  pumping  engines,  cap.  per  day  tDO.ODO  gals.; 
mafn.,  C.H  iron,  4  mile..  4  to  8  l£,  dia.;  H  hT^ 


e  bl^gs. 


e.  wood,  i 
work,  and 


all   kinds,  500   f 
■ell;    value   o 

bidjts.,    $2,600:    ann.    cTp. 
1.,  iS  volunteers. 
YYAin.  ^urr^i-ouurce,  Hackcns.ck  Water  Co.; 
mains.  8U  miles;  SB  hydrants:  44  valves;  pre.snre, 
dottL  46  lbs.,  fire  SO  lbs. ;  works  belong  to  Co. 

TOHS  RIVER,  pop.  1,800;  fire  area,  840  acres; 
mercantile  bldg...  wood,  1  to  3  stories;  eijvate. 
brick  and  wood.  I  stories;  wooden  roofs  per- 
mitted; no  fireworks  and  combQ.IIbles  ord.;  causes 
of  fires  not  iovesiigaled.  Rre  dept-1  h.  ft  1. 
truck.  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good.  l.KO  ft:  tire  alarm,  bell;  value  of  dept, 
equipment,  JEOO;  value  of  bldgs,.  S700:  tout  mem., 

Wati»  Supply- Source,  wells,  (i  mile  from 
bnainesa  center;  system,  pump  direct  to  main; 
stdp.  cap.  80,000  gals.,  dim.  26  i  !0;  material  used 
in  cons.,  iron,  builders  Tippeil  &  Wood:  quality 
of  water,  good;  filtration  system.  National:  4 
pumping  engines,  class  triplex,  cap.  per  dayTCO.WO 
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fals.,  constructor  Gould:  mains,  cast  iron»  6  miles, 
to  8  in.   dia.;   42  hydrants;  83  valres;   meters, 
total  number  8,  Empire,  owned  by  Co.;  266  ser- 


private. 

TRENTON,  pop.  92,000;  fire  area,  IVk  miles; 
mercantile  bldgs.,  brick  and  wood,  2  to  8  stories; 
private,  brick  and  wood,  2  to  4  stories;  wooden 
roofs  not  permitted  in  fire  area;  causes  of  fires 
investigatea.  Fire  dept. — 10  steamers,  2  c  engines, 
22  c.  hand  ex.,  1  water  tower,  2  aerial  trucks,  1 
comb,  aerial  truck,  7  hose  wagons,  4  comb,  c  & 
h.  wagons,  37  horses;  hose,  cotton,  rubber  lined, 
good,  16,000  ft.;  rubber,  good,  2,000  ft.;  inferior,  all 
kinds^  3,000  ft.;  total  hose,  20,000  ft.;  fire  alarm, 
electric,  116  boxes;  value  of  dept.  equipment,  $79,- 
625;  value  of  bldgs.,  $87,000;  ann.  exp.  of  dept., 
$117,858.64:  total  mem.  87,  paid  full  time. 

Water  Supply— Source,  river,  VA  miles  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  UOjPOO.000  gals.;  8  pumping 
engines,  cap.  per  dav  80,000,000  finals.,  construe- 
tors  Worthmgton,  Allis,  Barr:  mains,  cast  iron. 
129  miles,  3  to  36  in.  dia.;  880  hydrants;  1,060 
valves;  meters,  total  number  220,  owned  by  aty; 
15,000  services;  pipe,  galv.  iron;  pressure,  dom. 
and  fire,  80  lbs.;  consumption  per  day,  12.000,000 
gals.;  cost  to  construct,  81,927,848;  bonded  debt, 
|<B7O,50O;  int.  paid  on  bonds,  3%*4  per  cent;  cost 
of  mtce.,  157,590;  works  belong  to  city. 


TUCKERTON,  pop.  1,500;  mercantile  bld^s., 
brick  and  wood,  8  stones;  private,  wood,  8  stones; 
wooden  roofs  permitted;  nreworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept.— 
1  c.  engine,  2  hose  carriages,  hook  &  ladder  equip; 
hose,  rubber,  good,  1,200  tt.;  fire  alarm,  bell;  value 
of  dept.  equipment,  $1,500;  value  of  bldgs.,  $1,800; 
total   mem.,  lOO  volunteers. 

Watek  Supply— Source,  spring,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  66,000  gals.,  dim.  20  x  28,  located  in  center  of 
town,  material  used  in  cons,  iron  and  steel, 
builders  Tippett  &  Wood;  qualit]r  of  water,  good; 
1  pumping  engine,  class  trip.,  size  6V4  x  8.  cap. 
per  day  s50,000  gals.,  constructor  I.  B.  Davis; 
mains,  cement,  8^  miles,  4  to  6  in.  dia.;  16  hy- 
drants; pressure,  oom.  88  lbs.,  fire  80  lbs.;  bonded 
debt,  $2o,000;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  Co. 

UNION,  pop.  15,187;  fire  area,  480  acres;  mer- 
cantile bldgs.,  wood,  2  and  8  stories;  private, 
wood,  2  and  8  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  onL;  causes  of  fires 
investigated.  Fire  dept.— 1  steamer,  1  h.  &  t  truck. 
8  hose  carriages;  hose,  cotton,  rubber  lined,  good 
4,000  ft;  fire  alarm,  Gamewell;  value  of  dept. 
equipment,  $16^000;  value  of  bldgs..  $40,000;  ann. 
exp.  of  debt,  11,600;  total  mem.,  150  volunteers. 

Water  Supply— Source,  Hackensack  Water  Co.; 
mains.  16  miles;  112  hydrants;  181  valves. 

UNION  TOWNSHIP,  pop.  918;  fire  area.  760 
acres;  mercantile  bldgs.,  wood,  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  steamer,  2  c.  hand  ex., 
1  h.  &  1.  truck,  3  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good  4,600  ft.;  rubber,  good  1,000  ft; 
total  hose,  D,500  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $15,400;  value  of  bldgs., 
12,000;  ann.  exp.  of  dept.,  $1,600;  total  mem.,  165 
volunteers. 

Water  Supply— Source,  Hackensack  Water  Co, 

VINELAND.  pop.  4,370;  fire  area,  1,000  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood.  2  and  8  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept— 1 
h.  &  I.  truck,  8  hose  carriages:  hose,  cotton,  rub- 
ber lined,  good  3.000  ft.;  interior,  all  kinds.  500  ft; 
total  hose.  3.500  ft.:  fire  alarm,  electric,  30  boxes; 
value  of  dept  equipment,  $3,000;  value  of  bldgs^ 
$8,000;  ann.  exp.  of  dept.,  $2,500;  total  mem.,  u 
volunteers. 

\VATER  Supply— Source,  wells;  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  180,000  gals.;  material  used  in  cons.,  iron, 
builders  Chicago  Bridge  &  Iron  Co.;  quality  of 
water,  good;  2  pumping  engines,  class  comp.  aup., 
cap.  per  day  2,000,000  gals.,  constructors   Smith- 


Vaile;  mains,  oast  iron,  134  miles,  4  to  10  in.  dia.; 
70  hydrants;  33  valves;  meters,  total  number,  190; 
Crown  5,  Trident  2,  Neptune  1,  National  1,  Union 
30,  Worthington  2,  Keystone  144  owned  by  con- 
sumer: 1,600  services;  pipe,  galv.  iron;  pres- 
sure, dom.  50  lbs.,  fire  100  lbs.;  consumption  per 
day.  550,000  gals.;  cost  to  construct  $120. vZl; 
bonded  debt,  $96,000;  int.  paid  on  bonds,  4/o  pa- 
cent;  cost  of  mtce.  $7,613;   works  belong  to  atjr. 

WALLINGTON;  bldgs.,  wood.  Fire  dept-1 
h.  &  1.  truck,  2  hose  carriages;  hose.  1,400  ftl,  200 
ft.  placed  in  school  building  m  1906;  fire  alarm, 
bell:  total  mem..  45;  George  W.  Gill,  chief. 

Water  Supply— Source,    spring;    system,   grav- 
ity;   stdp.    cap.,   172,000   gals.;   8  80-H.    P.    Nasli 
gas  engine  pumps,  cap.   »0  gals,  per   minute;  52 
ydrants. 

WASHINGTON,  Warren  Co.;  pop.  3.430; 
bldgs.,  brick  and  wood,  2  to  4  stories.  Fire  dept— 
1  steamer,  8  c  hand  ex.,  1  h.  &  1.  truck,  2  hose 
carriages:  hose,  cotton,  rubber  lined,  good,  2,00$ 
ft;  inferior,  all  kinds,  1,000  ft;  totsil  hose,  8,000 
ft.:  value  of  dept  equipment,  $8,000^value  of 
blags.,  $7,500;  ann.  exp.  of  dept,  $600;  alarm 
system,  Gamewell;  total  mem.,  40  volunteers. 

Water  Supply — Source,  mountain  streams.  2% 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water,  good;  res.  cap.  1,600,000  gals;  mains, 
iron,  6  to  10  in.  dia.;  40  hydrants;  metcnk  total 
number  13,  Crown  6,  £mpfre  7,  owned  br  Co.;  460 
services;  pipe,  is'on;  pressure,  dom.  80  lbs.;  cost 
to  construct,  $60,000;  works  belong  to  Co. 

WESTFIELD,  pop.  7,500;  fire  area,  5,000  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  S 
stories;  private,  stone,  brick  and  wood,  1  to  S 
stories;  wooden  roofs  permitted  outside  business 
section;  no  fireworks  and  combustibles  ord.: 
causes  of  fire  investigated;  av.  fire  loss  per  yr. 
for  3  yrs.,  $4,000;  av.  ins.  for  same  time.  $3,333. 
Fire  dept. — 1  c.  engine,  1  h.  &  1.  track,  2  ho«e 
wagons,  6  horses;  hose,  cotton,  rubber  lined, 
good,  2,000  ft.;  fire  alarm,  Gamewell.  12  boxes; 
value  of  dept.  equipment,  $7,000;  value  of  bldg!(.. 
$3,000;  ann.  exp.  of  dept,  $6,500;  total  mem.,  atj. 
paid  part  time. 

Water  Supply— Source,  supplied  by  Union 
Water  Works  Co.,  Elizabeth;  system,  gravity;  res. 
cap.,  1,000,000  gals.;  mains,  7  miles,  4  to  10  in. 
dia.;  84  hydrants;  86  valves;  meters,  total  num- 
ber 1;  pipe,  iron;  pressure,  fire  75  lbs.;  ooac  to 
construct.  $40,000;  works  belong  to  Co. 


WEST  HOBOKEN,  pop.  32,000;  fire  area,  1.990 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
1  to  6  stories;  private,  wood  and  brick,  2  stories; 
wooden  roofs  permitted^  fireworks  and  combosti- 
ble  ord. ;  causes  of  fires  mvestisated.  Fire  dept.— 
1  steamer,  12  c.  hand  ex.,  2  h.  &  1.  trucks,  1  aerial 
truck,  8  jumpers,  4  hose  carriages;  hose,  cotton, 
rubber  hned,  good,  8,000  ft:  inferior,  sJ]  kinds. 
400  ft;  total  hose,  8,400  ft;  fire  alarm,  Gamewell, 
26  boxes;  ann.  exp.  of  dept,  (12,000;  total  mem., 
346  volunteers. 

Water  Supply— Source,  Hackensack  Water  Co.; 


200  hydrants;  828  gates;  mains,  28  miles;  284  Talves; 
worn  belong  to  Co. 

WEST  ORANGE,  pop.  1.000;  fire  area,  1  so. 
mile;  mercantile  bldgs.,  stone,  brick  and  wood, 
H  to  8  stories:  private,  wood,  2%  stories;  wooden 
roofs  permitted  m  fire  area;  causes  of  firies  inves- 
tigated; av.  fire  loss  per  yr.  for  8  yrs.,  $16,090.7**; 
av.  ins.  involved  for  same  time,  $38,S18.  Fire 
dept — 1  h.  &  1.  truck,  1  hose  wagon,  1  comb,  c  & 
h.  wagon,  5  horses;  hose,  cotton,  rubber  lined. 
good,  4,500  ft;  rubber,  good,  800  tt;  inferior,  all 
kinds,  100  ft ;  total  hose,  6.200  ft ;  fire  alarm*  Game- 
well,  24  boxes;  value  of  dept  equipment,  $4'*>>: 
value  of  bldgs.,  $40,000;  ann.  exp.  of  dept.,  t20S*y>, 
total  mem.  16,  paid  full  time  9,  paid  part  time  7 

Water  Supply— Source,  East  jersey  Water  Co.. 
10  miles  from  business  center;  system,  pump  direct 
to  stdp.  and  mains;  stdp.  cap.,  200,000  gala.;  <iTxst- 
ity  of  water,  good;  mains,  cast  iron.  21  miles,  4  :o 
8  in.  dia.:  210  hydrants,  R.  D.  Wood  &  Co.:  ISC- 
valves,  Eddy;  meters,  total  number  66ft,  makers 
Crown  860.  Nash  8,  Trident  316.  Pittsburgr  26,  Ker 
stone  8,  X^mbert  21,  owned  by  consumer;  S!< 
services;  pipe,  lead  and  galv.  iron;  pressure,  dont 
86  to  110  lbs.;  consumption  per  year  SOO.OOiXOM 
Tsls.;  works  owned  by  Commonwealth  Water  ft 
Light   Co. 
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WEST  NEW  YORK  pop.  10,000;  mercantile 
bldgs.,  brick,  wood  and  cement.  Fire  dept. — ^1 
steamer,  1  hand  engine,  2  hose  wagons,  4  hose  i 
carriages,  1  aerial  truck;  total  hose,  7,000  ft;  fire 
alarm,  Gamewell;  total  mem.,  179,  4  paid  men,  175 
volunteers. 

Watkr  Supfly— Source,  Hackensack  Rirer;  sys- 
tem, pumpingi 

WESTWUOD,  pop.  1,000:  mercantile  bldgt., 
wood,  2  stories;  private,  wood;  wooden  roofs  per* 
mitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck.  1  hose  carriage,  2 
horses:  nose,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alarm,  whistle;  value  of  dept.  equipment, 
$1,000;  value  of  bldgs.,  12,000;  total  mem.,  29  vol- 
unteers. 

Water  Supply- Source,  springs;  system,  pump- 
ing to  stdp.;  cap.,  60,000  gals.;  Knowles  pumping 
engines,  daily  cap.  620,000  gals.;  43  hydrants;  pres- 
sure, 90  lbs.;  pipe,  8  miles,  4  to  S  in.  dia. 

WHARTON;  bldgs.,  wood.  Fire  dept.— 1  h.  & 
1.  truck,  1  hose  carriage;  hose,  000  ft.;  fire  alarm, 
whistle;  total  mem^  sO. 

Water  Supply— Source,  spring;  system,  grav- 
ity; cap.  of  res.,  60,000  gals. 

WOODBINE,  pop.  2,200;  fire  area,  120  acres. 
Fire  dept — ^1  c  engine.  1  h.  &  1.  truck,  2  hose 
carts;  hose,  rubber,  1,000  ft;  value  of  dept  equip- 
ment, $3,000;  value  of  bldgs.,  $1,600;  ann.  exp.  of 
dept,   $300;  total  mem..  ^  volunteers. 

Water  Supply— Source,  2  tanks;  res.  cap.,  90,- 
000  gals.;  2  pumps,  Ramsey,  Triplex;  cap.  per 
day,  200,000  gals.;  60  hydrants;  100  services;  pres- 
sure, 30  lbs.;  mains,  5  miles,  cost  to  construct, 
$20,000;  works  belong  to  Co. 

WOODBRIDGE,  pop.  8,000;  bldgs.,  wood,  2  to 
8  stories;  wooden  roofs  permitted ;  fireworks  ord.: 
fires  investigated.  Fire  dept— 4  hand  c.  ex.,  1 
h.  &  1.  truck,  1  hose  wagon,  1  hose  carriage;  hose, 
rubber,  good,  1,000  ft;  value  of  dept.  equipment, 
$2,000;  toUl  mem.,  06. 

Water  Supply— Source,  lake,  4H  miles  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  1,260,000  j^als.,  located  2% 
miles  from  city;  2  pumping  engines^  constructors 
Worthingtpn,  Wood;  mains,  cast  iron;  108  hy- 
drants; ISO  valves:  meters,  total  number  2,  Crown 
1,  Gem  1,  owned  by  consumer;  900  services;  pipe, 
wrought  iron;  pressure,  dom.  40  lbs.,  fire  60  lbs.; 
consumption  per  day  630,000  gals.;  cost  to  con- 
struct, $102,000;  bonded  debt,  $62,000;  cost  of 
mtce.,  $6,419;  works  belong  to  city. 

WOODBURY,  pop.  4,087:  fire  area,  1,500  acres; 
mercantile  bldgs.,  wood  and  brick,  1  t6  8  stories; 
private,  wood  and  brick,  2%  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  hand 
engine,  2  c  hand  ex.,  1  h.  &  1.  truck,  2  h.  &  c 
wagons,  8  hose  carriages,  4  horses;  hose,  cotton. 


rubber  lined,  good.  2,500  ft ;  fire  alarm,  Gamewell, 
22  boxes;  value  ot  dept.  equipment,  $4,000;  value 
mem.,  60  volunteers. 

of  bldgs.,  $10,000;  ann.  exp.  of  dept,  $800;  total 
Water  Supply— Source,  creek,  4^  miles  from 
business  center;  system,  pump  to  res.;  quality 
of  water,  good;  res.  cap.,  1,260.000  gals.;  2  pump- 
ing engines,  cap.  per  dav  2.760,000  flpals.,  con- 
structors Worthmgton  and  Wood;  mains,  cast 
iron,  13  miles,  4  to  12  in.  dia.;  110  hydrants.  Wood; 
111  valves,  Eddy;  meters,  total  number  2,  Crown 
1,  Gem  1;  1,188  services;  pipe,  wrought  iron ;  pres- 
sure, dom.  40  lbs.,  fire  66  lbs.:  consumption,  per 
day,  600.000  gals.,  per  capita  160  gals;  cost  to  con- 
struct, $100,000;  bonded  debt,  $42,000;  int  paid  on 
bonds,  4  per  cent.;  ann.  cost  of  mtce.,  $6,000; 
works  belong  to  city. 

WOODRIDGE,  pop.  0OO;  fire  area,  2,000  acres; 
mercantile  bldgs..  wood,  i%  stories;  private,  wood, 
2^  stories;  wooden  roofs  permittea;  no  fireworks 
and  combustibles  ord. ;  causes  of  fiires  investigated. 
Fire  dept— 2  c  hand  ex.,  1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,200 
ft.:  fiie  alarm,  bell;  value  of  dept  equipment, 
$3,a00;  value  of  bldgs.,  $8,000;  ann.  exp.  of  dept, 
$1,800;  total  mem^  30  volunteers. 
•  Water  Supply — Source,  Hackensack  Water  Co. ; 
system,  pump  direct;  quality  of  water,  good; 
mains,  SH  miles;  19  hvdrants;  34  valves;  meters, 
total  number  80,  owned  by  Co. 

WOODTOWN,  pop.  1,500;  fire  area.  300  acres: 
mercantile  bldgs.,  stone,  bnck  and  wood,  1  to  4 
stories;  private,  stone,  brick  and  wood,  20  ft 
high;  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept— 1  h. 
&  I.  truck,  1  hose  wa^on.  2  hose  carriages; 
hose,  cotton,  rubber  Imed,  good,  1,400  ft; 
fire  alarm,  electric;  value  of  dept.  equipment, 
$1,000;  value  of  bldgs.,  $5,000;  ann.  exp.  of  dept, 
$86;  total  mem.,  84  volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  87,000  Rus..  dim.  12  x  100.  mate- 
rial used  m  cons,  steel,  ouilders  Tippett  &  Wood; 
res.  cap.,  66,000  gals.;  pumping  engines,  size  10  x 
16  X  10  X  8V&,  cap.  per  day  750,000  gals.,  constructor 
Deane;  mams,  iron,  6  miles,  4  to  8  in.  dia.;  68 
hvdrants.  Thomson,  Wood;  SO  valves;  180  ser* 
vices;  pipe,  galv.  iron;  pressure,  dom.  46  lbs., 
fire  100  Ids.;  cost  to  construct,  $36,000;  Int  paid 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  $1,000; 
works  belong  to  town. 

Places  with  a  population  of  1^000  or  more  hav- 
ing no  organized  nre  dept— Midland  Park,  Ox- 
fonl,  Penns  Grove,  Verona,  WiHiamstown. 

Places  with  a  population  of  1,000  or  more  not 
reported.— Bradley  Beach,  Florence,  Hawthorne. 
Hibernia,  Highlands,  Lakeview,  Little  Ferry, 
Lodi,  Milburn,  Port  Oram,  Undcrcliff,  Vailsburg. 
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NEW   MEXICO 

ABBREVIATIONS.— Ann.,  annual;  av.,  average;  bldgs.,  buildings;  cap.,  capacitj;  chn.,  chainDan: 
"U,  chemical;  c.  &  h«,  chemical  and  hose;  cllc,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  com- 
mittee; comp.,  compound ;  cons.,  construction ;  depL,  department;  dia..  diameter:  dim.,  dimensions;  dom., 
domestic;  dup..  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  teet;  gals.,  galloc&a;  h.  d^ 
high  duty:  h.  &1., hook  and  ladder;  ins., insurance;  int,  interest;  mtce^,  maintenance;  mem., membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt,  superintendent. 


ALAMOGORDO.  pop.  2,500:  fire  area,  600 
acres;  bldgs.,  brick,  stone  and  wood;  wooden 
roofs  permitted.  Fire  dept.—l  hose  carriage,  1 
comb,  wagon  and  h.  &  l.  truck;  hose,  cotton, 
rubber  lined,  good,  900  ft.;  fire  alarm,  bell  and 
whistle,  total  mem^  24  volunteers. 

Watxr  Supply— 'Source,  springs,  12  miles  from 
business  center;  system,  gravity {  res.  cap.  1,000,* 

000  gals.;  mains,  cast  iron.  86  miles:  86  hydrants, 
tudlow;  meters,  total  number,  575,  Buffalo,  owned 
by  Co.;  600  services;  pressure,  dom.  100  lbs.,  fire 
100  lbs.:  consumption  per  day  400,000  gals.,  per 
capita  80  gals. ;  cost  to  construct,  1180,000;  cost  of 
mtce.,  13,600;  works  belong  to  Co. 

ALBUQUERQUE,  pop.  18,000;  fire  area,  600 
acres;   mercantile  bldgs.,   stone,  brick  and   wood, 

1  to  4  stories;  private,  stone,  brick  and  wood, 
and  8  stories:  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  loss  per  yr.,  for  8  years, 
$11,256;  av.  ins.  involved  for  same  time.  8220,000. 
Fire  dept.— 2  comb.  c.  &  h.  wagons,  1  h.  &  I.  truck, 
4  c.  hand  ex.,  1  hose  wagon,  1  hose  cart,  6  horses; 
hose,  cotton,  rubber  lined,  good,  4,200  ft;  fire 
alarm,  electric  and  whistle,  21  boxes;  value  of  dept. 
equipment,  |8,800:  value  of  bldgs.,  $2,600;  ann. 
exp.  of  dept.,  $8,006;  total  mem.  6,  paid  full  time. 

Water  Supply— Source»  wells,  %  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  8,600,000  gals.,  located  210 
ft  above  plant;  8  pumping  engines,  cap.  per  day 
6,000,000  flpsls.,  constructors  Deane,  Laidlaw  and 
Holly;  mains,  kal.,  24.8  miles,  6  to  14  in.  dia.;  121 
hvdrants;  30  valves;  meters,  total  number  If 060, 
Union,  Lambert  and  Thomson,  owned  bv  Co^: 
L886  services:  pipe,  gslv.  iron;  pressure,  dom.  80 
lbs.,  fire  80  lbs.;   consumption  per  day,   3,000,000 

{sis.;    cost   to    construct,    $864,000;    bonded   debt, 
186,000:  int.  paid  on  bonds,  6  per  cent;  cost  of 
mtce.,  $1,200;  works  belong  to  Co. 


CARLSBAD,  pop.  2,500;  fire  area,  100  acres;  mer- 
cantile bldgs.,  brick  and  stone,  1  and  2  stories;  pri* 
vate,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combusti* 
bles  ord.;  causes  of  fires  investigated.  Fire 
dept— 2  c  engines,  2  hose  carriages^2  horses; 
hose,  cotton,  rubber  lined,  fl[ood,  1,000  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $4,600;  ann. 
exp.  of  dept,  $376;  total  mem.,  42  volunteers. 

Water  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap., 
106,000  gals.;  res.  cap.,  260,000  gals.;  2  pumping 
engines,  vertical-centrifusal ;  cap.  per  day,  ^SS,- 
000  gals.;  constructor  Worthington;  mains,  cast 
iron,  6  miles;  2  to  12  in.  dia.,  St.  Louis;  21  hy- 
drants, Type  260  services;  pressure,  dom.  37  lbs., 
fire  120  lbs.;  cost  to  construct,  $51,600;  ann.  cost 
of  mtce.,  $4,000;  works  belong  to  Santa  Fe  R.  R. 
Co. 

CLAYTON,  pop.  1.200;  bldgs.,  stone  and  wood,  1 
and  2  stories;  wooden  roofs  permitted;  no  fire- 
works ord.    No  orjraniaed  fire  department 

Water  Supply— Source,  springs;  system,  pump 
to  tank;  cap..  24,000  gals.;  pumping  engines,  cap. 
per  day  160,000  gals.,  constructor  Cook;  pip^  8 
miles,  3  and  4  in.  dia.;  200  hydrants;  service  pipe, 
iron;  pressure,  22  lbs.;  works  owned  by  Co.;  cost 
to  construct,  $20,000;  ann.  cost  of  mtce.,  $800. 

DEMING.  pop.  2,400,  mercantile  bdgs.,  brick 
and  adobe,  8  stories;  private^  brick  and  wood,  1 
and  2  stories;  wooden  roofs  not  permitted  in 
business  part  of  town;  no  fireworks  ord.  Fire 
dept.— 1  c.  engine,  1  h.  &  1.  truck,  buckets;  hose, 
700  ft.;  fire  alarm,  bell:  value  of  dept  equipment, 
$700;  value  of  bldgs.,  $260;  toUl  mem.,  26  volun- 
teers; underwriters'  rating,  second  class. 


Water  Supply— Source,  underground  riTer;  sys- 
tem, <iurect  into  main,  overflow  to  res.;  rea.  cap., 
iOfiOOMO  gals.;  pumping  engines,  cap  per  day 
3,600,000  gals.,  constructor  Snow;  60  hydrants. 
Lacy;  pipe,  2H  miles,  80  to  6  in.  dia.;  100  tapa;  10$ 
valves;  service  pipe,  steel;  pressure,  dom.  S  IbSw, 
fire  66  lbs.;  new  waterworks  in  process  of  cons,  to 
cost  $50,000. 

EAST  LAS  VEGAS,  pop.  6.000;  fire  area,  TOO 
acres:  mercantile  bldgs.,  stone,  brick  and  wood, 

1  and  2  stories;  private,  wood  and  brick,  1  and 

2  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— 1  comb.  c.  and  bose 
wagon,  1  h.  &  1.  truck,  1  hose  wagon,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good,  1,600  ft; 
inferior,  all  kinds,  300  ft;  total  hose.  1.800  ft; 
fire  alarm,  electric;  value  of  dept  equipment, 
$5,000;  value  of  bldgs.,  $2,600;  ann.  exp.  of  dent. 
$1,700;  total  mem.,  25  volunteers;  underwriters* 
rating,  third  class. 

Water  Supply— Source,  river;  system,  aiwity; 
res.  cap.,  20,000,000  gals. ;  mains,  cast  iron,  15  miles, 
4  to  12  in.  dia.,  Dennis  Long;  61  hydrants.  Holly; 
meters,  total  number  1;  pressure,  dom.  120  lbs., 
fire  60  to  100  lbs.;  works  belong  to  Co. 

GALLUP,  pop.  2,946;  fire  area,  800  acres;  mei^ 

cantile  bldn.,  brick  and  stone,  2  stmies:  private, 
stone,  brick  and  wood.  2  stories;  wooden  roob 
permitted;  fireworks  ana  combustibles  ord.;  canses 
of  fires  investigated;  av.  fire  loss  per  yr.  for  8 
yrs.,  $1,000;  av.  ins.  for  same  time,  $766,451.  Fire 
dept.— 1  c.  engine,  1  h.  &  1.  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  l.OQO  ft; 
fire  alarm,  whistle;  value  of  dept  equipment 
$4,500;  value  of  bldgs.,  ^00;  ann.  exp.  of  dept, 
$1,000;   total   mem.,  25  volunteers. 

Water  Supply— Source,  well;  system,  pmnp  to 
stdp.;  stdp.  cap.,  60,000  gala.;  pumping  engines, 
cap.  per  day  60,000  gala.,  constructor  Knowles 
mains,  2  miles,  6  in.  dia.;  26  hydrants,  Eddy 
160  services:  pressure,  dom.  70  lbs.,  fire  10  lbs. 
coat  to  construct,  $16,000;  int.  nsid  on  bonds,  <  per 
cent;  ann.  cost  of  mtoe.,  $1,6qO;  woiks  belong  to 
city. 

L\  CRUCES.  poo.  4,000.  Fire  dept— 1  c,  en- 
gine; hose,  400  ft.;  fire  alarm,  whistle;  totsl  tncm^t 
10  volunteers. 

Water  Supply— Not  reported. 

LAS  VEGAS,  pop.  12,000.  Fire  dept— 1  comb, 
c.  hose  wagon,  1  hose  wagon,  2  c.  ex.,  4  horses; 
hose,   1,660  ft;   total  mem.,  50  volunteers 

Water  Supply— Source,  Gallinas  River;  res. 
cap.,  8,000,000  gals.;  mains,  21  miles.  2  to  12  in. 
dia.;  64  hydrants. 

MAGDALEN  A,  pop.  800;  mercantile  bldgs.. 
stone,  brick  and  wood,  1  and  8  stories:  private, 
wood  and  adobe,  1  and  2  stories;  wooden  roofs 
permitted;  no  fireworks  ord.;  fires  investigated. 
Fire  dept— 16  c.  hand  ex.,  a  few  hand  grenades: 
hose,  dOO  ft.;   fire  alarm,   whistle. 

Water  Supply— Source,  well,  west  of  town; 
svstem,  pumping  to  railroad  tank;  stdp.  cap.  30.- 
000  gals.;  Knowles  pumping  engine;  5  hydrsnts; 
pipe,  1^  miles,  2  in.  dia.,  iron;  service  pipe,  iron. 

MAXWELL,  pop.  150;  mercantile  bldgs..  brkk, 
2  stories;  private,  wood.  2  stories;  tin  roofs  per- 
mitted; no  fireworks  ora.;  fires  investigated.  No 
fire    dept. 

Water  Supply — Source,  springs;  sjrstem,  grsr- 
ity;  storage  res.  cap..  60,000  gals.;  pipe,  8  milca. 
8  to  8  in.  dia^:  1  hydrant;  pressure,  70  Uml;  cost 
to  construct,  $8,000;  ann.  exp.,  $100:  works  bciong 
to  Co. 

RATON,  pop.  6,600;  fire  area,  640  acres;  mercan- 
tile bldgs.,  brick  and  stone,  8  and  8  stories;  pri- 
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•ntc,  brick  and  wood,  1  story;  wooden  roof*  per- 
mittfdi  Gieworka  mi  combuiublcs  ord.;  caiuu  of 

Unfa," good,  "wo  ("['fSValBrmr'bctfaod'  wh!>il»; 
value  oi  dept.  equipmcni.  ^7,000:  value  oi  bld^s.. 
tlZ.(iaOi  toUl  mem..  ZS.  1  piid  mem.  30  part  paid 


-Sourei 


ter.    good:    rei. '  op.    l^OOD^OM  '  nli. ; 


.    Nelioi 


;    M    hydr»___.    . 

Ludlow;  meterg  toUl  number  »4.  Ucne,,  .-^.^ 
bj  GODiuinn';  925  service!:  pipe,  nlv.  iron;  prci- 
sure.  dom.  lOO  lbs.,  file  US  fiii.j  comumpiion,  per 
day  1.000.000  sala.,  per  capiU  UE  nli.:  com  to  "- 
■trnci,  taOO.ODOi  bonaea  debt,  1300,000:  iot. 
on  boDdi.  S  p(  .  ~ 

works   bclons 

ROSWELL.  pop.  10,000;  Urt  area,  2.000  acres; 
blds^.  aloae,  bricL  and  cement;  wooden  rools  not 
permined.  Fire  dcpt.—l  iteamer,  1  h.  &  1.  truck, 
1  comb.  chem.  Sc  hoie  wsgon  1  hose  nniaa', 
■  ■        ■■  ed,   Bood,   l«0 


io3«>i 


.   bell  and   whistle; 


■,i„n 


,  , ,   and  brick,  land  1  ill , 

wooden  roof*  not  permitted;  Bicworka  and  con- 
buatiblet  ord.  Fire  dept— 1  c  engine,  1  c  band 
ex..  1  h.  &  1.  truck,  3  hoK  curiagea;  hoac,  cotton, 
rubber  lined^  good,  I.TSO  it.;  lire  alarm,  bell  and 
telcKraph,  10  boitea:  tsIuc  of  dcpt  cqulpmeat, 
|S,KKI;  value  of  bldga.,  1700:  aan.  exp.  ol  dept. 


FLT-Soan 


eami,  1   mile*  trom 


1600;    I 

boalBCa*  center;  l . 

good;  rt*.  cap.,  VOMOfiW  gala.:  maina, 

wrought  iron,  U  mUcs,  4  to  U  in.  dia.,  Natic 
M  brdnnla.  Cmnt:  14  valve*.  Ciaoe;  meicih 
loul  number  10,  Thomion:  WO  aerncn;  pipe, 
lulemciii;  praaunf.  dom.  SO  Ibi.,  fireWlba.; 
consumption,  per  day,  1,000,000  gala.,  per  capita 
•00  gall.;  coit  to  conitruct,  tB00,«0;  ann.  coat  of 
mtcc.,  tCOOO;  work*  belong  to  Co. 

SILVER  CITY,  pop.  «,0OO;  fire  area,  640  acres; 
mercantile  bidga.,  brick  and  atone,  1  to  S  atorics; 
private,  brick,  I  and  1  storie*;  wooden  roof*  per' 
mittcd  in  Gre  are*;  Grcworla  and  combnMlblta 
ord.;  cauaca  of  firea  inveatigated.  Fire  dex>t — 1  h. 
h  L  truck,  1  c  engine,  11  e.  band  ex..  t  hcM  ear- 
" '■        ■■      '     (Dod,  1.200  h.; 


alan 


total  n 


Watbb  SurrLT— Source,  wclla,  1  mile  traa 
bnalneu  ecnteri  aystem,  giavity  and  pnmp  to 
re*.;  quality  ol  water,  good;  r**.  op.,  XO,- 
OSO  gals.  I  pumping  engine*,  das*  dap.  ud  oomp., 
cap.  per  Aiy  l.OU^ODO  gala.,  cooitroctors  lCnawk% 
Deane  and  Snow;  mains,  kaL,  T  miles,  1  to  11 
in,  dU.;  28  hydrant!;  H  valves,  Ludlow;  meters, 
total    nomber,    10,    Crown    U,    Heney    Rotiry    L 

Buffalo  *i.  Trident  1,  Hersey  Disc  1,  ■^'- • 

Pittsburg  1,  owned  by  Co.;  ar—  --  ^ 

dom.  TO  lbs.,  fire  160  lb*,;   e 

UE,0aO  gtli.;  eon   <o  cooitnict,  UE.OOO;  i 
of  mice.,  HOOO;  works  belong  to  Co. 

SOCORRO,  pop.  1^;  fire  area,  BO  acrMi 
mercantile  bldga.,  brick,  wood  and  adobe,  1  and  ■ 
stories;  private,  brick  and  adobe,  1  to  S  atorie*; 
wooden  roofs  permitted;  no  fireworks  and  com- 
buidblca  ord.  Fire  dept— 1  hoae  carriage;  hose, 
cotton,  rubber  lined,  good,  1,000  ft:  lire  alarm, 
bell;  value  of  dept  equipment,  LSW;  value  of 
bld^,  tl,0CO;  ann.  exp.  of  dept,  1(60;  total  mem., 


(umption  per  day. 


Watii  Supply— Source,  springs;  system,  grav 
Ity;  res.  cap.,  EOO.OOD  gals.;  mains.  1  mites,  I  to  10 
in.  dia.;  2Shvdrants;  U  valves.  Ludlow;  meters, 
lbs.,  fire  40  lbs.;  cost  to  conatnict,  140,000;  int. 
paid  on  bonds,  11,600;  ann.  eo)t  ol  mtce.,  lUOO; 
work*  belong  to  dly. 

SPRINGER,  pop.  350;  file  area,  100  aerea: 
incrcaniile  bldgi..  brick,  atone  and  wood,  1  ana 
2  glories;  private,  adobe,  1  atory;  wooden  roof* 
petmilled;    no    fireworks    and    combustibles    ord.1 

fine.  1  hose  wagon,  1  hoic  carriage;  hoae.  COttaa, 
rubber  lined,  gopd.  600  (1.:  rubber,  good,  M  ft; 
'-' -■■  ■--•-    ""  ' l.ho»e.  ],2M  ft;  fire 
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sidp.  cap,  M.BOOgals.;  3  pumping  enginea;  cap.  per 
day,  536,000  gals.:  mains,  3  to  10  in.  dia.:  IB  hy- 
drBTiiE:  piesEuie.  dom.  3J  to  40  lbs.,  fire,  70  Iba. 
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NEW    YORK 

ABBREVIATIONS.— Ann.,  annual;  av.,  average;  bldga.,  buildings;  cap.,  capacity;  chn.,  cliainnaB; 
e.,  chemical;  c.  &  h.,  ciiemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner;  com^  com- 
mittees comp.,  compound;  cons.,  construction ;  dept.,  department;  dia.,  diameter :  dim.,  dimensions;  domi^ 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  feet;  gals.,  gallons;  h.  d^ 
high  duty:  h.  &  l.,book  and  ladder;  ins., insurance;  int.,  interest;  mtce.,  maintenance;  mem., membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  resenroir;  stdp.,  standpipe;  supt.,  superintendent. 


ADAMS,  pop.  1,496;  mercantile  bldgs.,  brick  and 
wood,  1  to  3  stories;  prirate,  brick  and  wood,  S 
stories;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord. ;  causes  of  fires  not  investigated ; 
fire  loss  for  ld02,  |1,G00;  ins.  for  same  time,  $800. 
Fire  dept.— 2  steamers,  1  hand  engine,  1  h.  &  L 
truck,  2  hose  carts;  hose,  cotton,  rubber  lined, 
good,  2,000  ft;  rubber,  good.  400  ft.;  inferior,  all 
kinds,  400  ft.;  total  hose,  2^00  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $8,000;  value  of  bldgs^ 
18,000;  ann.  exp.  of  dept.,  $300;  total  mem.,  85 
volunteers. 

Water  Supply— Source,  springs,  Vi  mile  from 
business  center;  system,  gravity  and  pump  to 
stdp.  direct.;  stdp.  cap.  llB,000  gals.,  dim.  aO  x 
20  dia.,  located  on  hill  in  village,  material  used 
In  cons,  steel,  builders  Walsh  Boiler  &  Iron  Co.; 
quality  of  water,  good;  res.  cai>.  225,000  gals.,  lo- 
cated at  springs;  2  pumping  engines,  sixe  16  x  10^ 
X  10,  and  12  x  17  x  10  x  15,  cap.  per  day  2,000,000 

fals..  constructor  Worthington;  mains,  cast  iron, 
miles,  4  to  8  in.  dia.;  27  hydrants,  Eddy;  meters, 
total  number  215,  Worthington  6,  Buffalo  205, 
owned  by  village  and  consumers;  215  services; 
pressure,  dom.  66  lbs.,  fire  120  lbs.;  consumption, 
per  day  70^000  gals.,  per  capita  50  gals.;  cost  to 
construct,  139,600;  bonded  debt,  131,600;  int.  paid 
on  bonds,  VA  per  cent;  ann.  cost  of  mtce.,  $1,200; 
works  belong  to  village. 

ADDISON,  pop.  2,300;  fire  area,  300  acres;  mer- 
cantile bldgs.,  brick,  2  and  3  stories;  private,  wood 
and  brick,  i  and  3  stories:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept.— 1 
h.  &  1.  truck,  hose  carriages;  hose,  cotton,  rub- 
ber  lined,  good.  1,500  ft.:  inferior,  all  kinds,  200 
ft.;  total  hose,  1,700  ft.;  nre  alarm,  bell;  value  of 
dept.  equipment,  |2,00(h  value  of  bldgs^  $1,000; 
ann.  exp.  of  dept,  $160;  total  mem.  100  volun- 
teers. 

Watsk  Supply— Source,  wells  and  streams,  1 
mile  from  business  center;  system,  gravity  and 
pump  to  res.  direct;  res.  cap^  1,600,000  gals.; 
pumping  engines,  cap.  per  day  760,000  gals.,  con- 
structor Worthington;  mains,  9V^  miles,  4  to  16 
in.  dia.,  Jackson,  Woodin;  64  hydrants,  Ludlow; 
meters,  total  number  3;  2S0  services;  pressure, 
dom.  86  lbs.,  fire  86  lbs.;  consumption,  per  day 
600,000  S^ls.,  per  capita  260  gals.;  cost  to  con- 
struct, $50,000;  int  baid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $1,000;  works  belong  to  Co. 

AKRON,  pop.  1,685;  mercantile  bldgs.,  brick 
and  wood,  2  and  3  stories;  or ivate,  wood,  2  stories; 
wooden  roofs  permitted;  nreworks  and  combusti- 
bles ord. ;  causes  of  fires  investigated.  Fire  dept— 
1  h.  &  1.  truck.  3  hose  carts:  hose,  cotton,  rubber 
lined,  good,  2,000  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment,  $2,500;  value  of  bldgSL, 
$1,000;  ann.  exp.  ox  dept,  ^200;  total  mem.,  126 
volunteers. 

Water  Supply— Source,  springs,  1,000  ft,  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.,  100,000  gals.,  aim.  l6  x  76.;  quality  of  water 
good;  res.  cap.,  oOj^OOO  eals.;  2  pumping  engines, 
cap.  per  day,  500,000  gals.;  mains,  cast  iron,  6^ 
miles,  4  to  10  in.  dia.;  63  hydrants;  300  services; 
pipe.  galv.  iron;  pressure,  dom.  90  to  100  lbs.,  fire 
120  lbs.;  consumption  per  day  200,000  gals.;  cost 
to  construct,  $30,000;  ann.  cost  of  mtce.,  $700; 
worka  belong  to  city. 

ALBANY,  pop.  98,374;  fire  area,  9,600  acres; 
mercantile  bldgs.,  brick  and  wood,  3  to  10  stories; 
private,  brick  and  wood,  3  to  4  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  3  yrs.,  $299,963.12;  av.  ins. 
involved  for  same  time,  13,458,364.84.  Fire  dept.— 3 
h.  &  1.  trucks,  11  steamers,  10  comb.  c.  &  h.  wag- 
ons, 60  c.  hand  ex.,  2  aerial  trucks,  2  hose  wagons. 


9  hose  carriages,  60  horses;  hose,  cotton,  rubber 
lined,  good,  23,260  ft;  fire  alarm,  bell,  162  boxes; 
value  of  dept.  equipment,  $2792353;  value  of  bldgs., 
$183,700;  ann.  exp.  of  dept,  $160,198;  total  mem.. 
191.  paid  full  time  150,  paid  part  time  4L 

Water  Supply— Source,  nver,  1%  miles  from 
business  center;  system,  gravity  and  pump  to  res.; 
filtration  system,  slow  sand;  quality  of  water, 
good;  res.  cap.,  239,379364  gals.,  located  6  miles 
from  city;  6  pumping  engines,  class  trip.  ex.  and 
comp.  vertical,  cap.  per  day  40,500,000  gals.,  con- 
structors AUis,  Worthington,  Lawrence,  West 
Point  Fdy.,  Qumtard;  mains,  cast  iron,  138.6  miles, 
3  to  42  in.  dia. ;  939  hydrants,  Eddy,  Galvin,  .Al- 
bany, Walker,  Mathews,^  Franklin,  Chapman  and 
Fairbank;  900  valves,  Eddy,  Ross;  meters,  total 
number  3,106,  Crown,  Union,  Empire,  Gem,  Her- 
sey.  Thomson,  Worthington,  Trident,  Nash,  West- 
inghouse.  Keystone,  Crest,  Lambert  and  Standard, 
owned  by  city:  20,096  services;  pipe,  lead;  pres- 
sure, dom.  66  lbs.,  fire  66  lbs.;  consumption,  per 
day  20,814,000  gals.,  per  capita  208  gals.;  cost  to 
construct,  $2,7%.400;  bonded  debt,  $1,494,400;  int 
paid  on  bonds,  3  to  6  per  cent ;  ann.  cost  of  nit<^.. 
$391,676;  works  belong  to  city. 

ALBION,  pop.  6,060;  fire  area.  7,040  acres;  mei^ 
cantile  bldgs.,  stone  and  brick,  8  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept— 4  c.  hand 
ex.,  1  h.  &  L  truck,  4  hose  carriages,  1  horve  and 
hired  horses;  hose,  cotton,  rubber  uaed.  good.  2,000 
ft;  rubber,  good,  2,000  ft;  inferior,  aU  unda,  300 
ft;  total  hose,  4,300  ft;  fire  alarm,  bell;  valoe  of 
dept  equipment,  $7,500;  value  of  bides.,  |1S,000; 
ann.  exp.  of  dept,  ^,000;  total  mem.  l^paid  fnll 
time  2.  paid  part  time  5.  volnnteers  200;  under- 
writers   rating,  second   class. 

Watsk  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pumping  to  stdp.;  stdpL 
cap.  260,000  gals.,  dim.  26  x  76,  located  sotxth  part 
of  town,  material  used  in  cons,  steel,  bmlders 
Bassett  Bros.;  quality  of  water,  good;  8  puniping 
engines;  cap.  per  day  250,000  gala.,  oonstmctors 
Buffalo,  Deane:  mains,  iron,  7%  miles,  €  to  10 
in.  dia.;  100  hydrants,  Ludlow;  40  valves,  Ludlow; 
meters,  total  number  400,  Crown  210,  Herscy  Disc 
2,  Thomson  2&  Buffalo  150^  Keystone  3,  Lambert 
1,  owned  by  Co.;  816  services;  pipe,  galw.  iron; 
pressure,  dom.  60  lbs.,  fire  60  lbs.;  consumptiott, 
per  day  100,600  gals.,  per  capita  20  gals.;  cost  to 
construct,  $140,000;  bonded  debt,  $100^000;  int.  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  11,400; 
works  belong  to  Co. 

ALDEN,  pop.  1.000.     Fire  dept.— Not  reported. 

Water  Supply — Source,  spring,  1  mile  from 
business  center;  svstem,  gravity:  stdp.  cap.  lSO.Oi» 
gals.;  dim.,  12x100  in.  dia.;  water,  excellent:  2 
pumping  engines;  cap.  per  day,  509.010  gals. ; 
mains,  cast  iron,  6  miles;  4  to  12  in.  dia.:  45  hy- 
drants; 33  valves;  meters,  total  number  75;  con- 
structors Buffalo  Meter  Co.;  owned  by  consumers; 
170  services;  pipe,  cast  iron;  pressure  dom.,  99  t-i 
43  lbs.;  fire,  100  lbs.;  consumption  per  day.  3i!N>,0>)0 
gals.;  per  capita,  36  gals.;  cost  to  construct,  tl9r 
000;  cost  of  mtce.,  $400;  works  belong  to  city. 

ALEXANDRIA  BAY,  pop.  1,600;  file  area.  1 
square  mile;  mercantile  bldga.,  stone,  brick  and 
wood,  VA  to  4  atoriea;  private,  wood,  V^  stories: 
wooden  roofa  permitted  m  fire  area;  fireworics  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  steamers,  1  h.  &  L  truck,  S  Isosc 
wagons;  hose,  cotton,  rubber  lined,  good,  2J500 
ft;  fire  alarm,  bells;  value  of  dept  equipment 
$9,600;  value  of  bld^s.,  $2,500;  ann.  exp.  of  dept , 
$160;  total  mem.,  6d  volunteers. 

Watxe  Supply— Source.  St  Lawrence  river; 
system,  pump  to  stdp.  and  direct;  stdp.  ctp.,  ISS,. 
000  gals.;  4  triplex  pumps;  pressure,  dom.  45  lbs. 
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fire  115  lbs.;  mains,  3K  miles,  4  to  10  in.  dia.;  66 

hydrants. 

ALLEGANY,   pop.    1,800;    fire   area,    X   acrei; 

bidgs.,  brick  and  wood,  8  atones;  wooden  roofs 
permitted;  no  fireworks  ord.  No  fire  dept  at  pret- 
ent;  equipment  destroyed  by  fire. 

Watir  Supply — Source,  wells;  system,  pump  to 
stdp.,  stdp.  cap.  240,000  gals.;  pressure,  100  lbs. 

ALTAMONT;  bldgs,  wood.  Fire  dept— 1  h.  &  L 
truck.  4  hose  carriages;  hose,  8,100  ft.;  total  mem., 
90  volunteers. 

Watkr  SUPP3.T— System,    grarity;    pressure,    90 

lbs. 

AMENIA,  pop.  660;  mercantile  bidfs.,  wood,  1 
to  3  stories;  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept.—!  h.  &  L 
truck,  2  hose  carts  and  1  reel;  hose,  cotton,  rubber 
lined,  good,  1,100  ft.;  inferior,  all  kinds,  600  ft.; 
total  hose,  1,700  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  82.000;  value  of  bldgs.,  82,600;  ann. 
exp.  of  dept.,  8260;  total  mem.,  45  volunteers. 

vVatki  SuppLY--^ource,  mountain  stream,  1 
mile  from  business  center;  system,  gravity,  pump 
to  res.  and  stdp.;  stdp.  cap.  100,000  gals.,  ouilders 
U.  S.  Wind  Ejigine  Co.;  res.  cap.,  400,000  gals.: 
pumpine  engines,  class  triplex,  cap.  per  min.  ZIO 
gals.,  constructor  Worthington;  mains,  cast  and 
wrought  iron.  1%  miles,  6  in.  dia.;  14  hydrants, 
Kennedy,  Chapman;  4  valves;  80  services;  pipe, 
galv.  iron;  pressure,  dom.  66  lbs.,  fire  66  lbs.;  con- 
sumption per  day,  30,000  gals.,  par  capita  33  gals.; 
cost  to  construct,  816,000;  ann.  cost  of  mtce.»  8200; 
works  belong  to  Co. 

AMITYVXLLE,  pop.  2.429;  fire  area,  6  miles; 
mercantile  bides.,  wood,  8  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted:  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  tor  8  yrs.,  83.000; 
av.  ins.  for  same  time,  88,000.  Fire  dept.—l  h.  & 
1.  truck,  8  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  8,000  ft:  fire  alarm,  bell;  value  of 
dept.  equipment,  83,600;  value  of  bldgs.,  84,600; 
total    mem.,   92  volunteers. 

Water  Supply— Source,  wells,  }4  mile  from 
business  center:  system,  gravity  ana  pump  direct: 
stdp.  cap.  300,000  gals.,  dim.  20  x  125,  material 
used  in  cons,  iron;  quality  of  water,  good;  2 
pumping  engines,  class  dup.,  cap.  per  day  600,000 
gals.,  constructor  Knowles;  mains,  cast  iron,  7 
miles,  4  to  10  in.  dia.;  71  hydrants;  30  valves;  220 
services;  pipe,  wrought  iron;  pressure,  dom.  50 
lbs.,  fire  oO  lbs.;  consumotion  per  day.  96,000 
gala.;  coat  to  construct,  MO.OOO;  bonded  debt. 
116,000 ;  int.  paid  on  bonds,  6  per  cent;  cost  ot 
mtce.,  8200;  works  belong  to  Co. 

.AMSTERDAM,  pop.  30,000;  fire  area,  2,500 
icres;  mercantile  bldgs.,  brick,  3  and  4  stories; 
>rivate,  wood,  2  stories;  wooden  bldgs.  not  per- 
niited  in  fire  area;  causes  of  fires  investigated; 
ire  loss  av.  for  3  yrs.,  835,000;  ins.  inv.  during  the 
ame  time,  8175,000.  Fire  dept.— 1  steamer,  4 
omb.  c.  &  h.  wagon  1  h.  &  1.  truck.  12  c.  hand 
X..  4  hose  carts,  10  horses;  hose,  cotton,  rubber 
ined,  good,  6.000  ft.;  inferior,  all  kinds,  3,000  ft.; 
otal  hose.  9,000  ft.;  Gamewell  fire  alarm,  bell,  52 
oxes;  value  of  dept.  equipment,  829,300;  value  of 
IdKS.,  828,000;  ann.  exp.  of  dept.,  823,300;  toUl 
lem..   23. 

VVATxm  Supply— Source,  creek,  21  miles  from 
usineas  center;  system,  gravity;  quality  of  water, 
ood;  res.  cap.,  1,500,000,000  gals.;  mains  40  miles; 
leters,  total  number  90,  Crown,  Union,  Empire, 
em,  Hersey  Rotary.  Thomson,  Worthington, 
ufiTalo,  Trident,  Lambert,  Nash,  owned  by  city; 
'S  hydrants;  562  valves;  3,658  services;  pipe,  iron; 
-essure,  dom.  90  lbs.,  fire  120  lbs.;  consumption 
cr  day  6.500,000  gals.,  per  capita  210  gals.;  cost 
•  construct  8969,288;  bonded  debt.  8508,000;  int. 
lid  on  bonds,  3  to  5  per  cent;  ann.  cost  of  mtce., 
1.923.13;  works  belong  to  city. 

AT«7DOVER,  pop.  1,097;  bldgs,.  wood,  brick  and 
:>nc,  1  to  2H  stories;  wooden  roofs  permitted;  no 
e works  ana  combustibles  ord. ;  fire  loss  for  1908, 
.500.  Fire  dept— 2  hose  carriages,  reels,  etc.; 
»se,  good,  1,000  ft. :  inferior.  1.000  ft.:  total  hose, 
HX^  ft.;  fire  alarm.  Sell;  total  mem.,  36  volunteers. 
VVATKJt  Supply — Source,  springs,  1  mile  from 
siness  center;  system,  gravity;  res.  cap.,  800,000 
Is.;  quality  of  water,  good;  mains,  cast  iron.  6 
les;    60   hydrants;  pressure,  dom.   86   lbs.,  fire 


86  lbs.;  cost  to  construct,  826,000;  bonded  debt, 
$18,100;  int.  paid  on  bonds,  4  per  cent;  ann.  cost 
of  mtce.,  8100;  works  belong  to  city. 

ANGELICA,  pop.  1,101;  fire  area,  488  acres; 
bldgs.,  stone,  brick  and  wood,  1  to  8  stories; 
wooden  roofs  permitted;  no  fireworks  and  com* 
bustibles  ord.  Fire  dept.— 1  h.  &  1.  truck,  8  hose 
carriages;  hose,  rubber,  good,  1,600  ft.;  fire  alarm, 
bell;  total  mem.,  86  volunteers;  underwriters'  rat* 
ing,  fourth  class. 

Watbe  Supply— Source,  springs,  6  miles  from 
business  center;  system,  pump,  to  stdp.;  stdp. 
quality  of  water  good;  res.  cap.  1,000,000  gals.; 
pumpmg  engines,  cap.  per  day  800,000  gals.,  con* 
structor  Rumsey;  mains,  cast  iron,  9  miles;  40 
hydrants;  35  valves;  meters,  total  number  24,  Buf- 
falo, owned  by  consumer;  240  services;  pipe,  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  60  lbs.;  con- 
sumption per  day.  160,000  gals.:  cost  to  construct, 
898,000;  bonded  debt,  880,000;  mt.  paid  on  bonds, 
8^  and  4  per  cent;  cost  of  mtce.,  #800;  works  be- 
long to  city. 

ANGOLA,  pop.  900;  mercantile  bldgs.,  wood, 
1  to  2  stories;  private,  wood.  1  to  2  stories; 
wooden  roofs  permitted  in  fire  area;  no  fireworko 
and  combustibles  ord.;  causes  of  fire  investigated; 
av.  fire  loss  per  yr.,  for  3  yrs.,  83,000.    Fire  dept — 

1  h.  &  1.  truck,  2  hand  engines,  1  hose  reel;  hose, 
rubber  lined,  good,  350  ft:  inferior,  all  kinds,  200 
ft;  total  hose,  560  ft.;  value  of  dept.  equipment, 
8860;  value  of  bldgs.,  82,000;  total  mem..  60  vol- 
unteers. 

Water  Supply— Source,    wells. 

AUSABLE  FORKS.— Fire  dept  not  reported. 

Watbk  Supply— Source,  brook  and  res.;  situ- 
ated %  mile  from  business  centre;  quality  of 
water,  good;  mains,  cast  iron;  8  miles  laid,  6  to 
4  in.  dia.;  pipe,  iron;  pressure,  60  lbs. 

ANTWERP,  pop.  989;  fire  area,  800  acres;  mer- 
cantile bldgs.,  brick,  8  stories;  private,  wood,  8% 
stories ; wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 8  hose  carriages;  hose,  cotton,  rubber  lined, 

f:ood  1.000  ft;  inferior,  all  kinds,  260  ft;  total  hose, 
,260  ft;  fire  alarm,  bell;  total  mem.,  87  volun- 
teers. 

Water  Supply— Source,  river,  in  business  cen- 
ter; system,  pump  to  stdp.  and  direct;  stdp.  cap. 
117,000  gals.,  builders  Tippett  and  Wood;  pump- 
ing engines,  cap.  per  day  864,000  gals.,  con- 
structor Worthington;  mains,  iron,  8^  miles,  4  to 
8  in.  dia.,  Millar;  46  hydrants,  Crane^  meters, 
total  number  98,  Buffalo:  225  services;  pipe,  iron; 
presstire,  dom.  60  lbs.,  nre  14&  lbs.;  cost  to  con 
struct.  818,600;  int.  paid  on  bonds,  4  per  cent; 
works  belong  to  city. 

ATHENS^  pop.   2,015;  bldgs.,  brick  and  wood, 

2  and  8  stones;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— 1  steamer,  1 
hand  engine,  2  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  1,150 
ft;  rubber,  good,  700  ft;  total  hose,  2286O  ft.;  fire 
alarm,  bell;  value  of  dept  bldgs.,  87,000;  total 
mem..  150  volunteers. 

Watbx  Supply— Source,  springs,  river,  wells. 

ATTICA,  pop.  1,786;  fire  arM,  400  acres;  met^ 
cantile  bldgs.,  brick,  1  to  8  stories;  private,  woodL 
8  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  irrs.,  81-666.66;  av.  ins. 
for  same  time,  87,100.  Fire  dept— 1  hand  engine, 
1  h.  &  1.  truck,  2  hose  carriages;  hose,  cotton, 
rubber  lined,  good  800  ft;  rubber,  good  500  ft; 
inferior,  all  kinds,  600  ft;  total  hose,  1,800  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  83.000;  ann. 
exp.  of  dept.  830O;  total  mem.,  100  volunteers. 

WATER  Supply— Source,  springs;  system,  grav- 
ity; res.  cap..  12,000,000  gals.;  mains,  cast  iron,  6 
miles,  10  in.  dia.;  83  hydrants.  Wood;  meters,  total 
number  1,  Crown;  KO  services;  pipe,  wrought 
iron;  pressure,  fire  66  lbs.;  cost  to  construct, 
888,000;  int.  paid  on  bonds,  5  per  cent;  ann.  cost 
of  mtce.,  82,000;  works  belong  to  Co. 

AUBURN,  pop.  85,000;  fire  area,  9  sq.  miles; 
mercantile  bldgs.,  brick  and  stone,  8  to  7  stories; 
private,  wood.  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  8  yrs..  877,- 
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066.93.  Fire  dept.-*2  steamers,  6  c.  hand  ex.,  1 
aerial  truck,  1  city  service  truck,  2  hose  wagons,  3 
comb.  c.  8c  h.  wagons,  17  horses;  hose,  cotton, 
rubber  lined,  good.  8,600  ft. j  inferior,  all  kinds, 
700  ft.;  total  hose,  ^,300  ft;  fire  alarm.  Gamewell, 
67  boxes;  value  of  dept.  equipment,  |49,213;  value 
of  bldgs.,  pUfWO;  ann.  exp.  of  dept.,  $44,828;  total 
mem.,  53,  j>aid  full  time  42,  paid  part  time  11. 

Water  Supply— Source,  lake,  2  miles  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
good;  4  pumping  engines,  cap.  jper  day  40.000,000 
gals.,  constructors  Holl^,  Wood,  Snow,  Gaskill; 
mains,  cast  iron,  05  miles,  4  to  24  in.  dia.;  627 
hydrants,  Mathews;  556  valves,  Ludlow;  meters, 
total  number  400,  Crown  and  Nash;  6,000  services: 

{>ipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire  llfi 
bs. ;  consumption,  per  day  ^O00.()0gals.,  per  capita 
140  gals.;  cost  to  construct,  |600,O0O;  bonded  debt, 
$355,000;  int  paid  on  bonds,  4  per  cent;  ann.  cost 
of  mtce,,  130,000;  works  belong  to  city. 

AVOCA,  pop.  1,200;  fire  area,  100  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 

Eermitted  in  fire  area.  Fire  dept— 2  hose  carts; 
ose,  cotton,  rubber  lined,  good,  1,600  ft;  infe- 
rior, all  kinds,  300  ft;  total  hose,  1,800  ft;  fire 
alarm,  bell;  value  of  dept  eqtupment,  $1,500; 
total  mem.,  26  volunteers. 

Watbe  Supply— Source,  springs  and  streams,  1 
mile  from  business  center;  system,  gravity;  res. 
cap.,  600,000  gals.;  quality  of  water,  good;  mains, 
cast  iron,  7  miles,  6  to  8  in.  dia.,  Wood;  40  hy- 
drants. Ludlow;  8  valves;  200  services;  pipe, 
wrougnt  iron ;  pressure,  dom.  75  lbs.,  fire  75  lbs. ; 
cost  to  construct,  $22,000;  ann.  cost  of  mtce.,  $60; 
works  belong  to  corp. 

AVON,  pop.  1,800;  fire  area,  1,400  acres;  mer- 
cantile bldgs.,  brick  and  wood.  1  to  4  stories; 
private,  stone,  brick  and  wood.  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  1  c.  engine.  4  c.  hand  ex., 
2  hose  carts,  4  horses;  hose,  cotton,  rubber  lined, 
good,  2,600  ft ;  rubber,  good.  300  ft. ;  inferior,  all 
kinds.  100  ft. ;  toUl  hose,  2,900  ft ;  fire  alarm,  bell, 
whistle  and  electric,  4  boxes;  value  of  dept  equii>- 
ment,  $5,000;  value  of  bldgs.,  $5,000;  ann.  exp.  of 
dept,  $500:  total  mem.,  160  volunteers. 

WATBK  SUPPLY— Source,  lake,  9  miles  from  busi- 
ness center:  system,  gravity;  quality  of  water,  fair; 
res.  cap.  800,000  gals.,  located  2  miles  from  vil- 
lage; mains,  iron  and  wood,  20  miles,  4  to  12  in. 
dia.;  18  hydrants,  Galvin;  10  valves,  Ludlow; 
meters,  total  number  25,  Crown  and  Hersey, 
owned  by  city  and  consumers;  450  services:  pipe, 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  110  lbs.; 
cost  to  construct,  $100,000;  bonded  debt,  $97,600; 
int.  paid  on  bonds,  4^  per  cent;  ann.  cost  of 
mtce.,  $500;  works  belong  to  city. 

BABYLON,  pop.  3,000;  fire  area,  i%  acres; 
mercantile  bldga.,  orick  and  wood,  1  to  3  stories: 
private,  wood,  3  stories:  wooden  roofs  permitted 
m  fire  area:  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck.  1  hand  engine,  2  c.  hand 
ex.,  2  hose  wagons,  2  hose  carts;  hose,  cottottt 
rubber  lined,  good,  1,500  ft. :  inferior,  sill  kinds, 
1,000  ft;  total  hose,  2,500  ft:  fire  alarm,  bell; 
value  of  dept.  equipment,  $2,000;  value  of  bldgs^ 
$3,000;  ann.  exp.  of  dept,  $600;  total  mem.,  130 
volunteers. 

Water  Supply— Source,  wells^  1%  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap., 
100,000  gals. ;  pumping  engines,  cap.  per  da^'  1,500,- 
000  gals.;  mains,  cast  iron,  8  miles,  4  to  8  in.  dia., 
Wood.  Arault,  Dwyer;  63  hvdrants,  Ludlow;  pres- 
sure, dom.  40  lbs.,  fire  100  lbs.;  cost  to  construct, 
$75,000;  ann.  cost  of  mtce.,  $2,600;  works  belong 
to  Sumpawans  W.   W.   Co. 

BAINBRIDGE,  pop.  1,092;  fire  area,  10  acres; 
mercantile  bldgs.,  brick  and  wood,  VA  to  3  sto- 
ries; private,  brick,  8  stories;  wooden  roofs  per- 
mitted in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 2  hose  wagons.  2  hose  carts;  hose, 
cotton,  rubber  lined,  good,  1,200  ft.;  inferior,  all 
kinds,  400  ft;  total  hose,  l.OOO  ft;  fire  alarm,  bell; 
ann.  exp.  of  dept,  $400;  total  mem.,  60  volunteers. 

Water  Supply — Source,  creek  and  springs,  2^ 
miles  from  business  center;  system,  gravi^  ana 
pump  to  res.;  res.  cap.,  120,000  gals.;  quality  of 
water,  good;  mains,  cast  iron,  8  miles,  6  to  8  in. 
dia.;  28  hydrants,  Ludlow;  pressure,  dom.  40  lbs., 


fire  80  lbs.;  cost  to  construct  $32,000;;  bonded  dfbt, 
$22,000;  intpaid  on  bonds,  8.40  per  cent;  ann.  cost 
of  mtce.,  $200;  works  belong  to  city. 

BALDWIN,  pop.  1,200.    Fire  dept— 1  hose  car- 
riage, 1  h.  &  1.  truck. 
Water  Supply— Hand  pump. 

BELFAST,  pop.  2,000.    Fire  dept— 1   hand  en- 
gine, 1  hose  cart,  800  ft  hose. 
Water  Supply— Not  reported. 

BALDWINSVILLE,  Onondaga  Co.;  pop. 
2,992;  mercantile  bldgs.,  brick,  2  and  3  stories; 
private,  wood,  1^  and  2  atories;  wooden  roola  not 

rrmitted.  Fire  dept— 1  steamer.  1  h.  ft  L  track, 
hoae  wagon,  5  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good  1,600  ft;  linen,  good  600  ft;  rob- 
ber, good  300  ft:  total  hoie,  2,300  ft.;  &n  mUrm, 
bell;  value  of  dept  equipment,  $5,000;  value  of 
bldgt..  $1,600;  ann.  exp.  of  dept.,  $660;  totml  mes., 
U,  paid  part  time. 

WATER  Supply— Source,  wells,  %  mile  firoio 
business  center;  system,  pump  to  stdp.;  atdp. 
cap.  U7,000  gals.,  dim.  20  x  60,  matcriar  used  va 
cons,  iron;  quali^  of  water,  good;  2  pumping  en- 
gines, cap.  per  day  1,000,000  gala.,  constructor 
Gordon;  mams,  cast  iron,  11  milea,  4  to  12  in. 
dta.;  78  hydrants;  26  valves;  meters,  total  number 
00,  Crown,  Nash  and  Union,  owned  by  village; 
792  services;  pipe,  galv.  iron;  pressnre.  dom.  86 
lbs.,  fire  86  lbs.;  cost  to  construct.  100,006;  bonded 
debt,  $00,000;  int.  paid  on  bonds,  3%  per  cent; 
cost  of  mtce.,  $5,060;  works  belong  to  city. 

BALLSTON  SPA,  pop.  4,200:  fire  area,  m 
acres;  mercantile  bldgs.,  brick  and  wood;  wooden 
roofs  permitted;  fireworks  and  combustibles  onL 
Fire  dept.— 2  hand  engines,  1  h.  ft  L  track,  4 
hose  carriages;  hose,  rubber  lined,  good,  2^90 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment,  $6,000;  value  of  bldgs.,  $6,000;  tool 
mem.,   117  volunteers. 

Water  Supply— -Source,  springs;  system,  grav- 
ity: res.  cap.  160,000  gals.:  mains,  lo  miles,  3  to 
12  in.  dia.;  140  favdrants,  Eddy.  Bailey;  W  valves: 
meters,  total  number  1:  pressure,  fire  w  to  120  lbs.; 
cost  to  eonstnict,  $160,000;  ann.  cost  of  ostce. 
$500;  works  belong  to  village. 


BATH,  pop.  4,994;  fire  area,  320  acres;  mt^^.^ 
tile  bldgs..  brick;  wooden  roofs  permitted;  no  fire- 
works ana  combustibles  ord.;  causes  of  fires  nst 
investigated;  fire  loss  for  1902,  $1,000.    Fire  dept— 

1  h.  &  1.  truck,  4  hose  carriages;  hose,  good,  2,500 
ft:   fire  alarm,   bell;    value   of   dept.   cqnsf 
$4,000;  value  of  bldn.,  $4,700;  ann.  exp.  of 
$776.97;  toUl  mem.,  120  volunteers. 

Water  Supply— iSouroe.  well  and  pond;  sy«« 
pump  to  res.;  res.  cap.  800.000  gals.:  1  pnmpinc  en- 
gine, cap.  per  day  1,200,000  gals.,  Blake:  mains.  3% 
miles,  4  to  10  in.  dis.,  Buffalo.  70  hydrnnta,  Lnd- 
low;  meters,  total  number  18S,  Buffalo  102,  SI 
various;  418  services;  pressure,  dom.  00  Ibal,  fire 
80  to  150  lbs.;  cost  to  construct,  $100,000; 
belong  to  Co. 

BAT  A  VIA,  pop.  10,040;  mercantile  Udfls. , 

8  stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dent- 0  c.  hand  ex.j<6  hose  carts;  bose,  cot- 
ton, rubber  lined,  good  5,800  ft;  inferior,  all  kinds. 
300  ft;  total  hose,  6,100  ft;  fire  alarm.  Guvnor,  21 
boxes;  value  of  dept  equipment,  $150,€00;  total 
mem.,  160  volunteers;  underwriters'  rating, 
class. 

Water  Supply— Source,  creek,  in  busi«)c 
ter;  system,  ptmip  direct;  quality  of  wntei..    ».„. 

2  pumping  engines,  cap.  per  day  4,000,000  ga}^ 
constructor  Holly;  mains,  wood  and  irosi«  If 
miles,  4  to  12  in.  dia.;  186  hydrants,  Gadeill;  09 
valves;  meters,  total  number  46,  Buffalo,  owned 
by  consumer;  400  services;  pipe,  iron:  consimmtaBL. 
per  day  1,687^012  gals.,  per  capita  16$  gals.;  cost 
to  construct,  $138,^4.22;  ann.  cost  of  mtee.^  25,00$ 
works  belong  to  city. 

BAY  SHORE,  pop.  3,600;  fire  area.  1,«Q0  . 
bldgs.,  wood,  1  to  8  stories;  wooden  roofs 
mitted.  Fire  dept— 1  h.  ft  1.  track,  2  hose  «.«r^ 
riages,  2  hose  carts;  hose,  cotton,  rubber  lin«d 
sood,  200  ft.;  rabber.  sood,  2,200  ft;  lineiR.  arood; 
1,000  ft.;  total  hose,  8,400  ft;  fire  alarm,  bchsW" 
whistle;  value  of  dept  equipment.  $2,00l>;  \-%*^ 
of  bldgs.,  $3,000;  ann.  exp.  of  dept,  $900*  t-.ra 
mem.,  w»  volunteers. 
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Watu  Supply— Sonrce,  wells;  syttem,  pump  to 
stdp.;  stdp.  cap.,  862»000  gals.;  2  pumping  engines, 
cap.  per  day  8,000,000  gals.,  constructor  Knowles: 
maim,  26  miles,  4  to  10  in.  dia.,  Warren;  2» 
hydnati,  Chapnian;  180  valves;  pressure,  fire  06 
lbs.;  cost  to  construct,  1800^000;  works  belong  to 
Co. 

BELMONT,  pop.  UM;  fire  area,  640  acres;  mer- 
cantilc  bldgs..  bnck,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  onL;  causes  of  fires  investigated. 
Fire  dept— 2  hand  engines.  2  hose  carts;  hose,  oot> 
ton,  rubber  lined,  good  L800  ft.:  inferior,  all  kinds, 
600  ft;  total  hose^  1,800  ft;  fire  alarm,  whistle; 
value  of  dept  equipment,  11,200;  value  of  bldgs., 
12,200;  ann.  exp.  of  dept,  HOO;  toul  mem.,  00  vol- 
uoteers. 

Water  Supplt— Source,  springs,  4  miles  from 
business  center;  STstem,  gravity;  res.  cap.,  600,000 

els.;  mains,  0  miles,  4  to  10  in.  dia.:  60  hydrants, 
ichinn  Brass  k  Iron  Co.;  100  services;  pressure 
fire  75  lbs.;  cost  to  construct,  132,000:  int  paid  or 
bonds,  SH  per  cent;  works  belong  to  village. 

BINGHAMTON,  pop.  46,000;  fire  area,  0,400 
acres;  mercantile  bldgs.,  stone  and  brick,  3  to  12 
stones;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area.  Fire  dept--2  steam- 
ers, 10  c.  hand  ex.,  4  comb.  c.  &  h.  wagons,  1 
aerial  truck,  4  hose  wagons,  8  supply  wagons,  1 
City  service  truck,  23  horses;  hose,  cotton,  rubber 
!med,  good,  7,000  ft:  rubber,  good,  3,400  ft;  toUl 
aoae,  10,400  ft ;  fire  alarm,  bell,  106  boxes;  ann.  exp. 
>f  dept,  $41,000:  total  mem.  630,  paid  full  time  14, 
)aid  part  time  1,  volunteers  615. 

Water  Supply— Source,  river,  1  mile  from 
business  center;  system,  pump  direct;  filtration 
ystem,  mechanical,  sand;  quality  of  water,  good; 
t  pumping  ensines,  can.  per  day  80,000,000  gals., 
;onstructors  Holly  and  Snow;  mains,  cast  iron, 
15  miles,  4  to  30  in.  dia.;  806  hydrants;  1,300 
ralves;  meters,  total  number  2,080,  Crown,  Nash, 
Jnion.  Empire.  Hersey  Rotary,  Trident  Hersey 
Jisc,  Hersey  Torrent,  Thomson,  Columbia,  Key- 
tone  and  Lambert,  owned  by  city  and  consumer; 
,282  services;  pipe,  galv.  iron;  pressure,  dom.  86 
t>s.,  fire  80  lbs.;  consumption  per  day,  6,600,000 
als.,  per  capita  1,406  gals.:  cost  to  construct, 
1.041,000;  cost  of  mtce.,  $46,000;  works  belong  to 
ity. 

BLACK  RIVER,  pop.  909;  fire  area,  176  acres; 
tercantile  bldgs^  bricK  and  wood;  wooden  roofs 
ermitted;  no  fireworks  and  combustibles  ord.; 
luaes  of  fires  not  investigated;  fire  loss  for  1906, 
t,000;  ins.  for  same  time,  $1,200.  Fire  dept— 2 
9se  carriages;  hose,  cotton,  rubber  lined,  good, 
10  ft. ;  inferior,  all  kinds,  400  ft ;  total  hose.  1,200 
.;  fire  alarm,  electric,  3  boxes;  value  of  dept. 
luipment,  |800;  value  of  bldgs.,  |600;  total  mem., 

volunteers. 
Watb*  Supplt— Source,    river;    system,    pump 
rect;  6  pumping  engines,  cap.  per  day  2.100,00u 
Is.,   constructor  Gould;  mains,  iron,  2  miles,  4 

5  in.  dia«;  20  hydrants;  ^pressure,  fire  180  lbs.; 
St  to  construct,  13,000;  ann.  cost  of  mtce.,  |100; 
>rk8  belong  to  village. 

BOLIVAR,  pop.  1.368;  fire  area,  150  acres; 
Igs..  wood,  1%  and  2  stories;  wooden  roofs  per- 
tted;  fireworks  and  combustibles  ord.  Fire  dept 
!  aerial  trucks,  2  hose  carriages;  hose,  cotton, 
t>bcr  lined,  good,  2,000  ft.;  inferior,  all  kinds, 
(  ft.;  total  hose,  2,600  ft;  fire  alarm,  bell;  value 
dept.  equipment,  11,600;  value  of  bldgs.,  12,600; 
a.  exp.  of  dept,  8200;  total  mem.,  100  volunteers. 
Vatxk  StrppLT— Source,  springs  and  artesian 
lis;  system,  gravitr;  res.  cap.,  264,000  gals.; 
ins,  cast  iron,  6  miles,  4  to  8  in.  dia.;  pressure, 
i  86  lbs.;  consumption  per  day  10,000  gals.,  per 
*ita  10  gals.;  cost  to  construct,  $18,000;  ann.  cost 
mtce.,  11,500;  works  belong  to  Co. 

OONVILLE,  pop.  1,900;  mercantile  bldgs.,  brick 
[  wrood,  1]4  to  8^  stories;  private,  brick  and 
;d,  2  mton^;  wooden  roofs  permitted;  causes 
xx«s  investigated.  Fire  dept— 1  steamer,  1  hand 
ine,  2  c.  hand  ex.,  2  h.  &  1.  trucks,  2  hose 
s,  1  sleigh:  hose,  cotton,  rubber  lined,  good, 
3  ft.;  fire  alarm,  bell;  ann.  exp.  of  dept,  ^00; 
I    metn.,  70  volunteers. 

ATEm  StrppLT— Source,  brook;  system,  gravity; 

cap.,  7,000,000  ^als.;  mains,  8  miles,  4  to  12  in. 

;   67   hydrants,  Ludlow;  8  valves;  meters,  total 


number  200;  479  services;  pressure,  dom.  72  lbs., 
fire  115  lbs.;  consumption,  per  day  75,000  gals.,  per 
capita  60  azla.:  cost  to  construct,  $49,000;  ann.  cost 
of  mtce.,  $1,500;  works  belong  to  city. 

BREWSTER,  pop.  1,200;  fire  area,  %  sq.  mile; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
steamer,  1  c.  engine,  1  h.  &  1.  truck,  8  hose  reels; 
hose,  cotton,  rubber  lined,  good  1,600  ft;  valua  of 
dept  equipment,  $6^000;  value  of  bldgs.,  $1,600; 
ann.  exp.  of  dept,  $900;  total  mem.,  66  volunteers; 
underwriters'  rating,  first  class. 

WATEa  SuppLT>-^ouree.  springs;  system,  grav- 
fty;  res.  cap.,  310,000  gals.,  located  200  ft.  above 
village;  2  pumps,  cap.  14,500  gals,  per  hour;  mains, 
6  to  8  in.  dia.;  works  belong  to  village. 

BROCKPORT,  pop.  3,898;  fire  area,  100  acres; 
mercantile  bldgs.,  brick;  private,  wood;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.;  causes  of  fires  not  investigated;  fire  loss  for 
1902,  $7,000.    Fire  dept~l  steamer,  1  hand  engine, 

1  h.  &  L  truck,  6  nose  carriages;  hose,  cotton, 
rubber  lined,  good  3,000  ft;  inferior,  all  kinds, 
1,000  ft;  total  hose,  4,000  ft;  fire  alarm,  bell  and 
whistle:  total  mem.,  600,  paid  full  time  6,  vol  an* 
teers  496. 

Watbi  SupPLY—Source,  well,  6  miles  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
260,000  gals.,  dim.  24x75,  material  used  in  cons, 
iron;  quality  of  water,  good;  3  pumping  engines, 
cap.  per  day  2,000,000  gals.;  mams,  cast  iron,  14 
miles,  4  to  10  m.  dia.;  74  hydrants;  meters,  total 
number  336,  owned  by  Co.  and  consumers;  824 
services;  pipe,  galv.  iron;  pressure,  dom.  66  to  08 
lbs.,  fire  o5  to  w  lbs.;  consumption  per  day,  400,- 
000  gals.;  cost  to  construct,  $180,000;  cost  of  mtce., 
$2,500;  works  belong  to  Co. 

BROCTON,  pop.  1,200;  fire  area,  2  sq.  miles; 
mercantile  bldgs.,  brick^  2  stories;  private,   wood, 

2  stories;  wooden  roots  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept— 24  c  hand 
ex.,  2  hose  wagons;  hose,  cotton,  rubber  lined, 
sood,  1,600  ft;  inferior,  all  kinds,  200  ft;  total 
hose,  1,700  ft;  fire  alarm,  electric,  6  boxes;  total 
mem.,  48  volunteers. 

Watbe  Supply— Source,  springs;  system,  grav- 
ity: cap.  of  res.,  18,000,000  gals.;  60  hydrants;  3 
meters;  pipe,  9  miles,  4,  6  and  12  in.  dia.;  pres- 
sure, 100  lbs.;  cost  of  works,  $32,000;  ann.  exp., 
$300. 

BROOKLYN  (Greater  New  York),  pop.  1,696, 
990;  fire  area^  60,000  acres;  mercantile  oldgs.,  iron, 
stone  and  brick,  3  to  16  stories;  private,  brick  and 
wood,  av.  3  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.-~83  steamers,  2  c. 
engines,  1  searchlight  engine,  42  h.  &  1.  trucks,  1 
water  tower,  2  fire  boats,  87  hose  wagons,  628 
horses;  hose,  good,  148,800  ft;  fire  alarm.  Game- 
well  1,137  boxes;  ann.  exp.  of  dept,  $2,950,000; 
total  mem..  1,642,  paid  full  time. 

Watbe  SupPLY—^ource,  streams  and  driven 
wells,  5  to  27  miles  from  business  center;  svstem. 
pump  to  res.,  stdp.  and  direct:  stdp.  cap.  111,600 
gals.,  dim.  16  x  75,  material  used  in  cons,  steel  and 
stone;  quality  of  water,  good;  res.  cap.,  323,000,000 
gals.,  located  at  Mt.  Prospect  and  Ridffewood;  86 
pumping  engines,  cap.  per  day  300,000,000  gals.; 
mains,  cast  iron,  876  miles,  4  to  48  in.  dia.;  13,800 
hvdrants;  16,300  valves;  meters,  total  number,  13,- 
500,  Crown,  Nash^  Gem,  Hersey  Rotary,  Trident, 
Thomson,  Worthington,  Standard  and  Keystone, 
owned  by  consumer;  145,000  services;  pipe,  lead 
and  wrought  iron;  pressure,  dom.  35  lbs.,  nre  35 
lbs.;  consumption  per  day,  140,000,000  gals.;  cost 
to  construct,  $34,000,000;  cost  of  mtce.,  $2,500,000; 
works  belong  to  city. 

BUFFALO,  pop.  396,000;  fire  area,  42  sq.  miles: 
mercantile  bldgs..  stone,  brick,  wood  and  iron,  8 
to  12  stories;  private,  stone,  brick  and  wood,  IH 
to  4  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  snd  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.,  for  3  years,  $926.- 
749;  av.  ins.  involved  for  same  time,  $4,880,126. 
Fire  dept— 32  steamers.  7  c.  engines,  1  water 
tower,  9S  hand  ex.,  9  h.  &  1.  trucks,  8  aenal  trucks, 
3  fire  boats,  30  hose  wagons,  4  comb.  c.  &  h. 
wagons,    256   horses;    hose,    cotton,    rubber   lined. 
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good,  96,000  ft.;  fire  alarm,  Gamewell,  643  boxes; 
▼iUue  of  dept  equipment,  1648,420;  value  of  bldgt., 
$303,852;  a  tin.  exp.  of  dept.,  $768,600;  total  mem., 
588,  paid  full  time. 

Watbe  Supply— Source,  Lake  ^rie;  eystem, 
pump  direct;  quality  of  water,  sood;  res.  cap.  116,< 
213,^  ffals.,  located  in  city;  10  pumping  engines, 
cap.  per  dav  212,000,000  gals.,  constructors.  Worth- 
ington,  Holly;  mains,  cast  iron,  530  miles,  4  to  48 
in.  dia.:  4,850  hydrants,  Howard,  Mathews;  7,999 
valves.  Van  Rensselaer,  Kennedy,  Ludlow;  meter^ 
2,001,  owned  by  city;  72,000  services;  pipe,  lead  and 
cast  iron;  pressure,  dom.  30  lbs.,  fire  30  lbs.;  con- 
sumption, per  day  134,000,000  gals.,  per  capita  828 
gals.:  cost  to  construct,  $7,8u,712;  bonded  debt, 
$8,998,132;  int.  paid  on  bonds,  3H  to  7  per  cent; 
ann.  cost  of  mtce.,  $448,688;  works  belong  to  city. 


CAIRO,  pop.  600;  fire  area,  600  acres.  Fire  dept. 
—1  hand  engme,  2  hose  carts,  1  h.  &  1.  truck,  800 
ft.  hose;  value  of  dept.  equipment.,  $800;  value  of 
bldgs.,  $2,000;  ann.  exp.  of  dept,  fpiS;  total  mem., 
40  volunteers. 

Water  Supply — Source,  res.;  system,  gravity; 
22  hydrants;  13  valves;  pressure,  dom.  46  lbs.,  fire 
40  to  60  lbs.;  cost  to  construct,  $34,000;  bonded 
debt,  )84,000;  interest  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $25  to  $60;  works  belong  to 
Co. 

CALEDONIA,  Livingston  Co.,  pop.  1,221; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted:  no  fire> 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 2  c.  hand  ex.,  1  h.  &  1. 
truck,  24  buckets,  2  hose  carriages;  hose,  cott<m. 
rubber  lined^  good,  1,500  ft.;  fire  alarm,  bell;  value 
of  dept.  eqmpment,  $1,500;  ann.  exp.  of  dept,  $250; 
total  mem^  60  volunteers. 

Water  Supply— Source,  well,  ^  mile  from 
business  center:  system,  pump  to  stop,  and  direct; 
stdp.  cap.  110,000  iipals..  dim.  12  x  125;  quality  of 


197  services;  pressure,  dom.  60  lbs.,  fire  100  lbs.; 
consumption  per  day,  65,009  gals.;  cost  to  con- 
struct, $22,000;  works  belong  to  town. 

CAMBRIDGE,  pop.  1,600;  mercantile  bldgs.. 
brick  and  wood,  2  and  3  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area;  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  h.  &  1.  truck,  1  hand  engine,  2  c.  hand  ex., 
8  hose  carts;  hose,  cotton,  rubber  lined,  good, 
1,850  ft.;  rubber,  good,  300  ft.;  total  hose.  2,150 
ft.:  fire  alarm,  bell;  value  of  dept.  equipment, 
$2,600;  value  ox  bldgs.,  $2,000;  ann.  exp.  of  dept, 
$700;  total  mem.,  80  volunteers. 

Water  Supply — Source,  springs;  svstem,  grav- 
ity and  pump  to  res.;  res.  cap.,  3.000,000  gals.; 
pumping  engines,  cap.  per  day  5q0,000  gals. ;  mains, 
6Vi  miles,  6  to  8  in.  dia.,  Millar;  36  hydrants, 
Eddy;  meters,  total  number  60;  pressure,  dom.  86 
lbs.,  tire  86  lbs.;  cost  to  construct  $48,000;  ann. 
cost  of  mtce.,  $600;  works  belong  to  Co. 

CAMDEN,  pop.  2,400;  fire  area,  40  acres;  mer- 
cantile bldgs.,  onck,  2  and  3  stories;  private,  wood 
and  brick,  2^  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  ord.;  causes  of  fires  inves- 
tigated. Fire  dept.— 1  h.  &  1.  truck,  1  aerial  truck, 
2  hose  carriages;  hose,  rubber  lined,  good, 
960  ft;  rubber,  good.  400  ft;  inferior,  all  lands, 
460  ft;  total  hose,  1.800  ft;  fire  alarm,  bell:  value 
of  dept  equipment  $^500;  value  of  bldgs.,  $10,000; 
ann.  exp.  of  dept,  $500;  total  mem.,  75  volunteers. 

Water  Supply— Source,  spring  and  brook,  Z% 
miles  from  business  center;  system,  gravity; 
quality  of  water,  good;  res.  cap.  150,000  gals.,  lo- 
cated 3%  miles  northeast  of  town;  mams,  cast 
iron,  10  miles,  4  to  12  in.  dia.;  50  hydrants;  400 
services;  pipe,  iron;  pressure,  dom.  75  lbs.,  fire 
75  lbs.;  cost  to  construct.  $53,032;  bonded  debt, 
$16,600;  int.  paid  on  bonds,  3Vi  per  cent;  works 
belong  to  village. 

CANAJOHARIE,  pop.  2.200;  mercantile  bldgs., 
stone,  brick  and  wood,  2  and  3  stories;  private, 
wood,  2  and  3  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  steamer,  1  hand  engine, 
1  h.  &  1.  truck,  4  hose  carts;  hose,  cotton,  rubber 
lined,  good.  2.400  ft;  fire  alarm,  electric,  whistle, 
18  boxes;  total  mem.,  160  volunteers. 


Water  Supply— Source,  lake,  3  miles  from 
nesa  center;  sjrstem,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  8,760,000  gals.,  located  3,10$ 
ft  back  of  pumping  station j^2  pumping  engines, 
class  triplex,  cap.  per  day  2,000,000  gals.,  construc- 
tor Gould;  mains,  cast  iron,  23%  mues,  4  to  16  is. 
dia.;  180  hydranta;  207  valves;  meters,  total  num- 
ber, iM,  Crown,  Nash^  Em^re,  Gem,  Heney  Ro- 
to!  "  ~ 
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per  day,  836,000  gals.;  cost  to  conathict,  $15iy373; 
bonded  debt.  $140^600;  int  paid  on  bonds,  4  per 
cent;  cost  ot  mtce.,  $7,000;  works  bdong  to  city. 

CANANDAIGUA.  pop.  6,151;  fire  area,  tm 
acres;  mercantile  bldgs.,  brick,  2  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept — ^1  steamer.  2 
hand  engines,  1  comb,  c  &  h.  wagon*  2  h.  ft  L 
trucks,  6  hose  carts,  2  horses;  hose,  cotton,  rubber 
lined,  good  6,000  ft;  inferior,  all  kinds,  1.000  ft: 
total  hose,  6,000  ft;  fire  alarm,  Gamewell,  If 
boxes;  value  of  dept  equipments,  $2,600;  value 
of  bldgs.,  $3,600;  ann.  exp.  of  dept,  llfTOO;  total 
mem.,  260  volunteers;  underwriters'  rating,  third 
class. 

Watxk  Supply- Source,  lake,  S  miles  from 
business  center;  system,  pump  to  res.;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
2,000,000  gals.,  constructor  Gould ;  mains,  cast  iron, 
24  miles,  4  to  16  in.  dia.;  188  hydrants,  Ludloor; 
217  valves,  Ludlow;  meters,  total  number  1.SSX 
Crown  472,  Worthington,  3,  Nash  2,  Hxnpire  1. 
Keystone  803,  Hersey  Disc  120.  Herscy  Rotary  -. 
Trident  3,  Thomson  1.  Niagara  186;  owned  by 
consumer;  1,624  services;  pipe,  galv.  iron;  pres- 
sure, dom.  60  to  120  lbs.,  tare  00  to  120  lbs.;  coc- 
sumption,  per  day  800,000  gals.,  per  capita  1C6 
gals.;  cost  to  construct,  $llo,660;  bonded  debt. 
^,000;  int.  paid  on  bonds,  4  per  cent;  ann.  ccsi 
of  mtce.,   $10,457;  works  belong  to   city. 

CANASERAGA;  fire  area,  640  acres.  Fire  dept 
— 1  h.  &  L  truck.  2  hose  carts;  hose,  1,600  ft;  vahie 
of  equipment,  $1,500;  value  of  bldgs^  $1,000;  aan. 
exp.  ot  dept,  $100;  total  mem.,  80  volunteers; 
Chas.  L.  Wheeler,  chief;  underwriters'  ratiBS» 
third  class. 

Watbe  Supply— Source,  springs;  system,  grav* 
ity;  2ii  hydrants:  56  valves;  mains,  6%  miles;  pres- 
sure, dom.  100  lbs.,  fire  100  Ibs^i  cost  to  ccmstruct, 
$14,000;  ann.  cost  of  mtce.,  $600;  works  belong  to 
city. 

CANASTOTA,  pop.  3,600;  fire  area,  €40  acres; 
mercantile  bldgs.,  bnck  and  wood,  2  and  S  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  h.  &  L  truck,  8  c  hand 
ex.,  4  hose  carriages,  2  horses;  hose,  cotton,  rabbcr 
lined,  good,  3L000  ft;  inferior,  all  kinds,  1,000  ft; 
total  hose.  4,000  ft;  fire  alarm,  bell  and  wkistle; 
value  of  dept  equipment,  ^,500;  value  of  bldg«.. 
$4,000;  ann.  exp.  of  dept,  $1,000;  total  mem..  TS 
volunteers. 

Water  Supply— Source,  creek,  springs;  systi 


ravity;  res.  cap.,  7,000,000  gals.;  mains,  %  miles, 
to  16  in.  dia.;  78  hvdrsnta.  Ludlow;  30  ^valves;  X7$ 
services;  pressure,  dom.  100  lbs.,  fire  110  lbs.; 
to  construct,  $76,000;  ann.  cost  of  mtce., 
works  belong  to  dty. 


CANDOR,  pop.  1(126;  fire  area.  1,000  actes; 
cantile  bldgs..  wood  and  brick.  1,  2  and  S  stc.«.» 
private,  wood,  2  stories:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dent.— 1  hausd 
engine,  2  hose  carriages;  hose,  cotton,  rubber  lined. 

f^ood,  800  ft ;  rubber,  good,  200  ft :  total  bose,  IjMG 
t;  fire  alarm,  bell;  value  of  dept  c<iaipmcnt 
$1,200;  value  of  bldgs.,  $800;  toUl  mem..  55  vc^ 
unteers. 

Watbk  SupPLY-^ource,  springs,  VA  miles  from 
business  center:  system,  gravity;  res.  eapL,  WXJtBB 
sals.;  quality  of  water,  good;  mains,  iroa,  4  mOes; 
93  hydrants;  20  valves;  pressure,  dom.  87|i 
fire  87^  lbs.;  consumption  per  day,  lOiOOBi 
cost  to  construct.  $21000;  bonded  deb^  $Si,0 
int  paid  on  bonds,  6  per  cent;  works  beknc 
city. 

CANISTEO.  pop.  2,077;  fire  area,  H  mOe; 
cantile  bldss.,  brick  and  wood,  2  and   S  stt 
private,  brick  and  wood,  2  stories;  wooden 
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-not  pennitted  in  fire  area;  combttstiblei  ord.; 
<:au9es  of  firea  tnTcstspated;  ar.  fire  loss  per  jr., 
for  8  years,  1800;  ar.  ins.  involved  for  same  time, 
$3,000.  Fire  dept.— 1  steamer,  1  h.  &  1.  truck,  6 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
2,000  ft.;  inferior,  all  kinds,  800  ft:  total  hose. 
2,800  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  160,000;  value  of  bldgs^  |6,000; 
ann.  exp.  of  dept.,  |600;  total  mem.,  IGO  volun- 
teers. 

Watbr  Supply— Source,  springs.  2  miles  from 
business  center;  mtem,  gravity;  nitration  'ystem. 
sravel;  quality  of^  water,  good;  res.  cap.  2,000,000 
sals.,  located  on  hill;  mains,  cast  iron.  8  miles,  4 
to  10  in.  dia. ;  67  hydrants,  K.  D.  Wood;  90  valves, 
Eddy:  meters,  total  number  180,  Crown,  Empire, 
Buffalo,  owned  by  consumer;  438  services; 
pipe.  Alv.  iron  and  lead;  pressure,  dom.  71%  lbs.; 
bonded  debt,  $20,000;  int.  paid  on  bonds,  6  per 
eent;  works  belong  to  Co. 

CANTON,  pop.  2,800;  mercantile  bldgs.,  brick 
and  wood,  2  and  8  stories;  private,  brick  and  wood. 
2  stories:  wooden  roofs  pennitted;  fireworks  and 
•combustioles  ord.;  causes  of  fires  not  invest^ted. 
Fire  dept.— 1  steamer,  2  c.  hand  ex.,  1  hose  wagon, 
2  hose  carriages,  2  horses;  hose,  cotton,  rubber 
lined,  good,  tM  ft.;  inferior,  aU  kinds.  600  ft; 
total  hose,  8,000  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  |7,60O;  value  of  bldg^ 
43,000;  ann.  exp.  of  dept,  $400:  total  mem.,  88 
volunteers. 

Watek  Supply— Source,  river;  svstem,  pump  to 
stdp.;  stdp.  cap.  170,000  gals.,  Moffatt  Qark; 
pumping  engines,  cap.  per  mj  2,000,000  gals.,  con- 
structor Deane;  mams.  8  miles,  4  to  8  in.  dia.; 
79  hydrants,  Ludlow:  49  valves;  700  services;  pres- 
sure, dom.  60  lbs.,  fire  80  lbs.;  cost  to  construct 
$64,000;  ann.  cost  of  mtce.,  18,000;  works  belong  to 
•city. 

CAPE  VINCENT,  poo.  1,810;  fire  area,  800 
■acres;  mercantile  bldss.,  orick  and  wood,  2  and  8 
stories;  wooden  roots  permitted;  fireworks  and 
•eombustibles  ord.  Fire  dept^l  horse-power  hand 
•engine,  1  c.  engine,  1  h.  &  1.  truck,  8  hose  car* 
riages,  8  horses;  hose,  cotton,  rubber  lined,  good 
1,500  ft;  rubber,  good  €00  ft;  total  hose,  2,100  ft; 
"fire  alarm,  bell;  value  of  dept  equipment  $3,000; 
value  of  bldgs.,  $5,000;  total  mem.,  126  bell  volun* 
^teers. 

Watxi  Supply— Source,  river,  ^  mile  from 
business  center;  sjstem,  pump  to  stdp.j  dim.  20  x 
40,  located  %  mile  from  town,  material  used  in 
cons,  steel,  builder  Walsh;  quahty  of  water,  good; 
2  pumping  engines,  cap.  per  dav  1,802,000  gals., 
ICnowles;  mains,  iron,  7  miles,  Millar;  58  hydrants, 
Michigan,  Corey;  160  services;  pipe,  gal  v.  iron; 
-pressure,  dom.  46  lbs.,  fire  60  lbs. ;  cost  to  con- 
struct ^000;  bonded  debt  $28,000;  int  paid  on 
lx>nds,  4  per  cent;  works  belong  to  city. 

CARTHAGE,  pop.  4,000,  mercantile  bldgs., 
tyrick,  8  stories;  private,  wood.  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
■causes  of  fires  investigated.  Fire  dept— 1  steamer, 
1  comb,  hose  &  c.  wagon,  1  h.  &  1.  truck,  1  hose 
^'agon,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good  3,000  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment.  $8,000;  value  of  bldgs., 
$6,000;  total  mem.,  80  volunteers. 

Watek  Supply- Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  250,000  eals., 
dim.  20  x  7d,  located  bank  of  Black  River,  ma- 
terial used  in  cons,  steel,  builders  Riter  and  Con- 
ley;  Quality  of  water,  (rood;  2  pumping  engines, 
size  KHi  X  16,  cap.  per  day  207,360  sals.,  constructor 
l^ufTalo;  mains,  cast  iron,  15  miles,  4  to  12  in. 
dia.;  95  hydrants,  Ludlow;  65  valves,  Ludlow; 
meters,  total  number,  300  Crown,  Union,  Trident; 
owned  by  consumer;  600  services;  pipe,  gal  v.  iron; 
pressure,  dom.  45  to  90  lbs.,  fire  46  to  90  lbs.; 
bonded  debt,  $50,000;  int.  paid  on  bonds,  4  per 
cent;  works  belong  to  city. 

CASTILE,  pop.  1,068;  fire  area,  800  acres;  mer- 
cantile bld^,  brick  and  wood,  2  stories;  wooden 
roofs  permitted^  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  &  1. 
truck,  4  hose  carriages;  hose,  cotton,  rubber  lined, 
good  2,200  ft;  rubber,  good  850  ft;  total  hose, 
2,550  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,500;  value  of  bldgs.,  $2,000;  ann. 
exp.  of  dept,  $350;  total  mem.,  50  volunteers. 


Watbs  Supply— Source,  springs,  8  miles  from 
business  center;  system,  gravitv;  atdik,  dim.  80  z 
11,  material  used  m  cons,  steel;  quali^  of  water, 
|n>od:  maJna,  12  miles;  30  hydrants;  20  valves. 
Wood:  pipe,  wood;  pressure,  oom.  40  to  120  lbs., 
fire  40  to  120  lbs.;  works  belong  to  Co. 

CASTLETON,  Rensselaer  Co.,  pop.  1,460;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  3  stories; 
private,  brick  and  wood,  2  and  3  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  steamer,  3  hose  carriages;  hose, 
linen,  good  1,800  ft.;  inferior,  all  kinds,  500  ft; 
total  hose,  2,300  ft;  fire  alarm,  bell;  value  of  dept. 
equipment  $5,000;  value  of  bldgs.,  $2,500;  toul 
mem.,  80  volunteers. 

Watbi  Supply— Source,  springs,  8  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good,  located  at  South  Schodack;  mams,  iron,  6 
miles,  8  to  12  in.  dia.;  42  hydrants,  R.  D.  Wood; 
26  valves,  Wood:  120  services;  pipe,  galv.  iron; 
pressure,  dom.  96  lbs.,  fire  96  lbs.;  cost  to  con- 
struct $56,000;  works  belong  to  Co. 

CASTLETON  and  NORTHFIELD  (Greater 
New  York);  fire  area,  8,180  acres;  mercantile  bld^s., 
stone, wood  and  brick,  2  to  4  stories;  private,  bnck 
and  wood,  2  and  3  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 4  steamers,  1  hand  en- 
gine, 1  patrol  wagon,  10  c  hand  ex.,  7  h.  &  L 
trucks,  12  hose  wagons,  4  hose  carriages,  44  horses; 
hose,  cotton,  rubber  lined,   good  2,000  ft:  rubber. 

food  6,000  ft;  inferior,  all  kinds,  4,600  ft;  total 
ose,  12,600  ft;  fire  alarm,  whistle  and  telephone; 
value  of  dept  equipment,  $70,000;  value  of  oldgs., 
$39,000:  ann.  exp.  of  dept,  $26,000;  total  mem., 
960  volunteers. 

Watek  Supply— Source,  from  Staten  Island 
Water  Supply  Co.,  West  New  Brighton. 

CATSKILL.  pop.  5,484;  fire  area,  3,000  acres; 
mercantile  bldgs.,  brick,  8  stories;  private,  wood. 

2  stories:  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept.— 1  steamer.  7*  c.  hand 
ex.,  2  h.  &  1.  trucks,  2  hose  wagons,  4  hose  car- 
riages: hose,  cotton,  good,  2,000  ft.;  fire  alarm, 
electric,  23  boxes;  value  of  dept  equipment,  $10,- 
000;  value  of  bldgs.,  $14,000;  ann.  exp.  of  dept^ 
$1,600;  total  mem.,  200  volunteers. 

Watsk  Supply— Source,  river,  H  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good:  rea.  cap.  4,600,000  gals.,  located  on 
high  ground;  2  pumping  engines,  cap.  per  day 
1,000,000  gals.,  constructor  Davidson;  mains,  cast 
iron,  14  miles,  4  to  10  in.  dia.;  128  hydrants, 
Mathews;  116  valves,  Ludlow,  Kennedy;  meters, 
total  number  129;  owned  by  town  and  consumer; 
1.104  services;  pipe,  lead;  pressure,  dom.  90  lbs., 
fire  90  lbs.;  consumption,  per  day,  684.596  gals.:  per 
capita  137  gals;  bonded  debt,  $66,000;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $700;  works 
belong  to  village. 

CATTARAUGUS,  pop.  1,184;  mercantile  bldgs., 
brick  and  wood,  2  and  3  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 2  c  hand  ex.,  1  h.  &  1.  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  1,200  ft; 
value  of  dept  equipment  $1|600;  value  of  bldgs., 
$2,500;  total  mem.,  60  volunteers. 

Watkr  Supply— Source,  springs,  i%  miles  from 
business  center;  system,  gravity;  res.  cap.,  500.000 
gals.;  mains,  cast  iron,  9^^  miles,  3  to  8  m.  dia., 
Addyston;  82  hydrants,  Ludlow;  18  valves:  ^0  ser- 
vices; pipe,  wrought  iron;  pressure,  dom.  100  to 
120  lbs.,  fire  100  to  125  lbs.;  cost  to  construct, 
$30,583.60;  int.  paid  on  bonds,  4  per  cent;  works 
belong  to  town. 

CAZENOVIA,  pop.  1,819;  fire  area,  640  acres: 
mercantile  bldgs.,  brick,  stone  and  wood,  2  and 

3  stories:  private,  wood,  2  stories;  wooden  roofs 
permittee);  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  2  yrs.,  $1,500. 
Fire  dept— 1  h.  &  1.  truck,  3  hose  carts;  hose, 
cotton,  rubber  lined,  good  2,500  ft;  fire  alarm, 
bell,  3  boxes;  value  of  dept  bldgs.,  $1,000;  total 
mem.,  75  volunteers. 

Water  Supply— Source,  springs  and  wells,  2 
miles   from  business  center;  system,  gravity  and 

?ump   direct;    quality    of   water,    good;    res.    cap. 
,000,000  Rals.,  located   2  miles  east  of  village:   1 
pumping  engnne,  class  triplex,  cap.  per  day  360,000 
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^als.,  constructors  Gould  Mfg.  Co.;  mains,  cast 
iron,  7  miles,  4  to  10  in.  dia^  44  hydrants:  34 
valves;  meters,  total  number,  824  Nash,  Trident. 
Hersev  Disc,  Thomson,  Buffalo,  Lambert,  owned 
bv  village;  436  services;  pipe,  lead;  pressure,  dom. 
68  lbs.,  fire  62  lbs.;  cost  to  construct,  $47,200; 
bonded  debt,  $44,600;  int.  paid  on  bonds,  8H  per 
cent;  cost  of  mtce.,  $1,000;  works  belong  to  city. 

CENTRAL  BRIDGE,  pop.  1.000.  Fire  depL— 
1  hose  cart;  900  ft.  hose,  and  ladders;  total  mem., 
36  volunteers. 

CHAM  PLAIN,  pop.  1,311;  fire  area,  640  acres; 
mercantile  bldgs.,  bnck,  IH  to  8  stories;  private, 
brick  and  wood.  2  stories;  wooden  roots  per- 
mitted; causes  ot  fires  investigated.  Fire  dept.-* 
1  hand  engine,  5  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good  600  ft.;  inferior,  all  kinds,  460  ft.; 
total  hose,  960  ft.;  value  of  dept.  equipmeiir. 
$2,000;  total  mem.,  50  volunteers;  underwriters' 
rating,  first  class. 

Watbs  Supplt— Source,  river,  1^  miles  from> 
business  center;  system,  pump  direct;  quality  oi 
water,  good;  1  pumping  engine,  cap.  per  day 
1.000,000  gals.;  installed  in  1906,  1  14-h.p.  Pump  for 
fire  purposes,  constructors  Lang  ana  Coodhue; 
mains,  iron,  6  miles,  4  to  8  in.  dia.;  42  hydrants, 
Ludlow;  800  services;  pipe,  iron  and  lead;  pres- 
sure, dom.  80  lbs.,  fire  100  lbs.;  consumption  per 
day  70,000  gals.,  per  capita  60  gals.;  cost  to  con- 
struct, $20,000;  bonded  debt,  $20,000;  int  paid 
on  bonds.  4H  per  cent;  ann.  cost  of  mtce.,  $2,000; 
works  belong  to  city. 

CHARLOTTE,  pop.  8,000.  Fire  dept.— 1  engine, 
1  h.  &  1.  truck,  1  c.  engine,  4  hose  wagons,  value 
of  equipment,  $7,000;  total  mem.,  110  volunteers. 

Watb*  Supply— Source,  Lake  Ontario;  pump, 
4,  maker  Worthington;  cap.  per  day,  100,000; 
hydrants,  106;  pressure,  dom.  100  lbs.,  fire  126 
lbs.;  works  belong  to  city. 

CHATEAUGAY,  pop.  1,000;  fire  area,  640  acres: 
mercantile  bldgs.,  wood,  brick  and  stone,  2  and  8 
stories;  privats,  wood,  1  and  2  stories;  wooden 
roofs  permitted:  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  ft  1. 
truck,  3  hose  carriages;  hose,  cotton,  rubber  lined, 

food,  960  ft.;  inferior,  all  kinds.  100  ft.;  toUl  hose, 
,060  ft.;  fire  alarm,  bells;  value  of  dept.  equip- 
ment, ^U600;  value  of  bldgs.,  $1,000;  ann.  exp,  of 
dept.,  $200:  total  mem.,  20  volunteers. 


46   lbs.:    cost  to   construct,  $10,000;   ann.   cost  of 
mtce.,  $500;  works  belong  to  Co. 

CHAUTAUQUA,  pop.  80a  Fire  dept.— 1  h.  & 
1.  truck;  4  hose  carriages;  hose.   1.200  ft. 

Water  Supply— Source,  lake;  %  mile  from  busi- 
ness center;  res.  cap,  10.000,000  gals.;  1  pumping 
enfi^ine;  class,  triplex;  cap.  per  day,  750,000  gals.; 
mains,  cast  iron,  4  miles;  4  to  12  in.  dia.;  500 
services;  pipe,  galv.  and  v.rt.  iron;  pressure,  dom. 
50  lbs.,   fire  90  lbs. 

CHATHAM,  pop.  2,018;  fire  area,  852  acres; 
mercantile  bldgs.,  brick,  8  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept.—!  h.  &  1.  truck, 
4  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,000  ft.;  linen,  good  1,260  ft.;  inferior,  all  kinds, 
100  ft.;  toUl  hose,  2,350  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  $3,000;  value 
of  bldgs.,  $4,000;  ann.  exp.  of  dept.,  $700;  toUl 
mem.,  62  volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  1,500,000  gals.;  pumping  engines, 
cap.  per  day  1,250,000  gals.,  constructors  Deane, 
Holly;  mains,  cast  iron,  20  miles,  4  to  12  in.  dia.. 
Wood;  49  hydrants.  Wood;  30  valves;  meters, 
total  number  64;  319  services;  pipe,  galv.  iron; 
pressure,  dom.  75  lbs.,  fire  90  lbs.;  cost  to  con- 
struct, $125,000:  int.  paid  on  bonds,  $900;  ann. 
cost  of  mtce..  $2,200;  works  belong  to  Co. 

CHESTER,  pop.  1,274;  mercantile  bldgs.,  brick 
and  wood,  2  and  3  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles, ord.;  causes  of  fires  investigated.  Fire  dept.— 
2  c.  hand  ex.,  1  h.  &  I.  truck,  4  hose  carriages; 
hose,  cotton,  rubber  lined,  good  l.SOO  ft.;  fire 
alarm,  whistle;  value  of  dept.   equipment,  13.500; 


value  of  bldgs.,  $6,000;  ann.  exp.  of  dept.,  |U9; 
total  mem.,  46  volunteers. 

Watks  Supply— Source,  lake,  5  miles  Eron 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  800,000.000  gals.,  located  2&4  It. 
above  village;  mains,  cast  iron,  8  miles,  4  to  IS 
in.  dia.;  40  hydrants,  Mathews;  16  valves,  Ludlow; 
meters,  total  number  1.  Crown,  owned  hy  village; 
pipe,  lead;  pressure,  dom.  100  lbs.,  fire  100  lbs.; 
cost  to  construct,  $56,000;  bonded  debt,  $4^0,000; 
int.  paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$100;  works  belong  to  village. 

CHURCH VILLE,  pop.  600;  fire  area,  360  acres, 
mercantile  bldgs.,  brick  and  wood,  1  to  2  stones; 
private,  brick  and  wood,  1  to  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  no  fireworks  and 
combustibles  ord. ;  causes  of  fire  investi^ted.  Fire 
dept. — 1  comb,  band,  c.  and  water  engine,  1  h  & 
1.  truck ;  hose,  cotton,  rubber  lined,  good,  LOOO  ft. ; 
inferior,  all  kinds,  300  ft. ;  toUl  hose  1,300  ft. ;  fire 
alarm,  bell;  value  of  dept.  equipment,  $1,250;  value 
of  bldgs.,  $2,800;  ann.  exp.  of  dept,  $100;  total 
mem.,  53  volunteers. 

Water  Supply— Not  reported. 

CLAYTON,  pop.  1,913;  fire  area,  640  acres;  mer- 
cantile bldgs.,  wood  and  brick,  2  and  8  stories; 
private,  wood,  1%  and  2  stones;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 1  steamer,  1  h.  ft  L  truck,  2  hose 
wagons,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good  8,100  ft.;  rubber,  good  300  fL;  inferior, 
all  kinds,  1,000  ft.;  toal  hose,  4,400  ft.;  fire  alarm, 
whistle  and  bell;  value  of  dept.  equipment,  $S.OOO; 
value  of  bldgs.,  $3,000;  ann.  exp.  of  dept.,  $100 ; 
total  mem.,  110  volunteers. 

Water  Supply— Source^  river;  system,  pnmp  to 
stdp.  and  direct;  mains,  iron,  7  miles,  4  to  Iv  in. 
dia.;  55  hydrants;  pressure,  fire  00  Ibs^oost  to 
construct.  $30,000;  ann.  cost  of  mtce.,  $1»2Q0;  works 
belong  to  village. 

CLEVELAND,  pop.  800,  fire  area,  lO  acres. 
mercantile  bldgs.,  wood,  1  to  2  stories;  private, 
wood,  1  to  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fire  investipiated ;  av.  fire  loss  per  jrr., 
for  3  yrs.,  $300;  av.  ms.  involved  for  same  time. 
$6,000.  Fire  dept. — 1  hose  carriage:  hose,  cotton, 
rubber  lined  good  850  ft.;  inferior,  all  kinds,  SOi^ 
ft.;  total  hose,  1,350  ft.;  fire  alarm,  bell,  whistle; 
total  mem.,  30  volunteers. 

Water  Supply— Source,  spring  and  brook,  i 
miles  from  business  center;  system,  gavity:  res. 
cap..  1,000,000  gals.;  mains,  cast  iron.  3  miles.  4 
to  12  in.  dia.;  43  hydrants;  41  valves:  owned  by 
Co.;  96  services:  pipe,  lead:  fire,  54  lbs.;  cost  to 
construct,  $62,000;  bonded  debt,  $30,000;  int.  paid 
on  bonds.  6  per  cent;  cost  of  mtce.,  ^00;  works 
belong  to  private  Co. 

CLIFTON,  pop.  1,800;  fire  area,  860  acres:  mer- 
cantile bldgs.,  brick  and  wood,  1  to  4  stories;. 
private,  wood,  2  stories;  wooden  roofs  permitted. 
Fire  dept— 1  steamer,  160  glass  bottles,  SB  glasa 

Pails  containing  chemicals,  64  c  hand  ex..  1  fa.  ft 
truck.  2  hose  carriages,  ladders  and  Duckets; 
hose,  cotton,  rubber  lined,  good  1.000  ft.;  leatther. 
good  300  ft.;  rubber,  good  860  ft;  inferior.  aU 
kinds.  1,000  ft:  total  hose.  2,680  ft;  fire  alana, 
whistle  and  bell;  value  of  dept  equipment.  |S,60&; 
value  of  bldgs..  $1,700;  total  mem.,  76  volunteers. 
Water  Supply— Supplied  by  Crystal  Wmter  Ca 
(see  Stapleton);  system,  pump  to  stdp. 

CLIFTON  SPRINGS,  pop.  1.617;  fire  ax«a,  57S 
acres;  me.rcantile  bldgs.,  bnck  and  wood,  1  to  6 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 4  c.  hand 
ex.,  1  h.  &  1.  truck,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  2,350  ft;  rubber,  good.  SCO  ft; 
inferior,  all  kinds,  100  ft;  total  hose.  2J60  ft: 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip* 
ment,  $3,000;  value  of  bldn.,  $3,000;  ann.  exp.  of 
dept,  $200;  total  mem.,  uSb  volunteers. 

Water  Supply— Source,  springs;  system.  gTav> 
ity:  res.  cap.,  3,000,000  gals.:  mains,  10  miles.  51 
hydrants;  meters,  total  number,  160;  868  services; 
pressure,  fire  100  lbs.;  cost  to  construct  $60,000. 

CLINTON.  po(>.  1.200;  fire  area,  475  acres;  nier> 
cantile  bldgs.,  brick,  3  stories;  private,  wood  and 
brick,    2    stories;    wooden    roofs    permitted;     fire- 
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workt  and  combustibles  ord.  Fire  dept.— 1  hand 
engine,  2  c  hand  ex.,  1  h.  &  1.  truck,  1  hose  cart. 
2  hofce  carriages;  hose,  cotton,  rubber  lined,  good 
1,500  ft.;  fire  alarm,  bell;  Talue  of  dept.  enui|h 
ment,  IS,000;  ann.  exp.  of  dept,  1241;  total  mem., 
6&  volunteers. 

Watik  Supply— Source,  springs;  system,  grav^ 
ity;  res.  cap.,  4,000,000  gals.;  mains,  cast  iron,  6 
miles,  4  to  18  in.  dia.,  Ludlow;  40  hydrants,  Lud- 
low; 20  valves;  260  services;  pipe,  galv.  iron; 
pressure,  fire  70  to  110  lbs. :  cost  to  construct,  186,' 
000;  bonded  debt,  122,000;  int.  paid  on  bonds,  3^ 
per  cent;  ann.  cost  of  mtce.,  |300;  works  belong  to 
village. 

CLYDE,  pop.  2,700;  fire  area^  H  mile;  mercan- 
tile bldgs.,  brick,  2  and  3  stones:  private,  wood. 
2  stories;  wooden  roofs  permitted;  fireworks  ana 
combustibles  ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.  for  8  yrs.,  18,000.  Fire  dept.^2 
c  engines,  2  c  hand  ex.,  1  h.  &  L  truck,  4  hose 
carriages;  hose,  cotton,  rubber  lined,  good  2,800 
ft.;  inferior,  all  kinds,  600  ft.;  total  hose,  8,800 
ft.;  value  of  dept.  equipment,  $5,000;  ann.  exp.  ol 
dept.,  1000;  totsil  mem.,  80  volunteers. 

Watsk  Supply— Source,  spring,  1  mile  from 
business  center;  system,  bump  to  stdp.;  stdp.  cap. 
200,000  gals.,  dim.  24  x  60,  located  on  top  of  hill, 
material  used  in  cons,  steel;  quality  of  water, 
excellent;  2  pumping  engines,  cap.  per  day  2,000,- 
000  gals.,  constructors  Buffalo,  Warren;  mains, 
iron,  6  1-8  miles,  4  to  10  in.  dia.;  68  hydrants, 
Ludlow;  26  valves,  Ludlow;  meters,  total  number, 
230.  Crown  38,  Union  2.  Hersey  Disc  18,  Thomson 
88,  Buffalo  44,  owned  by  consumer;  877  services; 

Sipe,  galv.  iron;  pressure^  dom.  70  to  80  lbs.,  fire 
)  to  125  lbs.:   consumption  per  day  68,600  gals., 
per  capita  23H  gals.;  works  belong  to  Co. 

COBLESKILL,  pop.  2,600;  fire  area,  1  mile; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted: 
no  fireworks  and  combustibles  ord.  Fire  dept— 1 
hand  engine,  1  h.  &  1.  truck.  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  2,000  ft:  inferior, 
all  kinds,  300  ft;  total  hose,  2,300  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  12.000;  value  ot 
bldgs.,  12,000;  ann.  exp.  of  dept.,  1100;  total  mem., 
100  volunteers. 

Watem  Supply— Source,  springs;  system,  grav^ 
itv;  filtration  system,  gravel  and  sand;  res.  cap.. 
12,000.000  gals.;  mains,  cast  iron,  6  miles.  4  to  20 
in.  dia.;  66  hydrants,  Mathews:  88  valves;  800 
services;  pipe,  lead;  pressure,  dom.  86  lbs.,  fire 
86  lbs.;  cost  to  construct,  1^,000;  bonded  debt 
$28,000;  int.  paid  on  bonds,  8H  per  cent;  ann.  cost 
of  mtce.,  HoO;  works  belong  to  city. 

COEYMANS,  pop.  1000.  Fire  dept— 3  hose 
carts,  1,450  ft.  hose. 

Water  Supply— 21  hydrants;  pressure,  112  lbs.; 
total  mem.,  75  volunteers. 

COHOCTON.  pop.  879;  fire  area,  640  acres; 
bldgs.,  brick  and  wood,  2  and  8  stories;  wooden 
roots  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
b.  &  1.  truck,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good  1,000  ft;  fire  alarm,  bell;  value 
of  dept  eqmpment  12,600;  value  of  bldgs.,  $1,800; 
total  mem.,  73  volunteers;  underwriters'  rating, 
third   class. 

VVatem  Supply — Source,  springs;  res.  cap.,  226,- 
000  gals.;  mains,  6.8  miles;  40  hydrants. 

COHOES,  pop.  24,183;  fire  area,  1,280  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  9  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per* 
mitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated:  av.  fire  loss  per 
yr.  for  3  yrs.,  $29,126.62;  av.  ins.  involved  for  same 
time,  $1,316,011.  Fire  dept. — 4  steamers,  8  c.  hand 
ex.,  3  comb.  c.  &  h.  wagons,  1  aerial  truck,  2  hose 
wagons,  3  hose  carts,  17  horses;  hose,  cotton,  rub- 
ber lined,  good,  9,000  ft;  inferior,  all  kinds,  1,000 
ft.;  total  hose.  10,000  ft.;  fire  alarm,  electric,  38 
boxes;  value  of  dept.  equipment,  838,000;  value  of 
bldgs.,  $%,000;  ann.  exp.  of  dept,  $25,000;  total 
mem.,  200,  paid  full  time  18,  volunteers  182. 

Watb*  Supply— Source,  river,  %  mile  from 
btjsiness  center;  system,  pump  to  res.:  quality  of 
water,  good,  res.  cap.,  64,600.000  gals.;  4  pumping 
engines,  cap.  per  day  14,000,000  pals.,  constructors 
Dranc,  Gould  and  Hollv;  mains.  ca«;t  iron.  47 
miles.  4  to  24  in.  dia.;  4K  hydrants,  Ludlow,  Eddy, 


Rensselaer;  460  valves,  Ludlow,  Rensselaer;  meters, 
total  number,  60,  Crown  66,  Hersey  Disc  1,  Gem 
2,  Empire  2,  owned  by  city;  3,000  services;  nipe, 
iron  and  lead;  pressure,  dom.  K  lbs.,  fire  72  iba.; 
consumption  per  day,  6.Q0O,O0O  |^.;  cost  to  con- 
struct, $500,000;  bonded  debt,  $206,000;  int  paid 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  $12,000; 
works  belong  to  city. 

COLD  SPRING,  Putnam  Co.,  pop.  2,067; 
bldffs.,  wood  and  brick.  1  to  8  stories:  wooden 
roots  permitted;  fireworks  and  combustioles  ord.; 
causes  of  fires  investigated;  fire  loss  for  19084, 
$4,200.  Fire  dept.— 1  h.  &  1.  truck,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alarm,  bell;  total  mem.,  48  volunteers;  under- 
writers' rating,  second  class. 

Watsk  Supply— Source,  mountain  springs;  sys- 
tem, gravity;  res.  cap.,  16,000,000  gals.;  mains, 
cast  iron,  o  miles,  4  to  10  in.  dia.;  59  hydrants, 
Ludlow;  meters,  total  number  215;  496  services; 
presaore,  dom.  100  lbs.,  fire  100  lbs.;  consumption, 
per  day  60^00  gals.,  per  capita  26  gala.;  eost  to 
construct,  $50,000;  int.  paid  on  bonds,  4  per  cent; 
ann.  cost  of  mtce.,  $360;  works  belong  to  village. 

COLLEGE  POINT  (under  supervision  of  N.  Y. 
fire  dept).  pop.  10,000.  Fire  dept. — 1  h.  &  1.  truck, 
hose  truck,  1  jumper;  hose,  cotton,  rubber  lined, 
good,  4,000  ft;  nre  alarm,  25  boxes,  bell  ana 
whistle;   total  mem.,  30  volunteers. 

Watbx  Supply— Source,  springs,  4  miles  from 
business  center;  system,  i>ump  to  stdp.;  stdp. 
cap.,  828,900  gals.:  2  pumping  engines,  cap.  pcf 
day^  4.000,000  gals.,  constructor  Worthington; 
mains,  cast  iron.  16  miles,  6  to  16  in.  dia.,  McNeal; 
180  hvdrants,  Wood;  86  valves;  meters,  total  num- 
ber 600,  Crown,  Thomson,  Worthington,  Trident 
Nash,  Westinghouse;  1,800  services;  pressure,  dom. 
60  to  70  lbs.,  fire  75  lbs. ;  cost  to  construct,  $250,- 
000;  int.  paid  on  bonds,  4  per  cent;  ann.  cost  of 
mtce.,  $7,000;  works  belong  to  borough. 

COOPERSTOWN,  Otsego  Co.,  pop.  2,368; 
mercantile  bldgs.  brick,  3  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted.  Fire 
dept— 1  steamer,  2  hand  engines,  1  h.  &  1.  truck. 
8  hose  carriages;  hose,  cotton,  rubber  lined,  good 
8,000  ft;  in^rior,  all  kinds,  660  ft;  total  hose, 
3,660  ft.;  fire  alarm,  bell;  value  of  dept  equipment, 
$8,000;  value  of  bldgs.,  ^,000;  total  mem.,  188  vol- 
unteers. 

Water  SupPLY-^Source,  lake,  ^  mile  from  buai- 
ness  center;  system,  pump  direct;  quality  of  water, 
hard;  3  pumping  enginea,  class  comp.  dup.,  cap. 
per  day  3,000,000  gala.;  mains,  cast  iron,  8  miles, 
4,  6  and  8  in.  dia.;  47  hvdrants;  81  valves;  meters, 
total  number,  16,  Nasn,  Empire,  Hersey  Disc, 
owned  by  Co.;  500  services;  pipe,  galv.  iron  and 
lead;  pressure,  dom.  60  lbs.,  fire  100  Iba.;  con- 
sumption per  day,  500,000  gals.;  works  belong  to 
Cooperstown  Aqueduct  Assn. 

CORINTH,  poi>.  8,240;  fire  area,  640  acres;  mer- 
cantile bldp;s.,  brick  and  wood,  2  and  3  stories; 
private,  bnck  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — 2  c.  hand  ex.,  4 
comb.  chem.  &  hose  wagon,  4  hose  carts;  hose, 
cotton,  rubber  lined,  good,  2,200  ft.:  value  of 
dept.  equipment,  $1,600;  value  of  bldgs.,  $1000; 
ann.  exp.  of  dept.,  $^0;  total  mem.,  60  volunteers. 

Water  Supply— Source,  streama  and  brooks,  2 
and  3  miles  from  business  center;  system,  gravity, 
pump  to  res.,  to  stdp.  and  direct;  stop,  cap., 
10.000  gals.:  filtration  through  coke;  res.  cap.v 
2.500,000  gals.;  mains,  iron,  7  miles,  4  to  10  in. 
dia.,  Warren,  Eddy;  40  hydrants,  Eddv;  175  ser- 
vices: pipe,  galv.  iron;  pressure,  dom.  90  lbs.,  fire 
125  lbs.:  cost  to  construct,  $43,000;  int  paid  on 
bonds,  5  per  cent;  works  belong  to  Co. 

CORNING,  pop.  15,250;  fire  area,  5,000  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  5  stories; 
private,  brick  and  wood,  2  and  8  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  h.  &  1.  trucks,  5  c.  hand  ex.,  1  hose 
>*-apon,  6  hose  reels,  4  horses:  hose,  cotton,  rubber 
lined,  good,  3,800  ft;  rubber,  good,  1,000  ft.; 
total  hose,  4,800  It;  fire  alarm,  bell,  28 
boxes;  value  of  dept  equipment,  $18,000;  value  of 
bldgs.,  K.OOO;  ann.  exp.  of  dept,  18.000;  total  mem., 
122.  paid  full  time  7.  volunteers  115. 

Watkr  Supply— Source,    spring,    ^    m\]e    fr^ti 
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baiiness  center;  system,  pump  to  res.  direct; 
quality  of  water,  good;  res.  cap.,  4,600,000  gals.; 
2  pumping  engines,  class  d;ip.  comp. ;  cap.  per  day 
4,000,000  gals.,  constructor  Deane;  mains,  cast 
iron.  25  miles,  4  to  16  in.  dia.;  266  hydrants, 
Matnews;  works  belong  to  city. 

CORNWALL,  pop.  I,9e6;  bldgs..  wood  tad 
brick,  2  and  8  stones;  wooden  roots  permitted; 
no  fireworks  and  combustibles  ord^  causes  of  fires 
not  investinted;  fire  loss  for  UMB,  HO;  ins.  for 
same  time,  140.  Fire  dept.— 1  hand  engine,  1  hose 
carriage;  hoscL  cotton,  rubber  lined,  good  1,200  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  IMOO; 
value  of  bldgs.,  $6,000;  ann.  exp.  of  dept.,  $800; 
total  mem.,  60  volunteers. 

Watsk  SuppLY-^Source,  mountain  streams;  ays* 
tem,  gravity;  res.  cap.,  62,000,000  gals.;  mains, 
iron,  8  miles,  4  to  10  in.  dia.;  68  hydrants,  Lud- 
low; meters,  total  number  1;  146  services;  oipe, 
galv.  iron;  pressure,  dom.  120  lbs.,  fire  120  ibs.; 
cost  to  construct,  $67,000:  int.  paid  on  bonds, 
$3,280;  ann.  cost  of  mtoe.,  $600;  works  belong  to 
xity. 

CORONA  (pop.  included  in  New  York  city); 

-fire    area    640    acres;  mercantile    bldgs.,    wood, 

-2  stories;  private,  wood,  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles 
ord.  Fire  dept.— 1  steamer,  1  h.  &  1.  truck, 
1  hose  wagon,  1  horse;  hose,  cotton,  rubber 
lined,  good  SO  ft;  rubber,  good  250  ft;  total  hose, 

'600  ft;  fire  alarm,  Gamewell  and  bell,  2  boxes; 
value  of  dept  equipment  $lfO0O;  value  of  bldgs., 
$1,300;  ann.  exp.  of  dept,  $200;  total  mem.,  54 
volunteers. 

Watkr  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  196,000  gals.,  builder  Wood; 
pumping  engines,  cap.  per  day  760,000  gals.,  con- 
structor Worthington;  mains,  4  miles,  4  to  12  in. 

•  dia.,  Donaldson ;  103  hydrants,  Eddy;  meters,  total 
number  12>,  Nash;  pressure,  dom.  66  lbs.,  fire  66 
lbs.;  cost  to  construct.  $100,000;  ann.  cost  of 
mxct.,   $3,000;   works  belong  to  Co. 

CORTLAND,  pop.  11.272;  fire  area.  W  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  4  stores; 
private,  stone,  brick  and  wood,  2  stones;  wooden 
roofs  not  permitted  in  fire  area;  fireworka  and 
combustibles  ord. ;  causes  of  fires  investigated.  Fire 
dept.— 1  steamer,  1  comb.  c.  and  h.  wagon,  1  h.  & 
1.  truck,  7  c.  hand  ex.,  1  hose  wajfon,  4  hose  carts, 
5  horses;  hose,  cotton,  rubber  hned,  good,  j.OW 
ft.;  rubber,  good,  200  ft.:  infenor,  sll  kinds,  1,000 
ft:  total  hose,  8,200  ft;  Me  alarm,  bell.  39  boxes; 
value  of  dept  equipment  $18,000;  value  of  bldgs., 
$35,000;  ann.  exp.  of  dept,  $6,000;  total  mem.,  170. 
paid  full  time  6,  volimteers  164. 

Water  Supply— Source,  springs,  1  mile  from 
business  center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  369,000  gals.,  dim.  «}  x  40,  material  used 
in  cons,  iron;  quality  of  water,  good;  res.  cap. 
8.000,000  gals.,  located  at  pumping  station;  2  pump- 
ing engines,  cap.  per  day  4,000.000  gals.,  construc- 
tor Worthington;  mains,  cast  iron,  21  miles,  4  to  12 
in  dia.;  173  hydrants;  185  valves;  meters,  totel 
number,  766.  Crown,  Nash,  Union,  King,  Hersey 
Rotary,  Trident  Thomson,  Ball  &  Fitts.  Worth- 
ington,  Columbia,  Keystone,  Lambert,  owned  by 
consumer;  1,400  services;  pipe,  galv.  iron;  pres- 
sure, dom.  70  lbs.,  fire  110  lbs.;  consumption 
per  day,  846,669  gals.;  cost  to  construct  $820,000; 
bonded  debt  $160,000:  int  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $17,&00}  works  belong  to  Co. 

COXSACKIE,  pop.  2,318;  fire  area,  500  acres; 
mercantile  bldgs.,  brick,  3  stories;  private,  wood. 
8  stories:  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— 1  steamer,  1  hand 
engine,  2  c.  hand  ex.,  1  h.  &  I.  truck,  5  hose  car- 
riages; hose,  cotton,  rubber  lined,  good.  4.000  ft; 
total  hose,  4,300  ft:  fire  alarm,  Gamewell;  value  of 
dept  equipment  $6,500;  value  of  bldgs.,  $3,500; 
ann.  exp.  of  dept,  $850;  total  mem.,  180  volun- 
teers. 

Water  Supply— Source,  springs,  4  miles  from 
business  center;  system  gravity:  res,  cap..  5.000,- 
000  gals.;  mains,  10  miles.  6  to  10  in.  dia.,  Millar; 
72  hydrants,  Kennedy;  meters,  total  number  19, 
Buffalo;  312  services;  pipe,  lead;  pressure,  dom. 
100  lbs.,  fire  120  lbs.;  cost  to  construct  $74,000; 
int.  paid  on  bonds.  4  per  cent;  ann.  cost  of  mtce., 
$1,000;  works  belong  to  city. 


CROTON-ONHUDSON,  pop.  2,000;  fire  area, 

1  sq.  mile.  Fire  dept— 1  h.  &  1.  truck,  cheno.  hand 
engine:  value  of  equipment  $1;200;  ann.  exp.  of 
dept.,  $600:  total  mem.,  100  volunteers. 

Water  Supply— Not  reported. 

CROWN  POINT,  pop.  1,978;  fire  area,  all  the 
town;  mercantile  bldgs.,  wood,  2  stones;  private, 
woo<t  1%  and  2  stories;  wooden  roofs  pcmutted; 
no  fireworka  and  combustibles  ord.;  causes  el 
fires  investigated.  Fire  dept — ^1  c.  engine,  1  h.  & 
1.  truck;  total  mem.,  85  volunteers. 

Water  Supply— Source,  springs,  50  rods  from 
business  center;  system,  gravity;  res.  cap.,  28.000 

Bis.;  maina,  cast  iron,  3%  miles,  8  to  4  in.  dia., 
illar;  1  hydrant  Ludlow,  Gould;  60  services; 
pipe,  iron;  pressure,  dom.  35  lbs.,  fire  80  lbs.;  cost 
to  construct,  $4,000;  ann.  cost  of  mtce.,  $75;  works 
belong  to  Co. 

CUBA,  pop.  1,502;  fire  arn,  640  acres;  mercantile 
bldgs.,  bnck,  2  stories;  private,  wood,  2  stones; 
wooden  roofs  permitted;  fireworks  and  conxbosti* 
bles  ord. ;  causes  of  fires  investigsted.    Fire  dept. — 

2  hand  engines,  1  h.  &  L  truck,  fire  boats,  snpplj 
wagons,  5  nose  carriages;  hose,  rubber,  good  LjSm 
ft.;  fire  alarm,  bell;  value  of  dept  equipment 
gjSpO;  value  of  bld|».,  $8,600;  ann.  exp.  of  dept., 
$200;  total  mem.,  100  volunteers. 

Water  Supply— Source,  springs,  2  and  S  miles 
from  business  center;  system,  gravity;  qtiali^  of 
water,  good;  res.  cap.  900,000  gals.,  located  south- 
west of  town;  mains,  cast  iron,  10  miles,  4  to  8  in. 
dia.;  43  hydrants,  Ludlow;  42  valves;  360  services; 
pressure,  dom.  90  lbs.,  fire  83  lbs.;  cost  to  con- 
struct $46,000;  bonded  debt,  $17,000;  int  paid  on 
bonds,  3Vi  per  cent;  ann.  cost  of  mtce.,  1709; 
works  belong  to  village. 

DANSVILLB,  pop.  8.968;  mercantile  bldgs.. 
brick,  2  to  4  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  fireworks  and  combosti- 
bles  ord.  Fire  dept — 4  c.  hand  ex.,  1  li.  &  L 
truck,  4  hose  carriages;  hose,  eotton,  rubber  lined. 
good,  3,000  ft;  fire  alarm,  telephone  svsteaa;  valoe 
of  dept  equipment,  $3,700;  value  of  bldgs^  $6^000; 
ann.  exp.  of  dept,  $600;  total  menu,  uo  volun- 
teers. 

Water  Sxtpply- Source,  springs,  8^  miles  from 
business  center;  system,  sravity;  quality  of  water, 
good;    res.    cap.    3,150,000    gals.,    located    S50    ft. 


above  village;  mains,  iron,  16  miles;  112  hydrants, 
Eddy;  Ludlow  valves;  meters,  total  number  159, 
Gem.  Hersey  Disc,  Thomson,  Columbia,  Trident, 
Lambert  owned  by  city;  600  services;  pipe,  iron; 
pressure,  dom.  110  lbs.,  fire  110  lbs.;  cost  to  con- 
struct, $84,000;  bonded  debt  $76,000;  int  paid  ca 
bonds,  3  and  4  per  cent;  ann.  cost  of  mtce.,  ^MOO; 
works  belong  to  city. 


DELHI,  pop.  2,078;  fire  area,  640  acres; 
tile  bldgs.,  Snck  and  wood,  1  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  no  fire- 
works  and  combustibles  ord.;  causes  of  fires  in* 
vestigated;  av.  fire  loss  per  yr.  for  3  yrs.,  |1.65i. 
Fire  dept.— 2  hand  engines,  1  h.  &  1.  truck,  S  hose 
carts;   hose,   cotton,   rubber  lined,  good.  250   ft.: 


rubber,  good,  1,100  ft;  total  hose,  1,K0  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment,  $1,600;  ▼alue 
of  bldgs.,  $8,000;  ann.  exp.  of  dept.,  $700;  total 
mem.,  100  volunteers;  underwriters'  rating,  fir^t 
class. 

Water  Supply— Source,  brook,  10  miles  from 
business  center,  gravity;  res.  cap.,  3,000,000  gals.: 
mains,  9%  miles,  3  to  12  in.  dia.;  Ill  hydrants, 
Ayrcs,  Ludlow;  90  valves;  meter*,  total  nunabcr 
1;  340  services;  pressure,  dom.  88  lbs.;  cost  to 
construct  $60,000;  bonded  debt  $47,000;  int.  "-  i 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  SS^); 
works  belong  to  town. 

DEPEW  pop.  3,480;  fire  area,  2.600  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  4  sto- 
ries; private,  wood.  2H  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept— 4  c  hand  ex..  1 
h.  &  1.  truck.  1  hose  wagon,  4  hose  carriaces: 
hose,  cotton,  rubber  lined,  good,  2,000  ft.;  ruboer. 
good,  2.000  ft;  total  hose,  4.000  ft.;  fire  a!ana. 
whistle;  value  of  equipment.  $6,0(K);  ralne  of 
bldgs.,  $7,000;  cost  of  mtce.,  $1,000;  total  mem.,  98 
volunteers. 

Water  Supply— Not  reported. 

DEPOSIT,  pop.  2,061;  mercantile  bldgs.,  wood 
and  brick,  2  stories;  private,  wood,  2  stories;  woo^- 
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«ii  roofs  permitted  in  fire  area;  fireworka  and  com* 
buatiblea  ord.  Fire  dept.— 1  h.  &  1.  truck,  8  hoac 
carriages;  hose,  cotton,  rubber  lined,  goo<Ll,GOO 
It.;  inferior,  all  kinds,  200  ft;  total  bote,  1,700  ft.; 
lire  alarm,  whistle;  Talne  of  dept.  equipment, 
$1,500;  value  of  bldgs.,  $9,000;  ann.  exp.  of  dept., 
1600;  total  mem..  To  volunteers. 

WATSxstrprLT— Source,  2  miles  from  bnsijieaa 
center;  system,  gravitv;  quality  of  water,  good; 
mains,  cast  iron,  6  miles,  4  to  10  m.  dia.;  46  hy- 
drants; 20  ralves:  meters,  total  number  1,  owned 
by  Co.;  330  services;  pipe,  lead;  pressure,  dom,  65 
Iba.,  fire  65  lbs.;  cost  to  construct,  149,000;  cost  of 
mtce.,  1300;  works  belong  to  Co. 

DISPATCH,  pop.  1,000.  Fire  dept.-l  h.  &  L 
truck,  2  c.  hand  ax.,  2  hose  carts,  100  ft.  hose; 
snem.  volunteers. 

DOBBS  FERRY,  pop.  S^;  fire  area,  1,000 
acres;  mercantile  bld^s.,  brick  and  wood,  8  stories; 
private,  wood.  8  stones:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 2  c  hand  ex.,  1  h.  &  L 
truck,  1  aerial  truck,  1  water  tower,  5  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  2300  ft; 
fiire  alarm,  Gamewell;  value  of  dept  equipment, 
16,000;  value  of  bldgs..  115,000;  ann.  exp.  of  dept. 
11,000;  total  mem.,  180  volunteers;  underwriters 
rating,  first  class. 

Water  Su»pi.Y--Source,  see  Tarrytown. 

DOLGEVILLE,  pop.  2,240:  fire  area,  600  acres; 
mercantile  bldgs.,  wood  and  brick,  2  and  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  hand  engine,  5  c 
hand  ex.,  1  h.  &  1.  truck.  2  hose  carriages;  hose, 
Unen,  good,  1.600  It;  inferior,  all  kinds,  800  ft; 
total  hose,  2,300  It;  fire  alarm,  electric,  U  boxes; 
value  of  dept  equipment,  M.OOO;  value  ol  bldgs., 
1600;  total  mem.,  80  volunteers. 

WATn  Supply— Source,  creek,  4^  miles  from 
bnainess  center;  system,  gravity;  quality  ol  water, 
good;  res.  cap.,  8,000,000  gals.,  located  on  Cold 
Creek,  Salisbury;  mains,  iron.  18  miles,  4  to  12 
in.  dia.:  GO  hydrants;  500  services;  pipe,  galv. 
iron  ana  lead;  pressure,  dom.  120  to  loO  lbs.,  fire 
180  to  160  lbs.;  cost  to  construct  $70,000;  bonded 
debt.  $61,000;  int.  paid  on  bonds,  3%  to  4  per  cent; 
cost  of  mtce.,  $609.73;  works  belong  to  city. 

DUNDEE,  pop.  1.400;  fire  area,  125  acres;  mer- 
cantile bldgs.,  brick,  2  and  8  stories;  private, 
wood,  2  stories:  wooden  roofs  permitted  in  fire 
area;  causes  of^  fires  investigated.  Fire  dept— 8 
c.  engines,  1  h.  &  1.  truck,  1  hand  engine,  6  c 
hand  ex.;  hose,  cotton,  rubber  lined^  good,  200  ft; 
fire  alarm,  bell;  value  of  dept  eqxiipment,  $2,600; 
value  of  bldgs.,  $1,200;  total  mem.,  60  volunteers. 

Watke  Supply— Source,  wells. 

DRYDEN,  pop.  800;  fire  area,  440  acres.  Fire 
dept— 4  hose  carts,  1  h.  &  1.  truck;  value  of  dept 
equipment,  $3,000;  total  mem.  80. 

Watek  Supply — Source,  springs;  system^grav- 
ity;  pressure,  85  Ibs.j  cost  ol  works,  $28,000; 
bonded  debt,  $28,000;  int.  paid  on  bonds,  3  per 
cent;  works  belong  to  village. 

DUNKIRK,  pop.  20.000;  fire  area,  1,280  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  4  sto- 
ries; private,  brick  and  wood,  3  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  inves- 
tigated. Fire  dept— 1  comb.  c.  &  hose  wagon,  I 
h.  &  1.  truck,  8  c.  hand  ex.,  8  hose  wagons.  8 
horses:  hose,  cotton,  rubber  lined,  good,  6,000  ft.; 
lire  alarm,  whistle;  value  of  dept  equipment, 
n0,000;  value  of  bldgs.,  $26,000;  ann.  exp.  of  dept., 
$10,000;  total  mem.  2SS,  paid  full  time  8,  260  volun- 
teers. 

Water  Supply— Source,  lake,  IH  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  dav  12,- 
000,000  gals.,  constructors  Snow,  Holf^,  Worthing- 
ton;  mams,  cast  iron;  45  miles^  3  to  20  in.  dia.,  Buf- 
falo; 160  hydranta.  Ludlow,  Holly;  222  valves,  Lud- 
low; meters,  total  number  400,  Crown  1,  Westing- 
house  13,  owned  by  consumer;  2,000  services;  pipe, 
lead  and  galv.  iron;  pressure,  dom.  70  lbs.,  fire  100 
to  140  lbs. ;  consumption,  per  day  4,000,000  gals.,  per 
paid  on  bonds,  3  to  4  per  cent;  works  belong  to 
capita  2S3  gals.;  cost  to  construct  $200,000;  int. 
paid  on  bonds,  3  to  4  per  cent;  works  belong  to 
city. 


EAST  AURORA*  pop.  2.866;  fire  area,  640  acres; 
mercantile  bldgs.,  wood,  2  and  8  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept—  1  c  en- 
gine, 2  h.  ft  1.  trucks,  8  hose  carriages;  2  horses; 
hose,  cotton,  rubber  lined,  good  L200  ft;  inferior, 
all  kinds,  100  ft;  total  hose,  1,800  ft;  fire  alarm, 
electric;  value  of  dept  equipment,  13,600:  value 
of  bldgs^  $5,000;  ann.  exp.  of  dept,  $800;  total 
mem.,  125  volunteers. 

Watbk  Supply— Source,  si>rings  and  wells;  sys- 
tem, pump  direct  and  gravity;  quality  of  water, 
good;  res.  cap.j(325,000  gals.;  pumping  engines, 
cap.  per  day  720,000  gals.,  constructors  Holly, 
Snow;  mains,  wood,  14  miles,  4  to  10  in.  dia., 
Millar;  80  hydrants;  80  valves;  meters,  total  num- 
ber 140,  Buffalo,  owned  by  consumer;  460  ser- 
vices; pipe,  lead;  pressure,  dom.  70  lbs.,  fire  100 
to  120  Ids.;  cost  to  construct,  $66,000;  bonded  debt, 
$66,000;  int  paid  on  bonds,  4  per  cent;  ann.  cost 
of  mtce.,  $4,000;  works  belong  to  city. 

EAST  HAMPTON,  pop.  1,000.  Fire  dept.-2 
hose  carts,  1  h.  &  1.  truck,  2,000  ft.  hose;  total 
mem.,  62  volunteers. 

EAST  ROCHESTER,  pop.  1,700:  fire  area,  350 
acres.  Fire  dept— 1  h.  &  1.  truck,  8  hose  carts,  2 
c.  hand  ex.,  2.000  ft.  hose;  value  of  equipment. 
$8,600;  value  of  bldgs.,  $12,000;  ann.  cost  of  mtce., 
$800:  total  mem.,  100  volunteers. 

Watei  SuppLY-~Source,  Lake  Ontario  Water 
Co.;  64  hydrants;  mains,  5  miles;  pressure,  dom. 
80  lbs.,  fire  100  lbs.;  cost  of  works,  $102,500;  bonded 
debt,  8102,500;  int.  paid  on  bonds,  4  per  cent; 
works  belong  to  village. 

EAST  SYRACUSE,  poi>.  2.500;  fire  area,  320 
acres;  bldgs.,  wood,  2  stories;  woioden  roofs  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
iept— 2  c.  hand  ex.,  1  h.  &  1.  truck.  1  hose  wagon, 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1.600  ft:  fire  alarm,  bell  and  whistle,  10  boxes; 
value  of  dept  equipment,  $2,000;  value  of  bldgs., 
$2,600;  total  mem.,  110  volunteers. 


valves;  860  services;  pressure,  fire  120  lbs.; 
cost  to  construct,  $75,000;  works  belong  to  village. 

EBENEZER.— Fire  dept.  not  reported. 

Water  Supply— Source,  Lake  £rie;  situated  3 
miles  from  business  center;  system,  Depew  and 
Lake  Erie  Water  Co.:  qualitv  ol  water,  good; 
mains,  iron  pipe;  hydrants,  15;  services,  good; 
pressure,  dom.  40  to  55  lbs.,  fire  96  lbs.;  works 
belong  to  private  Co. 

ELLENVILLE,  pop.  8,100;  fire  area,  700  acres; 
mercantile  bldgs.,  stone  and  wood,  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  &  1.  truck,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,300 
ft:   fire   alarm,   bell;   total   mem.,   166  volunteers. 

Water  Supply— Source,  brook,  1  mile  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  750,000  gals.,  located  on  mountain; 
mains,  iron,  10  miles,  4  to  10  in.  dia. ;  82  hydrants, 
Ayres,  Eddy;  67  valves,  Kennedy,  Eddy;  meters, 
total  number  15,  Crown  18,  Gem  2,  owned  by 
village;  600  services;  pipe,  wrought  iron:  pressure, 
dom.  30  lbs.,  fire  80  lbs.;  bonded  debt.  SO.oOO*.  int 
paid  on  bonds,  3^  per  cent;  ann.  cost  of  mtce., 
$1,350;  works  belong  to  village. 

ELMIRA.  pop.  34.692;  fire  area,  4,800  acres; 
mercantile  blags.,  brick  and  stone,  2  to  6  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitteu  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  for  3  vrs..  $49,074;  av.  ins.  involved  for  same 
time,  $60&,19o.  Fire  dept — 4  comb.  c.  &  h. 
wagons,  7  steamers,  2  h.  &  1.  trucks,  4  c.  hand  ex., 
1  aerial  truck^  1  hose  wagon,  24  horses;  hose,  cot- 
ton, rubber  lined,  good,  8.850  ft;  fire  alarm,  bell, 
77  boxes;  value  of  dept.  equipment,  $60,089;  value 
of  bldgs.,  $91,000;  ann.  exp.  of  dept,  $39,500;  total 
mem.  40,  paid  full  time  39,  paid  part  time  1. 

Water  SUPPLY—Source,  river  and  creek,  1%  and 
8  miles  from  business  center;  system,  gravity  and 
pump  to  res.;  filtration  system,  Jewell;  cap.  of 
plant,  7,000.000  gals.;  quality  of  water,  good;  res. 
cap.   117,500,000   gals.,    located   at   Carrs    Creek;    2 
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pumping  engines,  cap.  per  day  13,500,000  gait.,  con- 
structor Worthington;  mains,  cast  iron,  78  miles, 
6  to  20  in.  dia.;  600  hydrants,  wood;  5<K>  valves, 
Wood;  meters,  total  number  860,  Crown  248,  Em- 

?tre  2,  Hersey  Rotary  60,  Hersey  Disc  154,  Hersey 
orrent  1,  Thomson  18.  Ball  &  Fitts  2,  Worth- 
ington 1.  Buffalo  5,  Columbia  8,  Keystone  1, 
Trident  251,  Lambert  11,  Nash  2,  owned  by  Co.; 
5,400  services;  pipe,  lead  and  galv.  iron;  pressure, 
dom.  36  lbs.,  nre  85  lbs.;  consumption,  per  day 
5,238,000  gals.,  per  capita  130  gals.;  cost  to  con- 
struct, $1,000,000;  bonded  debt,  water,  electric 
light  and  railroad  plant,  $3,622,000;  int.  paid  on 
bonds,  6  per  cent;  works  belong  to  Co. 

ELMIRA  HEIGHTS,  pop.  3.000;  fire  area,  600 
acres;  mercantile  bldgt.,  brick,  3  to  8  stories;  pri- 
vate, mostly  wood,  a  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combtistible  ord.; 
causes  of  fires  investigated;  a  v.  fire  loss  per  yr. 
for  the  past  3  vrs.,  $1,500;  a  v.  ins.  earned  on 
properties  burned  during  the  same  time,  $1,000. 
Fire  dept.— Water  pressure,  1  c  engine,  1  h.  &  1. 
truck,  hose  wagon,  4  hose  carriages,  hose,  cotton, 
rubber  lined,  good,  2,500  ft.;  fire  bell  in  town  hall; 
value  of  dept.  equipment,  $3,500;  value  of  bldgs., 
$1,500;  ann.  exp.  of  dept.,  $400;  mem.,  80  volun- 
teers. 

ENDICOTT.  Fire  dept.— 1  comb,  wagon,  1 
chem.  h.  &  1.  truck;  hose,  600  ft.;  2,000  ft.  of  hose 
available  at  shoe  factory;  total  mem.,  60  volun* 
teers. 

Water  Supply — System,  gravity;  res.  cap.,  2,- 
000.000  gals.;  steam  pump;  mains,  4^  miles;  SB 
hydrants;  pressure,  6o  lbs. 

FAIRPORT,  pop.  2,100;  fire  area,  640  acres; 
mercantile  bldgs.,  rtone,  brick  and  wood,  8  to  8 
stories;  private,  brick  and  wood,  2  atories:  wooden 
roofs  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.—- 1  c.  ea- 
Hne.  1  h.  ft  1.  truck,  1  hose  wagon,  4  hose  car- 
riages; hose,  cotton,  rubber  lineoT  good,  8,000  ft.; 
rubber,  good,  1,200  ft.;  inferior,  all  kinds,  600  ft.; 
total  hose,  8,800  ft.;  fire  alarm,  whistle;  value  of 
dept.  equipment,  $4,600;  ann.  exp.  of  dept.,  $1400; 
total  mem;,  118  volunteers. 

Water  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
300,000  gals.,  material  used  in  cons,  steel;  quality 
of  water,  good;  1  pumping  engine,  class  comp. 
dup.,  size  18  x  18^  x  lOU,  cap.  per  day  600,000 
gals.,  constructor  Blake;  1  triplex  power  pump, 
cap.  160  gals,  per  min.;  mains,  cast  iron,  4  to  10 
in.  dia.; 73  hydrants,  Ludlow; 60  valves: Rensselaer; 
meters,  total  number  800,  Buffalo  175,  Columbia  85. 
owned  by  consumer:  420  services;  pipe,  galv.  iron; 
pressure,  dom.  76  Ids.,  fire  90  lbs.:  consumption, 
per  day  35,600  gals.,  per  capita  18^  9^*'*  cost 
to    construct,    $42,000;    bonded    debt,    $43,000;    int. 

aid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 

",200;  works  belong  tovillage. 

FALCONER,  pop.  1,800:  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  arear  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 8  c 
hand  ex.j  1  hose  wagon,  2  horses;  hose,  cotton, 
rubber  hned,  good,  1,000  ft.:  fire  alarm,  bell; 
value  of  dept.  equipment,  $1,960;  value  of  bldgs., 
$3,000;  ann.  exp.  of  dept.,  $550;  total  mem.,  30 
volunteers. 

Water  Supply— Source,  wells,  1^  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  3  pumping  engmes,  cap.  per  day 
5,000,000  gals.,  constructors  DeanCj  Holly,  Allis; 
mains,  cast  iron,  6  miles,  6  to  16  in.  dia.;  2S  hy- 
drants, Mathews,  Ludlow;  12  valves,  Ludlow; 
meters,  total  number  70.  owned  by  city  and  con- 
sumer 385  services;  pipe,  galv.  iron;  pressure, 
dom.  65  lbs.,  fire  125  lbs.;  works  belong  to  city. 

FARMINGDALE,  pop.  1,035;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted 
m  fire  area:  causes  of  fires  investigated.  Fire 
dept.— 1  h.  &  1.  truck,  1  hand  engine,  1  hose 
wagon;  hose,  cotton,  rubber  lined,  good,  600  ft.; 
inferior,  all  kinds,  50  ft.;  total  hose,  660  ft^  fira 
alarm,  bell:  value  of  dept.  equipment,  $2,500; 
value  of  bldgs.,  $4,500;  ann.  exp.  gi  dept.,  $260; 
total  mem,.  120  volunteers. 

Water  Supply— Source,    wells;    system,    pump 


S 


to  res.;  quality  of  water,  good;  res.  cap.,  84.008 
gals.;  8  pumpins  engines,  constructor  Gould; 
mains.  6  miles;  46  hydrants;  pressure,  dom.  Ol 
lbs.,  fire  90  lbs.;  coat  to  construct,  $68,000;  aim. 
cost  of  mtce.,  $3,600;  works  belong  to  Co. 

FAR  ROCKAWAY  (Greater  New  York) 
fire  area,  900  acres;  bldgs.,  wood,  2  and 
3  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  Fire  dept— 1  steainer,  1  h. 
ft  1.  truck,  1  Jumper,  2  hose  carriages;  hoae,  cotton. 
rubber  lined,  good,  LOOO  ft;  rubber,  good,  460  ft.; 
inferior,  all  kinds,  860  ft;  total  hose.lLSOO  ft;  fire 
alarm,  Gamewell.  16  boxes;  value  of  dept  equip- 
ment, $8,060;  value  of  bldgs.,  $3,600;  ann.  exp.  of 
dept.,  $8,000;  total  mem.,  86  volunteers. 

Water  Supply— Source,  weUa,  6  miles  from 
business  center;  system,  pump  to  atdp.  and  di- 
rect:  stdp.  dim.  12  x  180  and  20  x  100,  material 
used  in  cons,  wrought  iron;  quality  of  water, 
good;  3  pumping  engines,  class  high  and  low 
service,  cap.  per  day  8.000,000  gala.,  conatmctora 
Worthington  and  Davidson;  maina,  cast  iron,  80 
miles,  3  to  20  in.  dia.:  400  hydrants;  meters,  total 
number  1,467,  owned  by  Co.  and  consumer;  8J00 
services;  pipe,  wrought  iron  and  lead;  prcsscse, 
dom.  49  to  $0  lbs.;  consumption  per  day,  1^800,000 
gals.;  works  belong  to  Co. 

FAYETTEVILLE,  pop.  1,804;  fire  area,  401 
acres;  bldgs.,  brick  and  wood,  8  and  8  atories; 
wooden  roof  a  permitted;  fireworka  and  combusti* 
bles  ord.  Fire  dept— 1  hand  engine,  1  h.  ft  L 
truck,  8  hose  carriages;  hoae,  linen,  good  1,800  ft; 
fire  alarm,  bell;  vajue  of  dept  equipment,  Sl*790; 
value  of  bldffs.,  $700;  ann.  exp.  oI  dept,  $150; 
total  mem..  Is  volunteers. 

Watsr  Supply— Source,  springs,  8  miles   from 


business  center;  •ystem.  gravity;  quality  of  wste^ 
good ;  res.  cap.,  1300.000  gals. ;  mama,  cast  iron,  S 
miles.  4  to  10  in.  dia. ;  42  hydrants;  28  Tahres; 
meters,  total  number  100,  Crown,  Empire  and 
Pittsburg,  owned  bv  city  and  consumer;  885  ser- 
vices; pipe,  galv.  iron;  oressure,  fire  00  to  125 
lbs.;  cost  to  construct,  $31,000;  works  belong  to 
village. 


FISHKILL  L.\NDING,  pop.  8,678;  fire 
960  acrea;  mercantile  bldgs..  stone,  brick  and 
I  to  6  stories;  private,  wood.  8  stories;  woodea 
roofs  permitted;  fireworks  and  combnatiblea  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  3rr. 
for  3  yrs.,  $600.  Fire  dept.--^  c.  hand  ex..  1  h.  & 
1.  truck,  1  hose  wagon,  1  hose  cart,  1  horse;  hose, 
cotton,  rubber  lined,  good,  2,000  ft;  fire  alarm, 
bell:  ann.  exp.  of  dept.,  $800. 

Water  Supply— Source,  mountain  streams,  1^ 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water,  good;  44  hydrants;  41  valves;  meters, 
total  number  447;  440  services;  pressure,  dom. 
106  lbs.,  fire  140  lbs.;  works  belong  to  city. 

FLUSHING  (Greater  New  York.)  fire  area, 
2,560  acres;  mercantile  bld^,  stone,  brick  and 
wood,  3  and  4  stories;  pnvate.  wood,  2  and  8 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  fire  loss  for  1908,  $15,000; 
ins.  for  same  time,  $12,000.  Fire  dept — 8 
h.  &  I.  trucks,  6  hose  carriages;  hose,  cotton,  rvb- 
her  lined,  good.  4,000  ft;  fire  alarm,  Gamewell,  Sf 
boxes;  value  of  dept.  equipment,  $4,000;  value  of 
bldgs.,  $15,000;  ann.  exp.  of  dept,  $5,000;  total 
mem.,  235  volunteers. 

Water  Supply— Source,  wells,  8  milea  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap^  690,000  gals.;  pumping  engines,  cap.  p»er  day 
8,000,000  gals.,  constructors  HoUf,  Blake;  mains, 
cast  iron,  36  miles,  4  to  16  in.  dia.;  865  hydranta, 
Mathews;  meters,  total  number  IJOO,  Crown, 
Thomson;  2,200  services;  pressure,  dom.  40  lbs., 
fire  90  lbs.;  cost  to  construct,  $870,000;  aim.  cost 
of  mtce.,  $20,000;  worka  bdong  to  town. 

FONDA,  pop.  1,165;  fire  area,  640  acres;  omt- 
cantile  bldgs.,  brick,  2  and  8  stories;  private,  bric^ 


and  w^ood,  8  stories:  wooden  roofs  permitted  m 
fire  area:  causes  of  fires  investigated.  Fire  dept 
— 1  h.  &  1.  truck,  6  c  hand  ex.,  8  hoae  carriases; 
hose,  cotton,  rubber  lined,  good.  TOO  ft:  rubocr, 

food,  000  ft.;  inferior,  all  kinds,  400  ft.;  total 
ose,  1,900  ft:  fire  alarm,  bell;  value  of  dept 
equipment.  $2,000;  value  of  bldgs..  $3,000;  ann.  exp. 
ot  dept,  $360;  total  mem.,  90  volunteers. 

Water  Supply— Source,  springs,  4  miles   from 
business  center;  system,  gravity;  quality  of  water. 
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good;  rei.  cap.,  50,000  gftls.,  located  west  from  vil> 
lage;  maini.  iron,  6H  milet,  4  to  12  in.  dia.;  ffi 
hydrants;  22  valves;  meters,  total  number  1;  225 
services;  pipe,  lead;  pressure,  dom.  70  lbs.,  fire 
80  lbs.;  cost  to  construct,  132,000;  bonded  debt. 
$32,000;  int.  paid  on  bonds,  4  per  cent;  cost  of 
mtce.,  $600;  works  belong  to  village. 

FT.  EDWARD,  pop.  4,000;  fire  area,  70  acres; 
mercantile  bldgs.,  brick,  1  to  4  stones;  private, 
bnck  and  wood,  2  stories:  wooden  roofs  per- 
mitted; combustibles  ord.  Fire  dept.— 1  steamer, 
S  c.  band  ex.,  3  hose  reels;  hose,  cotton,  rubber 
lined,  good,  4,360  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment,  $10,000;  value  of  bldgs., 
$5,000;  ann.  exp.  of  dept.,  $075;  total  mem.  89, 
paid  full  time  2,  volunteers  87. 

Watkr  Suppx.Y~Source.  springs,  2^  miles  from 
business  center;  system,  gravity;  nitration  system, 
coke;  quality  of  water,  good;  mains,  cast  iron, 
10  miles,  4  to  20  in.  dia.;  100  hydranU,  Ludlow; 
90  valves;  meters,  total  number  2,  Nash;  pipe, 
galv.  iron;  pressure,  dom.  80  to  60  lbs.,  fire  30 
to  60  lbs.;  cost  to  construct,  $6,600;  bonded  debt, 
$8,500;  works  belong  to  corporation. 

FORT  PLAIN,  pop.  8,000;  fire  area,  800  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area:  fireworks 
ord.  Fire  dept.—!  h.  &  1.  truck,  2  hand  engines,  6 
hose  carriages;  hose,  cotton,  rubber  lined,  good« 
2.500  ft;  fire  alarm,  bell;  value  of  dept.  equipment, 
$5,000;  value  of  bldgs.,  $360;  total  mem.,  IBO  volnn- 
teers. 

Watbi  Supply— Source,  springs,  10  miles  from 
business  center;  system,  gravity;  quality  of  water. 

?;ood:  res.  cap.,  26,000,000  gals.;  mains,  cast  iron, 
4  miles.  4  to  10  in.  dia.;  62  hydrants;  30  valves; 
meters,  total  number  2,  Gem  and  Columbia,  ownea 
by  village;  600  services:  pipe,  galv.  iron;  pressure, 
dom.  90  lbs.,  fire  90  lbs. ;  consumption  per  day. 
500,000  gals.;  cost  to  construct,  $86,500;  bonded 
debt.  $2,7)00;  int.  paid  on  bonds,  8)6  to  4  per  cent; 
co$t  of  mtce.,  ^,600;  works  belong  to  village. 

FRANKFORT,  pop.  8,000;  fire  area,  400  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  3  stories; 
pri\*ate,  wood,  2  stories:  wooden  roofs  permittea 
in  fire  area;  causes  of  fires  investigated;  av.  fire 
losa  per  yr.  for  3  yrs.,  $383:  av.  ins.  involved  for 
same  time,  $633.  Fire  dept.— 2  steamers,  1  h.  &  1. 
truck,  4  c.  hand  ex.,  8  hose  wagons  |  hose,  cotton, 
rubber  lined,  good,  8.000  ft.;  mfenor,  all  kinds, 
600  ft;  total  hose,  8,500  ft.;  fire  alarm,  whistle; 
value  of  dept.  equipment,  $5,500;  value  of  bldgs., 
$3,500;  ann.  exp.  of  dept,  $800;  total  mem.,  80 
volunteers. 

Water  Supply— Source,  springs;  system,  grav- 
ity; quality  of  water,  good;  res.  cap.,  10,000^000 
gals.;  mains,  8^  miles,  Chas.  Millar  &  Son  Co.; 
53  hvdrants,  Ludlow;  pressure,  dom.  65  lbs.,  fire 
100  lbs.;  cost  to  construct,  $60,000;  works  belong 
to  city. 

FRANKLIKVILLE,  Cattaraugus  County,  pop. 
1,485;  bldgs..  stone,  brick  and  wood,  2  and  3 
stories;  wooden  roofs  permitted.  Fire  dept — 1  c. 
engine,  2  h.  &  1.  trucks,  3  hose  carriages,  1  hose 
tower.  2  horses;  hose,  cotton,  rubber  lined^  good, 
2,600  ft;  fire  alarm,  bell;  value  of  dept  equipment, 
$3,000;  value 'of  bldgs.,  $112;  ann.  exp.  of  dept, 
$200;  total  mem..  100  volunteers;  underwriters'  rat- 
ing, second  class. 

Water  Supply— Source,  springs;  system,  grav- 
ity to  res.  and  direct;  res.  cap.,  '^,000  gals.; 
mains,  6  miles,  Wood,  Michigan;  52  hydrants, 
Mathews,  Wood;  25  valves;  300  services;  pressure, 
dom.  80  lbs.:  cost  to  construct,  $32,000;  ann.  cost 
of  mtce,  $250;  works  belong  to  village. 

FREDONIA,  pop.  5,148;  mercantile  bld^s., 
brick  and  wood,  1%  to  3  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted; 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck.  2  comb.  c.  &  hose 
■wagons.  2  ho«e  wagons;  hose,  cotton,  rubber 
lined,  good  3.000  ft;  inferior,  all  kinds,  1,000  ft.; 
total  hose,  4.000  ft.;  fire  alarm,  electric,  6  boxes; 
value  of  dept.  equipment.  $2,000;  value  of  bldgs., 
$20,000;  total  mem.,  132  volunteers. 

VVatee  Supplv— Source,  creek.  2%  miles  from 
business  center;  system  gravity;  res.  cap.,  99,000,' 
000  gals.,   constructors   Skidmore,    Chambers  and 


Tenkens;  mains,  iron,  10  miles,  2  to  12  in.  dia^ 
90  hydrants.  Wood;  20  valves.  Ludlow;  1,200 
services;  pipe,  iron;  pressure,  dom.  90  lbs.,  fire 
90  to  105  Ids.;  cost  to  construct,  $100,000;  int  paid 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  $600; 
works  belong  to  town. 

FREEPORT,  pop.  5,000;  fire  area,  4%  sq.  miles; 
mercantile  bldgs.,  brick  and  wood,  1  to  Z%  stories; 
private,  brick,  2%  stories;  wooden  roofs  permitted; 
causes  of  fires  investigated.  Fire  dept.— 2  steamers, 
2  c.  hand  ex.,  1  h.  &  1.  truck,  3  hose  wagons.  2 
hose  carriages.  1  hose  cart;  hose,  cotton,  rubDer 
lined,  good,  800  ft. ;  rubber,  ^ood,  toul  hose,  2,960 
ft:  fire  alarm,  bell  and  whistle;  total  mem.,  175 
volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  atdp.  cap.  293,760  gala.,  dim.  20  x  125, 
builders  Riter  and  Conley;  2  pumping  engines, 
cap.  per  day  1,000.000  gals.,  constructor  Worthing- 
ton;  mains,  cast  iron,  14  miles,  4  to  12  in.  dia.; 
160  hydrants,  Eddy;  614  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  60  lbs.;  cost  to  con- 
struct, $68,500;  int.  paid  on  bonds,  5  per  cent; 
ann.  cost  of  mtce.,  $6,000;  works  belong  to  city. 

FRIENDSHIP,  pop.  1,300;  fire  area,  6  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, wood.  2  and  8  stories;  wooden  roofs  per- 
mitted in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  steamer,  1  h.  & 
1.  truck,  2  c.  hand  ex.,  4  hose  carriages:  hose, 
cotton,  rubber  lined,  good,  1.900  ft;  inferior,  all 
kinds,  200  ft.:  total  hose.  2,100  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment  $8,000; 
value  of  bldgs.,  $5,000:  ann.  exp.  of  dept.,  $2,200; 
total  mem.,  121,  pafd  full  time  1.  120  volunteers. 

Water  Supply— Source,  springs  and  wells,  2 
miles  from  business  center;  system,  gravity,  pump 
to  res.;  quality  of  water,  good:  res.  cap.,  600,000 


I 


in.  dia.;  51  hydrants;  40  valves;  meters,  total  num- 
ber 200.  Empire  »nd  Thomson,  owned  by  Co. ;  226 
services  pipe,  galv.  iron;  pressure,  dom.  86  lbs., 
fire  85  lbs.;  cost  to  construct,  ^3,600;  bonded 
debt,  $7,000;  int  paid  on  bonds,  6  per  cent;  cost  of 
mtce.,  $500  works  belong  to  Co. 

FULTON,  pop.  8,848;  fire  area,  2,660  acres;  mer- 
cantile bldgs.,  brick  and  wood;  wooden  roofs 
permitted.  Fire  dept— 2  steamers,  1  c  hand 
ex.,  2  h.  &  1.  trucks,  4  hose  wagons,  6  hose  car- 
riages, 6  horses;  hose,  cotton,  rubber  lined,  good 
5,800  ft;  fire  alarm,  Gamewell,  18  boxes;  value  of 
dept  equipment,  $12,500;  value  of  bldgs^  $5,000; 
ann.  exp.  of  dept,  $2,200;  total  mem.,  200  volun- 
teers. 

Water  Supply— Source,  springs;  system,  pump 
to  stdp.  and  direct;  stdp.  cap.  188,000  gals.,  dim. 
20x80;  2  pumping  engines,  cap.  per  day  4,600,000 
gals.;  constructors  Snow,  Knowles;  mains,  cast 
iron,  21^^  miles,  4  to  12  in.  dia.,  Utica  Pipe 
Fdy.;  172  hydrants,  Holyoke;  2,109  services;  pipe, 
cost  to  construct,  $206,000;  ann.  cost  of  mtce.. 
$4,800;  works  belong  to  city. 

FULTONVILLE,  pop.  912;  fire  area.  640  acres; 
mercantile  bldgs.,  wood  and  brick,  2  and  3  stories; 
private,  wood.  2  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept — ^1 
hand  engine,  3  c.  hand  ex.,  2  hose  carriag:es: 
hose,  cotton,  rubber  lined,  good  1.000  ft;  inferior, 
all  kinds,  200  ft;  total  hose,  l^iOO  ft;  fire  alarm, 
bell;  ann.  exp.  of  dept.,  $60;  total  mem.,  40  vol- 
unteers. 

Water  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  600,000  gals.;  pumping  engines, 
constructors  Downing  Pump  Co.;  mains,  7  miles, 
4  to  6  in.  dia.;  31  hydrants:  pressure,  dom  80  l>*n.> 
Bre  80  lbs.;  works  belong  to  Co. 

GEDDES.  pop  884;  fire  area.  1,050  acres;  mer- 
cantile bldgs.,  wood»  1  to  3  stories;  private,  wood. 
2  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord. ;  causes  of  fires  investigated.  Fire 
dept— 4  hose  reels;  hose,  cotton,  rubber  lined. 
Rood  3.000  ft:  fire  alarm,  bell.  11  boxes:  value  of 
dept.  equipment.  $875:  value  of  bldgs.,  $400;  ann. 
exp.  of  dept,  $2,2S5.26;  total  mem.,  90  volunteers. 

Water  Supply— Source,  springs;  system,  pump 
to  res. 
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GENESEO,  pop.  2,400;  fire  area.  OOO  acreti  mer- 
CADtile  bidffs.,  brick.  2  stories:  private,  wood.  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept. — I  c  hand  ex.,  1 
h.  &  1.  truck,  4  hose  carriages;  hose,  linen,  good 
S.000  ft.:  fire  alarm,  bell;  value  of  dept.  equip- 
ment, ISjOOO;  value  of  bldgs^  HiBOO;  ann.  exp.  of 
def^t.,  1200;  total  mem.,  Ko  volunteers;  under- 
writers*  rating,  first  class. 

Water  Supplt— 'Source,  lake,  6  miles  from  busi- 
ness center;  system,  pump  to  res.;  quality  oi 
water,  good;  res.  cap.,  2,000,000  gals.,  located  2 
miles  east  of  village;  2  pumping  engines,  class 
comp.,  cap.  per  day  826,000  gals.,  constructors 
Holly  and  Deane;  mains,  cast  iron,  12  miles,  4  to 
12  in.  dia.;  89  hydrants;  01  valves;  meters,  total 
number  136,  Crown,  Nash.  Union,  Empire,  Tri- 
dent and  Thomson,  owned  oy  village;  490  services; 
pipe,  iron  and  lead;  pressure,  dom.  40  to  160  lbs., 
fire  40  to  160  lbs.;  consumption  per  day,  263,478 
gals.;  cost  to  construct,  $94,000;  bonded  debt,  $26,- 
000;  int.  paid  on  bonds,  Zhk  P.cr  cent;  cost  ot 
mtce.,  |4i586;  works  belong  to  village. 

GENEVA,  pop.  12,260;  fire  area,  1,280  acres; 
mercantile  bldffs.,  brick,  2  to  6  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mittea;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 2  steamers,  1 
comb,  c  &  h.  wagon,  1  c  engme,  8  c.  hand  ex., 
2  h.  &  1.  trucks,  1  aerial  truck,  1  hose  wagon,  8 
hose  carriages,  8  horses;  hose,  cotton,  rubber 
lined,  good  10,000  ft.;  rubber,  good  600  ft.;  inferior, 
all  kinds.  3,400  ft.;  total  hose,  14,000  ft.;  fire  alarm, 
Gamewell,  35  boxes;  value  of  dept.  equipment, 
335,000;  value  of  bldgs.,  $20,000;  ann.  exp.  otdept., 
$6,600;  total  mem.,  225.  paid  full  time  3,  paid  part 
hand  engine,  21  c  hsnd  ex.,  1  h.  &  1.  trucx,  1  hose 
time  14,  volunteers  208. 

Water  Sufplt— Source,  lake,  2H  miles  from 
business  center;  system,  gravity,  pump  to  res.; 
quality  of  water,  good;  2  pumpmg  engines,  cap. 
per  day  3,300,000  gals.,  constructor  Worthington; 
mains,  cast  iron,  29.40  miles,  1  to  16  in.  dia.;  246 
hydrants;  276  valves;  meters,  total  number,  2.167 


ownea  by  city;  2,443  services ;'pipe,  lead  and  iron, 
pressure,  dom.  86  lbs.,  fire  66  lbs.;  consumption 
oer  day,  461,853  gals.;  cost  to  construct,  $200.828 • 
bonded  debt,  $150,000;  int.  paid  on  bonds,  4  per 
cent;  cost  to  mtce.,  $2,326;  works  belong  to  city. 

GLASCO;  bldgs.,  wood.  Fire  dept.— 1  c.  engine; 
hose,  200  tt.;  fire  alarm,  bell;  total  mem.,  60  vol- 
unteers. 

Water  Supply— Not  reported. 

GLEN  COVE,  pop.  6,600;  fire  area,  2,000  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  sto- 
ries; private,  wood«  2  stories;  wooden  roofs  per^ 
mittea  in  fire  area.  Fire  dept.— 1  c.  engine,  1 
hand  engine,  21  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  1  hose  carriage;  hose,  cotton,  rubber  lined. 
good,  2,000  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $4,500;  value  of  bldgs.,  $5,000; 
ann.  exp.  of  dept.,  $1,200;  total  mem.,  100  vol- 
unteers. 

Water  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
295,000  gals.,  dim.  20  x  120,  material  used  in  cons, 
steel,  builders  Riter,  Conley;  quality  of  water, 
good;  2  pumping  engines,  size  10%  x  10  x  10,  cap. 
per  day  1,000,000  gals.,  constructor  Deane;  mains, 
cast  iron,  U  miles,  4  to  10  in.  dia.;  49  valvea, 
Glamorgan;  meters,  total  number  25,  Hersey 
Disc,  owned  by  Co.;  37  services:  pipe,  galv.  iron; 
pressure,  dom.  60  to  70  lbs.,  fire  90  to  100  lbs.: 
cost  to  construct,  $96,000;  int.  paid  on  bonds,  5 
per  cent;  ann.  cost  of  mtce.,  $6,000;  works  belong 
to  Co. 

GLENS  FALLS,  Warren  Co.,  pop.  12,613; 
bldgs..  brick,  stone  and  wood,  1%  to  4  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
hustibles  ord.  Fire  dept.— 1  steamer,  1  hand  en- 
ti(ine,  4  c.  hand  ex.,  1  aerial  truck,  ex.  ladder, 
1  supply  wagon,  1  hose  wagon,  3  hose  reels,  4 
horses;  hose,  cotton,  rubber  lined,  good  7,500  ft.; 
inferior,  all  kinds.  800  ft.;  fire  alarm,  Gamewell, 
23  boxes;  value  of  dept  equipment,  $20,000;  value 
of  bldgs..  $12,000;  ann.  exp.  of  dept.,  $6,500;  total 
mem.,  169  volunteers;  underwriters'  rating,  third 
class. 


Water  Supply— Source,  aprrings,  5  miles  from 
business  center:  system,  gravity;  res.  cap.,  250,000,- 

000  gals.:  330  hydrants;  3,000  services;  pressure, 
dom.  80  lbs.,  fire  115  lbs.;  cost  to  construct,  |26l>,- 
000;  ann.  cost  of  mtce.,  $6,000;  works  belong  to 
town. 

GLOVERSVILLE,  pop.  18,672;  fire  area.  3,206 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  4 
stories;  private,  brick  and  wood.  2  stories;  «#oodca 
roofs  permitted  in  fire  area;  combustibles  ord. 
Fire  dept. — ^2  comb.  c.  &  hose  wagon,  1  h.  ft  L 
truck,  8  c.  hand  ex.,  1  aerial  truck,  1  hose  wa^on, 

1  buggy.  9  horses;  hose,  cotton,  rubber  lined, 
good,  6,000  ft.;  inferior,  all  kinds,  500  ft.;  total 
hose,  6,500  ft.:  fire  alarm,  bell  and  whistle,  43 
boxes;  value  of  dept.  equipment,  $20,000;  Talue  of 
bldgs.,  $37,600;  ann.  exp.  of  dept.,  $16,000;  total 
mem.  36,  paid  full  time  15,  paid  part  time  20. 

Water  Supply— Source,  2  springs  and  mountain 
streams,  7  miles  from  business  center;  S  to  7 
miles;  system,  gravity;  qualit/  of  water,  good: 
re».  cap.,  187,500,000  gals.;  mains,  cast  iron,  33.49 


miles,  4  to  18  in.  dia.;  289  hydrants;  407  Talves; 
meters,  total  number  291;  owned  by  city;  3*433 
services;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  40  to  86  lbs.,  fire  85  to  135  lbs.;  consump- 
tion per  day,  2,000,000  gals.;  cost  to  construct. 
$411,200;  bonded  debt,  $146,500;  int.  paid  on  bonds, 
3  to  6  per  cent;  works  belong  to  city. 

GOSHEN,  pop.  3,600;  mercantile  bldgs.,  stone, 
brick  and  wooo.  1  to  8  stories;  privnte,  stone, 
brick  and  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area.  Fire  dept.— 1  c  engine,  1 
hand  engine.  4  c.  hand  ex.,  l  h.  ft  1.  track,  1 
comb.  c.  &  hose  wagon,  4  hose  carts;  hose,  cot- 
ton, rubber  lined,  good,  4,000  ft.;  fire  alarm, 
Gamewell,  11  boxes,  and  whistle;  value  of  dept. 
equipment,  $3,500;  value  of  bldgs..  $8,000:  ann. 
exp.  of  dept.,  $600;  total  mem.,  116  volunteers. 

Water  Supply— ^orce,  water-shed  and  dam,  1 
mile  from  business  center;  systemj^ravity ;  quality 
of  water,  good;  res.  cap.,  40,000,000  gala.,  located 
in  valley:  mains,  cement  and  iron,  4  to  12  in. 
dia.;  68  nydranta;  24  valves;  600  services;  pipe, 
lead;  pressure,  dom.  48  lbs.,  fire  48  Iba.;  coo- 
sumption  per  day,  380,000  gals.;  works  belong  to 
village. 


GOUVERNEUR,  pop.  4.642;  fire  aren.  500 
acres;  mercantile  bldgs.,  stone  and  brick,  2  Co  4 
stories;  private,  wood,  1V&  to  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combostibles 
ord.  Fire  dept.— 1  steamer,  1  h.  &  L  truck,  2  hose 
carts,  3  Rex  fire  ext.;  hose,  cotton,  rubber  lined, 
good,  2,300  ft;  fire  alarm,  electric,  13  boxes;  value 
of  dept.  equipment,  $8,000;  value  of  bldgs.,  15. OOO; 
ann.  exp.  of  dept.,  $600;  total  mem.,  60  volunteers. 

Water  Supply— Source,  river,  yk  mile  from 
business  centre;  system,  bump  to  traps,;  2  stdps^ 
cap.  424,000  gals.,  dim.  80  x  40,  material  osed  in 
cons,  steel,  builders  Petroleum  Iron  Co.;  qualitv 
of  water,  ffood;  3  pumping  engines,  size  10  x  12. 
cap.  per  day  4,500,000  gals.,  constructors  Snow, 
Deane,  Gould;  mains,  cast  fron,  15  miles,  4  to  10 
in.  dia.;  90  hydrants,  Ludlow;  100  valves,  Lud- 
low; 850  services;  pipe,  galv.  iron;  pressure,  dom. 
S5  lbs.,  fire  85  lbs.;  consumption,  per  day  500,000 
gals.,  per  capita  584  gals.;  cost  to  construct,  $70.- 
300;  bonded  debt,  $40,000;  int.  paid  on  bonds,  3 
per  cent;  ann.  cost  of  mtce.,  $6,000;  works  belong 
to  city. 


GOWANDA,  pop.  2,063;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  stories: 
private,  brick  and  wood.  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.  Fire  dept.—l  steamer,  1  h.  &  1.  truck.  1  ho<c 
wagon,  6  hose  carts;  hose,  cotton,  rubber  lined, 
good,  5,000  ft.;  inferior,  all  kinds,  200  ft.:  toul 
hose,  5,200  ft.;  fire  alarm,  bell  and  electric,  IS 
boxes;  value  of  dept.  equipment,  $9,000;  value  of 
bMgs.,  $2,600;  ann.  exp.  of  dept..  $400;  total  mem.. 
140  volunteers. 

Water  Supply— Source,  springs,  IV^  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  3,000,000  gals.,  located  on  hill; 
mains,  iron,  6  miles.  2  to  8  in.  dia.;  20  hydrants, 
Ludlow;  60  valves,  Ludlow;  meters,  total  number 
20,  Crown  1,  Buffalo  19,  owned  by  Co.;  ^0  ser- 
vices; pipe,  iron;  pressure,  dom.  74  lbs.,  fire  74 
IbK.;  cost  to  construct,  $30,000;  ann.  cost  of  mtce., 
$50(1;  works  belong  to  Co. 
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GRANVILLE,  pop.  8,845;  fire  area,  1,000  acres; 
nercantile  bldgs.,  wood  and  brick,  4  storieg;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted: 
fireworks  and  combustibles  ord.  Fire  dept.--3 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
700  ft.;  linen,  good,  1,300  ft.;  total  hose,  2,(100  h,; 
fire  alarm,  electric,  10  boxes;  value  of  dept.  equip- 
ment, 12,000;  value  of  bldgs.,  18,000;  total  mem.,  38 
volunteers. 

Water  Suvply— Source,  river,  H  mile  from  busi- 
ness center;  system,  pump  to  res.  and  direct; 
pumping  engines,  cap.  per  day  2,000,000  gals.,  con- 
structor Gould;  mains,  cast  iron,  15  miles,  4  to  8 
in.  dia. ;  Wood;  64  hydrants,  Ludlow,  Chapman; 
>ipe,  wrought  iron;  pressure,  dom.  70  lbs.,  nre  100 
bs.;  cost  to  construct,  $31,000;  int.  paid  on  bonds. 
4  per  cent;  ann.  cost  of  mtce.,  $1,200;  works  belong 
to  village. 

GRASSY  POINT,  pop.  900.    No  fire  dept. 

Watbe  Supply— Source,  supplied  by  Haver- 
straw;  mains,  iron,  IH  miles,  4  to  8  in.  dia.;  12 
hydrants;  pressure,  dom.  70  lbs.,  fire  120  lbs. 

GREAT  NECK,  pop.  3,000.  Fire  dept.— 1  hose 
reel,  1  hose  wagon,  1  h.  &  1.  truck;  value  of  dept. 
equipment,  $6,300;  value  of  bldgs.,  $15,000;  ann. 
exp.  of  dept.,  $500;  total  mem.,  &  volunteers. 

Water  Supply— Source,  Citizens  Water  Co.; 
system,  pumping;  1^  hydrants;  pressure,  dom. 
60  lbs.;  works  belong  to  Co. 

GREEN   ISLAND.— Fire  dept.  not  reported. 

Water  Supply— Source,  well,  island  in  Hudson 
River;  system,  pumping;  quality  of  water,  fitered; 
res.  cap.,  600,00  gals;  nitration  system  mechanical: 
3  pumping  engines;  cap.  per  day  7,500.000  gal.; 
constructors,  Worthin^ton  &  Snow;  mains,  cast 
iron;  miles,  18  to  4  in.  dia.;  hydrants,  Ludlow; 
meters,  toul  number,  300;  services,  300;  pressure, 
dom.  70  lbs. ;  consumption,  per  day,  1,000,000;  works 
belong  to  Co. 

GREENE,  pop.  1,236;  fire  area,  800  acres;  mer- 
cantile bldgs.,  brick,  2  and  3  stories;  private,  wood, 

2  stories;  wooden  roofs  not  permitted;  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept. 
— 1  steamer,  1  hand  engine,  1  c.  engine,  1  h.  ft  1. 
truck,  2  c.  hand  ex.,  8  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  600  ft.;  leather,  good,  500 
ft.;  inferior,  all  kinds,  200  ft.;  total  hose,  1,SXK)  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $8,000; 
value  of  bldgs.,  $10,000;  total  mem.,  1^  volunteers. 

Water  Supply— Source,  springs,  4  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  400,000  gus.,  located  %  mile  from 
center  of  town;  1  hand  pump;  mains,  iron,  10 
miles,  4  to  10   m.  dia.;  36  hydrants;  pipe,  iron; 

Eressure,  fire  80  lbs.;  cost  to  construct,  $40,000; 
onded  debt,  $35,000;  int.  paid  on  bonds,  8H  P^ 
cent;  works  belong  to  village. 

GREENPORT,  Suffolk  Co.,  pop.  2,700;  mer- 
cantile bldgs.,  wood,  2  and  3  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted  in  fir» 
area;  fireworks  and  combustibles  ord.;  causes  ot 
fires  investigated.  Fire  dept.— 2  h.  &  1.  trucks,  2 
steamers.  1  hand  engine,  4  c.  hand  ex.,  1  chem. 
eng.   1  hose  wagon,  5  hose  carnages;  hose,  rubber, 

food,  3,000  ft.;  inferior,  all  kinds,  600  ft.;  total 
ose,  3,500  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $12,500;  value  of  bldgs.,  $3,000; 
ann.  exp.  of  dept.,  $960;  total  mem.,  247  volunteers. 
Water  SuppLY-^Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stdp. ;  stdp. 
cap.  236.000  gals.,  dim.  20  x  100,  material  used  in 
cons,  steel:  2  pumping  engines,  class  dup.,  cap. 
per  day  1,000,000  gals.,  constructor  Worthington; 
mains,  cast  iron,  7  miles,  4  to  12  in.  dia.;  51  hy- 
drants; pressure,  dom.  40  lbs.,  fire  40  lbs.;  con- 
sumption per  day,  70,500  85ls.f  cost  to  construct, 
$40,000;  bonded  debt,  $14,000;  mt.  paid  on  bonds, 

3  1-10  per  cent;  works  belong  to  city. 

GREENWICH,  pop.  1,869;  bldgs.,  brick  and 
wood,  2  stones.  Fire  dept.— 2  hand  engines,  1  h.  & 
1.  truck.  1  aerial  truck,  4  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  800  ft.;  linen,  good  1,000 
ft.;  rubber,  good  600  ft.;  inferior,  all  kmds,  1,000 
ft.;  total  hose,  8,400  ft;  fire  alarm,  bell;  value  of 
dept.  equipment,  $4,500;  value  of  bldgs..  $8,000; 
ann.  exp.  of  dept,  $500;  total  mem.,  120  volunteers. 

Water  Supply— 'Source,  springs  and  creek,  8V& 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water,  good;  res.  cap.,  1,850,000  gals.;  mains, 
cast  iron,  11  miles,  4  to  8  in.  dia.:  50  hydrants;  20 


valves;  meters,  total  number  12;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  125  lbs.;  cost  to  con- 
struct, ^,000;  bonded  debt.  $3,000;  int.  paid  on 
bonds,  5  per  cent;  cost  of  mtce.,  $1,500;  works  be> 
long  to  Co. 

GROTON,  pop.  1,500;  fire  area,  400  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1%  x  Z  stories; 
private,  brick  and  wood.  2  stories;  wooden  roofs 

fermitted  in  fire  area;  causes  of  fires  investigated, 
'ire  dept.— 1  h.  &  1.  truck,  several  c.  hand  ex.,  4 
hose  wagons,  2  hose  carts;  hose,  cotton,  rubber 
lined,  good,  2.000  ft;  inferior,  all  kinds,  400  ft; 
total  hose,  2,400  ft;  fire  alarm,  whistle;  toul  mem., 
90  volunteers. 

Water  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravity;  quality  of  water 
good;  mains,  iron,  10  in.  dia.,  Chas.  Millar; 
48  hydrants;  pressure,  dom.  80  lbs.,  fire  90  lbs.; 
cost  to  construct,  $32,805.20;  bonded  debt,  $23,000: 
int  paid  on  bonds,  8}ji  per  cent;  ann.  cost  of 
mtce.,  $1,000;  works  belong  to  village. 

HAMBURG,  pop.  2,000;  fire  area  ^0  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  cement  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — 2  h. 
&  1.  trucks,  1  supply  wagon,  3  hose  carts;  hose, 
cotton,  rubber  lined,  good,  2,300  ft.;  fire  alarm, 
electric,  20  boxes;  value  of  dept.  equipment, 
$3,000;  value  of  bides.,  $4,800;  total  mem.,  60. 

Water  Supply— Source,  wells;  system,  pump 
to  stdp.;  stdp.  cap.,  192,000  gals.,  dim.  16  x 
125,  located  south  on  Main  st.,  material  used  in 
cons.,  mal.  iron,  builders  Sharon  Boiler  Co^ 
quality     of     water,     ^ood;     res.     cap^     1,500.000 


gals.;  2  pumping  engines,  size  16  x  20  x  U^  x 
12.8  X  12  X  8U  X  12,  cap.  per  day  1,500,000  gals., 
constructors  Snow,  Buffalo:  mains,  cast  iron,  6)4 
miles,  5  to  12  in.  dia.;  41  hydrants;  meters,  total 
number  3,  owned  by  Co.;  396  services;  pipe,  lead; 
pressure,  dom.  60  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, $65,000;  int.  paid  on  bonds,  5  per  cent;  ann. 
cost  of  mtce.,  $4,600;  works  belong  to  Co. 

HAMILTON,  poi>.  1,627;  fire  area,  900  acres; 
mercantile  bldgs.,  brick  and  stone,  2  and  3  stories; 
private,  wood,  brick,  stone,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
steamer,  1  hand  engine,  2  c.  hand  ex.,  1  h.  &  1. 
truck,  4  hose  carriages;  hose,  cotton,  rubber  lined, 
good  1,500  ft;  inferior,  all  kinds.  300  ft;  total 
hose,  1,800  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $3,500;  value  of  bldgs.,  $5,000; 
ann.  exp.  of  dept,  $200;  total  mem.,  80  volunteers. 

Water  Supply— Source,  springs  and  lake,  1% 
miles  from  business  center;  system,  pump  to 
stdp.;  stdp.  cap.,  200,000  gals.,  dim,  30x40,  located 
on  hill,  material  used  in  cons,  rock,  builder 
O'Conner;  filtration  system,  sand;  quali^  of 
water,  fair;  2  pumping  engines,  cap.  per  day 
1,500,000  gals.,  constructor  Norberg  Mig.  Co^ 
mains,  cast  iron,  VA  miles,  4  to  10  in.  dia.;  75 
hydrants,  Wood;  54  valves,  Rensselaer:  meters, 
total  number  180.  Crown  10,  Buffalo  6,  Nash  164, 
owned  by  consumer  and  city:  288  services;  pipe, 
galv.  iron;  pressure,  dom.  lOu  lbs.,  fire,  100  lbs.: 
consumption,  per  day  75,000  gals.,  per  cap.  42Vfe 
ffals.;  cost  to  construct.  $58,000;  oonded  debt, 
$54,000;  int.  paid  on  bonds,  4  per  cent;  ann.  cost 
of  mtce.,  $2,000;   works  belong  to  city. 

HAMMONDSPORT,  pop.  139;  fire  area,  600 
acres;  mercantile  bldgs.,  stone,  brick  and  wood,  2 
to  4  stories;  private,  stone,  brick  and  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  hand  engine,  1  h.  &  1. 
truck,  2  c.  hand  ex.,  2  hose  wagons;  hose,  cotton, 
rubber  lined,  good,  1,600  ft ;  inferior,  all  kinds,  400 
ft.;  total  hose,  2,000  ft;  fire  alarm,  bell  and 
whistle;  total  mem^  100  volunteers. 

Water  Supply— Source,  springs  and  lake,  ^ 
mile  from  business  center;  system,  gravity,  pump 
to  stdp.  and  direct;  stdp.  cap.  530,000  gals.,  dim. 
60  X  25,  located  northwest  from  village,  material 
used    in   cons,    steel,   builder  W.   T.    O'Conners; 


4Vi  miles,  4  to  8  in.  dia.;  46  hydrants,  Ludlow;  44 
valves,  Ludlow;  meters,  total  number  250,  Crown 
5,  Hersey  Rotary  1,  Thomson  43,  owned  by  con- 
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sumer;  260  services;  pipe,  iron;  pressure,  dom.  126 
lbs.,  6re  126  lbs.;  cost  to  construct,  $26,000  bonded 
debt,  126,000  int.  paid  on  bonds,  4  per  cent;  works 
belong  to  city. 

HANCOCK,  pop.  1,283;  fire  area,  600  acres; 
mercantile  blags.,  wood  and  brick,  1  to  S  stories; 
private,  wood  and  brick,  2  stories;  wooden  roofs 
permitted;  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  h.  &  1.  truck,  2  hose 
wagons;  bose.  cotton,  rubber  lined,  good,  1^60  ft.; 
inferior,  all  kinds,  500  ft.;  total  hose,  2,360  ft.: 
fire  alarm,  bell  and  whistle,  9  boxes;  value  ox 
dept.  bidgs.,  $2,700;  ann.  exp.  of  dept.,  $1,200; 
total   mem.,  96  volunteers. 

Watex  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  7,000,000  gals.;  mains,  cast  iron, 
T^  miles,  4  to  8  in.  dia.;  84  hydrants;  21  valves; 
pipe,  galv.  iron;  pressure,  dom.  60  to  90  lbs.,  fire 

00  to  90  IIm.:  cost  to  construct,  $40,000;  bonded 
debt,  $18,000;  int.  paid  on  bonds,  6  per  cent;  works 
belong  to  Co. 

HARRISON,  pop.  2,500;  fire  area,  2,000  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  3 
stories;  private,  brick  and  wood.  2  stories:  wooden 
roofs  permitted  in  fire  area.     Fire  depL— ^1  c.  en- 

fine,  1  h.  &  1.  truck,  1  hand  engine,  4  c.  band  ex., 
hose  wagon,  1  hose  cart:  hose,  cotton,  rubber 
lined,  good,  1,100  ft:  inferior,  all  kinds,  260  ft; 
total  hose,  1,880  ft;  nre  alarm,  bell;  value  of  dept 
equipment,  $3,060:  value  of  bldgs.,  $6,600;  ann. 
exp.  of  dept,  |6l6;  total  mem.,  6o  volunteers. 

WATKR  Supply— Source,  wells,  3  miles  from 
business  center;  system,  pump  to  res.;  qualitv  of 
water,  good;  res.  cap.  6,000  gals.,  located  40  ft. 
above  level;  2  pumping  engines,  cap.  per  day 
2,600,000  gals.,  constructor  Otto:  mains,  material 
wrought  and  cast  iron,  3  miles,  6  to  12  in.  dia.;  34 
hydrants.  Fox;  6  valves;  meters,  total  number  6, 
Crown  3,  Worthington  2;  30  services;  pressure, 
dom.  116  lbs.,  fire  115  lbs.;  consumption,  per  day 
26,000  gals.,  per  cap.  1,000  gals.;  cost  to  construct, 
$11,000;  ann.  cost  of  mtce..  $1,000;  works  belong 
to  Co. ;  new  mains  laid  ana  water  supplied  by  the 
Inter-Urban  Water  Co. 

HASTINGS-ON-HUDSON,  pop.  5,000;  fire 
area,  %  mile;  mercantile  bldgs.,  stone,  brick  and 
wood,  2  and  3  stories;  private,  stone  and  wood,  3 
stories;  wooden  roofs  permitted  in  fire  area;  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  hose  wagon,  6  hose  carts;  hose,  cotton, 
rubber  lined,  good,  5,000  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  $3,500;  value  of 
bldgs.,  $8,000;  ann.  exp.  of  dept,  $800;  total  mem., 
125  volunteers. 

Watsr  Supply— Supplied  by  North  Tarrytown. 

HAVERSTRAW.  pop.,  6,986;  fire  area,  1.600 
acres;  mercantile  bldgs.,  stone,  brick  and  wood,  1 
to  3  stories;  private,  stone  and  wood,  2  stories; 
wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  not  investigated: 
av.  fire  loss  per  vr.  for  3  yrs.,  $1,000;  av.  ins.  for 
same  time,  fUfOoiB.     Fire  dept— 1  h.   &  1.   truck, 

1  aerial  truck,  8  hose  carriages,  2  horses;  hose, 


116,000;  ann.  exp.  of  dept,  $1,000;  total  mem.,  ^6 
volunteers:  underwriters'  rating,  second  class. 

Watsk  Supply— Source,  springs  and  brooks,  6 
miles  from  business  center;  system,  gravity  and 
pumping;  quality  of  water,  good;  res.  cap.,  7,600,> 
000  gals.:  2  pumping  engines,  class  comp.,  size  12 
X  20  X  12  X  10,  cap.  per  day  1,600,000  gals.,  con- 
structor H.  R.  Worthington:  mains,  cast  iron,  16 
miles.  4  to  10  in.  dia.,  Wanen;  140  hydrants. 
Holly  &  Eddv  Mfg.  Co.;  meters^  total  number, 
100,  Crowxi,  Union,  Gem,  Worth mgton,  Buffalo, 
Kevstone,  Trident,  Lambert,  Nash,  Hersey  Disc 
ana  Thomson,  owned  by  Co.;  985  services;  pipe, 
galv.  iron;  pressure,  dom.  75  to  125  lbs.,  fire  75 
to  125  lbs.;  consumption  per  day,  $1,000,000  gals.; 
bonded  debt  $160,000:  int.  paid  on  bonds,  o  per 
cent;  ann.  cost  of  mtce..  $20,000;  works  belong  to 
Co. 

HEMPSTEAD,  pop.,  8.582;  bldgs.,  brick  and 
wood,  2  to  4  stories.  Fire  dept— 1  steamer  2 
hand  engines.  1  h.  &  1.  truck,  4  hose  carriages: 
hose,  rubber,  good  2,50u  ft.;  fire  alarm,  bell:  total 


mem.,  175  volonteera;   underwritcrt*   rating,  first 
class. 

Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  ttdo.  and  direct; 
stdp.  cap.  294,525  gals.,  dim.  20  x  125,  located  at 
Freeport  material  used  in  cona.  ateeU  btnlden 
Rtter  ft  Conlev;  quality  of  water,  good;  1  pmnp- 
ing  engines,  cuiss  dup.,  aise  10  x  7  x  10,  cap.  per 
day  1,000,000  gals.,  constructor  Worthington ; 
mains,  cast  iron,  15  miles,  4  to  12  in.  dia.;  IS 
hydrants,  Eddy;  46  valves,  Eddy;  meters,  total 
number,  46.  Empire:  468  services:  pipe,  galv.  iron; 
pressure,  dom.  64  lbs.,  fire  64  Iba.;  cost  to  con- 
struct ^500;  bonded  debt  $58,500:  int  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce,  $6,800;  works 
belong  to  village. 

HERKIMER,  pop.  7,538;  fire  area,  1.280  acres; 
mercantile  bldgit.  brick,  1  to  6  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  &  L  truck,  2  c.  hand 
ex.,  4  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  3,000  ft;  fire  alarm,  bell.  11  boxes;  total 
mem.,    125   volunteers. 

Water  Supply— Source,  wells,  1  mile  from 
business  center;  syMem,  oump  to  stdp.;  stdp.  cap. 
580,000  gals.,  dim.  25  x  Oo,  material  used  in  cons, 
steel;  quality  of  water,  good;  2  pumping  engines, 
class  comp.  dup.,  cap.  per  day  2,000,000  gals.,  con- 
structor Knowles:  mains,  cast  iron,  14^  miles,  4 
to  8  in.  dia.;  109  hydrants;  84  valves;  meters,  total 
number,  71,  owned  by  citr;  1,234  services;  pipe, 
galv.  iron;  pressure,  dom.  86  lbs.,  fire  86  lbs.;  cost 
to  construct  $82,969;  bonded  debt  $71,000:  int 
paid  on  bonds,  SVi  per  cent;  cost  of  mtce.,  $6,607; 
works  belong  to  city. 

HICKS VILLE,  pop.  2,000;  fire  area.  610  acres; 
mercantile  bldgs.,  wood,  1  to  3  stories;  ]>rivate, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  causes  of  fires  investigated.  Fire  dept— ^1  c 
engine,  1  steamer,  1  hand  engine,  1  h.  &  L  tmck, 
1  hose  wagon.  2  hose  carriages:  hose,  cotton,  rub- 
ber lined,  1,460  ft.;  fire  alarm,  Sell;  value  of  dept 
equipment,  $2,000;  value  of  bldgs.,  $5,000;  ann. 
exp.  of  dept.,  $550;  total  mem..  80  volunteers. 

vVatxx  Supply— Nassau  County  Water  Co. 

HIGHLAND,  pop.  1,570;  fire  area,  960  acres; 
mercantile  bldgs.,  brick,  2  and  3  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  no  fire> 
works  and  combustibles  ord. :  causes  of  fires  inves- 
tigat^.  Fire  dept— 4  c  nand  ex.,  1  h.  ft  L 
truck,  2  hose  carnages;  hose,  cotton,  rubber  lined, 
good,  900  ft;  fire  Jarm,  bells;  total  mem.,  SS  vol- 
unteers. 

Watkk  Supply— Source,  springs,  1)A  males  from 
business  center;  system,  gravity;  quality  of  water. 


good;  res.  cap.,  10,000,000  gaJs.,  located  on  n 
tain;  mains,  cast  iron,  5V&  miles,  4  to  8  in.  dia.;  81 
hydrants;  20  valves:  meters,  total  nnnbcr  50. 
Crown  and  Hersey  Disc;  HO  services:  pipe,  galv. 
iron;  pressure,  dom.  100  lbs.,  fire  100  lbs.:  cost  to 
construct,  $89,000;  bonded  debt,  $25,000;  tnt  paid 
on  bonds,  5  per  cent;  cost  of  mtce.,  $150;  works 
belong  to  Co  . 

HIGHLAND  FALLS,  pop.  2487;  fire  area, 
1,200  acres;  mercantile  bldgs.,  wood,  t  stories; 
private,  wood,  2H  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept— 
1  h.  &  1.  truck,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good  1,500  ft.;  fire  alarm,  bell; 
value  of  dept  equipment,  $M00;  value  of  bldgk, 
$400;  ann.  exp.  of  dept,  PM;  total  mem.,  tt 
volunteers. 

Water  Supply— Source,  lake,  4  miles  from  busi- 
ness center;  *79teni.  gravity;  quality  of  water, 
food;  res.  cap.,  5,000,000  gals.;  mains,  cast  iron, 
miles,  4  to  10  in.  dia.;  &  hydrants,  Ludlow;  16 
valves,  Ludlow;  220  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  107  lbs.;  consomptiott 
per  day  70,000  gals.,  per  capita  SH  gala.:  oost  to 
construct,$75,000;  bonded  debt,  $n,000;  int  paid 
on  bonds,  5  per  cent;  works  belong  to  Co. 

HOLLEY,  pop.  1,880;  fire  area,  500  acres;  mer- 
cantile bldgs.,  brick,  1  and  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  no  fire* 
works  and  combustibles  ord.  Fire  dept— 12  e. 
hand  ex.,  1  b.  &  I.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,000  ft;  inferior,  all 
kinds.  600  ft;  total  hose,  1,600  ft;  fire  alarm. 
whistle;  total  mem.,  70  volunteers. 
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Water  Supply— Source,  wells,  1%  miles  from 
business  center^  8ystem,pump  to  stop.;  stdp.  cap. 
260,000  gals.,  dim.  20x7l^  material  used  in  cons, 
iron;  quality  of  water,  good;  3  i>umping  engines, 
cap.  per  day  2,000.000  gals.;  mains,  cast  iron,  5 
mfles,  4  to  8  in.  dia.:  38  hydrants;  meters,  total 
number  184,  owned  oy  Co.  and  consumer;  380 
senrices;  pipe,  galr.  iron;  pressure,  maximum  00 
lbs.;  consumption,  60,000  to  100,000  gals,  per  day; 
belongs  to  Co.;   Geo.   P.  Jrout,  supt. 

HOMER,  pop.  2,400;  fire  area,  2,000  acres;  mer- 
cantile bld^,  brick  and  wood,  2  and  S  stories; 
fMrivate,  bnck  and  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in* 
vestigated.  Fire  dept.— 2  c.  hand  ex.,  1  h.  &  1. 
truck,  4  hose  carts;  hose,  cotton,  rubber  lined. 
ffood,  1,000  it;  rubber,  good,  600  ft;  inferior,  all 
kinds,  1.000  ft;  toUl  hose,  2,600  ft.;  fire  alarm, 
Gameweil;  value  of  dept.  equipment,  |4,000;  value 
of  bldgs..  12.000;  ann.  exp.  of  dept.,  $400;  total 
mem.,  160  volunteers. 

Watki  Supply— Source,  wells,  1  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
164,496  gals,,  dim.  24  x  40,  material  used  in  cons, 
iron;  quality  of  water,  good;  8  pumping  engines, 
cap.  per  day  1,000,000  gals.,  constructor  Deane; 
mains,  iron,  8  miles,  4  to  8  in.  dia.;  65  hydrants; 
30  valves;  meters,  total  number  70;  350  services; 
pipe*  iron;  pressure,  dom.  90  lbs.,  fire  110  IIml; 
consumption  per  day,  160,000  gals.;  coat  to  con- 
struct,  960,000;  works  belong  to  village. 

HONEOYE  FALLS,  pop.  1,300;  fire  area,  1,600 
acres;  bidsp,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  causes  of  fires  investigated.  Fire 
dept— 1  steamer,  8  c.  hand  ex.,  1  h.  &  1.  truck,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,600  ft;  inferior,  all  kinds,  600  ft;  total  hoae, 
2,100  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $5,000;  value  of  bldga.,  $8,000;  ann.  exp.  of 
dept,  $260^  total  mem.,  11$  volunteers. 

Watbk  Supply— Source,  wells;  system,  pump  to 
res.:  res.  cap^  10,000  gals.;  pumping  engines,  cap. 
per  day  48,000  gals.,  2  pumps  used  for  fire  pur- 
poses, constructors  Barr,  Creelman;  mains,  1  mile, 
2  and  4  in.  dia.;  cost  to  construct,  $4,000;  works  > 
belong  to  Co. 

HOOSICK  FALLS,  pop.  6,600;  mercantile  bldgs., 
brick,  8  to  6  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted  m  fire  area.  Fire  dept— 
1  steamer,  1  h.  &  1.  truck,  4  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  2,600  ft;  fire  alarm, 
bell:  value  of  dept  equipment,  $1,000;  ann.  exp. 
of  dept.,  $2,000;  total  mem.,  180  volunteers. 

Watu  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
828,000  gals.,  dim.  40  x  86,  located  on  hill  east  of 
village,  material  used  in  cons,  iron;  quality  of 
water,  good;  2  purapijig  engines,  cap.  per  day 
2,000,000  gals.,  constructors  Knowles,  Russell; 
mains,  cement  and  cast  iron,  8  miles,  4  to  12  In. 
dia.;  83  hydrants,  Holyoke,  Chapman;  9M  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  100  lbs.,  fire 
100   lbs. 

HORNELL,  pop.  16,000;  fire  area,  1,076  acres; 
mercantile  bldgiB.,  brick,  8  and  4  stories;  pri- 
vate, brick  and  wood,  2Vi  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord.;  causes  of  fires  investisated.  Fire  dept 
— ^1  steamer,  1  h.  &  1.  truck,  6  c.  hand  ex.,  1  aerial 
truck,  1  comb.  c.  &  h.  wagon,  1  hose  wagon;  hose, 
cotton,  rubber  lined,  6,000  ft;  fire  alarm  bell,  ZB 
boxes;  value  of  dept.  equipment,  $20,000:  value 
of  bldgs.,  $12,000;  ann.  exp.  of  dept,  $9,100:  toUl 
mem.  240,  paid  full  time  T,  paid  part  time  18,  vol- 
unteers 220. 

Watex  Supply— Source,  mountain  streams:  sys- 
tem, gravity;  res.  cap.,  60|^.000  gals.;  mechanical 
filters,  cap.  per  day,  3,000,000  gals.;  mains,  29^ 
miles,  4  to  20  in.  dia.;  160  hydrants;  156  valves; 
meters,  total  number  2,  Crown  pressure,  dom.  85 
lbs.,  fire  75  to  86  lbs.;  cost  to  construct,  $300,000; 
works  belong  to  city. 

HORSEHEADS.  pop.  1,901;  fire  area,  640 
acres;  mercantile  bld^s.,  brick.  2  and  3  stories; 
private,  wood,  2  stones;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.:  causes 
of  fires  investigated:  fire  loss  for  1902,  $84.15;  ins. 
for  same  time,  $200.  Fire  dept— 1  steamer, 
1  c  engine;  2  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 


wagon,  3  hose  carriages,  2  horses;  hose,  cotton, 
rubber  lined,  good  280  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $10,000;  value  of  bldgs^  $10,000; 
ann.  exp.  of  dept,  $0(X);  total  mem.,  lOO  volun- 
teers. 
Watbr  Supply— Source,  wella  and  cisterns. 

HUDSON,  pop.  10,290;  fire  area,  1,000  acres;  mer- 
cantile bld^s.,  brick,  wood  and  marble,  2  and  3 
stories;  private,  brick  and  wood,  2  and  3  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  ana 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept.— 1  comb.  c.  &  h.  wagon,  1  h.  &  1. 
truck,  8  c.  hand  ex.,  1  hose  wagon,  4  hose  car- 
riages; hose,  cotton,  rubber  lined,  good.  5,000  ft.; 
inferior,  all  kinds,  200  ft ;  total  hose,  6,200  ft. ;  fire 
alarm,  bell  and  whistle,  23  boxes;  value  of  dept. 
equipment,  $8,750:  value  of  bldgs.,  $30,000;  ann. 
exp.  of  dept,  $3,500:  total  mem..  283  volunteers. 

Watsk  Supply— Source,  creek,  13  miles  from 
business  center;  system,  gravity,  pump  to  res.; 
quality  of  water,  good;  res.  cap.  e2,000,000  gals., 
located  near  Churcotown.  N.  Y.;  2  pumping  en- 
gmes,  cap.  per  day  1,600,000  gals.,  constructors 
Clapp  ana  Tones;  mains,  cast  iron,  29.42  miles,  4 
to  Is  in.  Ota.:  WO  hydrants;  156  valves:  meters, 
total  number  126,  Hersejr  Torrent,  owned  by  con- 
sumer; 1,600  services;  pipe,  lead  and  iron;  pres- 
sure, dom.  76  to  90  lbs.,  fire  15  lbs.;  consumption 
per  day  1,616,061  gals.;  cost  to  construct,  $32o,000: 
bonded  debt,  $280,000;  int  paid  on  bonds,  8H  and 
4  per  cent;  cost  of  mtce.,  $6,000;  works  belong  to 
city. 

HUNTINGTON,  pop.  3,500;  fire  area.  600  acres; 
mercantile  bldgs.,  brick  and  wood,  1^  to  3  sto- 
ries: private,  bride  and  wood,  2%  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  8  yrs.,  $607; 
av.  ins.  involved  for  same  time,  $2,000.    Fire  dept 

1  gasoline  engine,  1  h.  &  1.  truck,  4  c.  hand  ex., 

2  hose  wagons,  2  hose  reels,  6  horses;  hose,  cotton, 
rubber  lined,  good,  1,600  ft. ;  rubber,  good,  300  ft. ; 
inferior,  all  kinds,  300  ft:  total  hose,  8,500  ft; 
fire  alarm,  bell;  value  of  dept.  equipment,  $7,000; 
value  of  bldgs.,  $2,500;  ann.  exp.  of  dept,  $720; 
total  mem.,  156  volunteers. 

Water  Supply— Source,  wells,  ^,  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  excellent;  res.  cap.j^£.000  gals.;  2  pump- 
ing en^rines,  cap.  per  day  300,000  gals.,  constructor 
worthington;  mams,  cast  iron.  10  miles,  4  to  8 
in.  dia.;  47  hydrants,  R.  D.  Wood,  Ludlow;  28 
valves;  meters,  total  number  34,  Thomson  27, 
Nash  7,  ownea  by  consumer:  840  services;  pipe, 
galv.  iron;  pressure,  dom.  26  to  60  lbs.,  fire  30 
to  60  lbs.;  consumption,  per  day  83,000  ffsls.,  per 
capita  27  gal>.;  cost  to  construct,  $50,000;  bonded 
debt,  $20,000;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $1,800;  works  belong  to  Co. 

HYDE  PARK,  pop.  2,900;  fire  area.  760  acres; 
mercantile  bldgs.,  stone,  bnck  and  wood,  IH  to 

4  stories;  private,  stone,  brick  and  wood,  2  and 

3  stories;  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept^l  h.  &  1. 
truck,  1  steamer,  1  hand  engine,  4  c  hand  ex., 
1  hose  wagon;  hose,  rubber,  all  kinds.  2,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $3,000; 
value  of  Dldgs..  $600;  ann.  exp.  of  dept.,  $2,600; 
total  mem..  120  volunteers. 

Water  Supply— 10  cisterns. 

ILION.  pop.  7,100;  fire  area,  1,920  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  8  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
m  fire  area;  causes  of  fires  investigated.  Fire 
dept— 2  steamers,  1  h.  &  1.  truck,  2  c  hand  ex., 

5  hose  wagons,  6  hose  carts;  hose,  cotton,  rubber 
lined,  good.  3,000  ft;  inferior,  all  kinds,  600  ft: 
total  hose,  3,600  ft.;  fire  alarm,  whistle;  value  of 
dept  equipment,  $6,000:  value  of  bldgs..  $15,000; 
ann.  exp.  of  dept,  $1»000;  total  mem.,  100  volun- 
teers* 

Watzx  Supply— Source,  creek,  2%  miles  from 
business  center;  svstem,  gravity;  filtration  system, 
slow  sand;  quality  of  water,  good;  res.  cap. 
79,000,000  gals.,  located  1%  and  2%  miles  from 
town;  mains,  14  miles,  4  to  16  in.  dia.;  188  hy- 
drants, Ludlow;  174  valves,  Eddy;  meters,  total 
number,  41,  Crown  6.  Union  2.  Empire  1,  Gem 
1,  Hersev  Rotary  2,  Thomson  1,  Trident  7,  Lam- 
bert 2,  Nash  19;  1.369  services;  pipe,  lead;  pres- 
sure,  dom.   115   lbs.,    fire  116  lbs.;    consumption. 
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per  day  700,000  gals.,  per  capita  110  fala.;  cost  to 
construct,  $203,998;  bonded  debt,  $164,000;  int.  paid 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  11,912.01; 
works  belong  to  city. 

IN  WOOD,  pop.  2,600;  fire  area,  1,280  acres;  mer- 
cantile bidgs.,  wood,  2  and  S  stones;  private,  wood, 
1  and  2  stories;  wooden  roofs,  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  de|>t.— 6  c.  hand  ex.,  1  h.  & 
1.  truck,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good,  960  ft.;  fire  alarm,  bell;  value  of  dept. 
eauipment,  $1,800;  value  of  blags.,  $1,600;  ann.  exp. 
ot  dept.,  $TC;  total  mem.,  90  volunteers. 

Watek  Supply— Deep  wells.  (See  Far  RocVa* 
way.) 

IRVINGTON,  pop.  2,900;  fire  area,  900  acres; 
mercantile  bldgs.,  onck  and  wood,  2  and  S  stories: 
private,  wood,  2V&  stories;  wooden  roofs  permitted 
in  fire  area;  causes  of  fires  investigated.  Fire 
dept.—  1  h.  &  1.  truck,  4  c.  hand  ex.,  4  hose  car- 
riages;  hose,  cotton,  rubber  lined,  good,  1,750  ft.; 
inferior,  all  kinds,  700  ft.;  total  hose,  2,450  ft.; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, $4,500;  ann.  exp.  of  dept.,  $900;  total  mem., 
75  volunteers. 

Watsk  Supply— Source,  wells  and  streams.  1 
mile  from  business  center;  system,  pump  to  res.; 
res.  cap.,  61,600,000  gals.;  quality  of  water,  good; 
pumping  engines,  cap.  per  day  1,000,000  gals.,  con- 
structor Worthington ;  mains,  cast  iron,  10  miles. 
4  to  12  in.  dia..  Wood;  88  hydrants.  Wood;  20 
valves;  meters,  total  number  800.  Crown,  Worth- 
ington, Nash  and  Thomson;  200  services;  pipe, 
lead  and  iron;  pressure,  dom.  80  lbs.,  fire  140  to 
186  lbs.;  cost  to  construct,  $125,000;  bonded  debt. 
$72,000;  int.  paid  on  bonds,  8%  per  cent;  cost  of 
mtce.,  $3,000;  works  belong  to  city. 

ISLIP,  pop.  1,800;  fire  area,  2,600  acres;   mcr- 


1  hose  cart:  hose,  good,  8,500  ft.;  fire  alarm,  bell; 
ann.  exp.  of  dept.,  $800;  total  mem.,  80  volunteers. 
Watbi  Supply— Source,  driven  wells;  system, 
pump  to  stdp.;  stdp.  cap.,  86,200  gals.;  2  pump- 
ing engines,  constructor  Knowles;  mains,  7  miles; 
62  hyorants,  Eddy,  Chapman;  consumption,  per 
day  IJSOOfiOO  gals.;  works  belong  to  Co. 

ITHACA,  pop.  16,000;  fire  area,  2,800  acres;  mer- 
cantile  bldgs.,  orick,  2  to  6  stories;  private,  wood, 
brick  and  cement.  2^  to  3  stories;  wooden  roofs 
not  permitted  in  nre  area;  combustibles  ord.  Fire 
dept.— 2  steamers,  1  aerial  truck,  1  h.  &  1.  truck,  4 
comb.  c.  and  hose  wagons,  1  auto  h.  wagon,  8  c. 
hand  ex.,  1  hose  wagon,  12  horses;  hose,  cotton, 
rubber  lined,  good,  6,260  ft.;  rubber,  good,  400  ft.; 
inferior,  all  kinds,  700  ft.;  total  hose,  9,150  ft.; 
fire  alarm,  bell,  whistle  and  electric,  36  boxes; 
value  of  dept.  equipment,  $40,000;  value  of  bldgs., 
$36,000;  ann.  exp.  of  dept,  $10,183.94;  total  mem., 
486,  paid  full  time  8,  paid  part  time  7,  471  volun- 
teers. 

Water  Supply— Source,  Artesian  deep  wells  and 
shallow  wells,  springs,  1  mile  from  business  cen- 
ter; system,  pump  to  res.  and  direct;  stdp.  cap., 
600.000  gals.,  material  used  in  cons,  iron;  filtration 
system,  N.  Y.;  cap.  of  plant,  3,000,000  gals.; 
quality  of  water,  good;  res.  cap.,  2,400,000  gals.; 
6  pumping  engines,  cap.  per  day  10,600,000  gals., 
constructors  Gould,  Worthington;  mams.  43.19 
miles.  4  to  20-in.  cast  61-in.  wrought  Warren; 
258  hydrants,  Troy,  Ludlow.  HoTyoke,  God- 
frey; 619  valves;  meters,  total  number  1,005, 
Trident,  owned  by  Co.;  2,681  services;  pipe,  lead, 
gal  v.  iron;  pressure,  dom.  60  to  140  lbs.,  fire  140 
to  200  lbs.;  consumption,  per  day  1,800,000  gals., 
per  capita  97  gals.;  cost  to  construct,  $345,159; 
works  belong  to  city. 

JAMAICA  (Greater  New  York),  pop.  12,350;  fire 
area,  3,400  acres;  mercantile  bldgs.,  stone,  brick 
and  wood,  2}^  to  6  stories;  private,  stone,  brick 
and  wood,  2}^  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 1  steamer, 
3  h.  &  1.  trucks,  16  c.  hand  ex.,  6  hose  wagons,  22 
horses;  hose,  cotton,  rubber  lined,  good,  4,000  ft.; 
rubber,  good,  600  ft.;  inferior,  all  kinds,  500  ft.: 
total  hose.  5,000  ft;  fire  alarm,  bell,  whistle  and 
electric,  44  boxes;  value  of  dept.  equipment,  $10,- 
000;  value  of  bldgs.,  $22,000;  ann.  exp.  of  dept, 
$20,000;  total  mem.,  302  volunteers. 


Wati&  StrppLY— Scarce,  wells;  system,  pump  t» 
stdp. ;  stdp.  cap.  600^000  gals.,  builder  CunntngfaaiB; 
quality  ot  water,  good;  pumping  enginea,  cap, 
per  day  6,600,000  gmla.  constructors  Knowles, 
Holly;  mains,  78  miles,  4  to  12  in.  dia.;  661  hy- 
drants. Holly,  Eddy,  Chapman,  Kennedy;  % 
valves;  meters,  totu  number  10,  Crown  and 
Gem;  pressure,  doniL  66  lbs.,  fire  65  lbs.;  oost 
to  construct,  $600,000;  works  belong  to  Co. 

TAMESTOWN,  pop.  26,160;  fire  area.  6  a«. 
miles;  mercantile  Slags.,  brick,  8  to  6  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  av.  fire  loss  per  jr.  forSyrs., 
$38,637;  av.  ins.  involved  for  same  time,  $297,217. 
Fire  dept— ^I  steamer,  2  comb,  c  &  hose  wagons,  1 
aerial  truck,  2  h.  &  L  trucka,  4  hose  wagons,  23 
horses;  hose,  cotton,  rubber  hned,  good,  7,006  ft; 
fire  alarm,  bell,  46  boxes:  value  of  dept  equipment 

85,460;  value  of  bldgs..  $42,000:  ann.  exp.  ot  dept, 
7,000;  toUl  mem.,  iK26,  paid  full  time  16,  211  vol- 
unteers. 

Watir  Supply— ^urce,  wells,  4  miles  from 
business  center;  system,  pumpins  direct;  quality 
of  water^  good;  res.  cap..  1,000,000  gals. ;  4  pump- 
ing engines,  cap.  per  day  10,000,000  gals.,  con- 
structors Holly,  AUis,  Deane  and  Gaskell;  mains, 
cast  iron,  75  miles,  2  to  18  in.  dia.;  384  hydrants. 
Holly,  Mathews,  Ludlow;  820  valves,  Ludlow; 
meters,  total  number  1,300,  owned  by  city  and  con- 
sumer; 6,000  services:  pipe,  sal  v.  iron;  pressure, 
dom.  50  to  112  lbs.,  fire  160  lbs.;  consumption  per 
day  2,260,000  gals.;  bonded  debt  $625,000;  int.  paid 
on  bonds,  4  per  cent;  ann.  cost  of  mtce.,  $24,000; 
works  belong  to  city. 

JOHNSTOWN,  nop.  10,130;  fire  area,  2.206 
acres;  mercantile  bldgs.,  brick  and  wood,  2  to  6 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  combustiblea  ord.; 
cauaes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  3  vrs.,  $41,833;  av.  ins.  involved  for  same  time. 
|128,649.  Fire  dept~l  h.  &  1.  truck.  7  c  hand  ex., 
1  hose  wagon,  4  hose  carts.  4  horses;  hose,  cotton, 
rubber  lined,  good,  6,000  tt.;  fire  alarm,  bell  and 
whistle,  28  boxes;  value  of  dept  equipment,  $12.- 
000;  value  of  bldgs.,  $11,000;  total  mem.  93,  paid 
full  time  3,  volunteers  90. 

Watek  Supply— Source,  springs  and  streams,  4 
miles  from  business  center;  system,  gravity;  res. 
cap.,  13,250,000  gals.;  mains,  cast  iron,  85  mile^. 
4  to  16  in.  dia.,  Buffalo,  Chas.  Millar  &  Son;  175 
hydrants,  Mathews,  Ludlow;  306  valves;  meters, 
total  number  177;  2,079  services;  pipe,  iron;  pres- 
sure, dom.  86  lbs.,  fire  160  lbs.;  consumption,  per 
day  1,500,000  Rals.,  per  capita  160  gals.;  cost  to 
construct  $206,000;  int  j^io  on  bonds,  4  per  cent; 
ann.  cost  of  mtce.,  $3,0il0;  works  belong  to  aty. 


JORDAN,  pop.  1,118;  fire  area,  640  acres; 
cantile  bldgs.,  brick,  3  stories;  private,  wood  and 
brick,  2  stories;  wooden  roofs  not  permitted;  no 
fireworks  and  combustibles  ord.  Tire  dept.— 1 
steamer,  1  h.  &  1.  truck,  1  aerial  truck,  3  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,800  ft.; 
total  hose,  1,800  ft;  fire  alarm,  bell;  value  of  dept 
equipment  $4,000;  value  of  bldgs..  $800;  ann.  exp. 
of  dept.,  $300;  total  mem.,  46  volunteers. 

Wat»  Supply— Source,  springs,  2  milea  frona 
business  center;  system,  gravity;  res.  cad.,  1,600,606 
^Is.;  mains,  cast  iron,  cement,  4  milea.  4  to  t 
in.  dia.;  86  hydrants,  Ludlow;  15  valves,  Ladlov: 
106  services;  pipe,  galv.  iron;  pressure,  don.  61 
lbs.,  fire  60  lbs.;  cost  to  construct  $22,600;  works 
belong  to  Co. 


KEESEVILLE,  pop.  2,044;  fire  area,  610   

bldgs.,  wood,  bnck  and  stone,  2  and  t  atones; 
wooden  roofs  permitted;  fireworks  and  oonbnsti- 
bles  ord.  Fire  dept— 1  h.  ft  1.  truck,  2  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good  ^000  ft.; 
fixe  alarm,  bell;  value  of  dept  equipment,  ^6S6; 
value  of  bldgs.,  $2,000;  ann.  exp.  of  dept.,  ^QlSS; 
total  mem.,  80  volunteers. 

Watxi  Supply — Source,  river;  system,  pomp 
direct;  2  pumping  engines,  cap.  per  day  2,000.600 
gals.,  constructors  Lang,  Goodhue  ft  Co.;  mains. 
cast  iron,  6  miles,  2  to  12  in.  dia.;  49  hvdrants. 
Ludlow;  25  valves;  350  services;  pipe,  galv.  iron; 
pressure,  dom.  80  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, $36,000;  int  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $700;  works  belong  to  village. 


KELLEY  ISLAND,  pop.  1,400:  fire  area, 

acres;  mercantile  bldgs.,  wood,  l)i  to  1  stories; 
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private,  wood,  1^  to  2  stories;  wooden  roofs  per- 
mitted in  fire  area. 
Watie  SupPLY—Not  reported. 

KINDERHOOK.  |>op.  900;  fire  area,  800  acres; 
mercantile  bld^.,  briclc  and  wood,  2  stones;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  ord.;  causes  of 
nres  investiffated.  Fire  dept.— 1  h.  &  1.  truck,  1 
steamer,  1  hand  engine,  2  c.  hand  ex.,  S  carts; 
hose,  cotton,  rubber  lined,  |rood,  1,700  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment,  18.000;  value 
of  bldffs.,  13,000;  ann.  exp.  ot  dept.,  $376;  total 
mem.,  oO  volunteers. 

Watss  Supply— Source,  cisterns,  wells  and  res. 

KINGSTON,  pop.  27,000;  fire  area.  9,600  acres; 
mercantile  bldgs.,  brick,  2  to  5  stories;  private, 
wood  and  brick.  1  to  3  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — ^1  steamer,  1  hand 
engine,  2  h.  &  1.  trucks,  10  nose  carriages,  4  hose 
waeons,  9  horses;  hose,  cotton,  rubber  lined,  good, 
8,000  ft.;  inferior,  all  kinds,  1,000  ft.;  total  hose. 
9,500  ft.;  fire  alarm,  Gamewell,  €6  boxes;  value  of 
dept.  equipment,  ^27,000;  value  of  bldgs.,  $40,000; 
total  mem.  214,  paid  full  time  14,  volunteers  20O. 

Water  Supply— Source,  mountain  streams,  7 
miles  from  business  center;  sjrstem,  Knvityi  filtra- 
tion system,  Jewell;  cap.  of  plant  6,000,000  gals.] 


mains,  cast  iron,  60  miles,  4  to  20  in.  dia.; 
hydrants,  Ludlow,  Rensselaer,  Coffin;  meters,  total 
number  87;  8,906  services;  pipe,  lead;  pressure, 
dom.  126  lbs.,  fire  126  lbs.;  consumption,  per  day 
3,500,000  gals.,  per  capita  140  gals.:  cost  to  con- 
struct, $844,810.43;  bonded  debt,  $750,000;  int.  paid 
on  bonds,  3  and  4  per  cent;  ann.  cost  of  mtcc, 
$12,000;  works  belong  to  city. 

LANCASTER,  pop.  4,200;  fire  area,  960  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  combustibles  ord.;  causes  ot  fires  in- 
vestigated. Fire  dept.— 1  h.  &  1.  truck,  2  c.  hand 
ex.,  2  hose  wagons,  2  hose  carts;  hose,  cotton, 
rubber  lined,  good.  3.000  ft.;  inferior,  all  kinds, 
600  ft.;  total  hose,  3,500  ft.;  fire  alarm,  bell,  whistle 
and  telephone;  value  of  dept.  equipment.  $4,000; 
value  of^  bldgs.,  $3,600;  total  mem..  86  volunteers. 

Watee  SuppLY—Source,  lake,  10  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
res.  cap.,  600,000  gals.:  pumping  engines,  cap.  per 
day  1,000,000  gals.;  mains,  10  miles,  4  to  12  in.  dia.; 
76  hydrants;  meters,  total  number  525,  owned  by 
consumer;  200  services;  pressure,  d^m.  80  lbs., 
fire  100  lbs.;  ann.  cost  of  mtce.,  $7,000;  works  be> 
long  to  village. 

LARCH  MONT,  pop.  4,000;  fire  area,  640  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  stone,  brick  and  wood,  3  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated;  av.  fire  loss 
per  vr.  for  19W,  $3,700;  av.  ins.  for  same  time, 
$61,500.  Fire  dept.— 2  steamers,  1  h.  &  1.  truck,  3 
hose  wagons,  6  norses;  hose,  cotton,  rubber  lined, 

good,  1,700  ft.,  inferior,  1,200,  total  hose,  2,900  ft; 
re  alarm,  Gamewell;  value  of  dept.  equipment, 
$20,000;  value  of  bldgs.,  $15,000;  ann.  exp.  ot  dept., 
$6.()00;   total   mem.  360  volunteers. 

Watee  Supply— Source,  river,  1%  miles  from 
business  center;  system,  gravity;  quality  of  water, 
flTood;  res.  cap.,  110,000.000  gals.;  mains,  cast  iron, 
lOH  miles,  4  to  12  in.  dia.;  56  hydrants,  Chapman. 
Eddy;  35  valves;  meters,  total  number  230,  owned 
by  Co.;  128  services;  pressure,  fire  26  to  47  lbs.; 
cost  to  construct,  $150,000;  bonded  debt,  $150,000; 
int.  paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
$1,400;  works  belong  to  Co. 

LEROY,  pop.  3,896;  fire  area,  1,060  acres;  mer^ 
can  tile  bldgs..  brick,  2  and  3  stories;  private* 
wrood  and  brick,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  Investigated.  Fire  dept.— 1  c  engine,  1 
h.  &  1.  truck,  3  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  2,450  ft.;  mferior,  all  kinds,  500 
ft. ;  total  hose,  2,950  ft. ;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  $12,000;  value 
of  bldgs.,  $7,00;  ann.  exp.  of  dept.,  $2,000;  total 
mem..  90  volunteers. 

Water  Supply— Source,  springs  and  wells,  IH 
miles  from  business  center:  system,  pump  to  stdp. 
and  direct;  stdp.  cap.  236,000  gals.,  dim.  20  x  100; 
quality  of  water,  good;  8  pumping  engines,  cap. 


Ser  dav  2,000,000  gals.;  mains,  cast  iron,  12^  miles, 
to  10  in.  dia.;  lU  hydrants;  meters,  total  num- 
ber 210;  476  services;  pipe,  galv.  iron;  pressure, 
dom.  60  to  80  lbs.,  fire  00  to  80  lbs. ;  cost  to  con- 
struct, $66,000;  int.  paid  on  bonds,  4  per  cent; 
works  belong  to  city. 

LESTERSHIRE,  pop.  8,948;  fire  area.  960  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  wood,  2%  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated.  Fire  dept.— 1  h. 
&  I.  truck,  1  steamer.  1  comb,  c  and  n.  &  I. 
wagon,  3  c.  hand  ex.,  2  hose  wagons,  1  hose  cart, 
3  horses;  hose,  cotton,  rubber  lined,  good.  4.000 
ft.;  inferior,  all  kinds,  600  ft.;  total  hose,  4.600  ft.; 
fire  alarm.  Gamewell,  12  boxes:  value  of  dept 
equipment,  $10,500;  value  of  bldgs.,  $6,000;  ann. 
exp.  of  dept.,  tS60;  total  mem.,  iS,  paid  full  time 
2,   volunteers  161. 

Watee  Supply— Source,  wells,  400  ft.  from 
business  center;  system,  pump  direct,  quality  of 
water,  good;  res.  cap.,  1,000,000  gals.,  located  north 
of  village;  3  pumping  engrines.  class  high-pressure 

fasoline,  cap.  per  day  1,200,000  gals.,   constructor 
>eming;  mains,  cast  and  wrought  iron,  3  to  12  in. 


Pittsburg,  owned  by  city  and  Co.;  621  services; 
pipe,  galv.  and  wrought  iron;  pressure,  dom.  80 
lbs.,  fire  80  lbs.;  consumption  per  day,  143,000 
gals.;  bonded  debt,  $60,000;  int.  paid  on  bonds,  8^ 
per  cent;  cost  of  mtce.,  $4,000;  works  belong  to 
village. 

LIBERTY,  pop.  2,000;  fire  area,  600  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  2  and  3 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  1  hand  engine.  24  c 
hand  ex.,  3  hose  sleighs,  1  hose  wagon,  4  hose 
carts;  hose,  cotton,  rubber  lined,  good,  2,000  ft.; 
inferior  all  kinds,  600  ft;  total  hose,  2,600  ft;  fire 
alarm,  bell,  whistle  and  electric,  20  boxes;  value 
of  dept.  equipment,  $3,500;  value  of  bldgs^  $6,000; 
ann.  exp.  of  dept,  $100;  total  mem.,  12d  volun- 
teers. 

Water  Supply— Source,  springs;  system,  pump 
to  ns.;  res.  cap.,  6,000,000  gals.;  pumping  en- 
gines, cap.  per  day  6(X),000  gals.;  mains,  6  miles; 
sS  hydrants;  400  services;  pressure,  fire  126  lbs.; 
int.  paid  on  bonds,  4  per  cent;  works  belong  to  Co. 

LIMA.  pop.  949;  fire  area,  640  acres;  mercantile 
bld^s.,  bnck.  2  and  3  stories;  private,  wood.  2 
stones;  wooden  roofs  permitted;  combustibles 
ord.;  causes  of  fires  investigated,  rire  dept— 1  c. 
engine.  6  c.  hand  ex..  In.  &  1.  truck,  2  hose 
carts;  hose,  cotton,  rubber  lined,  good,  1,000  ft.: 
fire  alarm,  bell;  value  of  dept  equipment  and 
bidffs.,  $4,000;  total  mem.,  100  volunteers. 

Watee  Supply— Source,  springs,  1  mile  from 
business  center;  system  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  253,600  gals., 
located  800  ft.  from  springs;  1  pumping  engine, 
size  6x8,  cap.  per  day  190,000  gals.,  constructor 
Gould;  mains,  iron,  7  miles,  4  to  8  in.  dia.;  46 
hydrants;  40  valves;  23  meters,  owned  bv  city; 
lo6  services;  pipe.  galv.  iron;  pressure,  aom.  60 
lbs.,  fire  60  to  8q  Ids.;  consumption  per  day,  60,000 
gals.;  cost  to  construct.  $23,000;  works  belong  to 
city. 

LINDENHURST.  pop.  1.400:  fire  area,  4  sq. 
miles;  mercantile  bldgs.,  wood,  2  to  3  stories; 
private  dwellings,  wood,  2  to  3  stories;  causes  of 
fires  investigated;  av.  fire  loss  per  yr,  for  the  past 
3  yrs.,  $26.  Fire  dept. — ^1  steam  engine,  2  c.  hand 
ex.,  1  h.  &  L  truck,  2  hose  wagons,  1  cart  with 
ex.  ladder,  hose,  cotton,  rubber  lined,  goo<L  1,200 
ft;  fire  alarm,  2  bells  and  horns;  value  ot  dept 
equipment  $1,()00;  value  of  dept,  bldgs.,  $3j^000;  ann. 
exp.  of  nre  dept,  $600;  total  mem.,  120  volun- 
teers. 

Watee  Supply— Not  reported. 

LITTLE  FALLS,  pop.  11,122;  fire  area,  2,0U 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
2  to  4  stories:  private,  wood,  2  stories;  wooden 
roofs  permitted;  combustibles  ord.;  causes  of  fires 
investigated;  fire  loss  during  1908.  $24,983.50.  Fire 
dept.— -6  c.  hand  ex.,  1  h.  &  1.  truck,  4  hose 
wagons,  5  horses;  hose,  cotton,  rubber  lined,  good. 
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4,200  ft.;  fire  alarm.  Game  well,  30  boxes;  ann.  exp. 
of  dept.,  $9,000;  total  mem.  17,  paid  full  time  o, 
paid  part  time  12. 

Watbk  Supplt— Source,   creeks,  U  milea  from 
busineaa    center;    lystem,    gravity;   filtration   ayt- 


low:  meters,  total  number  241;  2,014  senrices;  pipe, 
leaa;  pressure,  40  lbs.  to  136  lbs.;  consumption, 
per  day  3,000,000  gait.,  per  capita  260  sals.:  cost  to 
construct,  $437,000;  bonded  debt,  $306,(MO;  int.  paid 
on  bonds,  i%  per  cent;  ann.  cost  of  mtce.,  $25,000; 
works  belong  to  city. 

UTTLE  VALLEY,  pop.  XV;  mercantile 
bldgs.,  brick  and  wood,  1  to  3  stories;  prirate, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works ord.:  causes  of  fires  investigated.  Fire 
dept.— 2  c.  Band  ex.,  1  h.  &  L  truck,  1  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  2,000  ft.; 
inferior,  all  kinds,  1.000  ft;  toUl  taose,  3,000  ft.; 
fire  alarm,  bell;  total  mem.,  70  volunteers. 

Watik  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  106,000  ^s.,  located  at  station; 
mains,  iron,  4  miles,  4  to  8  in.  dia.;  19  hydrants; 
310  services;  pipe,  galv.  iron;  pressure,  fire  90 
lbs.;  cost  to  construct,  $16,500;  int.  paid  on  bonds, 
4  per  cent,  bonded  debt,  $19,000;  ann.  cost  of  mice., 
$200;  works  belong  to  Co. 

LIVERPOOL,  pop.  1,166  mercantile  bldgs., 
brick  and  wood,  8  stories;  wooden  roofs  per- 
mitted; no  fireworks  and  combastibles  ord.  Fire 
dept. — Buckets,  8  c.  hand  cXm>  1  h.  &  1.  truck; 
value  of  dept.  equipment,  $600;  total  mem.,  32 
volunteers. 

Watik  Supply— Source,  wells  and  cistems. 

LOCKPORT,  poD.  17,662;  fire  area,  3,200  acres: 
mercantile  bldgs.,  bricl^  stone  and  wood,  2  to  6 
stories;  private,  brick  and  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.—!  comb.  c.  &  b.  wagon,  4  c.  hand  ex.,  1  h.  & 
1.  truck,  6  hose  wagons,  6  nose  carriages,  8  horses; 
hose,  cotton,  rubber  lined,  good,  6.000  ft :  inferior, 
all  kinds,  1,000  ft;  total  hose,  6,000  ft;  fire  alarm, 
Gamewell,  61  boxes;  value  of  dept  eqaioment, 
$46,436;  value  of  bldgs.,  $30,000;  ann.  exp.  of  dept, 
$14,191;  total  mem.,  176,  paid  full  time  11,  vol- 
unteers ITL 

Watik  Supply— Source,  Erie  canal,  in  business 
center;  system,  pump  direct;  2  pumping  engines, 
cap.  per  day  11,000,000  gals.,  constructor  Holly: 
mains,  cast  iron,  30  miles,  6  to  20  in.  dia.;  44b 
hydrants.  Holly;  306  valves.  Holly,  Ludlow; 
meters,  total  number  160,  Hersey  Rotary  6,  Lam- 
bert 70,  owned  by  dty;  2,200  services;  pipe,  wrt 
iron;  pressure,  dom.  76  lbs.,  fire  100  lbs.;  con- 
sumption, per  day  3,600,000  ^pUs.,  per  capita  180 
Sils.;  cost  to  construct,  $76,692.61;  bonded  debt, 
,533.32:  int  paid  on  bonds,  8H  per  cent;  ann. 
cost  of  mtce.,  $1,817,200;  works  belong  to  dty. 

LONG  ISLAND  CITY  (Greater  New  York), 
fire  area,  6420  acres;  mercantile  bldgs.,  iron, 
brick  and  wood,  8  and  4  stories;  privste.  Stone, 
brick  and  wood,  3  and  4  stories;  wooden  roofo 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 6  steamers,  24  c. 
hand  ex..  1  h.  &  1.  truck.  2  aerial  trucks,  1  fire 
boatj  6  hose  carriages,  36  horses;  hose,  rubber, 
good,  7.000  ft;  fire  alarm,  Gamewell,  48  boxes; 
value  of  dept  equipment,  $76,000;  value  of  bldgs., 
$100,000;  ann.  exp.  of  dept,  $206,000;  total  mem. 
128.  paid  full  Ume. 

Water  SuppLv-^ource,  wells;  system,  pump 
direct;  5  pumping  enirincs,  cap.  per  day  7,000,000 
gals.,  constructors  Worthington,  Holly.  Snow, 
Gould  and  Garrison;  mains,  cast  iron,  63  miles, 
4  to  20  In.  dia.;  860  hydrants,  Galvin,  Wood; 
meters,  total  number  1,162,  Thomson.  Worthington, 
Blake,  Trident  and  Standard;  6,860  services;  pres- 
sure, dom.  60  lbs.,  fire  86  lbs.;  cost  to  construct, 
$.^.000;  int  oaid  on  bonds,  4  per  cent;  ann.  cost 
of  mtce.,  $40,000;  works  belong  to  N.  Y.  city. 

LOWVILLE,  pop.  3,001;  mercantile  bldgs.. 
brick,  2  to  4  stones;  private,  brick  and  wood,  2 
stories;  wooden  roofs  not  permitted  in  lire  area; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  &  1. 
truck,  6  c.  hand  ex.,  4  hose  carriages:  hose,  cot- 
ton,  rubber   lined,    good,    2,260   ft;    inferior,    all 


kinds,  800  ft.;  total  hose,  3,060  ft;  fire  alarm,  bcQ; 
value  of  dept  equipment,  $2|n0;  value  of  bldgs., 
$6,000;  ann.  exp.  of  dept,  $600;  total  mem.,  64 
volunteers. 

Watir  SuppLY-^Source,  springs,  10  mile*  from 
business  center:  nrstem,  gravity;  quality  of  water, 
good:  res.  cap.  2,090,000  gals.,  located  %  mile  north 
of  village;  mains,  cast  iron.  20  miles,  4  to  16  in. 
dia.:  90  hydrants;  152  valves;  meters,  total  num- 
ber 66,  owned  by  city  and  consumer:  779  services; 
pipcu  galv.  iron;  pressure,  dom.  76  to  160  Ib^  fire  76 
to  160  lbs.;  cost  to  construct,  $106,102;  bonded  debt 
$74,000;  int  paid  on  bonds,  3^  per  cent;  cost  of 
mtce.,  $1,200;  works  belong  to  oty. 

LYNBROOK,  pop.  1,800.  Fire  dept.— 1  hand 
engine,  1  h.  &  1.  truck,  4  c.  hand  ex.,  7w  ft  hose. 

LYONS,  pop.  6,000;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  3  stmies; 
private,  wood  and  brick,  1  and  2  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept— 2  steamers,  4  c  hand  ex.,  t  h.  ft  L 
trucks,  1  hose  wagon,  6  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  6,800  ft;  fire  alarm,  bell;  value 
ot  dept  equipment,  $16,000;  value  of  bldga.,  flOuOW; 
ann.  exp.  of  dept,  $3,126;  total  mem.  19jL  paid  full 
time  8,  paid  part  time  10,  volunteers  Mi;  under* 
writers'  rating,  first  class. 

Watkr  Supply— Source,  wells,  1%  miles  from 
business  center;  system,  pumping  to  stdp.;  stdp. 
cap.  117,600  gals.,  dim.  20  x  60;  filtration  system, 
sand  and  gravel;  quality  of  water,  good;  2  pump- 
ing engines,  cap.  per  day  2,000,000  gals.,  con- 
structor Davidson ;  mains,  cast  iron,  9^  miles,  1  to 
10  in.  dia.;  59  hydrants,  Ludlow;  68  valves;  me- 
ters, total  number  20,  Crown.  Nash,  Union,  Em- 
pire, Gem,  Keystone,  owned  by  Co.  and  con- 
sumer: 660  services;  pipe,  galv.  iron;  pressure, 
dom.  80  lbs.,  fire  100  Ids.;  consumption  per  day. 
181,000  gals.;  works  belong  to  Co. 

MALONE,  pop.  7,000;  fire  area,  750  acres;  mer- 
cantile  bldgs.,  brick,  2  to  4  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  not  permittdid;  fire* 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 2  steamers,  1  sleiffb,  1  c 
engine.  4  c.  hand  ex..  1  h.  &  L  truck.  3  hose  wa^ 
ons,  1  hose  carriage,  6  horses:  hose,  rubber,  good, 
4,600  ft.;  fire  alarm,  Gsmewell,  27  boxes;  value  of 
dept  equipment,  $7j600:  value  of  bldgs.,  S4,6W; 
ann.  exp.  of  dept,  $1,600;  total  mem.  60. 

Water  Supply— Source,  springs,  8  miles  firoa 
business  center;  system, jrravity  to  res.;  quality  of 
water,  good;  res.  cap.  2,000,000  gals.,  located  1  mile 
from  center  of  city:  mains,  cast  iron,  33>4  miles. 
4  to  12  in.  dia.;  100  hydrants.  Wood;  393  valves. 
Eddy;  meters,  total  number  2,  Crown,  owned  by 
village:  1,386  services;  pipe,  iron  and  lead;  pres- 
sure; dom.  93  lbs.,  fire  93  lbs.;  cost  to  construct 
$15,000;   works  belong  to   Co. 

MAMARONECK,  pop.  4,722;  mercantUe  bMgs^ 
brick  and  wood,  3  stones;  private,  wood.  SH  sto- 
ries; wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept — ^1  band  eaftne,  1 
steamer,  4  c.  hand  ex.,  1  h.  &  L  trndc.  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good.  3.006 
ft;  fire  alarm,  bell;  total  mem.,  126  volunteers. 

Water  Supply— Source,  river;  system,  pomp  to 
res.;  res.  cap.,  1,000,000  gala.;  pumping  engines, 
cap.  per  day  260,000  gals.,  constiuctoia  Worth- 
ington. Woodruff;  mains,  16  miles,  3  to  8  in.  fia.; 
20  hydrants;  16  valves;  meters,  total  nvadwr  ISiw 
Worthington;  pressure,  dom.  60  lbs.,  fire  W  to  C 
lbs.;  cost  to  construct,  $66d)00;  ann.  cost  of 
$2,600;  works  belong  to   Ca 


MANLIUS,  pop.  1,800:  fire  area,  600  acres; 
bldffs.,  wood  and  brick.  2  and  3  stories;  wooden 
roofs  permitted:  fireworks  and  combustibics  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  Ik  L 
truck,  3  hose  carriages;  hose,  rubber,  good,  1.38D 
ft;  inferior,  all  kinds,  900  ft;  total  hose.  2J5D  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $l,4<Kh 
value  of  bldgs.,  $1,600;  ann.  exp.  of  dept^  $fiO»; 
total  mem^^  63  volunteers. 

Watir  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravity;  quality  oiF  water, 
best;  mains,  cast  iron.  6  miles,  4  to  U  in.  dsa.; 
22  hvdraats,  Detroit;  34  valves;  meters,  total  nvsa- 
ber  98,  Crown.  Empire,  Hersey  Rotary  and  P&tt»> 
burg,  owned  by  consumer;  90  services;  pressure, 
dom.    100  lbs.,    fire   120  lbs.;   cost  to 
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125,000;  bonded  debt,  $20,000;  int.  paid  on  bonds, 
.4  per  cent;  works  belong  to  city. 

MARATHON,  pop.  1,127;  fire  area,  MO  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area.  Fire  dept— 1 
steamer,  1  hand  engine,  1  hose  wagon,  2  hose 
carts;  hose,  cotton,  rubber  lined,  good.  1.400  ft.; 
rubber,  good,  200  ft.;  toUl  hose,  1,000  ft;  fire 
alarm,  bell;  value  of  dept.  equipment,  $6,000; 
value  of  bldgs.,  $4,000;  total  mem.,  66  volunteers. 

Water  Supply— Source,  springs,  4^  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  600,000  gals.,  located  at  East  Hill; 
mains,  cast  iron,  7  miles,  4  to  10  in.  dia.;  56  hj- 
drants;  meters,  total  number  56,  Trident  6,  Key- 
stone GO,  owned  by  city;  280  services;  pressure, 
dom.  86  lbs.,  fire  aS  lbs.;  cost  to  construct,  $%,• 
000;  bonded  debt,  $20,000;  int.  paid  on  bonds,  4 
per  cent;  cost  of  mtce.,  $360;  works  belong  to 
village. 

MARLBOROUGH,  pop.  1^00;  fire  area,  100 
acres.  Fire  dept.— 1  hose  cart,  1  h.  &  I.  truck, 
1,500  ft.  hose;  value  of  dept.  equipment^  $2,000; 
ann.  exp.  of  dept.,  $1,000;  total  mem.,  75  volun- 
teers. 

Water  Supply — Source,  res.;  56  hydrants: 
mains,  6  miles;  pressure,  dom.  190  lbs.,  fire  190 
lbs.;  cost  to  construct,  $46,000;  works  belong  to 
Co. 

MASSENA,  pop.  3,000;  fire  area,  25  acres;  mer- 
cantile bldps.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood,  1%  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  2  hand  engines,  1  pri- 
vate engine.  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,000  ft;  fire  alarm,  bell;  value  of 
bldgs.,  $600;  ann.  exp.  of  dept,  $100;  total  mem., 
40  volunteers. 

Water  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  direct;  stdp.  cap.  200,- 
OOO  gals.;  quality  of  water,  excellent;  2  pumping 
engines,  class  trip.,  size  11^  x  10,  cap.  per  day, 
1,422,400  gals.;  constructor  Gould;  mains,  cast 
iron,  10  miles,  4  to  8  in.  dia;  74  hydrants,  Lud- 
low and  Darling;  40  valves,  Chas.  Millar  and  Lud- 
low; meters,  total  number  10,  Empire,  4.  Gem  1, 
owned  by  Co.;  500  services;  pipe,  galv.  iron; 
pressure,  dom.  00  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, ISMLpOO;  ann.  cost  of  mtce.,  $2,700;  works 
belong  to  Co. 

MATTEAWAN,  pop.  6,807;  fire  area,  2,660 
acres;  mercantile  bldgs.,  brick  and  wood,  2  to  4 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fire  investigated.  Fire 
dept— 1  comb.  chem.  engine  and  hose  wa^on,  6 
c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  carnage.  2 
horses;  hose,  cotton,  rubber  lined,  good,  1,500  ft; 
fire  alarm,  bell;  value  of  dept.  equipment,  $4,000; 
▼alue  of  bldgs.,  $8,000;  ann.  exp.  of  dept,  $1,000; 
total  mem^  150  volunteers. 

Water  Supply— Source,  mountain  streams,  2 
miles  from  business  center;  system,  gravity:  qual- 
ity of  water,  ^ood;  res.  cap.  125,000^000  gals.,  lo- 
cated at  Melzmgale  credt  beacon  hill;  pumping 
engines,  cap.  per  day  TsOfiOO  gals.,  constructor 
Worthington;  mains,  cast  iron.  15  miles,  4  to  12 
in.  dia.;  100  hydrants:  40  vaives;  meters,  total 
number  000,  Crown  12,  Nash  2,  Union  2.  Trident  0, 
Hersev  Disc  4,  Worthington  ft^uffalo  6,  Pitts- 
burg 2.  Keystone  1,  Lambert  300,  owned  by  vil- 
lage: 300  services :  pipe,  galv.  iron ;  pressure,  dom. 
90  lbs.,  fire  100  lbs.;  cost  to  construct,  $100,000; 
bondea  debt,  $100,000;  int.  paid  on  bonds,  4  per 
cent;  cost  of  mtce.,  $1,000;  works  belong  to  vil- 
lage. 

MAYVILLE,  pop.  1.027;  fire  area,  640  acres; 
mercantile  bldgs.,  wood,  2  stories;  private,  wood, 
2  stories:  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept--4  c.  hand  ex.,  1 
h.  &  1.  truck,  400  buckets,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,400  ft;  fire  alarm, 
telephone  and  whistle;  value  of  dept  equipment, 
$2.1o0;  value  of  bldgs.,  $3,500;  ann.  exp.  of  dept, 
$500;  total  mem.,  GO  volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  dim.,  50  x  12;  pumping  engines,  cap. 
per  day  1,000,000  gals.,  constructor  Buffalo;  mains. 


4  miles,  4  to  8  in.  dia.;  27  hydrants,  Eddy;  If 
valves;  200  services;  pressure,  dom.  oO  lbs.,  fire 
120  lbs.;  cost  to  construct,  $0,000;  ann.  cost  of 
mtce.,  $1,800;  works  belong  to  city. 

MECHANICSVILLE,  pop.  6,760;  fire  area.  400 
acres;  mercantile  bldgs.,  onck  and  wood,  1  to  5 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated:  av.  fire  loss  Ppx"  7£i 
for  8  vrs.,  $15,312;  av.  ins.  for  same  time,  ^4,268. 
Fire  aept— 1  steamer,  6  c.  hand  ex.,  1  h.  &  1. 
truck,  2  hose  wagons,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  5,000  ft.;  fire  alarm,  siren 
whistle;  value  of  dept  equipment,  $6,000;  value  of 
bldgs.,  $9,000;  total  mem.,  180  volunteers;  John 
Kennedy,   chief. 

Water  Supply— Source,  brooks,  4  miles  from 
business  center;  system,  gravity;  stdp.  cap.  2,000 
gals.,  dim.  28  X  «l,  material  used  in  cons,  cast 
iron;  quality  of  water,  fair;  res.  cap.,  90,000,000 
gals.;  pumping  engine,  cap.  per  dav,  2,000  gals.; 
mains,  cast  iron,  22  miles,  o  to  lo  in.  dia.;  8o 
hydrants;  106  valves;  meters,  total  number  920, 
owned  by  consumer;  006  services;  pipe,  galv. 
iron;  pressure,  dom.  65  lbs.,  fire  85  Ids.;  con- 
sumption per  OAy,  650,000  gals.:  cost  to  construct, 
$163,000;  bonded  debt,  $122,000;  int  paid  on  bonds, 
3.75  per  cent;  cost  of  mtce.,  $4,000;  works  belong 
to  city. 

MEDINA,  pop.  6,385;  fire  area,  1,264  acres;  mer- 
cantile bldgs..  stone,  brick  and  wood.  8  stories; 
private,  woodf,  2  stories;  wooden  roofs  not  per^ 
mitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
steamer,  1  hand  en^ne,  1  h.  &  1.  truck,  1  hose 
wagon,  1  hose  carriage,  2  horses;  hose,  cotton, 
rubber  lined,  good,  2,500  ft.;  inferior,  all  kinds, 
450  ft;  total  hose,  2,950  ft;  fire  alarm.  Game- 
well,  14  boxes;  value  of  dept  equipment,  $7,500; 
value  of  bldgs.,  $40,000;  ann.  exp.  of  dept.  $5,000; 
total  mem.,  108,  paid  full  time  2,  paid  part  time  6, 
volunteers  100. 

Water  Supply— Source,  driven  wells;  system, 
pump  to  res.,  to  stdp.  and  direct;  stdp.  cap.,  258.- 
500  gals.;  constructors  of  new  res.,  L.  J.  Richard- 
son Co.;  cap.,  589.437  gals.;  2  pumping  engines, 
cap.  per  day  1,000,000  Kals.,  constructor  Snow; 
mains,  cast  iron,  14^  miles,  4  to  12  in.  dia..  Tack- 
son,  Woodin;  126  hydrants,  Ludlow  and  Eddy; 
pressure  dom.  30  to  50  lbs.,  fire  75  lbs.;  consump- 
tion per  day,  400,000  gals.,  per  capita  70  gals. ;  cost 
to  construct,  $110,000;  works  belong  to  town. 

MEXICO,  pop.  1,249:  fire  area.  25  acres;  bldgs., 
brick  and  wood,  2  stories;  woodeen  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  deept— 1  steamer,  1  hand 
engine,  1  h.  &  L  truck,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  2,000  ft;  inferior,  all 
kinds,  1.600  ft;  total  hose,  8,500  ft;  fire  alarm, 
bell;  value  of  dept  equipment  $5,500;  value  of 
bldgs.,  $600;  total  mem.,  28  volunteers;  J.  H. 
Aldrich,  chief;  underwriters'  rating,  second  class. 

Water  Supply— Source,  creek;  system,  pump 
direct;  mains,  4  blocks;  4  hydrants;  8  services; 
works  belong  to  village. 

MIDDLEBURG,  pop.  1,135;  mercantile  bldgs., 
brick  and  wood,  2  and  8  stories;  private,  bnck 
and  wood,  2  stories.  Fira  dept.— 1  steamer,  1  h. 
&  1.  truck,  1  hand  engine,  4  hose  carriages;  hose, 
cotton,  rubber  lined,  iood,  1,150  ft;  ruM)er,  good, 
600  ft;  total  hose,  1,660  ft;  fire  alarm,  bell;  value 
of  dept.  equipment,  $5,500;  value  of  bldgs.,  $1,500; 
ann.  exp.  of  dept,  $260;  total  mem.,  70  volunteers. 

Water  Supply— Source,  brooks,  2^  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  140,000  gals.:  1  pumping  engine, 
class  dup.^  cap.  per  day  300,000  gals.,  constructor 
Snow;  mams,  cast  iron,  5  miles,  4  to  10  in.  dia.; 
36  hydrants;  20  valves;  110  services;  pipe,  iron; 
pressure,  dom.  72  lbs.,  fire  72  lbs.;  consumption 
per  day,  160,000  gals.;  bonded  debt,  $20,000;  int 
paid  on  bonds,  5  per  cent;  cost  of  mtce.,  $360; 
works  belong  to  Co. 

MIDDLEPORT,  pop.  1,431;  fire  area,  200  acres; 
bldgs.,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept— 1  steamer,  2  c.  hand  ex.,  1  h.  &  L 
truck,  1  hose  wagon,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  1,500  ft.;  fire  alarm,  bell, 
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1  box;  value  of  depL  equipment.  |3»000 rvalue  of 
bldgs.,  16,600;  ann.  exp.  of  dcpt.,  |«25;  total 
mem.,  60  volunteers. 

Watir  Supply— Source,  canals,  creeks  and 
ponds. 

MIDDLETOWN,  pop.  19.682;  fire  area.  2,330 
acres;  mercantile  bldgs..  brick  and  wood,  2  to  5 
stones;  private,  brick  and  wood,  3  stories;  wood- 
en  roots  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  hand  engine.  6  c.  hand  ex.,  2  h.  & 
1.  trucks,  8  hose  wagons,  9  hose  carriages,  1  comb, 
c.  &  h.  wagon.  5  horses;  hose,  cotton,  rubber 
lined,  good,  &,400  ft.;  inferior,  all  kinds.  3,500  ft.; 
total  hose,  8,900  ft;  fire  alarm,  bells  and  whistle, 
52  Gamewell  boxes;  value  of  dept.  equipment,  $13,- 
500:  value  of  bldgs.,  $33,500:  ann.  exp.  of  dept, 
$8,000:  total  mem.  294,  paid  full  time  3,  paid  part 
time  o,  volunteers  286. 

Water  Supply— Source,  springs,  2  to  5  miles 
from  business  center;  system,  gravity;  filtration 
system,  N.  Y.;  quality  of  water,  good;  res.  cap. 
1,246,881,999  gals.:  mams,  cast  iron,  42  miles,  4 
to  24  in.  dia.;  332  hydrants;  325  valves;  meters, 
total  number  148,  Crown  68,  Nash  1,  Gem  7,  Tri- 
dent 2,  Thomson  57,  Lambert  13,  owned  by  city; 
2,756  services:  pipe,  galv.  iron  and  lead;  pressure, 
dom.  30  to  80  lbs.,  fire  40  to  90  lbs.;  consumption 

Kr  day,  2.500,000  eals.;  cost  to  construct,  $690,600: 
nded  debt,  $444,000;  int  paid  on  bonds,  8%  and 
4  per  cent;  cost  of  mtce.,  $5,500;  works  belong  to 
city. 

MOHAWK,  pop.  2,028;  fire  area,  800  acres; 
mercantile  bldgs.,  brick,  2  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
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ft;  fire  alarm,  bell;  value  of  dept  equipment, 
$4,000;  value  of  bldgs.,  $1,500;  ann.  exp.  of  dept, 
$300;   total  mem.,  w  volunteers. 

Water  Supply— Source,  springs,  H  mile  from 
business  center:  system,  pump  to  stdp.;  stdp.  cap. 
75,000  gals.,  builder  Phoenix;  3  pumping  engines, 
cap.  per  dav  1,100,000  gals.,  constructor  Gorden, 
Rumsey  and  Deane;  mains,  iron.  6  miles,  4  to  8 
in.  dia.,  Millar;  50  hydrants,  Galvin;  36  valves; 
meters,  total  number  82,  Crown  7,  Pittsburg  26, 
Empire  23,  Nash  10,  Trident  3,  Hersey  2,  Gem  2; 
250  services;  pipe,  iron;  pressure,  fire  85  to  96  lbs.; 
cost  to  construct,  $34,000;  int.  paid  on  bonds,  4 
per  cent;  ann.  cost  of  mtce.,  $6,000;  works  belong 
to  village. 

MONTGOMERY,  pop.  973;  fire  area,  1,000 
acres;  bldgs.,  wood,  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 2  hand  engines, 
1  h.  &  1.  truck,  2  hose  carnages;  hose,  cotton, 
rubber  lined,  good,  1,000  ft;  interior,  all  kinds,  500 
ft;  total  hose,  1,600  ft;  fire  alarm,  bell;  value  of 
dept  equipment  $3,000;  value  of  blags.,  ^,500;  ann. 
exp.  of  dept,  $i26;  total  mem.,  70  volunteers. 

Water  Supply— Source,  wells,  H  mile  ^'om 
business  center;  system,  pump  to  stdp.  and  di- 
rect; stdp.  cap.  160,000  gals.,  dim.  26  x  100,  mate- 
rial used  in  cons,  steel,  builders  Strullers  Well 
Co.;  quality  of  water,  good;  2  pumping  engines, 
class  comp.,  cap.  per  day  750,000  gals.,  constructors 
Worth ington  and  Camer;  mains,  cast  iron.  4  miles, 
4  to  8  in.  dia.;  84  hydrants;  18  valves;  meters,  total 
number  2,  owned  by  village;  130  services;  pipe, 
lead  and  galv.  iron;  pressure,  dom.  60  lbs.,  fire  60 
lbs.;  consumption  per  day.  40,000  gals.;  cost  to 
construct,  $26,000;  bonded  debt.  $25,000;  int.  paid 
on  bonds,  4  per  cent;  cost  of  mtce.,  $1,000;  works 
belong  to  village. 

MONTICELLO,  Sullivan  Co.,  pop.  1.160; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  stones; 
private,  brick  and  wood.  2  and  3  stories:  wooden 
roofs  not  permitted.  Fire  dept.— 1  hand  engine, 
8  c  hand  ex.,  1  h.  &  1.  truck,  3  hose  carriases; 
hose,  cotton,  rubber  lined,  good  850  ft.;  rubber, 
good  600  ft;  total  hose,  1,350  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $4,000;  value  of  bldgs., 
$3,800;  total  mem.,  90  volunteers. 

Water  Supply— Source,  lake,  VA  miles  from 
business  center;  systeni,  pump  to  stdp.;  stdp.  cap. 
200,000  gals.,  builders  Tippett  and  Wood;  pump- 
ing engines,  cap.  per  day  750,000  gals.,  constructor 


Snow;  mains,  cast  iron,  6  miles,  4  to  8  in.  dix; 
60  hydrants,  Mathews;  400  services;  pipe,  cast 
iron;  pressure,  dom.  62  lbs.,  fire  110  lbs.;  cost  to 
construct  $36,000;  int  paid  on  bonds,  4  per  cent; 
ann.  cost  of  mtce.,  $3,611;  works  belong  to  Co. 

MONTOUR  FALLS,  pop.  1,200:  fire  area,  480 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and 
3  stories:  private,  wood,  2  stories;  wooden  roois 
permitted  in  fire  area:  fireworks  ord.;  caoses  of 
fires  investigated.  Fire  dept— 1  c.  engine,  1  hand 
engine,  2  c  hand  ex.,  1  h.  &  L  truck,  2  bote  car- 
riages; hose,  cotton,  rubber  lined,  good,  900  ft; 
inferior,  all  kinds,  300  ft;  total  hose,  1,200  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment 
$3,000;  value  of  bldgs.,  $3,500;  ann.  exi».  of  dept^ 
$600;  total  mem.,  80  volunteers. 

Water  Supply— Source,  wells  and  creek,  l\ 
miles  from  business  center;  system,  gravity  to 
res.:  res,  cap.,  10,500,000  gals.;  niains,  cast  iron. 
7  miles,  4  to  8  in.  dia.M^fCMtu'e,  fire  60  to  70  lbs.; 
cost  to  construct,  $36,000. 

MORAVIA,  pop.  1,489;  bldgs.,  brick,  S  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept 
—2  c.  hand  ex.,  1  h.  &  L  trucks,  4  hose  carriages; 
hose,  cotton,  rubber  lined,  good  1,800  ft. ;  inferior, 
all  kinds,  100  ft;  total  hose,  1,900  ft;  fire  alarm. 
bell;  value  of  dept  equipment,  $4,500^  value  of 
bldgs.,  $3,600;  ann.  exp.  of  dept,  ISSO;  total 
mem.,  75  voltmteers. 

Water  Supply— Source,  springs,  4  miles   from 


.  pipe 
galv.  iron;  pressure,  dom.  75  to  86  lbs.,  fire  i»  to 
85  lbs.;  cost  to  construct  $60,000;  bonded  debt 
$20,000;  int  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $600:  works  belong  to  Co. 

MORIAH,  pop.  1,400;  bldgs.,  brick  and  wood. 
2  stones.  Fire  dept— 1  hand  engine;  hose,  cot- 
ton, rubber  lined,  good  800  ft.;  value  of  dept 
equipment,  $250;  total  mem.,  25  volunteers. 

Water  Supply— Source,  lar^^e  well  in  center  of 
village;  287  ft  of  3-in.  galv.  iron  pipe. 


MOUNT  KISCO,  pop.  1,346;  fire  area.  1.280 
acres;  mercantile  bldgs.,  wood  and  brick,  3  and 
4  stories:  private,  wood,  2  stories;  wooden  roofs 
permitted;  causes  of  fiires  investigated.  Fire  dept 
—1  hand  engine,  1  h.  &  1.  truck,  4  hose  reels; 
hose,  cotton,  rubber  lined,  good  2,000  ft;  in- 
ferior, all  kinds,  600  ft;  total  hose,  2,600  ft.:  fire 
alarm,  bell;  value  of  dept  equipment,  I24S0; 
total  mem;,  66  volunteers. 

Water  Supply— Source,  wells,  dstenu,  brooks; 
mains,  5^  miles,  4  in.  dia.;  18  hydrants. 

MOUNT  MORRIS,  pop.  2,800;  fire  area,  400 
acres;  mercantile  bldgs.,  brick,  2  stories;  private, 
wood  and  brick,  2  stories;  wooden  rocita  per- 
mitted; no  fireworks  and  combustibles  ord.  Fire 
dept— 6  c  hand  ex.,  1  h.  &  L  truck,  2  hoae  carta, 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
8,000  ft:  fire  alarm,  bell;  value  of  dept.  equip- 
ment, $2,000;  value  of  bldgs.,  $5,000;  ana.  cacp.  of 
dept,  $300:  total  mem.,  80  volunteers. 

Water  Supply— Source,  sprinip;  system,  grav^ 
itv;  res.  cap.,  1,025,000  gals.;  mams,  6  miles.  4  to 
10  in.  dia.;  37  hydranU,  Mathews,  Wood ;  & 
valves;  meters,  total  number  15;  S36  service*: 
pressure,  fire  45  to  60  lbs.;  cost  to  oonstmci, 
$60,000;  ann.  cost  of  mtce.,  $760;  works  belong  ta 
Co. 

MOUNT  VERNON,  pop.  81,700;  fire  area.  6  «q- 
miles;  mercantile  bldgs.,  brick  and  wood,  S  and  4 
stories;  private,  wood,  2%  and  8  stories;  wooden 
roofs  permitted  outside  fire  limit;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
fire  loss  for  1908,  $488,750;  ins.  for  sanac  time. 
$401,400.  Fire  deot— 2  steamers,  1  aerial  track. 
4  comb,  wagons.  2  h.  &  1.  trucks,  3  hose  wagons. 
20  horses:  nose,  cotton,  rubber  lined,  Kood,  3.509 
ft.;  fire  alarm.  57  transmitter  signal  calls,  3  belts. 
1  whistle,  Gamewell.  31  boxes;  ann.  exp.  of  depc. 
$23,000;  total  mem.,  433  volunteers;  value  of  equip- 
ment, $125,000;  value  of  dept,  $200^000. 

Water  Supply— Source,  river,  brook,  5  miles 
from  business  center;  system,  pump  to  stdp.;  stdp. 
cap.,  475,000  gals.;  res.  cap.,  113.000.000  gals.. 
pumping  engines,  cap.  per  day  12.500,000  itals^ 
constructors  Worthington,  Deane;  mains,  cast  iron. 
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t  bJdgB., 


).  i.ois:  1 


pH*Btc,  wood,  t  Blorici;  wooden  rooti  permitted: 
fiiewoilia  and  combuKible*  ord.  File  dept.— 1 
hmnd  CDgJne,  1  h.  &  L  trucli.  3  hoie  cinUKCi; 
hoic,  cotiOD,  lubber  lined,  lood  1,I<»  It;  inlenoi, 
■11  kisdi.  600  It;  total  hoae,  1.100  (L;  Gre  *Urm, 
bell;  value  ol  dept.  equipiBcnt,  tl.OOO:  Tklue  of 
bldn..  WW;  total  mcin.,  UTolunteen. 

Watu  Sur  ply— Source,   aprinsi.  t  milea   from 

" ■ ter;  mdetn,  granity;  quility  of  water. 

Ip.  1,«I0,«KI  gall.,  Ic— — ■  '  -■'—  ' 


dia.;  N 


bTdranti;  It  Ktvicea:  inpe,  iioo:  prcuure,  dom. 
Gfi  Ibi.,  fire  ion  Ifaa.;  eon  to  coutlruel.  m,£00; 
bonded  debt,  128.000;  int.  paid  on  bondi,  1  per 
cent;  coat  ol  mtce.,  tUO;  worlu  belong  to  vilEaie. 


fire  area;  firewoilit  and  combusdblei  ord.i  cauiei 
of  £rt>  invealigated.  Fire  dept.— 1  hand  enaine. 
2  c.  eniinei.  2  c.  hand  ex..  1  b.  &  1.  truck.  S  hole 
carriaiei,  1  comb.  e.  &  h.  wagoa,  i  horHi;  hoie, 
cotton,  rubbfr  lined,  Bood,  f.300  it.;  fire  alarm, 
whiille,  13  boxes;  value  of  depl.  equipment. 
17.500:  value  of  bldg»..  t!6,000;  ann.  exp.  of^dcpi., 
J1.600;  lottl  mem  IBO,  paid  full  time  1,  volunteers 
14S. 

Watei  SurrLT— Source,  iprinci.  1^  milci  from 
buaineai  center:  »«em,  pump  to  aidp.;  itdp.  cap. 
SSO.0O0  gala.;  quality  of  water,  good;  I  uumpins 
enginei.  IK-in.   pipe.  cap.  per  day,  2.OO0.00O  lali., 

miles™*  10  12  in.  dia.;  1!7  hjdra'nts;'lOo' valves; 
meters,  total  Domber,  604;  owned  by  dly  and  con- 
sumer: 720  aervLces.  pipe,  galv.  irnn;  pressure, 
dom.  ee  lbs.,  fire  lOO  lbs. ;  consumption  prr  day. 
SSO.OOO  eals.;  cost  of  mtce.,  11.989;  works  belong 
to  village. 

NEW  BERLIN,  pop.  l.XW;  mercantile  bldaa., 
brick  and  wood,  1  to  B  atoriea;  private,  wood.  I 
■toriei;  wooden  roofa  permitted  in  fire  area;  causes 
ot  fires  inieatigated.  Fire  dept.— B  c.  >iand  *>:..  1 
b.  &  1.  track,  I  hoae  carriagei^;  hose,  coei.'h.  :vA- 
her  lined,  good,  2,000  ft.;  inleri.-,r,  all  km.I,.  ii.'"i 
ft.;  total  hoie,  8,000  ft.;  fire  H.i.m,  l.fll;  v.iU,..  ..I 
dept.  equipment,  13,000:  faloe  of  li'.lnv  1L<'". 
■nn.  exp.  of  dept,  |40O;  total  mrm..  75  volunlcci^. 

Watik  StJPFLT— Source,  apring  and  bruuk^,  ■■■: 
mile  from  buainea*  center;  irsiem.  graviiy:  <|lj:i1' 
ity  of  water,  soft;  rea.  cap.,  ll.OOO.OOO  sals.;  mair.-.. 


iron,  S  i 


■ralv.  itoD;  pretsure,  fire  UO  to  IS  lb*.;  coatump- 
tion  pet  day,  100,000  gala.;  loit  to  conitraoi,  HO,- 
(XXI:    bonded     debt.   ^,000;   coat    of   mtce.,    $300; 


e  bldga.,  brick  and  wood.  2  K 


^ubter; 


7,000  fl.;  io- 


lined.  good,  2.600  ft.;    ,^u.  .  .  „    ._.    

ferior.  all  kinds.  3,100  ft.;  total  hose,  12.000  -... 
fire  alarm,  bell  and  telephone;  value  of  depL 
equipment,  K&m;  "'««  of  bidgi.,  K6.000:  ann. 
enp.  of  dept,  R0.4O0;  total  mem.,  S50  volunteeri. 
WAiia  Supptr-Source.  welli,  supplying  also 
West  New  BHghton,  Port  Richmond.  Uarinerj. 
Harbor,  New  Springrille:  ayalem,  pump  to  rea. 
and  direct;  rea.  cap..  I.OOO.OOO  gala.;  pumping  en- 
ginea,  cap.  per  day  8.000,000  gala.;  conatniclori 
Knowlea.  Holly,  Wonhington;  maina,  cast  iron, 
76  milea.  i  to  20  in.  dia.;  Oil  hydrants,  Eddy, 
Johnson,  Rensselaer;  RensBclier  valves:  melera 
owned  by  consumer  and  Co.;  pipe.  galv.  iron: 
pressure,  dom.  90  Iba.,  fire  90  Iba.;  works  belong 

NEWBURGH,    pop.    K.GOO:    fire    area,    4    H. 
milea;  mercantile  bidgs.,   atone,  brick   and  wood, 


1  to  T  ttories;  private,  atone,  brick  and  wood,  3 
aioriea;    wooden    roof*    permitted    in    fire    area; 

erg.  1  c.  engine,  1  comb,  c,  &  b.  wagon.  It  c.  hand 
ex.,  1  aerial  truck,  1  fireboat,  8  h.  &  1.  trucka.  B 

riBVe8T'^l'"lioraea?*ho>e,*'"ilon7'rHbber'"lined, 
good,  4,4G0  ft.:  inferior,  all  kinds,  l^SGO  ft.;  total 
hose,  7,7E0  It.:  fire  alarm,  bell  and  electric,  32 
boxea;  value  ot  depl.  equipment,  $35,000;  raluc  ot 
bldg).,  K&,000;  ana.  exp.  of  dtpl.,  tl2,m»:  toul 
mem.  ESO.  paid  lull  time  1,  volunteera  BBS. 
Watik  SurPLi— Source,  lake,  i  milea  from  busi- 

ily  of  water',  good;  res  cap,  i.EOO.OKl  gala.,  fouled 
northwestern  part  of  city;  2  pumping  pnginei. 
claas  comp..  cap.  per  day  S.MO.OOO  gars.;  mains, 
cast  iron.  41.8  miles,  4  to  S4  in.  dia.;  STI  hydrants; 
53fi  valves;  meters,  total  number  182.  owned  by 
city;  4.387  lervicea;  pipe,  lead:  prtssure.  20  to  IM 
lb*.;  consumption  per  day.  5.000,000  gala;  coat  of 
mice.,  tlS,0UU;  wor^  belong  to  city. 
NEW  DORP  (Greater  New  Vork),  fire  area,  4,480 
wood,'  2  stories;  wooden 'roofs  permitted:  fireworks 


rubber,  good  100  ft.;  total  hose,  750  it.;  Gre  alarm, 
bell;  value  ot  dept.  equipment.  tl.OOO;  value  at 
bIdgs..  t&HO;  ann.  exp.  of  depl.,  $360;  total  mem., 

wIiu'suVpLY-Source.  wells,  U  mile  from 
buaineaa  center;  lyatem,  pump  to  aldp.;  ttdp.  cap., 
900,000  gala-i  2  pumping  eagincs,  cap.  per  day 
700.000  gala.,  constmetor  Worthiogton;  mains,  ) 
milea,  4  to  g  in.  dia.:  19  hydranta,  Ludlow;  meters, 
total  number  2;  127  aervices;  preaaure,  dom.  60 
lbs.  fire  60  lbs.;  coat  to  construct,  $23,000;  int. 
il.200°"wor''ka  *belonVto*Co'.  *'"''   '*'""'  •*- 

NEW    HARTFORD,    pnn     1  an-    fire    fH..    WW 
■crea:  mercantile  bidgs.,  b 
private,  brick  and  wood, 
permitted  in  fire  area;  fire 

&  1.  track,  1  supply  wagoori  hose  wagun,  a  nuse 
carriages;  hose,   cotton,  rubber  lined,  good,  1,800 

ti.^]\tLT2i  bldai.,^MO-'  ann.''eip.''of''"e"t!: 
$«»:  total  mem..  50  volunteera. 

Watek  ScrrLT— Source,  creeka  and  aprings,  1 
miles  from  batinest  center:  ayatem,  gravity; 
quality  of  water,  good;  res.  cap.  G.EOO.OOO  gals.: 
mains,  cast  iron.  OU  miles.  J  to  12  in.  dU.;  S4 
hydrants.  Ludlow;  IT  valves.  Ludlow;  pipe,  lead; 
preaanie,  dom.  SO  to  100  tba.,  fire  tO  to  100  lb>.: 
eonaumption.  per  day  60,000  gals.,  per  capita  50 
gala.;  coat  to  construct,  |46,0I»;  worlia  belong  to 

NEW  PALTZ,  pop.  1,074;  fire  area,  640  acres; 
mercantile  bldgs..  brick  and  wood,  2  and  3  itories; 
private,  stone,  brick  and  wood.  2  and  8  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks 
and  combustibles  ord.:  causes  of  fire*  investigated. 
Fire  dept.-2  c.  hand  ex.,  1  h.  &  1.  truck,  f  hose 
irriage;  hoae,  cotton,  rubber  lined. 
'  '■  '  'listle;  value 
I.  of   dept., 


i,  2  stories 
•oden  roof 

jmbustiblei 

ed.    Fire  dept.— 1  h 


good.  1.000  ft.;  fire 

$125  ;*l'oia1*m"ilm"  Bo'VolunlH 

Ity:  rea.  cap.,  700,000  ga'is.;  main's,  can  iron.  G 
miles.  4  to  10  in.  dia.,  Millar;  3G  hydrants,  Eddy; 
23  valvea;  48  aervices;  pressure,  dom.  120  lbs.. 
fire  140  tbs.:  coal  to  construct,  $50,000;  works 
belong  to  Co. 

NEW  ROCHELLE,  pop.  10,480:  Gre  area,  2.TG0 


'    bl^ga 


to    6   a 


hose  wai^ons.  12  c.  hand  ex..  IS  horses;  hose,  cot- 
ton, robber  lined,  good,  5,060  ft.:  inferior,  all 
kinds.  2,000  ft.:  total  hose.  7,060  ft.;  fire  alarm, 
whistle  and  bell.  49  boxea;  value  of  dept.  equip- 
ment. SS2.700;  value  of  bldgs..  }S1,000:  ann.  exp. 
of  dept..  124.000;  total  mem.  354.  paid  full  time  16, 

"'waV/s  SupplV-Soui^''  river,  3H  miles  from 
business  center;    system,   pumping  to   itdp.;  stdp. 


B-320 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY-NEW    YORK. 


cap.  1,986.700  gals.,  dim.  84  x  44.  140  x  25,  60 
X  60.  located  one  at  station,  one  in  town,  one 
at  Tuckahoe,  material  used  in  cons,  steel, 
builders  Tippett  and  Wood  and  Logan  Iron 
Works;  quality  of  water,  good;  res.  cap. 
432,000,000  gals.,  located  at  city  line;  2  pump- 
ing engines,  class  comp.  hor.  dup.,  cap.  per  day 
8,600,000  gals.,  constructor  Henrv  B.  Worthing- 
ton,  Knowles;  mains,  cast  iron,  119H  miles,  4  to  Z4 
in.  dia.;  737  hydrants^  Ludlow;  Ludlow  valves; 
meters,  total  number  5,063,  Crown  2,616,  Gem  60, 
Hcrscy  Disc  60,  Thomson  60,  Worthington  6,  Tri- 


capita  49  gals.;  cost  to  construct,  $2,000,000;  ann. 
cost  of  mtoe.,  $62,000;  works  belong  to  Co. 

NEWTOWN  (Greater  New  York),  fire  area,  16,- 
860  acres;  mercantile  bldgs.,  brick  and  wood,  2 
and  3  stories;  private,  wood,  2  and  3  stories; 
wooden  roofs  permitted.  Fire  dept. — 6  steamers, 
1  c.  engine,  6  c.  hand  ex.,  7  b.  &  l.  trucks,  2  hose 
wagons,  1  hose  carriage,  42  horses;  hose,  cotton, 
rubber  lined,  good,  2,000  ft.;  rubber,  good,  6,000 
ft;  total  hose,  11,4^0  ft.;  fire  alarm,  Gamewell,  78 
boxes;  ann.  exp.  of  dept.,  $6,000;  total  mem.,  673 
volunteers;  underwriters*  rating,  second  class. 

Watbe  Supply — Source,  wells;  system,  pump 
direct;  stdp.  cap.  192,000  gals.,  builders  Wood  A 
Co. ;  pumpmg  engines,  class  comp.  dup.,  cap.  per 
day  11,600,000  gals.,  constructor  Worthington: 
mains,  cast  iron,  66  miles,  4  to  16  in.  dia.;  41o 
hydrants:  meters,  toul  number  1,900;  8,287  sef^ 
vices;  pipe,  galv.  iron;,  pressure,  dom.  46  lbs., 
fire  90  lbs.:  cost  to  construct,  $200,000;  int.  paid 
on  bonds.  6  per  cent;  ann.  cost  of  mtce.,  $88,000; 
works  belong  to  city. 

NEW  YORK  CITY  CBoroughs  of  Manhattan 
and  Bronx)  pop.  2,610,447;  fire  area.  40,000  acres; 
mercantile  Didgs.,  bride,  stone  and  iron,  3  to 
48  stories;  office  bldgs.,  brick,  stone  and  iron,  8  to 
20  stories;  private,  brick,  stone  and  wood  inside, 
8  to  12  stories;  no  wooden  or  frame  bldga.  allowed 
or  permitted  below  165th  street;  fireworks  State 
law;  fires  investigated  by  fire  marshal.  Fire  dept 
115  steamers,  4  comb.  c.  &  h.  wasons.  98  hose 
wagons.  18  hose  reels,  20  aerial  trucks,  84  h.  &  1. 
trucks,  7  c  engines,  2  searchlight  engines,  6  water 
towers,  48  chiefs'  wagons,  88  fuel  wagons,  208  c 
hand  ex.,  086  horses;  hose,  cotton,  rubber  lined. 
1  to  6  in.,  312,486  ft.;  fire  alarm,  Gamewell,  1,389 
street  boxes,  of  which  900  are  connected  under- 
ground, special  signals  of  all  kinds,  including  the 
pneumatic  and  automatic,  8,008;  department  in 
charge  of  commissioner;  total  mem.,  8,410,  paid 
full  time. 

Watik  Supply— Source,  rivers,  82  miles  from 
business  center;  system,  gravity,  pump  to  res.  and 
to  4  stdps.:  dim.  6  x  134,  6  x  170,  6  x  186  and  1 
of  47,000  gals,  cap.,  builder  Worthington;  res.  cap. 
2.000.000,000  gals. ;  l6  pumping  engines,  cap.  per  day 
122,000,000  gilt.,  constructors  Worthington,  Blake; 
mains,  cast  iron,  1,206  miles.  6  to  48  in.  dia.,  War- 
ren, Camden,  McNeal;  16,600  hydrants;  11,600 
valves:  meters,  total  number  87,000,  Crown,  Thom- 
son. Worthington.  Trident,  Nash;  pressure,  dom. 
16  lbs.,  fire  100  lbs.;  ann.  cost  oi  mtce.,  about 
$1,000,000;  works  belong  to  city. 

NEW  YORK  MILLS,  pop.  2,668;  mercantile 
bldgs.,  brick;  private,  wood,  2  stories;  wooden 
roots  permitted;  no  fireworks  ord.;  fires  investi- 
gated. Fire  dept.— W  c.  ex.,  8  hose  carriages; 
hose,  6,000  ft.;  8  fire  pumps.  The  above 
apparatus  is  the  property  of  the  New  York 
Mills,  a  manufacturing  corporation.  In  addition 
to  the  above  is  the  Yorkville  Fire  and  Hose  Co.. 
located  at  lower  New  York  Mills,  1  hand  engine, 
1  hose  cart,  800  ft.  of  good  hose;  40  members. 

WATxa  Supply— Source,  supplied  by  Whitestown 
Water  Co.,  1  mile  from  business  center;  res.  cap., 
1.000,000  gals.;  mains,  cast  iron.  3  miles,  4  to  8 
m.  dia.;  26  hydrants;  pressure,  fire  76  lbs. 

NIAGARA  FALLS,  pop.  26,669;  fire  area,  1,600 
acres;  mercantile  bldgs.,  wood,  brick  and  stone,  3 
and  6  stories;  private,  wood,  brick  and  stone,  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept. — 1  steamer,  second 
size;  6  comb.  c.  &  h.  wagons,  17  c.  hand  ex.,  3 
h.  8(  1.  trucks.  1  chief's  wagon,  6  exercise  wagons, 
1  chief's  sleigh,  2  hose  carriages,  24  horses;  hose, 


cotton,  rubber  lined,  9,400  ft;  fire  alarm.  Game- 
well,  80  boxes;  value  of  dept.  equipment,  $34,000; 
value  of  bld^s.,  $30,000;  ann.  exp.  of  dept.,  $48^460: 
paid  full  time  37;  underwriters'  ratmg,  second 
class. 

Watxe  Supply— Central  and  north  part  of  at^, 
source,  river,  1  mile  from  business  center;  sjs- 
tem,  pumping  engines,  cap.  per  day  10,000^090  gals., 
constructor  Worthington;  mains,  cast  iron,  36 
miles,  4  to  24  in.  dia.;  SB5  hydrants.  Holly;  meters, 
total  number  960,  3.400  services;  pipe,  lead;  pres- 
sure, fire  100  to  130  lbs.;  cost  to  construct,  $300,- 
000;  bonded  debt,  1181,000;  int  naid  on  bonds,  4  per 
cent;  ann.  cost  of  mtce.,  $20,000;  works  belong  to 
citv. 

WATxa  Supply— Of  south  part  of  city,  source, 
river,  1  mile  from  business  center;  system,  pump 
direct;  stdp.  cap.  '^,984  gals.,  builder  Con- 
ningham;  pumping  engines,  cap.  per  day 
6,600,000  gafs.,  constructor  Snow;  mams,  cast 
iron.  17H  miles,  4  to  16  in.  dia..  Wood,  Mfllar. 
Buffalo;  81  hvdrants,  Eddy,  Holly;  meters,  total 
number,  87,  Nash,  Thomson;  pressure,  dom.  60 
lbs.,  fire  120  lbs.;  cost  to  construct,  $800,000;  ann. 
cost  of  mtce.,  $6,000;  works  belong  to  Co. 

NORTH  OLEAN.  pop.  1,761;  fire  area.  613 
acres;  mercantile  bldgs.,  wood  and  iron,  2  and  3 
stories;  private,  wood,  2  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord 
Fire  dept— ^1  hose  wagon,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,100  ft;  fire  alarm, 
whistle,  9  boxes;  value  of  dept  equipment,  $1«0^; 
value  of  bldgs..  $1,600;  total  mem.,  40  volunteers; 
underwriters  rating,  third  daas. 

Water  Supply— Gravity  system  from  wells 
pumped  to  res.;  mains.  ^  mile,  6  in.  dia.,  Addys- 
ton;  61  hydrants,  Ludlow;  pressure,  fire  80  lbs.; 
cost  to  construct,  $3,000;  works  belong  to  Co. 

NORTHPORT,  pop.  2430;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  3  stories:  pri- 
vate, wood,  2^  stories;  wooden  roofspermitted; 
no  fireworks  and  combustibles  ord.  Fire  dept— 
6  c.  hand  ex.,  2  h.  &  1.  trucks,  1  aerial  truck,  3 
hose  carriages;  hose,  cotton,  rubber  lined  good, 
1,800  ft;  fire  alarm,  steam  whistle;  value  of  dept. 
equipment,  $3,000;  value  of  bldgs.,  $10,000;  ann. 
exp.  of  dept.,  $600;  total  mem.,  90  volunteers. 

Watxr  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  360,000  gals.;  pumping  engines,  cap. 
per  day  160.000  gals.,  Worthington;  mains,  steel 
and  cast  iron.  5  miles,  3  to  10  in.  dia.,  Abendrotn 
&  Roth;  42  hydrants.  Drummond,  Wood.  Fox: 
pressure,  dom.  40  lbs.,  fire  80  lbs.;  cost  to  con- 
struct, $(36,000;  works  belong  to  Co. 

NORTH  TARRYTOWN,  pop.  4,700;  mercantile 
bldgs.,  brick  and  wood,  4  stories;  private,  brick 
and  wood,  8  stories;  wooden  roofs  not  Mrmitted  in 
fire  area;  causes  of  fires  investigated,  rire  dept— 
1  fire  patrol,  2  c  hand  ex.,  1  h.  &  L  tmck,  1  hose 
wagon,  3  hose  carriages,  8  horses;  total  hose. 
2,500  ft. ;  fire  alarm,  bell;  value  of  dept  equipment. 
$6,000;  value  of  bldgs.,  $6,000;  ann.  exp.  oi  dept, 
$4,000;  total  mem.,  150  volunteers. 

Water  Supply— Source,  river;  system,  pnonp  to 
res.;  stdp.  cap.  16,000,000  gals.,  builder  J.  M.  Low: 
res.  cap.,  136,000^000  gals.;  pumping  engines,  cap. 
per  day  7,000,dOO  gals.,  construetora  Dcsac; 
Worthington;  mains,  60  miles,  4  to  80  ia.  din.. 
Wood,  MilUr;  360  hydrants.  Wood;  60  TnlTes; 
meters,  total  number  300,  Crown;  900  services; 
pressure,  dom.  100  lbs.,  fire  150  lbs.;  cost  to  coo- 
struct,  $600,000;  ann.  cost  of  mtce.,  $8,000;  works 
belong  to  Co. 


NORTH  TONA WANDA,  pop.  104S7;  fire 
3,840  acres;  mercantile  bldgs.,  brick  and  wood,  1 
and  2  stories;  private,  wood,  2  and  3  stories; 
wooden  roofs  permitted;  fireworks  and  coaabusti- 
bles  ord.;  causes  of  fires  investigated.  Fire  dept. 
—1  steamer,  1  h.  &  1.  truck,^  6  hose  wagons.  9 
horses;  hose,  cotton,  rubber  lined,  11,800  fL;  fire 
alarm,  Gamewell,  39  boxes;  value  of  dept  equip- 
ment, $15,000:  value  of  bldgs..  $1,706.95:  ann.  exp 
of  dept,  $10,000;  total  mem.  30O.  paid  full  time  6.. 
paid  part  time  60,  volunteers  2^;  underwriters* 
rating,  first  class. 

Water  SuppLY-jSource,  river,  H  wil*  from  busi- 
ness center;  svstem,  pump  direct  to  mains;  quality 
of  water,  good;  3  pumping  enffines,  cap.  per  day 
12.000.000  gals.,  constructors  Holly,  Gaskill;  naina. 
wood  and  iron,  30  miles,  4  to  34  in.  dia.;  864  by- 
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drants;  meters^  toUl  number  6  Naih;  ]«868  Mr- 
▼ices;  pipe,  lead;  pressure,  dom.  40  lbs.,  fire  80  lbs.; 
consumption  per  dsy  4,600,000  gals.:  cost  to  con- 
struct, HGO.OOU;  bonded  debt,  1400,000:  int.  paid 
on  bonds,  4  per  cent;  cost  oif  mtce.,  $27,100;  works 
belong  to  dty: 

NORWICH,  pop.  7.000:  fire  area,  1,600  acres; 
mercantile  blags.,  stone,  brick  and  wood,  2  to  6 
stones;  prirate,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  steamers,  1  hand  engine,  2  h.  A  1. 
trucks,  0  c.  hand  ex.,  1  aerial  truck,  1  hose  wagon, 
4  hose  carriages,  6  horses;  hose,  rubber,  good, 
4,000  ft;  fire  uann,  Gamewell,  18  boxes;  value  of 
dept.  equipment,  1^000;  value  of  bldgs.,  140,000: 
ann.  exp.  of  dept,  11,800;  total  mem.  18,  paid  full 
time  1,  paid  part  time  4,  volunteers  IS. 

VVatkk  Supply— Source,  lake  and  res.,  6  miles 
from  business  center;  system,  gravity;  filtration 
system,  mechanical;  qualitv  of  water,  good;  res. 
cap.  800^000,000  gals.,  looateo  2  miles  east  of  town; 
mains,  iron,  20  miles,  4  to  16  in.  dia. ;  60  hydrants, 
Chapman;  meters,  total  number  4:  1,400  services; 
pipe,  galv.  iron;  pressure,  dom.  65  lbs.,  fire  70  lbs.; 
consumption,  per  day  2,000,000  gals.,  per  capita  166 
gals.;  cost  to  construct,  1400,000;  bondea  debt, 
$170,000;  int.  paid  on  bonds,  4  and  6  per  cent; 
works  belong  to  Co. 

NORWOOD,  pop.  1,787;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
IH  and  2  stories;  wooden  roofs  not  permitted i 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 8  hand  engines,  2  c 
hand  ex.,  3  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,200  ft;  inferior,  all  kinds,  600  ft; 
total  hose,  1,700  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $1,000;  value  of  bldgs.,  $1,000;  ann. 
exp.  of  dept.,  $60;  total  mem.,  66  volunteers. 

w  ATBE  SuppLy--Source,  river,  %  mile  from 
business  center;  aystem.  pump  to  stdp.;  stdp. 
cap.  800,000  gals.,  dim.  20  x  75,  located  southwest 
of  river,  material  ,used  in  cons,  steel,  builders 
Walsh  Bros.;  qualitsr  of  water,  good;  2  pumping 
engines,  class  trip.,  size  8H  x  10,  cap.  per  dsy  600,- 
OOO  sals.,  constructors  Rumsey  &  Co.;  mains,  cast 
iron,  0%  miles,  4  to  10  in.  dia.;  40  hydrants,  Eddy; 
42  Talves,  Eddy:  200  services;  pipe,  galv.  iron;  ' 
pressure,  dom.  80  lbs.,  fire  80  lbs.;  consumption, 
per  day  126,000  gals.,  per  capita  73  gals.;  cost  to 
construct,  WJBOO;  bonded  debt,  $36,M)0;  int  paid 
on  bonds,  p/k  per  cent;  ann.  cost  of  mtce.,  $1300; 
nrorks  belong  to  cstyt 

NUNDA,  pop.  1,018;  fire  area,  640  acres; 
bldffs.,  brick  and  wood,  2  and  8  stories;  wooden 
-oofs  permitted;  fireworks  and  combustibles  ord 
Fire  dept'-l  hand  engine,  2  c  hand  ex.,  1  h.  & 
.  truck,  2  hose  carriages;  hose,  cotton,  rubber 
incd,  good,  1,600  ft;  leather,  good.  900  ft ;  inferior, 
ill  kinds,  aOO  ft.;  toUl  hose,  2,700  ft;  fire  alarm, 
>ell;  value  of  dept  equipment,  $1300;  ann.  exp. 
>f  dept,  $100;  total  mem.,  76  volunteers. 

Watke  SuppLY-~Source,  springs,  8  miles  fron* 
lusincss  center;  Sj|r8tem,  gravity;  quality  of  water 
(ood;  res.  cap.,  380,000  gals.;  mains.  6%  miles; 
!8  hydrants,  Ludlow:  10  valves,  Ludlow;  meters, 
otal  number,  3,  Buffalo,  owned  by  Co^  100  serv- 
ces;  pipe,  galv.  iron;  pressure,  dom.  75  lbs.,  fire 
5  lbs.;  cost  to  construct,  $2,60Q;  works  belong  to 
Zo. 

NYACK,  pop.  4.275;  fire  area,  2,560  acres;  mer- 
antile  bldgs^  brick,  8  and  4  stories;  private,  wood 
nd  brick,  8  stories;  wooden  roots  permitted: 
lo  fireworks  and  combustibles  ord.;  causes  of 
Ires  not  investigated.  Fire  dept  (includes  Upper, 
>outh  and  West  Nyack)~2  steamers,  1  c.  &  h. 
vAgon,  1  hand  engine,  1  c.  engine,  4  c.  hand  ex.,  2 
I.  Se  1.  trucks,  1  hose  wagon,  6  hose  carriages;  hose, 
ottoia*  rubber  lined,  good,  6,000  ft;  fire  alarm. 
>ell;  value  of  dept  equipment,  $80,000;  value  of 
ldg%.9  $16,800;  ann.  exp.  of  dept,  $6,000;  total 
icm.,  325  volunteers. 

Water  Supply — Source,  river;  system,  gravit; 
nd  pump  direct;  res.  cap.,  1,000,000  gals.;  2 
umpmg  engines,  cap.  per  day  750,000  gals.,  con- 
tructors  Lorenz,  Worthington ;  mains,  cast  iron, 
i  miles,  2  to  12  in.  dia.,  Wood.  Gloucester:  118 
ydrants.  Wood.  Corey  and  others;  48  valves; 
leters,  total  number  100;  pressure,  dom.  75  lbs., 
re  100  to  155  lbs.;  cost  to  construct,  $250,000;  ann. 
3St   of  mtce.,  $16,000;  works  belong  to  city. 


OCEANUS,  pop.  8,000;  fire  area,  2,660  acres: 
mercantile  bldgs.,  wood  and  brick,  2  and  8 
stories;  private,  brick  and  wood,  2  and  3  stories: 
wooden  roofs  not  permitted.  Fire  dept— I 
steamers,  1  c.  engine,  2  h.  &  1.  trucks,  4  hose  carts, 
4  hose  carriages.  4  horses;  hose,  cotton,  rubber 
lined,  good  6,000  ft;  fire  alarm,  bell;  value  of 
dept.  equipment,  $26,000:  value  ci  bldgs.,  $26,000; 
toUl  mem^  178,  paid  full  time  8.  176  volunteers. 

Watix  SvppLY—Source,  supply  from  Far  Rocka- 
way. 

OGDENSBURG,  pop.  13,178:  fire  area,  6  sq. 
miles;  mercantile  bldgs.,  bride.  2  to  6  stories; 
private,  wood,  1%  and  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 2  steam- 
ers, 1  h.  &  1.  truck,  6  c  hand  ex.,  1  hose  wagon, 
2  comb,  c  &  h.  wagons.  12  horses;  hose,  cotton, 
rubber  lined,  good,  5,400  ft;  fire  alarm,  electric 
bell,  34  boxes;  value  of  dept  equipment,  |14,000; 
value  of  bldgs.,  $5,000;  ann.  exp.  of  dept,  $10,900; 
total  mem.  a^,  paid  full  time  9,  paid  part  time  20. 

Wateb  SuppLY—Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  direct  to  mains;  qual- 
ity of  water,  good;  3  pumping  enoines,  cap.  per 
day  13,000,000  gals.,  constructors  Snow.  Lang  & 
Goodhue;  mains,  iron,  29  miles,  4  to  20  in.  dia.; 
175  hydrants;  350  valves;  meters,  total  number  20; 
2.960  services;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  55  lbs.,  nre  85  lbs.;  consumption  per  day. 
2.300,000  gals.;  cost  to  construct,  $S20,000;  bonded 
debt,  $97,000;  int.  paid  on  bonds,  3^  and  4  per 
cent;  cost  of  mtce.,  $7,500;  works  belong  to  city. 

GLEAN,  pop.  20,000;  fire  area,  6  sq.  miles;  mer- 
cantile bldgs.,  brick,  1  to  4  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted:  no  fire- 
works and  combustibles  ord.;  causes  oi  fires  in- 
vestigated. Fire  dept.— 2  comb.  c.  &  h.  wagons, 
2  c.  engines,  4  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
wagons;  hose,  cotton,  rubber  lined,  7,400  ft.;  fire 
alarm,  Gamewell,  30  boxes;  value  of  dept.  equip- 
ment, $22,000;  value  of  bides.,  $18,000  ann.  exp.  of 
dept.,  $14,000;  total  mem.  17,  paid  full  time  5,  paid 
part  time  12. 

Water  SuppLY~<Source,  driven  wells,  H  (nile 
from  business  center;  system,  pump  to  res.;  qual- 
ity of  water,  good;  res.  cap.  10,500,000  gals.^  lo- 
cated %  mile  south  of  city;  2  pumping  engines, 
cap.  per  day  5,000,000  gals.,  constructors  Snow  and 
Holly;  mains,  cast  iron,  30  miles,  4  to  24  in.  dia.; 
283  hydrants;  325  valves;  meters,  total  number, 
2,200,   Crown,  owned  by  consumer;  2,100  services; 

fnpe,  lead  and  iron;  pressure,  dom.  90  lbs.,  fire  90 
bs.;  consumption  per  day,  1,746,124  gals.;  cost  to 
construct,  $218,876;  bonded  debt,  $51,500;  int  paid 
on  bonds,  8)4  and  4  per  cent;  cost  of  mtce.,  IIO,- 
814;  works  belong  to  city. 

ONEIDA,  pop.  8,540;  fire  area^  8,000  acres;  mer- 
cantile bldgs.,  brick,  2  to  6  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept. — ^1  steamer,  1  comb,  c 
&  hose  wagon,  6  c.  hand  ex.,  1  h.  &  1.  truck,  1 
hose  wagon,  3  hose  carriages,  2  hose  sleighs,  5 
horses;  hose,  linen,  good,  4,000  ft.;  inferior,  all 
kinds,  1,000  ft. ;  total  hose,  5,000  ft. ;  fire  alarm, 
Gamewell,  17  boxes;  value  of  dept.  equipment, 
$9,000;  value  of  bldgs.,  $11,800;  ann.  exp.  of  dept., 
$5,500;  total  mem.  42,  paid  full  time  5,  paid  part 
time  37;   underwriters'  rating,  first  class. 

Water  Supply— Source,  springs,  4  miles  from 
business  center;  system,  gravity;  nitration  svstem, 
charcoal;  quality  of  water,  good;  res.  cap.  85,000,- 
000  gals.,  located  8  miles  south  of  city;  mains, 
cast  iron,  15  miles,  4  to  16  in.  dia.;  101  hydrants; 
104  valves:  meters,  total  number  490,  Crown  250, 
Nash  75,  Union  55,  Empire  23,  Hersey  Rotary  2, 
Trident  4,  Thomson  10^  Lambert  4,  owned  by  con- 
sumer: 556  services;  pipe,  lead;  pressure,  dom.  96 
lbs.,  nre  95  lbs.;  consumption  per  dav.  300,000 
gals.;  cost  to  construct,  $210,000;  bonded  debt, 
$187,000;  int.  paid  on  bonds,  ^  and  4  per  cent; 
cost  of  mtce.,  $1,500;  works  belong  to  city. 

ONEONTA,  pop.  8.000;  fire  area,  15  acres;  mer- 
cantile bldgs.,  brick,  z  to  5  stories;  private,  wood, 
2H  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer.  1  hand 
engine,  1  c.  engine,  4  c.  hand  ex.,  2  h.  &  1.  trucks, 
2   hose   wagons,   6  hose   carriages;    hose,    cotton, 
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rubber  lined,  good,  5,000  ft.;  inferior,  all  kinds,  800 
ft.;  total  hose,  6,300  ft.;  fire  alarm,  bell  and 
whistle,  16  boxes:  value  of  dept.  equipment,  US,- 
000;  value  of  blags.,  18,000;  ann.  exp.  of  dept., 
13,815;  total  mem.,  176  volunteers. 

Water  Supply— Source,  creek  and  springs,  6 
miles  from  business  center;  system,  gravity; 
quality  of  water,  good;  res.  cap.,  600,000,000  sals.; 
mains,  cast  iron,  21  miles,  4  to  20  in.  dia.,  War- 
ren, Miller;  120  hydrants.  Wood;  pressure,  dom. 
75  lbs.,  fire  75  lbs.;  cost  to  construct,  $460,000; 
works  belong  to  Co. 

ORISKANY,  poD.  1,200;  mercantile  bldgs.,  brick 
and  wood.  Fire  dept.— 2  hose  carriages;  total 
hoFe,  1,000  ft.;  fire  alarm,  whistle;  totai  mem.,  45 
vohmteers;  G.  A.  Baer,  chief. 

Watis  Supply— Source  not  reported;  system, 
gravity  and  pumping. 

OSSINING,  pop.  7,989;  fire  area,  600  acres; 
mercantile  bldgs.,  brick.  8  and  4  stories:  private, 
wood  and  bndc,  2  ana  8  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  onL; 
causes  of  fires  investigated.  Fire  dept.—!  steamer, 
2  h.  &  1.  trucks,  1  hose  wagoflt  6  nose  carriages. 
9  horses;  hose,  cotton,  rubber  lined,  good  3,300 
ft.;  rubber,  good  1,000  ft.;  inferior,  all  kindi. 
1.600  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment,  815,000;  value  of  bldgs.,  16,000: 
ann.  exp.  of  dept.,  81,000;  total  mem.,  800,  paid 
full  time  8.  volunteers  897. 

Water  Supply— Source,  brook,  8  miles  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  117,000,000  gals.;  2  pump- 
ing engines,  cap.  per  day  8,000,000  gals.,  construct- 
ors, Deane,  Lorets;  mams,  cast  iron,  18  miles,  4 
to  16  in.  dia.;  126  hydrants,  Mathews;  76  valvea, 
Eddy;  meters,  total  number  960,  Thomson,  owned 
by  consumer;  1,240  services;  pipe,  lead  and  iron; 
pressure,  dom.  86  lbs.,  fire  120  lbs.;  cost  to  con- 
struct, 8190,000;  ann.  cost  of  mtce.,  810,100;  works 
belong  to  city. 

OSWEGO,  pop.  25,000;  fire  area,  6,120  acres; 
mercantile  blag>*»  stone,  brick  and  wood,  2  to  6 
stories;  private,  stone,  brick  and  wood,  2  and  8 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  3  years,  $24,500; 
av.  ins.  involved  for  same  time,  $253,993.60.  Fire 
dept— 8  steamers,  2  c.  engines,  8  h.  &  1.  trucks. 
12  c.  hand  ex.,  1  aerial  truck,  8  hose  wagons,  8 
hose  carriages,  16  horses;  hose,  cotton,  rubber 
lined,  good,  7.300  ft;  inferior,  all  kinds,  1,060  ft; 
total  hose.  8,350  ft;  fire  alarm,  electric,  60  boxes; 
value  of  dept  equipment,  888,000;  value  of  bldgi*.- 
$30,000;  ann.  exp.  of  dept,  $24,619:  total  mem.  36, 
paid  full  time  17,  paid  part  time  19;  R.  G.  Black- 
burn, chief. 

Water  Supply— Source,  river,  2%  miles  from 
business  center;  system,  gravity,  pump  to  res 
and  direct;  filtration  system,  slow  sand;  quality 
of  water,  fair;  res.  cap.  20,000,000  gals.,  located 
2  miles  from  city;  2  pumpixig  engines,  cap.  per  day 
12,600,000  gals.,  constructor  Solly;  mains,  cast  iron, 
45.77  miles.  4  to  20  in.  dia.;  824  hydrants,  Ludlow, 
Stover:  196  valves,  Ludlow;  meters,  total  num- 
ber 210,  Crown  61,  Union  1,  Empire  2,  Gem  6, 
Hersey  Rotary  4,  Hersey  Disc  16,  Thomson  100, 
Ball  &  Fitts  1,  Buffalo  1,  Trident  8,  Lambert  9, 
Nash  6.  owned  by  citv;  2,843  services;  pipe,  lead 
and  iron;  pressure,  dom.  60  lbs.,  fire  100  Ibs.r 
consumption,  per  day  2,800,000  gals^  per  capita 
112  gals.;  cost  to  construct.  $6d,10B.29;  bonded 
debt  $628,000;  int  paid  on  bonds,  8}4  per  cent; 
ann.  cost  of  mtce.,  $12,000;  works  belong  to  city. 

OTEGO,  pop.  668;  fire  area,  200  acres;  mer- 
cantile bldgs.,  wood,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 2  c.  hand  ex..  1  h.  &  1.  truck,  2  hoic 
carriages ;  hose,  cotton,  rubber  lined,  good,  800  ft. ; 
fire  alarm,  bell;  value  of  dept  equipment,  $1,000; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept,  $160; 
total  mem..  60  volunteers. 

Water  Supply — Source,  springs  and  creek;  sys- 
tem, gravity:  water,  good;  res.  cap.,  60.000  gals.; 
mains,  cast  iron,  6  miles,  4  to  6  in.  dia.;  19  hy- 
drants; 150  services;  pressure,  dom.  65  lbs.,  fire  65 
lbs.;  cost  to  construct,  $18,000;  bonded  debt, 
$15,600;  int.  paid  on  bonds,  8H  pcr  cent;  works 
belong  to  city. 


OWEGO,  pop.  6,039;  fire  area,  1,600  mcret;  mer- 
cantile bldgs.,  Drick  and  wood,  2  and  8  stories; 
private,  bnck  and  wood,  8  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  onL: 
causes  of  fires  investigated:  av.  fire  loss  per  yr. 
for  2  yrt.,  $6,748.  Fire  depL— 1  steamer,  1  e. 
engiue,  4  c.  hand  ex.,  1  h.  &  L  trudc.  4  hose  carts, 
2  horses:  hose,  cotton,  rubber  lined,  good  AjBOk 
ft.;  inferior,  all  kinds,  200  ft;  total  hoac,  AM  ft; 
fire  alarm,  Gamewell;  value  of  dept  equipment, 
$9,700;  value  of  bldgs.,  $10,000;  ann.  exp.  of  d^t, 
$8,800;  total  mem.,  280  volunteers. 

Water  Supply— Source,  creek  and  wells,  2^ 
miles  from  business  center;  system,  gravity  and 
pump  to  res.;  quality  of  water,  good;  rem.  cap 
60,000.000  gals.,  located  on  hill;  1  pumping  engine, 
cap.  per  day  8,000,000  gals.,  conatmctor  Worth- 
ington;  mains,  cast  iron,  20  miles,  4  to  12  in.  dia.; 
75  hydrants,  R.  D.  Wood  &  Co.:  39  valves.  Wood, 
Ludlow;  meters,  total  number  440,  owned  bjr  Co. 
and  consumer;  920  services;  pipe,  wrought  iron; 
pressure,  dom.  80  lbs.,  fire  100  lbs.;  conanmp- 
tion,  per  day  1,000,000  gals.,  per  capiu  SOO  gals.; 
cost  to^  construct.  $146,000;  bonded  debt,  $80,000; 
int.  paid  on  bonds,  6  per  cent;  works  belong  to 
Co. 

OXFORD,  pop.  1,981;  fire  area,  640  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  2  and  S 
stories;  pnvate,  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.  Fire  dept— 1  steamer,  1  c  hand  ex.,  1  h.  ft 
1.  truck,  4  hose  carriages:  hose,  cotton,  rubber 
lined,  goo<l,  2,600  ft.;  fire  alarm,  whistle;  value  of 
dept.  equipment,  $42000;  value  of  bldgs.,  82j000: 
snn.  exp.  of  dept,  $700;  total  mem.  100,  paid  part 
time  1.  volunteers  99. 

Watir  Supply— Source,  springs;  system,  grBv> 
ity  and  ^ump  direct;  res.  cap..  2U,000  gals.;  pump- 
ing engines,  cap.  per  day  604,000  gals.;  mams, 
wrought  iron,  9  miles^to  10  in.  dia.;  47  hydrants; 
meters,  total  number  238;  288  services;  cost  to  con- 
struct, $26,600;  int  paid  on  bonds,  4  per  ecnt;  snn. 
cost  of  mtce.,  $100;  works  belong  to  Village. 

OYSTER  BAY,  pop.  8,500;  fire  area.  €40  acres; 
bldfft',  brick  and  wood,  2  and  8  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustiblei 
ord.  rire  dept. — ^1  steamer,  2  hand  engines,  1 
hose  wagon,  4  c.  hand  ex.,  1  h.  &  1.  truck,  60  rub- 
ber buckets,  2  hose  carriages;  hose,  cotton,  rubto- 
lined,  good,  1,900  ft;  fire  alarm,  bell;  value  of  dept 
eouipment,  $7,000;  value  of  bldgs.,  $4,700. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap..  266,000  gals.;  2  pumping  engmcs. 
daas  comp.  dup.,  constructor  Deane;  maias,  8% 
miles;  79  hydrants,  Glamorgan;  pressure,  dom.  w 
lbs.,  fire  90  lbs.;  consumption,  per  day  US,88& 
gals.;  cost  to  construct,  $78,000;  ann.  eost  of 
mtce.,  $4,600;  works  belong  to  Co. 

PALMYRA,  pop.  1,987;  mercantile  bldgs., 
brick,  3  stories;  pnvate,  wood,  2  stories;  woodea 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss 
per  yr.  for  8  yrs.,  $500.  Fire  dept— 1  steamer,  4 
c.  hand  ex.,  1  h.  &  1.  truck,  8  hose  wagons,  1  hose 
cart;  hose,  cotton,  rubber  lined,  good  1^800  it: 
inferior,  all  kinds.  800  ft.;  toUl  hose,  2J00  it; 
fire  alarm,  bell  and  whistle;  total  mem.,  88  volua- 
tecrs. 

Watbr  Supply — Source,  wells;  system,  pump  to 
stdp;  stdp.  cap.,  176,000  gals.,  constructor  Boi- 
falo;  mains,  4)4  miles,  4  to  10  in.  dia.,  Jackson, 
Woodin;  40  hydrants,  Ludlow;  meters,  total  nnm- 
her  82;  pressure,  dom.  75  lbs.,  fire  75  to  100  lbs.; 
cost  to  construct,  $60,000;  works  belong  to  Co. 

PARISH,  pop.  1,500.  Fire  dept— 1  c  enirine.  1 
hand  engine,  1  h.  &  1.  truck;  total  mem.,  20  vol- 
unteers. 

PATCHOGUE,  pop.  4,000;  fire  area.  640  acres; 
mercantile  bldgs.,  stone,  brick,  wood;  woodea 
roofs  not  permitted;  no  fireworks  and  combus- 
tibles ord^  causes  of  fires  not  investigated;  fire 
loss  for  1902,  $800.  Fire  dept.— 2  e.  engines.  1  band 
engine,  2  h.  &  1.  trucks,  2  hose  carnages,  1  hose 
cart;  hose,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alarm,  Gamewell;  value  of  dept  equipment 
$5,960;  value  of  bldgs.,  $16,000;  ann.  exp.  of  dept, 
$460;  total  mem.,  150  volunteers. 

Watsr  SuppLY-^Source,  wells;  system,  pvmp  to 
stdp.;  stdp.  cap.  868,000  ^Is.,  dim.  20  x  llS,  bufui- 
ers  Bassctt  Bros.;  pampmg  engines,  cap.  |>er  day 
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4.fi00,000  gait.,  constrnctors  Holly,  Worthington; 
maiof,  9  miles,  4  to  10  in.  dia. :  75  hydrants,  Chach 
man,  Eddy;  pressure,  dom.  60  lbs.,  fire  75  to  100 
Ibt.;  cost  to  construct,  $60,000;  works  belong  to 
Co. 

PEEKSKILL,  pop.  10,358;  fire  area,  1,920  acres; 
mercantile  bldgs.^  brick,  3  stories;  private,  brick 
and  wood,  8  stones;  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept. — 1  hand  engine,  2  c.  hand 
ex.,  1  n.  &  1.  truck,  4  hose  carnages;  hose,  cotton, 
rubber  lined,  good  4,000  ft;  fire  alarm,  Sell  and 
whistle;  value  of  dept.  equipment,  818,000;  value  of 
bldgs.,  128,000;  ann.  exp.  o  fdept.,  |8,U00;  total 
mem.,  400  volunteers. 

Watir  Supply— Source,  brook  and  creek,  IH 
miles  from  business  center;  airstem,  gravity  and 
pump  to  res.;  2  hydraulic  turbine  pumps;  quality 
of  water,  good;  res.  cap.  36,000,000  gals.;  2  pump- 
ing engines,  cap.  per  day  4,000,000  gals.,  construe* 
for  Holly:  mains,  cast  iron,  20  miles,  4  to  20  in. 
Ma.;  1S8  hydrants;  150  valves;  meters,  total  num- 
ler  1,500,  owned  by  city  and  consumer;  2,000  serv- 
ces;  pipe,  cast  iron;  pressure,  dom.  60  to  100  lbs., 
ire  100  to  148  lbs.;  consumption  per  day,  2,600,000 
als. ;  cost  to  construct,  $300,000;  bonded  debt,  $287-, 
'36:  int.  paid  on  bonds,  3.75  per  cent;  cost  of  mtce., 
15,000;  works  belong  to  city. 

PENN  YAN,  pop.  6,000;  fire  area,  40  acres; 
nercantile  bldgs.,  stone  and  brick,  2  to  4  stories; 
trivate,  wood,  2  stories;  wooden  roofs  not  per- 
litted  in  fire  area;  combustibles  ord.;  causes  of 
res  investigated.  Fire  dept.— 1  steamer,  1  hand 
ngine,  1  c.  engine,  1  h.  &  1.  truck,  1  hose  wagon, 

hose  carriages;  hose,  cotton,  rubber  lined,  good, 
,000  ft.;  fire  alarm,  bell  and  telephone;  value  of 
ept.  equipment,  $10,860;  value  of  bldgs.,  $8,000; 
nn.  cxp.  of  dept.,  $1,500;  total  mem.,  135  volun- 
!ers. 

Water  Supply— Source,  lake,  2  miles  from  busi- 
rss  center;  system,  pump  to  res.  and  direct  to 
ains;  quality  of  water,  good;  res.  cap.,  1,000,000 
lis. :  2  pumping  engines,  class  comp..  cap.  per 
IV  1.500,000  gals.,  constructors  Worlhington  and 
ould;  mains,  cast  iron,  15%  miles,  4  to  12  in. 
a. ;  115  hydrants ;  113  valves ;  meters,  total  num- 
•r  71,  owned  by  city;  1.085  services;  pipe,  galv. 
3n ;  pressure,  dom.  40  to  80  lbs.,  fire  150  lbs.; 
nsumption  per  day,  375,000  gals.;  cost  to  con- 
-uct.  $10,000;  bonded  debt,  $54,500;  int.  paid  on 
nds,  3%  per  cent;  cost  of  mtce.,  $6,100;  works 
long  to  city. 

P£RRY,  pop.  3,800;  fire  area,  1,200  acres;  mer- 
ntile  bldgs.,  brick,  1  to  3  stories;  private, 
od,  2  stories;  wooden  roofs  permitted;  fireworkb 
i  combustibles  ord.;  causes  of  fires  investigated 
-e  dept. — 1  c.  engine.  4  c.  hand  ex.,  1  h.  &  1. 
cJc,  3  hose  carts,  3  hose  carriages;  hose,  cotton, 
»bcr  lined,  good,  2.000  ft.;  rubber,  good,  600  ft.; 
erior,  all  kinds.  160  ft.;  total  hose.  2,660  ft.; 
r  alarm,  bell  and  whistle;  value  of  aept.  equip- 
nt,  S2,G00;  value  of  bldgs.,  $1,600;  ann  exp.  of 
)t..  SlOO;  total  mem..  185  volunteers. 
Vater  Supply— Source,  lake,  1  mile  from  busi- 
8  center:  system,  pump  to  stdp.  and  direct; 
3.  cap.,  lOOjOOO  gals.;  filtration  system,  Loomis; 
npixiS  ensinea,  cap.  per  day  1,000,000  gals., 
structor  Worlhington;  mains,  iron.  11  miles,  4 
12  in-  dia.;  112  hydrants;  meters,  30;  1,000  ser- 
•s;  pipe,  lead;  pressure,  dom.  60  lbs.,  fire  96 
;  cost  to  construct,  $43,000;  int.  paid  on  bonds, 
;r  cent;  ann.  cost  of  mtce.,  $2,600;  works  belong 
zity. 

H£:X.PS.  pop.    1.600;  mercantile   bldgs.,  brick 

^NTOod,  1  to  8  stories;  private,  wood,  2  stories; 

den     roofs   permitted    in    fire   area;    fireworks 

combustibles    ord.;    causes  of   fires    investi- 

d.       Fire  dept.— 1  h.  &  1.  truck,  1  hand  engine, 

liassd   ex.,  1  hose  wagon,  2  hose  carriages; 

eotton,    rubber    lined,    good.    1,300    ft.;    fire 

m,    t>ell;  total  mem.,  K  volunteers. 

ATKJK  Supply— Source,  spring;  system,  gravity. 

IS,     SH  miles,  4  to   6  in.    dia.;    meters,   total 

b«r*    60,  Crown,  Buffalo;  pressure,  fire  80  lbs.; 

to    construct,  $30,000;  works  belong  to  Co. 

IJX^^ONT,   pop.   1,964;  fire  area,  960  acres; 

^xatalc  bldgs.,  wood,  2  and  8  stones;  private, 

t,     2     atories;  wooden   roofs  permitted   in   fire 

'  fire'works  and  combustibles  ord.;  causes  of 


fires  investigated.  Fire  dept.— 2  c.  hand  ex.,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,200  ft;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, $l|2p0;  value  of  bldga.,  $8,000;  ann.  exp.  of 
dept.,  $100:  total  mem.,  40  voltmteers. 

Watbr  Supply- Source,  lake,  4  miles  from  busi- 
ness center;  system,  gravity  to  res.;  qualitr  of 
water,  good;  res.  cap.  400,0u0  gals.,  located  High 
Hill;  mains,  cast  iron,  9  miles,  4  to  12  in.  dia.; 
39  hydrants,  Wood:  28  valves;  meters,  total  num- 
ber 210,  Buffalo  190,  Keystone  20,  owned  by  city; 
210  services;  .pine,  galv.  u-on;  pressure,  dom.  40  to 
160  lbs.,  fire  40  to  160  lbs.;  consumption  per  day 
30.000  gals.,  per  capita  80  nls.;  cost  to  construct. 
$40,000;  bonded  debt,  $61,000;  int  paid  on  bonda, 
4  per  cent;  ann.  cost  of  mtce.,  $200;  works  belong 
to  city. 

PHCBNIX,  pop.  1,600;  fire  area,  40  acres;  mer- 
cantile bldgs.,  onck,  1  to  3  stories;  private,  brick, 
2  stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  hand  engine,  3  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,660 
ft. ;  inferior,  all  kinds,  400  ft ;  total  hose,  1,960  ft ; 
fire  alarm,  bell  and  whistie,  2  boxes:  value  of 
dept  equipment  $600;  value  of  bldgs.,  $1,600;  ann. 
exp.  of  dept,  $140;  total  mem.,  36  volunteers. 

WATER  Supply — Source,  river;  system,  pump  to 
stdp.;  stdp.  cap.  200,000  gals.,  builders  Kiter  & 
Conley ;  pumping  engines,  cap.  per  day  2,000,000 

Sals.,,  Buffalo:  mains,  7  miles,  4  to  8  in.  dia.;  88 
ydrants,  Ludlow;  60  valves;  pressure,  dom.  TB 
lbs.,  fire  180  lbs.;  coat  to  construct,  $68,000;  ann. 
cost  of  mtce.,  $8,000;  works  belong  to  Co. 

PIERMONT,  pop.  1,153;  fire  area,  10  acres; 
mercantile  bldgs.,  wood,  2  and  8  stories;  private, 
wood,  2  and  8  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.;  fire  loss  for 
1902,  $11,000.  Fire  dent- 1  steamer,  1  hand  en- 
gine, 1  hose  wagon,  1  nose  carriage;  hose,  cotton, 
rubber  lined,  good  600  ft;  rubber,  good  700  ft: 
total  hose,  1^)00  ft;  fire  alarm,  bell;  value  of 
equipment,  $2,600:  value  of  bldgs.,  $2,000;  ann. 
cxp.   of  dept,  $200;   total   mem.,   50  volunteers. 

Watbr  Supply— Source,  river  and  wells. 

PITTSFORD,  pop.  1,061:  bldgs.,  wood  and 
brick,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.— 1  h.  & 
1.  truck,  2  hose  carriages:  hose,  cotton,  rubber 
lined,  good,  1,250  ft;  fire  alarm,  electric;  value  of 
dept.  equipment,  $1,650;  ann.  exp.  of  dept,  $150; 
i  total  mem.,  60  volunteers;  underwriters'  rating, 
fourth  class. 

Watir  Supply— Source,  wells,  H  mile  from 
business  center;  system,  pump  to  res.  and  stdp.; 
material  used  in  cons,  cement;  quality  of  water, 
good;  res.  cap..  650,000  gals.;  1  pumpmg  engine, 
cap.  per  day  144,000  gals.,  constructor  Worthing- 
ton;  mains,  cast  iron,  4  miles,  4  to  8  in.  dia.;  M 
hydrants;  21  valves;  meters^  total  number  60, 
owned  by  consumer;  120  services;  pipe,  lead  and 
galv.  iron;  pressure,  dom.  66  lbs.,  fire  66  lbs.;  cost 
to  construct  $20,000:  int  paid  on  bonds,  4  per 
cent;  cost  ot  mtce.,  $400;  works  belong  to  village. 

PLATTSBURG,  nop.  9,898;  fire  area,  1.280 
acres;  mercantile  bldgs,  brick,  3  stories;  private, 
wood  and  brick,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  hand  engine 
2  c.  engines,  1  hose  wagon,  4  hoae  carriages,  1 
horse;  hose,  cotton,  rubber  lined,  good  1.800  ft.; 
inferior,  all  kinds  1.200  ft;  total  hose,  3,000  ft; 
fire  alarm,  Gamewell.  12  boxes;  value  of  dept. 
equipment,  $6,000:  value  of  bldgs.,  $57,000;  ann. 
exp.  of  dept.,  $3,000;  total  mem.,  260/paid  full 
time  2.  paid  part  time  20,  volunteers  228;  under 
writers'  rating,  second  class. 

Watbr  Supply— Source,  springs  and  brooks,  6 
miles  from  business  center;  system,  gravity;  res. 
cap.  8,600,000  gals.,  located  2H  miles  west  of  city: 
mains,  cement  and  cast  iron,  34%  miles,  4  to  12 
in.  dia.;  120  hydrants;  meters,  total  number  9, 
owned  by  city;  1.823  services;  pipe,  wrought  iron; 
pressure,  dom.  45  to  50  lbs.,  fire  65  to  80  lbs. ;  con- 
sumption per  day,  2,000,000  gals.;  cost  to  con- 
struct, ^93.566;  bonded  debt.  $139,600;  int  paid 
on  bonds.  3H  and  6  per  cent;  cost  of  mtce.,  $7,000; 
works  belong  to  city. 

PLEASANTVILLE,  pop.  1.800;  mercantile 
bldgs.,  wood.     Fire  dept. — 1  hand  engine,  1  c  en- 
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«ine,  1  h.  &  1.  truck,  1  hose  carriage,  1  hose  wagon ; 
total  hose,  1,600  ft.;  fire  alarm,  oell;  total  mem., 
iS  volunteers. 

PORT  BYRON,  pop.  1,013;  mercantile  bldgt., 
stone,  brick  and  wooa,  1  to  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  firei  investigated.  Fire  dept— 1  b.  &.  1. 
truck.  2  c  hand  ex^  3  hose  carriages;  hose,  rub- 
ber hned,  good,  1,600  ft;  fire  alarm,  bell;  value  of 
dept.  equipment,  $2,000;  value  of  bldgs.,  |4,000; 
ann.  exp.  of  dept.,  )160:  total  mem.,  36  volunteers. 

Watke  Supply— Source,  lake;  system,  pump  to 
res. ;  res.  cap^  400,000  gals. ;  pumping  engines,  cap. 
per  day  100,000  gals.,  constructor  Rumsey;  mains. 
Iron.  4  miles.  4  to  6  in.  dia.,  Camden;  87  nvdrants, 
Holly;  7  valves;  76  services;  pressure,  dom.  66 
lbs.,  fire  100  lbs.;  cost  to  construct,  112,000;  works 
belong  to  city. 

PORT  CHESTER,  pop.  11,190;  mercantile  bldgs., 
wood  and  brick,  2H  and  3  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — 2  steamers,  1  c. 
engine,  2  h.  &  1.  trucks,  1  aerial  truck,  2  hose 
wagons,  6  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  8.600  ft.;  inferior,  all  kinds,  500  ft.; 
total  hose,  9,0u0  ft;  fire  alarm,  electric,  26  boxes; 
value  of  dept.  equipment,  $15,000;  value  of  bldn., 
$126,000;  ann.  exp.  of  dept,  $3,600;  total  mem.,  300 
volunteers. 

Water  Supply— Source,  lakes;  system,  gravity; 
stdp.  cap.,  1,260,000  gals.;  res.  cap.,  750,000,000  gals.; 
mams,  20  miles,  4  to  16  in.  dia.,  Warren  McNeal; 
106  hydrants.  Wood;  meters,  total  number  1,300, 
Crown,  Trident;  pressure,  dom.  96  lbs.,  fire  95  lbs.; 
works  belong  to  Co. 

PORT  EWEN,  pop.  1,211;  fire  area.  960  acres; 
bldgs.,  brick,  2  stones;  wooden  roofs  not  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept.— 4 
c.  hand  ex.,  1  h.  &  1.  truck,  buckets,  2  horses; 
fire  alarm,  electric;  total  mem..  52  volunteers. 

Water  Supply — Source,  wells;  no  waterworks. 

PORT  HENRY,  pop.  2,700;  fire  area,  960  acres; 
mercantile  bldgs.,  brick.  2  and  3  stories;  private, 
brick,  concrete  and  wood,  1%  to  2^  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept — 2  c.  engines,  1  h.  &  1.  truck,  3  hose  car- 
riages; hose,  rubber,  good,  1,250  ft;  fire  alarm, 
bell;  value  of  dept.  equipment.  $3,000;  value  of 
bldgs.,  $7,000;  total  mem.,  90  volunteers. 

Water  Supply— Source,  springs  and  brook,  2V& 
miles  from  business  center;  system,  gravity;  res. 
cap.,  700,000  gals.;  mains,  cast  iron,  9  miles,  4  to 
9  m.  dia.,  Jackson,  Woodin;  55  hydrants,  Lud- 
low; 35  valves;  meters,  total  number  2,  National; 
392  services;  pipe,  iron;  pressure,  dom  40  lbs.,  fire 
106  lbs.;  cost  to  construct,  $50,000;  int.  paid  on 
bonds,  4^  per  cent;  works  belong  to  village. 

PORT  JEFFERSON,  pop.  2,026;  fire  area,  826 
acres;  bldgs.,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept— 2  c.  hand  ex.,  1  h.  &  1.  truck, 
pumps,  pails,  rope,  chains,  hooks,  2  hose  car* 
riages^  horses  hired;  hose,  cotton,  rubber  lined, 
2,100  ft;  fire  alarm,  bell;  value  of  dept  equipment, 
g,000;  value  of  bldgs.,  $1,000;  ann.  exp.  of  dept, 
$360;  total  mem.,  90  volunteers. 

Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  res.  cap.  250,000  gals.,  located  M  mile 
from  business  center;  2  pumping  engines,  cap.  per 
day  288,000  tfsls.,  constructor  Worthmgton;  mams, 
cast  iron,  4  miles,  4  to  10  in.  dia. ;  44  hydrants ;  17 
valves;  meters,  total  number  15,  owned  by  con- 
sumer; 210  services;  pipe,  galv.  iron;  pressure, 
dom.  97  lbs.,  fire  97  Ids.;  consumption,  per  day 
1^,000  gals.,  per  capita  30  gals.;  cost  to  construct, 
$20,877;  ann.  cost  of  mtce.,  $200;  works  belong  to 
Co. 

PORT  JERVIS,  pop.  9,686;  mercantile  bldjiis., 
brick,  3  and  4  stones:  private,  wood,  2  stones; 
wooden  roofs  permitted;  fireworks  and  combasti' 
bles  ord.  Fire  dept- 1  steamer,  4  c.  hand  ex.,  1 
h.  &  1.  truck,  1  patrol  wagon,  6  hose  car^ 
riages,  6  horses:  hose,  rubber,  good,  6,000  ft; 
inferior,  all  kinds,  600  ft:  total  hose,  6,600  ft; 
fire  alarm,  whistle;  value  ot  dept  equipment  M^ 


000;  value  of  bldgs.,  $18,000:  ann.  exp.  of  dept. 
$6,000;  total  mem.,  280gpaid  full  tune  2,  paid 
part  time  8,  volunteers  276. 

Water  Supply— Source,  springs  and  brooks,  1 
to  3  miles  from  business  center;  system,  jpvritfj 
quality  of  water,  good;  res.  cap.,  738,000,000  gals.; 
mains,  cast  iron,  22  miles,  4  to  24  in.  dia.;  155 
hydrants;  81  valves;  meters,  toUl  number  60;  1,70 
services;  pipe,  lead  and  galv.  iron;  pressure,  dom. 
60  lbs.,  fire  00  lbs.;  cost  to  construct,  $286,690; 
bonded  debt,  $66,000;  int  paid  on  bonda,  6  per 
cent;  cost  of  mtce.,  $14,000;  works  belong  to  Co. 

PORT  WASHINGTON,  pop.  4,600;  fire  ares. 
3,000  acres;  bldgs..  wood,  2  and  8  stories;  wooden 
roofs  permitted.  Fire  dept— 1  hand  engine,  6  c 
hand  ex.,  1  h.  &  1.  truck,  2  hose  wagona,  8  hose 
carriages.  6  horses;  hose,  cotton,  mbb^  lined, 
good,  2,000  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment,  $2,600;  value  of  bldgs.,  $7,000; 
total  mem.,  &S  volunteers. 

Water  Supply— Source,  wells;  sjrstem,  pnmp  to 
stdp. 

POTSDAM,  po^.  4,000:  fire  area,  20  acres  mer- 
cantile bldgs.,  brick  and  wood,  8  to  4  stories; 
private,  brick  and  wood.  1  to  3  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
fire  loss  for  1904,  $4,756;  ins.  involved  for  same 
time,  $21,200.  Fire  dept— 1  steamer,  1  c  engine. 
1  h.  &  I.  truck.  2  c.  hand  ex.,  1  hose  wagon,  S 
hose  carriages,  2  comb,  c  &  h.  wagons,  2  horses: 
hose,  cotton,  rubber  lined,  good,  8.000  ft.;  in- 
ferior, all  kinds,  600  ft;  total  hose,  2J50O  ft;  fire 
alarm,  electric,  10  boxes;  value  of  dept  equip- 
ment, $10,000;  value  of  bldgs.,  $7,600;  ann.  en. 
of  dept,  $1,460;  total  mem.  40,  paid  full  time  2, 
volunteers  38. 

Water  Supply — Source,  river;  system,  pump 
direct;  8  pumping  engines,  cap.  per  day  8,S0,0n 
gals.,  constructor  Gould;  maina,  wood,  iroo, 
cement,  16  miles,  4  to  12  in.  dia.;  86  hydrants, 
Mathews.  Ludlow:  38  valves;  meters,  total  num- 
ber 8,  National;  1.100  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, $80,000;  ann.  cost  of  mtce.,  $8,600;  works 
belong  to  city. 


POUGHKEEPSIE,  pop.  26^679;  fire  area.  14.000 
acres;  mercantile  bldgs.,  bnck,  8  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept — Z 
steamers,  2  h.  &  1.  trucks,  12  c  hand  ex.,  t  aeria'. 
trucks,  4  hose  wagons,  3  comb.  c.  &  h.  wagons,  t 
hose  carriages.  14  horses;  hose,  rubber,  good. 
7,000  ft;  total  hose,  7,000  ft;  fire  alarm,  bell  sad 
whistle,  36  boxes;  value  of  dept.  equipment  S4Q.- 
000;  value  of  bldgs.,  $100,000;  ann.  exp.  of  dept.. 
$12,000;  total  mem.,  786  volunteers. 

Water  Supply— Source,  river,  1^  miles  Croe 
business  center;  system^  pump  to  res.;  res.  cap^ 
12.000j^OOO  gals.;  8  pumprnff  ensinea,  capw  per  dJiy 
8,600,000  gals.,  constructors  Worthington,  Ho^t][; 
mains,  cast  iron,  36.624  miles,  6  to  IS  in.  dia.*.  »«* 
hydrants.  Wood:  meters,  total  number  3,584;  3.7U 
services;  pipe,  lead;  pressure,  dom.  30  lbs.,  tir« 
110  lbs.;  consumption  per  day,  2J643.427  gals.,  per 
capita  86  gals.;  cost  to  construct,  $808,770.70;  anc. 
cost  of  mtce.,  $40,000;  works  belong  to  city. 

PULASKI,  pojp.  1,488;  fire  area,  450  acres;  me:^ 
cantile  bldgs.,  brick,  2  and  3  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  pennitted 
in  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 2  basMi 
engines,  3  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  2.600  ft;  inferior,  all  kinds,  500  ft; 
total  hose,  8,000  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment  12,600;  value  oi  Udgs.. 
$2,600;   total  mem.,  28  volunteers. 

Water  Supply— Source,  springs,  brook;  system, 
pump  direct;  res.  cap..  2,000,000  gals.;  pvmpiag  ca- 

fines,    cap.    per    da;r    1,000,000    gala.,    constructor 
lolly;  mains,  cast  iron,  6  miles,  4  to  S  in.  dia« 
Millar,  42  hydrants.  Holly;  8  valves;  801  serrices: 

fiipe,  galv.  iron;  pressure;  dom.  80  lbs.,  fire  ^ 
bs. ;  cost  to  construct,  $88,000;  int  paid  on  bonds, 
4  per  cent;  cost  of  mtce.,  $850;  works  belong  to 
village. 

RANDOLPH,  pop.  1408;  fire  area,  80  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  privsTe. 
wood,  2  stories;  wooden  roofs  permitted;  no  fire 
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works  and  combustible!  ord. :  causes  of  fires  in* 
Testigsted.  Fire  dept.— 6  c  hand  ex.,  1  h.  &  L 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined. 
good  3,000  ft.;  fire  alarm,  bell  and  steam;  Talue  ot 
dept  equipment,  $4,000;  value  of  bldgs.,  $6,000; 
ann.  exp.  of  dept.,  $260;  total  mem.,  106  volunteers. 
Watbk  Supply— Source,  springs,  tV&  miles  from 
business  center;  system,  graTitv;  res.  cap.,  1,400,000 

Sds.;  mains,  cast  iron,  oM  miles,  4  to  8  in.  dia.. 
onaldson;  28  hydrants,  Ludlow;  17  valves;  848 
services;  pipe,  black  and  galv.  iron;  pressure, 
dom.  70  lbs.,  fire  100  lbs.;  cost  to  construct,  $25,000; 
int  paid  on  bonds,  4  per  cent;  works  belong  to 
city. 

RAVENA,  pop.  007.    Fire  dept— Not  reported. 

Watbk  Supply— Source,  creeks,  8  miles  from 
business  center;  system,  gravity,  pump  to  res.; 
quality  of  water,  good;  res.  cap.  8,600,000  gals., 
located  H  mile  nom  business  center;  1  pumping 
engine,  cap.  per  day  480,000  gals.,  constructor 
Snow;  mains,  cast  iron,  T%  miles,  4  to  12  in.  dia.: 
58  hydrants:  26  valves;  meters,  total  number  4, 
owned  by  Co.;  166  services;  pipe,  galv.  iron; 
pressure,  dom.  66  Ibs.^fire  00  to  100  lbs.;  con- 
sumption  per  day,  200,000  gals.;  cost  to  construct, 
$56,000;  bonded  debt,  $40,000;  int.  paid  on  bonds. 
5  per  cent;  cost  of  mtce.,  $800;  works  belong  to 
Co. 

RENSSELAER,  pop.  10,716;  fire  area,  800  acres; 
bldgs.,  brick  and  wood,  2  and  8  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  deot.— 1  steamer,  2  h.  ft  L  trucks,  6  hose  car* 
riages:  nose,  cotton,  rubber  lined,  good,  6,250  ft.: 
fire  alarm,  electric,  18  boxes,  Stevins;  value  of 
depL  equipment,  $20,000;  value  of  bldgs.,  $14,000; 
ann.  exp.  of  dept.,  $2,600;  total  mem,  400  volun- 
teers. 

Water  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  to  stdp.  and 
direct;  stdp.  cap.  360,000  «ils.,  builders  Riter 
&  Conley;  filtration  system,  Jewell;  cap.  of  plant, 
3,000,000  gals.;  3  pumping  engines,  cap.  per  day 
6,000,000  gals.,  constructor  Worthington;  mains.  16 
miles.  4  to  16  in.  dia.,  Pittsburg;:  158  hydrants, 
Ludlow;  meters,  total  number  28,  Crown  20,  Union 
1.  Trident  7;  1,660  services;  pipe,  galv.  iron;  pres- 
sure, dom.  70  lbs.,  fire  180  lbs.;  cost  to  construct, 
$260,000;  int.  paid  on  bonds,  vA  per  cent;  ann. 
cost  of  mtce.,  $20,000;  works  belong  to  Co. 

RHINEBECK,  pop.  1,680:  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
steamer.  1  hand  engine,  6  c.  hand  ex..  1  h.  &  1. 
truck,  1  hose  wagon,  3  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  1.600  ft;  inferior,  all 
icifids,  450  ft.;  total  hose,  1,950  ft;  fire  alarm,  bell; 
iralue  of  dept  equipment,  $9250;  value  of  bldgs.. 
(5,150;  ann.  exp.  of  dept,  $1,200;  total  mem.  116, 
>aid  part  time  2,  volunteers  149. 

Watbk  Supply— Source,  wells,  1^  miles  from 
lusiness  center;  system, jpump  direct;  quality  oi 
vater,  good:  res.  cap.  600.000  gals.,  located  2.000 
t.  from  station;  2  pumpingengines,  class  trip., 
ixc  7x8.  cap.  per  day  400aK)0  gals.,  constructors 
>mith-Vai1e:  mams,  cast  iron.  7  miles,  4  to  8  in. 
iaui  49  hydrants,  Rensselaer  Mfg.  Co.;  16  valves, 
rorey;  20d  services;  pressure,  dom.  86  to  116  lbs.. 
re  85  to  116  lbs.;  consumption,  per  day  165^X)0 
als..  per  capiu  110  gals.;  bonded  debt,  $40,000; 
It.  paid  on  bonds,  6  per  cent;  works  belong  to 
To- 
ri CHFIELD  SPRINGS,  pop.  1.600:  fire  area. 
>  acres;  mercantile  bldgs.,  brick  and  wood,  1% 
3  5  stories;  private,  brick  and  wood.  2%  stories: 
ooden  roofs  permitted  in  fire  area;  fireworks  and 
smbnstibles  ord.;  causes  of  fires  investigated. 
ire  dept — 2  h.  &  1.  trucks,  17  c.  hand  ex.,  5  hose 
affons,  4  hose  carriages;  hose,  cotton,  rubber 
n«<3,  good,  2,100  ft;  inferior,  all  kinds,  600  ft.; 
»ta.1  hose,  8,000  ft.;  fire  alarm,  electric  bell.  12 
3xes;  value  of  dept  equipment,  $4,626;  value  of 
}<igs.,  $2,600;  ann.  exp.  of  dept.  $600;  total  mem., 
.5    volnnteers. 

'^Tatek  Supply— Source,  springs  and  lake,  3 
ties  from  business  center;  system,  gravity,  and 
smp  to  res.;  filtration  system,  Tewell:  cap.  of 
sizit,  800,000  gals.;  res.  cap.,  18.000,0(00  gals.; 
imping  engines,  cap.  per  day  1,000.000  gals.,  con- 


structor Worthington;  mains,  cast  iron,  8  miles, 
4  to  10  in.  dia.,  Millar;  60  hydrants,  Eddy, 
Worthington;  88  valves;  meters,  total  number  140, 
Thomson  46,  Nash  16;  460  services;  pipe,  wrought 
iron;  pressure,  dom.  70  lbs.,  fire  80  lbs.;  cost  to 
construct,  $80,000;  int  paid  on  bondi.  8H  per  cent; 
ann.  coat  of  mtce.,  tifiOO;  worla  belong  to  city. 

RIVERHEAD,  pop.  8,017;  fire  area,  1,600  acres; 
mercantile  bldgs.,  stone,  brick,  8  stories;  private, 
wood,  2^  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.;  causes  of  fires  not 
investigated;  fire  loas  for  1902,  $1,600.    Fire  dept.— 

1  steamer,  8  hand  engines,  1  h.  ft  1.  truck,  1  aerial 
truck,  8  hose  carriages;  hose,  cotton,  rubber  lined, 

Sood,  8,400  ft;  fire  alarm,  bell,  whistle;  value  of 
ept  equipment,  $6^400;  value  of  bldgs.,  $8,200; 
ann.  exp.  of  dept,  |l,80O;  total  mem.,  180  volun- 
teers. 

Watbb  SupPLY-^ource,  wells,  600  ft.  from  busi- 
ness center;  sjrstem,  pump  to  tank;  stdp.  cap., 
76,000  gals.;  quality  of  water,  fair;  res.  cap.,  76.U0O 
gals.;  2  pumping  engines,  cap.  per  day  260,000 
gals.;  mains,  iron,  2H  miles,  4  to  8  in.  dia.;  26 
hydrants;  20  valves;  125  services;  pipe,  galv.  iron; 
pressure,  dom.  33  lbs.,  fire  75  lbs.;  consumption 
per  day  60,000  gals.;  cost  to  construct.  $15,000; 
cost  of  mtce.,  $1,500;  works  belong  to  Co. 

ROCHESTER,  pop.  200,000;  fire  area,  11,635 
acres;  mercantile  bldgs.,  stone  and  brick,  2  to  12 
stories;  private,  wood  and  brick,  2  and  3  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — ^14  steamers,  4  h.  &  1.  trucks,  48  c. 
hand  ex..  2  aerial  trucks,  9  hose  wagons,  8  comb, 
c.  &  h.  wagons,  1  water  tower,  2  supply  wagons,  6 
chiefs'  wagons,  118  horses:  hose,  cotton,  rubber 
linea,  good,  51,050  ft ;  inferior,  all  kinds,  1,000  ft ; 
total  hose,  52,060  ft;  fire  alarm,  Gamewell,  275 
boxes;  value  of  dept  equipment,  $195,5(19;  value  of 
bldgs.,  $340,200;  ann.  exp.  of  dept,  $384,190;  total 
mem.,  256,  paid  full  time. 

Watbr  Supply— Source,  lake,  29  miles  from 
business  center;  system,  gravity;  quality  of  water, 
fine;  res.  cap.,  225.000,000  gals.;  5  pumping  engines, 
cap.  per  day  12.000,000  gals.,  constructors  Holly, 
Worthington  and  De  Laval;  mains,  cast  iron.  315 
miles,  4  to  36  in.  dia.;  3,800  hydrants;  4.800  valves; 
meters,  total  number.  31,600;  Crown  4,367.  Nash 
5.760.  Union  26,  Empire  29,  Gem  8,  Trident  547, 
Herscy  Disc  14.205.  Thomson  597.  Ball  ft  Fitts  1, 
Worthington  16.  Westinghouse  126,  Keystone  16. 
Lambert  1.219;  38.000  services;  pipe,  lead  and  iron; 
pressure,  dom.  50  lbs.,  fire  126  lbs.;  consumption 
per  day  15.000,000  gals.,  cost  to  construct,  $9,028,- 
OOO;  bonded  debt,  $6.  610,000;  int  paid  on  bonds,  3H 
per  cent;  cost  of  mtce.,  $200,000;  works  belong  to 
city. 

ROCKAWAY  BEACH  (Greater  New  York), 
pop.,    2.600;    mercantile   bldgs..    brick   and   wood, 

2  and  3  stories;  private,  wood  and  brick,   2  and 

3  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.  Fire  dept. — 2 
steamers,  1  h.  &  1.  truck.  1  hose  cart,  6  hose 
carriages;  hose,  rubber,  good,  6,200  ft:  fire  alarm, 
bell;  value  of  dept.  equipment,  $16,475;  value  of 
bldgs.,  $10,000;  total  mem.,  187,  paid  full  time  t, 
volunteers  135. 

Watbe  Supply— Source,  supplied  by  Far  Rocka- 
way. 

ROCKVILLE  CENTER,  pop.  3.800.  fire  area, 
1,280  acres;  mercantile  bldgs.,  brick,  2^  to  6 
stories;  private,  wood,  2  and  3  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 1  hand 
engine,  1  h.  &  1.  truck,  4  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  4,000  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment  $6,600; 
value  of  bldgs.,  $8,700;  total  mem.,  230  volunteers. 

Watbr  Supply— Source,  wells.  U,  mile  from 
business  center;  system,  pump  to  stop,  and  direct; 
stdp.  cap.  235,000  gals.,  dim.  20  x  100,  material 
used  in  cons,  wrought  iron;  quality  of  water, 
good;  8  pumping  engines,  cap.  per  day  600.000 
gals.,  constructors  Smith- Vaile,  Worthizigton; 
mains,  cast  iron,  7  miles,  4  to  12  in.  dia.;  IB  hy- 
drants: 65  valves;  449  services;  pipe,  lead;  pres- 
sure, dom.  48H  lbs.,  fire  100  lbs. ;  consumption  per 
day,  175,000  gals.;  cost  to  construct,  $46,000; 
bonded  debt  $89,600;  int.  paid  on  bonds,  4  per 
cent;  cost  of  mtce.,  $1,750;  works  belong  to  vil- 
lage. 
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ROME,  pop.  16,667;  mercmntile  bldgt.,  brick,  4 
stories;  pnvate,  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  causes  of  fires  in- 
vestigated. Fire  dept. — 3  steamers,  1  comb,  wagon, 
4  c.  hand  ex.,  1  aerial  truck,  2  hose  wagons,  11 
horses;  hose,  cotton,  rubber  lined,  good,  8,000  ft.: 
fire  alarm,  bell  and  whistle,  40  boxes;  ann.  exp.  of 
dept.,  120,000;  total  mem.,  102,  paid  full  time  18, 
paid  part  time  9,  volunteers  80. 

Watxx  Supply— Source,  river,  2  miles  from 
business  center;  system,  pump  to  res.  and  direct 
to  mains;  quality  of  water,  good;  res.  cap.,  9,000,- 
000  gals.;  2  pumping  engines,  cap.  per  da^  6,000,- 

000  gals.;  mains,  cast  iron  and  cement,  87  miles, 
4  to  20  in.  dia.;  293  hydrants;  270  valves;  meters, 
total  number  &,  owned  by  city;  3,100  services; 
pipe,  lead;  pressure,  dom.  26  lbs.,  fire  40  lbs.;  con- 
sumption per  day,  4,000.000  gals.:  cost  to  con- 
struct, $419,777.96;  bonded  debt,  $160,000;  int.  paid 
on  bonds.  8V&  per  cent;  cost  of  mtce.,  $11,000; 
works  belong  to  city. 

ROSENDALE,  pop.  1,547;  bldjrs.,  wood  and 
brick,  1  to  2  stories.  Fire  dept.— Hose  company, 
86  volunteers. 

Watbe  Supply— Source,  springs;  system,  Bra\- 
ity;  res.  cap.,  8,660,000  gals.;  86  hydrants;  91  serv- 
ices; pressure,  fire  180  lbs.;  int.  paid  on  bonds,  6 
per  cent;  works  belong  to  village. 

ROSLYN,  pop.  1300;  fire  area,  640  acres;  mer- 
cantile bldgs.,  wood,  8^  stories;  private,  wood, 
2H  stories;  wooden  roofs  permitted;  no  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated; 
fire  loss  for  1902,  $10,000.  Fire  dept.—!  steamer, 
2  hand  engines,  9  c.  hand  ex.,  1  h.  &  L 
truck,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good  2,600  ft.:  fire  alarm,  bell;  value  of 
dept.  equipment,  $6,000;  value  of  bldgs.,  $8,000; 
total  mem^  60  volunteers. 

Watxr  Supply— Source,  pond  and  cistemi,  and 

1  hydrant;  mains,  iron,  8  miles,  6  in.  dia.;  pres* 
sure,  fire  180  lbs. 

ROUSE'S  POINT,  pop.  1.676:  fire  area,  1,880 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
4  stories;  private,  stone,  brick  and  wood,  2  sto- 
ries: wooden  roofs  permitted  in  fire  area;  firc- 
worlcs  and  combustibles  ord.;  causes  of  fires  in> 
vestigated.  Fire  dept.— 1  h.  &.  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good.  1,000 
ft.;  inferior,  all  kinds,  600  ft.;  total  hose,  1^  ft; 
fire  alarm,  whistle;  value  of  dept.  equipment, 
$1,600;  value  of  bldgs.,  $2,600;  total  mem.,  60  vol- 
unteers. 

Watxe  Supply— Source,  lake,  in  business  cen- 
ter; system,  pump  to  stdp.;  stop.  cap.  148,UuO  gals., 
dim.  16  X  112,  located  south  side  Libertv  street, 
material  used  in  cons.  iron,  builders  James  J. 
Belding  Co.;  quality  of  water,  good;  2  pumping 
engines,  sixe  10  x  16  x  10%.  9  x  16  x  10^  x  10,  cap. 
per  day  1,000,000  gals.,  constructor  Worthington; 
mains,  iron,  7  miles  4  to  10  in.  dia.;  67  hydrants, 
Galvin;  44  valves,  ualvin;  meters,  total  number 
48,  Crown  2,  Hersey  Disc  4,  Thomson  ^^  owned 
by  consumer;  382  services;  pipe,  galv.  iron;  press- 
ure, dom.  36  lbs.,  fire  160  lbs.;  consumption,  per 
day  166,982  sals.,  per  capita  410  gals.;  cost  to  con- 
struct, $42,000;  bonded  debt.  $38,000;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $4,000; 
works  belong  to  city. 

RYE,  pop.  8^000;  fire  area.  2,000  acres;  mercan- 
tile  bldgs.,  bnck  and  wood,  8  stories;  private, 
brick  and  wood,  8  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  steamer, 
1  hand  engine.  1  h.  &  1.  truck,  6  c  hand  ex..  1 
aerial  truck,  2  nose  wagons,  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good,  1,600  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment.  $6,000;  value  of 
bldgs.,  $4,600;  ann.  exp.  of  dept.,  $800;  total  mem., 
90  volunteers. 

Water  Supply— Supplied  by  N.  Y.  Inter-Urban 
Water  Co.,  71  hydrants. 

SACKETTS  HARBOR,  pop.  967;  fire  area,  400 
acres;  mercantile  bldfts.,  wood  and  brick,  2  stories; 
private,  wood  and  brick,  IH  to  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  steamer,  1  hand  engine,  4  c.  hand  ex..  1 
k.  &  1.  truck,  3  hose  carriages;  hose,  cotton,  rub- 
ber lined,  jfood.  1.000  ft.:  inferior,  all  kinds,  360 
ft.;  total  hose,  1,360  ft.;  fire  alarm,  bell;  value  of 


dept.  equipment  $4,000;  value  of  bldgs.,  $Si.60O;  ann. 
exp.  of  dept.,  $800;  total  mem.  36.  paid  rail  tune  2. 
volunteers  84. 

Watsk  StrppLY— Source,  lakes,  wells  and  reser- 
voir, 600  It.  from  business  center;  system,  pomp 
direct  to  mains;  6  pumping  engines,  constrtsctors 
Qapp  ft  Jones;  cost  to  construct,  St,006;  booded 
dept.,  $1300;  int.  paid  on  bonds,  6  per  cent;  works 
belong  to  village. 

SAG  HARBOR,  pop.  8,427;  fire  area.  IJUO  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire  dept. 
—1  hand  engine,  1  h.  ft  L  truck,  4  hose  carriases; 
hose,  cotton,  rubber  lined,  good^  6,000  ft.;  fire 
alarm,  whistle;  value  of  dept  eqmpment,  $10,600; 
value  of  bldgs.,  $6,000;  ann.  exp.  of  dept.,  $1,500; 
total  mem..  160  volunteers. 

Watxe  Supply — Source,  lake;  system,  pump  to 
res. ;  rea.  ct^..  240,000  srals. ;  pumping  engines,  cap. 
per  day  600,000  gals.,  constructor  Worthington; 
mains,  4%  miles,  4  to  10  in.  dia.;  48  hydrants, 
Ludlow;  pressure,  dom.  60  lbs.,  fire  60  lbs.;  works 
belong  to  Co. 

ST.  JOHNSVILLE,  pop.  1^78;  fire  area,  640 
acres;  bldgs.,  wood  and  bricl^  8  and  S  stories; 
wooden  roofs  permitted.  Fire  dept.— 6  c  hand  ex., 
1  h.  ft  1.  truck,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good  1,600  ft.;  rubber,  good  1,000  ft.; 
inferior,  all  kii.ds.  600  ft;  total  hos^  8,000  ft.; 
fire  alarnu  electric,  8  boxes;  value  of  dept.  eqiaip- 
ment,  $2,6iM);  value  of  bldgs^  $1,000;  ami.  exp.  of 
dept,  $100;  total  mem.,  120  volunteers;  under* 
writers'  rating,  first  class. 

Watbk  Supply- Source,  springs,  7  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  1,000,000  gals.;  mains,  8  miles,  4  to 
10  in.  dia.;  60  hydrants;  600  services;  pressure, 
fire  100  lbs.;  cost  to  construct,  $72,000;  tnt  paid 
on  bonds.  4-4^  per  cent;  works  belong  to  city. 

SALAMANCA,  pop.  6.800;  fire  area,  800  acres; 
mercantile  bldgs.,  brick,  8  stories^  private,  wood,  2 
stories;  wooden  roofs  permitted  m  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fiiea  ixh 
vestinted.    Fire    dept— 2   steamers,    1   c.    engine, 

1  h.  &  1.  truck,  1  hose  wagon,  8  hose  carriages,  1 
comb.  c.  &  h.  wagon.  2  horses;  hose,  cotton,  rub- 
ber lined,  good,TMO  ft;  inferior,  all  kinds,  500 
ft;  total  hose.  3.000  ft;  fire  alarm,  whistle,  22 
boxes;  value  of  aept  equipment,  $8,000;  value  of 
bldgs.,  $8,000:  ann.  exp.  of  dept,  $1,000;  total 
mem.,  160  volunteers. 

Watxx  Supply— Source,  springs,  1  to  2  miles 
from  business  center;  system,  gravity,  pump  to 
res.  and  direct;  res.  cap.^,600,000  gals.;  pumping 
engines,  cap.  per  day  8,000,000  gals.,  constructors 
Deane  and  Worthington;   mains,   iron,  11  miles, 

2  to  12  in.  dia..  Wood;  76  hydranU.  Wood. 
Mathews;  88  valves;  800  services;  pipe,  galv.  iron; 
pressure,  dom.  76  lbs.,  fire  110  lbs.;  cost  to  con- 
struct, $86,000;  int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $2,000;  works  belong  to  Co. 

SALEM,  pop.  1,881;  fire  area^  600  acres;  bldgs., 
stone^  brick  and  wood.  2  stones;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  fire  loss  for  1908.  $1,200.  Fire 
dept— 1  steamer,  1  hand  engine,  1  h.  ft  L  track, 
8  hose  carriages;  hose,  cotton,  rubber  lined,  good 
2,600  ft;  inferior,  all  kinds,  1,000  ft;  total  hose, 
8.600  ft;  fire  alarm,  whistle;  value  of  dept.  equip- 
ment, $1,000:  value  of  bldgs.,  $3,600:  ann.  exp.  of 
dept,  $677.18;  total  mem.,  186^  paid  part  time  IL 
volunteers  183;  underwriters'  ratmg,  seeoad  class. 

Watxe  Supply— Source,  cisterns  and  creek. 

SANDY  HILL,  pop.  6,500;  fire  area.  35  acres; 
mercantile  bldgs.,  brick,  2  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  permttteo;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  steamer,  8  hose  carriages, 
1  comb,  wagon,  4  hand  ex.,  2  horses;  hose,  cot- 
ton, rubber  lined,  good,  ^700  ft;  ann.  exp.  of 
dept,  $1,000;  total  mem.,  106  volunteers. 

Watek  Supply— Source,  brooks,  H  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
230,000  gals.,  dim.  18  x  UO.  material  used  in  cons^ 
steel;  quality  of  water,  good;  res.  cap.,  4,000,000 
gals.;  2  pumping  engines,  cap.  per  day  7,S00,O0O 
gals.,  constructors  Ueane,  Worthinffton;  mains, 
cast  iron,  17  miles,  4  to  12  in.  dia.;  lOB  hydrants: 
113    valves;    meters,    total    number   600,    Empire. 
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owned  by  Co.;  884  serrices;  pressure,  dom.  GO  lbs., 
fire  60  lbs.;  consumption  per  day,  600,000  gals.; 
cost  to  construct,  1304,790;  bonded  debt,  $200,000; 
intpaid  on  bonds,  6-6  per  cent;  cost  of  mtce., 
|10,2IL;  works  belong  to  Co. 

SARANAC    LAKE,    pop.    2.594.     Fire    dept.-~3 
hose  carts;  2,500  ft.  hose;  total  mem.,  76. 

SARATOGA  SPRINGS,  pop.  12,600;  fire  area, 
800  acres;  mercantile  bldgs.,  brick,  3  to  6  stories; 
private,  wood,  2%  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated.  Fire  dept.— 1  h.  & 
I.  truck,  7c.  band  ex.,  1  aerial  truck,  3  hose  wagons, 
1  hose  carriase,  6  horses;  hose,  cotton,  rubber  bned, 
good,  4Ja0O  ft;  inferior,  all  lands,  8,000  ft.;  total 
nose,  $7,200  ft.:  fire  alarm,  bell  and  telephone,  41 
boxes:  value  ot  bldfl^.,  $18,000;  ann.  exp.  of  dept, 
$12,900;  total  mem.  27,  paid  full  time  12,  paid  part 
time  15. 

Water  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
pure;  2  pumping  engines,  cap.  per  day  12,000,000 
gals.,  constructor  Holly:  mains,  cast  iron,  25  miles, 
4  to  20  in.  dia.  240  hydrants,  Ludlow,  Holly, 
Coffin:  600  valves,  Ludlow:  meters,  total  number 
2,663,  Crown  4,  Union  106,  Empire  86.  Gem  6,  Her- 
sev  Rotary  6l  Hersey  Disc  178,  Thomaon  190, 
Worthington  6,  Buffalo  1.  Columbia  276,  Trident 
1,800,  Nash  1,  owned  bv  city;  2,660  services:  pipe, 
galv.  iron;  pressure,  dom.  00  lbs.,  fire  UO  lbs.; 
consumption,  per  day  2,200.000  gals.,  per  capita 
200  gals.;  bonded  debt,  |149,00O;  int.  patd  on  bonds, 
4  per  cent;  ann.  cost  of  mtce.,  $20,000;  works  be- 
long to  city. 

SAUGERTIES,  pop.  4,500;  mercantile  bldgs., 
brick  and  wood.  2  stones;  private,  brick  and  wood. 
2  stories:  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept.— 1  steamer,  1  hand 
engine,  2  c  hand  ex.,  1  h.  &  1.  truck,  4  hose 
wagons,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  3,000  ft;  fire  alarm,  bell  and  whistle; 
total  mem^  180  volunteers. 

Water  Supfly— Source,  spring  and  crcet  6 
miles  from  business  center;  system,  gravity;  filtra- 
tion system,  gravel;  quali^  of  water,  good;  res. 
cap.  7,500,000  gals.,  located  at  Fawns;  mains,  cast 
iron,  16  miles,  4  to  16  in.  dia.;  88  hydrants:  100 
valves;  meters,  total  number  166,  Crown  68,  Union 
Rotary  Piston,  6,  Gem  3,  Thomson  1,  Buffalo 
American  10,  Trident  53,  Hersey  1,  Empire  1, 
King  7,   owned   by  consumer;  763  services ;' pipe, 

galv.  iron  and  lead;  pressure,  dom.  75  to  140  lbs., 
re  75  to  140  lbs.;  cost  to  construct,  $112,000; 
bonded  debt,  $73,000;  int.  paid  on  bonds,  3/5  per 
cent;   cost  of  mtce.,  $2,000;  works  belong  to  city. 

SAYVILLE,  pop.  2,800;  fire  area,  1,920  acres; 
mercantile  bldgs.,  wood  and  brick,  2  and  3  stories; 
private,  brick  and  wood,  2\^  stories:  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causca  of  fires  investigated;  av.  fire  loss  per  vr.  for 
8  yrs.,  $2,000.  Fire  dept— 1  h.  &  L  truck,,  8  hoae 
carriasea;  hose,  cotton,  rubber  lined,  good  2,000  ft.; 
£re  alarm,  bell;  value  of  dept  equipment  $1,600; 
value  of  bldgs.,  $26,000;  total  mem.,  136  volun- 
teers. 

Watbr  Supply— Source,  wells  and  Great  South 
Bay  Water  Co. 

SCHAGHTICOKE,  pop.  1,061:  fire  area,  800 
«cres;  bldgs..  brick  and  wood,  2  atories.  Fire 
dept. — ^1  hand  engine,  1  h.  &  1.  truck,  1  hose  car- 
riage;  total  hose,  200  ft;  fire  alarm,  bell;  total 
snem.  60  volunteers. 

Watbk  Supply — Source,  river,  cisterns,  wells. 

SCHENECTADY,  pop.  75,000;  fire  area,  8  sq. 
miles;  mercantile  bldgs.,  stone,  brick  and  wood.  2 
to  8  stories;  private,  wood,  2  to  3  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  for  3  yrsM  $75,000;  av.  ins.  for  same  time, 
^359,S73.  Fire  dept — 3  steamers,  7  comb.  c.  &  h. 
-waggons,  1  c.  engine,  28  c.  hand  ex.,  2  h.  &  I.  trucks, 

2    water  towers,  2  aerial  trucks,  2  hose  wagons,  41 
Horses;    hose,  18,000   ft.;   fire   alarm.   Gamewell  80 

"boxes;   value  of  dept.  equipment,  $145,000;  value  of 

bld^s.,    $242,000;  ann.  exp.   of  dept  $104,810;  total 

mem.    490,  paid  full  time  80. 

Watxe  Supply— Source,  underground  collecting 

Sallery^    8    miles    from    business    center;    system, 
pump  to  stdp.  and  direct  to  mains;  stdps.  cap.  2,988,- 


837  gals.,  dim.  32  x  100,  60  x  90,  material  used  in 
cons,  steel,  builders  Ranton  Boiler  Co.;  quality  of 
water,  good:  4  pumping  engines,  class  vert,  cap. 
per  day  88,000,000  gals.,  constructors  Deane,  Hoi* 

Soke,  Worthington;  mams,  cast  iron,  90  miles,  4  to 
S  in.  dia.;  1,(100  hydrants;  1,606  valves;  meters, 
total  number  1,454,  Nash  200.  Hersey  Disc  800, 
Hersey  Torrent  4,  Thomson  200.  Columbia  100, 
Keystone  250,  Lambert  250,  owned  by  city;  10,436 
services;  pipe,  galv.  iron  and  lead;  pressure  dom. 
86  lbs.,  fire  86  lbs.;  consumption  oer  day,  3,969,178 
gals.;  cost  to  construct,  $989,000;  bonded  debt, 
$929,000;  int  paid  on  bonds,  3  and  4  per  cent;  cost 
of  mtce.,  $36,000;  works  belong  to  city. 

SCHOHARIE,  pop.  1,080;  fire  area,  2,800 
acres;  mercantile  bldgs..  brick,  8  stories;  private, 
brick  and  wood,  2  and  8  atories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causea 
of  fires  investigated.  Fire  dept.— 1  hand  engine. 
8  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,200  ft;  leather,  good,  700  ft;  total  hose,  1,700  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $2^700; 
value  of  bldgs.,  $2,000;  ann.  exp.  of  dept,  $100; 
total  mem^^  46  volunteers. 

Watie  Supply— Source,  springs,  2  miles  from 
business  center;  svstem,  gravity;  res.  cap.,  880,000 
gals.;  mains,  6  miles,  4  to  8  in.  dia.,  Mich.  Pipe; 
d1  hydrants^  Holly:  26  valvea;  70  services;  pres* 
sure,  fire  75  to  90  ibs.:  cost  to  construct,  ^,000; 
bonded  debt.  $80,000;  int.  on  bonds.  3  per  cent; 
works  belong  to  city;  extensive  improvements  be- 
ing made  on  plant 

SCHUYLERVILLE,  Saratoga  Co.,  poo.  1,600; 
mercantile  bldgs.,  brick  and  wood,  2  to  3 
stories;  private,  brick  and  wood,  8  stories:  wooden 
roofs  permittea  in  fire  area:  fireworks  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  steamer,  1  hand 
engine,  1  h.  &  1.  truck,  3  hose  carriases;  hose,  cot- 
ton, rubber  lined,  good,  800  ft.;  rubber,  good,  800 
ft.;^  total  hose.  1,600  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment,  $6,4^;  value  of 
bldgs.,  $4,000;  ann.  exp.  of  dept.,  $60;  total  mem., 
90  volunteers. 

Watsk  Supply— Source,  wells  and  canal,  wells 
for  domestic  use,  canal  for  fire;  waterworka  in 
course  of  construction. 

SEA-CLIFF,  pop.  1,790;  bldgs.,  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  steamer,  1  hand 
engine,  1  h.  &  L  truck,  2  hose  carriages:  hose, 
cotton,  rubber  lined,  good  1,400  ft;  inferior,  all 
kinds,  800  ft.:  total  hose,  1,700  ft:  fire  alarm, 
bell;  value  of  dept  equipment,  $4,600;  value  ot 
bldgs.,  $6^000:  ann.  exp.  of  dept,  $1,000;  total 
mem.,  94,  paid  full  time  2,  volunteers  98. 

Water  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
235,000  nls.,  material  used  in  cons,  iron,  builders 
Tippett  &  Wood  I  quality  of  water,  good;  filtration 
in  wells;  2  pumping  engines,  class  comp.  dup.,  cap. 
per  day  100,000  gals.,  constructors  Blake  and 
Worthington;  mains,  cast  iron,  8  miles,  4  to  8  in. 
dia.;  88  nydrants;  88  valves;  meters,  total  num- 
ber 3,  owned  by  Co.;  pressure,  dom.  60  lbs.,  fire 
•100  lbs.;  works  belong  to  Co. 

SENECA  FALLS,  pop.  6.800;  mercantile  bldgs.. 
brick,  2  to  4  stories;  private,  wood  and  brick,  2 
stories;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.    Fire  dept— 2  steamers,  1  c  en- 

f'ne,  6  c.  hand  ex.,  2  h.  &  1.  trucks,  1  hose  wagon, 
hose  carts,  4  horses:  hose,  linen,  good,  4,600  ft; 
inferior,  all  kinds.  400  ft;  total  hose,  4,900  ft; 
fire  alarm,  bell,  12  boxes;  value  of  dept  equipment, 
$9,600;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept., 
$9,600;  total  mem.  62,  paid  full  time  2,  volunteers 
30. 

Water  Supply— Source,  lake;  system,  pump  to 
stdp.;  stdp.  cap.  600,000  gals.,  material  usea  in 
cons,  steel;  quality  of  water,  good;  pumping  en- 
gines.  cap.  per  day  8,000,000  gals.;  mains,  cement 
and  iron,  13  miles,  4  to  14  in.  dia.;  116  hydrants. 
Ludlow ;  128  valves,  Ludlow,  Coffin ;  1,400  services ; 
pipe,  galv.  iron ;  pressure,  dom.  60  lbs.,  fire  80  lbs. ; 
consumption,  per  day  900,000  gals.,  per  capita  76 
gals.;  works  belong  to  Co. 

SHORTSVILLE,  pop.  950;  fire  area,  200  acres. 
Fire  dept. — 1  h.  &  1.  truck;  1  hose  cart;  value  of 
dent,  equipment,  $500. 

Water  Supply — Source,  springs;  system,  pump- 
ing,  2   pumps,   constructor,    Gould;   cap.   per   day, 
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300,000  gals.;  40  hydrants:  28  valves:  24,000  ft 
mams;  pressure,  dom.  70  lbs.,  fire  70  lbs.;  cost  of 
construction,  $3u,000;  bonded  debt,  $90,000;  interest 
paid  on  bonds,  4  2/6  per  cent;  works  belong  to 
city. 

SIDNEY,  pop.  2,600;  fire  area,  460  acres;  bldgs., 
brick  and  wood,  2  and  S  stones;  wooden  roofs 
permitted.  Fire  dept.~l  h.  &  1.  truck,  1  hose 
waff  on.  1  hose  carriase;  hose,  cotton,  rubber  lined, 
2,300  ft.;  value  of  dept.  equipment,  12,300;  ann. 
exp.  of  dept.,  1000;  total  mem.,  66  volunteers. 

WATia  Supply— Source,  springs  and  creeks,  2% 
miles  from  business  center;  system,  gnvity;  qual- 
ity of  water,  good;  res.  cap.  112,000,000  gals.,  cap. 
per  day  64,000,000  gals.,  constructors  Warren,  Mil- 
ler;  mains,  cast  iron,  11  miles,  4  to  10  in.  dia.;  46 
hydrants;  400  services;  pipe,  cast  iron;  pressure, 
fire  90  lbs.;  cost  to  construct,  1160,000;  int  paid  on 
bonds,  4  per  cent;  works  belong  to  Co. 

SILVER  CREEK,  pop.  1,944:  fire  area,  600 
acres;  mercantile  bldgs.,  brick  and  wood,  2V&  stor- 
ies; ^vate,  wood,  2H  <uid  8  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord. 
Fire  dept.— 1  steamer,  1  h.  ft  1.  truck,  1  hose 
wagon,  8  hose  carriages;  hose,  cotton,  rubber 
lined,  good  2,000  ft.;  linenj^good  LfiOO  ft.;  rubber, 

Sood  GOO  ft;  total  hose,  iM  ft;  fire  alarm,  whis- 
e;  value  of  dept  equipment,  HWl  value  of 
bldgs.,  12,000;  ann.  exp.  ot  dept.  $600;  total  mem., 
76.  paid  full  time  2,  volunteers  73. 

WATia  SuppLY—^urce,  s]>ring8,  8  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  7,600,000  gals.^  cap.  per  day  600,000 
gals.,  constructor  Snow;  mains,  17  miles,  4  to  12 
in.  aia.;  96  hydrants;  270  services;  pressure,  dom. 
130  lbs.,  fire  130  to  170  lbs. ;  cost  to  construct,  |70,- 
000;  bonded  debt  fOO^OOO;  int  naid  on  bonds,  4  per 
cent;  cost  of  mtce.,  HOO;  works  belong  to  city. 

SKANEATELES,  pop.  1,496;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  8  stories:  private,  wood. 
2  stories;  wooden  roofs  permitted.  Fire  dept— J 
hand  engines,  2  c.  hand  ex.,  1  h.  ft  L  truck,  3 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,600  ft;  inferior,  aU  kinds,  300  ft.;  total  hose, 
1,800  ft.;  fire  alarm,  bell:  value  of  dept  equip- 
ment, $3,800;  value  of  blags.,  $8,000;  total  mem., 
45  volunteers. 

Watsk  Supply— ^urce,  lake,  4,000  ft  from  busi- 
ness center;  svstem,  pump  to  res.;  dim.  112  x  10, 
material  used  in  cons,  concrete  and  stone;  quality 
of  water,  good;  res.  cap.  660,000  gals.,  located  1% 
miles  from  village;  1  pumping  engine,  cap.  per  day 
760,000  gala.,  constructor  Worthtnaton;  mains,  iron, 
(^  miles,  4  to  8  in.  dia.:  60  hydrants;  88  valves: 
meters,  total  number  14,  Crown  13,  Nash  1,  owned 
by  village;  817  services;  pipe,  galv.  iron;  pressure, 
dom.  70  lbs.,  fire  70  lbs.;  cost  to  construct,  $44,000; 
bonded  debt,  $38,000;  int  paid  on  bonds,  8%  per 
cent;  cost  of  mtce.,  $2,600;  works  belong  to  vil- 
lage. 

SODUS;  bldgs.,  wood.  Fire  dept— 1  h.  ft  1. 
truck,  1  comb,  engine,  1  hose  carnage;  hose,  600 
ft.:  total  mem.,  60  volunteers. 

Water  Supply— Source,  wells  and  cisterns. 

SOLVAY,  pop.  4,300;  fire  area,  640  acres;  mer- 
cantile bldjifs.,  stone,  brick,  iron  and  wood,  2 
stories;  private,  wood,  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated;  fire  loss  for  1906,  $600;  ins. 
for  same  time,  $600.  Fire  dei>t— 1  h.  ft  1.  truck, 
1  supplv  wagon,  6  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  6,000  ft.;  fire  alarm,  bell  and 
whistle,  14  boxes:  value  of  dept.  equipment.  $10,000; 
value  of  bldgs.,  $5,000;  total  mem.,  90  volunteers. 

Water  Supply— Source,  springs,  %  mile  from 
business  center;  system,  pump  to  res.;  res.  cap., 
6,000,000  gAls.;  1  pumping  ennne,  class  trip.,  con- 
structor Gould;  mains,  cast  iron,  9  miles,  4  to  12 
in.  dia.,  Addyston;  106  hydrants,  Eddv;  meters, 
total  number  390;  476  services;  pipe,  lead  and  galv. 
iron ;  pressure,  dom.  120  lbs.,  fire  120  to  140  Ibsj 
consumption,  per  day  866,000  gals.,  per  capita  89 

fals.;  cost  to  construct.  $76,000:  int.  paid  on  Donds, 
per  cent;  ann.  cost  of  mtce.,  $7,000;  works  belong 
to  village. 

SOUTHAMPTON,  pop.  8,400;  fire  area,  6.000 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  8 
stories;  private,  wood,  2}^  stories;  wooden  roofs 
permitted  in  fire  area:  fireworks  ord.;  causes  of 


fires  investigated.  Fire  dept— 8  hand  etiginra.  4  c. 
hand  ex.,  1  n.  &  L  truck,  1  hose  wagon.  6  hose  car- 
riages; hoae.  cotton,  rubber  lined,  good.  8,000  ft; 
rubber,  good,  146  ft;  inferior,  aU  Idnda,  S60  ft; 
total  hoae.  8,696  ft;  fire  alarm,  bell  and  wfaistk; 
value  of  dept  equipment,  $42000;  value  of  bldgs.. 
$4,000;  ann.  exp.  of  dept,  $300;  total  mem.  IflO 
volunteers. 

Water  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pneumatic  storage  system; 
cap.  36,000  fl^ls.,  material  used  in  cons,  steel; 
quality  ojf  water,  good;  2  pumping  engines,  cap. 
per  day  1,600,000  gals.,  constructor  Worthington: 
mains,  iron,  16%  miles,  4  to  8  in.  dia.;  101  hy- 
drants, 106  valves;  623  services;  pipe,  galv.  iron; 
pressure,  dom.  66  lbs.,  fire  100  lbs.;  consiunption 
per  day,  367,126  gals.;  cost  to  construct,  $83,5S; 
cost  of  mtce..  $6,900;  works  belong  to  Co. 

SO.  GLENS  FALLS,  pop.  2,300;  fire  area.  640 
acres;  mercantile  bldgs.,  2  stories;  wooden  roc^ 

Sermitted;  fireworks  and  combustibles  onL  Fire 
ept.— 2  hose  carriages;  hose,  cotton,  mbber  lined, 
good,  6,000  ft;  fire  alarm,  telephone;  value  of 
aept.  equipment,  $2,600;  ann.  exp.  of  dept.  Sl.OOO; 
total   mem..   60   volunteers. 

Water  Supply — Source,  springs;  system,  pump 

to  stdp.;  res.  cap.,  800,000  gals.;  mains,  6%  miles. 

4  to  14   in.   dia.;  69  hydrants;   pressure,  dom.  60 

j    lbs.,  fire  120  1)^^;  cost  to  construct.  $54,000;  axuL 

'    cost  of  mtce. 


I  Ihs. ;  coi 
j.,1fe,400. 


SOUTHOLD,  pop.  1,600;  fire  area,  1,280  acres; 
mercantile  bldga.,  wood,  1  to  8  stories;  privste, 
wood,  2  stories;  wooden  roofs  permittra  is  fire 
area.  Fire  dept— 2  hand  enginea.  2  c.  hand  ex.,  1 
h.  &  L  truck,  1  hose  carriage;  hose,  cotton,  rubber 
lined.  TOod,  700  ft;  inferior,  all  kinda.  800  ft;  total 
hoae,  900  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $1,600;  value  of  bldgs.,  $3,000;  ann.  expL  of 
dept,  $400;  total  mem.  40  volunteers. 

Water  Supply— Source,  wells  and  cistema. 

SPENCER,  pop.  860;  fire  area,  1  sq.  mile;  mer- 
cantile bldgs.,  bnck,  8  to  8  stories;  private,  wood. 
1  to  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.^  caoaca  of 
fires  investigated.  Fire  dept. — ^1  c.  engine,  1  hsad 
engine  and  hose,  2  c.  hand  ex.;  value  of  dept 
equipment,  $600;  ann.  exp.  of  dept,  |60;  total 
mem.,  32  volunteers. 

Water  Supply— Not  reported. 

SPRINGFIELD,  pop.  8,000;  fire  area,  75  acres: 
mercantile  bldgs.,  bnck  and  wood,  2  and  S  stories; 
private,  wood  and  brick,  2  stories:  wooden  nob 
permitted.  Fire  dept— 1  steamer,  l  c.  engines.  1 
nose  carriages:  hose,  cotton,  rubber  lineo,  good 
1,600  ft;  fire  alarm,  whistle;  value  of  dept  equip- 
ment, $14i00;  value  of  bldgs.,  $2,000;  ann.  exp.  of 
dept,  $400;  total  mem.,  86  volunteers. 

Water  Supply- Not  reported. 


SPRING  VALLEY,  pop.  8,700;  fire 
acrea;  bldgs.,  brick  and  wood.  VA  stories;  woodca 
roofs  not  permitted;  fireworks  and  combostibks 
ord.  Fire  dept— 8  steamera,  1  hand  engine,  I 
buckets,  1  h.  ft  1.  truck,  2  hose  carriacea;  hoae. 
cotton,  rubber  lined,  good,  900  ft.;  leataer,  good. 
60  ft;  rubber,  good,  1,000  ft;  inferior,  all  lands. 
60  ft;  total  hose,  8,000  ft;  fire  alarm,  bell;  vslue 
of  dept  equipment.  $1^00;  value  of  bldgs.,  $U09; 
ann.  exp.  of  dept,  |800;  total  mem.,  40  vtklimteers. 

Water  Supply— Source,  streams,  %  mile  frosa 
business  center;  system,  pump  to  stdp.;  stdp.  csp^ 
236,000  gals.,  dim.  20  x  100,  located  %  mile  fros 
village,  material  used  in  cons,  iron,  bmlder  Walsh; 
quality  of  water,  good;  2  pumpixig' engines,  daas  1 
comp..  1  sim..  cap.  per  day  1,000.000  gala.,  caa> 
stnictor  Worthington;  mains,  cast  iron.  4  antos,  I 
to  12  in.  dia.;  28  hydranu.  A.  P.  Snutfa  Co.;  81 
valves.  Smith;  meters,  total  number  Ifli  owned  by 
city;  240  services;  pipe,  lead  and  gahr.  iron:  pres- 
sure, fire  86  lbs.:  consumption,  per  day  80^000  gals», 
per  capita  30  gais.jcost  to  constmct,  $88,000;  aan. 
cost  ot  metce.,  $1,200;  works  belong  to  C<k 

SPRINGVILLE,  pop.  2,000u  Fire  dept— 1  b.  & 
1.  truck.  3  hose  carts,  1  supply  wagon,  1,800  ft. 
hose;  total  mem.,  44  volunteers. 

Water  Supply— Pressure,  86  pounds. 

STAMFORD,  pop.  900;  mercantile  bldgs.,  wood. 
8  to  4  stories;  private,  wood,  2  to  4  stories;  w 
roofs  permitted  in  nre  area;  fireworks  and 
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busUbles  ord.;  causes  of  fires  investigated.  Hre 
dept—  1  hand  engine,  2  c.  hand  ex.,  1  b.  &  I.  truck, 

2  nose  wagons,  2  nose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  1.200  ft;  inferior,  all  kin^  400 
ft.;  total  hose,  1,000  ft;  fire  alarm,  bell:  value  of 
dept  equipment  11,000;  value  of  bldigs.,  18,000;  ann. 
exp.  of  dept,  |Z60;  total  mem.  60  volunteers. 

Watee  buppLY — Source,  river;  system,  gravity; 
filuation  system,  N.  Y. :  cap.  ol  plant,  200,000  gals. ; 
mains,  cast  iron,  6  miles,  4  to  8  in.  dia.,  Millar; 
28  hydrante,  Mathews;  190  services;  pipe,  lead; 
pressure,  dom.  100  lbs.,  fire  100  to  130  lbs.:  cost  to 
construct,  146,000;  ann.  cost  of  mtce.,  $400;  works 
belong  to  Co. 

STAPLETON  (Greater  New  York),  fire  area, 
3»840  acres;  bidgs.,  brick  and  wood,  2  and  8  stor- 
ies; wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept~-6  steamers,  8  c.  hana 
ex.,  8  h.  &  1.  trucks,  2  supply  wagons.  9  hose 
wagons,  27  horses;  hose,  rubber,  good,  7,000  ft; 
inferior,  all  kinds,  2,000  ft:  total  hose,  9,000  ft; 
value  of  dept  equipment,  $46,000. 

Watbe  Supply— Source,  wells,  8  miles  from 
business  center;  system,  gravitv,  pump  to  res.,  to 
stdp.  and  direct;  stdp.  cap.  100,000  gals.,  material 
used  in  cons,  steel;  quality  of  water,  good;  res. 
cap.  4,000,000  gals.,  located  at  Richmond  turnpike; 

3  pumping  engines,  cap.  per  day  7,000,000  gals., 
constructors  Deane,  Worthington ;  mains,  cast 
iron,  00  miles,  4  to  14  in.  dia.;  400  hydrants:  200 
valves;  meters,  total  number  1,000.  Crown  1,000, 
Empire  340,  Hersey  Rotary  60,  Hersey  60,  Tri- 
dent GO,  Nash  100,  owned  by  Co.;  pressure,  dom. 
126  lbs.,  fire  126  lbs.;  consumption,  per  day  8,000,- 
000  gals.,  per  capita  71  gals. ;  works  oelong  to  Co. 

STIIXWATER,  pop.  1,007;  bldgs^  brick  and 
wood,  2  and  8  stones;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.;  causes  of  fires 
not  investigated.  Fire  dept— 1  steamer,  1  hoae 
carriajB:e;  hose,  cotton,  rubber  lined,  good,  1,600 
ft;  fire  alarm  bell;  value  of  dept  tqvApmtnt, 
f7,000;  value  of  bldgs.,  |4,000;  ann.  exp.  of^dept, 
$700:  total  mem.,  86  volunteers. 

Watbe  Supply— Source,  river,  canal;  system, 
pump  to  res.,  to  stdp.  and  direct 

SUFFERN,  pop.  1,09.  Fire  dept— Not  re- 
ported. 

Watxe  Supply— Source,  spring,  %  mile  from 
business  center;  system,  pump  to  res.:  filtration 
system,  sand  and  charcoal;  res.  cap.  800,000  gals.; 

2  pumping  engines,  cap.  per  day  72o,000  gals.,  con- 
structor Nash;  mains,  8  nules;  80  hydrants;  100 
valves;  meter  system;  400  services;  pipe,  cast 
iron;  pressure,  dom.  76  lbs.,  fire  90  lbs.;  consump- 
tion per  dav,  116,000  gals.;  cost  to  construct,  $00,- 
€00;  cost  of  mtce.,  $2,200;  works  belong  to  city. 

SYRACUSE,  pop.  117,486;  fire  area,  16H  Ml' 
miles;  mercantile  oldgs.,  stone  and  brick,  1  to 
12  stories;  private,  stone  brick  and  wood.  1  to  4 
stories;  wooden  roofs  not  permitted  in  fire  area; 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  vrs.,  $172,694;  av.  ins. 
involved  for  same  time.  $2,080,600.  Fire  dept— 10 
steamers,  4  h.  &  1.  trucks,  30  c.  hand  ex.,  4  aerial 
trucks,  9  hose  wagons,  3  comb.  c.  &  h.  wagons  79 
horses;  hose,  cotton,  rubber  lined,  good,  21,700  ft.; 
inferior  all  kinds,  8,000  ft;  total  hose,  23,900  ft; 
fire  alarm,  bell,  182  boxes;  value  of  dept  equip- 
ment, $200,000;  value  of  bldgs.,  $300,000;  ann.  exp. 
of  dept.,  $218,000;  total  mem.  186,  paid  full  time. 

Watbk  Supply— Source,  lake,  20  miles  from 
business  center;  system,  gravitv;  quality  of  water, 

food;  res.   cap.  121,000,000  gals.,   located  1   mile 
rom  business  center;  mains,  cast  iron,  189  miles, 

4  to  36  in.  dia.;  2,966  hydrants;  2,741  valves;  meters, 
total  number  19,106,  owned  by  consumer;  21,- 
500  services;  pipe,  lead;  pressure,  dom.  and  fire 
90  to  100  lbs.;  consumption  per  day  12,000.000  gals.; 
cost  to  construct.  $6,000,000;  bonded  debt.  $4,066, 
000;  int.  paid  on  bonds,  Z,  S^  and  4  per  cent; 
cost  of  mtce.,  $100,000;  works  belong  to  city. 

TARRYTOWN,  pop.  6,000;  fire  area,  3,900  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  2  and 

3  stories;  private,  stone,  brick  and  wood,  3  stories: 
wooden  roofs  permitted  in  fite  area;  fireworks  ana 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 1  h.  &  1.  truck,  10  c.  hand  ex.,  1  aerial 
truck,  2  hose  wagons,  7  hose  carriages,  3  comb.  c. 
&  h.  wagons,  11  horses;  total  hose,  8.000  ft.;  fire 
alarm,  bell  and  whistle,  20  boxes;  value  of  dept. 


equipment,  $18,000;  value  of  bldgs.,  $14,000;  ann^ 
exp.  of  dept,  $3,200;  total  mem.,  300  volunteers. 
WATEa  Supply— Source,  brooks,  1%  miles  from 


business  center:  system,  pump  to  res.,  located  on 
Buttermilk    Hill;   filtration    system,   sand;   quality 


cast  iron^22  miles,  4  to  24  in.  dia.;  217  hydrants,. 
Wood;    329    valves.    Wood,    Eddy;    meters,    total 


number  989;  Crown  706,  owned  by  consumer;  998 
services;  pipe,  galv.  iron;  pressure,  dom.  40  to 
196  lbs.,  fire  40  to  198  lbs.;  consumption,  per  day 
761,230  gals.,  per  capita  126  gals. ;  cost  to  construct. 
$640,000;  bonded  debt  $392,000;  int  paid  on  bonds, 
3%  and  4  per  cent:  ann.  cost  of  mtce.,  $14,000; 
works  belong  to  village. 

THERESA,  pop.  960;  mercantile  bldgs.,  stone, 
brick  and  wood,  2  and  8  stories;  private,  wood,  2 
stones;  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept— 1  hand 
engine,  3  c.  hand  ex.,  1  h.  &  1.  truck.  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  2,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $1,700; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept,  $266; 
total  mem^  46  volunteers. 

Watse  Supply— Source,    river.    %    mile    from 

stdp. ; 


ton;  mains,  iron,  3%  miles.  4  to  8  in.  dia.;  Ss 
hvdrants;  meters,  total  number  1,  owned  by  city; 
162  services;  pipe,  galv.  iron;  pressure,  dom.  68 
lbs.,  fire  126  lbs.;  cost  to  construct,  $20,600;  bonded 
debt,  $20,000:  int  paid  on  bonds,  M  and  4  per 
cent;  cost  of  mtce.,  $1,400;  works  belong  to  city. 

TICONDEROGA,  pop.  1,9U;  fire  area,  100  acres; 
mercantile  bldgs.,  brick,  2  to  4  stories;  private, 
wood,  IH  and  2  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  and  combustibles  ord.      Fire 


fire  alarm,  bell;  value  of  dept.  equipment,  $8,750; 
value  of  bldgs.,  $8,000;  total  mem.,  75  volunteers. 
Watir  Supply— Source,  lake;  system,  gravity; 
res.  cap..  2,000,000  mis.;  mains,  5  miles,  4  to  12  in. 
dia.,  Millar;  36  hydrants,  Ludlow;  14  valves;  pres- 
sure, fire  200  lbs.;  cost  to  construct,  $76,000;  ann. 
cost  of  mtce.,  $3,313;  works  belong  to  city. 

TIVOLI,  pop.  1,153;  fire  area,  860  acres;  bldgs., 
brick,  stone  and  wood,  2  stones;  wooden  roofs 
permitted.  Fire  dept— 1  steamer,  1.  h.  &  1.  truck,  1 
hose  wagon,  1  hose  carriage.  1  hose  reel ;  hose,  cot- 
ton, rubber  lined,  good  1,600  ft;  inferior,  all  lands, 
800  ft;  total  hose,  2,800  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $6,000;  value  of  bldgs.,  $12,000; 
ann.  exp.  of  dept.,  $600;  total  mem.,  100  volunteers. 

Watee  Supply — Source,  river,  cisterns,  creek 
and  wells. 

TO NA WANDA,  pop.  7,904;  fire  area,  100  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  h.  &  1.  truclr  2  c.  hand 
ex.,  1  aerial  truck,  3  hose  wagons,  2  hose  car- 
riages, 3  horses;  hose,  cotton,  rubber  lined,  good, 
4,300  ft;  inferior,  all  kinds,  600  ft;  total  nose. 
4,800  ft;  fire  alarm,  whistle.  20  boxes;  value  of 
dept.  equipment,  $10,660;  value  of  bldgau,  $11,000; 
ann.  exp.  of  dept,  $4,600;  total  mem.,  276  volun- 
teers 

Watee  Supply— Source,  river;  system,  pump  di- 
rect; 3  pumping  engines,  cap.  per  day  16.000,000 
nls.,  constructor  Holly;  mams,  wood  and  iron, 
Zl  miles,  4  to  12  in.  dia.,  Mich.  Pipe,  Ayrault; 
270  hydrants;  meters,  total  number  12, 
Union;  1,060  services;  pipe,  lead;  pressure,  dom. 
50  lbs.,  fire  75  lbs.;  cost  to  construct,  ^7,000; 
int.  paid  on  bonds,  $9,000;  ann.  cost  of  mtce., 
$7,000;  works  belong  to  city. 

TOTTENVILLE  (Greater  New  York),  pop.  not 
given;  fire  area,  1,200  acres;  mercantile  bldgs., 
brick.  2  and  3  stories:  private,  brick  and  wood. 
2  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept.— 1  steamer,  1  hand 
engine,  4  c.  hand  ex.,  In.  &  1.  truck,  1  hose 
wagon,    2    hose    carriages;    hose,    cotton,    rubber 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY-NEW    YORK. 


lined,  jood,  TOO  (1.;  linen,  good,  JOO  it.;  rubber, 
food.  CilOO  (t,:  JDlerior,  all  Icindi.  fOO  It.:  totii 
RoK.  T.OI>l>lt.i^reil>tm.  bell  and  whiitle,  S  Wei; 
value  of  dept.  equipment,  nS.SOO;  value  oi  bldgs.. 
t2e,000;  ann.  enp.  of  depl..  H.OOO:  total  metn.,  Iffi 

^y*T»  SurrLi— Soum,    wella,    U    mile     from 

140,000  cal*.l  pumpipE  enginea,  cap.  per  dar  40O,- 
000  c>>l*->  conitruclot  Worihinnon;  maina,  t  niilea, 
4  to  8  m.  dii.;  82  hvdnnts,  ^rummond;  meten, 
total  number  11;  Tl  Krvicei;  preMure.  fire  7B  lb«.l 


TROY  pap.  TS,g«l;  fire  area.  S.a  m,  n 
ointile  bld^..  brick,  4  to  7  aloriea:  nriv 
J   to  i  atoriea;   wooden  roofi 

worlo  and  combuitiblci  ord.;  ere*  not  latem- 
ealcd:  av.  fire  loaa  per  <rr.  (or  i  jTt.,  tll3S,m.M; 
av.  ini.  for  umc  tine,  njtO,Cee.l«.  FiTe  dept- 
U  iteameTi,  «  comb.  c.  &  h.  vagoni,  SO  c  band 
ex.,  4  b.  &  1.  trucki,  I  aerial  Imcks,  10  hoae 
maont,  i  hoie  cirrifRei,  49  hoiiee;  hole,  cotton, 
rubber  lined,  good,  18,000  ft.;  rubber,  good,  lOO 
ft.:  Inferior,  all  liinda,  1,000  ft:  toui  boae,  M,- 
860  ft.1  fire  alarm.  Cainewell,  110  boxet;  Tilne  of 
dept.  equipment,  (160,000;  value  of  bldga.,  |I10.- 
m\  ann.  eip.  of  dept..  tlOO.OOO:  total  mem..  ],lg». 
paid  full  time  TO.  voluntcera  1.119. 

WkTiK  Surri-v-Saaree,  itreami  and  river, 
4  to  14  milea  from  baafneaa  center;  iritem,  mv- 
itv:  qualilr  of  water,  good;  re>.  cap.  12.400.000,000 
gal...  located  east  oi  city;  main..  c»«  iron  lOS 
miles.  4  to  S3  in.  dia.;  1.0*4  hydrants:  1.740  valvea; 
meter*,  total  number  491.  Crown  191.  Nub  11 
Union  IG,  Heney  RoUrr  91,  Tridenl  tO,  Thom- 
son I,  WorthingtOD  T3,  Buffalo  6,  Colnmbia  1, 
Piltsburf  1,  Lambert  4,  owned  bjr  city;  10,147  aer. 

in  Ku'llT.  iirr  41  tn  St  Ihi.  ^  coniumption' per  da*, 
net,  11.700,000;  bond- 
n  bond),  t.7  per  cent; 


l£,0a0,D0a  nil.:  coat  li 

ed  detl,  tf,SBO/»0:  int. _., 

cotl  of  mtce.,  (41.000;  work)  belong  t< 

T  RUM  AN  S  BURG,    pop.^ 


..  100  volunteer*. 


,   900 


TUCKAHOE, 


.HOE,  po, 


.  Z.eOO.    Fire  dept.- 


ilne**  center;  •ritcin.  f"^-  pnmp 

gal"  'located  an  hill  2SS  it.  above  lake:'  i  uuinDTng 
eneines,  class  comp.  and  trip.,  cap.  per  day  3.000.- 
000  gall.,  conatruclor*  Gordon,  worth  ington; 
mains,  cast  iron.  16  miles,  4  to  13  in.  dia.:  80 
brdranti:  309  lervicei;  pipe,  galv.  iron:  presiure, 
dom.  140  lbs.,  fire  140  lbs.;  coniumption  per  d*r, 
TOO.OOO  gall.;  cost  of  mice.,  (6,000:  wotki  belong 
to  Co. 

UNADILLA.  pop.  1,171:  fire  area,  1,W0  acre*; 
mercantile  bldgl.,  brick  and  wood.  1  and  1  itorlei; 
private,  wood,  J  itoriei;  wooden  roofa  per- 
mitted; Gteworkt  and  eombuaiiblei  ord.  Fire 
dept.— 1    h.    &    L    truck,   1   patrol   wagon,   1   hose 

rubber'  lined"good'  fsOO  (l.:'"fire  alarm,  bell; 
value  of  dept.  equipment,  t2,aOO;  value  of  bidgs., 
(3.600:    aiin.    eip.    ol  depL.  HOO;    total    mem.,    0) 

Watii  Suttlt— Source,  sprlog).  well*,  brooka; 


sr*tem,  gniltj:  rea.  cap.,  (,000,000  faU.i  maina. 
t  mile*;  40  hyttrtnt*.  Iblhewi;  1  meto-;  a  to- 
Ticea;  preiaiue.  dom.,  M  Hm.,  be  M  Iba. 

UNION,  pop.  1.660;  fire  area,  «G0  acrea;  mer- 
cantile bidga..  wood,  1  lo  1  tioria:  private,  wood. 
1  and  t  storiea;  wooden  rooh  pcrmitled  in  be 
area;  Greworki  and  combustibles  ord.;  OBie*  of 
firei  [nveitigated.  Fire  dept.—!  hand  engine,  9 
c.  band  ex.,  1  b.  A  1.  trueka,  1  hose  emrriap*; 
boM,  cotton,  nitiber  lined,  good,  1,100  ft.:  n^ 
ber,  good,  50  ft.;  inferior,  alF  kinda,  KO  it.:  tocal 
boae,  l,EflO  ft.;  fire  alarm,  bell;  value  of  dept- 
eqalpment,  d^:  vilae  of  bidn.,  (UOOO:  ana. 
cip.  of  dept,  WO;  total  owm.,  7E  volunteerB. 

WAtat  SurrLi— Sonrce,  sprinc*,  VA  mile*  from 
bnaineai  center;  ayitem,  direct  lo  maisa;  qnalitT 
of  water,  good;  re*,  cap.  (00,000  gals.,  located 
1,000  ft  from  center  ol  vitlBge;  t  psaipJDg  en- 
gine*, cap.  per  dav  MF7,000  gals. ;  maios,  cast  trim, 
m  miles,  4  to  S  in.  di*.:  S  bTdrants;  14  valves: 
meter*,  total  number,  1,  Crown;  MO  aenicrt;  p^pe, 
galv.  iron;  pressure,  dom.  EG  lbs.,  fire  SC  lb*-: 
cost  to  construct.  mOOO;  bonded  debt,  aOJUO; 
int.  paid  on  bonds,  6  per  cent;  cost  ot  mtcc, 
OOO:  work*  belong  to  Co. 

UNION  SPSINGS,  pop.  10,000;  bldga.,  brick 
and  wood,  1  and  1  stories;  wooden  nxii*  per- 
mitted: firework*  and  combnitiblea  ord.  Fire 
dept— 1  ateamer,  6  c  hand  ex.,  1  h.  &  L  Ini^,  Z 
boae  carriages:  hose,  cotton,  rubber  lined,  good. 
1,100  ft;   fire   atann,  bell;  total  mem.,  S    volse- 

Watse  SorrLr— Source,  lake,  pond^  cisterns: 
reservoir  cap.  (,000  gall.,  owned  b;  villacc 

UTICA.  pop.  70.000:  fire  area,  6,471  acres;  mer- 
:antile    bldg*.,    brick  and   wood,   1    '      " 

,.i_^     kJ^   ..J    J     *   ..J   1   taxia.   WB. 

_.. ..nbostlblca   ( 

[itigated.    Fire  dept— •  Mr 


nor.  au  lEiaai,  Di»  ii- ;  lotii 
alann.  electric.  114  t»ie>: 
lent,  t£n,590;  value  of  bldgi.. 
f   dept,   (8S,00O;    total    mem. 


tern,  gnvitj;  qualitj'  of  « 

i,i6o,«o,ooo  gall-:  -■--  - 


dav  6,(I00M>  sala-  per  eapiu  (t  gala.:  bonded  debt, 

S 000,000:  int   paid  on  boodt,  t  per  cent;   worb 
long  to  Co. 


1.;  causes  of  fires  investigated.  Hre 
t  engine.  2  hole  carriage*;  boae.  cot- 
lined,  good,  1,500  ft;  Inferior,  all 
t.;  total  hoie  l.EOO  It;  fire  alara. 
Je:  value  of  dept,  equipment,  t.9t: 
■^.,  HOOO;  total  mem.,  ISO  volnateen. 
ii'LV— Source,  lake;  svatem,  pump  to 
cap.,  UO.OOO  gal*.;  nltiatioo  a7«en. 
01  ptuit,  UOAn  gala.;  pumpiu  ca- 
per  day   1.00^""   — '-  ■   ■ 


7  hrdranta.  Wood;  110 
pteasure,  dom.  50  "-- 
tmict,   m,O0a;  worl 


lie*.  4   t 


beloi 


lad  « 


WADDINGTOK,  pop.  tOO;  fire  ara 

mercantile   bldgi..  atone,  brick  and   i 
riei:   priviie,   atone,  brick   and    wood. 

worki  and  combuatibles  ord. ;  cauaes  ot  fires  in- 
vestigated. Fire  dept.'-l  hand  engine,  15  c.  hand 
ex.,  1  boae  carriage;  hoae,  cotton,  mbber   lined. 

Saod,  250  ft ;  rubber,  good.  400  ft :  total  hoac.  M 
.;  fire  alarm,  bell;  valae  of  bldg*.,  16I0:  istal 
mem.,  40  volunteers. 

WATia  SorPLT — Source,  river;  aratcm,  nna* 
direct;  pumping  engine*,  cap.  per  dar  nUH 
gals.;  maini,  iron,  t  in.  dia.;  6  hydrama;  pre* 
lure.  fire  150  lbs. 

n     *  onO;    fire   area.    1,0SS   Bern; 
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ck  uid  *<K>d.  m  ud  1 
niitted  in  fire  aru;  fircm,. 
iniutititcd.     Fire  dcpt.— ; 


i;  ^  bote  iccli 
alirm.  electrii 
;cl,  W,000;  va 
init.,  KOM;  1 


:    of^bldBiT    BOM; 
il  mem.,  10)  volunli 


1  bOM 


TB^Ao  ii]i., .. , . — ,-, 

teriil  nied  in  coni.  iron,  bailden  TippcLi  >> 
Wood;  QOllity  ol  water,  good;  1  pumplOB  enginei, 
ctau  dnp,  comp.,  up,  per  da;  1,0X>^  Ral*- 
cosnraclDr  BuBalo:  malni,  Itoo,  VA  milei,  4  to  i 
in    dii;    «    hydrants,     Eddy;    87    valves,    Eddy; 

- '    -jmber   S»^  Crown   12,   Empire   9, 

Buffalo  US.  Tridrnl  m^  Naih  16. 

ire'^'ad  ^iT 


Worth. I 

nlv,  iron':  preuurt.  dom.  SO*  Ibi..  fire  9lj  Ids.: 
coniumption,  per  day  65,000  His.,  per  capita  16ij 
gait.;  coil  to  conitruct,  KS.GS;  bonded  debt.  HO, 
QiX>;  inl.  paid  on  bonda,  *  per  cent;  inn.  coil  ol 
mtce..  nJOO;  work,  be/ong  to  cily. 

WALTON,_pop._  Sj«Oi    Sre   area,    1    lo.    mile; 

wooden  roola  per 


e  bldsi.,  bnck 
riei;  privite,  wood,  2  al 
mitled  <n    Sie   area;   fin 


lo.:  caniei   ui   nrci  invcitigated.      Eire  dept.— t 
and   engine,   I  _teri»l  Iruck,   1   h.    A  _1.   truek.  S 

I  "indii  iSo  ft. ;  totai  hoie[ 
I.I.,  ..ell;  value  of  dept,  eqaietneni, 
biJpa.,  nO.OOO;  ann.  ejip.  of  dept., 

'  Mp.™',oKow 

)  in.  dia..  It  hy- 
!ssutr.  dam.  70 
1,  JIM.OOO;   int. 

m;  SrSrkt  "belong  1^0""  ' 

WAPPINGER  FALLS,  pop.  t,688;  fire  area.  KSO 


ralaii 


ViTiK  SuTrLT-^nrce,  at 
;  quality  of  water,  good 
9.;  maini.  iron,  IS  miles,  ' 
nt«.   Malhew;;  625  lervice 


e  bldga,.  brick 
Btoriea;  private,  wood.  S  to  1  ilo 
permitted :  firework!  and  eombu 
of  firei  inreatlgaled.     Fi 


dept.— 1  r 


ex.,  1  boae  wagon.  1  boae  carHagei;  boM. 
1.  robber  lioed,  good,  400  ft;  rubber,  good. 
Ft.;  total  bDM7l.e«l  ft.;  fire  alarm,  bell;  value 

oi  nept.  cqulpnteot.  CO.CDOj  value  of  hldga.,  18,000; 

total  mem.  IZO,  paid  full  time  4,  paid  part  time  S, 

"VrraiTsuJri.T-Source.  creek,  14  mile  from 
busineaa  center;  ayitem.  pump  to  rea.;  quality  ol 
iwaler,  good;  ret.  cap.  14Z.D0O  gala.,  located  near 
Main  itreet:  maini,  iron.  VA  mUti:  30  hydnnti. 
Coffin;  10  vslvei;  wnrki  belong  to  Co. 

WA8RENSBURG,    pop.   I.BW;    bldp..    wood,   1 


oofa    permitted ;    no 

h 

.rd.;    caasel  of  fire* 

in 

eiligat 

d. 

Fire  dept.-! 

loae   euti»ati;   hoie 

bb 

er   lined,   good 

■  W*Ti«  Su»K™fet 

fbroo 

gravity 

Blity  of  water. 
0.  dit;  19  hy- 

;oo<J;  mtlnt    iron    4 

ranta.    Ludfow;   7  v 

'J' 100'" 

om.    100    Ibi.,    fire 

Jbi.; 

10,000;  work!  belong 

lo 

Co, 

WARSAW,  pop.  3.100;  fire  area,  400  acre*:  n 
anlilc  bldga.,  bnck.  i  and  3  atotiel;  private,  wc 
':■:  wooden  roota  not  permitted  In  fire  ai 


rework*   and  combustibtei  ord.; 


Watu  SnrrLT-^ource,    ■ 

jod;     rei.     cap.    U.OOOIoSd    galL,    located    Rock; 
ains.    iron,   a   miles.  4  to   12    in.    dia.;    100  by- 


ucks.  1  comb, 
ex..  1  hose  wagon, 
rubber  lined,  good, 
SOO  (1.;  tolal  liose. 
12  boies;  value  ol 
:   ol   bldg3.,   tS.ODO; 

y'of'wa"" 
ted    Rt 
-1.;    100 
,    Thomion 


'.   iron  and  lead:   pres 


D   l^s.^  %  re  ISO  Iba.;  connimption 
9  S>l*- :  coat  to  eonitruct,  ITG.OOO; 


i  by  city;  TOO  t 


per  day,  ^,- 


ir™i; 


lile  bldga.,  brici 


tigated.    Fire 

good,'  1.7G0   ft,;   fi 
eqnipraeni.    (3.000 ; 


lept.- 1  c  bud  e; 


Watik  SurrLr-Sonrce,  mounuin  alrnni;  lya- 
n,  gravity;  rea.  cap..  I>»,000  gala.;  10-!d.  blow- 
F  wlicb  emptiei  in  lower  rci.,  cap.  13,000,000 
ila.;  maiea    G^  milei.   t  to  11  in.   dia,;   EG  hv- 


WATERFORD,  pop.  1,160;  fire  an 
mercantile  bldga,,   bnck,  1  to   4  it 

■road.  1   and   S  aioriea;   wooden  ro. 
firework  1    and    combuatible*    ord. 


p.  of  dcpL,  t^ 
a  Snr»L»— Soi 


ol  bldgi..  17.000; 
tm.  Its.  paid  full 

rLT— Source,  river.  lU  milei  from 
cr;  lyatem.  pump  to  ■tdp.  and  direct; 
.000  gala.,  dim.  90  a  G2.  »  X  86,  ma- 
la    com.     iteel     and     iron,     huilderi 

,!.|i;  quality  of  water,  good;  2  pump- 
ilaii  dnp.  camp.,  cap.  per  day  2,600,- 
natructor    Worthlngton;    maina,    caat 

I'llea,  4  to  12   in.   <f.a.;  107  bydranti; 


n...  .^,>,.ci,;  |,ipe,  lead,  galv 
sure,  dom.  80  lbs.,  fire  110  1 
day.  361,041  gals.: 
bonded  debt,  KOfiOi 


WATERLOO,  pop.  iJU;  bldga.,  brick  and 
wood,  i  itoriei;  wooden  rooti  permitted ;  no  fire- 
work! and  combuatiblea  ord.  Fire  dept.— 1  iteam- 
er.  I  c.  hand  ex.,  I  h.  ft  1.  truck,  1  patrol  wagon, 
B  hoie  carriagea;  hoac.  cotton,  rubber  lined,  good 
4.0)10  ft.;  inferior,  all  ktnda.  BOO  ft.;  total  Com, 
ISM  ft:  fire  alarm,  bell;  value  of  depL  equipment, 

tD.OOD;  value  of  bldgt..  (10.000;  ann.  exp.  ofdept, 
,100;   tolal  mem,.  !l0  volunteers. 
Watih  S it pflv— .Source,     rivtr;     system,     pump 

cap,  per  day  liocixiO  'Hals^"const''ruTcor"VortKi'ng- 
ton;   mains  cast   iron.  10   miles.    4  to  14  in.  dia.: 

;.Y,7,;" 


0  Ibi.; 


IZ.fiOO;  > 


,   (130.000;   a 
r  to  Co. 


WATEHTOWy.  pop.  29.000;  fire  area,  t 
milei:  mercantile  bldga..  atone,  brick  and 
I  to.  8  atorici;  private,  atone,  brick  and  w 

combSltibfei  "rd""  a^ea '^"fire'i  Lnve." 
av.  fire  loss  per  yr..  tor  3  years,  MJ,912.2S;  1 
■      '    '  -^,1^.      Fire    d 


good,  11.000  ft.; 
base,   12,600   ft.; 


truek.  1  b 


1.  rubber  lined, 
>ii  miitia,  l,eO0  ft.;  total 
rm.  Gam  ewe  11,  84  boxea: 
:.  $23,000;  value  of  bldga.. 


WatiK  SurrLT— Source,  river.  ZH  mile*  from 
bniineas  center;  ayitem,  pump  to  rea.  and  direct: 
filtration  system,  mecbanicat;  quality  of  water, 
good;  re*,  cap.,  £.000,000  gals.;  3  pumping  engines, 
cap.  per  day  6.000.000  gala.,  constructor  Wood; 
mains,  cast  iron,  69  milej,  4  10  30  in.  tiia.;  134  hy- 
Histit=;  205  valvea;  meter*,  tolal  number  488,  But- 
id  Thomaan.  owned  by  consumers  and  city; 
pipe,  ™lv.  iron;  pressure,  doro,  tO 
10  to  W  Iba.;  consumption  per  day, 
cost  to  construct,  (Sn^OOO;  bonded 
int  paid  an  bonds,  314  and  1  per 
itce.,   (20,000;  works  belong  to  Co. 


UOO  SI 
to  go  Idj..  n 
1.000,000  lali 
debt,   t30S,O0 


and  city. 


B.332 
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WATERVILLE,  pop.  1,671;  fire  area,  640  aerets 
t»ldff8.,  brick  and  wood.  1  to  4  storiea;  woodeo 
Tooia  permitted.  Fire  aept.— 2  c.  hand  ex.,  1  h. 
•&  L  truck,  2  hose  wagons,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,960  It;  interior,  all 
kinds,  260  ft.;  total  hose,  1,600  ft.;  fire  alarm, 
whistle;  value  of  dcpt.  equipment jJS,000;  raise  oi 
bldgs.,  12,000;  ann.  exp.  of  aept.,  |300;  total  mem., 
68.  paid  part  time  2,  volunteers  66. 

WATxa  Supply— Sotirce,  brook;  system,  gravi^: 
res.  cap.,  20,000,000  mis.;  mains,  cast  iron,  vjk 
miles.  6  to  16  in.  dia.,  Warren;  68  hydrants.  Wood; 
27  vaives;  meters,  total  number  22,  Nash,  Crown; 
400  services ;  pipe,  galv.  iron ;  pressure,  fire  90  lbs. ; 
cost  to  construct,  100,000;  int.  paid  on  bonds, 
IM20;  ann.  cost  of  mtce.,  |476;  works  belong  to 
city. 

WATERVLIET.  pop.  15,600;  fire  area,  860 
acres;  mercantile  bloigs.,  brick  and  wood,  1  to  2 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permittea;  fireworks  and  combustibles  ord*; 
av.  fire  loss  per  vr.  for  2  yrs.,  $16,217;  av.  ins.  for 
same  time,  $42,70):.  Fire  dept— 1  steamer,  10  c 
hand  ex.,  1  h.  &  1.  truck,  4  nose  wagons,  1  hose 
carriage,  6  horses;  hose,  cotton,  rubber  lined, 
good,  6,600  ft.;  fire  alarm.  Gamewell,  24  boxes; 
value  of  dept.  equipment,  120,260;  value  of  bldgs., 
$23,600;  ann.  exp.  of  dept,  $11,000;  total  mem. 
269,  paid  full  time  8,  paid  part  time  2,  volunteers 
249. 

Watbk  Supply— Source,  Mohawk  River,  6  miles 
from  business  center;  system,  pump  to  res.;  fil' 
tration  system,  sand;  res.  cap.,  100,000,000  gals.; 
2  pumping  engines,  constructors  Deane.  Vergen- 
nes;  122  hydrants,  Ludlow;  meters,  total  number 
200;  8,000  services;  pressure,  dom.  and  fire  70 
lbs.;  consumption,  per  day  2,600,000  gals.;  ann. 
cost  of  mtce.,  $12,600;  works  belong  to  Co. 

WATKINS,  pop.  2,967;  bldgs.,  brick  and  wood, 
1  and  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  Fire  depL— 1  steamer,  1  c. 
engine,  1  h.  &  L  truck,  8  hose  carriages;  hose,  cot- 
ton,  rubber  lined,  gooo,  2,600  ft;  fire  alarm,  bell; 
total  mem^  100  volunteers. 

Water  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  600,000  gals.,  located  west  of 
village;  2  pumping  engines,  class  dup.,  size  16  x  8% 
X  10,  cap.  per  day  1,000,000  sals.,  constructors 
Worthington-Deane-Triplex,  double  act,  size  7x8; 
mains,  cast  iron,  9  miles,  4  to  10  in.  dia.;  73 
hydrants,  Michigan  Brass  &.  Iron  Works;  37 
valves ;  meters,  total  number  407,  Crown  37,  Union 
1.  Hersey  Rotary  2.  Hersey  Disc  21,  Thomson  6, 
Keystone  13,  Lamoert  3,  Nash  248,  owned  by 
city;  164  services;  pressure,  dom.  96  lbs.,  fire  100 
lbs.;  consumption,  per  day  164,000  gals.,  per  capita 
54  sals.;  cost  to  construct,  $96,000;  bonded  debt, 
$96,000;  int  paid  on  bonds,  4  per  cent;  ann.  cost 
of  mtce.,  $3,o00;  works  belong  to  city. 

WAVERLY,  pop.  4.466;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick,  2  and  3  stories;  private,  wood 
and  brick,  2  stories.  Fire  dept— 1  h.  &  1.  truck,  5 
hose  carriages:  hose,  cotton,  rubber  lined,  good 
4,600  ft;  inferior,  all  kinds,  1,600  ft;  total  hose, 
6,000  ft:  fire  alarm,  electric;  value  of  dept  equip- 
ment, u3|600;  value  of  bldgs.,  $25,000;  ann.  exp.  of 
dept,  $1,500;  total  mem.,  186  volunteers. 

Watik  Supply— 'Source,  water  shed.  1  mile  from 
business  center;  system. ^^vity;  quality  of  water, 

fooa;  res.  cap.,  180,000,00()  gals.;  mains,  cast  iron, 
4  miles,  4  to  12  in.  dia..  Wood;  60  hydrants, 
Mathews:  It!  valves;  meters,  total  number  90, 
Crown,  Thomson;  800  services;  pipe,  galv.  iron; 
pressure,  dom.  63  lbs.,  fire  88  to  SiO  lbs.;  cost  to 
construct,  $150,000;  ann.  cost  of  mtce.,  $2,100; 
works  belong  to  Co. 

WAYLAND,  pop.  1,807:  fire  area.  800  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 10  c.  hand  ex., 
2  h.  &  I.  trucks,  1  hose  cart;  nose,  cotton,  rabbet 
lined,  good  1,000  ft;  fire  alarm,  bell;  value  of  dept 
eouipment.  $1,200;  total  mem.,  80  volunteers. 

WATia  SUPPLY— Source,  well,  1-8  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  soft;  res.  cap.  260,000  gals.,  located  %  mile 
from  village;  1  pumping  engine,  class  triplex,  cap. 
per  day  400,000  gals.,  constractor  Gould;  mains, 
cast  iron,  6^4  miles,  4  to  8  in.  dia.;  61  hydrants;  80 


valves;  20  services;  pipe,  galv.  iron  and  lead; 
pressure,  dom.  63  lbs.,  fire  »  to  90  lbs.;  cost  u 
construct.  $150,000  ann.  cost  of  mtce.,  $2400;  worlis 
belong  to  Co. 


WEEDSPORT,  pop.  1,600:  fire  area,  610  acres; 
mercantile  bldgs.,  onck  and  wood,  2  and  8  sto- 
ries: private,  brick  and  wood,  2  stories;  woodca 
roofs  not  permitted  in  fire  area;  canaca  of  fira 
investisated.  Fire  dept— 1  steamer,  1  hand  eo- 
^e,  2  c.  hand  ex.,  1  h.  ft  1.  truck,  4  hose  ctr 
riages;  hose,  cotton,  rabber  lined,  good,  2,200  ft: 
inferior,  all  kinds,  800  ft;  total  hoae,  8,600  ft; 
fire  alarm,  bell;  total  mem.  61,  paid  part  time  t 
volunteers  60. 

Watse  Supply- Source,  springs,  8  miles  from 
business  center:  system,  gravity:  res.  cap.,  IjOOl,- 
000  gals.;  20  hydrants;  pressure,  fire  6i  luL 

WELLS VILLE,  pop.  5.000;  fire  area.  640  acres: 
mercantile  bldgs.,  stone  and  brick,  1  to  3  stories; 
private,  wood,  2  stories;  causes  of  fires  investi- 
gated; av.  fire  loss  per  yr.  for  3  yrs..  $12,9(^>. 
av.  ins.  for  same  time,  $26,000.  Fire  dept—l 
steamer,  1  c.  engine,  2  c.  iiand  ex.,  2  h.  ft  L  trucks, 
6  hose  carriages,  2  horses;  hose,  cotton,  rubber 
lined,  good,  6,000  ft;  fire  alarm,  bell  and  elec^ 
trie,  U  boxes;  value  of  dept  equipment,  $8,800; 
value  of  bldgs.,  $13,500;  ann.  exp.  of  dept,  $2.')(^>; 
total  mem.,  166  volunteers. 

Watse  Supply— Source,  river,  wella.  M  vula 
from  business  center;  system,  gravity  and  pomp 
direct:  quality  of  water,  good;  rea.  cap.  6,ObO,ON 
gals.,  located  IH  miles  from  town;  2  pumping  oi* 
ffines,  cap.  per  day  3,000.000  gals.,  constructor 
Worthington;  maina,  cast  iron,  18  milea,  4  to  IS 
in.  dia.;  73  hydrants,  Ludlow;  meters,  total  nuo^ 
ber  100;  800  services;  pressure,  dcnn.  85  Iba.,  fire 
100  lbs.;  works  belong  to  Co. 

WESTFIELD,  pop.  2,823;  fire  aiea.  600  acres; 
bldgs.,  wood.  2  and  8  stones;  wooden  roofo  not 
permitted;  fireworks  and  combustibles  onL;  causes 
of  fires  investigated.  Fire  dept—  hand  engine,  1 
h.  &  1.  truck,  1  hose  wagon.  8  nose  carriages;  hose, 
cotton,  rubber  lined,  good,  32,000  ft;  fire  alann, 
bell  and  whistle;  value  of  dept  equipment,  $4,009; 
value  of  bldgs.,  $3j800;  ann.  exp.  of  dept,  $900; 
total  mem.,  66  volimteers;  unaerwritcrr  rating, 
third  class. 

Watsk  Supply— Source,  creek;  system,  gravity; 
mains,  cast  iron,  13  miles;  117  hydranta.  Wood; 
pressure,  dom.  80  lbs.,  fire  125  lbs.;  cost  to  coa- 
struct,  U00,000;  works  belong  to  village 

WEST  NEW  BRIGHTON,  pop,  4.597  (Greater 
New  York).     Fire  dept— not  reported. 
WATxa  Supply— Same  as  New  Brighton. 

WEST  POINT,  pop.  2,200;  bldgs.,  brick,  stone 
and  wood,  2  to  4  stones;  wooden  roofs  permitted. 
Fire  dept.— 2  steamers,  1  h.  &  1.  truck,  t  hose  car- 
riages, 8  horses;  hose,  cotton,  rubber,  good,  l.*» 
ft;  fire  alarm,  electric,  12  boxes;  total  mem.,  all 
U.  S.  employees  or  corps  of  cadets  volunteers. 

Watss  Supply— Source,  mountain  streams,  I 
miles  from  business  center;  system,  gravity;  fil- 
tration system,  slow  sand;  quality  of  water,  good; 
res.  cap.,  92,000,000  gals.:  mains,  cast  iron,  IH 
miles,  12  in.  dia.;  29  hydrants;  26  valves;  pipe, 
lead;  pressure,  dom.  60  lbs.,  fire  60  lbs.;  consoop- 
tion  per  day,  800,000  gals. ;  cost  to  construct  $60b<- 
000;  cost  ot  mtce.,  $2,600;  works  belong  to  U.  S 
Government 

WHITEHALL,  pop.  6,000:  fire  area,  3J72  acres, 
mercantile  bldgs.,  stone,  brick  and  wood,  8  stories; 
private,  wood  and  brick,  2  and  2  stories;  woodcs 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 2  steamen. 
1  c.  engine,  1  h.  ft  1.  truck,  7  hose  carriMes;  hose, 
cotton,  rubber  lined,  good,  5,700  ft;  fire  alarsi. 
bell;  value  of  dept  equipment,  $10,000;  value  of 
bldgs.,  $7,000:  ann.  exp.  of  dept,  $1,000;  total 
mem.,  108  volunteers. 

Watbx  Supply— Source,  springs  and  creeks: 
system,  pump  to  res.;  res.  cap.,  6J0OJ0O  tals.; 
pumping  engines^  cap.  per  day  1,600.000  g^^  I 
Deane  triplex-actmg  pump,  cap.  per  da^  L6OO.O09 
gals.;  constructor  Davidson;  mains,  iron,  VH 
miles.  4  to  12  in.  dia.,  Wood:  78  hydranta.  Wood; 
75  valves;  meters,  total  number  166;  667  aervkxs; 
pipe.  galv.  iron;  pressure,  dom.  115  Iba..  fire  US 
to  120  lbs.;  cost  to  construct  $86,000;  mt  pfid 
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fLOW;  4dn.   exp.    of  depL,   1176:   K 
WAtt»  SorrLT^Souroa,   mlU  mm 


eomh.  eogine,  3  jerial  Iructe,  1  h.  »  1.  track,  t  ho»e 
wlfoDi,  i  hoK  urriagca;  hoK,  colton.  rubber 
liMd,  good,  isaa  ft.;  fire  >!»tm,  bell  »nd  vhiMie, 
17  boxeii  vilue  of  bldas..  126,000;  total  mem., 
30ft  TolDDteerL 

Watu  SurrLT— Source,  «e]l«:  ijttem,  cnTitr. 
to  itdp.  and  dirtct;  itdp.  an.,  1SB,000  nU.;  main*, 
n  mils,  4  to  12  in.  dU..  Wurvn;  1&  hjilruti, 
LtidlDw;  6B  TxlTa;  meteri,  1014I  number  1,000, 
Thomion,  Cron;  1,100  lervice*:  prcMore,  dom. 
71  to  80  lb*.,  fire  ISO  Ib«j  coR  to  eonitruct,  ftSS,- 
OOO;  uin.  cort  of  mtce.,  t<tOOO;  mrk*  beloiv  lo  Co. 

WHITESBORO,  pop.  1,>GS;  fire  aii-:i.  1.920  Bcret^ 
mercutiie  bld^a.,  bnck  and  WDoJ,  i  •torio;  pri. 
TBte,  wood,  1  atoriei;  wooden  loofs  pcrrnilted. 
Fire  dept.-l  MeuDcr,  4  c.  hind  «.,  1  h.  S  L 
truck.  !  boae  cerxugea;  hoM,  eoiiun,  rubber  lined, 
good  800  ft;  lioen,  aood  BOO  ft,;  rubber,  rood  4iJ0 
fl-i  JDferior,  aU  MbJ*,  700  ft.;  tnit^l  huir,  2,SO0  ft.; 
Bre  alirra,  beU  and  wbiatle;  '     ' 

ment,  (SMO-   -' '  '^'-'- 

dept..  t 


Wat 


r— Source,    Mirinj*;    tjKtm,    fra»- 
a.    cap.,    «,«»    sak;    main*.    M 


WHITESTONE,  pop.  SJIOO:  fire  area,  1^ 
•crea;  mercantile  bldgi.,  brick  ud  wood,  t  Morw*; 
private,  wood,  Z  and  i  Moriei:  wooden  roofi  per- 
mitted; fireworke  ud  combtutiblo  ord  Fire  dept. 
— 2  h.  &  1.  tnicki,  1  how  carriace*;  bOK,  cotton, 
rubber  lined,  good  t300  ft.;  fire  slann,  bell  and 
electric,  Uboxei:  tsIuc  of  dept.  equipment,  11,000; 
Talue  of  bld«.,  K.DOO:  ana.  exp.  of  depi,  (100; 
totml  mem.,  m  Tolonteen. 

Wat»  SurTLT— Sonne,  wella;  iritem,  pump  to 
stdp. ;  pumping  enginea,  cap.  per  day  1.000,000 
gals..  dOBitructur  Wortbinglon ;  main.,  11  roilei, 
I  to  12  in.  dil.;  IGO  bydranti;  meters,  total  number 
ni;  TTfiservicci;  preiaure,  fiteOOibs.;  cost  10  con- 
struct. tlOO.OOO;  works  belong  to   N.  Y.  Cily. 

id  wood,°w! 

combuMiblei  oid.;  canaea  of  firea  iu- 

airiaaes;  hoM,  cotton,  rubbi 
t.;  fire  alarm,  bell  and  whii 
quipmnt,   tl,600;   ann.   exp. 

-Source,    apring:    STatem.    grav- 
._..     .1.  -,600^gala.'  100 


value    of'  dept. 


Watu  Sup» 
W      gala,,     coi 


:;  .tJp.   e_,..  _ 

pmg  enginea,  cap.  per  daT  1,60( 
_       .  Iractor  ^now:     mamt,     iron.    ?' 

liles.  1  to  10  in.  dia.-.  41  hTdrantt;  120  aerrict 
■  sure.  dom.  40  lb*.,  fire  1»  Iba.;  coat  to 
lut,  t2E,0OO;  bonded  debt.  (24,000:  ml.  paii 
ds,  4  per  cent;  aim.  con  of  mtce..  HOO;  « 


d.:  caoaei  of  firea  ioveatigaled.  Fire  dept.— 1 
ind  engine.  6  c  hand  ex..  2  b.  &  1.  imclu,  1 
.Be  wagon,  2  hoae  carriagei.  t  boraea;  hoM,  cot- 
a,  rubber  lined,  good,  iItm  fL;  fire  alarm,  bell; 
lue    of  dept  equipment,  13,000;  Talne  of  bidga.. 


WOODHAVEN  (Greater  New  York):  fire  area. 
t.100  acrea;  mercantile  bidai.,  brick  and  wood. 
I  to  I  itOrieB;  prrv"  ■  'nii'l,  1,1  v -.od.  1  and 
S    sloriis:    woQdfn    .  fire  area; 

fireworka    and   con.l  *a   of  Area 

inveatigaied.      Firr  .    4    h,     11. 

IB  horsea;  hoae.  cotion,  rutiUci  lintd.  good,  tfioi 
Ji.;  inferior,  all  kind.,  2.OO0  (t.;  total  boae,  E,M» 
ft-:  fire  alaiQ.  electric;  value  of  dept.  equipment^ 

K^.'Sr„v.'."is5-.sci.r-  •-'■  '^'^ 

W.TRD   Si' I'KLY— Source,    springs:    system,    pump 


;':^":-".  ".'•  ■     ..  '   M, '^odi 

WORCESTER,  pop.  IJOO:   fire  area,  300  acrea; 

Enetcanllle  bldgi-.  brick  and  wood,  2  and  t  Ho- 
rwa:  privMi,  brick  and  wood,  2  atorlea;  wood<n 
roofa  permitted  in  fire  area;  cauaca  of  firei  invea- 
tigated.  Fire  dept-— 1  hose  wagon,  1  hole  car 
riase;  hoae,  cotton,  rubber  lined,  good.  1,350  fl. 
inlenor,    all   klnda,    100  ft.:    loul   hoae.   1.4&0  ft. 


fire  alarm,  bell;  value  of 
value  of  bIdga.,   tl,GOO:  1 


neot,  12,000 
dept.,  1700 


dom.  100  Iba-,  fire  100  lbs. ; 

ann.  coat  of  mice..  WOO;  worki  belong 

YONKERS.   pop.   BillO;  fire  area,  13,120  acr« 
— "-  bIdga.,  brick  and  atone.  1  to  t  itorii 


ike;  Bvatem.  gravitr; 
dia..  Warren  1  17  hy 
20  aerviiei;  preaaura, 
iatruct.^.000; 


3  veara.  1 

S6i3,333. 


mitted   In    fire    area';   Greworti   and   combuotl- 
'  ord.;  cauaei  o(  firea  inveiagated;  iv.  Bre  loaa 
rr-i  tor  B.jreara.  J84,10S;  av.  ina.  involved  for 
■.~1    c.    engloc.    B 
1   aerial   truck,   t 


rubber  lined,  good,  8,B0O  ft.;  rubber,  good.  8,7BO  ft; 
inferior,  all  kinda.  iOOO  ft.;  total  hoae.  I9,3CD  ft.; 


£t"dipt..  mi.m 

di'rc'A"'t"T>"'"'r. 
terial  uaed 

total  mem-'  688.  paii  full"  time 
Source,    brooki.    4    milea   trom 

Columbia     '7        \ 

\«(b"'B»i,,Vc"naVru',;''tora''wo"h 
lisUt;  miina,  cast  iron,  111.71 
ha.;  1,111  h;dranls;  732  viUes; 

ll)  l™c '■.".'."■' 

;.ri  per  day.  7.96«,66B  gal,.;  co« 

Place*   of  1,000   or   more   population   having  no 
OTganiied    fire    dept-— Liberty.     Millbrook.    Tioga 

— Auaable  ForksjB"<^'ham?l'o",'"Dundle"'^bJtl-' 
"?'■  ^^^'''on".  "'■I".  GarBitmlle.  Lindenfaurat, 
Mineville  Northville,  Ohio.  Rockton,  Roaslcr, 
Spencerville,     Tupper     Lake,     Verptsnck,      Weat 
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NORTH    CAROLINA 

ABBREVIATIONS.— Ann.,  annnal;  av.,  average;  bldgt.,  buildings;  cap.,  cai>acity:  chn.,  chjunnan; 
a,  chemical;  c.  &  h.,  chemical  and  hose;  die,  clerk;  comb,  combination;  comr.,  commiationer;  com.,  com- 
mittee; comp.,  compound;  cons.,  construction;  dept,  department;  dia.,  diameter:  dim.,  dimenaions;  dom., 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  teet;  gals.,  gallons;  h.  d^ 
high  duty:  h.  &  l.,hook  and  ladder;  ins., insurance;  int,  interest;  mtce.,  maintenance;  mem., membcrahtp; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt.,  superintendent. 


ASHEVILLE,  pop.  20,000;  fire  area,  S2  acres; 
mercantile  bldgs.,  brick,  iron  and  wood,  2  to  6 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  depL— 10 
c  hand  ex.,  1  h.  &  L  truck,  freel,  2  hose  wagons, 
2  hose  carriages,  7  horses;  hose,  cotton,  rubber 
lined,  good,  6,000  ft.;  cotton,  rubber  lined,  in- 
ferior, 1,000  ft;  total  hose,  6,000  ft.;  fire  alarm, 
Gamewell,  17  boxes;  value  of  dept.  equipment, 
112,000;  value  of  bldgs.,  $80,000;  ann.  exp.  of  dept, 
$10,000:  total  mem.  36,  paid  full  time  4,  paid  part 
time  32;  underwriters'  rating,  second  class. 

Water  Supply— 'Source,  river,  17  miles  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  867,747  gals.,  dim.  80  x  46,  material 
used  in  cons,  iron:  quality  o(  water,  good;  res. 
cap.  460,000  ptls.,  located  150  fL  above  square; 
pumping  engmes,  cap.  per  day  8,000,000  gals.,  con- 
structors  Worthington  and  Ueane;  mains,  cast 
iron,  60  miles,  4  to  16  in.  dia.;  106  hydrants;  121 
viJves;  meters,  total  number,  871,  Crown  286, 
Union  8,  Gem  2,  Hersey  Rotarr  8,  Trident  24, 
Worthington  4,  Columbia  8,  Pittsburg  4,  Keystone 
28,  Lambert  20,  owned  by  consumer;  L820  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  66  lbs.,  fire 
186  lbs.;  consumption  per  day,  1,760,000  gals.;  cost 
to  construct,  $660,000;  bonded  debt,  $480,000;  int. 

Biid  on  bonds.  4  to  6  per  cent;  cost  of  mtce., 
0»000;  works  belong  to  city. 

BEAUFORT.  Carteret  Co.,  pop.  2,195;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  1  and  2  stories p  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  aept. — 1  c. 
engine,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good  600  ft.;  inferior,  all  kinds,  600  ft.:  to- 
tal hose  1,000  ft.;  fire  alarm,  bell;  value  of  aept. 
equipment,  $1,500;  value  of  bldgs.,  $300;  ann.  exp. 
of  dept.,  $250;  total  mem.,  160  volunteers. 

Watxx  Supply— Source,  ocean  water  forced  by 
means  of  pumps  over  entire  business  portion  and 
residence. 

BURLINGTON,  pop.  8,692;  fire  area,  5  acrea; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
t  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 1  h.  &  1.  truck,  1  supply  wa^on,  2  hose 
carriages,  1  horse;  bose,  cotton,  rubber  hned,  good, 
950  ft.;  rubber,  good,  1,000  ttj:  total.  2,000  ft; 
value  of  dept,  equipment,  $1,506;  total  mem.,  20 
volunteers. 

Watcx  Supply— System,  pump  to  stdp.  and 
direct;  stdp.  cap.,  60,000  gals.;  pumping  engines, 
cap.  per  dav  960,000  gals.;  mains,  cast  iron,  1^ 
muea,  6  in.  oia.;  5  hydrants;  10  services;  pressure, 
fire  120  lbs. 

CHAPEL  HILL,  pop.  1,099;  bldgs.,  brick  and 
wood.  2  and  8  atories.  No  organised  fire  dept. — 

1  h.  &  I.  truck.  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  600  ft. 

Water  Supply— Source,  creek,  IH  miles  from 
business  center;  system,  pump  to  res.;  stdp.  cap. 
80,000  gals.,  dim.  12  x  80,  material  used  in  cons, 
steel;  quality  of  water,  good;  res.  cap.,  60,000; 
filtration  systems  N.  Y.j2  pumping  engines,  class 
dup.,  cap.  per  day  360,000  gals.;  mains,  cast  iron, 
8^  miles,  4  to  6  in.  dia.;  12  hydrants:  pressure, 
dom.  85  lbs.;  consumption  per  day.  75,000  gals.; 
cost  to  construct,  $14,800;  works  belong  to  Co. 

CHARLOTTE,  pop.  40,500;  fire  area.  1.408 
acres;  mercantile  bldgs..  brick,  1  to  12  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  In  fire  area;  fireworka  and  combus- 
tibles ord. ;  cauaes  of  fires  investigated.    Fire  dept 

2  steamers,  1  h.  &  1.  truck,  7  c.  nand  ex.,  1  hose 
wagon,  1  hose  carriage,  3  comb,  c  &  h.  wagons, 
12  horses;  hose,  cotton,  rubber  lined,  good,  6,500 
ft.;   inferior,  all  kinds.  1.000  ft.;  total  hose,  6,560 


ft.;  fire  alarm,  electric.  48  boxes;  value  of  dept. 
equipment  28,748;  value  of  bldgs.,  ^6,000;  ann. 
exp.  of  dept,  $19,000;  toUl  mem.  S,  paid  full 
time  18,  paid  part  time  10. 

Watbe  Supply— Source,  spring  and  credc;  sys- 
tem, pump  to  res.  and  stdp.;  stdp.  cap.,  716.000 
gals.,  dim.  80  x  186«  located  in  business  aection, 
material  used  in  cons,  steel;  filtration  system,  N. 
Y.  and  Jackson:  quality  of  water,  good;  res.  cap. 


16,000,000  gals.,  located  at  station;  7  pvaapittg  en- 
gines (2  Westinghouse  electric  pumps>,  class  simp. 


valvea,  Glamorgan,  Wood;  meters,  total  nimiber, 
2,648,  Crown,  Union,  Empire,  Hersey  Rotary, 
Hersey  Disc,  Hersey  Torrent,  Thomson,  Ball  ft 
Fitts,  Worthington,  Trident,  Lambert,  Nash, 
owned  by  consumer;  2.648  services;  pipe,  lead  axid 
galv.  iron;  pressure,  dom.  40  lbs.,  fire  S  to  109 
lbs.;  consumption,  per  day  1.000.000  gala.,  per 
capiU  102  ffsls.;  cost  to  construct,  $226,000;  bonded 
debt,  $436,000;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $13,799.46;  works  belong  to  city. 

CLINTON,  pop.  1200;  fire  area.  000  acres; 
bldgs.,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  limits;  fireworks  ord.  Fire  dept. 
—1  gasoline  engine,  1  h.  &  1.  truck,  1  h.  reel,  1 
horse;  hose,  cotton,  good,  1,000  ft;  fire  alarm, 
bell;  value  of  dept  equipment  ^000;  'value  ot 
bldgs.,  $300;  ann.  exp.  of  dept,  $SGO;  total  mem., 
800  volunteers;  tmderwriters    rating,  fourth  clasv 

Watke  Supply— Source,  open  wells;  cap.  14.009 
gals.;  pressure.  120  lbs. 

CONCORD,  pop.10,600;  fire  area,  460  acres;  mer- 
cantile bldgs.,  brick,  1  to  4  stories:  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  firea  investigated. 
Fire  dept— 1  comb.  c.  &  h.  wagon,  1  c.  engine, 
2  e.  hand  ex.,  1  h.  &  1.  truck,  1  aerial  track.  1 
hose  wagon.  1  hose  carriage,  2  horses;  hose,  co^ 
ton,  rubber  lined,  good  1.800  ft;  inferior,  aJI  Uads, 
300  ft;  total  hose,  2,000  ft;  fire  alarm,  bell;  valac 
of  dept  equipment,  $4,000;  value  of  bldgs.,  $1009; 
total  mem..  46  volunteers. 

Water  St7PPLY~Souroe.  3  artesian  arells  ia  the 
business  center;  sjrstem.  air  lift  to  res.  and  pump 
to  stdp.  and  direct;  stdp.  cap.  160,000  gals.,  dim. 
22  X  25;  quality  of  water,  good;  pump^g  dgines, 
cap.  per  day  1,000,900  gals.,  constructors  Wetting- 
ton,  Smith-Vaile;  mains,  galv.  iron,  116  mOes,  4  to 
10  in.  dia.;  144  hydrants;  meters,  total  number 
600,  Crown,  Hersey,  Keystone;  125  services:  pipe, 
galv.  iron;  preasure,  fire  76  lbs.;  cost  to  construct 
$126,000;  ann.  cost  of  mtce.,  $8,600;  works  pri- 
vate. 

DUNN,  pop.  2,600;  fire  area,  1,400  ft  x  UOO  ft; 


mercantile 


pop.  Z,c 
blags.. 


brick  and  wood,  1  to  S  stories; 


private,  wood,  1  to  2  stories;  wooden  roof s  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;    causes    of    fires   investigat«L    Fire    dept— 

3  hose  carriages;  hose,  cotton,  rubber  lined,  so^i, 
2,000  ft.;  inferior,  all  kinds.  500  ft.;  total  ho**, 
2,500  ft.;  fire  alarm,  bell;  value  of  dept.  c<iai;v 
mcnt,  $1,600;  total  mem.,  30  volunteers;  nnde--- 
writers'  rating,  third  class. 
Watkb  Supply— Not  reported. 

DURHAM,  pop.  25,000;  fire  area,  63  acres;  mer- 
cantile bldgs.,  onck  and  stone,  2  to  6  stories:  v^- 
vate.  wood,  brick  and  stone,  2  and  3  stones : 
wooden  roofs  not  permitted  in  fire  area;  firework* 
and  combustibles  ord.  Fire  dept.— 1  steamer,  1  \ 
&  1.  truck  2  comb.  c.  &  hose  wagons,  2  ho«e 
wagons,  1  hose  reel.  10  horses;  hose,  cotton.  rtiH- 
ber  lined,  good,  4,500  ft.;  fire  alarm.  Gamevcl:. 
32  boxes;  value  of  dept  equipment  $40,000;  valac 
of  bldgs..  $9,000;  ann.  exp.  of  dept.,  $1,500;  total 
mem.,   54,    paid   full  time   12.   paid   part   time   IT. 


i 
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volunteers  15;  underwriters*  rating,  second  class. 
Watbk  Supply— Source,  river,  1%  miles  from 
basineM  center;  system,  pump  to  res.:  filtration 
system,  N.  Y.;  cap.  ol  pUnt,  tfiOOMO  gala.;  quality 
of  water,  good;  res.  cap.  8,000,000  gala., .  located 
6  miles  from  city;  8  pumping  engines,  cap.  per 
day,  8,000,000  sals.,  constractor  I>eane:  mains, 
cast  iron,  81  mues,  4  to  80  in.  dia.,  McNeal,  Gla- 
morgan;  168  hydrants.  Chapman;  meters,  total 
number  700,  owned  by  Co.;  8,126  services:  pipe, 
galv.  iron;  pressure,  dom.  66  lbs.,  fire  126  lbs.; 
consumption,  per  day  1,000,000  gals.,  per  capita 
114  gals.;  works  belong  to  Co. 

EAST  DURHAM,  pop.  6»679:  mercantile  bldgs., 
wood.  Fire  dept.— Total  hose,  6,000  ft ;  fire  alarm, 
bell  and  whistle. 

Watir  Supply— ^urce,  res.;  system,  pumping; 
J.  O.  Michte,  supt. 

EDENTON.  pop.  8.046;  fire  area,  100  acres; 
mercantile  bldn.,  DricK,  8  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  depL*»l  h.  &  L  truck,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,000 
ft.;  fire  alarm,  bell  and  whistle;  total  mem.  90, 
paid  part  time  80,    volunteers  70. 

Watbe  Supply— Source,  wells  and  streams,  Albe- 
marle sound:  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  00,000  gala.;  mains,  8  mfles.  4  to  8  in. 
dia.;  88  hydrants;  the  use  of  the  Norfolk  &  Sonth* 
em  S.  R.  Co.  water  system  is  granted  for  emer- 
gency. 

ELIZABETH  CITY,  pop.  10,000;  ^t  area.  1.800 

acres;  mercantile  bldgs.,  brick  and  wood,  1  to  3 
stories;  private,  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 2  steam- 
ers, 1  h.  &  1.  truck,  2  hose  wagons,  2  hose  car- 
riages, 8  horses;  hose,  cotton,  rubber  lined,  good, 
3,200  ft.;  fire  alarm,  Gamewell,  14  boxes;  value  of 
dept.  equipment,  112,600;  value  of  bldgs.,  $10,000: 
ann.  exp.  of  dept.,  $1,000;  total  mem..  41  paid  full 
time  1,  paid  part  time  4,  volunteers  3d. 

Watui  Supply— Source,  river,  canals  and  wells; 
system,  pump  to  stdp.;  stdp.  cap,  875,000  gals., 
dim.  20  X  76,  located  at  station,  material  uaed  in 
cons,    steel,    builders   Riter   &   Conlor;    filtration 


miles.  4  to  10  In.  dia.;  81  hydranta,  Glamorgan; 
47  valves:  75  services;  pipe,  galv.  iron;  pressure, 
do«.  40  lbs.,  fire  160  lbs.;  bonded  debt.  $100,000; 
int.  paid  on  bonds,  6  per  cent;  works  belong  to 
Co. 

ENFIELD,  pop.  866;  fire  area,  640  acres;  mer- 
cantile bidga.,  brick  and  wood,  1  and  2  stories; 
private,  wood.  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  firea  investigated  by  State  law. 
Fire  dept.— 1  steamer,  1  hand  engine,  1  h.  &  L 
truck,  1  hoae  wagon,  1  hose  carnage;  hose,  cot- 
ton, rubber  lined,  good,  800  ft;  inferior,  all  icinds, 
SO  ft.;  total  fiose,  1,060  ft.;  fire  alarm,  bell;  value 
3f  dept.  equipment,  $1,500;  value  of  bldgs.,  $8,000; 
mn.  exp.  of  dept.,  $1480;  total  mem.,  46  volun- 
eers. 

Water  Supply— Source,  large  wella. 

FAYETTEVILLE.  pop.  8,600;  hre  area,  150 
icres;  mercantile  bldgs.,  stone  and  brick,  2  to  4 
itoriea;  private,  stone,  brick  and  wood,  8  stories; 
rooden  roofs  not  permitted  in  fire  area;  fireworks 
nd  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept. — 1  steamer,  1  h.  &  I.  truck,  1 
land  engine,  1  nose  cart,  2  horses;  hose,  cotton, 
ubber  hnea,  good,  2,500  ft.;  inferior,  all  kinds, 
.000  ft. ;  total  nose,  3,000  ft. ;  fire  alarm  bell ;  value 
f  dept.  equipment,  $10,000;  value  of  bldgs.,  $7,500; 
nn.  exp.  ox  dept..  $1,400;  total  mem.  40,  paid 
j11  time  1,  paid  part  time  30,  volunteers.  9. 
VVatxs  SuppLY—Source,  creek  and  pond,  1  mile 
'om  business  center;  sy item,  pump  to  stdp.  and 
irect;  stdp.  cap.  105,000  gals.,  dim.  18  x  106,  ma- 
trial  uaed  in  cons,  steel:  filtration  system,  sand; 
nality  of  water,  good;  8  pumping  engines,  cap. 
er  day  1,760,000  gals.,  constructor  Snow;  mains, 
1st  iron.  7  miles.  4  to  10  in.  dia.;  60  hydrants; 
valves;  meters,  total  number,  60,  Trident, 
Rrned  by  consumer;  268  services;  pipe,  galv.  iron; 


pressure,  dom.  86  lbs.,  fire  • 
struct,  M0,000;  bonded  debt, 
bonds,  $8400;  cost  of  mtce., 
to  Co. 


16  lbs.;  cost  to  con- 
tt6.000;  int.  paid  on 
$1,600;  works  belong 


GASTONIA,  pop.  6,000;  bldgs.,  brick  and  wood, 
2  stories;  wooden  roofs  not  permitted;  no  fire- 
works and  combustibles  ord.  Fire  dept.— 2  hose 
carts,  1  comb,  wagon,  1  c.  engine;  hose,  cotton, 
rubber  lined,  good,  2,000  ft;  total  mem.,  18  vol- 
unteers; underwriters'  rating,  third  class. 

Watbk  Supply— Source,  creek,  8  miles  from 
business  center;  system,  pump  direct;  filtration 
system,  Jewell;  cap.  of  plant.  860j000  gals.:  qual- 
ity of  water,  good:  res.  cap.  750,000  gals.,  located 
at  station;  4  pumping  engines,  cap.  per  day  8,820,- 
000  gala.,  constructors  Rumsey.  Worthimrton ; 
mains,  cast  iron,  8^  miles,  4  to  10  in.  dia.;  6o  hy- 
drants. Wood;  82  valves;  meters,  total  number 
166.  owned  by  town;  178  services:  pipe,  wrought 
and  galv.  iron;  pressure,  dom.  40  lbs.,  fire  80  Ibsj 
consumption,  per  day  126,000  gala.,  per  capita.  88 
gals.:  cost  to  construct,  $60,000;  bonded  debt,  $46,- 
000;  mt  paid  on  bonds,  5  per  cent;  works  belong 
to  city. 

GOLDSBORO,  pop.  10,000;  fire  area,  860  acres; 
mercantile  bldga.,  bnck,  1  to  6  storiea;  private, 
wood,  2  stories;  wooden  roofs  not  pcmutted  in 
fire  area;  fireworks  and  combuatibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.,  for  8 

girs,  $8(680;  av.  ins.  involved  for  same  time, 
,460.  Fire  dept.— 1  steamer,  1  c  engine.  14  e. 
id  ex.,  1  h.  &  1.  truck,  4  hose  wagons,  3  hose 
carriages.  6  horses;  hose,  cotton,  rubber  lined. 
good,  2,600  ft.;  inferior,  all  kinds,  2J00O  ft.:  total 
hose,  4J500  ft;  fire  alarm.  Gamewell,  12  boxes; 
value  of  dept.  equipment,  $8,000:  value  of  bldgs., 
$9,000:  ann.  exp.  of  dept,  $1,600;  total  mem,  80^ 
paid  full  time  7,  volunteera  71 

Watxr  Supply— Source,  river,  1%  miles  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  808,000  gals.,  dim.  18  x  110,  material  used  m 
cons,  iron;  ouality  of  water,  good;  rea.  cap.,  86,- 
000  gals.;  filtration  system,  gravity;  2  pumping 
engines,  cap.  per  day  2,000,000  gala.,  conatructor 
Worthington;  mains,  18  miles,  6  to  10  in.  dia.;  87 
hydranta;  46  valves;  meters,  total  number,  460, 
owned  by  city;  pressure,  dom.  60  lbs.,  fire  80  to 
200  lbs.;  consumption  per  dav,  800,00(rgals. ;  cost 
to  construct,  $80,000;  bonded  debt,  $60,000;  int 
paid  on  bonds,  4  per  cent 

GRAHAM,  pop.  8,600:  fire  area,  900  acres;  mer- 
cantile bldgs.,  stone,  bnck  and  wood,  1  to  8  sto- 
ries; private,  wood,  1%  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustiblM 
ord.:  causes  of  fires  investigated.  Fire  dept— 1 
hand  engine,  2  c.  hand  ex.,  8  hose  carts;  nose, 
cotton,  rubber  lined,  ^od,  2,000  ft;  fire  alarm, 
bell ;  value  of  dept  equipment,  $26,800;  total  mem., 
80  volimteers. 

Water  Supply— Source,  wells;  cap.  per  day, 
280,000  gals. :  mains,  26,800  ft,  4  to  8  in.  dia.;  pres- 
sure, 70  to  80  lbs.;  works  belong  to  Co. 

GREENSBORO,  pop.  21,000;  fire  area.  1,500 
acrea;  mercantile  bldgs.,  stone  and  brick,  8  to  5 
stories;  private,  brick  and  wood,  8  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combuatibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 2  steamers,  1  hand  engine,  1  c  engine. 
12  c  hand  ex.,  1  aerial  truck,  4  hose  wagons,  8 
hose  carriagea,  1  comb,  c  &  h.  wagon.  11  noraea; 
hose,  cotton,  rubber  lined,  good,  6.000  ft.;  in- 
ferior, all  kinds.  600  ft;  total  hoae,  6,600  ft;  fire 
alarm,  bell,  24  boxes;  value  of  dept.  eqaipment, 
816.000;  value  of  bldgs.,  $12,000:  ann.  exp.  of  dept, 
$6,000:  total  mem.  £^,  paid  full  time  8,  paid  part 
time  2,  volunteers  75. 

Watbx  Supply— Source,  creek  and  springs;  sya- 


ington;  mains,  iron,  20  miles,  4  to  12  in.  dia.;  180 
hydrants.  Wood,  Glamorgan;  70  valves;  600  serv- 
ices; pressure,  dom.  66  lbs.,  fire  90  lbs.;  cost  to 
construct.  $1^,000;  ann.  cost  of  mtce.,  $12,000; 
works  belong  to  city. 

GREENVILLE,  pop.  6,000;  fire  area,  1  sq.  mile; 
mercantile  bldgs.,  brick,  1  and  2  stones;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted  in 
fire  area;  causes  of  fires  investigated.  Fire  dept— 
1  steamer,  1  hand  engine  and  c.  combined  hand 
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ex..  1  h.  &  L  truck,  2  hote  wacons,  1  hoie  c^ 
riage,  8  hones:  hote.  cotton,  rubber  lined,  ffood, 
2.800  ft.;  inferior,  all  kinds,  20O  ft.;  total  hose, 
1,000  fL;  fire  alarm,  bell.  2  boxes;  value  of  dept. 
equipment,  17.000;  value  of  bldgs.,  16,000;  total 
mem.  100,  paid  part  time. 
Water  Supply— Source,   river. 

HENDERSON,  pop.  7^26;  fire  area,  80  acres; 
bldgs..  brick  and  wood,  1  to  8  stories;  wooden 
roots  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 1  h.  &  1.  truck,  4  hose  carts,  1  horse, 
t  hose  carriages:  hose,  cotton,  rubber  lined,  good, 
2,600  ft.;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $12,600;  value  of  bldgs.,  $1,000;  total  mem., 
65  volunteers. 

Watke  Supply— Source,  lake,  21  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
172,000  gals.,  dim.  15  x  180;  filtration  system,  grav* 
el;  2  pumping  engines,  class  comp.  dup.,  cap. 
per  day  1,000,000  ^Is.,  constructors  Deane,  Hoi- 
yoke;  mains,  cast  iron.  9  miles,  4  to  12  in.  dia.; 
80  hydrants;  40  valves;  meters,  total  number,  20, 
Crown,  owned  by  Co.;  800  services;  pipe.  calv. 
iron  and  lead;  pressure,  dom.  BO  lbs.,  fire  160  lbs.; 
consumption  per  day,  800,000  nls.:  cost  to  con- 
struct, ^02,000;  bonded  debt,  $76,000;  int.  pai«l  on 
bonds,  4  per  cent;  works  belong  to  Co. 

HENDERSONVILLE,  pop.  2,600;  mercantile 
bldgs.,  brick,  2  stories;  private,  wood,  1  and  2 
stones;  fireworks  and  combustibles  ord.  Fire 
dept. — ^1  h.  &  1.  truck.  2  hose  reels;  hose,  cotton, 
rubber  lined,  good,  8,000  ft.;  fire  alarm,  whistle; 
total  mem.,  10  volunteers. 

Watxr  Supply— Source,  creeks;  system,  grav- 
ity; res.  cap.,  4,000,000  gals.;  mains.  8%  miles, 
2  to  8  in.  dia.;  61  hydrants,  Mathews;  pressure, 
dom.  80  lbs.,  fire  90  lbs.;  cost  to  construct,  $80,000; 
works  belong  to  city. 

HERTFORD,  pop.  2,000;  fire  area.  140  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  sto- 
ries; private,  wood.  2  stories;  wooden  roofs  per- 
mittea  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
h.  &  1.  truck;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $7,6CO;  value  of  bldgs.,  $160; 
total  mem.,  zO  volunteers. 

Watbs  Supply— Source,  wells. 

HICKORY,  pop.  5.000;  fire  area.  6  acres;  mer- 
cantile bldgs.,  brick,  2  to  4  stories;  private,  stone, 
bride  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  combustibles  ord.  Fire  dept. 
—2  hose  wagons  with  ladders  and  c.  ex.,  6  hand 
ex.,  1  h.  &  1.  truck,  8  hose  reels:  hose,  cotton, 
rubber  lined,  good,  2,000  ft.;  fire  alarm,  bell. 

Water  Supply— Source,  river.  3  miles  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cai>., 
n5,000  gals.,  dim.  20  x  100  ft,  material  used  in 
cons,  steel;  quality  of  water,  good;  res.  cap.,  90,000 
gals. ;  filtration  system,  slow  sand ;  2  pumpa.  Dean, 
triplex;  Latta-Martin  air  pump;  mams,  cast  iron. 
10  miles.  30  to  60  in.  dia.:  82  hydrants;  49  valves; 
meters.  200,  makers.  Pittsburg,  Herscy,  owned  by 
Co.;  pressure,  50  lbs.:  consumption  per  day,  30,- 
000  gals.;  cost  to  construct,  $106,000;  oonded  debt, 
$100,000;  int.  on  bonds,  5  per  cent;  works  belong 
to  city. 

HIGH  POINT,  pop.  lO.OOO:  fire  area,  640  acres- 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  3 
ttories;  private,  wood,  2  stories:  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 4  hose 
wagons;  hose,  cotton,  rubber  lined.  Rood,  3,000  ft.; 
fire  alarm,  Gamewell ;  total  mem.,  65  volunteers. 

Water  Supply— Source,  springs  or  rivers,  4% 
miles  from  business  center;  system,  pump  to  stdp.; 
stdp.  cap.  160,000  gals.,  dim.  45  x»;  2  pumpinsr 
engines,  constructor  Worthington;  mains,  13 
miles,  4  to  12  in.  dia.;  144  hydrants;  pressure, 
dom.  60  lbs.,  fire  90  lbs. 

KINGS  MOUNTAIN,  pop.  8,000;  fire  area,  % 
sq.  mile;  mercantile  bldgs.,  mostly  brick,  1  to 
8  stories;  private,  wood,  1  to  2  stories;  fireworks 
and  combustibles  ord. 

Wate«  Supply— Source,  wells,  2  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
76.000  gals.,  dim.  22  ft.  by  35  ft;  material  used  m 
construction,  steel;  quality  of  water,  good;  res. 
cap..  50.000  ealfl. ;  2  pumps,  class,  centrifugal;  cap. 
jt^T  day.    500.000   gals.;   constructor,    Worthington; 


mains,  cast  iron.  7  miles,  4  to  8  in.  dia.:  90  hy- 
drants; 26  valves;  meters,  total  number  GO,  Key- 
stone. Neptune,  owned  by  city;  100  services;  pipe 
galv.  iron;  pressure,  dom.  100  lbs.,  fire  140  lbs.: 
cost  to  construct,  $60,000;  bonded  debt,  $50,000; 
works  belong  to  city. 

KINSTON,  po^.  8,000;  fire  area,  20  acres;  mer- 
cantile bldga.,  brick  and  wood^  1  and  2  stories; 
private,  bnck  and  wood,  2  stones;  wooden  roo& 
permitted  in  fire  area;  fireworks  and  combostibka 
ord.;  causes  of  fires  investigated.  Fire  depL— 1 
steamer,  10  c.  hand  ex.,  1  h.  &  1.  tmck,  8  boae 
carriages,  8    horses;   hose,  cotton,   rubber    lined, 

Sood,  2,600  ft.;  inferior,  all  kinds,  1,000  ft.;  totd 
oae.  8,600  ft.;  fire  alarm,  bell:  value  of  dept. 
equipment,  $6,600:  ann.  exp.  of  dept.,  $1,000;  total 
mem.  49,  paid  full  time  2,  volunteers  47. 

Watxr  Supply— Source,  artesian  wcila,  1  mile 
from  buaineaa  center;  system,  gridiron;  stdp.  cap., 
160,000  gals.,  dim.  16  x  110  fL,  material  iisedin 
cons,  iron;  quality  of  water,  good;  res.  ^P..  350i,- 
000  gals.;  2  pumps,  cap.  per  day  2,00Q»O0V  ^als.. 
constructor  John  xdcGowan  Co.;  maina,  cast  iron, 
12  miles.  4  to  10  in.  dia.;  81  hydranta;  22  valves; 
meters,  total  number  175,  makera  Neptune,  owned 
by  municipality;  176  services;  pipe,  galv.  iron; 
pressure,  dom.  66  lbs.,  fire  100  Ids.;  conanmptuMi 
per  day,  66.000  gals.;  cost  to  construct,  $76,000;  int. 
paid  on  bonds,  o  per  cent;  works  belong  to  city. 

LAURTNBURG,  pop.  2,200;  fire  area,  600  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  privmtc; 
pine,  1  and  2  stories;  wooden  roofs  permitted: 
fireworks  ord.;  fires  mvesti gated.  Fire  dept.—! 
comb.  c.  &  h.  engine,  1  hose  carriage;  hoee,  eot> 
ton,  good,  1,600  ft.;  value  of  dept.  equipment,  $600; 
value  of  bldgs.,  $200;  total  mem.  40. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  100,000  gals.;  2  duplex  puxnpik. 
cap.  per  dav  144.000  gals.,  constructor  Worthinif- 
ton;  mains  8  miles,  4  to  12  in.  dia.;  46  hydrants; 
pressure  dom.,  SO  lbs.,  fire  125  lbs. 

LENOIR,  pop.  8,000;  fire  area,  16  acres;  nier> 
cantile  bldgs.,  brick,  1  to  3  stories;  private,  bri^ 
and  wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  8  yra.,  fTOO: 
av.  ins.  for  same  time,  $2,066.  Fin  dept. — 2  hano 
engines,  1  hose  wagon,  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good  1.000  ft.;  fire  alarr-.. 
whistle;  value  of  dept.  equipment,  $800;  wnlne  of 
bldgs.,  $800;  ann.  exp.  of  dept^  $40;  total  menu, 
15  volunteers;  underwriters'  rating,  third  clasi^. 

Water  Supply— Source,  gravity;  mains  12  miles: 
81  hydrants. 

LINCOLNTON.  pop.  8.000;  fire  area,  l^MO 
acres;  bldgs.,  brick  and  wood,  8  stories;  vrooden 
roofs  not  permitted;  fireworks  ord.  Fire  dept. — 1 
hand  engine,  2  hose  reels;  hose,  cotton,  good,  1,800 
ft.;  total  mem.,  40  voltmteers;  value  of  dept.  equip- 
ment. $300;  ann.  exp..  $26. 

Water  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp  cap.  16,- 
000  gals.,  dim.  20  x  40  fL,  material  used  in  cona. 
steel;  quality  of  water,  good;  res.  cap.  384,000 
prals. ;  2  pumps,  cap.  per  min.  1,000  gals..  Worth- 
ington;  mains,  cast  iron,  6  miles,  4  to  8  in.  4^a.; 
50  hydrants;  39  valves;  meters  oO,  makera  Pitts- 
burg, owned  by  town;  pressure,  dom.  90  lbs.,  fire 
150  lbs.;  consumption  per  dav,  25,000  gals.;  cost 
to  construct,  $35,000;  bonded  debt,  $80,000;  int.  oe 
bonds,  5  per  cent;  ann.  cost  of  mtce.,  81.200: 
works  belong  to  city. 

LITTLETON,  pop.  1.800;  mercantile  bldgs.. 
wood.  Fire  dept— buckets  and  ladders;  five  alarm, 
bell. 

WATia  Supply— Source,  wells. 

LOUISBURG.  Fire  dept.— 1  hose  wagon.  1  hose 
reel;  value  of  dept.  equipment,  $2,500;  valoe  of 
bldgs.,  $1,500;  ann.  ex.  of  dept.  $1,000;  total  raem. 
26  volunteers  and  part  paid. 

Water  Supply— Source,  river;  system,  gravity. 
2  pumps,  Worthington;  cost  to  construct,  S66.O00- 
bondea  debt,  $75,000;  interest  paid  on  bonds,  S 
per  cent;  works  belong  to  city. 

LUMBERTON.  pop.  2,400;  combustible*  cr.i 
Fire  dept.— 1  h.  &  1.  truck,  4  hose  carts.  2,600  ft 
ho«?e:   members,  30. 

Water  Supply — River    Lumber;    system,    tan* 
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cap.,  06,666  gals.;  2  pumps,  Worthington;  duplex 
cap.,  144,000  gals,  per  day;  mains.  2  miles,  o  to 
8  m.  dia.,  90  nydrants;  pressure,  68  lbs. 

MARION,  pop.  2,000;  fire  area,  40  acres.  Fire 
dept.— 2  hose  reels,  1  hose  wagon,  1,000  ft.  hose; 
value  of  dept.  equipment,  |2,0O0;  value  of  bldgs., 
)550;  ann.  exp.  ot  dept.,  $240;  total  mean.,  14 
volunteers. 

Watei  Supply — Source,  river;  system,  gravity, 
pump  cap.  per  dav,  600,000  gals.;  64  hydrants;  40 
valves;  pressure,  aom.  75  lbs.,  fire  75  lbs.;  cost  of 
works,  $66^000;  bonded  debt,  $73,000;  interest  pidd 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  |oOO; 
works  belong  to  city. 

MILTON,  pop.  490;  bldgs.,  brick  and  wood. 
1  and  2  stories;  wooden  roofs  permitted;  no  fire- 
works ord.  Fire  dept.— 1  hand  engine,  1  hoae  car- 
riage; hose,  linen,  good  30O  ft;  total  menL»  80 
volunteers. 

Watbk  Supply— Source,  2  large  ciatems,  cap. 
74,000  gals.,  13  private   cisterns. 

MONROE,  pop.  5,000;  fire  area.  050  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  3  stories;  pri- 
vate, wood,  1  vad  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustiolea 
ord.;  causes  of  fires  investigated.  Fire  dept. — 1 
«teamer,  4  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  4  hose  carriaees,  2  horses;  hose,  cotton, 
rubber  lined,  good,  2,500  ft.;  inferior,  aJl  kinds, 
54JO  ft.;  total  hose  3,000  ft;  fire  alarm,  whistle,  2 
Loves;  value  of  dept.  equipment,  $75,000;  value  of 
lj]c\zs.,  $4,000;  total  mem.,  50  volunteers. 

Vv  ATBi  SupPLY-^Source,    wells,    ^    mile    from 
business  center;    system,  pump  direct  to  mains: 
quality  of  water,  good;  res.   cap.,  110,000  gals.;  2 
pumpmg  engines,  cap.  per  day  2,000,000  gala.,  con- 
structor Worthington;  mains,  cast  iron.  7  miles, 
4  to  8  in.  dia.;  46  hydrants;  meters,  total  number, 
325,  Union,  Buffalo,  owned  by  consumer;  325  ser- 
vices;  pipe,    galv.    iron;   pressure,   dom.    60   Ibt., 
fire  100  Ids.  ;   consumption   per  day,   50,000   gals. ; 
cost^to   construct,   $30,000;   bonded   debt,  $30,000; 
int^^aid    on   bonds,  5  per  cent;    cost   of  mtce., 
$6,000;   works  belong  to  city. 

MOOREHEAD,   pop.   2,000;   mercantile   bldgs..    ! 
wood.    Fire  dept.— 1  hand  engine,  1  46-hp.  gasolme 
ezifirine;  total  hose,  750  ft.  j 

Watex  Supply— Source,    wells;    system,   pump-    | 
ing  and  gasoline  engine. 

MORGANTOWN,  pop.  3,500;  combustibles  ord. 
Fire  dept.— 1  h.  &  1.  truck,  3  hose  carts,  850  ft, 
hose;  members,  20. 

Water  Supply— Source,  5  artesian  wells  and  1  i 
well  res.,  cap.  250.000  gals.;  stdp.  cap.,  96,000  gals.;  j 
1  pump,  Smith-Vaile,  1  Dean;  mams,  4H  miles;  ' 
42  hydrants.  , 

MT.  AIRY,  pop.  5,000.    Fire  dept.— 3  hose  carts,  i 

Ic.   engine,   13,000  ft.  hose;  members  14,  part  paid.  ' 

Water  Supply— System,  pump  direct;  tank  , 
cap.,  55,000  gals.;  mains,  4H  miles;  40  hydlrants. 

XEWBERX.    pop.    15,000;   fire  area,    800   acres:    I 
znercnntile   bldgs.,  stone,  brick  and  wood,  1  to  3 
stories;   private,  stone,  orick  and  wood,  1  and  2 
stories;   wooden  roofs  permitted  in  fire  area;  com-    > 
bustibles   ord.;   causes  of  fires  investigated.     Fire    i 
ic-pt. — 2  steamers,  hand  engine,  2  h.  &  1.  trucks,  3    I 
lose   •wajsrons,  5  hose  carriages.  6  horses;  hose,  cot-     , 
on,     rubber    lined,    good,    4,000    ft.;    inferior,    all    ' 
cinds,    2,000   ft.;    total  hose,    6,000   ft.;    fire   alarm,     I 
Tnmewell,     30    boxes;    value    of    dept.    equipment, 
1^~>,000;   value  of  bld^s.,  $6,000;  ann.  exp.  of  dept., 
5.000;    total  mem.,  300  volunteers.  I 

VVatkr  Supply— Source,  wells,  1  mile  from  busi* 
ess    center:   svstem,  pump  to   stdp.   and  direct;    ! 
tdp.    cap.    180,000  gals.,   dim.    120  x  16,   builders    I 
liter   &    Conlery;  2  Dumping  engines,  class  comp. 
up.,  cap.  per  aa^  2,000,0u0  sals,  constructor  Snow;    ' 
tains,  iron,  8  miles,  6  to  12  in.  dia.,  Chattanooga;    { 
p  hyarants,  Eddy;  meters,  total  number  2,  Thorn- 
>n;    885   services;  pressure,  dom.  60  lbs.,  fire  100    , 
»s. ;  cost  to  construct,  $75,000;  int.  paid  on  bonds,    , 
per  cent;  ann.  cost  of  mtce.,  $3,500;  works  belong    ' 
city. 

2S"EWTON,  pop.  2,500;  fire  area,  10  acres;  mer-    1 
ntile    bldfiTS-i  brick,  1,  2  and  3  stories;  private,    | 
iclc     and    wood,   1   and  2   stories;   wooden   roofs 
t      permitted;    fireworks    ord.    strictly    enforced.    , 
re     dept. — 1  h.   &  1.  truck;   bell  alarm;  value  of 


dept.  equipment,  ^00;  value  of  bld^^s.,  $800;  ann. 
eacp.  of  dept,  £L26:  total  mem.,  2d  volunteert. 
Water  Supply — Source,  wells. 

OXFORD,  po^.  8,000;  fire  area,  420  acres;  merw 
cantile  bldgs.,  bnck,  1  to  8  ttoriea;  private,  wood, 

1  and  8  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  hand  engine,  1  h.  &  L 
truck,  8  hose  reels;  hose,  cotton,  rubber  lined, 
good,  1,600  ft;  fire  alarm,  bell;  total  mem..  69  vol- 
unteers;  underwriters'  rating,  third  class. 

Water  Supply— Source,  wellt,  H  mile  from 
business  center;  system,  pump  to  res.  and  to 
tank:  stdp.  cap.  100,000  gals.,  dim.  28  x  89,  ma- 
terial used  in  cons,  steel;  quality  of  water,  hard; 

2  res.,  cap.  130,000  gals.,  located  at  pumping  sta- 
tion; 1  pumping  engine,  class  triplex,  cap.  per 
day  1,162,000  gals.,  constructor  Gould;  mains,  cast 
iron,  88,000  ft.,  4  to  10  in.  dia.;  60  hvdrants;  21 
viJves;  pressure,  dom.  60  lbs.,  fire  80  lbs.;  works 
belong  to  Co. 

PLYMOUTH,  pop.  1300;  fire  area,  900  acres; 
bldgs.,  brick  and  wood,  8  stories^  wooden  roofs 
permitted.  Fire  dept— 1  hand  engine,  1  hose  car- 
riage; hose,  linen,  jg^ood,  600  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $760:  value  of  bldgs^ 
$3,600;  ann.  exp.  o!  dept,  $100;  total  mem.,  86 
volunteers. 

Water  Supply— Source,  Roanoke  River  and 
wells. 

RALEIGH,  pop.  25.000:  fire  area,  1,400  acres; 
mercantile  bldgs.,  brick,  2  to  5  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept. — 2  steamers,  2  c. 
hand  ex.,  1  n.  &  1.  truck,  3  hose  wagons,  8  horses; 
hose,  cotton,  rubber  lined,  good,  4,000  ft;  fire 
alarm,  bell,  36  boxes;  value  of  dept.  equipment, 
$19,500;  value  of  bldgs.,  $900:  ann.  exp.  of  dept, 
$10,000;  total  mem.  100.  paid  full  time  6,  paid  part 
time  18,   volunteers  82;    Walter  WooUcott,  chief. 

Water  Supply— Source,  Walnut  Creek,  1^  miles 
from  business  center;  system,  gravi^,  pump  to 
res.-  to  stdo.  and  direct;  stdp.  cap.  100,000  gals., 
dim.  24  X  30,  located  near  center  of  city,  material 
used  in  cons,  rock  and  brick,  builders  National 
Water  Works  Construction  Co.;  filtration  system, 
N.  Y.  F.  Co.;  cap.  of  plant,  2,000,000  gals. ;  qual- 
ity of  water^  good;  res.  cap.,  2,000,000  gals.;  2 
pumping  engmes,  class  comp.  dup.,  cap.  per  day 
5.500,000  gals.,  constructor  Worthin^on,  McGowan; 
mains,  cast  iron,  17  miles,  4  to  12  in.  dia.;  190  hy- 
drants, Mathews;  154  valves,  Eddv,  Smitn, 
Glamorgan;  meters,  total  number  569,  Crown,  Tri- 
dent, Lambert,  owned  by  Co.  and  consumer;  2,094 
services;  pipe,  lead  and  galv.  iron;  pressure,  dom. 
50  lbs.,  fire  60  to  100  lbs.;  consumption  per  day 
1.000 .000  Ral*?..  per  capi'ta  50  gals.;  bonded  debt, 
?2.'0.(O0;  works  belong  to  Co. 

REIDSVILLE,  pop.  6,000;  fire  area,  26  acres; 
mercantile  bldgs.,  brick,  1  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — 1  steamer, 
10  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon,  2 
hose  carriages,  1  horse;  hose,  cotton,  rubber  lined, 
good.  1.200  ft;  inferior,  all  kinds,  500  ft;  total 
nose,  1,700  ft;  fire  alarm,  bell;  value  of  dept. 
eouipment,  $10,000;  value  ot  bldgs.,  $500;  ann.  exp* 
of  dept,  $250;  total  mem.  9  paid  full  time  9. 

Water  Supply— Source,  wells,  2^  miles  from 
business  center;  s^tem,  pump  to  stop.;  stdp.  cap. 
75,000  gals.,  matenal  used  in  cons,  steel,  buildera 
Chicago  Bridge  and  Iron  Co.;  quality  of  water, 

food:  pumping  engines,  class  comp.,  cap.  per  day 
,000,000  gals.,  constructor  Worthington;  mains, 
cast  iron,  8  miles.  4  to  8  in.  dia.;  79  hydrants, 
Glamorgan;  68  valves,  Glamorgan;  meters,  total 
number  270,  Crown  12,  Union  140,  Empire  1,  Her- 
sey  Disc  20,  Buffalo  1,  Kerwtv  Rotary  70.  Trident 
25,  Nash  1,  owned  by  city;  825  services;  pipe,  galv. 
iron;  pressure,  dom.  61  lbs.,  fire  100  lbs.;  con- 
sumption per  day  66,000  gals.,  per  capita  166~ga]s.; 
cost  to  construct,  $30,000;  bonded  debt,  $2d,000; 
int.  paid  on  bonds,  5  per  cent;  ann.  cost  of  mtee., 
$3,500;  works  belong  to  city. 

ROCKY  MOUNT,  pop.  6,500;  fire  area,  60 
acres:  mercantile  bldgs.,  brick.  1  to  3  stories: 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted;      fireworks     and      combustibles     ord.; 
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causes  of  fires  inTcitigated.  Fire  dept— 1  steamer, 
2  &  hand  ex.,  1  h.  &  1.  truck,  2  hose  wajrons, 
2  hose  reels,  2  horses;  hose,  cotton,  rubber  fined, 
good,   2,460  ft:    fire  alarm,   bell;   value   of  dept 


Watbk  Supply— Source,  creek,  t  miles  from 
bttsmess  center;  system,  pump  to  stdp.;  stdp. 
cap.  ltf,000  gals.,  dim.  16  x  110,  materiaf  used  m 
cons,  iron:  filtration  system,  Jewell;  quality  of 
water,  good;  2  pumping  engines,  class  comp.  aap., 
m.  per  day  KO,(lOO  gals.,  constructors  Smith- 
Vaile;  mains,  cast  iron,  10  miles,  4  to  8  ia.  dla.; 
69  hydrants;  43  valves;  meters,  total  number  326, 
Nash  1,  Union  2,  Gem  8.  Trident  138,  Hersey 
Disc  17,  Hersey  Torrent  1,  Worthingtoa  6,  Buf- 


construct,  $6(000;  bonded  debt,  |46,0b0;  int.  paid 
on  bonds,  4^  per  cent;  cost  of  mtce.,  $8,200; 
Iforks  belong  to  city. 

R0X30R0,  pop.  3(000;  mercantile  bldss.,  brick 
^ftnd  wood,  1  to  3  stones^  private,  wood,  2  stories; 
wooden  roofs  not  permitted;  causes  of  fires  in* 
vestigated.  Fire  dept. — 2  hose  carriages;  hose, 
cotton,  rubber  lined,  ffood,  1,000  ft.;  nre  alarm, 
bell;  total  mem.,  20  volunteers;  underwriters'  rat- 
ing, third  class. 

Watxr  Supply— Source,  well;  sjrttem,  pump  to 
-atdp.;  stdp.  cap.,  75,000  gals.;  mains,  10  miles,  4 
to  8  in.  dia. ;  28  hydrants. 

SALEM,  pop.  8,042;  fire  area,  1,280  acres;  bldga., 
brick  and  wood,  2  stories;  wooden  roofs  per* 
mitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — 2  steamers,  1  h. 
&  1.  truck,  1  nose  wagon,  1  aerial  truck,  2  hose 
carriages.  2  horses:  hose,  cotton,  rubber  lined, 
good  1,000  ft;  rubber,  good.  500  ft.;  total  hose. 
L600  ft.;  fire  alarm,  Gamewell,  6  boxes;  value  of 
dept.  equipment,  $4,500;  value  of  bldgs.,  $1,000; 
total  mem.,  40  volunteers. 

Water  Supply— Soturce.  welU:  system,  pump  to 
res.  and  stdp.;  stdp.  cap..  60.000  gals.;  quality  of 
water,  good;  res.  cap.,  1(600.000  gals.;  2  pumpins 
engines,  cap.  per  day  160,000  nls.,  constructor  J. 
A.  Vance:  mains,  cast  iron,  7  miles,  8  to  10  in.  duu. 
Wood;  0}  hydrants.  Wood;  20  valves;  meters, 
total  number  150,  Crown;  pressure,  dom.  85  lbs., 
fire  86  lbs.;  cost  to  construct,  $48Ao6*80;  ann.  cost 
of  mtce.,  1^,200;  works  belong  to  Co. 


SALISBURY,  pop.  8,277;  fire  arcA.  800 

mercantile  bldga.,  wood,  stone  and  brick,  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept.— 1  h.  &  1.  truck,  2  hose  carriages,  4  horses; 
hose,  cotton,  rubber  lined,  good  2,000  ft;  fire 
alarm,  bell;  value  of  dept.  equipment,  $6^;  value 
of  bldgs^  $6,000;  ann.  exp.  of  dept.,  $800;  tpUl 
mem.,  38,  paid  part  time;  underwriters'  rating, 
second  class. 

Watxr  Supply— Souree,  creek,  1%  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
240,000  gals.,  dim.  20  x  100,  located  center  of  dty, 
material  used  in  cons,  wrought  iron,  builders 
Sharon  Boiler  Works;  filtration  system,  N.  Y.; 
cap.  of  plant,  600,000  gals.;  quality  of  water,  good; 
res.  cap.,  3,150,000  gals.;  3  pumping  engines, 
cap.  per  day  2,000,000  gals.,  constructor  H. 
R.  Worthington;  mains,  cast  iron,  12%  miles, 
4  to  12  in.  dia.;  100  hydrants,  Ludlow;  66  valves, 
Ludlow;  meters,  total  number  729;  1.200  services; 
pipe,  iron;  pressure,  dom.  43  lbs.,  fire  85  lbs.; 
consumption,  per  day  850,000  gals.,  per  capita  60 
gals.;  cost  to  construct,  $90,000;  mt.  paid  on 
bonds,  5  per  cent;  works  belong  to  city. 

SANFORD,  pop.  2,600;  mercantile  bldgi.,  wood 
and  brick,  1  and  2  stories;  nrivate,  wood,  1  story: 
wooden  roofs  permitted  in  nre  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 2  c.  hand  ex.,  1  hose  wagon,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  3,000 
ft.;  rubber,  good,  200  ft:  total  hose,  8,200  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $3|600; 
value  of  bldgs.,  $750;  ann.  exp.  of  dept,  $226; 
toul  mem^  20  volunteers;  W.  A.  Chisholm,  chief. 

Water  Supply— Source,  creek,  8  miles  from 
business  center;  system,  pnmp  to  res.  and  stdp.: 
stdp.  cap.  66,000  gals.,  dim.  16  x  85,  material  used 
in  cons,  steel;  quality  of  water,  good;  res.  cap., 


200,000  gals.;  8  pumptnc  engines,  cap.   per   day 

100,000  gals.,  constructor  Worthington ;  mams,  cast 
iron,  4  miles,  8  in.  dia.;  21  hydrants;  120  valves; 
meters,  total  number  60,  300  services;  pipe,  galv. 
iron;  pressure,  dom.  66  lbs.,  fire  75  lbs.;  consump- 
tion per  day,  75,000gals.;  cost  to  construct  $30.- 
000:  bonded  debt  $8TiO0O;  int.  paid  on  bonds.  4^ 
too  per  cent;  cost  of  mtce.,  $2,500;  works  belong 
to  city. 

SCOTLAND  NECK,  pop.  1,800:  fire  area,  4 
blocka;  mercantile  bldgs.,  stone,  bnck  and  wood. 
1  to  8  stories;  private,  stone,  brick  and  wood,  t 
stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  ord.:  causes  of  ares  investigated.  Fire 
dept— 2  h.  &  1.  trucks,  1  rope  ladder:  fire  alana, 
bell;  value  of  dept  equipment,  |20O;  value  ol 
bldga.,  $400;  total  mem.,  15  volunteera;  under- 
writers' nting,   fourth  class. 

Watxr  SuppLY-^Source,  wella. 

SHELBY,  pop.  8.000;  causes  of  fires  not  ht^esti- 

Sted;  fire  loss  tor  1906,  $8,000;  ins.  for  aame  time 
,000.    Fire  dept— 12  c.  hand  ex.,  1  h.  &  L  tmci 
th  ex.  ladders;  total  mem.,  20  voluateeza. 
Watir  Supplv— Not  reported. 

SOUTHERN  PINES,  pop.  517.  Fire  dept— 
1  hand  engine,  1  h.  &  1.  truck,  8  hoae  carriages; 
hose,  cotton,  rubber  lined*  good  IJM  ft.;  fira 
alarm,  bell;  total  mem.,  18  volunteers. 

Watze  Supply— Sooreei  wells;  system,  pimp  to 
stdp.;  stdp.  cap.  80,000  gala.,  dim.  w  x  S;  quality 
of  water,  good;  1  pumpixig  engin^  eooatmctor 
Seneca  FiaUs  Co. ;  maina,  cast  iron.  S»  milaa.  4  to 
8  in.  dia.;  82  hydianta;  pressure,  dom.  SO  Uml,  fire 
90  lbs.;  works  belong  to  city. 

STATESVILLE,  pop.  6,000.  Fire  dept— 1  h.  & 
1.  trudc,  4  hose  wagons,  1  c  engine,  8  horses: 
hose,  cotton,  rubber  lined,  good,  8,500  ft;  total 
mem.  82,  paid  part  time  2,  volunteers  80;  unden- 
writers'  rating,  second  clfl«s. 

Watbr  SuppLY-^Source,  springs;  system,  punp 
to  stdp.;  stdp.  cap.  150,000  gala.,  u5  ft  higli;  rca. 
cap.,  100,000j000  gala.;  2  pumpmg  engines,  class 
dup.,  constructor  Worthington;  mains.  IS  mO^ 
4  to  10  in.  dia.;  80  hydrants;  preasvre,  dosn.  St 
lbs. 

TARBORO,  pop.  4,500;  fire  area,  45  acres:  mer- 
cantile bldgs.,  brick  and  wood,  8  stories;  fniTaic. 
wood.  2  stories;  wooden  roofs  permitted;  fireworks 
and   combustibles   ord.;    causes   of   firea   inf cati 

rited.  Fire  dept— 1  h.  &  L  truck,  1  hose  wagon, 
hose  reels,  1  horse;  hose,  cotton,  rubber  lined, 
good,  700  ft;  rubber,  good,  600  ft;  total  hose^ 
L200  ft;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment,  11,000;  value  of  bldss.,  82,008; 
ann.  exp.  of  dept.  $700;  total  mem.,  58  volunteers. 
Watbe  Supply— Source,  wella,  ^  mile  from 
business  center;  system,  gravity,  pomp  to  i 
and  stdp.;  stdp.  cap.  J10,OuO  gab.,  dim.  86  x 
material  used  in  cons,  steel,  builden  Amerii 
Pipe  Mfg.  Co.;  quality  of  water,  goodj_ 2  gnrnpisig 
engines,  class  trip.,  cap.  per  day  710,000  salSi. 
constructor  Deming;  mains,  iron,  4  miles,  4  to  8 
in.  dia.;  48  hydranta,  Ludlow;  meters,  total  nma- 
ber  202;  owned  by  city;  246  services;  pipe.  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  80  lbs.;  cost 
to  construct,  884,000:  bonded  debt  810,000;  int 
paid  on  bonds,  5  per  cent;  worlcs  bdcmg  to  city. 

WADESBORO,  pop.  1,648.  Fire  de|»t— 1  hoae 
wagon;  hose,  cotton,  rubber  linsd,  good  UO^  ft; 
fire  alarm,  tdeohone;  total  mem.,  20  volunteers. 

Watbe  Supply— Source,  wells;  sjrsten,  poinp  te 
stdp.;   stdp.   cap.  75,000  gals.,   dim.  125 x SO;  res. 
eap.  100,000  gala.;  1  pumping  engine,  cmp. 
1,080,000   gain.,   constructor    Worthington; 
1^  miles,  6  to  8  in.  dia.;  20  hydrants; 
dom.  75  lbs.,  fire  100  lbs. 

WARRENTOWN.  pop.  1,200;  fire  area.  28 
acrea;  mercantile  bldga.,  brick  and  woodL  S  ato> 
ries:  private,  brick  and  wood.  2  stories;  woodca 
roofs  pfrmitted  m  fire  area;  fireworks  and  cqsm- 
bustibles  ord.  Fire  dept— 1  hand  engine,  1  c 
hand  ex.,  1  h.  &  L  truck,  1  hose  carri^e;  bosc. 
cotton,  rubber  lined,  good,  000  ft:  inferior,  all 
kinds,  500  ft;  total  hose,  1400  ft;  fire  alarm,  bell: 
value  of  dept  equinment,  ^000;  value  of  bld^s^ 
$600;  ann.  exp.  of  oept,  $186;  total  mem^  60  toI' 
unteers. 

Watxs  Supply— Source,  cistern,  cap.  12,000  cala. 
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WASHINGTON,  pop.  l^tW;  fir*  area,  m  acmj 
tMRtatU*  bU«*.,  brick,  1  to  I  jtorlei;  pilnM, 
wood,  1  (torie*;  wooden  rooii  not  pnmmed   in 


fire  vo;  binrorki  and  conbDilible* .  _ _  — 

of  6it*  inveninud.  Fire  dcpL— 1  iteamcr,  i  band 
togtan,  1  b.  ft  L  trade,  1  hoot  mcon,  7  boM  cv- 
riuci,  1  hone*;  bou,  cotton,  rubber  luud,  food, 
tmtt-:  U>US  boK,  3,8(»  ft.;  fire  Mltim,  beir.nd 
'^OBc;  TiUne  of  dept  eqnipmcat,  HMOO:  valnt 
•a^bldgi.,  n^GOO;  taa.  «xp.  of  dept.,  ROM;  total 
tiwm.,  ^P^d  foU  time  I,  peld  put  time  t,  vol 

"Wi«i  SurfLv-Somcc,     wtlls .    V;     mile     I'oni 


M  in.  £■.:  S*  hTdtiau;  i^  laKo,  uiir>ci>.  >utu 
umibcr,  11.  UnioD  II,  BuSila  i.  owned  br  Co.: 
XI4  Mr*lets;  pipe,  galv.  iron;  nruiure,  dom.  SO 
Ibe..  Br*  UG  IbL;  coroumption  per  d>T,  70,000  nlr; 
COM  to  conslrucl,  »250,0M;  bood*d  drbl,  (1^,000; 
int  paid  on  bondi,  i  per  cent;  cast  o!  mtce.,  n.- 
KD:  worln  bclooc  to  Co. 

WAYNBSVILLE,pop.M(»;  fire  urea,  KXI  leroa; 
mtmatjle  Udn.,  brick,  1  md  I  ■lories;  priTMo, 
brick  aiul  wood,  )  itorla;  vooden  rooti  not  per 
mittedin  fire  woifircworki  and  combnitible*  ord.; 
eaoaca  of  fire*  loTeMlfated.  Hre  <kpt.~t  boae  car- 
ijaici;  boac,  coRon,  rubber  lined,  food.  1,000  ft.; 
fire  alirn,  wbiatle;  nloa  of  dept  equipment,  tl-OOO; 
aan.  cxp.  of  depL,  tK;  total  mem.,  u  voltmteeri. 
WATia  SurrtT— Sonrcc,  ntUHn:  irnem,  paT- 
Hr;  ndp.  cap.  TWJMO  lalih,  Um.  It  x  100,  material 
naedin  cona.  atone  and  dirt;  fihntlon  aTiten>,>tone 
and  mnd:  qoalltr  of  water,  tood:  re*,  capn  100,000 
nl*.;  anim,  iroa,  )  mika.  t  ta.  dia.;  M  Bydnnta; 
U  niTcai  pnaaare,  dam.  ID  lb*.,  fire  M  16a.;  coat 
to  conatTDct,  ttt,OOD:  bonded  dett,  tlfi.000:  Int.  paid 
<m  bond*,  E  per  cent;  eoat  of  mtee.,  (HO;  work* 
beloai  lo  cilr. 
WHITEVILLE,  pop.  1,KI0:  fire  area.  WO  acrea. 

Fire  dept.— 1  comb,  engine,  1^  ft.  hoi--  — ' ' 

dept.  eflnipment,  11,1(10; —    -'  ■"— 

Watii  SurPLT— Souri 


if  dept,  tnO. 
initruct,  fXO;  wOTl 


belong  lo  tit  J. 

WILMINGTON,  pop.  »i,OOD;  fire  area,  4»  acre*; 
■emntile  bidga-  atone,  brick  and  wood,  1  to  ( 
■toriea;  prlTate,  brick  and  wood,  1  to  S  iwrkat 
wooden  roofi  not  permilted  to  fire  area;  fireworka 

■   < — ^t-i 1 s  of  Sre,  hiTCatlcated. 

iglns,  U  c  hand  ex., 
i,  l>o«  carri«e.  li 


'tT^, 


Talue  o[  dept  eqnip' 


rubber,  rood,  UOD  ft; 

alarm,  Gamewelii  O.  box«:  Tame  oi  aepi.  e< 
mem,   mGOO:   value  of   bldga.,   nO,O00i  ann.   „, 
of  dept,  li6,K)0;  total  mem.,  n,  paid  toll  time. 

W«Tia  SurrLT — Source,  rirer,  IH  mllei  from 
twain eia  center ;  ancem,  pump  to  atdp.  and 
direct:  itdp.  cap.  110,000  gala.,  dim.  10  a  SO,  lo- 
cated at  northern  end  of  atj,  material  Died  in 
i»ii*.  iroa,  bnilden  Delanater  Iron  Worki;  qnal- 
ity  of  waten  good;  4  pnmplnff  ensiaca,  cap.  per 
dajr      flM>>Mu     gall.,     cooMructor,     Wwthington; 


ijdrania,    Chaii 


miles.  4  to  11  In.  dla..  Wood; 


in   hjdrania.    Chapman.    Uatbi 

Nadoul,  owned  br  Co.;  l,Eld  aerricca;  pipe. 
wronabt  and  galr.  Iron;  preaatutt,  dom.  It  Iba.,  fir* 
'^ ^-V^Zf&ir^ 

WILSON,  pop.  S,GIE;  fire  area,  11  acre*;  mer- 
cantile btdgi.,  brick,  1  to  3  itorlea;  prirate,  wood, 
1  and  1  atorici;  wooden  roofi  permitted;  fireworka 
and  combnallblci  ord.;  cauae*  ol  firea  in*e*tigat«d. 
Fire  dept— 1  Weamer,  1  h.  A  L  tnack,  I  bo** 
wagon.  I  boie  rcela,  I  hones;  bote,  cotton,  rab- 
ber  lined,  good,  t,Sin  ft ;  fire  alarm,  Gimewell,  U 
boica;  value  ol  dept  eqnipment,  W,EiOO;  valne  of 
bldgi.,  pJXIO;  ann.  exp.  of  dept.,  I3.G00;  total 
mem.,  60  TOlunteen;  underwriters'  ndns,  iscoad 

CbM. 

Watkk  Sutrtl — Soorec,  ttraaai,  1  nUle*  from 
bn^Deis  center:  lyltem.  punp  lo  atdp.;  atdp.  cap. 
HS.MI1  gall.,  dim.   IS  ,1   UO.  locaied   in   ceoier  ot 


ra..":s!:a 


'  bIs'X'- 


9iire.  dam.  14  Lbi..  fire  IGU  Iba.;  conaumption,  per 
.lay  201,123.  per  capita  "2  gala,:  coil  lo  construct, 
S6^,(00^  bonded  debt,  KO.ffiO:  Int  paid  on  bonda, 
6  per  cent:  ann.  coit  of  mtM„  »,S1.6I;  works 
tielong  to  citj. 

WINSTON,  pop.  n.OOO;  fire  area,  170  acre*;  mer. 
cantil*  bldga.,  brfck,  1  to  6  itorlea;  private,  brick 


BMUU  Bi..  «  n.  ■  I.  OBOJO^  a  BvnN 
wagon*.  1  how  carriage*,  S  bortc*; 
noie,  conon.  rubber  lined,  voadTToOO  fl.;  fire 
alarm,  electric.  14  boxea^value  of  dept.  equipment, 
tlD.ODD;  value  of  bldgi.,  IST,EO0:  ann.  exp.  of  depl., 
SS.OOO;  total  mem,,  100.  paid  full  time  T.  voluntceri 


,'r,T, 

''"a'in 

^    center:     ,,. 

'r^-n'Se^iSl 

f  plant,  m.m,mi 

111.:    quality    of 

>rf  day  1,MO,000 

n'lV 

js*;,;?K 

"^SSfr;  'ss 

<r^\t 

,o  ™«°"cT 

Ta.^'w.^ 

;,...:  ■■.ill  a  populalion  ol  l.MO  or  more  hav- 
ing no  organlaed  fire  dept — Busemer.  Carolees^ 
Cberrvrilte,  Bnion  City,  Foreit  City.  Lexington, 
LouiabuTf.  Marion,  Uoorcrrille.  Randlemao, 
Rockingham.  Smithfield.  Sootbport,  Weldon. 

Places  with  a  population  of  1.000  or  more  not 
reported.- Albemarle,  Dunn,  Hawriicr,  Bcnrtetla, 
HcArdenvill*. 
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NORTH    DAKOTA 

ABBREVIATIONS.^Ann.,  annual;  av.,  average;  bldga.,  bnUdlnfft;  cap.,  capacity;  chn.,  cbaiman: 
c.,  cbemioal;  c.  &  h.,  chemical  and  hoae;  elk.,  clerk;  comb,  combination;  comr.,  oommianoner;  cora^ 


mittee;  oomp.,  compound;  cont.,  conatruction;  dept.,  department^  dia.,  diameter:  dim.,  dimeaaaions;  dooL, 
domeatic;  dnp.,  duplex;  eng.,  engineer;  exp.,  expenaea;  ex.,  extmguiaher;  ft,  feet;  gala.,  galloaa;  k.  d., 
high  duty :  h.  &  L, hook  and  ladder;  ina., insurance;  int.,  intereat;  mtce.,  maintenance;  mem., membcrahip; 
No.,  number;  pop.,  population;  pres.,  preaident;  rca.,  reaerroir;  atdp.,  atandpipe;  lupL,  •uperiAtcadenL 


ARDOCH,  pop.  298;  fire  area,  10  acres;  mer- 
cantile bldgs.,  wood,  1  and  2  stories:  private, 
wood,  2  atones;  wooden  roofs  permitteo:  no  fire- 
worka  ord.  Fire  dept.— 1  hand  engine.  1  nose  car- 
riage, 1  hoae  wagon:  hoae,  good,  900  it;  value  of 
dept  equipment,  11,000;  value  of  bldgs.,  |200; 
underwriters'  ratmg.  fourth  class. 

Watbr  SuppLY—Source,  large  artesian  wella  in 
buaineaa  center. 

BATHGATE,  pop.  661;  fire  area,  20  acres;  mer- 
cantile bldgs.,  wood,  2  stories;  private,  wood,  l}/k 
stories;  wooden  roofs  permitted:  fireworks  ord.; 
fires  investigated.  Fire  dept— 1  nand  engine,  4  c 
ex.,  1  h.  &  1.  truck,  1  hose  carriage;  hose,  rubber, 
good,  800  ft.;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, ^000;  value  of  bldgs.,  |600:  ann.  exp.  of 
dept,  $100;  total  mem.,  40  volunteera;  under- 
wntera'  ratmg,  fourth  daaa. 

Watbk  Supply— Source,  Tongue  River. 

BISMARCK,  pop.  3,500;  fire  area,  3,000  acres; 
bldga.,  brick  ana  wood,  1  to  8  stories;  wooden 
roofs  permitted;  fireworks  and  combustiblea  ord. 
Fire  dept— 1  c.  engine,  2  c.  hand  ex.,  1  h.  &  L 
truck,  1  supply  wagon.  8  hose  carriagea,  horses 
hired;  hose,  cotton,  rubber  lined,  good  2,000  ft: 
linen,  ffood  800  ft.;  inferior,  all  kinds,  000  ft;  total 
hose,  8,400  ft;  fire  alarm,  bell:  value  of  dept 
equipment,  $6,000;  value  of  bldga.,  $2,600:  ann. 
exp.  of  dept,  $6,600;  total  mem.,  86,  paid  full 
time  1,  volunteers  84;  underwriters'  rating,  third 
class. 

Watex  Supply— Source,  river;  system,  pump  to 
res.;  quality  of  water,  good;  rea.  cap..  2,000.000 
gals. ;  pumpmg  engines,  cap.  per  day  6.000.000  gals., 
constructors  Deane,  Blake;  mains,  13  miles,  6  to 
12  in.  dia.:  45  hydrants;  meters,  total  number  11; 
pressure,  nre  66  lbs.;  cost  to  construct  $182,000; 
works  belong  to  Co. 

CANDO.  pop.  2,000;  fire  area,  200  acres;  mer- 
cantile blags.,  wood,  8  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area;  cauaea 
of  fires  investigated.  Fire  dept— 1  steamer,  20  c. 
hand  ex..  3  hose  carts;  hose,  cotton,  rubber  lined, 
good,  2,000  ft;  fire  alarm,  bell:  value  of  dept 
equipment,  $85,000;  value  of  blags.,  $8,000;  total 
mem.,  46  volunteers. 

Water  Supply— Source,  3  wells,  %  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  1,400  bbls. ;  2  pumping  en- 
gines, cap.  per  day  720  bbls.,  constructor  W.  J. 
Sorrel;  mains,  cast  iron,  2^  miles,  4  to  8  in.  dia.; 
23  hvdrants;  3  valves;  120  services;  pressure,  dom. 
40  lbs.,  fire  40  lbs.;  cost  to  construct,  $14,000; 
works  belong  to  city. 

CARRINGTON;  bldgs.,  frame  and  brick.  Fire 
dept. — 1  h.  &  1.  truck,  1  hose  cart,  1  gasoline  en- 
gine, 2  c.  engines;  hose,  1,000  ft;  fire  alarm,  bell; 
total  mem.,  35  volunteers. 

Watxx  Supply— Source,  cisterns;  cap.  of  res., 
2,000  bbls.;  1  gasoline  pumping  engine  to  stdp., 
18  X  75  in. 

CASSELTON,  pop.  1,400;  fire  area,  500  acres; 
mercantile  bldgs..  brick  and  wood,  1  and  2  stories; 
private,  wood,  1^  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  c.  engine,  26  c  hand  ex., 
1  h.  &  1.  truck,  2  hose  carts;  hose,  cotton,  rubber 
lined,  good,  1,800  ft:  rubber,  good,  400  ft.;  in- 
ferior, all  kinds,  300  ft;  total  hose,  2,600  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
$6,700;  value  of  bldgs.,  $4,000;  ann.  exp.  of  aept, 
$300;  total  mem.,  89  volunteers. 

Watix  Supply— Source,  wella. 

CAVALIER,  pop.  950:  fire  area,  180  acres;  mer- 
cantile bldgs.,  brick  and  wood,  i  and  2  stories; 
private,    wood,    1^4    stories;    wooden    roofs    per- 


mitted; firea  investigated.    Fire  dept— 1  ateam  en- 

Sine,  2  hoae  carriagea;  hoae.  cotton,  good,  X90O  ft; 
re  alarm,  bell;  value  of  dept  equipment  $6,000; 
value  of  bldgs.,  $2,000;  ann.  exp.  of  dept,  $760; 
total  mem.,  2S  volunteers. 

Watsr  Supply— Source,  river.  400  ft  from  bnai- 
ness  center:  res.  cap.,  1,060  bbls.;  pumping  en- 
gines, cap.  80  gals,  per  mm. ;  cost  of  constmctioa, 
^,600;  int  paid  on  bonds,  6  per  cent 

COOPERSTOWN.  pop.  1.000;  fire  area.  40  acrca; 
mercantile  bldga.,  bnck  ana  wood,  1  and  2  atorica: 
private,  wood.  2  storiea;  wooden  roof  a  permitted 
in  fire  area;  nreworka  ord.;  cauaea  of  firea  inves- 
tigated. Fire  dept— 1  ateamer,  1  c  engine,  6  c. 
hand  ex.,  2  h.  &  L  trucka,  2  hose  carriagea;  hose, 
cotton,  rubber  lined,  good,  2,600  ftj;  fire  aknn, 
bell;  value  of  dept  equipment,  $6,000;  value  of 
bldga.,  $4,000  ann.  exp.  of  dept,  $600;  total  mem., 
35  volunteers. 

Water  Supply— Source,  6  large  datema,  cv- 
1,600  bbla.  each;  cost  to  construct  $4,000. 

CRYSTAL,  pop.  885;  fire  area,  160  acres;  mer- 
cantile bldss.,  brick  and  wood,  2  stories;  pri- 
vate, wood,  2  atories;  wooden  roofa  per- 
mitted; fireworks  ord.  Fire  dept.— 1  gasoline 
engine,  1  hose  carriage  and  ladders;  hose, 
linen,  good,  1,400  ft;  poor,  100  ft;  total  hoae,  1.60$ 
ft;  nre  alarm,  bell;  value  of  dept  equipment  H* 
000;  value  of  bldga..  $700;  ann.  exp.  of  aept,  $100; 
total  mem.,  40  volunteers;  underwriters'  rating, 
third  class. 

Water  Supply— Source,  Park  river,  800  ft  from 
business  center;  system,  pumping  to  tank,  cap.  800 
bbls.,  owned  by  city;  cost  to  construct,  $4,000. 

DEVIL'S  LAKE,  pop.  6,000;  fire  area,  820  acres; 
mercantile  bldgs.,  bnck.  1  and  2  atoriea;  private, 
wood,  2  stories:  wooden  roofs  not  permitted; 
combustibles  ord.;  causes  of  firea  inveatigated. 
Fire  dept — 1  steamer,  1  hand  engine,  4  c.  hand  ex., 
1  h.  &  1.  truck,  1  hose  carriage;  hose,  cotton, 
rubber  lined,  good,  2,000  ft;  fire  alarm,  bell  ana 
whistle;  value  of  dept  equipment,  $6,400;  value  of 
bldgs.,  $7,000;  ann.  exp.  of  aept,  $600;  total  mem., 
2&  volunteers. 

Water  Supply— Source,  wells  to  6  cisterns,  cap. 
1,000,000  gals.,  pump;  works  owned  by  city;  cost 
$1,100. 

DICKINSON,  pop.  6,500;  mercantile  bldgs., 
wood,  1  and  2  stories;  private,  wood«  2  atories; 
wooden  roofs  not  permitted;  fireworks  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  8  yrs.,  $10,586.  Fire  dept— 1  steamer.  4  c. 
hand  ex.,  1  h.  &  1.  truck.  2  hose  carts;  ho«e,  oo^ 
ton,  rubber  lined,  good  1,400  ft.;  inferior,  all 
kinds.  800  ft;  total  hose,  1,700  ft;  fire  atarm, 
whistle;  value  of  dept  equipment  $4,000;  total 
mem.,  32  volunteers. 

Water  Supply— Source,  wells;  system  pump  to 
stdp.;  stdp.  cap.,  60,000  gals.;  2  pumps,  class 
duplex;  cap.  per  day,  2,000.000  gals-*  constructors 
Worthington  and  Fairbanks- Morse;  mains.  4Vt 
miles,  4  to  10  in.  dia.;  43  hydrants;  pressure, 
dom.  30  lbs.,  fire  80  to  100  lbs. 

DRAYTON,  pop.  760:  fire  area,  40  acrea;  m««^ 
cantile  bldga.,  brick  and  wood,  2  stories;  private, 
wood,  1^  and  2  stories;  no  fireworka  and  com* 
bustibles  ord.;  caupu  of  firea  investigated.  Fire 
dept— 1  steamer,  1  h.  ft  1.  truck,  1  hoae  carriafe; 
hose,  cotton,  rubber  lined,  good,  1,600  ft;  fire 
alarm,  bell;  value  of  dept  equipment  ^70$; 
value  of  bldgs.,  $1,200;  ann.  exp.  of  dept,  $400; 
total  mem.,  28  volunteers;  underwriterr  rating, 
third  class. 

Water  SuppLY-^ource,  river;  system,  pump  ta 
res.;  rea.  cap.,  25f000  gala. 
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EDGELEY.  pop.  700;  fire  area,  100  acres; 
bldgi..  wood,  1  and  2  stories;  wooden  roofs  per* 
mittea;  fireworks  ord.  Fire  dept— 1  h.  &  1. 
truck,  1  larae  c.  ex.,  8  hose  carriases;  hose,  cot- 
ton, 1,400  ft;  value  of  bldgs.,  1600;  total  mem., 
26  volunteers;  underwriters    rating,  third  class. 

Watxr  Supply— Source^  artesian  wells;  mains, 
%  mile;  1  6(Khp.  pumpmg  engine;  4  hydrants; 
pressure,  40  lbs.;  cost  to  construct,  $6,000;  works 
belong  to  city. 

ELLENDALE,  pop.  1,500;  mercantile  bldgs., 
brick  and  wood,  1  and  2  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted;  no  fireworks 
crd. ;  organized  fire  cc,  25  volunteers;  under- 
writers' rating,  third  class. 

Water  Supply— Source,  artesian  wells;  system, 
gravity;  pipe,  %  mile,  4  to  6  In.  dia. ;  18  hydrants; 
26  traps;  pressure,  110  lbs.;  works  owned  by  town; 
cost  to  construct,  $8,000. 

FARGO,  pop.  16,000;  fire  area,  1,900  acres;  mer- 
cantile bldgs.,  orick,  2  and  3  stories ;  private,  wood 
and  brick,  2  stories;  wooden  roofs  nit  permitted; 
fireworks  and  combustibles  ord.  Fire  dept.— 1 
steamer,  6  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
wagons,  7  horses;  hose,  cotton,  rubber  lined, 
good,  4,000  ft.;  fire  alarm.  Gamewell,  26  boxes; 
value  of  dept.  equipment,  $12,000;  value  of  bldgs., 
$6,000;  ann.  exp.  of  dept.,  $4,000;  total  mem.  75, 
paid  full  time  10.  paid  part  time  2,  volunteers  70; 
underwriters'  rating,  second  class. 

Water  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  direct;  quality 
of  water,  poor;  2  pumping  engines,  class  comp. 
dup.  and  quad.,  cap.  per  oay  4,000,000  gals.,  con- 
ftructors  Worthington,  Holly;  mains,  cast  iron,  23 
miles.  4  to  12  in.  dia.;  240  hydrants.  Holly,  Water- 
ous;  80  valves;  meters,  total  number,  11,  Crown  2, 
Empire  2,  Gem  8,  Pittsburg  2,  Keystone  1,  Nash  1, 
owned  by  city;  1,100  services;  pipe,  lead  and  iron; 
pressure,  dom.  40  to  50  lbs.,  fire  90  to  100  lbs, ;  con- 
?i'mption  per  day  1,200,000  gals.,  per  capita  120 
gals.;  works   belong  to  city. 

GRAFTON,  pop.  3.000;  fire  area,  460  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  and  2  stories;  pri- 
vate, brick  and  wood,  1  and  1%  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  h.  &  1.  truck,  8  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  1,860  ft.;  inferior,  all 
kinds,  1,200  ft.;  total  hose,  3,060  ft.;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment,  $4,000; 
vrltie   of   bldgs..    $1,500;    total   mem.,    GO. 

Water  Supply— Source,  wells,  600  ft.  from  busi- 
ness center;  system,  pump  direct;  pumping  en- 
gines, cap.  per  day  37,200  gals.,  constructors  Gor- 
don, Maxwell:  mams,  2  miles,  4  to  8  in.  dia.;  36 
hydrants.  Holly;  18  valves;  34  services;  pressure, 
dom.  10  lbs.,  fire  130  lbs.;  cost  to  construct,  $27,000; 
ann.  cost  of   mtce.,  $3,000;   works  belong  to  city. 

GRAND  FORKS,  pop.  14,000;  fire  area,  39^ 
acres;  mercantile  bldgs.,  brick,  2  to  5  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
«teamcr,  1  h.  &  1.  truck.  6  c.  hand  ex.,  1  aerial 
truck.  2  hose  wagons,  1  hose  &  c.  wagon,  6  horses; 
hose,  cotton,  rubber  lined,  good,  5,500  ft.;  fire 
alarm,  Gamewell,  31  boxes:  value  of  dept.  equip- 
ment, $20,000;  value  of  bldgs.,  $30,000;  ann.  exp. 
of  dept.,  $19,000;  total  mem.  18,  paid  full  time  9, 
paid  part  time  9. 

Water  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  to  res.;  filtration 
system,  slow  sand;  quality  of  water,  fair;  res.  cap., 
1,147,000  gals.:  2  pumping  engines,  class  comp.. 
cap.  per  day  6.500,000  gals.,  constructors  Blake  and 
Twin  City  Iron  Works.  Holly;  mains,  iron,  17 
miles,  6  to  14  in.  dia.;  118  hydrants;  meters,  total 
number  1,326.  Hersey  Rotary  3,  Hersey  Disc  1,100. 
Hersey  Torrent  7.  Thomson  2.  Worthington  1, 
Trident  68,  owned  by  consumer;  1,300  services; 
pipe,  galv.  iron  and  lead;  pressure,  dom.  40  to 
50  lbs.,  fire  110  to  125  lbs.;  consumption,  per  day 
l.OOO.OOO  gals.,  per  capita  125  gals.;  cast  to  con- 
struct, $250,000;  bonded  debt,  $100,000;  int.  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $16,000; 
works  belong  to  city. 

HILLSBORO.  pop.   1,400;   fire  area.   350  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 


IH  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.    Fire  dept— 1  steamer,  36  c.  hand  ex., 

1  h.  &  1.  truck,  2  hose  carts;  hose,  cotton,  rubber 
lined,  good,  ijSoO  ft;  inferior,  all  kinds.  400  ft; 
total  hose,  2,000  ft;  fire  alarm,  bell  and  whistle; 
value  of  aept  equipment,  $6,000;  value  of  bldgs., 
$2,600;  ann.  exp.  of  dept,  $600;  total  mem.,  60  vol- 
tmteers. 

Water  Supply— Source,  wells  and  cisterns,  large 
tank  100  ft.  high  with  water  mains  all  over  town. 

JAMESTOWN,  pop.  6,500;  fire  area,  640  acres; 
mercantile  bldgi.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  stone,  brick  and  wood,  2  storiM; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.    Fire  dept" 

2  hand  engines,  1  h.  &  1.  truck,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  1,800  ft.;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 

g,600;  value  of  bldn.,  $900;  ann.  exp.  of  dept, 
,200;  total  mem.,  GO  volunteers. 
Water  Supply— Source,  well,  in  business  cen- 
ter; system,  gravity  and  pump  direct;  stdp.  cap., 
130,000  gals.;  mains,  cast  iron,  10  miles,  4  to  8  m. 
dia.;  45  hydrants.  Holly,  Mathews;  10  valves; 
190  services;  pipe,  lead  and  galv.  iron;  pressure, 
dom.,  50  lbs.,  fire  120  lbs.;  cost  to  construct,  $15,- 
000;  int.  paid  on  bonds,  7  per  cent.;  ann.  cost  of 
mtce.,   $1,200;   works  belong  to  city. 

LANGDON,  pop.  1,500;  fire  area,  12  blocks; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, wood,  1%  and  2  stories;  wooden  roofs  per^ 
mitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated:  fire  losa  for  1902,  $20,000; 
ins.  for  same  time,  $9,000.  Fire  dept— 1  steamer, 
1  hand  engine,  1  c.  engine,  1  h.  &  1.  truck,  3  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,100 
ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
$3,700;  value  of  bldgs.,  $1,700;  ann.  exp.  of  dept., 
$250;  total  mem.,  25  volunteers;  underwriters* 
rating,   third  class. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  with  force  pumps  and  GOO  ft  1^  hose 
to  each  pump;  kept  in  good  repair. 

LARIMORE,  pop.  1,636;  bldgs..  wood,  2  stories; 
wooden  roofs  permitted.  Fire  dept. — 1  steamer, 
1  h.  &  1.  truck,  2  hose  carriages,  1  50-gal.  c. ; 
hose,  cotton,  rubber  lined,  good,  2,000  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $3,500; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept.,  $352.66; 
total  mem.  40,  paid  full  time  3,  paid  part  time  1, 
volunteers  36;  underwriters'  rating,  third  class. 

Water  Supply— Source,  cisterns  and  tanks;  no 
waterworks.  > 

LISBON,  pop.  1,800;  fire  area,  400  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood.  2  stories; 
private,  wood,  2  stones;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  aept. — 2  c. 
engines,  1  h.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1,500  ft. ;  fire  alarm, 
bell;  value  of  dept  equipment,  $3,500;  value  of 
bldgs.,  $1,000;  ann.  exp.  of  dept,  $1,200;  total 
mem.,  50  volunteers. 

Water  Supply— Source,  well,  6  blocks  from 
business  center;  system,  pump  to  stdp.;  quality  of 
water,  good;  res.  cap.  75,000  gals.,  located  6  blocks 
west  of  Main  st.;  1  pumping  engine,  class  gas,  cap. 
per  day  100,000  gals.,  constructor  Deming;  mains, 
cast  iron,  314  mUes,  4  to  8  in.  dia.;  30  hydrants; 
meters,  total  number,  6,  Buffalo;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  70  lbs.;  cost  to  con- 
struct, $16,100;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  city. 

MANDAN,  pop.  3,000;  fire  area.  30  acres;  mer- 
cantile bldgs.,  orick  and  wood,  1  to  3  stories;  pri- 
vate, wood,  2  stories;  wooden  ^-oofs  not  permitted 
in  fire  area.  Fire  dept.— 1  h.  &  I.  truck,  8  hose 
carts;  hose,  cotton,  rubber  lined,  good,  2,500  ft.; 
fire  alarm,  whistle,  10  boxes;  value  of  dept  equip- 
ment $4,000;  value  of  bldgs.,  $3,000;  ann.  exp.  of 
dept.,  $250:  total  mem.,  75  volunteers. 

Water  Supply — Source,  Missouri  River,  1  mile 
from  business  center;  system,  direct  pumping; 
pumps;  pipe,  cast  iron,  1^  miles,  6  in.  dia.: 
16  hydrants;  pressure.  140  lbs.;  waterworks  owned 
by  town;  cost  to  construct,  $6,000;  ann.  exp.,  $75. 

MAYVILLE,  pop.  1.250;  fire  area,  60  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
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Inferkir,  all  kindt.  100  ft.;  total  boae,  XIW  ft;  fin 
Blarm,  bell;  total  mem.  10,  paid  full  time  1,  raloo- 

Wat»  SpriLT— Sotirec,  Red  River;  aratem, 
pump  to  TCI.;  cap.  of  re*.,  60,000  gala.:  worka  b» 

ST.  TBOUAS,  pin.  W;  fire  >re^  10  acrea;  ma- 
cantile  bldga.,  wood,  1  Moriei;  prinle,  wood,  1 
atoriea;  wooden  roofa  not  permitfed  In  ire  liattii 
Sreworka  ord.;  firei  iDreatigBted.  Fire  dept— 
1  Meaner.  1  h.  ft  1.  truck,  IE  c  ex.,  t  how  aniacea: 
hoac,  cotton,  good.  1.000  ft;  bitertor.  MO  ft.;  total 
boae,  IJOO  ft:  fire  alarm,  bell;  v*lae  of  dept 
equipment,  $1^;   total  mem.,  46  Toiunlecrs;   mt- 

WjTia  SiirrLf-^.^urce,  arteaian  weD  to  baii- 
neaa  part  of  town,  I  imdet  gronBd;  •j'ateni,  grav- 
id; rea.  ca^^OW  gala.,  pipe,  100  ft,  inn;  coal 

TOWER  aTY.  pop.  4»;  mercantile  Udga.,  wood 
and  brick,  I  atonea;  private,  wood,  I  Moiiea; 
wooden  roofa  permitted;  firewuiha  ord-;  firca  in- 
vestigated. Fire  dept— Privaie  c  ex.,  1  c  cBsinea, 
1  h.  I  L  track:  value  ol  dept  equipment,  n,ta>; 
total    mem-,    80  volunteera;    unda v liter ■'   rutins, 

WAtim  SurrLT— Sonrca,  arttilaa  wcIL 

VALLEY  CITY.  pop.  «,»»;  fire  area,  S  blocks; 
bidas..  brick  and  wooJ,  lU  ta  1  itorin;  wooden 
roob  not  permitted  1  no  fireworta  onLj  firei  ine» 
tigated.  Hre  dept— 1  b.  k  1.  truck,  4  c  bl,  S  boat 
carta.  1  hose  wagon;  boae,  rubber,  good.  1,000  It: 
fire  alarm,  wbiatle;  total  mem.,  fl)  volonteera. 

WikTU  SurrtT— Source,  Sheynne  rlvcrMfa  mik 
diatant;  aratem,  ptunp  direct;  rea.  cap^  1<M  bUa.: 
pumping  cngjoea,  cap-  per  day  1MM  t*^  ™^ 
itructor  Worttalngton;  tape,  iroD,  At  maea,  4  to  t 
In.  dia-  i  K  hTdraatJk,  wataroia;  IVt  aerricea:  pipe, 
lead;  preianre,  fire  SO  Iba.;  coat  to  cooatrect.  tli,- 
000;  Int  naid  on  bonda,  9  per  ccBli  ann.   coat  of 


an  j  wood,  1  ■ 

vaie,  wooo,  i  atonea;  wooden  roofa  not 
firework!  and  combuatiblea  ord.;  canaca  of  nrea  la- 
vesligaled;  fire  loss  for  IMS.  tl.OOO;  ina.  for  lame 
time,  tl.00a     Fire  dept.-4  c  hand  ex.,  1  b.  fe  L 

good.'  2.000  ft;  fire  alarm,  bell  and  'whistle;  value 
oi  dept.  equipmenl.  tt.OOI);  yllue  of  bldga..  tUSM; 


1.  Worlhinglon ;  100  services;  pressare,  dom.  45  ■■> 
U  Iba..  fire  SO  lb<.;  cooaumption.  per  da;  100,000 
gats,,  per  capita  ISO  gala.;  coal  to  conatruct.  8140.- 
000;  ann.  cost  of  mtce.,  11,500:   works  belong  lo 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY-OHIO. 


OHIO 

ABBREVIATIONS.— Ann.,  mnniul;  av.,  ncnaei  bldsL, 
c,  dtcfnicil;  c.  &  h.,  chemical  ud  boici  die,  clerk;  comb,  com 
■Uttee;  eomp.,  coapoqnd ;  com.,  constructioDi  dept.,  depaitmei 
domeMiei  dap.,  duplex;  ens.,  engineeri  exp.,  expeoae*;  ».,  e: 
bigh  duty:  h.  ft  L,faook  tnd  laddeii  iaa.,iDanruicc 


pap.  1,000;  fire  area,  (HO 
invealigated ; 


.  .  fire  1.. 
-.  for  tame  t 
band  eagioe,  : 


hoae  carriaset;  hoic,  cottgn,  rt^lib? 
1,800  fL;  nibber,  good  BOO  ft;  toul  i 
fijc  ikrm,  bell;  *4lue  of  dept.  ei)uii< 


<ld«.,  18,000; 
.,  U  Tolunlee] 


OKDed  br  Co.;  SOO  (erricei;  pipe,  ciIt.  iron;  prea- 
nre,  dom.  40  iba.,  Sic  80  to  M  li».l  contumplion, 
per  day  I50.<Xn  gait.,  per  capita  80  gala.;  coat  to 
conttruci,  nSpOOO;  vorki  belong  to  Co. 


ADDYSTON,  pop. 
-— ■  •  ■■     »  ■    ttt«:l 

«efw«0"(t.', 


,  ...,.   l/a.     Fir 

I  b.  &  L  truck,  1  bote  m: 
ibber  llKd,  gooi!  1,S0D  ft;  i 


ni.:  rei.  cap..  UO,0D0  gala.;  p 
fire  SO  Iba.;  conaumption,  per 
npiU  40  gila.;  irorlia  biilong  I 

AKRON,  pop.  H),000:  Gre  ft 


S   hoae  carriagea,   IE  horsea 
lined.  BOod,l)J,aOO  ft.;  rubb 


,   good.  Z,« 


WS 


I  SnpfLT.'-Sourci 


Uke     tad     wdli.     lU 

pamp  to  re*.;  qoalilr  of  water,  good;  rea.  cap., 
&,ODa,0Oa  gala.;  i  pumping  enEinea,  cap.  per  dar 
30.000,000  gala.,  CDDiIructora  Wort&ington,  HoIIt. 
Tod;  Buina,  iron,  85  milei.  3  to  24  in.  diam.;  4& 
hvdranta,  Hatbewi;  450  valves.  Mitbewi,  Ludlow, 
CTiipman.  Michigan:  meters,  total  number  2.500. 
Crown  W,  Union  W,  Hersey  Rotarv  10,  Hersey 
Diac  M,  WorthingtoR  25,  Keystone  iSS,  Kash  50; 
owned  by  Co.;  »,W0  lervicei:  pipe,  lead  and  iron; 
pressure,   dom.   SO  lbs.,   fire   80  Ib>.;    cooiumption. 

Kr  day  7,000.000  gala.,  per  capita  IGO  gals.;   works 
long  fo  Co. 

ALLIANCE,  pop.  11,000;  fire  are*.  t,WO  acrei; 
Biercanlile  bldga.,  drick  and  wood,  1  to  4  iioriet; 
pHvalf,  brick  and  wood.  2H  atoriei;  wooden  roofi 
permitted  in  fire  area;  fireworkB  and  eombustlblea 
ord.;  catiaea  of  firei  inveitinted;  a*.  6re  loaa  per 
jrr.  for  3  yts,,  JlAMl.d;  »v.  ins.  involved  for  aame 
time,    tZSS.IDO.      Fire    dept.— 2    comb.     c.    &    hose 

good,  3,800  ft.;  fire  alarni.  electric,  45  boxes;  value 
of  dept  equipmcDt,  tlO.OOO;  value  ol  bldaa.,  OS.- 
OOO;  ann.  eip.  of  dept..  $8,300;  total  mrm..  19,  paid 
full  time  9.  paid  part  time  W;  raling,  fouWh  ckss. 
W»ii  Surrir— Scarce,  river,  1  mile  from  busl- 

— — ;   ayatem,  pump   to   atdp.   and    dirteij 

!B,0DO  gala.,  dim.  20  x  tS;  materia!  uaed 
vuua.  (leel;  quality  of  water,  good;  S  pumping 
igmea.  claaa  comp.,  cap.  per  dar  6,000,000  gall., 
mitruclor  Wortbington:  mains,  cast  iron.  SO 
ilea,  4  to  10  in.  dit.;  153  hvdranta;  ITS  valve); 
cleri,  total  number  BO,  Crown  and  Keystone, 
med  by  city;  2,432  aervlccs;  pipe,  kad;  presaure. 


ildingt;  . 

extmguUher;  ft,  feet;  gala 
lir;  stdp.,  atandpipe;  aupt,  a 


gallona;  h.  d., 
ii.,inember*bip; 

iperiateadent 


i3,oio  '  c 


I    galg,; 
.,  Jl7,4H 


:,  10  e.  band  ei.,  1  hose  *agon,  1  host 
conoa,   rubber   lined,  good,  1.000  ft; 

Dd,  5O0  ft.;  inierior.  all  kindl,  100  It! 
1,000  ft.;   fire  alarm,  bell  and  whisiUi 

ot  equipment.  W.OOO;  ann.  exp,  of  dept.. 


ANTWERP, 


e",  Th" 


!a\;.n 


truck,  2  h 


rubber  lin. 


K,    ...^..u,..   ,^^^^,    ....^.  good  000  It.; 
I  kinds,  400  ft.;  total  hose.  1,000  ft;  lire 

i'''ex^"i?"dTp't.,   ilSOi  "toul 

rating,  Hftb  class. 

jrce,  U  cisterns,   cap.  66.000 


.   19.000; 


permitted  in 

of   d'cpt.   eqii: 
■  Watm''s  WLi-SiuTO 


I.  &  L  truck,  2  ion  a 


buaineaa  center;  aystem,  pump  direct;  1  pumpiaa 
engines,  class  comp.  dup.,  cap.  per  day  TSO.OW 
gala.  each,  constructor  McCqwan;  mains,  iron,  4 

works  owned  by  town; 
construct,  t40,0dO. 


0  fbs.;  cost 
dept.— 1  h,   . 


ARCHBOLD,  pop.   1.000. 

Kre  ilarmT'bcll:  'volunteers,  24  men;  rating. 

WATia  Surrti— Cisterns. 

ASHLAND,  pop.  7,000:  meroiotile  bldgi.,  I 
■     -  -  •  ---     t--r-    —J ^   i    ,„ 


jfine,  1  t 


"^one; 


■    trict 


ibber,  good,  8^500  ft.;  fire 
jf  dept.  equipment.  16,000; 


•tdp.  op. : 


jf  bTdgs..  I  ,       , 

underwriters' ralint  fourtb  cUss. 

With  SitFrLT-Source,  wella,  1  mile  from  bual- 
neai  center;  ayatem,  pump  to  stdp.;  atdp.  cap.  17i.- 
200  gall.,  dim.  10  i  T5,  material  used  in  eooa. 
steel;  quality  of  water,  good;  tea.  op.  121,650  gals., 
located  at  pumping  italion;  2  pumping  ensinea, 
cap.  per  day  I.IWO.BOO  gall.,  constructors  Slflwell, 
Bierce  and  Smilh-Vafle  to.:  mains,  cast  and 
wrought  iron,  16  miles.  2  to  10  in.  dia.;  120  by 
rir.nf..  mrim,  total  number  465,  Ctowd.  Naih, 
',  Trident,  Thorn  son,  Wortbington, 


Union.   Empire,  T 
Buffalo   and    Keyi 

lb";' 


I   by   ( 


K5.000;  'workl 


priYsic,  woua  «Da  oricK,  x  \o  a  stories;  wooaen 
roofi  permitted;  combustibles  ord.;  causes  of  fires 
inyestij^ted:  aT.  fire  loss  per  year  for  8  years,  41,- 
857.  Fire  depL — ^1  steamer,  1  hand  engine,  1  h. 
&  1.  truck,  3  nose  wagons,  8  hose  reels,  2  horses; 
hose,  cotton,  rubber  lined,  good,  10,000  ft;  fire 
alarm,  Gamewell  and  telephone;  total  mem.,  144 
volunteers:  rating,  fourth  class. 

Watbk  SurrLY--Source,  Lake  Erie:  system, 
pump  to  res.  and  stdp.;  stdp.  cap.,  235,000  gals.; 
res.  cap.,  8,160,000  aials. ;  pumping  engines,  cap.  per 
day  8,000,000  gals.;  constructor  Worthington; 
mains,  82  miles,  8  to  12  in.  dia.;  181  hydnnts; 
meters,  total  number  1,650;  pressure,  dom.  GO  to  85 
lbs.,  fire  60  to  85  lbs.;  coat  to  construct,  $481,000; 
int.  paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
819,900;  works  belong  to  Co. 

ASHEVILLE,  pop.  800.  Fire  dept— 12  c.  hand 
ex.,  1  h.  &  1.  truck;  hose,  4M  ft;  fire  alarm,  bell; 
volunteers;  rating,  fifth  class. 

Watbr  Supply— Source,  9  cisterns;  capb  260  bbls. 
each. 

ATHENS,  pop.  5^000;  fire  area,  8  miles  sq.; 
mercantile  bldfgs..  bnck  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  IH  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  h.  &  1.  truck,  4  c.  hand  ex.,  2  hose 
wagons,  1  hose  cart;  hose,  cotton,  rubber  lined, 
good,  2,000  ft;  fire  alarm,  bell  and  whistle;  ann. 
exp.  of  dept.  |00;  total  mem.  16,  paid  part  time; 
rating,  fourth  class. 


engines,  cap.  per  dav  1,600,000  gals.,  constructors 
Laidlaw,  Dunn.  Gordon;  mains,  iron,  5%  miles.  4 
to  10  in.  dia.,  Addyston;  68  hydrants,  Ludlow;  868 
services ;  pipe.  galv.  iron;  pressure,  dom.  40  to  90 
108.,  fire  120  Ids.;  cost  to  construct,  840,910.94;  int 


I 


aid  on  bonds,  6  per  cent;  ann.   cost  of  mtce., 
1,^0;  works  belong  to  city. 

BAINBRIDGE,  pop.  964;  fire  area,  100  acres; 
bldgs.,  wood.  8  stories;  wooden  roofs  permitted; 
fireworks  era.;  causes  of  fires  investigated.  Fire 
dept— 12  c.  ex.,  1  h.  &  1.  truck,  1  hose  carriage, 
1  nose  wagon;  hose,  cotton,  good,  900  ft;  fire 
alarm,  bell  and  telephone;  total  mem.,  13  volun- 
teers;  rating,  fourth  class. 

Watbr  Supply— Source,  wells:  system,  pomp  to 
stdp.  or  direct;  stdp.  dim.,  14x22  ft;  elevated,  90 
ft.;  cap.,  20,000  gal.;  1  pump,  Laidlaw,  Dunn,  Gor- 
don; comp.  duplex;  cap.  per  dav  1,000,000  gals.; 
mains,  cast  iron,  8  miles,  4  to  8  in.  dia;  21  hy- 
drants; 9  valves;  dom.  press.,  60  lbs.;  fire  press., 
90  to  120  lbs. 

BALTIMORE,  pop.  600.  Fire  dept— 1  hand  en- 
^ne,  1  h.  &  1.  truck;  hose,  250  ft;  volunteers;  rat- 
inff.  fifth  class. 

Watbb  Supply— Source,  canal,  river,  6  cisterns; 
cap.  of  cisterns,  20,000  gais.  each. 

BARBERTON,  pop.  4,354;  fire  area,  3,040  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  h.  &  1.  truck,  7  hose 
carriages;  hose,  cotton,  rubber  lined,  good.  2,000 
ft:  rubber,  good  1,260  ft;  total  hose,  8J60  ft; 
fire  alarm,  whistle  and  bell;  value  of  dept  equip- 
ment, l6iN0O;  value  of  bldgs.,  12,000;  ann.  exp.  of 
dept.,  1800:  total  mem.,  20,  paid  part  time. 

WATBR  Supply— Source,  wells,  2  miles  from 
business  center;  system,  gravity,  pump  to  res. 
and  direct;  qualitv  of  water,  good;  res.  cap.  1,000,- 
000  fl^ls.,  located  adjoining  pumping  station;  2 
pumping  engines,  class  triple  exp.,  cap.  per  day 
8,000,000  gals.,  constructor  Wortnington;  mains, 
cast  iron,  UH  milea,  4  to  14  in.  dia.;  94  hydranto: 
40  valves;  meters,  total  number  6,  Keystone  ana 
Lambert,  owned  by  consumer;  618  services;  pipe, 
lead  and  galv.  iron;  pressure,  dom.  00  lbs.,  tire 
120  lbs.;  consumption  per  day,  1.000,000  gals.;  cost 
to  construct.  8116,000;  bonded  debt,  $86,800;  cost 
of  mtce,  88,000;  works  belong  to  city. 

BARNESVILLE,  pop.  4,000;  fire  area,  840  acres; 

mercantile  bldgs.,  stone  and  brick,  1  to  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  rooft 


oral.- 1  steamer,  i  n.  <k  l  tracic.  •  c.  nana  ck^ 
4  nose  wagons;  nose,  cotton,  rubber  lined,  good, 
2,100  ft;  fire  alarm,  telephones  and  whistle;  vmluc 
of  dept  equipment  l^r$09;  value  of  bl<tea-,  ISjOOO; 
ann.  exp.  of  dept,  81t20O:  total  mem.  26,  paid  full 
time  1,  84  volunteers;  W.  R.  Dent,  chief;  rating, 
fifth  class. 

Watbr  SuppLV-^urce,  res.,  cap.  rea.,  120,000,- 
000  gals.;  2  miles  from  business  center;  system, 
pump  direct;  quality  of  water,  good;  1  pamp. 
Duplex,  cap.  per  day^  1,000,000  gala.,  Fairbanks  & 
Morse;  mains,  cast  iron,  9  mues;  60  hydrants: 
about  175  meters,  Pittsburg  and  Keystone,  owned 
by  Tillage;  service  pipe,  lead;  pressure,  domestic 
40  lbs.,  fire  80  to  90  lbs.;  cost  to  construct,  8M,000; 
bonded  debt.  976,000;  int.  paid  on  bonds,  6  per 
cent;  works  belong  to  village. 

B ATA VI A,  pop.  1,100;  fire  area,  100  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  and  8  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  combuttibica  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  h.  &  L 
truck,  1  hose  wagon,  1  hose  cart;  nose,  cotton, 
rubber  lined,  good,  1.000  ft;  inferior,  all  kinds. 
200  ft;  total  hose,  1,200  ft;  value  of  dept  equip- 
ment, 82,000;  value  of  bldgs.,  81,000;  ann.  exp.  of 
dept,  860;  total  mem.,  25  volunteers;  rating, 
fourth  class. 

Watbr  Supply— Source,  creek,  H  nule  from 
business  center;  system. j>ump  to  res.;  quality  ol 
water,  good;  res.  cap.  100,000  gals.,  located  on  a 
hill ;  2  pumpinff  engines,  class  duplex,  cap.  ptr 
day  1,500,000  gaia.,  constructor  McCowan ;  mains, 
total  mem.,  2d  volunteers,  rating,  fourth  class. 
cast  iron,  VA  miles,  4  to  8  in.  dk.;  87  hydrants: 
86  valves;  meters,  total  number  1,  Crown;  140 
services;  pipe,  iron  snd  lead;  pressure,  dom.  88 
lbs.,  fire  90  lbs.;  consumption  per  day.  40u008 
gals.;  cost  to  construct  888,000;  bonded  debt.  Ww- 
OOOjint.  paid  on  bonds,  4  per  cent;  cost  of  mtce, 
83,800;  works  belong  to  city. 

BEACH  CITY,  pop.  800.  Fire  dept— 1  c  en- 
gine; hose,  cotton,  rubber  lined,  800  ft;  volun- 
teers; rating,  fifth  class. 

Watbr  Supply— Source.  8  wells  and  cistcma. 

BEDFORD,  pop.  2,000;  fire  area,  10  acres:  mer- 
cantile bld^s..  brick  and  wood,  1  to  8  stories; 
private,     bncx     and     wood,     1     to     2 


wooden  roofs  permitted:  no  fireworks  or  oombcis- 
tibles  ord.;  cauaes  of  fires  investigated;  ateiage 
fire  loss  for  past  three  years,  88,000;  ins.  on  aaow, 
83,600.  Fire  dept— 1  comb,  c  &  hose  wagon;  hose, 
cotton,  rubber  lined.  300  ft;  value  of  equip..  8800; 
ann.  exp.  of  dept,  860;  mem.,  all  volunteers. 
Watbr  SuppLY--Sonrce,  cisterns. 

BELLAIRE,  pop.  14,000;  fire  area,  2,600  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per> 
mitted  in  fire  area;  fireworks  and  combnstiDles 
ord.;  causes  of  fires  investigated.  Fire  dept— 8 
h.  &  1.  trucks,  2  c.  engines,  10  c.  hand  ex.,  1  comb. 
c  &  h.  wagon,  6  hose  carriages.  2  horses;  hose, 
cotton,  rubber  lined,  good,  1,000  tt :  rubber,  good. 
4,000  ft.;  inferior,  all  kinds,  500  tt;  total  hose, 
5,000  ft;  fire  alarm,  bell  and  whistle.  28  boxes; 
value  of  dept  equipment  $16,000;  value  of  bldgs.. 
$17,000;  ann.  exp.  of  dept  $^,000;  total  mem.  7S, 
paid  part  time. 

Watbr  Supply— Source,  river,  %  mile  from 
business  center;  system,  pnmp  to  res.;  ooaltty  of 
water,  fair;  res.  cap.  2,000,000  gals.,  located  at  edge 
of  citv;  8  pumping  engines,  daas  duplex^  ca^ 
per  oay  6,000,000  gals.,  contsructors  Smith  ft 
Vaile,  Laidlaw,  Dunn,  Gordon;  mains,  cast 
iron  and  wood,  16  miles,  8  to  20  in.  dia.,  R.  D. 
Wood;  189  hydrants,  Ludlow;  64  valves;  meters, 
total  number  8,  Empire,  owned  by  dtr;  2J0O  ser- 
vices; pipe,  lead;  pressure,  dom.  60  lbs.,  fire  88 
lbs. ;  consumption,  per  day  2,0004NNga]^  per  cap- 
ita 166  nls.;  cost  to  construct  8809,000  bonded 
debt,  8160,000;  int  pud*  on  bonds.  4  and  6  per  cent: 
ann.  cost  of  mtce.,  818f000;  works  belong  to  city. 

BELLE  CENTER,  pop.  LOOO;  fire  area,  188 
acres;  mercantile  bldn.,  bricx,  1  and  2  stories; 
private,  wood,  1  and  8  stories;  wooden  roofs  per* 
mitted  in  fire  area:  causes  of  fires  investigated. 
Fire  dept.— 1  c.  engine.  1  hand  engine.  24  c  band 
ex.,  1  h.  &  I.  truck,  1  comb,  c  &  hose  wagon,  1 


& 


whistle;  tottl  mem.,  volunteers;  rating,  fifth  class. 
Watbe  SupPLY^Eleven     public     cisterns,     cap. 
7,000  gals.,  each. 

BELLEFONTAINE,  pop.  9.0G0;  fire  area,  2^ 
acres;  mercantile  bldgs.,  orick,  1  to  8  stones: 
private,  wood,  2  stories;  wooden  roofs  permitted 
m  fire  area;  fireworks  ord. ;  causes  of  fires  investi- 
prated;  av.  fire  loss  per  y^.  for  8  yrs.,  |4,87S;  av. 
ms.  involved  for  same  tmie,  $24,675.  J^ire  dept— 
1  h.  &  1.  truck,  6  c.  hand  ex.,  8  hose  wagons.  7 
horses;  hose,  cotton,  rubber  lined,  good.  3,200  ft.; 
inferior,  all  kinds,  600  ft.;  total  hose.  ZJSOO  ft.;  fire 
alarm,  electric,  18  boxes;  value  of  dept  equip- 
ment, 86,000;  value  of  bldgs.,  18,100;  total  mem.  13, 
paid  full  time  6,  8  volunteers. 

Watbx  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  res.  cap.,  8,000,- 
000  gals.;  pumping  engines,  cap.  per  daj  1,600,000 
cals.,  constructor  Gordon;  mains,  IS^^iniles,  4  to 
16  is.  dia.;  164  hydrants.  Wood,  Bourbon;  88 
valves  {  meters,  total  number  80,  Thomson. 
Worthmgton;  1,068  services:  pressure,  fire  66  to  80 
lbs.;  cost  to  construct,  8loO,000;  ann.  cost  ol 
mice.,  86,000;  works  belong  to  town. 

BELLEVILLE,  pop.  1,200;  fire  area,  120  acres; 
mercantile  bldgs.,  wood.  Fire  dept.— 1  hand  en- 
gine. 1  hose  carnage;  hose,  cotton,  rubber  lined, 
ood  800  fL;  fire  alarm,  bell;  ann.  exp.  of  dept., 
M);  total  mem.,  82  volnteers;  rating,  fifth  class. 
Watex  Supply— Source,  7  cisterns,  cap.  260 
bbls.  each. 

BELLEVUE,  pop.  6,000;  fire  area,  1,600  acres: 
mercantile  bldgs.,  brick,  stone  and  wood,  2  and  8 
stories;  private,  brick  and  wood,  2^  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bnstibles  ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  steamer,  I  hand  engine,  1  h.  &  1.  truck, 
2  hose  carriages.  2  horses;  hose,  cotton,  rubber 
lined,  good  IjOO  ft.;  mfcrior,  all  kinds,  400  ft: 
total  hose,  1,700  ft.;  fire  alarm,  bell;  value  of 
dept  equipment,  18,000;  value  of  bldgs..  87,000; 
ann.  exp.  of  dept.,  8^;  total  mem.,  16  volunteers; 
rating,   fourth  class. 

Watsr  Supply— Source,  brook  and  well,  8  miles 
from  business  center;  system,  pump  to  stdp.  and 
direct;  stdp  cap.,  235,000  gals.,  dim.  20  x  100,  ma- 
terial used  in  cons,  steel;  quality  of  water,  good; 
res.  cap.  160,000,000  gals.,  located  ]4  mile  from 
city;  pumpingengines,  cap.  per  day  2,500,000  gals., 
constructors  Knowles  and  Gordon;  mains,  cast 
iron,  10  miles,  4  to  12  in.  dia.:  74  hydrants;  60 
▼alves;  meters,  total  number  8;  660  services;  pipe, 
galv.  iron;  pressure,  dom.  40  lbs.,  fire  90  lbs.;  con- 
sumption per  day.  640,000  gals.:  cost  to  construct, 
fl35,000;  bonded  debt,  $60,000;  mt  paid  on  bonds, 
4  per  cent;  cost  of  mtce.,  $4,200;  works  belong  to 
city. 

BEREA,  Cuyahoga  Co.,  pop.  6,000;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  8  sto- 
ries: private,  stone  and  brick,  2  stories;  wooden 
roots  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  hand  engine,  1  h.  &  1.  truck,  i  hose 
wagon,  1  hose  cart;  nose,  cotton,  rubber  lined, 
grood,  1,850  ft.;  fire  alarm,  whistle;  value  of  dept. 
equipment,  $2,000;  ann.  exp.  of  dept,  $175;  total 
mem.,  21  volunteers. 

Watxb  Supply— Source,  quarry  and  river,  in 
business  center;  system,  pump  direct;  quality  of 
water,  good:  2  pumping  engines,  constructors 
Snyder  &  Hughes;  mains,  iron,  7  miles;  76  hy- 
drants; meters,  total  number  20;  290  services; 
pressure,  dom.  60  lbs.,  fire  150  lbs.;  consumption 
per  day,  87,000  eals. ;  cost  to  construct,  $43,600; 
Donded  debt,  $48,600;  int.  paid  on  bonds,  4  per 
cent;  cost  of  mtce.,  $2,000;  works  belong  to  vfl- 
lage. 

BERLIN  HEIGHTS,  pop.  626.  Fire  dept— 1  c 
engine,  1  hose  wagon;  hose,  600  ft;  fire  alarm, 
bell:  volunteers;  rating  fiftn  class. 

WATia  Supply— Source,  cisterns  and  wells. 


ord. 


d.:  causes  of  fires  investigated;  av.  fire  loss  per 
-.  for  past  8  yrs.,  $8,600;  av.  ins.  carried  on  the 


dept,  bldgs.,  $1,000;  toUl  mem..  24  volunteers. 

BLANCHESTER.  pop.  1,900;  fire  area,  200 
acres;  mercantile  bldgs.,  brick,  1  and  2  stories; 
private,  brick  and  wood,  2  stones;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 2  h.  &  L 
trucks,  2  hose  reels;  hose,  cotton,  rubber  lined, 
good,  1,000  ft:  fire  alarm,  bell;  value  of  dept 
equipnient{^00;  value  of  bldgs.,  $8,000;  ann.  exp. 
of  cfept,  $225;  total  mem.,  14,  paid  full  time;  rat- 
ing, fourth  class. 

Watbe  Supply— Source,  res.,  H  mile  from  busi- 
ness center;  svstem,  pump  to  stdp.  and  direct;  stdp. 
cap.  50,000  gsls.,  builders  Chicago  Bridge  &  Iron 
Works;  pumping  engines,  cap.  per  day  1,500,000 
gals.;  mains,  4V&  miles,  4  to  8  in.  dia.;  28  hydrants; 
int  paid  on  b<mds,  6  per  cent 

BLUFFTON,  pop.  2,000;  fire  area,  600  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area;  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
h.  &  1.  truck,  1  hose  wagon,  2  hose  carts;  nose, 
cotton,  rubber  lined,  good,  1,400  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment,  $162000; 
value  of  bldgs.,  f20,000;  ann.  exp.  of  dept.,  $227; 
total  mem.  18,  paid  full  time  1,  paid  part  time  12; 
rating,    fourth   class. 

Watsk  Supply— Source,  wells;  system,  grav- 
ity and  pump  direct;  pumping  engines,  cap.  per 
day  1,000,000  gals.,  constructors  Smith-Vaile: 
mains,  6  miles,  8  to  8  in.  dia.;  47  hvdrants;  200 
services;  pressure,  dom.  40  lbs.,  fire  100  lbs.;  cost 
to  construct,  $SK>,000;  int.  paid  on  bonds.  6  per 
cent;  ann.  cost  of  mtce.,  $1,200;  works  belong  to 
village. 

BOLIVAR,  pop.  700:  fire  area,  800  acres;  mer- 
cantile bldgs.,  wood,  a  stories;  private,  wood.  2 
stories;  wooden  roofs  permitted  in  fire  area.  Fire 
dept — 2  hand  engines,  4  h.  ex.,  1  hose  wagon; 
hose,  cotton,  rubber  lined,  good,  400  ft. ;  fire  alarm, 
bell;  total  mem.,  20  volunteers. 

Watbx  Supply— Source,  canal,  river  and  cis- 
terns. 


mitted  in  fire  area:  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  i.  truck,  8  c  hand  ex.,  1  hose 
wagon,  1  hose  carriage,  2  horses;  hose,  cotton, 
rubber  lined,  good,  1,800  ft.;  inferior,  all  kinds. 
700  ft;  total  hose,  2,600  ft.;  fire  alarm,  bell  and 
whistle:  ann.  exp.  of  dept.,  $176;  total  mem.  8, 
paid  full  time  1,  7  volunteers;  ratinv,  fourth  class. 
Water  Supply— Source,  wells  and  cisterns;  sys- 
tem, gravity  and  pump  to  stdp.  and  direct;  stop, 
cap.,  66,000  gals.;  res.  cap.,  1,000,000  gals.;  pump- 
ing engines,  cap.  per  day  1,600,000  gals.;  mains, 
8^  miles  4  to  U  in.  dia.;  97  hydrants;  90  valves; 
meters,  total  number  1;  600  services;  pressure,  fire 
96  to  110  lbs.:  cost  to  construct,  $70,000;  ann.  cost 
of  mtce.,  $4,000;  works  belong  to  city. 

BRADFORD,  pop.  1.800;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.  Fire  dept— 1  hand  engine,  2  chem.  engines,  1 
h.  &  1.  truck,  8  hose  carts;  hose,  cotton,  rubber 
lined,  good,  600  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,000;  value  of  bldgs.,  $2,000;  total 
mem.,  26  volunteers;  rating,  fifth  class. 

Water  Supply— Source,  well  and  40,000  gal. 
cistern. 

BRADNER,  pop.  1,200,  mercantile  bldgs., 
brick.  Fire  dept— 2  c.  hand  ex..  1  h.  &  1.  truck, 
1  hose  wagon,  1  hose  carriage;  nose,  cotton,  rub- 
ber lined,  good,  1,000  ft;  fire  alarm,  whistle  and 
bell:  total  mem.,  36  volunteers;  rating,  fifth  class. 

WATBR  Supply— Source,  wells;  system,  pump 
direct,  2  pumps,  Gardner,  Moisard  duplex,  com- 
bined cap.  860,000  gals,  per  day;  1  new  pump,  cap. 
460,000  gals.;  mains,  4  miles;  24  hydrants;  dom. 
pressure,  4  to  60  lbs.,  fire  80  to  90  lbs. 

BRIDGEPORT,  pop.  4,000;  fire  area,  2  miles; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
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private,  brick  tnd  wood,  1  to  S  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  bose  wagon,  1  hose  cart;  hose,  cotton, 
rubber  lined,  good,  1,360  ft.;  inferior,  all  kinds, 
800  ft.;  toul  hose,  1,660  ft.:  fire  alarm,  whistle: 
value  of  dept  equipment,  fl,600;  total  mem.,  GO 
volunteers:  rating,  fourth  class. 

Watbk  Supply— Sjrstem,  ifravity;  pressure,  HO 
lbs.,  4S  hydrants;  mains.  6  nules. 

BROOKVILLK-Fire  dept.-l  h.  &  1.  truck, 
3  hose  reels;  hose,  1,600  ft;  10  volunteers. 

Watbx  Supply— Source,  wells,  situated  U,  mile 
from  business  center;  system,  air  pressure;  stdp. 
cap.^  27,072;  quality  of  water,  go<M;  2  pumping 
endues,  class  gasoline,  cap.  per  day  460,000  each; 
mains,  cast  iron;  8  miles,  4  to  10  in.  dia.;  hydrants, 
88;  valves,  21;  meters,  total  number  lOiS,  makers. 
Union  Meter  Co.;  services,  112;  pipe,  wrought 
iron  galv.;  pressure,  dom.  60  lbs.,  fire  70  lbs.; 
consumption,  per  day  16,000  gals.,  per  capita  12% 
gals.;  cost  to  construct.  124,000;  bonded  debt, 
1^000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  8860;  works  belong  to  city. 

BRYAN,  pop.  4,500;  fire  area,  600  acres;  mer- 
cantile blags.,  brick,  2  and  8  stories;  private, 
wood,  1  and  8  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept— 1 
steamer.  1  aerial  truck,  1  hose  wagon,  8  hose  car- 
riages. 2  horses;  hose,  cotton,  ruDDer  lined,  sood 
2,700  ft. ;  fire  alarm,  bell  and  whistle ;  value  of  aept. 
equipment,  $i600;  value  of  bldgs.,  88,600:  ann.  exp. 
of  dept,  81r278.24;  total  mem.,  14,  paid  lull  times, 
paid  part  time  11;  rating,  fourth  class. 

Water  Supply — Source,  wells,  %  mile  from 
business  center;  system,  pump  direct;  quality  oi 


drants;  88  valves :  meters,  total  number  76,  Union. 
Hersey  Rotary,  Trident  and  Hersey  Torrent;  860 
services;  pipe,  lead  and  iron;  pressure,  dom.  46 
lbs.,  fire  90  lbs.;  consumption  per  day,  800,000 
gals.  I  cost  to  construct,  ttO,000;  bonded  debt,  $48,- 
000;  mt  paid  on  bonda,  6  per  cent;  cost  of  mtce., 
$2,000;  works  belong  to  city. 

BUCYRUS,  pop.  7,600;  fire  area,  2,240  acres; 
mercantile  bldgs.,  brick,  1  to  4  stories;  private, 
wood  and  brick,  2  stories;  wooden  roofs  not  per- 
mitted; causes  of  fires  investigated.  Fire  dept— 1 
steamer,  4  c.  hand  ex.,  1  h.  &  L  truck,  1  hose 
wagon,  2  hose  carriages,  6  horses;  hose,  cotton, 
rubber  lined,  good,  2,000  ft. ;  fire  alarm,  Gemewell. 
15  boxes;  value  of  dept.  equipment,  $16,000;  value 
of  bldgs.,  $6j000:  ann.  exp.  of  dept,  $8,900;  total 
mem.  19,  paid  mil  time  4,  volunteers  16;  rating, 
fourth  class. 

Watbk  Supply— Source,  water  shed,  8  miles 
from  business  center;  system,  gravity  and  pump 
direct ;  filtration  system,  N.  Y. ;  cap.  of  plant,  1,000,- 

000  gals.;  quality  of  water,  good;  res.  cap.  176,- 
000,000  gala,  located  8  '  miles:  Spumping  engines, 
class  dup.,  cap.  per  day  8,000,00(1  spsls.,  construct- 
ors Holly,  M.  Walker;  mains,  wood  and  iron,  16% 
mfles,  4  to  14  in.  dia.;  129  hydrants.  Holly;  <» 
valves,  Thomson;  meters,  total  number  261,  owned 
by  consumer  and  Co. :  907  services ;  pipe,  lead ;  pres- 
sure, dom.  40  lbs.,  fire  80  lbs.;  consumption,  per 
day  711,000  gals.,  per  capita  ^^nls. ;  cost  to  con- 
struct, 8260,000;  bonded  aebt,  $260,000;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $4,700;  works 
belong  to  Co. 

BURTON,  pop.  727.    Fire  dept— 1  hand  engine, 

1  h.  &  L  truck;  hose,  800  ft;  fire  alarm,  bell;  vol- 
unteers; H.  G.  Ludlow,  chief;  rating  fifth  class.       j 

Watbe  Supply— Source,  cisterns. 

BUTLER,  pop.  800;  mercantile  bldgs.,  brick  , 
and  wood;  private,  brick  and  wood,  2  stories;  ! 
wooden  roofs  permitted  in  fire  area;  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept — ^1 
h.  ft  1.  truck,  1  c.  engine,  6  c.  hand  ex.,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  inferior,  1,000  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  $800; 
total  mem;,  30  volunteers;  rating,  fifth  class. 

Watee  Supply— Cisterns  and  wells. 

CADIZ,  pop.  1,800;  fire  area,  600  acres;  mercan- 
tile bldgs.,  bnck,  8  stories;  private,  brick  and  wood, 
2  and  3  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  ord.;  causes  of  nres  investigated. 


Fire  dept— 1  steamer,  1  h.  ft  L  track,  8 
wagons;  hose,  cotton,  rubber  lined,  good,  1,008  It. 
inferior,  all  kinds,  800  ft:  total  hose,  MOO  ft 
fire  alarm,  bell;  value  of  dept  equipment,  $7,000 
value  of  bldn.,  88,000;  ann.  exp.  of  dept,  8M0 
total  mem^  25  volunteers;  rating,  fourth  class. 

Watxk  Supply— Source,  wells,  1,660  ft  from 
business  center;  system,  gravity,  pvmtp  to  res.  and 
direct;  quality  of  water,  good;  rea.  cap.  800^000 
gala.,  located  near  pnmpingstation;  8  pnasprng 
engines,  cap.  per  day  760,000  nla.,  conatmetor 
Worthtngton;  mains,  cast  iron,  vA  milea,  4  to  18 


^000  gals.;  cost  to  construct,  $40,000;  bonded  debt 
889,000;  int  paid  on  bonds,  6  per  cent;  coat  ot 
mtce,  $8,200;   works  belong  to  city. 


CALDWELL,  po|K  1,600;  fire  area,  12S 
mercantile  bld|^,  brick  and  wood.  2  and  8  stones; 
private,  brick  and  wood,  1  and  2  atories:  wooden 
roofs  not  permitted  in  fire  area;  cauaes  ot  fires  in- 
vestigated. Fire  dept— 1  h.  ft  L  truck,  8  c  hand 
ex.,  8  hose  carriages:  hose,  cotton,  rubber  fined, 
good,  900  ft;  inferior,  all  kinds,  400  ft.:  totsi 
hose,  1,800  ft:  fire  alarm,  beU:  value  of  dept 
equipment.  81,200;  total  mem.,  2d  volunteers;  rat- 
ing,  fourth   class. 

WATBR  Supply— Source,  well  and  creek,  yk  nilc 
from  buainess  center;  system,  gravity  and  pomp 
direct;  quality  of  water,  good;  res.  cap.  2U0^OW 
gala.,  located  on  hill;  pumping  engines,  capw  per 
day  600,000  gala. ;  mains,  cast  iron,  4  miles,  4  to  8 
in.  dia.;  24  nydrants;  160  services;  pressure,  dotn. 
120  lbs.,  fire  160  lbs.;  cost  to  construct,  67,000: 
bonded  debt  $17,000;  int  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $1,000  to  $1,200;  works  beloBC 
to  city. 

CALEDONIA,  pop.  800;  fire  area^  15  aci«s;  aserw 
cantile  bldgs.,  bnck.  2  stories:  private,  womL  8 
stories;  wooden  roofs  permitted  m  fire  aica;  fire- 
works ord.;  causes  of  u'cs  investigated.  Fire  depC 
—1  hand  engine.  1  h.  ft  1.  truck.  1  hose  cart;  nose, 
cotton,  rubber  lined,  inferior,  700  ft;  fire  alarm. 
bell;  ann.  exp.  of  dept,  $820;  total  mem.  SO,  paid 
full  time  1.  volunteers  29;  rating  fourth  class. 

Watbb  Supply— Not  reported. 

CAMBRIDGE,  pop.  10,000;  fire  area,  900  acres; 
mercantile  bldgs.,  bnck  and  stone,  1  to  4  stones; 
private,  wood  and  brick,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes   of  fires  investigated.     Fire    depC— 

1  steamer,  1  comb.  c.  &  h.  wason,  I  c 
engine,  6  c  hand  ex.,  2  h.  &  1.  tmdca.  5  hoae 
carrisges;  hose,  cotton,  rubber  lined,  good  8,000 
ft;  inferior,  all  kinds,  600  ft;  total  hose,  8,588 
ft;  fire  alarm,  bell;  value  of  dept  eqnipncm, 
$12,000;  ann.  exp.  of  dept,  $1,000;  total  men.,  7i 
volunteers:  rating,  fourth  class. 

Watbb  Supply— Sourre,  wells  and  creek,  1  mile 
from  business  center;  system,  pump  to  stdp.;  stdp. 
cap.,  220,820  gals.;  res.  cap.,  1,100,000  gala.;  2  pump- 
ing engines,  cap.  per  day  2^^00,000  gala,  constructor 
Gordon:  mains,  cast  iron,  9H  miles,  4  to  14  in.  dia.; 
lis  hydrants,  Corey;  meters,  total  number  866; 
1,200  services;  pipe,  lead  and  gslv.  iron;  pressure, 
dom.  80  to  8o  lbs.,  fire  80  to  140  lbs.:  cost  to  con* 
struct,  $93,000;  int  paid  on  bonds,  4  and  4%  per 
cent;  ann.  cost  of  mtce.,  82,600. 

CAMDEN,  pop.  1,000;  mercantile  bldga..  brick 
and  wood,  2  and  8  stories;  private,  brick  ana  wood, 

2  and  8  stories;  wooden  roofs  permitted  in  fire 
area;  causes  of  fires  investigated.  Fire  dept— 1 
steamer,  1  h.  ft  1.  truck.  6  c  hand  ex..  1  hose  red; 
hose,  cotton,  rubber  lined,  pood,  1.700  ft;  fire 
alarm,  bell;  total  mem.  20,  paid  part  time;  rating, 
fifth  class. 

Watbb  Supply— Cistern. 

CANAL  DOVER,  pop.  6,000;  fire  area.  1400 
acres;  mercantile  bldys.,  brick,  2  and  8  stories; 
private,  wood,  2  stones;  wooden  roofs  not  per^ 
mitted;  fireworks  and  combustibles  ord.  Fire  dept 
—2  steamers,  2  c.  hand  ex.,  1  h.  ft  L  truck.  2  bose 
carriages.  6  horses;  hose,  cotton,  rubber  lined 
good,  2,000  ft;  fire  alarm,  bell;  value  of  dept 
equipment  $10^000 ;  value  of  bldgs.,  $18,000:  ann. 
exp.  of  dept,  $1,600:  total  mem.  at,  paid  full  time 
1,  paid  part  time  20;  underwriters*  rating,  fourth 
class. 

Watbb  Supply— Source,    wells,    H    »ile     from 
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umping  engines,  class  comp.,  cap.  per  day  2,750,- 
OO  gals.,  constructor  Worthington;  mains,  cast 
and  wrought  iron,  U  2-5  miles,  1^  to  12  in.  dia. ; 
100  hydrants;  75  vaWes;  meters,  total  number  U, 
Niagara,  Thomson,  owned  by  city;  996  services; 
pipe,  iron;  pressure,  dom.  60  lbs.,  fire  110  lbs.; 
consumption  per  day,  870.000  gals. ;  cost  to  con- 
struct, 144,796;  bonded  deot.  $80,000;  int.  paid  on 
bonds,  5  per  cent;  cost  of  mtce.,  |4,0OO;  works 
belong  to  city. 

CANAL  FULTON,  pop.  IJOO;  fire  area,  640 
acres;  mercantile  bldgs.,  orick,  2  and  8  stories: 
private,  wood.  8  stones;  wooden  roofs  permitted 
in  fire  area;  nreworki  ord.;  causes  of  fires  inves- 
tigated. Fire  dept— >!  steamer,  6  c  hand  ex.,  2 
how  carts.  8  horaet:  hose,  cotton,  rubber  lined, 
good,  1,800  ft.;  fire  aiiarm,  bell;  ann.  exp.  of  dept., 
IBOO;  total  mem.  16,  paid  full  time;  rating,  four 
and  one-half  class. 

Watbx  SurPLY— Source,  springs,  8,600  ft  from 
business  center;  system,  gravi^,  pump  to  res.; 
quality  of  water,  good;  res.  cap.,  800,000  gals.; 
mains,  wrought  iron,  6  miles,  8  to  12  in.  dia.; 
meters,  total  number,  70,  Keystone  and  Pittsbuxg, 
owned  by  Co.;  70  services;  pipe,  nlv.  and  wrought 
iron;  pressure,  dom.  60  to  76  lbs.;  cost  to  con- 
struct, $86,000;  works  belong  to  Co. 

CANTON,  pop.  50,000;  fire  area,  2,240  acres:  mer- 
cantile bldgs.,  stone,  brick  and  wood,  2  to  7  sto- 
ries; private,  stone,  brick  and  wood,  2  and  8  sto- 
ries; wooden  roofs  not  permitted  in  fire  area;  com- 
bustibles ord.;  causes  of  fires  investigated;  fire 
loss,  1906,  $12,423.38:  ins.  involved,  81,492.580.  Fire 
dept.--^  steamers,  8  c.  engines,  10  c  hand  ex., 
8  comb.  c.  ft  h.  wagons,  1  aerial  truck,  6  hose  carts, 
17  hones;  hose,  rubber,  good,  8,000  ft;  inferior, 
all  kinds,  4,800  ft;  total  hose,  7,800  ft;  fire  alarm, 
belL  66  boxes;  value  of  dept  eouipment  and  bldgs., 
$188,000;  ann.  exp.  of  dept,  $48,000;  total  mem.  89, 
paid  full  time;  rating,  second  class. 

Watxk  SupPLY—Source,  wells,  1  mile  from  busi- 
ness center;  s^em,  pump  direct;  quality  of  water, 
good;  3  pumping  engines,  cap.  per  day  23,000.000 
l^als.,  constructors  Worthington,  Holly;  mains,  cast 
iron.  76  miles,  4  to  20  in.  dia.;  ^hydrants;  meters, 
total  number,  442,  owned  by  city;  7,926  services: 
pipe,  galv.  and  wrought  iron;  pressure,  dom.  100 
lbs.,  fire  140  lbs.;  consumption  per  day  5.558,000 
gals.;  cost  of  mtce.,  $35,000;  works  belong  to  city. 

CARDINGTON,  pop.  1,864;  fire  area,  150  acres; 
mercantile  bldgs.,  wood,  8  stories;  private,  wood, 
IH  stories;  wooden  roofs  permitted:  no  fireworks 
ord.  Fire  dept"  1  steamer,  1  h.  &  L  truck,  8  hose 
carriages;  hose,  rubber,  good  8,000  ft:  inferior, 
40O  ft;  total  hose,  8,400  ft;  fire  ahrm,  bell;  value 
•f  dept  equipment  $7,000;  value  of  bldgs.,  $1,000; 
total  mem.,  80  volunteers;  rating,  fifth  class. 

Watsx  Supply— Source,  wells  and  cisterns. 

CAREY,  pop.  8,000;  fire  area,  640  acres;  mercan- 
tile bldgs.,  brick  and  wood,  1  to  3  stories;  private. 
brick  and  wood,  8  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  ft  1. 
truck,  2  hose  wagons,  2  hose  carts:  hose,  cotton, 
rubber  lined,  good,  2,750  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment.  $4,000;  value  of 
bldgs.,  $3,600;  ann.  exp.  of  dept,  $400;  total  mem., 
46  volunteers;  rating,  fourth  class. 

Watbx  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
175,000  gals.,  diuL  16  x  115,  located  in  city  park; 
xnateriai    used    in    cons,    steel;    quality   of   water. 

Sood;  2  pumping  engines,  class  comp.,  cap.  per 
ay  1,000,000  gals.,  constructors  Laialaw,  Uunn, 
Gordon;  mains,  cast  iron,  6  miles,  10  and  12  in. 
dia.;  49  hvdrants,  Ludlow;  10  valves;  meters,  total 
Slumber  lo,  BuflFalo,  owned  by  consumer;  800  ser- 
wices:  pipe,  galv.  iron;  pressure,  dom.  50  lbs.,  fire 
100  uml;  consumption  per  day  ^OOfiOOgaU,,  per 
capita  831-8  gals.;  cost  to  construct.  $28,000;  bonded 
debt,  $18,000;  int  paid  on  bonds,  6  per  cent;  ann. 
coat  of  mtce.,  $6,000;  works  belong  to  city. 

CARROLLTON  Carroll  Co.,  pop.  1,900; 
mercantile  bldgs..  brick  and  stone,  2  and  3  stories; 
private*  wood  and  brick,  2  stories;  wooden  roofs 
permitted :  fireworks  and  combustibles  ord.;  causes 
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$4,000;  value  ot  bldgs.,  $2,000;  ann.~  exp.  of  dei»t, 
$1,000;  total  mem.,  88,  paid  part  time  10,  volun- 
teers 22;  rating,  fourth  class. 

Watxx  StrppLY— Source,  wellsL  1  mile  from  busi- 
ness center;  system,  pump  to  stop  and  direct;  stdp. 
cap.  106^000  gals.,  dim.  70  x  16,  builders  Wrought 
Iron  Bridgie  Co.;  8  pumping  engines,  class  comp. 
dup.,  cap.  per  day  1,890,000  gals.,  constructors 
Worthington,  Hall;  mains,  cast  iron,  4^  miles,  4 
to  12  in.  dia..  Lake  Shore;  46  hydrants,  Michigan; 
860  services;  pressure^dom.  66  lbs.,  fire  186  lbs.; 
cost  to  construct,  $60,000;  int  paid  on  bonds,  5  per 
cent;   works  belong  to  city. 

CARTHAGE,  Hamilton  Co.,  pop.  2,568;  bldgs.. 
brick,  1  to  8  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted:  causes  of  fires  investi- 
gated. Fire  dept— 1  h.  &  1.  truck,  2  hose  reeliL  1 
horse:  hose,  cotton,  rubber  lined,  good  1,000  ft; 
fire  alarm,  oell;  vame  of  dept  eqwpment,  $2,000; 
ann.  exp.  of  dept,  $278;  total  mem.,  28  volunteers. 

Watbx  SuppLY--Source,  wells;  system,  pump  di- 
rect; res.  cap.,  120.000  gals.;  pumping  engmes, 
cap.  per  dar  260.000  gab.,  constructor  Gordon; 
mains,  cast  tfon,  10  miles,  8  to  8  in.  dia.,  Jackson, 
Woodin,  Addyston;  66  hydrants,  Galvin,  Bourbonj 
66  valves;  meters,  total  number,  86,  Hersey;  886 
■erviees;  pipe,  lead;  pressure,  dom.  60  lbs.,  fire 
110  Iba.;  consumption  per  day,  800^  nls.;  cost  to 
construct  f>5,00o;  bonded  debt,  $26,000;  int  mkI 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $1,000; 
works  belong  to  village. 

CEDARVILLE,  Greene  Co.,  pop.  1^500;  bld^s., 
brick,  2  stories;  private,  wood  and  brick,  2  stones; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.    Fire  dept— 

1  steamer,  1  hand  engine,  4  c  hand  ex.,  1  h.  &  L 
truck,  2  hose  reels;  hose,  cotton,  rubber  lined, 
good  1,800  ft;  rubber,  good  600  ft;  total  hose, 
1,700  ft;  fire  alarm,  bell;  ann.  exp.  of  dept,  $600; 
total  mem^.  85  volunteers;  rating,  fifth  class. 

Watxr  Supply— Source,  wells,  8  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  res.  cap.,  4,000|^  gals.;  8  pumping 
engines,  cap.  per  day  100,000  gals.,  constructor 
Holly;  mains,  iron,  9  miles,  4  to  lO  in.  dia.;  30  hy- 
drants; 10  valves;  pressure,  fire  160  lbs.;  consump- 
tion per  day,  150,000  gals.;  cost  to  construct,  $36,- 
000;  works  belong  to  Co. 

CELINA,  pop.  8,600;  fire  area,  900  acres:  mer- 
cantile bldgs.,  brick,  2  and  8  stories:  private,  wood, 

2  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  &  I.  truck,  6  c.  hand 
ex.,  1  hose  wason,  1  hose  cart  2  horses  {  hose, 
cotton,  rubber  fined,  good,  2.000  ft;  inferior,  all 
kinds,  500  ft;  toUl  hose,  IbOO  ft;  fire  alarm,  bell 
and  whistle;  vslue  of  dept  equipment,  $8,200;  value 
of  bldgs.,  $4,000;  ann.  exp.  of  dept,  $8,140;  total 
mem.,  8,  paid  full  time. 

Watxx  Supply— Source,  wells,  H  mile  from 
business  center:  system,  pump  to  res.  and  stdp^ 
stdp.  cap.  190,000  gals.,  dim.  16  x  125,  located  80 
ft  m>m  station,  material  used  in  cons,  steel,  build- 
er Brownell;  quality  of  water,  good;  res.  cap.  60,- 

000  gals.,  located  10  ft.  from  station;  2  pumping 
engines,  class  comp.  dup..  sixe  10  x  16  x  lOH  3C  18, 
cap.  per  day  1,000,000  gals.,  constructors  Ilaidlaw. 
Dunn,  Goraon;  mains,  cast  iron,  9  miles,  4  to  18 
in.  dia.;  127  hydrants,  Bourbon;  80  valves.  Clow; 
meters,  total  number.  826,  various,  owned  by  city; 
325  services;  pipe,  lead;  pressure,  dom.  70  lbs., 
fire  70  lbs.;  consumption,  per  day  iOO.OOO  gals.,  per 
capita  88  gals.;  cost  to  construct.  $56,000;  bonded 
deot,  $50,000;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $2,000;  works  belong  to  city. 

CENTERBURG,  pop.  706.  Fire  dept— 1  c.  en- 
gine, 1  h.  engine,  1  n.  &  1.  truck;  hose,  500  ft;  14 
paid  men;  fire  alarm,  bell;  rating,  fifth  class. 

Water  Supply- Cisterns. 

CHAGRIN  FALLS,  pop.  1,586;  bldgs.,  stone, 
brick  and  wood,  1  to  8  stories^  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.    Fire  dept 

1  c  &  h.  1.  truck,  1  hose  wagon,  1  hose  reel: 
hose;  rubber,  good  1,400  ft;  inferior,  all  kinds,  600 
ft.;  total  hose,  2,000  ft;  27  men,  paid  part  time. 

Watxx  Supply — Source,  springs;  system,  puinp 
to  res.;  quality  of  water,  good;  res.  cap.,  216,000 
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ts. ;  pumping  ensines,  cap.  per  day  760,000  sals. ; 
lins,  cast  iron,  7  miles.  4  to  10  in.  dia.;  57  hv- 
mts;  meters,  total  number  76;  pressure,  dom.  06 


gall 
mains, 

lbs.,  fire  118  lbs.;  cost  to  construct,  138,000;  aan. 
cost  of  mtce.,  11,200. 


bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  c  engine,  1  hand  engine,  20  c.  hand  ex., 
1  L  &  L  truck,  2  hose  carts;  hose,  cotton,  rubber 
lined,  good,  1,000  ft.;  fire  alarm,  bell;  total  mem., 
90  volunteers;  rating,  fifth  class. 
Water  Supply— Source,  wells  and  cisterns. 

CHICAGO  JUNCTION,  pop.  8,000;  fire  area, 
600  acres;  bldgs.,  wood,  2  and  8  stories;  wooden 
roofs  permitted.  Fire  depL— 1  steamer,  1  hand  en- 
gine, 1  h.  &  L  truck,  2  nose  carriages;  hose,  cot- 
ton, rubber  lined,  good  1.900  ft.;  inferior,  all  kinds, 
400  ft.;  total  hose,  2,800  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment,  18.000;  ralue  of  bldgs.^  |600: 
ann.  exp.  of  depL,  $260;  total  mem.,  48,  paid  full 
time  1,  volunteers,  47;  rating,  fourth  class. 

Watsr  Supply— Source,  wells,  H  niile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
86,000  gals.,  dim.  22  x  24,  located  2  blocks  from 
business  center,  material  used  in  cons.  steeL  build- 
ers Chicago  Bridge  &  Iron  Co. ;  quality  of  water, 
food;  res.  cap.  l7O,000  gals.,  located  near  station; 
pumping  engines,  cap.  per  day  1,760,000  gals., 
constructors  Smith- Vaile;  mains,  cast  iron.  6  miles, 
4  to  12  in.  dia.;  70  hvdrants,  Eddy;  40  valves; 
meters,  total  number  10,  various,  owned  by  con- 
sumer; 880  services;  pipe,  galv.  iron;  pressure, 
dom.  oO  lbs.,  fire  100  lbs.;  consumption,  per  day 
170»000  gals.,  per  capita  74jnls.;  cost  to  construct, 
165,000;  bonded  debt,  144,000;  int.  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  lOjoOO;  works  be- 
long to  city. 

CHILLICOTHE.  pop.  14,200;  fire  area,  1,800 
acres;  mercantile  bldgs.,  brick,  1  to  8  stories;  pri- 
vate, brick,  1  and  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  iuTcstisated.  Fire  dept.— 1 
steamer,  1  c.  engine,  2  c  hand  ex.,  1  h.  &  1.  truck, 

1  comb,  c  &  h.  wagon,  2  hose  wagons,  6  hones; 
hose,  cotton,  rubber  Uned,  good,  8,760  ft.;  in- 
ferior, all  kinds,  1,000  ft;  total  hose,  4,760  ft.; 
fire  alarm,  bell,  36  boxes:  v^lue  of  dept.  equipment, 
|6,000'  value  of  bldgs.,  $10,000:  ann.  exp.  ot  dept, 
$12,000;  total  mem.,  11,  paia  full  time;  rating, 
third  class. 

Water  Supply — Source,  wells,  )4  viilc  from 
business  center;  system,  pump  to  res.;  filtration 
system,  sand  and  gravel;  quantv  of  water,  good; 
res.  cap.,  8,600,000  gals.,  located  U  mile  from  Dusi- 
ness  center;  2  pumping  engines,  class  dup.,  siae  26 
X  15  X  16,  cap.  per  day  3,o00,000  ^Is.,  constructor 
Worthington;  mains,  iron,  26  miles,  4  to  16  in. 
dia.;  161  nydrants,  Wood;  meters,  total  number  186, 
various;  2,900  services;  pressure,  dom.  96  lbs.,  fire 
95  lbs.;  consumption,  per  day  1,000,000  gals.,  per 
capita  77  gals.;  cost  to  construct,  ^300,000;  works 
belong  to  Co. 

CLARINGTON.  pop.  905.  Fire  dept— 1  h.  en- 
gine,  1  h.  &  L  truck;  100  ft  bote;  rating,  fifth 
class. 

Watxr  Supply— Source,  wells  and  river. 

CINCINNATI,  pop.  860.000:  fire  area,  42.60  sq. 
miles;  mercantile  bldgs..  brick,  stone  and  iron,  1 
to  20  stories;  private,  brick,  stone  and  wood,  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  3  yrs.,  $987,801.60:  av.  ins. 
for  same  time,  $8,881,426.80.  Fire  dept.— 88  steam- 
ers, 1  c  engine,  66  c.  hand  ex.,  16  h.  &  I.  trucks, 
4  aerial  trucks,  1  water  tower,  46  hose  wagons,  2 
fuel  wagons,  198  horses;  hose,  cotton,  rubber  lined, 

Rood,  65,000  ft.;  rubber,  good.  3.000  ft;  total  hose. 
),000  ft;  fire  alarm,  Gamewell,  682  boxes;  value  of 
dept.  equipment.  $789,066:  value  of  bldgs.,  $659,- 
000;  ann  exp.  ot  dept,  $513,000;  total  mem.,  848, 
paid  full  time;  rating,  first  class. 

Watxr  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  res.,  stdp.  and  direct; 
stdp.  cap.  153.980  gals.,  dim.  18  x  20.  20  x  26,  ma- 
terial used  in  cons,  steel,  builders  Schreiber  k  Co.; 

2  steel  tanks  on  Mt  Auburn,  40x70;  quality  of 
water,  good;  res.  cap.,  106,000,000  gals.;  located  on 
hill  700  ft.  from  river;  8  pumping  engines,    cap. 


per  day  90,000,000  gals.,  constructors  Worth* 
mgtott,  WeUieriU,  vJilliam  Powell,  D.  Hssli- 
ness,  Cincinnati  Hydraulic  Co.;  mains,  cast  iron. 
1,000  mUes,  4  to  48  in.  dia.;  8420  hvdrants:  7^ 
valves;  meters,  total  number,  4,406.  Crown.  Unioo, 
Gem,  Hersey  Rotarv,  Thomson^  Worthington,  Tri- 
dent, Cincinnati,  Nash  and  Pittsburg,  owned  \n 
consumer;  89,806  services:  pipe,  cast  iron  and  fesd; 
pressure,  dom.  10  to  190  lbs.,  fire  10  to  190  Ib^ 
consumptkm  per  day  48,686,017  gals.,  per  capita  Iff 
sals.:  cost  to  construct,  $15,000,000;  bonded  debt, 
14.866,700;  int.  paid  on  bonds,  8  to  6  per  cent;  cost 
ox  mtce.,  $812,408;  works  belong  to  city. 

CIRCLEVILLE,  pop.  9,000;  fire  area,  1,500  sciti; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  stone,  brick  and  woo<L  VA  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated;  av. 
fire  loss  per  yr..  tor  8  years,  $093;  av.  ins.  involved 
for  same  time,  $68,260.  Fire  dept— S  stesmers,  2  c 
hand  ex..  1  comb.  h.  &  1.  &  hose  truck,  4  horses: 
hose,  rubber  lined,  good,  1,950  ft:  fire  alsm, 
Gamewell,  electric,  24  boxes;  value  of  dept  equip- 
ment, $102000;  value  of  bldgs.,  $7,600;  ann.  exp.  of 
dept.,  $3,900;  total  mem.  5,  paid  full  time. 

Water  Supply— Source,  wells  and  filtration  gal- 
leries, 1%  miles  from  business  center;  systeai, 
Sump  to  stdp.  and  direct;  stdp.  cap.  1,400,000  gaJs^ 
im.  28  X  150;  filtration  system,  fl^avel  bed;  pusip- 
iiig  engines,  cap.  per  day  8,000,000  gals.,  con- 
structor Holly;  mains,  ircm,  16%  miles,  6  to  16  is. 
dia.,  Addvston;  150  hydnnts.  Ludlow;  metert. 
total  number  15,  Thomson,  Hersey,  Nash;  IJM 
services;  pipe,  galv.  iron;  pressure,  dom.  60  lbs., 
fire  140  lbs.;  cost  to  construct,  $17<kp00;  snn.  cost 
of  mtce.,  $11,000;  works  belong  to  Co. 

CLEVELAND,  pop.  490,000;  fire  area,  41  bl 
miles;  mercantile  blaigs.,  brick  and  stone,  1  to  Ii 
stories;  private,  brick  and  cement,  1  to  4  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
fire  loss  for  1906.  $82946L98;  av.  ins.  involved  for 
same  time,  $647,202.  Fire  dept — 84  steamers,  8  c 
engines,  7  h.  &  1.  trucks,  6  aerial  trades,  8  comb, 
c.  &  h.  wagons,  84  hose  wagons,  1  water  tower,  ! 
fireboats,  190  horses;  total  hose,  60,000  ft;  fire 
alarm,  Star,  462  boxes;  ann.  exp.  of  dept.  $fii.- 
000;  metce.,  $674,000;  total  mem.  602,  paid  full  time, 
time. 

Water  Supply— Source,  lake;  system,  pump  w 
res.  and  direct;  res.  cap.  117,000,000  flpla.;  11  pnnv 
ing  engines,  cap.  per  day.  166,000,000  gals.,  coos. 
Auis,  Kilb;r,  Holly,  Worthinetpn,  Knowlc*: 
mains,  cast  iron,  711  miles,  3  to  48  in.  dia..  Unittd 
States  Cast  Iron  Pipe  &  Foundry  0>. ;  8,406  fay* 
drants.  Wood,  Crane;  meters,  total  number  TOM 
Crown^  Hersey  Rotary,  Lambert,  Americas. 
Worthington,  Trident;  75.200  services;  pipe.  lesd 
and  galv.  iron;  pressure,  dom.  20  lbs.,  fire  130  Ibi: 
cost  to  construct,  $11,500,000;  int  psid  on  bonds.  4 

f>er  cent;  ann.  cost  of  mtce.,  $600,000;  works  be- 
ong  to  city.  There  are  also  44  fire  cisterns  dis- 
tributed throughout  the  city,  capacity  1,000  to  !0.- 
000  gals. 

CLEVES,  pop.  1,400;  fire  area,  600  acres;  wa- 
cantile  bldgs.,  orick  and  woo^  1  and  2  storici; 
private,  brick  and  wood,  1  andf  2  stories;  woodes 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 2  comb.  c.  &  h.  wagons,  1  h.  &  1.  track; 
hose,  cotton,  rubber  lined,  good,  800  ft:  mferior. 
all  kinds,  800  ft;  total  hose,  600  ft;  Ive  alaroL 
bell;  value  of  dept  equipment,  Sl*!^*  ^^  ^' 
bldgs..  $1,600;  ann.  exp.  ot  dept,  $100;  total 
60  volunteers. 

Watxr  Supply— Source,  weUs  and  castemiL 


CLYDE,  pop.  8,000;  fire  area,  900  acres; 
tile  bldgs.,  brick^  2  and  8  stories;  private,  bridr 
and  wood,  2  stories;  wooden  roofs  not  peroutted; 
fireworks  and  combustibles  ord.;  causes  d  firei 


investigated;  fire  loss  for  1909.  $1,010;  ins.  fcr 
same  time,  $3,730.  Fire  dept— 8  c.  hand  ex.,  1 
h.  &  1.  truck,  3  hose  carriages,  1  c.  ensnne;  bo«e. 
cotton,  rubber  lined,  good,  2,000  ft;  fire  alana. 
bell  and  whistle;  value  of  dept  equipment.  $1000: 
value  of  bldgs.,  $5,000;  ann.  exp.  ot  dept.  1600; 
total  mem.,  40  volunteers;  rating,  fourth  class. 

Watsr  Supply— Source,  wella;  system,  poiof 
direct;  pumping  engines,  cap.  per  day  2imW 
gals.,  constructors  Gordon,  Maxwell:  mains,  S 
miles,  Chattanooga;  49  hydrants,  Mathews,  Bov* 


COLLEGE  HILL.-Fire  dept.  tiot  reported. 
Watii  SoFFLT—Soarce,  Ohio   Riirer    -'---- 


■  can'. 


I  Ibi.,  fire  100  Iba. ;  coal  to  conatnict,  tSO.OCUi  bonded 
I  debt,  (30,000;  int.  p«id  on  hondi,  4  per  cent;  coat 
'    of  mtce.,  QOOi  warlci  beloni  to  city. 


ttdp.   up.,   10.000  gilt; 

10,000;  1  pumpiDS  eDgioe,  cap.  per  anj  ana  giu.; 
maini,  iroQ,  B.G  milei,  4  to  S  in.  dia.:  bydnnti, 
E4;  valTCi,  SO;  mctoi,  total  number  ITS.  makera, 
National  Meter  Co.;  preaaure,  dom.  U  to  88  Ibi.; 
comumplion,  per  day  M.MO  gala.,  per  capita,  40 
lo  EO  lali.;  coat  to  conatnict  worka,  (50,351; 
bonded  debt,  151,500:  int.  on  bondi.  S^  per  cent; 
ann.  coat  o(  ntce.,  11,800;  voika  belong  lo  village. 
COLLINWOOD,    pop.    t,«.    Fite    dept-Mot 

^"vatii  Supflt— Source,  Lake  Erie,  throagh  aty 
of  QeTeland  ayttem;  1»  bydranti;  174  valTca; 
1.250  metera;  oaina,  cait  Iron,  20  mile*.  4  to  U  in. 
dis.;  564  aeryicea;  pipe,  lead;  preaaare,  dom.  SO 
10  GE  Iba.,  fire  EG  lbs.;  coat  to  coDitruct,  1114.358; 
bonded  debt,  $136,000;  int.  paid   on  bond*,  4  per 

COLUUBIANA,  pop.  2,«0O;  fire  ara,  4S0 
■crei;  mercantile  bldn.,  brick  and  wood,  1  to 
S  atories;  private,  bnck  and  wood,  1  atorica; 
wooden  roofa  pCTniCted;  fireworkt  aod  com- 
builiblet  ord. ;  causea  of  Grei  invealinted.  Fire 
dept.— 1  b.  ft  L  truck,  t  hoae  camagea;  faoae. 
cotton,  rubber  lined,  good  1.500  ft:  bre  alarm, 
bell  and  wbiaUe;  tots)  mem.,  SO  Tolunteera;  rating, 
fourth  claai. 

Wath  Surr  LI— Source,  wella.  M  mile  from 
bniineaa  center;  ajitCDi,  pump  direct;  quality  of 
water,    good;    1    pumping ' —     —     —    ■■ — 


milea. 


:    StiUwell 


100  Iba.;  conaumption  per  day, 
to    coaatruR,    KO.OOO;   bonded 


COLUMBUS,  pop.  200,000;  fir. 
mercantile  bidga.,  atone,  brick  . 
■toriea;    private,    alone    brick    i 


mtce.,  ILMO; 
1,  63.000  acrei; 


^SZi,U 


pood;    Jl.aro   ft.;    fire    al 

bldga.,  $2£S.m«7;  aim. 
total  mem.  23G,  paid  full 
Watik  Suf?LY-Sourci 
miles  from  buainesa  ce 
l,S2T,DaO,000  gals.;  aystc 
ity  of  water,  fair;  5  pu 
day.   4B,000,0M   gali^con 

hydrania.     Holly,     Smith 


.  210  boxei; 
e.  value  of 
pt.,    $243,000; 


^for!"  Hou'r,  'cS'ik? 


i,"  Empire  IT,  Heraey  Rotary  30,  Heraey 

Disc  3,999.  Thomson  720,  Worthington  3,  Buffalo 
Z.  Columbia  13,  Keystone  Z.045,  Lambert  l,Ott, 
Nash   TSO,    Westinghouie   2,    owned    b:r    city   and 

Bure,"dom.  »  ^a.^fire  4E  fta.;' conaiimplion.  per 
d«y  lS,!g8,S86  gals.,  per  cap.  12S  ^Is^  coat  to 
construct   22.731400:   bonded  debt,   21,082,000:   int. 


,    J   wood.   1,   2   and 

3  atones:  wooden  roofs  permLiied.  Fire  dept.— 1 
hand  enEine.  1  c  engine.  1  h.  &  1.  tmck,  1 
hoae  carflage.  1  hose  wagon;  hoae.  rubber,  good 
5O0  ft,  cotton  good  lioO  l^;  Inferior,  EOO  ft.: 
total  boae.  2.200  fl.;  bell  alarm:  value  of  depL 
cqoipment,  22.700;  value  of  btdga.,  212,E00;  total 
mem.,  SO  volunleerB;  rating,   fourth  class. 

W*ta«  Sup PLr— Source,  driven  welli;  lyitem, 
pump  to  itdp.  and  direct:  atdp.  cap.  W.OOO  gal*.. 
ntateria]  used  In  cans,  iron;  quality  of  water,  good; 


'estigated.  Ftre  dept. — ID  c  band  ex.,  1 
h.  &  I.  truck,  1  hose  wagon,  S  bole  carriages;  hoae, 
cotton,  rubber  lined.  3^  ft.;  fire  alarm,  bell  and 
whistle;  value  of  depl.  equipmenl,  H,500;  value  of 
bldgs.,    16.000;    ann.    cxp.    of   dept,    tt.iOO;    total 

Watm  SopptY— Source,  lake,  1  mile  froa 
buaineaa  center;  ayatem,  pump  to  atdp.;  atdp. 
cap.  200,000  fals.,    '"        "     '"     


gines,    cap.    per    day    1,500.000    gala., 

Ilugliea:  ma&s,  cast  iron.  1$  m.Tea;  1 

Eddy;    148   vsItcb,    Eddy;    ms- 

28S,    owned    by    consumer;    1,1 

g»lr.  iron;  pressure,  dom.  45  Ibk.,  •^•n  -u-  ."..,  ^w- 

sumption,   per   day    1,600,000   gals.,    per   capi'ta   20 

gall.;    cost    to    coDttruct,    Kel,000:    iot    paid    on 

bondl,    8   per    cent;    ann.    coat   of   mtce.,    211,600; 

work*  belong  to  Co. 

CONTINENTAL  pop,  1.104:  fire  area,  160 
acres;  merontile  bldgs.,  brick  and  wood,  2  slories; 
private,  wood,  2  Rorles:  wooden  roofs  permitted; 
fireworks  and  combuatiblea  ord.;  caaaei  of  fires 
inveatigated.  Fire  dept— 1  hose  wagon,  1  hoae 
carHan;  hose,  cotton,  robber  lined,  g'ood  1,000 
ft.;  fire  alarm,  whistle;  value  of  dept  bidga.,  (COO; 
total  memy  17  voluntcen;  rating,  fonrth  class. 

Wath  Supply- Source,  wella,  in  buiineaa  cen- 
ter; ayatem.  pump  to  stdp,.  dim.  10  x  100,  material 
1  pumping  eneine,  cap.  per  day 
--—  Smith-Vaile;  mains,  2A 
hydrants;  meters,  total 
numoer,  m.  owneo  oy  city  and  conaumer;  W  ser- 
VEca;  pipe,  »1t.  iron;  preaaure,  dom.  40  Iba.,  fire 
100  lbs,;  cost  to  construct,  29,000;  works  belong  to 


:,  wood,  1  and  2  stories;  wooden  r 
;  fireworks  and  combuatiblea  ord. 
■    ited.     Fire  dept— 1  hani 


ck,  i  b 


good    1,000   ft;    fire 

ilue    of    dept.    equipmi 


dept,  11,000; 
pump 


value  of  bidga.,  22.0 

Waim  SoPPtY— Soaree,    wel 

direct:  res.  cap.,  1,600  bbla.;  pumping  enginea,  cap. 
per  day  120.800  gala.,  constructor  PullinE:  maina. 
cast  iron,  1  mile.  4  in.  dU.;  IE  hydranlsTEclipM: 
9  aervices;  preaaure.  dom.  110  Iba.,  fire  UO  Iba.; 
cost  to  construct,  125.000;  lot  paid  on  bonds,  8 
per  cent:  ana.  coat  ol  mtce.,  ISOO;  works  belong 
to  village. 

COSHOCTON,  pop,  lO.OOD:  fire  area,  1,360  acrea; 
mercantile  bldgs..  brick,  2  and  3  stories;  private, 
v.ood,   IH   and   2  atoriej;   wooden    roofs   not   per- 

Fire  dept— 1  comb. 'wagon.  1  h.  &  1.  truck,  f  hoae 
carts,  3  horses;  hoae.  collon.  rubber  lined,  good. 
2,600  ft;  rubber,  good,  1.000  ft;  inferior  all 
kinds,  400  ft;  total  hose,  4.000  ft.:  fire  alarm, 
Gamewell.  31  ho.es;  value  of  dept.  equipment,  %Z1.- 
000;   value  of   bldgs.,   iK.ibO:    loial   mem..  45  vol- 

;  system,  pomp '-■' 

.,..  -fp!,  'iS,«  _ 

p'ct  'day  "b.Sm.MO  gals.l  r  i-icion  Hughe! 
Worthinglon:   mains.  ca!t     .  .'"■  niilei.  4  to  1 

in.  dia.;  146  hydrants.  Ed.  >.  •■-■  -rl.oo;  70  valves 
meters,  total  number  18.  Hcr^cv  Disc  3.  Thomioi 
1,  Buffalo  12,  Keystone  2,  owned  by  tily;  1,800  ui 
vicea;  pipe,  galv.  iron;  prci^ure.  dom.  lOO  lbs.,  nr 
130  Iba.;  consumption,  per  day  1.000. OOO  Hals-:  pr 
eapiU  200  gala.;  coat  to  construct,  2160,000:  boode 
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debt,  180,000;  int.  paid  on  bonds,  4  per  cent;  ann. 
cost  of  mtce.,  |6,000;  works  belong  to  city. 

COVINGTON,  pop.  1,800;  fire  area,  640  acres: 
mercantile  bldgs.,  stone,  bnck  and  wood,  1  to  S 
stories;  private,  stone,  brick  and  wood,  1  and  2 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works ord. ;  causes  of  nres  inyestigmted.  Fire  dept. 
—2  steamers,  1  h.  &  1.  truck,  4  c.  hand  ex.,  2  hose 
wagons.  2  hose  oarts;  hose,  cotton,  rubber  lined, 
good,  2,100  ft.;  inferior,  all  kinds,  400  ft.;  total 
hose,  2,600  ft. ;  fire  alarm,  bell ;  ann.  exp.  of  dept., 
2200;  total  mem.,  42  volunteers;  underwriters'  rat* 
ing,  fifth  class. 

Watbk  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pnmp  to  stop.;  stdp.  cap.^ 
fO,000  gals.,  material  used  in  cons.  galv.  steel; 
quality  of  water,  good;  2  pumps,  constructor  Mo* 
Cowan;  mains,  cast  iron,  5  miles,  4  to  10  in.  dia.; 
66  hydrants;  meters,  200,  Pittsburg,  owned  by  Co.; 
20O  services;  pipe,  galv.  iron  and  lead;  pressure, 
66  lbs.;  consumption,  per  day  80^000  gals.,  per 
capita  SOOjutls.;  cost  to  construct,  |S4,O0O;  bonded 
debt,  |36,0u0;  ann.  cost  of  mtce.,  11,000;  works  be- 
long to  city. 

CRESTLINE,  pop.  4,600;  fire  area,  640  acres; 
mercantile  bldgs.,  bnck  and  wood,  2  and  8  stories; 
private,  brick  and  wood,  8  and  8  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  fire  loss  for  1007, 
$6,278.  Fire  dept.— 1  hand  engine,  6  c.  hand  ex., 
1  n.  &  1.  truck,  6  hose  carriages;  hose,  cotton,  rub- 
ber  lined,  good,  2,800  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  16.000;  value  of  bldgs.,  12,000; 
ann.  exp.  of  dept.,  1600:  total  mem.  70,  paid  part 
time  80,  volunteers  40;  underwriters  ratmg, 
fourth  class. 

Water  Supply— Source,  springs,  4  miles  from 
business  center;  system,  gimvity;  quality  of  water, 
good;  res.  cap..  1,000,000  gals.;  1  pumping  engine, 
cap^  per  day  7qO,000  gals.,  constructor  Woithington; 
mains,  wood,  4  miles,  8  in.  dia.:  44  hydrant^  Holly; 
116  valves;  meters,  total  number  «,  Hersey  Ro- 
tary 6,  Hersey  Torrent  4,  Thomson  46.  Worthing- 
ton  1,  Keystone  8,  Trident  4,  Nash  2,  Westmg- 
house  2,  owned  by  city;  446  services;  pipe^  galv. 
iron  and  lead;  pressure,  dom.  60  lbs.,  fire  60  lbs.; 
consumption,  per  day  200,000  jnls.,  per  capita  66  M 
nlaj[  cost  to  construct,  $25,000;  bonded  debt, 
$2,000;  int.  paid  on  bonds,  4  per  cent;  ann.  cost  of 
mtce.,  18,600;  works  belong  to  city. 

CUYAHOGA  FALLS,  pop.  4.000;  fire  area,  640 
acres;  bldgs.,  brick,  2  stories;  wooden  roofs  per- 
mitted; causes  of  nres  investigated.  Fire  dept.— 
12  c.  hand  ex.,  1  h.  &  1.  truck,  8  hose  carriages; 
hose,  cotton,  rubber  lined,  good  600  ft;  ruboer, 
good,  1,600  ft.;  inferior,  all  kinds,  400  ft.;  total  hose, 
LMO  ft.;  fire  alarm,  whistle  and  bell;  value  of 
dept.  equipment,  $2,600:  value  of  bldss.,  $6,000; 
ann.  exp.  of  dept.,  $1,100;  total  mem.  27,  paid  part 
time;  underwriters'  rating,  fourth  class. 

Watbk  Supply — Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  stop,  and  direct; 
stdp.  cap.  110,000  gals.,  material  used  In  cons,  steel; 

auality  of  water,  good;  pumping  engines,  cap.  per 
ay^  760,000  gals.,  constructors  Snider  and  HuRfaes; 
mains,  cast  iron,  8  miles,  4  to  12  in.  dia.:  68  Inr- 
drants;  100  valves;  meters,  total  number,  40,  Nash, 
Trident,  Hersey  Disc  and  Keystone,  owned  by 
city;  800  services;  pipe,  galv.  iron  and  lead;  pres- 
sure, dom.  60  lbs.,  fire  90  lbs.;  cost  to  construct. 
$60,0(M);  int.  paid  on  bonds,  6  per  cent;  cost  ot 
mtce.,  $2,600;  works  belong  to  city. 

CRESTON.  pop.  893.  Fire  dept..  1  h.  c.  en- 
gine; 400  ft.  hose;  80  volunteers;  fire  alarm,  bell; 
rating,  fifth  class. 

Wates  Supply— Ostenu. 

D ALTON,  pop.  800;  fire  area,  20  acres;  mercan- 
tile bldgs.,  brick  and  wood,  1  and  2  stories;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted on  small  buildings;  no  fireworks  and  com- 
bustibles ord.;  causes  ot  nres  not  investigated;  av. 
fire  loss  for  past  8  yrs.,  $20;  ins.  on  same,  $16.  Fire 
dept. — 10  c.  hand  ex.,  2  hose  reels,  1  hand  engine; 
hose,  cotton,  rubber  lined,  3.600  ft.;  fire  alarm, 
bell;  value  of  dept  equipment,  $300;  total  mem., 
40;   underwriters'  rating,  fourth  class. 

water  Supply— Source,  well,  H  mile  from  busi- 
ness center;  system,  gravity,  pump  direct;  quality 
of  water,  good;  res.  cap.  150,000  gals.,  located  70 


ft  above  business  part  of  town;  1  pump,  duplex. 
12x6x12;  mains,  2  miles,  4  to  8  in.  dia.;  3  hy- 
drants; meters,  total  number  12  to  16;  S  aenrico; 
pressure,  dom.  30  to  80  lbs.;  cost  to  constnia 
$7,000;  bonded  debt,  $7,000;  int.  paid  on  bonds,  ( 
per  cent:  cost  of  mtce.,  $126;  works  belong  to  drr. 

DAYTON,  pop.  115,000;  mercantile  bldgs.,  brick 
and  wood,  8  to  14  stories;  private,  brick  and  wood. 
5  stories;  wooden  roofs  permitted  in  fire  ant; 
fireworks  and  combustibles  ord.;  causes  of  fins 
investicated;  av.  fire  loss  per  yr.,  for  8fesn, 
$181,614;  av.  ins.  involved  for  same  time,  $W6,(Pin. 
Fire  dept — 8  steamers,  1  c  engine,  60  c.  hand  ex., 
8  h.  &  1.  trucks,  2  aerial  trucks,  12  «>mb.  c  &  h- 
wagons,  1  water  tower,  1  fuel  wagon,  4  boM 
wagons,  70  horses;  hose,  cotton,  rubber  lined,  good. 
81,900  ft;  fire  alarm,  bell,  230  boxes;  value  of  dept 
equipment  and  bldgs.,  $tf0,000;  ann.  exp.  of  dept., 
$146,000;  total  mem.  166,  paid  full  time;  under- 
writers' rating,  second  class. 

Water  Supply— Source,  wells,  VA  miles  fnn 
business  center;  system,  pump  direct;  quality  of 
water,  good;  8  pumping  engines,  class  nop.,  cap. 
per  day  89,000,000  gals.,  constructor  HoUv;  nuini 
cast  iron,  167  miles,  4  to  80  in.  dia. ;  1,766  hydrants; 
meters,  total  number,  16,217,  all  kinds,  owned  br 
city;  SL,224  services;  pipe,  lead;  pressure,  dom.  w 
lbs.,  fire  100  lbs. ;  consumption  per  day,  8,2SiO00 
ffals.:  cost  to  construct,  $2,000,000;  bonded  debt 
$871,000;  int.  paid  on  bonds,  4  per  cent;  cost  ot 
mtce.,  $66,696.22;  works  belong  to  city. 

DEFIANCE,  pop.  8,600:  fire  area,  1120  sens; 
mercantile  bldgs.,  brick  ana  stone.  2  and  8  stories; 
private,  brick  and  wood,  1  and  2  atories;  woodes 
roofs  permitted  in  fire  area;  fireworks  and  coor 
bustibles  ord.;  causes  of  fires  investigated.  Fin 
dept— 1  ateamer,  1  c.  engine  and  h.  ft  L  track.  1 
c.  hand  ex.,  1  h.  ft  L  truck,  1  hooe  vscon.  4 
horses;  hose,  cotton,  rubber  lined,  good,  24w  n>: 
rubber,  good.  1,000  ft;  inferior,  all  kinds,  500  fL; 
total  hose,  4,000  ft.;  fire  alarm,  Gamewell.  20  boxes; 
value  of  dept  equipment,  $6,000;  value  of  Ud^ 
$46,000;  ann.  exp.  of  dept,  $3,000;  total  men.  a. 
paid  full  time  3,  paid  part  time  10,  volunteer^  £ 

Water  Supply— Source,  river,  1V4  miles  froa 
business  center:  system,  pump  to  stajp-:  *^  ^^P" 
326,000  gals.,  dim.  20  x  140,  located  near  statics; 
quality  of  water,  good;  2  pumping  engines,  eba 
nor.,  dupM  comp.,  cap.  per  day  4,000,000  gals.,  cos 
structor  Ueo.  F.  Blake;  mains,  cast  iron,  16  niks; 
162  hvdrants,  Ludlow;  o7  valves;  meters,  totsl  ram- 
ber  40,  Trident:  876  services:  pipe,  galv.  iron,  pres- 
sure, dom.  60  lbs.,  fire  100  Ibsj  consumption,  per 
day  1,260,000  gals.,  per  capita  126  gals. ;  cost  to  cos- 
struct,  $200,000;  bonded  debt.  $m,000;  works  be 
long  to  Co. 

DE  GRAFF,  pop.  1,400;  fire  area,  100  seres;  ncr- 
can  tile  bldgs.,  brick  and  wood,  1  to  3  stories;  dtv 
vate,  brick  and  wood,  1  and  2  stories;  wooocs 
roofs  permitted  in  fire  area;  causes  of  iires  is- 
vestigated.  Fire  dept.— 1  steamer,  1  h.  ft  1.  tmd: 
1  chem.  enffine,  4  c.  hand  ex..  2  hoae  carts;  hose, 
cotton,  rubber  lined,  good,  2,160  ft;  fire  slam, 
bell  and  whistle;  value  of  dept  equipment  $iOM« 
value  of  bldgs.,  $6,000;  total  mem.,  40  volonteen; 
underwriters   rating,  fifth  class. 

Water  Supply— Source,  wetla,  eiatem,  creek. 

DELAWARE,  pop.  10,600;  mercantile  bldgt.. 
brick  and  wood,  2  and  8  stories;  private^  brick  ssd 
wood,  2  stories  j  wooden  roofs  not  permitted  in  fin 
area:  combustibles  ord.;  causes  of  fires  inveitb 
gated.  Fire  dept. — 1  steamer,  2  comb,  wagons.  * 
c.  engine,  6  c.  nand  ex.,  1  h.  ft  1.  tnidc.  1  seriil 
truck,  1  hose  wagon,  7  horses;  hose,  cotton,  rob 
ber  lined,  good,  4,000  ft;  fire  alarm,  telephone, 
value  of  dept.  equipment,  ^,000;  ann.  exp.  of  dept. 
$6,233;  total  mem.,  16.  paid  full  time  6,  paid  ptf^ 
time  10;  underwriters'  rating,  fourth  class. 

Water  Supply— Source,  wells,  8  miks  froa 
buainess  center;  system,  pump  to  stdp  or  diretfj 
stdp.  cap.  236,000  gals.,  <um.  20  x  100,  material  dm 
in  cons,  steel;  auality  of  water,  good;  3  puinptf4 
engines,  class  aup.,  cap.  per  day  6,000,000  pl^ 
constructor  Deane,  Bethlehem;  mains,  cast  irosL 
22  miles,  4  to  16  in.  dia.;  282  hydrants;  127  rtJLrci. 
meters,  total  number,  760;  1,660  services;  pip^ 
galv.  iron;  pressure,  dom.  60  to  70  lbs.,  fire  100  lbs. 
consumption  per  day,  660,000  gals.;  works  beljsi 
to  Co. 
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causes  of  fires  iiiTesti^ated:  zy.  fire  loss  per  yri 
for  3  yrs.,  $6,270;  av.  ms.  tor  same  time,  112,160. 
Fire  dept.— 2  steamers,  6  c.  hand  ex«,  1  h.  &  1. 
truck,  1  hose  wason,  1  hose  carriage,  4  horses; 
hose,  cotton,  niboer  lined,  ^ood,  6,000  It.;  fire 
alarm,  bell;  value  of  dept.  equipment,  18,600;  value 
of  bldgs.,  120,000;  total  mem.,  64  volunteers;  un- 
derwriters' rating,  fourth  class. 

Watkk  Supplt— Source,  weUs,  V&  mile  from  busi- 
ness center;  system,  frravity,  pump  to  rea..  to  stdp. 
and  direct;  stdp.  cap.  806,488  gala.,  dinL  20  x  180, 
located  in  town^  material  usea  in  eona.  brick  ana 
iron,  builders  Shaw-Kendal  Engr.  Co.;  quality  of 
water,  good;  res.  cap.  286,000  flfals.,  located  on 
South  Washington  street;  2  pumpmg  engines,  cap. 
per  day  2,000,000  ^s.,  constructors  Laidlaw,  Dunn, 
Gordon;  mains,  iron,  16%  miles,  %  to  12  in.  dia.; 
H  hydrants,  Corey;  113  valves;  meters,  total  num- 
ber 68,  Hersey  Disc  17,  Trident  2,  Nash  38,  owned 
by  consumer;  888  services;  pipe,  lead;  pressure, 
dom.  66  lbs.,  fire  126  lbs.;  consumption,  per  day 
400,000  gals.,  per  capita  80  gals.;  cost  to  construct, 
$82,000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $2,619.66;  works  belong  to  city. 

DELTA,  poi>.  2,200;  fire  area,  80  acres;  mercan- 
tile bldgs.,  brick,  2  stories;  wooden  roofs  per- 
mitted. Fire  dept. — 1  hand  engine,  4  c.  hand  ex., 
1  h.  &  1.  truck,  1  hose  wagon;  hose,  cotton,  rub- 
ber lined,  good,  1,700  ft.;  ann.  exp.  of  dept.,  $500; 
total  mem.,  60  volunteers;  underwriters  rating, 
fifth  class. 

Water  StvpLT^Source,  cisterns. 

DENNISON.  pop.  4,000;  mercantile  bldffs., 
brick  and  wood,  Z  and  3  stories;  private,  wood,  2 
stories.  Fire  dept.— 1  c.  engine,  19  c.  hand  ex., 
1  h.  &  1.  truck,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  8,600  ft.;  fire  alarm.  Game- 
well,  6  boxes;  value  of  dept.  equipment,  $3,000; 
value  of  bldgs..  9,600;  total  mem.,  80  volunteers; 
rating,  fourth  class. 

Watxk  Supply— Source,  creek,  1%  miles  from 
business  center;  sjrstem,  bump  to  res.;  qxiality  of 
water,  good;  res.  cap.  8,000,000  gals.,  located  Vi  mile 
south  of  town;  ptmiping  engines,  class  comp.,  cap. 
per  day  4,000,000  gals.,  constructors  Gaskill  and 
Worthittgton:  mains,  cast  iron,  16  miles,  4  to  12  in. 
dia.;  148  hydrants;  169  valves;  meters,  total  num- 
ber. 1.200_;  Crown  and  Keystone,  owned  by  Co.; 
IXK)  services;  pipe,  lead;  pressure,  dom.  100  lbs., 
fire  110  lbs.;  consumption  per  day,  1,700,000  gals.; 
cost  to  construct,  $344,019;  bonded  debt,  $128,000; 
int.  paid  on  bonds,  6  per  cent;  works  belong  to 
Co. 

DESHLER,  pop.  2,000;  fire  area,  1.400  acres; 
mercantile  bldgs.,  brick.  1  to  8  stories;  private, 
wood,  2  stories:  wooden  roofs  permitted;  fire- 
works and  combustibles  ord. ;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  2  yrs.,  $28;  a  v. 
ins.  tor  same  time,  $400.  Fire  dept.— 1  steamer,  10 
c.  hand  ex.,  1  h.  &  I.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  2,000  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  $3,800'  value  ot 
bldgs.,  $4,000;  ann.  exp.  of  dept.,  $360;  total  mem., 
37,  paid  full  time  1,  paid  part  time  86;  under* 
writers'  rating,  fifth  class. 

Watsk  Supply— Source,  cisterns  and  wells. 

DRESDEN,  poi).  1,600.  Fire  dept.— 1  steamer: 
1,600  ft.  hose;  1  paid  man,  volunteers;  rating,  fifth 
riass. 

WATxm  Supply— Source,  wells  and  cisterns. 

DUNKIRK,  pop.  1,222;  bld^s.,  wood,  1  and  2 
itories;  wooden  roofs  not  permitted.  Firt  dept— 1 
liand  engrine,  3  c.  ex.,  1  h.  &  1.  truck,  1  hose  car- 
iage;  hose,  cotton,  good  900  ft.;  inferior,  200  ft.; 
nbber,  inferior,  800  ft;  total  hose.  1,400  ft;  value 
>{  bldffs.,  $8,000;  ann.  exp.  of  dept,  $25;  total 
nem.,  oO  volunteers;  rating,  fifth  class. 

Watxh  Supply— Source.  14  cisterns,  cap.  1,800 
)bl8. 

EAST  CLEVELAND,  pop.  10,000;  fire  area. 
,600  acres;  mercantile  bldgs.,  stone,  brick,  wood, 

to  4  stories;  private,  wood  and  brick,  2  stories; 
irooden  roofs  permitted;  no  fireworks  and  com- 
estibles ord.;  causes  of  fires  investigated.  Fire 
ept. — 1   h.    &  1.  truck,  3  c.  hand  ex..  3  hose  carts. 

horses;    hose,   cotton,  rubber  lined,  good,  2,000 
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Water  Supply— Source,  supplied  by  Cleveland, 
8  miles  from  business  center;  system,  pump  to 
res.  and  direct;  quality  of  water,  good;  mains,  29 
miles,  4  to  20  in.  dia.;  320  hydrants;  pressure,  fire 
70  to  86  lbs. 

EAST  UVERPOOL,  pop.  20,000;  fire  area.  676 
acres;  mercantile  bldgs.,  brick  and  wood,  2  to  6 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investi^ted.  Fire 
dept— 1  steamer,  10  c.  hand  ex.,  1  aenal  truck,  2 
hose  wagons,  6  hose  carts,  8  horses  ^  hose,  cotton, 
rubber  lined,  good,  6,500  ft;  inferior,  all  kinds, 
800  ft;  total  hose,  6,800  ft;  fire  alarm,  bell,  26 
boxes;  value  of  dept  equipment,  $20,000;  value  of 
bldgs.,  $24,000;  ann.  exp.  of  dept,  $14,000;  total 
mem.,  10,  paid  full  time;  underwriters'  rating, 
third  class. 

Watxr  Supply— Source,  river,  H  mile  from 
business  center;  system,  n-avity  and  pump  to  res.; 
res.  cap.,  8,000,000  gals.;  3  pumping  engines,  class 
hor.  comp.  dup.,  cap.  per  day  6,000,000  gala.,  con- 
structor Gordon;  mains,  cast  iron,  33^  miles.  4  to 
20  in.  dia.;  200  hydrants,  Bourbon,  Mathews;  456 
valves,  Bourbon;  meters,  total  number  75,  Worth- 
ington,  Westinghouse,  Crown  and  Pittsburg,  owned 
by  Co.  and  consumer;  2,860  services;  pipe,  lead; 
pressure,  dom.  40  to  120  lbs.,  fire  40  lbs.;  consump- 
tion per  day  3.261,098  gals.,  per  capita  160  gals.; 
cost  to  construct,  $359,939;  bonded  debt,  $146,000; 
int  paid  on  bonds,  4  and  4V^  per  cent;  ann.  cost 
of  mtce.,  $21,000;  works  belong  to  city. 

EAST  PALESTINE,  pop.8,600;  fire  area,l  mUe; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area ;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 2  c.  engines,  1  h.  & 
1.  truck,  4  c  hand  ex.,  8  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  1,000  ft;  rubber,  good. 
1,000  ft;  total  hose,  2,000  ft;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment  $4,000;  value  of 
bldgs.,  $2,000;  ann.  exp.  of  dept,  $100;  toUl  mem., 
GO  volunteers;  underwriters'  rating,  fourth  dasa. 

Water  Supply— Source,  well,  000  yds.  from 
business  center;  system,  pump  to  res.;  res.  cap., 
760,000  gals.;  pumping  engines,  cap.  per  day  800,- 
000  gals.,  constructor  Hamilton;  mains,  6  milea,  4 
to  10  in.  dia..  Lake  Shore;  60  hvdrants,  Bourbon; 
85  valves:  860  services;  pipe,  galv.  iron;  pressure, 
dom.  85  lbs.,  fire  110  lbs.;  cost  to  construct,  $29,- 
000:  int  paid  on  bonds,  6  per  cent;  ann.  cost  of 
mtce.  4  $1,800;  works  belong  to  city. 

EATON,  pop.  8,166;  fire  area,  000  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  8  stories;  pri- 
vate, brick  and  wood,  2  and  8  stories;  wooden  roofs 
permitted:  fireworks  and  combustibles  ord.;  causes 
of  fires  mvestigated.  Hre  dept— 1  steamer,  4  c 
hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon.  1  hose 
reel;  hose,  cotton,  rubber  lined,  g[Ooa,  3,000  ft; 
fire  alarm,  bell;  value  of  dept.  equipment,  $6,000; 
value  of  bldgs.,  $10,000  ann.  exp.  of  of  dept,  $2,000; 
total  mem.  ^,  paid  full  time  2;  underwriters'  rat- 
ins:,  fourth  class. 

Watbx  Supply — Source,  spring  and  wells,  % 
mile  from  business  center;  system,  pump  to  stdp. 
and  direct;  stdp.  cap.  190,000  gals.,  dim.  20  x  86, 
material  used  in  cons,  stone  and  steel;  res.  cap. 
650,000  gals.;  quality  of  water,  good;  2  pumping 
endues,  cap.  per  day  1.600,000  gals.,  constructors 
Laidlaw-Dunn-Gordon  Co. ;  mains,  cast  iron.  11^ 
miles,  4  to  12  in.  dia.;  80  hydrants;  59  valves; 
meters,  total  number  302,  owned  by  city;  710  ser- 
vices: pipe,  lead;  pressure,  dom.  60  lbs.,  fire  120 
to  140  lbs.;  consumption  per  day,  133,821  gals.; 
cost  to  construct,  $d8,000;  bonded  debt  $20,000; 
int^paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$8,688;  works  belong  to  city. 


EDGERTON,   pop.   1,048;    fire  area,   100   acres; 
lereantile  bldgs.,  brick,  2  stories; 'private,  wood, 
2  stories:   wooden  roofs   not  permitted;  fireworks 


ustibles  ord.  Fire  dept— 1  hand  engine, 
1  c.  engine,  1  h.  &  1.  truck.  1  hose  csrriage;  hose, 
cotton,  rubber  lined,  good  600  ft;  inferior,  all 
kinda,  200  ft:  total  hose.  800  ft;  fire  alarm,  bell; 
tout  mem.,  20  volunteers;  underwriters'  rating, 
fifth  class. 
Wate*  Supply- Source,  wells. 
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ELMORE,  pop.  1,000;  fire  area,  200  acres;  mer- 
cantile bldgs.,  brick,  1^  stories:  private,  wood,  IVi 
stories;  wooden  roofs  permitted  m  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
Teatigated.  Fire  dept.— 1  steamer,  1  hand  engine, 
t  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1,000  ft;  fire  alarm,  bell,  telephone;  value  of  dept. 
eauipment,  12,000;  value  of  bldgs..  $4,000;  ann.  exp. 
of  diept.,  $200;  total  mem.  7,  paid  full  time;  un- 
derwriters' rating,  fifth  class. 

Water  Supply— Source,  wells,  river  and  eb* 
tema. 

ELM  WOOD  PLACE,  pop.  8,600;  fire  area, 
MOO  acres;  mercantile  blags.,  brick  and  wood* 
I  stories:  private,  wood,  2  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept.— 1  hand 
engine,  I  h.  ft  1.  truck.  1  hose  wagon,  1  hose  car- 
riage; hose,  cotton,  ruober  lined,  good,  1,200  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $1,600; 
value  of  bldgs.,  $3,000;  total  mem.,  16  volunteers; 
underwriters    ratins,  second  class. 

Water  Supply— Source,  wells,  1%  mflea  from 
business  center:  system,  gravitv;  mains,  cast  iron, 
14  mDes,  4  to  8  in.  dia..  So.  Pittsburg  Pipe  Co^ 
62  hydrants;  meters,  total  number  6,  Nash;  266 
services;  pressure,  fire  66  to  100  lbs.;  cost  to  con- 
struct, $lo,000;  int.  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $1,400. 

ELYRIA,  pop.  16,600;  fire  area,  3,670  acres;  mer- 
cantile bldgs.,  brick  and  stone,  2  to  6  stories;  pri- 
vate, stone,  brick  and  wood,  1  to  3  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  h.  &  1.  truck,  6  c  hand 
ex.,  2  comb.  c.  &  h.  wa^on  2  hose  carts,  4  horses; 
hose,  cotton,  rubber  lined,  good,  3,960  ft.;  fire 
alarm,  bell,  telephone;  value  of  dept.  equipment, 
$10,000;  value  of  bldgs.,  $16,000;  ann.  exp.  of^dept., 
$2,500;  total  mem.  37,  paid  part  time. 

Water  Supply— Source,  Lake  Erie,  8^  miles 
from  business  center;  system,  pump  direct;  filtra- 
tion system,  N.  Y.  C.  F.  Co.;  cap.  of  plant,  4,600,- 
000  gals.;  quality  of  water,  good;  res.  cap.,  200,- 
000,000  gals.;  pumping  engines,  class  hor.  cross 
comp.,  cap.  per  day  8,000,000  gals.,  constructor 
Snow;  mams,  cast  iron,  42  miles,  4  to  20  in.  dia.; 
266  hydrants,  Mathews,  Eddy;  410  valves,  Rensse- 
laer, Ludlow;  1,000  meters;  2,600  services:  pipe, 
lead  and  wrought  iron;  pressure,  dom.  86  to  40 
lbs.,  fire  60  to  80  lbs.;  consumption,  per  day  2,600,- 
000  gals.,  per  capita  150  gals.;  cost  to  construct, 
$300,000;  bonded  debt,  $435,000;  int.  paid  on  bonds, 
4  per  cent;  ann.  cost  of  mtce.,  $16,000;  works  be- 
long to  city. 

FAIRPORT,  pop.  2,200;  mercantile  bldga., 
brick  and  wood,  2  stories;  private,  wood,  8 
stories;  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept— 2  h.  &  L 
trucka,  1  hose  wagon,  1  hose  cart,  1  horse:  hoae. 
cotton,  rubber  lined,  good,  1,600  ft;  inferior,  all 
kinds,  600  ft;  toUl  hose,  2,000  ft;  fire  alarm,  bell; 
total   mem.,  10  volunteers:   rating,  fourth  class. 

Water  Supply— Source,  lake;  system,  pump  to 
res.;  mains,  3  miles;  16  hydrants;  pressure,  dom. 
00  lbs.,  fire  76  to  90  lbs.;  works  belong  to  Co.; 
connected  with  Painesville  plant 

FAYETTE  pop.  886.  Fire  dept— 1  h.  engine,  16 
c.  ex.,  2  h.  &  1.  trucks;  1,900  ft.  hose;  paid  part 
time  15;  fire  alarm,  bell;  rating,  fifth  claas. 

Water  Supply— Twenty  reservoirs;  1  hand  en- 
gine. 

FINDLAY,  pop.  17,613;  fire  area.  4,700  acres: 
mercantile  bldgs.,  wood,  brick  and  stone,  2  to  6 
stories;  private,  wood,  2  and  8  stories;  wooden 
roofs  permitted.    Fire  dept. — ^1  steamer,  1  hand  en- 

Eine,  1  c  engine,  1  c.  hand  ex..  1  h.  A  1.  truck,  2 
ose  wagons,  6  hose  carriages.  l8  horses:  hose,  cot- 
ton, rubber  lined,  good,  8.000  ft.;  rubber,  good, 
8,000  ft ;  inferior,  all  kinds,  6,000  ft ;  total  hose. 
7.300  ft;  fire  alarm,  Gamewell,  36  boxes;  value  ot 
dept  equipment,-  $23,675;  value  of  bld^s..  ^8,000; 
ann.  exp.  of  dept,  $12,600;  total  mem.  18,  paid  full 
time;  underwriters'  rating,  tiiird  dasa. 

Water  Supply— Source,  wells,  9  miles  from  boai- 
ness  center;  system,  pump  direct:  quality  ol 
water,  excellent;  res.  cap.  17,000,000  gala., 
located  at  station;  8  pumping  enginea,  cUaa 
comp.  dup.,  cap.  per  day  6,000,000  gals., 
constructors    Laidlsw-Dunn-Gordon ;    mains,    cMt 


iron,  82  miles,  4  to  20  in.  dia.;  381  hydrants,  Bour- 
bon; 200  valves,  Eddy;  meters,  total  number  1,7S, 
Pittsburg,  Worthington,  Buffalo.  Kejratone,  Tri- 
dent, Kinfl^Lambert  Nash,  owned  b/  city  and  con- 
sumer; 2,%6  services;  pipie,  galv.  iron  and  lead; 
preasure,  dom.  66  Iba.,  fire  W  lbs.:  consumptioo, 
per  day  l,000.000gals.,  per  capita  80  gals.;  coat  to 
construct,  $«O,00O:  ann.  cost  of  mtce.,  $14,000; 
works  belong  to  city. 


FOREST,  pop.  1,600;  fire  area,  900  .w«..  .-«.- 
cantile  bld^|  brick,  2  stories:  private,  biiclc  and 
wood,  2  stones;  wooden  roofs  permitted  in  fire 
area;  fireworks  ord.;  causes  of  ares  investiCBted. 
Fire  dept— 1  hand  engine,  10  c  hand  ex.,  1  h.  ft  L 
truck,  S  hoae  carriages;  hose,  cotton,  robber  lined, 
good,  1,600  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,600;  value  of  bldgs.,  18,500;  ann. 
exp.  of  dept,  $160;  total  mem.,  60  volunteers;  un- 
derwriters^ rating,  fifth  class. 

Water  Supply— Source,  wells  and  cistcma. 


FT.  RECOVERY,  pop.  L007;  fire  area,  AN 
acres;  mercantile  bldga.,  wood,  2  stories^  private. 
wood,  2  stories;  woooen  roofs  not  permitted;  no 
fireworks  and  combustibles  ord.;  canaea  of  fires  in- 
vestigated. Fire  dept— 1  hand  engine,  28  c.  hand 
ex.,  1  h.  ft  1.  truck,  2  hoae  carriages;  hose,  cot- 
ton, rubber  lined,  good  600  ft;  mbbcar,  good  iOi 
ft;  inferior,  all  kinds,  1,600  ft:  total  hoa^  Zjm 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept. 
eauipment,  $2,700;  value  of  bldgs.,  $6,000;  ann.  exp. 
of  dept.,  $866;  total  mem.,  24  volunteers;  ratiac 
fifth  class. 

Water  Supply— Source,  wells:  system,  pvm|>  to 
stdp.  and  direct;  stdp.  cap.,  Sofifn  gals.;  mains. 
4  to  8  in.  dia.;  pressure,  dom.  60  loL,  fix«  SO  to 
110  lbs.;  cost  to  construct,  $80,000;  ann.  eost  ct 
mtce.,  $4,000;  works  belong  to  town. 

FOSTORIA.  pop.  11,000;  fire  area,  3.200  acres: 
mercantile  bldgs..  brick,  stone  and  wood,  2  to  S 
stories;  private,  brick,  stone  and  wood,  2  and  S 
stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  €  c.  hand  ex.,  1  h.  ft  1. 
truck,  2  supply  wagons,  2  hose  carriages,  4  horses; 
hose,  cotton,  rubber  lined,  good,  4,000  ft.:  fire 
alarm,  telephone:  value  of  dept.  equipment,  $9,000: 
value  of  bldgs.,  $18,000;  ann.  exp.  of  dept,  SSifiOO; 
total  mem.  16,  paid  full  time  6,  paid  part  time  9. 

Water  Supply— Source,  stream,  ^  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  400,000  gals.,  dim.  25  x  100,  located  on  Fre- 
mont St,  material  used  in  cons,  steel  and  iron; 
filtration  system,  gravel;  quality  of  water,  good; 
res.  cap.  115,000,000  gals.,  located  west  of  city:  2 
pumping  engines,  cap.  per  day  8,000,000  ^s., 
constructors  LAidlaw-Dunn-Gordon ;  mains,  tron, 
20  miles,  4  to  14  in.  dia.;  162  hydrants,  R.  D. 
Wood;  225  valves,  Rensselaer,  Eddy;  1J210  ser- 
vices; pipe,  lead  and  iron;  pressure,  dom.  SO  to 
60  lbs.,  fire  100  lbs.;  consumption  per  day  90*>.<^^» 
gals.,  per  capita  09  nls.:  cost  to  construct  $260.- 
000:  bonded  debt,  $200,000;  int.  paid  on  bonds,  4V4 
ana  6  per  cent;  works  belong  to  city. 

FRANKLIN,  pop.  8,000;  mercantile  bldgs.. 
brick  and  wood,  2  stories ;  private,  brick  and  wood, 
2  stories;  wooden  roofs  permitted;  no  fireworks 
and  combustibles  ord.  Fire  dept— 1  stesAer,  1 
h.  &  1.  truck,  1  hose  wagon.  2  hose  carriages,  1 
horses;  hose,  cotton,  rubber  lined,  good,  2,000  ft; 
fire  alarm,  whistle;  total  mem.  12,  paid  fnll  time  1. 
paid  part  time  11;  underwriters  rating,  foortli 
class. 

Water  Supply— Source,  wells;  system,  pnnsp 
direct;  pumping  engines,  cap.  per  day  IJSOO.OOiO 
gals.;  mains,  cast  iron,  7  miles,  4  to  12  in.  dia.. 
Addyston;  y2  hydrants,  Bourbon;  2S  valves: 
meters,  total  number  50;  600  services;  pressure, 
fire  00  to  100  lbs.;  cost  to  construct  $60,000;  ann. 
cost  of  mtce.,  $3,600;  works  belong  to  city. 


FREDERICKTOWN,  pop.  1,200;  fire  area.  ISO 
acres.  Fire  dept— 1  h.  engine,  1  h.  ft  L  truck; 
hose,  1,000  ft^  total  mem.  16,  paid  full  time;  fire 
alarm,  bell;  Geo.  Cooke,  chief. 

Water  Supply— A  $20,000  waterworks  in  course 
of  construction. 


FREMONT,  pop.  12,000;  fire  area.  2.660 
mercantile  bldgs.,  brick,  2  and  8  stories;  prtvatse. 
wood,  2  stories;  wooden  roofs  permitted.  Fire 
dept. — ^2  steamers,  1  hand  engine,  1  h.  ft  1.  trade.  1 
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ft.;  total  hoM.  2,400  ft;  fire  alarxn.  bell  and  tele< 
phone;  value  of  dept.  equipment,  $6,000;  value  of 
Dldgs.,  $8,000;  ann.  exp.  ol  aept,  $2,77S;  total  mem. 
10,  paid  full  time  3.  paid  part  time  7. 

Watsi  Supply— Source,  springs  and  wells:  sys- 
tem, pump  to  stdp.  and  direct;  stdp.  cap.  2w,000 
gals.,  builder  McGregor;  res.  cap.,  2,500,000  gals.; 
pumping  engines,  cap.  per  day  4,000,000  gals.,  con< 
structor  Knowles;  mains,  cast  iron,  23  miles, 
4  to  16  in.  dia.,  Cincinnati,  Newport  Iron  Co.: 
173  hydrants,  Mathews;  152  valves;  meters,  total 
number  750.  Hersey,  Crown.  Union,  Thomson, 
Trident;  1,412  services:  pipe,  lead  and  iron;  pres- 
sure, dom.  50  lbs.,  nre  100  lbs.:  cost  to  con- 
struct. 1169,623;  int.  paid  on  bonas,  4  and  6  per 
cent;  ann.  cost  of  mtce.,  $8,442;  works  belong  to 
ci*y. 

GALION,  pop.  9,946;  fire  area,  1,200  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire* 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — 1  steamer,  1  comb.  c.  and 
h.  &  1.  truck,  4  c.  hand  ex.,  2  hose  wagons,  3  hose 
carriages,   4   horses;    hose,    cotton,    rubber   lined. 

food,  3,600  ft.;  inferior,  all  kinds,  600  ft.;  total 
ose,  4,000  ft;  fire  alarm.  Gamewell,  16  boxes; 
value  of  dept  equipment,  $20,000;  value  of  bldgs., 
$25,000;  ann.  exp.  of  dept.,  $2,860;  total  mem.,  13, 
paid  full  time  4,  paid  part  time  9. 

Watbr  Supply— Source,  wells,  1  mile  from  busi- 
ness center;  system,  pump,  to  stdp.  and  direct: 
stdp.  cap.  166,600  gals.,  dim.  26  x  49,  material  usea 
in  cons,  steel;  quality  of  water,  good;  2  pumping 
engines,  class  comp.  dup.,  cap.  per  day  2^605,000 
gals.,  constructors  Stillwell-Bierce  and  Deane; 
mains,  cast  iron,  16  miles,  4  to  12  in.  dia. ;  112  hy- 
drants; 70  valves;  meters,  total  number  60,  owned 
by  Coj  676  services;  pipe,  figlv.  iron;  pressure, 
dom.  35  to  60  lbs.,  fire  86  to  u6  lbs.;  consumption 
per  day,  360,000  gals. 

GALLIPOLIS.  pop.  6,000:  fire  area,  1,600  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area;  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept«— 1 
steamer,  1  h.  &  1.  truck,  2  c.  hand  ex.,  1  comb.  c. 
&  fa.  wagon,  1  hose  wagon,  4  hose  carriages,  2 
horses;  hose,  rubber,  good,  2,000  ft.;  inferior,  all 
kinds.  1,000  ft. ;  total  hose,  3,000  ft. ;  fire  alarm, 
whistle;  value  of  dept  equipment,  $8,000;  value  of 
bldgs.,  $8,000;  total  mem.  32,  paid  full  time  11, 
volunteers  21. 

Water  Supply— Source,  river,  IH  miles  from 
business  center;  system,  pump  to  res.;  filtration 
system,  sand;  qualitv  of  water,  good;  res.  cap. 
2,500,000  gals.,  locatea  on  hill;  2  pumping  engines, 
class  comp.,  size  18  x  18  x  10  x  18,  cap.  per  day 
700,000  gals.,  constructors  Laidlaw,  Dunn,  Gordon; 
mains,  cast  iron,  13  miles.  4  to  16  in.  dia.;  87 
hydrants,  Bourbon;  85  valves,  Ludlow;  meters, 
total  number  582,  owned  by  city;  889  services; 
pipe,  galv.  iron;  pressure,  dom.  UO^  lbs.,  fire 
[10%  lbs.;  consumption,  per  day  400,000  gals.,  per 
capita  80  K^s.}  cost  to  construct  $125,000;  bonaed 
jebt,  ^,000;  mt.  paid  on  bonds,  5  per  cent;  ann. 
:ost  of  mtce.,  $6,296;  works  belong  to  city. 

GARRETTSVILLE,  pop.  1,146:  fire  area,  1,280 
icres;  mercantile  bldgs.,  brick,  2  and  3  stones; 
:>rivate,  brick,  2  and  3  stories;  wooden  roofs  per- 
nitted  in  fire  area;  causes  of  fires  investigated. 
E^ire  dept. — ^1  h.  &  1.  truck,  1  c.  engine,  6  c.  hand 
ix^^,  2  hose  carts:  hose,  cotton,  rubber  lined,  good. 
U7D0  ft;  fire  alarm,  bell  and  whistle;  value  of 
lept.  equipment,  $3,600;  valne  of  bldgs.,  $20,000: 
mn.  exp.  of  dept,  $200;  total  mem.  60,  paid  full 
ime  2,  volunteers  48;  rating,  fifth  class. 

Watbr  Supply — Source,  nvcr,  pumping  to  cis- 
erns  with  horse  power  fire  pumps;  res.  cap^  600,- 
OO  gals.;  60  hydrants;  cost  to  construct,,  $52,000. 

GENEVA,  pop.  2,700;  mercantile  bldgs..  brick 
md  wood,  2  and  3  stories;  private,  brick  and 
rood,  IH  and  2  stories;  wooden  roofs  permitted  in 
ire  area;  fireworks  and  combustibles  ord.;  causes 
f  fires  investigated.  Fire  dept— 1  steamer,  1  c. 
ngine,  6  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
raRon.  2  horses;  hose,  cotton,  rubber  lined,  good, 
,400    ft.;    inferior,   all  kinds,   400  ft.;   toUl  hose, 


Watbr  Supply— Source,  river;  system,  pump  to 
res.;  res.  cap.,  2,800,000  ^Is.;  meters,  total  num- 
ber 490;  pressure,  dom.  80  lbs.,  fire  80  lbs.;  con- 
sumption, per  day  187,366  gals.,  per  capita  42  sals. ; 
cost  to  construct,  $86,000;  bonded  debt  $166,000; 
works  belong  to  town. 

GENOA,  pop.  1,000;  mercantile  bld^s.,  frame,  1 
and  2  stories.  Fire  dept — 1  h.  engine,  2  hose 
carts;  hose,  1,200  ft;  mem.,  volunteers. 

Water  Supply— Source,  5  cisterns;  cap.,  600 
bbls.  each;  in  middle  of  business  district 

GEORGETOWN,  pop.  1,800;  fire  area,  400  acres; 
mercantile  bldgs.,  stone  and  brick,  2  and  3  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted: 
no  fireworks  ord.  Fire  dept— 1  hand  engine,  1 
steamer,  4  c  ex.,  1  h.  &  1.  truck,  1  hose  carriage: 
hose,  cotton,  good,  1,260  ft;  inferior,  00  ft;  total 
hose,  1,860  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $4,000;  value  of  bldgs.,  $2,600;  total 
mem.,  63  volunteers;  underwriters  rating,  fifth 
class. 

Watbr  Supply— Source,  20  wells  and  cisterns; 
system,  pumping  to  9  cisterns;  pumping  engines, 
cap.  per  day  84,000  gals. 

GERMANTOWN,  pop.  2,000;  fire  area,  1,800 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and  3 
stories;  private,  wood,  2  stories;  wooaen  roofs 
permitted;  causes  of  fires  investigated.  Fire  dept. 
—1  steamer,  1  c.  engine,  1  hand  engine,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,000 
ft;  fire  alarm,  bell;  total  mem.  17,  paid  full  time; 
rating,   fifth  class. 

Watbr  Supply— Source,  wells  and  cisterns, 
pumping  to  9  cisterns:  pumping  engines,  cap.  per 
minute  95  gals.;   hand  engines,  00  gals. 

GIBSONBURG,  pop.  1,861;  fire  area,  60  acres; 
mercantile  bldgs.,  brick,  2  and  3  stories;  private, 
wood,  IH  Bod  2  stories;  wooden  roofs  permitted 
in  fire  area;  combustibles  ord.;  causes  ox  fires  in- 
vestigated. Fire  dept— 1  h.  &  1.  truck,  3  c.  hand 
ex..  3  hose  carts;  hose,  cotton,  rubber  lined,  good, 
1,600  ft;  inferior,  all  kinds.  600  ft;  total  hose, 
2,000  ft;  fire  alarm,  whistle,  200  boxes:  total  mem., 
44  volunteers;  ratine,  four  and  one-half  class. 

Water  Supply— Source,     wells,     %    mile    from 


business  center:  system,  pump  to  stdp.  and  res.: 
stdp.  cap.  109,000  gals.,  dim.  13  x  110,  material  used 


"•"l**        K*""         Mw.«»         wv.wvw        KSkkv.,        «.vuab«  w«.vw«         WMU, 

mains,  cast  iron,  4%  miles,  4,  6  and  8  in.  dia.;  61 
hydrants;  30  valves;  meters,  total  number  124, 
Lambert,  owned  by  city;  345  services;  pipe,  galv. 
iron;  pressure,  dom.  26  to  48  lbs.,  fire  90  to  130 
lbs.;  cost  to  construct,  $30,000;  bonded  debt,  $12,- 
000;  int.  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$1,300;  works  belong  to  city. 

GIRARD,  pop.  8,000;  fire  area,  100  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  hand  engine,  60  c.  hand  ex.,  1  fa.  &  L 
truck,  1  faose  carriage;  faose,  rubber,  good  100  ft; 
fire  alarm,  bell;  total  mem.,  70  volunteers;  rating, 
fifth  class. 

Watbr  Supply— Source,  cisterns,  wells,  river. 

GLENDALE,  pop.  1,546;  fire  area,  960  acres; 
mercantile  bldgs.,  brick,  3  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept— 1  fa.  &  1.  truck, 
2  faose  reels,  1  hose;  hose,  cotton,  rubber  lined, 
good,  1.400  ft;  fire  alarm,  bell  and  whistle;  total 
mem.,  36  volunteers. 

Watbr  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  125,000  gals.,  builders  L.  Schrieber 
&  Sons;  pumping  engines,  cap.  per  day  1,260,000 
gals.,  constructor  Gordon;  mams,  8H  miles.  2  to 
10  in.  dia.,  Addyston;  26  hydrants,  Ludlow; 
meters,  total  number  126,  Hersey,  Crown,  Empire, 
Keystone;  pressure,  dom.  40  lbs.,  fire  126  lbs.;  cost 
to  construct  $42,000;  ann.  cost  of  mtce.,  |Z,000: 
works  belong  to  city. 

GLOUSTER,  pop.  3,100;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood.  2  stories;  wooden  roofs 
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permitted;  fireworks  and  combuitibles  ord.;  causei 
of  fires  investigated.  Fire  dept.— 1  hand  ensine, 
1  h.  &  1.  truck,  2  hose  reels;  hose,  cotton,  rubber 
lined,  good,  1,500  ft:  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,000^  total  mem.  12,  paid  part 
time;  underwriters'  rating,  third  class. 
Watxr  Sufply— Source,  creeks  and  wells. 

GRAFTON,  pop.  1,098;  mercantile  bld^s.,  wood. 
Fire  dept— 2  hand  engines,  1  chem.  engine;  hose, 
rubber,  good,  600  ft;  fire  alarm,  bell;  total  mem., 
12  volunteers;  rating,  fifth  class. 

Watzr  Supply — Source,  6  cisterns,  10  x  10,  cap. 
100  bbls.  each. 

GRANVILLE,  pop.  1.000:  bldgs.,  brick  and 
wood,  1  and  2  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept.— 1 
hose  carriage;  hose,  cotton,  rubber  lined,  good, 
1.000  ft;  total  mem.,  13  volunteers;  rating,  fourth 
class. 

Watbx  Supply— Source,  wells;  system,  gravity 
and  pump  to  res.;  filtration  system.  Cooks  Pat. 
Strain;  res.  cap.,  96,000  gals.;  pumping  engines, 
cap.  per  day  3i60,000  gals.,  constructor  Knowles; 
mains,  cast  iron,  6  miles,  4  to  6  in.  dia.,  Newport; 
38  hydrants.  Bourbon:  16  valves;  meters,  total 
number  53.  Buffalo;  320  services;  pipe,  galv.  iron; 
pressure,  fire  90  lbs.:  cost  to  construct,  $20,800; 
ann.  cost  of  mtce.,  $960;  works  belong  to  city. 

GREENFIELD,  pop.  6,000;  fire  area,  800  acres; 
mercantile  bldgs.,  stone,  brick  and  wood.  1  to  8 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 1  comb.  c.  &  h.  wagon,  1  c.  hand  ex.,  1  h.  & 
1.  truck,  1  hose  carriage.  8  horses;  hose,  cotton, 
rubber  lined,  good  1,000  it. ;  inferior,  all  kinds,  800 
ft.;  total  hose,  1,800  ft;  fire  alarm,  bell;  value  of 
dept  equipment,  13.800;  value  of  bldgs.,  15,000; 
total  mem.,  22,  paid  full  time  2,  volunteers  20; 
underwriters'  rating,  fourth  class. 

Water  Supply— Source,  wells,  8  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
84300  gals.,  dim.  14  x  76.  located  near  station, 
material  used  in  cons,  steel,  builder  J.  P.  Martin; 
quality  of  water,  spring;  2  pumping  engines,  class 
dup.,  size  12  X  8  x  10,  12  X  8^  X  12,  cap.  per  day 
1,6<)0,000  gals.,  constructors  Laidlaw.  Dunn,  Gor- 
don; mains,  cast  iron,  16  miles,  4  to  10  in.  dia.;  77 
hydrants,  Bourbon;  62  valves,  Bourbon;  410  ser^ 
vices;  pipe,  galv.  iron;  pressure,  dom.  46  lbs.,  fire 
160  lbs.;  consumption,  per  day  600.000  gals.,  per 
capita  126  gals. ;  cost  to  construct,  $40,000;  int.  paid 
on  bonds.  4  per  cent;  ann.  cost  of  mtce.,  18,000; 
works  belong  to  city. 

GREENSPRING,  pop.  816.  Fire  dept— 1  hand 
engine,  6  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good,  200  ft; 
inferior,  all  kinds,  800  ft.;  total  hose,  600  ft;  fire 
alarm,  bell;  total  mem.,  28  volunteers. 

Water  Supply— Source,  10  cisterns,  cap.  100  to 
200  bbls.  each. 

GREENVILLE,  pop.  6,000;  fire  area,  600  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept — t  steamers,  2  c.  hand  ex., 
1  h.  &  1.  truck,  2  hose  carriages,  4  horses;  hose, 
cotton,  rubber  lined,  good,  2,600  ft;  inferior,  all 
kinds,  600  ft. ;  total  hose,  3,000  ft :  fire  alarm.  Game- 
well,  21  boxes:  ann.  exp.  of  dept.,  $3,000;  total 
mem.,  16,  paid  full  time  4,  paid  part  time  11; 
rating,   fourth  class. 

Water  Supply— 'Source,  wells,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
141.000  gals.,  dim.  20  x  60,  located  in  city,  ma- 
terial used  in  cons,  brick  and  steel,  builders 
Variety  Iron  Works:  2  pumpino:  enprines,  class 
comp.  dup.  condensing,  size  12^  x  18,  cap.  ner 
day  3,000,000  gals.,  constructor  Hughes;  mains. 
cast  iron,  17  miles.  3  to  14  in.  dia.;  135  hydrants, 
Bourbon;  100  valves.  Ludlow;  meters,  total  num- 
ber 974,  owned  bv  city;  1.518  services;  oipe,  lead; 
pressure,  dom.  60  lbs.;  bonded  debt,  $75,000;  int 
paid  on  bonds,  4  per  cent;  works  belong  to  city. 

GREENWICH,  pop.  849:  fire  area.  120  acres: 
mercantile  bldgs..  brick  and  wood.  2  stories;  pri- 
vate, wood,  1  and  2  stories:  wooden  roofs  ner- 
tnttted:  no  fireworks  and  combustibles  ord.  Fire 
4ept— 2  hand  engines.  1  c.  engine.  1  h.  &  1.  track. 


1  hose  carriage;  hose,  cotton,  rubber  lined,  Kood 
1,000  ft.;   inferior,  all  kinds,  600  ft;    total   hoae. 
1,600  ft;  rating,  fourth  class. 
Water  Supply— Source,  well;  system,  pomp  to 


750,000  gals.,  constructor  McGowan;  mains,  cast 
iron,  2%  miles,  4  to  8  in.  dia.:  23  hydrants;  nsetera, 
total  number  26;  pipe,  lead;  pressure,  don.  W 
lbs.,  fire  800  lbs.;  consumption,  per  day  COgOSO 
gals.,  per  capita  76  gals. ;  cost  to  constmct.  $12,000; 
bonded  debt,  $12,000;  int  paid  on  bonds.  6  per 
cent;  ann.  cost  of  mtce.,  $900;  works  belosK  to 
town. 


GROVER  SPRINGS,  pop.  TOO:  fire  nxea,  Tl 
acres;  mercantile  bldgs.,  bnck  and  wood,    hei^t 

1  to  3  stories;  private  dwellings,  wood,  1  and  2 
stories;  wooden  roofs  permittea  in  fire  area;  fix«- 
works  and  combustibles  ord.;  causes  of  fires  UP 
vestigated;  av.  fire  loss  per  yr.  for  the  past  3  prs., 
$3,115;  av.  ins.  carried  on  the  properties  bnmed 
during  the  same,  $2,523.  Fire  dept— 1  steam  en> 
gine,  1  c.  engine.  8  c.  hand  ex..  1  h.  8c  L  track; 
hose,  cotton,  rubber  lined,  good,  1,000  ft;  inferior, 
400  ft.;  total  hose,  MOO;  fire  alarm,  bell;  value 
of  dept  equipment,  $2,000;  value  of  dept.  bld^ 
$1,400;  ann.  exp.  of  dept,  $800;  total  mem.,  36 
volunteers. 

Water  Supply — Not  reported. 

HAMILTON,  Butler  Co.,  pop.  40.000;  mer- 
cantile bldgs.,  brick,  stone  and  iron  3  and  4 
stories;  private,  brick  and  wood.  2  and  8  stories; 
wooden  roofs  permitted;  no  fireworks  and  con»> 
bustibles  ordL;  causes  of  fires  investigated.  Fire 
dept. — 1  steamer,  10  c.  hand  ex.,  1  h.  &  L  track. 
5  comb.  c.  and  hose  wafrons,  1  aerial  truck,  4  hose 
carriages,  15  horses;  hose,  cotton,  rubber  lined. 
Rood,  8.600  ft:  total  hose,  8,500  ft;  fire  alarm. 
Game  well.  42  boxes;  value  of  dept  cquttwnent. 
$30,930;  value  of  bldirs.,  $56,000;  ann.  exp.  of  dept, 
$25,000;  toUl  mem.,  22,  paid  full  time;  rating,  third 
class. 

Wat«»  Supply— Source,  wells,  12  squares  from 
business  center;  system,  pump  to  res.  and  direct; 
quality   of   water,   good;   res.  cap.,  IfiOtKW^  gals.: 

2  pumping  engines,  class  comp.  dup.,  size  20  x  40 
X  17  X  36.  cap.  per  day  9.000,000  gala.,  constroctors 
Laidlaw-Dunn-Gordon ;  mains,  cast  iron,  62  miles, 
4  to  20  in.  dia.;  4^3  hvdrants.  Bourbon,  Galvin. 
Mathews,  Chapman.  Ludlow  &  Darling;  560  valves. 
Ludlow,  Bourbon,  Galvin,  Chapman;  meters,  total 
number  2.613.  owned  by  consumer;  4,684  services; 
pipe,  lead;  pressure,  dom.  96  lbs.,  fire  lOO  lbs-: 
consumption,  per  day  2,500,000  g^a.,  per  capita  ^ 
gals.;  cost  to  construct,  $380,000;  bonded  debt, 
$261,600;  int.  paid  on  bonds,  6  per  cent;  ann. 
of  mtce.,  $20,000;  works  belong  to  city. 


HARRISON,  pop.  2,600;  fire  area.  100 
mercantile  bldgs.,  bricl^  2  and  8  stories;  private, 
brick  and  wood,  1  and  2  stories;  wooden  roofis 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — ^1 
steamer,  1  h.  &  1.  truck,  6  c.  hand  ex..  2  hose  reels; 
hose,  cotton,  rubber  lined,  good,  1,600  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment,  <SwO0O: 
value  of  bldgs.,  $17,000;  ann.  exp.  of  dept,  1775; 
total  mem..  W  volunteers. 

Watxr  Supply— Source,  river  and  wells,  H  tnSle 
from  business  center;  system,  pump  to  stdp.  and 
direct;  stdp.  cap.  IIO.OOO  gals.,  dim.  12  x  HO, 
material  used  in  cons,  steel;  quality  of  water, 
good;  res.  cap.,  110,000  gals.;  2  pumpm^  encmcs, 
cap.  per  day  1,000.000  gala.,  ccmstnictor  Gordon; 
mains,  6  miles,  Aadyston;  88  hydrants,  Bovtrboa; 
10  valves;  meters,  total  number  28,  Crown  S,  Her* 
sey  Disc  20,  Thomson  2,  Nash  1,  owned  by  con- 
sumer; 200  services;  pipe,  lead  and  galv.  iron; 
pressure,  dom.  46  lbs.,  fire  120  lbs.;  consumption, 
per  day  76.000  srals..  per  capita  50  gala.:  cost  to 
construct,  166.000;  bonded  debt  $30,000:  int  paid 
on  bonds.  6  per  cent;  ann.  cost  of  mtce.,  $3,000; 
works  belong  to  Co. 

HARTWELL,  pop.  2,000;  fire  area,  HO  acres; 
bldgs..  wood  and  brick,  2  stories;  wooden  roofs 
permitted.  Fire  dept— 1  h.  ft  1.  truck,  1  bose 
wagon,  1  hose  reel;   hose,   cotton,  rubber  lined, 

ood  1,300  ft. ;  inferior,  all  kinds.  200  ft ;  toUl  bose. 

500  ft.;  fire  alarm,  eleetric,  12  boxes:  valne  of 
dept.  equipment.  $2.600;  value  of  bldgs.,  ^.260: 
xnn.  exp.  of  dept.,  $861.80;  total  mem..  10  voloa- 
teera. 


f 


WATKK  ourrx.T — oourcc,  weiii,  iii  duiidcsb  cen- 
ter; system,  pump  to  res.  and  direct;  quality  oi 
water,  good;  res.  cap.  3.000,000  gals.,  located  2 
miles  from  town:  mams,  iron,  9  miles.,  4  to  8  in. 
dia.,  Addyston;  61  hydrants,  Bourbon;  64  valves; 
meters,  total  number  2.  Crown;  200  services:  pipe, 
galv.  iron;  pressure,  dom.  120  lbs.,  fire  120  Ibs^ 
consumption,  per  day  60,000  gals.,  per  capiu  26 
gals.:  cost  to  construct,  126.000:  bonded  debt, 
IBM^OOD;  ann.  coat  of  mtee.,  11,826;  works  belong 
to  Co. 


HICKSVILLE,  pop.  4»000;  fire  area.  840  acrca: 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.:  causes  of  fires  in- 
vestigated. Fire  dept.— 4  c.  nand  ex.,  1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lijued. 

Sood  460  ft.;  rubber,  good  900  ft.;  toUl  hose,  1,360 
:.;  fire  alarm,  bell;  value  of  dept.  equipment* 
12,000;  value  of  bldgs.,  $2,000;  total  mem.,  36  vol- 
unteers; underwriters'  rating,  fourth  daaa. 

Water  SuppLV-^Source,  wells,  40  rods  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  cap.  joer  day  600,- 
000  |(ala.,  constructors  Lake  Short  rdy.;  maina, 
cast  iron,  8  miles,  4  to  10  in.  dia.:  36  hydrants; 
809  services;  pipe,  Ralv.  iron  and  lead;  pressure, 
dom.  36  lbs.,  fire  80  lbs.;  consumption  per  day, 
90,000  gals.;  cost  to  construct,  $25,000;  bonded  debt. 
$18,000;  int.  paid  on  bonds,  6  per  cent;  cost  ot 
mtce..  $2,300;  works  belong  to  city. 

HILLSBORO,  pop.  6,600;  fire  area,  1,800  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  brick 
and  wood,  2  stories;  fireworks  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  steamer,  1  h.  &  L 
truck,  1  hose  wagon.  2  horses;  hose,  cotton,  rub- 
ber lined,  good,  1,600  ft:  inferior,  all  kinds,  1,000 
ft.:  total  hose,  2,600  ft.;  fire  alarm,  bell,  16  boxes; 
value  of  dept.  equipment,  $10,000:  value  of  bldgs., 
120^000;  ann.  exp.  of  aept,  fl,700;  total  mem.  18, 
paid  full  time  2»  paid  part  time  11;  rating,  fourth 
class. 


piunping  engines,  cap.  per  day  1{000,000  gals.,  con- 
structor Gordon;  mains,  iron,  l(j^  miles,  8  to  10 
in.  dia.,  Addyston;  78  hydrants^  Bourbon;  meters, 
total  number  276,  Niagara,  Nash;  700  services; 
pipe,  galv.  Iron;   cost   to  construct,  ^,600;    int 

£aid  on   bonds,  6  per  cent;  ann.  cost  of  mtce., 
>,000;  works  belong  to  city. 


cantile 
vate, 

lire  area;  causes  of  fires  investigated.  'Fire  dept- 
6  c  hand  ex.,  1  h.  &  1.  truck,  2  hose  carts;  hose, 
cotton,  rubber  lined,  good.  800  ft.;  inferior,  all 
Icinds,  400  ft.;  total  hose,  1.200  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $1,600;  ann.  exp.  of  dept., 
t4O0;  total  mem.  27,  paid  full  time  1,  volunteers 
26;  rating,  fourth  class. 

Water  Supply— Source,  wells:  system,  pump  to 
res.  and  direct;  mains,  VA  miles;  12  hydrants; 
pressure,  dom.  40  lbs.,  fire  120  lbs.;  cost  to  con- 
struct, $20,000;  ann.  cost  of  mtce.,  $3,600;  works 
belong  to  town. 

HUBBARD,  pop.  2,000.  Fire  dept.— 1  steamer, 
1  hand  engine,  In.  &  1.  truck,  1  hose  cart;  1,200 
ft  hose;  30  volunteers;  fire  alarm,  bell;  rating,  fifth 
class. 

Watbr  Supply— Source,  dstems,  wells  and 
creek. 

HUDSON,  pop.  983;  bldgs.,  brick  and  wood,  8 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept. — ^1  hand  engine,  6 
c.  hand  ex.,  1  h.  &  1.  truck.  1  hose  carriase;  hose, 
rubber,  sood,  600  ft.;  total  mem.,  20  volunteers; 
rating,  fifth  class. 

Water  Supply— Source,   cisterns. 

HURON,  pop.  2,000;  fire  area,  640  acres;  mercan- 
-tale  bldss.,  brick  and  wood,  1  to  3  stories;  private, 
'mrood,  2  stories;  wooden  roofs  permitted  in  fire 
Area;  fireworks  and  combustibles  ord.^  causes  of 
fires  investigated.  Fire  dept.— ^1  c.  engine,  1  band 
engine,  3  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon, 
1  hose  cart;  hose,  cotton,  rubber  lined,  good,  200 
£t.;  rubber,  good,  300  ft:  total  hose.  600  ft.;  fire 
alarm,    ^isUe;    value   of  dept.    equipment,   $800; 


vaiue  ox  diuks.,  waav,  waa.  exp.  ox  ucuu,  ftivv^  iwhu 
mem.,  20  volunteers;  rating,  fifth  class. 

Watxr  Supply— Source,  wells,  cisterns,  lake, 
river. 

IRONDALE,  pop.  1,13&  Fire  dept.— 1  h.  en- 
gine, 1  hose  reel,  8iD0  ft.  hose;  volunteers;  fire 
alarm,  bell. 

Water  Supply— Source,  creek. 

IRONTON.  poih  14,600;  mercantile  bldga., 
wood,  1  to  4  stories;  private,  wood,  2  stories; 
wooden  roofs  permitted;  fireworks  and  oombustir 
bles  ord.;  causes  of  fires  investigated.  Fire  dept— 

1  comb.  c.  &  h.  wagon.  2  c.  engmes,  4  c.  hand  ex.. 

2  h.  &  1.  trucks.  6  aenal  trucks,  2  hose  wagons,  6 
hose  carriages,  7  horses;  hose,  cotton, rubber  lined, 
good,  2,200  ft;  rubber,  good.  1^00  ft;  total  hose, 
4L0OO  ft;  fire  alarm,  Gameweil,  88  boxes;  value  ol 
dept  equipment,  ^3,776;  value  of  bldgs.,  $6,600: 
ann.  exp.  of  dept,  $3,600;  total  mem.  61,  paid  full 
time  8,  volunteers  30;  tmderwriters'  rating,  fourth 
class. 

Water  Supply— Source,  river;  svstem,  pump  di- 
rect; 8  pumping  engines,  14  x  86,  cap.  per  day 
7,600,000  gals.,  constructor  McGowan;  mams,  cast 
iron,  30  miles,  4  to  16  in.  dia.;  226  hvdrants,  Lud- 
low, Holly;  226  valves.  Crane,  Ludlow;  meters, 
total  number  80,  Worthington,  Crown,  Empire, 
Trident,  Union,  Pittsburg^  owned  hy  city  and  con- 
sumer: 2,  200  services;  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  100  lbs.;  consumption,  per  day 
1,760,000  gals.,  per  capita  126  gals.;  cost  to  con- 
struct, $2&0,000;  bonded  debt,  $166,000;  int.  paid  on 
bonds,  8  and  4  per  cent;  ann.  cost  of  mtce.,  $12,000 ^ 
works  belong  to  city. 

JACKSON,  pop.  6,000;  fire  area,  7,000  acres;  mer- 
cantile bldgs.,  2  to  6  stories;  private,  brick  and 
wood,  2  stories:  wooden  roofs  permitted;  no  firC' 
works  and  combustibles  ord.  Fire  dept.— 1  steam- 
er,  1  h.  &  L  truck,  4  horses;  hose,  cotton,  rubber 
lined,  good,  9,000  ft;  fire  alarm,  bell  and  tele- 
phone; vslue  of  dept.  equipment,  $16,000;  value  of 
bldgs.,  $1,600;  ann.  exp.  of  dept,  $150;  total  mem. 
20,  paid  full  time  4,  paid  part  time  6;  rating, 
fourth  class. 

Water  Supply— Source,  wells,  7  miles  from 
business  center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  250,000  gals.,  dim.  80  x  50,  material  used 
in  cona.  iron;  quality  of  water,  good|8  pumping 
engines,  class  dup.,  cap.  per  day  1,000,000  ^Is., 
constructors  Snyder-Hughes  Co.;  mains,  cast  iron. 
16  miles,  4  to  10  in.  dia.;  84  hydrants;  meters,  total 
number,  42,  Empire,  Pittsburg  and  Keystone, 
owned  by  consumer  and  Co.;  416  services;  pipe, 
lead  and  galv.  iron;  pressure,  dom.  96  lbs.,  fire  96 
lbs.;  consumption  per  day,  200,000  rala.;  cost  to 
construct,  $160,000;  works  belong  to  Co. 

JACKSON  CENTRE,  pop.  644;  fire  area.  160 
acres;  mercantile  bldgs.,  brick,  stone  and  wood,  1 
to  3  stories;  private,  onck,  stone  and  wood,  1  and 
8  stories;  wooden  roofs  permitted  in  fire  area; 
Fireworks  and  combustible  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  the  past  3 
yrs.,  $60;  av.  ins.  carried  on  burned  properties  per 
yr.  during  the   same,  $400.     Fire   dept— 1  c.   en- 

f'ne,  28  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon, 
horse-power  water  engine;  hose,  cotton,  rubber 
lined,  good,  1,000  ft;  rubber,  good,  160  ft;  in- 
ferior, 760  ft;  total  hose,  1,900  ft;  fire  alarm, 
telephone  and  bell;  total  mem.,  25  volunteers;  value 
dept  equipment  $1,700;  bldgs.,  $4,000. 

JAMESTOWN,  pop.  1,600;  fire  area,  60  acres: 
mercantile  bldgs.,  onck,  stone  and  wood,  1  and 
2  stories;  private,  brick  and  wood,  2  stories: 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated;  av.  fire  loss 
fer  vr.  for  2  yrs.,  $600.  Fire  dept.— 1  hand  engine, 
c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good  960  ft;  inferior,  all 
kinds,  60  ft;  total  hose.  1.000  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $1,700;  value  of  bldgs., 
$16,000;  total  mem.,  16,  paid  part  time;  rating,  fifth 
class. 

Watxr  Supply— Source,  wells  and  cisterns. 

JEFFERSON,  pop.  1,800:  fire  area,  900  acres; 
mercantile  bldgs.,  brick  ana  wood,  1  to  3  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
av.  fire  loss  per  yr.  for  2  yrs.,  $5,975.  Fire  dept— 
1  hand  engine.  12  c  hand  ex.,  1  h.  &  1.  truck,  1 
hose   carriage;   hose,   cotton,   rubber  lined,    good 
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GOO  ft;  inferior,  all  kindi.  600  ft.:  total  hoie,  1,000 
ft.;   fire  alarm,  bell;   value   of  dept   equipment, 
11,600;  value  of  bldgs-i  9Sf00O;  total  mem..  88  vol- 
unteers; rating,  fifth  class. 
Water  Supply— Source,  wells  and  cisterns. 

KENT,  pop.  6,000;  mercantile  bldgs.,  brick  and 
wood,  2  and  8  stones;  private,  brick  and  wood. 
2  and  8  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  h.  &  1.  truck,  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  2,000  ft.; 
fire  alarm,  Union,  9  boxes;  rating,  fourth  class. 

Water  Supply— Source,  wells:  system,  pump  to 
res.  and  stdp.;  stdp.  cap.  UM^  8>ls<»  builders 
Tippett  &  Wood;  res.  cap..  20,000  gals.;  pump- 
^  engines,  cap.  per  day  8,000,000  gals.,  constructor 
HoUy; 


mains,  15  miles,  4  to  12  in.  dia.,  Holly; 
hydrants.  Holly;  66  valves;  meters,  total  number 
108;  091  services;  pipe,  galv.  iron;  pressure,  dom. 
100  lbs.,  fire  160  lbs.;  cost  to  construct,  f75,000; 
ann.  cost  of  mtce.,  110,800;  works  belong  to  Co. 

KENTON,  pop.  7,260;  filre  area,  1,200  acres;  mer- 
cantile bldgs.,  brick,  2  to  8  stones;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted; 
no  fireworks  and  combustibtes  ord.  Fire  dept— 
2  c  hand  ex.,  1  h.  &  L  track,  2  hose  carriages,  6 
horses;  hose,  rabber,  good,  2300  ft.;  inferior,  all 
kinds,  600  ft.;  total  hose,  8,800  ft.;  fire  alarm, 
•Gamewell.  17  boxes;  value  of  dept.  equipment, 
:tt,600;  value  of  bldgs.,  17.000;  ann.  escp.  of  dept, 
HOTOi  toUl  mem.,  16,  paid  full  time  2,  paid  part 
nime  14;  rating  fourth  dass. 

Watbr  Supply— Source,  wells,  VA  miles  from 
business  center;   system,  pump  direct;    rea.   cap., 


hydrants;  meters,  total  number,  lOt  Crown,  Heraey 
Rotary  and  Buffalo,  owned  by  city  and  eonaumer; 
900  services;  pipe,  lead;  pressure,  dom.  60  lbs.,  fire 
100  lbs.;  consumption  per  day,  700,000  gals.;  cost  to 
constract,  |180,000;  cost  of  mtce.,  18,000;  works 
belong  to  aty. 

LAKEWOOD.— Fire  dept  not  reported. 

Watxr  Supply— Source,  from  Oeveland :  stdp. ; 
taken  from  main;  mains,  cast  iron;  miles  laid,  67, 
6  in.  dia.;  629  hydrants;  meters,  total  number  2,068, 
makers,  various;  IJBOO  services :  pipe,  lead;  pres- 
sure, dom.  80  to  w  lbs.,  fire  80  to  60  lbs.;  con- 
jumption  per  day,  719,780. 

LANCASTER,  pop.  14,000;  fire  area,  8,000  acres; 
Tuercantile  bldgs.,  brick.  8  stories;  private,  wood, 
3  stories;  wooden  roofs  not  permitted;  fireworte 
«nd  combustibles  ord.;  causes  of  fires  investifated. 
Fire  dept— 2  steamers,  1  c  engine,  8  c  hand  ex., 
1  h.  ft  1.  truck,  1  hose  wagon,  2  comb.  c.  ft  h. 
wagons,  4  horses;  hose,  cotton,  rubber  lined,  good 
4,600  ft;  fire  alarm,  bell  and  whistle,  29  bmes; 
value  of  dept  equipment,  |9j000:  value  of  bldgs., 
|7,00O:  ann.  exp.  of  dept,  $7,000;  total  mem.  7, 
paid  full  time;  rating,  fourth  class. 

Water  Supply— Source,  wells.  IH  miles  from 
business  center;  system,  pump  to  res.;  res.  cap., 
2,500,000  gals.;  3  pumpmg  engines,  cap.  per  day 
4,000,000  ^als.,  constructors^  Worthmgton  and 
Deane;  mains,  cast  iron,  22  miles,  4  to  id  in.  dia., 
Addyston.  Dennis  Long:  148  hydrants.  Chap- 
man, Cunningham;  141  valves;  meters,  total  num- 
ber, 490,  owned  by  consumer;  1,402  services;  pipe, 
lead  and  galv.  iron;  pressure,  dom.  92  lbs.,  fire 
116  lbs.;  consumption  per  day,  800.000  gals.;  cost  to 
construct.  $160,000:  ann.  cost  of  mtce.,  $4,500; 
works  belong  to  city. 

LA  RUE.  pop.  1,087;  fire ,  area,  760  acres; 
mercantile  bldgs.,  brick.  2  storiea;  private  dwell- 
inga.  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  investi« 
gated;  av.  fire  loss  per  yr.  for  the  past  8  yrs.,  $160; 
av.  ins.  carried  on  the  properties  burned  per  yr. 
during  the  same,  $150.     Fire  dept— Gasolene  en- 

gine,  1  h.  engine.  1  h.  &  1.  truck,  1  hose  csrriapfe; 
ose,  cotton,  rubber  lined,  good,  l^WO  ft.;  inferior, 
all  kinds.  80O  ft.;  total  hose.  l.WO  ft.;  fire  alarm, 
bell  and  whistle;  pressure,  dom.  120  lbs.,  fire  180 
lbs.;  value  of  dept.  equipment,  $800;  value  of 
bldgs..  $1,600;  ann.  exp.  of  dept.  $280;  volunteers. 
Watxr  Supply— Not  reported. 

LEESBURG,  pop.  1.000;  fire  area.  16  seres;  mer- 
cantile  bldgs.,  brick,  stone  and  wood,  1  to  2  stones; 
private  dwellings,  brick,  stone  and  wood,  1  to  2 


stories:  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustible  ord.;  causes  of  fires  in- 
veatinted;  av.  fire  loss  per  yr,  for  the  past  S  yra. 
$26,000;  av.  ina.  carried  on  the  propertiea  boraed 
per  yr.  during  the  same,  $46,O00l  Fire  d«»t.— «oah. 
c;  hose,  rubber  lined,  good,  600  ft;  fire  alam. 
bell;  value  of  dept  equipment,  $860;  ann.  exp.  of 
dept.  $86;  total  mem.,  20;  underwriters'  rating, 
fourtn  class. 

LEBANON,  pop.  4,000;  fire  area.  60  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  3  stories;  pri- 
vate, brick  and  wood,  2  stories:  wooden  roofs  per- 
mitted in  fire  area;  causes  ot  fires  investigated. 
Fire  dept— 2  hones.  1  hand  engine,  1  b.  &  1. 
truck.  8  hose  carts;  hose,  rubber,  good,  S,000  ft; 
infenor,  all  kinds.  600  ft:  total  hose,  8,600  ft; 
fire  alarm,  bell;  value  of  dept  eqmpment,  8X800; 
value  of  bldgs.,  $6,000;  total  mem.  20,  paid  port 
time  40  volunteers  40;  rating,  fourth  class. 

Watxr  Supply— Source,  wells,  %  mile  from 
business  center;  mtem,  gravi^  and  pump  to 
stdp.;  stdp.  cap.  800,000  gala.,  bnHder  BrowneH; 
pumping  engines,  cap.  per  day  1,600^000  gaJk^  coa- 
structon  Smith- Vaile:  mains,  cast  iron,  12  milcs^ 
4  to  12  in.  dia.;  79  faydranta,  Booiboa;  pressore, 
dom.  70  lbs.,  fire  126  lbs.;  cost  to  coostnict,  86^000; 
int  paid  on  bonda,  6  per  cent 

LEETONIA.  pop.  2.744;  fire  area,  1,000  acres; 
bldgs.,  brick  snd  wood,  2  and  8  stories:  i 
roofs  permitted;  fireworks  and  oombnstmli 
Hre  dept— 2  c  hand  eic,  1  h.  &  L  tmck.  2 
carriage;  hose,  cotton,  rubber  lined,  good  1J66D 
ft;  imerior,  an  kinds,  80  ft;  total  hose,  1^  ft.; 
fire  alarm,  automatic;  value  of  dept.  cqatpmeiit. 
$1,925;  value  of  bldgs.,  $1,000;  ann.  txp,  of  depc 
$76;  total  mem.,  86  volunteers;  underwritefv'  fat- 
ing,  fourth  daas. 

WATiR  Supply— Sooroe,   springs,   1 


business  center;  system,  pump  to  res.;  quality  of 
water,  good;  rea.  cap.  500,000  gals.,  loeated  %  oile 
north  of  town;  2  pumping  engines,  capu  per  day 
2;000,000  gals.,  constructor  Gordon;  maiaa»  cast 
iron,  7^  miles,  4  to  12  in.  dia.;  69  hydrants;  14 
valves;  meters,  total  number,  88,  Thomson,  Wostb- 
ington  and  Keystone,  owned  by  consnoier;  446  ser- 
vices: pipe,  lead  and  iron;  pressure,  dom.  86  lbs.. 
fire  120  lbs.;  consumption  per  day,  171,986  aals.; 
cost  to  construct,  $66,000;  cost  of  mtce,  ^669; 
works  belong  to  city. 

LEIPSIC,  pop.  1,726;  bldgs.,  brick,  stone  and 
wood,  1  and  1  stories;  wooden  roofs  not  peiuiitled. 
Fire  dept— 1  stesmer,  2  hose  carriages:  hos^  c^od. 
LOOO  ft.;  inferior,  200  ft;  total  hose,  MOO  ft.;  fire 
alarm,  bell;  value  of  dept  equipment,  PMjOQ;  valac 
of  bldgs.,  16.000;  ann.  exp.  of  dept,  $m;  total 
mem.,  20  volunteen;  underwriters  rating,  foortli 
class. 

Watxr  Supply— Source,  wells,  H  mile  froa 
business  center:  system,  punm  to  stdp.  and  direct: 
stdp.  cap.  66,000  gala.,  dim.,  18  x  26,  outerial  «uea 
in  cons,  steel,  buuden  Chicago  Bridge  ft  Iron  Cb^; 
quality  of  water,  good;  res.  cap^  uMOO  sals.;  4 
pumpmg  engines,  cap.  per  daar  760^000  gala.,  eoa- 
structon  McGowan  and  Gould;  mains,  cast  iron. 
6  milea,  4  to  10  in.  dia.;  86  hydranta,  Kennedy:  12 
valves;  meters,  total  number,  6,  owned  by  cc 
sumer;  110  services;  pressure,  dom.  46  lbs.,  fire 
to  90  lbs.;  consumption  per  day,  66»000  aak. 
to  conatruct,  $27,000;  bonded  debt,  8M,O0O;  int. 
paid  on  bonds.  8  per  cent;  ann.  cost 
$1,800;  works  belong  to  city. 

LEXINGTON,  pop.  5.8S0;  fire  are. 
Fire  dept — 2  hose  reel",  1  hose  wagon;  v^ue  of 
dept  equipment.  $2,160;  value  of  bldgs.,  $20D;  ana. 
exp.  of  dept..  $500;  total  mem.,  46  volunteers. 

watxr  Supply— Source,  deep  well,  2  pompa. 
Deane.  cap.  per  day  700,000  gals.;  62  hvdranu; 
pressure,  dom.  60  lbs.,  fire  125  lbs.;  cost  of  works. 
$60,000;  bonded  debt.  $60,000;  in.  paid  on  bonds, 
6  per  cent;  works  belong  to  city. 

LIMA.  pop.  40,000;  fire  area,  l,iB00  acres;  bldgs^ 
stone,  brick,  concrete,  iron,  and  wood,  2  to  7 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  orA  Fire  dept — ^2  steamers.  10  c 
hand  ex.,  1  h.  &  1.  truck,  2  comb,  c  &  h.  wagons. 
3  hose  wagons,  1  hose  carriage.  17  horses:  nose, 
cotton,  rubber  lined,  good,  8^00  ft;  inferior,  all 
kinds,  2,000  ft:  toUl  hose.  10.600  ft;  fire  alarm. 
Gamewell,  64  boxes;  value  of  dept,  equipment. 
$96,862;  value  of  bldgs..  $38,650;  ann.  exp.  of  depc^ 
$26,500;  total  mem.,  28,  paid  full  time. 


of 


direct;  3  res.»  cap.  7Z8,<iOO,000  gals.;  pumping  en- 

fi'ne8,  tzp.  per  day  8,000,000  gals.,  constructor 
oily;  mains,  cast  iron,  88  miles,  4  to  20  in.  dia., 
Addyston,  Dennis  Long  and  Wood:  280  hydrants, 
Hsthews;  168  valves;  meters,  total  ntunSer  170, 
Crown,  Hersey  Rotary,  Thomson,  Worthington. 
Wefltinghouse ;  4,000  services:  pipe,  lead;  preasure, 
dom.  60  lbs.,  fire  80  to  80  Ids.;  cost  to  construct, 
1480,000;  ann.  cost  of  mtce.,  128,000;  works  belong 
to  city. 

LISBON,  Columbiana  Co.,  pop.  3,390;  mer- 
cantile bldgs.,  wood,  stone  andT  brick,  2  and  8 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept.— 8  c.  hand  ex.,  1  h.  &  1.  truck,  4 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,400  ft^  fire  alarm,  bell;   value  of  dept   equip- 


meot,  18,500;   value  of  bldga.,   $700;  an.   exp.  of 
dept.   |1G0; 
[ourtn  class. 


dept.   |3fiO;    total    mem. 


bldga. 


volunteers;    rating. 


WATia  Supply— Source,  wells,  creek  ^  mile 
Erom  business  center;  system,  pump  to  stop,  and 
firect;  quality  of  water,  good;  res.  cap.  387,600 
^s.,  located  %  mile  south  of  town;  2  pumping 
uigines,  class  comp.  dup.,  sise  10  x  12  x  8,  cap. 
Kr  day  2,000,000  nis.,  constructor  Wonhington; 
nains,  cast  iron,  o  miles;  66  hydrants,  I^idlow; 
6  or  80  valves,  £ddy;  800  services;  pressure,  dom. 
00  lbs.,  fire  100  lbs.;  consumption  per  day  200,000 
rals.,  per  capita  120  gala.;  cost  to  construct,  |ni0^- 
DO;  bonded  debt,  810,000;  int.  paid  on  bonds,  6  per 
ent;  ann.  cost  of  mtce.,  16,000;  works  belong  to 
ity. 

LOCKLAND,  pop.  8,000;  fire  area,  900  acres; 
lercantile  bld^^,  brick  and  wood,  2  stories;  pri- 
ate,  wood,  2  stories;  wooden  roofs  permitted  in 
re  area;  causes  of  fires  investigated.    Fire  dept— 

h.  ft  L  truck.  2  hose  carts;  hose,  cotton,  rubber 
ned.  good,  1,500  ft.;  value  of  aept  equipnaent, 
(,000;  value  of  bldgs.,  H^OO;  total  mem.,  %  vol- 
oteers. 

Watxk  Supply— Source,  wells,  %  mile  from 
isiness  center;  tystem,  pump  to  res.  and  direct; 
dp.  cap.,  60,000  gals.;  mains,  cast  iron,  16  miles; 
'  hydrants;  meters,  total  number,  844,  Crown, 
ash  and  Empire,  owned  by  consumer;  pressure, 
»m.  100  lbs.,  fire  100  lbs.;  cost  to  construct,  170,- 
0;  works  belong  to  village. 

LOGAN,  pop.  4,200;  fire  area,  675  acres;  mer- 
utile  bldgs.,  wood  and  brick,  2  and  8  stories; 
ivate,  wood  and  brick,  2  stories:  wooden  roofs 
rmitted;  fireworks  and  combustibles  ord.;  causes 

fires  investigated.  Fire  dept— 1  steamer,  1  h. 
I.  truck,  1  hose  wagcn,  2  hose  carriages,  2  horses; 
se,  cotton,  rubber  lined,  good  1,000>  ft;  rubber, 
od  600  ft.;  total  hose,  1,500  ft;  fire  alarm,  bell 
d  telephone;  value  of  dept.  equipment,  $10,000; 
lue  of  bldgs.,  $2,000:  ann.  exp.  of  dept.,  $700; 
al  mem.,  22,  paid  full  time  1,  volunteers  21; 
derwriters*  ratms  fourth  class. 
Vatkk  Supply— Source,  wells,  1  mile  from  bus!- 
a  center;  system,  pump  direct;  quality  of  water. 
>d;  2  pumping  engines,  cap.  per  day  1,000,000 
&.,    constructor  Worthington;   mains,  cast  iron, 

miles,  4  to  12  in.  dia.:  72  hydrants;  48  valves; 
ters,  total  number  16,  Keystone,  owned  by  con- 
ler:  696  services;  pipe,  galv.  iron;  pressure, 
a.  70  lbs.,  fire  160  lbs.;  consumption  per  day. 
.,631  sals.;  cost  to  construct,  $39,781;  bonded 
t,  $50,000:  int  paid  on  bonds,  6  per  cent;  cost 
ntcc,  $3,400;  works  belong  to  village. 

DNDON,  pop.  4,000;  fite  area^  1,440  acres;  mer- 
ile  bldfl^,  brick,  8  and  4  stones;  private,  wood, 
id  3  stories;  wooden  roofs  permitted  in  fire 
;  causes  of  fires  investigated.  Fire  dept— 1 
naer,  1  h.  &  1.  truck,  2  c.  hand  ex.,  1  hose 
:>n,  1  hose  cart,  8  horses;  hose,  cotton,  rubber 
U  good,  2j£00  ft.;  inferior,  all  kinds,  400  ft; 
hose,  2,900  ft;  value  of  dept  equipment, 
0;    total   xnem.  26,  paid  full  time  4,  paid  part 

21;    rating,  fourth  class. 
liTER  SfTPFLY- Source,    wells,    ^    mile    from 
less  center;  system,  pump  to  stop,  and  direct; 

cap.  800,000  gals.,  dim.  20  x  126;  quality  of 
r,  good;  res.  cap.,  800,000  gals.;  3  pumping 
les,  cap.  per  day  3,600,000  gals.,  constructor 
Ion;    mains,  cast  iron,  12%  miles,  4  to  14  in. 

122    hydrants;  81  valves;   meters,  total  num» 


lbs.;  consumption  per  dav,  M5,uuu  gais.;  cost  to 
construct,  $116,000;  bonded  debt,  $140,000;  int  paid 
on  bonds,  4  per  cent;  cost  of  mtce.,  $7,000;  worica 
belong  to  Co. 

LORAIN,  pop.  80,000;  fire  area,  10.6  sq.  miles; 
mercantile  blags.,  bnck,  3  stories:  private,  wood,  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— ^  steamers,  16  c.  hand  ex.,  1  h.  &  1. 
truck,  2  hose  wagons,  6  comb.  c.  ft  h.  wagons;  28 
horsesj  hose,  cotton,  rubber  lined,  good.  11,200  ft. ; 
rubber,  good,  600  ft;  inferior,  all  kinds,  850  ft.; 
total  hose,  7,800  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment,  $40,460;  value  of  bldgiu, 
$36,000;  ann.  exp.  of  dept,  S9y600;  total  mem.,  96 
volunteers,  20  paid*  rating,  fourth  class. 

Water  Supply— Source,  lake,  H  mile  from  buai- 


i«,vw,vvv  gaiB.,  connrucioTS  zxqhj,  utLwuvwuvagU' 
Gordon;  mains,  iron  and  wood,  49  miles,  4  to  24 
in.  dia.;  488  hydrants;  819  valves;  meters,  total 
number  1,600,  National,  Hersey  and  Pittsburg, 
owned  by  city;  6J76  services;  pipe,  lead  and  iron; 
pressure,  dom.  00  lbs.,  fire  86  lbs.;  consumption 
per  dav  8,500^000  gals.;  cost  to  construct,  $600,000: 
bonded  debt,  $896,000;  int.  paid  on  bonds,  4  and  i 
per  cent;  cost  of  mtoe.,  $18,707;  works  belong  to 
city. 

LOUDONVILLE,  pop.  1,800;  firs  area,  166  acres; 

mercantile  bldgs.,  bnck  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  hand  engine.  1  h. 
ft  L  truck,  2  hose  carts;  hose,  cotton,  rubber  lined, 
good,  700  ft;  rubber,  good.  860  ft.;  inferior.  aJl 
kinds,  660  ft;  total  hose,  1,700  ft:  fire  alarm,  bell: 
value  of  dept.  equipment,  $86,000;  total  mem.,  80 
volunteers:  rating,  fourth  class. 

WiursR  SUPPLY—Source,  wells;  system,  pumi>  to 
res.;  res,  cap.,  270,000  gals.;  1  pumping  engine, 
constructor  Snow;  mains,  6%  mfles;  48  nydxints, 
Mathews:  meters  used:  cost  to  construct,  $SS,O0O; 
works  belong  to  Co.;  John  D.  Deyarmon,  supt. 

LOUISVILLE,  nop.  1,460;  fire  area,  700  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  ares;  combustibles  ord.;  causes  of 
files  investijcated.  Fire  dept— 1  hand  oigine,  1  h. 
ft  1.  truck,  2  hose  carts:  hose,  cotton,  rubber  lined, 
good,  1,600  ft;  fire  alarm,  bell;  value  of  dept. 
equipment,  $30,000;  ann.  exp.  of  dept,  $100;  total 
mem.,  16  volunteers;  rating,  fourth  class. 

Watsr  Supply— Source,  wells,  %  mile  from 
business  center:  system,  ptuip  to  stdp.;  stdp. 
cap.,  60,000  ^als.,  builders  Manafield  Machine 
Works;  pumpmg  endues,  cap.  per  day  1,000,000 
gals.,  constructor  Viosard;  mains,  cast  iron,  3H 
miles,  4  to  10  in.  dia.;  34  hydrants,  Ludlow;  66 
services;  pipe,  galv.  iron;  pressure,  dom.  30  to  60 
lbs.,  fire  So  to  100  lbs.;  cost  to  construct,  $18,000; 
int.  paid  on  bonds,  5  per  cent. ;  ann.  cost  of  mtce., 
$950. 

LOVELAND,  pop.  2,300;  fire  area,  460  acres; 
mercantile  bldgs.,  brick,  8  stories;  pnvate,  wood, 
1  and  2  stories:  wooden  roofs  permitted  in  fire 
area;  causes  of  fires  investigated.  Fire  dept— 1 
steamer,  1  h.  ft  1.  truck,  6  c.  hand  ex.,  1  hose 
reel;  hose,  cotton,  rubber  lined,  good.  1,650  ft; 
rubber,  good,  250  ft:  totol  hose,  1,800  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $6,000;  value 
of  bldn.,  $16,000;  ann.  exp.  of  dept,  $400;  total 
mem.,  36  volunteers;  rating,  fifth  class. 

Watsr  Supply— Source,   river  and   cisterns. 

LOWELLVILLE,  pop.  2,000;  fire  area,  600 
acres;  mercantile  bldgs.,  brick  and  wood,  2  to  8 
stories;  private,  mostly  wood,  1%  to  2  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated:  av. 
fire  loss  oer  yr.  for  3  yrs.,  $3,500;  av.  ins.  involved, 
$5,000.  Fire  dept. — ^1  c.  engine,  1  hose  carriage,  1 
Howe  hand  engine,  chem.  attached;  hose,  cotton, 
rubber  lined,  good,  1,400  ft.;  inferior,  400  tt.;  totsl 
hose,  1,800  ft.;  fire  alarm,  whistle;  value  of  dept. 
equipment,  $1,500;  value  of  bldfs.,  $1J600;  ann. 
exp.  of  dept.  $350;  totol  mem.,  26;  underwritera* 
rating,  fifth  class. 


c.  hiDd  ex.,  1  h.  ft  I.  track,  1  base  eurUeci;  boae, 

coltoD,  rubber  lined,  Eood  SCO  ftj  rubber,  n»d 
too  ft.;  toUl  boie,  1^  ft;  Rrc  alann,  bell;  kua. 
eip.  of  depl.,  W»;  total  mem..  2»  Yolunteers; 
riting,   founh  cUu*. 

Watem  SurFLy— Source.  tpringB;  tyiUm.  gn-r- 
itr.  pump  to  res.  and  direct;  sldp.  cap.  12,000  gala., 
dim.  IS  X  ai,  material  lucd  Id  cooa.  ateel;  1  pump- 
ing engine,  cliu  dup,,  cap.  per  daj  ibO.OOO  gala., 
conltructori     Lai dlaw. Dunn  Gordon ;     miiDi,     SH 

■ure,  'dom.  47  Ibi., 'fire  l«"lba.;'  conaumplio'n,"^ 
itj  K,000  Ella.,  per  capita  28  gala.;  coal  to  con- 
ttruci,   tU.WO;   ann.   coat   of   mtce.,   K,600;   work* 

McCOMB,   pop.   I,mi   mercantile  bidn..  brick 

cauiei  o{  fires  inTcstlnted;  £re  loia  for  ISOT' 
tS£.U;  ina.  for  aaine  lime,  M.OOD.  Fire  depL-l 
bind  engine.  1  h.  &  1.  truck,  1  boae  caniige; 
bose,  cotton,  rubber  lined,  ^od,  l.SOO  ft.;  fire 
alarm,  bell;  value  ol  dept,  equipmenc,  t£,H)0;  total 
mem..  vo  un  Mr,,    ra  '""   .^^^^^C    ^   ^^j^^^      ^ 


Wath  SunLiT— Sourci 


Lgine,  1  b.  &  1.  trecl 


WiLTii  SnrrLT— Source,  wella.  M  mile  fnim  bi 

good;  re*,  cap.  250,0ail  gila.,  located  on  bill;  pui 
cLasa  como.,  cap.  per  min.  460  fill.,  cooMn-^ 
Advance  Pump  Co.;  miina,  G  Riilei:  EO  b^di.^., 
meten.  total  number,  SO,  RRaburg,  ovned  bj  eitr: 
IM  vrvlcea;  pressure,  dom.  100  IBs.,  lire  7G  to  100 
lbs.;  consumption  per  day,  tO.OOO  gsU.;  coat  of 
mice,,  COOO;  works  belong  to  city. 

HADISON,  pop.  1.000;  fire  area,  IS  acres;  mer- 
cantile bldga.,  brick  and  metal  cot.,  1  la  2  alarKi; 
private  dwelliBgi,  brick  and  wood.  1  to  I  stories; 
•rooden  roofs  not  pernltted  in  fire  area;  fireworks 
and  combualiblei  ord;  cauaes  of  firea  inveatinted; 
1  hose  carriage,  14  hon»iiower  gasoline  uuThuid 
engine;  boae,  colton,  rubber  lined,  good,  S,S00  ft.; 
are  alarm,  bell;  value  of  depl.  equipment,  (2,500: 

'    c  of  dept.   bidgt.,   tnO;   tot^  mem.  U,    paid 


gal). 


nk.  GO-tt.  cleratjon 


ea,     1.000 

.  ._i.  1  to  I 

[,  brick  and  wood,  1  Moriea;  wooden 
roofi  permitted  in  Ere  area;  causes  of  firea  inves- 
tlgiled.  Fire  dept.— 2  b.  ft  1.  trucks.  2  bose  reels: 
hose,  cnltoo,  rubber  lined,  good,  l.iSO  ft.:  fire 
alarm,  bell:  value  of  dept.  equipment,  n,BO0: 
value  of  bldga.,  H.EOO;  ann.  eip.  of  dept,  UDO; 
loUl  mem.  ]g,  paid  pert  time  t,  volunteera  IS. 

WtTKB  SuFFLV— Source,  »eIlB^aratem,  pump  to 
atdp.  and  direct;  atdp.  cap..  GG.OOO  gala;  pumping 
engines,  cap.  per  day  1,000,000  gala.,  constructors 
Lddlaw-D unn -Gordon ;  mama,  lO  miles,  4  to  10 
in.  dia-,  Addyslon;  SI  bvdrinls,  Bourbon;  pres- 
■uTc.  dom.  TO  [ba.,  fire  120  lbs.:  coat  to  construct. 
nE,000;  ann.  cost  of  mice.,  n.24e.43:  works  belong 


:'r.   1  comb-    "  & 
d  ex..  1  b-  ft  t-  t 


ealigated.     tire  dept— 

ick"?hose  wag^sl'd 
r  lined,  good  6.000  ft.; 


:.  third    i 

1    9pr;pes,    1 
OOTTip   direct; 


Maltewi,  Bourbon,  Ludlow;  3M  valves,  Rciu«. 
laer,  Ludlow,  Payne;  melera,  total  number  USB. 
Unloo,  Empire,  Hersey  Disc,  Worthingtm. 
Buflilo,     Keystone,     Trident.     Lsmbcrl.      Crows. 


Ibl-V  ^'e'^iaflbi-i' c™  sum™ 
lob;  'bonded   debt,    M^OOO;   in 

MARIETTA,  pop.  18,000:  fir 
cintile  bldga-,  bHct,  1  la  4  >« 
1  stories;  wooden  roofa  pen 
fireworks  and  combustibles  ord 
vealigated;  sv.  fire  losa  per 
141,016:    av.    ina.    involved    fo 


.   per    day    1,7S7.T7( 
to  eonslrnct,  SiTS- 

\.^l>.&°  works  be- 

area.  4  raflei;  idr- 
in;   pHvaie.  wood. 

of  fire;  io^ 


for 


,    «!■ 


■^  band  ex.,  2  bov 
wagons,  4  borsca;  boae.  cotton,  rubber  lined,  good. 
3.600  fl.;  iDlfll  hose.  J.600  (t;  fire  »Urm,  electric, 
14  boHs;  value  of  drpt.  equipment.  U.OOO;  value  or 
bldga.,  tS,600:  ann.  cxp.  oldepl.,  I6.49T;  lotnl  mem. 
»,  r.id  (ull  lime;  ranV  fourth  claM. 

ol  waler,  good;  mecbanic?' filter:  res.  cap.  iW- 
000  gals.,  located  on  hill  northwest  of  city:  : 
pumping  enginea,  claaa  cent.,  cap.  per  day  g,Oo0.00i> 
gals,;  mains,  cast  iron,  2S  miles,  4  to  20  In  dii.: 
SO  hydrants;  tsa  valves;  meters,  total  number  100. 
Union  sad  Worlhingtoo;  2,S»0  senrieea;  pipe,  lead: 
pressure,   dom.    S6   Iba..   fire  Si  lbs.;    consumplioa 

El  day  2,500,000  gili.;  cost  to  construct,    n^.l4«: 
nded  debt,  t200!0(iO:  int.  paid  on  bonds,  m  per 
— -     -'  — -t,  nS.OOO;  works  belong  li 


.    pop.    X.OOO;    fire    arem.    1.300    acres; 
,-,j_     i_--L  —J    ^ooj_   J  to  S 


e.  bldgL,  ; 


,  brick  and  w 
oofs  not  nerailncd  in  Ere  v 
:au3es  of  fires  investigated. 


all  kind3^4ao  ft.. 
of  blis-.' 


value  of  dept.  equipment.  (20.000;  value  of 
tS.GOO:  uin.  exp.  of  dept,  tll.OOO:  total  in> 
paid  full  time  T,  paid  part  time  11;  ntinc, 

Wat»  SirrpLT— Source,  wetla,  S  milea  troa 
buainev  center;  ayatem,  pump  to  stdp.;  atdp,  can 
nO,OOa  gala.,  dim.  80  x  M,  material  uaed  in  cam 
ateel;  quality  of  water,  good;  *  Pumtring  ncinea, 
claM  dup.,  comp.,  cap.  per  day  1,000.000  ^la.,  eon 

IS  in.  d'ia.:  389  jiydrants;  461  valves:  mecen.'  loU 
number,  HI,  owned  by  consumer*  and  Co.;  US 
•ervice*;  pipe,  galv,,  cati  iron  and  lead;  pressure 
dom.  40  to  tS  iSa.,  fire  >0  to  UO  Iba.;  caBamaiitiai 
per  day,  S28.M8  gala. ;  works  belong  to  Co. 

FERRY,  pop.  10.000;   fire  area.  S 

tile  bldga.,  brick,  2  and   )   series 

■n^  wMwt    1  «tories;  wooden  riKpfi 

buttiblcs  ord.     Fin 


TiHges;   iiD«c.   conon,   r.. — -- 

interior,  alt  kinda,  l.OOO  ft;  fire  a 

26  boies;  value  of  dept  equipment,  »4,000;   vi'c- 
of  bldgt-,  IG.DOO;  ann.   exp.  at  dept..  tLOOO;  loiat 
mem.,lKI  volunteera;  rating,  lourtb  claaa. 
Watir  Surrti— Source,  river.  1  mile  from  bosr 

quality  of  water,  fair:  rea.  cap..  UOO.OOO  r^a.;  I 

per    day    B^W.OOO    gala.,    conatmctor*    Wortkiv 

in.     dia.;     107     hydrant".     Bourbon;     tt2     Rivev 


■,  lead;  prei 


.  doiT 


mber    I 


ire  110  lbs:  consumption,  per  day  t.SOOJOO 
ler   capita   209   gals.;   coat  to  conatni<^     *~ 
at.    pud   on   bonds,   4,  S  and   t  per 
:ost  of  mtce..  18.000;  works  belong  id  ciiv. 
MARYSVILLE.  pop-  2-fi»:  Ere  area,  l,a» 


K  lbs.. 


1.  good,  1,600  ft;  rubber.  gooA 


xBiing,  louzra   ciasB. 

Water  Supply— Source,  wells,  %  mile  from 
business  center;  tystem,  pump  direct;  quality  of 
water,  good;  2pamping  enginea,  class  comp.,  cap. 
per  day  1,600,000  gala.,  constructor  Hu^hes^  mains, 
cast  iron,  9  miles,  4  to  12  in.  dia.,  Ohio  Pipe  Co.; 
98  hydrants,  Gaskill;  67  vaWes;  meters,  total  num- 
ber, 6,  owned  by  Co.;  633  services;  pipe,  gal  v. 
iron  and  lead;  pressure,  dom.  60  lbs.,  fire  100 Ibaj 
consumption  per  day  870,000  gals.,  per  capita  100 
gals.;  cost  to  construct,  1116.000;  ann.  cost  of 
mtce..  $6,300;  worlca  belong  to  Co. 

MASSILLON,  pop.  18,000;  fire  area,  1,880  acrea; 
mercantile  bldgs.,  brick  and  stone,  2  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  steamer, 
1  band  engine,  1  comb,  c  &  h.  wagon,  1  c.  engine, 
4  c  hand  ex.,  1  h.  &  1.  truck,  6  hose  carriages.  5 
horses;  hose,  cotton,  rubber  lined,  good  600  tt; 
rubber,  good  8,000  ft;  toUl  hose,  8,600  ft.;  fire 
alarm,  Gamewell,  26  boxes;  value  of  dept.  equip- 
ment, |5,0UO;  value  of  bldga.,  $16,000;  ana.  cxp.  of 
dept,  16,000;  total  mem.,  60,  paid  full  time  6, 
volunteers  66;  rating,  fourth  class. 

Water  Supply— Source,  wells,  1  mile  from  busi- 
ness center^  svstem,  pump  to  stdp.  and  direct: 
stdp.  cap.  650,000  gals.,  dim.  26  x  160,  material  usee 
in  cons,  iron;  qualitv  of  water,  good;  res.  cap. 
25,000,000  gala.,  located  60  ft.  above  center  of  citv; 
pumping  engines,  claas  comp.,  cap.  per  day  4,600,- 
ijOO  gals.,  constructors  Blake.  Deane,  Bethlehem 
Co.;  mains,  cast  iron  29%  miles,  4  to  16  in.  dia.; 
304  hydrants;  226  valves;  meters,  total  number,  488, 
Crown,  Union,  Trident,  Hersev  Disc,  Thomson, 
Keystone  and  Lambert,  owned  Sy  Co.;  2,760  aerv- 
ices:  pipe,  galv.  iron;  pressure,  dom.  80  lbs.,  fire 
110  lbs. ;  consumption  per  day.  711,964  gals. ;  works 
belong  to  Co. 

MAUMEE,  pop.  2,300;  fire  area,  700  acres; 
bldgs.,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  no  fireworks  ord.;  fires  investi- 
gated. Fire  dept. — ^1  ffasoline  engine;  hose,  cot- 
ton, good,  1,000  ft.;  bell  alarm;  value  of  fire  dept. 
equipment,  $2,000;  ann.  exp.,  $100;  20  volunteer 
members;  rating,  fifth  class. 

Water  Supply— Source,  Maumee  Hirer,  through 
canal,  cisterns  in  business  section  of  town. 

MECHANICSBURG,  pop.  1,700:  fire  area,  600 
acres;  mercantile  bldgs.,  brick  and  concrete,  1  to 
S  stories;  private,  brick  and  wood,  2  atones;  wood- 
en roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.:  cauaes  of  firea  investigated. 
Fire  dept. — ^1  hand  engine,  1  gasoline  engine,  1  c. 
engine,  15  c.  hand  ex.,  1  h.  &  L  truck.  2  hose  carts; 
hose,  cotton,  rubber  lined,  good,  1,600  ft.:  inferior, 
all  kinds,  400  ft.;  total  hose,  1.900  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  88,600;  value  of 
bldgs.^  $900:  total  mem.  13,  paid  full  time  1,  paid 
part  time  12;  underwriters'  rating,  fourth  class. 

Water  Supply — Source,  4  cisterns;  daily  cap., 
1,900  bbls. 

MEDINA,  pop.  8,000;  fire  area,  160  acres;  bldgs., 
brick  and  wood,  2  and  8  stories;  wooden  roofs  not 
permitted;  fireworks  and  combuatibles  ord.  Fire 
dept.— 1  steamer,  1  h.  &  1.  truck,  2  hose  carriages, 
4  horses;  hose,  cotton,  rubber  lined,  good  1,100  ft.; 
rubber,  good  600  ft.;  inferior,  all  kinds,  260  ft.; 
total  hoae,  1,960  ft.;  value  of  dept.  equipment, 
$6,000;  value  of  bldgs.,  $3,600;  ann.  exp.  of  dept., 
$400;  total  mem.,  80,  psld  full  tame;  rating,  fourth 
class. 

Watbr  Supply— Source,  cisterns  and  wells,  % 
tnile  from  business  center^  system,  pump  to  stdp.: 
stdp.  cap.,  108,680  gals.,  dim.  14  x  90,  material  used 
tn.  cons,  steel,  builders  Warren  Iron  Works;  qual' 
ity  of  water,  good;  2  pumping  enginea,  size  6x24, 
aip.  per  day  19,200  gala.,  constructors  Cook,  Bum- 
^m;  mains,  cast  iron,  1%  miles,  4  to  6  in.  dia.. 
Lake  Shore  Foundry;  19  hydrants,  Eddjr;  15 
ralves,  Eddy;  meters,  total  number  20.  Empire  1, 
Elersey  Rotary  2,  Hersey  Disc  16,  Keystone  1, 
Lambert  1,  owned  by  city;  76  services;  pipe,  galv. 
ron ;  preasure.  dom.  46  lbs.,  fire  46  lbs.;  cost  to 
construct,  $26,000;  ann.  cost  of  mtce.,  $700;  works 
>e]oiii[  to  city. 


ox  nres  invesugaoea.  rire  oepu — x  sccsuacr,  x  c 
engine,  2  c  band  ex.,  1  h.  &  L  truck,  2  hose  wag- 
ons, 2  horses:  hose,  cotton,  rubber  lined,  good, 
2,000  ft;  inferior,  all  kinds,  600  ft.;  total  hose,  2,600 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment,  $8,000;  value  of  bldga.,  $2,000;  ann.  exp. 
ot  dept,  $1,800;  total  mem.  28,  paid  full  time  1, 
volunteers  17;  underwriters'  rating,  fifth  class. 

Watsb  Supply— Source,  wells.  %  mile  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  ensinea,  cap.  per  day 
2,000,000  gals.,  class  comp.  duplex,  constructors 
Laidlaw-Dunn-Gordon  Co.;  mains,  iron,  18  miles, 
4  to  14  in.  dia.;  96  hydrants;  76  valves;  94  meters. 
Trident,  Worthington,  owned  by  city;  97  services; 
pipe,  lead;  pressure^dom.  70  lbs.,  fire  120  lbs., 
cost  to  construct,  $77,000;  bonded  debt,  $80,000; 
int  paid  on  bonds,  4^  per  cent;  ann.  cost  of 
mtce.,  $2,600;  works  owned  by  city. 

MIDDLEPORT,  pop.  4,000;  fire  area  200  acres; 
bldga.,  brick  and  wood,  1,  2  and  8  atones;  wooden 
roofs  permitted;  combustibles  ord.  Fire  dept— 1 
steamer.  1  hand  engine,  2  hose  wagons;  hose,  cot- 
ton, rubber  lined,  good,  3,000  ft.;  rubber  good, 
3,000  ft;  total  hose,  6,000  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $4,000;  value  of  bldga.,  $2,000; 
ann.  exp.  of  dept,  tujO;  total  mem.  86,  paid  part 
time,  1;  volunteera,  86;  underwriters'  rating,  fourth 
claas. 

Watsr  Supply— Source,  river :  system,  pump  to 
res.  and  direct;  stdp.  cap.,  260jP00  gala.;  rea.  cap., 
260,000  gals.;  mains,  4  miles;  23  hydrants;  meters, 
total  number  882;  preasure,  dom.  107  lbs.,  fire  107 
lbs.;  consumption,  per  day  180,000  gals.,  per  capita 
60  gals.;  coat  to  construct,  $80,000;  ann.  cost  of 
mtce.,  $8,600;  works  belong  to  Co. 

MIDDLETOWN,  pop.  12,000;  fire  area,  1.700 
acrea;  mercantile  bldgs.,  brick  and  wood,  1  to  4 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted:  causes  of  fires  investigated.  Fire 
dept.— 6  c  hand  ex.,  1  aerial  truck,  8  hose  wagons. 
7  horses;  hose,  cotton,  rubber  lined,  good,  4,700 
ft.;  fire  alarm,  Gamewell,  1  box;  value  of  dept. 
equipment,  $8,000;  value  of  bldsn.,  $10,000:  ann. 
exp.  of  dept..  7,000;  total  mem.  21.  paid  full  time 
7.  paid  part  time  14;  underwriters  rating,  fourth 
class. 

Watzr  Supply- Source,  well.  1.000  ft  from  busi- 
ness center;  system,  oump  durect;  pumping  en- 
fines,  cap.  per  day  8,000,000  gala.,  constructors 
mith-Vaile,  Holly;  mains,  cast  iron,  27  miles,  4 
to  6  in.  dia.,  Addvston;  268  hydrants,  Bourbon, 
Holly;  70  valves;  260  Thomson  meters;  1,600  ser- 
vices; pipe,  lead;  pressure,  dom.  60  lbs.,  fire  160 
lbs.;  cost  to  construct,  $266,000;  int.  paid  on  bonda, 
4  per  cent;  ann.  cost  of  mtce.,  16,000;  works  be* 
long  to  city. 

MILAN,  pop.  800;  fire  area,  10  acres;  mercan- 
tile bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  8  stories;  wooden  roofs  permitted.  Fire 
dept— ^1  h.  &  1.  truck,  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good  800  ft;  inferior,  all  kinds, 
800  ft;  total  hose,  1,100  ft;  fire  alarm,  bell;  value 
of  dept.  bldgs.,  $100;  total  mem.,  6  volunteera; 
underwritera'  rating,  four  and  one-half  class. 

Watbr  Supply — Source,  springs;  system,  pump 
direct;  res.  cap.^,600,000  gals.;  pumping  engines, 
cap.  per  day  1,000,000  gals.,  constructor  Hughes; 
mains,  8^  miles,  4  to  8  In.  dia..  Lake  Shore  Foun- 
dry; 2(B  hydrants,  Mathews;  13  valves;  70  services; 
pressure,  dom.  40  lbs.,  fire  80  to  100  lbs. ;  consump- 
tion, per  day  40,000  gals.,  per  capita  6iS2-8  gals.; 
cost  to  construct,  ^,000;  ann.  cost  of  mtce., 
$2,600;  works  belong  to  town. 

MILFORD.    Fire  dept  not  reported. 

Water  Supply— Source,  8  wells,  situated  H  >&ile 
from  business  center;  system,  direct  pressure; 
stdp.  cap.,  100,000  gals.,  dim.  14  x  81,  material 
used  in  cons,  concrete  and  steel;  quality  of  water 

Sood;  1  pumping  engine,  class  dup..  constructor 
tillwell-sierce;  mains,  cast  iron,  i%  miles,  4  to 
10  in.  dia.;  40  hvdrants;  40  valves;  meters,  total 
number  4,  Buffalo  Valve  &  Meter  Co.;  170  serv- 
ices; pipe,  galv.  iron;  pressure,  dom.  96  to  100 
Ibs^  nre  140  lbs.;  consumption  per  day  60  to 
1,000  gals,   per  cap.  88  gala.;  cost  to  eonstmct. 


J 


MILFORD  CENTER,  pop.  1,000:  fire  wa,  UO 
•ere*;  meruntile  bldgi.,  brick  ind  wood,  1  and  t 
■loriei;  private,  brick  ind  wood,  I  lUriei;  wooden 
toof*  penniltid  in  fire  am:  cauiei  of  fire»  in»e«- 
linted.  Fire  dept.— 1  b.  &  L  truck,  1  boie  wiion. 
lliofe  cuTJiKe:  hoie,  cotton,  rubbei  lined,  spod, 
1,000  ft.:  fire  alarm,  lelepbonej  Tilue  of  dept 
eqnipmeni,  11,000;  value  of  bldgl.,  tUOa;  total 
mem.,   IB    ToluDteeri;    undenrrilen^    rating,    filtb 

Water  SiirrLT— Source,  iprioE,  in  buiineia  cen- 
ter; ay  at  em,  Holly;  direct  pietHue;  quality  of 
water,  KOod;  t  pumpi,  cap.  per  day  4,000,000  gal*., 
conaliuclor  McCowkn,  cUii  boniontal,  duplex; 
maim,  IK  miles,  4  to  S  in.  dla.;  M  hydnntt;  pre*- 
■ure.  dom.  ZO  Ibi.,  fire  100  lb>.;  coat  to  conitract, 
tlS.»0;  bonded  debt,  SIO.OOO;  int.  paid  on  bondi.  S 

fer  cent;  ann.  coit  of  iDtce.,  13,000;  work*  owned 
ydly. 

HILLEBSBURG,     pop.     LEOO;     fire    area,     tOO 

(crei;  mercantile  bids*.,  brick  and  atone,  1  and  1 

wooden  roof*  not  pcTciiltedj  firework*  and  com- 
bustible* ord.  Fite  depL— i  hand  engines,  *  c. 
band  ex.,  1  h.  &  1.  truck,  II  boie  carriaBea;  hoae. 
cotton,  rubber  ibed,  good.  I.EOO  ft.:  rubber,  good, 


orrian*;   bo*e,   cotton,  rubber   lined,    (ood,   UUt 
ft;  mferior,  all  kinds,  400  ft:  tool  hoas,  1.MD  ft.; 

fire  atarv.  bell;  ann.  exp.  of  dept,  tflO;  total  menL, 
TT  TOlunteeri;  andefwnters'  rating,  fittb  clas& 
Watki  SuFFLT—Source,  csoal  and  ciMena. 
MO.VROEVILLE,  pop.  1,600;  fire  area.  1  w). 
mile;  mercantile  bidgs.,  bricl^  1  and  t  atorie*;  pn- 
vite,  wood,  1  stories;  wooden  rocfa  pernittcd  ia 
&re  area;  causes  of  fire*  inrestigated.  Fire  dept— 
1  steamer,  1  h.  &  1.  truck,  2  c  hand  ex.,  4  hnac 
waeoD*;  nos^  cotton,  rubber  lined,  pKxL  IJOIt  ft; 
mDDcr,  good.  1,000  ft;  inferior,  all  kinds.  100  ft: 
total  base,  1,400  ft;  in  alarm-bell  and  vhiaile; 
I  value  ot  dept  eqaipmcnt,  S&OOO;  tbIbc  of  bIdgs.. 
I  -,»™..  ___  ^p  ^f  dept,  SaOO;  total  nn™..  i«  »nl. 
iderwritm'  rating,  fonrth 


Tg„ 


r,"'i 


-Sourc. 


of  bldgs.,  tJG,OOC 


lBO,boo"iai's.';^a  pump- 
—     —   -■--   '.600,0m 


ing  engines!  "clau  comp.,' cap.  per'daT  LfiOO.D 
gaV,  constructors  SmiCh-Vaile,  McGovan  Ci.. 
main*,  east  Iron,  4U  mliea,  3  lo  10  in.  dia.;  SI  hy- 
drant*: O  falves;  meters,  total  number.  4,  owned 
by  city;  4G0  services;  pipe,  wrought  iron  snd  lead: 
pressure,  dom-  W  to  UO  lb*.,  fire  tO  to  110  lb*.: 
consumption  per  day,  EOO.OOO  gals.;  cost  lo  con- 
■  ITUO,  128,000;  bonded  debt,  tlfOW;  cost  of  mice., 
KOOO;  woiks  belong  to  city. 


part  time;  rating,  four  and  o 


I    100   lbs.;    bydrants.    ! 


,...,   w£od   sn^  brick,  i  and   S  atorie*; 

SriTBtc,  wood,  I  stories;  wooden  roots  permitted. 
ire  dept — 4  c  hand  ex.,  t  hose  wagons,  ladders, 
etc,  2  hoie  csnHagea;  hoae.  rubber,  good  9B0  ft: 
inferior,  all  kinds,  100  ft.;  total  bose,  1X0  ft-; 
Gie  alarm,  bell;  valne  of  depl.  equipment,  {600; 
nine  of  bldgs.,  ISOO;  total  num.,   Ifl  Tolunteers; 


e,000:  snn.  eip.  of  dept,J 
PlY— Sonn 


20     feet      fn* 


and  direct:  sldp.  capTlO^wO  gals.;  mains,  6  miles; 
3S  hydrants;  pressure,  dom.  50  lbs.,  fire  SS  Ibi.: 
cooiumplion,  per  day  IfiO.OOO  gala.,  per  capita  IX 
pila.;c^  toc^natruft.  t9&,000;  ana.  UM  of  mtce. 


HONTFELIEE    pop.  S,000;  fire  arei 
■■*     hldm.,  brick  and  wood,  2   i 
nd  3  stories;   wooden   roofi 


vate.  IM  and 
r^nldS'l 


1  h.  A 
kindsT  aoo  fi.; 


,    _    ____     __..iage;    !..._ 

tood  1,200  ft;  inferior,  all  kind 
se,  l,m  ft;  fire  alarm,  bell;  vale 

equipment,  n.200:  value  of  bldgs.,  t&OO;  ann.  exp. 

of   (Tepl..    t140;    tola]    mem.,   20,    paid   part    dme; 

WiTxa  Surrtv— Source,  well.  U  mile  from 
business  center;  system,  pump  to  stop.;  stdpk  cap^ 
93.000  gals.,  dim.  li  x  UO,  looted  u  power  bouse. 
laterial  u*ed  in  cons,  soil  builder*  Tippdt  ft 
^ood;  quality  of  water,  gfiod;  3  pumping  entiBe*, 


Wood! 

1.200,000" '^I's.,'  const 


Worthington; 


g*]i.,  constructors  ^mith-Vailc,  Worthinaton; 
mains,  cast  iron,  3  miles,  4  to  8  in.  dia.,  Xakg 
Shore;  29  hydrants.  Mathews;  IS  valves;  1S3  ser- 
vice*; presiuTc,  dom.  66  lbs.,  fire  Tt  lbs.:  cost  to 
conitniet.  nS.tiOD;  ann.  cost  of  tntce,  tTSO;  works 

MINGO  JUNCTION,  pop,  S.BOO;  fire  *i 

i)r[vat(.'*o™d'!  a'slorics;' wooden  roofs  pc 
fitewarks  and  combustibles  ord.    Fire  dept 

[tT^''*la™.'ba°l:   "ilS^   o"Md^.\fei 


dom.  4T  lbs.,  lire  SO  to  100  lbs.;  consumption  per 
day  300,000  aals..  per  capita  203  galg.;  cost  lo  eoa- 
struet,  t44,00O;  bonded  debt.  113.000;  int  paid  «■ 
bonds,  4  per  cent;  work*  belong  to  city. 

MOKBOW,  pop.  1,000.     Fire  dest— 1  slewoer.  1 
h.   &  I.   truck;  1,000  ft  bose:   loluntcer*:   rating. 


I,  pop.  1,100;  fire  area,  GOO  acre*; 
.  brick  and  stone,  2  and  1  atoria: 
id  brick,  1  and  t  atoriea;  voodea 

itted;  fireworks  and  combutiblet 
—3  ladders  snd  1  doien  bockeO, 
1  h.  Si  1.  track,  S  hose  carriagrs; 
rubber  lined,  good,  1,800  It:  fire 
ralue  of  dept.  equipment,  {4.500; 
(2.000;  ann.  exp.    of  dept,   tSO- 


dept. 


W*T 


four 


.  pump  » 


'    Ildp.;  Sldp.  op.  60,000  gall., 

builders   Chicago   Bridge   S    Iron    Co.;    qualltf^ 

I    water,  iroadi  rei.  cao.  00,000  gala.,  localnl  as  l«> 

,        -   ,--    ,-  -engines,  cap.  per  day  7MM 

I  I  e^f'-  ---    *■' 


a  SUFP 


;    178 


rial   I 


d  in  cons,  of  stdp. 
system,  sand  and  gia 
>.  cap,.  760,000  ga!a. 
day  1,000,000  gala.,  c. 
15.  16  milei,  i  >'  '-■ 


;uctor  "  Vorthing- 

li),'  Hersey   'Disc  10.    Pitta^ 
'ertirghouse  10.  owned  by  Co.;  00  ser. 


ct.  360,000;  . 

e  dept—: 


mbcT    K.  ,  Buffalo, 
fire  ^8?%  106\ 


cistecna  and  'wdb;  «f» 


tioD  per  day.  600.000  rail. 
10:  int.  paid  on  bflnfa,  B 
..  (4.000;   works   belong  1< 


r.  STERLING,  pop.  LBOO;  I 


imbuitibla   ojd. 


ao  volunteers;  rating,  tourth  class. 

Water  Supply— Source,  wells,  4  squares  from 
business  center;  system,  i^ump  to  res.;  res.  ttp,, 
8,600  bbls.;  2  pumping  engines,  cap.  per  day  l,Wi,' 
000  gals.;  oiains,  8  miles,  4  to  8  in.  dia.;  28  hy- 
drants; 40  services;  pressure,  dom.  00  to  70  lbs., 
fire  90  to  100  lbs.;  cost  to  construct,  $15,000;  int. 
paid  on  bonds,  6  per  cent. 

MT.  VERNON,  pop.  7,600;  fire  area,  1,280  acres; 
mercantile  bldgs.,  bndc,  1  to  6  stones;  private, 
brick  and  wood,  8  stories;  wooden  roofs  not  per- 
mitted in  fire  area:  combustibles  ord.;  causes  of 
fires  investigated,  rire  dept~l  b.  &  L  truck,  2  c 
hand  ex.,  2  hose  wagons.  5  horses;  hose,  cotton, 
rubber  fined,  good.  8,000  ft;  fire  alarm,  tele- 
phone, 18  boxes;  value  of  dept  equipment,  $6,000; 
value  of  bldgs.,  $5,000;  ann.  exp.  of  dept.  $6,000; 
total  mem.  6,  paid  full  time;  underwriters  rating, 
fourth   class. 

Water  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  stop.;  stdp.  cap. 
4,600,000  gals.,  material  used  in  cons,  iron,  builders 
Buckeye  Bridge  Co.;  quality  of  water,  good;  2 
pumping  engines,  class  comp.,  cap.  per  day  3^000,- 

000  gals.,  constructors  McGowan;  mains,  cast  iron. 
25  miles,  4  to  12  in.  dia.;  127  hydrants;  1,600  ser- 
vices; pipe,  galv.  and  wrotM^t  iron;  pressure,  dom. 
90  to  100  IdSm  fire  90  to  100  lbs. ;  consumption  per 
day,  1,600,000  gals.;  cost  to  construct,  $166,200; 
cost  of  mtce.,  $12,000;  works  belong  to  city. 

MURRAY,  pop.  1,800;  bldgs..  brick  and  wood. 
Fire  dept— 2  c.  engines.  1  h.  a  1.  truck,  2  hose 
carriages;  hose,  1,000  it;  fire  alarm,  bell  and 
whistle;  underwriters'  rating,  four  and  one-half 
class. 

Water  Supply— Source,  4  wells;  system,  pump- 
ing; 1  storage  tank,  cap.  100,000  gals.;  pressure, 
120  lbs.;  18  hydrants. 

NAPOLEON,  pop.  4,000;  fire  area,  760  acres; 
mercantile  bldsa.,  brick,  1  to  8  stones;  private, 
brick  and  wooo,  1  to  8  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworla  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
steamer,  1  h.  &  1.  truck,  4  c.  hand  ex.,  1  hose 
wagon,  1  hose  carriage;  hose,  cotton,  rubber  lined. 

food,  2.800  ft;  inferior,  all  kinds,  700  ft;  total 
ose,  8,600  ft;  fire  alarm,  beU  and  whistle;  value 
of  dept  equipment,  15^000;  value  of  bldgs.,  $7,000; 
ann.  exp.  of  dept,  $496;  total  mem.,  26  volunteers; 
underwriters'  ratincr,  fourth  class. 

Water  Supply— source,  river,  %  mile  from 
business  center;  system,  6ump  to  stdp.;  stdp.  cap. 
992,000  gals.,  dim.  20  x  120,  located  at  station,  mate- 
rial used  in  cons,  steel,  builders  Mansfield  Ma- 
chine Works;  quality  of  water,  good;  2  pumping 
engines,  class  vertical  dup.,  cap.  per  day  2,000,000 
gals.,  constructors  Smith- Vaile;  mains,  cast  iron, 
11  miles, 4  to  14  in.  dia.;  101  hydrants, Crane.  Eddy; 
89  valves,  Crane,  Eddy;  meters,  total  numoer  lie, 
Hersey  Disc  21,  Keystone  79,  Lambert  2,  owned  by 
consumer;  496  services;  nipe.  lead  and  galv.  «ron; 
pressure,  dom.  46  lbs.,  nre  120  lbs.;  consumption, 
per  day  2SQ,000  gals.,  per  capita  06  gals.;  cost  to 
construct,  $108,000;  bonded  debt,  $87,000;  int  paid 
on  bonds,  6  per  cent.;  ann:  cost  of  mtce.,  $14,000; 
works  belong  to  city. 

NAVARRE*  pop.  1.000  bldgs.,  brick  and  wood,  2 
stories;  wooden  roofs  permitted.  Fire  dept— 2 
band  engines,  1  c.  engine,  2  c.  ex.,  1  h.  &  L  truck, 

1  hose  carriage;  hose,  rubber,  good  1,000  ft;  infe- 
rior 200  ft;  total  hose,  1,200  ft.;  fire  alarm,  bell; 
▼alne  of  dept  equipment,  $1,000;  value  of  bldgs., 
$2,600;  total  mem.,  40;  rating,  fifth  class. 

Water  Supply— Not  reported. 

NELSONVILLE.  pop.  6,421;  fire  area,  2,600 
acres;  bldgs.,  brick  and  wood,  2  and  8  stones; 
-wooden  roofs  not  permitted;  nreworks  and  com- 
bustibles ord.  Fire  dept—  2  c.  hand  ex.,  1  hose 
wagon;  hose,  cotton,  rubber  lined,  good  000  ft; 
inferior,  all  kinds,  1,400  ft;  toUl  hose,  2,000  ft; 
lire  alarm,  whistle  and  bell;  value  of  dept  equip- 
ment. $8,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of 
dept,  $106:  total  mem.,  7,  paid  full  time  1,  paid 
part  time  6;  underwriters'  rating,  fourth  class. 

Water  Supply— Source,  well,  1  mile  from  busi- 
oess  center;  system,  pump  to  res.  and  direct;  res. 


drants,  Michigan;  meters,  total  number  18; 
services;  pipe,  galv.  iron;  pressure,  dom.  110  lbs., 
fire  160  lbs.;  cost  to  construct,  $77,237;  int  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $090;  works 
belong  to  city. 

NEVADA,  pop.  L200;  fire  area,  800  acres;  mer- 
cantile bld^s.,  brick  and  wood,  1  to  2  stories; 
private,  brick  and  wood,  1  to  3  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  In- 
vestigated; av.  fire  loss  per  yr.  for  8  vrs.,  $26. 
Fire  dept.— 2  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
carriage;  hose,  rubber,  good,  700  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  $1,600;  value  ot 
dept  bldgs.,  $2,600;  volunteers. 

Water  SuppLV-Source,  private  wells  and  town 
cisterns. 

NEWARK,  pop.  26,169;  fire  area,  3,200  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  8  yrs.,  $9,118,72;  a  v.  ins.  for  same  time,  $211,- 
772.  Fire  dept. — 1  steamer,  3  comp.  c.  &  h. 
wagons,  1  comb.  h.  &  1.  truck  ana  c.  engine, 
3  c.  engines,  1  hose  reel,  8  c.  hand  ex.;  10  horses; 
hose,  cotton,  rubber  lined,  good,  6,600  ft.;  fire 
alarm,  Gamewell,  83  boxes;  value  of  dept  equip- 
ment, $27,000;  value  of  bldgs.,  $26,000;  ann.  exp. 
of  dept.,  $20,000;  total  mem.,  22,  paid  full  time; 
underwriters'  rating,  third  class. 

Water  Supply— Source,  river,  2  miles  from  bus. 
iness  center;  system,  pump  direct;  quality  of 
water,  good;  res.  cap.  3,600,000  gals.,  located  263  ft. 
above  city  grade;  2  pumping  engines,  class  comp. 
dup.,  size  16  x  36  cap.  per  dajr  10,000,000  gals.,  con- 
structor. Piatt;  mains,  cast  iron,  21  miles,  6  to 
10  in.  dia.:  462  hydrants,  Bourbon-Mathews;  624 
valves.  Eddy,  Rensselaer;  meters,  total  numb«\ 
900,  various,  owned  by  consumer  and  Co.;  2,608 
services;  pipe,  galv.  iron;  pressure,  dom.  90  lbs., 
fire  150  lbs. ;  consumption  per  day  2,150,000  gals., 
per  capita  71  gals.;  cost  to  construct,  $385,000; 
bonded  debt,  086,000;  int  paid  on  bonds,  5  per 
cent;  works  belong  to  city. 

NEW  BREMEN,  pop,  1,600;  fire  area,  600  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  IH  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 2 
hand  engines,  4  c.  hand  ex.,  1  h.  &  1.  truck,  3  hose 
carriages:  hose,  cotton,  rubber  lined,  good,  2,360 
ft;  inferior,  all  kinds,  860  ft;  toUl  hose,  2,700  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, $3.0iD0;  value  of  bldgs.,  $6,000;  ann.  exp.  of 
dept.,  $1^;  total  mem..  100  volunteers;  under- 
writers' rating,  fourth  class. 

Water  Supply— Source,  artesian  wells  in  busi- 
ness center:  system,  pump  to  stdp.  and  direct: 
stdp.  cap,  40,000  gals.,  dim.  18  x  17  ft,  material 
used  in  cons,  sheet  steel;  quality  of  water,  good; 
res.  cap.,  260,000  gals.;  2  pumps,  cap.  per  day 
600,000  gals.,  constructor  Brooks;  mains,  cast  iron, 
5  miles,  4  to  8  in.  dia.;  40  hydrants;  meters,  total 
number  72,  Bourbon  Copper  &  Brass  Works  Co., 
owned  by  citv;  170  services;  pipe,  galv.  iron;  pres- 
sure, dom.  48  lbs.,  fire  120  Ins.;  consumption  per 
dav,  44jl32gals.;  cost  to  construct,  $30,000;  bonded 
debt,  $28,000;  int.  paid  on  bonds,  5  per  cent;  ann. 
rost  of  mtce..  814iiA*  works  belong  to  Co. 

NEW  CARLISLE,  pop.  996.  Fire  dept-1 
steamer,  1  h.  &  1.  truck;  1,200  ft  hose;  paid  full 
time  1,  paid  part  time  21;  tmderwriters  rating, 
fifth  class. 

Water  Supply— Source,  wells  and  24  cisterns. 

NEWCOMERSTOWN,  pop.  2,668;  fire  area,  400 
acres;  mercantile  bld^s.,  onclc  and  wood,  2  stories; 
private,  wood,  2  stones:  wooden  roofs  not  permit- 
ted; fireworks  and  combustibles  ord.  Fire  dept— 1 
hand  and  c.  engine,  1  h.  &  1.  truck,  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  1.200  ft; 
rubber,  good  600  it;  total  hose,  1,700  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, $1,700;  total  mem.,  60,  paid  part  time  1, 
volunteers  49;  underwriters'  ratmg,  fourth  class. 

Water  Supply— System,  gravity,  pump  to  res.; 
res.  cap.  2,600,000  gals.;  2  pumping  stations,  con- 
structor   Gordon;    mains,    7    miles;    66   hydrants. 
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Eddpr;  170  serrices;  preisure,  dom.  106  Ibt.,  fire 
120  lbs.;  cost  to  construct,  $76,000;  worki  belong 
to  Co. 

NEW  HOLLAND,  pop  1,000;  fire  area,  500 
acres;  mercantile  bldgs.,  brick,  1  to  2  stories;  pri- 
vate, wood,  1  to  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  lossper  jr, 
for  3  vrs.,  $1,000;  a  v.  ins.  involved,  1600.  Pure 
dept.— 2  comb.  c.  &  h.  wagons,  1  h.  &  L  truck^ 
1  hose  wagon ;  hose,  rubber,  good,  200  ft. ;  value  of 
equipment,  $1,000;  volunteers,  20. 

NEW  LEXINGTON,  pop.  2.600;  fire  area,  200 
acres;  mercantile  bldgs.,  stone,  wood  and  brick. 
1  to  8  stones:  private,  stone,  wood  and  brick,  2 
stories;  wooden  roofs  permitted;  causes  of  fires 
investigated.  Fire  dept.— 1  c.  engine,  1  hand  en* 
gine,  15  c.  hand  ex.,  1  h.  &  L  truck,  1  hose  reel; 
nose,  cotton,  rubber  lined,  good,  2,000  ft.;  fire 
alarm,  bell;  total  mem.,  40  roiunteers;  underwrit- 
ers' rating,  fifth  class. 

Watbk  Supply— Source,  10  large  cistema  and 
springs. 

NEW  LONDON,  pop.  1,500;  mercantile  bld^s., 
brick  and  wood,  2  stories;  private,  wood,  2  stones; 
wooden  roofs  permitted;  no  fireworks  ord.  Fire 
dept.— 1  c.  engine,  1  hand  engine,  1  hose  carriage; 
hose,  rubber,  good  500  ft.;  mferior,  850  ft.;  total 
hose,  850  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  ^,000;  value  of  bldgs.,  $8,000;  ann. 
exp  of  dept.,  $125;  total  mem.  12  paid  part  time; 
underwriters'  rating  fifth  class. 

Watee  Supply— 3  cisterns. 

NEW  PARIS,  pop.  UOO;  fire  area,  800  acres; 
mercantile  bldgs.,  mostly  wood,  2  to  8  stories; 
private,  wood,  1  to  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.  Fire  dept— 4  c.  hand  ex^  1  h.  &  L  truck; 
value  of  dept.  equipment,  $8S»;  value  of  dept 
bldgs.,  UOO;  total  mem.  16. 

WATER  Supply— Not  reported. 

NEW  PHILADELPHIA,  pop.  7,000;  fire  area, 
1,000  acres;  mercantile  bldgs.,  brick  and  atone,  2 
and  8  stories;  private,  wood,  1J4  and  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord. ;  causes  of  fires  investigated.  Fire  dept— 
4  c.  hand  ex.,  2  h.  &  1.  trucks,  8  hose  carriaKcs; 
hose,  cotton,  rubber  lined,  good  8,100  ft:  rubber, 
good  8,000  ft;  inferior,  all  kinds,  100  ft:  total 
nose,  6,200  ft;  fire  alarm,  bell;  value  ci  dept 
equipment  $8,067;  value  of  bldgs.,  $8,000;  ann. 
exp.  of  dept,  $1,500;  total  mem.,  70  volunteers; 
underwriters'  rating,  fourth  class. 

Watbs  Supply— Source,  wells  and  river;  system, 
pump  to  res.;  res.  cap.^  2,000,000  gals.,  located  1 
mile  from  city;  2  pumpmg  engines,  cap.  per  day 
4.600,000  gals.,  constructor  Gordon ;  mains,  12  miles, 
6  to  12  in.  dia.;  120  hydrants;  GO  valves,  Ludlow; 
meters,  total  number  20,  Crown  18,  Elersey  Ro- 
tary 2.  owned  by  citv  and  consumer;  pressure, 
dom.  loo  ibs.,  fire  100  lbs;  cost  to  construct,  $100,- 
000;  works  belong  to  Co. 

NEW  RICHMOND,  poi>.  8,000:  fire  area,  760 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  8 
•tories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 2  hana 
engines,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1.000  ft.:  mferior,  all  kinds,  600  ft; 
total  hose.  1,500  ft;  fire  alarm,  bell;  ann.  exp.  ot 
dept,  $335;  total  mem.,  20  volunteers;  underwrit- 
ers' rating,   fourth  class. 

Water  Supply — Source,  river  and  cisterns;  sys- 
tem, gravity  and  pump  to  res.;  res.  cap.,  750,000 
gals.;  mains,  6  miles,  4  to  10  in.  dia.;  GO  hydrants. 
Wood;  pressure,  fire  80  lbs. 

NEW  STRAITSVILLE.  pop.  8.000;  fire  area. 
1,000  acres;  mercantile  bldgs.,  orick  and  wood,  1 
to  3  stories;  private,  brick  and  wood,  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 2  hand  engines.  20  c.  hand  ex.,  2  hose 
wagons;  hose,  cotton,  ruober  lined,  good,  1,500 
ft;  fire  alarm,  bell;  value  of  dept  equipment, 
$4,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of  dept, 
$125;  total  mem.,  12  volunteers;  underwriters*  rat* 
ing,  fifth  class. 


NEWTON  FALLS,  pop.  1.000;  fire  area.  GOO 
acres  J  mercantile  bldgs.,  wood  and  brick.  2  stories; 
private,  wood.  2  stones;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  hand  engine,  1  h.  &  L 
truck,  2  hose  carriages;  hose,  cotton  rubber  lined, 
good,  1,000  ft:  fire  alarm,  bell;  value  of  dept 
equipment,  $2,000;  value  of  bldss.,  $5,000;  ann. 
exp.  of  dept,  $150;  total  mem.,  12  volunteers. 

Watxr  Supply— Source,  river,  cisterns  and  well. 

NILES,  pop.  8,000;  fire  srea,  1,000  acres;  mercan- 
tile bldffs.,  onck  and  wood,  1  to  8  stories;  private. 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  causes  of  fires  investigated.  Fire  dept— 1 
comb.  c.  &  h.  wagon,  2  c.  hand  ex.,  1  hose  wagon, 
1  hose  reel,  2  horses;  hose,  cotton,  rubber  lined, 
good,  1,200  ft;  inferior,  all  kinds.  600  ft.;  total 
nose,  1,700  ft;  fire  alarm,  bell  and  whistle;  vmine 
of  dept  equipment,  $2,500;  value  of  bldgs^  18,000; 
ann.  exp.  of  dept,  $1,200;  total  mem.,  11  Tolnn- 
te«;rs;  rating,  fourth  class. 

Watsr  Supply— Source,  wells,  8  blocks  from 
business  center;  system,  pump  to  res.  and  direct; 
res.  cap..  600,000  gals.;  pumpmg  engines,  cap.  per 
day  1,250,000  gals.,  constructor  Hughes;  mains, 
iron,  16  miles,  4  to  14  in.  dia..  Lake  Shore;  102 
hydrants,  Cincinnati  Brass  Co.,  Eddy;  20  valves: 
meters,  total  number  16,  Thomson;  7W  services; 
pipe,  lead;  pressure,  fire  ^7%  lbs.;  cost  to  con- 
struct $75,000;  int  paid  on  bonds.  €  per  cent; 
ann.  cost  of  mtoe..  $1,600;  works  belong  to  city. 

NORTH  AMHERST,  pop.  2.200;  fire  area  WO 
acres;  mercantile  bldgs.,  brick  and  stone,  2  stories; 
private,  wood,  IVi  stories;  wooden  roofs  permitted; 
fireworks  ord.  Fire  dept— 1  steamer,  1  hand  en- 
gine. 1  h.  &  L  truck,  2  hose  carts;  hose,  rubber. 
good,  2,600  ft.;  fire  alarm,  bell;  ann.  exp.  of  depc. 
$800;  total  mem.,  30  volunteers,  paid  for  service; 
marshal  and  chief  empowered  to  compel  service 
at  fires;   underwriters'  rating,   fifth  class. 

Watrr  Supply — Source,  springs,  2  cisterns;  sys- 
tem, gravity;  13  res.,  daily  cap.  100.000  gala.;  pipe, 
\i  mile,  4  m.  dia.;  ann.  exp.  $160. 


NORTH  BALTIMORE,  pop.  3,600;  fire  area.  HO 
acres;  mercantile  bldgs..  brick  and  wood.  1  to  2 
stories;  private,  brick  and  wood.  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  aad  cooh 
bustibles  ord.;  causes  of  fires  investigated;  av.  fire 
loss  per  yr.,  for  8  yeara,  $6,468;  av.  ins.  involved 
for  same  time,  $38,6iSSb  rire  dept— 1  aerial  track, 
4  c   hand  ex.,  1  h.  ft  L  truck,  1  hose  wacon,  2 


hose  carriages;  hose,  cotton,  rubber  lined,  aood, 
2.800  ft;  inferwr,  all  kmds,  700  ft;  total  hose. 
8,000  ft;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment.  $8,786:  value  of  bldgs.,  $6,000;  ann. 
ex^.  of  oept,  $247;  total  mem.,  27  vokmteers; 
rating,  fourth  class. 

Watrr  Supply— Source,  wells;  system,  ptnnp  to 
stdi>.;  stdp.  cap.  166,400  gals.,  dim.  16  x  lit;  ti- 
tration system.  New  York,  cap.  of  plant  2,OiM,000 
gals.;  quality  of  water,  good;  2  pumping  engines. 
cap.  per  da^  2,000,000  gals.,  constructor  Gordon; 
mains,  8  miles,  4  to  U  in.  dia..  So.  Pittaborg; 
40  hydrants,  Bourbon;  pressure,  aom.  60  lba.«  fite 
60  Im.;  cost  to  construct,  $60,000;  works  beloikg  to 
Co. 


NORTH  LEWISBURG,  po^  1,000;  fire 
600  acres;  mercantile  bldgs.,  brick  and  wood,  2  to 
8  stories;  private,  brick  and  wood,  1  to  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord. ;  causes  of  fires  investigated ;  av.  fire  loss 
per  yr.  for  2  yrs.,  $2,000  av.  ins.  for  same  tine. 
$1{500.  Fire  dept— 1  steam  engine,  1  c  hand  ex^ 
2  nose  carriages;  hose,  cotton,  rubber  lined,  good, 
800  ft.;  total  hose,  860  ft;  value  of  dept  equip- 
ment, $2,600;  value  of  dept  bldgs.,  $600;  ann. 
of  dept.,  $100;  total  mem.,  22  volunteers. 

Water  Supply— Not  reported. 

NORWALK,  pop.  7^00:  fire  area,  1.600  m^^. 
mercantile  bldgs.,  orick,  2  to  6  stories;  private 
wood  and  brick.  1  to  8  stories;  wooden  roo^  per- 
mitted; fireworks  and  combustibles  onL;  causes 
of  fires  investigated.  I^re  dept— 6  c  hand  ex.« 
1  h.  &  1.  truck,  1  hose  wagon,  1  hose  carriage, 
5  horses;  hose,  cotton,  rubber  lined,  good,  2,600lt.; 
inferior,  all  kinds,  1,600  ft.;  total  hose.  4,000  ft; 
fire  alarm,  whistle  and  bell;  value  of  dept  equip' 
ment,  $6,000;  value  of  bldgs..  ^000;  ann.  exA. 
of  dept.,  $6,000;  total  mem..  18,  paid  full  tiaell 
paid  part  time  16;  rating,  fourth  class. 


ap..  (Mi.uuu  sais.;  quaticy  ox  waicr,  gooa^  xvs.  (»p.» 
10.000,000  gals.;  2  pumping  engines,  cap.  per  day 
,500,000  gala.,  constructors  Worthington,  Snider 
t  Hushes:  mains,  cast  iron,  28  miles,  4  to  16  in. 
la.;  159  nydrants;  98  valves;  meters,  total  num- 
ler  50;  1,300  services;  pipe,  galv.  iron  and  lead; 
•ressure,  dom.  45  lbs.,  fire  100  lbs.;  consumption 
•er  day,  2,000.000  gals.;  cost  to  construct,  |27b,000; 
•onded  debt,  $118,750;  int.  paid  on  bonds,  6  per 
ent;  cost  of  mtce.,  15,600;  works  belong  to  city. 

NORWOOD,  pop.  20,000;  fire  area,  700  acres; 
lercantile  bldgs.,  brick,  2  to  8  stories;  private, 
rick  and  wood,  1  to  8  stories;  wooden  roofs  per- 
litted:  fire  loss  for  1908,  $13,475;  ins.  for  same 
me,  $58,600;  combustibles  ord. ;  causes  of  fires  in- 
estigatcd.  Fire  dept.— 1  steamer,  2  hose  wagons, 
c.  engine,  4  c.  hand  ex.  1  h.  &  1.  truck,  6  horses; 
ose,  cotton,  rubber  lined,  good,  1,200  ft. ;  good,  500 
.;  total  hose,  1,700  ft.;  fire  alarm,  bell,  whistle,  80 
oxes;  value  of  dept.  equipment,  $7,000 ;  value  of 
Idgs.,  $4,000;  ann.  exp.  of  dept.,  $800;  total  mem., 
i,  paid  full  time;  rating,  fourth  class. 
VVATEE  Supply— Artesian  wells;  204  hydrants. 

OAK  HARBOR,  pop.  1,700;  fire  area,  640  acres; 
ercantile  bldgs.,  brick  and  wood,  2  and  3  stones; 
*ivate,  brick  and  wood.  2  stories;  wooden  roofs 
:nnitted  in  fire  area;  nreworks  and  combustibles 
■d.  Fire  dept.— 1  steamer,  1  hand  engine,  3  c, 
iginc,  4  c.  hand  ex.,  1  h.  &  1.  truck.  3  hose  wag- 
is;  total  hose,  1,500  ft.;  fire  alarm  bell;  value  of 
;pt.  equipment,  $5,000;  value  of  bldgs.,  110,000; 
ital  mem.,  25  volunteers;  rating,  fifth  class. 
Water  Supply— Source,  wells,  river,  cisterns. 

O BERLIN,  pop.  5,000;  fire  area,  2,600  acres; 
ercantile  bldffs.,  brick,  2  and  3  stories;  private, 
ood,  1  and  2  stories;  wooden  roofs  permitted: 
'eworka  and  combustibles  ord.  Fire  dept.— 1 
•mb.  c.  &  h.  wagon,  1  h.  &  1.  truck.  1  fire  patrol 
agon,  2  hose  wagons.  2  horses;  nose,  cotton, 
ibber  lined,  good,  1,200  ft;  rubber,  good,  l^GOO 
:  total  hose  2,700  ft.;  ann.  exp.  of  dept,  $1,200; 
tal  mem.  24,  paid  full  time  1,  volunteers  26; 
iderwriters'  ratrng^  fourth  class. 
Water  Supply— Source,  river,  6  miles  from 
siness  center;  system,  pump  to  stdp.;  stdp.  cap. 
000  gals.,  dim.  18  x  35,  material  used  in  cons. 
:el  and  stone,  builders  Variety  Iron  Works;  qual- 


of  water,  good;  res.  cap.  66,000,000  gals.,  located 


drants;  69  valves;  meters,  total  number  744, 
own  273,  Union  392,  Hersey  Rotary  3,  Trident 
Worthington  9,  Bee  4,  Columbia  4,  Pittsburg 
Lambert  11,  owned  by  city;  984  services;  pipe, 
;d  and  galv.  iron;  pressure,  dom.  80  lbs.,  fire  75 
I.;  consumption  per  day.  193,000  gals.;  cost  to 
nstruct.  $121,158.20;  bonded  debt.  $41,000;  int. 
id  on  Donds,  3.8  per  cent;  cost  of  mtce.,  $6,674; 
•rks  belong  to  town. 

)HIO  CITY,  Van  Wert  Co.,  pop.  1,000;  mer- 
itile     bldgs.,     brick,  2     stories;     private    wood, 

0  2  stories;  wooden  roofs  not  permitted  in  fire 
a ;  av.  fire  loss  per  yr.  for  3  yrs.,  $100 :  av.  ins. 

same  time,  $600.  Fire  dept.— 1  hand  engine, 
lorses;  hose,  cotton,  rubber  lined,  good,  1,100 
;  fire  alarm,  bell;  value  of  dept  equipment, 
r75;  value  ot  bldgs.,  $2,000;  total  mem.,  40  vol- 
leers. 

)RRVILLE.  pop.  3,000;  fire  area,  300  acres;  mer- 
tile  bldgs.,  brick  and  wood,  1  to  8  stories;  pri- 
e,  brick  and  wood,  2  stories;  wooden  roofs  per- 
ted  in  fire  area;  combustibles  ord.;  causes  of 
s  investigated.  Fire  dept— 1  steamer,  2  c. 
rines,  6  c.  hand  ex.,  1  h.  &  1.  truck,  3  hose  car- 
ies; hose,  cotton,  rubber  lined,  good,  8,000  ft; 

alarm,  bell;  value  of  dept  equipment,  $4,600; 
I.  exp.  of  dept.  $300;  total  mem.,  58  volunteers; 
ing,  fourth  class. 

/ater  Supply— Source,  wells,  1  mile  from  bum- 
s  center;  system,  pump  direct;  pumping  en- 
es,  cap.  per  day  1,500,000  gals.,  constructor 
rdon;  mains,   cast  iron,  VA  miles,  4  to  10  in. 

Lake  Shore;  45  hydrants,  Mathews;  88  valves; 
'services;    pipe,  galv.  iron;  pressure,  dom.  66 

fire   100   lbs.;  cost  to  conatruct,  $25,000;  int 

1  on  bonds,  6  per  cent;  ann.  cost  of  mice., 
50;  works  belong  to  vfllage. 


liuac,     w-utiuii,     I  uuucJi     iiiicu,     nwu,    a,vvv    i». 

Water  Supply— Source,  wells,  %  mile  from  busi- 
ness center;  system,  pump  to  stop.;  stdp.  dim.  10  x 
126,  material  used  in  cons,  iron;  quality  of  water, 
good;  2  pumping  engines,  constructors  Laidlaw- 
Dunn-Gordon;  mains,  8  miles,  8  in.  dia.;  32  hy- 
drants; meters,  total  number  25;  220  services; 
pipe,  galv.  iron;  pressure,  dom.  60  lbs.;  consump- 
tion per  day,  40,000  gals.;  cost  to  construct,  $8,- 
000;  int.  paid  on  bonds,  6  per  cent;  works  belong 
to  village. 

OTTAWA,  pop.  2,822;  fire  area,  458  acres;  mer- 
cantile bldgs.,  orick,  2  and  3  stories;  private,  wood 
and  brick,  1  and  2  stories;  wooden  roofs  oermitted 
in  fire  area;  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 2  steamers,  1  c  engine,  1 
water  tower,  4  c.  hand  ex.,  1  h.  &  1.  truck,  3  hose 
carriages,    8    horses:    hose,   cotton,    rubber   lined, 

f^ood,  1,200  ft;  rubber,  good,  600  ft;  toUl  hose, 
,700  ft ;  fire  alarm,  bell  and  whistle ;  value  of  dept 
equipment,  $7,000;  value  of  bldgs.,  $4,000;  ann.  exp. 
ox  dept.,  $800;  total  mem.,  60  volunteers;  rating, 
fourth  class. 

Water  SuppLy-~-Souroe,  wells,  %  mile  from  bust* 
ness  center;  system,  pump  direct,  stdp.  cap.  80,000 
gals.,  dim.  20  x  86^  material  used  in  cons,  steel: 
quali^  of  water,  good;  res.  cap.,  100,000  gals.;  2 
pumping  engines,  cap.  per  day  76,000  gals.^  con* 
structor  McGowan;  mains,  cast  iron,  5%  nules,  4 
to  10  in.  dia.;  62  hydnnts;  40  valves;  meters  total 
number,  12,  Fittsburg,  owned  by  consumer;  87  ser- 
vices; pipe,  lead;  pressure,  dom.  60  lbs.,  fire  120 
lbs.;  consumption  per  day.  70,000  gals.;  cost  to 
construct,  $48,000;  bonded  debt,  $119,480;  int  paid 
on  bonds,  4^  per  cent;  cost  of  mtce.,  $2,700;  works 
belong  to  city. 

OXFORD,  pop.  2,200;  fire  area,  640  acres;  mer> 
cantile  bldgs.,  brick,  stone  and  iron,  2  and  3  sto- 
ries; private,  wood  and  brick,  1  and  8  storie^ 
wooden  roofs  permitted.  Fire  dept— 1  steamer. 
1  hand  engine,  10  c.  hand  ex.,  1  h.  &  1.  truck^ 
hose  carriages.  2  horses;  hose,  good,  2,000 
ft.;  fire  alarm,  bell,  2  boxes;  value  of  dept  equip- 
ment, $8,000;  value  of  bldgs.,  $10,000;  ann.  exp.  of 
dept.,  $1,000;  total  mem.  Zl  volunteers;  rating, 
fourth  class. 

Water  Supply— Source,  4  wells,  1  mile;  system, 
pump  direct;  filtration  system,  sand;  qual- 
ity of  water,  good ;  2  pumping  engines,  class  comp. 
dup.,  cap.  per  day  1,600,000  gals.,  constructors 
Smith- Vaile:  mains,  cast  iron,  8  miles,  4  to  10 
in.  dia.;  56  hydrants,  Bourbon;  meters,  total  num* 
her,  16,  Wordiington;  826  services;  pipe,  lead  and 
iron;  pressure,  dom.  60  lbs.,  fire  90  lbs.;  con- 
sumption, per  day  90,700  gals.,  per  capita  45  ffals.; 
cost  to  construct  $42,000;  bonded  debt  $40,000; 
int  paid  on  bonds,  4  per  cent;  works  belong  to 
city. 

PAINESVILLE,  pop.  9,000;  fire  area,  1,600 
acres;  mercantile  bldgs.,  brick,  1  to  4  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ora.;  causes 
of  fires  investigated;  fire  loss  for  1  year,  $6,492; 
ins.  involved,  $187,060.  Fire  dept— 1  steamer.  2  c. 
engines,  1  comb.  c.  &  h.  wagon,  4  c.  hand  ex.,  1 
b.  ft  1.  truck,  1  hose  wagon.  8  hose  carriages,  6 
horses;  hose,  cotton,  rubber  lined,  good,  3,000  ft; 
inferior,  all  kinds,  1.000  ft;  toUl  hose,  4,000  ft; 
fire  alarm,  bell  and  'phones;  value  of  dept.  equip- 
ment, 811.000;  value  of  bldgs.,  $10,000:  total  mem. 
26,  paid  full  time  2,  paid  part  time  10,  volunteers 
13. 

Water  Supply— Source,  lake,  4  miles  from  busi- 
ness center;  aystem,  pump  to  stdp.  and  direct; 
stdp.  cap.  200,000  gals.,  dim.  20  x  76,  material  used 
in  cons,  boiler  iron;  filtration  system,  sand;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
3,000,000  gals.;  constructor,  Knowles;  mains,  cast 
iron,  23%  miles,  4  to  14  in.  dia.;  126  hydrants;  162 


day,  1.600,000  gals.:  cost  to  construct,  $175,000; 
cost  of  mtce.,  $18,500;  works  belong  to  city;  rat- 
ing, fourth  class. 

PATASKALA,  pop.  675.  Fire  dept.— 1  h.  en- 
gine, 1  c  ex.,  1  h.  &  1.  truck;  800  ft.  hose;  paid 
1,  volunteers  00;  fire  alarm,  bell:  rating,  fifth  class. 

Water  Supply— Wells  and  cisterns. 


1  firei   invcttisMed.     Fire  dept.- 


■  i  hp« 


III  i 


i;   hou,  canon,  good,  l.( 
.    200   fl.;    total    hoif,    1.: 


&  L 

1.000 

_.    ...    _.    ,    1.200 

,_;  fire  kUrm.  whiitle:  value  of  dcpt.  equipment, 
».DCa:    vslue    of    bldg*.,    ^4,000:    Idlal    mem.    30. 

Vatis  SurrLi— Souree,    velli, ,  f '  blocki ,  from 

water,  good;  rei.  cap.,  'lOO,000  aali.;  pumping  en- 
gine!,   claat    comp.,   cap.    per   dar    1.600,000   gala-! 


coDaumpdon  per  6xj,  70,001}  (il).;  coat  to  eon- 
ttnut.  (M,DK>i  bonded  debt,  tn,00O;  Int.  paid  on 
bonda,  e  per  cent;  c«t  of  mtce.,  tl,n0;  worka  be' 


inTcitlgated. 


it  1.  truck,  1  beae  cairiage;  hoac, 
ined,  good  400  fC;  rabber,  arood  ew 
kindi,  ICO  (t.i  loUi  hoM,  liOO  ft.; 

aiue  of  bldgt.,  £sO;  ann.   exp.    of 


PEMBERVILLE,  pop.  1,600:  bldga.,  wood.  Fire 
dept. — 1  band  engine,  1  c  engine,  1  h.  &  L  ttock, 
4  band  ex.,  1  noae  carriage*;  hoae,  1,000  ftj  tn 
alarm,  bell;  total  mem.,  10  volnateera;  rating, 
fifth  cW. 

Watii  SUFTLV-Source,  ciitemi,  gnvity  and 
river  1  preiaure.  SO  Iba. 

PERRYSBURG.  pop.  1.800;  fire  area.  640  acres; 
mercantile  bldga.,  brick,  t  itorie*:  private,  wood, 
t  •toriee;  wooden  roofs  pemltted;  fireworkt  and 

Fire  depl.— 1  hand'engine.  I  c  band  ex.,  1  b.  A  1. 
tnicic.  1  bote  carriage;  hoae,  cotton,  rubber  lined, 
good  1,000  ft;  Gie  alarm,  bell;  value  of  depL 
— ! •.!«.  — ....    ^j  bidgi.,  tSOO;  ann.  tip. 


fifth  clau. 


M;  vail 


m.,  te  totunteeri; 
W*T»  SurFLT— Source,   welli  and   eiitemi. 
PEBBYSVILLE.   pop.   TOO.     Fire   dept-MO  ft. 
boie;  rating,  414  cltiaa, 
Wat»  SurrLT— Sooree,  wclla,  EOO  ft.  from  bnal- 

en^ne,°e'p.  per  di7"l.OOo'*bbl^,  'c'oMtraMofWif 
tlam*;  maini,  iron,  1 1«  m[I«,  t  in.  dia.;  n  by- 
dranti;  S  valve^:  meten.  toUl  number,  K,  owned 
br  coniomer;  75  servicei:  pipe,  galv,  iron;  prea- 
surcdom.  and  fire,  70  to  BOlha.;  coat  to  eonitmct, 
|S,Oab;  bonded  debt,  te,000; 


^,    * 


of   r 

IN,  pop.  ezG. 
1    ft    hoie;    ' 

InrFLT— Soar 


;    worka  belt 


PL.AIN  CITY,   pop.   1.431;   fin 


Bra  &n>,  C 
lark*;   pn-va 


'  "'^    '"  .'.   1^  and  i  atoriea;    woexttn    nwft  six 

reworks   and  conumatililea    ord.     For 

igine^  4  c  hand  ex.,  1  h.   A  L  trwk. 

I  '  .:.  'gc*;  nose,  cotton,  rubber  lined,  rood 

l.'Hii   U..   :   'ibet,  good  LDOO  ft;  tal*l  b<MC  iM 

It  .    lire    ..LifSi,    bell;    value    of   dept    cauiaaesi. 

ti:»)i)-.    v.ily  of  bldga..  C,600;  ann.   ent.   o(  dept, 

II'X'i;  iiii-g    ;T'r;m.,  10  volnnteeri;  ncing,  tomtb  elan. 

U-TEB  .sr  i-fLv— Source,     Weill.    H     mile     fm 

busiae^ii  4:4:uier;  irttem,  pump  direct;   1   pnmpitt 

engines,  daai  comp.  dup,,  liie  11  x  U   x  IS,  cap. 

per    day     2.000,000    gala.,    conitnictar     HcGowin; 

maim,  out  iron,  6H  mile*.  4  to  10  in.   dia.,  Obu 

Pipe    Co.;    Sa    bydrauM,    Bourbon;     mcterm,    total 

number  4,  Trident  1;  Hencr  Botair  t,  ovned  bj 

canaumer:  100  aervicea;  pipe,  lead;  nicasmc.  dov. 

46    Iba.,    fire    130   Iba.;    coat    to    coaatrtKt,    MO.ODO^ 

int^paid  on  bondi,  S  per  cent;  ann.  ctwt  of  otu, 

njOO;  work*  belong  to  city. 

PLEASANT  CITY.  pop.  1,00(;  fire  area,  » 
acret;  mercantile  bldga.,  brick  and  wocxl,  I  to  J 
■lone*;  private,  brick  and  wood,  1  to  1  itoiiei; 
wooden  roofs  permitted  in  fire  area ;  firework*  and 
combuitiblea  aid.:  cauaea  of  ISrea  inveitinled;  av. 
fire  lota  per  ji.  for  J  jrr*.,  BOO;  Fire  dept— I  c. 
enginea,  0  c.  hand  ex..  S  ho.e  carriana,  S  lad- 
ders: hoae.  cotton,  rubber  lined,  Bood!  IMt  ft: 
inferior,  lOO  ft. ;  total  faOM.  1,100  it;  fire  alana. 
bell;    value    of   dept    eqaiptaent,   tUw;    t    tdIhs' 


PLYMOUTH,  pop.  I,]H;  bldg*..  brick,  t  atoria; 
..j„... J    t .^.. J 'a  permilled; 

o^T«»  ft: 


;  wooden  roofa  □ 
rd.     Fire  dL, 
luied.  good,  1, 


Wath  Snrptr — Soun 
buaineaa  center:  avatem. 
a,Oaa  gaU.,  matetul  u« 
Chicago    Bridge    *    Trn 


-ella,     %    t 


d  in  cooa.  tteel,  iniildn* 
I  Co.;  quality  of  waicr. 
1,  eonatmctor  McGowan; 
B  In.  die.;  It  lirdrast$. 
'~'    ~ietera,  tola)   Dambcr. 


™,*^mirc', 

_jrnr;  valve*.   Hi 

preaaure.  dom.  TG  tb*.;  coat  to  coostruct, 
bonded  debt,  t3S,000:  int  paid  on  bonds, 
cent;  work*  belong  to  dtjr. 

POMEROY,  pop.  1,000:  fire  area.  1,900 
mercantile  bidg*.,  brick  and  wooiL  1  and  S 
private,  brick  and  wood,  1  and  I  •totic*: 
toofa  permitted;  firewoit*  and  coabanilil 
Fire  deet— I  steamer,  1  e.  cngiiK,  t  c.  ha 
1  h.  &  L  truck.  2  hoae  wagooa,  4  ' 
!,   cotton,    robber   lined,    good 


ctntile  bldgs.,  i 


:,    brick 
litted    il 
of  firei 


brick,  1 


0  C  stories; 


™f; 

for  !j. 

t29,m. 

1  aerial  truck. 


'wcJoS« 


i,4SS;  av.  ina.  involved  for  aame  time, 
dept-S   (leamera,    1    h.   1  1.   truck, 

uuiio;  uinE,  i^uiiuii,  lubbcr  lined,  good,  4,Cul  ft; 
rubber,  good.  »00  ft.;  interior,  all  kinds.  2.400  ft.; 
total  hoae,  (3W  ft;  fin    "  ~  ..   —  . 

value  of  debt  eouipmi 
S».G00;  anP  -"  -f  H 
paid  full  til 


Wat«»  Sllr»LT— Sou 


m/M:  val 
.  120,000;  H 
d  daia. 


lUl  a 


water,  fair;  t  pumping  enginea.  d.^, 
too  gal*.,  conttnictora  Flander,  Gordi 


'peV^w'^'sOO,. 


PORT  CLINTON,  pop.  1,000;  fir«  area,  it 
blockaj  mercantile  bldgt..  brick  aiid  wood,  1  and 
S  stonea:  private,  wood,  1  nniiea;  wuudeu  roofa 
ocrmitted.  Fire  dept-^  ateamer,  1  hand  c^ne. 
1  b.  &  L  tmctc,  1  boae  carriagea;  hoae,  mbbo, 
good  1,800  ft;  fire  alanu,  bell;  nine  of  deft 
equipment  K-OiX);  valoe  of  bldg*.,  tt.BOO;  aiut.  cib. 
of  dept,  KOO:  total  mem.,  MTpaid  inn  tiv  L 
volunleera  18;  rating,  foanb  cUaa. 

Wat»  SupfLT— Source,  lake,  \  mile  fn»  tos- 

ot  water,  good;  "  pumpinc  enginea,  claaa  caav-. 
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cap.  per  day  2,000,000  gals.,  conttructon  Laidlaw- 
Dunn-Gordon;  mains,  cast  iron,  9^  miles,  6  to  14 
in.  dia.;  07  hydrants;  40  valves;  800  services;  pipe, 
iron;  pressure,  dom.  00  lbs.,  fire  116  lbs.;  consump- 
tion per  day.  600,000  gala. :  cost  to  construct,  $48,' 
000;  bonded  debt,  $42,000:  bit.  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  |6400;  works  belong  to  city. 

PORTSMOUTH,    pop.    26,000;    fire   area,   2^000 
acres;  mercantile   oldgs.,  stone,   wood  and  bnck. 

1  to  6  stories;  private,  stone^  brick  and  wood,  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combtistiblea  onL;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  3  yrs..  190,000.    Fire  dept— 

2  steamers,  6  c  engines,  1  n.  &  L  truck,  6  nose 
carriages,  12  horses;  hose,  cotton,  rubbed  lined, 
good,  4,000  ft.:  inferior,  all  kinds,  2,000  ft.;  leather, 
1,000  ft;  total  hose,  7,000  ft.;  fire  alarm.  Game- 
well,  83  boxes;  value  of  dept  equipment,  126,000; 
value  of  bldgs.,  $30,000;  ann.  exp.  of  dept.,  $20,* 
237.80;  total  mem.  IB,  paid  full  time  14;  under- 
writers* rating,  third  class. 

Watix  Suffly— Source,  river;  system,  ppm^ 
direct;  8  pumping  engines,  cap.  per  day  8,OOO.O0>0 
gals.,  constructor  Gordon;  mains,  cast  iron.  31 
miles,  4  to  16  in.  dia^  20O  hydrants.  Holly.  Bour- 
bon; 100  valves;  4,600  services;  pipe,  lead;  pres- 
sure, dom.  00  lbs.,  fire  100  Ibsj  consumption,  per 
day  2,500,000  sals.,  per  capita  125jnls. ;  cost  to  con- 
struct, $4aO,0iOO:  bonded  debt,  $178,000;  ann.  cost 
of  mtce.,  $11,000;  works  belong  to  city. 

PROSPECT,  pop.  1,000.  Fire  dept.-<l  h.  engine, 
1  c.  enffine.  In.  &  1.  truck;  hose.  2,200  ft.;  volun- 
teers; &e  alarm,  bell;  rating,  fiftin  class. 

Watu  Sufflt— Source,  wells;  pumping  engines, 
Rumsey;  hand  pumps. 

QUINCY,  pOD.  800:  fire  area,  40  acres;  mercan- 
tile bldgs..  brioc  ana  wood,  1  to  2  stories;  pri- 
vate, wood  and  brick,  1  to  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 1 
hand  engine,  1  c.  hand  ex..  In.  &  1.  truck,  1  hose 
wagon,  1  hose  carriage:  hose,  cotton,  rubber 
lined,  good,  700  ft;  ruboer,  good,  100  ft;  total 
hose,  800  ft;  fire  alarm,  bell:  value  of  dept  equip- 
ment, $1,600;  total  mem.,  80  volunteers. 

SIUAKER  CITY,  pop.  1,200;  fire  area,  1  so. 
e;  mercantile  bldg^s.,  wood  and  stone,  1  to  3 
stories;  private,  all  lands,  1  to  3  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord. :  causes  of  fires  investigated ;  av.  fire  loss  per 
yr.  tor  8  yrs.,  $200;  av.  ins  for  same  time,  $200. 
r  ire  dept— 2  c.  engines,  1  h.  &  1.  truck,  1  hose 
wagron,  1  hose  carriage,  1  horse;  fire  alarm,  bells; 
▼alue  of  dept  equipment,  $600;  value  of  bldgs., 
$200;  total  mem.,  00. 
WATKa  Supply— Source,  creek  and  wells. 

RAVENNA,    pop.    6,000;    fire    area,    970   acres; 

mercantile  bld^s.,  brick,  2  and  3  stories;  private, 

wood,     2    stories;    wooden    roofs    not    permitted: 

causes  of  fires  investigated.    Fire  dept— 4  c.  hand 

ex.,     1     h.    &    1.    truck^    1    hose    reel,    4    horses; 

hose,    cotton,  rubber  hned.    good,   2,600   ft;    fire 

alarm,  telephone;  value  of  dept  equipment,  $7,000; 

▼alue    of  bldgs.,   $3,000;  ann.  exp.  of  dept,  $800; 

total  mem.  16,  paid 'part  time;  rating,  fourth  class. 

Watks  Supply— Source,    lake    and    wells,    1V& 

miles  from  business  center;  system,  pump  direct; 

time;    Adam  Heirles,  chief;   underwriters    rating, 

pumpinfiT  engines,  cap.  per  day  6,000,000  g^ls.,  con- 

atructor  Knowles;  mains,  19  miles,  4  to  16  in.  dia^ 

LbJcc  Sbore,  Addyston;  110  hydrants,  Ludlow;  134 

valves:  meters,  total  number  13.  Thomson.  Worth- 

hxgton,    Buffalo;   1,186  services;  pipe,  gal  v.   iron; 

pressure,  dom.  46  lbs.,  fire  100  lbs.;  consumption, 

^r   day   760,000  gals.,  per  capita  79  gals.;  cost  to 

construct,  ^44,726.26;  int   paid  on  bonds,  6  per 

sent;    asm.  cost  of  mtce.,  ^,000;  works  belong  to 

towm. 

R£A.I>ING,  pop.  3,600;  fire  area.  640  acres; 
>1dgrs>»  atone,  brick  and  wood,  1  and  2  stories; 
ivooden  roofs  permitted.  Fire  dept— 1  h.  &  1. 
rucky  2  liose  carriages;  hose,  cotton,  rubber  lined. 
rood,  l»O00  ft;  interior,  all  kinds,  400  ft.;  total 
lose,  1,400  ft.;  fire  slarnv.  bell  and  whistle;  value 
•f  dept.  equipment,  $1,000;  underwriters*  rating, 
rst   class. 

'W'atkk  Supply— Source,  wells,  %  mile  from  busi- 
ess  center;  system,  pump  to  res.  and  direct; 
jaiity  o£  water,  good;  res.  cap.  1,000,000  gals.,  lo- 


cated on  hill  near  city;  3  pumping  engines,  class 
dup..  cap.  per  day  2,000,000  gals.,  constructors 
Laidlaw-Dunn-Gordon ;   mains,  cast  iron,  9  miles, 

3  to  10  in.  dia.;  66  hydrants:  66  valves;  meters, 
total  number  176,  Crown  6,  Empire  138,  Hersey 
KoUrv  29,  Lambert  1,  Cinti  1,  Worthington  1, 
owned  by  consumer;  279  services;  pipe,  lead  and 
galv.  iron;  pressure,  dom.  85  lbs.,  nre  100  lbs.; 
consumption  per  day,  300,000  gals. ;  cost  to  con- 
struct, $30,000;  bonded  debt,  $^,000;  int.  paid  on 
bonds,  6  per  cent;  cost  of  mtce.,  $3,447;  works 
belong  to  city. 

RICHWOOD,  pop.  1.640;  fire  area,  66  acrea; 
mercantile  bld^,  brick,  1  to  3  stories;  private, 
wood,  IH  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  steamer,  7  c.  hand 
ex.,  1  n.  &  L  truck,  2  hose  carts;  nose,  cotton, 
rubber  lined,  good  700  ft;  rubber,  good  600  ft; 
inferior,  all  kmds,  700  ft:  total  hose,  1,900  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  ^000; 
value  of  bldgs.,  $10,000;  total  mem.,  86  volunteers; 
rating,  fifth  class. 

Watbe  Supply- Source,    wells. 

RIPLEY,  Brown  Co.,  pop.  3,450;  mercan- 
tile bldgs..  brick,  2  stories;  private,  brick  and 
wood,  26  tt  biffh:  wooden  roofs  permitted  in  fire 
area;  causes  of  fires  investigated.  Fire  dept— 1 
steamer,  1  h.  &  L  truck,  6  c.  hand  ex.,  3  hose 
carriages*  hose,  cotton,  rubber  lined,  good,  1,200 
ft;  inferior,  all  kinds,  800  ft;  total  hose,  1,600  ft; 
fire  alarm,  bell;  value  of  bldgs.,  $3,000;  ann.  exp. 
of  dept.  $2,500:  total  mem.  26,  paid  part  time; 
rating,  fourth  class. 

Water  Supply— Source,  river,  wells,  1^  miles 
from  business  center;  system,  gravity,  pump  to 
res.;  quality  of  water,  good;  res.  cap.  600,000  gals., 
located  north  of  city;  pumping  engines,  cap.  per 
day  600,000  gals.,  constructors  Hall  Steam  Pump 
Co.;  mains,  cast  iron,  7  miles,  4  to  10  in.  dia.;  a 
hydrants;  89  valves;  meters,  total  number,  108, 
Crown  2.  Buffalo  90,  Pittsburg  6,  owned  by  con- 
sumer; 800  services*  pipe,  galv.  iron  and  lead; 
pressure,  dom.  126  lbs.,  fire  146  lbs.;  consumption 

Kr  day,  200,000  gals. ;  cost  to  construct,  $26,000; 
nded  debt  $1&0^  >nt.  paid  on  bonds,  6  per  cent; 
cost  of  mtce.,  $2,000;  works  belong  to  city. 

ROCKFORD,  pop.  1,600;  mercantile  bldgs.. 
wood,  1%  and  2  stones;  private,  wood,  1^  stories; 
wooden  roofs  permitted;  no  fireworks  ana  combus- 
tibles ord.;  causes  of  fires  investigated.  Fire 
dept— 1  hand  en^ne,  8  c  hand  ex.,  1  h.  ft  1. 
truck,  4  hose  carnages;  hose,  cotton,  rubber  lined, 

f:ood,  800  ft;  inferior,  all  kinds,  400  ft;  total  hose, 
,200  ft;  fire  alarm  bell;  value  of  dept.  equipment. 
$800;  value  of  bldgs..  $1,000;  total  mem.,  35  vol- 
unteers; rating,  fourth  class. 

Watbr  Supply- Source,  wells,  ^  mile  from 
business  center;  system,  pump  to  res.  and  stdp.: 
stdp.  cap.  82,890  gals.,  dim.  12  x  96,  material  used 
in  cons,  iron;  quahtv  of  water,  good;  res.  cap. 
36,000  gals.,  located  in  business  center;  pumping 
en^nes,  cap.  per  day  90^000  gals.,  constructors 
Laidlaw-Dunn-Gordon:  mains,   cast  iron    8  miles, 

4  to  8  in.  dia.;  23  hydrants;  15  valves;  66  services: 

{>ipe,  galv.  iron;  pressure,  dom.  46  lbs.,  fire  160 
bs.;  consumption  per  day,  48,000  gals.;  cost  to 
construct,  $21,000;  bonded  debt  $8,000;  int  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $1,000;  works 
belong  to  city. 

ROCKY  RIVER.    Fire  dept  not  reported. 

Water  Supply— Source,  river,  in  business  cen- 
ter: stdp.  can.  182  000  snls.,  dim.  16  x  100,  ma- 
terial used  in  cons,  steel;  quality  of  water,  good; 
res.  cap.  132,000  gals.;  filtration  system,  Roberts; 
2  pumping  engines,  class  comp.  dup.,  cap  per  day 
226,000,000  gals.,  constructors  Kocky  River  Water, 
Light  &  Power  Co.;  mains,  iron,  8  miles;  10  hy- 
drants; pipe,  lead;  pressure,  dom.  and  fire,  48  to 
86  lbs.;  works  belong  to  Co. 

ROSEVILLE,  Muskingum  Co.,  pop.  1,800; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  comb, 
gasoline  and  hand  engine,  2  hand  engines,  18  c. 
hand  ex.,  3  ladders,  2  hose  reels;  hose,  cotton, 
rubber  lined,  good,  1,800  ft.;  fire  alarm,  electric, 
20  boxes;  value  of  dept  equipment,  $3,200;  value 
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busineu  center;  intern,  pump  to  itdp.;  itdp. 
cap.  318,000  gall.,  dmi.  36  i  85,  nutcrid  uied  m 
corn,  neel,  builderi  Tippett  ft  Wood;  quilitj 
of  water.  iDod;  lei.  cap..  BOO.DOO  gili.;  S  pump- 
ing enginei,  cl»si  comp.  dup.,  cap,  per  A»j  !.- 
000,000  gale.,  eonairucion  Blake  &  Deane;  mams, 
oiil  iron,  -it  milei.  1  to  12  in-  dia.;  £!0  hydriniL 
Coffin,  Ludtow;  IGi  Tilvea,  Coffin,  Vincent;  me- 
nr..  iiital  numlier  127,  Crown  73.  Empire  1,  Her- 
>ey  Routv  I,  Heraey  Diic  1,  BuSalo  i,  Keritone 
tH.  Niih  G.  Wcalinghouse  4,  owned  bj  Co.;  1,6£Z 
scrvicei;  pipe,  galT.  iron;  ptesauic,  doRi.  60  Ibi., 
fire  160  Ibl. ;   eoniumplion,   per  day  flOO.OOO   gals.. 


SALINEVILLE,  pop.  8,000;  fire 
mercantile  bldgs,.  brick  and  wood, 
private,  brick  and  wood,  i  itoriei 
pennitled  in  fire  area;  brevorki  i 


exp,    ol    depl 
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HuBbtt:   mi toi,    ■    unm,  <  w 
Shore;  H  hydranti,   Ludlow;   p 


ip.,  1G,DOO  gall.;  I 
F    1.000,000    gal),, 

.,   Ludlow;   , ,    

o  140  Ibi,;  COM  to  CODllnict.  145.000; 
ann.  coat  ol  mtce..  U.SOO;  works  belong  to  cily. 
SANDUSKY,  pop,  aO,OZl;  Ere  area,  4,a0  acrea; 
mercantile  bldaa.,  alone  and  brick,  4  atoriei; 
private,  wood,  i  atoriea;  wooden  roofa  not  per- 
mitted: fireworks  and  combuitlblea  ord.  Fiit 
dept.— t  sleameri,  S  c  hand  ex.,  1  b.  ft  L  tmclo 
1  aetiil  truck,  4  faoae  wagons,  1  boae  carriaeel,  IE 
horaesj  boie.  cotton,  rubber  lined,  good  IJUCI  fL; 
linen,  good  600  ft.;  tool  boae,  TJOO  It.:  Bre  alam, 
Gamewell,  40  boxea;  value  ol  dept.  equipment, 
tW,5D0;  value  of  bldn.,  MO.OOO;  total  mem.,  X, 
paid  full  lime  12,   paid  part  dme  23;  rating,  tbird 

Watu  SnrrLT— Source,  lake.  %  mile  from  bnti- 
neas  center;  svaten,  pump  to  aldp.  and  direct; 
Itdp.  e>p.  tUMO  gal*-,  dim.  UE  x  B,  located  at 
station,  material  nied  in  eons,  troo;  t  pumping 
eDginea,  clasa  dnp„  cap,  per  dar  lT,600,0iaO  gala., 
eonitrneton  Wortfalngton,  Hollj:  mains,  cast  Iron, 
46  miles.  S  to  30  in.^ia.;  M4  brdrinta,  Mathewi; 
ITT  valves;  meten,  total  nunber  1JI0D,  Crown  4t, 
Union  106,  Empire  16,  Heraey  Rotarv  »,  Heraejr 
Disc  m,  Tbomioo  41,  Wortbington  10,  Columbia 
11,  Kevstone  T8.  Lambert  E,  Nash  1  Westing- 
house  I,  owned  by  city  and  cooiumer;  S,»0  aer- 
vicci;  pipe,  lead  and  iron;  preaaure,  dom.  BO  Ibi., 
fire  110  Ibi. ^^conaumption,  per  day  4,S87,ernla., 
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^6.000  gall.,  located  c 
ngine,  cap.  per  dar  »,™«- 
^mith-Vaile;    maina,    cast 

.„  „.    .    ..  .  in.   dia.;  40  hydrviti;  H 

Falvea;  meters,  lota]  number,  14,  Crown,  Piitabnrg, 
iwned  by  conaumer:  ISO  lervicei;  pipe.  galv.  iroa 
md  lead;  preasme,  dom.  100  Iba.,  fire  100 Iba,;  coi- 
lumption  per  day,  131,898  gals.;  coat  to  constiurt. 
64.600;  bonded  dd>t.  ttO,OCO;  int.  paid  on  bonds,  i 
ler  cent;   cost  ol  mtce.,  tlJXI;  worka  belong  u 


SEBRING,  pop,  2.200;  i 
and  wood,  S  and  S  atones.   ,.....«.,. 

worLi  and  combuitiblei  ord.:  cauaea 
veitigated.  Fire  dept— 1  hand  eogine, 
14  c  band  ex.,  1  b.  &  L  Irucic,  2  hos 
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bldgs-. 


of  dept.,  tlSO;  total   i 


LV— Source,  welti;  lyitcin,  pami 


Itdp.    oap.    160,000  gala.; 
piesiure  90  Ib- 
5UELBY,  pop.  t, 


I  hydnnta;    fire 


orick,   1  stories:    private,   wood.   1 

stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.    Fire  dept.— 1  ileamei,  6  c  hand 

riages;  lioae,  cotton, 'rubber  lined,  good,  1.000  tt,; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, 17,000;  value  of  bldga..  KSM;  ann.  exp.  of 
dept,  rOO:  lolal  mem.  04,  paid  full  Hat  «,  vol- 
nnteeis  40:  rating,  fourth  class. 

WATia  SoTFLT-Source,  weUs,  U  mile  frvm 
bualneaa  center;  avstem,  pump  to  atdp.,  ami  di- 
rect; Btdp.  dim.  l4  X  144,  located  at  station,  bk- 
terial  used  in  cons,  steel,  builders  Chicago  Bridge 
&  Iron  Co.;  quality  ol  water,  good;  1  pniaiBing 
engines,  claas  comp.  dup.,  size  10  x  lSh(  x  U  x 
13,    coniiructor    HcGowan;    mains,    cast    icon,    li 

ire'lSo  Ibj,:  con 
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irea  invcstinted.  Fire  dept— I  hanj  engine.  I 
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'— Soorce,  wells,  in  baaineaa  ccn- 
np  to  re*.;  rea.  cap  40,U)0  gala.; 
pumping  engines,  cap.  per  day  40.000  galL.  coik- 
stnictors  Gordon,  Hitler;  maba,  iron,  t  railca. 
4  to  S  in.  dia.,  Addyilon;  9  hydrants,  Bonrboo: 
meiera,  loial  nnmber  80,  Bee:  V  serncet:  pipe. 
ksIt.  Iron:  pressure,  dom.  80  Iba.,  fire  go  Iba.; 
cou   to   construct,   ft,»r     '   "         ''  ■       -       i 
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t4  boxes;  wlue  of  dept  equipment,  |4J500j  value 
of  bides.,  13  600:  ann.  exp.  of  dept,  $8,826;  total 
mem.  6,  paid  full  time  6,  paid  part  time  1;  rating, 
fourth  class. 

Wa'tbr  Supply— Source,  wells  and  river  in  case 
of  fire,  H  mile  from  business  center;  system,  pump 
to  stdp.  and  direct;  stdp.  cap.,  800,000  gals.,  dim. 
25x85,  located  on  hill,  material  used  in  cons. 
steel;  1  Ingersoll-Rand  air  compressor;  qualitv  of 
water,  good;  2  pumping  engines,  class  comjp.  dup., 
oep.  per  day^  8,000,000  gals.,  constructor  Gordon: 
mains,  cast  iron,  18%  miles,  4  to  18  in.  dia.:  118 
hydrants,  Bourbon,  Mathews;  76  valves,  Bourix>n; 


oen  z,  x^asn  i,  owned  Dv  city;  l,wo  services;  pipe, 
lead;  pressure,  dom.  80  lbs.,  fire  125  lbs.;  con- 
sumption, per  day  800,000  gals.,  per  capita  108 
ffsls.;  cost  to  construct,  8100,000  bonded  debt,  $40,- 
000;  int.  paid  on  bonds.  6  per  cent;  ann.  cost  of 
mtce.,  19,000;  works  belong  to  city. 

SOMERSET,  pop.  U24:  fire  area,  BOO  acrea; 
mercantile  bldgs.,  brick,  stone  and  wood,  8  stories; 
wooden  roofs  permitted.  Fire  dept.— 1  hand  en- 
gine, 1  h.  &  1.  truck,  1  hose  wagon,  8  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good  1,000  ft; 
inferior,  all  kinds,  100  ft:  toUl  hose,  1,100  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  IMOO; 
value  of  bldgs.,  81,600;  ann.  exp.  of  dept,  llfiO; 
total  mem.,  fi)  volunteers;  rating,  fifth  class. 

Watxr  Supply— Source,  16  cisterns;  cf).  160  to 
600  lbs. 

SPENCERVILXE,  pop.  2,000;  mercantile  bldgs.. 
brick  and  wood,  2  stories;  private,  brick  and 
frame,  1%  and  2  stories:  wooden  roots  permitted; 
fireworks  and  combnstiDlcs  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  steamer.  1  hand  en- 
gine, 3  c.  hand  ex.,  2  hose  carriages:  hose,  cot- 
ton, rubber  lined,  good  1.800  ft.;  inferior,  all 
kinds,  800  ft.:  total  hose,  8,000  ft;  fire  alarm,  bell; 
total  mem^  40  volunteers;  rating,  fifth  dass. 

Water  Supply— Source,  wells  and  cisterns. 

SPRINGFIELD,  pop.  60,000,  fire  area,  6.700 
acres;  mercantile  bldgs..  brick  and  atone,  2  to  6 
stories;  private,  stone,  brick  and  wood,  8  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated:  av. 
fire  loss  for  3  years,  $68,433;  ins.  involved,  $28,682. 
Fire  dept — 4  steamers,  2  hand  engines,  2  c.  en- 

r'nes,  2  c  hand  ex.,  2  h.  ft  1.  trucks,  1  aerial  truck, 
hose  wagons,  2  comb,  c  ft  h.  wagons.  88  horses; 
hose,  cotton,  rubber  lined,  good,  10,000  ft;  rub- 
ber, good,  200  ft;  inferior,  all  kinds,  2,000  ft; 
total  hose,  13,600  ft;  fire  alarm,  bell  and  gong, 
108  boxes;  value  of  dept  equipment,  $66,275;  value 
of  bldgs.,  $80,000;  ann.  exp.  of  dept,  $8^,750.72; 
total  mem.  64  paid  full  time;  rating,  third  class. 

Watxe  Supply— Source,  subterranean,  8%  milea 
from  business  center;  system,  pump  to  stdp.; 
stdp.  cap.,  682.218  gals.,  builder  Stacy;  pumping 
ensines,  cap.  per  day  22,000,000  gals.,  constructors 
AIus,  GaskiU;  mains,  cast  iron,  78  miles,  8  to  84 
in.  dia..  Addyston;  6«  hydrants.  Mathews,  Lowry; 
S96  valves;  meters,  totu  numoer  Gil:  8,274  ser- 
vices; pipe,  lead;  pressure,  dom.  70  los.,  fire  100 
lbs.;  cost  to  construct,  $768,660;  int  paid  on 
lyonas,  6  per  cent;  ann.  cost  of  mtce.,  $84,460; 
^n^orks  belong  to  city. 

ST.  BERNARD,  pop.  4,600;  mercantile  bldgs., 
stone,  2  and  2^  stones;  private,  brick  and  w<K>d* 
1.^  and  2  stones;  wooden  roofs  permitted;  fire 
^rorks  ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  hand  engine,  10  c.  hand  ex.,  1  h.  &  1. 
truck,  3  hose  carnages;  hose,  cotton,  rubber  lined, 

good,  1,660  ft;  8  horses;  fire  alarm,  Gamewell,  16 
oxes;  value  of  dept.  equipment,  $2,600;  ann.  exp. 
of  dept,  $60;  total  mem.,  86  volunteers. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  res.  and  stdp.;  stdp.  cap. 
270,000  sals.,  builders  L.  Schriber  &  Son;  res. 
cap.,  100.000  gals.;  2  pumping  engines,  cap.  per 
day  1,000,000  gals.,  constructor  Gordon;  mains,  cast 
iron,  7%  miles,  4  to  10  in.  dia.,  Addjrston;  64  hy- 
drants, Bourbon;  88  valves;  meters,  total  number 
ISS,   Crown,  Nash;  186  services;  pipe,  lead;  cost  to 
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private,  brick  and  wood,  2  stories:  wooden  roofs 
not  permitted  in  fire  area;  fireworka  and  combua- 
tibles  ord.;  causes  of  fires  investigated.  Fire  dept 
—2  hand  engines,  1  c.  engine,  40  c  hand  ex.;  nre 
alarm,  bell  and  whistle;  volunteers;  rating,  fifth 
class. 
Watxe  StypPLY— Source,  wells  and  dstema. 


ST.  MARYS,  Anglaize  Co.,  pop.  6,600;  mer- 
cantile bldgs.,  brick,  1  to  3  stories;  private, 
stone,  brick  and  wood,  2  stories;  wooden  roofs  not 
penmtted  in  fire  area;  fireworks  and  combustiblea 
ord.:  causes  of  fires  investigated.  Fire  dept — 1 
hand  engine,  2  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  2  hose  carriagea.  2  horses;  hose,  cotton, 
rubber  lined,  good,  2,200  ft:  inferior,  all  kinds, 
1,000  ft;  total  hose,  8,200  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $6,000;  value  of  bldgs., 
86,000;  ann.  exp.  of  dept,  $1^;  total  mem.  8,  paid 
full  time;  Frank  Orphal,  chief;  rating,  fourth  claaa. 

Watxr  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pump  direct;  pumping 
engines,  cap.  per  day  1,600,000  gala.;  mains,  cast 
iron,  ll  miiea,  2  to  12  m.  dia..  Lake  Shore;  181 
hydrants,  Bourbon;  meters,  total  number  60;  600 
services;  pipe,  lead;  pressure,  dom.  80  lbs.,  fire 
120  lbs.;  cost  to  construct,  $v7jOOO;  ann.  oost  of 
mtce.,  tljnO. 

ST.  PARIS,  pop.  1,600:  fire  area,  1,260  acres: 
bldga.,  brick  and  wood.  8  stories.  Fire  dept— 1 
steamer,  1  h.  &  1.  truck,  2  hose  carriages;  nos^ 
cotton,  rubber  lined,  good  LOOO  ft;  rubber,  good 
200  ft;  total  hose,  1,200  ft;  fire  alarm,  bell;  value 
of  dept.  equipment,  $4,600;  value  of  bldgs.,  $3,000; 
ann.  exp.  of  dept,  $^;  total  ment,  60  volunteera; 
rating,  fifth  class. 

Watbr  Supply— Source,  wells  and  dstems. 

STEUBENVILLE,  pop.  20,000:  fire  area,  TOO 
acres;  mercantile  bldgs.,  stone,  orick  and  wood, 
2  to  6  stories;  private,  stone,  brick  and  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area;  causes 
of  fires  investigated.  Fire  dept— 2  steamers,  6  c. 
hand  ex.,  1  h.  ft  L  truck,  1  hose  wagon,  2  hoae  car- 
riages, 1  comb.  c.  ft  h.  wagon,  8  horses;  hose,  cot- 
ton, rubber  lined,  good.  8J500  ft.;  fire  alarm,  elec- 
tric, 86  boxes;  value  ot  dept  equipment,  8«0,000; 
value  of  bldgs.,  $80,000:  ann.  exp.  ot  dept.  $13,000; 
total  mem.  18,  paid  full  time;  rating,  third  class. 

Watxr  Supply— Source,  river,  2  miles  from 
business  center;  system,  bump  to  res.;  stdp.  cap. 
140.000  gals.,  dim.  20  x  80,  material  used  in  cons, 
steel;  quality  of  water,  good;   res.   cap.,  7,200.000 


drants;    267    vaives;,   meters,    total    number,    l66. 


Crown,  owned  by  city;  4,000  services;  pipe,  lead; 
pressure,  dom.  46  lbs.,  fire  120  lbs.!  consumption 
per  dav,  2,600,000  nls.;  oost  to  construct,  $286,000: 
bonded  debt,  $176,000;  int^paid  on  bonds,  4  and  a 
per  cent;  cost  of  mtce.,  $14,000;  works  belong  to 
city. 

STRASBURG,  pop.  800;  fire  area,  160  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  sto- 
ries; private,  wood,  1  and  2  stories;  fireworks  and 
combustibles  ord.;  av.  fire  loss  for  past  8  yrs., 
$66;  av.  ins.  for  same  time.  $60.  Fire  dept— 1 
hand  engine,  1  h.  &  1.  truck,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  600  ft. ;  inferior.  260  ft : 
total  hose,  760  ft;  fire  alarm,  whistle;  value  of 
equipment  $400;  ann.  exp.  of  dept.  $6;  total 
mem.,  26  volunteers;   G.   F.  Steffe.   chief. 

Water  Supply— Source,  wells,  800  ft  from  busi- 
ness center;  system,  gravity  and  pump  direct; 
res.  cap.  86,400  gals.;  1  i>ump,  Wortnington,  cap. 
per  day  600.000  gals.;  mains,  cast  iron.  8  miles,  4 
to  8  in.  dia.;  13  hydrants;  10  valves;  100  services; 
pressure,  dom.  85  lbs.,  fire  110  lbs.;  cost  to  con- 
struct. $18^000;  ann.  cost  of  mtce.,  $600;  works  be- 
long to  village;  Jacob  Denser,  supt 

STRUTHERS.— Fire  dept— 1  chem,  engine;  20 
volunteers. 

Water  Supply— Source,  lake,  l^  miles  from 
business  center;  system,  gravity;  quality  of  water, 
soft;  res.  cap.  800.000,000  gals.;  pumping  engines, 
cap.  per  day  16,000,000  gals.,  constructor  Midion- 


owned  by  Co.;  pressure,  dom.   and  fire  70  lbs.; 
works  belong  to  private  Co. 

STRYKER,  pop.  1,260:  fire  area,  280  acres;  mer- 
cantile bldgs.,  bnck  and  wood,  2  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  permittea 
in  fire  area;  causes  of  fires  investigated,  rire  dept 
—1  band  engine,  1  h.  &  1.  truck,  1  hose  wagon,  2 
hose  reels;  hose,  cotton,  rubber  lined,  good,  1,200 
ft.;  inferior,  all  kinds,  400  ft;  total  hose,  1,000 
ft;  fire  alarm,  bell;  value  of  dept  equipment 
18.000;  value  of  bldgs.,  $1,000;  total  mem.  35,  paid 
nill  time  1.  volunteers  84. 

Watbx  SuppLY—Source,  cisterns. 

SUNBURY,  pop.  620.  Fire  dept— 1  h.  en|rine. 
1  chem.  engine,  4  c.  ex.,  1  h.  &  1.  truck;  000  ft. 
hose;  volunteers;  fire  alarm,  gong;  rating,  fifth 
class. 

Watik  SuFFtY— Water  tower,  pressure  160  lbs.; 
hydrants,  8;  mains,  H  mile. 

SUGAR  CREEK,  pop.  400;  fire  area,  20  acres; 
mercantile  bldgs.,  wood,  2  stories;  private,  wood, 
1  to  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  h.  &  1.  truck; 
hose,  cotton,  rubber  lined,  good,  60O  ft ;  fire  alarm, 
bell;  value  of  dept  equipment,  S2G0;  value  of 
bldgs.,  ISO;  ann.  exp.  of  dept.,  $25;  15  volunteers. 

Watik  Supply— Not  reported. 

SYCAMORE^  pop.  900;  fire  area,  1  so.  mile; 
causes  of  fires  investigated.     Fire  dept— 1  h.  en* 

E*ne,  00-gal.  chem.  tank;  hose,  900  ft;  volunteers, 
:  rating,  fourth  class. 

Watxr  Supply— Source,  wells,  H  mile  from 
business  center;  system,  pump  to  res.,  stdp.  or 
direct;  stdp.  cap.  50.000  sals.,  material  used  in 
cons,  boiler  iron;  quality  of  water,  good;  res.  cap., 
60,000  gals.;  2  pumping  engines,  constructors 
Sneider,  Hughes  and  Oeveland;  mains,  cast  iron, 
m  miles,  4  to  10  in.  dia.;  29  hydrants;  8  valves; 
meters,  total  number,  1,  Gem,  owned  by  city;  174 
services;  pressure,  dom.  40  lbs.,  fire  100  lbs.;  cost 
to  construct  $26,000;  bonded  debt,  $20,500;  cost  of 
mtce.,  $6,000;  works  belong  to  city. 

TIFFIN,  pop.  13,000;  fire  area,  4%  miles;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  4  sto- 
ries; private,  stone,  brick  and  wood.  1  and  2  sto- 
ries; wooden  roofs  not  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.,  for  8  years,  $26,- 
753;  av.  ins.  involved  for  same  time,  |63,28L  Fire 
dept. — ^1  steamer,  6  c.  hand  ex.,  1  h.  &  1.  truck,  4 
hose  carts.  1  hose  carriage.  1  comb,  c  &  h.  wagon, 
7  horses;  nose,  cotton,  rubber  lined,  good,  4,600  ft; 
total  hose.  4,500  ft;  fire  alarm,  Gamewell,  25 
bldgs.,  $18,900;  ann.  exp.  of  dept,  $11,700;  total 
mem.  25,  paid  full  time  13,  paid  part  time  12;  rat- 
ing, third  class. 

Water  Supply— Source,  wells,  VA  miles  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  res.  cap.  200,000  gals.,  located  near 
station;  8  pumping  engines,  cap.  per  day  8,500,000 
sals.,  constructors  Gaskill,  Holly;  mains,  cast 
fron.  22^  miles.  6  to  20  in.  dia.:  168  hydrants, 
Mathews;  155  valves.  Chapman,  Eddy;  meters,  to- 
tal number  153,  owned  by  Co.;  1,300  services;  pipe, 
lead;  pressure,  dom.  60  lbs.,  fire  75  to  100  lbs.; 
consumption,  per  day  800,000  gals.,  per  capita  70 
gals.:  works  belong  to   Co. 

TIPPECANOE,  pop.  1,708;  fire  area,  240 
acres;  bldgs..  brick,  2  stories;  wooden  roofs  per- 
mitted; no  fireworks  and  combustibles  ord.  Fire 
dept— 1  steamer,  1  c.  engine.  1  h.  &  I.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  2,300 
ft;  inferior,  all  kinds,  700  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $7,000;  value  of  bldgs., 
15.000;  ann.  exp.  of  dept,  $253;  total  mem.,  &1, 
paid  part  time;  rating,  fourth  class. 

Water  Supply— Source,  wells,  ^  mile  from 
business  center;  system,  pump  direct;  ouality  ot 
water,  good:  2  pumping  engines,  class  aup.,  cap. 
per  day  400,000  gals.,  constructors  Smith- Vaile; 
mains,  cast  iron,  6  miles,  4  to  12  in.  dia.;  85  hy- 
drants, Bourbon:  29  valves.  Bourbon;  meters,  to- 
tal number  12,  Keystone,  owned  by  dty;  846  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  46  Iba., 
fire  90  lbs.:  cost  to  construct.  S18.000;  ann.  co<* 
of  mtce.,  $1,000;  works  belong  to  city. 


private,  bnck  and  wood,  2  storiea:  wooden  roofc 
not  permitted  in  fire  area;  fireworka  and  coinlnia- 
tibles  ord.;  causes  of  fires  investuEated;  av.  fire 
loss  per  yr.  for  3  years,  $246,889.^;  av.  ins.  in- 
volved for  same  time,  $3,196,647.77.  Fire  dept — 
13  steamers,  2  service  trucks,  5  h.  &  1.  truc^  1€ 
comb.  c.  &  h.  wagons,  1  aerial  truck.  2  hose 
wagons,  1  water  tower^lOO  horses;  hose,  cotton, 
rubber  lined,  good,  32,000  ft;  fire  alarm,  electric, 
292  boxes;  value  of  dept  equipment,  $144,234.97; 
value  of  bldgs.,  $216,000;  ann.  exp.  of  dept,  $249.- 
217.71;  total  mem.  190,  paid  full  time;  ratiz^,  sec- 
ond class. 

Water  Supply— Souree,  river,  8^  miles  fn» 
business  center;  system^ump  to  stdp.;  stdp.  c^k. 
33,000  gala.,  dim.  5  x  220.  material  used  in  cona. 
iron  and  brick;  quality  ox  water,  fair:  6  ^'SSl''^ 
engines,  daas  comp.  aup.,  cap.  per  dav  45»000,uuO 
gab.,  conatructors  Woruiin^n,  Knowlea;  mains, 
cast  iron,  227  miles,  4  to  20  m.  dia.;  1,708  hydrants; 
1,621  valves;  meters,  total  number  14,466,  Crown 
549,  Nash  4,  Union  1,  Empire  16,  Hersey  Rotary 
1,069,  Trident  6w998,  Hersey  Dies  1,213,  Thomson  t, 
Worthington  60.  Pittsburg  63,  K^stone  22,  Lam- 
bert 60,  owned  by  consumer;  l^TW  services;  pipe, 
lead;  pressure,  dom.  70  lbs.,  fire  100  lbs.;  con- 
sumption per  day  12,601,938  gals.;  cost  to  construct, 
$2,260,000;  bonded  debt  $797,000;  int  paid  on  bonds. 
4  and  4^  i>er  cent;  cost  of  mtce..  $78,000;  works 
belong  to  city. 

TORONTO,  Jefferson  Co.,  pop.  6,000;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  bnck  and  wood,  1  and  2  storiea;  woodca 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.,  for  3  years,  $2,055;  av.  ins.  is- 
volved  for  same  time,  $12,906.  Fire  dept. — 8  c. 
hand  ex.,  1  h.  ft  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,000  ft;  fire  alarm, 
whistle;  value  of  dept  equipment,  $1,586;  value 
of  bldgs.,  $4^000;  ann.  exp.  of  dept,  ISO;  total 
mem.,  21  volunteers;  rating,  fourth  class. 

Watxr  SupPLY-^Souree,  river,  %  mile  fraoi 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.  8,000,000  gals.,  located  on 
hill  H  mile  from  city:  2  pumping  engines*  daas 
hor.,  cap.  per  day  1,000,000  gals.,  constructors 
Platte  Iron  Works  Co.;  mains,  cast  iron.  IS  miles, 

2  to  8  in.  dia.;  70  hydrants;  meters,  total  ntmber, 
58,  Nash  1,  Trident  1,  Hersey  Disc  20,  Keystone 
80^  Buffalo  1,  owned  by  city;  750  serviMs;  ptp«^ 
lead  and  galv.  iron;  pressure,  dom.  90  Iba^  are 
140  lbs.;  consumption  per  dav,  400,000  gala.;  coat 
to  construct  $9t,000;  bonded  debt  $72,000;  int. 
paid  on  bonds,  6  per  cent;  cost  of  mtce.,  $0,000: 
works  belong  to  city. 

TROY,  pop.  7,000;  fire  area,  1.000  acres;  mer- 
cantile blags.,  stone,  brick  and  wood,  2  to  6 
stories;  private,  wood,  2H  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated.  Fire  dept — 2 
steamers,  1  comb.  c.  and  hose  wagon,  4  c  band 
ex.,  2  h.  &  1.  trucks,  1  hose  wagon,  2  reels.  1 
comb.  c.  &  h.  wagon.  4  horses;  hose,  cotton, 
rubber  lined,  good,  4,000  ft;  fire  alarm,  electric. 
22  boxes;  value  of  dept.  equipment,  $12,000;  value 
of  bldg^.,  $9,000;  ann.  exp.  of  dept,  $7,000;  total 
mem.  32,  paid  full  time  4,  paid  part  time  16,  vol- 
unteers 12:  rating,  fourth  class. 

Water  Supply— Souree,  wells.  %  mile  from 
business  center:  system,  pump  <firect:  2  posnpiiM 
engines,  cap.  per  day  3,000,000  gals.,  constructors 
Laidlaw-Dunn,  Gordon;  mains,  cast  iron.  18  oule«. 

3  to  16  in.  dia.,  Addyston;  150  hydrants.  15i> 
valves;  meters,  total  number  139,  Mathews;  1.345 
services;  pipe,  lead  and  iron;  pressure,  dom.  59 
lbs.,  fire  110  lbs.;  cost  to  construct,  $11^.000;  int 
paid  on  bonds,  5  per  cent;  ann.  cost  of  mtc%.. 
$7,100;  works  belong  to  city. 


UHRICHSVILLE,  pop.  5,000;  fire  area.  040 
acres;  mercantile  bldgs.,  brick,  8  and  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted:  no 
fireworks  ord.  Fire  dept.— ^  hose  carriages;  hose, 
cotton,  good,  1,500  ft.:  fire  alarm,  bell:  valne  of 
dept.  equipment,  $3,000;  value  of  bldgs.,  8MI00: 
ann.  exp.  of  dept,  $600;  total  awn.  10^  paid  part 
time;  rating,  fourth  class. 

Water  Supply— Source,  supplied   by 


juBini 
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•rater,  ffood;  4  pumping  engines,  conatmcton 
Deane,  Gordon:  mains,  wrought  iron,  S  miles,  4 
4>  8  in.  dia.:  42  hvdrants;  60  valves;  pressure, 
iom.  40  Ilw.,  fire  80  lbs.;  cost  to  construct,  |16,000; 
>onded  debt,  110,000;  int  paid  on  bonds,  €  per 
:ent 

UPPER  SANDUSKY,  pop.  4^208;  fire  area. 
•,200  acres;    mercantile    oldga.,    bnck    and    wood, 

stories:  private,  wood,  2  stories:  wooden  roofs 
termitted;  fireworks  and  combustiblea  ord.  Fire 
lept— 1  steamer,  1  c.   engine,   1  h.    &   1.    truck, 

Dose  carriages;  hose,  rubber,  good  1,200  ft.; 
nferior,  all  lands.  600  ft;  total  hose,  1.700  ft.; 
alue  of  dept  equipment,  $6,000;  value  of  bldgs., 
2,000;  ann.  escp.  ot  dept,  $600;  total  mem.,  80. 
aid  full  time  2,  paid  part  time  28;  rating,  fourth 
lass. 

Water  Supply— Source,  spring  and  river,  % 
lile  from  business  center;  svstem,  pump  to  stdp.: 
tdp.  cap.  100.000  gals.,  dim.  22  x  88.  material  usea 
1  cons,  steel;  filtration  system,  Pittsburg  Filter 
b.;  quality  of  water,  hard;  res.  cap.,  1,500,000 
al?.;  3  pumping  engines,  cap.  per  day  4,000,000 
als.,  constructors  Blake  and  Gould;  mains,  cast 
on.  12  miles,  4  to  12  in.  dia.;  104  hydrants:  61 
lives;  meters,  total  number,  34,  Crown  10,  Nash 

Keystone  19 ;  700  services ;  pipe,  galv.  iron ;  prcs- 
ire,  dom.  65  lbs.,  fire  100  lbs.;  consumption  per 
ay.  400,000  gals.;  cost  to  construct,  $80,000;  works 
?Iong  to  Co. 

URBANA,  pop.  8,000:  fire  area,  6  blocks;  mer- 
intile  bldgs.,  bnck  and  wood,  1  to  3  stories;  pri- 
ite,  wood,  1  and  2  stories;  wooden  roofs  not  per- 
itted  in  fire  area;  causes  of  fires  investigated, 
ire  dept. — 1  comb.  c.  &  hose  wagon,  3  c.  hand 
...  1  hose  wagon,  5  horses;  hose,  cotton,  rubber 
led,  good,  4,500  ft.;  fire  alarm,  bell  and  tele- 
I  one;  value  of  dept.  equipment,  $6,000;  value  of 
dgs.,  $4,600;  ann.  exp.  of  dept.  $4,890;  total  mem. 
paid  full  time  6,  paid  part  time  6,  rating,  fourth 

l«iS. 

VVatbr  Supply— Source,  wells.  1  mile  from 
siness  center;  system,  pump  direct;  quality  of 
teT,  good;  res.  cap.  l300,000  gals.,  located  at 
ition;  2  pumping  engines,  class  quad.,  comp., 
f>.  per  day  3,500.000  gals.,  constructor  Holly; 
tins,  cast  iron,  22  miles,  4  to  14  in.  dia.;  156 
drants.  Holly;  82  valves;  meters,  total  number 
1.150  services;  pipe,  galv.  iron  and  lead;  ores- 
re,  dom.  40  lbs.,  fire  125  lbs.;  bonded  debt, 
1.000:  int.  paid  on  bonds,  6  per  cent;  works  be- 
jf    to   Co. 

JTICA.  pop.  8;600;  fire  area,  800  acres:  mer- 
itile  bldgs.,  brick,  cement  and  wood.  1  to  3 
ries;  private,  brick,  cement  and  wooa,  1  to  3 
ries;  wooden  roofs  permitted;  causes  of  fires 
estierated;  av.  fire  loss  per  yr.  for  3  yrs.,  $2,000; 

ins.  involved,  $2,000.  Fire  dept— 1  band  en- 
e,    1    c.   engine,  15  c.  hand  ex.;  hose,  000  ft; 

alarm,    bell;    1,000    volunteers;    rating,    fifth 

IS. 

/a TEE  Supply— Not  reported. 

AN  WERT,  pop.  8,400;  fire  area,  1,700  acres; 
can  tile  bldgs.,  stone  and  brick,  1  to  8  stories; 
■ate,  stone,  brick  and  wood,  2  stories:  wooden 
rs  not  permitted  in  fire  area;  fireworks  and 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
t. — 1  steamer,  2  c.  engines  1  h.  &  I.  truck, 
3se  wagon,  2  hose  carriages,  4  horses:  hose, 
[>n,  rubber  lined,  good,  3,700  ft;  inferior,  all 
Is,  200  ft;  total  hose,  3,900  ft;  fire  alarm,  bell, 
oxes;  value  of  dept  equipment,  $18,000;  value 
Jdgs.,  $15,000;  ann.  exp.  of  dept,  $4,200;  total 
1.  19,  paid  full  time  5,  paid  part  time  14;  rat- 
fourth  class. 

ATSR  Supply— Source,    wells,    %    mile    from 

ness  center;  system,  pump  to  stdp.  and  direct; 

cap.    125,000    gals.,    material    used    in    cons. 

;    quality  of  water,  good;  2  pumping  engines, 

,  camp,  cond.,  cap.  per  day  3,000,000  gals.,  con- 

:tor   Holly;  mains,  cast  iron,  20  miles,  4  to  16 

dia. ;    161   hydrants;    122  valves;   meters,  total 

bcr  402,  Crown  1,  Nash  8,  Trident  120,  Hersey 

80,   Thomson  8,  Buffalo  45,  Pittsburg  4.  Lam- 

2,     owned  by  city;  1,150  services;  pipe,  galv. 

and   lead;  pressure,  dom.  80  lbs.,  fire  120  lbs.; 


VERMILION,  pop.  1,900;  fire  area,  1,800  acres: 
mercantile  bldgs.,  wood,  brick  and  stone,  2  and 
3  stories:  private,  wood.  2  stories;  wooden  roofs 
permittea;  fireworks  ord.  Fire  dept. — 1  steamer, 
1  hand  engine,  1  h.  &  1.  truck,  1  nose  carriage; 
hose,  cotton,  rubber  lined,  good.  1,000  ft;  in- 
ferior, 260  ft:  linen,  unlined.  gooa,  100  ft;  poor, 
20O  ft;  total  nose,  1,560  ft.;  nre  alarm,  bell;  value 
of  dept.  equipment,  $1,300;  value  of  bldgs.,  $2,000: 
ann.  exp.  ot  dept,  ^00;  total  mem.,  33  volun- 
teers; rating,  fourth  class. 

Watir  Supply — Source,  lake,  1-6  mile  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  100,000  gals.,  matenal  used  m  cons,  iron; 
filtration  system,  chemical,  sulphur,  iron  and  lime; 
qualitv  of  water,  ffood;  1  pumping  engine,  cap. 
per  aay  350,000  gals.,  constructon  John  H.  Mc- 
Gowan  Co.;  mains,  cast  iron,  4  miles,  4  to  10  in. 
dia.;   37  hydrants;  40  valves;  meters,   total  num- 


IDS.;  consumption  per  day,  yu,uuu  gais.;  cost  to  c 
struct,  $37,000;  bonded  debt,  $36,000;  int  paid  on 
bonds,  5  per  cent;  cost  of  mtce.,  $1,200;  works  be- 
long to  city. 

VERSAILLES,  pop.  1,760;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  2  stories:  private,  brick 
and  wood,  2  stories;  wooden  roots  permitted  in 
fire  area;  causes  of  fires  investigated.  Fire  dept 
— ^1  steamer,  10  c.  hand  ex.,  1  h.  &  1.  truck.  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,000 
ft;  inferior,  all  kinds,  600  ft;  total  hose,  1,600  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, $L000;  value  of  bldgs.,  $1,000;  ann.  exp.  of 
dept,  $oOO;  total  mem.  6,  paid  part  time;  rating, 
fourth  class. 

Water  Supply— Source,  Municipal,  2  blocks 
from  business  center;  system,  pump  direct;  qual- 
ity of  water,  fine;  2  pumping  engines,  cap.  per 
day  500,000  gals.,  constructors  Smith- Vaile,  owned 
by  city;  87  nydrants;  pressure,  dom.  66  lbs.,  fire 
120  lbs.;  cost  to  construct  $36,000;  bonded  debt. 
S34,000;  int.  paid  on  bonds,  6  per  cent;  cost  of 
mtce.,  $6,000;  works  belong  to  city. 

WADS  WORTH,  pop.  2,800;  fire  area,  960  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  causes  of  fires  investigated;  fire  loss 
for  1909,  $300;  ins.  involved,  $1,250.  Fire  dept.— 
ladders  and  buckets,  12  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  wagon,  1  hose  reel;  hose,  cotton, 
rubber  lined,  good,  1,800  ft;  fire  alarm,  bell: 
value  of  dept.  equipment.  $2,500;  value  of  bldgs.. 
$1,800;  ann.  exp.  of  dept.,  $221;  total  mem.,  45 
volunteers:   rating,  fourtn  class. 

Water  Supply — Source,  wells;  system,  pump  to 
res.;  quality  of  water,  good;  res.  cap..  $6,000,000; 
pumping  engines,  constructor  Worthington ;  mains, 
iron,  8  miles,  3  to  8  in.  dia.;  30  hydrants;  80 
valves;  owned  by  Co.;  500  services;  pipe,  iron; 
pressure,  dom.  45  lbs.,  fire  75  lbs.:  cost  to  con- 
struct, $15,000;  ann.  cost  of  mtce.,  $200. 

WAPAKONETA.  pop.  6.176;  fire  area.  700  acres ; 
mercantile  bldgs.,  bnck  and  wood,  1  to  4  stories: 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  deot — ^2 
steamere,  1  comb.  c.  &  h.  wagon,  6  c.  hand  ex., 
1  h.  &  1.  truck.  1  hose  carriage,  2  horses;  hose, 
cotton,  rubber  lined,  good,  3.100  ft;  inferior,  all 
kinds,  1.350  ft;  total  hose,  4,450  ft;  fire  alarm, 
bell;  value  of  dept.  equipment  $6,000;  value  of 
bldgs.,  $30,000;  ann.  exp.  of  dept.,  $1,700;  total 
mem.  166,  paid  full  time.  5,  paid  part  time  1. 
volunteers  150;  rating,  fourth   class. 

Water  Supply— Source,  wells  and  river,  1-6 
mile  from  business  center;  system,  pump  to  stdp. 
and  direct;  stdp.  cap.  294,000  gals.,  dim.  20  x  126, 
located  North  Blackhoof  street  material  used  in 
cons,  steel,  builden  Brownell  ft  Co.;  quality  of 
water,  good:  res.  cap.  102.000  gals.,  located  at 
station;  2  pumping  engines,  class  comp.  dup., 
size  11^  X  18%  X  18,  cap.  per  day  2,600.000  gals., 
constructor  McGowan;  mains,  cast  iron.  12H 
miles,  4  to  10  in.  dia.;  Ill  hydrants,  Michigan 
Bridge     ft     Iron     Works;     120    valves,    Michigan 


tZ,4^'«ork>  b< 


D  «0  Ifai.,  irt  ^  to  m  IbB.;  consump- 

d»y  200,900  gtli..    ptr  eipita  14.8   gaU.; 

'  uct,    SeG.000;   boDdfd  detn,   t6l,001)i 


.  .I.GOI 


wood.  Z  110110'  wooden'roofi  per 

»».  fiff  loM  per  jr.  £ot  t  n*,  (llS;'«^^*iiS'for 
ume  lime.  Wt.m.  Fire  depL-I  itamei.  S  comb, 
c  &  hose  w«Bon,  6  c.  huid  ex.,  1  h.  &  I.  Iruck, 
1  hoie  reel:  g^  horteii  hoie  cotton,  nibber  lined, 
gDod  1,1S0  tt.;  fire  alarm,  electric,  &  boxei  Tslue 
of  depl.  equipment.  130.000:  vilue  of  bldn.,  t».- 
000;  uin.  exp.  of  dept.  (13,718;  total  mefli.,  10, 
paid    fnll    time    10;    underwrlten'    rating:,    fonrtli 

Wana  SuTFLT— Soorce,  riwr,  1  mOe  from  bnit 
Deal  center'  antem,  pump  to  aidp.  and  direct; 
Mdp.  cap.  m^  gall.,  dim.  12  x  140,  material  xaeA 
Id  cooa.  iron,  bmldera  Tippett  ft  Wood;  qnatit* 
of  water,  good;  res.,  1,N»,0U0  geti.;  filtration  tj*- 
tern,  N.  Y.;  3  pumping  engines,  claia  comp.,  cap. 

Gr  6ay  K.OOO.OOD  gals.,  construct ora  Deane,  Dur- 
m;  mjiins,  cast  iron,  Zfi  miles,  4  m  IB  in.  dia.: 
ISl  hrdrants;  1£2  vaJvca;  melers.  total  number 
7W,  Crown  I.  Nash  3,  Union  11,  Empire  28.  Gem 
3,  Trident  74.  Hersev  Uisc  IM,  Hersey  Torrent  1. 
Thompson  3,  Worthlngton  7,  Buffalo  X  Columbia 
1,  owned  by  Co.;  i.tXlS  semces;  pipe,  lead:  pres- 
sure, dom.  60  lbs.,  fire  ISO  lbs.;  consumption  per 
day,  881.000  gals,;  cost  to  eon>tniet.  WU.OOO:  cost 
of  mtce.,  112,300;  works  belong  to  Co. 

WASHINGTON  COURT  HOUSE,  pap.  TJJOO; 
flre  area,  1  MD  ■««;  mercaatlle  bldBa.,T5ck  ^and 
wood,  1  to  4  atonea;  priTate,  atone,  bnck  and  wood. 
1  ttoriei;  wooden  roofs  permitted  in  fire  area; 
firework*  and  combuadblea  ord.;  causes  of  firea 
inTeatigated.  Fitt  dept.^  c.  enginei  1  ibppIt 
w«on,  2  c  hand  ei.,  f  b.  4  L  in«;t.  1  hoae  wagotC 
1  Eoat  reel,  4  borsea;  hose,  cotton,  rubber  lined, 
good.  1,200  ft.;  rubber,  eood,  400  ft.:  total  boae^ 
^600  ftj  fire  akrm.  bell:  value  of  dept.  cquip- 
iMBt.  (14.0W:  Talue  of  bidga.,  06,000:  ann.  ea^ 
of  dept.,  tS.Ut;  total  mem.  14,  paid  Jul)  time  £ 
rolunteera  12;  rmting,  foortb  elasa. 

Waur  SofftT-ffource.  wella.  %  mile  from 
bualneta  center;  iratem.  pnmp  to  ttdp.  and  di- 
rccll  »tdp.  cap.  800,000  gals.,  builder  Armitrong; 
1  pompmg  engines  cap.  per  dam  lOOO.OOO  gals., 
eonitruciora  Wonhington,  Smith-Vaile;  miins 
162/3  miles.  4  to  IB  in.  dia.;  Addvsion:  144  hy- 
drants; 15  TBlses;  meters,  total  number  4M,  Wortb- 
ington,   Na^,    Weatinghouse;   BOO  Mrriees;   pre» 


roofs  permitted;  fireworks  and  combuMlblea  ord.: 
causes  of  fires  inTtsd gated.  Fire  depL^  hand 
engines,  1  c  hand  ex..  1  fa.  &  L  track.  1  bose 
carriagea;  hose,  cotton,  rabber  lined,  good  3,000  fL; 
interior,  all  kinds.  660  ft.:  total  hoae.  t.«0  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment.  M.tOO; 
of  bldfi.,  nG.OOO;  aon.  cup.  of  depi.,  jlDO; 


tot^  mi 


,S',! 


110.000  gal*.,  dii 


-Source,     wella,     S     miles     from 

irttem.  pump  to  stdp. ;  ttdp.  cap. 

13  3t  110.  located  in  town,  mate- 

a  com.  steel;  quality  of  wsler.  good; 

lis.,    etiDitractors    Smitfi-Vaife';  "mains^ 
IC  miles,  4  to  10  in.  dia.;  3«  hydrants, 

i  valves.  L— "--■ • —    .—1- — ■-  — 

inglon  iO. 
wned  by  - 


o  S3.  Keystc 


I.  40  its.,  fire  M 


lion,  per  day  600,000  gsls.i 
coat  to  coDitruct,  t68,US;  t 
int.  paid  on  boada.  E  per  cc 


WAVEBLY. 


pop,    1,B2 
id  wood.  1 


,S2«;    fire    area.   9 


rolunteera:    latin^ 


Fbe     depL— 1 


f,b00ft.'l. 

e,  well  a,  U  mile  frtn 
.  pump  to  stdp.;  X  stdp 
1£x2a.    14x80.    malenal 


WAYNESVILLE, 

steamer,  1  h.  ft  1.  Irucl 

34;  fire  alarm,  whistle; 

W«x«  SurPLV-Soui 

ci"™  W,000   gal'. 

Kt'L"!. _.  ^.„ 

mains,  east  iion,  3M  miles,  4  to  8  in.  d  .  .  . 
dranta;  12  valves;  IGO  aervices;  pipe,  galv.  iron; 
preaaare,  dom.  120  Iba.,  fire  100  lbs.;  connniptioB 

Cday,   40,000  gels-;   coal   to   constraci,   tttSK: 
ded  debt,  «Jfi.60O:    int.  p  "  ■  '      ^       ' 

cent;  coal  of  mtce..  b.lM;  ■ 


'""^'r'' 


racl^   t! 

bonds. 


h.  &  L  truck,  t  bote 


;   private    bti^ 


:  wana,  1 1wac 
goad.  1.000  ft.: 


;  fiiewofb 

of  fires    investinled-     f^  dept.- 
2  c  hand  ex..  Hi.  ft  L  trac^  1  bo__ 

carriage;  boib  eotton.  rubber  Hoed. . ._. 

Inferior,  aUfclDda,  100  ft.;  total  hoae,  UOO  ft.; 
Ere  alarm,  bell  and  whiatle;  value  of  dept.  eon 
ment,  tL^i  valae  of  bldg^  (4.000;  ana.  eip- 
dept,  IIOO;  total  mem.,  S)  volimteas;  rmtii 
fourth  class. 

Watik  SupfLT— Source,  river:  system,  paiap 
Btdp.    and   direct;    stdp.   cap.,   36.01)0   gala.;    filt 
tion   system,   gravel ;   pnmplas  eoginea.    c*"     < 
day    1.000,000    gala.,    canamctor    Hn^iea: 
cut  iron,  6  miles,  4  10  It  in.  dia.,  Xake 
44    hydranu,    Ludlow;    28    valves;    lEO    m 
presaurtdom.  EO  Iba..  fire  130  Iba.;  coat  to 
struct.   233,000;   int.    paid  on    bonds,   5  p«r    < 
■no.  cost  of  mice.,  s£000;  works  belong  to  a 


works  and  comi 
•  •— -  wa«ns; 


hS 


'^^ 


..    niof*   permiited:  bv- 

dept. — 1  c  cngini^  I  c 

_  .-__ boae,   eotian,   rubber  ]i , 

2,000  CL;  mferior.  all  kinda,  1X»  fL;  total  1_.  . 
SjOO  ft;  fire  alarm,  bell;  value  of  dept.  Mpii^ 
meat,  11,600;  value  of  bldga.,  tUIOO;  aao.  < —  -* 
depL,    INO;    total    mem.,    a)    volontecn; 

Watsk  ScraLT— Source,     cre^.    t     1   " 
baslneas  center;   system,  pnnp  to  rci 
and  direct;  atdp.  cap.  BOjWO  gala.,  di 
located  in  city,  material  used  m  cona.  ancci  iroa. 
builder  John  P.  Martin;  quality  of  water,   K«od: 
res.   cap.,  6OMO.00O  gala.,   located   near  creek:  1 

Sumping  enginea,  slae  10  x  14  x  M,  cap.  per  €B* 
,0D0,O0(r  gab.,  constmctors  LaidUw-Duiu-ODi^ 
don;  mains,  cast  Iroti.  16  mile*.  4  to  11  In.  iSb.: 
M  hydrants,  Bourbon :  13  valves,  Boarliofi :  leiagl^ 
total  numbs-  SI.  Keystone,  owned  by  atji  IJM 
services ;  pipe,  jgalv.  Iron ;  presaore,  don.  70  to  li 
Iba..  fire  90  to  UO  Iba.:  consumption,  per  day  Mk.- 
000  gals.,  per  capita  4»  gals.:  cost  to  coaisbwcx. 
nO.OOD;  bonded  debt,  td.DOO:  intpald  on  booda. 
6  per  cent;  ann.  coat  of  mtec,  II.OMt;  worfca  beloag 
tocfty- 

WELL5VILLE.  pop.  t.OOO;  fire  area.  1MB  ^ras; 
mereantite  bldca..  stone,  bnek  and  wood.  1  to  • 
siorles;  private,  stone,  brick  and  wood.  S  atortea; 
wooden  roofs  permitted  in  fire  area;  firr^orka  and 
;..r  1.  -'^'ea  ord.;  causes  of  fires  inveativateA.  Fin 
''  - '  -  <  'imb.  c.  &  b.  wagon,  t  c  haad  ex^  I  h. 
.';  !  Ir.irV.  4  hoae  wagon*.  3  hoae  reels.  1  horse; 
I.,  -.  -H.jQ,  rubber  Imed.  good,  6.000  ft.;  mbbrr. 
t'.'.i.  1  i-'O  ft.:  total  hoae.  lOOO  H.;  fire  aUrv. 
vlamewcll.  IT  boiea;  value  of  dept.  1  iiiiiiiiiiiiii 
m.lEO;  value  of  bldga.,  222.000:  ann.  eirp.  ofdopiZ 
r.OOO;  total  mem.  Sl  p^  fnll  lime  X  volonteesa 
80:  rating,,  fourth  class. 
Watki  5<irpi.T-Soiiree.     river.    (DO    yda.     fr^ 

located  U  mOt  from  station;  t  pumping  rnsiiiia 
class  comp.,  cap.  per  day  S.000.000  gala..  coBSD-cf 
lor  Deane;  mains,  cast  iron.  20  miles.  4  to  IK  ^ 
dia,;  IZS  hydrants;  136  valves;  meter*,  total  aa-rr 
her  30,  Crown,  owned  by  dty;  1.400  services:  pipe 


tnitl  lued  in  cou.  iteeti  qu'mlitr  of  water,  cood; 
I  pumping  enciaei.  cap.  per  d*T  tOD.OOO  glu.,  con- 
Bniclorj  Smith-Vaile;  miins.  cut  iron,  SKmilci; 
41  bydrants;  IS  Talvoi  meleri,  total  nambcr  ITe, 
owned  by  dly;  ISO  service):  pipe,  lead;  preiBure, 
dom.  47  Iba.,  Gre  US  lbs.;  comamption  per  dir, 
ItMB  jnl*.i  con  to  cooitmct,  WlJWi  bonded 
<lcl>t,  tU,6IW:  int  paid  on  bondi,  E  ps  cenli  eon 
of  ntcc,  CKLlSi  work*  beloos  to  nllace. 

WESTERVILLE.  pop.  1,(61:  fire  area.  tW 
acrei;  mercantile  bldfa.,  brick  and  alone,  I  atoriea; 
private,  brick  aod  wood,  I  stories:  wooden  roofi 
pemiited;  Greworki  and  combuitlblei  ord.;  eansaa 
of  firei  investinied.  Fire  dept.— 1  c.  engine,  1 
b.  &  L  truck,  1  base  earriase;  hoac,  cotton,  mbber 
UDcd,  good  1.000  tL:  fire  alarm,  bell;  Talue  of 
dtpt.    eqaipment.    ISOD;    Talue    of    bidaa.,    tlJiOO: 

ana.  cxp.  ot  dept..  nX;  ■ — ' — ' 

DDderwiltefi'  rjtioB,  fot 

Wat«  SUPPIT-Bonrt 
bniineH  imter;  •jatem, 

t  putnpiDB  engines,  cap. 


Amile  from 
direct  pr«»- 
«),0(»  gali.; 


fardrants:  M  vilvei;  neten,  total  number,  35,  Tri- 
dent  24.    BuRiio  2.    Ke^jtone  U,   owned  by  con- 


."isi  iSr, 


let,  BS,6oil 

da,   4S  p 


WEST  LIBERTY  Logan  County,  pop.  1J50; 
mercantile  blaga.,  brick.  S  and  t  atorie*;  printe, 
wood,  I  ftoriei;  wooden  roofs  penBiitsd  In  Gre 
area;  fireworks  ord.;  causes  of  fires  invesliBated. 
Fire  dept— 1  Meaner,  li  c  band  ex..  1  b.  a  L 
truck,  1  bose  wagon,  1  hoM  cart;  bose,  rubber, 
mod.  6O0  ft.:  inferior,  all  kinds,  600  ft.;  total 
boae,  1,000  ft.;  £re  sUrm,  bell;  value  of  depL 
eouipment,  KSOO;  value  of  tidgs.,  |4,aO:  ann.  en. 
of  dept,,  Hffi;  tola!  mem.  20,  paid  full  time  I,  paid 

Watik  SurrLr— ^nirce,  mill  race,  fire  welli  and 
dslerai. 

WEST  MILTON,  pop.  1.400;  fire  area.  100  •"-■■ 
mcreantlle  Iddgi.,  brick  and  wood,  t  and  1  si 
— — --    ■■--' -■  wood,  1  s--"  •  —-'--■  - 

Wwiblei'"'""' 

carrlace.  1  wat 
■ood.  1,410  ft 
boae,    I,EOO    ft 

equipment,    }9I 

k'ISp 


itted   in   fii 
■A.;  cans 

Id  engine 

.  h.   »  1.  truck,  ,     .       

water  tower;  boae,  cotton,  rubiMr  fined. 
..  .    .-.— --i,^    jj   irind,     GO    ft,    ,^ 
lann,    belt;    value    of   dept. 
exp.    of   dept.,    t46«;    total 
e;  rating,  fonrtta  daas. 


J  lldp.; 


BUn 


— 1  hand  engine.  B 

hoae  r— ^ ■-- 

alarm 
16.000 1 


;  DiDg^.  onea  ano  wooo,  i  la  s  storica: 
food.  1  stories;  wooden  roofs  permitted 
luses  of  fires  investigated.  Fire  dept 
•        ■       ■  ■  h.  *  L  tr^e^    ■ 


bidgi 


■  good, 

,fjS„ 

30  volunteers;  M.  Bi 
-Source,     cialeros.     I 

""'rkV'bSmg" 


flTfit 
isbop^  chief! 

.    of    cist™ 
hand  enfiae, 


private,  brick  and  wood,  1  atories;  wooden  root* 
permitted  In  lire  area;  causes  of  fires  Investigated. 
Fire  dept.— 1  comb,  c  k  hand  engine,  IS  e.  hand 
ex.,  1  h.  A  1.  truek;  boae.  cotton,  rubber  lined, 
■Dod,  too  ft.;  fire  alarm,  bell;  valoe  of  dept.  equip- 


WILLOUGHBV, 
biick,  1  stories;  woci 
works  and  combnsijl 


..H..D,    bldgS., 


pennitted;  fire- 
re  dept.—!  hand 

ropes,  etc.;  hose,  rut'i!ti.  t;>juil.  l.wiit.;  fire  alarm! 
bell;  value  of  dept.  «u;iinT:.'iiI.  tCEOd:  value  ol 
bldgs.,   ttOO;    tourni.^.u.    -JS    'olunteen;    rating. 


tore,  dom.  m  Iba.  Gre  140  Iba-j 


[ireature,  E£  to  110  lbs. 
WINCHESTER,  p 


riages;  total  hoa^  IJOO  ft.;  total  mem.,  SO  volmi- 
Leers;  Chas.  Yockev,  chief;  rating,  fourth  class. 

Watu  SuTTLT—SysIem,  pumpmg. 

WUUDVtLLE,  pop.  1,000;  fire  area,  600  acrea; 

nercanliie  bldgi.,  brick  and  wood,  1  to  1  stories; 
jrtvatc  brick  and   wood,   1  stories;   wooden  roofs 

ires  investigated.     Flr.~  dept. — 1   steamer.  1  hand 


WOOSTER,  pop.  «,0a;  mercantile  bldgs..  bricfc 
and  stone,  I  slories;  private,  wood,  1  stories; 
wooden  roofs  not  permitted.     Fire  dept.-»-l  f— — 


I.  good   ( 

.   ClGO   ft 


rubber,  good  1,600  ft:   total 

, ^ ,[,     J,  Wes; 

-  le  of  bldl 

tiiuc  10;  undeiwriteri'  rattag,  fourth  cUas. 

Watib  Supplt— Source,  apringa,  creeks,  wells, 
m  miles  frombu*inesscenter:Bnlem,gravilraad 
pump  to  re*. ;  res.  cap.,  11,000,01X1  gala. ;  pumping 
engines,  cap.  per  day  1,760,000  aals..  constructoi 
Worthington;  mslna,  cast  iron,  U^  miles.  4  to  U 
In.  dia.;  140  hydnnta:  meters,  total  number  IWi 
614  lervices;  pressure,  dom.  90  lbs.,  fire  141  lbs.: 
coat  10  Gonatruct.  1134.600;  int.  paid  on  bonds,  I 
per  cent;  ann.  cost  of  mtce.  fX,7tlOl  works  beloni 

WYOMING,  pop.  1,600;  fire  area.  K  sq.  mile: 
mercantile  bidn.,  brnk  and  wood.  1  to  3  stories: 
private,  stone, Tjrick  and  wood,  SH  stories;  woodef 
roofs  permitted  in  fire  area;  combustibles  ord.: 
eausea  of  fires  Investigated.  Fire  dept.— 1  h.  &  I 
truck,  1  hose  reela;  liose.  cotton,  rubber  lined 
rood.  1.E60  ft.;   rubber,  good.   100  ft.;   total  hoac 


system,  pump  to  rei.  and  direct;  rea.  cap!.  1.000 
000  gals.;  pumping  engines,  cap.  per  day  Z,6OO,O0 
gals,,  construclon  Laidlaw,  Dunn  and  McGowao 
mains.  3  mJlea,  4  to  8  in,  dia.,  Addyaton;  GT  h] 
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drants,  Bourbon;  meters,  total  number  9 
services;  pipe,  cast  iron;  pressure,  dom.  J 
fire  160  lbs.;  cost  to  construct,  $71,000;  an 
of  mtce.,  16,600;  works  belong  to  village. 

XBNIA,  pop.  8,096;  fire  area,  820  acres* 
brick  and  wood.  1  to  S  stories;  wooden  t* 
mitted;    fireworks    and    combustibles    or 
dept.— 1  steamer.  1  supply  wagon,  1  h.  & 

1  hose  wagons,  1  hose  reel,  6  horses;  hoi 
rubber  lined,  good  2.000  ft. ;  rubber,  goo< 
inferior,  all  kmds,  900  ft ;  total  hose.  8,] 
alarm,  Gamewell,  24  boxes:  value  of  a 
ment,  $10,000;  value  of  bldgs.,  $10,000; 
of  dept,  $8,000:  total  mem..  13.  paid  ^ 
paid  part  time  9;  rating,  fourth  class. 

Water  SupPLY--Source,  springs  an 
miles    from    business    center;    svster 
stdp.    and    direct;    stdp.    cap.    27o,00C 
115  X  20,  located  in  town,  material  x 
wrought    iron,    builder    K.    F.    Haii 
of  water,  good;  res.  cap.,  2,600,000 
1%  miles  from  city ;  8  pumping  cngi 
comp.,   cap.  per   day  4,600,000  gau 

2  Gordon,  1  Deane;  mains,  cast  ii 
to  14  in.  dia. ;  204  hydrants,  Chapr 
meters,  total  number  66,  owned  b' 
vices;   pipe,   lead  and   galv.    iron* 
40  to  100   lbs.,  fire  40  to  100  lb< 
per  day  569,000  gals.,  per  capita  ' 
on  bonds,  5  per  cent;  works  be! 

YELLOW  SPRINGS,  pop.  1 
acres;  mercantile  bldgs.,  stone 
1  to  8  stories;  private,  stone, 
stories;   wooden  roofs  permiti 
fire  dept — ^1  hand  ennne,  1  c 
ex.,  1  nose  wagon.  1  nose  cai 
rubber  lined,  good,  860  ft;  i 
hose,   900    ft;   value  of   dep 
value  of  bldgs.,  $1,600;  ann.  < 

Water  Suffly— Source,   v 
and  res. 

YOUNGSTOWN,  pop.  f 
miles;   mercantile  blags.,  i 
1  to  12  stories;    private,  st- 
to  5  stories;    wooden  roof 
area;   fireworks  and  comb 
fires   investigated.      Fire 
engines.  2  h.  &  1.  trucks 
track,  3  hose  wagons,  4 
horses;    hose,    cotton,    r 
ft;   rubber,   Wood,   860   ;' 
fire    alarm,    Gamewell. 
equipment,  $84,600;  val* 
exp.    of   dept.,    $78,023: 
time;  rating,  third  clar 
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ABBREVIATIONSw^Axin.,  annual;  av.,  ayerage;  bldga.*  buildingi;  cap.,  capacity^  chn.,  Gliairman; 
c,  chemical;  c  &  h.»  chemical  and  bote;  clk.»  clerk;  comb,  combination;  comr.,  commissioner;  com.,  com- 


ALVA,  pop.  5,000;  mercantile  bidgs.,  brick  and 
wood.  Fire  dept.— 6  c.  hand  ex.,  2  hose  car- 
riages; total  hose,  2,600  ft.;  fire  alarm,  bell  and 
whistle;  total  mem.,  16  volunteers. 

Water  Supply— Source,  wells;  res.,  cap.  80,000 
gals.;  system,  pumping;  pumping  engines,  cap. 
per  day,  350,000  gals;  mains,  4  miles;  4  to  8  in. 
dia.;  48  hydrants;  pressure,  dom.  75  lbs.,  fire 
150  lbs. 

ARDMORE.  pop.  16,000;  fire  area,  70  acres; 
mercantile  bldgs.,  brick  and  stone,  1  to  4  stories; 
private,  wood,  1  and  2  stones;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  ord.;  causes  of 
fires  investigated.  Fire  dept. — ^1  steamer,  1  c.  en- 
gine on  wheels,  2,  c.  hand  ex.,  1  hose  wagon,  1  hose 
cart,  6  horses;  hose,  cotton,  rubber  lined,  good, 
3,800  ft. ;  rubber,  good,  1,000  ft. j  inferior,  all  kinds 
500  ft;  total  hose  5,800  ft;  fire  alarm,  bell  and 
whistle;  value  of  oept  equipment,  $9,000;  vidue  of 
bldgs.,  $11,000:  ann.  exp.  of  dept.,  $4,000;  total 
mem.  14,  paid  full  time  8,  6  volunteers. 

Watxk  SUPFLT—Source,  lake,  8  miles  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
460,000  gals.,  dim.  25  x  100,  located  H  mile  from 
city,  material  used  in  cons,  steel,  builders  Chicago 
Bridge  and  Iron  Co.;  quality  of  water,  good;  res. 
cap.  1,000,000,0000  gals.,  located  3%  miles  west  of 
city;  2  pumping  engines,  cap.  per  day  8,000,000 
gals.,  constructor,  Ir Alien;  mains,  cast  iron,  15 
miles;  189  hydrants,  Ludlow;  130  valves,  Eddy; 
pressure,  dom.  78  lbs.,  fire  160  lbs.:  cost  to  con- 
struct, $170,000;  bonded  debt,  $180,000;  int  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $4,000; 
works  belong  to  city. 

BLACKWELL,  pop.  5.000;  fire  area,  200  acres; 
mercantile  bldgs.,  principally  brick,  1  to  8  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept.— 16  c.  hand  ex.,  1  comb. 
c.  &  hose  wagon,  1  hose  wagon,  1  hose  reel,  2 
horses;  total  hose,  2.500  ft;  fire  alarm,  bell  and 
whistle;  mem.  6,  paid  part  time. 

Water  Supply— Source,  wells,  %  mile  from 
business  center:  stdp.  cap.,  100,000  gals.,  dim.  22 
X  60  ft.,  material  used  in  cons,  steel;  quality  of 
water,  good;  res.  cap.  120,000  gals.;  class  comp., 
cap.  per  day  200,000  ^Is.,  constructors,  Gardener- 
Gos  Co. ;  mains,  cast  iron,  14  miles,  4  to  8  in.  dia. ; 

60  hydrants;  meters,  total  number  300,  Keystone 
20O,  Worthington  5,  Niagara  40,  Crown  66;  S50 
services;  pipe,  galv.  iron;  pressure,  dom.  65  lbs., 
fire  126  lbs,;  consumption  per  day  60.000,  per  cap- 
ita 200  gals,;  cost  to  construct,  $40,000;  bonded 
debt,  $60,000;  ann.  cost  of  mtce.,  $1,600;  works  be- 
long to  city. 

CHANDLER,  pop.  3,600;  fire  area.  640  acres; 
mercantile  bldgs.,  brick,  1  to  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept. — 4  c.  hand  ex.,  3  hose 
reels;  hose,  cotton,  rubber  lined,  1,700  ft.;  2 
horses;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment  $2,700;  value  of  bldgs.,  $3,500;  total 
mrm.,  13,  3  paid  full  time,  10  volunteers;  under- 
writers* rating,  third  class. 

Water  Supply— Source,  wells  and  creek,  6 
blocks  from  business  center;  systenv  pnmp  to 
res.;  2  pumping  engines,  cap  per  day  720,000  gals., 
constructor  Gordon ;  pipe,  l4  miles,  4  to  8  in.  dia. ; 

61  hvdrants;  162  taps;  pressure,  170  lbs.;  int.  on 
bonas,  6  per  cent. 

CHICASHAW,  pop.  14,000;  fire  area.  2.000 
acres;  mercantile  bldgs..  brick  and  stone,  1  to  3 
stories;  private,  wood^  1  and  2  stories;  wooden 
bldgs.  not  permitted  m  fire  area,  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — ^1  double  c.  engine,  120  gals.,  1  h.  &  1. 
truck,  4  c.  hand  ex.,  1  hose  wagon,  2  comb,  hose 
"wag^ons.  2  horses;  hose,  cotton,  rubber  lined,  good. 


5,000  ft.;  fire  alarm,  bell  and  whistle;  value  of  dept 
equipment.  $12,000;  value  of  bldgs.,  $14,000;  ann. 
exp.  of  dept,  $6,000;  total  mem.  15,  paid  full  time 
2,  paid  part  time  13. 

Water  Supply— Source,  wells,  river;  pressure, 
65  to  100  lbs.;  136  fire  hydrants. 

DUNCAN,  pop.  3,000;  mercantile  bldgs.,  brick, 
stone  and  wood.  Fire  dept — 1  h.  &  1.  truck,  1 
hose  carriage  and  team;  hose,  rubber,  good,  2,000 
ft;  total  mem.,  12  volunteers. 

Watbr  Supply— Source,  well.  8  blocks  from 
business  center;  system,  pump  to  stdp.  or  direct: 
stdp.  cap.  133,000  gals.,  dim.  14  x  105,  material  used 
in  cons,  steel;  quality  of  water,  good;  res.  cap. 
86,000  gals.;  pumping  engines,  class  dup.,  cap.  per 
day  151,200  gals.,  constructor  Deane;  mains,  cast 
iron,  2  miles,  4  to  8  in.  dia.;  32  hydrants;  15  valves; 
meters,  total  number  60,  owned  by  consumers; 
250  services;  pipe,  galv.  iron;  pressure,  dom.  46 
lbs.,  fire  100  lbs.;  consumption  per  day.  20.000 
gals.  J  cost  to  construct,  $26,000;  bonded  debt,  $20,- 
wOi  mt  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$276;  works  belong  to  city. 

DURA  NT,  pop.  7,500;  mercantile  bldgs.,  brick. 
Fire  dept. — 4  c.  nand  ex.,  1  h.  &  1.  truck,  1  hose 
carriage;  hose,  rubber,  good,  3,000  ft.;  fire  alarm, 
bell;  total  mem.,  15,  paid  full  time  3.  volunteers 
12. 

Water  Supply— Source,  river,  5  miles  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  400,000  gals.,  size  2o  x  120,  material  used 
in  cons,  boiler  iron;  quality  of  water,  good;  pump- 
ing engines,  cap.  per  day  1,500,000  gals.;  mains, 
cast  iron,  5^  miles,  4  to  12  in.  dia.;  34  hydrants; 
meters,  total  number  4,  owned  by  consumer;  pipe, 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  100  lbs.; 
cost  to  construct,  $86,000;  bonded  debt,  $85,000; 
int.  paid  on  bonds,  5  per  cent;  ann.  cost  of  mtce., 
$1,600;  works  belong  to  city. 

EL  RENO,  pop.  9.000;  fire  area,  2V6  miles; 
mercantile  bldgs.,  brick,  2  and  8  stories;  privata, 
wood,  2  and  3  stories;  wooden  roofs  not  permit- 
ted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  c.  engine,  2  c.  hand 
ex.,  1  hose  wagon,  2  hose  carts,  4  horses;  total 
hose,  2,000  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment,  $4,000;  value  of  bldgs.,  $4,000; 
ann.  exp.  of  dept..  $2,600;  total  mem.,  13  volun- 
teers; underwriters'  rating,  third  class. 

Water  Supply — Source,  wells,  1^  miles  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  127,000  gals.,  dim.  12  x  152,  located  Vb 
mile  from  town,  material  used  in  cons.  stecJ, 
builder  J.  O'Brian;  filtration  system,  sand;  quality 
of  water,  good;  3  pumping  engines,  class  comp. 
dup.,  trip,  and  dup..  cap.  per  day  3.000,000  gals., 
constructors  Smith- Vaile.  Fairbank,  Morse  &  Co.; 
mains,  cast  iron,  8^  miles,  4  to  10  in.  dia.,  Chat- 
tanooga; 78  hydrants.  Nelson;  29  valves;  meters, 
total  number  222,  Crown  200,  Hersey  Disc  9, 
Thomson  1,  Keystone  1,  Nash  3^  owned  by  Co. 
and  consumers;  700  services;  pipe,  galv.  irofi; 
pressure,  dom.  46  lbs.,  fire  60  to  160  lbs.;  cost  to 
construct.  $112,000;  ann.  cost  of  mtce.,  $4,000; 
works  belong  to  Co. 

ENID,  pop.  16,000;  fire  area,  640  acres;  mercan- 
tile bldgs.,  bnck  and  wood,  1  story;  private,  wood, 
1  story;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord. ;  causes  of  fires  investigated.  Fire 
dept— 2  h.  &  1.  trucks,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  4,700  ft. ;  fire  alarm.  Game- 
well,  19  boxes,  and  whistle;  total  mem.,  17,  paid 
full  time  7,  volunteers  10;  underwriters'  rating, 
fourth  class. 

Water  Supply— Source,  wells;  system,  pump  di- 
rect; res.  cap.,  1,000,000  gals.;. 4  pumping  ensinas, 
cap.  p«r  day  2.000,000  gals.,  constructors  Snow, 
Worthington;  mains,  18  miles;  170  hydrants,  Lud- 
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low;  400  services;  pressure,  dom.  40  to  60  lbs., 
fire  110  lbs.;  consumption  per  day  400,000  gals., 
per  capita  117  gals.,  cost  to  construct,  $116,000; 
ann.   cost  of  mtce.,  $3,600;  works  belong  to  city. 

GUTHRIE,  pop.  30,000;  fire  area,  7,920  acres; 
mercantile  bldgs.,  atone  and  brick,  1  to  4  stories; 
private,  wood,  1  to  8  atoriea;  wooden  roofs  not 
permitted  in  nre  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss 
per  3rr.  for  3  vrs..  $34^24;  av.  ins.  involved  for 
same  time,  $133,000.  Fire  dept— 9  c.  hand  ex.,  1 
h.  &  1.  truck,  2  hose  wagons,  7  horses;  hose,  cot- 
ton, rubber  lined,  good,  6,000  ft.:  inferior,  all 
kinds,  200  ft;  total  hose»  6,200  ft.;  fire  alarm,  bell 
and  whistle;  value  of  dept.  equipment,  $18,000; 
value  of  bldgs.,  $12,000:  ann.  exp.  of  dept.,  $9,874; 
total  mem.  IS,  paid  full  time  12,  paid  part  time  1. 
^  Water  Supply— Source,  wells,  conduit  and 
creek,  %  mile  from  buainesa  center;  system,  pumo 
to  stdn.;  stdp.  cap.  160,000  gals.,  dim.  16  x  100, 
located  east  part  of  citv,  material  used  in  cons, 
steel,  builder  £.  J.  Syxes;  2  pumping  engines, 
class  comp.  dup.  sise  ISV^x  10^  x  10^  12  x  UH 
X  10,  cap.  per  day  3,000.000  gals.,  constructor 
Deane;  mains,  cast  iron,  16^  miles,  4  to  12  in. 
dia.;  96  hydrants.  Crane,  Ludlow;  60  valves; 
meters,  totu  number  240,  Crown  2,  Empire  36, 
Buflhlo  68,  owned  by  city  and  consumer;  788  ser- 
vices; pipe,  galv.  iron  and  lead;  pressure,  dom. 
80  lbs.,  fire  140  lbs.;  consumption  per  day  600,000 
gals.,  per  capita  OOjnls.;  coat  to  construct,  $100,- 
OOO;  bonded  debt,  $80,000;  int.  paid  on  bonds.  7  per 
cent;  ann.  coat  of  mtce.,  $8,212;  worka  belong  to 
city. 

HENNESSEY,  pop.  2,000;  fire  area.  40  acres; 
mercantile  bldgs.,  wood  and  brick,  1  and  2  stories; 
private,  wood,  1  story;  wooden  roofs  not  per- 
mitted; fireworks  ord.:  fires  investigated.  Fire 
dept— 40  c  ex.,  2  h.  ft  1.  trucks,  1  c  engine,  2 
hose  carriages,  2  hose  wagons;  hose.  2^000  ft.; 
value  of  dept.  equipment,  ^,800;  value  of  bldga., 
$260;  total  mem.,  40  volunteers;  underwriters'  rat- 
ing, fourth  class. 

WATXR  SuFFLT— Source,  wells,  2  miles  from 
business  center;  svstem.  pump  to  stdp.  and  di- 
rect: stdp.  cap.  60,000  gals.,  material  used  in  cons. 
steel;  quality  of  water,  good;  pumping  engine, 
class  dup.,  size  7  x  10;  31  hydrants;  pressure,  dom. 
47  lbs.,  fire  75  lbs.;  cost  to  construct,  $18,000: 
bonded  debt,  $18,000;  works  belong  to  city  ana 
Co. 

KINGFISHER,  pop.  8,600;  fire  area,  700  acres; 
mercantile  bldgs.,  orick,  1  to  8  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  ord.;  causes  of  fires  investi- 
gated. Fire  dept.— 4  c.  hand  ex.,  1  hose  wagon,  1 
nose  carriage.  2  horses;  hose,  cotton,  rubber  lined, 
good,  l,70<rft.;  inferior,  all  kinds,  600  ft:  total 
hose,  2,200  ft;  fire  alarm,  bell;  value  of  dept. 
cauipment,Jg,6()0;  value  of  bldgs.,  $600;  ann.  exp. 
ot  dept,  $800;  total  mem.  12,  paid  full  time  1, 
paid  part  time  11. 

Watxr  StTPPLY— Source,  wells,  H  mDe  from 
business  center;  system,  pump  to  stdp.  and  di- 
rect; stdp.  cap.  100,000  gals.,  material  used  in 
cons,  steel:  2  pumpuiff  engines,  class  comp.  dup., 
cap.  per  da^  1,000,000  gals..,  constructor  Snow; 
mains,  cast  iron,  4  to  10  in.  dia.;  40  hydrants;  10 
valvea;  meters,  total  number,  160,  owned  by  city; 
pressure,  dom.  78  lbs.,  fire  160  lbs.;  works  oelong 
to  city. 

LAWTON,  pop.  8,000;  fire  area,  640  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  8  sto- 
ries; private,  stone,  brick  and  wood,  1  to  8  sto- 
ries: wooden  roofs  not  permitted  in  nre  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  comb.  h.  &  1.  truck,  12 
c  hand  ex.,  8  horses;  hose,  cotton,  rubber  lined, 
good,  2,150  ft;  fire  alarm,  bell;  value  of  dept 
equipment  $5,000;  value  of  bldgs.,  $20,000;  total 
mem.  13,  paid  full  time  8,  10  volunteers. 

Watik  Supply— Source,  wells,  %  mile  from 
business  center;  system,  pump  direct  to  mains; 
quality  of  water,  good:  2  pumping  engines,  cap. 
per  day  1,260,000  gals.,  constructor,  Worthingtoo; 
mains,  cast  iron,  11  miles;  96  hydrants;  56  valves; 
meters,  total  number  800,  Nash  160,  Keystone  160; 
220  sexvices;  pressure,  dom.  66  lbs.,  fire  100  lbs.; 
cost  to  construct,  $77,000;  cost  of  mtce.,  $8,600; 
«vorks  belong  to  city. 


MANGUM,  pop.  8,600;  mercantile  bldgs.,  stone 
and  brick.  Fire  dept.— 2  hose  wagons,  team  of 
horses;  total  hose,  1,000  ft;  fire  alarm,  bell;  totd 
mem.,  11  volunteers;  John  M.  Logan,  chief. 

Water  Supply— Res.  cap.,  80,000  gals.;  pumping 
engines,  cap.  per  day  9o0,000  gals.;  mains,  ^ 
miles,  4  to  6  in.  dia.;  61  hydrants;  pressure,  dom. 
36  lbs.,  fire  110  lbs. 


MARLON,  pop.  2,000:  fire  ««^  «..  .w^,  -» 
can  tile  bldgs.,  bnck  and  wood,  1  to  2  stories;  pri- 
vate, 1  to  8  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 85  c  hand 
ex.,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1.000  ft;  total  hose,  1,000  ft;  fire  alarm, 
telepnone;  value  of  dept  equipment  81, ISO;  total 
mem.  12  active,  12  associate,  12  volunteers. 

MIAMI,  pop.  2,500.  Fire  dept— 1  hose  cart; 
hose,  1,000  ft.;  fire  alarm,  telephone;  22  volunteers. 

Watbs  Supply— Source,  artesian  well,  HI 
blocks  from  business  center;  system,  pump  to 
res.;  res.  cap.,  100,000  gals.;  mams,  12  to  4u  ft^ 
material  used  m  cons,  concrete;  quality  of  water, 
good;  2  Deane  pumping  engpines,  cap.  per  min. 
750,000  gals,  per  day;  mains,  iron,  SV&  miles,  4  to 
10  in.  dia.;  26  hydrants;  service  good;  pressure, 
dom.  40  lbs.,  fire  80  lbs. 


MUSKOGEE,  pop.  86,000;  fire  area,  15.001 
acres;  mercantile  bldgs.,  stone  and  brick,  1  to  6 
stories;  private,  wood,  brick  and  stone,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  steamer,  1  c.  engine,  1  h.  &  L  track,  1 
comb.  c.  &  h.  wagon,  10  c  hand  ex.,  2  hose  w^Lgons. 
3  horses;  hose,  cotton,  rubber  lined,  good,  5,000  ft: 
total  hose,  6,000  ft;  fire  alarm,  telephone;  value  of 
dept  equipment.  $1<KOOO;  value  of  bldgs.,  $17,000; 
total  mem.  19,  paid  full  time. 

Watbk  Supply— Source,  river,  6  miles  from 
business  center;  system,  pump  to  res.  and  stdp.  and 
direct,  dim.  S  x  120,  located  \k  niile  from  business 
center,  material  used  in  cons,  steel,  builders  Alten 
Black  Co.;  quality  of  water,  good;  3  pumping  en 
gines,  cap.  per  day  3.500,000  gala.,  constrndor 
Worthington;  mains,  cast  iron,  9  miles,  6  and 
14  in.  dia..  460  hydrants,  Corey;  pressure,  dom.  66 
lbs.,  fire  100  lbs.;  cost  to  construct,  $876,000; 
belong  to  city. 


NEWKIRK,  pop.  2,200;  fire  area,  380 
mercantile  bldgs.,  wood,  2  stories;  inivate* 
1  stor^;  wooden  roofs  permitted;  fireworks  ord.; 
fires  mvestigated.  Fire  dept— 1  h.  &  L  tnack.  2 
hose  carriages;  hose,  cotton,  good,  1,200  ft;  nre 
alarm,  telepnone  and  bell,  street  boxes;  value  of 
dept.  equipment,  $1,600;  total  mem.,  24  volunteers; 
underwriters'  ratins,  fifth  class. 

Watek  Supply— Source,  wells  and  cisterns,  sys- 
tem, pump  to  stdp.;  stdp.  cap.,  100,006  gals.; 
mains,  4  to  8  in.  dia.;  pressure,  dom.  67  lbs.,  fire 
110  lbs.,  26  hydrants. 

NORMAN,  pop.  4,500;  fire  area,  640  acra: 
bldga.,  brick  and  stone,  2  stories;  wooden  roofe 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  comb,  c  &  h.  wagon.  2  c  taaad  ex« 
1  h.  &  1.  truck,  2  hose  carriages,  2  horses;  bose, 
cotton,  rubber  lined,  good  IjOOO  ft;  linen,  good 
600  ft;  inferior,  all  kinds,  600  ft;  total  hose,  tJQP 
ft;  fire  alarm,  telephone;  total  ment,  18  ^rohni' 
teers;  underwriters'  rating,  aecond  dass. 

Watik  Supply— Source,  wells,  8  blocks  fram 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
86,000  gals.,  dim.  12  x  100,  located  4  blocks  from 
business  center;  res.  cap.  131,000  gals.,  quality  ol 
water,  fair;  Ipumping  engine,  sixe  12  x  36,  cap. 
per  day  120,000  gals.,  constructor  Pulling;  mains, 
cast  iron,  3  mile.  4  to  8  in.  dia.;  30  hydrants.  Na- 
tional: 12  valves;  meters,  total  number  279,  Crown 
226.  Keystone  9,  Trident  3,  Nash  40.  Pittsburg  U; 
277  services;  pipe,  galv.  iron;  pressure,  dom.  48 
lbs.,  fire  110  to  126  Ibs^  consumption  per  day  80,- 
000  gals.,  per  capita  22  gals^  cost  to  conatract 
$22,600;  ann.  cost  of  mtce.,  $2,000;  works  belong 
to  city. 

OKLAHOMA  CITY.  pop.  40,000;  meitantxle 
bldgs.,  brick  and  wood,  1  to  6  stories;  private^ 
brick  and  wood,  1  to  8  stories;  wooden  rools  not 
permitted  in  fire  sres;  fireworks  and  combnstftics 
ord.:  causes  of  fires  investigated.  Fire  dept— 4 
comb,  c  &  h.  wagon,  4  c  hand  ex.,  1  aerkl 
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2  hose  wagons,  9  horses;  hose,  cotton,  rubber 
lined,  good.  2,500  ft.;  chemical  hose,  200  ft;  total 
hose,  2,700  ft.;  fire  alarm,  telephone;  total  mem.  16» 
paid  full  time. 

Water  Supply— Source,  rlTer  and  wells,  1^ 
miles  from  business  center;  system,  pump  direct; 
filtration  system,  sand;  3  pumping  engines,  class 
dup.  and  trip.,  cap.  per  day  6,000,000  gals.,  con* 
stnictors  Worthington  and  tCnowles;  mains,  cast 
iron,  25  miles,  4  to  14  in.  dia.;  177  hydrants:  206 
valves;  2,206  services;  pipe,  galv.  iron  and  lead; 
pressure,  dom.  60  lbs.,  fire  120  lbs.;  consumption 
per  day,  1,250,000  gals.;  cost  to  construct,  $138,000; 
bonded  debt.  $100,000;  int.  paid  on  bonds,  5  per 
cent;  cost  of  mtce..  $12,000:  works  belong  to  city. 

PAULS  VALLEY,  pop.  3,500:  fire  area,  200 
acres;  mercantile  bidgs.,  brick  ana  stone,  1  to  3 
stories;  private,  wood,  1  to  2  stories;  wooden  roofs 

fermitted  in  fire  area.    Fire  dept.— 2  c.  hand  ex., 
hose  wagon;  hose,   cotton,  rubber  lined,  good, 
2,000  ft.;  mem.  22,  full  time  1  volunteers  20. 

Water  Sitpply-— Source,  well,  %  mile  from  busi- 
ness center:  svstem,  gravity  and  pump  direct: 
stdp.  cap.  80,000  gals.,  aim.  £L  x  24,  material  used 


I 


in  cons,  steel  and  iron;  quality  of  water,  pood; 
res.  cap.  80,000  gals.,  located  in  center  of  aty;  2 
tumping  engines,  class  dup.  oomp.,  cap.  per  dav 
,000,000  gals.,  constructors,  Gardner,  Covenor  & 
Co.;  mains,  steel,  6  miles,  4  to  8  in.  dia.;  40  hy- 
drants; 18  valves;  meters,  total  number  14,  owned 
by  city;  80  services;  pipe,  iron;  pressure,  dom. 
6o  lbs.,  fire  125  lbs.:  cost  to  construct,  $43,- 
000;  bonded  debt.  $48,000;  int.  paid  on  bonds,  6 
per  cent;  cost  of  mtce.,  $780;  works  belong  to 
city. 

PAWHUSKA,   pop.   2,500. 

Water  Supply— Source,  creek,  situated  3  miles 
from  business  center;  system,  direct  pressure  to 
stdp.;  quality  of  water,  good;  res.  cap.,  200,000 
gals.:    Jackson    filter,    builders    Smith-Vaile;    cap. 

?er  day  500,000  gals.,  cons.  W.  W.  Cook  &  Sons; 
miles;  mains,  cast  iron,  4  to  8  in.  dia.;  40  hy- 
drants; 40  valves;  pressure,  dom.  60  lbs.,  fire  100 
lbs. ;  cost  to  construct.  $97,000;  bonded  debt,  $100,- 
000;  int.  paid  on  bonds,  6  per  cent. 

PAWNEE,  pop.  1,860;  fire  area.  160  acres; 
bldgs.,  stone,  brick  and  wood;  woooen  roofs  not 
permitted.  Fire  dept— 1  hose  wagon,  1  hose  reel; 
nose,  goodp  2,400  ft.;  fire  alarm,  bell  and  whistle; 
total  mem.,  18  volunteers. 

Watbr  Supply— Source,  creek;  system,  pump  to 
stdp.;  stdp.  dim.  27  ft.  dia.;  2  pumping  engines, 
constructor  Deane;  mains,  2  miles;  14  hydrants; 
meters,  total  number  6;  75  services;  pressure,  dom. 
75  lbs.,  fire  80  lbs.;  cost  to  construct,  ^,000: 
int.  paid  on  bonds.  $600  per  ann.;  ann.  cost  ot 
mtce.,  $2,000;  works  belong  to  city. 

PERRY,  pop.  5,000;  fire  area,  600  acres;  mer- 
cantile bldgs.,  wood,  stone  and  brick,  2  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted: 
fireworks  ord.;  fires  investigated.  Fire  dept. — 6 
c  ex.,  1  h.  &  1.  truck,  8  horses;  hose,  cotton,  eood 
2.000  ft.;  electric  whistle  alarm;  value  of  dept. 
equipment  $1800,  ann.  exp.  of  dept.,  $1,450;  total 
mem.,  15.  paid  full  time;  underwriters'  rating, 
third  class. 

Water  Supply — Source,  wells  and  cisterns; 
system  pump  to  res.;  res.  cap.,  100,000  gals.;  8 
pumping  engines,  class  duplex,  cap.  per  day, 
),OO0.000  gals.,  constructor  Laidlaw-Dunn ;  mains, 
)  miles.  4  to  10  in.  dia.;  39  hydrants;  pressure, 
iom.  65  lbs.,  fire  120  lbs. 

PONCA.  pop.  3,500;  fire  area,  80  blocks;  mer- 
:antile  bldgs.,  stone,  brick  and  wood.  1  to  3  sto- 
nes: private,  brick  and  wood,  2  stories;  wooden 
'oofs  not  permitted  in  fire  area;  combustibles 
>rd. ;  causes  of  fires  investigated.  Fire  dept.— 21 
:.  hand  ex.,  2  aerial  trucks,  2  hose  carts;  hose, 
:otton.  rubber  lined,  good,  1,650  ft.:  fire  alarm, 
>ell;  value  of  dept.  equipment,  $1,500;  value  of 
>ldgs.y  $10,000  {  ann.  exp.  of  dept.,  $000;  total  mem. 
.7.  paid  full  time  1,  paid  part  time  16i. 

Water  Supply— Source,  well,  1  mile  from  busi- 
less  center;  system,  pump  to  stdp.;  stdp.  cap. 
00,000  gals.,  dim.  10  x  27,  located  center  ot  town, 
nateriaf  used  in  cons,  steel;  quality  of  water, 
rood;  2  pumping  ensines,  class  dup.,  sise  8  x  12 
c  7  X  10,  cap.  per  day  360,000  gals.,  constructor 
rVorthington;  mains,  cast  iron,  4  miles,  4  to  8  in. 


dia.;  42  hydrants,  Corey;  meters,  total  number 
30,  Buffalo,  National;  pressure,  dom.  40  lbs.,  fire 
120  lbs.;  works  belong  to  city. 

POND  CREEK,  pop.  2,500;  fire  area,  H  mile; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  sto- 
ries; wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  fires  investigated. 
Fire  dept.— 3  chem.  h.  ex.,  1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,400 
ft.;  nre  alarm^  telephone  and  bell;  value  of 
equipment,  $2,o00;  value  of  bldg.,  $1,000;  ann. 
exp.  of  dept.,  $250;  total  mem.  24,  paid  full  time; 
underwriters'  rating,   second  class. 

Water  Supply — Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  60,000  gals.;  2  pumping  engines, 
class,  duplex,  cap.  per  day,  1,400,000  pals.,  con- 
structor Gardner;  mains,  4  to  8  in.  dia.;  27  hy- 
drants; pressure,  dom.  46  lbs.,  fire  100  lbs. 

POTEAU,  pop.  2,000;  fire  area,  300  acres;  mer- 
cantile bldgs.,  brick  and  stone,  1  to  2  stories; 
private,  wood,  1  to  2  stories;  wooden  roofs  per- 
mitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  ^.  for  3 
yrs.,  $3,000.  Fire  debt.— Total  hoae,  1,000  ft.;  un- 
derwriters' rating,  fifth  claaa. 

Water  Supply — Source,  lake;  system,  pump  to 
stdp.;  stdp.  cap.,  100,000  gals.;  2  pumping  engines, 
class,  com  p.  duplex,  cap.  per  day  2,000,000  gals., 
constructor  Piatt;  res.  cap.,  165.000  gals.;  mains, 
8  to  6  in.  dia.;  32  hydrants;  pressure,  dom.  80  lbs., 
fire  110  lbs. 

SHAWXEE.  pop.  22,000;  fire  area,  3,000  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  6  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated; 
fire  loss  for  1908,  $19,649.41;  ins.  involved  $910,595. 
Fire  dept. — ^1  h.  ft  1.  truck,  10  c  hand  ex.,  1  comb. 


value  of  dept.  equipment.  $12,996;  value  of  bldgs., 
$300;  total  mem.,  14.  paia  full  time  4,  part  time  10. 
Water  Supply— Source.  North  Canadian  River, 
%  mile  from  business  center;  system,  pump  to  stdp. 
and  direct;  stdp.  cap.  100,000  gals.,  dim.  22  x  48, 
material  used  m  cons,  steel;  filtration  system, 
Jewell  mechanical;  quality  of  water,  good*  4 
pumping  engines,  class  comp.  dup.,  cap.  per  day 
4,000,000  gals.,  constructor  Worthinston;  mains, 
cast  iron,  28  miles,  4  to  14  in.  dia.;  182  hydrants; 
meters,  total  number  975,  Keystone  790,  Buffalo  185, 
owned  by  city;  1,060  services;  pipe,  galv.  iron; 
pressure,  dom.  70  lbs.,  fire  120  Ids.;  consumption 
per  day,  900,000  gals.;  cost  to  construct.  $200,000; 
bonded  debt.  $200,000:  int.  paid  on  bon(b,  5^^  per 
cent;  cost  ot  mtce.,  $9,000;  works  belong  to  city. 

SOUTH  McALESTER.— Fire  dept  not  re- 
ported. 

Water  Supply— Source,  watershed,  8H  miles 
from  business  center;  system,  pump  to  stdp.;  stdp. 
cap.  450,000  gals.,  dim.  30  x  ftS,  material  used  xn 
cons,  steel;  quality  of  water,  good;  2  pumping 
engines,  size  20  x  16  x  12,  cap.  per  day  1,000,000 
gals.,  constructor  Worthington;  mains,  cast  iron, 
11  miles,  6  to  16  in.  dia.;  117  hydrants;  meters, 
total  number  800,  Worthington.  owned  by  city; 
300  services ;  pipe,  lead  ana  galv.  iron ;  pressure, 
dom.  80  lbs.,  nre  125  lbs.;  cost  to  constr*ict.  $200,- 
000;  bonded  debt,  $160,000;  works  belong  lo  ci^. 

STILLWATER,  pop.  4,000;  fire  area,  120  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  stone,  brick  and  wood.  1  to  8 
stories;  wooden  roofs  not  permitted  in  nre  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  a  v.  fire  loss  per  jrr.  for  Syrs.,  $6,667; 
av.  ins.  involved  for  same  time,  $i2,338.  Fire 
dept. — 1  comb.  c.  &  h.  wagon,  12  c  hand  ex.,  1 
hose  wagon,  2  horses;  hose,  cotton,  rubber  lined, 
good,  1,800  ft.;  interior,  all  kinds,  200  ft.:  total 
hose,  2,000  ftj  fire  alaVm,  whistle;  value  ot  dept. 
equipment,  $2,000;  value  of  bldjn.,  $2^00;  ann. 
exp.  of  dept.,  $l,0oO;  total  mem.  19,  paid  full  time 
3,  16  volunteers. 

Water  Supply— ^Source,  wells  and  streams,  1 
mile  from  business  center;  system,  gravitv  and 
pump  direct;  stdp.  cap.  100,000  gals.,  dim.  22  x  SB, 


material  used^  in  cons,  iron;  quality  of  water, 
good;  2  pumping  engines,  class  comp.  dup.,  cap. 
per   day   993,000   gals.,   constructor   Snow;   mains. 


iron,    i   mllea,    4   to   g   in.   dia.;    31    hydrinti;    IS 
valve.;    mtlerj.    Keystone,   owned    by    conjumer; 

K'pe,    Ealv.   iron;   prnsure.  dam.   GS  lb<..   fice  UO 
I.;    eoninniption   per   day,   TE.OOO   gall.;    coat   lo 
conatrodt,  I7S,(XX1;  bonded   debt    S».000i,int.   paid 


JAHLEQUAH,   pop.    S,DM;    merca 
d.      Fire    depl.— Cob: 


brick 


[ubbeT  "lined,   good,   l.oio  fl 


toil 


WjtTaK  Sufi-Li-Si 

buainesa 

Mructon 

milei,  i  lo  10  m.  diLj 


.     ._..,.  ^'oSf'gals.;  i'^mplliB 

-,^ . coaip.,  c«p.  per  d<;r  1.000,000,   con- 

Mructor*    McGowui    Co-;,  maini,    eait    inn,    t>A 

-,  pieuure,  uuin.  ou  >ua.,  Gie  100  Iba,';  conaump- 
per  da*  ^000,000  gala. ;  coat  to  cooitnicl,  !»,■ 
work*  belons  to  Crystal  SprinB  Water  Co. 


TECUMSEH.    I 


.     1.000; 


itile    bidga,. 


TULSA;  bld«a.,  brick  and 
Fire  dept. — 1  c  enpne,  1  con 
carriage,  T  horiea;  boae,  3,SD0 


VIMTA,  pop.  £.000;  meroinlile  bld«a..  moMlr 
irick.  Fire  depL— 1  h.  ft  1.  tnick;  boae.  cotton. 
ubber,    good,   1,700   ft.;    alarm,    telepbonc;    toul 

wi-r»'  RiTPTi.Y— Source,  'arteaiu  well;'  ayalesi. 
Ip,  cap.,  70.000  (sla.;  rea.  cap.. 

__,..„,  __.  „-.  Jay  1S.M0.0CO  gala.,  constrnctor 
Wonhinglon;  Diaina,  M  miles,  S  to  12  in.  dia.:  104 
hydrants;  preKure,  dom.  i8  lbs.,  lire  IW  Ibi. 

WAGONER,  pop.  4,000;  fire  ana,  G  hlockl; 
mercantile  bidgs..  stone  and  brick,  1  atorin;  pri- 

'ed;'Greworka  and  combuatiblea  ord.     Fite  dept.— 


MO.dS}   b 


l,«N),aoo   B 


n  hydranti;  presaui 

WILBURTON.   E 

mercaMUe  bldgi.,  i 


atdp.:  itdp,  cap,  SO.OOO  gala.:  rea,  cap.  30,01 
1  pumpina  engine,  cUaa,  comp.  duplex,  i 
day,  790,000  gara.;  miins,  m  m'lea,  «lo  10 
40  hydranla;  pressure,  dom,  4G  lbs,  fire  IX 

WEATHBRSFOBD,     pop.     l.SUi     meranUIe 
bidaa..   brick   and   wood.     Fire    dept.— 1    h.    '    * 

tni^i,  1  boae  cairiagca;   total  hoae.  1,100  i< 
alarm,    bell    and   whiaUe;    total    mem.,   M 

W*Tia  Su»FL 


>.  1,600;  fire  area.  10  aftet: 
ne.  brick  and  wood.  1  to  I 
,  1  ala>7;  vooden  nnfs  not 
.  ereworka  and  comlnutiblca 

invettigaled.  Fire  dept.— I 
in,  rubber  lined,  good.  IJM 

vilnc    ol   dept.    eqniiMB^t, 

T..  pump  to  res.;  sldp.  cap. 
ol  waiec,  good;  1  pumpjag 
duplex,  cap.  per  day  £,008,- 


a  popnlatioD 
1    £n    dcpL- 


■r B  of  LUW  or  Bon  taaviac 

BO    ornniaed    fire    dept.- Diria,    Krcba,    I  rhli>. 
Oknulgee,  Sulpbor  Sprinst. 
Placet  wllh  *  popuUtion  of  LOOO  or  mora  not  !■■ 


OREGON 


ABBREVIATIONS.— Ann.,  umiul;  iv.,  *ven(e;  bldiL,  baildingii  cap. 
c,  chemlc^;  c  ft  tu,  chemiol  ud  hoMi  cUc,  derki  ccmb.  eombiaitian ;  comr. 
miCtHi  comp.,  compound;  corn.,  conMrudicDi  dept.,  depanmait;  dia.,  dimmeli 
demotic;  dup.,  duplex;  ens.,  «i(iii«i;  exp.,  upeniei;  ex.,  extlngajiber ;  fl. 

hiahdutj:  h.  &L,hoak  ind  Udder;  ini.,iD(unnce;  int..  iaterat;  mtcc,  nuinl 

No.,  DUmbei;  pop.,  populilion;  piu.,  ptdidfBi;  m.,  r«>ei*oir;  Mdp.,  atudpipe;  lupt.. 


gill..  Ballon);  b.  d.. 


ALBANY,  pop.  8,000;  fi 
eanlilc  bldga.,  brick,  1  to  i 
i  itoriu;  wooden  roofi  no 


I.  400  1 


iM;  private,  wood 


»id«ii:  rea.,  r«aei*oir;  atdp.. 


ment,'  n.lOO;  value  of  bldga.,  1200; 
di^l.,  tl.872;  total  mcTP..  llo,  volutiti 

buiineiB  cenlcr;  IG  ciatem'a  uaed'for 
Itm,  pump  direct;  1  puTnping  engi 
dtr  l.EDO.AO  gall..   coQilruclar  Dow 

rought   ii  

jg,^. 

die  110  lbs.:  works 
ARLINGTON, 


'—    area;   comb< 
gateJ.  .Fin 


6rt  area;   combanibre 


600:  fire  area,  ::i 
:  and  wood,  1  aior 
wooden  roofa  pem 


.   _  ..  .      -10  t  hand  at,,  1  h.  . 

ick,  3  hoie  carriagea;  boat,  cotlOB.  ruhtiFr  li 
-'  ""  ^  -  Inferior,  all  kinr"-  ™  *-  ■  --■-'  -^ 


good.  SN)  ft,; -, 

I,3Ca  ft. ;  fire  alarm,  bell;  value  of  dept.  . 
n.OOOi  Talue  of  bldga.,  tGOO;  ann.  cap 
teO:  lot-' "  — ' 


Wati>  SmfFLT— Source,  nve 
baafneaa  center;  nntcm,  jiump 
19,000  fala.;  piudpEde  enginei,  c 
nla.,  conatructor  Blake;  maim 
1,»D  tt.,  ■  to  S  Id.  dia..  Pugt 
IS  liTdranta:  1£0  aerricea ;  pipe, 
coaitroct,  WJOO;  ann.  coit  of  i 


',    H    mile    from 
ip.  per'dar  tOO.VOi 


eft,.' 


Kfim;  werka 

u;    nre    area,    MO    acre*; 
brick  and  wood,  t  and  > 


.    4,600;    fii 


ASHLAND,    ,_ 
mercantile  bldgi.,  lujiie,  onu  am 
atoriei;  private,  wood.  1  and  VA  hdiiei;  wmaeu 
roofa  Hrmltted;  Brcworka  and  comboatililea  ord.; 
Fin  dept.— t  c  hand  ex.,  M  bncketi.  I  boae  car- 


m.,   "S)     T 


valves;  1.200  >< 
lorn.  120  lbs.,  lii 
W;  bonded  deb 


li.  dia.;  S»t^drani.,  Bata'lt  &  C 


lOD 


'.,  KOO:  1 


ASTORIA,  pop.  11,000;  fire  area,  MO  acrea 
cantUe  bldga..  brick  and  wood,  1  and  S  M 
private,  wood.  1  to  I  atoriea;  wooden  roofa  at 
■nittedi  fireworka  and  coraboatiblea  ord. 
dept.— 3  Meamera,  1  e.  engine,  T  c.  band 
aerial  truck,  1  comb.  chem.  taogc  wagon,  t 


i^SSer  lined,  good,  T.oJ 
9  bo-ea;  value  of  dip 
of  bldn.,  $40,000;  ann. 
mem.  IS,  paid  full  tim 


',  good:  res.  cap.  6,TGI 


:    lie   h;dra: 


veils 


'm 


toUl     I 


1  dasa.    ' 

0.  gravity;  quality   ■ 

Of  water,  gooa;  res.  —    - —  — '-     ' '     -     ' 

hm   back  of  cftr;   I 

■■    milei,    4    I.    _ 

total  Dtimber,  S4,    Crown  26,   Hci 


tmij  E,  Worthington  4.  owned  by  eity;  i[»"J 
■vicea;  pipe.  galv.  iron;  pruiure,  dom.  tE  Ibi, 
111  Ibi.i  coniumption  per  day.  UOO.OOO  nls.; 
to , conatruct.  tZH,nB:  bonded   debt,   nw,000: 

ST.OOD;  worki  belong  to  city. 


rdrants:'  orei 


id  10  in.  dia.;  | 


BAKER  CITY.  pop.  R.OOO;  Cie  i 


Fire  dept.- 

""'ST 


permitted 

,    ol    firea    iavestigal 

h.  ft  L  truck.  •>  c  hand  ex.,  f  b 

— .   — >e,   cotloD.  rubber  lined,  gowi,   3 

u;  niuber,  good,  600  ft.;  total  hoae,  8*0  ft; 

ilarm.    bel^l-    — '—    -'    -■ '- -' 


!  12£  Ibi 


.  1.388,000 

SI 

ibia  330.  Naah  4,  o<med 


.150;  worli: 


COQUILLfi.    pop.    1,»0;    fire    arcL    10   urea; 

"-   bldgi..  wood,  1  and  1  atorlei;   private, 

"" — -■ •-,   pennilted  in  fir* 

led.     Fire   depL— U 

"■'  ""■'"''  "dep't 


lent,  11,070:  value  of  bfdn.,  tnO;  ann.  exp. 
'    '  >tal  mem.,  11  volnnteeta. 

-* — Source,  apringi,  4  milea  from 
busmcaa  center;  ayatem,  gravity;  quality  of  water, 
good;  rea.  cap.  600,000  nla. ,  located  on  mountain; 
mama,  wood,  4  miles,  f  to  i  In.  dia.;  It  hydranta; 
pipe,  iron;  preaauie,  dom.  80  Ibi.,  fire  80  lbs.; 
—-*  —   — itruct     tM,a)0;   bonded    /'*■■     ™"™- 


.  good,  800  fL;  Sre  alarm,  bet 

Suipment,  11,070:  value  of  bldn., 
dept..  tU;  total  mem.,  11  vtJnni 


:.   paid  a 


bonds.  (  p 


;  worka  belong  ti 


.. ;  wooden  mob 

o  Erewotka  and  combuatlblea  ord.: 
-vestigated.     —       ...    -       i 


:.  hand 
«l^hon;  , 


!i  1.  I 


ii«  «MiLii,  (cicpjione  sysLem:  nuue  Ol 

ncDt,  tS.OOO;  ann.  exp.  of  dept,  tEO; 
Watir  Scpflv— Source,    river,    t    bit 

ind™  """'     """"  '" 

"  "^"nin""" 


stdp.  cap.  MO.MO  gala.,'mareTial  'ii 
'■  quality  of  water,  good;  1  pui 


r  Worthing 


VVortt 


S.ls-j  cost  to  conatruct, 
,000;  works  belong  lo 


Dm.  77  lbs.,  fire 
ly  120,000  gall., 
---   —1,000;  am 


per   canili 


COTTAGE  GROVE,  pop.  2,000;   fire  area.   SOO 

I    acres;  bldgs.,  wood,  1  and  T  stories;  wooden  roofa 

'    not  permitted  in  fire  limits;  fireworks  ord.    Fire 

I    dept— 1   hose  carriages;  boae,   cotton,   good  LOOO 

ft;  bell  alarm:  total  mem.,  40  volunteer* 

Watik  Snrn.T — Source,    mountain 
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pressure,  fire  76  to  90  lbs.;  co 
400,000  gals.,  per  capita  200  gale 
»S.0OO;  bonded  debt,  135,000; 
|200;  works  belong  to  city. 

DALLAS,  pop.   1,700;   mere 
2  and  3  stones;   private,  wo< 
wooden  roofs  permitted:   no 
dept.— 2  c.  ex.,  1  h.  &  I.  tru 
hose,  rubber  good,  1.200  ft.; 
bldss.,  12,500;  total  mem.,  1 

Wateil  Supply— Source, 
miles    from     business     cent 
quality    of    water,    good;    r 
located  1   mile   west   of   bu 
iron,  im  miles,  3  to  12  it 
valve;  360  services;  pressur 
lbs.;  cost  to  construct.  $35 
000;  cost  of  mtce.,  11,000:  « 

EUGENE,  pop.  12,500;  fi 
cantile  bldgs.,  concrete  ai 
private,  wood,  1  and  2  st< 
permitted;  fireworks  and  < 
of  fires  investigated.    Firf 
1  h.   &   I.    truck,  5  hose 
good,    4,450   ft.;    fire   ala* 
equipment,    $8,000;    valu« 
exp.  of  dept.,  for  1909,  $' 
unteers,  2  paid;  underw 

Water  Supply — Sourc 
business  center;   system  | 

water,  good;  res.  cap.  8  | 

of  hill  on  north  side  oi 
cap.   per  dav   2,000.000 
i^grton,  Gould;  mains,  ' 
10   in.  dia.;  65  hydran* 
number  25,  owned  by 
vices;    pipe,   galv.    iroi 
lbs.,  fire  275  lbs.;  cos  i 

of  mtce.,  16,000;  work) 

FOREST  GROVE, 
to  3  stories.  Fire  de 
truck,  horses;  hose.  1 

Water  Supply — Sr 
•tdi).  and  direct;  std 
engines,  cap.  per  da> 
6  hydrants;  80  senric  i 

cost  to  construct,  $2" 

GRANTS  PASS,  I 

mercantile  bldgs.,  1  i 

ries;  private,  wood.  i 

permitted;  nrewori  1 

dept. — 2  c.  hand  r 
riages;  hose,  cottc 
fire  alarm,  bell;  \ 
value  of  bldgs.,  \ 
time. 

Water  Supply-  i 

business  center; 
water,  good;  res.  i 

north    of    river; 
size  12  X  18.  8  X  1 
structors  Dow,  <  i 

miles,  4  to  12  ii 
Waterous;  mete 
10,  Buffalo  200, 
pressure,  dom. 

struct.  $75,000;  i 

bonds,  6  per  ce 
belong  to  Co. 

HEPPNER.  I 

bldgs.,   stone,  ( 

wooden  roofs 
bles  ord.;  cat 
— 1  h.   &  1.  f 
rubber  lined, 
ft.;  total  hof 
dept.   equipn 
ann.  exp.  of 

Water  Su  I 

res. ;    qualit- 

gals.;  pump  i 

constructor 
pressure,   d 

consumptio  i 

gals.;  work 

HILLSI  I 

mercantile  i 

Tate,  woo^  I 

fireworks  i 
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comp.  dup.,  cap.  per  day  1,000,000  gait.,  construc- 
tor Deane;  mama,  steel,  14  miles,  4  to  12  in.  dia.; 
59  hydrants;  23  valves:  meters,  total  number  82, 
Empire  1,  Buffalo  30,  Lambert  1,  owned  by  city: 
600  services:  pipe,  galv.  iron;  pressure,  dom.  do 
ibs.,  tire  95  lbs.;  consumption  per  day,  25,000  gals.; 
cost  to  construct,  $89,000;  bonded  debt,  $50,000:  int 
paid  on  bonds,  6  per  cent;  cost  of  mtce.,  $3,000; 
works  belong  to  city. 

McMINNVILLE,  Yomhill  County,  pop.  2,500; 
acres;  mercantile  bldgs.,  brick,  2  stories;  private, 
wood,  2  stories:  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept. — ^1  h.  &  I. 
truck,  4  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  2,000  ft.;  rubber,  good,  500  ft.;  toul  hose, 
2^  ft.;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment,  $2,393;  value  of  bldgs.,  $2,300;  total 
mem.,  66  volunteers;  underwriters'  rating,  fourth 
class. 

Watex  Supply — Source,  river  and  well,  2^  miles 
from  business  cener;  system,  pump  direct;  qual- 
ity of  water,  fair;  2  pumping  engines,  class  comp. 
dup.,  cap.  per  day  1,400,000  gals.,  constructor  Gar- 
rett; mams,  steel,  7  miles,  4  to  14  in  dia.;  108  hy- 
drants; 26  valves;  360  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, $32,000;  bonded  debt,  $20,000;  int.  paid  on 
bonds,  4)^  per  cent;  cost  of  mtce.,  $4,180;  works 
belong  to  city. 

MARSHFIELD,  pop.  3,200;  fire  area.  65  acres; 
mercantile  bldgs..  brick  and  wood,  S  ana  3  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  Fire  dept. — 1  steamer,  1  c  engine,  1 
h.  &  1.  truck,  8  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good  500  ft.;  inferior,  all  kinds,  300  ft; 
total  hose,  800  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  $6,000;  value  of  bldgs.,  $2,160;  ann. 
exp.  of  dept.,  $50;  total  mem.,  60  volunteers. 

Wateh  Supply — Source,  springs  and  creeks,  2 
miles  from  business  center;  system,  gravity  and 
pump  to  res.;  quality  of  water,  good:  res.  cap., 
S50,000  gals.;  1  pumping  engine,  class  comp. 
dup.,  cap.  per  day  638,000  gals.,  constructor 
Worthington ;  mains,  wood,  steel  and  cast  iron,  15 
miles,  2  to  12  in.  dia.:  &  hydrants;  18  valves; 
meters,  total  number  47,  owned  by  Co.;  788  ser- 
vices; pressure,  dom.  75  to  80  lbs.,  fire  75  to  80 
lbs.;  consumption  per  day,  660,000_gals. ;  cost  to 
construct,  $100,000;  bonded  debt,  $25,000;  cost  of 
mtce.,  $8,000;  works  belong  to  Co. 

MEDFORD,  pop.  3,000;  fire  area,  6  blocks; 
bldgs.,  brick  and  wood,  2  and  3  stories;  wooden 
roots  not  permitted;  no  fireworks  and  combusti- 
bles ord.  Fire  dept. — 2  hose  carriages,  1  h.  &  1. 
truck;  hose,  rubber,  good,  1,200  rt;  fire  alarm 
bell;  value  of  dept.  equipment,  $1,000;  value  of 
bldgs.,  $400 j  total  mem.,  36  volunteers;  under- 
writers' rating,   second  class. 

Water  Supply— Source,  creek:  system,  gravity 
and  pump  to  res.;  res.  cap.,  66,000  gals.;  pumping 
engines,  cap.  per  day  432,000  gals.,  constructor 
Buffalo;  mams,  2%  miles,  2  to  6  in.  dia..  National; 
38  hydrants;  25  valves;  150  services;  pipe,  galv. 
iron;  pressure,  dom.  35  lbs.,  fire  150  lbs.;  cost  to 
construct,  $26,000;  int.  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce..  $1,600. 

MILTON  pop.  1,500;  bldgs.,  wood,  1  story; 
wooden  roots  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  chem.  engine,  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good,  850  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $1,000;  value  of  oldgs., 
$250;   total  mem.,  15  volunteers. 

Watex  Supply— Source,  river;  system,  gravity; 
quality  of  water,  good;  mains,  1^  miles,  6  to  12 
in.  dia.;  13  hydrants;  pressure,  fire  40  lbs.;  cost  to 
construct,  $9,000;  works  belong  to  Co. 

MORO,  pop.  336.  Fire  dept— 1  hose  cart  260  ft. 
hose,  hooks  and  ladders;  total  mem.,  86  volun- 
teers. 

Watex  Supply — Source,  wells;  system,  pump  to 
res.;  res.  cap.,  50,000  gals.;  pressure,  15  lbs. 

MOUNT  TABOR,  pop.  8,000;  mercantile  bld^, 
brick  and  wood,  2  stories;  private,  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  ord.;  fires 
investigated.    No  fire  dept 

Watex  Supply— Source,  wells;  system,  pumping 
to  res.,  cap.  one  10.000  and  one  80,000  gala.; 
pumping    engines,    daily    cap.    120,000   gala.,   con- 


structors Worthington,  Buffalo;  pipe,  14  miles,  1 
to  4  in.  dia.;  2  meters.  Crown;  pressure,  50  to  100 
lbs.;  works  owned  by  Co.;  cost  to  construct  to 
date,  $35,000;  ann.   exp.  $1300. 

NEWBERG,  pop.  3,200.  Fire  dept— 1  h.  &  1. 
truck,  3  hose  carts;  hose,  2,000  ft.;  total  mem.,  50 
volunteers;  value  of  dept.  equipment,  $2,500;  value 
of  bldgs.,  $1,000;  total  mem.,  60  volunteers. 

Watex  Supply — System,  gravit]f;  cost  to  con- 
struct. $25,000:  works  belong  to  city;  pressure,  96 
lbs.;  Orange  £lliott,  supt 

OREGON  CITY  pop.  6,000;  fire  area,  1,500 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
1  to  3  stories;  private,  woo<L  1  and  2  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
and  combustibles  ord.    Fire  dept — 2  h.  &  1.  trucks, 

4  c.  hand  ex.,  2  hose  carts,  5  hose  carriages;  hose, 
rubber,  good,  3,400  ft:  fire  alarm,  bell;  value  of 
dept.  equipment,  $5,000:  value  of  bldgs.,  $25,000; 
ann.  exp.  of  dept,  $5,000;  total  mem.,  190  volun- 
teers. 

Water  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  to  res.;  filtration 
system,  Jewell:  quality  of  water,  good;  res.  cap. 
1,000,500  gals.,  located  ^  mile  from  city;  2  pump- 
ing engines,  cap.  per  day  2,000,000  gals.,  con- 
structor Wood;  mains,  cast  iron,  15  mues,  2  to  6 
in.  dia.;  75  hydrants;  700  services;  pipe,  galv. 
iron;  pressure,  dom.  75  lbs.,  fire  210  lbs.;  consump- 
tion per  day,  500,000  gals.;  cost  to  construct,  $7o,- 
000;  mt  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$4,000;  works  belong  to  city. 

PENDLETON,  pop.  7,000;  fire  area,  18  acres; 
bldgs.,  stone,  brick  and  wood,  1  to  8  stories; 
wooden  roofs  not  permitted.  Fire  dept — ^1 
steamer,  2  c  hand  ex..  1  h.  &  1.  truck.  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  5,800  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $8,000; 
value  of  oldgs.,  $1,800;  total  mem.  135.  paid  part 
time;  J.  L.  Vaughan,  chief. 

Water  Supply— Source,  wells,  1  mile  from  busi* 
ness  center;  system,  gravity,  pump  to  res.  and 
direct;  quality  of  water,  good;  res.  cap.  1,500,000 
gals.,  located  on  hill  180  ft  elev.;  2  pumping  en- 
gines, class  comp.  dup.,  size  10  x  82,  14  x  18;  cap. 
per  aay  2,160,000  gals.,  constructor  Blake;  mains, 
cast  iron,  18  miles,  2  to  12  in.  dia.;  80  hvdrants, 
Waterous;  90  valves:  meters,  total  number  920, 
Crown  50,  Thomson  60,  Buffalo  20,  Keystone  720, 
Lambert  18,  Nash  60,  Union  40,  owned  by  con* 
sumer;  1,000  services;  pipe,  galv.  iron;  pressure, 
dom.  90  lbs.,  fire  120  lbs.;  consumption,  per  day 
600,000  gals.,  per  capita  75  gals.;  cost  to  construct, 
1^2.000;  bonded  debt,  $45,000;  int  paid  on  bonds, 

5  per  cent;  ann.  cost  of  mtce.,  $10,000;  works  be- 
long to  city. 

PORTLAND,  pop.  260,000;  fire  area,  50%  so. 
miles;  mercantile  bldgs.,  stone,  brick  and  wood. 
1  to  12  stories;  private,  brick  and  wood,  1  to  4 
stories;  woden  roofs  not  permitted  in  fire  area; 
fire  works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  3  yrs.,  $574.- 
616.91;  av.  ins.  involved  tor  same  time.  $2,293,980l 
Fire  dept — 1  fire  boat,  17  engines,  19  hose  wagons, 
4  comb,  c  &  h.  wagons,  4  hose  carriaj^es,  3  hose 
carts,  3  hose  reels,  6  h.  &  1.  trucks  (1  m  reserve), 
4  c.  engines,  114  horses;  hose,  cotton,  rubber  lined, 
good,  53.040  ft.;  total  hose,  53,040  ft;  fire  alarm, 
bell,  whistle  and  electric,  240  boxes;  total  mem., 
235. 

Water  Supply — Source,  mountain  stream  30 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water  good,  res.  cap.  6,600,000  gals.;  2 
pumping  engines,  capacity  per  day  23,000,000  gals., 
constructors  Worthington  and  Holly;  mains,  cast 
iron,  216  miles,  4  to  30  in.  dia.;  968  hydrants: 
meters,  total  number,  3,050,  owned  by  city;  25,219 
services;  pressure,  dam.  50  lbs.  fire  58  lbs.;  con- 
sumption per  day,  19,000,000  gals.;  cost  to  con- 
struct $5,204,660;  bonded  debt,  $2,900,000;  int  paid 
on  bonds  5  pa:  cent;  cost  of  mtce.,  $78,ol6;  works 
belong  to  city. 

ROSEBURG,  pop.  6,000;  fire  area,  400  acres; 
mercantile  bldgs.,  brick,  1  to  4  stories;  private, 
wood,  1  and  IH  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept.— 1  c.  engine,  1  h.  &  1.  truck,  6  hose  carts, 
3  nose  carriages;  hose,  rubber,  good,  4,000  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, $5,Ck)0;  value  of  bldss.,  $10,000;  ann.  exp.  of 
dept.,  $500;  total  mem.,  38  volunteers. 


i 


ttt.  and  direct;  r«.  cap.,  Ma.lKIO  Bill.;  pumpinE 
CDginci,  cap.  per  d*v  1,3«8,SW  gill,,  cooiliucton 
Dow,  Aalli  nuini,  i  miles,  1  to  1!  in.  diLl  M 
bydTlDti.  EclipK!  16  valves;  metcri,  lota]  number 
4a,  Heney;  TZT  servicei;  pnaiure,  fire  80  to  130 


SALEM,  pop.  iLJKO;  tit  area,  40  acra:  mer- 
cantile bldEL,  brick,  a  and  a  atoriei;  privatt,  wood, 

•orLa  and  combuatiblaa  otd.;  cauiei  of  fires  in- 
Teatintcd.  Fire  depl. — 2  sleamcra,  1  hand  engine, 
t  c  Band  ex.,  1  bose  wagon,  1  bose  carriani, 
4  horsea;  hate,  cotioo,  rubber  liaed,  gowi,  8,000 
.'t.;   rubber,  good^OO  it.;   Inferior,  all  liinda,   BOO 

nblW;  *alul°Df  tldga.,'ttO,«0;''aon?'ei<p!*o?deTt-' 
n.OOO;  total  mem.,  IS,  paid  full  time  i.  paid  part 
time  9;  underwritera'  ntlng,  firat  dau. 

Watek  SurrLT-Sanrce,  iiver;  lyatem,  pump  to 
ret.  and  direct;  flltritioD  ajttem,  gra«el  and  cb*i- 
coal;  rea.  cap..  SJO0,DO0  gala.;  pumping  ennnea, 
cap.  per  dtj  5,000,000  gala.,  eonitructor  Daw; 
mains,  cut  and  wmught  iron,  38^  niilea,  1  to  2i 
in.  dia.,  Oswego.  Newport;  S6  bydranta,  Sisdon, 
St.  Louis;  SG  lalvcB;  meters,  tutal  number  S, 
Crown,  Buffalo;  988  aerncuj  pipe,  galr.  iron; 
pTCtaure.  dom.  80  lbs.,  fire  SO  lbs.;  cost  to  cod- 
ttrucc,  nHSGO:  Int.  paid  on  bonda.,  6  per  cent; 
ann.  cost  of  mtce.,  IE,aOO;  works  belong  to  Co. 

SHEKIDAN,  pop.  800;  fire  area,  SO  acrea.  Fire 
jept.-3  hose  cans,  1  h.  &  I.  truck,  hose,  1.900  (I.; 
value  of  dept.  equipment,  |1,E0D;  total  mem.,  K. 

cap.    SOOjOtt)   gala.,    pumping;   cap.    of   pomps  per 


lbs 


.  SS.AOO  gils.; 


t,  «0,- 


SUMPTER,    pop.    l.EOO;    fire    area,    100    acrea. 

Fire  dept.— 3  hose  cart*,  1  c    en^ne    1   h.  &  L 
truck;   value  of  dept.  equipment,  15,000:  **liie  of 
bidgi.    KOO;  ann.  exp.  of  dept,  lOOO;  toUi  mem. 
IE,  paid  pari  tine. 
WATM  SufPLv— Source,    res.;    arilem,    gravitr; 


i  permitted  in  fire  area:  fireworka  and  com 
Itiblet  ord.;  causea  of  Gres  Investigated.  Firi 
[>t.— 1  steamer,  1  band  engine,  1  c.  engine,  1  e. 


above  citv;  maini,  wood,  iron  and  steel,  16  nulea, 
4  to  14  in.  dia.;  80  bvdiuts;  8e  valves;  metera. 
taul  number  40,  owned  by  citv;  1,000  services ;  pipe 
galv.  iron;  pre&Eure,  dom.  TS  lb>..  fire  lOt  Ibi.; 
consumption  per  dsy,  100,000  gala :  cost  to  can- 
itiuci,  tm,m;  bonded  debt,  tmCOO;  int.  paid  on 
bonds,  i  and  S  per  cent:  cost  of  mtcc,  t3,W); 
worka  belong  to  city. 
UNION,    pop.    1,G00;    fire    ares.    IS  acre*,     flie 

.li  r-'.— 1  "n.  Il  1.  truck,  1  aerial  truck,  1  hi 

n.ieo:  liofi,  cotton,  rubber  lined,  rood  1 
Mil']'.-!',  tiMidlOO  ft.;  total  hose.  UAltj  fin 
l..'l,    \.^UL   ai  dept.    equipmeot,   ft^Sn;    v 


■T..,r,-.  J  m'les.  Abenrot)i.'Root;'iG  hydr^uith  Lud^ 
:..>v-  '?  v:iu»;  164  tervicea;  preasure,  dom.  4S  Iba., 
:i[c  I'j  Ib^.,  cost  to  eonatmct,  110,000;  works  bdoog 

WASCO,  pop.  700.  Fire  dept.— 3  hose  cans; 
hose.  l.OOO  ft.;  alue  of  dept.  equlpmeat,  tUM; 
value  of  bidga..  tCOO;  total  inem.,^  volnnlecn. 


ili^wofks  I 


WESTON,  pop. 
cantile    bldgs.,    br 

brick  and    wood, , 

permitted  in  fire  area;  fireworks  and  tambtatibki 
ord.;  cauaes  of  Srea  investigated.  Fire  dept. — 1  h. 
ft  L  track.  1  c.  hand  ex..  1  hoac  carriina:  boat. 
cotton,  rubber  lined,  good,  600  ft.;  rubbei.  good, 
100  ft.i  total  hoae,  SWIm  fire  alarm,  bell;  Talne  at 
dept.    equipment,    tE.OOO;    value   of   bldgs..    tUM; 


mem,,  3S  voluDteer*. 
■  Svrri       " 


weUa, 


4     mile 


cap.,    SB.OOu  ■•«,    •   »—->..•.>    U.K— >- 

r   Smith- Vaile;    mains,  4   milea.    1   to  8 

..I.  dia.:  IS  bydianu;  8  valvea;  meters  owned  by 
citv;  pipe,  wood;  preaaure,  dom.  3  tba..  fire  M 
lus.1  coat  to  constnict,  110.000;  bonded  debt,  tl*,- 
300  int.  paid  on  bonds.  M  per  cent;  cost  of  mtce.. 
tSOO;  worka  bcking  to  dty. 

WOODBURN.   pop.   l^OO;   fire  aresu  16    acret; 
nrnv-antile  bldga..  brick  and  vrood,  1  >ad  I  ■toriea; 
te,  wood,  t  atoriea;  wooden  roofs  pcnaitted: 


pnvate,  wood. 


I  hvaraii 
»  lbs. 


engines,  cap.  per  day  Xt.- 
wood.  I  miles,  4  to  t  in.  dia.; 
,  total  nnmber  Jt;  presatBC  fit* 


PENNSYLVANIA 

ABB RBVt AXIOMS.— Ann.,  untuJ;  it.,  iveragei  bldg*.,  bDildinga;  cip.,  cipicil;;  cbn.,  cburman; 

mittn;  eomp.,  compound)  cooa.,  coutiuclion;  dept.,  dtpartment;  dia.,  diameter:  dim.,  dimcsiinnii  dam., 
domeitic;  dup..  duplex;  ens.,  cntiDeer;  exp.,  opcnaeii  ex.,  cxtiDguiiher;  ft,  feet;  e^i.,  aalloni;  tu  d., 
hicb  dntj:  h.  &  I.,hook  did  Udder;  iai.,iniurancei  int.,  intereitj  mice.,  muntenaacei  mem., membcribip; 
Ho.,  numberi  pop.,  popnlation;  piei.,  pretidentj  rea.,  reKrrair;  itdp.,  itaodpipei  (apt,  (Uperinlendent 


ALLEGHENY 
Pitlsburg;  Gre  ai 
brick.  1  to  B  itorii 

worto  >nd  combuitibli 


I.  pop.  IX, 
:M  acre.; 


rtof 


■  per  ft.  for  3  yts.,  tl90,. 

.r  ume  time.  $TT3,0()».  Fire 
dept— 12  sleamera.  3  tomb.  c.  *  b.  wsaons.  32  c. 
hand  ex.,  2  h.  &  1.  trucki,  3  aerial  trudu,  1  lioK 
wagon.  IE  boK  carriagei.  16  horses;  bote,  cotloo, 
rubber  lined,  good,  X.QOO  ft;  &re  alarm.  GamewtU, 
238  boxca;  value  o^  dept  equipment  fm.ODO; 
value  of  bldg>.,  t23G,000;  snn.  eip.  of  dept,  tlSO,- 
StZ:  total  mem.,  IIE,   paid  full  time. 

WATEK  SuTTLT— SooTce,    rlvcT,    M    Dulci    IrDin 


bnalneia  cent 
filtratior 


._  ..I,  and  direct; 

'  ]o[::iiild  at  Uoont 
^-  ,-.  .imp.,  a  dup., 

l'j..'r;  .mJanB"iieel 
10  v.:  Mla-l  I.DOO  hf. 
;.'..:-:  :al;ci,  Rena- 


capita    nt    ^ji. ; , 
ALLENTOWV, 


60,000;     lire 


DWM,        pop.        DU,WWi 

intile  bld^,  bricit,  froi 

lermitted;    ^reworka   and    t 
rf,„i_7    aUamera,    4    com 
I.  22  c  hand  ex., 
n,  1  hoM  carriagei 
Ined,  good,  UiW  ( 


i792 


auppl7 


su&,ooa: 

dept,  3 


:    of    bidga,    $108,00 


dept    < 


Mdp.;  atdp.  cap.  226,000  gala.. 
Wood;   qualit);  of 


apriogs,  li  a 
buildera 


"£■.■(.; 


a.  per  day  ^000,000 
Ho)1y;  i^ainB.  cast 
;  14G  hydrants,  Lud- 


TQaiowr 

:a1  nun' 
rideni  I 

donT'w^'liis..  fire  80  ^b'!L"conBu^iptiorl''pe^'^dBy"7!■ 
E00,D0()  gals.,  per  capita  lES  gala.;  cost  to  construct, 
nS1.»31.16;  bonded  debt,  |4]8,46D;  int.  paid  on 
nda,  si  per  cent;  ann.  cost  of  mice.,  $*),836.n; 

ALLEN  TOWNSHIP,  pop.  1.2oa  Fire  dept- 
Noi  reported. 

WaTii  SnrrLi-Onality  of  water,  good;  maim. 
>.G  milea;  10  Talvea;  110  aervicea;  pipe,  galv.  iron 
and  lead;  preisure.  dom.  TO  Iba..  fire  lislba.;  con. 


ALTOONA,  pop.  65,000;  ; 


r  blcfa 

m*eatigalcd:  . 
0;   av.Vi.  in 

b.   wagons,  21 
«asona,  26  he 


I,  2,1016  acres; 
I  wooo.   2  to  e  sloriea; 

rew otIV  oTd°;  ™u/e«  oi 
oia  per  yr.  for  3  yri., 

V  S^'truTk,"  I  comb, 
ex.,  1  aerial  truck,  « 


uuu.^  iv.suv  II. ;  inferior,  all  k\nds.  4o6 
11.0bO  ft.;  fire  alarm,  Garaewell,  78 
uu«c.,    .aiuc    of    dept,    equipment    t6«,000|^  value 
of  bld^,  163,600;  ann.  cxd.  of  dept,  $02,62&;  totaJ 

milea  from  buaineai  center;  syalcm.  gravity;  qiuS 
ily  of  watB-,  good;  rea.  cap.  430,000,000  gall.,  lo- 

" 'mil%,  :  l°''S^in.'"dw.;'BU"hydi'a™;  X.^ 
■..,\.  .  :,.!...,  L..ta1  number  Mfi,  Crown,  Union, 
I:l[u,il-c.  Jkr-ti-.  Trident,  Heraey  Torrent^  Thorn- 
;<.m;  VViril, :„«[,„,  Colombia,  Pitlabnrg,  Wealing- 
h.-.u=^  j[id  KL-v.i.iie,  owned,  by  eoniuraer  and  cit« 
11  "'I  ..■  ■.■••...  I'lie,  galv.  iron-  pressure,  dam.  2S 
11,,,  !:,,■  1--,  :i,-.-  cost  to  coQitruet.  11.139, Sll. 63; 
lji>uJ^d  Jcbl.  f7JS,IXIIl:  int  paid  on  bonds.  4  per 
cent;   co*t   of   mtce..    $01,104:91;    works   belong  to 


private,  woo^,  2M  and  3  stories;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  investigated. 

1  h.  &  1.  truck,  1  base  wagon,  2  horses;  hose,  cot- 
loo, rubber  lined^  Bood,  1,200  ft.;  fire  alarm,  beU 
and  whistle;  v^ue  of  dept.  equipmeot,  18,260; 
value  of  bidgs.,  12,600;  ann.  exp.  of  dept,  ttltt; 
total  mem.  m,  paid  full  lime  1,  124  vsTuoteers. 
Wath  SUPFLY— Source,  natural   spring,   1.  mils 

water,  good;  rea.  cap.',  eT,SlE,<i<X>  eals.;'3  pumpios 
engines,  class  dup..  siae  IgU  x  1<^  x  10, 10  x  S  x 
16,  conscructoia  Blake  and  Worthington;  main*, 
cast  iron  and  lead.  6  miles,  4  lo  12  in.  dia.;  4£  by- 
lead;  prea'aure,  dom.  40  Iba.,  'fire  76  Iba.;  'works 
belong  to  Co. 

ANNVILLE,  pop.  1.2S3;  fire  area,  2  acres;  mei^ 

ontile  bIdgs.,  bnck.  t  and  S  scoriea;  private,  wood, 
VA  stories;  wooden  roofs  permittei  Fire  dept- 
1  atesmer,  1  hand  engine,  1  b.  &  I.  truck,  1  hoaa 
carriage;  bose.  cotton,  rubber  lined,  good  GOO  It; 
leather,  good  $00  ft;  total  bose,  80O  Tt;  value  o) 
dept  equipment,  |4,000;  value  of  bidga.,  12.600; 
ans.  exp.  of  dept.  ITOO;  total  mem..  126  volunteer*. 
WAT»a  SnppLV-Source,  wrings,  l^i  milea  from 


1   h^dr; 


galv.  iron 


orks  belong  tV  Co.' 

^p.   t.n*;  fii 

,  wood  and  brick,  t  and  3 


iber  6;  100 
>m.  53  IbL, 


1.  6,600.  fire  dept.        dept— 1  b.  &.1. 


1^   miles  bora  bnsiness^c 
EoSSooVlii'pSmi 


e  o\   Aept.    e'quipment.   kjKO; 


Fittaburg  and 
dom.  100  lbs., 
KCOOO  gals.; 
belong  lo  Co. 


Lambert;    E4E   services;    pressure, 
■ett    lo    c^nstr™"  |r«°(»of  "worVs' 


Lv— Source.     Beave; 


I   Apollo;  pumplntt  engines,  stM 
day  1,000.000  gals.,    conatiuctor 
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lead;  pressure,  dom.  106  lbs.,  fire  100  lbs.;  cost  to 
construct,  9900,000;  works  bdong  to  Co. 

ARCHBALD,  pop.  6,896:  fire  area,  2,660  acres; 
mercantile  bldgs.,  brick  and  wood,  2  ana  8  stories; 
private,  wood.  2  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept. — 4 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
8,000  ft;  inferior,  all  kinds.  600  ft.;  total  hose,  8,600 
ft.;  fire  alarm,  whistle;  value  of  dept.  equipment, 
^,880;  value  of  bldgs.,  82,600;  ann.  exp.  of  dept., 
$280;  total   mem.,  102  volunteers. 

Water  Supply — Source,  creeks  and  lake,  1  mile 
from  business  center;  system,  gravity;  res.  cap.* 
600,000  gals.;  mains,  cast  iron.  20  miles.  2  to  16 
in.  dia.,  Jackson,  Woodin;  60  hydrants.  Wood;  20 
valves;  meters,  total  number  8;  800  services;  pipe, 
galv.  iron;  pressure,  dom.  100  lbs.,  fire  145  lbs.; 
cost  to  construct,  1800,000;  int.  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.,  $1,000;  works  belong 
to  Co. 

ARDMORE,  pop.  6,000:  fire  area,  12,800  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  4 
stories;  private,  stone,  brick  and  wood,  3  stories; 
wooden  roofs  permitted  in  fire  area;  causes  of 
fires  investigated.  Fire  dept.^  comb.  c.  &  hose 
wagon,  1  h.  &  1.  truck,  6  c  hand  ex.,  2  horses; 
hose,  cotton,  rubber  lined,  good,  1,600  ft.;  fire 
alarm,  bell:  value  of  dept.  equipment,  15,000; 
value  of  bldgs..  $12,600;  ann.  exp.  of  dept.,  IdOO, 
$2,272;  total  mem.,  226  volunteers. 

Watsr  Supply— Source,  wells  and  springs;  sy»- 
tem,  gravity;  quality  of  water,  good;  res.  cap., 
6,000,000  gals.;  fH)  hydrants;  800  services;  pressure, 
dom.  80  lbs.,  fire  120  lbs.;  ann.  cost  of  mtce., 
$1,600;  works  belong  to  Co. 

ASHLAND,  pop.  6,800;  fire  area,  10  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  to  4  stories;  pri- 
vate, wood;  and  brick,  2  and  8  stories^  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  hand  engine,  1  h.  &  1.  truck.  6  hose 
carriages;  hose,  rubber,  good  8,600  ft;  inferior, 
all  kinds,  800  ft;  total  hose,  8,800  ft;  fire  alarm, 
bell;  value  of  dept  equipment.  $7,600;  value  of 
bldgs.,  $8,000;  ann.  exp.  of  dept,  $1,460:  total 
mem.,  260  volunteers. 

Water  Supply— Source,  springs,  7  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  6.000,000  gals.;  mams,  cast  iron,  7 
to  12  in.  dia.,  Mellert;  86  hydrants.  GBSsin;  Cassin 
valves;  meters,  total  number  19,  Thomson  1,  Buf- 
falo 4,  Keystone  7,  Nash  7;  1,006  services;  pipe, 
iron  and  lead;  nressure,  dom.  160  lbs.;  cost  to 
construct,  $100,000;  bonded  debt.  $33,000;  int  paid 
on  bonds,  4  per  cent;  works  belong  to  city. 

ASHLEY,  pop.  4,000;  fire  area,  460  acres;  mer- 
cantile bldgs..  brick  and  wood.  IH  to  S!4  stories; 
private,  wood,  1%  to  2H  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  hose  cart,  1  hose  carriage; 
hose,  cotton,  rubber  lined,  good,  1,000  ft;  in- 
ferior, all  kinds,  800  ft:  total  hose.  1,300  ft^  fire 
alarm,  whistle;  value  ox  dept.  equipment,  $0^^; 
value  of  bldffs.,  84,000;  ann.  exp.  of  dept,  $200; 
total  mem^  80  volunteers. 

Watkr  Supply— Source,  supplied  by  Spring 
Brook  Water  Supply  Co.,  Wilkcsbarrc,  Pa.; 
mains,  3  miles.  4  to  14  in.  dia.;  19  hydrants;  pres- 
sure, fire  110  lbs.;  works  belong  to  Co. 

ASPINWALL,  pop.  1,400;  fire  area,  90  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  4  stories; 
private,  brick  and  wood,  2H  stories ;  wooden'  roofs 
not  permitted  in  fire  area;  causes  of  fires  investi- 

fated.  Fire  dept— 1  h.  &  1.  truck,  6  c.  hand  ex., 
hose  wagon,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,  good,  1^200  ft;  toul  hose,  1,200;  fire 
alarm,  bell  and  whistle;  value  of  dept.  equipment, 

g^OO;  value  of  bldgs.,  $2,000;  ann.  exp.  of  dept, 
DO;  total  mem.,  90  volunteers. 
Watbr  SuppLY^Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  40,000  gals.;  pumpinc  engines, 
cap.  per  day,  80,000  gals.;  mains,  SV&  miles;  B  hy- 
drants: 160  services;  pressure,  fire  106  lbs.;  cost 
to  construct,  $26,000;  works  belong  to  Co. 

ATHENS,  pop.  3,500;  mercantile  bldgs..  brick 
and  wood,  2  and  8  stories;  private,  brick  and  wood. 
8  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 6  hose  carriages;  hose,  cotton,  rubber 


lined,   good   8.600  ft.;   fire  alarm,  bell;   1 
dept  bldgs.,  $6,000:  total  mem.,  160  volu 
Watrr  SupPLY->^ource,      supplied      by 


S16OO  ft.;   fire  alarm,  bell;   value   of 

volttnteeriL 
Sayre 
Water  Co.;  system,  gravity:  mains,  10  miles*   21 
hydrants;  pressure,  m'e  90  lbs.;  worka  belong  to 
Co. 

AUSTIN,  pop.  8^;  fire  area.  75  acres;  mer- 
cantile bldga.,  wood  and  brick,  Z  and  8  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted 
m  fire  area;  fireworks  and  combustibles  ord.  Fire 
dept.— 1  h.  &  1.  truck,  3  hose  carriages;  hose,  cot- 
ton, rubber  lined,  ^ood,  3,000  ft;  total  hose,  3.000 
ft;  fire  alarm,  whistle;  ann.  exp.  of  dept,  $400; 
total  mem.,  60  volunteers. 

Water  Supply— Source,  springs  and  wells,  8 
miles  from  business  center;  system,  gravity,  pump 
to  res.;  quality  of  water,  good;  res.  cap.  600,000 
gals.,  located  8  miles  north  of  city;  pumping  en- 
gines, cap.  per  day  780,000  gals.,  constructor  Snow; 
mains,  cast  iron,  7%  miles,  4  to  6  in.  dim.;  21  hy- 
drants: 800  services;  pip^  galv.  iron;  pressure, 
dom.  80  lbs.,  fire  120  to  140  lbs.;  consumption  per 
day,  800.000  nls.;  cost  to  construct,  86fi,000: 
bonded  debt  |aiO,000;  cost  of  mtce.,  $8,000;  works 
belong  to  Co. 

AVALON,  pop.  9,000;  fire  area.  690  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  to  8  stories: 
private,  brick  and  wood,  2  stories;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  3  yrs.,  $1,000;  av.  ins.  for 
same  time,  $600.  Fire  dept.— 1  comb,  c  &  L 
truck,  12  c.  hand  ex..  3  hose  carriages;  total  hose, 
2,000  ft ;  fire  alarm,  whistle  and  bell ;  value  of 
dept.  equipment.  $7,000:  value  of  bldgs.,  $21,000; 
ann.  exp.  of  dept...  $800;  total  mem.,  65  volim- 
teers. 

AVOCA,  pop.  8,600;  fire  area,  900  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  brick  and  wood.  1  and  2  stories:  wooden 
roofs  permitted  in  fire  area;  fireworks  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  hose  wagon^ 
hose  cart:  hose,  cotton,  rubber  lined,  good,  1,800 
ft.:  fire  alarm,  whistle;  value  of  dept  equioment, 

&600;  value  of  bldgs.,  $8,000;  ann.  exp.  of  dept, 
iO;  total  mem.,  44  volunteers. 
Water  Supply— Source,  spring;  system,  gravity; 
24   hydrants,    Corey;   pressure,   dom.    90  lbs,,   fire 
80  lbs.;  cost  to  construct  $2,000,000;  ann.  cost  of 
mtce.,  $480;  works  belong  to  Co. 

AVONDALE,  pop.  660;  fire  area.  400  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  and  2 
stories;  private,  stone,  brick  and  wood,  2%  sto- 
ries: wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  m- 
vestigated.  Fire  dept.— 1  steamer,  1  hand  engine. 
7  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon,  2 
hose  reels;  hose,  cotton,  rubber  lined,  good.  800 
ft.;  rubber,  good,  200  ft;  total  hose,  1,000  ft;  fire 
alarm,  bell  and  whistle;  value  of  dept  equipment, 
$1,100;  ann.  exp.  of  dept,  $160;  total  mem.,  47 
volunteers. 

Watbr  Supply— Source,  springs;  system,  grav- 
ity; res.  cap.,  400,000  gals.;  pumping  engines,  cap. 
per  day  216,000  gals. ;  mains,  cast  iron,  2  miles,  6 
in.  dia.;  10  hydrants;  pressure,  fire  80  to  100  lbs. 

BANGOR,  pop.  6,000;  fire  area,  1,280  acres: 
mercantile  bldgs.,  brick  and  wood.  2  and  6  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causc-s 
of  fires  investigated;  fire  loss  for  past  yr.,  $2.CII»; 
ins.  for  same  time,  $2,000.  Fire  dept— 1  b.  &  I. 
truck,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  6,000  ft;  fire  alarm,  Gamewell.  11 
boxes,  oell  and  whistle;  value  of  dept  equip- 
ment, $5,000;  value  of  bldgs..  $3,000;  ann.  exp.  ci 
dept,  $200;  total  mem.,  110  volimteers;  under- 
writers' rating,   second  class. 

Water  Supply — Source,  supplied  by  Sprins: 
Brook  Water  Supply  Co.,  Wilkesbarre,  Pa.;  mains. 
3  miles,  4  to  14  in.  dia.;  19  hydrants;  pressure,  fire 
110  lbs.;  works  belong  to  Co. 

BARNESBORO;  bldgs.,  wood.  Fire  dept--l 
steamer,  1  h.  &  L  truck,  8  hose  carriages;  bose. 
1,400  ft;  fire  alann.  whistle,  telephone  and  belL 

Watkr  Supply—- Mains,  4  to  6  in.  dia.;  24  hy- 
drants. 

BEAVER,  pop.  8,067;  mercantile  bldfs.,  brick 
and  wood,  2  and  8  stories;  private,  wooa,  2  and  3 
stories;    wooden    roofs   permitted;  fireworks    sad 
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combustibles  ord.  Fire  dept.—l  hand  engine,  1 
h.  &  1.  track,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  1,600  ft.;  total  mem.,  S5  volun- 
teers. 

Water  Supply— Source,  10  wells,  %  mile  from 
business  center:  sjrstem,  gravity,  pump  direct  sur- 

glus  to  res.  and  direct;  quality  of  water,  clear  and 
ard;  res.  cap.  1,000,000  gals.,  located  at  Brighton; 
2  pumping  engines,  class,  triplex,  cap  per  day 
3,000,000  gfals.,  constructor  Deming;  mains,  cast 
iron,  18  miles,  2  to  10  in.  dia.;  68  hvdrants,  Wood, 
Ludlow  and  Corey;  150  valves,  Pittsburg  Supply 
Co.;  850  services;  pipe,  lead;  pressure,  dom.  110 
lbs.,  fire  110  lbs.;  consumption  per  day  850,000 
gals.,  per  capita  250  gals.;  cost  to  construct,  160,- 
000;  ann.  cost  of  mtce.,  |3,600;  works  belong  to 
city. 

BEAVER  FALLS,  pop.  16,000;  fire  area,  500 
acres;  mercantile  bldgs.,  brick,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.— 1  steam- 
er, 9  c.  hand  ex.,  1  h.  &  1.  truck,  8  hose  wagons, 
8  hose  carriages,  5  horses;  hose,  cotton,  rubber 
lined,  good,  6;500  ft.;  fire  alarm,  Gamewell;  value 
of  dept  equipment,  180,000;  value  of  bldgs.,  |45,- 
000;  ann.  exp.  of  dept,  18,600;  total  mem.,  40  ▼ol- 
unteers,  3  paid  men. 

Water  Supply— Source,  river,  1  mile  from  busi- 
ness  center:  system,  pump  to  res.,  to  stdp.  and 
direct:  stdp.  cap.,  68,000  gals.;  filtration  system, 
JcwelL  cap.  of  plant,  6,0iD0,00O  gals.;  res.  cap. 
4,000.000  gals.;  pumping  engines,  cap.  per  day  9,- 
750,000  gals.,  constructors  Wilson,  Snyder  Mfg. 
Co.,  Blake;  mains,  cast  iron,  35  miles,  4  to  16  in. 
dia.;  145  hydrants,  Ramsey;  meters,  total  number 
200;  2,000  services;  pipe,  lead;  pressure,  dom.  4B 
lbs.,  fire  136  lbs. 

HEAVER  MEADOW,  pop.  1,878;  bldgt..  wood 
and  brick,  1  to  2%  stories.  Fire  dept.-~Not  re- 
ported. 

Watbr  Supply— Source,  springs;  system,  grav- 
ity; quality  of  water,  good;  res.  cap.,  1,OW,000 
Rls.;  mams,  cast  iron,  I  miles,  1  to  4  in.  dia.:  9 
drants;  20O  services;  pressure,  dom.  90  lbs.,  fire 
W  lbs.rcost  to  construct.  $8,000;  ann.  cost  of 
mtce.,  1200;  works  belong  to  Ca 

BEDFORD,  pop.  2,800;  mercantile  bldgs.,  stone, 
brick  and  wood,  3  stories;  private,  brick,  8  stories; 
wooden  roofs  not  permitted:  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  steamer.  1  h.  &  L 
truck,  3  hose  carriages;  hose,  cotton,  rubber 
Imed,  good  1,800  ft.;  fire  alarm,  bell  and  whistle; 
total  mem.,  82  volunteers;  tanderwritera'  rmthig, 
first  class. 

Water  Supply— Source,  res.,  1  and  2  mites  from 
business  center ;  system,  gravity  and  pump  to  res., 
res.  cap.  80,000.000  gals.;  pumping  engines,  cap. 
per  day  800,000  gals.,  constractor  Worthington; 
mains,  cast  iron,  8  miles,  4  to  8  in.  dia.;  45  hy- 
drants, Williamsport;  47  valves;  400  services;  pipe, 
iron;  pressure,  dom.  66  lbs.,  fire  140  lbs.;  bonded 
debt.  $37,500;  int  paid  on  bonds,  3H  and  4  per 
cent;  consumption  per  day.  300,000  srals.;  ann.  cost 
of  mtce.,  $8,200;  works  belong  to  city. 

BELLEFONTE,  pop.  5,800;  fire  area,  160  acres; 
mercantile  bldgs.,  brick  and  stone,  8)4  to  4  sto- 
ries; private,  brick,  stone  and  wood,  2  and  8  sto- 
ries; wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord. ;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  yr.  for  past  yr.,  $945, 
av.  ins.  involved  for  same  time,  $15,000.  Fire  dept 
—2  steamers,  1  h.  &  1.  truck,  5  c.  hand  ex., 
1  hose  wagon.  2  hose  carriages,  3  hose  carts,  8 
horses:  hose,  cotton,  rubber  hned,  good,  8,200  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, $12,000;  value  of  bldgs..  $12,000;  ann.  exp.  ot 
dept.,  $1,000;  total  mem.,  165  volunteers. 

Water  Supply— -Source,  springs;  system,  pump 
to  res.;  res.  cap.,  600,000  gals.;  pumping  engines, 
cap.  per  day  4,000^000  gals.,  constractors  Knowlea, 
Worthington;  mams,  10  miles,  4  to  12  in.  dia.;  71 
hydrants,  Duncan;  pressure,  dom.  85  lbs.,  fire  106 
lbs. ;  cost  to  constract,  $100,000;  ann.  cost  of  mtce., 
$6,000;  works  belong  to  city. 

BELLEVERNON,  pop.  1.901;  fire  area,  260 
acres;  mercantile  bldgs.,  wood  and  brick,  2  and  3 
stones;  private,  wood,  2  stories;  wooden  roofs  per- 
mitted: fireworks  and  combustibles  ord.  Fire 
dept.— 4  c.  hand  ex.,  2  hose  carriages;  hose,  cotton. 
rubber  lined,  good  900  ft;  inferior,  all  kinds,  800 


ft.;  total  hose,  1,200  ft;  fire  alarm,  whistle;  value 
of  dept  equipment,  $SN)0;  value  of  bldgs.,  $300; 
ann.  exp.  of  dept,  tSUOO;  total  mem.,  70  volunteers. 
Water  Supply — Source,  river;  system,  pump  to 
res.;  res.  cap.^,000,000  gals.;  pumping  engmes, 
cap.  per  day  750,000  gals.,  constructors  Laidlaw- 
Dunn-Gordon;  mains,  iron,  5  miles,  4  to  8  in. 
dia..  Clow;  84  hydrants.  Wood;  meters,  total 
number  20,  Metropolitan,  Westinghouse ;  pipe, 
lead;  pressure^om.  80  Ibs.^  fire  160  lbs.;  cost 
to  construct,  $85,000;  int  paid  on  bonds,  6  per 
cent;  ann.  cost  ot  mtce.,  $8,000. 

BELLEVUE,  pop.  4,600;  fire  area,  1  sq.  mile: 
mercantile  bldgs.,  brick,  stone  and  wood,  1  to  4 
stories;  private,  stone  and  brick,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  h.  &  1.  truck,  1  c.  engine,  8  c.  hand 
ex.,  2  hose  carts.  2  horses;  hose,  cotton,  rubber 
lined,  good,  8,000  ft.;  fire  alarm,  bell;  value  of 
bldgs.,  $2,000;  ann.  exp.  of  dept.,  $600;  total  mem., 
60  volunteers. 

Water  Supply— Source,  well;  system,  direct; 
stdp.  cap.  600,000  gals.,  dim.  30  x  100,  material  used 
in  cons.,  iron;  quality  of  water,  good;  2  res.  cap., 
7.000,000  gals. ;  3  pumping  engines,  class  high  dutv, 
cap.  per  day.  10.000,000  gals.,  constructor  Worth- 
ington and  Nordberg;  mains,  cast  iron,  70  miles, 
4  to  20  in.  dia.;  304  hydrants;  meters,  total  num- 
ber. 2,500,  Crown  Nash,  Empire,  owned  by  city 
and  consumer;  3,o00  services;  pipe,  lead;  pressure, 
dom.  90  lbs.,  fire  90  lbs.;  consumption  per  day, 
3,700.000  gals.;  works  belong  private  Co. 

BELLWOOD,  pop.  2,700;  fire  area,  570  acres; 
mercantile  bldgs.,  wood,  brick  and  stone,  2  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept. — ^1  h.  &  1.  truck,  1  comb,  hose  wagon,  3  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,700 
ft;  fire  alarm,  whistle;  value  of  dept.  equipment, 
$3,500;  value  of  bldgs..  $3,500;  ann.  exp.  of  dept, 
$300:  total  mem.,  60  volunteers. 

Water  Supply— Source,  Laurel  River,  3  miles 
from  business  center;  system,  gravity  and  direct; 
mains,  7  miles,  3  to  10  in.  dia..  Wood;  Zi  hydrants. 
Wood;  59  valves;  360  services;  pipe,  galv.  iron; 
pressure,  dom.  75  lbs.,  fire  100  lbs.;  cost  to  con- 
stract, ^,000;  works  belong  to  town. 

BERLIN,  pop.  1410;  fire  area,  150  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood.  1  to  8  sto- 
ries; private,  stone,  brick  and  wooa,  2  stories; 
wooden  roots  permitted  in  fire  area;  fireworks 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  h. 
&  1.  truck,  10  c  hand  ex.,  2  hose  carts ;  hose,  cot- 
ton, rubber  lined,  good,  1,000  ft;  total  menu,  76 
volunteers. 

Water  Supply— Source,  sand  springs;  system, 
gravity  to  res.;  res.  cap.,  600,000  gala.;  mains,  7 
miles;  26  hydrants;  200  services;  pressure,  fire  100 
lbs.;  cost  to  construct,  $60,000;  works  belong  to 
Co. 

BERWICK,  pop.  6,600;  fire  area,  640  acres;  mer- 
cantile bldgs.,  wood,  1  to  8  stories;  private,  brick 
and  wood,  2  stories;  wooden  roots  permitted  in 
fire  area.  Fire  dept— 1  comb.  c.  &  hoae  wagon,  1 
c.  engine,  1  c  hand  ex.,  8  hose  wagons,  B  hose 
carts,  1  horse;  hose,  cotton,  rubber  lined,  good, 
2,900  ft;  inferior,  all  kinds,  tfOO  ft.;  toUl  hose, 
3,700  ft.;  fire  alarm,  whistle;  total  mem.,  860  vol- 
unteers. 

Water  Supply— Source,  spring,  6  miles  from 
business  center;  system,  gravity;  res.  cap.,  25,000,- 
000  gals;  pumping  engines,  cap.  per  day  l,500,r 
000  gals.,  constructor  Worthington;  mains,  iron, 
16  miles,  2  to  16  in.  dia.,  Warren,  Jackson, 
Wooding  82  hydrants.  Wood;  60  valves;  700  ser- 
vices; pipe,  iron  and  lead;  pressure,  dom.  72  lbs., 
fire  S5  Ids.;  cost  to  construct,  $87,150;  int  paid 
on  bonds,  6  per  cent;  ann.  cost  ol  mtce.,  $2,000. 

BERWYN,  pop.  1,000;  fire  area,  100  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  8  sto- 
ries; private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in,  fire  area ;  causes  of  fires 
investigated.  Fire  dept.— 1  h.  &  1.  track,  8  c 
hand  ex.,  1  hose  cart:  hose,  cotton,  rubber  lined, 
good,  700  ft;  fire  alarm,  bell;  value  of  dept 
equipment  $1,400;  value  of  bldgs.,  $5,000;  total 
mem.,   175  volunteers. 

Water  Supply— Source,  creek:  system,  pump 
to  res.;   filtration   system,   N.   Y.,  cap.  of  plant. 
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760^000  gals. ;  pumping  engines,  cap.  per  day  2,000,- 
000  gala.;  works  belong  to  Co. 

BETHLEHEM,     pop.    14,000;     fire    area,    6.500 
res;  mercantile  bldgs.,  brick  and  wood,  1^  to 


acres 


6  stories;  private,  stone,  brick  and  wood,  2H  sto- 
ries; wooden  roofs  not  permitted  in  nre  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.    Fire  dept— 1  c.  engine,  2  steamers. 

1  comb,  c  engine,  2  c.  hand  ex.,  1  aerial  truck,  3 
hose  carts,  2  nose  carriages,  6  horses;  hose,  cot- 
ton, rubber  lined,  good,  6.700  ft.;  fire  alarm,  bell 
and  whistle,  27  boxes;  value  of  dept.  equipment, 

gS,060;  value  of  bldgs.,  $86,066:  ann.  exp.  of  dept., 
,600;  toUl  mem.  191,  paid  full  time  3,  paid  part 
time  13,  volunteers  175. 

Watsk  SurpLY->Source.  springs  and  wells:  sya^ 
tem,  pnmp  to  stdp.  and  direct:  stdp.  cap.  1,060,000 
gals.,  dim.  26  x  26,  60  x  60,  located  in  borough, 
material  used  in  cons,  iron,  builders  McKee  & 
Milson;  quality  of  water,  Spod;  2  pumping  en- 
gines,  cap.  per  day  8,000,000  gals.,  constructors 
Deane,  Wortnington;  mains,  cast  iron,  U  miles, 
4  to  12  in.  dia.;  91  hydrants.  Wood.  Frost;  6,000 
services;  pressure,  dom.  80  lbs.,  fire  70  lbs.;  con- 
sumption per  day  14>00,000  gals^  per  capita  176 
gals.:  cost  to  construct,  $104,000;  bonded  debt, 
Wifiw;  int.  paid  on  bonds,  4  per  cent;  ann. 
cost,  of  mtce.,  $7,000;  works  belong  to  borough; 
Bethlehem  City  Water  Co.,  So.  Bethlehem. 

BIRDSBORO,  pop.  2,264;  fire  area,  640  acres; 
bldgs.,  brick  and  stone,  2  to  8%  stories:  fire- 
works and  combustibles  ord.  Fire  dept.^1  hose 
wagon,  1  hose  carriage;  hose,  cotton,  rubber  Uned, 
good  1,000  ft;  value  of  dept.  equipment.  $M00; 
value  of  bldg^,  $6,200;  ann.  exp.  ol  dept.,  $600; 
total   menu,   86  volunteers. 

Watse  Supply— Source,  springs  and  streams, 
2H  miles  from  business  center;  system,  gravi^ 
to  res.:  quality  of  water,  good;  res.  cap.  28,000,000 

rls.,  located  in  the  hills:  mains,  iron.  12  miles, 
to  16  in.  dia.,  Mellert;  88  hydranU,  Carsin;  100 
valves;  pressure^  dom.  80  lbs.,  fire  80  lbs.;  cost 
to  construct.  $66,000;  works  belong  to  Co. 

BLAIRSVILLE.  pop.  8,886;  fire  area,  100  acres: 
mercantile  bldgs,  brick,  2  stories;  private,  woo<L 

2  stories:  wooden  roofs  permitted:  fireworks  and 
combustibles  ord.  No  organixeo  fire  dept.— 1 
h.  &  L  truck,  4  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  LTOO  ft.;  inferior,  all  kinds,  100 
ft.;  total  hose,  1^00  ft:  fire  alarm,  bell;  value 
of  dept   equipment,  $2,200. 

Watsr  Supply— Source,  river;  system,  pump 
to  TtB.;  res.  cap.j^68480  gals.,  pumping  ensines, 
cap.  per  day  LOOO.OOO  gals.,  constructor  Boyd; 
mains,  8  miles.  8  to  12  in.  dia..  National,  Wood; 
60  hydranta.  Wood;  pressure,  dom,  60  lbs.,  fire 
80  lbs.;  cost  to  construct,  $96,000;  ann.  cost  of 
mtce.,  $2,600;  works  belong  to  town. 

BLAKELY;  bldgs.,  wood.  Fire  dept— 1  hose 
carriage;  hose,  l,wO  ft;  total  mem.,  40  volun* 
teers. 

Watbr  Supply— System,  gravity;  pressure,  126 
lbs. 

BLOOMSBURG,  pop.  6,170;  fire  area,  960  acres; 
mercantile  bldgs.,  brick,  8  and  4  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  steamer,  1  h.  &  L  truck,  6  supply 
wagons,  4  hose  carnages;  hose,  cotton,  ruDDcr 
lined,  4,000  ft;  inferior,  all  kinds,  1,000  ft.: 
total  hose.  6,000  ft;  fire  alarm,  telegraph,  8 
boxes:  value  of  dept  equipment,  $9,800:  value 
of  blags.,  $21,500;  ann.  exp.  of  dept,  $1,000;  to- 
tal mem.,  SOO  volunteers. 

Watse  Supply— Source,  Fishing  Creek,  %  mile 
from  business  center;  system,  pump  to  res.  di- 
rect: filtration  system,  gravel;  quality  of  water, 
good;  res.  cap.,  4,600,000  gals.,  located  at  pump- 
ing station;  2  pumping  engines,  cap.  per  day 
9,000.000  gals.,  constructors  Holly,  Knowles* 
mains,  cast  iron,  17  miles,  4  to  12  in.  dia.;  76 
hydrants,  Ludlow,  Biskenbine;  60  valves;  meters, 
total  number  66,  Crown  80,  Hersev  Disc  1,  Thom- 
son 86.  owned  by  consumer;  1,100  services;  pipe, 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  60  lbs.; 
consumption,  per  day  900.000  gals.,  per  capita 
160  gals.;  cost  to  construct,  $160,000;  ann.  cost 
of  mtce.,  $8,600;  works  belong  to  Co. 


BLOSSBURG,  pop.  3,000{  fire  area.  640  acres: 
mercantile  bldgs.,  stone,  bnck  and  wood,  1  to  I 


stories;  private,  brick  and  wood^  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fix«s  investigated.  Fire 
dept— 1  steamer,  4  hose  carts,  1  hose  carriage; 
hose,  cotton,  rubber  lined,  good,  800  ft;  rubber, 
good,  700  ft;  inferior,  all  kinds,  800  ft;  toUl  hose, 
L800  ft.;  fire  alarm,  bell  and  whistle;  value  ol 
dept  equipment,  $6,000;  value  of  bldgs.«  18,000; 
ann.  exp.  of  dept,  $800;  total  mem.,  84  volnn- 
teers. 

Watse  Supply— Source,  streams:  system,  grav- 
ity; res.  cap.,  6,000,000  gals.;  mams.  8  miles,  4 
to  12  in.  duL,  Jackson,  Woodin;  42  hTdzantSL 
Mathews;  275  services;  pressure,  dom.  100  lbs.,  fire 
100  lbs.;  cost  to  construct,  $40,000;  ann.  cost  of 
mtce.,  $1,000;  works  belong  to  Co. 


BOYERTOWN,  pop.  2,000;  fire  area,  260 
mercantile  bldgs.,  bndc.  2  to  4  stories;  private, 
brick,  2%  stories;  wooden  roofs  permitted  in  fire 
area.  Fire  dept— 1  steamer,  2  h.  &  L  tmdc^  4  c. 
hand  ex.,  2  hose  carts;  hose,  cotton,  rubber  uned, 
good,  1,600  ft;  fire  alarm,  bell;  value  of  dept 
equipment  $10,000;  ann.  exp.  of  dept,  $600;  total 
mem.,  260  volunteers. 

Watbr  Supply— ^Source,  spring;  system,  grav- 
id; res.  cap..  660,000  gals.;  mains,  6)4  miles,  4  to 
12  in.  dia.;  160  hydrants;  800  servicesj;  pressure. 
fire  76  lbs.;  ann.  cost  of  mtce.,  $1,bOO; 
belong  to  borough. 


.  BRADDOCK,  pop.  21,600:  fire  area,  6,000  .w^. 
mercantile  bldgs.,  brick  and  stone,  I  to  4  stories; 
private,  brick  and  wood.  1  to  8  storiesj  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 4  c.  hand  ex.,  1  h.  ft  1.  truck,  1  hose 
reel,  1  comb.  c.  ft  hose  wagon,  1  hose  carri^e.  5 
horses:  hose,  cotton,  rubber  lined,  good,  4,000  ft; 
fire  alarm.  Game  well,  28  boxes;  value  of  dept. 
equipment,  $12,000;  value  of  bldgs.,  $40,000;  ann. 
exp.  of  dept  $11,000;  total  mem..  Id,  paid  full 
time. 
Watxk  Supply— Source,  Monongahela  River,  % 


mUe  from  business  center;  system,  gravity,  pomp 
to  res.;  quality  of  water,  hard;  res.  cap.,  iXaOO,- 
000  gals.;  8  pumping  engines,  cap.  per  daj  10g> 
000,000  gals.,  constructors  Wilson,  Snyder  Col. 
Worthington;  mains,  cast  iron.  20  mQes.  4  to  IS 
in.  dia.;  109  hydrants,  Ludlow;  meters,  tocnl 
number  484.  owned  by  consumer;  pressure,  dooa. 
80  to  125  Ids.,  fire  80  to  126  lbs.;  consumiition, 
per  day  2,260,000  gals.,  per  capita  200  gal^  cost 
to  construct,  $281,000;  ann.  cost  of  mtce.,  ttZJMki 
works  belong  to  dty. 


BRADFORD,  pop.  20,000:  fire  area.  1,469 . 

mercantile  bldgs.,  brick  ana  wood,  1  to  4  stories: 
private,  brick  and  wood,  2  stories;  wooden  roots 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  8  yrs^  $19,971,888;  av.  ins.  for  same  time, 
$186,660.  Fire  dept— 1  comb.  c.  &  h.  wagon,  8  ^ 
hand  ex.,  1  h.  &  1.  truck.  2  hose  wagons,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  S^IBOO 
ft;  total  hose,  6.800  ft;  fire  alarm.  Gamewell,  66 
boxes;  value  of  dept  equipment  $SS400;vslve  of 
bldgs.,  $20,000;  ann.  exp.  of  dept,  $11JDOO;  total 
mem.  18,  paid  full  time  17,  paid  part  time  1. 

Watbs  Supply— Source,  springs,  6  miles  frofli 
business  center;  system,^mivity;  Quality  of  water. 
good;  res.  cap*  160,000,000  gals.,  located  6  miles 
west  of  citv;  mains,  cast  iron,  88  miles,  4  to  84 
in.  dia.:  267  hydrants,  Ludlow,  Mathews;  610 
valves,  Ludlow,  Eddv;  meters  total  number  85. 
Crown  21,  Keystone  64.  owned  oy  consumer;  4.062 
services;  pipe,  lead  and  galv.  iron;  pressure,  dom. 
86  lbs.,  fire  86  lbs.;  consumption  per  day,  2,000,000 
gals.;  cost  to  construct.  $479,197.36;  ann.  cost  of 
mtce..  $12,000;  works  belong  to  dty. 


BRIDGEPORT,  pop.  4,000;  fire  are^  100 
bldgs..  brick,  stone  and  wood,  2  and  6  s.^.«« 
Fire  dept— 1  hose  carriage;  hose,  cotton,  robber 
lined,  good  1,460  ft;  value  of  dept  equipment, 
$2,600;  value  of  bldgs.,  $^000;  total  mem.,  85  toI* 
unteers;  underwriters'  rating,  first  class. 

Watbr  Supply— Source,  Schuykitl  River,  % 
mile  from  business  center;  sjrstem,  pomp  to 
and  direct;  filtration  system,  Jewefi;  ret. 
8,000,000  gals.;  pumping  engines,  cap.  per  ^qr 
1,000,000  gals.;  mains,  cast  iron,  7  miles,  4 
to  8  in.  dia.,  Mellert:  46  hvdrants.  Mellert:  18 
valves;  meters,  total  number  S;  670  services;  pipe. 


FIRE   DEPARTMENTS    AND   WATER   SUPPLY— PENNSYLVANIA. 


B-385 


lead  and  iron;  pressnre.  dom.  86  lbs.,  fire  50  lbs.; 
cost  to  conatmct,  $40,000;  ann.  cost  of  mtce.,  11,- 
000;  works  belong  to  Cow 

BRISTOL,  pop.  9,600;  fire  area,  680  acres;  mer- 
cantile bldgs.,  wood,  stone  and  brick,  4  to  7 
stories;  private  wood,  3%  to  3  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  inyestigated.  Fire  dept. — 1  steamer, 
1  comb.  c.  &  h.  wagon,  4  c.  hand  ex.,  1  h.  &  1. 
truck,  5  hose  wagons;  hose,  cotton,  rubber  lined, 
good,  6,000  ft.;  nre  alarm,  Gamewell,  13  boxes; 
value  of  dept.  equipment,  912,000;  value  of  bldgs., 
$25,000;  total  mem.,  600  volunteers;  underwriters 
rating,    first  class. 

Watsk  Supply— Source,  river:  aystem,  pump  to 
stdp.  and  direct;  stdp.  cap.  80,000  gala.,  bouder 
Morris;  quality  of  water,  faiir;  S  pumping  cnginea. 
cap.  per  day  5,000,000  gals.;  mama,  cast  iron,  w 
miles.  4  to  8  in.  dia..  Wood,  McNeai ;  100  hydrants. 
Wood;  30  valves;  meters,  total  number  t;  1,000 
services;  pipe,  lead  and  iron;  pressure,  dom.  70 
lbs.,  fire  IGO  lbs.:  consumption,  per  day  1,000^000 
gala.,  per  capita  126  gala.;  cost  to  construct,  ITS,- 
000;  ann.  coat  of  mtce.,  $4,600;  works  belong  to 

BROCKWAYVIIXE,  pop.  8,000;  fire  area,  600 
acres;  bldgs.,  wood  and  brick.  Fire  dept— 1  hose 
carriage;  nose,  cotton,  rubber  lined,  good,  660  ft. 

Watbk  Supply— Source,  springs;  system,  grav- 
tty;  res.  cap^  800,000  gals.;  mains,  6  miles;  pres- 
sure,  dom.  6o  lbs.,  fire  66  lbs.;  works  belong  to 
Co. 

BROOKVILLE,  pop.  3,600;  fire  area,  300  acres: 
mercantile  bldgs..  uick,  S  stories;  private,  brick 
and  wood,  8  atones;  wooden  roofs  permitted;  no 
fireworks  and  oombustiblea  ord.  Fire  dept.— 1  h. 
ft  I.  truck.  4  hose  wagons,  6  hose  carriages;  hose, 
cotton,  rubber  lined,  good  2,000  ft;  private  hose 
can  be  used  if  necessary  {  fire  alarm,  bell  and 
whistle;  value  of  dept  eouipment,  $1,600;  value  of 
bldgs.,  $500;  ann.  exp.  of  dept.,  $600;  total  mem., 
46  volunteers. 

Watxr  Supply— Source,  creek;  system,  pvmp 
to  rea.;  quality  of  water,  good;  res.  <np.>  MO^OOO 
gala.;  pumping  engines,  cap.  per  day  1,000,000 gals., 
oonstnactor,  Gould;  mains,  cast  iron,  9  milaL  4 
to  8  in.  dia.;  87  hydrants,  Hutchinson  &  Co.; 
too  scanrlcea;  pipe,  lead;  presaure,  dom.  60  Iba., 
fire  76  Iba^  cost  to  construct,  $60,000;  ann.  cost 
of  mtce.,  $i,000;  works  belong  to  Co. 

BROWNSVILLE,  pop.  2,600;  mercantne  bld^s., 
brick  and  wood,  8  stories;  private,  wood,  8  stones; 
wooden  roofs  permitted;  nreworks  and  combtisti- 
blea  ord.;  causes  of  fires  inveatinted.  No  organ- 
ised fire  dept.— 1  h.  &  1.  truck,  8  hoae  caniagea; 
hote,  rubber,  good  1,000  ft.;  underwriters*  rating, 
second  class. 

WATxm  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  rea.;  res.  cap.,  1,000,- 
OOO  gals. ;  pumping  engines,  cap.  per  day  1,000,000 

rls.,  constructor  Worthingtpo;  mains,  11  miles, 
to  S  in.  dis..  National;  26  hydrants.  National; 
18  TslTes;  pipe,  lead;  preasure.  fire  180  Iba.;  coat 
to  construct,  $86,000;  works  belong  to  Ca 

BRYN  MAWR,  pop.  6,600;  mercantfle  bldga., 
hricJc  and  stone,  8  and  S  stories;  private,  stone, 
tH  stories:  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept. — 1  steam- 
er, 1  comb.  c.  &  h.  wagon,  2  c.  hand  ex.,  1  hose 
wagon,  1  hose  cart;  hose,  cotton,  rubber  lined, 
good,  2,000  ft;  inferior,  all  kinds,  600  ft;  toUl 
hose,  2,600  ft;  fire  alarm,  gong,  600  boxes^value 
of  dept.  equipment  $8,600;  value  of  bldgs.,  $27,000; 
inn.  exp.  of  dept,  $1,000;  total  mem.  240.  paid 
fall  time  1,  paid  part  time  1,  volunteers  2SB. 

Watkr  Supply— Source,  creek:  system,  gravity; 
ind  pump  to  stdp.;  cap.  940,OqO  gals.,  builders 
rippett  &  Wood;  pumping  engines,  cap.  per  day 
105,000  sals.,  constructors  Stem  &  Wetherill; 
nains,  cement,  60  miles,  8  to  8  in.  dia.,  American; 
90  hydrants,  Ludlow;  meters,  total  number  884, 
>own.  Gem;  1,788  services:  pipe,  wrought  iron; 
pressure,  dom.  86  lbs.,  fire  60  lbs.;  works  belong 
o  Co. 

BUTL.gr.  pop.  19,000;  fire  area,  2,000  acres; 
nercantile  blogs.,  stone,  brick  and  wood.  2  to  6 
tories;  private,  stone,  brick  and  wood,  2  and  8 
(ories;  urooden  roofs  not  permitted  in  fire  area; 
reworks    and  combustibles  ord.;  causes   of  fires 


investigated.  Fire  dept.— 8  h.  &  1.  trucks.  12  c. 
hand  ex..  6  hose  carriages,  1  hose  reel,  2  comb, 
wagons,  4  horses;  hose,  cotton,  rubber  lined,  good, 
7,0(N)  ft:  fire  alarm,  whistle;  value  of  dept  equip- 
ment, $6,000;  ann.  exp.  of  dept,  $2,000;  total  mem., 
20O  volunteers. 

WATxa  Supply— Source,  2  impounding  res.,  2 
and  6  miles  from  business  center;  system,  pump 
to  res.  and  direct;  filtration  system,  mechanical 
sand;  res.  cap.,  380,000.000  gala.;  6  pumping  en- 
sines,  cap.  per  day  186,000,000  gsla.,  constructors 
Wortiiington.  Wood;  mains,  cast  iron,  86  miles, 
4  to  18  in.  dia.;  196  hydrants;  meters,  total  num- 
ber 1,100;  2,700  services;  pressure,  dom.  80  lbs.,  fire 
120  lbs.;  cost  to  construct,  $286,000;  works  belong 
to  Ca 

CALIFORNIA,  pop.  3,600;  bldgs.,  brick  and 
wood,  2  to  3  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept — 2  hose 
carriages;  6  c.  hand  ex.,  hose,  cotton,  rubber 
lined,  good,  1,600  ft;  fire  alarm,  bell;  total  mem., 
15  volunteers. 

Watbr  Supply— Source,  wells;  pressure,  dom. 
100  lbs.,  fire  130  lbs.;  90  hydrants. 

CAMBRIDGE  SPRINGS,  pop.  2.000;  fire  area, 
600  acres;  bldgs.,  wood:  fire  loss  for  1807,  $880; 
ins.  for  same  time,  $646;  wooden  houses  not 
permitted.  Fire  dept— 2  c.  engines,  1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 

good,  1.900  ft;  inferior,  all  kinds,  100  ft.;  total 
ose,  2,000  ft.;  fire  alarm,  whistle  and  telephone; 
ann.  exp.  of  dept.,  $1,600;  total  mem.,  60  volun- 
teers. 


steel;  quallQr  of  water,  good;  pumps;  cap.  per 
dav  20,000  gals.,  constructor  Rumsey;  mains,  6 
miles,  4  to  lO  in.  dia.;  66  hydrants;  meters,  total 
number  280;  247  services;  pipe,  lead;  pressure, 
dom.  90  lbs.,  fire  120  lbs.;  consum^ion  per  day. 
100,000  nls.;  cost  to  construct,  $80,000;  bonded 
debt,  $16,000:  int  paid  on  bonds,  6  per  cent;  co'st 
of  mtce.,  $4,800;  works  belong  to  d^. 

CANNELTON,  pop.  108;  fire  area,  100  acres; 
mercantile  bldga.,  stone  and  brick,  2  stories;  pri- 
vate, wood  and  brick,  1  and  2  stories;  wooden 
roofs  not  permitted;  no  fireworks  ord.  Fire  dept 
—2  stesmers,  8  hoae  carriages;  hose,  cotton,  rub- 
ber lined,  good  1,000  ft:  fire  alarm,  bell;  value 
of  dept  equipment,  $2,600;  total  mem.,  80  vol- 
unteers. 

Watbe  Supply— Source,  rirer,  ^  mile  from 
business  center;  system,  pump  direct;  res.  cap., 
800,000  gals.;  pumping  engines,  cap.  per  day  2.- 
000,000  gals.;  mains,  cast  iron,  8  miles,  4  to  16 
in.  dia.;  62  hydranta;  pressure,  dom.  and  fire  90 
Iba.:  cost  to  construct,  $20,0iD0;  bonded  debt 
818.000;  no  int  paid  on  bonda;  ann.  cost  of  mtce., 
$1,600;  works  belong  to  city. 

CANONSBURG.  pop.  8,600;  fire  area,  700  acrea; 
mercantile  bldgs.,  brick  and  atone,  1  to  4  atcriea; 
pnvate,  brick  and  wood,  2  stories;  woodes»  roofs 
not  permitted  in  fire  area;  fireworka  and  combus* 
tibles  ord.;  av.  fire  loaa  per  yr.  for  8  vrs..  $2|n8; 
av.  ins.  involved  for  same  time,  $n.O0O.  Fire 
dept— 1  c.  engine,  2  c.  hand  ex.,  1  h.  &  L  truck, 
8  hose  carts;  hose,  cotton,  rubber  lined,  good, 
1,600  ft;  fire  alarm,  whistle;  value  of  dept  equip- 
ment. $4(000;  value  of  bldgs.,  $3,600;  ann.  exp.  of 
dept,  $800:  total  mem.,  108  volunteera. 

Watbk  Supply— Source,  creek,   8H  milea  from 


mains,  cast  iron,  8  miles,  4  to  12  in.  dia.;  61  hy- 
dranta; 49  valves;  meters,  total  number  800;  426 
services;  pipe,  lead;  pressure,  fire  100  lbs.;  cost 
to  construct,  $166,000;  bonded  debt,  $64,000;  int 
paid  on  bonds,  6  per  cent;  cost  of  mtce.,  6,800; 
works  belong  to  Co. 

CANTON,  pop.  1,676;  fire  area,  640  acres;  mer- 
cantile bld^s.,  brick  and  wood,  2  and  3  stories i 
private,  brick  and  wood,  8  stones;  wooden  roofs 
not  permitted  in  fire  area:  fireworks  and  com- 
bustibles ord.;  causes  of  nres  investigated;  av. 
fire  loss  per  yr.  for  3  years,  $3,172;  av.  ins.  in- 
volved for  same  time,  $8,600.  Fire  dept— 1  h.  & 
1.   truck,  60  c.   hand   ex.,  1  hose  wagon,  8  hose 
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carts;  hose,  cotton,  rubber  lined,  good,  2,600  ft.; 
inferior,  all  kinds,  500  ft.;  total  bose,  8,000  ft.; 
fire  alarm,  electric;  value  of  dept.  equipment.  $2,- 
600:  value  of  bldss.,  15,000;  ann.  exp.  of  dept, 
1600:  total  mem.,  100  Tolunteers. 

Water  Supply — Source,  streams  and  lake,  2^ 
miles  from  business  center;  system,  gravity;  fil- 
tration system,  N.  Y.;  quality  of  water,  good; 
cap.  of  plant,  500,000  gals.;  res.  cap.,  5,000  bbls.} 
mains,  10  miles,  6  to  10  in.  dia.;  26  hydrants, 
Ludlow:  pressure,  dom.  120  lbs.,  fire  160  lbs.; 
cost  to  construct,  $60,000;  works  belong  to  Co. 

CARBONDALE,  pop.  18,636;  fire  area,  2.880 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and  8 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  jpermitted;  no  fireworks  and  combustibles 
ord.  Fire  dept.—!  hand  engine,  8  c.  hand  ex.,  1 
hose  wagon,  2  hose  carriages,  1  comb.  h.  &  1.  truck, 

1  ex.  ladder,  8  horses*  hose,  cotton,  rubber  lined, 
good  2,500  ft.;  fire  alarm,  Gamewell,  23  boxes; 
value  of  dept.  equipment,  10,500:  value  of  bldgs., 
$17,500;  ann.  exp.  of  dept,  $3,000;  toUl  mem.,  850 
volunteers. 

Watbs  Supply — Source,  springs  and  wells,  6 
miles  from  business  center;  system,  gravity;  quaU 
ity  of  water,  good;  res.  cap.,  1,850,000,000  gals.; 
mains,  cast  iron,  56  miles,  2  to  2i  in.  dia. ;  100  hy* 
drants,  Mathews,  Ludlow,  N.  Y.;  valves,  Lud- 
low, Eddy,  Darling,;  meters,  total  number  4B, 
owned  by  Co.;  6,000  services;  pipe,  galv.  iron; 
pressure,  dom.  115  lbs.,  fire  196  lbs.;  consumption 
per  day  4,500,000  gals.,  per  capita  225  gals.;  works 
belong  to  Co. 

CARLISLE,  pop.  9,626;  fire  area.  6,000  acres; 
mercantile  bldgs.,  stone  and  brick.  8  stories;  pri- 
vate, brick,  2  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept. — 8 
steamers,  1  c.  engine,  4  c.  hand  ex..  1  h.  &  1. 
truck,  1  aerial  truck,  fire  patrol  and  salvage  corps, 
20  men,  5  hose  carriages.  2  horses;  hose,  cotton, 
rubber  lined,  good  5,000  ft;  fire  alarm.  Gamewell, 
20  boxes;  value  of  dept  equipment,  $15,000:  value 
of  bldgs..  $25,000;  ann.  exp.  of  dept,  $2,000;  total 
mem.,  900  volunteers. 

Watbk  Supply — Source,  creek,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  filtration  sys- 
tem, N.  Y.;  cap.  of  plant,  1,600,000  gals.;  res.  cap., 
8,000,000  gals.;  pumping  engines,  cap.  per  day 
2,000,000  gals.;  mains,  cast  iron,  81  miles,  4  to  16 
in.  dia..  Wood;  106  hydrants,  Mathews,  Morris. 
Tasker  &  Co.;  meters,  total  number  70,  owned 
by  consumer;  1,560  services;  pipe,  iron;  pressure, 
dom.  86  lbs.,  fire  86  lbs.;  consumption,  per  day 
1,000,000  gals.,  per  capita  100  gals.:  int  paid  on 
bonds,  4  per  cent;  works  belong  to  Co. 

CARNEGIE,  pop.  15,000;  fire  area,  1,600  acres; 
mercantile  bldgs.,  orick  and  wood,  2  to  4  stories; 
private,  wood  and  brick,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.*. 
causes  of  fires  investigated;  av.  fire  loss  per  yr. 
for  8  yrs.,  $7,000;  av.  ins.  for  same  time,  $5,000. 
Fire  dept. — 20  c.  hand  ex.,  2  h.  &  1.  trucks,  4  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  5,000 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment,  7,000;  value  of  bldgs.,  $10,000;  ann. 
exp.  of  dept.,  $100;  total  mem.,  100  volunteers;  un- 
derwriters   rating,  third  class. 

Watek  SuppLY---Source,  river,  9  miles  from 
business  center;  system,  pump  to  res^  filtration 
system,  sand  and  gravel;  res.  cap.,  4,(S0,00O  gsls.; 

2  pumping  engines,  cap.  per  day  6,000,000  gsls^ 
constructor  Worthington:  mains,  cast  iron,  126 
miles,  4  to  12  in.  dia.:  52  hydrants,  Carlin;  meters, 
total  number  125,  Westinghouse,  Worthington; 
890  services;  pipe,  lead;  pressure,  fire  90  lbs.;  int. 
paid  on  bonds,  6  per  cent;  works  belong  to  Co. 

CATASAUQUA,  pop.  4,000;  fire  area,  826  acres; 
bldgs.,  brick  and  wood,  2  and  8  stories;  wooden 
roots  Jpermitted;  fireworks  and  combustibles  ord. 
Fire  def>t.-~^  steamers,  1  h.  &  1.  truck,  all  factories 
have  private  hose,  2  private  hose  carts,  5  hose 
carriages;  hose,  cotton,  rubber  lined,  good  1,000 
ft;  leather,  good  200  ft;  rubber,  ^oocf  2.400  ft: 
total  hose,  8,600  ft;  fire  alarm,  whistle;  value  of 
dept  equipment,  $20,000;  value  of  bldgs.,  $18,000: 
ann.  exp.  of  dept,  $1,500;  total  mem.  260,  paid  full 
time  6,  volunteers  254. 

Water  Supply — Source,  river.  %  mile  from 
business  center;  system,  pump  to  stop,  and  direct; 
stdp.    cap.    500,000    gals.,    dim.    36    x    75;    quality 


of    water,    good;    2   pumps,    cap.    per    day  4,000,- 

000  gals.,  constructor  Crane;  mains,  6J5  miles,  4 
to  12  in.  dia.;  110  hvdrants;  60  valves;  meters, 
total  number  100,  Thomson,  Hersey,  Keystone, 
Pittsburg,  Wortiiixigton,  Lambert,  Buffalo  and  Trv 
dent,  owned  by  Co.;  550  services;  pressure,  dom. 
SS  lbs.,  fire  70  lbs.;  consumption  per  day,  400,009 
gals.;  works  belong  to  Clear  Springs  Water  Ca 

CATAWISSA,  pop.  3,000;  bldgs.,  stone  and 
wood,  2  and  8  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept-t 
hand  engines,  2  hose  wagons,  axes,  ladders,  etc; 
hose,  cotton,  rubber  linea,  good,  LoOO  ft. ;  leather, 
good.  Sod  ft;  total  hose,  1,860  ft  ;  nre  alarm,  bell; 
value  of  dept.  equipment,  $1,000;  ann.  exp.  oi 
dept,  $3,600;  total  mem.,  95  volunteers. 

Watse  Supply— Source,  mountain  springs;  m- 
tem,  gravity  and  {>ump  to  res.;  res.  cap^  800.000 
gals.;  pumping  engines,  cap.  per  day  48,0W  gals., 
constructors  Irwin,  Lewis;  mains,  cast  iron.  S 
miles,  4  to  6  in.  dia.,  Jackson  8l  Woodin,  Wood; 
26  hydrants,  Mathews;  pipe,  galv.  iron;  pressure, 
dom.   120  lbs.,  fire  120  lbs. 

CENTER  HALI^  pop.  637:  mercantile  lildp., 
wood,  2  stories;  private,  wood,  VA  and  2  stones; 
wooden  roofs  permitted;  fireworks  and  combosti- 
bles  ord. ;  causes  of  fires  investigated.  Fire  dept-- 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
700  ft;  total  mem..  28  volunteers. 

Water  Supply— ^Source,  springs,  ^  mile  fmn 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  441,000  gals.;  mains,  cast  iron, 
IVk  miles,  4  to  12  in.  dia.,  Camden  Iron  Works; 
22  hydrants;  pressure,  dom.  76  to  125  lb&,  fire  125 
lbs.;  cost  to  construct  $8,000;  bonded  debt,  |7,0Q0; 
int  paid  on  bonds,  6  per  cent;  works  belong  to 
city. 

CENTRALIA,  pop.  8.000;  fire  area,  360  acres: 
mercantile  bldgs.,  brick,  2  stories;  private,  wood. 
2  stories;  wooden  roofs  permitted;  fireworks  and 
combustibles   ord.     Fire   dept— 3   hose   carriages, 

1  c.  engine  hose,  cotton,  rubber  lined,  good,  XOOO 
ft;  inferior,  all  Idnds,  400  ft;  total  hose,  2.400  ft: 
fire  alarm,  whistie;  value  of  dept  equipment 
^,600;  ann.  exp.  of  dept,  $100;  total  mem.,  » 
volunteers. 

Watbe  SuppLT-^Source,  springs;  ^yUtm,  jpvj^ 
ity;  quality  of  water,  good:  res.  cap..  6.0(D4Kw 
gals.;  mains,  4  miles.  2  to  4  in.  dia.:  18  hydnso, 
Wood;  meters,  total  number  10,  Crown,  Nash; 
cost  to   construct,  $16,000;  works  belong  to  Ca 

CHAMBERSBURG,  pop.  12,000;  fire  area,  1,280 
acres;  mercantile  blags.,  brick,  2  to  4  stones; 
private,  brick,  2  and  8  stories;  wooden  roofs  pe- 
mitted;  fireworks  and  oombustiblea  onL  Fnt 
dept— 2  steamers.  8  c  hand  ex..  1  b.  &  L  trad^ 

2  comb.  c.  &  h.  wagons.  6  hose  carriages,  I 
horses;  hose,  rubber,  good,  3,600  ft.:  fire  alam 
Gamewell;  value  of  dept  equipment,  $12,000;  vane 
of  bldgs.,  $26,000;  ann.  exp.  of  dept.,  $2,800;  total 
mem.,  460  volunteers. 

Water  Supply— Source,  creek,  2  miles  fro* 
business  center;  mtem,  pump  to  res.  and  direct: 
res.  cap.,  8,600,000  gals.;  pumping  engines,  a^ 
per  day  4,000,000  gals.;  mains,  cast  iron,  17  mues, 
4  to  12  in.  dia..  Wood;  118  hydrants.  Matbew?; 
50  valves;  meters,  total  number  160;  2,030  services: 

8ipe,  galv.  iron  and  lead;  pressure,  dom.  87  to 
i  lbs.,  fire  40  to  70  lbs.;  cost  to  construct  Vm,- 
000;  int  paid  on  bonds,  4  and  6  per  cent;  saa 
cost  of  mtce.,  $2,600;  works  belong  to  town. 

CHARLEROI.  pop.  6,930;  mercantile  bWgs., 
brick.  Fire  dept— 1  h.  &  1.  truck,  1  comb,  c  » 
h.  wagon,  5  hose  carriages;  total  hose,  4,000  ft: 
fire  alarm,  electric,  24  boxes;  total  mem.,  78  w- 
unteers.  ^  ^,  .    ,       »• 

Water  Supply— Source  Monongahela  Rivw 
res.;  res.  cap..  5,000,000  gals.,  pumping  engine,  cap- 
per day,   2,500,000  gals.;  62   hydrants. 

CHESTER,  pop.  36,600;  fire  are^  3,000  acres: 
mercantile  bldgs.,  brick  and  stone,  2  to  4  ston^- 

Srivate,  brick.  8  stories;  wooden  roofs  pennitteo: 
reworks  ord.;  causes  of  fires  investigated:  st. 
fire  loss  per  yr.  for  8  yrs.,  $29,000.  Fire  dept-« 
steamers,  2  comb,  c  &  h.  wagons,  I  c.  eagiae. 
10  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  ^P>5rl 
hose  carriage,  14  horses;  hose,  cotton.  rooiKr 
lined,  good.  5.000  ft;  rubber,  good.  l.jOO  ft;  i^ 
ferior.  all  kinds.  1.300  ft.;  total  hose.  7,700  ft;  we 
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alarm,  telephone:  value  of  dept.  equipment,  $45,- 
086;  yalue  of  bldffs.,  $36,000;  ami.  exp.  of  dept.. 
116,000;  total  mem.,  GOO  Tolunteers;  undenmtert' 
rating,  third  claaa. 

Watk»  Supptr— Source,  river,  %  mile  from 
basineas  center:  system,  pump  to  res.;  filtration 
syitem,  mechanical;  quality  of  water,  ^foodj  res. 
cap.  U,00O,OOO  gals.,  located  Harrisons  Hill;  2 
pumping  engines,  cap.  per  day  6^00,000  gals., 
constructor  Holly;  mams,  cast  iron,  75  miles,  4  to 
24  in.  dia.;  200  hydrants.  R.  D.  Wood:  175  vaWes, 
R.  D.  Wood;  meters,  total  number  1,600,  owned  by 
Co.:  7,000  services;  pipe.  galv.  iron;  pressure,  dom. 
70  lb*.,  fire  70  lbs.;  consumption,  per  day  2,750,- 
000  frals.,  per  capita  60  gals.;  cost  to  construct, 
S2,S0O,00O:  ann.  cost  of  mtce.,  180,000;  works  be- 
long to  Co. 

CHICORA,  pop.  1,200;  fire  area.  176  acres;  mer- 
cantile bldgs.,  bnck  and  wood,  2  to  8  stories;  pri- 


hose  carts,  1  reel:  uose.  cotton,  rubber  lined,  400 
ft;  rubber,  400  ft.;  inferior,  600  ft.;  total  hose, 
1,800  ft.;  value  of  dept.  equipment,  $1,200;  value 
of  bldgs.,  ^,000;  total  mem.,  86  volunteera. 

Watbs  Supply— Source,  wells,  in  business  cen- 
ter; svstem,  gravity  and  pump  to  res.;  res.  cap^ 
100,000  gals. ;  pumping  engines,  cap.  per  day  80,000 


6  stories;  private,  brick  and  frame,  2  stories; 
wooden  roofs  permitted;  fireworks  ord.;  fires 
investigated.  Fire  dept.— 1  hand  engine:  hose, 
good;  bell  alarm;  value  of  dept.  equipment, 
froO:  volunteer  members. 

Watsr  StrppLY— Source,  creek,  %  mile  from 
business  center;  systein,  pump  to  stdp.;  stdp. 
cap.  110,000  gals.,  dim.  S  x  80,  material  used  m 
cons,  steel;  quality  of  water,  good:  res.  cap.,  26,000 
gals.;  1  pumpf  cap.  per  day  16,000  gals.,  construc- 
tor Field;  mains,  cast  iron,  2^  miles,  4  to  10  in. 
dia.;  80  hydrants;  meters  87,  Redstone  and  Her- 
sey,  owned  by  borough;  87  services;  pipe,  galv. 
iron;  pressure,  fire  UO  lbs.;  cost  to  construct, 
$8,000;  bonded  debt.  $8,000;  int.  on  bonds,  4  and  6 
per  cent;  works  belong  to  borough. 

CLEARFIELD,  pop.  8,000:  fire  area,  1,600  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  6  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  8  yrs., 
$8,006;  av.  ins.  for  same  time,  $9l00.  Fire  dept.— 
1  steamer,  several  c.  hand  ex.,  1  h    &  1.  truck,  7 


ip< 

pressure,  dbm.  26  to  76  lbs. ;  fire'  y6  to  100  lbs. ; 
ann.  cost  of  mtce.,  $1,000;  works  private. 

CHRISTIANA,  pop.  960;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  wood  and  brick,  2  and  8  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept.~l  hand 
engine,  8  c.  hand  ex.,  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good,  1,000  ft.;  fire  alarm,  bell; 
value  of  dept  equipment,  $1^00;  value  of  bldgSr. 
11,800;  ann.  exp.  of  dept,  $360;  total  mem.,  60 
volunteers. 

WiVTiR  Supply— Source,  springs,  2^  miles  from 
business  center;  system,  gravity;  res.  cap.,  60,000 
gals.;  quality  of  water,  good;  mains,  cast  iron,  4 
miles,  4  to  8  in.  dia.^  Wood;  20  hydrants:  10 
valves;  173  services;  pipe,  lead;  pressure,  dom. 
70  lbs.,  fire  80  lbs.;  cost  to  construct,  $20,000;  ann. 
cost  of  mtce.,  $100;  works  belong  to  Co. 


2  hose  carriages;  hose,  cotton,  rubber  lined,  ^ood 
750  ft;  rubber,  good,  1,100  ft;  inferior,  all  kinds, 
260  ft;  total  hose.  2,100  ft;  fire  alarm,  bell  and 
whistle;  value  of  acpt.  equipment.  $3,000;  value  of 
bldgs..  $1,600;  ann.  exp.  of  dept,  $160;  total  mem., 
200  volunteers. 

Watb*  Supply— Source,  wells;  system,  pump  to 
Unka;  tanks  cap..  8,000  bbls.;  pumping  engines, 
cap.  per  day  72,000  gals.;  mains,  1%  mfles,  VAJq 
4  tn.  dia.;  10  hydrants;  nressure,  dom.  80  lbs.,  fire 
95  lbs  :  cost  to  construct,  $4,000;  ann.  cost  o< 
mtce..  I1.80O;  works  belong  to  an  estate. 

CI-ARION,   pop.  2,400;  fire  area,  250  acres;  mer- 

cnntile   bld^s.,    stone,    brick   and   wood,   2   and   3 

Htories;    pnvatc,    wood,   2  and   3  stories;    wooden 

roofs   permitted;  fireworks  and   combustibles  ord. 

Fire  dept.— 1  h.  &  1.  truck,  2  hose  carriages^  hose, 

cotton,    rubber  lined,  good,  1.500  ft.;  inferior,  all 

kinds    300    ft;    total    hose    1800    ft.;     fire    alarm, 

bcTl   and  whistle;  value  of  dept.  equipment.  $2,000; 

vnlue    of   bldfirs..   $2,000;    ann.  exp.   of  dept,   $275; 

total    mem.,  ^  volunteers. 

VVATsm  Supply— Source,  river  and  '''cUs:  sys- 
tem, pump  to  stdp.  and  direct;  stdp.  cap.  200.000 
galar.,  builders  Riter  &  Conley,  Wilson  &  Snyder: 
Itration  system,  N.  Y.;  cap.  of  plant,  600.000 
flrala. ;  pumping  engines,  cap.  per  day  1,440,000 
ffals.,  constructor  Worthing;ton:  mains,  cast  iron, 
S^  milea,  4  to  6  in.  dia.,  T^ational;  ^  hydrants, 
Ikf  achiffan  Brass  &  Iron  Works;  18  valves;  meters, 
total  number  12,  Crown  4,  Worthlngton  4,  West- 
ingrhouse  4:  160  services;  pipe,  galv.  iron^pres- 
0tire,  Are  42  to  67  lbs.;  cost  to  construct,  $33,000; 
wirorlcs    belong  to  Co. 

CLAYSVILLE.  nop.  1,000:   fire  area,  20  to  210 
acres;     mercantile  bldgs.,   brick   and  frame.  2  to 


equipment,  $7,000:  value  of  bldgs.,  $8,000;  ann. 
exp.  of  dept,  $200;  total  mem.,  180  volunteers; 
underwriters'  ratinv  first  class. 

Water  Supply— Source,  creeks,  4  miles  from 
business  center;  system,  gravity  to  res.;  quality 
of  water,  good;  res.  cap.  20,000,000  gals.,  located 
4   miles   from    town;    mains,   cast  iron,   32    miles, 

2  to  80  in.  dia.,  McNeal  and  Wood;  90  hy- 
drants, Mathews;  118  valves;  meters,  total  num- 
ber 40,  Crown  88,  Gem  2,  owned  by  Co.;  1,300 
services;  pipe,  lead  and  iron;  pressure,  dom. 
70  lbs.,  nre  70  lbs.:  consumption,  per  day 
2,600,000  fals.,  per  capita  200  gals.;  cost  to  con- 
struct, $260,000;  bonded  debt.  ^.000;  int  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $8,200; 
works  belong  to  Co. 

CLIFTON  HEIGHTS,  pop.  2,830;  fire  area,  64l0 
acres;  mercantile  bldgs.,  stone,  4  and  5  stories; 
private,  brick  and  wood,  8  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord. 
Fire  dept— 1  c  engine,  2  h.  &  1.  trucks,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  2,000 
ft.:  value  of  dept  bldgs.,  $4,000;  total  mem.,  200 
volunteers. 

Watbr  Supply- Not  reported. 

CO  ALPORT,  pop.  1,000;  fire  area,  100  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3^  stories; 
private,  brick  and  wood.  2  stories;  wooden  roofs 

Eermitted  in  fire  area;  fireworks  ord.;  causes  of 
res  investigated.    Fire  dept— 1  h.  &  1.  truck,  1 
hose  reel;   hose,  cotton,  rubber  lined,  good,  600 
ft;  fire  alarm,  whistle;  value  of  dept  equipment, 
$1,000;  total  mem.,  66  volunteers. 
Water  Supply — Source,     wells,     cisterns     and 

Sumps:  quality  of  water,  good;  pnmping  cap.  per 
ay,  244,000  gals.;   24   hydrants;   waterworks  just 
completed. 

COATESVILLE,  pop.  6.600:  fire  area,  1,800 
acres;  mercantile  bldgs..  brick.  1  to  4  stories;  pri- 
vate,wood  and  brick,  2%  stories;  wooden  roofs  per- 
mitted; fireworks  ord.;  causes  of  fires  investi- 
fited;  av.  fire  loss  per  yr.  for  2  yrs.,  $15,430. 
ire  dept— 2  steamers,  1  c.  engine,  10  c. 
hand  ex..  1  h.  &  1.  truck,  1  hose  wagon.  5 
hose  carriages,  4  horses;  hose,  cotton,  rubber 
lined,  good  2,600  ft.:  fire  alarm,  bell  and  whistle, 
7  boxes;  value  of  dept  equipment,  $10,000:  value 
of  bldgs..  $16,000;  ann.  exp.  of  dept,  $1,000;  total 
mem.,  2&  volunteers. 

Water  Supply— Source,  springs,  1  mile  from 
business  center;  svstem,  gravity  and  pump  to  res.; 
res.  cap.,  1.200,000  gals.;  pumping  engines,  cap. 
per  dav  600,000  gals.;  mains,  cast  iron,  8  miles. 

3  to  12  in.  dia.;  70  hydrants;  meters,  total  num- 
ber 2;  700  services;  pipe,  cast  iron  and  lead; 
pressure,  dom.  26  Ibe.,  fire  200  lbs.;  cost  to  con- 
struct, 1^,000;  ann.  cost  of  mtce.,  $1,500;  worka 
belong  to  borough. 

COLUMBIA.  Lancaster  County,  pop.  13,600; 
bldgs.,  brick  and  stone,  2  and  4  stones;  wooden 
roofs  not  permitted;  no  fireworks  and  combusti- 
bles ord.  Fire  dept.— 4  steamers,  1  c.  engine,  16  c 
hand  ex.,  1  aerial  truck,  8  hose  carriages;  hose, 
cotton,    rubber   lined,   good,   6,000  ft.;   fire   alarm. 
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whistle  and  bell;  4  shifting  engines  on  railroad 
equipment,  have  100  ft.  of  hose  each;  value  of 
dept.  bldgs.,  $72,500;  ann.  exp.  of  dept,  $4,000; 
total  mem.  100,  12  paid  full  time. 

Watb«  Supply— Source,  river,  1-6  m(le  from 
business  center;  system,  pump  lo  res.  and  direct; 
titration  system,  gravity,  mechanical,  Pittsburg 
Filter  Co.;  res.  cap.  5.000.000  gals.,  located  \% 
miles  from  station;  2  pumping  engines,  clasn 
comp.,  cap.  per  day  4,500,000  gals.,  constructors 
Snow,  Worth  in  gton ;  mains,  cast  iron,  lb  miles, 
4  to  16  in.  dia.;  105  hvdrantSj  Ludlow;  meters, 
total  number  40,  owned  by  Co.;  2,560  services; 
pipe,  lead  and  iron;  pressure,  dom.  20  Ids.,  fire 
fO  lbs.;  consumption,  per  day  1.000,000  gals.,  per 
capita  70  gals.;  works  belong  to  Co. 

COLWYN,  pop.  1,226;  mercantile  bidgs.,  stone, 
brkk  and  wood.  Fire  dept.— 2  h.  ft  1.  trucks;  total 
hose,  1.000  ft.;  fire  alarm,  gong;  total  mem.,  128 
volunteers. 

Water  Supply — Source,  hydrants. 

CONEMAUGH,  pop.  8,100;  bIdgs..  wood,  2  tto- 
ries;  wooden  roofs  permitted.  Fire  dept. — 1  h.  & 
I.  truck,  1  hose  carriage;  hose,  rubber,  good  500 
(t.;    fire   alarm,    beli;    total    mem..   50   volunteers. 

Watbr  Supply — Source,  mountain  streams,  8 
miles  from  business  center;  svstem,  gravity;  qual- 
ity of  water,  good;  res.  cap.,  2,500.000  gals.;  mams, 
cast  iron.  OVi  miles,  4  to  10  in.  dia..  National; 
30  hydrants.  Wood;  meters,  total  number  600, 
owned  by  consumer;  000  services;  pipe,  lead; 
pressure,  dom.  130  lbs.,  fire  160  }bs. ;  cost  to  con- 
struct,  $45  000;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $1,800;  works  belong  to  Co. 

CONNEAUTVILLE,  pop.  920;  bldgs..  bnck 
and  wood,  2  and  8  stories;  wooden  roofs  permitted. 
Fire  dept.— 2  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  1,000 
ft.;  rubber,  good,  1.500  ft.;  inferior,  all  kinds.  500 
ft;  total  hose,  8.000  ft.;  fire  alarm,  hell:  value  of 
dept.  equipment.  $4,000;  ann.  exp.  of  dept.,  $25; 
total   mem..  100  volunteers. 

Watei  Supply — Source,  springs;  system,  grav- 
ity; res.  cap.,  1,700  bbU.;  mains,  cast  iron.  8  miles, 
4  to  6  in.  dia.;  32  hydrants;  pressure,  fire  66  lbs.; 
cost  to  construct,  $15,000;  ann.  cost  of  mtce.,  $230. 

CONNELLSVILLE,  pop.  9,796;  fire  area.  600 
acres;  mercantile  bldgs.,  wood  and  brick,  2  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mittea;  fireworks  and  combustibles  ord.  Fire 
dept. — 2  c.  hand  ex.,  1  h.  &  1.  truok.  4  hose  car- 
riages; hose,  rubber,  good  500  ft.;  fire  alarm,  bell 
and  whistle;  value  of  dept.  equipment,  $3,000; 
value  of  bldgs.,  $7,000;  ann.  exp.  oi  dept..  $2,416; 
total  mem.,  40.  paii!  part  time  90,  volunteers  20; 
underwriters*  rating,  first  class. 

Water  Supply— Source,  Youghiogneny  River 
and  res.;  system,  gravity  and  pump  direct;  filtra- 
tion system.  N.  Y.;  cap.  of  plant,  1.500,000  gals.; 
res.  cap.  20.000.000  gals.,  located  H  mile  from 
town:  3  pumpinfr  engines,  class  2  H  S.,  1  L.  S., 
sizes  84  X  14  X  24,  26  X  15  X  20.  16  X  ir  X  18.  cap. 
per  day  7.000.000  gals.,  constructors  Wcstinghouse. 
Blake,  Smith-Vaiie;  mains.  ca<tt  iron.  26  miles.  4 
to  16  in.  dia.:  100  hydrants;  meters,  total  number 
91.  Crown;  1.fl56  «^rvir^«;  pressure,  fire  110  lbs,; 
cost  to  construct,  $120,000;  works  belong  to  Co. 

CONSHOHOCKKN,  pop.  6.762;  fire  srea,  64C 
acres:  mercantile  b.dgs..  brick.  2H  and  3  stories; 
private,  brick.  2\^  and  8  stories;  wooden  roofs 
permitted:  fireworks  and  combustibles  ord.  Fire 
dept.— 1  steamer.  1  comb.  c.  fk  h.  wagon.  2  c.  hand 
ex.,  2  hose  carriages,  3  horses;  hose,  cotton,  rub- 
ber lined,  good.  2..^'50  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment.  $12,000:  value  of  bldgs.,  $10,000: 
ann.  exp.  of  dept..  $1,700:  total  mem.,  210,  paid 
full  time  1.  paid  part  time  2,  volunteers  207. 

Water  Supply— Source,  river;  system,  pump  to 
res.;  res.  cap..  2.000.000  gals.;  2  pumping  engmes, 
cap.  per  day  2.000.000  gals.,  constructor  Worth- 
ington:  mains,  cast  iron.  9H  miles,  8  to  10  in. 
dia..  Wood.  Reading:  66  hydrants.  Wood:  60 
valves;  meters,  total  number  66.  Crown.  Hersey 
Rotary.  Gem.  Thomson:  668  services:  pipe,  lead; 
pressure,  dom.  20  to  90  lbs.,  fire  40  to  90  lbs.;  cost 
to  construct.  $110,000:   works  belong  to   Co. 

CO  PLAY.  pop.  1.800;  fire  area,  625  acres;  bldgs., 
private,  brick  and  wood,  2  to  8  stories^  wooden 
roofs  permitted;  fireworks  and  combtistiblea  ord. 


Fire  dept.— 1  c.  engine.  1  hose  wagon;  hose,  CD^ 
ton,  rubber  lined,  700  ft.;  fire  alarm,  bell^value  of 
dept.  equipment,  $2,200;  value  of  bldgs..  $2Uil;  aan. 
exp.  of  dept.,  $50;  total  mem.,  40  volontecra. 

VVatrk  Supply — Source,  bprmgs  ano  waicr  shed, 
SH    miles   from   business  center;   system,    gravity. 

fiump  to  rea. ;  quality  of  water,  good;  res*  cap. 
.000,000  gals.;  pumping  engines,  class  comp.  dupu, 
cap.  per  day  l.OOO.UOO  gals.:  mains,  cast  iron.  Z.7% 
miles,  4  to  10  in.  dia.;  84  hydrants;  41  valTes; 
meters,  total  number  ^  Gem  and  Lambert:  103 
services;  pipe,  galv.  iron  and  lead;  pressure,  dom. 
70  lbs.,  fire  125  lbs.;  consumption  per  day.  37.U00 
gals.;  cost  to  construct,  $30,000;  works  belong  to 
Co. 

CO  RAO  POL  IS,  pop.  6,000;  bldgs.,  wood,  1  to 
3  stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.  Fire  depL — 3 
hose  carriages,  1  hose  wagon,  1  h.  &  I.  wagon; 
hose,  cotton,  rubber  lined,  good,  2,000  ft.;  rub- 
ber 100  ft.,  total  hose,  2,100  ft.;  total  mem..  12 
volunteers. 

Water  Supply — Source,  river;  system,  pump  to 
stdp.;  stdp.  cap.,  84.000  gals.;  filtration  sy^iem, 
sand;  8  pumping  engines,   cap.   per  day    l,O0O.i*)0 

Sals.,  constructor  Hall;  mains.  17  miles;  72  hy- 
rants,  Ludlow;  meters,  total  number  40;  275  serv- 
ices; pressure,  dom.  100  lbs.,  fire  140  lbs.;  coo- 
sumption,  per  day  600.000  gals.,  per  capita  24  gals.; 
cost  to  construct.  $50,000;  ann.  cost  of  mtce., 
$4000;  works  belong  to  town. 

CORRY,  pop.  7,500;  fire  area,  640  acres;  mer- 
cantile bldgs.,  brick  and  stone.  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  not  pet^ 
mitted  in  fire  area;  fireworks  and  combusiibics 
ord.    Fire  dept.— 1   h.  Ik  1.  truck,  2  c.    hand   ex., 

1  hose  wagon,  3  hose  carts,  2  horses:  hose,  cotton, 
rubber  lined,  good,  3,000  ft.;  fire  alarm,  electnc 
bell.  25  boxes;  value  of  dept.  equipment,  $12.Ui3U; 
value  of  bldgA.,  $14,000:  ann.  exp.  of  dept..  $l.>iOO. 
total  mem.,  1l2,  paid  full  time  1,  volunteers  GO. 

Water  Supply — Source,  wells,  IV^  miles  iron 
business  center;  system,  purnp  to  .-es.;  quality  ol 
water,  soft;  res.  cap.,  4,500,000  gals.;  2  pumping 
engines,  cap.  per  day  2.000.000  gals.,  con»trucioT 
Holly;  mains,  cast  iron,  36  miles.  3  to  U  in.  d:a..- 
84  hydrants,  Ludlow;  150  valves;  meters,  total 
number  400:  1,200  services;  pipe,  galv.  iron;  pres- 
sure dom.,  125  lbs.,  fire,  15  lbs.;  consumption  per 
day.  750.000  gals.,  per  capita  120  gals.;  co«t  to  con- 
struct, $275,000;  ann.  cost  of  mtce.,  $6,000;  work« 
belong  to  Co. 

COUDERSPORT,  pop. 3,217;  fire  area. SOD  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood. 

2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept. — 1  h.  &  L 
truck,    3    hose    carriages,   buckets;    hose,    rubber, 

food  2,000  ft.;  inferior,  all  kinds,  500  fL:  total  ho^e, 
,500  ft.;  fire  alarm,  bell;  value  of  aept.  eqorp- 
ment,  $2,000;  value  of  bMgs..  $3,000:  ann.  exp.  cf 
dept.,  $500;  total  mem.,  80  volunteers;  nndcr- 
writers*  rating,  third  class. 

Water  Suhply— Source,  springs.  3  mile*  fro-a 
business  center;  system,  gravity;  quality  of  water, 

food;  res.  cap.,  7.500.000  gals.;  mams,  cast  iron, 
0  miles,  8  to  8  in.  dia. :  58  hydrants,  Ross,  Bostoa. 
Cayuta;  66  valves,  eayuta,  etc.;  meters,  tciai 
number  5,  Nash,  owned  by  Co.;  700  services: 
pipe,  lead  and  iron;  pressure,  dom.  50  lbs.,  fire 
100  lbs.;  cost  to  construct,  $100,000;  ann.  cost  of 
mtce..  $1,100:  works  belong  to  Co. 

CRAFTON,  pop.  1,927.  Fire  dept.— 1  b.  *  L 
truck.  4  hose  carriages;  hose,  cotton,  rubber 
lined,  good  2  SOO  ft. :  inferior,  all  kind*.  l.flOO  fL; 
total  hose.  8,500  ft :  total  nem.,  20  vohintecrt. 

Water  Supply — Source,  river,  supplied  by 
Chartiers  Valley  Water  Co. ;  system,  pump  to  res  ; 
res.  cap.,  8.500.000  gsls. ;  2  pumping  engines,  cap. 
per  day  6.000.000  g'lls.,  constructor  Worthingtcn; 
mains,  cast  iron,  12  miles.  4  to  12  in.  dia..  Na- 
tional; 22  hydrants,  Carlin;  meters,  total  nainNcr 
6.  Westinghouse,  Worthington;  290  services;  ppe. 
lead;  pressure,  dom.  60  lbs.,  fire  128  Iba.;  works 
belong  to  Co. 

CRESSONA,  pop.  1.800:  fire  area,  t  miles; 
mercantile  bldgs..  brick  and  wood.  2  and  9  stones: 
private,  brick  and  wood.  2  stories:  wooden  roc'i 
permitted  in  fire  area;  fireworks  and  combasrib^e^ 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
c.  engine,  8  c.  hand  ex.,  8  h.  &  L  tracks; 
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cotton,  rubber  lined,  good,  200  ft.;  rubber,  good, 
100  ft:  total  hose,  30U  U.;  value  of  dept.  equip- 
ment, I2.O0U;  ann.  exp.  of  dept.,  1126;  total  tnem., 
100  volunteers;   Wm.    Kemp,  chief. 

Watbb  Supply— Source,  springs,  4  miles  from 
business  center;  system,  gravity  and  pump  direct; 
pumping  engines,  cap.  per  day  600,000  gals.,  con* 
structor  Worthington;  mains,  12  miles,  2  to  8  in. 
dia.;  30  hydrants;  GOO  services;  pressure,  fire  130 
lbs.;  cost  to  construct,  1400.000;  int^aid  on  bonds, 
6  per  cent;  ann  cost  of  mtce..  $8,000. 

CURWENSVILLE,  pop.  2,500;  fire  area,  1.280 
acres;  mercantile  bldgs.,  stone,  brick  and  wood.  1 
to  4  stories;  private,  stone,  brick  and  wood,  2% 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.  Fire  dept.—l  h.  & 
L  truck,  1  c.  engine,  25  c.  hand  ex..  8  hose  carts; 
hose,  cotton,  rubber  lined,  good.  1,200  ft.;  inferior, 
all  kinds,  300  ft.;  toul  hose,  1.600  ft.;  fire  alarm, 
bell,  whistle  and  telephone;  value  of  dept.  equip- 
ment 13,500;  value  of  bldgs.,  $4,000;  toul  mem.  80 
volunteers. 

Watee  Supply— Source,  springs,  8  miles  from 
business  center;  system,  gravity,  pump  to  res.; 
quality  of  water,  good;  res.  cap.,  2.000,000  gals.:  2 

fumpmg  engines,  class  compound,  cap.  per  day 
.500,000  gals.,  constructor  worthington.  mains, 
cast  iron,  10  miles,  4  to  10  in.  dia.;  44  hydrants;  50 
valves;  meters,  total  number  16,  Empire,  Gem,  Her- 
sey  Disc,  Buffalo,  Pittsburg  and  Keystone:  320  ser- 
vices; pi*^,  lead  and  iron;  pressure,  dom  90  lbs., 
fire  i30  lbs.;  consumption  per  day  400.000  gals.; 
cost  to  construct,  $53,000;  cost  of  mtce.,  $1,200; 
works  belong  to  Co. 

DAI-LASTOVVN.  pop.  2.000:  fire  area.  400  acres; 
mercantile  bldgs.,  brick  and  stone,  3  stories;  pri- 
vate, brick,  sione  and  wood.  2  to  3  stories;  wooiitn 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fire^  investigated;  average  fire  loss 
per  year  for  the  last  three  years,  $100.  Fire  dept.— 
1  steamer.  4  c.  hand  ex..  2  hose  wagons,  1  hose 
carriage,  1  hand  fire  engine;  hose,  cotton,  rubber 
lined,  good,  2,000  ft.;  total  hose,  2,020  ft.;  fire 
alarm,  bells;  value  of  dept.  equipment,  $7,000; 
value  dept.  bldgs.,  $2,500;  ann.  exp.,  $200;  total 
mem.,  150. 

DANVTLLE,  pop.  8,042;  fire  area,  1.400  acres; 
mercantile  bldgs.,  brick,  2  and  3  stories:  private, 
brick  and  wood,  2  and  8  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 1  steamer,  1  hand  engine,  1  hose 
wagon.  4  hose  rarriages.  6  horses;  hose,  linen, 
good  4,000  ft.;  fire  alarm,  bell;  value  of  dept, 
equipment,  $15,000;  value  of  bldgs..  $19,000;  ann. 
exp.  of  dept.,  $1*100;  total  mem.,  300  volunteers. 

Water  Supply— Source,     river,     %     mile     from 
business    center;    system,    pump    direct:    filtration 
system,  Jewell;  cap.  of  plant,  1,000.000  gals.,  qual- 
ity  of  water,  fair;  res.  cap.,  98.000  gals.;  2  pump- 
ing   engines,    cap.    per    day    3,000.000    gals.,    con- 
structors   Worthington,   Holly;    mains,    cast    iron, 
13    miles,    2    to   12   in.    dia.;   100   hydrants,    Holly, 
Mathews,    Ludlow,    Corey;    meters,   total    number 
15.    Gem  2,   Buffalo  13,  owned   by  city;   1,200  ser- 
vices:   pipe,    galv.    iron;    pressure,    dom.    80    lbs., 
lire  100  lbs.;  consumption,  per  day  1.000,000  gals., 
per    capita.  125   gaU.;  cost   to   construct.  $2t>T.00O: 
bonded    debt,  $77,000;   int.   paid  on   bonds,   3   per 
cent;  ann.  cost  of  mtce.,  $lO,000;  works  belong  to 
city. 

IDARBY,  pop.  9,000;  mercantile  bldgs..  bnck, 
3  stories;  private,  brick^  and  wood,  2  and  3  sto- 
ries ;  wooden  roofs  permitted.  Fire  dept. — 1  comb. 
h.  &  1.  wa^on;  hose,  cotton,  good  700  ft.;  under- 
^nrriters'   rating,   second   class. 

Wattr  Supply— Source,  creek;  supplied  by 
Springfield  Consolidated  Water  Co.;  pressure, 
90  lbs. 

DELANO,  pop.  1,100;  mercantile  bldgs.,  brick 
and  wood,  1  to  2]i4  stories:  private,  brick  and 
«rood,  1  to  2^  stories;  wooden  roofs  permitted  in 
5re  are«:  causes  of  fires  investigated.  Fire  dept.— 
i  hose  carts:  hose,  cotton,  rubber  lined,  good, 
TOO  ft.:   fire  alarm,  whistle. 

Watvs  Supply- Source,  springs;  system,  grsT* 
ty;  refl.  cap.,  31,000.000  gals.;  mains.  1%  miles; 
'm  hydrants:  145  services;  pre8.sure.  fire  42  lbs.; 
roat   to   construct,  $81,700;  works  belong  to  Co. 
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DEKKY  STATION,  pop.  2,800;  fire  area,  860 
acres;  mercantile  bldgs.,  wood  and  brick,  2  and  8 
stones;  wooden  roots  permitted;  fireworks  and 
combustibles  ord.  Fire  dept.— 2  hose  carriages, 
ladders,  hired  horses;  hose,  rubber,  good,  1,800 
ft.;  inferior,  all  kinds,  50U  ft.;  total  hose,  2,300  ft.; 
value  of  dept.  equipment,  $2,500;  value  of  bldgs., 
$60:  total  mem.,  33  volunteers. 

Water  Supply— Source,  springs,  1  mile  from 
business  center;  system,  gravity  and  pump  to  res.; 
res.  cap.,  5,U00.0UU  gals.;  pumping  engines,  cap. 
er  day,  oOO.OUO  gals. ;  mains,  ca&t  iron  and  cement, 

m.les,  4  to  10  in.  dia.,  American.  National;  29 
hydrants,  Ludlow;  71  valves;  10  meters,  owned 
by  Co.;  3tta  services;  pipe,  lead;  pressure,  dom. 
90  lbs.,  fire  130  lbs.;  consumption  per  day,  1,000.000 
gals.;  cost  to  construct,  $127.35d;  int.  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  $2,500;  works 
belong  to  Co. 

DICKSON  CITY,  pop.  5,000;  fire  area,  1.920 
acres;  mercantile  bldgs..  stone,  brick  and  wood, 
2V^  and  3  stories;  private,  brick,  2Vi  and  3  sto- 
ries; wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept.— 1  steamer,  8  c.  hand  ex., 
1  h.  &  1.  truck.  1  jumper,  hooks  and  ladder,  1 
hose  wagon,  1  hose  carriage,  2  ^^red  horses;  hose, 
cotton,  rubber  lined,  good,  2,,nA)  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  $6,000;  value  of 
bldffs.,  $8,000;  total  mem.,  85  volunteers. 

VvATBR  Supply— Source,  springs,  2V^  miles  from 
business  center;  system,  gravity;   res.  cap.,  2.250,- 

000  gals.;  mains,  cast  iron,  8^  miles.  4  to  10  in. 
dia.;  17  hydrants;  33  valves;  435  services;  pipe, 
galv.  iron  and  lead;  pressure,  fire  35  to  45  lbs.; 
cost  to  construct,  $36,000;  int.  paid  on  bonds,  4V4 
per  cent;  ann.  cost  of  mtce.,  $800;  works  belong 
to  city. 

DOLYESTOWN.  pop.  3,034;  fire  area,  640 
acres;  mercantile  bldgs.,  brick  and  stone,  8  to  4 
stories;  private,  brick,  stone  and  wood,  2  and  8 
stories;  wooden  roofs  oermitted  in  fire  area;  fire- 
works ord.;  causes  of  fires  investigated.  Fire  dept. 
— ^1  h.  &  1.  truck,  10  c.  hand  ex.,  3  hose  carts; 
hose,  cotton,  rubber  lined,  good,  1,500  ft.;  leather, 
good,  1.000  ft.;  total  hose.  2.&00  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $2,500;  value  of  bldgs., 
$6,500;  ann.  exp.  of  dept.,  $500;  total  mem.,  7ft 
active  volunteers. 

Water  Supply— Source,  springs,  1  mile  from 
business  center:  system,  pump  to  res.  and  direct; 
res.  cap.,  350,000  gals.;  pumping  engines,  cap.  per 
dav  3,000.000  gals.,  constructor  Holly;  mains.  7Vi 
miles,  3  to  12  in.  dia.,  Cassin;  66  hydrants,  Cassin; 
67  valves;  500  services;  pipe,  lead  and  galv.  iron; 
pressure,  dom.  70  lbs.,  tire  130  lbs.;  cost  to  con- 
struct, $61,000;  ann.  cost  of  mtce.,  $3,000;  works 
belong  to  borough. 

DOWNINGTON,  pop.  2.900;  fire  area,  200 
acres;   mercantile  bldgs.,  stone,   brick  and  wood. 

1  to  3  stories;  private,  stone,  brick  and  wood,  8 
and  3  stories:  wooden  roofs  permitted  in  fire  area; 
fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  steamer.  1  h.  &  1.  truck,  2  nose  carts; 
hose,  cotton,  rubber  lined,  good.  700  ft.;  rubber, 
good,  700  ft.;  inferior,  all  kinds,  100  ft.:  total  hose, 
1.500  ft.;  fire  alarm,  bell:  value  of  dept.,  equip- 
ment, $fi.fK)0;  value  of  bides.,  $.3,000:  ann.  exp.  of 
dept.,  $40(h  total  mem.,  150  volunteers. 

Water  .supply— Source,  springs;  system,  grav- 
ity and  pump  to  res.;  res.  cap.,  2.500,000  gals.; 
mains.  10  miles;  450  services;  pipe,  lead  and  iron; 
pressure,  dom.  40  Ihs. ;  cost  to  construct,  $126,000; 
works  belong  to  city. 

DU  ROIS.  pop.  9.700;  fire  area,  1,000  acres; 
mercantile  bldgs..  stone,  bnck  and  wood.  1  to  6 
stories;  private,  brick  and  wood,  8  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 2  steamers,  1  h.  &  1.  truck,  2  hose 
wagons.  7  hose  carts.  8  horses;  hose,  cotton,  rub- 
ber lined,  good,  S.200  ft.;  fire  alarm,  whistle,  5 
boxes;  value  of  dept.  equipment.  $31,000:  value  of 
bldgs.,  $10,000;  ann.  exp.  of  dept.,  $3,000;  toUl 
mem..  300  volunteers. 

Water  Supply— Source,  creek,  6  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good:  res.  cap..  oO.OOO.OOo  gals.;  mains,  iron  and 
wood,  28  miles,  4  to  30  in.  dia.:  100  hydrants;  80 
valves;  meters,  total  number  835,  Union,  Empire. 
Hersey  Rotary,  Trident,  Thomson,  Keystone  ana 
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Lambert:  1.000  serrices;  pipe,  lead;  pressure,  dom. 
S6  lbs.,  fire  96  lbs.;  consumption  per  day.  800,000 

Els.;    cost   to   construct.    1260,000;    bonded    debt, 
K),000:  int.  paid  on  bonds,  4V6  per  cent;  cost  ok 
mice.,  |10,000;  works  belong  to  city. 

DUKE  CENTER,  pop.  GOO;  fire  area.  26  acres; 
mercantile  bldgs.,  wood,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted  in  fire  aresi 
causes  of  fires  investiffated.  Fire  dept. — 1  h.  &  I. 
truck,  2  hose  carts;  nose,  cotton,  rubber  lined, 
good,  750  ft.;  Inferior,  all  kinds.  760  ft.;  total 
hose,  1,600  ft.;  fire  alarm,  bell,  10  boxes;  value  of 
dept.  equipment.  $1,000;  value  of  bldgs.,  |G00; 
total  mem.,  85  volunteers. 

Watsk  SuppLY^Source.  creek;  system,  pump 
to  tank:  tank  cap.,  40,000  gals-j  1  force  pump; 
mains.  1%  miles,  2  and  8  m.  daa.;  18  hydrants; 
ann.  cost  of  mtce.,  1100. 

DUNCANNON,  pop.  2,800;  mercantile  bldgs., 
brick  and  wood,  2  stories;  private,  brick  and 
wood,  2  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.— 2  hand 
engines,  2  hose  wagons,  2  hose  carriages;  hose, 
cotton,  rubber  Hnea,  good  600  ft;  leather,  good 
500  ft.;  inferior,  all  kinds,  GOO  ft.;  toUl  hose,  1,600 
ft.;  fire  alarm,  whistle. 

WATEE  Supply— Source,  streams,  1%  and  4 
miles  from  business  center;  system,  gravity;  res. 
cap.,  660,000  gals.;  mains,  cast  iron,  6  miles.  2  to 
8  m.  dia.,  Jackson,  Woodin:  22  hvdrants,  Read- 
ing; meters,  total  number  60,  Nash,  Crown,  Tri- 
dent; 400  services;  pipe,  iron;  pressure,  dom.  60 
lbs.,  fire  60  lbs.;  cost  to  construct,  $46,201;  int. 
paid  on  bonds,  4  per  cent;  works  belong  to  Co. 

DUNCANSVILLE,  pop.  1,612;  fire  area,  600 
acres;  mercantile  bldgs.,  wood  and  brick,  2  and  3 
stories;  private,  wood  and  brick,  2  stories;  wooden 
roofs  permitted.  Fire  dept.— 1  h.  &  1.  truck,  2 
hose  carriages:  hose,  rubber,  good  1,000  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $2,000;  total 
mem.,  90  volunteers. 

Watsk  Supply— Source,  Hollidaysburg  water- 
works: system,  gravity;  mains,  6  miles,  12  in.  dia.; 
10  hydrants;  pressure,  fire  116  lbs.;  works  belong 
to  city. 

DUNMORE,  pop.  17,600:  fire  area,  800  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 

Srivate.  wood,  2  stories;  wooden  roofs  permitted: 
reworks  and  combustibles  ord.  Fire  dept— 1 
comb.  c.  &  h.  wagon,  6  c.  hand  ex.,  3  hose  wagons, 
S  hose  carriages.  6  horses;  hose,  cotton,  rubber 
lined,  good.  41,000  ft. ;  rubber,  good,  4,000  ft. ;  total 
hose,  wfiOO  ft;  fire  alarm.  Gamewell,  25  boxes; 
value  of  dept  equipment,  $16,000;  value  of  bldgs., 
$16,400;  ann.  exp.  of  dept,  $8,200:  total  mem., 
360,  paid  full  time  4,  volunteers  346. 

Water  Supply— Source,  surface  water:  system, 
^vity;  res.  cap.,  65,000,000  ffals.;  mams,  cast 
iron,  15  miles,  2  to  14  in.  dia..  Jackson  &  Woodin, 
Dunmore;  100  hydrants.  Wood;  meters,  total  num- 
ber 1,300,  Keystone  266,  Empire  1,050;  1,500  serv- 
ices; pipe,  wrought  iron;  pressure,  dom.  180  lbs., 
fire  180  lbs.;   works   belong   to  Co. 

DUQUESNE,  pop.  16,000;  fire  area,  1,000  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  4  stories; 
private,  wood  and  brick,  2  and  3  stories:  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 3  c.  hand  ex.  1  comb.  h.  &  1.  truck,  3 
hose  carriages ;  4  horses ;  nose,  cotton,  rubber  lined 

food,  4,000  ft;  inferior,  all  kinds,  2,000  ft:  toUl 
ose,  6,000  ft;  fire  alarm,  whistle;  value  of  dept 
equipment,  $3,600;  value  of  bldgs.,  $4,600;  ann. 
exp.  of  dept,,  $800;  total  mem.,  160  volunteers. 

WATEE  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  600,000  gals.,  material  used  in 
cons,  iron;  quality  of  water,  good;  2  pumo- 
ine  entrtnes,  cao.  per  dav  1.600.000  gals.;  mains.  22 
miles,  2  to  16  in.  dia.;  87  hydrants;  meters,  total 
number  916,  Empire  260,  Keystone  260,  owned  by 
city;  1,400  services;  pipe,  lead;  pressure,  dom.  UK) 
lbs.,  fire  120  lbs.;  works  belong  to  borough. 

EAST  BRADY,  pop.  1,233;  bldn.,  wood  and 
brick,  2  and  3  stories;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1  c 
engine,  4  c.  hand  ex.,  1  h.  &  1.  truck:  fire  alarm, 
bell;  value  of  dept  equipment,  $3,200;  value  oi 
bldgs.,  $250. 

Watee  Supply— Source,  springs;  system,  grav- 
ity  and  pump   to   res.;    res.    cap.,   108,600   gals.; 


pumping  engines,  cap.  per  da^  160,000  sab.,  coor 
structor  Cameron;  mains.  2  miles,  4  to  0  in.  dia.; 
173  hydrants;  pressure,  dom.  60  lbs.,  fire  IM  lbs.; 
cost  to  construct,  $6,000;  ann.  cost  of  mtoe.,  |S09; 
works  belong  to  Co. 

EAST  MAUCH  CHUNK,  pop.  3,458  l  fire  aita, 
400  acres;  bldgs..  stone,  brick  and  wood,  2  sto- 
ries; wooden  roots  permitted;  fireworks  and  coo^ 
bustibles  ord.  Fire  dept— 1  h.  &  L  truck,  2  aerial 
trucks.  3  hose  carriages;  hose,  cotton,  rubber 
lined,  good.  1,400  ft.;  fire  alarm,  whistle;  total 
mem.,  73  voiunteera. 

Watee  Supply— Source,  wells,  supplied  by 
Mauch  Chunk;  res.  cap.,  1.636,^  gus^;  mains, 
cast  iron,  8  miles,  2  to  8  in.  dia.;  82  hvdrants. 
Wood,  Tamaqua;  837  services;  pipi.  lead;  pres- 
sure, dom.  65  lbs.,  fire  66  lbs.;  worka  belong  to 
Co. 

EASTON,  pop.  26,238;  fire  area.  14NI0  acres; 
mercantile  bldgs.,  stone  and  brick,  2  to  7  stories; 
private,  brick  and  wood  2%  stories;  wooden  roofs 
not  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 6  steamers, 
1  c.  engine,  24  c.  hand  ex.,  2  h.  &  1.  trucks,  1 
aerial  truck,  4  comb.  c.  &  h.  wagons,  1  hose 
wagon,  3  hose  carts.  19  horses;  hose,  cotton,  rub- 
ber line,  good,  9.850  ft;  rubber,  good.  3.000  ft: 
total  hose,  12,850  ft;  fire  alarm,  electric,  55  boxes; 
value  of  dept  equipment  $60,000;  value  of  bldgs^ 
$46,000;  ann.  exp.  of  dept.  $23,000;  total  mem.  40. 
paid  full  time  14,  paid  part  time  2B. 

Watee  Supply — Source,  river.  H  mile  from 
business  center;  system,  pump  to  stdp.  and  res.; 
stdp.  cap.  600,000  gals.,  dim.  26  x  1»,  material 
used  in  cons,  iron;  quality  of  water,  good:  res. 
cap.    8,000,000   gals.,    located  on    Chestnut   hill;  2 

I  tumps  and  2  pumping  engines,  cap.  per  day. 
,000,000  gals.,  constructors  Corliss,  Worthingtoo 
and  Gould;  mains,  cast  iron,  3  milea,  4  to  24  ta 
dia.;  160  hydrants;  meters,  total  number  90,  owned 
by  Co.:  2,000  services;  pipe,  lead;  pressure,  dom. 
20  to  120  lbs.,  fire  120  lbs.;  works  belons  to  Co. 

EAST  PITTSBURG,  pop.  4.000;  fire  area,  1.2nJ 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  3 
stories;  private,  brick  and  wood,  S  to  6  atmics; 
wooden  roofs  permitted  in  fire  area;  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dent— 1 
h.  &  1.  trucks,  2  c.  hand  ex..  3  hose  carts;  hose. 
cotton,  rubber  lined,  good,  2,000  ft;  fire  alarm, 
whistle,  3  boxes;  value  of  dept  equipment,  $230; 
value  of  bldira.,  $4,000;  ann.  exp.  of  dept.,  SS9; 
total  mem.,  40  volunteei^. 

Watee  Supply— Source,  river;  system,  pomp  to 
res.,  25.000.000  gals.;  pumping  engines,  cap.  per 
dav,  26,000,000  gals.;  mains,  10  miles;  20  hydrants; 
670  services;  pressure,  fire  110  lbs.;  works  bdoaf 
to  Co. 

EAST  STROUDSBURG,  pop.  3,600;  fire  arcs. 
600  acres;  mercantile  bldgs.,  brick  and  wood,  2  asd 
3  stories;  private  wood,  2  and  3  stories;  woodea 
roofs  permitted;  no  fireworks  and  combustiMe< 
ord.;  causes  of  fires  investigated.  Fire  dept.— I 
c.  hand  ex..  1  h.  &  1.  truck,  3  hose  car- 
riages: hose,  cotton,  rubber  lined,  good  1,756  fL: 
fire  alarm,  whistle;  value  of  dept  ctiaipcir&t. 
$3,000;  value  of  bldgs.,  $3,000;  exp.  of  dept.  ISOd. 
$100;  total  mem.,   60  volunteers. 

Watee  Supply— Source,  creek,  3  mflcs  froo 
business  center;  system,  gravity;  res.  capw.  501, 
000  gals.;  mains,  cast  iron,  8  miles,  4  to  13  is. 
dia..  Wood,  Warren;  86  hydranta,  Mathews;  21 
valves;  fl60  services;  pipe,  iron ;  pressure,  dona.  9  to 
80  lbs.;  cost  to  construct,  $47,000;  int.  paid  oa 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $1,256: 
works  belong  to  borough. 

EBENSBURG,  nop.  1,800;  fire  area.  9Q0  acres: 
mercantile  bldgs.,  bnck  and  wood,  2  atones;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  tnvesttgated. 
Fire  dept— 1  h.  &  1.  truck,  1  hand  eacine,  4  c. 
hand  ex.,  3  hose  wagons;  hose,  cotton,  rubber 
valves;  660  services;  pipe,  iron;  pressure,  fire  O:o 
lined,  good.  1,900  ft;  nre  alarm,  bell;  vahse  of 
bldgs.,  $3,300;  total  mem.,  60  volunteers. 

Watee  Supply— Source,  pond;  sjrstena,  pomp  te 
res.;  res.  cap.,  132,000  gals.;  pumping  engines,  cap. 
per  dav  23,760  gals,,  constructor  Reed;  tnains.  cart 
iron,  4H  miles,  4  to  6  in.  dia.;  83  hydrants.  Led* 
low;  23  valves;  meters,  total  number  IS;  SCS  serr^ 
ices;  pressure,  dom.  20  Iba.,  fire  60  Ihs.;  cost  to 
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construct,  116,000;  ann.  cost  of  mtce.,  $1,000;  works 
belong  to  borough. 

EDWARDSVILLE,  pop.  6J66;  fire  area,  1,920 
acres;  mercantile  bldgs.,  brick  and  wood.  2  and  8 
stories;  private,  wood,  2  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.  Fire 
dept— 2  aerial  trucks,  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good  1,900  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  |3,000;  value  of  bldgs^ 
122,000;  ann.  exp.  of  dept.,  VL,200;  total  mem.,  22 
volunteers. 

Water  Supply— Source,  Spring  Brook  Water 
Supply  Co. 

ELDRED,  pop.  1,600;  fire  area,  800  acres;  mer- 
cantile bldgs.,  wood  and  brick,  2  stories;  private, 
v/ood,  2  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.— 2  c  hand 
ex.,  1  h.  &  L  truck,  8  hose  carts;  nose,  cotton, 
rubber  lined,  good.  2,600  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  |l,o00:  value 
of  bldgs.,  1600;  ann.  exp.  of  dept.,  |460;  total 
mem.,  75  volunteers. 

Watbs  Supply— Source,  8  springs;  system, 
pump  to  stdp.;  stdp.  cap.,  12,000  bbls.;  pumping 
engines,  cap.  per  day  8,000  bbls.,  constructor  Cam- 
eron; mains,  6  miles,  3  and  6  in.  dia.;  81  hy- 
drants. Chapman;  pressure,  fire  85  lbs.,;  cost  to 
construct,  $40,000;  ann.  cost  of  mtce.,  $300;  works 
private. 

ELIZABETH,  pop.  2.100;  mercantile  bldgs.. 
brick  and  wood,  2  and  8  stories;  pri\ate.  wooa, 
2  and  3  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — 4  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  2,600  ft.;  value  of  dept. 
equipment^  $1,000;  volunteers. 

Watbr  Supply— Source,  river,  ^  mile  from  busi- 
ness center;  system,  pump  to  res.  and  direct; 
res.  cap.,  1,000,000  gals.;  quality  of  water,  good; 
8  pumping  engines,  class  triple  and  comp.,  cap. 
per  day  8j250,0O0  gals.,  constructors  Worthington, 
Wilson  &  Snyder*  mains,  cast  iron,  34  2/3  miles, 
4  to  24  in.  dia.,  Ludlow;  130  hydrants,  Ludlow; 
meters,  total  number  974;  2,3S3  services;  pipe, 
lead;  pressure,  dom.  140  lbs.,  fire  140  lbs.;  cost  to 
construct  $37,000. 

ELIZABETHTOWN,  pop.  1.760;  fire  area,  640 
acres;  mercantile  bldgs.,  orick,  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.  Fire  dept 
— 1  steamer,  1  hand  engine,  8  hose  carts,  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good,  1,800 
ft.;  fire  alarm  bell;  value  of  dept.  equipment, 
86,000;  value  ot  bldgs.,  $4,000;  ann.  exp.  of  dept., 
1204;  total  mem.,  96  volunteers. 

Watbr  Supply— Source,  wells,  springs  and 
creek,  H  mile  from  business  center;  system,  pump 
to  res.;  quality  of  water,  good;  res.  cap.  600,000 
l^als.,  located  1  mile  from  center  of  town;  2  pump- 
ing engines,  class  17-h^.,  cap.  per  day  260,000  gals. ; 
mains,  cast  iron.  6  miles,  4  to  8  in.  dia.;  &  hy* 
drants;  16  valves:  meters,  total  number  10,  owned 
by  consumer;  200  services;  pressure,  dom.  75  lbs.. 


$2,600;  works  belong  to  Co. 

ELKLAND  pop.  1.109;  fire  area,  160  acres; 
mercantile  bldgs.,  brick  and  wood.  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted  in 
fire  area^  fireworks  ord.;  causes  of  fires  investi- 
gated. Fire  dept.—!  steamer.  2  hose  carts:  hose, 
cotton,  rubber  lined,  good,  1,700  ft.;  inferior,  all 
kinds,  200  ft;  total  hose,  1,900  ft.;  fire  alarm,  bell 
and  whistle;  value  of  dept  equipment,  $5,600; 
value  of  bldgs.,  $3,000;  ann.  exp.  of  dept,  $500; 
total  mem.,  75  volunteers. 

Watbr  Supply— Source,  springs,  8  miles  froq 
business  center;  svstem.  gravity:  quality  of  water, 
ffood;  res.  cap.  240,600  gals.,  located  above  vil> 
lafire;  mains,  cast  iron,  6  miles,  8  to  8  in.  dia.; 
25  hydrants;  100  services;  pressure,  dom.  100  lbs., 
fire  100  lbs.;  cost  to  construct.  $1,700;  bonded 
debt  $17,000;  int  paid  on  bonds,  4  per  cent; 
works  belong  to  city. 

ELLWOOD  CITY,  pop.  2.500.  Fire  dept.— 2 
hose  carts,  1  h.  &  1.  truck;  hose,  1,800  ft.;  36  vol- 
unteers. 

Water  Supply— Source,    creek.    1^   miles  from 


business  center;  system,  purapdirect,  with  sur- 
plus, to  res.;  res.  cap.,  6,000,000  gals.;  pumping 
engines,  cap.  per  day  3.000,000  gals.,  constructors 
Gould  &  De  Laval  electric  turbine;  mains,  10 
miles,  4  to  10  in.  dia..  National;  60  hydrants, 
Thomson:  meters,  total  number  185;  pressure, 
dom.  80  lbs.,   fire  80  to  100  lbs. 

EM  A  US.  pop.  4,000;  fire  area,  640  acres;  mer- 
cantile bldgs.,  wood  and  brick,  1  to  8  stories; 
private,  brick  and  wood.  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in- 
vestigated. Fire  ept. — 1.  h.  &  1.  truck,  2  comb.  c. 
engines,  6  c.  hand  ex.,  1  hose  cart;  hose,  cotton, 
rubber  lined,  good.  1,700  ft.;  fire  alarm,  bell  and 
whistle,  1  box;  value  of  dept  equipment,  $4,000; 
value  of  bldgs.,  $2,500;  ann.  exp.  of  dept.,  $250; 
total   mem.,  239  volunteers. 

Wa^er  Supply— Source,  springs  and  2  artesian 
wells,  %  mile  from  business  center;  system,  grav- 
ity; res.  cap.,  300,000  gals.;  mains.  6  miles,  3  to  6 
in.  dia.;  81  hydrants;  350  services;  pressure,  dom. 
60  lbs.,  fire  100  lbs.;  consumption,  per  day  90,000 
gals.,  per  capita  60  gals.;  cost  to  construct,  ^,- 
000;  bonded  debt,  $10,000;  ann.  cost  of  mtce., 
$1,400;  works  belong  to  borough. 

EMLENTON.  pop.  1,200;  mercantile  bldgs., 
brick,  1  to  3  stories;  private,  brick  and  wood.  8 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — 2  h.  &  1.  trucks,  2  c.  hand 
ex.,  1  hose  wagon,  2  hose  carts.  1  horse;  hose, 
cotton,  rubber  lined,  good,  1,600  ft.;  inferior,  all 
kinds,  400  ft.;  total  hose,  2,000  ft;  fire  alarm  bell 
and  whistle:  value  of  dept  equipment,  $2,500; 
value  of  blags.,  $3,000;  ann.  exp.  of  dept.,  $100; 
total  mem.,  60  volunteers. 

Water  Supply — Source,  springs  and  artesian 
well  Vib  mile  from  business  center;  system,  gravity 
and  pump  to  res.;  res.  cap.,  300,000  gals.;  pump- 
ing engines,  cap.  per  day  90,000  gals.;  mams,  cast 
iron,  6  miles,  3  to  6  in.  oia.;  30  hydrants,  Ludlow; 
350  services;  25  valves {  pressure,  dom.  70  lbs., 
fire  100  lbs.;  consumption,  per  day  96,000  gals., 
per  capita  60  gals.;  cost  to  construct  $25,000;  ann. 
cost  of  mtce.,  $50;  works  of  a  Co.  also  used  for 
fire  protection;  works  belong  to  borough. 

EMPORIUM,  poj).  3,000;  fire  area,  200  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  2  stories; 
private,  brick  and  wood.  2  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — ^1  h.  8c 
1.  truck,  3  hose  carriages,  1  c.  engine;  hose,  cot- 
ton, rubber  lined,  good  2,400  ft.;  fire  alarm,  bell 
and  whistle;  value  of  dept  equipment,  $2,000; 
value  of  bldgs.,  $3,000;  total  mem..  240  volunteers. 

Water  Supply— Source,  springs;  system,  grav- 
ity: res.  cap.,  4,000,000  ^als.;  mains,  cast  iron,  10 
miles,  4  to  8  in.  dia.,  Wood;  88  hydrants, 
Mathews;  40  valves;  566  services;  pressure,  dom. 
90  to  120  lbs.,  fire  90  to  120  lbs. ;  cost  to  construct. 
$68,000;  ann.  cost  of  mtce..  $2,000;  works  belong 
to  Co. 

EPHRATA.  pop.  2.900:  fire  area,  500  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  8  stories; 
Srivate.  wood,  2  stories;  wooden  roofs  permitted: 
reworks  and  combustibles  ord.  Fire  dept — ^1 
steamer.  1  c  engine,  26  c.  hand  ex.,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good  1,200  ft.; 
fire  alarm,  bell;  value  of  dept  equipment.  $3,800; 
value  of  bldgs..  $1,600;  ann.  exp.  of  dept.  $200; 
total  mem.,  120  volunteers. 

Water  Supply— Source  springs,  IH  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  850.000  gals.;  mains.  9^  miles.  4 
to  6  in.  dia.;  60  hydrants,  Mathews;  18  valves, 
Eddy;  meters,  total  number  28.  Union.  Keystone; 
2fl0  services;  pressure,  dom.  60  lbs.,  fire  50  lbs.; 
cost  to  construct,  $50,000;  works  belong  to 
borough. 

ERIE,  pop.  70,000;  fire  area,  4,160  acres;  mer- 
cantile bldgs.,  brick,  2  to  6  stories;  private,  wood. 
2  stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  8  years. 
$175,362.58;  av.  ins.  involved  for  same  time.  $2.22^,- 
556.66.  Fire  dept. — ^9  steamers,  2  h.  &  1.  trucks,  1 
c  engine.  22  c.  hand  ex..  1  comb.  c.  &  h.  wagon.  9 
hose  wagons.  46  horses;  hose,  cotton,  rubber 
lined,   good.  10,000   ft;    rubber,   good,  600  ft.;  in- 
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ferior,   all  kinds,   18.650  ft.;   total  hose,  24.200  ft.; 
fire   alarm.    Game  well,   139  boxes;    value   of    dept 
equipment,  $114,046;  value  of  bidgs.,  $120,364;  ann. 
exp.    of    dej)t.,    $80,000;    total    mem.    do,    paid    full 
time  59,  paid  part  time  36. 

Watek  SupPLY—Source,  bay,  2  miles  from  busi- 
ness center;  system,  pump  to  res.  and  uiicci, 
quality  of  water,  good;  res.  cap.  36.UUU.UU0  eals., 
located  2  miles  from  station;  3  pumping  engines, 
cap.  per  day  25.000.000  gala.,  constrnctors  \\  orth- 
ington,  Gaskill;  mains,  cast  iron.  122  miles,  4  to  30 
in.  dia.;  785  hydrants,  Mathews;  1,627  valves,  Eddy; 
meters,  total  number  323;  12,520  services;  pipe, 
galv.  iron;  pressure,  dom.  30  lbs.,  fire  90  lbs.;  con. 
sumption  per  day  8,833,865  gals.,  per  capita  173.7 
gals.;  cost  to  construct,  $3,630,221.44;  bonded  debt, 
1550.000;  int.  paid  on  bonds.  4  per  «.cni.;  ann.  cost 
of  mtce.,  $18,197.71;  works  belong  to  city. 


ESPLEN;  mercantile  bldgs.,  wood.  Fire  depL 
'1  h.  &  1.  truck,  2  hose  carriages;  total  hose. 
1,^  ft.;  fire  alarm,  whistle;  total  mem.,  00 
▼olunteers. 

Wateb  Supply— Source,  Snow  Water  Co.;  aya- 
kem  gravity. 

ETNA.  pop.  5,384;  fire  area,  lf)0  acres;  mercantile 
bldgs.,  brick,  1  to  3  stones;  private,  wood.  2  stories; 
wooden  roofs  permitted;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated;  av.  fire  loss  jper 

Fr.  for  3  yrs.,  $3,500;  av.  ins.  for  same  time,  $2.oU0. 
ire  dept.— 3  c.  hand  ex.,  1  h.  &  1.  truck.  1  hose 
wagon.  1  hose  carnage;  hose,  cotton,  rubber  lined, 
good  1,%0  ft.;  fire  alarm,  Gamewell,  7  boxes.  vaUie 
of  dept.  equipment,  $4,700;  value  of  bldgs.  $3,600; 
ann.  exp.  of  dept.,  $1,100;  total  mem.,  3o  volun- 
teers. 

Water  Supply— Source,  river,  \4  mile  from 
business  center;  system,  gravity,  pump  to  stdp.  and 
direct;  stdp.  cap.  270,000  gals.,  dim.  30  x  40,  ma- 
terial used  in  cons,  steel;  quality  of  water,  good; 
cap.  per  day  2,500,000  gals.,  constructor  Hall: 
mains,  cast  iron,  7  miles,  4  to  12  in.  dia. ;  4^ 
hyurants;  48  valves;  meters,  total  number  30, 
Westinghouse  and  Keystone,  owned  by  con- 
sumer; 700  services;  pipe,  lead;  pressure, 
dom.  120  lbs.,  fire  120  lbs.;  con>ump- 
tion  per  dav,  1.000.000  gals  ;  cost  to  construct, 
$100,000;  works  belong  to  Etna  borough. 

EVANS  CITY,  pop.  1,500;  fire  area.  600  acres; 
mercantile  bldgs.,  brick  and  stone.  1  to  3  stories; 
private,  brick,  stone  and  wood,  1  to  8  stories; 
wooden   roofs    permitted;    causes    of   fires    investi- 

Sated;  av.  fire  loss  per  yr.  for  3  yrs.,  $100.  Fire 
ept. — 18  c,  hand  ex.,  3  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  2.400  ft.;  nre  alarm,  hell 
and  whistle;  value  of  dept.  e(|uipment,  $3,000; 
value  of  bldgs.,  $5,000;  ann.  exp.  of  dept.,  $500; 
60  volunteers. 
Water  Supply— Not  reported. 

EVERETT,  pop.  2,800;  fire  area,  200  acres;  mer- 
cantile hldgs.,  onck  and  wood,  2  stories;  private, 
wood  and  nrick,  2  stories.  Fire  dept.— 1  steamer. 
8  hose  carnages;  hose,  cotton,  ruh!»er  lined,  good 
1.200  ft.;  fire  alarm,  bell:  value  of  dept.  equipment. 
$5,400;  ann.  exp.  of  dept.,  $300;  total  mem.,  30 
volunteers. 

Water  Supply— Source,  spring  and  well;  sys- 
tem, pump  to  res.  and  direct;  res.  cap..  700.009 
gals.;  pumping  engines,  class  comp.,  constructor 
Worthington;  mains,  2^4  miles,  S-S  hvdrants, 
Mathews;  pressure,  dom.  90  lbs.,  fire  90  lbs.; 
works  belong  to  Co. 

FAIRCHANCE,  pop.  1.500;  fire  area.  300  acres; 
mercantile  bldgs.,  wood,  2  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.:  causes  of 
fires  investigated.  Fire  dept. — 2  c.  engines,  30  c 
hand  ex..  2  comb.  c.  &  h.  wagons;  hose,  rubber 
good.  l.'iO  ft.;  fire  alarm,  bells:  value  of  dept.  equi|> 
ment.  $200;  value  of  bldgs.,  $1,200;  total  mem.,  9k 
volunteers. 

Water  .Supply— Source,  wells. 

FAYET1E  CITY;  bldgs..  wood.  Fire  dept.— 
2  ho.se  carriages;  hose,  1.000  ft.;  fir*  «larm.  bell; 
total  mem.,  22  volunteers;  A.  R.  Woocigerd,  supt 

Water  Supply — Source,  river;  system,  pump- 
ing. 

FLEFTWOOD.  pop.  978:  fire  area.  75  acres, 
mercantile  hidgs..  hrirk.  2  and  3  stories:  private, 
brick  and  stone,  2  ttories;  wooden  roofs  permitted; 


no  fireworks  and  combustiblea  ord. ;  cauaes  of  firea 
investigated.  No  organized  fire  dept. — ^3  hose  car* 
riages;  hose,  cotton,  rubber  lined,  sood,  1^00  ft. 
Water  Supply— Source,  springs;  ^y^tcm,  grav^- 
ity;  res.  cap.,  1,000,000  gals.;  mains,  4  miles,  4  to  li 
in.  dia.,  Mellert;  4  hydrants,  Mellert;  90  valves; 
pressure,  dom.  TC  lbs.,  fire  76  lbs.;  coat  lo  con- 
struct, $20,000;  ann.  cost  of  mt^,  $900;  works  be- 
long to  Co. 


FOREST  CITY.  pop.  4,279;  fire  area.  1.280 
mercantile  bldgs.,  wood,  2  and  3  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 2  c.  hand  ex.,  1  h.  ft  L 
truck,  1  hose  wagon,  2  hose  carriages,  1  horse; 
hose,  cotton,  rubber  lined,  good  1,700  ft.;  inferior, 
all  kinds,  300  ft.;  total  hose,  2,000  ft.;  fire  alarm, 
electric,  5  boxes;  value  of  dept.  equipment,  S6,UO0; 
value  of  bldgs.,  $2,000;  total  mem.,  51,  paid  part 
time  16,  volunteers  35;  underwriters'  rating,  aecood 
class. 

Water  Supply— Source,  Lackawanna  River; 
system,  gravity  and  pump  direct,  surplus  to  rea.; 
res.  cap.,  5,000,000  gals.;  pumping  engines,  cap.  per 
day,  1,250.000  i^als.,  constructors  Gordon,  Maxwell; 
mains,  9H  miles,  4  to  12  in.  dia.,  Jackson  ft 
Woodin;  37  hydrants,  Ludlow.  Mathews;  24  vmlvea.* 
meters,  total  number  24;  ZM  services;  pressure, 
dom.  50  lbs.,  fire  75  lbs.;  cost  to  construct.  $60,000; 
ann.   cost  of  mtce.,  $2,000;  works  belong    to  Co. 

FORTY  FORT,  pop.  S.000:  fire  area,  1.200 
acres;  mercantile  bldgs.,  wood,  1  to  9  atories; 
private,  brick,  stone  and  wood.  1  to  9  stories; 
wooden  roofs  permitted;  causes  of  fires  investi- 
gated; av.  fire  loss  per  yr.  for  3  yrs..  $1,500;.  Fire 
dept.— 6  c.  hand  ex.,  1  hose  wagon;  hose,  cotton, 
rubber  lined,  good,  1,000  ft.;  fire  alarm,  telesraph, 
23  boxes;  value  of  dept  equipment,  $4,000;  valnc 
of  dept.   bldgs.,   $10,UOU;   volunteers  95. 

FRACKVILLE,  pop.  3.000;  bld»..  wood,  2  and 
3  stories;  wooden  roofs  permitted.  Fire  dept. — 
1  c.  engine,  1  h.  &  1.  truck.  2  ex.;  hose,  100  it.; 
40  mem. 

Water  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  50,000  gals.;  pumping  engines,  cap. 
per  day  75,000  gals.;  mains,  cast  iron.  4  miles,  4  in. 
dia.,  Mellert  54  valves;  meters,  total  number  26, 
Buffalo,  Thomson;  150  services;  pipe,  galv.  iron; 
pressure,  dom.  50  lbs.;  cost  to  construct,  $27^000; 
ann.  cost  of  mtce.,  $100:  works  belong  to  Co. 

FRANKLIN,  pop.  10.000;  fire  area,  700  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  6  stories: 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  steamer,  1  h. 
&  1.  truck,  6  c.  hand  ex.,  2  hose  wagons.  2  hose 
carts,  4  horses;  hose,  cotton,  rubber  lined,  good, 
4,200  ft.;  fire  alarm,  bell,  11  boxes;  value  of  depL 
equipment,  $18,000;  value  of  bldgs.  $20,000;  ann. 
exp.  of  dept.,  $6,000;  total  mem.  14.  paid  fall 
time  2,   paid   part  time  12. 

Water  Supply— Source,  springs,  wells  and 
creeks,  1V6  miles  from  business  center;  systeia, 
gravity  and  pump  direct;  res.  cafL  17.000,000  gals.; 

auality  of  water,  good;  pumping  engines,  cap.  per 
ay  4,000.000  gals.,  constructors  Worth  in gioa. 
Rlake;  mains,  cast  iron,  24  miles.  4  to  14  in.  dia.. 
Wood;  90  hydrants,  Mathews:  2,300  services;  pipe. 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  110  lbs.;  con- 
sumption per  day,  1.500.000  gals.;  cost  to  constnact, 
$286,000;  bonded  debt,  $260,000;  inL  paid  on  bonds  4 
per  cent;  ann.  cost  of  mtce.,  $18,000;  works  be> 
long  to  city. 

FREKLAXO,  pop.  6,254:  fire  area,  900  kctcs; 
mercantile  bldgs..  brick  and  wood.  2  and  9  stories; 
private,  wood,  1  and  2  stones;  wooden  roofs  per- 
mitted in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  steamer,  1  h.  A  1. 
truck,  4  hone  carts;  hose,  cotton,  rubber  lined,  (ood, 
1,700  ft.;  fire  alarm,  Camewell,  10  boxes;  value  of 
dept.  eauipment.  $4,000;  value  of  Mdgs.,  SI  1.000; 
ann.  exp.  of  dept..  $1,000;  total  mem.,  150  volon- 
teers. 

Water  Supply— Source,  wells;  system,  pomp  ta 
res.  and  direct;  res.  cap.,  200.000  gals.:  5  pumping 
engines,  cap.  per  dav  300.000  gais..  eonstmctors 
Worthington,  Tvanville:  mains,  cast  iron.  6?^ 
miles,  4  to  10  in.  dia..  Warren  and  others;  34  hy> 
drants.  Ludlow.  Tamaqua;  718  services:  pre«sare. 
dom.  66  lbs.,  fire  80  lbs.:  cost  to  construct,  ^8,001; 
ann.  cost  of  mtce..  $5,866;  works  belong  to  Cow 
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FREE  PORT.  pop.  1^60;  mercantile  bidgs.,  brick 
and  wood,  2  and  3  stories;  private,  brick  and  wood, 

2  stories;  wooden  roofs  permitted;  tireworks  ord. 
Fire  dept.— 2  liose  carruiges;  hose,  cotton,  rubber 
lined,  good,  1.5U0  fu;  value  of  dept.  equipment, 
fl.dUO;  value  of  bidgs.,  $4.0U0;  ann  exp.  of  dept., 
1325;  total  mem.,  75  Tolunteers. 

Watke  Suffly— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  res.  cap.  2UU,UU0 
gals.;  pumping  engines,  cap.  per  day  1,500,UU0  gals., 
constructors  Hlake.  Wilson-Snyder;  mains,  cast 
iron,  10  miles,  '£  to  8  in.  dia. ;  3U  hydrants;  meters, 
total  number  30,  Crown,  Westinghouse;  500  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  86  lbs.,  fire 
95  ibs. ;  cost  to  construct.  165.000;  ann.  cost  of 
mtce.,  14,000;  works  belong  to  Co. 

GAL  ETON,  pop.  6,200;  mercantile  bldgs.,  brick 
and  wood,  3  and  4  stones;  private,  wood,  2  sto- 
ries; wooden  roofs  permitted;  no  fireworks  and 
combustibles   ord.      Fire    dept.— 1    h.    ik    1.    truck, 

3  huse  carriages;  hose,  cotton,  rubber  lined,  good, 
2,300  ft.;  tannery  mills  have  2,500  ft.  of  hose  which 
can  be  used  by  dept.  in  emergency ;  fire  alarm, 
beil;  value  of  dept.  equipment.  $1,200;  value  of 
bldgs.,  $1,000;  total  mem.,  64  volunteers. 

Vvater  Supply— Source,  brook,  2Vfe  miles  from 
business  center;  system,  gravity  and  pump  direct; 
quality  of  water,  good;  res.  cap.  1,500,000  gals., 
located  VA  to  2%  miles  from  town;  2  pumping 
engines,  cap.  per  day  1.440.000  gals.,  constructor 
VV^orthington;  mains,  cast  iron,  5  miles,  6  in.  dia.; 
55  hydrants;  meters,  total  number  10,  owned  by 
Co.;  500  services;  pipe,  galv.  iron;  pressure,  dom. 
70  lbs.,  fire  90  lbs.;  cost  to  construct,  195,000; 
works  belong  to  Co. 

GALLITZIN,  pop.  3,000;  fire  area,  1  sq.  mile; 
bldgs.,  mostly  wood.  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated:  av.  fire  lo>s  per  yr.  for  3 
yrs.,  $12,6U0;  av.  ins  for  same  time,  $6,000.  Fire 
dept.— 1  h.  &  1.  truck,  2  hose  wagons;  hose,  cot- 
ton, rubber  lined,  good,  1,000  ft.;  inferior,  all 
kinds,  500  ft.;  total  hose,  1.500  ft.;  fire  alarm,  bell 
and  whistle;  value  of  dept.  equipment,  $1,000; 
value  of  bldgs..  $800;  total  mem.,  35  volunteers. 

Water  Supply— Source,  springs.  2  miles  from 
business  center;,  system,  gravity  and  pump  to  res.; 
quality  of  water,  eood;  res.  cap.  500.000  gals., 
located  on  the  highest  point  in  the  Alleghenies 
in  Cambria  Co.;  2  pumping  engines,  cap.  per  day 
lOO.OOO  gals.,  constructor  Worthington:  mams,  cast 
iron,  5  miles,  2  to  8  in.  dia..  Wood;  22  hydrants. 
Wood;  8  valves.  Wood,  Eddy;  meters,  total  num- 
ber 1,  Ilerbcy:  319  services;  pipe,  galv.  iron;  pres- 
Bure.  dom.  100  lbs.,  fire  40  to  13o  lbs.;  cost  to 
construct.  $22,000;  ann.  cost  of  mtce.,  $1,500; 
works  belong  to  Co. 

GETTYSIU'KG.  pop.  8.496;  fire  area,  480  acres; 
mercantile  bldgs.,  wood  and  brick,  2  and  8  sto* 
ries;  private,  wood  and  brick,  2  arid  3  stories; 
wooden  roofs  permitted;  fireworUs  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept. 
— 1  steamer.  2  c.  hand  ex..  1  h.  Jv  1.  truck.  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  2,000 
ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
$5,000;  value  of  hlHgs..  $4,000:  ann.  exp.  of  dept., 
$100;  total  mem.,  75  volunteers. 

Water  Supply — Scurce,  streams.  5  miles  from 
business  center;  system,  pump  direct;  filtration 
system.  Warren;  cap.  of  plant.  250.000  gals.;  qual- 
ity of  water,  good;  res.  cap.,  1. 000.000  gals.;  2 
pumping  engines,  cap.  per  day  200.000  gals.,  con- 
structor Barr:  mains,  cast  iron,  11  miles,  3  to  12 
in.  dia.,  Radford,  Wood;  40  hydrants.  Wood; 
meters,  totil  number  50,  Crown  49,  Nash  1,  owned 
bv  Co.:  500  services:  pipe  galv.  iron;  pressure, 
dom.  45  lbs.,  fire  145  lbs.;  works  belong  to  Co. 

GTLUERTON.  pop.  4,373:  fire  area,  1,600  acres, 
bldgs.,  wood,  1  to  1%  stories;  wooden  roofs  per- 
tnifted.  Fire  dept. — 1  steamer,  3  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  2.000  ft.;  fire 
alarm,  bell;  ann.  exp.  of  dept.,  $1,000;  total  mem., 
175  volunteers. 

Watir  Supply— Source,  res.;  system,  gravity; 
res.  cap..  1.000.000  gals.:  mains.  10  miles;  600  hy- 
drants; SOO  services;  pressure,  dom.  70  lbs.,  fire  90 
Ibs. ;  cost  to  construct.  $150,000;  ann.  cost  of  mtce., 
$1,000;  works  belong  to  Co. 

GTRARD.  pop.  1.600:  fire  area.  650  acres;  mer- 
cantile bldgs.,  brick  nd  wood,  1  to  4  stories;  pri- 


vate, wood,  2  stories;  wooden  roofs  permitted  in 
fire  area]  fireworks  ord.;  causes  of  fires  investi- 
gated.    Mre  dept.— 1  h.  &  L  truck,  2  hose  wagons. 

1  hose  cart;  hose,  cotton,  rubber  lined,  good,  800 
ft. I  fire  alarm,  bell;  value  of  dept.  equipment 
$l,aOO;  total  mem.,  72  volunteers. 

Waticr  Supply- Source,  creek  and  1  cistern. 

GIRARDVILLE  pop.  4,500;  mercantile  bldgs., 
brick  and  wood,  2  to  4  stories;  private,  stone 
brick  and  wood,  2V&  stories;  causes  of  fires  investi- 
gated. Fire  dept.- 1  h.  &  1.  truck,  2  hose  carriages; 
nose,  cotton,  rubber  lined,  good  1,000  ft.;  rubber, 
good,  700  ft.;  total  hose.  1,700  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $4,500;  value  of  bldgs., 
$3,500;  ann.  exp.  of  dept,  $90;  totol  mem.,  85  vol- 
unteers 

Water  Supply— Source,  res.,  3  miles  from  busi- 
ness center;  system,  gravity;  res.  cap.,  180,000,* 
000  gals.;  mains,  cast  iron,  4  miles,  4  to  6  in. 
dia.,  Mellert;  GO  hydrants^  Tamaqua;  20  valves; 
meters,  total  number  2,  Crown.  Union;  260  ser- 
vices; pipe,  galv.  iron  and  lead;  pressure,  fire 
145  lbs.;  cost  to  construct,  $16,000;  int.  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $900;  works 
belong   to    borough. 

GLEN  CAMPBELL;  bldgs.,  wood.  Fire  dept 
— 1  hose  cart;  hose,  1,000  ft;  fire  alarm,  bell;  total 
mem..  25. 

Water  Supply — System,  gravity;  res.  cap., 
120,000  gals.;  cap.  of  pumps,  200  gals,  per  minute. 

GLEN  ROCK,  pop.  1,400;  fire  area,  30  acres; 
mercantile  bldgs.,  brick,  stone  and  wood,  2  to6 
stories;  private,  brick,  stone  and  wood,  1  to  S  sto- 
ries; wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  no 
fires  for  last  6  yrs.  Fire  dept.— 1  hand  engine,  1 
hose  wagon,  1  hose  reel;  hose,  cotton,  rubber 
lined.  1,500  ft.;  fire  alarm,  bell;  value  of  dept 
equipment  $9,000;  ann.  exp.  of  dept,  $850;  total 
mem.,  162. 

Water  Supply — Source,  springs,  8  miles  from 
business  center;  system,  gravity;  res.  cap.,  800,000 
sals.;  mains,  cast  iron,  4  miles,  4  to  6  in.  dia.; 
31  hydrants,  Ludlow;  meters.  National,  owned  by 
Co.;  pressure,  100  lbs.;  cost  to  construct,  $24,000; 
bonded  debt.  $20,000;  int.  on  bonds,  3V&  per  cent; 
ann.  cost  of  mtce.,  $50;  works  belong  to  city. 

GLEN  LYON,  pop.  3,200;  mercantile  bldgs., 
brick   and   wood,  2   and  3   stories;   private,  wood, 

2  and  3  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  h.  &  1.  truck,  1  hose 
wagon,  1  hose  carriage;  total  hose,  2,000  ft;  fire 
alarm,  whistle;  value  of  dept.  eouipment,  $800; 
value  of  bldgs.,  $500;  total  mem.,  26  volunteers. 

Water  Supply— Source,  creek;  system,  pump  to 
res.;     quality     of     water,     good;     1  pumpmg     en; 

Sine,  class  dup.,  size  12  x  18.  cap.  per  day  86f,- 
K)  gals.,  constructor  Jeanesville;  mains,  cast  iron, 
5  miles,  4  to  8  in  dia.;  32  hydrants;  pressure, 
dom.  110  lbs.,  fire  160  lbs.;  works  belong  to  Co. 

GORDON,  pop.  1,165;  fire  area,  360  acres;  mer- 
cantile bldgs.,  brick.  2^  stories;  private,  wood, 
2  stories.  Fire  dept— 2  hose  carriages;  hose,  rub- 
ber, good  600  ft;  fire  alarm,  bell;  value  of  dept, 
equipment.  $860;  value  of  bldss.,  $2.30U;  ann. 
exp.  of  dept.,  $400;  toal  mem.^  66  volunteers. 

Water  Supply— Source,  spring,  1%  miles  from 
business  center;  svstem.  gravity:  quality  of  water, 
ffood.  res.  cap.  400,000  gals.,  located  base  of  Broad 
Mountain;  mains,  cast  iron,  2%  miles,  4  to  6  in. 
dia.;  2  valves:  126  services:  pi«^,  galv.  iron;  pres- 
sure, dom.  40  lbs.,  fire  40  lbs.;  cost  to  construct 
$10,000;  bonded  debt  $3,000:  int  paid  on  bonds^  6 
per  cent;  cost  of  mtce.,  $100;  works  belong  to  Co. 

GREENCASTLE,  pop.  2,000.  Fire  dept— 1 
steamer.  1  hand  engine,  3  hose  carriages;  nose, 
rubber,  good.  1.600  ft.;  bell  alarm;  value  of  dept. 
equipment,  $2,500;  value  of  bldgs.,  $4,500;  total 
mem.,  80  volunteers;  underwriters  rating,  first 
class. 

Water  Supply— Source,  9  springs  and  cisterns; 
daily  cap.  over  1,000.000  gals.;  works  belong  to  Co. 

GREENBURG.— 1  hose  cart;  hose,  600  ft;  80 
vohmteers. 

Water  Supply— Source,  mountain  streams:  18 
miles  from  business  center;  system,  gravity; 
mains,   wrought  and   cast  iron   and  cement,   100.5 
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miles,  4  to  24  in.  dia.;  valves.  Ludlow;  meters, 
total  number  6,191;  works  owned  by  Co. 

GREENSBURG,  pop.  6.506;  fire  area,  2,560 
acres;  mercantile  bla^s.,  brick,  2  and  3  stories: 
causes  of  fires  investigated.  Fire  dept. — 2  hand 
engines,  20  c.  hand  ex.,  2  h.  &  1.  trucks,  6  hose 
carriages;  hose,  cotton,  rubber  lined,  good  2,900 
ft.;  rubber,  good.  600  ft:  inferior,  all  kinds,  160 
ft.;  toul  hose,  2,950  ft.;  fire  alarm,  Gamewell.  11 
boxes:  value  of  dept.  equipment,  16,000;  value 
of  bldgs^i  16,000;  ann.  exp.  of  dept.,  $600;  total 
mem.,  120. 

Water  Supply— Source,  streams,  12  miles  from 
business  center;  system,  gravity  and  pump  to  res.; 
quality  of  water,  good;  res.  cap.  757,000,000  gals., 
located  4  miles  from  town;  1  pumping  engine, 
class  dup.,  size  12  x  14  x  20  x  15,  cap.  per  day 
2,000,000  gals.,  constnictor  Worthington;  mains, 
cast  iron,  106^  miles,  4  to  18  in.  dia. ;  231  hydrants, 
Ludlow;  784  valves,  Ludlow:  meters,  total  num- 
ber 4,981;  Crown,  Union,  Hersey  Rotary,  Pitts- 
burs,  Westinghouse,  Keystone,  owned  by  Co.; 
4,826  services;  pipe,  lead;  pressure,  dom.  40  to 
140  lbs.,  fire  60  to  160  lbs.;  consumption  per  day 
2.000,000  |:als.;  cost  to  construct,  $1,221,913;  bonded 
debt,  |7a0,000;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  Co. 

GREENVILLE,  pop.  6,500;  fire  area,  1,600 
acres;  mercantile  bldgs.,  brick,  2  and  8  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 1  steamer,  8  c  hand  ex.,  1  h.  &  1. 
truck,  supply  wagons,  5  hose  carriages,  1  horse; 
hose,  rubber,  good  2.000  ft.:  inferior,  all  kinds, 
100  ft.;  total  hose,  2,100  ft;  nre  alarm,  whistle,  25 
boxes;  value  of  dept.  equipment,  $8,817;  value  of 
bldgs.,  $12,000;  ann.  exp.  of  dept.  $3,000;  total 
mem.,  20  paid  men;  underwriters  rating,  first 
class. 

Water  Supply— Source,  springs  and  river;  sys- 
tem, gravity  and  pump  to  res.;  res.  cap.,  8,000,000 
gals.;  pumping  engines,  cap.  per  day  1,500,000 
gals.,  constructors  JBlake  600,000,  Gordon  1,000,000; 
mains,  12  miles,  4  to  12  in.  dia.;  66  hydrants, 
Wood;  pressure,  dom.  90  lbs.;  cost  to  construct, 
$145,000;  works  belong  to  Greenville  W.  Co. 

GROVE  CITY;  bldgs..  brick  and  wood.  Fire 
dept— 1  h.  &  1.  truck.  2  nose  carriages,  2  c  hand 
ex.;  hose,  2,000  ft.;  fire  alarm,  bell;  total  mem., 
SO  volunteers. 

Water  Supply — Source,  artesian  wells;  system, 
pumping.  No.  10  and  No.  12  triple  pump,  cap.  per 
<lay  75,000  gals. 

HALLSTEAD,  pop.  1,404:  fire  area,  800  acres; 
mercantile  bldgs.,  wood  and  brick,  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  steamer,  1  hand  en- 
gine, 1  h.  &  1.  truck,  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good,  660  ft.:  leather,  200  ft.; 
rubber,  good  600  ft;  total  hose,  850  ft;  fire  alarm, 
whistle  and  bell;  value  of  dept  equipment,  $5,000; 
value  of  bldgs.,  $2,000;  total  mem.,  60  voluntecra. 

Water  Supply— Source,  wells  and  cisterns; 
waterworks,  pressure  90  lbs.;  10  hydrants. 

HAMBURG,  pop.  2,815;  fire  area,  150  acres; 
mercantile  blags.,  brick,  stone  and  wood,  2  to 
8  stories,  private,  brick  and  wood,  2  stories; 
wooden  roots  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept.— 1  steamer,  1  h.  &  1. 
truck,  4  hose  carriages;  hose,  good  1,800  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $5,000;  value 
of  bldgs..  $1,800;  ann.  exp.  of  dept.,  $600;  toul 
mem.,  volunteers. 

Water  Supply— Source,  creek,  8  miles  from 
business  center;  system,  gravity  and  pump  to 
res.;  quality  of  water,  sood;  res.  cap.  1,5(K),000 
^als.,  located  8  miles  irom  town;  mains,  cast 
iron,  3  miles,  4  to  8  in.  dia.;  28  hydrants,  Mel- 
lert;  49  valves,  Mellert;  534  services;  pipe,  galv. 
iron;  pressure,  dom.  140  lbs.,  fire  140  lbs,;  cost 
to^  construct,    $68,000;    bonded   debt    $17,000;    int 

Eaid  on  bonds,  4  per  cent;  ann.   cost  of  mtce., 
L,200;    works    belong   to    Co. 

HANOVER,  pop.  12,000:  mercantile  bides., 
orick,  2  and  3  stories;  private,  wood,  2  and  8 
stories;  wooden  roofs  permitted.  Fire  dept— 1 
steamer,  1  c.  engine,  1  hand  engine,  4  c.  hand  ex., 


1  h.  &  1.  truck,  8  hose  carriages.  6  horses;  hose» 
cotton,  rubber  lined,  good,  8,000  ft;  fire  alazm, 
bell  and  telephone:  value  of  dept  equipment. 
$12,000;  value  of  bldgs.,  $8,000;  ann.  exp.  of  dept., 
$1,&00;  total  mem.,  125  volunteers. 

Water  SupPLY--Source,  springs;  system,  grav- 
ity and  pump  to  res.;  quality  of  water,  good; 
res.  cap.,  2,^,000  gals.;  2  pumping  engines, 
cap.  per  day  720,000  gals.,  constructors  Deane, 
Snow;  mains,  cast  iron,  12  miles,  4  to  12  in.  dia.; 
120  hydrants*  Fitz  Wheel  Co.;  1&  valves;  meters. 
total    number   80,    owned    by    Co.;   2,039    services; 

f>ipe,  galv.  iron;  pressure,  dom.  80  lbs.,  fire  100 
bs. ;  consumption,  per  day  350,000  gals.,  per  cap- 
ita 70  gals.;  works  belong  to  Hanover  and  Mc- 
Sherrytown. 

HANOVER  TOWNSHIP,  pop.  600.  Fire  dept- 
Not  reported. 

Water  Supply — Quality  of  water,  pure;  mains, 
1.75  miles;  16  hydrants;  10  valves;  meters,  total 
number  8;  35  services;  pressure,  dom.  70  lbs.,  fire 
70  lbs.;  consumption  per  day  1,500  gals.;  coat  to 
construct  $15,000;  works  belong  to  Co. 

HARRISBURG,  pop.  66,000;  fire  area.  G9S  sq. 
miles;  mercantile  bldgs.,  brick  and  wood,  2  to  8 
stories;  private,  brick  and  wood,  2H  to  4  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks  ord.; 
causes  of  fires  investi^ted;  av,  fire  loss  pet  yr., 
for  8  vrs.,  $87,115;  av.  ms.  involved  for  same  ume, 
$226,090.  Fire  dept— 2  h.  &  1.  trucks,  6  steamers, 
4  comb.  c.  &  h.  wagons,  22  c.  hand  ex.,  1  aerial 
truck.  8  hose  wagons,  6  hose  carts,  8  hose  reels,  S 
horses;  hose,  cotton,  rubber  lined;  inferior,  800 
ft;  rubber,  good,  9,460  ft;  rubber,  fair.  1.500  ft: 
total  hose,  11,760  ft;  fire  alarm,  Gamewell,  48 
boxes;  value  of  dept  equipment,  $40,000;  value  A 
bldgs.,  $60,000;  ann.  exp.  of  dept,  $24,760;  total 
mem.,  1,400  volunteers. 

Water  Supply— Source,  Susquehanna  Rrrcr,  in 
center  of  citv;  system,  pump  to  res.;  stdp.  cap. 
90,000  gals.,  dim.  210  ft  x  6  tt,  located  at  station, 
constructed  of  iron ;  res.  can.,  20,000,000  gala. ;  qual- 
ity of  water,  ^ood;  rapia  sand  filtration  plant 
new;  6  pumping  engines,  class  t  hot.,  1 
vert,  cap.  per  day  24,000,000  gals. ;  mains,  cast 
iron,  65  miles,  6  to  30  in.  dia.;  8S4  hydrants,  Eddy, 
etc.:  1,652  valves,  Rensselaer;  meters,  total  numlwr 
7,648,  Nash,  Thomson,  Crown,  Trident,  Keyatone, 
Hersey  Disc..   Hersey   Rotary,    Gem,   Union,    Em- 
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pire,  owned  bv  city  and  consumer;  15,000  services; 
pipe,  lead  ana  iron;  pressure,  dom.  and  fire  40  to 
80  Ids.;  consumption,  per  day  8.939,297  gal&..  per 
capita  128  gals.;  cost  to  construct.  ^,250,000; 
bonded  debt,  $600,000;  int.  on  bonds,  8  to  4  per 
cent;  ann.  cost  of  mtce.,  $63,320.04;  works  belong  to 
city. 

HASTINGS,  pop.  1,621;  mercantile  bldgs.. 
wood,  2  Btories:  private,  wood,  2  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept — ^1 
hose  carriage;  hose,  rubber,  good  GOO  ft.;  fire 
alarm,  bell;  value  of  dept  bldgs.,  $76. 

Water  Supply— Source,  impounding  res.;  nr»> 
tem,  gravity;  res.  cap.,  98,000  gals.;  mains,  sH 
miles,  4  to  8  in.  dia.,  Syracuse  Tube  Co.;  22  hy- 
drants, Mellert:  pressure,  fire  97  lbs.;  cost  to  con* 
struct  $9,000;  bonded  debt  $12,600;  int  paid  on 
bonds,  5  per  cent;  ann.  cost  of  mtce.,  $660;  works 
belong  to  city. 

HAWLEY.  pop.  2,000;  fire  area,  lOO  acres- 
mercantile  bldgs.,  2  to  8  stories;  private,  I  and  X 
stories;  wooden  roofs  permitted;  no  fireworks  or 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  c  hand  engines,  1  h.  &  \.  truck.  8 
hose  wagons;  hose,  cotton,  rubber  lined,  2,000  fi.; 
fire  alarm,  whistle:  total  mem.,  60  volunteers 
Water  SUPPLY-^bource,  springs,  2^  miles  from 
I  business  center;  system,  gravity;  res.  capL  2,0961- 
000  gals.;  qualit:|[  of  water, ^gooa;  mains,  cast  iron, 
fles;  "'  .     .       -      ^ 


struct,  $40,000;  Donded  debt,  $20,000:  int  paid  on 
bonds,  4^  per  cent;  ann.  cost  of  mtce.,  $800; 
works   belong  to   Co. 

HAZLETON,  pop.  15,760;  fire  area,  11,000  acres; 

mercantile  bldgs.,  brick  and  wood,  2H  and  t 
stories;  private,  wood,  2  stories;  wooden  roola 
permitted;  fireworks  and  combustibles  ord.  Rre 
dept.— 8  steamers,  1  c  engine,  16  c.  band  ex.,  2 
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h.  &  1.  trucks,  4  hose  carts,  1  hose  carriage,  1 
hose  wagon.  8  horses;  hose,  cotton,  rubber  hned» 


f. 


ood  class. 

Watex  Supply— Source,  creek  and  springs,  8 
miles  from  business  center;  STStenip  gravity,  punj^ 
to  res.;  quality  of  water,  gooa.;  res.  cap.  90,000,0(X) 
galfi.;  2  pumping  engines;  cap.  per  daT  3,100,000 
gals.,  constructors  Worthington  ana  Knowies;  mains 
cast  iron,  84  miles.  3  to  12  in.  dia.;  36  hydrants; 
pressure,  dom.  55  lbs.,  fire  80  lbs.;  consumption  per 
day,  2,400,000  gals.;  cost  to  construct^  $270,000;  cost 
of  mtce.,  $18,000;  works  belong  to  Co. 

HOLLTDAYSBURG,  pop.  4,500;  fire  area,  1,200 
acxes;  mercantile  bldgs.,  stone,  brick  and  wood, 
1  to  3  stories;  private,  stone,  brick  and  wcod,  2 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  steamer,  8  c.  hand  ex., 
1  hose  wagon,  1  hose  cart:  hose,  cotton,  rubber 
lined,  good!,  2,000  ft.;  fire  alarm,  whistle;  value  of 
dept.  equipment,  $10,000;  ann.  exp.  of  dept.,  $®)0; 
total  mem.,  125  volunteers. 

Water  Supply— Source,  river  and  Blair's  Gap 
run,  7  miles  from  business  center;  system,  grav- 
ity, mains,  cast  iron,  21  miles,  6  to  12  in.  dia.. 
Wood;  €0  hydrants,  Mathews;  1,250  services: 
)tpe,  gal  v.  iron;  pressure  dom.,  60  lbs.;  fire  140 
bs.:  cost  to  construct,  $60,000;  int.  paid  on  bonds, 
4  per  cent;  ann.  cost  of  mtce.,  $2,600;  works  be- 
to  borough. 

HOMESTEAD,  pop.  12,654;  fire  area,  000  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 8  c.  hand  ex.,  2  h.  &  1.  trucks,  1  hose 
wagon,  2  hose  carriages,  6  horses.  1  comb.  c.  &  h. 
wagon;  hose,  cotton,  rubber  lined,  good,  5,000  ft; 
inferior,  all  kinds,  500  ft;  total  hose,  5.500  ft; 
fire  alarm,  Gamewell,  23  boxes;  value  of  dept  equip- 
ment and  bldgs.,  $35,000;  ann.  exp.  of  dept,  $4,000; 
total  mem.,  24  paid  full  time;  underwriters'  rating, 
second  class. 

Water  Supply— Source,    river,     %    mile    from 

business  center;  system,  gravity  and  pump  to  res.; 

quality   of    water,    good;    res.   cap.   2.600,000  gals., 

located  18th  ave.;  2  pumping  engines;  cap.  per  day 

7,000,000    gals.,    constructor    Worthington;     mains, 

cast  iron,  14%  miles,  4  to  14  in.  dia.;  135  hydrants; 

meters,      total     number     661,     Empire,     Pittsburg, 

Worthington  and   Keystone,  owned  by  consumer; 

2,500  services;  pipe,   lead;  pressure,  dom.  128  lbs., 

fire  128  lbs.;  consumption,  per  day  3,000,000  gals.; 

cost   to   construct,  $147,736;  bonded  debt,  $12o,736; 

int.    paid    on  bonds,  4^  per  cent;  cost  of  mtce., 

$12,000;    works  belong  to  city. 

HOXESDALE,  pop.  3,864;  fire  area,  500  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area.  Fire  dept— 2  steamers,  3 
nose  carts;  hose,  cotton,  rubber  lined,  good.  2,000 
ft;  rubber,  good,  1,000  ft;  inferior,  all  kinds,  600 
ft.;  total  hose,  3,600  ft;  fire  alarm,  whistle;  value 
of  dept  equipment,  $1,000;  value  of  bldgs.,  $1,700; 
ann.  exp.  of  dept.,  $500;  total  mem.,  42,  paid  part 
time  6,    volunteers  36. 

Water  Supply— Source,  lakes  and  snring,  3  miles 
from  business  center;  system,  gravity;  quality  of 
water,  erood;  res.  cap.,  1,500,000  gals.,  located  in 
town;  mains,  iron^  16  miles,  l^  to  20  in.  dia., 
Jackson  &  Woodm;  22  hydrants,  Ludlow;  110 
valves;  pipe,  iron;  pressure,  dom.  50  lbs.,  fire  50 
;o  65  lbs. ;  cost  to  construct,  $160,000;  bonded  debt, 
^,000;  int.  paid  on  bonds,  5  per  cent;  ann.  cost 
of    mtce.,    $3,000;   works  belong  to  Co.  i 

HOUTZDALE,  pop.  1,490;  fire  area,  1,280  acres;  i 
nercantile  bids.,  brick  and  wood,  1  to  8  stories;  [ 
'rivate,  brick  and  wood,  2  stories;  wooden  roofs  , 
ermittcd  in  fire  area;  fireworks  ord.    Fire  dept. —   I 

h.  &  1.  truck,  2  hose  carts;  hose,  cotton,  rubber 
incd,  fifood,  1.000  ft;  inferior,  all  kinds,  600  ft; 
otal  hose,  1.600  ft;  fire  alarm,  bell  and  whistle; 
alue  of  dept.  equipment  $1,200;  ann.  exp.  of  dept, 
503;    total    mem.,  48  volunteers. 

Water  Sttpply— Source,  wells;  system,  pump  to 
*3.;  res.  cnp.,  110,000  gals.;  pumping  engines,  cap. 
»r  'dnv  150.000  g^ls.;  mains,  4^  miles,  3  to  8  in. 
ia.,   Jackson   &  Woodin;  32  hydrants,  Chapman; 


260  services;  pressure,  dom.  70  lbs.,  fire  96  Ibs^ 
cost  to  construct,  $20,000;  ann.  cost  of  mtce.,  ^,600 
works  belong  to  Co. 

HUGHESVILLE,  pop.  1,628;  fire  area,  100  acres: 
mercantile  bldgs.,  wood,  brick  and  steel,  2  and  S 
stories;  private,  wood,  2  stories;  wooden  roofs 
permitted:  fireworks  ai  d  combustibles  ord.  Fire 
dept.— 2  hose  carriages;  hose,  linen,  good,  2,000 
ft:  value  of  dept  equipment,  $1,800;  value  of 
bldffs.,  $2,500;  total  mem.,  35  volunteers. 

Water  Supply— 'Source,  wells,  1  mile  from  bus- 
iness center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  600,000  gals.,  lo* 
cated  on  hill;  1  pumping  engine,  class  duplex.  ca> 
pacity  per    dav    150,000    gals.;    constructor    Barr; 


dav  230^  gals.;  cost  to  construct.  $25,0()b;  bonded 
debt,  $20,000;  int.  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $5,000;  works  belong  to  Co. 

HUMMELSTOWN,  pop.  1,729;  fire  area,  300 
acres;  mercantile  bld^.,  brick  and  stone,  8  stories; 
private,  wood  and  brick,  2H  stories;  wooden  roofs 
permitted.  Fire  dept— 3  hand  engines,  2  c.  hand 
ex.,  1  hose  carriage;  hose,  linen,  good,  2,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $2,000; 
value  of  bldgs^  $2,500;  ann.  exp.  of  dept.,  $200; 
total  mem^  125  volunteers. 

Water  Supply— Source,  creek ;  system,  pump  to 
stdp.  and  direct;  mains,  8  miles,  2  to  8  in.  dia.; 
22  hydrants;  pressure,  dom.  75  lbs.,  fire  150  lbs.; 
cost  to  construct,  $30,000;  ann.  cost  of  mtce.,  ^,- 
700;  works  belong  to  Co. 

HUNTINGDON,  pop.  8,000;  fire  area  12,800 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
IH  to  8  stories;  private,  stone,  brick  and  wood,  2 
to  4  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept— 1  c.  engine,  2  steamers.  1  hand  engine,  4  c. 
hand  ex..  1  h.  &  1.  truck,  1  hose  wagon,  4  hose 
carts,  4  horses:  hose,  cotton,  rubber  fined,  good, 
3,500  ft;  inferior,  all  kinds,  2,000  ft:  total  hose, 
6,500  ft;  fire  alarm,  bell  and  electric,  7  boxes; 
value  of  dept  equipment,  $19,000;  value  of  bldgs., 
$10,500;  ann.  exp.  of  dept,  $1,650;  total  mem.,  800, 
paid  part  time  3,  volunteers  297. 

Water  Supply— Source,  creek,  1  mile  from  busi- 
ness center;  system,  pump  to  res.  and  direct;  fil- 
tration system,  Maigen;  quality  of  water,  good; 
res.  cap.  4,000,000  gals.,  located  %  mile  from  town; 
2  pumping  engines,  class  Gordon,  size  13  x  24  x  12  x 
18,  10  X  24  X  10  X  18.  cap.  per  day  2,500,000  gals.; 
constructors  Jeansviilc  I.  W,  Co.;  mains,  cast 
iron  15  miles,  4  x  12  in.  dia.,  Gloucester;  43  hy- 
drants, Gloucester,  Wood;  45  valves;  meters,  total 
number  9,  Crown  4,  Empire  2,  Worthington  8, 
Lambert  1,  owned  by  Co.;  700  services;  pipe,  galv. 
iron;  pressure,  dom.  95  lbs.,  fire  95  lbs.;  consump. 
tion  per  day  900,000  gals.,  per  capita  119  gals.;  cost 
to  construct  $60,000;  int  paid  on  bonds,  4'per  cent; 
ann.  cost  of  mtce.,  $6,000;  works  belong  to  Co. 

HYNDMAN,  pop.  1,242;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, brick  and  wood,  2  and  8  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  hose 
carriage;  hose,  cotton,  rubber  lined,  good  750  ft; 
value  of  dept  equipment,  $300;  value  of  bldgs., 
$1,000;  total  mem.,  26  volunteers. 

Water  Supply— 'Source,  mountain  stream,  1% 
miles  from  business  center;  system,  gravity;  res. 
cap.,  850.000  gals.;  mains,  cast  iron,  5  miles.  2  to 
10  in.  dia.;  29  hydrants;  14  valves;  275  services; 
pipe,  ealv.  iron  and  lead;  pressure,  dom.  100  lbs., 
fire  100  lbs.;  cost  to  construct  $25,000;  bonded 
debt  $4,000;  int  paid  on  bonds.  5  per  cent;  ann. 
cost  of  mtce.,  $15,760;  works  belong  to  Co. 

INDIANA,  pop.  6,000;  fire  area,  900  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  4  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept- 200  c.  hand  ex.,  3  h.  &  1.  trucks,  2  hose 
wagons,  4  hose  carts;  hose,  cotton,  rubber  lined, 
good,  2,500  ft.:  fire  alarm,  whistle;  value  of  dept 
equipment,  $10,000;  value  of  bldgs.,  $1,500;  total 
mem.,  150  volunteers. 

Water  Supply— Source,  creek:  system,  pump  to 
res.;  res.  cap.,  600,000  gals.;  pumping  engines,  cap. 


; 
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per  day  300,000  gals.,  constructor  Snow:  mains, 
cast  iron.  13H  miles,  4  to  8  in.  dia..  Wood:  71  hy- 
drants, Wood;  meters,  total  number.  66;  280  ser- 
vices; pressure,  dom.  66  lbs.,  fire  135  lbs.;  cost  to 
construct,  $75,000;  ann.  cost  of  mtce.,  I3.5UU;  works 
belong  to  Co.;  extensive  improvements  will  be 
made  m  works  to  the  amount  of  $60,000. 

IRWIN,  pop.  2,462;  6re  area,  100  acres;  mercan- 
tile bldgs.,  brick  and  wood,  2  stories;  private,  wood, 
2  stones;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept.— 1  hand  engine,  2  c. 
hand  ex.,  2  hose  carriages:  hose,  cotton,  rubber 
lined,  good,  1,500  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $2,000;  value  of  bldgs., 
$800;  ann.  exp.  of  dept.,  $200;  total  mem.,  33  vol- 
unteers. 

Water  Supply— Source,  streams,  26  miles  from 
business  center;  system,  gravity;  quality  of 
water,  good;  res.  cap.,  1,000,000  gals.;  mains,  cast 
iron.  8  miles,  4  to  10  in.  dia.,  American,  National; 
20  hydrants,  Ludlow;  meters,  total  number  579, 
owned  by  Co.;  576  services;  pipe,  lead;  pressure. 
40  to  130  lbs.;  cost  to  construct,  $91,285;  int.  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $9,000; 
works  belong  to  Co. 

JEANNETTE,  pop.  6365;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  stories; 
private,  wood,  2  and  2H  stories;  wooden  roofs  not 
permitted;  no  fireworks  and  combustibles  ord.  Fire 
dept.— 8  c.  hand  ex.,  1  h.  &  1.  truck,  5  hose  car- 
riages, 2  horses;  hose,  cotton,  rubber  lined,  good 
3,000  ft;  inferior,  all  kinds,  200  ft.;  toul  hose, 
8,200  ft.;  fire  alarm,  whistle;  value  of  dept.  equip- 
ment, $5,000;  value  of  bldgs..  $10,500;  ann.  exp.  of 
dept.,  $2,200;   total  mem.,  80  volunteers. 

Watxr  Supply— Source,  from  Greensburg. 

JEDDO,  pop.  800;  fire  area,  20  acres;  mercantile 
gs.,  stone,  2^  stories;  private,  wood,  2H  itories; 
wooden  roofs  permitted  in  fire  area;  causes  of  fires 
investigated.  Vire  dept.— 5  fire  plugs.  1  hose  cart; 
hose,  cotton,  rubber  lined,  good,  1,600  ft.;  fire 
alarm,  whistle. 

Water  Supply— Source,  wells;  system,  gravity, 
pump  to  stdp.;  res.  cap.  50.000  gals.;  mains,  cast 
iron,  3  miles.  3  in.  dia.:  17  hydrants;  4  valves;  pipe, 
cast  iron;  pressure,  oom.  40  lbs.,  fire  160  lbs.; 
works  belong  to    Co. 

JENKINTOWN,  pop.  6,000;  fire  area,  2,400 
acres;  bldgs.,  stone,  brick  and  wood,  2^  to  4  sto- 
ries; wooden  roofs  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  c.  engine,  2  c.  hand  ex.,  3  h.  &  1.  trucks, 
2  aerial  trucks.  4  hose  waffons.  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good.  3,500  ft.;  fire 
alarm,  whistle  and  bell;  value  of  dept.  equipment, 
$5,000;  value  of  bldgs.,  $2,500;  ann.  exp.  of  dept.. 
$1,500;  total  mem.,  300  volunteers;  underwriters 
rating,   first  class. 

Water  Supply — source,  wells;  system,  pump 
to  stdp.  and  res.;  stdp.  cap.  400,000  gals.,  material 
used  in  cons,  steel  and  wood;  qualitv  of  water, 
good;  5  pumping  engines,  cap.  per  aay  2,100,000 
gals.,  constructors  Downie  and^  Worthington, 
mains,  cast  iron,  22  miles,  4  to  Sin.  dia.;  89  hy- 
drants; 222  valves,  4x6x8;  meters,  total  number 
908,  Crown,  Nash,  Union,  Empire,  Gem,  Hersey 
Rotary,  Trident,  Worthington,  Columbia,  Key- 
stone and  others,  owned  by  Co.;  1,050  services; 
pressure,  dom.  60  lbs.,  fire  130  lbs.;  consumption 
per  day,  260,000  gals.;  ann.  cost  of  mtce.,  $8,000; 
works  belong  to  Co. 

JERMYN.  pop.  3,000;  fire  area,  6  acres;  bldgs., 
■tone,  brick  ana  wood.  2  stories;  wooden  roofs 
permitted:  no  fireworks  and  combustibles  ord.; 
causes  ot  fires  investigated;  fire  loss  for  1906. 
$450;  ins.  for  same  time,  $1,500.  Fire  dept.— 1  h.  & 
I.  truck,  3  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,600  ft.;  fire  alarm,  telephone  sys- 
tem, 10  boxes;  value  of  dept.  equipment,  $3,000; 
value  ot  bldgs.,  $3,000;  total  mem.,  85  volunteers. 

Water  Supply— Source,  res.;  res.  cap..  700.000,- 
000  gals.;  mains.  16  miles,  2  to  18  in.  dia.,  Warren; 
16  hydrants.  Ludlow;  38  valves;  660  services:  pres- 
sure, dom.  90  lbs.,  fire  70  lbs.:  cost  to  construct, 
$135,000;  ann.  cost  of  mtce.,  $2,000;  works  belong 
to  Co. 

JERSEY  SHORE,  pop.  9.000:  fire  area.  2.000 
acres;  mercantile  bldgs.,  brick  and  wood.  8  and  3 
stories;  private,  brick  and  wood,  2  and  8  atone*; 


fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  h.  &  1.  truck,  2  c  hand  ex.,  6  nusc  carts.  1 
hose  wagon,  3  horses;  hose,  cotton,  rubber  lined, 
good,  3.0iOO  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $3,500;  value  of  bldgs..  ^.OOO; 
ann.  exp.  of  dept.,  $100;  total  mem.,  30  volunteers. 
Water  Supply— Source,  mountain  streams..  II 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water,  good;  res.  cap.,  4,300.000  gals.;  1 
pumping  engine,  class  conipound,  cap.  per  day 
1,000,000  gals.;  constructor  Knowles;  mains,  cast 
iron,  31  miles,  4  to  16  in.  dia.;  56  hydrants;  SH 
valves;  meters,  total  number  8,  Nash  and  Gem. 
owned  by  Co.;  800  services;  pipe,  gal  v.  and 
wrought  iron;  pressure,  dom.  60  lbs.,  fire  120  lbs.: 
cost  to  construct,  $560,0000,  bonded  debt,  $400  000: 
bonds  sold  and  outstanding  $260,000;  int.  paid  on 
bonds,  5  per  cent;  cost  of  mtce.,  $3,000;  works  be- 
long to  Co. 

JE.SSUP,  pop.  4,500;  fire  area,  1,600  acres;  mer- 
cantile bldgs.,  wood,  2^  stories;  private,  wood.  2 
stories;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 2  hose  carriages;  hose,  cotton,  rubber 
lined,  good.  3,000  ft.;  fire  alarm,  electric,  16 boxes: 
value  of  dept.  equipment,  $2,000;  value  of  bldgs.. 
$4,500;  total  mem.,  75  volunteers.  2  paid  men. 

Water  Supply— Source,  springs,  1^  miles  fma 
business  center;  system,  gravity;  res.  cap..  500,- 
000  gals.;  mains,  cast  iron,  4  miles,  6  to  12  in.  dia.. 
Pittsburg;  22  hydrants.  Wood;  meters,  total  oun- 
ber  2;  100  services;  pressure,  dom.  200  lbs.,  fire 
400  lbs. 


JOHNSONRURG,  pop.  4.000;  fire  mrca.  ISO 
acres;  n.ercantile  hidgs..  brick  and  wood,  1  to  3 
stories;  private,  brick  and  wood.  2  stories;  wcx>den 
roofs  permitted  in  fire  area;  causes  of  fire  investi- 
gated. Fire  dept.— 2  hose  carts;  hose,  cotioa.  rub- 
ber lined  good.  1.600  ft.;  fire  alarm,  whittle:  valtie 
of  dept.  equipment.  $1,000;  value  of  bldgs.,  $500; 
total  mem.,  100  volunteers. 

VVater  Supply— Source,  creek,  1  mile  froa 
business  center;  system,  pump  to  res.;  res.  capi., 
l&O.UUO  gals;  2  pumping  engines,  cap.  per  day  300,- 

000  gals.,  constructors  Snow,  Blake,  mains,  4  raises. 
4  to  8  in.  dia.;  24  hydrants.  Wood;  250  serv^es: 
pipe,  iron;  pressure,  dom.  60  lbs.,  fire  SO  lbs.; 
cost  to  construct.  $46,000;  ann.  cost  of  mtce^  $1JS>J0: 
works  belong  to  Co. 

JOHNSTOWN,  pop.  60,000;  fire  area,  3,041 
acres;   mercantile  bldgs.,   stone,  brick    and   wood. 

1  to  10  stories:  private,  stone,  brick  and  wood.  1 
to  3  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investicated.  Fire  dept. — 8  steamers.  2  b-  4 
1.  trucks,  18  c.  hand  ex..  1  aerial  truck.  6  ho<e 
wagons,  8  hose  carts,  37  horses;  hose,  cotton,  rub- 
ber lined,  good,  11.000  ft.;  rubber,  good,  5.«W)  K: 
inferior,  all  kinds.  700  ft.;  total  hose.  IS. 700  f:.. 
fire  alarm,  electric,  80  boxes;  valve  of  dept.,  equip- 
ment. $85,900;  value  of  bldgs.  $84,500:  ann.  ex.  cf 
dept.,  $75,000;  total  mem..  599,  paid  full  time  69, 
530  volunteers. 

Water  Supply— Source,  mountain  streams.  1  to 
9  miles  from  business  center;  sv«tem.  eravity: 
quality  of  water,  good;  res.  cap.,  teS.nOO.OOO  sals.; 
pumping  engines,  cap.  per  day  800.000  gmls..  cos- 
structor  Worthington;  mains,  cast  iron.  SS  miles, 
IH  to  36  in.  dia.:  205  hydrants;  520  valves;  meters. 
total  number,  $9;  owned^  by  Co.;  8.287  services: 
pipe,  galv.  and  wrought  iron  and  lead;  pressure, 
dom.  50  to  80  lbs.,  fire  SO  to  100  lbs.;  cost  to  con- 
struct, $1,600,000;  works  belong  to  Co. 

KANE.  pop.  5.296:  fire  area.  3.000  acres;  mercsa- 
tile  bldgs..  brick  and  stone,  2  and  3  stories;  private. 
brick  and  wood,  2  stories:  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.:  causes  ci. 
fires  investigated.  Fire  dept. — 1  h.  ft  I,  truck. 
1  hose  wagon,  3  hose  carriages;  bose,  cotton,  rcb- 
ber  lined,  good  3.500  ft.;  inferior,  all  kinds,  200  ft.; 
total  ho.se,  3.700  ft.;  fire  alarm.  Gamewell.  12  boxes; 
value  of  dept.  equipment,  ^.500:  value  of  bides., 
$3,000;  ann.  exp.  of  dept.,  $2,500;  total  neoi^  94 
volunteers. 

Water  Supply— Source,  springs  and  wells,  1^ 
miles  from  business  center:  system,  pumn  ts 
stdp.:  stdp.  cap.  150.000  gals.,  dim.  16  «  lO^L  l» 
cated  inside  of  borough  line;  material  osea  ta 
cons,  steel,  builders  Struthers,  Wells  &  Co.: 
ity   of  water,   good;   pumping  engines*    cap. 
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day  2,500,000  gals.,  class  duplex  and  triplex,  con- 
structors VVorthington,  Deane  and  Piatt  Iron 
Works;  mains,  cast  iron,  17  miles^  3  to  10  in.  dia.; 
62  hydrants,  Nfathews  and  Darling;  145  valves, 
Wood  and  Darling;  meters,  total  number  660, 
Worthington,  Keystone  and  others,  owned  by  con- 
sumcr;  l,3i>0  services;  pipe,  galv.  iron;  pressure, 
dom.  40  lbs.,  fire  50  to  90  lbs. ;  works  belong  to  Co. 

KENNETT  SQUARE,  pop.  1.900;  fire  area,  150 
■cresj  bldgs.,  brick,  2  and  8  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 1  steamer,  1  hand  engine,  1  c.  engine.  2  c. 
hand  ex.,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good,  900  ft.;  value  of  aept.  equipment, 
$S.OOO;  value  of  bldgs.,  I2S.0OO;  ann.  exp.  of  dept., 
11,200;  total  mem.,  275  volunteers. 

Water  Supply— Source,  springs  and  surface 
water;  system,  pump  to  res.  and  stdp. ;  stdp.  cap., 
250,0w  gals.,  material  used  in  cons,  iron ;  rea.  cap^ 
60,000  gals.;  pumping  engines,  cap.  per  day  75.000 

fals.,  constructor  Cope;  mains,  cast  iron,  7  miles» 
to  6  in.  dia..  Wood;  39  hydrants,  Wood;  pres- 
sure, dom.  15  lbs.,  fire  40  lbs.;  ann.  cost  of  mtce., 
$400;  works  belong  to  borough 

KINGSTON,  pop.  3,846;  fire  area,  1,200  acres; 
mercantile  bldgs.,  brick  and  wood,  4  stories^  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept. — 1 
steamer,  1  h.  &  1.  truck,  1  aerial  truck,  2  hose 
wagons,  3  hose  carriages;  hose,  cotton,  rubber 
lined,  good  1.500  ft.;  fire  alarm,  Gamewell,  7  boxes; 
value  of  dept.  equipment,  $4,850;  value  of  bldgs., 
13,000;    total  mem.,  60  volunteers. 

Water  Supply— Source,  streams,  supplied  by 
Spring  Brook  Water  Supply  Co.;  system,  gravity; 
pressure,   100  lbs.;  works  owned  by  Co. 

KITTANNING,  pop.  5,000;  fire  area,  100  acres; 
bldgs.,  brick,  wood  and  stone,  2,  3  and  4  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept. — 1  h.  &  1.  truck,  3  aerial 
trucks.  3  hose  carriages;  hose,  rubber,  good.  3,000 
ft;  fire  alarm,  bell  and  whistle;  value  of  dept. 
bldgs.,  $25,000;  total  mem.,  75  volunteers;  under- 
writers'  rating,  second  class. 

Water  Supply— Source,  river;  system,  pump  to 
res.;  rea.  cap.,  3.500,000  gals.;  mains,  15  miles,  4 
to  20  in.  dia.;  35  hydrants,  Mathews;  pressure, 
fire   85   lbs.;   works   belong   to  Co.  , 

KNOX,  pop.  700;  fire  area,  40  acres;  mercantile 
bldgs,  brick  and  wood,  1  to  3  stories;  private,  brick 
and  wood,  1  and  2  stories;  woouen  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 1  h.  &  1. 
truck,  1  hose  cart;  hose,  cotton,  rubber  lined, 
good,  1.850  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $1,000;  value  of  bldgs.,  $1,200; 
total    mem.,  30  volunteers. 

Water  Supply— Source,  wells;  system,  gravity 
to  res.;  res.  cap-*  52,000  gals.;  pumping  engines, 
cap.  per  day  40.000  gals.,  constructor  Reed:  mains, 
1  mile.  3  and  4  in.  dia.;  11  hydrants.  Ludlow; 
pressure,  fire  80  lbs.;  cost  to  construct,  $3,600; 
works  belong  to  borough. 

KNOXVILLE,  pop.  862;  fire  area.  700  acres; 
mercantile  bldgs.,  brick  and  wood.  2  stories;  pri- 
eaie.  wood.  2  stories;  wooden  roofs  permitted; 
lo  fireworks  and  combustibles  ord.;  causes  of  fires 
nvesti|;atecl.  Fire  dept. — 2  c.  hand  ex.,  1  h.  &  1. 
ruck.  1  hose  wagon.  1  hose  carnage;  hose,  cotton, 
•libber  lined,  good  2.000  ft.;  inferior,  all  kinds.  500 
't. ;  total  hose,  2,500  ft.;  fire  alarm,  bell,  whistle 
ind  telephone;  value  of  dept.  equipment,  $25  000; 
rakie  of  bldgs.,  $10,000;  ann.  exp.  of  dept.,  $300; 
otal  mem.,  170  volunteers;  underwriters'  rating, 
bird    class. 

Water  Supply— Source,  springs,  8%  miles  from 
msiness  center;  system,  gravity;  quality  of  water, 
rood;  res.  cap.  500.000  gals.,  also  2  wells,  cap.  3  000 
>bls.,  located  ^  mile  north  of  borough;  mains, 
ast  iron,  4%   miles,  4  to  10  in.  dia.;  3o  hydrants; 

valves;  meters,  total  number  10.  Hcrsey  Disc, 
wned  by  consumer;  200  services;  pipe,  lead; 
ires«;ure,  dom.  100  lbs.,  fire  100  lbs.;  consumption 
>er  day.  500,000  eals. ;  cost  to  construct,  $1(5,000; 
ondcd  debt.  $14,000;  int.  paid  on  bonds,  3^  per 
ent;  cost   of  mtce.,  $100;  works  belong  to  city. 

KtJTZTOWN,  pop.  1.396;  mercantile  bldgs., 
rick.  1  to  3  stories:  private,  brick.  2  and  8  sto- 
ea;    wooden    roofs  not  permitted;   fireworks  and 


combustibles  ord.;  causes  of  fires  investigated;  fire 
loss  for  1M2,  $6U0;  ins.  for  same  time,  $3,UUU.  Fire 
dept.— 1  hand  engine,  1  h.  &  1.  truck,  1  hose  car- 
nage; hose,  cotton,  rubber  lined,  good  800  ft.; 
inferior,  all  kinds,  800  ft.;  total  hose,  l,iHH)  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $5ffi; 
value  of  bl^gs.,  $1,500;  ann.  exp.  oi  dcpu,  $26; 
total   mem.,   22   volunteers. 

Watbk  Supply— Source,  wells  and  springs;  sys* 
tem,  pump  to  res.;  res.  cap.,  600,000  gals.;  pump- 
mg  engines,  cap.  per  day  1,000,000  gals.,  con- 
structor Deane;  mams.  5  miles,  4  to  8  in.  dia» 
Vlellert;  26  hvdrants,  Mellert;  pressure,  dum.  80 
ibs.,  fire  100  lbs.;  cost  to  construct,  $35,000;  ann. 
cost  of  mtce.,  $2,200;  works  belong  to  Co. 

LANCASTER,  pop.  45,000;  fire  area,  2,500  acres; 
mercantile  bldgs.,  brick,  3  to  6  siorie:*;  private, 
brick  and  wood.  2  and  3  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.-~5  steamers,  1 
supply  wagon,  5  c  engines,  4  c.  hand  ex.,  1  aerial 
truck,  3  hose  wagons,  3  hose  carriages,  17  horses; 
hose,  cotton,  rubber  lined,  good  5.000  ft.;  fire 
alarm,  Gamewell,  46  boxes;  value  of  dept.  equip- 
ment, $66,000:  ann.  exp.  of  dept.,  $18,500;  total 
mem.,  48,  oaid  full  time  16,  paid  part  time  33. 

Water  Supply— Source,  creek,  1%  miles  from 
business  center:  system,  pump  to  stdp.:  stdp.  dim. 
25  X  110  ft.,  cap.  400,000  gals.,  material  used  in 
cons,  steel;  3  pumping  engines,  cap.  per  day  28,- 
000,000  gals,  constructor  Worthington;  quality  of 
water,  good;  res.  cap.  6,000,000  gals.;  mains,  iron, 
64  miles.  4  to  36  in.  dia.;  556  hydrants;  18  valves; 
meters,  total  number  2,500;  285  services;  pressure, 
dom.  27  lbs.,  fire  75  lbs.;  consumption  per  day, 
6,000.000  pals.;  per  capita,  118  gals.;  bonded  debt, 
$500,000;  int.  paid  on  bonds,  3^  and  4  per  cent; 
ann.  cost  of  mtce.,  $40,000;  cost  to  construct,  $850,- 
000;  works  belong  to  city. 

LANGHORNE,  pop.  801;  fire  area^  320  acres; 
bldgs.,  stone  and  wood,  2  and  2Vi  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept. — 1  c  engine,  1  hand  engine,  1  hose 
carriage;  hose^  cotton,  rubber  lined,  good,  800  ft.: 
inferior,  all  kinds,  50  ft.;  total  hose,  850  ft.;  total 
mem.,  50  volunteers. 

Water  Supply— Source,  springs,  %  mile  from 
business  center;  system,  direct;  cap.  40,000  gals., 
material  used  in  cons.,  wood;  res.  cap.,  5^.000 
gals.,  1  wooden  tank,  cap.  75,000  gals.;  pumping 
engines,  class  comp.,  cap.  per  day  1,000,000  gals., 
constructors  Worthington,  Hall;  mains,  cast  and 
galv.  iron,  6  miles,  V%,  to  6  in.  dia.,  McNeal;  12 
hydrants.  Cassin;  57  valves;  meters,  total  num- 
ber 1,  Pbg.,  owned  by  Co.;  164  services;  pipe, 
lead  and  galv.  iron;  pressure,  dom.  30  lbs.,  nre 
100  lbs.;  cost  to  construct,  $44,637;  ann.  cost  of 
mtce.,  $2,357;  works  belong  to  Co. 

LANSDALE,  pop.  4,500;  fire  area,  450  acres; 
mercantile  bldprs.,  brick  and  stone,  2  and  3  sto- 
ries; private,  brick,  3  stories;  wooden  roofs  not 
permitted.  Fire  dept.— 1  steamer,  2  c.  engines,  2 
c.  hand'  ex.,  2  h.  or  1.  trucks,  2  hose  carriages, 
horses  hired,  bucket  brigade:  hose,  rubber,  good 
1.000  ft.;  fire  alarm,  whistle;  value  of  dept.  equip- 
ment, $f)  nOO;  value  of  bldgs.,  $5,000;  ann.  exp.  of 
dept.,  $2,000;  total  men,  159  volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  40.000  gals.,  builders  Union 
Boiler  Co.;  pumping  engines,  cap.  per  day  180,- 
000  gals.,  constructor  Peane:  mains,  5  miles.  1%  to 
8  in.  dia..  Wood:  26  hydrants,  Mellert;  23  valves: 
meters,  total  number  95,  Niagara.  Empire:  460 
services;  pressure,  fire  46  lbs.:  cost  to  construct, 
$33,000:   ann.  cost  of  mtce..  $2,300. 

LANSDOWNE.  pop.  8.000;  fire  area,  640  acres; 
mercantile  bldgs..  stone  and  brick.  1  to  3  stories; 
private,  stone,  brick  and  wood.  3  stories:  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  h.  &  I.  truck,  8  c.  hand 
ex.,  1  hose  wajfon.  2  hose  carts;  ho«e,  cotton,  rub- 
ber lined,  good.  1.500  ft.;  fire  alarm,  bell:  value 
of  dept.  equipment.  $4,000:  value  of  bldgs..  $10,000; 
ann.  exp.  of  dept..  $300:  total  mem.,  80  volunteers. 

Water  Supply— Source,  wells;  system,  pump 
to  res.;  res.  cap.,  2,000,000  gals.;  mains,  iron  and 
cement,  12  miles.  4  to  12  'n.  dia.,  W'ood,  Ameri- 
can: 27  hydrants.  Wood:  meters,  total  number  6; 
400  services:  pipe,  galv  iron;  pressure,  fire  46  lbs.; 
cost  to  construct.  $40,000;  ann.  cost  of  mtce.,  $8,- 
700;   works  belong  to  Co. 
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LANSFORD,  pop.  8.000,  bldgs.,  wood,  2  and 
%\k  stories;  wooden  roots  permitted.  Fire  dept— 
1  steamer,  2  hose  carriages,  1  h.  &  1.  truck;  hose, 
rubber,  good,  2,000  ft.;  value  of  dept.  equipment, 
$6,000;  value  of  bldgs.,  12,000;  ann.  exp.  of  dept, 
IGOO;  total  mem.,  50  volunteers. 

Watbx  Supply— Source,  streams;  system,  gray- 
ity;  res.  cap.,  7,000,000  gals. ;  mains,  cast  iron,  13 
miles,  4  to  13  in.  dta.;  24  hydrants.  Mellert;  16 
valves:  400  services;  pipe,  lead  and  iron:  pres- 
sure, nre  106  lbs.;  coat  to  construct,  160,000;  ann. 
cost  oi  mtce.,  $6,000;  works  belong  to  Co. 

LATROBE,  pop.  6,000;  fire  area,  700  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  to  7  sto- 
ries; private,  brick  and  wood,  2  stories;  wooden 
roots  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  h.  &  1.  truck,  4  c.  hand  ex.,  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  3,300  ft.; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, $3,000;  value  of  bldgs.,  $6,000;  toUl  mem., 
75  volunteers. 

Watbr  Supply— Source,  creek,  3  miles  from 
business  center;  system,  pump  to  res.;  res.  cap., 
10.000XNO  gals.;  pumping  engines,  cap.  per  day 
7,000,000  gals.,  constructors  Wilson^  Synder; 
mains,  cast  iron,  2)  miles,  4  to  24  in.  dia.,  wood; 
61  hydrants,  Ludlow,  Mathews;  1,000  services; 
pressure,  dom.  50  lbs.,  fire  76  lbs.;  cost  to  con- 
struct, ^293,000;  int  paid  on  bonds,  5  per  cent; 
ann.  cost  of  mtce.,  $6,600;  works  belong  to  G>. 

LEBANON,  pop.  18,000;  fire  area,  1,280  acres: 
mercantile  blags.,  stone,  brick  and  wood,  2  to  6 
stories;  private,  stone,  brick  and  wood,  2%  sto- 
ries: wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated.   Fire  dept.— 1  h.  &  1.  truck,  4  steamers, 

1  c.  engine,  6  c.  hand  ex.,  1  aerial  truck,  2  comb% 
c  &  hose  wagon,  1  hose  wagon,  4  hose  carts,  20 
horses;  hose,  cotton,  rubber  lined,  good,  6,000  ft.; 
inferior,  all  kinds,  2,000  ft.;  total  hose,  7,000  ft; 
fire  alarm,  Gamewell,  23  boxes;  value  of  dept 
equipment,  $35,000:  value  of  bldgs.,  $50,000;  ann. 
exp.  of  dept,  $11,300;  total  mem.,  500  volunteers. 

Watbe  Supply— Source,  wells  and  springs;  sys- 
tem, gravitv,  pump  to  res.  and  direct;  quality  of 
water,  good;  res.  cap.,  66,000,000  gals.;  1  pumping 
engine,  cap.  per  day  2,500,000  gals.;  constructor 
Snow;  mains,  cast  iron,  20  miles,  4  to  10  in.  dia., 
McNeal;  206  hydrants,  Ludlow;  307  valves,  Lud- 
low; meters,  total  number  126^  Crown,  owned  by 
city;  4,300  services;  pipe,  galv.  iron;  pressure,  dom. 
40  lbs.,  fire  40  lbs.;  cost  to  construct  $436,000; 
bonded  debt,  $210,000;  int  paid  on  bonds,  Z%  per 
cent;  ann.  cost  of  mtce.,  $6,000;  works  belong  to 
city. 

LEECHBURG,  pop.  2,469;  fire  area,  100  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept — 6  c.  hand  ex.,  2  h.  &  1. 
trucks,  2  hose  wagons;  hose,  cotton,  rubber  lined, 
good  1,400  ft;  fire  alarm,  whistle:  value  of  dept 
equipment,  $1,600;  value  of  bldgs.,  $3,000;  ann.  exp. 
of  dept.,  $500;  total  mem.,  75  volunteers. 

Water  Supply— Source,  creek,  6  miles  from 
business  center;  system,  gravity,  pump  to  res.; 
quality  of  water,  good;  res.  cap.  13,000,000  ^als.. 
located  1  mile  from  Apollo;  pumping  engines, 
class  gas,  150  horse  power,  cap.  per  day  1,000,000 
gals.,  constructors  Deane,  Westinghouse;  mains, 
cast  iron,  8  miles,  4  to  10  in.  dia.:  34  hydrants;  52 
valves;  meters,  total  number  538,  Empire  and  Key- 
stone; 538  services;  pipe,  lead;  pressure,  dom.  llo 
lbs.,  fire  110  to  IGO  lbs.;  cost  of  mtce.,  $4,000; 
works   belong   to   Co. 

LEHIGHT(^N,  pop.  5.500;  fire  area,  2.560  acres; 
bldgs.,  wood,  2  and  3  stories;  wocden  roofs  per- 
mitted. Fire  dept. — 1  steamer,  1  comb.  c.  &  hose 
wagon,  1  c.  engine.  1  h.  &  1.  truck.  3  hose  carts, 

2  horses;  hose,  4,000  ft.;  value  ot  dept.  equip- 
ment, $10,800;  total  mem.,  403  volunteers. 

Water  Supply— Source,  streams,  3  miles  from 
business  center;  system,  gravity;  res.  cap.,  6,000,- 
000  gals.:  mains,  cast  iron,  16  miles,  4  to  12  in.  dia.; 
57  hydrants,  Tamaqua;  24  valves,  Williamsport; 
meters,  total  number  7,  Crown  3,  Nash  4;  826 
services;  pipe,  lead;  pressure,  dom.  40  lbs.,  fire  60 
lbs.;  cost  to  construct,  $50,000;  int.  paid  on  bonds, 
5  per  cent;  ann.  cost  of  mtce.,  $1,250;  works  be- 
long to  Co. 


LEWISBURG,  pop.  8,467;  fire  area,  400 
mercantile  bldgs.,  brick.  2  and  8  stones;  private, 
brick  and  wood,  2  stones;  wooden  roofs  permit- 
ted; fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  loes  per  yr.  for  S  yra., 
$8,000;  av.  ms.  for  8  vrs.,  $976.  Fire  dci>t— 1 
steamer,  1  hand  ennne,  8  hose  carts;  hose,  cotton, 
rubber  lined,  good  500  ft;  rubber,  good  2,000  ft; 
toUl  hose,  2,500  ft;  fire  alarm,  bell;  value  of 
dept.  equipment,  $18,000;  value  of  bldgs.,  ^.OOO; 
ann.  exp.  of  dept,  $460;  total  mem.,  62  volunteers; 

Watxr  SuppLY—Source,  creek,  13)4  miles  from 
business  center:  system,  gravity,  pump  to  stdp.; 
stdp.  cap.  300,000  gals.,  material  used  in  coai. 
steel;  quality  of  water,  good;  pumping  engines^ 
cap.  per  day  l,000|O0O  gals.,  constructor  Knowlcs; 
mains,  cast  iron,  67  miles,  3  to  12  in.  dia.;  46  hy- 
drants; 24  valves;  meters,  total  number  6,  Empire 
and    Worthington,   owned    bv   Co.;   600   services; 

Ripe,  galv.  iron;  pressure,  aom.  60  lbs.,  fire  iS 
)8.;  consumption  per  day,  8)0,000  gals.;  cost  to 
construct  $39,360;  cost  of  mtce.,  $2,»0;  works  be- 
long to  Co. 

LEWISTOWN,  pop,  10.000;  mercantile  bidn., 
brick,  3  stories;  private,  brick  and  wood  2^ 
stones;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept— 3  steamers,  1  h.  & 
1.  truck,  6  hose  carriages;  hose,  cotton,  mbber 
lined,  good,  8,500  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $10,000;  value  of  bldgs-. 
$10,000;  ann.  exp.  of  dept,  $1,200;  total  mem.,  350 
volunteers;  unaerwriters'  rating,   first  class. 

Water  Supply — ^Source,  mountain  streams;  sys- 
tem, gravity;  res.  cap.,  15,000.000  g^als.;  mains,  C2 
miles,  4  to  16  in.  dia.;  170  hydrants;  meters,  total 
number,  26;  3,600  services;  pressure,  fire  125  lbs.; 
cost  to  construct,  $1,025,000;  int.  paid  on  bonds. 
4  and  5  per  cent;  ann.  cost  of  mtce.,  $3,775;  worki 
belong  to  Co. 

LILLY;  bldgs.,  brick  and  wood.  Fire  dept— 4 
c.  engines,  1  h.  &  1.  truck,  1  hose  carriage;  nose, 
600  ft;  fire  alarm,  whistle;  total  mem.,  7. 

Watbr  Supply— Res.  cap.,  300,000  gals.;  tl  hy- 
drants. 

LITITZ,  pop.  2^;  fire  area,  400  acres;  mer- 
cantile bldgs.,  brick,  2  to  3H  stories;  private; 
atone,  brick  and  wood.  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — ^1  c 
engine,  2  hand  engines.  2  hose  carts;  1  h.  &  1. 
truck;  hose,  cotton,  rubber  lined,  good,  1,300  ft.; 
inferior,  all  kinds,  200  ft;  total  hose.  1.500  fc: 
fire  alarm,  electric.  8  boxes;  ann.  exp.  of  dept^ 
$600;  total  mem.,  200  volunteers. 

Water  Supply— Source,  springs,  ^  mile  from 
business  center;  s^rstem,  pump  to  stdp.;  stdp. 
cap.  160,000  gals.,  builder  Sotter;  pumping  engines, 
cap.  per  dav  1.080,000  gala.,  constructor  Snow; 
mains,  cast  iron,  4%  miles,  4  to  12  in.  dia.,  Mel- 
lert; 36  hydrants,  Mellert;  25  valves;  meters,  total 
number  2,  Neptune;  116  services;  pipe,  lead;  pres- 
sure, dom.  65  lbs.,  fire  65  lbs.;  cost  to  constmct 
$26,000;  ann.  cost  of  mtce.,  $750;  works  belong  to 
Co. 

LITTLESTOWN,  pop.  1,568;  fire  area.  60 
acres;  bldgs.,  brick  ana  wood.  1  to  3  stories; 
wooden  roofs  permitted;  fireworks  and  combusts 
bles  ord.  Fire  dept. — 1  c.  engine.  1  h.  &  1.  truck. 
2  hose  carriages;  nose,  cotton,  rubber  lined,  gcoi. 
1,000  ft;  rubber,  good,  200  ft;  total  hose.  LSW 
ft:  fire  alarm,  bell;  value  of  dept.  equipment 
$3,800;  value  ot  bldgs.,  $4,000;  ann.  exp.  of  dept. 
$100;  total  mem.,  65  volunteers. 

Water  Supply— Source,  wells:  system,  pump  to 
stdp.;  stdp.  cap.  107,000  gals.,  ouUders  Brownel'.. 
Schmidt  &  Co.;  pumping  engines^  csp.  per  day 
240,000  gals.,  constructors  Smith- Vaile;  mamsw  cast 
iron,  4  to  8  in.  dia.:  2S  hydrants.  Wood:  pipe, 
galv.  iron;  pressure,  iire  45  Ids.;  cost  to  construct. 
$13,800;  int  paid  on  bonds,  4  per  cent 

LOCK  HAVEN,  pop.  7,500;  fire  arva.  S» 
acres;  mercantile  bldgs..  brick  and  wood,  S  to  4 
stories;  private,  brick,  2  and  3  stories;  wocdes 
roofs  not  permitted.  Fire  dept. — 2  steamers,  1 
comb.  c.  engine,  1  h.  &  1.  truck.  6  hose  carriages. 
6  horses;  hose,  cotton,  rubber  lined,  good.  8.904 
ft. ;  fire  alarm,  bell ;  value  of  dept  equipmest 
$15,000;  value  of  bides..  $9,000;  ann.  exp.  ot  dep:.. 
$2,000;  total  mem.  148,  paid  full  time  6,  voluntecn 
139. 
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Water  Supply— Source,  ttreams,  S  to  6  miles 
from  business  center;  system,  gravity;  quality  of 
water,  good;  res.  cap.,  800.000  g«s.;  mains,  cast 
iron,  83  miles,  4  to  18  in.  dia.:  80  hydranto, 
Mathews,  Darlmg;  Talvea,  Eddy,  Darling;  pipe, 
iron;  pressure,  dom.  76  lbs.,  fire  75  lbs.;  costto 
construct,  168,000;  ann.  cost  of  mtce.,  18,000; 
works  belong  to  city. 

LOCUST  GAP,  pop.  1,598;  bldgs.,  wood,  8  and 
8  stories;  wooden  roofs  permitted;  no  fireworks 
and  combustibles  ord.    No  organized  fire  dept. 

Water  Supply— Source,  creek;  system,  pum^  to 
res.;  res.  cap..  1,250,000  gals.;  2  pumping  engines, 
cap.  per  day  2,880,000  gals.,  constructor  Wortning- 
ton;  mains,  10  miles,  4  to  10  in.  dia.,  Warren; 
80  Talves;  meters,  total  number  18,  Hersey,  Crown; 
pressure,  dom.  150  lbs.:  cost  to  construct,  8286,000; 
ann.  cost  of  mtce.,  815,000;  works  belong  to  Co. 

LUZERNE,  pop.  8,817;  fire  area,  400  acres; 
mercantile  bldgs.,  wood  and  brick,  2  stories j  pri- 
Tate,  wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
tnYcstigated.  Fire  dept.— 2  c  hand  ex.,  1  h.  &  L 
truck,  1  hose  carriage;  hose,  cotton,  rubber  lined, 
good,  1,500  ft.;  fire  alarm,  electric;  value  of  dept. 
equipment,  ^,850:  value  of  bldgs.,  $4,000;  ann. 
exp.  of  dept.,  81,400;  total  mem.,  75  volunteers. 

Water  Supply— Source,  res.:  system,  ^avity; 
res.  covers  200  acres;  mains,  2V4  miles  33  in.  dia.; 
18  hydrants.  Wood,  Corey;  pressure,  dom.  88  lbs., 
dre  96  lbs.;  works  belong  to  Co. 

LYKENS,  pop.  3,000;  fire  area,  140  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  2  and  8 
stories;  private,  stone,  brick  and  wood,  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  hose  reels  and  carts,  1  hose  carriap^e; 
hose,  cotton,  rubber  lined,  good,  1,200  ft.;  inferior, 
all  kinds,  300  ft;  total  hose,  1,500  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  88,200;  value  of 
bldgs.,  82,500;  ann.  exp.  of  dept.,  81,000;  toul 
mem.,  60  volunteers. 

Water  Supply— Source,  creek,  1^  miles  from 
business  center;  system,  gravity ;  mains,  iron.  29& 
miles,  3  to  10  in.  dia.,  Warren;  28  hydrants.  Lud- 
low; 12  valves;  pressure,  fire  40  lbs.;  works  be- 
long to  Co. 

M'ADOO,  pop.  2,700;  fire  area,  600  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  to  8  stories;  pri- 
vate dwellings,  brick  and  wood,  2  to  8  stones: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated;  av. 
fire  loss  per  jrr.  for  the  past  8  yrs.  $4,000;  av.  ina. 
involved  on  same  $3,000.  Fire  dept.— 1  h.  8c  1. 
truck,  2  hose  carriages  on  reels;  hose,  cotton,  rub- 
ber lined,  good,  1,000  ft.;  fire  alarm,  steam 
whistle:  value  of  dept  equipment,  $1,200;  bonded 
debt,  $8,000:  volunteers,  50. 

Water  Supply — Not  reported. 

McCONNELLSBURG,  pop.  576;  fire  area,  46 
acres;  mercantile  bldgs.,  brick  and  stone,  2  sto- 
ries; private,  wood|  brick  and  stone,  2  stories; 
wooden  roofs  permitted.  Fire  dei>t.— 1  hose  car- 
riage; hose,  rubber,  good,  600  ft.:  inferior,  100  ft.; 
total  hose,  600  ft;  value  of  bldgs.,  $200;  toUl 
mem.,  75  volunteers. 

Water  Supply— Source,  wells  and  8  large 
springs;  res.  cap.,  2,000,000  gals.;  mains,  4  and  6 
in.  dia.;  12  hydrants;  pressure,  90  lbs. 

McDonald,  pop.  2,475;  fire  area,  100  acres; 
b/dgs.,  wood,  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept. — 
%  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose  carriaf^es; 
hose,  cotton  rubber  lined,  good,  2,400  ft;  inferior, 
all  kinds.  100  ft;  total  hose,  2,600  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment,  82,600; 
value  of  hldgs.,  $1,000;  total  mem.,  40  volunteers. 

Water  Supply— Source,  river,  7V4  miles  from 
btisinesa  center;  system,  pump  to  res.;  stdp.  cap. 
6SM,447  gals.,  dim.  60  x  30.  material  used  in  cona  | 
steel,  builders  R.  Munroe  &  Son;  quality  oi  i 
water,  good;  res.  cap.,  90,000.000  gals.;  2  pumping 
engines,  class  comp.  cond.,  size  10  x  l6  x  14  x  20, 
cap.  per  day  2,500,000  gals.,  constructor  Snow; 
mains,  cast  iron,  6  miles,  4  to  10  in.  dia.,  Annis* 
ton;  48  hydrants,  Ludlow;  70  valves,  Ludlow; 
meters,  total  number  235,  Crown  5,  E.mpire  130, 
Worth ington  4,  Keystone  30,  Westinghouse  1, 
owned  by  Co.;  254  services;  pipe,  lead;  pressure. 


dom.  100  lbs.,  fire  100  lbs.;  coat  to  constract^ 
$UO,000;  bonded  debt,  $60,000;  int  paid  on  bonda, 
6  per  cent;  ann.  cost  of  mtce.,  $2,400;  works  be> 
long  to  Co. 

McKEESPORT,  pop.  40.000;  fire  area,  Stt  acres; 
mercantile  bldgs.,  bnck,  2  to  8  stories;  private 
wood,  8  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  ft  1.  truck,  1  c  enyine,  15  c  hand 
ex.,  1  aerial  truck,  8  hose  wagona.  15  horses;  hose, 
cotton,  rubber  lined,  good,  8,000  ft;  fire  alarm, 
Gamewell,  60  boxes;  value  of  dept  equipment, 
tt0,O0O;  value  of  bldgs.,  $40,000:  ann.  exp.  of  dept., 
$38,000;  total  mem.  fi,  paid  full  time. 

Water  Supply— Source,  river  and  wells^  IH 
miles  from  business  center;  system,  pump  direct; 
res.  cap.,  5,000,000  gals.;  8  pumping  engines,  caa 
per  day  11,000,000  gals.,  constructors  Blake,  Wil- 
son, Snyder;  mains.  66^  miles,  4  to  20  in.  dia.; 
407  hydranU,   Wood;   6ff7  valves.  Wood,   Ludlow, 


Westinghouse  24,  owned  by  consumer  and  city: 
5.437  services;  pipe,  lead;  pressure,  dom.  40  to  128 
Ibs^  fire  40  to  122  lbs.,  consumption,  per  day 
4,SZ1,568  gals.,  per  capita  115  gals. ;  cost  to  con- 
struct, $468,942.06:  bonded  debt,  $10,480;  ann.  coat 
of  mtce.,  $30,806.00;  works  belong  to  city. 

McSHERRYSTOWN,  pop.  1,900:  fire  area,  276 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  8 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  nreworka  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept— 2  comb,  c  and  1  h.  &  1.  truck,  2  hose  reels; 
hose,  cotton,  rubber  lined,  good,  1,200  ft;  fire 
alarm,  bell;  value  of  dept.  eouipment,  $1,600;  value 
of  bldgs.,  $1,000;  ann.  exp.  dept,  $200;  total  mem., 
74.  volunteers. 

Water  Supply— Source,  springs,  200  vds.  from 
business  center;  system,  pump  to  stop.;  stdp. 
cap.  106,000  gals.,  builders  Kaymond  &  Campbell; 
pumping  engines,  cap.  per  day  288,000  gals.,  con- 
structor Worthington;  mains,  cast  iron,  2  1-8 
miles,  4  to  6  in.  dia.,  Reading;  23  hydrants.  Wood; 
100  services;  pipe,  cast  iron;  pressure,  dom.  40  to 
50  lbs.,  fire  40  to  60  lbs.;  cost  to  construct,  $16,000; 
ann.  cost  of  mtce.,  $450. 

MAHANOY  CITY,  pop.  16,000;  fire  area,  176 
acres;  mercantile  bldgs.,  brick  and  wood,  2  to  4 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fire  investigated.  Fire  dept— 8  steamers, 
1  c.  engine,  4  c.  hand  ex.,  1  h.  &  1.  truck,  2  comb, 
c.  &  h.  wagons,  1  hose  wagon,  3  hose  carriages, 
12  horses;  hose,  cotton,  rubber  lined,  good.  3^00 
ft.;  fire  alarm.  Gamewell,  13  boxes;  value  ot  dept. 
equipment,  $3o,000;  value  of  bldgs.,  $30,000;  ann. 
exp.  of  dept.,  $3,300;  total  mem.,  660;  6  paid  full 
time  644  volunteers;  underwriters'  rating,  third 
class. 

Water  Supply— Source,  springs,  2H  miles  from 
business  center;  system,  gravity  andbump  to  res.; 


iron,  18  miles,  6  to  14  in.  dia.;  70  hydrants,  Adams; 
115  valves.  Chapman;  meters,  total  number  154, 
Crown  34,  Gem  5^  Trident  32,  Nash  16.  Hersey  10, 
Lambert  36,  Union  14,  Eureka  1,  Keystone  4, 
Worthington  2,  owned  by  Co.;  pipe,  lead;  pres- 
sure, dom.  65  lbs.,  fire  100  lbs.:  consumption,  per 
day  1,800.000  gals.,  per  capita  li6  gals. ;  works  he- 
long  to  Co. 

MAHANOY  PLANE,  pop.  2,300;  fire  area, 
1,280  acres;  bldgs.,  wood,  2Vs  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— ^  h.  &  1.  trucks,  3  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  2.500  ft;  value  of  dept 
equipment,  $8,000;  value  ot  bldgs.,  $500. 

vVatee  Supply— Source.  Mud  Run;  system, 
gravity;  res.  cap.,  202,000,000  gals.;  mains,  8  miles, 
6  in.  dia.;  8  hydrants;  8  valves;  works  belong  to 
Co. 

MANHEIM,  pop.  2,200;  fire  area,  168  acres; 
mercantile  bldgs.,  orick.  2  and  3  stories;  private, 
brick  and  wood,  2  stories;  wooden  roots  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept. — ^1  hand  engine,  3  hose  reels;  hose,  cotton, 
rubber    lined,    good,    1,660   ft;    fire   alarm,    bell; 
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value  of  dept.  equipment,  ^.000;  value  of  bldi^s., 
18,000;  ann.  exp.  of  depL,  $100;  total  mem.,  140 
volunteers. 

Water  Supply — Source,  creek,  ^  mile  from 
bu8ine»8  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  800.000  gals.;  pumping  en- 
gines, cap.  per  day  360,000  gals.,  constructor 
Worthington;  mains,  cast  iron.  3H  miles.  4  to 
8  in.  dia. ;  ^  hydrants;  33  valves;  meters,  total 
number  5;  407  services;  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  60  lbs.;  cost  to  construct.  327,000; 
ann.  cost  of  mtce.,  1800;  works  belong  to  Co. 

MANSFIELD,  pop.  1.900;  fire  area,  1.215  acres; 
mercantile  bldgs.,  onck  and  wood,  2  and  3  stories; 
private,  wood,  1  to  3  stories;  wooden  roofs  per- 
mitted ;  fireworks  and  combustibles  ord.  r  ire 
dept.— 1  hand  engine,  1  c  engine,  1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
^ood.  1.200  ft.;  fire  alarm,  electric  svstem  being 
mstalled;  value  of  dept.  equipment,  32,500;  value 
of  bldgs..  3.^.500;  ann.  exp.  of  dept.,  $100;  total 
mem.,  100  volunteers. 

Watfr  Supply— Source,  springs;  system,  grav* 
ity  and  pump  to  res.;  filtration  system,  sand;  res. 
cap.,  700.000  gals.;  2  pumping  engines,  constructor 
Knowles;  mains.  8  miles;  40  hydrants;  235  ser- 
vices; pressure,  dom.  100  lbs.,  fire  100  lbs.;  works 
belong  to  Co. 

MARIETTA,  pop.  2,469;  fire  area,  2.000  acres; 
mercantile  bldgs.,  brick,  3  stories;  private,  wood, 
2  stories;  woonen  roofs  permitted;  fh-eworks  and 
combustibles  ord.  Fire  oept.— 1  steamer,  1  hand 
engine.  1  h.  &  1.  truck.  3  hose  carriages;  hose, 
cotton,  rubber  lined,  good  1.000  ft.;  leather,  good 
800  ft.;  inferior,  all  kinds.  100  ft.;  total  hose,  1.400 
ft.:  fire  alarm,  bell;  value  of  dept.  equipment, 
38.000;  value  of  bldgs.,  $7,000;  total  mem.,  85  vol- 
unteers 

Watrr  Supply— Source,  mountain  streams;  sys- 
tem, gravity  and  pump  direct;  res.  cap..  1.500.000 
gals.;  pumping  engines,  cap.  per  day  600.000  gals., 
constructor  Snow;  mains,  cast  iron,  9  miles.  4  to 
12  in.  dia..  Wood;  43  hydrants,  Mathews;  33 
valves;  meters,  total  number  3.  Thomson;  225  ser- 
vices; pipe,  galv.  iron;  pressure,  fire  75  lbs.;  cost 
to  construct,  162.000;  int.  paid  on  bonds,  4  per 
cent;  ann.  cost  of  mtce.,  $1,600;  works  belong  to 
Co. 

MARYSVILLE,  pop.  1,478;  private  bldgs.,  wood, 

2  .stories:  wooden  roots  permitted  in  fire  area;  fire- 
works ord.  Fire  dept.— 1  hose  wagon,  1  hose  cart; 
hose,  cotton,  rubber  lined,  good,  1,000  ft.;  value  of 
dept.  equipment,  $1,000;  total  mem.,  75  volunteers. 

Water  Supply— Source,  spring,  1  mile  from 
business  center;  system,  gravity:  res.  cap.,  250,000 
gals.;  mains,  cast  iron.  6  miles.  4  to  8  in.  dia.. 
Wood  &  Co.;  150  hydrants.  Mathews,  Jackson  & 
Woodin;  meters,  total  number  35.  Thomson;  200 
services:  pipe.  galv.  iron;  pressure,  dom.  35  lbs., 
fire  80  Ihs. ;  cost  to  construct.  $16,500;  int.  paid  on 
bonds,  4%  and  5  per  cent;  ann.  cost  of  mtce.,  $100; 
works  belong  to  Co. 

MAUCH  CHUNK,  pop.  4031;  fire  area,  2.000 
acres;    mercantile    bldfES.,    stone,    brick   and    wood, 

3  and  4  stories;  private,  brick  and  wood.  3  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 2  steamers,  1  hand  engine.  1.  c.  hand 
ex..  2  h.  &  1.  trucks,  2  hose  wagons,  5  hose 
carts;  hose,  cotton,  rubber  lined,  good,  2,850  ft.; 
rubber,  good.  300  ft.:  inferior,  all  kinds,  360  ft: 
total  hose.  3.500  ft.:  fire  alarm,  whistle:  value  of 
dept.  equipment.  $20,000;  value  of  bldgs.,  $17000; 
ann.  exp.  of  dept.,  $300;  total  mem.,  200  volun- 
teers. 

Watrr  Supply- Source,  springs  and  wells,  2^ 
miles  from  business  center;  system,  gravity:  qual- 
ity of  water,  good;  res.  cap..  2^273,62^  gals.;  located 
W.  B'way  and  E.  Mauch  Chunk:  mains,  cast  iron,  j 
12  miles,  3  to  10  in.  dia.;  54  hydrants;  106  valves;  850 
services;  pipe,  lead  and  iron;  pressure,  dom.  40 
lbs.,  fire  50  lbs.;  cost  to  construct,  $83,200;  bonded 
debt.  $22.0C)0:  int.  paid  on  bonds  4  per  cent:;  cost 
of  mtce..  $4,041;  works  belong  to  Co. 

MAYFIELD.  pop.  2,.300;  fire  area,  640  acres; 
bldgs..  wood.  2  stories:  wooden  roofs  permitted: 
fireworks  ord. :  fires  investigated.  Fire  dept. — 2 
800  ft.:  linen.  200  ft.:  total  hose.  1.000  ft.;  whistle 
alsrm;  value  of  dept.  equipment.  $1,000;  value  of 
bldgs.,  $1,000;   total  mem.,  120  volunteers. 


Watek  Supply— Source,  wells  and  cisterns;  sys- 
tem, pumping  to  resj  mains.  3  miles;  18  hydranu; 
cost  to  construct,  |i«800;  works  owned  oy  tor 
ough. 

MEADVILLE,  pop.  14,600;  fire  area,  1.000  acres; 
mercantile  bldgs.,  stone  and  brick,  2  to  5  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  "area;  causes  of  6res  inves- 
tigated. Fire  dept.— 1  h.  &  1.  truck,  1  steamer.  1 
comb.  c.  and  wagon,  8  c.  hand  ex.,  2  hose  wagons, 
6  hose  carts,  8  horses;  hose,  cotton,  rubber  lined, 
good,  8.000  ft.;  rubber,  good,  600  ft.;  inferior,  aS 
kinds,  550  ft.;  total  hose,  9.050  ft:  fire  alarm,  bell, 
66  boxes;  value  of  dept.  equipment,  $17,500;  value 
of  bldgs.,  $10,000;  ann.  exp.  of  dept..  18,765:  total 
mem.,   3dO.   paid    full  time   8,    volunteers   342. 

Water  Supply— Source,  wells,  2  miles  from 
business  center;  system,  pump  to  res.;  res.  cap., 
5,000,000  gals.;  pumping  engines,  cap.  per  day, 
7,000,000  gals.;  mains,  31  miles,  2  to  20  in.  dia., 
McNeal:  161  hydrants.  Wood;  meters,  total  num- 
ber, 1,020;  2.500  services;  pressure,  dom.  SO  lbs.,  fire 
122  lbs.:  consumption,  per  day  1,500.000  gals.,  per 
capita  150  gals.;  cost  to  construct,  $264,210;  bonded 
debt.,  $188,000;  int.  paid  on  bonds,  4  per  cent; 
ann.  cost  of  mtce.,  $12,000;  works  belong  to  chy. 


MECHANICSBURG,  pop.  4.600;  fire  area.  400 
acres;  mercantile  bldgs.,  brick,  2  to  4  stories; 
private,  brick  and  wood,  2  ana  "A  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  o-d. 
Fire  dept.— 2  steamers,  1  c  engine,  4  chand  ex., 
1  h.  &  1.  truck,  3  hose  carts,  1  hose  wagon;  hose, 
cotton,  rubber  lined,  good,  1,800  ft.;  fire  a' arm. 
bells;  value  of  dept.  equipment,  $10,500;  value  of 
bldgs.,  $24,000;  ann.  exp.  of  dept.,  (12,000;  total 
mem.,  295  volunteers. 

Water  Supply— Source,  springs,  2  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
res.  cap.,  1,850.000  gals.;  pumping  engines,  capu  per 
day  172.800  gals.;  constructor  Barr:  mains,  cast 
iron,  10  mues,  4  to  12  in.  dia.;  60  hydrants.  Wood; 
750  services;  pipe,  cast  iron  and  lead;  pressure, 
dom.  30  lbs.,  ure  30  lbs.;  cost  to  construct,  $S,600; 
works  belong  to   Co. 

MEDIA,  pop.  8.075;  fire  area,  1,280  acres;  mer- 
cantile bldgs.,  brick  and  stone.  3  stories;  private, 
brick  and  stone,  3  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept, — 1  steamer.  1  comb.  cbem. 
and  hose  wagon,  4  c.  hand  ex.,  1  h.  &  1.  truck,  ^ 
hose  carriages;  hose,  cotton,  rubber  lined,  good. 
2,500  ft.;  fire  alarm,  telephone  and  bell;  value  of 
dept.  equipment,  <$7,500;  ann.  exp.  of  dept.,  $800; 
total  mem.,  293  volunteers. 

Water  Supply— Source,  Ridley  Creek,  %  mi'e 
from  business  center;  system,  pump  to  res.  and 
stdp..;  stdp.  cap.  250.000  gals.,  dim.  35  x  35,  mate- 
rial used  in  cons,  wrought  steel,  builders  Tippeti 
&  Wood:  filtration  system,  sand;  quality  of  water. 

food;  res.  cap.  1.250.000  gals^  located  in  borough; 
pumping  engines,  class  Corliss  steam  power, 
cap.  per  day  1,000,000  ^als.,  constructor  Wetheril!; 
mains,  cast  iron,  10  miles,  2  to  10  in.  dia.;  58  by 
drants.  Wood,  etc.;  60  valves;  meters,  total  number 
16,  owned  by  borough  and  consumer;  800  services; 
pipe,  lead;  pressure,  dom.  30  lbs.,  fire  30  lbs.: 
consumption,  per  day  300,000  gals.,  per  capita  IM 
gals.;  cost  to  construct.  $100,000;  int.  paid  oa 
bonds,  Z%  per  cent;  ann.  cost  of  mtce.,  $230$: 
works  belong  to  borough. 

MERCER,  pop.  1.804;  bldgs.,  wood  and  brick. 
2  and  3  stories;  wooden  roofs  not  permitted:  fire> 
works  and  combustibles  ord.  Fire  dept. — 1  h.  & 
1.  truck,  2  hose  carts;  hose,  rubber,  good  1300  ft.: 
inferior,  all  kinds.  60  ft.;  total  hose,  1,550  ft.;  total 
mem..   60  volunteers. 

Water  Supply— Source,  creek,  %  mile  from 
business  center;  system,  pump  to  stdp.;  cap.,  75,0M 
gals.;  material  used  in  construction,  steel;  quality 
of  water,  good;  2  pumping  engines:  class,  triplex 
and  dun.;  cap.  per  day  laO.OOO  gals.,  constructor 
Smith  Vaile;  mains,  cast  iron.  4  miles,  4  to  S  ia. 
dia.;  28  hydrants;  12  valves;  300  services:  pressure. 
dom.  40  lbs.,  fire,  150  lbs.;  cost  to  construct,  SH,- 
500;  bonded  debt.  $4,000;  int.  on  bonds,  6  per  cent; 
cost  of  mtce.,  $3,000;  works  belong  to  Co. 


MERCERSBURG,  pop.  IJOO;  fire 
acres;  bldgs.,  brick  ana  stone.  2  and  3  stories;  pri- 
vate, brick  and  stone.  2  stories;  wooden  roofs  per* 
Bitted;  fireworks  ord.;  cause  of  fires  iavesticased. 
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Fire  dei>t.— 1  tteani  engine,  2  hose  camagefl;  hoae, 
cotton,  ffood,  2,000  ft.;  fire  alarm,  bell  and  whistle; 
value  01  dept  equipment,  $6,500;  value  of  bldgs., 
$6,000;  ann.  cxp.  of  dept.,  $100;  total  mem.,  40  vol- 
unteers. 

Watbe  Supply— Source,  springs,  4%  miles  from 
business  center;  system,  gravity;  res.  cap.  200.000 
^als.  per  day;  quality  of  water,  good;  mains,  cast 
iron;  2  meters;  pressure  fire,  140  lbs.,  cost  to  con- 
struct, $40,000;  bonded  debt,  $40,000:  int.  paid  on 
bonds,  6  per  cent;  works  belong  to  Co. 

MESHOPPEN,  pop.  «9;  fire  area,  16  acres; 
mercantile  bldgs.,  wood  and  brick,  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept.— 1  h. 
&  1.  truck,  1  hose  carriage;  hose,  cotton,  rubber 
lined,  good,  1.000  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,200;  total  mem.,  80  volunteers. 

Water  Supply— Source,  brook  and  springs,  IV4 
miles  from  business  center;  5"stem.  gravity;  quality 
of  neater,  good;  res.  cap.,  30,000  gals.;  mains,  cast 
iron^  3V6  miles,  4  to  6  in.  dia.;  17  hydrants;  100 
services;  pipe,  galv.  iron;  fire  pressure,  65  lbs.; 
cost  to  construct,  $18,000;  works  belong  to  Co. 

MEYERSDALE,  pop.  4,400;  fire  area,  2,560 
acres;  mercantile  blags.,  brick,  1  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  h.  &  1.  truck,  1  hose 
wagon,  3  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  4.000  ft.;  inferior,  all  kinds,  500  ft.; 
total  hose.  4,500  ft.;  fire  alarm,  whistle;  value  of 
dept.  equipment,  $1,400;  value  of  bldgs.,  $1,000; 
total  mem.,  45  volunteers. 

Water  Supply— Source,  springs.  3H  miles  fron 
biisiness  center;  system,  gravity;  res.  cap..  700.000 
gals. ;  mains,  cast  iron,  7  miles,  2  to  8  in.  dia. ;  32 
hydrants,  Eddy;  20  valves;  800  services;  pipe,  galv. 
iron;  presfure.  dom.  50  lbs.,  fire  125  lbs.;  cost  to 
construct.  $90,000;  ann.  cost  of  mtce.,  $2,000;  works 
belong   to  Co. 

MIDDLETOWN,  pop.  5.608;  fire  area,  640  acres; 
mercantile  bldgs..  brick  and  wood,  2  and  3  stories; 
private,  bnck  and  wood,  2  and  3  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 1  c.  engine,  3  hose  carriages;  total 
hose,  2.000  ft.;  fire  alarm,  bell:  value  of  dept. 
equipment.  $4,000;  value  of  bldgs.,  $8,000;  ann. 
ex  p.  of  dept.,  $500;  total  mem.,  27o  volunteers. 

WATF.R  Supply— Source,  springs.  Iron  Mine 
Run.  3%  miles  from  business  center;  system, 
gravity,  pump  to  stdp.  and  direct;  stdp.  cap. 
raO.OUO  gals.,  located  center  of  town,  material  used 
in  cons,  iron;  quality  of  water,  good;  solid 
masonry  dam,  cap.  48.000.000  gals..  located  in 
ravine  3  miles  from  town;  1  pumping  engine, 
class,  triplex;  cap.  per  day  1.000.000  gals.;  mains, 
cast  iron.  10  miles.  4  to  12  in.  dia.;  89  hydr.nnts. 
Wood:  20  va'ves.  Eddy:  600  services;  pres"<ure, 
dom.  60  lbs.,  fire  90  lbs.;  cost  to  construct.  $200,- 
OU(i:  int.  paia  on  bonds.  5  per  cent;  works  belong 
to  Co. 

MTLT.HALL,  pop.  1.010;  mercantile  bldgs.,  brick. 
Fire  dept.— 1  steamer,  1  h.  &  1.  truck,  2  hose  car- 
riages; total  hose,  1.650  ft.;  fire  alarm,  whistle; 
total    mem.,   42   volunteers. 

Water  Supply— Source,  streams;  fire  pressure, 
130  lbs. 

MTFFTNRURG,  pop.  1,436;  mercantile  bldgs., 
brick  and  wood.  Fire  dept.— 1  h.  &  1.  truck;  2  hose 
carriages;  total  hose.  1.000  ft.;  fire  alarm,  bell; 
total    mem.,  60  volunteers. 

Water  Supply— Source,  mountain  streams;  sys- 
tem, gravity;  res.  cap.,  94,275  gals.;  40  hydrants. 

MIFFLINTOWN.  pop.  953;  fire  area,  640  acres; 
mercantile  bldgs..  brick  and  wood.  2  and  3  sto- 
ries: private,  wood  and  stone.  2  and  2%  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  steamer.  1  h.  &  1.  truck.  1  hose  wagon, 
1  hnse  carriage.  2  horses:  hose,  cotton,  rubber 
lined,  (rood  700  ft.:  fire  alarm,  whistle;  value  of 
dept.  equipment.  $3,000:  value  of  bldgs..  $600;  ann. 
exp    of  drT>t..  $60:  total  mem..  30  volunteers. 

Water  Supply— Source,  Macedonia  Run;  4^ 
miles  from  business  center:  system,  gravity:  res. 
cap..  400.000  gals.;  quality  of  water,  good;  mains, 
cast  iron.  7  mites,  4  to  8  in.  dia.,  Mellert;  12  hy- 
drant*,    Mellert;    20    valves;    400    services;    pipe. 


iron;  pressure,  dom.  75  lbs.,  fire  76  lbs.;  cost  to 
construct,  $40,000;  works  belong  to   Co. 


&  L  truck,  2  hose  carriages;  hose,  rubber,  fair  260 
ft.;  cotton,  good  1,100  ft.;  total  hose,  1.350  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment.  $1,700;  value 
of  bldgs.,  $1,000;   total   mem.,  40  volunteers. 

Water  Supply— Source,  res.  1^  miles  from 
business  center. 

MTLLERSTOWN,  pop.  660;  fire  area,  480  acres; 
mercantile  bldgs.,  wood,  2  stories;  private,  brick 
and  wood.  2  stories;  wooden  roofs  permitted;  fire* 
works  and  combustibles  ord.  Fire  dept.— 1  hose 
carriage;  hose,  cotton,  rubber  lined,  good,  4,000 
ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
^,200;  ann.  exp.  of  depL,  $100;  total  mem.,  45 
volunteers. 

Water  Supply— Source,  springs,  1%  miles  from 
business  center;  system,  gravity;  res.  cap.,  200,000 

fals.;  9ualitv  of  water,  good;  mains.  2  miles,  3  to 
in.  dia.;  14  hydrants;  16  services;  pipe,  cast  iron; 
Eressure,    fire    100   lbs.;   cost    to   construct,   $8,000; 
onded  debt,  $5,900;  int.  raid  on  bonds,  4  per  cent.; 
cost  of  mtce.,  $100;  works  belong  to  city. 

MILLVALE,  pop.  6,736;  fire  area,  6,120  acres; 
bldgs..  wood  and  brick,  2V^  and  8  stories;  wooden 
roofs  permitted j  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 1  h.  &  1. 
truck,  Hallowav  fire  ex.  and  hose  wagon,  8  reels. 

1  hose  wagon,  1  hose  carriage,  2  horses;  hose^  cot- 
ton, rubber  lined,  good  2.450  ft.;  fire  alarm,  (tame- 
well.  10  boxes;  value  of  dept.  equipment,  $5,000; 
value  of  bldgs.,  $15,000;  ann.  exp.  of  dept.,  $200; 
total  mem.,  40  volunteers. 

Water  Supply— Source,  river,  %  mile  from  busi- 
ness center;  system,  pump  to  res.;  quality  of  water, 
food;  res.  cap.  450.000  gals.,  located  on  hillside; 
pumping  engines,  cap.  per  day,  6,000,000  gals.; 
constructors  Wilson,  Snyder;  mains,  cast 
iron,  7  miles,  4  to  12  in.  dia.;  86  hydrants; 
52  valves;  6  meters;  owned  by  consumers;  1,260 
services;  pipe,  lead;  pressure,  dom.  100  lbs.,  fire  130 
j  lbs.;  consumption  per  day,  1,000.200  gals.;  cost  to 
construct,  $160,000;  cost  of  mtce.,  $12,000;  worka 
i    belong  to  borough. 

MILTON,  pop.  6,175;  mercantile  bldgs.,  brick 

2  and  3  stories;  private,  wood  and  stone,  2 
and  3  stones;  wooden  roofs  not  permitted: 
fireworks  and  combustibles  ord.  Fire  dept. — 1 
steamer,  1  c.  engine.  25  c.  hand  ex.,  4  hose 
wagons,  4  hose  carriages,  3  horses;  hose,  cot- 
ton, rubber  lined,  good.  3,500  ft,;  rubber,  good, 
2.500  ft.;  leather,  300  ft.;  total  hose.  6,300  ft.; 
fire  alarm,  hell;  value  of  dept.  equipment,  IS.OOO; 
value  of  bldtrs.,  $.^.500:  ann.  exp.  of  dept.,  $650; 
total  mem.,  22.  paid  part  time;  underwriters'  rat- 
ing, third  class. 

Watf.r  Supply— Source,  creek.  9  miles  from 
business  center:  svstrm,  gravity,  pump  to  res.;  qual- 
ity of  water,  good:  res.  ca"^.,  ^.000  000  gals.,  located 
northeast  of  town;  2  pumping  engines,  cap.  per  day 
eOO.OOO  gals,,  constructor  Worthington;  mains,  cast 
iron.  25  miles.  4  to  12  in.  dia.;  175  hydrants;  100 
valves:  meters,  total  number  10,  Hersey  Torrent, 
Pittsburg.  Worthington;  1,200  services;  pipe.  galv. 
iron;  pressure,  dom.  60  lbs.,  fire  75  lbs.;  consump- 
tion per  dav.  1.000.000  gals.;  cost  to  construct. 
$95,000;  bonded  debt.  $55,000:  int.  paid  on  bonds, 
4  per  cent;  cost  of  mtce.,  $2,500;  works  belong  to 
Co. 

MINERS  MILLS,  pop.  2,224;  fire  area,  1  so. 
miles:  bldgs..  wood:  wooden  roofs  not  permitted. 
Fire  dept.— 1  h.  &  1.  truck,  2  hose  carriages;  hose, 
good  2.000  ft.:  fire  alarm,  steam  whittle:  ann.  exp. 
of  dept..   $50:    total   mem.,  70   volunteers. 

Water  Supply— Source,  spring;  system,  gravity; 
20  hydrants;  works  belong  to  Spring  Brook  Water 
Supply  Co. 

MINERSVILLE.  pop.  6.000;  fire  area,  660  acres; 
bldgs.,  wood  and  brick.  2  and  3  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept.— 1  steamer.  1  c.  engine.  1  h.  &  1. 
truck.  3  hose  carriages;  hose,  cotton,  rubber  lined, 
good  1.168  ft.;  rubber,  good  fiOO  ft.;  inferior,  all 
kinds.  200  ft.;  total  hose.  1.9C8  ft.;  fire  alarm, 
whistle:  value  of  dept.  equipment.  $6,800:  value  of 
bldgs..  $3,700;  ann.  exp.  of  dept.,  $700;  total  mem.^ 
167  volunteers. 
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Watxr  Supply— Sonrce,  i]>ringi,  4  milct  from 
bttsincM  center;  system,  jrravity;  quality  of  wmter, 
good;  res.  cap.,  26,000,000  gals.;  mains,  cast  iron, 
15  milea,  4  to  14  in.  dia.;  40  hydrants;  meters,  total 
number  86,  Crown.  Keystone,  owned  by  Co.;  1,825 
services;  pipe,  lead;  pressure,  dom.  120  to  140  lbs., 
fire  100  lbs.;  cost  to  construct,  $107,000;  bonded 
debt,  |36,000j[int.  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  13,000;  works  belong  to  Co. 

MONACA,  pop.  2,006;  mercantile  bldgs.,  wood. 
Fire  dept— 1  hose  carriage;  total  hose,  2,000  ft; 
fire  alarm,  electric;  total  mem.,  20  volunteers. 

Watkx  Supply— Ssrstem,  pumping;  res.  cap.,  TOO,- 

000  gala.;  pumping  engines  per  day,  2,000,000  gals.; 
pressure,  aom.  142  lbs. 

MONONGAHELA  CITY,  pop.  8,000;  fire  area, 
200  acres;  mercantile  bldgs.,  bnck,  1  to  5  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  ord.; 
.'Causes  of  fires  investi^ted;  av.  fire  loss  per  yr.,  for 
'8  years,  19,666;  av.  ins.  involved  for  same  time, 
$11,666.    Fire  dept— 1  h.  ft  L  truck,  1  hose  wagon, 

1  hose  cart,  2  horses;  hose,  cotton,  rubber  lined, 
good,  2,000  ft.;  fire  alarm,  whistle,  16  boxes; 
value  of  dept.  equipment,  $2,000;  value  of  bldgs., 
$6,000;  ann.  exp.  of  dept,  $600;  total  mem.,  20  vol- 
unteers. 

Water  Supply— Source,  river,  %  mile  from  busi- 
hess  center;  system,  pump  to  res.  and  direct;  qual- 
ity of  water.  fl(ood;  res.  cap.,  2,000,000,  located  1 
mile  south  ox  city;  6  pumping  engines;  class,  com. 
dup.,  cap.  per  day  6,000,000  gals.,  constructors 
Deming  &  Hawley:  mains,  cast  iron,  12  miles,  8  to 
12  in.  dia.:  22  hydrants:  owned  by  Co.;  pressure, 
dom.  120  lbs.,  fire  120  los.;  consumption  per  day, 
2,000,000  gals.;  cost  to  construct,  $2iM,000;  bonded 
debt,  $126,000;  int.  paid  on  bonds,  6  per  cent.;  cost 
of  mice.,  $8,000;  works  belong  to  Co. 

MONESSEN,  pop.  10.000;   fire  area,   850  acres; 

mercantile  bldgs.,  stone,   brick  and  wood,   1  to  4 

stories;  private,    wood,  2%  stories;  wooden  roofs 

,not  permitted   in   fire   area;    fireworks   and  com- 

'bustiSles  ord.;  causes  of  fires  investigated.     Fire 

-dept.~€  c.  hand  ex..  4  hose  carts;   hose,  cotton, 

'rubber  lined,   good,  6.000    ft;  inferior,  all  kinds, 

1!00  it;  total  hose,  6,200  ft;  fire  alarm,  whistles; 

value  of  dept  equipment,  $6,000;  value  of  bldgs., 

$7,000;  ann.  exp.  of  dept,  $140;  total  mem.,  60  vol- 

teers; 

Watbs  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  res. ;  quality  of  water, 
good;  res.  cap.,  1,500,000  gals.;  4  pumping  engines, 
class,  high  pressure  gas,  cap.  per  day,  6,600,000 
gals.;  mains.  14  miles,  4  to  16  in.  dia.:  77  hydrants; 
meters,  total  number,  200,  Crown,  Kevstone,  Tri- 
dent, owned  by  consumer  and  Co.;  1,400  services; 
pipe,  lead;  pressure,  dom.  100  lbs.,  fire  100  lbs.; 
consumption  per  day,  1,500,000  gals.;  works  belong 
to  Co. 

MONTGOMERY,  pop.  1,426;  fire  area,  75  acres; 
bldgs.,  brick,  stone  and  wood;  wooden  roofs  per- 
mitted; no  fire  loss  in  1902.    Fire  dept— 1  steamer, 

2  hose  carriages;  hose,  good  1,200  ft^  inferior,  200 
ft;  fire  alarm,  bell;  total  mem.,  20  volunteers; 
exp.  of  dept.,  $460. 

Water  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  1,000,000  gals.;  pumping  engine. 
Otto  Gas  ana  wheel;  mains,  6  miles:  26  hydrants, 
Reading;  consumption  per  day,  120,000  gals.;  pres- 
sure, aom.  and  fire  97  lbs.;  ann.  cost  of  mtce., 
$1,175;  works  belong  to  Co. 

MONTOURSVILLE,  pop.  1,760;  fire  area.  ,T0O 
acres;  mercantile  bldgs.,  bnck  and  wood,  2  stories; 
private,  brick  and  wood.  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
h.  &  I.  truck,  3  hose  carts;  nose,  cotton,  rubber 
lined,  good,  1,^  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment,  $3,000;  total  mem.,  40 
volunteers. 

Water  Supply— Source,  springs,  1%  miles  from 
business  center;  svstem,  gravity,  pump  direct;  qual- 
ity of  water,  good;  res.  cap.,  600,000  gals.;  pumpins 
engines,  class  dup.,  sizes  10  x  8  x  12,  7Vi  x  5  x  6 
gals.,  constructors  Knowles  &  Worthington;  mains, 
cast  iron,  4^  miles,  4  to  10  in.  dia.;  40  hvdrants; 
82  valves:  238  services:  pressure,  dom.  54  lbs.,  fire 
64  lbs.;  bonded  debt.  $16,000;  int  paid  on  bonds. 
4  per  cent;  works  belong  to  borough. 


MONTROSE,  pop.  1,837;  £n  area,  86  ..«..«., 
mercantile  bldss.,  wood  and  brick.  2  stories; 
private,  wood.  2  stories;  wooden  roow  permitted: 
fireworks  ana  oombusttblea  ord.  Fire  dcpc— I 
hand  engines,  1  c  engine,  1  h.  ft  L  tmck,  2  hoae 
carriages;  hose,  rubb^,  ^^ood  1,800  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  $6,600;  value  of 
bldgs.,  $4,000;  total  mem.,  160  volunteers. 

Water  Supply— Source,  lake,  1  mile  from  bus- 
ness  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  8,w0,000  jgRls^;  1  ptimp> 
ing  engine,  sise  12  x  16,  cap.  per  day  900,000  sals., 
TonesviUe  Iron  Co.;  mains,  iron,  7  mues,  4  to 
8  in.  dia.,  Tackson  ft  Woodin;  21  hydranta.  Lad- 
low;  80  valves;  meters,  total  number  1,  Bnffislo. 
owned  by  Co.;  260  services;  presaore,  dom.  101 
lbs.,  fire  116  lbs.;  consumption,  per  day  SOO,- 
000  gals.,  per  capita  160  gals.;  cost  to  conatrocu 
$400XN)0;  ann.  cost  of  mtce.,  $2,600;  worka  belong 
to  Co. 


MOOSIC,  pop.  1,227;  fire  area,  2,600 
bldgs.,  wood,  2  stones;  wooden  roofs  permitted: 
no  fireworks  and  combustibles  ord.;  causes  ot 
fires  investigated.  Fire  dept— 2  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  2,000  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $2,000; 
value  of  bldgs.,  $700;  ann.  exp.  of  acpt,  $464;  to- 
tal mem.,  80  volunteers. 

Water  Supply— Source,  spring  and  brook; 
system,  pump  to  res.;  res.  cap.,  1460,000  gals.; 
pumping  engines,  cap.  per  day  1,000.000  gals.; 
mains.  12  inues,  4  to  12  in.  dia.,  Jackson  ft 
Woodin,  Warren;  21  hydrants,  Tamaqua;  pres- 
sure, dom.  70  lbs.,  fire  140  lbs.;  cost  to  eoostruct, 
$64,000;  works  belong  to  Co. 

MORRISVILLE.  pop.  l,80a  Fire  dept— 1 
truck;  hose,  600  ft:  60  volunteers. 

Water  Supply— Source,  Delaware  Rirer;  sys- 
tem, stdp.,  2  pumps;  pressure,  dom.  60  lbs;  cost 
of  waterworks,  $41^24;  works  belong  to  town. 

MT.  CARMEL,  pop.  18,240;  fire  area,  2  aq.  milea; 
mercantile  bldgs.,  stone,  bnck  and  wood,  1  to  4 
stories;  private,  brick  and  wood,  2H  stories:  wood- 
en roofs  permitted  in  fire  area;  fireworks  and  cmb- 
bnstibles  ord.:  causes  of  fires  investigated.  Fire 
dept— 1  h.  &  1.  truck,  2  steamers,  1  c  enmne.  4  c 
hand  ex.;  2  hoae  wagons.  2  hose  carriages,  6  horses; 
hose,  cotton,  rubber  lined,  good,  SJOO  ft;  fire 
alarm,  whistle;  value  of  dept  equipment,  S15,000; 
value  of  bldgs^  $13,000;  ann.  exp.  of  dept.. 


total  mem.,  826,  2  Jwid  full  time,  S23  volunteenL 
Water  Supply— Source,  spring  and  wells^  1)4 
miles  from  business  center;  system,  gravity; 
cap.,  9.000,000  gsls.;  mains,  cast  and  wrousrht  i 
12  miles,  2  to  10  in.  dia..  Warren;  62  hydrants^ 
Adams.  Beaumont;  84  valves;  metera,  total  nmn- 
ber  40Ck  Crown.  Thomson,  Empire,  Naah,  Hcr- 
sey;  1,200  services;  pipe,  gslv.  iron  and  lead; 
pressure,  dom.  60  lbs.,  fire  sO  lbs.;  cost  to  con- 
struct. $102,762;  snn.  cost  of  mtce.,  $2;600;  worics 
belong  to  Co. 


MT.  HOLLY  SPRINGS,  pop.  1,500;  fire 
400  acres;  mercantile  bldgs.,  stone,  brick 
wood,  1  to  8  stories;  private,  stone,  brick  and 
wood,  2  stories;  wooden  roofs  permitted:  fire- 
works and  combustibles  ord.;  cauaes  of  fire* 
investigated:  av.  fire  lose  per  yr.  for  2  yrs^. 
$1,200;  av.  ins.  for  same  time,  $800.  Fire  dept — 
1  h.  &  1.  truck,  1  hose  wagon,  1  hoae  cmrriofe; 
hose,  cotton,  rubber  lined,  good  1.000  ft.:  ^re 
alarm,  bell :  value  of  dept  equipment, 
value  of  bldgs.,  $260;  ann.  exp.  ot  dept  IS 
mem.,  70  volunteers. 

Water  Supply — Source,  springs,  S  miles  frosn 
business  center;  system,  grsvity;  quality  o< 
water,  good;  res.  cap.,  600,000  gals.;  maina,  cast 
iron,  8  miles,  4  to  10  in.  dis.;  25  hydrants;  5 
valves;  80  services;  pipe,  gslv.  iron;  pressure, 
dom.  BS  lbs.,  fire  70  lbs.;  works  belong  to  Co. 

MT.  JEWETT,  pop.  1^;  mercanUle  bldgs., 
brick  and  wood.  Fire  oept — ^2  hose  carriages. 
total  hose,  1,600  ft.;  fire  alarm,  electric;  total  m« 
102   volunteers. 

e,    spr 

engines,  cap.  800  gals,  per  minute. 


krM  w^^m  U  SJ  S^^  S  9» 

Water  Supply — Source,    springs.   S   wells;   syv> 

tem,   pumping;    res.   cap..   16.000   bbls.;    pumping 


MT.  JOY.  pop.  2,018:  fire  area.  60  acres;  bld«s. 
.  brick  and  wood,  2  and  8  stories;  wooden  ro<rfs  per 
'    mitted.     Fire  dept— 1  hand  engine.  1  gasoline  en 
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gine,  6  books*  4  ladders,  3  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,800  ft.;  nre  alarm, 
bell;  value  of  dept.  equipment,  14,800;  value  of 
bldffs.,  14,000;  total  mem.,  60  volunteers. 

Water  Supply— Source,  creek,  1  mile  from 
business  center;  system,  pump  to  res.;  res.  cap., 
750,000  gals.;  pumping  ensines,  class  comp.,  non- 
cond.,  cap.  per  day  1,000,000  gals.,  constructors 
Smith- Vaiie  and  Worthington;  mains,  cast  iron, 
4  miles,  4  to  12  in.  dia.;  82  hydrants,  Weiner;  27 
valves;  meters,  total  number  1,  Buffalo:  400  serv- 
ices; pipe,  galv.  iron;  pressure,  dom.  46  lbs.,  fire 
45  lbs.;  cost  to  construct,  160,000;  int.  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  22^00; 
works  belong  to  city. 

MT.  OLIVER,  pop.  8360.  Fire  dept.— 2  h.  &  L 
trucks,  2  hose  reels;  hose,  2,000  ft.;  total  mem., 
30  volunteers. 

Watsk  Supply— Source,  river,  4  miles  from  busi- 


cast  iron,  11  miles,  4  to  20  in.  dULi  20  hydrants. 
National^  meters,  total  number  jB,  Westinshouse; 
890  services;  pipe,  lead;  pressure,  dom.  86  lbs., 
fire  86  lbs.;  works  belong  to  Co. 

MT.  PLEASANT,  pop.  6,000;  fire  area.  200 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and 
8  stories:  private,  wood,  2  stories;  wooden  roofs 
permittea;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept— 2 
hand  engines,  1  h.  &  1.  truck,  1  aerial  truck,  1 
hose  wagon,  8  hose  carriages  j  hose,  cotton,  rub- 
ber lined,  good  1,600  ft.;  mferior,  all  kinds, 
600  ft.;  total  hose.  2,000  ft.;  fire  alarm,  electric, 
16  boxes;  value  ot  dept.  equipment,  |2,d00;  value 
of  bldgs.,  $1,600;  ann.  «xp.  of  dept.,  $60;  total 
mem.,  41  volunteers. 

Water  Supply— Source,  creek;  system,  pump 
to  res.  and  stdp.;  stdp.  cap.,  106,000  gals.;  res. 
cap.,  8,000|000  gals.;  pumping  engines,  cap.  per 
day  8,000,000  gals.,  constructor  Gordon:  mams, 
8  miles,  4  to  16  in.  dia.,  Jackson  ft  Woodin; 
66  hydrants,  Mathews;  20  valves;  1,200  services; 
pressure,  dom.  46  lbs.,  fire  100  lbs.;  works  belong 
to  Co. 

MT.  UNION.— Fire  dept.— 52  members,  volun- 
teers. 

Watsk  Supply— Source,  Jack's  Spring,  2  miles 
from  business  center;  svstem,  gravity;  quality  of 
water,  soft^  res.  cap..  00,000  gals.;  mams,  cast  iron; 
pipe*  6H  miles.  8  to  4  in.  dia.;  35  hydrants;  meters, 
total  number  12,  makers  Pittsburg  Meter  Co.;  696 
services;  pipe,  galv.  iron;  pressure,  dom.  and  fire 
00  to  120  lbs.:  consumption  per  day,  160,000  gals., 
per  capita  60  gals.;  cost  to  construct,  $45,000; 
bonded  debt,  $5,000;  int.  on  bonds,  5  per  cent; 
works  belong  to  private  company. 

MUNCY,  pop.  1,034;  fire  area,  400  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  8  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs  per- 
mitted; fireworks  ord.;  causes  of  fires  investi- 
gated. Fire  dept.— 1  steamer,  1  hand  engine,  1 
h.  ft  L  truck,  8  hose  wagons,  8  hose  carriages; 
hose,  rubber,  good  1,600  ft.;  nre  alarm,  whistle: 
value  of  dept.  equipment,  $4,600;  total  mem.,  130 
volunteers. 

Water  Supply— Source,  streams,  8^  miles  from 
business  center;  svstem,  gravity  and  pump  direct; 
res.  cap.,  2,000,000  gals.;  pumping  engines,  cap. 
per  day  600,000  gRl>M  constructors  Blake,  Wortn- 
ington;  mains.  11  miles,  4  to  12  in.  dia.;  84  hy- 
drants, Mellert,  Jackson  &  Woodin;  86  valves; 
meters,  total  number  10;  190  services;  pressure, 
fire  76  lbs.;  cost  to  construct,  $148,616;  mt.  oaia 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $600; 
works  belong  to  Co. 

NANTICOKE,  pop.  18,000;  fire  area,  3,000  acres; 
mercantile  bldgs.,  stone,  brick  and  wood.  1  to  8 
storjes;  private,  stone,  brick  and  wood,  2  to  2H 
stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord. :  causes  of  fires  in- 
vestigated. Fire  dept. — 2  h.  &  1.  trucks,  2  c.  hand 
ex.,  1  comb.  c.  &  h.  wagon,  6  hose  carts;  hose,  cot- 
ton, rubber  lined,  good,  8,000  ft.;  inferior,  all  kinds, 
10,000  ft. ;  total  hose,  18,000  ft. ;  fire  alarm,  whistle, 
Gamewell  and  /phone,  16  boxes;  value  of  dept. 
equipment,  $15,000;  value  of  bldgs.,  $1,800;  ann. 
exp.  of  dept.,  $2,000;  total  mem.  147,  paid  part 
time. 


Water  Supply— Source,  creek,  supplying  also 
Alden,  West  Nanticoke  and  Avonaale,  Steams 
and  Glenl;ron,  8  miles  from  business  center;  sys- 
tem, gravity,  and  pump  to  res. ;  quality  of  water. 


per    day    4,708,800  gals.,    constructors   Jeanesville, 


Gordon,  Maxwell ;  mains,  cast  iron,  90  miles,  VA  to 
18  in.  dia. ;  101  hydrants,  Ludlow :  219  valves,  Lud- 
low; meters;  total  number  26,  Crown,  Thomson, 
Trident,  owned  by  Co.;  8,683  services;  pipe,  galv. 
iron;  pressure  dom.  100  lbs.,  fire  160  lbs.;  con- 
susnption  per  day,  2,438,200  gals.;  works  belong 
to  Co. 

NATRONA,  pop.  8,460:  fire  area,  100  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  wood.  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 12  c.  hand  ex.,  1  h. 
ft  1.  truck,  8  hose  carriages:  hose,  cotton,  rub- 
ber lined,  good  1,000  ft;  interior,  all  kinds,  200 
ft.;  total  hose,  1,200  ft;  fire  alarm,  electric,  6 
boxes;  value  of  dept  bldgs.,  $200;  total  mem., 
40  volunteers. 

Water  Supply— Source,  springs,  %  mile  from 
business  center;  system,  gravity;  res.  cap.,  80,000 
gals.;  mains,  cast  and  wrought  iron,  4  miles,  2 
to  4  in.  dia..  Wood,  National;  15  hydrants.  Wood, 
Mathews;  meters,  total  number  2,  Westinghouse; 
214  services;  pipe,  galv.  and  wrought  iron;  pres- 
sure, dom.  60  lbs.,  fire  100  lbs.;  cost  to  construct, 
$20,000;  works  belong  to  Co. 

NAZARETH,  pop.  2,304;  fire  area,  640  acres; 
bldgs.,  brick,  stone  and  wood;  wooden  roofs  not 
permitted^  fire  loss  for  1903,  $8^200;  ins.  for  same, 
87,600.  Fire  dept— 2  hand  engines,  1  c.  engine.  1 
h.  &  1.  truck,  3  hose  carriages;  hose,  good,  2,260 
ft;  fire  alarm,  Gamewell,  7  Doxes;  exp.  of  dept, 
1903,  $11,000;  toul  mem.,  110,  paid  part  time  2, 
volunteers  108. 

Water  SuppLY-^ource,  springs,  9  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  1,100,(jOO  gals. ;  mains,  iron,  29 
miles,  4  to  10  in.  dia.;  S2  hydrants,  McKean; 
Ludlow  valves;  20  meters,  owned  by  Co.;  pipe, 
iron;  pressure,  dom.  60  to  90  lbs.,  fire  60  to  ,90 
lbs.;  consumption,  per  day  800,000  gsls.,  per  cap- 
ita 100  gals.;  cost  to  construct,  $300,(X)0;  bonded 
debt,  $127,600;  int  paid  on  bonds,  5  per  cent;  ann. 
cost  of  mtce.,  $3,000;  works  belong  to  Co. 

NEW  BETHLEHEM,  pop.  1,269;  fire  area,  100 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and 
8  stories;  private,  wood  and  brick,  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept. 
— 3  c.  engines,  1  h.  &  1.  truck,  2  hose  carts^  hose, 
cotton,  rubber  lined,  good,  1,500  ft;  inferior,  all 
kinds.  200  ft;  total  hose^  1,700  ft;  fire  alarm, 
whistle;  value  of  dept  equipment,  $3,600;  ann.  exp. 
of  dept,  $260;  total  mem.,  60  volunteers. 

Water  Supply— Source,  creek,  260  ft  from  busi- 
ness center;  system,  pump  to  res.;  filtration  sys- 
tem. Continental,  Jewell,  gravity;  res.  cap.,  226^000 
gals.;  <^uality  of  water,  good;  1  pumping  engine, 
class  triplex,  cap.  per  day  702,720  gals,  constructor 
Gould  Mf^.  Co.;  mains,  cast  iron,  14  miles;  27  h^. 
drants,  Willtamsport;  26  valves;  meters,  total  num- 
ber 80,  owned  by  Co.;  250  services;  pipe,  galv. 
iron  and  lead;  pressure,  dom.  86  lbs.,  nre  86  lbs.; 
consumption  per  day,  100,000  gals,;  cost  to  con- 
struct, $20,000;  ann.  cost  of  mtce.,  $1,800;  works 
belong  to  Co. 

NEW  BRIGHTON,  pop.  8,200;  fire  area,  570 
acres;  mercantile  bldgs.,  brick  and  wood,  2  to  6 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 6  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
wagons,  4  hose  carriages,  5  horses;  hose,  cotton, 
rubber  lined,  good,  4,200  ft.;  fire  alarm,  bell  and 
telephone;  value  of  dept.  equipment,  $9,500;  value 
of  bldgs..  $20,000;  ann.  exp.  of  dept.,  $3,000;  total 
mem.,  50  volunteers;  underwriters'  rating,  first 
class. 

Water  Supply— Source,  river,  8  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
filtration  system,  Pittsburg  Filter  Co.,  gravity, 
cap.  of  plant  3,000,000  gals.;  res.  cap.,  1.500,000 
gals. ;  2  pumping  engines,  class  1  Wilson  ft  Snyder 
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steam  putnpp  1  Barr  water  power*  cap.  per  day 
4,&UU,000  gals. ;  mains,  cast  iron,  25  miles,  2  to  16 
in.  dia.,  wood;  85  hydrants,  Ludlow;  25  valves, 
Eddy,  Ludlow:  meters,  total  number  26,  Crown  25, 
Gem  1,  owned  by  consumer;  850  services;  pipe, 
lead;  pressure,  dom.  140  lbs.,  fire  140  lbs.;  con- 
sumption per  day  1,500,000  gais..  per  capita  200 
gals.:  cost  to  construct,  |12&,000;  bonded  debt, 
£^5,000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost 
of  mtce.,  $6,000;  works  belong  to  Co. 

NEW  CASTLE,  pop.  35,000;  fire  area,  4,660 
acres;  mercantile  blags.,  brick  and  stone,  2  and 
7  stories:  private,  ^rick  and  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord. ;  causes  of  fires  investigated.  Fire 
dept.— 1  c.  engine,  lli  c.  hand  ex.,  2  h.  &  1.  trucks, 
1  aerial  truck,  1  hose  wagon,  6  comb.  c.  &  hose 
wagons,  18  horses;  hose,  cotton,  rubber  lined, 
good,  9,000  ft.;  fire  alarm.  Game  well,  69  boxes; 
value  of  dept.  equipment,  141.000;  value  of  bldgs., 
$40,000;  ann.  exp.  of  dept.,  $19,875;  total  mem., 
200,  paid  full  time  20,  paid  part  time  4,  176  volun- 
teers. 

Water  Supply— Source,  Shenango  River,  1% 
miles  from  business  center;  svstem,  pump  to  res.; 
filtration  system,  mechanical  sand,  New  York 
Filter  Co.,  cap.  of  plant  4,000,000  gals.;  res.  cap. 
4.UO0.O00  gals.,  located  %.  mile  from  station;  4 
pumping  engines,  cap.  per  day  29,500,000  gals., 
constructors  vVorthington,  Nordberg,  Roots,  Law- 
rence, mains,  cast  iron,  57  miles,  4  to  20  in.  dia.; 
805  hydrants.  Wood:  meters,  total  number  3,216: 
6,837  services;  pipe,  lead,  iron;  pressure,  dom.  115 
lbs;  works  belong  to  Co. 

NEW  CUMBERLAND,  pop.  1,700;  bldgs.,  1 
to  3  stories,  mostlv  wood.  Fire  dept.— 1  hose  car- 
riage, 1  hose  reel ;  hose,  cotton,  rubber  lined,  good, 
76U  it.;  fire  alarm,  bell. 

Water  Supply— Source,  springs,  3  miles  from 
business  center;  system,  gravity;  res.  cap.,  4,000,000 
gals.;  mains,  cast  iron,  2H  miles;  20  hydrants;  150 
services:  pressure,  fire  90  lbs.;  cost  to  construct, 
135,000;  bonded  debt,  130,000;  int.  paid  on  bonds»  5 
per  cent;   works  belong  to  Co. 

NEW  HAVEN,  pop.  2,000;  fire  area,  200  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, stone,  brick  and  wood,  1  to  3  stories:  wooden 
roofs  permitted  in  fire  area.  Fire  dept. — 2  c.  hand 
ex.,  2  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  1,000  ft.;  fire  alarm,  whistle;  value  of  dept. 
equipment.  $1,500;  value  of  bldgs.,  $1,200;  total 
mem.,  25  volunteers. 

Water  Supply— Source,  wells;  system,  gravity; 
25  hydrants;  pressure,  fire  135  lbs.;  works  belong 
to  Co. 

NEW  HOLLAND,  pop.  1,200;  fire  area,  100 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and  8 
stories;  private,  brick  and  wood,  2  stories;  no  fire- 
works and  combustibles  ord.  Fire  dept. — 15  c. 
hand  ex..  1  h.  &  1.  truck,  1  hose  cart;  value  of 
dept.  equipment.  $350;  value  of  bldgs.,  $150;  totol 
mem.,  75  volunteers. 

Water  Supply— Source,  springs,  3  miles  from 
business  center;  system,  gravity;  res.  cap.,  900,- 
000  gals.;  mains,  cast  iron,  5%  miles,  4  to  10  in. 
dia.;  meters,  total  number  20,  Empire,  Thomson 
and  Buffalo;  owned  by  Co.;  160  services;  pipe, 
galv.  iron;  pressure,  dom.  55  lbs.,  fire  60  lbs.;  cost 
to  construct,  $22,000;  bonded  debt.  $14,000;  int. 
paid  on  bonds.  5  per  cent;  works  belong  to  Co., 

NEW  HOPE.  pop.  1,218;  fire  area,  1  mile 
square;  mercantile  bldgs.,  stone  and  brick,  2Vi 
stories;  private,  wood  and  brick,  2%  stories; 
wooden  roofs  permitted;  no  fireworks  ord.  Fire 
dept.— 1    steamer.    2    hose    carriages;    hose,    linen, 

food  COO  ft.;  leather,  good  500  ft.;  total  hose, 
.100  ft.;  bell  alarm;  value  of  dept.  equipment, 
$5,000;  value  of  bldgs.,  $500;  ann.  exp.  of  depL, 
$450:  total  mem..  60  volunteers. 

Water  Supply — Source,  canal,  river  and  mill- 
dam. 

NEW  KENSINGTON,  pop.  7.000;  fire  area. 
1,200  acres;  mercantile  bldgs..  stone,  brick  and 
wood.  1  to  4  stories:  private,  brick  and  wood.  2 
stories;  fireworks  and  combustibles  ord.;  causes 
fires  investigated.  Fire  dept. — 4  c.  hand  ex..  1  h. 
&  1.  truck.  3  ho^e  wagons,  1  hose  cart;  hose,  cot 
"^n.  rubber  lined,  good,  8.900  ft.;  fire  alarm,  bell 
i    whistle;    value    of    dept.    equipment,    $6,500; 


value  of  bldgs.,  $16,000;  ann.  exp.  of  depL,  $400; 
total  mem.,  Ib6  volunteers. 

Water  Supply— Source,  river,  12  miles  hxim 
business  center;  system,  gravity;  filtration  ays* 
tem,  Curran  &  Hussey;  res.  cap.,  500,UU0  s^U.; 
pumping  engines,  cap.  per  day  5,00U.UUO  gals., 
constructor  Nordberg;  mains,  cast  iron.  22  mUes, 
4  to  24  in.  dia.,  >fational;  55  hydrants,  Keely, 
Jones  Co.;  100  valves;  pipe,  lead;  pressure,  doa. 
60  lbs.,  fire  125  lbs.:  cost  to  construct,  $226.0li0; 
int.  paid  on  bonds,  6  per  cent;  ana.  cost  of  mtce., 
$2,400;  works  belong  to  Co. 

NEW  OXFORD,  pop.  800;  fire  area,  300  acres; 
bldgs.,  brick,  2  and  3  stories;  shingle  roofs;  fire- 
works ord.;  fires  investigated.  Fire  dept. — 1  hose 
carriage,  3  nose  wagons;  nose,  rubber,  good,  90  ft.; 
linen,  good,  total  hose,  2,000  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $1,000;  value  of  bldgs., 
$1,000;   total   mem.,  60  volunteers. 

\yATBR  Supply— Source,  creek,  ^  mile  from 
business  center;  system,  pump  to  stdp. ;  :»tdp.  cap., 
120,000  gals.,  dim  16  x  86.  material  used  in  cons., 
iron;  quality  c*'  water,  good;  1  pumping  engine, 
class  25  horse-pc^'er,  cap.  per  day  18,0u0  gals.,  con- 
structor Chandlei,  mains,  iron,  3  miles,  4  to  8  in. 
dia.;  70  hydrants;  cost  to  construct,  about  (15.000; 
bonded  debt,  $11,300;  int.  paid  on  bonds,  4  per 
cent;  works  belong  to  borough. 

NEWPORT,  pop.  1,734;  fire  area,  125  acres;  ner- 
cantile  bldgs.,  brick,  2  and  3  stories;  private,  wood, 
8  stories;  wooden  roofs  permitted.  Fire  dept. — 1 
h.  &  1.  truck,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined  good  1,000  ft. ;  rubber,  good  200  ft. ;  total 
hose,  1.200  ft.;  value  of  dept.  equipment.  $1.3U0; 
value  of  bldgs.,  $3,000;  total  mem.,  50  volunteers; 
underwriters'   rating,    third   class. 

Water  Supply — Source,  mountain  springs,  SH 
miles  from  business  center;  system,  gravity;  res. 
cap.,  1,200,000  gals.;  mains,  cast  iron^7  miles,  4 
to  10  in.   dia.;  26  hydrants,  Mellert;  327  services; 

f)ipe,  galv.  iron;  pressure,  dom.  96  lbs.,  fire  124 
bs.;  cost  to  construct,  $40.d00;  int.  paid  on  bonds, 
4  per  cent;  ann.  cost  of  mice.,  $400;  works  belong 
to  Co. 


NEWTOWN,  pop.  1.468;  fire  area.  300  acres; 
mercantile  bldgs..  wood,  2Vi  stories;  private,  wood, 
2^  stories;  wooden  roots  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  not  investigated; 
Fire  dept.— 1  steamer,  1  hand  ♦•nsrine.  1  h.  &  L 
truck,   2   hose   reels;    hose,    cotton,    rubber    lined. 

food   1,200  ft.:   rubber,   good   400   ft.;   total    hose, 
.600  ft.;  fire  alarm,  bell  and  whistle;  ann.  exp.  ol 
dept.,  $200;  total  mem.,  50  volunteers. 

Water  Supply— Source,  wells:  system,  pump  ta 
res.;  res.  cap.,  650,000  gals.;  pumping  engines,  cap. 
per  day  300,000  gals.,  constructor  Downie:  mains, 
cast  iron.  5  miles,  3  to  8  in.  dia.,  Donaldson;  48 
hydrants,  Cassin;  16  valves;  200  services;  pipe, 
lead;  pressure,  dom.  35  lbs.,  fire  50  lbs.:  cost  to 
construct,  $30,000;  int.  paid  on  stocks,  6  per  cent; 
ann.  cost  of  mtce.,  $1,200;  works  belong  to  Co. 

NEWVTLLE,     pop.     1.800;     mercantile     bldgs^ 
brick   and   wood,   2   and   3  stories;    fireworks   and 
combustibles   ord.     Fire  dept.— 1   h.   &   1.   truck,  2 
hose  carriages;   hose,  cotton,  rubber  lined,   good, 
950  ft. ;  total  mem.,  60  volunteers. 
Water  Supply— Source,  springs;   system,  pump 
i    to  res.;  res.  cap.   350.000  gals.;  pumping  engines. 
*    cap.   per  day  1.000,000  gals.;  mains.  3V&  miles;  S 
hydrants;   cost  to  construct,  $40,000. 

NORRISTOWN.  pop.  25.000;  fire  area.  3.200 
acres;  mercantile  bldgs.,  brick  and  stone,  1  to  5 
stories;  private  bldgs.,  stone,  brick  and  wood.  S 
stories:  wooden  roofs  permitted:  fireworks  and 
combustibles  ord.  Fire  dept. — 8  c.  hand  ex..  t 
steamers.  3  comb.  c.  &  h.  wagons.  2  c.  entrines. 
1  h.  &  1.  truck.  1  aerial  truck.  1  hose  wagon,  18 
horses:  hose,  cotton,  rubber  lined,  good.  8.(i00  ft.; 
fire  alarm.  Ganiewell,  28  boxes;  val'^e  of  dept. 
equipment,  $34,600;  value  of  bldgs..  $100,001):  ana. 
exp.  of  dent.,  $9,700;  total  mem.  1,200,  paid  part 
time  9,  1,191  volunteers. 

Water  Supply— Source,  river;  system,  pamp  to 
res.;  filtration  system,  Jewell :  cap.  of  plant,  4.000^- 
000  gals.;  res.  cap..  11,000.000  gals.:  2  pumping  eo- 
frines.  cap.  per  day  10.000.000  gals.,  rnnslractoe 
Worthington;  mains,  cast  iron.  7  miles.  4  to  8 
in.  dia.;  310  hydrants:  22  valves:  meters;  total 
number    275;    Crown,    Gem.    owned   by    city;   160 
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senrices;  pipe,  lead;  pressure,  dom.  35  to  70  lbs., 
fire  86  to  80  lbs.;  cost  to  construct.  1600,000;  works 
belong  to  Co. 

NORTH  CLARENDON,  pop.  1360;  fire  area, 
640  acres;  mercantile  bldgs.,  brick  and  wood.  2 
stories;  private,  wood,  1  story;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated.  Fire  dept.— 1  h.  &  1.  truck, 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good, 
300  ft.;  rubber,  good.  1.200  ft.;  inferior,  all  kinds. 
000  ft.;  total  hose.  2,100  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment.  $3,000;  value  of 
bldgs.,  11,200;  ann.  exp.  of  aept.,  |125;  total  mem., 
190  volunteers. 

Water  Supply — Source,  wells;  system,  gravity 
and  pump  direct;  res.  cap.,  100,000  gals.;  mains, 
2  miles,  2  to  4  in.  dia.;  13  hvdrants;  99  services; 
pressure,  dom.  20  lbs.,  fire  90  lbs.;  consumption, 
per  day  50,000  gals.,  per  capita  50  gals.;  cost  to 
construct,  |5.o00;  ann.  cost  of  mtce..  $1,800. 

NORTH  EAST,  pop.  2,068;  fire  area,  640  acres; 
mercantile  bldgs..  brick,  1  and  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fire- 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  h.  A  1.  truck,  2  hose 
wagons,  1  hose  carriage,  1  Aorse;  hose,  cotton, 
rubber  lined,  good  2.000  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment,  $3,000;  value  of  bldgs.,  $2,500; 
ann,  exp.  of  dept.,  $250;  total  mem.,  90  volunteers. 

Water  Supply— Source,  springs,  2%  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap..  4.000.000  gals.;  mains,  iron,  10 
Tnile.s.  4  to  8  in.  dia..  Lake  Shore;  55  hydrants, 
Ludlow;  60  valves,  Eddy,  Ludlow:  meters,  total 
number  40,  Gem  1,  Hersey  Disc  a,  Lambert  31, 
owned  by  consumer;  660  services;  pipe,  galv.  iron; 
pressure,  dom.  100  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, $75,000;  bonded  debt,  $13,000;  int.  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $1,000; 
works  belong  to  city. 

NORTHUMBERLAND,  pop.  2,748;  fire  area. 
200  acres;  bldgs.,  brick  and  wood,  2  and  3  stories; 
wooden  roofs  permitted;  no  fireworks  and  com- 
bustibles ord.  r  ire  dent.— 1  hand  engine,  6  c.  hand 
ex..  1  h.  &  I.  truck,  2  nose  carriages;  hose,  cotton, 
rubber  lined,  good,  2,500  ft.;  value  of  dept.  equip- 
ment, $5,000;  value  of  bldgs.,  $2,000;  ann.  exp.  of 
dept.,  $35;  total  mem..  100  volunteers;  under- 
wriiers'  rating,  fourth  class. 

Water  Supply — Source,  mountain  streams  and 
springs,  4  to  6^  miles  from  business  center;  sys- 
tem, gravity;  quality  of  water,  good;  res.  cap.. 
4,500.000  gals.;  mains,  cast  iron,  13  miles,  4  to  10 
in.  dia.;  34  hydrants;  400  services;  pressure,  dom. 
71  lbs.,  fire  70  lbs.;  int.  paid  on  bonds,  4  per  cent; 
works  belong  to  Co. 

NORTH  WALES,  pop.  1,287;  fire  area,  800  acres; 
metcantile  bldgs.,  brick,  2  and  3  stories;  private, 
wood  and  brick,  2  to  4  stories;  wooden  roofs  per- 
mitted: fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  h.  &  1.  truck. 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1.000  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  $1,000;  value  of  bldgs.,  $1,600; 
total  mem..  10  volunteers. 

Water  Supply— Source,  wells:  system,  jfravity, 
pump  direct;  res.  cap..  56,000  gals.:  pumping  en- 
gines cap.  per  day  250.000  gals..  con««tructor  Cor- 
don: mains.  4  miles.  2  to  8  in.  dia..  Wood:  25  hv- 
drants, Mathews;  82  valves:  presstirc.  dom.  40 
lbs.,  fire  60  lbs.:  cost  to  construct.  $1S.724.80;  ann. 
cost  of  mtce..  $900;  works  belong  to  Co. 

(MKDALE,  pop.  1,147:  mercantile  bldgs.,  wood 
and  brick.  Fire  dept— 1  hose  carriage;  total  hose, 
1.500  ft.;  fire  alarm,  whistle;  total  mem..  24  volun- 
teers. 

Water  Supply — Source,  wells;  system,  pump- 
ing. 

OAKMONT,  pop.  3,100.    Fire  dept.— 3  hose  carts. 

Water  Supply — Source,  river;  system,  pump  to 
res.:  3  pumping  engines;  mains,  8  miles;  meters, 
total  number  30;  pressure,  dom.  65  to  160  lbs.; 
works  belong  to  Co. 

OIL  CITY.  pop.  1.^264;  mercantile  bldgs.,  brick 
and  stone.  3  and  4  stories;  private,  wood,  2  stories; 
wooden  roofs  not  permitted:  fireworks  and  com- 
bustibles ord.  Fire  dept. — 2  steamers.  2  c.  hand 
ex..  1  h.  &  1.  truck,  3  hose  carriages.  7  horses; 
hose,    cotton,    rubber    lined,    good    3,^0    ft.;    in- 


ferior, all  kinds,  600  ft.;  total  hose,  3,750  ft.;  fire 
alarm.  Game  well.  27  boxes;  value  of  dept.  equip- 
ment, $10,000;  value  of  bldgs.,  $20,000;  ann.  exp.  of 
dept,  $6,000:  total  mem.  21.  paid  full  time  4.  paid 
part  time   17. 

Water  Supply — Source,  wells,  2  miles  from 
business  center;  system,  gravity  and  pump  to  res.; 
res.  cap.,  4,000.000  gals.;  3  pumping  engines,  cap. 
per  day  7,500.000  gals.,  constructors  National 
Transit  Co.,  and  Barr;  mains,  cast  iron.  33  miles, 
4  to  12  in.  dia..  Wood;  222  hydrants,  Waltham, 
Ludlow.  Rensselaer;  207  valves;  meters,  total 
number  2,169,  Crown,  Union,  Empire,  Hersey 
Rotary,  Hersey  Disc,  Hersey  Torrent,  Thomson. 
Keystone.  Lambert  Nash,  Westinghouse,  owned 
by  consumer;  2,642  services;  pi|)e,  lead;  pressure, 
dom.  110  lbs.,  fire  90  lbs.;  consumption  per  day 
8,000,000  gals.;  cost  to  construct,  $432,978.71;  aon. 
cost  of  mtce.,  $20,000;  works  belong  to  city. 

OLYPHANT.  pop.  6.081;  fire  area,  800  acres; 
mercantile  bldgs..  stone,  brick  and  wood,  1  to  6 
stories;  private,  stone  and  wood,  2H  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated;  av.  fire  loss 
per  vr.  for  8  yrs.,  $14,000;  av.  ins.  for  same  time, 
$12,500.  rire  dept.— 1  comb.  c.  &  h.  wagon,  1  c. 
engine,  1  h.  &  1.  truck,  1  aerial  truck,  3  hose 
wagons.  4  horses;  hose,  cotton,  rubber  lined,  good 
2  000  ft.;  inferior,  all  kinds,  1.500  ft.;  total  hose, 
3.500  ft.;  fire  alarm,  electric,  12  boxes;  value  of 
dept.  equipment,  $2,500;  value  of  bldgs.,  $5,000; 
ann.  exp.  of  dept.,  $2,800;  total  mem..  160  volun- 
teers;  underwriters   rating,   second  class. 

Water  Supply — Source,  mountain  stream;  sys- 
tem, gravity;  res.  cap.,  3.500,000  gals.;  mains.  10 
miles.  6  to  12  in.  dia.;  90  hydrants.  Ludlow;  pres- 
sure, dom.  140  lbs.,  fire  175  lbs.;  works  belong  to 
Co. 

ORWTGSBURG.  pop.  1.800;  fire  area.  640  acres; 
mercantile  bldgs.,  brick  and  wood,  2,  3  and  4  sto- 
ries; private,  woad  and  brick,  2  and  3  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  F're  dept. 
— 1  steamer,  2  hand  engines,  1  c.  engine.  1  hose 
carriage:  hose,  cotton,  rubber  lined,  good,  1,000 
ft.;  rubber,  good,  500  ft.:  .inferior,  all  kinds.  300 
ft.;  total  hose,  1,800  ft.;  (ire  alarm,  bell;  value  of 
dept.  equipment,  $3,800;  value  of  bldgs.,  $2,500; 
ann.  exp.  of  dept.,  $150;  total  mem.,  90  volunteers. 

Water  Supply— Source,  springs,  3  miles  from 
business  center;  system,  gravity;  res.  cap..  4.0n0  000 
gals.;  mains,  cast  iron.  4  miles.  4  to  12  in.  dia.. 
Mellert;  26  hydrants,  McHert,  Adams,  Tamaqua; 
meters,  total  number  3,  National.  Thomson;  350 
services;  pipe,  lead;  pressure,  dom.  75  lbs.,  fire 
75   lbs.;   works   belong  to   city. 

OSCEOLA  MILLS,  pop.  2,030;  fire  area,  12 
acres;  bldgs.,  brick  and  wood.  2  stories:  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  rire  dept.— 1  h.  &  1.  truck.  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good  1.200  ft.;  inferior, 
all  kinds.  300  ft.;  total  hose.  1,500  ft.;  fire  alarm, 
electric.  9  boxes;  value  of  dept.  equipment.  $1,000; 
value  of  bldgs.,  $.3,000;  ann.  exp.  of  dept.,  $250; 
total   mem..  44  volunteers. 

Water  Supply— Source,  springs  and  streams.  4 
miles  from  business  center;  svstem.  gravity:  qual- 
ity of  water,  good:  res.  cap..  2.0OO.O00  gals.:  mams, 
cast  iron,  6H  miles,  4  to  10  in.  dia.;  27  hydrants, 
Tamaqua;  30  valves,  Eddy,  Williamspnrt;  meters, 
total  number  1.  Keystone,  owned  by  Co.;  492  ser- 
vices: pipe.  galv.  and  wrought  iron:  pressure, 
dom.  5  to  200  lbs.,  fire  15  to  20O  lbs.:  cost  to  con- 
struct. $38,500;  ann.  cost  of  mtce.,  $1,100;  works 
belong   to    Co. 

OXFORD,  pop.  2.400;  fire  area,  1,280  acres;  mer- 
cantile bldgs.,  wood,  stone  and  brick,  1  to  4  sto- 
ries; private,  brick.  2  and  3  stories;  wooden  roofs 
not  permitted:  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 1  steamer, 
2  c.  hand  ex.,  1  hose  wagon.  1  hoee  carriaee; 
hose,  cotton,  rubber  lined,  good.  1.3.^0  ft.:  fire 
alarm,  bell  and  whistle;  value  of  dept.  equipment, 
$j^.ftOO:  value  of  bldgs..  $S.0n0:  ann.  exp.  of  dept., 
$600;  total  mem..  160  volunteers;  underwriters' 
rating,   second  class. 

Watfr  !^^'P ply— Source.  2  drilled  8-in.  wells,  \ 
mile  from  business  center;  system,  pump  to  res.; 
quality  of  water,  pood:  res.  cap.  4Wl.0(K)  irals..  lo- 
cated at  station;  2  pumping  engines,  class  vert., 
size  3  and  4.  cap.  per  day  77,000  gals.,  constructor 
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mice,  M,K>0;  worki  belong  to  Co. 

PARSONS,  pop.  2ja»;  inercani;ie  bldgl..  wood, 
Hi  iioriH;  privaie,  wood,  1  iioriei:  wooden  root) 
permitted;  Breworki  and  combuitiblei  ord.;  caoKi 
ol  firei  inveiligited.  Fire  dept.—]  c.  hand  ex.,  1 
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bldsi-  n,V»;  ana.  exp.  ol  depL,  t»0;  total  mem., 
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ta.OOO;  work*  belong  to  printe  Co. 

PHILADELPHIA,  pop.  1»1,(|»7;  fa«  area,  81.- 

..mbustibla 

■ligated;  I*,  file  loaa  per 

lll.i'i'     .  ■  '   I    '  il  ileameri,    48  cvmb.    c 

H  h.  »,iEun^,  ti  c.  Li-.i;.Ti«.  !«  c.  band  ex.,  U  b.  ft 
I.  trucks,  12  aciidl  ijutk).  6  water  lowera,  1  fire 
bnats,  S  hose  citt^,  S  lot  earriagei,  mbona: 
EinsF,  cation,  riihhrr  :jn.'d.  good  IXJKO  ft;  inferiel. 
^11  hmds.  lO.Ouo  ft  ,  ijtal  hose.  IIO.OOO  ft.;  fin 
^L:trrn.  Canicwrl]  ].^1-  boxes;  inn.  exp.  of  depu. 
Il,i:(.,>!;;  iiM^il  mttii  .  iX,  paid  full  time. 

J\Ai>..  Mil;'.'.'  ci"'3iVM»  galB.,'<£m.  U  X  IbO,  vu- 
n-r.,.l  L.-,-i  1.1  ..»:■,.  s:. el;  builders  Warden  Mflg. 
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Sis.;  £T  pumping  engioei,  class  comp.,  cap.  per 
y  474.0U,0<»  gall.,  conitrueton  Worthington, 
Holly,  principsllr;  mains,  cast  iron,  1.&29.G]  mdn. 
4  to  SO  in.  dia..  Wood  and  otben;  14,681  brdrants. 
local;  23.740  valyea;  meter.,  total  number  1.7». 
Crown  818,  Union  82,  Empire  15,  Gem  410,  Heiwj 
Disc  8,  Thomson  3,  Venluri  7,  Wonhington  1^ 
Deacon  7,  Slandsrd  9,  Keystone  101.  Trident  O. 
Naih   a,    owned   by    city;    SOO.DDD   aerrio^:    nipc. 
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:e.,  13.668,001.76; 
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water,  good;  res.  cap.  8,fl00,000  gals.,  located  on 
hill  north  of  borough;  8  pumping  engines,  class 
comp.,  cap.  per  day  7,600.000  gals.,  constructor 
Worthington;  mains,  cast  iron,  18  miles,  4  to  16 
in.  dia.:  177  hydrants;  meters,  total  number  6, 
Hersev  Disc  1,  Thomson  1,  Worthington  2,  Pitts- 
burg 1,  Keystone  1,  owned  by  borough;  1,766  ser- 
vices; pipe,  lead;  pressure,  dom.  50  lbs.,  fire  65 
lbs.;  consumption  per  day,  1,000,000  gals.;  cost  to 
construct,  1290,000;  l>onded  debt.  $169,000;  int.  paid 
on  bonds.  4  4-11  per  cent;  cost  of  mtce.,  |7io00; 
works  belong  to  borough. 

PINE  GROVE,  pop.  1,200;  mercantile  bldgs.. 
stone,  brick  and  wood,  2  and  3  stories;  private, 
■tone^  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  6re  area;  fireworks  ord.;  causes 
of  fires  investigated.  Fire  dept— 1  b.  &  1. 
truck,  1  hose  wagon.  1  hose  carriage; 
hose,  rubber,  good,  1,006  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  11,200;  ann.  exp.  of 
dept.,  $100:  total  mem.,  40  volunteers. 

Water  Supply— Source,  streams,  8V&  miles  from 
business  center;  system,  gravity;   res.  cap.,  1,600,- 

000  gals. ;  mains,  6  miles,  4  to  8  in.  dia.,  Jackson  & 
Woodin;  250  hydrants,  Thomson;  20  valves;  250 
services;  pipe,  gal  v.  iron;  pressure,  dom.  70  lbs., 
lire  80  lbs.;  cost  to  construct,  |25,000;  works  be- 
long to  borough.  -- 

PITTSBURG,  pop.  420,000}  fire  area,  19,700  acres; 
mercantile  bldgs.,  stone,  bnck,  wood  and  iron,  1 
to  22  stories:  private,  stone,  brick  and  wood,  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
Fire  dept  -^  32  steamers,  7  comb.  c.  ft  h. 
wagons,  4  c.  engines,  120  c.  hand  ex.,  11  h. 
&  1.  trucks,  6  aerial  trucks,  1  water  tower,  6 
hose  wagons,  34  hose  carriages  and  reels,  181 
horses;  hose,  cotton,  rubber  lined,  good  108,890  ft; 
inferior,  all  kinds,  3,000  ft;  total  hose,  106,890  ft: 
fire  alarm,  Game  well,  527  boxes;  ann.  exp.  of 
dept,  $500,000;  total  mem.  429,  paid  full  time. 

Water  Supply— Source,  river,  6  miles  from 
business  center;  system,  bump  to  res.;  quality  of 
water,  good;  res.  cap.,  2&7,60(),000  gals.;  10  pump- 
ing engines,^  cap.  per  day  268,009,000  gals.,  con- 
structor, Allis  Chalmers,  Holly;  mains,  cast  iron, 
530  miles,  4  to  66  in.  dia.;  4,276  hvdrants;  10.000 
valves;  meters,  total  number  6,886,  Crown  159, 
Nash  26,  Union  13,  Empire  3,  Gem  20,  Hcrsey  Ro- 
tary 8,  Trident  14,  Hcrsey  Disc  2j  Hersey  Torrent 
1,  Thomson  5,  Worthington  19,  Columbia  2,  Pitts- 
burg 152,  Westinghouse  26.  Keystone  480,  Lam- 
bert 1,  owned  by  city;  16,0()0  services;  pipe,  lead; 
pressure,  dom.  75  lbs.,  fire  100  lbs.;  consumption 
per  day,  67,000,000  gals.;  cost  to  construct  $19,500,- 
OOO;  int.  paid  on  bonds,  4  per  cent;  cost  oi  mtce., 
$685,000;  works  belong  to  city. 

PITTSTON,  pop.  12,566;  fire  area,  1,920  acres; 
mercantile  bldgs.,  brick,  wood  and  stone,  3  stories; 

grivate,  wood,  2  stories;  wooden  roofs  permitted; 
reworks  and  combustibles  ord.  Fire  dept. — 3 
steamers,  2  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  5  hose  carriages,  6  horses;  hose,  cotton, 
rubber  lined,  good  6.000  ft;  fire  alarm,  Gamewell, 
16  boxes;  value  of  dept.  equipment,  132,000;  value 
of  bldnk,  $20,000;  ann.  exp.  of  dept,  $4,000;  total 
mem.,  300,  paid  full  time  2,  volunteers  298. 

Water  Supply— From  the  Spring  Brook  Water 
Supply   Co. 

PLYMOUTH.  Dop.  10.000;  mercantile  bldgs.. 
brick  and  wood,  2  and  3  stories;  private,  wood 
and  brick,  2  and  3  stories;  wooden  roofs  permitted:  , 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 8  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  wagon,  1  comb.  c.  eng.  &  h.  wagon,    ; 

1  hose  carriage,  6  horses;  hose,  cotton,  rubber  lined.    I 
good,   4,000  tt;    inferior,  all   kinds,  600   ft;   total    ' 
nose,    4.600   ft;    fire    alarm,    Gamewell,    20   boxes; 
ralue  of  dept  equipment,  $11,000;  value  of  bldgs.,    i 
$8,000;  ann.  exp.  ot  dept,  $2,000;  total  mem.,  123, 
volunteers. 

Water  Supply— From  the  Spring  Brook  Water 
Supply  Co. 

PORT  ALLEGANY,  pop.  1.853;  fire  area.  %  x 
%  mile;  mercantile  bldgs.,  brick  and  wood,  2  and 
8  stories;  private,  wood,  2  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.  Fire 
dept. — 1  h.  &  1.  truck,  3  hose  wagons;  hose,  cotton, 
rubber  lined,  good,  2.500  ft;  fire  alarm,  whistle; 
value  of  dept  equipment,  $2,500;  value  of  bldgs., 


$8,000;   ann.  exp.   of  dept,   $100;   total   mem.,   54 
volunteers. 

Water  Supply— Source,  streams,  2  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good :  8  res.,  cap.  25,000  hbls.,  located  1,  IH  and 
2  miles  from  town:  mains,  cast  iron,  7  miles,  3 
to  8  in.  dia.;  51  hydrants;  60  valves;  meters,  total 
number   6,   Crown,   owned   by   Co.;   250  services: 

f>ipe,  galv.  iron;  pressure,  dom.  90  lbs.,  fire  100 
bs. ;  cost  to  construct,  $90,000;  bonded  debt,  $15,- 
000;  int.  paid  on  bonds,  5  per  cent;  cost  of  mtce., 
$2,600;  works  belong  to  Co. 

PORT  CARBON,  pop.  2,168;  fire  area,  20  acres: 
mercantile  bldgs.,  wood,  2  stories:  private,  wood,  2 
stories;  woooen  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 3  ladders,  3  hose  carriages;  hose,  cot- 
ton, ruober  lined,  good,  2,000  ft;  fire  alarm, 
whistle;  value  of  dept.  equipment,  $2,000;  value 
of  bldgs.,  $9,000;  ann.  exp.  o!  dept  on  the  av.  of 
$400;  total  mem.,  60  volunteers. 

Water  Supply— Source,  supplied  by  Pottsville 
Water  Co. 

PORT  VUE,  pop.  1,600;  fire  area.  200  acres;  pri- 
vate dwellings,  brick  and  wood,  1  to  3  stones; 
causes  of  fires  investigated;  av.  fire  loss  per  year 
for  3  vears,  $1,500;  av.  ins.  for  same  time,  $1,000. 
Fire  dept — 1  hose  carriage;  hose,  cotton,  rubber 
lined,  good.  300  ft;  fire  alarm,  mill  whistle;  value 
of  dept.  equipment,  $600;  value  of  bldgs.,  $1,000; 
total  mem^  2o  volunteers. 

Water  Supply — Source,  wells,  center  of  busi- 
ness center;  50.000  gal.  tanks;  quality  of  water, 
food;  cap.  per  day.  250.000  gals.;  mains,  cast  iron, 
miles,  4  to  6  in.  dia.;  36  hydrants;  8  valves; 
meters,  total  number  100,  makers  Empire;  pipe, 
lead;  Pressure,  20  to  150  lbs.;  consumption,  per 
day  1^000  gals.;  cost  to  construct,  $40,000;  ann. 
cost  of  mtce.,  $1,000;   works  private. 

POTTSTOWN,  pop.  16,000;  fire  area,  2,880  acres; 
mercantile  bldgs.,  brick  and  stone,  3  stories }  pri- 
vate, brick,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept — 8 
steamers,  2  c  engines.  2  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  cart,  1  hose  wagon,  1  hose  carriage, 
12  horses;  hose,  cotton,  rubber  lined,  good,  4,000  ft; 
inferior,  all  kinds,  600  ft;  total  hose,  5,000  ft; 
fire  alarm,  electric,  31  boxes;  value  of  dept.  equip- 
ment $25,000;  value  of  bldgs.,  $50,000;  ann.  exp. 
of  dept,  $5,000:  total  mem.,  653,  paid  full  time 
3,  volunteers  650. 

Water  Supply— Source,  Schuylkill  River;  sys- 
tem, pump  to  res.;  res.  cap., 7,500,000  gals.; 2  pump- 
ing engines,  cap.  per  day  8,600,000  fiah.,  construct- 
ors Worthington,  Barr;  new  filtration  plant  being 
installed;  mains,  28  miles,  4  to  24  in.  dia.;  120  hy- 
drants; meters,  total  number  75;  1,900  services; 
pressure,  dom.  40  lbs.,  fire  50  lbs.;  consumption, 
per  day  1,500,000  gals.,  per  capita  100  gals.,  cost  to 
construct,  $300,000;  works  belong  to  Co. 

POTTSVILLE,  pop.  16,187;  fire  area,  2  sq. 
miles;  mercantile  bldgs..  brkk  and  wood,  2  to  5 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  oept — 4  steamers,  1  comb.  c.  &  h.  wagon, 
1  c.  engine,  10  c.  hand  ex.,  2  hose  wagons,  8  hose 
carriages,  reels,  etc.,  20  horses;  hose,  cotton,  rub- 
ber uned,  good  3,100  ft;  rubber,  good  450  ft;  in- 
ferior, all  kinds,  2,300  ft:  total  hose,  5,850  ft; 
fire  alarm,  Gamewell,  29  boxes:  value  of  dept 
equipment  $55,000;  value  of  bldgs.,  $85,000;  ann. 
exp.  of  dept,  $6,000;  total  mem.,  700,  paid  full 
time  13,  volunteers  687;  underwriters'  rating,  third 
■class. 

Water  Supply— Source,  streams,  9  miles  from 
business  center;  svstem,  gravity;  quality  of  water, 
good;  res.  cap.,  400,000,000  gals.;  mains,  cast  iron, 
40  miles,  3  to  20  in.  dia.;  148  hvdrants;  meters, 
total  number  75;  pressure,  dom.  20  to  135  lbs.,  fire 
av.  60  lbs.;  works  belong  to  Co. 

PUNXSUTAWNEY,  pop.  12,000;  fire  area,  5<.)0 
acres;  mercantile  bldgs..  stone  and  brick,  2  to  7 
stories;  private,  stone,  brick  and  wood,  2  and  3 
stories:  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.  Fire  dept.— 2  h. 
&  1.  trucks,  1  c.  engine,  6  c.  hand  ex.,  4  hose  car- 
riages, 2  horses;  hose,  cotton,  rubber  lined,  good, 
1,900  ft;  inferior,  all  kinds,  700  ft.;  total  hose, 
2.6U0  ft;  fire  alarm,  bell  and  whistle;  va'tic  of 
dept.    equipment    $2,380;    value    of    bldgs.,   $S,^>W; 


Gordou/'EDpmg;  msinJ.'et'  miLei.  z'lo  S  in.  dit; 
n  bydiinu,  Ludlow,  Galfini  40  •ilvei;  meier) 
lou]  number  i!:  iS5U  acrviceai  pipe,  lead;  pceuun. 
dom.  W  tbs.,  lire  16  Iba.i  colt  tu  coniiruct.  lai,IWU; 
■nn.  coit  of  mtce.,  KfiX;  wocks  belong  lo  Co. 

QUAKEKTUWM.  pop.  3.:«0;  fire  area,  U  mile); 
meTranlile  bldgs.,  bcick  (nd  wmd,  2^  Horieai 
prirtii,  wood.  Zl*  .lorie.i  wooden  roots  permit- 
tcdi  Areworki  and  cunibuiliblea  ord.     l-'ire  dipt.— 


tyoten 


[CI.;  quality  oi  water,  good;  r».  cap.  I,i50.uud  as!*.; 
pumuine  enimes,  cap.  per  day  WU,IUU  gsli.,  eaa- 
lUuctor  blake;  mama,  cast  iroa,  V  milei,  •  to  U 
tu.  dia.,  Jackaon  It  Woodin;  46  bydiants.  Wood; 
60  valvea;  I.UUU  lerviceB;  pipe,  galv,  iiafl;  pimuie, 
fire  MJ  to  3U  Iba.;  cml  to  conatruct.  tWhUlM;  banded 
debt,  tMtSIMi  int.  paid  on  bondi,  4h  per  cent;  mnn. 
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615  .trvi,t  =  ,  piiji.  leiJ;  pres5uii;,  dom.  110  lbs., 
bit  160  10  176  [bi.:  con>umpiiun  per  day.  SoO.JOJ 

fall.;  coit  to  Gonilrucl,  139.000;  banded  debt. 
11,500;  inl.  paid  on  booJs,  VA  per  cent;  «o»I  of 
mtce.,  t6,0W;  works  helonB  to  borough. 

RliALlI.VG,  pop.  TS.961L  lice  area,  3.MB  acres; 
mttcanliit  bidn.,  stane,  hricli  and  Iron,  3  to  13 
■lurL»;  urlvute,  slone,  brick  and  wducI.  H  Io  4 
sKrnea;  wiiixlcn  rools  not  permitted;  firewoiki 
andcumbuaiiblesord.;  causes  o I  fires  mvestigaled; 
av.  lire  l^»  i>i-r  yr.  for  3  yra..  )7a.«l«.  Kire  dept.- 
1  e.  cuinb.  eng..  Ill  ^leamecs,  2  e.  engine!,  28  c.  hand 
tx..  i  ll.  a  V  irueks,  i  aerial  trucks,  1  water  lower, 

ton.  rghbcr  lined,  good  18.0UU  tl.;  fire  alarm.  Game- 
WEll,  77  bdxea;  value  of  deyl.  eiiuipmenl,  115,1100: 
value  ot  liMgi..  t1I0.IXI0;  nun.  exp.  of  Jcpt.,  HU.OUO; 
lutiil  m™.,  USM  volunteer*. 

Water  Supptr-Source,  creek  Ind  surings,  2 
and  BW  miles  Erom  businpM  eerier;  ayslem.  gravily 

nimliry 'oF  waiec'iajr:    re'a°"caiT.    moaVoOO  bb"i.' 

pnmiiing  engine;,  cap,  per  rlBy  30.000.000  gals., 
cv  nit  rue  too  Worlhirtglon  and  Allis-Chalmers; 
ni>in<.  east  iron.  n2.i  miles.  1  1u  36  in.  dia.;  033 
hydiants:  E.SSe  vaWes;  meters,  total  nnmber  !.m, 
Cioivn  <m.  Sash  Ifl.  Untan  4.  Empire  871.  Gem  2, 
n>-r.ry  Disc  and  Kolary  135,  Tridtnt  B32,  Thomacvo 
IHrt  Kit  »,  ColumWa  1,  Pillsburp  1.  Lambert  B8, 
Standard  3.  Ke,Mone  ITl.  Wofthinpton  13.  King 
M.  Creirt  9,  Toirent  8,  F.urika  1,  ownrd  by  city; 
M.Ml  aerviees;  pipe.  Itad,  wrouRht  and  caM  iron; 
'"   -     —  ■■    ..   fire  10  to  1S3  Iha.; 


RENOVO,    pop.    6,B00;    (ire   area,   1  x   IS   mile; 

milteii;  fire  I'oss  loc  19M.  HOO,  '  Fire  depl,— 1  comb, 
hose  &  ladder  wagon,  slcamer.  1  h.  ^  1.  truck,  3 
tarriageB,  reels,  etc.;  ho*c,  good,  S.aoo  ft.;  fire 
Harm,  whistle:  snn.  ein.  of  dtpl..  1400;  tool  mein.. 
S6  volunteers;  underwriters'  rating.  Rrst  class. 


ing   eagmei^  clau   duplex,  cap.   per  day   l£M.lrjB 

roiks,  Vlo'e'm.  dS.'"  30  hydraill.;  46  vaJvet; 
meieo,  total  nulnbe^^,  Trident  t,  HecHy  Dito 
2U,  ^ilisburg  ];  4IIU  aeivicea;  pipe,  iron  and  lead; 
pressure,  dom.  M  Iba.,  fire  lUU  lbs.;  coniuinnTias 

RIUGWAY,  pop,  7,000;  6rc  area.  460  aerea;  mer- 
cantile bidgt.,  buck  and  wood.  2  and  3  itaiieii 
private,  stone.  Dcick  and  wood.  S  sIDriea;  woodoi 

e","?".'&  1.  u'ciis^*  hose  caViages;  hose,  eoltoft. 
rubber  lined,  good,  ioOO  ti.;  fire  alarm,  bell.  leie- 
phone  and  whistle;  value  of  depl.  eqnipineiil, 
fe,ODO;  value  o(  hidgs.,  IB,500:  Iota)  mem..  206  vol 

""wAiia  Sup»i.r-Soiiree,  alreams  and    welb,   IS 

pump  diceet;  liliradon  iyatem,  sand;  res.  cap,..  Mi,- 
LKIO  gala.;  2  pumping  engiuea,  class  gaa,  Ivu  hocte- 

Li'!*£ng'^*^"o.';' "•!">■  =»«  iroV"l*™les,  4  R>  S  'is. 
dia.;  iS  hydranu;  N  valves;  420  aervicca!  preamre. 
dom.  100  ru>..  lire  100  Iba.;  coal  Io  eonslruct,  bU.lW; 

I3,UU0;   works  belong  to  city. 

RIDLEY   PARK,  pop.  l.fiOO;  bidga.,  brick  and 

works  and  coro'bgsiibles  otd.  Fire  depl.— I  c.  en- 
erne,  1  h.  &  1.  imck,  t  hose  canisges:  be.«.  sH. 
ion,  rubber  lined,  good.  2,CW  ll.;  &re  Blam.  belli 
value  oI  depl.  equipment,  13,000;  valoe  of  bklga.. 
(8,000;  total  mem.  £».  volunteers  136. 

Wateb  Sun-i-v— Source,  rea.;  watcm,  pamp 
to  res.;  rea.  cap..  I.DOO.OVO  gals.;  pampas 
engines,  cap.  per  day  l^.DOO  gals.:  »  hydnatat 
pr*s>ure.  dom.  fi5  to  75  lbs.,  fire  »  10  7S  Iba.;  CM 
to  conalruci,  KOO.OCO;  works  belong  to  Co. 

ROCHESTER,  pop.  7,000;  file  area,  1  iq.  pule; 

br'ck'and'woo.f.'!  sloriei:  wooden  rools  pertoTtlS 
in  fire  area;  cbuhs  of  fires  invest igaied.  Kite 
dept.— 4  c.  hand  ex..  1  h.  &  1.  Ruck.  I  hcse  meM. 
3  liose  carriages,  4  hociet;  hose,  cotltyn.  isfabcr 
lined,  good.  S.BOO  ft.;  Ere  alarm.  Cnimemll.  beD 
and  telephone;  value  of  dept.  equipment,  KMQ; 
value    of   b'dgs.,    SSOOi    ann.   exp.    of   depl.,   |E»; 

rea.  and  direcit  res^  cap,.'  3,000.000  gala.:'  pnmpiiiv 
engines,  cap.  per  day  S.«O0,O(IO  gafs..  cononu^lia 
Holly;    Riafna.    30    miles.     4    To    IE    in.    dia.:    « 


M-Of*;  to 
Wate» 
hydrants: 


iufpiv -Source,  mountain  pump.  1:  S 
pre^iiire,  dom.  80  lbs.,  fire  IW  lltt.; 
lerworka,  tlOOOD;  bonded  debt.  IU.«Wr 
ads,  S  per  cent;  worka  beVng  to  eity 
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ROYEKSFORD.  pop.  2,807;  fire  area,  40  acres; 
mercantile  bldgi.,  brick,  2  to  6  stories;  private, 
brick,  2  to  4  stones;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept.— 1 
steamer,  1  h.  &  1.  truck,  I  hose  wagon,  2  hose 
carriages,  S  horses;  hose,  cotton,  rubber  lined, 
food  000  ft.;  inferior,  all  kinds,  400  ft.;  total  hose, 
I,OU0  ft.;  fire  alarm,  bell;  value  of  depu  equip- 
ment, |6,6U0;  value  of  bldgs.,  |1,000;  ann.  exp. 
of  dept.,  I&OO;  total  mem.,  17K  volunteers;  under* 
writers*  rating,  first  class. 

Watkr  Supply— Source,  river;  system,  pump  to 
basin,  cap.  3,000,000  gals.;  filtration  system,  Jewell, 
cap.  of  plant,  1,000,000  gals.;  pumping  engines, 
cap.  per  day  1,000,000  gals.,  constructor  Worthing- 
ton;  mains,  10  miles,  4  to  16  in.  dia.,  Drummond, 
Mellert,  Donaldson;  42  hvdrants,  Thomson;  76 
▼alves;  meters,  total  number  60,  Thomson;  600 
aervices;  pressure,  dom.  60  lbs.,  fire  110  lbs.;  cd^t 
to  construct.  $133,000;  ann.  cost  of  mtcc.,  ^600; 
works  belong  to  Home  Water  Co. 

ST.  CLAIR,  pop.  6,000:  fire  area,  1  sq.  mile; 
mercantile  bldgs.,  stone,  orick  and  wood,  1  to  4 
stories;  private,  stone,  brick  and  wood,  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  steamer,  I  c.  engine,  4  c.  hand  ex.,  1 
h.  &  1.  truck,  3  hose  carriages;  hose,  cotton,  rub* 
ber  lined,  good,  450  ft.;  rubber,  good,  860  ft.;  in* 
ferior,  all  kinds,  600  ft  ;  total  hose,  1,800  ft.;  fire 
alarm,  whistle;  valueTof  dept.  equipment,  16,500; 
value  of  bldors.,  15,500;  ann.  exp.  ot  dept.,  |1,416; 
total  mem.^  260  volunteers. 

WATaa  bUPPLY— Supplied  by  Pottsville;  pipe, 
4  miles,  3  to  20  in.  dia.;  42  hydrants;  pressure, 
100  lbs. 

ST.  MARY'S  pop.  7,500;  mercantile  bldgs., 
stone,  brick  and  wood,  2  to  4  stories;  private, 
•tone,  brick  and  wood,  2  and  2%  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  investi* 

fated.     Fire  dept.— 2  c.  hand  ex.,  1  h.  &  1.  truck, 
,700  ft.;  fire  alarm,  bell;  total   mem.,  100  volun- 
teers. 

Watii  Supply — Source,  aprings  and  streams,  2 
to  4  miles  from  business  center;  system,  pumping; 
res.  cap.,  576,000  gals. ;  4  pumps,  cap.  per  day  1.4Ti.- 
000  gals.;  mains,  cast  iron.  4  miles,  2  to  6  in.  dia.; 
97  hydrants;  meters,  total  number  2U,  Keystone, 
Lambert,  National,  owned  by  consumers  and  Co.; 
700  services;  pipe,  cast  iron;  pressure,  dom.  50  to 
96  lbs.,  fire  95  Ibs^  consumption,  per  day  700,000 
gals.,  per  capita  lOO  gals.;  cost  to  construct,  lOO,* 
000;  works  belong  to  Co. 

ST.  PETERSBURG,  pop.  482;  fire  area,  50 
meres;  bldgs.,  wood,  2  stories;  wooden  roofs  per- 
mitted; fireworks  ord.  Fire  dept. — 1  hose  car* 
riage;  hose,  good  666  ft.;  volunteers,  not  organ* 
ized. 

Watbr  Supply — Source,  spring;  system,  grav- 
ity; 3  tanks,  cap.  117,000  gals.;  pipe,  3  miles,  4 
in.  dia.;  15  hydrants,  Cameron;  pressure,  fire  100 
lbs.;  waterworks  owned  by  borough:  cost  to  con* 
struct,  $10,000;  ann.   cost  of  mtce.,  1260. 

SALTSBURG,  pop.  828.  Fire  dept.— 1  h.  ft 
1.  truck,  2  hose  carriages:  hose,  cotton,  rubber 
lined,  good  600  ft.;  value  of  dept.  bldgs.,  $876. 

Water  Supply— Source,  river,  %  mile  from 
business  .center;  svstem,  pump  to  res.  and  direct; 
res.  cap.  1.0UO.000  <*als.j  located  %  mile  from  busi- 
ness center;  2  pumping  engines,  cap.  per  day 
760.000  gals.,  constructors,  I^idlaw-Diinn-Gordon; 
msins,  cast  iron,  3^  miles,  4  to  8  in.  dia.;  22  hy- 
drants: meters,  total  number  75.  Buflfalo  60.  Pitts- 
burg 20,  Westmghouse  6,  owned  by  city;  216  ser- 
▼icex:  pipe,  lead  and  galv.  iron;  pressure,  dom.  80 
to  120  Ihs.,  fire  80  to  120  lbs.;  cost  to  construct. 
$16,000:  int.  paid  on  bonds,  6  per  cent.;  cost  ot 
mtce.,  $1,400;  works  belong  to  borough. 

SAYRE,  pop.  11,000;  fire  area,  2,000  acres;  mer- 
cantile bldgs..  brick  and  stone,  4  stories;  private, 
wood,  2  stories;  wooden  roofs  permittee!:  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated: fire  loss  for  1903.  $5,350.  Fire  dept.— 
4  c.  hand  ex,  2  h.  &  1.  trucks,  6  hose  carts:  hose, 
cotton,  rubber  lined,  3.200  ft.;  inferior.  600  ft.; 
total  hose.  3.700  ft.;  fire  alarm,  whistle,  6  street 
boxes  and  1  in  each  hose  house;  value  of  dept. 
equipment.  $6,000:  value  of  bldgs..  $5,150;  ann. 
exp.  of  dept.,  $1,000;  total  mem.,  160  volunteers. 

WATEi  Supply— Source,    river,     H    mile     from 


buainesa  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.,  3,000,000  gala.; 
pumpmg  engines,  claas  comp.,  cap.  per  day  6,000,- 
000  gals.,  constructor  Worthington;  mains,  cast 
iron.  30  miles,  3  to  16  in.  dia.;  59  hydrants;  raetera, 
total  number  1,000,  owned  by  consumer:  2,300  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  80  lbs.,  fire 
92  lbs.;  consumption  per  day,  3,000,000  gals.;  works 
belong  to  Co. 

SCHUYLKILL  HAVEN,  pop.  4,000;  fire  area, 
2,000  acres;  mercantile  bldgs.,  brick  and  woud,  2 
to  4  stories;  private,  brick  and  wood,  2V^  stories; 
wooden  roofs  permitted  in  fire  area.    Fire  dept.— 

4  hose  carriages;  hose,  cotton,  rubber  lined,  good. 
1.000  ft.;  inferior,  all  kinds,  600  ft.;  total  hose, 
1,500  ft.;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, $2,000;  value  of  bldgs..  $7,000;  ann.  exp.  of 
depL,  $1,000;  total  mem.,  aw  volunteers. 

Watee  Supply — Source,  springs,  4  miles  from 
business  center;  system,  gravity,  and  pump  to 
res.;  res.  cap.,  7,0U0,000  gals.;  pumping  engines, 
cap.  per  day  400,000  gals.,  constructor  Worthing- 
ton; mains,  cast  iron,  13  miles,  4  to  8  in.  dia.. 
Mellert;  84  hydrants.  Mellert;  pressure,  fire  136 
lbs.;  cost  to  construct,  $86,000;  int.  paid  on  bonds, 

5  per  cent;  ann.  cost  of  mtce.,  $6,000;  works  be- 
long to  Co. 

SCOTTDALE.  pop.  4,829;  fire  area,  800  acres; 
mercantile,  bldgs.,  brick,  stone  and  wood,  2  to 
4  stories;  private,  brick  and  wood,  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept. 
—2  c.  engines,  1  h.  ft  1.  truck,  1  hose  wagon,  6 
hose  carnages;  hose,  cotton,  rubber  lined,  good. 
3,200  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  $5,000;  value  of  bldgs.,  $8,000; 
total  mem.,  76  volunteers. 

Watee  Supply— Source,  streams,  6  miles  from 
business  center;  system,  gravity;  res.  cap.,  KiO.OOO,- 
000  gals.;  mains,  cast  iron,  18  miles,  4  to  20  in. 
dia..  National;  66  hydrants.  Wood,  National;  60 
valves^  meters,  total  number  17,  Westmghouse, 
Worthington.  Hersey,  Crown:  935  services;  pipe, 
lead;  pressure,  dom.  60  lbs.,  fire  100  lbs.;  cost  to 
construct,  $294,847;  int^^paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $3,000;  works  belong  to  Co. 

SCR  ANTON,  pop.  125,000:  lire  area,  12,333  acres; 
mercantile  bldgs..  orick  and  stone,  3  to  10  stories; 
private,  brick  and  wood,  2  to  4  stories;  wooden 
roofs  not  permitted;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept. — 6  steamers,  8  comb, 
c.  &  h.  wagons,  2  c.  engines,  26  c.   hand  ex.,  1  h. 

6  1.  truck,  8  hose  wagons,  2  hose  carriages,  reels, 
etc.,  54  horses;  hose,  cotton,  rubber  lined,  good, 
16,200  ft.;  rubber,  good,  1,500  ft.;  total  hose,  17,- 
700  ft.;  fire  alarm,  Gamewell,  130  boxes;  value  of 
dept.  equipment.  $145,000;  value  of  bldgs..  $100,000: 
ann.  exp.  of  dept.,  $100,000;  total  mem.,  140,  paid 
full  time. 

Watee  Supply— Source,  streams;  syMcm,  grav- 
ity; res.  cap..  2.000.000.000  gals.:  mains.  4  to  38  in. 
dia.;  781  hvdrants,  Ludlow,  Wood;  1,326  valves; 
pressure,  70  to  96  lbs.;  consumption  per  day  26,- 
000,000  gals.,  per  capiU  208  gals.;  works  belong 
to  Co. 

SELINSGROVE  pop.  1,326;  fire  area.  400  acres; 
mercantile  bldgs.,  bricx,  2  and  3  stones;  private, 
brick,  iMt  stories;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept. — 1  h.  ft 
I.  truck,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,000  ft.;  leather,  good.  300  ft.;  total 
hose,  1.300  ft.;  fire  alarm,  bell;  value  of  dept 
equipment,  $10,000;  ann.  exp.  of  dept.,  $76;  total 
mem.,  38  volunteers. 

Watee  Supply— Source,  creek;  system,  pump  to 
res.;  res.  cap.,  600,000  gals.;  2  pumping  engines; 
mains,  6  miles;  80  h>drants;  meters,  total  number 
1;  125  services;  consumption,  per  day  325.000  gals.; 
cost  to  construct.  $27,000;  ann.  cost  of  mtce.,  $1,200; 
works  belong  to  McClure  &  Co. 

SELLERSVILLE,  pop.  1,660;  mercantile  bldgs,. 
I    brick  and  wood.     Fire  dept.— 1   h.   ft   1.   truck,   2 
hose   carriages;    total   hose,   1.800   ft.;    fire   alarm, 
bell  and  whistle;  total  mem.,  60  volunteers. 

Watee  Supply— Source,  springs;  svstem,  grav- 
ity; res.  cap.,  2,000,000  gals.;  84  hydrants;  pres- 
sure, fire  65  to  100  lbs. 

SEWICKLEY,  pop.  3,668;  fire  area.  640  acres; 

bldgs.,   brick  and   wood,  2  stories;  wooden   roofs 
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rsrmitted.  Fire  dept— 2  c.  engines,  4  c.  hand  ex., 
h.  &  L  truck,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,,  good  1,600  ft.;  inferior,  all  kinds,  600 
ft :  toul  hose,  2,100  ft. ;  value  of  dept.  equipment. 
15,500;  value  of  bldgs.,  $500;  total  mem.,  18  vol- 
unteers. 

Wates  SuppLY—Source,    river,    %    mile    from 
business  center;  system,  pump  to  res.;  stdp.  cap. 


mile  east  of  town;  3  pumping  engines,  class  trip, 
dup.,  cap.  per  da^  2,000,000  gals.,  constructors 
Smith-Vaile,  Worthmgton,  Hall;  mains,  cast  iron, 
21  miles,  3  to  12  in.  dia.;  106  hydrants;  892  valves; 
meters,  total  number  flO,  Crown  28,  Nash  1,  Em- 

fire  22,  Pittsburg  1,  Keystone  8,  owned  by  city; 
,106  services;  pipe,  lead;  pressure,  dom.  50  lbs., 
fire  100  lbs.;  consumption  per  day,  700,000  gals.; 
cost  to  construct,  $228,000;  bonded  debt,  $60,000; 
int  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
$4,500;  works  belong  to  city. 

SHAMOKIN,  pop.  20,000;  mercantile  bld^., 
brick,  4  stories;  private,  wood,  2^  and  3  stones; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.:  causes  of  fires  investii^ated;  av.  fire 
loss  per  yr.  for  3  yrs.,  $22,000;  av.  ins.  for  same 
time,  $13,000.  Fire  dept.— 2  steamers,  1  comb,  c 
&  h.  wagon.  4  c.  hand  ex.,  1  hose  wagon,  8  hose 
carriages,  13  horses;  hose,  rubber,  good  2,000  ft; 
inferior,  all  kinds.  700  ft;  toUl  hose,  2,700  ft; 
fire  alarm,  electric,  Gamewell  system,  27  boxes; 
value  of  dept  bldgs.,  $40,000;  ann.  exp.  of  dept. 
$2,215;  total  mem.,  800  volunteers;  underwriters* 
rating,  second  class. 

Watbk  Supply— Source,  si>ringB  and  mountam 
streams,  9Vi  miles  from  business  center;  aystem, 
gravity;  quality  of  water,  good;  res.  cap.  300,000,- 
000  gals.,  located  10  miles  from  citv;  mains,  cast 
iron.  55.92  miles,  3  to  24  in.  dia.;  77  hydrants,  Lud- 
low, Wood;  307  valves,  Ludlow,  Eddy;  meters,  to- 
tal number  54,  Crown,  Herse^,  owned  by  Co.; 
pressure,  dom.  and  fire  75  to  85  lbs. ;  bonded  debt, 
$326,000;  int.  paid  on  bonds,  4  and  5  per  cent; 
works  belong  to  Co. 

SHARON,  pop.  22,000;  fire  area,  1,300  acres; 
mercantile  bldgs.,  brick,  2  and  3  stories;  private, 
wood,  2  stories ;>  wooden  roofs  permitted;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated ; 
av.  fire  loss  per  yr.  for  3  yrs.,  $32,333;  av.  ins.  for 
same  time,  $51,000.  Fire  dept.— 8  c.  hand  ex.,  1 
h.  &  1.  truck,  1  aerial  truck,  2  hose  wagons,  6  , 
horses;  hose,  cotton,  rubber  lined,  good.  3,500  ft;  ' 
fire  alarm,  Gamewell,  6  boxes;  value  of  dept.  ! 
equipment,  $11,000:  value  of  bldgs.,  $8,000;  ann. 
exp.  of  dept,  $5,000;  total  mem.,  30,  paid  full  time 
6,  volunteers   28. 

Water  Supply— Source,  river;  system,  pump  to 
main:  filtration  system,  N.  Y.;  cap.  of  plant, 
2,000,000  gals.;  Pittsburg  cap.,  2,000,000;  qual- 
ity of  water,  good;  3  pumping  engines,  class 
2  comp.  cono.,  1  triple  expansion,  size  1, 
15  X  23  X  38,  2,  12  X  24  X  10  X  18,  cap.  per  day 
6,500,000  gals.,  constructors  Deane,  Worthington; 
mains,  35  miles,  4  to  16  in.  dia. ;  214  hydrants,  Lud- 
low, Mathews;  valves,  Eddy;  meters,  total  num- 
ber 937;  3,500  services;  prcssurCj  dom.  150  lbs.,  fire 
150  lbs.;  consumption,  per  capita  75  gals.;  works 
belong  to  Co. 

SHARPSBURG,  pop,  6,842;  fire  area,  1  square 
mile;  mercantile  bldgs.,  brick,  3  and  4  stories; 
private,  wood,  2  and  8  stories;  wooden  roofs 
permitted;  no  fireworks  and  combustibles  ord.  Fire 
dept.— 1  comb.  c.  &  h.  wagon,  7  c  hand  ex.,  1 
h.  &  1.  truck,  2  hose  carnages,  4  horses;  hose, 
cotton,  rubber  lined,  good,  4,000  ft;  fire  alarm, 
Gamewell,  23  boxes;  value  of  dept.  equipment, 
$16,000;  value  of  bldgs.,  $16,000;  ann.  exp.  of  dept, 
$2,500;  total  mem.  132,  paid  full  time  4,  volunteers 
128;  underwriters'  rating,  third  class. 

Water  Supply— Source,  artesian  wells  and  Al- 
legheny river,  1  mile  from  business  center;  sys- 
tem, pump  direct;  quality  of  water,  good;  2  pump- 
ing engines,  class  dup.,  cap.  per  day  2,000.000  gals., 
constructor  McGowan;  mains,  cast  iron,  25  miles, 
4  to  14  in.  dia.;  71  hydrants,  Ludlow;  meters, 
total  number  22,  Crown  2,  Pittsburg  20,  owned 
by  consumer;  800  services;  pipe,  lead;  pressure, 
dom.  86  lbs.,  fire  120  lbs.;  works  belong  to  city. 

SHARPSVILLE,  pop.  4,000;  fire  area,  700  acres; 
mercantile  bldgs.,  brick,  2  and  3  stories;  private, 


wood  and  brick,  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.  Fire 
dept— 1  comb.  h.  &  1.  &  hose  wagon,  2  hose  carts; 
hose,  cotton,  rubber  lined,  good,  1,900  ft;  inferior, 
all  kinds.  200  ft;  total  hose,  2^00  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept  equipment,  IZjOOO; 
value  of  bldgs.,  $8,000;  ann.  exp.  of  dept,  $700; 
total  mem^  &  volunteers. 

Water  S>upply— Source,  well.  ^  mfle  from  Inin- 
ness  center;  svstem,  pump  to  stdp.;  stdp.  cap.,  M3A 
gals.^  dim.  20  x  80,  material  used  in  cons,  iron; 
auaJity  of  water,  hard;  2  pumping  engines,  class 
dup..  cap.  per  day  300,000  gala.,  constructor. 
Hughes;  mains,  iron.  VA,  miles,  4  to  10  in.  dia.; 
.90  Hydrants;  meters,  total  number  4,  Empire, 
owned  by  consumer;  375  services;  pipe,  lead; 
pressure,  dom.  76  lbs.,  fire  112  lbs.;  cost  to  con- 
struct, $32,500;  bonded  debt  $25,500;  int  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $3,000;  works 
belong  to  city. 

SHEFFIELD,  pop.  2,600;  mercantile  bldsa.. 
brick  and  wood,  1  to  8  stories;  wooden  roofs  per- 
mitted in  fire  area.  Fire  dept— 1  steamer,  1  iC  ft 
1.  truck,  1  hose  wagon.  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  3,500  ft 

Water  Supply— Source,  Deer  Lick  Run;  sys- 
tem, gravity;  res.  cap.,  4,500,000  gals.;  mains,  cast 
iron,  6  miles,  4  to  8  in.  dia.;  40  hydrants;  pres- 
sure, fire  75  lbs. 

SHENANDOAH,  pop.  it.^1;  fire  area.  I,20D 
acres;  mercantile  bTdga.,  brick  and  wood,  2^ 
stories;  private  bldgs.,  wood,  2^  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 2  steaas- 
ers.  3  c.  engines.  8  c.  nand  ex.,  1  h.  &  L  track,  1 
hose  wagon,  4  nose  carriages,  10  horses;  hose, 
cotton,  rubber  lined,  «>od,  8.500  ft;  inferior,  aD 
kinds,  300  ft;  total  hose,  3,800  ft;  fire  alarm, 
Gamewell;  15  boxes:  value  of  dept  equipment. 
$37,000;  value  of  bldgs.,  $38,500:  ann.  exp.  of 
dept,  $3,000:  total  mem.,  400;  paid  full  time,  3; 
volunteers  397. 

Watxr  Supply — Source,  streams  and  springs,  5 
miles  from  business  centre;  system,  pump  to  rea,; 

Duality  of  water,  good;  res^  cap.,  6,000,000  gala.; 
pumping  engines,  cap.  i>er  day  4,000,000  gaia.; 
constructors  JeansviUe;  mains,  sted  and  cast  iron, 
22  miles,  4  to  12  in.  dia.;  85  hydrants,  Wooa. 
Tamaqua;  100  valves.  Wood;  meters,  total  mm.bcr. 
0  National;  meters  owned  by  city:  1,600  serriccfl; 
pipe,  iron;  pressure,  dom.  00  lt».,  fire  96  Iba.;  con- 
sumption per  dav.  1,600,000  gala.,  per  cap.  90 
gals.;  cost  to  construct,  $237^000;  int  pcid  on 
bonds,  5  per  cent;  ann.  cost  of  mtce.,  |ri80,000; 
works  belong  to  city. 

SHICKSHINNY,  pop.  1,456;  fire  area.  10  acres: 
bldgs.,  brick  and  wood,  3  stories;  wooden  roofs 
not  permitted.  Fire  dept- 1  h.  &  1.  truck,  2  ex.; 
hose,  1,600  ft;  38  volunteers;  bell  alarm;  equip- 
ment, $3,000. 

Water  Supply — Source,  creek,  ^  miles  from 
business  centre;  system,  gravity;  mains,  cast  iroxi, 
6  miles.  2  to  16  in.  dia.,  Jackson  ft  Woodin;  190 
hydrants;  12  valves;  150  services;  pipe.  gal^.  iron; 
pressure,  fire,  45  lbs.;  cost  to  cons.«  $12,000;  ann. 
cost  of  mtce.,  $200;   works  belong  to   Co. 

SHIPPENSBURG,  pop.  4,000;  fire  area.  300 
acres:  mercantile  bldgs..  brick,  1  to  4  stories;  pri- 
vate bld«,  brick  and  wood,  2  stories:  wooden  roofs 
permitted;  fireworks  and  combustible  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  2 
yrs..  $13,750;  a  v.  ins.  for  same  time,  $7,500.  Fire 
dept — 2  c.  hand  ex.,  1  h.  &  L  truck,  4  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  goo<it  300  ft; 
rubber,  good  900  ft;  inferior,  all  kinds,  500  ft; 
total  hose,  1,700  ft;  fire  alarm,  bell;  value  of 
dept  equipment  $1,500;  value  of  Udgs.,  $3,000; 
total  mem^  100. 

Water  Supply— Source,  springs,  5  miles  from 
business  center;  system,  gravity;  quality  of  water. 
good;  res.  cap.  3,000,000  gals.,  located  1  mile  south 
of  town;  mams,  cast  iron,  16^  miles,  4  to  12  m. 
dia.;  66  hydrants;  60  valves;  meters,  total  number 
6,  owned  by  consumer;  800  services;  pipe,  galv. 
iron;  pressure,  dom.  68  lbs.,  fire  70  lbs.;  consump- 
tion per  day,  460,000  gals.;  cost  to  constract  $iS.- 
000;  bonded  debt.  $50,000;  int  paid  on  bonds,  4 
per  cent;  cost  of  mtce.,  $500;  works  belong  to 
city. 
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SLATINGTON*  pop.  4,200;  fire  area,  200  acres: 
mercantile  bidga.,  stone,  brick  and  wood,  2  to  o 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
rsted.  Fire  dept.— 1  steamer,  26  c.  hand  ex.,  1  h. 
&  L  truck,  2  hose  carriages,  1  c.  comb,  wagon.  2 
horses;  hose,  cotton,  rubber  lined,  good,  600  it.; 
rubber  good,  1,500  ft.;  inferior,  all  kinds,  400  ft.; 
total  hose,  2,400  ft. ;  fire  alarm,  cell ;  value  of  dept. 
equipment,  $10,000;  value  of  bidgs.,  $12,000;  ann. 
exp.  of  dept.,  $M)0;  total  mem.  185,  paid  full 
time  1,  paid  part  time  10,  174  volunteers. 

Water  Supply — Source,  springs  and  artesian 
wells;  system,  gravity;  mains,  11  miles,  4  to  8  in. 
dia. ;  46  hydrants,  Mathews  and  Wood;  53  valves; 
750  services;  pressure,  dom.  80  lbs.,  fire  140  lbs.; 
cost  to  construct,  $45,000;  works  belong  to 
borough. 

SMETHPORT,  pop.  1 704;  fir«  area,  475  acres; 
mercantile  bldgs.,  wood  and  brick,  8  stories; 
private,  wood,  2yi  &  S  stories:  wooden  roofs  per- 
mitted; no  fireworks  and  combustibles  ord.  Fire 
dept. — 1  h.  &  1.  truck,  8  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  1,000  ft.;  rubber,  good  800 
ft.;  total  hose,  1,800  ft.;  fire  alarm,  whistle;  value 
of  dept.  equipment,  $2,000:  value  of  bldgi. 
$2,500;  ann.  exp.  of  dept.,  $200;  total  mem.,  80 
volunteers. 

Watbs  Supply— Source,  spring  and  streams,  8 
miles  from  business  center;  res.  cap.,  1,000,000 
gals.;  niains,  iron^  10  miles,  4  to  6  m.  dia.;  82 
hydrants:  500  services;  pipe,  lead;  pressure,  dom. 
9o  lbs.,  fire  45  lbs.;  cost  to  construct,  $60,000;  cost 
of  mtce.,  $500;  works  belong  to  city  and  Co. 

SOMERSET,  pop.  2,000,  are  area,  000  acres; 
mercantile  bldgs.,  stone,  brick  anc*  wood,  1  to  4 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  c  hand  ex.,  1  h.  &  1.  truck,  2^  hose 
wagons,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,000  ft.;  fire  alarm,  whistle;  total 
mem.,  100  volunteers. 

Watbr  Supply— Source,  wells,  V&  mile  from 
business  center;  system,  pump  to  res.;  res.  cap., 
2,000,000  gals.;  8  pumping  engines;  constructor 
Downie;  6  miles;  6o  hydrants;  meters,  total  num- 
ber 50;  pressure,  dom.  90  lbs.;  fire,  00  lbs.;  cost 
to  construct,  $50,000;  ann.  cost  of  mtce,  18,000; 

SOUTH  BETHLEHEM,  pop.  20,000;  fire  area, 
815  acres;  merctintile  bldgs..  brick,  2^  to  4  sto- 
nes: private,  brick  and  wood,  2H  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  steamer,  1  h.  &  I.  truck,  4  c.  hand 
ex.,  1  aerial  truck,  2  hose  wagons,  1  hose  carriage. 
7  horses;  hose,  cotton,  rubber  hned,  good,  4,000 
ft. ;  inferior,  all  kinds,  1,800  ft. :  total  hose.  8,800 
ft.;  fire  alarm,  Gamewell,  6  indicators;  value  of 
dept.  equipment,  $17,548;  value  of  bldgs.,  $20,000: 
ann.  exp.  of  dept,  $4,000;  total  mem.,  216;  paid 
part  time  11,  204  volunteers. 

Water  Supply — Source,  river;  system,  pump  to 
reservoir;  res.  cap.  15,000,000  gals;  cap.  per  day 
5.fK)0,000  gals.^  constructor  Dickson:  maina,  16 
miles,  8  to  20  m.  dia.;  75  hydrants;  maker,  Tam- 
aqua;  175  valves;  makers  National;  meters,  total 
number  8  National;  pressure,  dom.  80  lbs.,  fire  100 
lbs.;  cost  to  construct,  $260,000;  works  belong  to 
Co. 

SOUTH  FORK,  pop.  5,000;  fire  area,  125  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  4  sto- 
ries; private,  wood,  2  stories:  wooden  roofs  per- 
mittea  in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept. — 10  chem.  nand  ex.,  1 
hose  wagon;  1  hose  cart;  hose  cotton,  rubber 
lined,  good,  2,000  ft.;  inferior,  all  kinds,  300  ft.; 
total  hose  2,300  ft.;  fire  alarm,  bell  and  whistle; 
value  of  dept.  equipment,  3,800;  value  of  bldgs., 
9000:   total  mem.,  110  volunteers. 

Watkx  Supply — Source,  river,  4^  miles  from 
busincas  center;  systenvjiravity;  quality  of  watei, 

food:  res.  cap.,  20,000,000  gals.;  mains,  cast  iron, 
miles,  10  m.  dia.;  93  hydrants,  Pittsburg;  46 
valves,  Williamsport;  meters,  total  number  6,  Key- 
stone; meters  owned  by  company;  80  services; 
pipe,  gal  v.  iron ;  pressure,  dom.  90  lbs.,  fire  90  lbs.; 
cost  to  cons.,  $72,000;  ann.  cost  of  mtce.,  $400; 
works  belong  to  Co. 


SOUTH  WAVERLY,  pop.  1,215.  Fire  dept 
not  reported. 

Watxr  Supply — Source,  Waverly  Water  Co^: 
system,  gravity;  pipe  8  miles,  4  to  8  in.  dia.;  80 
taps;  pressure  87  1m. 

SPRING  CITY,  pop  2,586;  fire  area,  1 1-2  sq. 
miles;  bldgs.,  brick  and  stone,  2  and  8  stories; 
wooden  roofs  permitted;  fireworks  ord.  Fire  dept 
— ^1  steam  engine,  2  hose  carriages,  1  hose  wagon, 
ladders,  etc.;  hose,  cotton,  good,  1,600  ft.;  bell 
alarm;  value  of  equipment,  $5,000;  value  of  bldgs., 
$5,500;  ann.  exp.,  $480;  total  membership,  191  vol- 
unteers. 

Water  Supply — Source,  cistern,  capacity  CNX) 
hhds.,  and  canal;  17  hydrants;  18  valves;  2  meters. 
(Supply  from  Royersford.) 

SPRING  GROVE,  pop.  1,300;  fire  area,  60  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  3  stories; 
wooden  roofs  permitted  causes  of  nre  investigated; 
av.  fire  loss  per  yr.  for  the  last  3  yrs.  $300.  Fire 
dept. — 2  hose  carriages;  hose,  300  ft.  linen  cotton, 
rubber  lined  good.  1,500  ft,  total  hose  1,800  ft.; 
fire  alarm,  bell  on  town  hall;  value  of  dept. 
equipment,  $2,600;  ann.  exp.  of  dept.,  $100;  85 
volunteers. 

Water  Supply— Source,  res.,  ^  mile  from  busi- 
ness center;  system,  gravity:  construction,  con- 
crete; quaU^  of  water,  good;  res.  cap.,  600,000 
gals.;  nitration  system,  Warren;  2  pumping  en- 
gines, constructors  F.  Lehman  &  Co.;  mains,  cast 
iron,  4  to  12  in.  dia.;  16  hydrants;  pipe,  wrought 
iron;  pressure,  dom.  80  lbs.,  fire  160  lbs.;  works 
belong  to  private  Co. 

STEELTON.  pop.  16,500;  fire  area,  300  acres; 
mercantile  bldgs.,  wood  and  brick,  2  and  8 
stories;  private,  wood,  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 1-  steamer.  1  comb,  hose  &  c.  wagon, 
4  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon,  8 
hose  carriages.  8  horses:  hose,  cotton,  rubber 
lined,  good,  2,a00  ft.:  rubber,  good,  500  ft:  toUl 
host,  8,000  ft;  fire  alarm,  whistle;  value  of  dept 
equipment,  $11,000;  value  of  bldgs.,  $12,000;  ann. 
exp.  of  dept.,  $10,000;  toUl  mem.,  500,  paid  full 
time  4,  volunteers  448. 

Water  Supply— Source,  river,  ${  mile  from  bust 
ness  center;  system,  pump  to  reservoir  and  direct, 
res.  cap.  7,000,000  gals.;  2  pumping  engines, 
class  comp.  cond.,  cap.  per  day,  8.000,000  gals.; 
constructors  Deane;  mains,  14  K  miles,  4  to  24  in. 
dia.;  107  hydrants,  makers  Rensselaer;  150  valves; 
meters,  total  number  18,  Crown  4,  Union  1,  Gem 
2,  Hersey  Rotary  1,  Thomson  4,  Buffalo  3,  Nash 
8;  600  services:  pipe,  galv.  iron;  pressure,  dom. 
100  lbs.,  fire  100  lbs.;  consumption  per  day  9,000,- 
000  gals.,  per  cap.  75  gals.;  bonded  debt,  $800,000; 
ann.  cost  of  mtce.,  ^,000;  works   belong  to  city. 

STONEBORO,  pop.  1,804;  bldgs..  wood.  Fire 
dept— 1  c.  engine,  1  h.  &  1.  truck,  1  hose  car- 
riage; total  hose,  1,200  ft.;  fire  alarm,  beU;  total 
mem.,  24  volunteers. 

Watem  Supply — Source,  reservoir:  system,  grav- 
ity; res.  cap.  7,000  bbls.;  engine  ana  windmills. 

STRASBURG,  pop.  1,000;  fire  area,  400  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  sto- 
ries; private,  brick  and  wood,  l.and  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.^hose  carriages;  hose,  cotton,  rubber 
lined,  good,  900  ft;  rubber,  good,  900  ft;  total 
hose,  1,800  ft;  value  of  dept  equipment,  $1,000; 
value  of  bldgs.,  $100. 

Water  Supply— Source,  springs,  6  miles  from 
business  center;  system,  gravity;  res.  cap.,  100,000 
gals.;  mains,  cast  iron,  7  miles,  4  to  8  in.  dia.;  86 
hydrants;  12  valves;  meters,  total  number  3,  Key- 
stone 2,  Lambert  1.  owned  by  consumer;  190  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  60  to  70 
lbs.;  cost  to  construct,  $21,000;  bonded  debt,  $18,- 
000:  int.  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
$1,541;  works  belong  to  city. 

STROUDSBURG,  pop.  4,600;  fire  area,  640 
acres;  bldgs.,  brick  and  wood,  2  and  8  storicif; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  steamer,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,800  ft; 
inferior,  all  kinds,  1,000  ft.;  total  hose,  2,800  ft; 
value  of  dept.  equipment,  $12,000;  value  of  bldgs., 
$3,500;  total  mem.,  48  volunteers. 
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Watik  SuppLT^Source,  •i>ring8,  2  miles  from 
business  center;  system,  gravity  and  pump  to  res.; 
2  small  pumps  for  emergency;  quality  of  water, 
goodj  res.  cap.,  4.000,000  gals.;  mains,  cast  iron. 
16  miles,  4  to  10  in.  dia.:  86  hydrants:  20  valves; 
meters,  total  number  12.  Crown  10,  Ball  &  Fitts  1, 
Columbia  1,  owned  by  Co. ;  pressure,  dom.  40  lbs., 
fire  40  lbs.;  consumption  per  day,  800,000  gals.; 
int.  paid  on  bonds,  5  jper  cent;  cost  of  mtce., 
$2,400;  works  belong  to  Co. 

SUGAR  NOCH,  pop.  2,290;  mercantile  bldgs.. 
wood  and  brick,  2  and  3  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works  and  combustibles  ordj^  causes  of  fires  in- 
vestigated; fire  loss  for  yr.,  |oO;  ins.  involved  for 
same  time,  |3,500.  Fire  dept.— 1  hose  wagon,  1 
horse;  hose,  cotton,  rubber  lined,  good,  1,W)0  ft.; 
fire  a^arm;  value  of  dept.  equipment,  $1,600;  value 
of  bldgs.,  14,000;  anji.  exp.  of  dept.,  HOO;  toUi 
mcni.,  50   volunteers. 

Water  Supply— Source,  from  Spring  Brook 
Water  Supply  Co.,  Wilkesbarre. 

SUMMIT  HILL,  pop.  2.886;  fire  area.  400 
acres;  mercantile  bldgs.,  wood.  2  and  3  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted 
m  fire  area;  fireworks  and  combustibles  ord; 
causes  of  fires  investigated;  fire  loss  for  yr., 
$2,000;  ins.  involved  for  same  time,  $4,000.  Fire 
dept.— 1  steamer,  1  hose  carriage;  hose,  cotton, 
rubber  lined,  good,  600  ft.;  inferior,  all  kinds.  9W 
ft;  total  hose.  1.400  ft.;  value  of  dept.  equipment. 
EJJpO;  value  of  bldgs.,  $3,000;  ann.  exp.  of  dept., 
$150;  total  mem.,  60  volunteers. 

WATBa  Supply — Source,  mountain  stream,  2 
miles  from  business  center;  system,  pump  to  res.; 
res.  cap.,  281.250  gals.;  pumping  engines,  cap. 
per  day.  .'ID.OOO  gats.;  constructors.  Carter  & 
Allen;  mains,  cast  iron.  6  milea,  4  to  8  in.  dia.. 
Warren;  10  hydrants.  Tamaqua;  350  services;  kind 
of  pipe.  galv.  iron;  pressure,  fire,  45  lbs.;  cost  to 
construct.  $15,000;  cost  of  mtce.,  $1,500;  works 
belong  to  Co. 

SUNBURY  pop.  14.000;  fire  area,  1,920  acres; 
mercantile  bldRs..  stone  and  brick,  2  to  4  stories; 
private,  brick  and  wood,  2  and  8  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av.  fire 
loss  per  yr.  for  3  yrs.,  $1,333;  av.  ins.  involved  for 
same  time,  $2,833.  Fire  dept.— 2  steamers,  2  c.  en- 
gines, 4  c.  hand  ex.,  1  h.  &  1.  truck,  10  nose  car- 
riages, 6  horses;  hose,  cotton,  rubber  lined,  good, 
8.000  ft;  fire  alarm,  bell;  value  of  dept.  equip- 
ment. $17,000:  value  of  bldgs..  $30,000;  ann.  exp. 
of  dept..  $4,500;   total  mem.,  800  volunteers. 

VVateb  Supply — Source,  spring  and  surface 
water;  system,  pump  direct;  res.  cap.,  23.489,- 
000  gals.;  2  pumping  engines;  cap.  per  day,  7,000.- 
000  gals.;  constructor  Worthington;  mains,  90 
miles,  6  to  16  in.  dia.,  Jackson  &  Woodin;  42  hy- 
drants, Mathews.  Wood:  30  valves;  fire  100  lbs.; 
cost  to  construct.  $110,000;  ann.  cost  of  mtce., 
$3,000;  works  belong  to  Co. 

SUSQUEHANNA,  pop.  4,600;  fire  area,  8  acres; 
mercantile  bldgs..  brick  and  wood,  2  to  4  stories; 
private  bldgs..  wood,  2  stories;  wooden  roofs  not 
permitted:  fireworks  and  combustibles  ord.;  causes 
of  fires  investijtated.  Fire  dept. — 1  c.  eng..  20 
c.  h«nd  ex  1  h  /t  1  truck.  S  hose  carris^ees:  ho-^e. 
cotton,  rubber  lined,  good  800  ft.;  rubber,  good 
1.200  ft.;  linen,  good  l.flOO  ft.;  inferior,  all  kinds. 
900  ft.;  total  hose.  4.500  ft.:  fire  alarm.  Ciamewell.  18 
bnxe«:  value  of  rl*»pt.  eqnipment.  $2,000:  value  of 
fire  dept.  hldjrs.,  $1,500:  total  mem.,  97  volunteers; 
underwriters'  rating,  second  class. 

Watfr  SuprLv— Source,  lake.  2  miles  from 
business  center;  system,  rravity;  quality  of 
water,  cood:  res.  cap.,  900.000  gals,  and  lake 
20.000.000  rals. :  trains,  cast  iron,  20-  miles.  2 
to  12  in.  dia.:  42  hydrants:  43  valves:  meters,  total 
number  21.  Crown  19,  Empire  1,  Nash  1.  owned 
by  Co.:  976  servires;  pipe.  galv.  iron;  pressure, 
dom.  50  lbs.,  fire  50  to  100  lbs.;  cost  to  construct, 
$87,000:  int.  paid  on  bonds,  4^  and  5  per  cent; 
works  belong  to  Co. 

SWTSSVALE.  pop.  8,000:  fire  area,  1%  miles: 
mercantile  h'dirs..  hrtck.  1  to  8  stories:  private, 
brick.  1  to  8  stories;  wooden  roofs  not  permitted 
in  fire  area:  fireworks  and  combustible"  ord.: 
causes  of  fires  investigated.  Fire  dept. — 2  h,  8k  1. 
trucks,  1  hose  wagon,  4  hose  carriages;  hose,  cot- 


ton, rubber  lined,  good,  1,000  ft.;  rubber,  good, 
500  ft.;  inferior,  all  kinds.  1,600  ft.;  total  loae, 
3,000  ft.;  fire  alarm,  IH  boxeb;  value  oi  dcpL 
equipment,  $7,530:  value  of  bldgs.,  $19,000;  ana. 
exp.  of  dept.,  $3,800;  toUl  mem.,  40  volunteers. 

WAxaa  Supply— Source,  Penn  Water  Co.;  86 
hydrants. 

TAMAQUA,  pop.  8.000;  fire  area,  1,500  acres; 
mercantile  bldgs..  brick  and  wood,  2H  to  4  sto- 
ries; private,  brick  and  wood,  2%  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept.~l  steamer,  1  c  engine,  1  h.  &  1.  truck,  6 
hose  carriages,  2  horses;  hose,  cotton,  rubber 
lined,  good,  4,000  ft.:  rubber,  good,  2.'iO  ft.;  to^al 
hose.  4,260  ft.;  fire  uarm,  whittle;  value  of  dept 
equipment,  $12,000;  value  oi  bldgs..  (lA.uiaj;  una. 
exp.    of   dept.,    $660;   total   mem.,   400   volunteers. 

WATEi  bUPPLY—Source,  springs,  3H  niilca  from 
business  center;  ayatem,  gravity;  res.  cap.,  63,UUQ,- 
000  gals.;  mains.  20  miles,  4  to  16  in.  dia.;  9e;  hy^ 
drants;  150  valves;  meters,  total  number  10,  Nep- 
tune, owned  by  city;  8,000  services;  pipe,  iron  and 
lead;  pressure,  dom.  70  lbs.,  fire  1U8  lbs.;  cost  to 
construct,  $160,000;  int.  paid  on  bonds,  SV^  per 
cent;  coat  of  mtce.,  $2,000;  works  belong  to  city. 

TARENTUM,  pop.  7,267;  fire  area,  960  acres; 
mercantile  bldgs.,  brick  and  wood,  3  stories;  pri* 
vate,  wood,  2  1-2  stories:  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  depu — 1 
steamer,  1  h.  &  1.  truck,  1  hose  wagon,  5  buse  car- 
riages, 2  horses;  hose,  cotton,  rubber  lined,  good 
2.«»">  ft.;  rubber,  good  S<I0  ft.;  inferior,  ail  kinds 
1,000  ft.;  total  hose,  8,600  ft.;  fire  alarm,  bell  and 
Miii^tle;  value  of  dcpL  equipment,  $B,UUU;  value  of 
bldgs.,  $16,000;  ann.  exp.  of  dept.,  SS^iU;  total 
mem.,  400  volunteers.  Underwriters*  rating,  third 
class. 

Watkb  Supply — Source,  river  and  springs;  sys- 
tem,  gravity,  pump  to  res.;  quality  of  water,  good; 
res.  cao.  2,(JUU,UU0  gals.;  pumping  engines,  cap.  per 
day,  2,0UO,UUO  gals.,  constructors  Smiiu-Naile; 
mains,  1ft  miles,  3  to  12  in.  dia..  Wood;  6il  hydrants, 
Mathews;  meters,  total  number  11;  97(1  services; 
pressure,  dom.,  85  lbs.;  fire  85  lbs.;  cost  to  cuns^ 
$210,977;  int.  paid  on  bonds,  5  per  cent.;  ann.  cost 
of  mtce.,  $6,865;  works  belong  to  Co. 

TAYLOR  pop.  6,443;  fire  area.  1.880  acres; 
mercantile  bldgs.,  wood,  2  and  4  stories;  pri- 
vate, wood,  1  to  3  stories;  wooden  roofs  permit- 
ted; no  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  3  yrs.. 
$240.  Fire  dept.— 2  c  hand  ex..  1  hose  wagon.  I 
hose  carriages;  hose,  rubber,  good.  1.100  ft.;  can- 
vas, 300  ft.;  total  hose,  1,400  ft.;  fire  alarm, 
(iamewell,  6  boxes;  value  of  dept.  equipment, 
$3,300;  ann.  exp.  of  dept,  $250;  total  mem.,  101 
volunteers, 

Watkb  Supply — Source,  wells  and  srrings,  9 
miles  from  business  center;  system,  gravity,  and 
pump  direct;   25  hydrants;  works  belong   to  Co.. 

TELFORD,  pop.  1.613.  Fire  dept.— 1  hand  en- 
ine,  1  hose  carriage;  hose  cotton,  good,  €60  ft; 
re  alarm,  bell;  value  of  blags.,  $2,000;  total  mem.. 
45  volunteers. 

Watkr  Supply — Source,  wells  and  cistema. 

TIDIOUTE.  pop.  1.237;  bldgs..  wood,  2  stories; 
wooden  roofs  permitted.  Fire  dept. — 1  hand  en 
gine.  6  hose  csrriages;  hose,  cotton,  nibh4n-  lined, 
good  1.400  ft.;  linen,  good  1,400  ft.;  mhbcr.  good 
500  ft.:  total  hose,  8.300  ft;  value  of  dept.  equip- 
ment. $2,000;  value  of  bldgs.,  $800;  total  mem..  60 
volunteers. 

Water  Supply— >Source,  mountain  streams.  4H 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water,  good;  res.  cap.,  627.000  gals.:  mains, 
cast  iron,  5  miles,  4  to  10  m.  dia.;  S7  hydrants,  81 
valves;  meters,  total  number  4,  owned  by  Co.; 
201  services:  pipe,  galv.  iron ;  pressure,  dom.  W 
lbs.,  fire  66  lbs.;  cost  of  mtce.,  $800;  works  belong 
to  Co. 

TTOGA,  pop.  524;  fire  area,  800  acres;  mercan- 
tile bldfrs.,  brick.  2  and  3  stories*  private,  wood,  t 
stories:  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.  Fire  dept — 1  h.  A  1.  trock.  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good 
l.OtIO  ft.:  total  mem..  100  volunteers. 

Watbr  Supply — Source,  sprinies,  11-2  miles  from 
business  center;   system,   gravis,   pomp  to 
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quality  of  water,  good;  res.  cap.  1^000,000  gab.; 
located  near  village;  1  pumping  engine*  class  dup., 
cap.  per  day,  1,UU0,(HX)  gain.,  constructors  Worth* 
ington;  mains,  cast  iron,  8  1-2  miles.  4  to  6  in. 
dia.:  15  hydrants,  makers  Ay  res;  31  valves,  makers 
Luolow;  services,  kind  of  pipe,  galv.  iron;  pres- 
sure, fire  W  lbs.;  cost  to  construct,  $20,iJU0; 
works  l>elong  to  Co. 

TITUSVILLE,  pop.  10.000;  fire  area,  1,500  acres; 
bldgs.,  brick  and  wood,  8  stories;  wooden  roofs 
not  permitted;  fireworks  and  combuaiibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 2  steam- 
ers, 1  h.  &  1.  truck,  2  hose  wagons,  2  hose  car* 
riages,  6  horses;  hose,  cotton,  rubber  lined,  good 
8,UU0  ft.;  inferior,  all  kinds,  1.7U0  ft.;  total  hose, 
4,74K)  ft.:  fire  alarm,  bell;  value  of  dept.  equip- 
ment. $18,700;  value  of  bldgs.,  $12,000;  ann  exp. 
of  dept.,  $4,000;  total  mem.,  24;  paid  full  time.  8: 
paid  part  time  21;  underwriters  rating,  second 
class. 

Water  Supply — Source,  wells;  system,  pump  or 
direct:  quality  of  water,  good;  pumping  eng.,  cap. 
per  day.  6.000,000  gals.;  constructors.  Holly: 
mains.  lOVi  miles,  2  to  16  in.  dia.;  115  hydrants; 
meters,  total  number,  75;  2,500  services;  pressure, 
dom.  70  lbs.,  fire  100  lbs.:  consumption,  per  day 
1,700,000  gals.,  per  cap.  210  gals.;  cost  to  con- 
struct, $170,000;  bonded  debt,  $44,000;  ann.  cost 
of  mtce.,  $12,000;  works  belong  to  city. 

TO  WAN  DA,  pop.  4,700;  fire  area,  2  sq.  miles; 
mercantile  bldgs.,  brick,  3  to  5  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  ord.  Fire  dept.— 1  steamer,  1  h.  &  1. 
truck,  5  hose  carriages;  hose,  cotton,  rubber  lined, 
4,600  ft.;  fire  alarm,  bell  ana  siren  whistle;  value 
of  dept.  equipment,  S8.000;  ann.  exp.  of  dept,  $000; 
total   mem.,   300  volunteers. 

Watbk  Supply— Source,  springs;  system,  grav- 
ity to  rcbcrvoir;  (Quality  of  water,  good;  res.  cap., 
7S0.0OO  gals.;  mams,  cast  and  wrought  iron.  80 
miles.  4  to  12  in.  dia.;  makers.  Wood.  Donaldson; 
08  hydrants,  makers.  Wood.  Chapman;  meters, 
total  numbo',  8;  meters  owned  by  consumer; 
1.021  servicer;  kind  of  pipe,  iron;  pressure,  dom. 
110  lbs.,  fire  110  lb;*.;  cost  to  construct.  $10.\000; 
bonded  debt.  $100,000:  int  paid  on  bondn,  5  per 
cent.:  ann.  cost  of  mtce.,  $7;  works  belong  to 
company. 

TOWER  CTTY,  pop.  2,300;  fire  area,  300  acres; 
mercantile  bldgs.,  oHck  and  wood,  2  and  3  sto- 
ries; private,  wood,  2^  stories;  wooden  ronfs  per- 
mitted in  fire  area;  fireworks  and  combustiD'es 
ord.  Fire  dept.— 1  c,  engine,  2  hose  carnages; 
hose,  cotton,  rubber  lined,  good,  l.ORO  ft.;  in- 
ferior, all  kinds,  100  ft.:  total  hose.  1.150  ft.;  fire 
alarm,  whistle;  value  of  dept.  eqiiipment,  $1,000; 
ann.  exp.  of  dept.,  ^00;  total  mem.,  125  volun- 
teers. 

Water  Supply — Source,  mountain  springs,  1% 
miles  from  business  center;  system,  gravity  and 
pump  to  res.;  quality  of  water,  good:  res.  cap. 
15.000,000  gals.,  located  on  mountain:  1  pumping 
engine,  class  comp.,  cap.  per  day  500.000  gals., 
constructor  Worthington;  mains,  cast  iron,  9 
miles,  4  to  8  in.  dia.;  5  hydrants;  meters,  total 
number  5,  Wortbington  1,  Buffalo  4;  pressure, 
dom.  70  lbs.,  fire  70  lbs.:  cost  to  construct.  $25,000; 
bonded  debt,  $40,000;  int.  paid  on  bonds,  5  per 
cent;   co.st  of  mtce.,  $400;  works  belong  to  Co. 

TREMONT.  pop.  1,947:  fire  area.  400  acres; 
mercantile  bldgs..  wood  and  brick.  2  to  4  stories: 
private,  wood  and  brick.  3  stories:  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated:  fire  loss  per  yr.  for  3 
yrs.,  $200.  Fire  dept.— 1  steamer.  1  h.  ^  1.  truck, 
1  ho^e  wagon.  1  hose  carriage:  hose,  cotton,  rub- 
ber lined,  good,  1.000  ft.;  rubber,  good  IRO  ft.: 
inferior,  all  kinds,  100  ft.;  total  hose,  1.300  ft.:  fire 
alarm,  whistle:  value  of  dept.  equipment.  $5,000; 
vaUie  of  hides.,  $.T000:  ann.  exp.  of  dept.,  $100: 
total   mem..  70  volunteers. 

Watkw  Supply — Source,  streams  and  snrings: 
system,  gfravity:  res.  cap.,  l.OOO.onO  palR.:  mains. 
8  mflesi.  4  to  fl  in.  dia..  Mrllert:  2."^  hvdrants. 
Mellert;  pressure,  dom.  (W  lbs.:  fire  7."  lbs.:  cost 
to  construct.  $S2.000;  ann.  cost  of  mtce..  $200; 
works  belong  to  Co. 

T"RnY,  pop.  1.600:  fire  area.  200  seres:  mercan- 
tile blHsrs..  brick  and  wood.  1  to  3  stories;  pri- 
vate, brick  and  wood.  2  stories;  wooden  roofs  per- 


mitted in  fire  area;  fireworks  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  steamer,  1  h.  vV  1. 
truck,  2  hose  carriages;  hose,  cottun,  rubber  lined, 
good,  2,U00  ft.:  fire  alarm,  bell;  value  of  dipt, 
equipment,  $6,000;  value  of  bldgs.,  $2,U0U;  ann. 
exp.  of  dept.,  $3U0;  total  mem.,  5U  volunteers. 

Watkb  Supply — Source,  springs  and  wens,  3 
miles  from  business  center;  system,  gravity,  and 
pump  to  res.;  quality  of  water,  good;  res.  cap.  irn),- 
UOO  gals.;  1  pumping  engine,  size  8  x  8  x  12,  cap. 
per  day,  180,(AM>  ^als.,  constructors  Rand  Unit  Co.; 
mains,  iron,  6  miles,  4  to  6  in.  dia.  j  4U  hydrants, 
makers  Wood;  16  valves;  80t)  services;  pressuie 
dom.  70  lbs.,  fire  70  lbs.;  consumption,  per  day 
1<K>,U00  gals.,  per  cap.  IINI  gals.;  cost  tu  construct, 
$45,000;  bonded  debt.  30,000;  int.  paid  on  bunds, 
4  per  cent;  ann.  coat  of  mtce.,  $500;  works  belong 
to  ciiy. 

TUNKHANNOCK,  pop..  1,305;  fire  area,  500 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and  3 
atories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  h.  &  1.  truck,  1  jumper,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  2,500  ft.;  tire 
alarm,  bell;  value  of  dept.  equipment,  $2,500; 
value  of  bldgs.,  $3,500;  ann.  exp.  of  dept.,  $2^; 
total  mem..  40  volunteers. 

Watbb  Supply — bource,  soring,  river;  system, 
gravity;  res.  cap.  80U,0(K)  gals.;  mains.  6V^  miles. 
Wood;  27  hydrants.  Wood;  402  servicer;  pressure, 
fire  OO  lbs.;  cost  to  construct,  $4ti,0G0;  works  be- 
long to  Co. 

TYRONE,  pop.  5,847;  fire  area,  1,300  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  3  stones; 
private  buildings,  wood.  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept. — 2  steamers.  6  c.  hand  ex.,  1  h.  &  I.  truck, 

1  fire  patrol  truck,  2  hose  wagons,  6  hose  car- 
riages, 8  horses;  hose,  cotton,  rubber  lined,  good 
4,100  ft.,  inferior,  all  kinds.  000  ft.,  total  hose. 
5,000  ft  ;  fire  alarm,  whistle;  value  of  dept.  equip- 
ment, $12,000;  value  of  dept.  bldgs..  $n.(J00; 
ann.  exp.  of  dept.,  $1,450;  total  mem.,  2(X),  volun- 
teers. 

Water  Supply— Source.  Sink  Run  and  Deqkcr 
Hollow  Run,  2J^  miles  from  business  center:  sys- 
tem, gravity;  res.  cap.,  30.000.000  gals.;  mains, 
cast  iron.  20  miles.  2  to  20  in.  dia.;  Wood.  Jack- 
son &  Woodin;  50  hydrants.  Wood,  Morns  & 
Tasken.  Ludlow;.  23  valves:  meters,  total  number, 
5;  050  services:  pipe,  wousrht  iron  and  lead; 
pressure,  dom.  120  lbs.,  fire  120  lbs.;  cost  to  con- 
struct, $50,000;  cost  of  mtce.,  $1,000;  works  belong 
to  Co. 

UNION  CITY,  pop.  4,650;  fire  area,  1,000  acres; 
mercantile  bldgs,  brick  and  wood,  2  and  3  stories; 
private  bldgs,  wood.  154  and  2  stories:  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept.— 6  c.  hand  ex.,  1  h.  &  I.  truck,  2 
hose  wagons,  6  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  4,050  ft.;  value  of  dent,  equipment, 
$25,000:  value  of  dept.  bldgs.,  $7,350;  ann.  exp.  of 
dept.,  $450:  total  mem.,  287  volunteers. 

Water  Supply — Source,  springs,  2  miles  from 
business  center:   system,  gravity  and   pumn  direct: 

2  pumping  engines:  cap.  per  nay,  l.OSO.OOO  gals.: 
constructors,  Hollv;  mains,  iron,  6  miles.  6  to 
12  in.  dia.:  40  bydrant*.  WHliamsport :  600  serv- 
12  in.  dia.;  40  hydrants,  Williamsport;  6^0  services; 
pressure,  dom.  48  ^bs.,  fire  120  lb*.;  co^t  to  con- 
struct, $75,000;  bonded  debt,  $48,000;  ann.  cost  of 
mtce.,  $600;  works  belong  to  city. 

UNTONTOWN.  pop.  13.000:  fire  area.  800  acres: 
mercantile  bldgs..  stone,  brick,  wood  1  to  11 
stories:  private  bldgs.,  brick,  wood  2  S:  3  stories; 
wooden  roofs  permitted:  fireworks  and  combus- 
tibles ord.;  causes  of  fire  investigated:  av.  .ire 
loss  per  yr.  for  2  yrs..  f42..">00.  Fire  d'^pt. — I 
steamer.  5  c.  hand  ex.,  1  h.  ft  1.  truck.  S  bo«e 
carts.  2  hose  reels.  4  horses:  ho.se.  cotton.  niH- 
ber  lined,  good.  2.000  ft.;  inferior,  all  kinds.  600 
ft.:  total  hose.  2.900  ft.:  fire  alarm.  Gamewcll; 
boxes.  10:  value  of  dept.  equipment.  $20,000; 
ann.  exp.  of  dept.  $1,500;  total  mem..  75,  volun- 
teern:   underwriters*   rating,   second  cla*s. 

Water  Supply — Source,  springs,  3  miles  from 
business  center;  system,  arravity:  qualitv  of  wafer 
{food;  res.  cap..  137.000.000  eals. :  main*,  cast 
iron,  46  miles,  4  to  12  in.  dia..  Wood;  110  hydrants, 
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Mathews;  meters^  total  number  470,  Crown  26, 
Thomson  7,  Nasn  16,  Westinghouse  1;  services. 
3,000;  pipe,  lead;  pressure,  dom.  100  lbs.,  fire  100 
lbs.;  works  belong  to  Co. 

UPLAND.— No  fire  dept.;  protection  from  Ches- 
ter. 
Watbr  Supply — Source  (See  Chester). 

VANDERGRIFT,  pop.  6.000;  fire  area,  4C0  acres;    . 
mercantile  bidgs.,  brick  and  wood,  2  to  4  stories; 
wooden    roofs    not   permitted;    no    fireworks    and    ' 
combustibles  ord.;  av.  fire  loss  per  yr.  for  the  past 

3  yrs.,  17,000;  av  ins.  carried  on'  same,  $85,100. 
Fire  dept.— -4  c.  hand  ex..  3  hose  carriat^e-i.  2  chcm. 
engines.  1  h.  &  1.  truck:  total  hose.  $2,600  ft.;  fire 
alarm,  screecher  whistle;  value  of  dept.  equipment 
14,600:  value  of  bldgs.,  $5,000;  ann.  exp.  ot  dept., 
$600;  50  volunteers. 

VANDERGRIFT  HEIGHTS,  pop.  8,000;  fire  [ 
area,  40  acres;  mercantile  bldgs.,  wood,  2  to  3 
stones;  private  dwellings,  brick  and  wood.  1  to  2 
stories;  fireworks  and  combustibles  ord.  Fire 
dept. — 2  hose  carriages;  total  hose,  1,300  ft.;  fire 
alarm,  bells:  value  of  dept.  equipment,  $1,600; 
ann.   exp.   of  dept,  $60;  33  volunteers. 

Water  Supply— Not  reported. 

VERONA,  pop.  1,004;  fire  area,  360  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  and  3  stories; 
private,  wood  and  brick.  2  and  8  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord  ; 
causes  of  fires  investigated.  Fire  dept.— 3  c.  hand 
ex.,  1  h.  &  1.  truck,  2  hose  carriages;  hcsc,  cotton, 
rubber  lined,  good  600  ft.;  rubber,  good  800  ft; 
total  hose.  1,300  ft;  fire  alarm,  electric,  3  boxc>: 
value  of  dept.  equipment,  $1,800;  value  of 
bldgs..  $600;  ann.  exp.  of  dept,  $300;  total  mem.. 
43  volunteers;    underwriters'   rating,  second  class. 

Watem  Supply — Source,  river  j  system,  punrip  to 
res.,  filtration  system,  crib  in  river;  cap.  1,000,000 
gals.;  quality  of  water,  good;  res.  cao.,  3,000,000 
gals.;  located  400  ft  above  pump;  8  pumpine 
engines,  class  comp..  dup.,  cap.  per  day  860,000 
gals.;  constructors  Wilson  &  Snyaer;  22  mi]es,  1 
to  16  In.  dia.;  32  hydrants.  Ludlow;  meters,  total 
number  410,  Union  50,  Keystone  90;  pressure, 
60  to  150  lbs. ;  consumption  per  day,  1,200,000  gals. ; 
cost  to  construct,  $300,000;  works  belong  to  Co. 

WARREN,  pop.  11,000;  fire  area.  800  acres;  mer- 
cantile bldgs.,  brick,  2  to  6  stories;  private,  stone, 
brick  and  wood,  2  and  8  stories;  wooden  roofs  not 

Ecrmitted  in  fire  area;  fireworks  and  combusti- 
Ics  ord.;  causes  of  fires  investigated.  Fire  dept— 
1  steamer,  1  comb.  c.  &  h.  wagon,  8  c.  hand  ex.. 
1  h.  &  1.  truck,  8  hose  wagons,  1  police  truck,  1 
hose  cart,  8  horses;  hose,  cotton,  rubber  lined, 
good,  6,000  ft;  inferior,  all  kinds,  750  ft;  total 
nose,  5,750  ft;  fire  alarm.  Game  well,  electric,  22 
boxes;  value  of  dept.  equipment,  $15,000;  value  of 
bldgs.,  $25,000;  ann.  exp.  of  dept,  $6,500;  total 
mem.  181,  paid  part  time  17,  164  volunteers. 

Water  Supply— Source,  river  and  wells,  3  miles 
from  business  center;  system,  gravity,  880  ft. 
above  town  level  to  filtration  plant  and  pump  di- 
rect; quality  of  water,  good;  res.  cap.,  5,550,000 
gals.,  located  3  miles  from  town;  3  pumping  en- 
gines; cap.  per  day,  3,500.000  gals.,  constructors 
Knowles.  Worthin^rton ;   mains,  cast  iron,  45  miles. 

4  to  14  in.  dia.;  176  hydrants-  155  valves;  meters, 
total  number  602,  Crown  30,  Nash  1,  Empire  200, 
Trident  1,  Thomson  1,  Worthinjrton  369,  Keystone 
28;  2,986  services;  pipe,  lead  and  galv.  iron;  pres- 
sure, dom.  70  lbs.,  fire  130  lbs.;  cost  to  construct, 
$325,000;  works  belong  to  American  Water  Works 
&  Guarantee  of  Pittsburg. 

WASHINGTON,   pop,   7.670;    fire   area.    1.500    I 
acres;  mercantile  bldgs..  brick  &  stone,  8  stories;    | 
private  bldgs.,  brick  &  stone.  2  stories;   wooden    \ 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.     Fire  dept. — ^1  steamer 
1  hose  wagon,  1  hand  engine,  1  h.   &  1.   truck,  5 
hose    carriages,    2    horses;    hose,    cotton,    rubber 
lined,    good,    7.000    ft;    fire    alarm,    GamewcU,    31 
boxes;  value  of  dept  equipment,  $18,000;  value  of 
fire  dept.  bldgs.,  $5,000:  ann.  exp.  of  dept,  $1,000; 
total    mem.,   20,   6  paid    full   time,    15  volunteers; 
underwriters*  rating,  second  class. 

Water  Supply— Not  reported. 

WATSONTOWN,  pop.  2,600;  fire  area,  120 
acres;  mercantile  bldgs..  brick  &  wood.  2  &  8 
stories;    private,    wood,    2    stories;    wooden    roofs 


permitted;  fireworks  and  combustibles  crd.  Fire 
dept — ^1  steamer,  1  h.  &  L  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  4,200  ft; 
fire  alarm,  bell  and  whistieif  value  of  dept  equip- 
ment, $8,000;  value  of  fire  dept  bldgs..  $3,500; 
ann.  exp.  of  dept,  $660;  total  mem.  85,  paid  part 
time  12,  23  volunteers;  underwriters'  ratmg,  first 
class. 

Watis  Supply— Source,  springs;  system,  gnv- 
ity;  quality  of  water  gpoid;  res.  cap.,  1,U0U,0U0 
gals.;  mains,  cast  iron,  7  mues,  4  to  lO  m.  dia.;  42 
hydrants.  Wood;  15  valveSp  wood;  meters,  total 
number  3.  Empire  2,  Worthington  1;  meters  owned 
by  Co.;  400  services;  pipe,  ^Iv.;  pressure^on. 
70  lbs.,  fire  70  lbs.;  consumption,  per  day^  200,000 
gals.,  per  cap.,  60  gals.;  works  belong  to  Co. 

WAYNESBORO,  pop.  6,000;  mercantile  h\dgu. 
brick  and  wood,  2  and  8  stories;  private,  bndc 
and  wood,  2  anu  3  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept-S 
steamers,  2  h.  &  1.  trucks,  2  c.  engines,  2  c  hand 
ex.,  2  hand  engines,  2  hose  wagons,  2  hose  car- 
riages. 6  horses;  hose,  cotton,  rubber  lined,  good. 
3,100  ft.;  fire  alarm,  electric;  value  of  dept  equip- 
ment. $6,300;  value  of  bldgs.,  $7,0uO;  ann.  exp.  of 
dept,  $S00;  toUl  mem.  GO,  paid  full  time  1,  48  vol- 
unteers. 

Water  Supply — Source,  springs  and  creek,  7% 
miles  from  business  center;  system^,  gravity;  qual- 
ity of  water,  good;  res.  cap.  1,500.000  gals.;  mains, 
cast  iron,  26  miles,  4  to  14  in.  dia.;  46  hjdranu. 
Wood;  60  valves;  meters,  total  number  3,  Cro«~c 
1,  Keystone  2;  1,660  services;  pressure,  dom.  ^ 
lbs.,  fire  66  lbs. ;  cost  to  construct,  $200,000;  bonded 
debt,  none;  ann.  cost  of  mtce.,  $1,600;  works  be- 
long to  Co. 

WAYNESBURG,  pop.  8,900;  fire  area,  100 
acres;  mercantile  bldgs,  wood  and  brick,  1  to  4 
stories;  private  bldgs.,  wood,  2  stories;  woodcs 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  jr. 
for  2  yrs..  $3,600.  Fire  dept — 2  c  engines,  2  c 
hand  ex.,  1  h.  &  L  truck,  4  hose  carriages;  bos^ 
rubber,  good  1,600  ft;  value  of  dept.  equipment 
$2,000;  value  of  fire  dept  bldgs,  $5,000;  voloa- 
teers,   members. 

Wateb  Supply — Source,  river,  1  mile  fron  boi- 


engines,  size  16x18;  cap.  per  day,  l,nO,000  gals.; 
constructors,  Smith-Vane;  mains,  cast  iron.  J 
miles.  4  to  10  in.  dia.;  39  hydrants.  Eclipse;  51 
valves.  Eddy:  meters,  total  number,  450.  Xmpire 
300,  Hersey  Disc.  5.  Keystone  135.  Trident  10; 
meters  owned  by  Co.;  1.200  services;  pipe,  lead; 
pressure,  dom.  100  lbs.,  fire  160  lbs. ;  consumptiofl, 
per  day  65.000  nls.,  per  cap.,  26  gala.;  cost  to 
construct.  $115,000;   works  belong  to  Co. 

WEATHERLY,  pop.  8,000;  fire  area,  800  acres; 
mercantile  bldgs..  brick  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  1%  to  2V4  stories;  woodcs 
roofs  permitted  in  fire  area;  fireworks  and  cots- 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  steamer,  26  c  hand  ex.,  1  h.  &  L  track.  1 
hose  wagon.  1  hose  carriage;  hose,  cotton,  nhbtr 
lined,  good,  6,400  ft;  fire  alarm,  whistle  scd 
'phone;  value  of  dept  equipment.  $5,S90^va!ue  « 
bldgs.,  $6,000;  ann.  exp.  of  dept,  |1,Q00;  total 
mem.,  80  volunteers. 

Water  Supply — Source,  creek  and  springs:  171^ 
tem,  gravity;  res.  cap.  250,000  gals.;  mains  " 
miles;  45  hydrants,  Bailey;  meters,  4;  400  service*: 
pressure,  fire  90  lbs.;  cost  to  construct.  $50.«X"'*: 
works  belong  to  Co. 

WELLSBORO,  pop.  4,100;  fire  area,  10  acres; 
mercantile  bldgs..  brick,  2  and  8  stories;  privat^ 
wood  and  brick,  2  stories;  wooden  roofs  pomittea 
in  fire  area;  causes  of  fires  investigated.  Firt 
dept.— 8  c.  hand  ex.,  1  chem.  engine,  1  h.  4  »• 
truck,  6  hose  wafTons;  hose,  cotton,  rubber  Unti. 
good,  2,000  ft.;  fire  alarm  whistle,  bell  and  tele- 
phone, 1  box;  value  of  dept  equipment  $4,M: 
value  of  bldgs.,  $12,000;  ann.  exp.  of  dept..  $W: 
total  mem.,  160  volunteers. 

Water  SuppLY>--Springs,  7  to  15  miles  froo 
business  center;  system,  grarity;  quality  of  water, 
firood;  res.  cap.,  17,000,000  gala.;  mains,  cast  iroa, 
8  miles.  4  to  12  in.   dia.;  60  hydrants.   Mathevt; 
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48  valves,  Eddy;  meters,  total  number  40,  Crown 
9,  Hersey  Disc;  meters  owned  by  Co.;  600  ser- 
vices; pipe,  galv.;  pressure,  dom.  80  lbs.,  fire  80 
lbs.;  cost  to  construct.  $101,000;  bonded  debt,  |18,- 
000;  int.  naid  on  bonds,  3  2-6  per  cent;  works  be- 
long to  Co. 

WEST  BETHLEHEM.— Consolidated  with  the 
Borough  of  Bethlehem. 

Water  Supply— From  the  works  of  South  Beth- 
lehem; 32  hydrants:  2  miles  of  pipes,  size  4  to  8 
in.  dia.;  pressure,  80  lbs. 

WEST  CHESTER,  pop.  11.000;  fire  area,  860 
acres;  mercantile  bldgs.,  brick,  1  to  4  stories;  pri- 
vate, brick,  8  stories;  wooden  roofs  permittedT  m 
fire  area:  fireworks  ord.;  causes  of  nres  investi- 
gated. Fire  dept.— 2  steamers,  1  c.  engine,  10  c 
hand  ex.,  1  h.  &  i.  truck,  8  hose  wagons,  4  hose 
reels;  hose,  cotton,  rubber  lined,  good,  5,600  ft; 
fire  alarm,  electric,  25  boxes;  value  of  dept.  equip- 
ment, 114,500;  value  of  bldgs..  125,000;  ann.  exp.  of 
dept,   11,500;   total   mem.,   1,250  volunteers. 

Water  Supply — Source,  creek,  2  miles  from  buii- 
ness  center;  system,  pump  to  res.  and  direct:  qual- 
ity of  water,  good;  res.  cap.,  2,000,000  gals.,  lo> 
cated  1 1-2  miles  from  town:  3  pumping  engines, 
class  comp.  cond.,  sizes  llH  x  24Mr  x  10  x  8, 
10  X  18  X  13  X  18.  16  X  32  X  10%  x  24.  cap.  per 
day  4,800,000  gals. ;  constructors,  Barr,  Worthing- 
ton ;  mains,  cast  iron,  20  miles.  4  to  14  in.  dia. ;  23o 
hydranU,  Thomson  &  Co.;  130  valves,  Eddy  & 
WilHamsnort:  meters,  total  number  21,  Crown  4, 
Empire  5,  Thomson  8,  Lambert  2;  Pittsburg  2; 
meters  owned  by  city;  2,100  services;  kinds  of  pipe, 
lead;  pressure,  dom.,  26  lbs.,  fire  25  lbs.;  consump- 
tion per  day,  928.000  gals.;  per  capita  82  gals.;  cost 
to  cons..  $240,000;  bonded  debt.  $42,000;  int  paid 
on  bonds.  3%  per  cent;  ann.  cost  of  mtce.,  $4,500; 
works  belong  to  borough. 

WEST  CONSHOHOCKEN.  pop.  2,000.  Fire 
dept.— 2  hose  wagons,  3  chem.  ex.;  hose,  cotton, 
rubber  lined,  good,  1,160  ft  fire  alarm,  bell;  total 
mem.,  146  volunteers. 

Water  Supply— Source,  spring,  %  mile  from 
business  center;  system,  pump  to  res.;  res.  cap. 
600,000  gals.,  located  260  ft  above  town;  2  gasoline 

Sumping  engines ;  mains,  cast  iron,  4  to  8  tn.  dia. ; 
I  hydrants;  300  services;  pressure,  dom.  50  to  125 
lbs.,  fire  60  to  126  lbs.;  bonded  debt.  $30,000;  int 
paid  on  bonds,  6  per  cent;  works  belong  to  Co. 

WESTFIELD,  pop.  1,180;  fire  area,  500  acres; 
mercantile  bldgs.,  brick,  2  and  8  atones;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated: 
fire  loss  for  past  year.  $250.  Fire  dept.— 1  hand 
engine,  2  c.  hand  ex.,  3  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  900  ft;  inferior,  all  kinds, 
100  ft;  total  hose,  1.000  ft.;  fire  alarm,  bell;  value 
of  dept  equipment,  $1,000;  value  of  bldgs.,  $2,000; 
ann.  exp.  of  dept,  $60;  total  mem.,  41  volunteers. 

Water  Supply— Source,  springs,  2  miles  from 
business  center;  system,  eravity;  quality  of 
water,  good:  res.  cap.  626,000  gals.;  mams,  cast 
iron,  6%  miles,  3  to  8  in.  dia.;  24  hydrants;  33 
valves;  meters,  toUl  number  40,  Buffalo,  owned 
by  consumer;  180  services;  pipe,  galv.  iron;  pres- 
sure,  dom.  80  lbs.,  fire  80  lbs.:  cost  to  construct 
$22,000;  bonded  debt  $21,000;  mt  paid  on  bonds. 
4  per  cent;  cost  of  mtce.,  $100;  works  belong  to 
city. 

WEST  LEESPORT;  bldgs.,  stone,  brick  and 
wood.  Fire  dept—  1  hand  eneine.  1  h.  &  1.  truck, 
1  hose  carriage;  hose,  2.000  it.;  fire  alarm,  bell; 
total  mem^  100  volunteers. 

Water  Supply— Source,  river;  system,  pump- 
ing. 

WEST  NEWTON,  pon.  3,000;  mercantile  bldgs., 
stone  and  brick,  2  and  3  stories;  private,  stone, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area.  Fire  dept— 1  c.  engine,  1 
hose  carriage;  hose,  cotton,  rubber  lined,  good 
1,000  ft;  fire  alarm,  whistle. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  mains  with  tank  on  hill; 
stdp.  cap.  200.U00  gals,  and  res.  cap.  1,000,000  gals. ; 
material  used  in  cons.,  iron;  quality  of  water, 
soft ;  3  pumping  engines,  cap.  j>er  day  60,000  gals. ; 
mains,  iron,  2  to  10  in.  dia.;  50  hydrants;  meters, 
total  number  200;  250  services;  pressure,  dom. 
115  lbs.,  fire  130  lbs.;  works  belong  to  Co. 


WHITE  HAVEN,  pop.  1,617;  fire  area.  200  acres : 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  3 
stories;  private,  stone,  brick  and  wood,  2H  stones; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  2  ex.  ladders.  1  h.  &  L 
truck,  3  hose  wagons,  3  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good.  2.600  ft;  fire  alarm, 
whistle:  value  of  dept  equipment,  $5,000:  value 
of  bldgs.,  $2,000;  ann.  exp.  of  dept,  $150;  total 
mem..  30  volunteers;   D.   Kmuonocker.  chief. 

Water  Supply — Source,  river  and  springs;  iya- 
tem  pump  to  res.;  res.  cap.  600,000  g«l«*rP5«pP' 
ing  engines;  cap.  per  day  252,000  gals.;  200  hy- 
drants, Deane;  pressure,  fire  80  lbs.:  cost  to  con- 
struct, $21,S74;  ann.  cost  of  mtce.,  $1,031. 

WICONISCO,  pop.  2,000;  fire  area  not  given; 
mercantile  bldgs.  brick,  8  stories;  private,  wood, 
8  stories;  wooden  roofs  permitted;  fireworks  ord.; 
fires  investigated.  Fire  dept— 2  hose  carnages, 
2  hose  wagons;  hose,  rubber,  good  200  ft,  cotton, 
good  400  ft,  inferior.  100  ft.;  total  hose,  700  ft; 
total  memy  110. 

Watee  Supply — ^Not  reported. 

WILCOX;  mercantile  bld^s..  wood.  Fire  dept 
—2  hose  carts,  1  hose  carnage;  total  hose.  1,000 
ft:  fire  alarm,  whistle. 

WATER  Supply— Source,  hydrants;  system, 
pump;  17  hydrants. 

WILKESBARRE,  pop.  58,000;  fire  area,  4  ,sq. 
miles;  mercantile  bld^.,  brick,  2  to  11  stories; 
private,  wood,  2  stones;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Tire  dept— 
6  steamers.  1  c  engine.  18  c  hand  ex.,  2  h.  &  L 
trucks,  1  aerial  truck,  1  hose  wagon  1  hose  car- 
riage, 6  comb.  c.  &  h.  wagons.  32  horses  ^  hose, 
cotton  rubber  lined,  good,  15.500  ft;  inferior,  all 
kinds, '500  ft;  total  hose.  16.000  ft;  fire,  alarm, 
Gamewell.  102  boxes;  value  of  dept.  equipment 
$60,000;  value  of  bldgs.,  $85,000;  ann.  exp.  of  dept. 
$50,000;    total   mem.   130,   paid  full   tune  30,   paid 

part  time  100.  ^     .         «      ,     „r  ^        e       i 

Water  Supply— Spring    Brook    Water    Supply 

Co. 

WILKINSBURG,  pop.  16,600:  fire  area,  1..000 
acres;  bldgs.,  brick,  stone,  wood.  1  to  6  stones; 
wooden  roofs  permitted:  fireworks  and  combus- 
tibles ord.  Fire  dept— 1  comb,  c  &  h.  wagon, 
2  h.  &  1.  trucks,  2  reels.  2  hose  carnasres;  hose, 
cotton,  rubber  lined,  good  4,700  ft;  fire  alarm, 
Gamewell.  29  boxes;  value  of  dept  equipment, 
$13,000;  value  of  bldgs.,  $20,000;  ann.  exp.  of  dept, 
$11,500;  total  mem.,  14  paid  men. 

Water  Supply- Source,  rivers,  2%  miles  trom 
business  center;  system,  pump  to  >•"•  anOft^l: 
rect;  filtration  system,  crib;  res.  cap.  JI'S^a'SXa 
gals.;  6  pumping  engines,  cap.  V^rdaj  28,K)0,000 
gals.,  constructors  Nordber^.  Allis-Chalmers,  Snow, 
Wilson,  Snyder,  Deane;  mams,  cast  iron,  130  miles, 
4  to  42  in.  dia.;  500  hydrants;  1.623  valves;  meters, 
total  number,  12.000;  12,000  services;  pipe,  lead; 
pressure,  dom.  25  to  150  lbs.;  cost  to  construct, 
$3,200,000;  bonded  debt  $1,600,000;  int  paid  on 
bonds,  6  per  cent;  works  belong  to  Co. 

WILLIAMSPORT,  pop.  80,000;  mercantile  bldgs.. 
brick  and  wood,  3  to  7  stories;  pnvate,  bnck  and 
wood,  2%  stories;  wooden  roofs  not  permitted  in 
lire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Firt  dept.-«  steamers,  2  comb, 
c.  &  h.  wagons,  9  c.  hand  ex.,  1  aenal  truck,  4  hose 
carriages,  26  horses;  hose,  cotton,  rubber  hned, 
good,  9.600  ft;  fire  alarm,  telephone;  valwi  of 
dept  equipment,  $28,500;  value  of  bldgs..  ^349.200: 
ann.  exp.  of  dept.  $28,000:  total  mem.  69,  paid 
full  time  26.  paid  part  time  33. 

Water  Supply— Source,  streams:  *y^*^^>JS^f^ 
ity,  pump  direct  in  dry  times;  stdp.  cap-.  2^'2Sx 
gals.,  builders  Keeler.  &  Co.;  res.  cap.,  26,000.000 
fals.;  3  pumping  eneines.  cap.  ocr  day,  li,OW,wu 
gals.,  constructors,  Knowles  &  Epping;  niams,  80 
miles,  3  to  24  in.  dia.;  320  hydrants,  Mathews; 
meters,  total  number  100,  Thomson,  Hersey.; 
Crown;  pressure,  dom.  40  to  70  Ibs^  cost  to  con- 
struct, $1,000,000;  works  belong  to  Co. 

WILLIAMSTOWN.  pop.  4.000;  bldgs.,  wood. 
2  and  3  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.  Fire  dept— 2  hose 
carriages;  hose,  cotton,  rubber  lined,  good.  l.OW 
ft;  fire  alarm,  bell;  ann.  exp.  of  dept.,  $2,000;  total 
mem..  85  volunteers. 
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Water  Supply — Source,  creek,  2  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  mains,  cast  iron,  lU  miles,  4  to  12  in.  dia.; 
36  hydrants;  36  valves;  meters,  total  number  1, 
Buffalo,  owned  by  Co.:  450  services;  pipe,  galv. 
iron;  pressure,  dom.  100  lbs.,  fire  115  lbs. 

WILMEKDING,  pop.  7,U00;  fire  area,  900  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  2Vi  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord. ;  causes  of  fires  investigated.  Fire  dept. — 2  c. 
engines,  3U  c.  hand  ex.,  1  h.  &  L  truck,  4  hose  reels 
and  carts:  hose,  cotton,  rubber  lined,  good,  3,600 
ft.;  inferior,  all  kinds,  500  ft.;  total  hose,  4,0U0 
ft.;  hre  alarm,  bell  and  whistle,  16  boxes;  value 
of  dept.  equipment,  $6,000;  value  of  bldgs.,  |4,0U0 
ann.  expense  of  dept.,  12,000;  total  mem.,  46,  paid 
part  time. 

Wats  a  Supply— Source,  river,  H  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  dim.  30x85 
material    used    in    cons.,    iron;    quality    of    water, 

Sood;  1  pumping  engine;  class  triplex;  cap.  per 
ay,  600,000  gals.:  constructor,  Deming;  mains 
cast  iron;  23  hydrants;  40  valves;  meters,  total 
number  140,  Keystone,  owned  by  Co.;  140  services; 
pipe,  lead;  pressure,  dom.  140  lbs.,  fire  140  lbs.; 
cost  to  construct,  |6O,00O;  works  belong  to  Co. 

WUMELSDOKF,  pop.  1,150;  mercantile  bldgs.. 
brick,  2  and  3  stories;  private,  brick,  2  and 
8  stories;  wooden  roofj  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  hand  engine,  1  comb,  c  &  h.  wagon, 
4  c.  hand  ex.,  1  h.  &  I.  truck,  1  hose  carriage. 
2  horses;  hose,  cotton,  rubber  lined,  good  1,000 
ft.;  fire  alarm,  bell;  value  of  deitt.  equipment. 
13,000;  value  of  bldgs.,  17.500;  ann.  exp.  of  depL 
$3o0;   total  mem.,  80  volunteers. 

Water  Supply — Source,  streams;  system,  grav* 
ity;  res.  cap.,  300,000  gals.;  mains,  cast  iron,  8 
miles,  4  to  8  in.  dia.;  W  hydrants;  20  valves;  388 
services;  pressure,  dom.  60  lbs.,  fire  110  lbs.;  cost 
of  construction,  $60,000;  bonded  debt,  135,000;  int 
paid  on  bonds,  4  and  5  per  cent;  ann.  cost  of 
mtce.,  $200;  works  owned  by  Co. 

WRIGHTSVILLE  pop.  2,400;  fire  area,  16 
acres;  mercantile  bldgs.,  brick  and  wood,  1  to  4 
stories;  private,  wood.  2  1-2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  3  yrs., 
$2,833;  av.  ins.  for  same  time.  $2,700.  Fire  Hept.— 
1  steamer.  1  c.  engine.  23  c  hand  ex.,  3  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,900  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  $2,500; 
value  of  bldgs.,  $5,000;  ann.  expenses  of  dept., 
$100;  total  mem.,  197  volunteers. 


Wats*  Supply — Source,  springs;  sywcao,  v 
ity;  filtration  system,  gravel;  mains,  iu  miles: 
hydrants;  116  services;  works  belong  to  Co. 

WYOMING,  pop.  1,900;  fire  area,  23  acres;  ncr- 
cantile  bldgs.,  brick  and  wood,  1  to  S  stories;  fsy 
vate,  wood,  2  atones:  wooden  roofs  permitted;  m 
works  and  combustibles  ord.:  causes  of  fires  investi- 
gated; BT.  fire  loss  per  yr.  tor  8  yra^  $11,063;  «v. 
ins.  for  same  time,  $1,383.    Fire  aept. — I  hose  car 


riages;  husc,  cot  ion,  rubber  lined,  good  3,IMI  ft; 
electric  firm  alarm;  14  boxes;  value  of  dept.  equip- 
ment, fi.UUO;  value  of  bldgs.,  $5,0UU;  total  mem., 
126   volunteers. 

Water  Supply — Source,  springs,  brooks.  17  kr 
drants. 

YORK,  pop.  52.000;  mercantile  bldgs.,  brick.  1  to 
6  stories;  private,  stone,  brick  and  wood,  3  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigatea*  av. 
fire  loss  per  yr.  for  3  yrs.,  $42,920;  a  v.  ins.  in- 
volved for  same  time,  $260,71&.  Fire  depL-f 
steamers,  1  c  engine,  14  c  band  ex.,  1  aerial  truck, 
1  hose  wagon,  5  comb.  c.  &  h.  wagons,  33  horses; 
hose,  cotton,  rubber  lined,  good,  h,U00  ft.;  rubber, 
good,  2,260  ft.;  inferior,  all  kinds,  150  ft.:  total 
nose.  1U,400  ft.;  fire  alarm,  electric,  49  boxes;  value 
of  dept.  equipment,  $42,500;  value  of  bldgs.,  $75,000: 
ann.  exp.  of  dept.,  $16,750;  total  mem.,  1,365;  paid 
full  time  15;  volunteers  1,350. 

Water  Supply— Source,  river,  4  miles  from  busi- 
ness center;  system,  pump  to  founuin  and  res.; 
stdp.  cap.,  IIU.UOO  gsls.^  dim.,  25x50;  material 
used  in  cons.,  iron;  filtration  system,  Jewell;  qual- 
ity of  water  good;  res.  cap.,  120.000.000  gals.;  4 
pumping  engines,  class,  triplex,  csp.  per  day,  w,' 
000,000  gals.;  constructor,  VVorthington;  mains,  cast 
iron,  80  miles,  4  to  30  in.  dia.;  331  hydrants;  meters, 
total  number  403,   owned  by  Co.;  10,400   services; 

Sipe,  galv.  iron  and  lead;  pressure,  doou  70  to  90 
»8.,  fire  70  to  90  lbs.;  consumption  per  day,  3,000.* 
000  gals.,  per  capita  62  gals.;  cost  to  construct. 
$1,625,000;  works  belong  to  Co. 


Places  with  a  population  of  l,00n  or  more  hsT 
ing  no  organised  firie  department:  Hastings,  Polk. 
Upland. 

Places  with  a  population  of  1,000  or  more  not 
reported:  Arundel,  Avalon,  Bridgewater,  Uor^ 
ranee,  Dunbar^  E.  Conemau^h,  E.  Washington, 
Edgewood,  Elliott,  Exeter,  l<ord  City.  Fountain 
Hill.  Freedom.  McKees  Rocks,  Marcus  Hook. 
Nescopeck,  Roscoe,  Royalton,  Sheridan,  Spangkr 
Throop. 
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ABB REVIATIONS.~Aiin.,  annual;  av..  average;  bWgs.,  buildings;  cap.,  capacity:  chn.,  chairman; 
€.,  cnemical ;  c  oc  n.,  chemtcal  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  com* 
mittee;  cump.,  compound;  cons.,  construction ;  dept.,  department ;  dia.,  diameter:  dim.,  dimensions;  donu, 
domestic;  dup.  duplex;  eng,.  engineer;  exp..  expenses;  ex.,  extinguisher;  ft.,  feet;  gals.,  gallons;  h.  d., 
bighduty;  h.  &I.,hook  and  ladder;  ms., insurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membership; 
No.,  number;  pop.,  population;  prea.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt.,  superintentlent. 


ARCTIC,  pop.  1,500;  fire  area,  800  acres;  mer- 
cantile bldg«.,  wood.  1  to  5  stories;  private 
bldgs..  wood,  1  to  8  stories;  wooden  roots  per* 
mitted;  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated.      Fire  dept.— 4  c.   hand  ex., 

2  h.  &  1.  trucKS,  5  hose  carriages;  hose,  cotton, 
rubber  lined,  good  2,3(X)  ft;  fire  alarm,  bell; 
boxes.  27;  value  of  dept  equipment.  $l,.'iOO* 
value  of  bldgs.,  $4,000;  total  mem.  39,  paid  full 
time. 

Water  Sufply — Source,  pond;  system,  gravity; 
stdp.  cap.,  470,<¥K)  jwls. ;  builders.  Porter  &  Co.: 
res.  cap.,  8."V),fMi0.lKiO  gals,;  mains.  18  miles.  4 
to  18  in.  dia..  Wood.  Warren;  200  hvdrants.  Hoi- 
yoke;  pressure,  fire  ^  lbs.;  works  belong  to  Co. 

BAKKI.XGTON,  pop.  1.136;  mercantile  bldgs., 
wood;  private,  wood,  2  stories;  wooden  roofs  per- 
mitted   in    fire   area;  causes   of  fires   investigated. 

Water  Supply — Source,  from  Warren  water- 
works; system,  pump  to  res.:  res.  cap.  650.000 
gals.;  10  miles  of  pipe.  4  to  lO  in.  dia.;  meters* 
total  number  60;  pressure,  40  to  50  lbs.;  water- 
works owned  by  Co. 

RL(iCK  ISLAND,  pop.  1,400;  mercantile 
bld^s.,  wood.  2H  stories;  private,  wood.  IVi 
stones.  Fire  dept. — 1  hand  engine,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good  1,000  ft; 
rubber,  good,  2.500  ft.;  total  hose,  3.500  ft:  fire 
alarm,  bell;  value  of  dept  equipment,  ll.JS*  0; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept,  $200; 
total  mem..  50  volunteers. 

Water  Supply — Source,  pond;  system,  gravity; 
mains,  wrought  iron,  IVi  miles,  6  in.  dia..  New 
England  Co.;  12  hydrants,  Holyoke;  5  valves;  40 
services;  pipe,  galv.  iron;  cost  to  construct,  $18- 
000;  ann.  cost  of  mtce..  $600. 

BRISTOL,  pop.  8,500;  fire  area,  3.240  acres; 
mercantile    bldgs.,   stone,   brick    and    wood,   1   to 

3  stones;  private,  stone,  brick  and  wood,  1 
to  3  stories;  wooden  roofs  permitted  in  fire  area; 
fireworkft  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept— 1  steamer.  2  hand  en- 
gines. 14  c.  hand  ex.,  1  h.  &  1.  truck,  1  comb.  c. 
&  h.  wagon,  4  hose  reels;  hose,  owned  by  town. 
4,3&0  ft.;  by  private  corporation,  7,000  ft;  fire 
alarm,  whistle;  value  of  dept.  equipment,  $10,000; 
value  of  bMgs..  $14,000:  ann.  exp.  of  dept.,  $4,000; 
totaal  mem.,  190  volunteers. 

Water  Supply— Source,  river;  system,  pump  to 
res.  and  to  stdp.;  stdp.  cap.,  470,000  gals.;  quality 
of  water,  fair;  2  pumping  engines,  cap.  per  day 
2.000  000  vaU..  constructor  WnrthmRton;  mains,  24 
miles,  4  to  16  in.  dia.;  106  hydrants;  45  meters; 
pressure  dom.  50  lbs.,  fire  75  lbs.;  cost  to  con- 
struct. $290,000;  works  belong  to  Co. 

CE.VTF.RVILLE,  mercantile  bldgs.,  wood.  Fire 
dept.— 1  h.  &  1.  truck.  2  hose  carriages;  total  hose, 
1.500  ft.;  fire  alarm,  electric;  total  mem.,  19  vol- 
unteers. 

Water  Supply— Source,  pond,  5  miles  from  busi- 
ness center:  system,  gravity;  H.  B.  Barlott,  supt 

CENTRAL  FALLS,  pop.  19.000;  fire  area, 
1.200  acres:  mercantile  bldgs.,  brick  and  wood,  2  to 

4  stories:  private,  wood,  2  to  4  stories;  wooden 
rnnfs  permitted  in  fire  area;  fireworks  and  combust- 
ibles ord. ;  causes  of  fires  investigated.  Fire  dept. — 
1  4tranirr.  1  band  engine.  14  c.  hand  ex..  1  h.  &  1. 
truck,  4  hose  wagons,  2  hose  carriages,  10  horKs; 
hose,  cfitton.  rubber  lined,  good.  7,950  ft.:  inferior, 
all  kinds.  730  ft;  total  hose,  8,700  ft.;  fire  alarm, 
brlk.  .?9  boxes;  vnkie  of  dept.  equipment,  $18,285; 
▼alue  of  bldgs.,  $31,600;  ann.  exp.  of  dept..  $13,050; 
total  mrm..  40,  paid  full  time  7,  paid  part  time  33. 

Water   Supply — Supplied  by  Pawtucket;   system, 
avity:  mains,  iron.  16  8-4  miles.  4  to  12  in.  dia.; 
09  hydrants;  pressure,  fire  100-108  lbs.;  works  be- 
long to  citv. 
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COVENTRY,  pop.  5.279;  fire  area,  300  acres; 
mercantile  bldgs.,  wood,  1  1-2  and  2  stories: 
private,  wood.  1  1-2  and  2  stories;  wooden  roofs 
permitted;  no  fireworks  ord.;  fires  investigated. 
Fire  dept. — 1  hand  engine,  1  h.  &  1.  truck,  2  hose 
carriages;  hose,  rubber,  good  l.(HK)  ft.;  electric 
alarm;  10  street  boxes;  value  of  dept.  equipment. 
$.3,500;  value  of  bldgs..  $2,000;  total  mem.,  00 
volunteers. 

Wateb  Supply — Source,  wella^ 

CRANSTON,  pop.  13.843;  fire  area,  about  10 
miles;  bldgs.,  wood.  2  and  3  stories;  wooden  roofs 
permitted;  no  fireworks  ord.  Fire  dept. — 1  steam 
engine,  7  hand  engines,  10  chemical  extingurshcrs, 
I  8  h.  &  I.  trucks,  il)  hose  carriages.  1  supply  wag- 
on; hose,  cotton,  good  8,800  ft.;  inferior.  200  ft: 
total  hose.  U.OUO  tt.;  /alue  of  equipment,  $8.*')4)0: 
value  of  bldgs..  $12,000;  ann.  ex.  of  dept,  $1,200; 
total  mem..  400  volunteers. 
Watkb  Supply — Source,  from  city  of  Providence. 

EAST  GREENWICH,  pop.  8.000;  fire  area.  1,600 
acres;   mercantile   bldgs.,   brick   and   wood.   8   and 

4  stories:  private,  wood,  2H  stories;  wooden  roofs 

fermitted  in  fire  area;  fireworks  ord.  Fire  dept — 
hand  engine.  1  h.  &  1.  truck.  2  hose  carriages; 
hose,  rubber,  good,  3.000  ft;  fire  alarm,  bell;  value 
ann.  exp.  of  dept,  $150;  total  mem.,  60  volunteers. 
Water  Supply — Source,  river;  system,  pump  to 
stdp.;  stdn.  cap.  120,^00  gals.;  pumping  engines, 
cap.  per  oay  1,000.<IOO  gals.;  constructor  Worth- 
ington;  mains.  17  miles,  5  to  10  in.  dia.  Wood; 
74  hydrants.  Wood;  7ff  valves;  meters,  total  num- 
ber (K),  Nash,  Worthinffton;  071  services;  pressure, 
dom.  90  lbs.,  fire  200  lbs.;  cost  to  construct,  $200,- 
000;  ann.  cost  of  mtce.,  $4,000;  works  belong  to 
Co. 

EAST  PROVIDENCE,  pop.  15,000;  fire  area, 
2,000  acres;  mercantile  bldgs.,  brick  and  wood,  1  to 

5  stories;  private,  wood,  2V^  stories:  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  av.  fire  loss  per  year  for  8  yrs.  $10,300;  av. 
ins.   involved  for  same  time  $36,667.    Fire   dept.— 

2  h.  engines.  1  c.  engine,  1  hose  cart,  2  c.  hand 
ex.,  2  h.  &  1.  trucks.  1  aerial  truck,  2  hose  wagons, 

3  hose  carts;  hose,  cotton,  rubber  lined,  good, 
5,000  ft;  fire  alarm  bell.  11  boxes:  value  of  dept 
equipment.  $4,500;  value  of  bldgs..  $6,000;  ann.  exp. 
of  dept..  $4,000;  total  mem.,  3S0  volunteers. 

Water  Supply — Source,  river  4  miles  from  busi- 
ness center;  system,  pump  direct;  stdp.  cap., 
1,000,000  gals.:  dim.,  50x70;  builders.  Ritcr  & 
Conley  Co.;  filtration  system,  N.  Y.  C.  J.  F.  Co.; 
cap.  of  plant.  2,000.000  gals.;  quality  of  water, 
good;  3  pumping  engines;  cap.  per  day,  3,000.000 
gals.,  constructor  Knowles;  mains,  cast  iron,  13V4 
miles,  4  to  12  in.  dia..  McNeal;  128  hydrants. 
Chapman;  meters,  total  number  900,  Trident;  me- 
ters owned  by  Co.;  pressure,  dom.  100  lbs.,  fire 
150  lbs.;  conjumption,  per  day  1.750.000  gals.;  cost 
to  construct.  $510,000;  bonded  debt,  $200,000;  int 
paid  on  bonds,  4^  per  cent;  works  belong  to  Co. 

GREENVILLE,  pop.  O-IO;  fire  area,  1.280  acres; 
mercantile  blders..  wood.  2  stories;  private,  wood, 
IH  stories;  shingle  roof^  used;  no  fireworks 
ord.;  fires  investiprated.  Fire  drpt. — 1  hand  en- 
gine. 1  hose  carriapre;  hose,  cotton,  good  Jt'VO 
ft.;  ruhher.  eond  8.V>  ft.:  leather,  good  800  ft; 
total  hose.  1.000  ft.:  alarm,  hell:  value  of  dept 
equipment,  $W0:  total  mem.,  RO  volunteers. 

Water  Supply — ^Source,  wells  and  cistema. 

JAMESTOWN,  pop  1.337:  fire  area.  1.280  acres; 
mercantile  bldgs.,  wood,  2  and  2H  stories:  private, 
wood.  1%  and  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.:  causes  of  fires 
investigated.  Fire  dept — 1  steamer.  1  hand  en- 
gine. 1  h.  &  1.  truck.  4  hose  carriages,  2  hornet* 
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hose,  cotton,  rubber  lined,  good  1.500  ft;  inferior, 
all  kinds,  600  ft;  total  hose.  2,000  ft:  firm  alarm, 
bell;  value  of  dept  equipment,  $15,600:  value  ot 
bldgs.,  $1,700:  ann.  exp.  of  dept,  $1,820.28;  total 
mem.,  40,  paid  full  time  2,  volunteers  88. 

Watkr  durpLT — Source,  wells;  tyttem,  tramp  to 
stdp.;  stdp.  cap.,  266,000  gals.;  mains,  18  miles,  4  to 
10  in.  dia.;  78  hydrants;  works  belong  to  Co. 

NARRAGANSETT  PIER,  pop.  1,600;  fire  area, 
1,200  acres;  mercantile  bldss.,  wood,  1  to  8  stories;    ! 
private,  wood  and  brickj  8  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles    | 
ord. ;  causes  of  fires  investigated.  Fire  dept— 1  h.  &   , 
1.  truck,  2  hose  wagons,  8  hose  reels;  nose,  cot- 
ton,   rubber    lined,    good,    2,300    ft:    fire    alarm,    , 
Gamewell  electric,  4  boxes;  value  ot  dept  equip* 
ment,  82,700;  value  of  bldgs.,  11,600;  ann.  exp.  of    > 
dept,  $150;  total  mem.,  48  volunteers. 

Watbr  Supply — Source,  brook,  5  miles  from 
business  center:  system,  pump  to  stdp.;  stdp.  cap., 
370,000  gals.,  dim.  80  x  70;  material  used  in  cons., 
wrought  iron,  builder  Cunnincham;  quality  ox 
water,  good;  res.  cap.,  40,000,000  gals. ;  2  pumping 
engines,  class  1  simp,  dup.,  1  comp.  dup.,  sizes  12 
X  ISVTx  12  X  10,  18%  X  12  X  l6,  cap.  per  day 
3,000,000  gals^,  constructor  Worthington;  mains, 
cast  iron,  15  miles,  4  to  12  in.  dia.;  112  hydrants. 
Chapman;  Chapman  valves:  meters  owned  oy  Coj 
710  services;  kind  of  pipe,  lead;  pressure,  dom.  86 
lbs.,  fir^  85  lbs.;  bonded  debt  $150,000;  int  oaid 
on  bonds,  5  per  cent;  ann.  coat  of  mtee.,  $8,000; 
works  belong  to  Co. 

NATICK,  pop.  2,825;  bldn.,  wood  and  brick,  1 
to  8  stories;  no  fireworks  oroL  Fire  dept— 1  hand 
engine,  1  hose  carriage;  hose,  fair.  2,600  ft;  mem., 
volunteers;  underwriters'  ratmg,  first  class. 

Water  Supply— Source,  wells  and  cisterns. 

NEWPORT,  pop.  26,669;  fire  area,  3,840  acres; 
mercantile  bldgs.,  orick,  stone  and  wood,  1  to  o 
stories;  private,  stone,  brick  and  wood,  2  and  3 
stories;  wooden  roofs  permitted  in  fire  area;  fire- 
works and  combustibles  ord. ;  causes  of  fires  invcsti* 
gated.  Fire  dept— 6  steamers.  2  comb,  c  &  h. 
wagons,  19  c.  hand  ex.,  2  h.  &  I.  trucks,  3  hose 
wagons,  4  hose  carriages,  22  horses;  hose,  cotton, 
rubber  lined;  good,  12,000  ft.;  rubber,  good.  800  ft.; 
inferior,  all  kmds,  900  ft;  total  hose,  13.700  ft.; 
fire  alarm,  bells  and  whistles,  49  boxes;  value  of 
dept.  equipment,  170.748:  value  of  bldgs.  $70,123; 
ann.  exp.  of  dept.,  $53,642;  total  mem.,  141,  paid 
full  time  22,  paid  part  time  119. 

WATxa  Supply — Source,  brooks  1  to  5  miles 
from  business  center;  nrstem,  gravity  and  pump  to 
res.;  res.  cap.  8,000,000  gals.;  pumping  engines, 
cap.  per  day  1,000,000  gals.,  constructors  Curtis, 
Blake,  Knowles.  Reynolds-Corliss:  mains,  66 
miles,  4  to  36  in.  dia..  Newport,  Wood;  298  hy- 
drants, Boston,  Holyoke,  Mathews;  405  valves; 
meters,  total  number  110,  Crown,  Empire,  Metro- 
politan, Hersey  Rotary,  Thomson,  Boston,  Worth* 
mgton.  Elevator,  Nasn;  5,633  services;  pipe,  kon; 
pressure,  dom.  l5  lbs.,  fire  62  lbs.;  cost  to  con- 
struct $1,800,000;  ann.  cost  of  mtce.,  $20,000;  works 
belong  to  Co. 

NEW  SHOREHAM;  bldgs.,  wood.  Fire  dept 
—1  hand  engine,  1  hose  carriage;  hose,  1,000  ft; 
volunteers. 

Water  Supply— Source,  pond;  system,  gravity. 

PASCOAG,  pop.  3,000;  mercantile  bldgs.,  stone 
and  wood,  2H  to  4\i  stories;  private,  wood,  V^ 
stories;  wooden  roofs  permitted  in  fire  area:  fire- 
works and  combustibles  ord.  Vfre  dept— 1  h.  &  L 
hand  truck,  3  hand  hose  carriages,  6  chem.  ex.; 
hose,  cotton,  rubber  lined,  good,  1,500  ft.;  fire 
alarm,  Gamewell,  6  boxes;  total  mem.,  44  volun- 
teers. 

Water  Supply— Source,  springs;  system,  pump  to 
stdp.;  stdp.  cap.,  250,000  nls.,  stdp.  dim.,  20  x  100; 
pumping  engine,  situated  near  congested  district; 
cap.  per  minute,  800  gals^;  mains,  7H  miles,  princi- 
pally 12  and  14  in.  dia.;  66  hydrants,  Ludlow; 
pressure,  dom.  80  lbs.;  fire  90  lbs.;  works  belong 
to  Co. 

PAWTUCKET,  pop.  45,000;  fire  area,  5,700 
acres;  mercantile  bldgs  wood  and  brick.  2  to 
6  stories;  private  bldgs.  -*ood,  2  stories;  wooden 
roofs  permitted;  fireworl^"  and  combustibles  ord.; 
causes  of  fires  investigate*  fire  loss  for  1906.  $87,- 
617;   av.   ins.  patd    for  p^^t   time,  $84,246.     Fire 


dept— 2  steamers,  2  hand  '^^ines.  6  comb,  c  &  k 
wagons,  80  c  hand  ex.,  3  h.  ft  L  trudca,  I  aerial 
truck,  1  hose  wagon  (1  comb.  c.  &  h.  wagoa 
added),  22  horses;  hose,  cotton,  rubber  lined* 
good,  16,400  ft;  fire  alarm,  Gamewell,  HO  boxes; 
value  of  dept  equipment,  $69,000;  value  of  bldgi, 
$100,000;  ann.  exp.  of  dept.,  $68,385:  total  mem.  S3 
paid  full  time  44,  paid  part  time  9;  underwriter^ 
rating,  first  dasa. 

\Vatbr  Supply— Source,  stream,  8  miles  froo 
business  center;  system,  pumping  to  rea^  and  di- 
rect ^  filtration  system,  charcoal  and  pe^Bnvcl; 
auality  of  water^  good;  res.  cap.,  I,620l,fl00j0w  sals., 
8  pumping  engmes;  cap.  per  dav,  12,000,000  gals.; 
constructor,  Corliss:  mains,  cast  iron,  IfiS^  aauea,  2 
to  86  in.  dia.;  636  hydrants:  1,200  valves;  meters, 
total  number,  7,266,  owned  by  city  and  conaamer; 
9,018  services;  pine,  tarred  iron;  pressure,  dom.  16 
to  110  lbs.,  fire  96  to  110  lbs.;  cost  to  construct 
$1,946,888;  bonded  debt,  $1,285,000;  tnt  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $63,163;  works 
belong  to  city. 


PHENIX,  pop.  ^194;  fire  aiesL  1.240 
mercantile  bldgs.,  bnck  and  wood,  2  to  4  stories; 
private,  wood,  1  1-2  and  2 1-2  stories:  wooden 
roola  permitted;  fireworks  and  combnsoblcs  oid. 
Fire  dept — 1  hose  wason,  8  hose  carriages;  bose. 
cotton,  rubber  lined,  good  2,100  It;  fire 
alarm,  electric;  value  of  dent  equipment,  $2,000; 
value  of  bldgs.,  $5,000;  total  mem.,  40   volnntccn. 

Watbr  Supply— Source,  brook  and  springs  m 
miles  from  business  center;  system^  gravity ;  qual- 
■         '  '  .,   236,OO0l0w 


ity  of  water,  good;  res.  cap.,  «uw,vm^ww  b««>* 
mains,  iron,  IS  miles,  4  to  16  in.  dia. ;  175  hydrants; 
meters,  total  number  100,  owned  by  consumer;  &»t 
services;  pipe,  lead;  pressuie,  dom.  24  Iba.,  fire  96 
lbs.;  bonded  debt  $o0,000;  int  paid  on  bonds,  6 
per  cent;  works  belong  to  private  Co. 

PROVIDENCE,  pop.  197,000;  fire  area.  U,7Q6 
acres:  mercantile  bldgs.,  stone,  brick  and  wood 
2  to  12  stories;  private,  stone,  brick  and  wood,  2^ 
atiries;  wooden  roofs  permitted  in  fire  area;  fir^ 
works  ord.;  causes  of  fires  investigated;    av.  fire 


hose  wagons,  10  comb.  c.  ft  h.  wagona,  90  horses; 
total  hose,  82,066  ft;  fire  alarm,  electric,  404  boxes; 
value  of  dept  equipment,  $240,604;  value  of  bldgs.. 
$618,570;  ann.  exp.  of  dept,  $8$6,444;  total  mcnt, 
266.  paid  full  time.  ^^ 

Watbs  Supply— Source,  river,  6  miles  from  bn»- 
ness  center;  system,  pump  to  res.  and  direct;  fil* 
tration  system,  sand;  quality  of  water,  good;  res. 
cap.,  152,000,000  gals. ;  6  pumping  engines,  daaa  vert 
and  trip;  cap.  per  day.  49.000.000  gals.;  construc- 
tors. Holly,  Corliss,  Worthington.  Na«le,  Allis; 
mains  cast  iron.  361.6  miles,  6  to  42  in.  dia.: 
2.174  hydrants;  4,007  valves;  meters,  total  number 
23.180.  Crown  12,150,  Venturi  1,  Empire  2.62^  Gera 
82.  Trident  103.  Thomson  5,736.  Ball  &  Fitz  1.S00. 
Worthington  118,  Fales  ft  Jenks  1,  owned  by 
consumer;  26,321  services;  pipe,  lead  and  cats 
iron;  pressure,  dom.  64  to  Ts  lbs.,  fire  114  lbs  ; 
consumption  per  day,  15,554,641  gals.;  cost  to  cos- 
struct,  $6,862,^:  bonded  debt.  $4,416,000;  int.  paid 
on  bonds  3  to  4  per  cent;  cost  of  mtce.,  $172,^12: 
works  belong  to  city. 

RIVERPOINT,  mercantile  bldgs.,  stone  and 
wood.  Fife  dept.— 9  c  hand  ex.,  3  hose  carriayres: 
total  hose,  8.000  ft;  fire  alarm,  electric;  total  mem.. 
46  volunteers. 

Watks  Supply— Source,  lake;  system,  gravity; 
res.  cap.,  unlimited. 

SMITHFIELD,  pop.  2.107;  fixe  area.  2  acres: 
mercantile  bldgs.,  brick  and  stone,  2  to  4  stories: 
private,  wood,  1  ft  2  stor*^:  wooden  roob  rcr> 
mitted;  no  fireworks  ord.:  tires  investisated.  Fire 
dept — 1  hose  carriage:  hose,  linen  ^uned.  good 
600  ft.;  unlined,  000  ft..:  total  hoee,  1,200  ft; 
alarm,  bell;  total  mem..  20  volunteers. 

Watkr  Supply — Source,  well,  cisterns  and 
ponds. 


VALLEY   F.\LLS.    pop.   5.000:    fire   area. 
acres;    mercantile   bldgs.,    wood,    2    to   4    stories; 
private,   wood.   2  1-2  stories:   wooden   roofa 
mitted:  fireworks  ord.     Fire  dept — 2  chemical 
1  h.   ft  ].,   1   neHal  truck.  2  hose  carriages; 
ton  hose,  1,000  ft.;   inferior,  100  ft;  total  b 


11,000:  nltw  of  bldii.,  «12,000: 


imboitibtei  ord-:  ' 


I  ji-j  luui  Duie,  D.uuu  [I. 
value  of  dept.  equipmi 
IU900;  Kan.  «p.  of  d 

j    ™Wat.^upflt— S    . 

I    csp..  SdO.oSo  gall.;  (  -, 

j    Wo?k»;"qMfily    il"'. 


«  of  b[d« 
al  mem..  12E 

criaf  used  m 


WkTD    kurrLV— Source,    bcoolt,    6    mUa    fi 

370,000  gall.;  tii.  cap., 'm,000,000  sa'l-;'!  pump 
ciiEinca,  cap.  p»  dij  S,DOO,«)0  fala.,  cannni 


pieuurc,  dom.  80  Ibt.,  Grc  80 
10  Co. 

WARREN,    pop.    e.lOS.     Fite 
1  hand  engiDe,  8  c  band  ex., 

Watir  Sofht— Source,  river 

1T0.000  gall.,'  dim.  «'  x  50,  mali 
iron;  qn*1it>  of  water,  enc^ellefll : 
OOOgals,;  S  pumpini  engines,  caj 


4  lo  12 ,, 

a  80;   730  Birricei; 
>*.;  work*  behrag 


:.  ft  L  truck,  i 


■V 


in,    din.;   meter.,  ff 
-enure,   fire  TO   Ibi.; 


WARWICK,  pop.  11,118;  fire  arc,  300  tcreai 
meicantile  bidgi.,  brick  and  wood,  !  to  4  uorieaj 
private,  wood,  t  WOTieij  *aoden  roafi  pemutted 
in  £re  area;  firecorka  ord.  Fire  dept— 2  b.  &  1. 
truck*,  t  c.  band  at.,  1  boie  wagon,  G  boM  car- 
rians:  hoae,  rubber;  good,  t,£00  ft.;  fire  alarm, 
belt  3S  bo«>;  value  of  dept.  equipmeoC.  S2.000: 
valnt  of  hldn.,  t4,000;  ann.  up.  of^dept,  t3,M0i 
total  mem.,  A  paid  part  liine, 

Watki  SurrLY— Source,  apring  and  lake,  G  milea 
from  btiuneaa  center;  iratcm,  gravitj;  atdp.  dim., 
IOkEO;  material  uaed  m  cona.,  iroD;  qaality  of 
walcT,  good;  re*,  cap,,  300,000,000  gala.,  located 
Weat  Greenwicb:  malna,  caat  iron,  4  to  18  in.  dia.; 
200  hTdranti;  1,000  acrrBec;  pipe,  lead  and  galv. 
iron;  preaaure,  dam.  100  Iba.,  Sre  100  lb*.;  worka 
belong  tc  Co. 

W.    BARRINGTON,   pop.    l,S«li   bldgs.,    wood 

mitted;     no    (irrwnrVi    anH     rninhiiiti 111 ra    nfii         Nn 

60,000  g^;'ma'teriar  uaed 

of  water,  good:  pumping  e 

30,000  gilM.;  mama^wootf  V 

WESTERLY,  pop.  T*41;  mercantile  bldgi., 
brick  and  wood,  3  and  3  itorica;  priTate,  wood,  3 
atoriea;  wooden  roofa  permitted  in  fire  arta;  Bre- 
worka  and  combuadblei  ord.  Fire  dept.— 3  ateam- 
era,  t  water  towert,  10  c.  Land  ex.,  1  b.  a  L  truck, 
1  hoae  wagoBi,  3  bote  carrlagea;  bene,  cotton,  rnb- 


Naab  3«8,  Union  51 
Rotary  141,  Trident 
3,  Columbia  7.  Key 

5;. 


let:  J,BM  ictvictB;  pipe,  JcJ;  prc.uti 
3_H  Iba.,  fire  7G  to  B  Iba.;  coniuraplio 
7£3,000  eai>,:  coat  to  conttruct.  t37E 
!d  debt,  JkjAM;  int.  paid  on  hSSd.V? 
cent;  coat  of  mice.,  333,377;  worki  bi 


WICKFORD,   pop.    1 
bldga.,  wood,   1  --   " 

mitted;    firework, 

ginea.   I   h.    &   L    track. 


rd.     Fire 
ick.   S    I. 


lept,— 


hand    < 


rdiptriquipme™EiriWO;'-™Ju"oV"bldg..; 

W*i«a  SoTFLT— Source,  wella  and  aalt  water. 

WOONSOCKET,  pop.  33,186;  Gre  area,  S,m 
acrea;  mercantile  bldga..  wood,  brick  and  alone,4 
to  fl  Roriei:  private  bldga.,  wood,  2  and  <  itorie*; 
wooden  roofa  permitted;  no  Greworki  and  combua. 
Uble*  ord.;  canaea  of  fire*  invotigaled.  Fir* 
dept.— 3  Bteamera,  t  supply  iragpni,  1  comb.  c.  tt 
b.  wagou,  13  c.  band  «t..  3  h.%  I.  trucki.  3  bote 
wigon^  4  hoae  carriage*  15  boriei;  hoae,  cotton, 
rubber  lined,  good,  D.ODO  ft.;  inferior  all  kinds. 
13,600  It.:  total  hoae,  2GJ00  it.;  fire  alarm.  Game- 
well;  88  bo>e«;  value  of  dept,  equipment,  344,000; 
va^ue  of  bldg*..  t2S,>00:  ann.  e>p.  of  dept.,  3138- 
OOO;   total  mem.   gl,    paid   full   time  28,    paiJ  part 

WiTia  SurpLv— Source,  brook,  5  milei  from 
V _    ...  ^p    1^    sidp.;    atdp. 

,  Hodge;  quality  o'f 
i,00a  gals.;  loution, 

cto«,""wt;nhinatSn. 

mile..   4  to   35  in. 

;   677  valve.,    Chap. 

2.S14.      Crown    W, 

:,  lead; 


.  1,S78,7»  gals. ;  malerii 
dera.  Cunolngham,  Pon 
w.  good;  res.  cap.,  62S, 
lea  Hill  Road;  4  pump 
9,750,000    gall.;    const 

;'"&s"'hl'd'r'an"'   Chapmi 


raed  by  c 


i'n.*di^s.;  U 
n  tervicea; 

orL*  belong 


gals. 
Eon<i 


r    day.    I.4S4.84g    gait      per    i 
construct.  3I,013,m8i;  lal.  ] 


Place* 

Burrill  ville,  D  rownvlUi 
CompioB  ■  ■      - 

ate,  Tivi 


population   baring  no 

Aothon]',    AaEtoo, 

jviiie,  L'ruwnvuje,  nopkinton,  Lincoln,  Little 

ion,  Lonadale,  Manvillc,  FortamoBtb,  Seitn- 


Places  of  l.OOQ  or  more  population  not  reported: 
Chepacket,  Manitrilk,  Hope  Valley,   lliddlMowni. 

Sayleaville. 


SOUTH    CAROLINA 

ABBREVIATIONS.— Ann.,  unual:  »<r.,  (Tcnic;  bldsK,,  builduw;  eta^  CMuttr;  du..  ihiii^iii 
a,Gh«iiicmli  eft  h.,  chemical  ud  boie;  cU<.,dtrki  comb.  eombiiuiioD ;  comr.,  eommiuiaacr:  com.,  cob- 
nutiH;  Bomp.,  compounili  codl.  cunitructioii ;  de|it.,  departmeal^  di*..  ditmela-;  dim.,  dimcBuaiui  doa. 
domaHic;  dun.,  di>f>lcii  cnt..  cniinccr;  cxp.,  expcoK);  «.,  cMiia|uiih«i  ft.,  fcni  g*Ii.,  bkIUjiu;  tu  <L. 
llich  dutjj  ta.  &  l.,booh  (nd  liddcri  ini.,miaruicc;  iot.,  inlcrat:  nice..  Bumlsuncc;  mem..  mciiib«>tiip; 
Mo.,  aumWi  pop.,  popultiion^  pret.,  pretidtnti  r**,,  ruenoir;  itdp.,  uaodpipci  lupL.  mperiatcndaiT 
ABBEVILLE,  pop.    4300;  fire  In*.  WD 


Sump  lo  icdp.;  itdp.  up.,  1 
O.Ob  gall.;  St  pumping  t 
1.000.000  ailL,  conilruttot  V 
mllei:  E6liydrant>i  mttat,  I 
wait,  fire  m  lb& ;  GO*l  ta  con 


!,  1  htnd  ei 


Sood.  B,<ioff  tt.;  fire  ilirm.  GuDiewi 
Tilue  of  depl.  equipTnenl.  ^.OOO;  va 
tt.V»:  ana.  exp.  at  depc,  tlW;  tnUl  i 


ruck,  4  hoH 
ibber  lined. 
,   10   boiei. 


Watim  SupfLi-Source.  well*  li  mile  from  bun- 
tap.,  IW.Ooi  gill:  ^inL,  lKh<l«:  nutcrial  uicd  in 
wster.  'good;  "'«.    c«p.,"l«l,0flO  gals.;  '  "".^  '  T  '[ 


ANDERSON,  pop.  U.OM;  tin  area,  iMi  acrea; 
nerctniile  bidgf..  Crick.  I  to  t  dorm;  pnirite, 
%rick  *nd  wooo,  1  and  t  ■torieaiwoodco  roofi  not 

f  rea  initatiiaied.  Fire  dept.— 1  atcamcr,  1  hand 
«n«jae,  4  c.  band  ex..  I  h.  ft  1.  truck,  1  ho«r  waironi. 
t  hoie  carriiget,  t  horaei;  hose,  coiton,  rubber 
lined,  good.  S.DO0  It.;  lire  alarm,  bell  and  phone; 
'«lue  ol  depC  equipment,  tS.DOO;  Talue  of  bidgi., 
110.000;  *nn,  cup.  oT  depl..  fZ.OOO;  loUl  mem.  110, 
paid  full  time  1.  paid  pan  time  111.  , 


no.OOO  gala.;  dini.  IS  x  100;  mali 
wroughl  iron:  qualitr  nf  walei 
"""    -'-      ■--ilfd  B.OOT   -      - 


cap.,  hiO.DOD  gala.,   located  S.DOO  ft. 

"p.^p'er  dar°'!!500.«»*gaTs,:''con.lrucloral   Sm'ilh' 
Vaile.  Could;  maina,  caal  iron.  lHi  milei,  4  lo  10 

b).    dia.;    ll»  b»d 

ib«-    *M.    

;-'i'S  _.., 

preaaure.  dom.  EO  Ibi.,  fire  100  1b>. 

Cdai.  2«l.«n  gala.;  coil  to  cons 
ded  debt.  tSW.OOO  on  water,  1i| 
tlantc  int.  paid  on  bonda,  S  per  ci 
ing  to  Co. 


tifil!^' 

aiE^Vt 


BAMBERG,  pop.  S,000;  fire  area,  SO  acres; 
bldgi..  brick  and  wood.  1  and  t  itoTieai  wooden 
nwfi  not  permitled:  fireworki  and  eombuatiblea 
ord.  Fire  depl.— 1  hand  engine.  0  c  ex..  ]  h.  &  L 
truck.  2  boae  carriage!)  hoie.  cotton,  rubber  lined, 
1.000  ft;  alarm,  belt;  value  of  dept,  equipment, 
tl.OaO;  value  of  bldga.,  HOO;  total  mem.,  BO  lolun. 

"watii  SoPPiT-Sonree.  E  elaiema  and  artenlan 
welta;  iTatem.  pump  to  iidp.;  atdp.  cap.,  TS.OOO 
gala.:  rea.  can..  fii.OOO  gala.;  I  pumpmg  enxlnea. 
can  per  dev  TZ.OM  gal^,.  cnnttructor  Putt:  mnini. 
1,800  ft,  10  In,  dia.:  (  bydraolt:  owned  by  chy; 


BATESBURG,  pop.  tAOa.  Fire  dept^—Z  boae 
carta,  1,V0()  It.  bote:  fire  alarm,  wbiitle;  total  men. 
30  voluateera. 

WATia  Sur FLY— Source,  well  irstem.  piuiip  di- 
rect and  graviiv;  rea.  csp.,  SO.OOO  gala.,  1  pump, 
cap  per  day  llK.ODO  gala.,  conatrucior  UcConn; 
nuini   M   mile,   S  to  g  in.  dia.,   preaanie  M  Iba.. 

BEAUFORT,  pop.  S.OOO;  fire  area.  120  icra; 
Rlcrcantiie  bldca.,  brick  and  wood.  1  to  >  atorie*: 
private,  wood,  I  atonei:  woodcs  roofs  pcm.tted: 
firework*    and    combustibles    ord.        Fire    dept.— t 

wagon.  4  boae  carnage*;  boae,  cottoa.  m-oer 
lined,  (ood  TOO  fL;  rubber,  good  tWO  h.:  inferiot, 
all  kind;,  «00  h.;  total  boae,  1.500  ft.;  £ir  alina, 
bell:  value  of  depu  equipment.  t7,DDD;  value  of 
bidgl.,  tl,Oaa;  ann.  eap.  of  dept.,  CEOO;  total  mem., 
100,  paid  pan  time   1,    nlunteera  K. 

Watii  SurrLr^-Source.  well.  K  mile  from  biui- 
neaa  center;  syatem.  pump  lo  atdp.  ^  dinci; 
sldp,  cap..  luT.UuO  gala.:  dim.,  U  ■  9Ui  material 
naed  In  cons..  Iron;  builder*.  Lookout  Steam 
Boiler  WkL;  quallly  of  water  good:  =  pnmriu 
— -■--      ---     '■-'Ha    10;     cap.     per     day. 


WI),UO()  BSli: 
ran.  3  miles,  4 
netera,  total 
b>..    fire    M 


'  8  liL  dia.;  15  bjdranta;  tf  valves; 
iber.  84;  preaanre.  dwia.  36  to  W 
""   "--  ■ lion    per    day. 


>  gala.;  po"  cap..  TO  sala.;  worka  bdong 

HENNETTSVILLE.  pop.  UOO:  fire 

.J.    I r-__-   D -ercantile   bT 

rival e.  wood 
permined; 


Watb  SurPLT— 

Source,  wdls. 

BLACK  VI  LLE 

pop. 

I,OI»;    Br.    area 

d«a.. 

bnck.  1 

riva«: 

1    and    I   s 

wooden 

rorfs" 

K>t    per- 

milled 

firework* 

and 

es     ord-       Fin 

sr. 

c'*™'"^; 

%" 

ex,™  i 

TtL 

trofk.   1 

Rote  w 

ea.  b 

cketa,  etc. 

iiSSSt 

rubber, 

1.100  ft 

*va(ue  of  d 

ept.  e 

«"oP"t"lli 

value  of 

bIdgi.. 

I1.E0D1  alar 

3S  vol. 

underwiil 

ating,    fourth    daas- 

BRANCHVILLE,   pop.   UOl;  mercantrle  b 
tmek,  1  base  caniagt;  total  boae,  US  H, 


r  wi»3,    1 


ft-:  total  nose,  111.156  ft.;  bre  aianai,  damrwcIL  U 
boxes;  value  of  bldgs..  flMO:  ann.  exp.  ot  defc. 
mil;  total  mem.,  SO,  paid  lull  time  1.  mlnaietn 

Watii  SnrPLT— Source,  apriug*.  IH  anQn  frew 
business  center:  system,  pump  to  stdp.:  ardp.  e«^ 
llfl.om  gala,  dim.  20  x  ffi,  material  aaed  ,a  cMi 
wood  and  iron;  bnllder*  Challenge  P«4  ft  Wi*4 
Mill  Co.;  filtration  aysicm.  N.  Y.;  (u.  of  plaa^ 
KVI.onn  gsls.1  quality  ot  water,  gooif;  rva.  oi^ 
(MUmnii  gals.:  2  pumning  rottnes.  claap  •'*-  "" 
t  X  10,  cap.  per  day  71.000  gal*-. 
Could;  maina,  cast  iron,  !0  milca.  4  to 
a   hydrants,    Uathevs;   t>   valve*;    « 
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pipe,  gahr.;  preMure,  dom.  70  lbt.»  fire  125  lb*.; 
consumption,  per  day  160^000  gals.,  per  capita  35 
gals.;  cost  to  construct,  |72,S19.48;  works  belong 
to  Co. 

CHARLESTON,  pop.  60,000;  fire  area,  4H  «!. 
miles:  mercantile  bldgs.,  stonei  brick  and  wood, 
1  to  0  atories:  private,  stone,  brick  and  wood,  1  to 
S  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated: fire  loss  for  1  year.  157,174.84;  ins.  in- 
volved. $348,4S2.66.  Fire  dept— 11  steamers,  1  c  en- 
f'ne,  S  h.  &  1.  trucks,  11  e.  band  ex.,  1  aerial  truck, 
hose  wagons,  8  hose  carriages.  30  horses  j  hose, 
cotton,  rubber  lined,  good  10,600  ft.;  inferior,  all 
kinds,  200  ft;  total  hose,  10,700  ft.;  fire  alarm, 
Gsmewell.  Ill  boxes;  value  of  dept.  equipment, 
|9S,900;  value  of  bldgs..  |46,M0;  ann.  exp.  of  dept., 
152,733;  toUl  mem.  100,  paid  full  time  46.  paid 
part  time  54. 

Watbi  Supply— Source,  creek,  U  miles  from 
business  center;  s^rstem,  pump  direct;  filtration  ays* 
tem,  Jewellgravity;  quality  of  water,  good;  res. 
cap.,  8^127,820,000  gals.;  located  near  pumpink  ita- 
tion;  6  pumping  engines;  cap.  per  day  28,000,000 
gals.,  constructors  Snow,  Worthington:  maina, 
cast  iron,  60  miles,  6  to  24  in.  dia.;  680  nydrants; 
meters,  total  number,  47;.  Crown  9,  Nash  1,  Union 
1.  Empire  8,  Gem  1,  Trident  24,  Hene^  Torrent  8. 
Thomson  8,  Buffalo  8;  2,800  aervices;  pipe,  lead  and 
galv.  iron;  pressure,  dom.  60  lbs.,  fire  60  lbs.;  con- 
sumption per  day,  8J0O,00O  gals.;  works  belong  to 
Co. 

CHESTER,  pop.  7,600.    Fire  dept.— 1  hand  en- 

fine,  1  h.  &  L  truck,  4  hose  reels  and  hose  wagon; 
ose,  cotton,  rubber  lined,  good,  1,800  ft.;  rubber, 
good,  600  ft;  total  hose,  2,800  ft;  total  mem.  26, 
paid;  underwriters'  rating,  second  class. 

Water  Supply— Source,  creek,  2%  miles  from 
business  center;  system,  pump  to  stop.:  stdp.  cap., 
150,000  gals.;  filtration  system,  gravity,  N.  V.;  cap. 
of  plant,  2,»0,000  gals,  per  day;  res.  cap.,  100,0o0 
Kals.;  cap.  per  day,  720,000  gals.;  constructor 
Worthington;  mains,  7H  miles,  4  to  8  in.  dia.;  78 
hydrants;  pressure,  fire  66  lbs. 

CLIFTON,  pop.  1,000;  bldss.,  brick  and 
wood,  2  to  4  stories;  wooden  roofs  not 
permitted.  Fire  dept — 2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  8,500  ft;  fire  alarm, 
bell:  total  mem.,  18,  paid  part  time. 

WATsa  Supply — Source,  river;  system,  pump  to 
res.  and  direct;  res.  cap.  8.^,(KK)  gals;  pumping  en- 

S'nes,  cap.  per  dav  8,150.000  gals.:  constructors 
olyoke:  mains,  9  in.  dia..  Providence:  16  hy- 
drants, rrovidence;  pressure,  dom.  75  lbs.,  fire 
150  lbs.;  cost  to  construct,  $18,000;  works  belong 
to  Co. 

COLUMBIA,  poo.  80,000;  fire  area,  1,800  acrea; 
mercantile  bldgs.,  brick,  1  to  13  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept— 4  steamers,  1  c. 
engine,  1  hand  engine,  6  c.  band  ex.,  1  h.  &  1. 
truck,  4  hose  wagons^  1  hose  carriage,  18  horses; 
hose,  cotton,  rubber  lined,  good,  4,000  ft;  rubber. 

food,  1,000  ft.;  inferior,  all  kinds,  600  ft;  total 
ose,  6,000  ft;  fire  alarm,  electric,  28  boxes;  value 
of  dept  equipment.  $25,000;  value  of  bldgs..  $28,- 
000:  ann.  exp.  of  dept,  131,000;  total  mem.,  42,  paid 
full  time. 
Water  Supply— Source,  river,  1  mile  from  busi- 
ess  center:  system,  gravity,  pump  to  res.  and  di- 
rect; filtration  syjitem.  Jewell;  quality  of  water, 
fair;  res.  cap.,  1300,000  gals.;  6  pumping  engines, 
cap.  per  day  41,000,000  gals.,  constructor  Worthing- 
ton; mains,  cast  iron,  25  miles,  4  to  24  in.  dia.; 
240  hydrants;  meters,  toul  number  1,606,  Nash  2, 
Empire  1,  Trident  2,  Hersey  Torrent  1,  Worthing- 
ton 1,  Columbia  1,  Pittsburg  1,496.  owned  by  citv: 
1,525  services;  pipe,  galv.  iron;  pressure,  dom.  SO 
lbs.,   fire    76  lbs.;   consumption^per    day,   2,600,000 

Sis.;    cost  to   construct,   $275,000;   cost  of  mtce., 
0,000;   works  belong  to  city. 

CONWAY,  pop.  1,600;  vol.  dept.  1  h.  A  1. 
truck;   1  hand  eng.    1  hose  cart 

Water  Supply— Source,  well,  river  and  2  ele- 
vated tanks. 

DARLINGTON,  pop.  4.500;  mercantile  bld|rt.f 
brick  2  stories;  private,  wood.  1  and  2  stones; 
wooden  roofs  not  permitted.  Fire  dept— 1  steamer, 
1  h.  ft  1.  truck,  1  hose  wagon,  8  nose  carriages, 


horses  hired;  hose,  cotton,  rubber  lined,  good, 
1,700  ft.;  inferior,  all  kinds,  600  ft;  total  hose, 
2,200  ft;  fire  alarm,  bell;  value  of  deirt.  equipment, 
$4,000;  value  of  bldga..  $10,000;  ann.  exp.  of  dept, 
$400;  toUl  mem.  40,  paid  full  time  8,  volunteers  88; 
underwriters'  ratsnua,  third  claas. 


Water  Supply— Source,  well,  in  business  center; 
svstem,  pump  to  stdp.  and  direct;  stdp.  cap.,  00,> 

000  ffals. ;  dim..  14  x  40;  material  used  in  cons,  iron: 
quality  of  water,  good;  res.  cap.,  80,000  gals.;  2 
pumping  engines,  cap.  per  day  260,000,  constructor 
Worthington;  maina,  iron^  8Vfc  milea,  4  to  10  in.  dia.; 
68  hydrantt;  29  valves;  pipe,  galv.  iron;  pressure, 
dom.  80  lbs.,  fire  100  lbs. ;  cost  to  construct.  $8,000; 
bonded  debt  $100,000;  int  paid  on  bonds.  6  per 
cent;  cost  of  mtce.,  $600;  works  belong  to  Co, 

EDGEFIELD,  pop.  2,000.  Fire  dept— 1  hand 
c  ex.,  1  chem.  wagon;  hose,  400  ft;  total  mem.,  7 
volunteers. 

Water  Sitpply— No  work*. 

FLORENCE,  pop.  8,000;  fire  area,  50  acres; 
mercantile  bldgs.,  brick,  1  to  4  stories;  private, 
wood  1  and  2  stories;  wooden  roofs  not  permit- 
ted: fireworks  and  combustibles  ord.    Fire  dept— 

1  steamer,  2  hand  engines  2  c.  hand  ex.,  1  h.  &  1. 
truck,  2  hose  carriages,  8  horses;  hose,  cotton, 
rubber  lined,  good,  2,00  ft;  fire  alarm,  Gamewell. 
10  boxes;  value  of  dept.  equipment,  $10,500;  total 
mem.  18,  paid  full  time;  underwriters  rating, 
third  class. 

Water  Supply— Source,  wells,  in  basiness 
center;  system,  pump  to  stdp.  and  direct;  stdp. 
cap.  100.000  gals.,  dim.  21  x  100.  located  at  station, 
material  used  in  cons,  steel,  builder  M.  E.  Hurton; 
quality  of  water,  good;  res.  cap.  500,000  gala, 
located  at  station;  1  pumping  engine,  class  comp. 
and  single  dup.,  cap.  per  day  l,(XlO,000  gals.,  con- 
structor, Worthington;  mains,  iron,  11  miles,  4 
to  8  in.  dia.;  107  hydrants,  Rensselaer;  56  valves, 
Glamorgan;  meters,  total  number  388;  Union  60, 
Keystone  182,  owned  by  city;  80O  services;  pipe, 
ganr.  iron;  pressure,  dom.  60  lbs.,  fire  120  lbs.;  con- 
sumption per  day  70.504  sals.,  per  capita  16  gala.; 
cost  to  construct  $67,850;  bonded  debt  $60,000; 
intpaid  on  bonds,  5  per  cent;  ann.  cost  of  mtce., 
$2,069;  works  belong  to  city. 

GAFFNEY,  pop.  4,500:  fire  area,  50  acres; 
mercantile  bldgs.,  brick,  1  to  3  stories;  private, 
wood,  2  stories:  wooden  roofs  not  permitted;  fire> 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 8  carts;  1  c.  engine;  hose, 
cotton,  rubber  lined,  good  2,000  ft;  fire  alarm, 
whistle;  total  mem..  8o  volunteers;  underwritera^ 
rating,  third  class. 

Watbs  Supply — Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.  100,000  gals.:  dim.  120  x  l2;   1 

Jumping  engine;  constructor  Worthington;  mains, 
miles,  4  to  8  in.  dia.;  51  hvdrants,  Rensselaer; 
pressure,  dom.  66  lbs.,  tire  100  lbs.:  consumption, 
per  day  60,000  gals.,  per  capita,  la  gals.;  cost  to 
construct  $15,000;  ann.  cost  of  mtce.,  $8,000; 
works  belong  to  city. 

GEORGETOWN,  pop.  8,000;  fire  area,  640  acres; 
mercantile  bldgs.,  bnck  and  wood,  1  to  3  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  combustibles  ord.;  causea 
of  fires  investigated.  Fire  dept.— 1  steamer.  2  hand 
engines,  1  c.  engine,  42  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  waeon,  4  hose  carriages.  4  horses; 
hose,  cotton,  rubber  lined,  good,  2,600  ft;  fire 
alarm,  Gamewell,  12  boxes;  value  of  dept.  equip- 
ment, $10,000;  value  of  bldgs.,  $8,000;  ann.  exp. 
of  dept,  $2,741;  total  mem.,  80;  paid  part  time; 
underwriters'  rating,   second  class. 

Water  Supply— bource,  river,  4  blocks  from 
business  center:  system,  gravity,  pumn  to  res.,  stdp. 
and  direct;  stdp.  cap.,  100,000  gals.;  aim.,  110  x  16; 
material  used  in  cons,  steel;  quality  of  water, 
good;  3  pumping  engines,  cap.  per  day  750,000 
gals.,  constructor  Worthington;  mflains,  9  miles, 
iron:  72  hydrants  pressuie,  dom.  40  lbs.,  fire  80  to 
100  lbs.;  cost  to  construct,  $100,000;  bonded  debt, 
$160,000;  works  belong  to  city  and  Co. 

GRANITF.VILLE.  pop.  2,600;  fire  area.  100  acres; 
mercantile  bldgs.,  brick  and  wood.  1  and  2  stories; 
private,  wood,  1  and  2  stories:  wooden  roofs  per^ 
fflitted  in  fire  area;  causes  of  fires  investigated. 
Fire  dent. — 12  c.  hand  ex..  3  hosie  reels:  hose,  cot- 
ton, rubber  lined,  good,  3,000  ft;  fire  alarm.  belL 

Water  Supply— Source,  creek:  system,  pump  to 
res.  and  direct;  quality  of  water,  good;  rea.  cap.. 
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145,000  gals.,  located  %  mile  from  town  on  hill;  2 
pumping  engines,  cap.  per  day  216,000  gals.,  con- 
stnictor  Worthington;   mains,  S  milea,  4  to  6  in. 
dia.;  GO  hydrants;  20  valves;  pressure,  dom.  6  lbs. 
fire  82  to  90  lbs.;  works  belong  to  Co. 

GREENVILLE  pop.  32.000;  fire  area.  3.142 
acres;  mercantile  bldgs.,  brick.  1  to  6  stories;  pri- 
vate, brick  and  wood,  1  to  3  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com* 
bustibles  ord.;  causes  of  fires  investigated  fully. 
Fire  dept— 2  steamers.  2  h.  &  1.  trucks,  18  c  hand 
ex.,  5  nose  wagons,  8  hose  carriases  7  horses; 
hose,  cotton,  rubber  lined,  good  4,000  ft j  inferior, 
all  kinds,  900  ft.;  total  hose,  4,900  ft^  fire  alarm, 
bell;  value  of  dept.  equipment.  115,000;  value  of 
bldgs..  112,000;  ann.  cxp.  of  dept.,  $15,000;  toUl 
mem.  86,  paid  full  time  15,  volunteers  20. 

Water  Supply— Source,  mountain  streams,  9 
miles  from  buaineta  center;  system,  gravity,  pump 
to  stdp.  and  direct;  stdp.  cap.,  867.000  gals. ;  dim., 
25  X  130;  material  used  in  cons,  iron;  filtration  sys^ 
temi.  sand;  quality  of  water,  cood;  4  res.,  cap.  228,- 
000.000  gals.,  located  on  fltris  Mountain;  8  pumping 
engines,  class  comp.  cond.  dup.,  cap.  per  day 
8,000,000  gals.,  constructors  Snow,  Rarr;  mains, 
iron  and  cement.  GO  miles,  4  to  12  in.  dia.;  210 
hydrants;  500  valves:  meters,  total  number,  1,000, 
owned  by  Co.;  8,000  services;  pipe,  gal  v.  iron; 
pressure,  dom.  80  lbs.,  fire  110  lbs.;  works  belong 
to  Ca 

GREENWOOD,  pop.  8,000;  fire  area,  840  acres; 
mercantile  bldgs.,  bricic  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  1  and  2  stories:  wooden 
roofs  permitted  in  fire  area;  fireworks  ord.;  causes 
of  fires  investigated.     Fire  dept.— 1  h.  &  L  truck, 

1  comb.  c.  engine  and  hose  truck,  8  hose  carts; 
hose,  cotton,  rubber  lined,  good,  2,200  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment,  ^.000; 
value  of  bldgs.,  |l,O0O;  ann.  exp.  of  dept.,  $650; 
total  mem.,  §9  volunteers. 

Watxr  Supply — Source,  spring  and  well:  syttem, 
pump  to  res.  and  stdp.;  stdp.  cap.  260,000  gals.;  qual- 
ity ol  water,  good;  res.  cap.  500,000  gsls.;  2  pump- 
ing enginesj^ass  dup.,  size  8  x  14  x  8^  x  12;  cap. 
per  day  1,872,000  gals.:  constructors  Smith-Vaile; 
mains,  iron,  16  miles,  4  to  10  in.  dia.,  American; 
67  hydrants,  Ludlow:  00  valves,  Ludlow;  meters, 
total  number  150;  240  services;  pressure,  dom.  40 
lbs.,  fire  60  to  300  lbs.;  cost  to  construct,  $46,000; 
int.  paid  on  bonds,  6  per  cent.;  works  belong  to 
city. 

KERSHAW,  pop.  627:  combustibles  ord.  Fire 
dept.— 1  steamer.  1  h.  a  1.  truck,  8  hose  carts; 
hose,  2,000  ft.;  20  volunteers. 

Watbr  SupPLY-^Source.  artesian  wells;  res.  cap. 
50,000  gals.;  stdp.  cap.  86,000  gals.;  mains,  2  miles; 
20  hyorants. 

LANCASTER,  pop.  1,660;  mercantile  bldgs., 
brick,  1  and  2  stories;  private,  brick,  2  stories; 
wooden  roofs  not  permitted;  fireworks  ord.;  fires 
investigated.  Fire  dept — ^1  h.  &  L  truck;  total 
mem.,  20,  volunteers;  bucket  brigade;  underwriters' 
rating,  fourth  class. 

Watbs  Supply— Source,  wells  and  cisterns. 

LAURENS,  pop.  4,020;  fire  area,  640  acres; 
mercantile  blags.,  brick,  2  and  8  stories;  private, 
wood,  2  stories:  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept. — 1  steam- 
er, 1  hand  engine,  1  h.  &  1.  truck.  1  aerial  truck,  1 
hose  reel.  2  horses;  total  hose,  1,400  ft:  fire  alarm, 
bell;  value  of  dept.  equipment,  $6,400;  value  of 
bldss.,  $6,000;  total  mem.,  78;  paid  full  time  1. 
paia  part  time  77;  underwriters'  rating,  second 
class. 

Watsb  Supply— Sonrotf,  wells,  H  mile  from 
business  center;  system,  gravity,  pomp  to  res.,  to 
stdp.  or  direct;  stdp.  cap.,  126,000  gals.;  cim. 
100  X  20,  located  87  feet  above  level  of  town; 
res.  cap.,  166,000  gals.;  2  pumping  engines,  cap. 
per  day  160.000  gajs.,  constructor  Worthington; 
mains,  8  milels,  4  to  12  in.  dia.;  44  hydrants. 
Wood;  meters,  total  number  176;  160  services; 
pressure,  dom.  80  lbs.,  fire  126  lbs.;  cost  to  con- 
struct, $40,000;  int  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $l,80(k 

McCOLL,  pop.  2,600;  mercantile  bldgs.,  brick  and 
wood,  1  to  2  stories;  private  dwellings,  wood,  1  to 

2  stories;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated. 

Water  Supply— Not  reported. 


'  MANNING,  pop.  1.430;  bldgs.,  wood,  1  to  8 
stories:  wooden  roofs  permitted.  Fire  dept— I 
steamer.  1  c.  engine;  hose,  1.000  ft^  total  mem. 

'  40,  paid  2,  38  volunteers;  underwriters'  rating, 
fourth  class. 

I       Water  Supply— Source,     wells;     pressure,     86 

I    lbs.;  cisterns,  cap.  20,000  gals. 

!  MARION,  pop.  4,500;  fire  area,  200  acres;  mcr- 
I  cantile  bldgs.,  brick,  1  to  3  stories;  private,  bridi 
'  and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  ord.;  causes  of  fires 
investigRted.  Fire  dept— 1  h.  &  1.  truck  1  hose 
wagon,  2  horses;  hose,  cotton,  rubber  lined,  good. 
1.600  ft;  fire  alarm,  bell;  value  of  dept  equqxnest 
12.600;  value  of  bldfcs.,  $6,000:  ann.  exp.  of  dept. 
$600;  total  mem.,  19,  paid  full  time,  1.  volun- 
teers, 18. 

Water  Supply— Source,  wells,  %  inile  froai 
business  center;  system,  pump  to  tank  and  direct; 
stdp.  cap.  90,000  gals.;  material  used  in  cons,  iron; 
quality  of  water,  good;  2  pumping  engines,  cap. 
per  day  1,296,000  prals.,  constructors  McGowan  and 
Worthmgton ;  mains,  iron,  Z\i  miles,  4  to  S  in.  dia. ; 
59  hydrants;  17  valves;  pressure,  dom.  40  lbs.,  fire 
76  lbs. ;  bonded  debt,  IIOO.OOO;  int.  paid  on  bonds, 
5  per  cent;  works  belong  to  Co. 

MAYESVILLE,  pop.  761;  bld^.,  wood,  1  and  2 
stories.  Fire  dept— 1  hand  engine;  hose,  GOO  ft; 
alarm,  bell. 

Water  Supply — Sonroe.  wells. 

MT.  PLEASANT,  pop.  2.252;  mercantile  bld^s., 
wood.  Fire  dept — ^1  hand  engine,  1  c.  engine,  lad- 
ders, etc. ;  total  hose.  500  ft. ;  volunteers. 

Water  Supply — Source,  wells;  system,  pumping. 

NEWBERRY,  po^.  5,000;  fire  area.  400  acres; 
mereantile  bldgs.,  onck  and  wood,  1  and  2  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  oro.;  causes 
of  fires  investigated.  Fire  dept— 1  steamer.  4  c 
hand  ex.,  1  h.  ft  L  truck,  2  hose  wagons,  6  hose 
carriages.  2  horses;  hose,  cotton,  rubber  lined, 
good,  7,000  ft;  inferior,  all  kinds.  600  ft.;  total 
hose,  1,600  ft;  fire  alarm,  bell  and  whistle;  valae 
of  dept  equipment,  $3,000;  value  of  bldgs.,  $3,000; 
ann.  exp.  of  dept,  1800;  total  mem.,  45^  paid  part 
time  1,  voltmteers  44. 

Water  Supply— Source,  well,  GOO  yds.  from  busi- 
ness center:  system,  pump  to  res.  and  stdp.;  stdp 
cap.,  288,000  gals.;  dim.,  20  x  100,  material  used  m 
cons,  steel,  builder  R.  D.  Cole;  quality   of  water. 

rod ;  res.  cap.  800,000  gsls.,  located  at  power  house; 
pumping  enidne,  class  dup.,  cap.  per  day  750,000 
gals.,  constructor  Worthington:  mains,  cast  iren. 
10^  miles.  4  to  10  in.  dia.;  86  hydrants;  meters, 
total  nuAber,  108.  Crown  100,  Thomson  X  Worth- 
ington 1,  owned  by  consumers;  300  services;  pipe, 
galv.  iron;  pressure,  dom.  66  lbs.,  fire  126  «.: 
consumption  per  day,  100,000  gals.;  cost  to  con- 
struct ISGjOOO;  int  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  12,600;  works  belong  to  city. 


ORANGEBURG,  pop.  8,000;  fire  area,  1JB» 
acres;  mercantile  bldgs.,  bricl^  1  to  4  stories: 
private,  brick  and  wood,  2  to  6  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  iuTestigated; 
fire  loss  for  1904,  $18,810;  ins.  inrolved,  194^iSl 
'  Fire  dept.— 1  steamer,  8  c.  hand  ex..  1  hi.  ft  I. 
i  truck,  1  hose  wagon,  7  hose  carriages,  3  horses: 
I  hose,  cotton,  rubber  lined,  good,  2,560  ft;  fire 
!  alarm,  Gamewell.  16  boxes;  value  of  dept.  equip- 
ment, 18,800;  value  of  bldgs..  822,800; 


of  dept,  11,961;  total  mem.,  1^ 

Water  Sufply— Source,  wells,  in 
ter;  system,  pump  to  res.  and  stdp.,  stdp.  capu. 
87,tf0  gals.;  dim.  12x100;  material  used  in  con&, 
steel;  builders,  Chattanooi^  Boiler  ft  Irosi  Works; 
quality  of  water,  good;  res.  cap.  800,000  sals.,  lo- 
cated at  station:  8  pumping  engines,  daaa  comp.. 
cap.  per  day  2,400,0w  gals.^  constructon  Latdlaw- 
Dunn-Gordon;  mains,  cast  iron,  10%  miles,  4  to  12 
in.  dia.;  118  hydrants;  66  valves;  meters,  total  nnm- 
ber  166,  Crown  1,  Union  6,  Empire  10,  Bqffalo  26. 
Keystone  8,  Nash  2,  owned  by  city;  836  services; 
pipe,  iron^  pressure,  dom.  40  lbs.,  fire  40  to  160  lbs.; 
consnmptton  per  day,  100,000  gals.;  cost  to  ccm- 
struct  835.000;  bonded  debt  840,000;  int  paid  on 
bonds,  6  |>er  cent;  cost  of  mtce.,  88,000;  works  be- 
long  to  city. 

FELZER,  pop.  4,000;  btdjgs.,  wood  and  hridk,  4 
stories;  wooden  roofs  permitted;  no  fireworics  nd 
combustibles  ord.     Fire   dept— 1  h.  ft  L  truck,  2 
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hose  carriages;   GOO  ft.   hose;   fire  alarm,  bell  and 
whistle;  total  mem.,  50  volunteers. 

Watbs  Supply — Source,  wells,  Vi  to  1  mile  from 
business  center;  system,  pump  direct;  stdp.  cap. 
SOO,0UU  gals.,  cap.  per  day  200,000  gals.:  mains, 
cast  iron.  3  miles,  %  to  4  in.  dia.;  86  hydranu. 

PIEDMONT,  pop.  a,548;   fire  area,   J4   mile  in 
dia.;  bldgs.,  wood,  1  and  2  stories.    Fire  dept. — 2 
hose  carriages;   hose,  cotton,  good  2,500   ft.;,  bell 
alarm;    total    mem.,    26   volunteers;    underwriters 
rating    fourth  class. 

Watsr  Supply — Source.  Saluda  River;  system, 
pumping  to  res.,  cap.  175,000  gals.;  2  pumps,  daily 
capacity  3,500  gals.;  constructor  Dcanc;  40  hy- 
drants;  pressure  45  lbs. 

ROCK  HILL,  pop.  11,000;  fire  area.  320  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  4  stones; 
private,  wood,  1  to  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — 1 
steamer,  1  comb.  chcm.  hose  and  ladder  wagon,  1 
h.  &  1.  truck,  1  hand  engine,  2  c.  hand  ex.,  1  aerial 
cxp.  of  dept.,  S2,000-  total  mem.,  12,  paid  part  time. 

Water  Supply— Source,  6  wells;  system,  pump 
to  res.  and  stdp.;  stdp.  cap.,  350,000  gals.;  dim., 
15x110;  material  used  in  cons,  steel;  builders, 
Gould  &  Co.;  quality  of  water,  good;  res.  cap. 
200,000  gals.,  located  at  station;  2  pumping  en- 
gines, steam,  cap.  per  day  1,000,000  gals.,  con- 
structors Worthington,  McGowan;  mains,  cast 
iron;  8  miles,  4  to  10  in.  dia.;  40  hydrants;  40 
valves;  meters,  total  number  450,  owned  by  Co.: 
1S7  services;  pipe,  galv.  iron;  pressure,  dom.  60 
lbs.,  fire  100  Ids.;  works  belong  to  Co. 

Fire  dept.— 1  hand  engine, 


SENECA,  pop.  1,500. 
I  hose  reel;  nose,  500  ft. 


Water  Supply— Tank;  cap.,  60,000  gals.;  82  hy- 
drants. 

SPARTANSBURG.  pop.  19,000;  fire  area,  1%  sq. 
miles;  mercantile  bldgs.,  brick,  2  and  3  stories;  pri- 
vate, wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  steamer, 
8  c.  hand  ex.,  1  comb.  c.  &  h.  wagon.  1  h.  &  1. 


Gamewcii,    30   boxes;    value   of   dept.    equipment, 
$10,000;  value  of  bldgs.,  $10,000;  ann.  exp.  of  dept. 
110,878;    total    mem.    30,    paid    full    time    16.    call 
men  15. 

Water  Supply— Source,  creek,  1%  miles  from 
business  center;  system,  gravity  and  pump  to 
stdp.;  stdp.  cap.,  216,000  gals.,  <fim,  02  x  20;  res. 
cap.,  8,000.000  gals.;  2  pumping  engines,  cap.  per 
day  2,000,000  gals.,  constructor.  Deane;  mains,  18 
miles,  4  to  10  in.  dia.;  160  hydrants.  Chapman  & 
Wood;  meters,  total  number,  550:  1,850  services; 
pressure,  dom.  45  lbs.,  fire  GO  to  200  lbs.;  consump- 
tion, per  day.  700,000  gals.;  per  capita,  70  gals., 
works  belong  to  Co. 

SUMMERVILLE.  pop.  2,500;  fire  area,  1,280 
acres;  mercantile  bldffs.,  brick  and  wood,  1  and  2 
stories;  private",  wood,  1  story;  wooden  roofs  per- 
mitted* causes  of  fire  investigated.  Fire  dept.— 1  c. 
engine^  1  h.  &  1.  truck,  1  hose  carriage.  2  horses; 
hose,  rubber,  good,  300  ft.;  fire  alarm  bell;  value 
of  dept.  equipment.  $1,500;  value  of  bldgs.,  $800; 
ann.  exp.  of  dept.,  $100;  total  mem.,  50  volunteers; 
underwriters'  rating,  fourth  class. 

Watsb  Supply — Source,  wells. 

SUMTER,  pop.  10,000;  fire  area,  4,500  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood.  1  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dep^— 1 
steamer,  1  hand  engine,  4  c.  hand  ex.,  1  h.  &  1. 
truck,  2  hose  wagons,  6  horses;  hose,  cotton,  rub- 
ber lined,  good.  2,200  ft.:  inferior,  all  kinds.  300 
ft.;  total  hose,  2,600  ft.;  fire  alarm,  bell;  value  of 
dept.  equipment,  $5,000;  value  of  bldgs.,  $10,000: 
ann.  exp.  of  dept.,  $3,000;  total  mem.  64,  paid  full 
time  4,  60  volunteers. 

Watxx  Supply— Source,  wells;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.,  320,000  mls^^uilders 
Tippctt  &  Wood;  cap.  per  day  1.2oO,000  ^als., 
constructor  Davidson;  mains,  cement  and  cast  iron, 
S  miles,  4  to  10  in.  dia.,  makers  American;  89 
hydrants,  makers  Ludlow;  meters,  total  number 
92,  Crown  28,  Empire  W;  400  services,  pipe,  galv. 


iron;  pressure,  dom.  60  lbs.;  fire,  GO  lbs.;  works 
belong  to    Co. 

WALLHALLA,  pop.  1.307;  fire  area,  82  acres; 
mercantile  bldgs.,  brick,  1  and  3  stories;  private, 
wood,  2  stories:  wooden  roofs  not  permitted;  fire- 
works ord.;  causes  of  fires  investigated.  Fire  dept. 
— 1  hand  engine,  1  hose  carriage;  hose,  cotton, 
rubber  lined,  good  800  ft.;  rubber,  good  200  ft; 
inferior,  all  kinds,  200  ft:  toUl  hose,  700  ft; 
fire  alarm,  bell:  value  of  dept.  equipment  $600; 
value  of  bldgs.  $500;  ann.  exp.  of  dept.,  |200;  total 
mem.,  12;  underwriters'  rating,  fourth  class. 

Water  Supply — Source,  well  and  cisterns;  cap. 
of  cisterns,  500,000  gals. 

UNION,  pop.  10,000;  fire  area,  ^  sq.  mile;  mer- 
cantile bldss.,  brick  and  wood.  1  and  2  stories;  pri- 
vate, wooa.  1  and  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  causes  of  fires  investigated. 
Fire  dept— 1  comb.  c.  &  h.  wagon,  2  c.  hand  ex., 
1  hose  reel,  2  horses;  hose,  cotton,  rubber  lined, 
good,  1,400  ft;  fire  alarm,  bell;  total  mem.,  22, 
paid  full  time  1,  volunteers  21. 

Water  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravity,  pump  to  stdp.: 
stdp.  cap..  235.000  gals.;  dim.,  20  x  100;  material 
used  in  cons,  iron;  filtration  system^ewcll ;  qual- 
ity of  water^  good;  res.  cap.,  1,227,000  gals.;  t 
pumping  engines,  cap.  per  day  2,000,000  gals.,  con- 
structor Worthington;  mains,  cast  iron,  12  miles, 
4  to  10  in.  dia.;  59  hydrants;  44  valves:  meters, 
total  number  234,  Crown  4,  Nash  160,  Union  10, 
Empire  30,  Hersey  Rotary  6,  Hersey  Disc  9, 
Worthinjgrton  1,  Keystone  14,  owned  by  consumer: 
234  services;  pipe,  galv.  iron;  pressure,  dom.  60 
lbs.,  fire  100  lbs.;  consumption  per  dav,  1%,000 
gals.;  cost  to  construct,  $30,000;  bonded  debt,  M6,- 
000;  int.  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$1,^;  works  belong  to  city. 

WALTERBORO.  pop.  1,401;  fire  area.  800 
acres;  bldgs..  wood.  1  and  2  stories;  wooden  roofs 
permitted:  nreworxs  ord.  Fire  dept. — 1  hand 
engine,  10  chemical  extinguishers,  1  h.  &  1.  truck. 
1  nose  carriage;  hose,  cotton,  rubber  lined,  good 
250  ft;  bell  alarm;  value  of  fire  dept  equipment, 
$1,000;  value  of  bldgs.^  $200;  total  membership, 
50   volunteers;  underwriters'  rating  fourth  class. 

Watbr  Supply — Source,  artesian  wells. 

WINNSBORO.  pop.  1,765;  mercantile  bldgi.. 
wood  and  brick.  1  and  2  stories;  private,  wood  and 
brick,  2  stories;  wooden  roofs  j>ermitted,  fireworks 
ord.  Fire  dept. — 1  steam  en^ne,  1  hand  engine, 
1  h.  &  1.  truck.  8  hose  carnages,  1  hose  wagon; 
hose,  rubber,  1.500  ft;  bell  alarm:  value  of  dept 
equipment,  $6,000;  2  bldgs,  owned  by  town;  ann. 
ex.  of  dept..  $600;  total  membership,  150  volun- 
teers; underwriters*  rating,  second  class. 

Water  Supply — Source,  0  cisterns,  capacity 
180.000  gals.,  1  connected  with  R.  R.  tank. 

YORKVILLE,  poi>.  3,600:  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  iron.  2  stories;  pri- 
vate, wood,  IVk  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept.— 1  h.  &  1.  truck,  1  reel,  2  horses;  hose,  cot- 
ton, rubber  lined,  good,  1.800  ft;  fire  alarm,  bell 
and  telephone;  value  of  dept.  equipment,  $2,000; 
total  mem.  41,  paid  full  time  3,  volunteers  40; 
underwriters'  rating,  second  class;  electric  power 
pump,  with  steam  pump  as  reserve. 

Watbr  Supply — Source,  creek  and  springs,  H 
mile  from  business  center;  system,  pump  to  res. 
and  stdp.;  stdp.  cap..  66.000  gals.,  £m.  12  x  71» 
location  center  of  town,  material  used  in  cona 
steel,  builders  Lombard  Iron  Wks.;  quality  of 
water,  good;  res.  cap.  100,000  gals.,  location  at  sta- 
tion; 2  pumping  engines,  cap.  per  day,  2,000,000 
gals.,  constructors  Smith-vaile,  Worthington: 
mains,  cast  iron,  3^^  miles.  4  to  8  in.  dia.;  24 
hydrants.  Eddy;  6  valves;  meters,  total  number 
162,  Union  and  Trident;  meters  owned  by  con- 
sumer; 62  services;  pipe,  galv.  iron;  pressure,  dom. 
45  lbs.,  fire  65  lbs.;  consumption,  per  day,  160.000 
gals.,  per  capita  40  Rals.;  cost  to  construct,  $20,000; 
bonded  debt.  $17,500;  int.  paid  on  bonds.  7  per 
cent;  ann.  cost  of  mtce.,  $1,200;  works  belong  to 
city. 

Placeis  of  1,000  or  more  population  having  no 
organized  fire  dcQartment:  Allendale.  Barnwell, 
Blacksburg,   Cheraw.   Edgefield,    Clinton. 

Places  with  a  population  of  1,000  or  more  not 
reported:     Brookland. 
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ABBREVIATIONS.— Ann.,  annual;  av.,  average;  bldgi.,  buildings;  cap.,  capacity^  chn.,  chalnnan; 
c,  chemical;  c  &  h.,  chemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  com* 
mittee;  comp.,  compound;  cons.,  construction;  dept.,  department;  dia.,  diameter:  dim.,  dimensions;  dom., 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  feet;  gals.,  gallons;  h.  d., 
high  duty:  h.  &  1., hook  and  ladder;  ins., insurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt.,  superintendent. 


ABERDEEN,  pop.  6.750:  fire  area.  800  acres; 
mercantile  bldgs.,  brick  ana  wood,  1  to  3  storiea; 
private,  wood,  1  and  2  stories;  wooden  roofs  per* 
mitted;  fireworks  and  combustibles  ord.;  causes 
of  6res  investigated.  Fire  dept.<— 1  comb.  h.  ft  L, 
1  truck,  2  c.  hand  ex.,  8  hose  wagons,  2 
horses;  hose,  cotton,  rubber  lined,  good, 
8,000  ft.;  inferior,  all  kinds,  SCO  ft.;   toUl  hose. 


second  class. 

Watvr  Supply— Source,  7  artesian  wells^  %  mile 
mile  from  business  center;  system,  gravity;  res. 
cap.,  2.000,000  galsj  mains,  cast  iron,  12H  miles, 
4  to  10  in.  dia.;  95  hydrants,  Mathews,  Ludlow, 
Eddy;  pressure,  dom.  00  lbs.,  fire  100  lbs.;  cost  to 
construct,  180.000;  int  paid  on  bonds,  o  and  7 
per  cent;  ann.  cost  of  mtce.,  |800;  works  belong 
to  city. 

ALEXANDRIA,  pop.  1,000;  fire  area,  20  blocks ; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1  c 
engine,  1  hand  engine,  10  c.  hand  ex..  1  h.  &  1. 
truck.  2  hose  wagons,  1  hose  carnage:  hose,  cot- 
ton, rubber  lined,  p^ood.  2,800  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment.  $1,200;  value  of  nldgs  . 
$12,500;  ann.  exp.  of  dept.,  $760;  total  mem.,  60 
volunteers. 

Water  Supply— Source,  well^  in  business  cen- 
ter; system,  pump  to  res.;  quality  of  water,  good; 
res.  cap.  1,000  bbis.,  located  near  well;  1  gasoline 
engine;  mains,  iron,  1  mile.  4  to  8  in.  dia.;  13 
hyarants:  meters,  total  number  7.  Buffalo,  owned 
bv  city;  pressure,  dom.  66  lbs.;  bonded  debt,  $10,- 
OoO:  int.  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
$800;  works  belong  to  city. 

ARMOUR,  pop.  2,000;  fire  area,  640  acres;  mer- 
cantile bldgs..  bnck  and  wood,  2  stories:  private, 
wood.  IVi  and  2  stories:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
not  investigated.  Fire  dept.— 2  h.  &  1.  trucks:  2 
hrmc  carriasres;  ho^c,  cotton,  nihher  nned.  utood 
1850  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  $1,200;  ann.  exp.  of  dept.,  $00; 
total  mem.,  37  volunteers;  underwriters'  rating, 
fourth  class. 

Watbr  Supply — Source,  well;  system,  pump  to 
res.;  2  pumping  engines,  constructor  Otto;  mains, 
iron.  8  miles.  4  to  6  in.  dia..  Clow;  24  hydrants. 
Clow;  85  services;  pressure,  dom.  66  lbs.,  fire  160 
lbs.:  cost  to  construct,  $10,000;  ann.  cost  of  mtce., 
$1,200;  works  belong  to  city. 

ASHTON.  pop.  600;  fire  area,  80  acres;  bldgs., 
wofd.  1  ana  2  stories;  wooden  roofs  permitted; 
fireworks  ord.  Fire  dept.— 2  h.  &  1.  trucks.  2  hose 
carriages;  hose,  cotton,  700  ft.;  underwriters'  rat- 
ing, third  class. 

Watcr  Supply — Source,  artesian  wells:  system, 
gravity;  pipe,  %  mile,  4  in.  dia.;  16  tiydrants, 
pressure,  80  to  100  lbs.;  works  owned  by  city;  cost 
to  construct,  ^.800;  ann.  exp.,  $200. 

BERESFORD,  pop.  2,000;  bldgs.,  wood.  Fire 
dept.— 1  c.  engine,  1  n.  &  1.  truck,  1  hose  carriage. 
2  nand  ex.;  hose,  600  ft.;  fire  alarm,  bell  and 
whistle;  total  mem^  30  volunteers. 

VVatfr  Sr pply— Source,  tank;  system,  pump- 
to  stdp.;  stdp.  cap.,  60,000  gals.;  1   pumping  en- 

ine,  cap.   per  day  576.000  gals.,  constructor  Fair- 

anks- Morse;  mains,  3,600  ft.,  4  to  8  in.  dia.;  pres- 
sure, dom.  40  lbs.,  fire  100  to  126  lbs. 

BIG  STONE  CITY.  pop.  602;  fire  area,  240 
acres:  mercantile  bldgs.,  brrclt,  1  and  2  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 


f 


permitted  in  fire  area.    Fire  dept — ^1  c  hand  en- 
gine. 
Watbk  Supply— Source,  wells  and  datema. 

BRIDGEWATER,  pop.  700;  mercantfle  bldcs^ 
brick  and  wood,  1  ana  2  storiea;  private,  wood,  2 
stories;  wooden  roofs  permitted  in  bre  area; 
causes  of  fires  investigated.  Fire  dept.— 1  c.  en- 
gine, SO  c.  hand  ex.,  1  h.  A  1.  truck,  2  boae  car. 


riages;  hose,  rubber,  good,  1,000  ft.;  fire  alarm, 
bell  snd  whistle;  value  of  dept.  equtpment,  $1,600: 
value  of  bldffs..  $300;  ann.  exp.  of  dept.,  $50;  total 
mem.,  40  volunteers. 

Watbr  Supply— Source,  wells  and  ciatems; 
system,  1  triplex  pump,  pumping  into  tank. 

BRITTON,  pop.  850;  fire  area,  200  acres;  mex- 
cantile  bldgs.,   bnck  and   wood.    1   and    2  stones; 

Srivate,  wood,  1  story;  wooden  roofs  permttted  m 
re  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  depL— 200  c  hand  ex., 
1  hose  cart.  1  hose  carriage:  hose,  cotton,  rubber 
lined,  good,  1,000  ft. ;  fire  alarm,  bell ;  value  of  depL 
equipment,  $1,000;  value  of  bldgs.,  $300;  ann.  exp. 
of  dept.,  $150;  total  mem.,  25  volunteers. 

Water  Supply— Source,  artesian  wells,  in  busi- 
ness center;  system,  pump  direct;  mains,  cast 
iron,  3.600  ft.:  3  to  6  m.  aia.;  9  hydrants;  pres- 
sure, dom.  113  lbs.,  fire  112  lbs.;  works  belong  to 
city. 

BROOKINGS,  pop.  8,600;  fire  area,  15  acres; 
mercantile  bldgs.,  brick  and  wood.  1  and  2  stories: 
private,  wood,  IH  stories;  wooden  roofs  not  per» 
mitted  in  fire  area.  Fire  dept.— 1  c.  engine.  1  h. 
&  I.  truck,  2  hose  carriages;  hose,  cotton,  robber 
lined,  good.  1,000  ft.;  inferior,  all  kinds.  200  ft; 
totsl  hose,  1.200  ft.;  fire  alsrm,  bell  and  whistle; 
value  of  dept.  equipment.  $7,000;  value  of  bldgSi, 
$2,000;  total  mem.,  60  volunteers. 

Watbr  Supply— Source,  well;  system,  pump  to 
res.;  res.  cap..  125.000  gals.;  cap.  per  hour  2QlO0O 
gals.,  constructors  Fairbank-Morse  Co.  and  W.  L 
Gray;  mains,  7%  miles,  4  to  10  in.  dia.;  60  hy- 
drants. Crescent,  National:  38  valves;  pressure, 
dom.  76  lbs.,  fire  100  to  160  lbs.;  cost  to  con- 
struct, $37,000;  ann.  cost  of  mtce.,  $1440;  works 
belong  to  city. 


CANTON,  pop.  3,000;  fire  area,  320  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood.  2  to  4 
stories;  private,  brick  and  wood.  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  c.  engine,  1  aerial  truck,  4  c  hand 
ex.,  1  h.  &  1.  truck.  3  hose  carriages;  hose,  cot- 
ton, rubber  lined,  3,660  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  $3000:  value 
of  bldgs.,  $6,000;  ann.  exp.  of  dept.,  $800;  total 
mem.,  63  volunteers. 

Watbr  Supply- Source,  wells,  4  blo^a  from 
business  center;  system,  pnmnto  stdp.;  stdp.  cap. 
86.000  gals. ;  cap.  per  day  600.000  gals.,  constructor 
Smedley;  mains,  iron,  7  miles.  4  to  8  m.  dia^ 
St.  Louis;  42  hydrants,  Tamaqna;  19  valves:  3M 
services;  pipe,  galv.  iron;  pressure,  dom.  75  lb*., 
fire  100  lbs.;  cost  to  construct.  $20,000:  int.  paid 
on  bonds.  6  per  cent;  ann.  cost  of  mtce^  $3^00; 
works  belong  to  city. 

CASTLEWOOD,  pop.  750;  fire  area,  5  acres; 
mercantile  bldgs.,  wood.  1  and  2  stones;  private, 
wood,  1  story;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.:  causes  of 
fires  investigated.  Fire  dept— 1  c.  engine,  1  c 
wagon,  16  c.  hand  ex.,  8  h.  A  1.  trucks.  1  boae 
carriage,  1  horse;  hose,  cotton,  rubber  tineti.  good, 
600  ft.;  fire  alarm,  bell;  value  of  dept.  eiiaipment, 
$1,250;  value  of  bldgs.,  $800;  ann.  cxpL  oC  dcpL, 
$150;  total  mem.,  87  volunteers. 

Watbr  SuprLT— Source,  weOi. 
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CENTRAL  CITY,  pop.  800;  fire  ftrm,  SOO  acres; 
mercantile  bldgi.,  bnck  and  wood,  t  ttoriet;  pri- 
vate, wood,  1  story:  wooden  roots  permitted  in 
fire  area;  combu«tiDles  ordinance;  causes  of  fires 
investigated.  Fire  dept.— 1  h.  A  L  truck,  1  hose 
reel,  S  nose  carriagea;  liose.  cotton,  rubber  lined, 

Sooo,  1(100  ft.;  inferior,  all  kinds,  100  ft.;  total 
ose,  1,200  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $4,000;  value  of  bldgs.,  11400; 
ann.  exp.  of  dept.,  ISoO;  toul  mem.,  60  volun- 
teers. 

Watr  Sumr— Source.  Whitewood  Creek;  ««•• 
tem,  gravitv;  capacity  of  reservoir,  26.000  gals., 
pipe  H  mile,  6  m.  dia..  National  Tube  Wks.;  6 
bydrants ;  pressure  60  to  60  pounds;  works  owned 
by  The  Homestake  Mining  Co.;  cost  to  con- 
struct. 16,000. 

CHAMfiERLAIN,  pop.  1,600;  no  fire  Umits; 
mercantile  bldgs.,  brick  and  wood,  1  and  t  sto- 
ries; private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  permitted ;  combustibles  ord. ;  causes 
of  fires  investigated.  Fire  dept— S  c  engines,  1 
h.  &  1.  truck,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  1,200  ft.;  fire  larm,  bell;  value 
of  dept.  equipment,  $3,800;  value  of  bldgs.,  $1,000; 
total   mem..  82  volunteers. 

VVateb  SurrLT — ^Sonrce,  well,  %  mile  from 
business  center;  system,  pump  direct;  mains, 
material,  wrought  iron,  2Vi  miles,  3  to  6  in.  dia.; 
16  hydrants;  120  services;  pressure,  fire  80  lbs.: 
cost  to  construct,  $28,000;  int.  paid  on  bonds,  6 
and  8  per  cent.;  ann.  cost  of  mtce.,  |7U0;  works 
belong  to  city. 

CLARK,  pop.  1,200;  fire  area.  400  acres;  mer- 
cantile blags.,  brick  and  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fire- 
works ord.  Fire  dept.— 1  c  encine,  2  hose 
wagons.  1  h.  &  I.  truck;  hose.  1,800  ft.;  fire  alarm, 
belt;  value  of  dept.  equipment,  $1,200;  value  of 
bldgs.,  $1,800;  ann.  exp.  of  dept.,  $oOO;  toUl  mem., 
20  volunteers;  underwriters'  rating,  fourth  class. 

VVateb  Supply— Source  artesian  wells;  system, 
compressed  air  works:  Ipumping  engine,  class 
triplex,  cap.  per  day  294,000  gals.;  mains,  2  miles, 
4  to  6  in.  aia. ;  21  hydrants;  pressure,  dom.  46  to  60 
lbs.,  fire  80  lbs. 

DEAD  WOOD,  pop.  6,400:  fire  area.  1,800  acres; 
mercantile  bldgs.,  stone  ana  brick,  1  to  8  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated; 
fire  loss  for  1  year.  $4,600;  ins.  involved,  $20,000. 
Fire  dept.— 1  c.  engine,  12  c  hand  ex..  1  h.  &  1. 
truck,  9  hose  carriages;  hose,  cotton,  rubber  lined, 
good,  6,450  ft.:  fire  alarm,  bell  and  whistle,  16 
boxes:  value  of  dept.  equipment,  $8,000;  value  olf 
bldgs.,  $15,000;  ann.  exp.  of  dept,  $640;  total  mem., 
170  volunteers. 

Watek  Supply— Source,  streams,  8  miles  from 
business  center;  system,  gravity ;  quality  of 
water,  good;  res.  cap.  830,000  gals.;  mains,  cast 
and  wrought  iron,  8  miles,  4  to  10  in.  dia.;  76  hy- 
drants. Ludlow;  76  valves.  Ludlow;  688  services; 
pipe,  iron;  pressure,  dom.  60  to  100  lbs.,  fire  60  to 
100  lbs.;  consumption,  per  day  100,000  gals.,  per 
cap  250  gals.{  cost  to  construct,  $60,000;  bonded 
debt,  $42,000;  mt  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $7,o00;  works  belong  to  city. 

DELL  RAPIDS,  pop.  1,800;  fire  area,  25  acres: 
mercantile  bldgs.,  stone,  brick  snd  wood.  1  and  2 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept.— 1  hose  wagon.  1  hose  carriage; 
hose,  cotton,  rubber  lined,  good,  2,000  ft.;  fire 
alarni,  bell  and  whistle;  value  of  dept.  equipment, 
$3,000;  value  of  bldgs.,  $1,000;  toUl  mem.,  18  vol- 
unteers. 

Wats*  Supply— Source,  wells,  900  ft.  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
2,000  bbls. ;  dim.  22x20,  on  hill  north  of  town; 
material  used  in  cons,  stone  and  wood,  Fair- 
banks-Morse; quality  of  water,  ^ood;  res.  cap., 
2.000  bbls.;  2  pumping  engines,  sise  8^x12x10; 
cap.  per  day.  1^500.000  ^1s. ;  constructor.  Gordon; 
mains,  tnaterial.  cast  iron,  8^  miles,  4  to  8  in. 
dia.,  31  hydrants,  Waterous;  14  valves,  Ludlow 
&  Crane;  AOO  services,  pipe,  galv.;  pressure,  dom. 
60  lbs.,  fire  86  lbs.;  consumption,  per  day  83.100 
gals.,  p^T  cap.  50  gals.;  cost  to  construct.  $18,000; 
bonded    debt,  $10,000;  int  paid  on  bonds,  6  per 


cent;  ann.  cost  of  mtce.,  $1,800;  wortca  belong  to 
city. 

EDGEMONT,   pop.   479;   fire   area,  480  acres; 

bldffs.,  stone  and  wood,  1  and  1^  stories;  wooden 
roots  permitted;  no  fireworks  ord.  Fire  dept— 
1  gasoline  engine  and  pump,  1  h.  &  1.  truck,  1 
hose  carriage;  600  ft.  cotton  hose;  alarm,  bell; 
value  of  equipment,  $8,000;  value  of  bldgs.,  $200; 
mem.,  27  volunteers;  underwriters'  rating,  fourth 
class. 

Watkk  Supply— Source,  wells;  mains,  600  ft.,  0 
in.  dia.;  3  hydrants. 

ELKTON,  pop.  800:  fire  area.  160  acres;  mer- 
cantile bldgs.,  wood,  2  stories;  private,  wood.  1 
stofv;  wooden  roofs  not  permitted  in  fire  limits; 
no  fireworks  ord.;  fires  investigated.     Fire  dept.— 

1  steam  engine.  16  chemical  extingulahers.  1  h* 
A  1.  truck.  1  aerial  truck,  1  hose  carriage'  boa» 
1.000  ft.;  bell  alarm;  value  of  fire  dept.  equipment. 
$8,000;  value  of  bldgs.,  $000;  toUl  mem.,  96 
volunteers:  underwriters'  rating,  third  class. 

Watbe  Supply— Source,  well;  system,  pumping 
to  res.  with  gas  engine;  res.  cap.,  60,000  gals.;  U 
hydrants;  pressure,  fire  40  lbs.;  cost  of  construe* 
tion.  $9,000;  ann.  exp.,  $150;  new  waterworks  sy^ 
tem  just  put  in,  with  mains  and  tank;  cap.,  1,600 
bbls. 

ELKPOINT,  pop.  1,600;  mercantile  bldga., 
stone  and  brick,  1  to  8  stories;  private,  wood,  1 
and  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord. ;  csuses  of  fires  investigated. 
Fire  dept.— 1  chemical  engine.  1  h.  ft  1.  truck.  2 
hose  wagons,  2  hose  reefs;  hose,  cotton,  rubber 
lined,  good,  1,000  ft.;  fire  slarm,  bell;  value  of 
dept.  equipment,  $2,000;  value  of  bldgs..  $2^00; 
total  mem.,  86  volunteers;  underwriters  rating, 
third  class. 

Watkr  Supply— Source,  wells,  1%  blocks  from 
business  center:  system,  pump  to  stop,  and  direct: 
stdp.  cap.  17,000  gals.,  aim.  8H  x  36.  material  used 
in  cons,  boiler  iron;  quality  of  water,  fair;  1 
pumping  engine,  cap.  per  day  448.000  gals.,  con- 
structor Gould:  mains,  cast  iron,  1%  mues,  4  to  6 
in.  dia.;  20  hydrants;  4  valves;  20  services;  pipe, 
galv.  iron;  pressure,  dom.  40  to  85  lbs.,  fire  40  to 
85  lbs.;  consumption  per  day,  JM).000  gals.;  cost  to 
construct.  $7,500;  works  belong  to  city. 

FAULKTON,  pop.  639;  fire  area,  890  acres; 
mercantile  bldgs.,  wood,  2  stories;  private,  wood. 

2  stories;  wooden  roofs  permitted;  fireworks  ana 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 6  c.  hand  ex..  1  h.  &  I.  truck.,  1  hose 
carriage:  hose,  rubber,  ^ood,  600  ft^fire  alarm, 
bell;  value  of  dept.  equipment,  $1,200;  value  ot 
bldgs..  $500;  ann.  exp.  of  dept.,  $1,100;  total  mem., 
42  volunteers;  underwriters    rating,   fourth  class. 

Wateb  Supply— Source,  well,  1  block  from  busi- 
ness center;  system,  pump  direct;  quality  of 
water,  good;  mains,  iron,  9.000  ft.,  2  to  4  in.  dia.; 
7  hydrants;  100  services;  pipe,  galv.  iron;  pressure, 
dom.  45  lbs.,  fire  60  lbs.;  cost  to  construct,  $12,- 
500;  bonded  debt.  $8,000;  int.  paid  on  bonds.  6 
and  7  per  cent;  cost  of  mtce.,  $300;  works  belong 
to  city. 

FLANDRFAU,  pop.  1.500;  fire  area,  120  acres; 
mercantile  bldn.,  wood.  1  and  2  stories;  private 
wcM>d,  1  and  2  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept — 1 
hand  engine.  20  hand  ex..  1  h.  A  1.  truck.  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  1,000 
ft.;  rubber,  good  150  ft.;  Inferior,  all  kinds,  WW)  ft.; 
total  hose  1500  ft.;  fire  alarm,  bell  and  whistles 
value  of  dept.  equipment,  $6.<l00;  value  of  bldffs.» 
^00:  total  mem,  55,  volunteers;  underwnterr 
rsting.  third  class. 

Wates  Supply — Source,  river;  system,  gravity 
and  pump  direct;  filtration,  sand;  res.  cap.,  O4,(i0O 
gals.;  2  pumping  engines;  cap.  per  day.  2,500,000 
gals.,  constructors  Smith- Vaile,  Fairbanks,  Morse 
and  Dean:  mains,  cast  iron,  5  miles,  4  to  8  in.  aia.» 
So.  Pittsburg;  48  hydrants.  Crane;  236  services; 
pressure,  dom.  50  lbs.,  fire  100  lbs.;  consumption, 
per  day  64.000  gsls.,  per  capita  50  gals.;  ann.  cost 
of  mtce.,  $2,000;  works  belong  to  ctty* 

GARRETSON,  pop.  800;  fire  area.  17  blocks; 
mercantile  bldgs..  stone  and  wood,  1  and  2  stories; 
private,  wood.  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  Investigated.    Fire  dept— 1  e. 


GBOTON,  pop.  1,200;  fire  ar».  50  acru:  mer- 
cantile bldgL.  brick  and  wood.  1  (nd  2  itoriea; 
nrivatt,  vood.  2  >iorl«:  woodFn  roait  Dcrmitied: 
firework,  ord.;  firei  invfstigatcd.  Fire  dept,-l 
h.  &  L  Iruck,  2  liose  caiiias";  ha",  5O0  fl.;  fire 
fllarm.  bell;  Mlui  of  depl.  equipmtnl,  lUOO; 
value  ol  bldgi..  ll.SOO;  toUl  meni.,  32  vofunleerii 
unden-rileri'  nting.  third  elm. 

VVatik  SuPFLT—Source,     well,     3     blocki     from 


hoK  wagoni,  3 


■pi.— 1   b.   *   I.   truck,   3 
ga;  bote,  cotton,  rubiier 

lined,  vood    l.UUO  It.;  rubber,  good    1,000  ft;  total 

boK,  2,000   (I.;    fire  lUini,   belli     value   of   depl. 

equipmcDt.  (2,800;   Talue  of   bldiL,  |12,000;   inn. 

exp.    of   depL.   tGOO;    total    mem.,   TS.   Tolunteen; 

" V/™  '^f^T^^urce.  "ap^ga,   H  mile   from 

cap.,  000,000  ,(^1.;  1  pumping  cngioe,  conitructor 

dia.;  K  bjrdranti;  meters,  total  number  K;  ITS 
■emcea;  pipe.  nlT.  iron:  preuure,  dom.  100  lbs., 
fire  110  Iba.:  conaumptioa  per  day  100,000  gala.. 
per    capila    ioO   ga1>.;    coat  to    conatruct,    M^OOO; 


-wood,  2  ilortei: 


inveatigaled.  Fire  dept.— 1  c.  engine,  2S  c.  band  »., 
1  b.  A  1.  truek.  2  borseii  baae,  rubber, 
good,  SOD  ft.;  lire  alarm,  bell;  value  of  depl.  equip- 
menl.  (2,000;   value  of  bldgi.,  (1,000;   loul  mem.. 

Watk a  Sup rLY— Source,  well,  SB'  ft.  from  buti- 

bb!t.,   dim. '8  I  U.'mateiul  uied' in   com.    iron; 

pumpmg  engine,"  cap.  per  day  m.WJi  gals.,  e'on- 
atructor  Tbompion;  maina,  caat  iron,  3  milei,  4 
to  «  in.  dia.;  21  bydrantai  ^  valves;  meteri,  total 
number  26.  Union   IS     Buffalo  8,  owned   by  con- 


Iba., 


I.  )£3.()K>;  ] 


.   i4a];'warka   belong 


Hl.'RON,   pop.  5.000;   i 

eanlile  bldga..  atone  *nd  brick,  I  to  4  itorieii 
private,  wood.  2  atoriea;  wooden  roofs  not  per- 
mitted; Greworki  and  combuMlblea  ord. ;  c*uae*  of 
lires  invcHigaled.  Fire  dept— 1  c.  engine.  1  h. 
&  i.  truck,  3  hose  carriages.  1  sleigh;  bose.  colton, 
rubber  lined,  good  2.(m  It.;  fire  alarm,  bell;  value 
of  dept.  equipment,  15,900;  value  ol  bidgs.,  (5.000: 
ann.  exp.  of  depl.,  tSW;  total  mem.,  60  volunteers; 

""w"™  SuppLV-^ource,  wells,  in  business  een- 


of  mtce.,  (4,000;  works  belong  lo  city. 

KIMBAI.L,  pop.  650;  fire  area,  SO  acres 
wood,  1  and  2  sloriei;  wooden  roofs  not  pi 
fireworks  and  combustibles  ord.:  causea 
investigated.  Fire  depl.— 1  band  engini 
hand  ex.,  1    hose  carriage    ladders:   hose. 


LEAD   CITY.  pop.   S.EOO;  fire  area,   TOO   acta; 

mercantile. bldaa.,   biick,   »looe  and   pine.    1    lo  S 

not  permitted  "in  "fire  'limita-  fireworks  otZ  'fbe 
dept.— 1  h.  &  1.  truck,  »  bosc  carriages;  bose. 
i.m  ft;  fire  alarm,  electric,  IS  streel  bo.ea: 
value  of  fire  depl.  equipment,  O.OOO;  value  of 
btdgs..  (24,000:    ann.    cxp.    of   Jepl.     (l.OO;    IMal 


Wat 


1,500,00 


lunteera:  under 
rLT-^-SonrcCt     not      stated ; 


MADISON,   pop.    3,600;    fire   area,    1.000    acres; 

mercantile  biJgs.,  brick  and  wood,  1  (o  3  iioriet; 

mined   in    fire   area;   Ereworki   and    conbiuiiblet 
ord.;  cauaea  ol  fires  investigated.     Fire  dept- — 2  c 

wagon,  ^  hose  carriages;  bose,  cotton,  mt^er  Imcd, 
good,  l,SDa  ft.;  tire  alarm,  bell  and  whistle;  valne 
of  depl.  equipmCDt.  CGOO;  value  of  bldgs..  (4.00*; 
total  mem.,  SO  volanteers. 
W*TEa  iuFPLV— Soorce.    well^     %     nJle     Ifoo 

at"d'n!'™p"l58,«»*gals.;'^il'£rs,  Fairba"ka-MarH 
a  Co. ;  2  pumping  engines,  class  coop,  dnp.,  ca& 

Sr    day    £.250.000   gala.;   constrKton,    Fairbanks. 
oiae  «  Co.;   mains,  caat  iron,  8  mQei,  4   to   10 

Holyokc 


.. ;  47  hydra 
,    Niagara 


155    B 


plv. 

ee  IbL.  fire  100  Tba.: 

ILLDANK,     pop.     2,000; 

3    «o  ■ 

iblVs  ord. 
of  bidg".. 


',—■    .— -     bld.1. 

_    .1   3    ttorics:    private,    wDod, 
wooden  roofa  permitted;  no   firt- 

alue  of  dept.  equipment. 
W;  total  mem..  M  volnn- 

WAT«a°Sup"uf-S^Srcl',  1  wells,   1  block   frtoB 

ct;  sidp.  cap.  SO.IWD  giis.;  maleiial  nscd  in  eoa- 


r  126,   Nasi 


wood.    1 


.  -._  File  acpt- 
_ _ ..iwe*:  boAe.  cotton,  rub- 
ber lined.. good,  300  ft.;  good.  1,0!5  ft.;  toUl  hoie. 
1,32S  ft.;  lire  alarm,  bell:  value  of  dept.  eqaipnent. 
(1.500;  value  ol  bIdgs..  (SOO;  total  mem..  20  mlim- 
teers:   underwriters^  rating,   third   clas^ 

Watu  5urpi.r — Source,  wella;  lyatem,  Ertiitr. 
res.  cap.,  1.440.00O  gals.;  mains,  5%  miles,  t  to  t 
in.  dia.;  IT  hydranta;  pressure,  fire  12D  lb&;  eo« 
to  conalmcl,  (21,000;  i—    ----■   --  ' ■•-     ■  — *  ' 


.    6,500; 


-ick.  1  I 


180  I 


f  bldgs.,  ns.m. 


r  240,    Keyatone:   ISO   s 
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lead;  pressure,  dom.  00  lbs.,  fire  126  lbs.;  cost  to 
conitnict,  |7&,000;  cost  of  xntcc.,  $1,260;  works  be- 
long to  city. 

PARKER,  pop.  1,600:  fire  area,  40  blocks;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  and  2 
stories;  private,  stone,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area.  Fire  dept.— 
1  h.  &  1.  truck,  1  hose  cart;  hose,  cotton,  rubber 
lined,  good,  1,100  ft.;  inferior,  all  kinds,  200  ft; 
total  hose,  1.900  ft.;  fire  alarm,  bell;  value  of  dept 
equipment.  $1,000;  value  of  bldgs.,  $200;  ann.  exp. 
of  dept,  $175;  total  mem.,  28  volunteers. 

Watbr  Supply — Source,  2  wells,  near  business 
center;  system,  pump  to  res.;  res.  cap.,  1.600 
bbls.;  2  pumping  engines;  mains,  good,  1^  miles; 
^  hydrants;  pressure,  fire  67  Ids.;  cost  to  con- 
struct, $10,000;  int.  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $250;  works  belong  to  city. 

PIERRE,  pop.  2,600;  fire  area,  8  blocks;  bldgs., 
wood  and  brick,  1  to  8  stories;  wooden  roofs  not 
pennitted;  no  fireworks  and  combustiblca  ord. 
Fire  dept— 1  b.  &  I.  truck.  4  hose  carriages;  hose, 
cotton,  rubber  lined,  good  2,250  ft.:  fire  alarm, 
bell;  value  of  dept.  equipment,  $2^00;  value  of 
bldgs..  $2,400;  ann.  ex.  of  dept,  |700;  total  mem., 
47  volunteers;  underwriters'  rating,  third  class. 

Watbr  Supply — Source,  wells;  system,  pump  to 
res.  and  direct;  res.  cap;,  750,000  gals.;  pumping 
engines,  cap.  per  day,  1,000,000;  con^xnetor, 
Wortbington:  mains,  10  miles.  4  to  12  in.  diiu. 
National  Tube  Works;  87  hydrants,  Ludlow;  22 
valves;  meters,  totol  number  300;  500  services; 
pressure,  fire  90  to  110  lbs.;  cost  to  construct, 
$150,000;  ann.  cost  of  mtce.,  $10,000;  works  belong 
to  city. 

RAPID  CITY,  pop.  4.000;  fire  area,  200  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  8 
stones;  private,  stone,  brick  and  wood,  1^,  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
grated.  Fire  dept— 1  h.  &  1.  truck,  4  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  2,000  ft; 
inferior,  all  kinds,  1,000  ft;  total  hose,  8,000  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  tt,000; 
value  of  bldgs.,  $500;  ann.  exp.  of  dept,  $1,000; 
total  mem^  100  volunteers. 

Watbr  Supply — Source,  8|>ring,  2  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  50,000  gals.;  mains,  material,  cast 
iron.  7  miles,  4  tq  12  in.  dia.;  25  hydrants, 
Ludlow;  pressure,  dom.  70  lbs.,  fire,  70  lbs.; 
cost  to  construct,  $90,000;  bonded  debt.  t51,000; 
int.  paid  on  bonds,  6  per  cent;  works  belong  to 
city. 

RED  FIELD,  pop.  1.800;  fire  area,  360  acres; 
mercantile  bldgs.  brick  and  wood.  1  to  8  stories; 
private,  wood.  2  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr.  for 
2  yrs.,  $5.')0;  av.  ins.  for  same  time,  $1,250.  Fire 
dept. — 1  h.  &  1.  truck.  3  hose  carts:  hose,  cotton, 
ruDber  lined,  good,  2.500  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  $3,500;  value  of 
fire  dept,  bldgs..  $2,000;  total  mem.,  45  volunteers. 
Water  SuppLY^Artesian  wells;  system,  gravity, 
to  stdp. ;  mains,  2^  miles,  4  in.  dia. ;  15  hydrants. 
Crane;  pressure,  dom.  70  lbs.,  fire  160  lbs.;  cost 
to    construct,  $15,000;   works  belong  to  city. 

SALEM,  pop.  1,100;  fire  area,  300  acres;  mercan- 
tile bldgs.,  stone,  brick  and  wood,  1  and  2  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  c.  engine,  1  h.  &  1.  truck,  3  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,500  ft.; 
inferior,  all  kinds,  150  ft.;  total  hose,  1,650  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment. $3,000:  value  of  bldgs..  $10,000;  ann.  exp. 
of   dept..  $300;  total  mem.,  40  volunteers. 

VVATEa  Supply — Source,  wells,  near  business 
center;  system,  pump  to  res.  and  stdp.;  res.  cap., 
70.000  gals.;  stdp.  cap.,  50,000  ?als. ;  cap.  per  day, 
700,000  Rals. ;  constructor  Smith-Vaile;  mains,  3^ 
miles,  4  and  6  in.  dia.,  West  Superior;  33  hy- 
drants. Wood;  10  valves;  102  services;  meters, 
total  number  94;  pipe,  galv.  iron;  pressure,  dom. 
r.0  lbs.,  fire  125  lbs.;  cost  to  construct,  $10,000;  int 

J>nid    on    bonds,  7   per  cent;   ann.    cost   of  mtce., 
960:    -works  belong  to  city. 


SCOTLAND,  pop.  1,100;  fire  area,  6  blocks; 
mercantile  bldgs.,  stone  and  brick,  1  and  1  stoi^ 
ries:  private,  wood,  1  and  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 2 
como.  c.  &  h.  wagons,  25  c.  hand  ex.,  1  h.  &  1. 
truck,  2  hose  carriages,  2  horses;  hose,  cotton, 
rubber  lined,  inferior,  1,450  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $900;  value  of  bldgs., 
$1,000;  ann.  exp.  of  dept,  $66;  total  mem.,  46  voir 
unteers. 

Water  Supply — Source,  wells;  system,  pump  t» 
stdp.;  res.  cap.  1,800  bbls.;  pumping  engines,  cap. 
per  day,  2,100  gals.;  mains,  material,  cast  iron» 
2  miles.  6  in.  dia.;  12  hydrants.  Mathews;  « 
valves  J  22  services,  pipe  w.  i.;  pressure,  dom.  85- 
lbs.;  fire  05  lbs.:  cost  to  construct,  $325,000  jint 
paid  on  bonds,  $1,000;  ann.  cost  of  mtce.,  $200; 
works  belong  to  city. 

SIOUX  FALLS,  pop.  15,000;  fire  area.  6,000 
acres;  mercantile  bldgs.,  stone  and  brick,  2  to  ft 
stories;  private  bldgs.,  wood,  2  stories;  wooden 
roofs  not  permitted;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  c.  engine,  6  c.  hand  ex., 

1  h.  &  1.  truck,  1  aerial  truck,  2  hose  wagons,  1 
emergency  cart,  deluge  set,  hooks,  life  lines,  etc., 

2  hose  carts,  10  horses;  hose,  cotton,  rubber  lined, 
good.  6^00  ft.;  fire  alarm,  Gamewell,  18  boxes; 
value  ot  dept.  equipment,  $28,000;  value  of  bldgs., 
$10,000;  ann.  exp.  of  dept.  $12,000;  total  mem.  26, 
11  paid  full  time,  15  paid  part  time;  underwriters' 
rating,  second  class. 

Watrs  Supply — Source,  wells.  3  miles  from 
business  center;  sjrstem,  pump  direct;  stdp.  cap., 
230,000  gals.;  pumping  engines,  cap.  per  da^  6,000,- 
000  gals.,  constructor  Worthington;  mams.'  31 
miles,  4  to  20  in.  dia.;  262  hydrants,  Ludlow;  85 
valves;  35  meters.  Crown  14,  Hersey  Rotary  1, 
Thomson  17,  Worthington  2;  pressure,  dom.  65  lbs. 
fire  125  lbs.;  cost  to  construct,  $250,000;  works  be- 
long to  Co. 

SPEARFISH,  pop.  1,106:  fire  area,  80  acres; 
mercantile  bides.,  wood  and  brick,  1  and  2  stories; 
private,  wooa  and  brick,  1  and  2  stories; 
wooden  roofs  permitted;  fireworks  and  combustibles 
ordinance.  Fire  dept. — 1  h.  &  1.  truck,  "S  car- 
riages; hose,  cotton,  rubber  lined,  good  1,500  ft; 
rubber,  good.  500  tt;  inferior,  all  kinds,  50  ft; 
total  hose,  2,050  ft.;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,800;  value  of  bldgs.,  $8,500; 
ann.  exp.  of  dept.,  $125;  total  mem.,  86  volun- 
teers 16;  underwriters'  rating,  fourth  class. 

Water  Supply— Source,  spring,  2^  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  85,000  ksls.;  mains,  galv.  iron,  6 
miles,  4  to  8  in.  dia.;  23  hydrants;  16  valves;  163 
services;  pipe,  iron;  pressure,  dom.  75  lbs.,  fire, 
86  lbs.;  cost  to  construct,  $26,560;  bonded  debt. 
$27,000;  int.  paid  on  bonds,  6  per  cent;  cost  ot 
mtce.,  $600;  works  belong  to  city. 

SPRINGFIELD,  pop.  850;  fire  area,  200  acres; 
mercantile  bldgs.,  wood  and  stone,  1  and  2  stories; 
private,  wood,  V^  stories ;  wooden  roofs  permitted ; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept. — 2  hose  carriap^s;  hose, 
cotton,  rubber  lined,  good  500  ft.;  Inferior,  all 
kinds,  300  ft;  total  hose,  800  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  $350;  value  of  fire  dept 
bldgs.  $1,800;  total  mem.,  20  volunteers;  under- 
writers' rating    third  class. 

Water  Supply — Source,  well,  in  business  cen- 
ter; system,  gravity;  mains,  wrought  iron.  1^ 
miles,  2  to  6  in.  dia..  National:  11  hydrants, 
Star;  75  services;  pipe,  galv.  iron;  pressure, 
fire,  30  lbs.;  paid  on  oonds.  6  per  cent 

STL'RGIS,  pop.  1,5()0:  fire  area.  80  acres;  bldgs., 
brick  and  wood,   1  and  2  stories;   wooden   roofa 

{>ermitted;  fireworks  and  combustible  ord.;  fire 
OSS  for  1002,  $2,000;  ins..  $250.  Fire  dept — 
2  c.  hand  ex.,  1  h.  &  I.  truck,  4  hose  carriages; 
hose,  cotton,  rubber  lined,  good  2,000  ft.;  in* 
ferior,  all  kinds.  800  ft.;  total  hose,  2,800  ft.;  fire 
alarm,  electric,  bell,  whistle:  12  boxes;  value  of 
dept  equipment,  $6,000;  value  of  bldgs.,  $50,000; 
ann.  exp.  of  dept.,  $250;  total  mem.,  120  volun- 
teers. 

Water  Supply — Source,  springs.  4%  miles  from 
business  center;  also  furnish  Ft.  Meade;  svstem, 
gravity;  quality  of  water,  good;  res.  cap..  ZS.OOO,- 
000  gals.:  mains,  east  iron,  9  miles,  4  to  10  in. 
dia.;  50  hydrants,  Eddy;  30  valves,  Eddy;  meters. 
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totai  number  8,  Heriey  Torrent,  owned  by  Co.; 
WO  services;  pipe,  galv.;  pressure,  dom.  70  lbs.* 
fire  100  lbs.;  cost  to  construct,  $190,000;  man.  cost 
of  mtoe.,  $8,000;  works  belong  to  Co. 

TYNDALL,  pop.  1,200;  fire  area,  1,200  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  2  stories; 
private,  stone,  brick  and  wood,  8  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in* 
▼estiaated.  Fire  depL— 1  h.  &  L  truck,  12  c.  hand 
ex.,  2  hose  carrisRes;  hose,  cotton,  rubber  lined, 
flood,  1,600  ft;  rubber.  Rood,  1,360  ft;  toUl  hose, 
1,880  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment, |1,2UU:  value  of  bldgs.,  $400;  ann.  exp.  of 
dept.,  186;  total  mem.,  25  volunteers. 

Watu  Supply — Source,  wells,  near  businew 
center;  system,  pump  direct;  cap.  per  day,  720.000 

rlSk,  constructor  Smedley;  mains,  iron.  2^  ^^^!S^ 
to  8  in.  dia..  Nelson;  48  hydrants.  Nelson;  200 
services;  pipe,  iron;  pressure,  dom.  20  lbs.,  fire 
30  lbs.;  cost  to  construct,  $14,000;  ann.  cost  of 
mtce.,  $460;  works  belong  to  city. 

VALLEY  SPRINGS,  pop.  888;  fire  area.  40 
acres;  mercantile  bldgs.,  wood,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  tools  per> 
mitted;  fireworks  ord.;  fires  investigated.  Fire 
dept — ^1  steamer,  1  hand  engine,  12  c.  ex.,  1  h. 
&  1.  truck,  2  hose  carriages ;  nose,  rubber,  800  ft: 
inferior,  600  ft;  cotton.  800  ft;  total  hose,  2,100 
ft:  fire  alarm,  bell;  value  of  dept  equipment, 
81,700;  value  of  bldn.,  piJUOO:  ann.  ex.  ot  dept. 
$1,050;  total  mem.,  27.  paid  full  time.  1,  volun- 
teers, 26;  underwnterr  rating    third  class. 

Watbs  Supply — Source,  cisterna  filled  from 
branch. 

VERMILION,  po^.  2,300;  fire  area^  800  acres; 
mercantile  bldgs.,  brick.  1  to  8  stones;  private, 
wood,  1^  stories;  wooden  roofs  not  permitted: 
fireworks  and  combustibles  ord.;  causes  of 
fires  investigated;  av.  fire  loss  per  yr.  for  8  yrt.. 
$500.  Fire  dept. — 1  h.  &  1.  truck,  2  hose  car- 
riages, 6  chem.  ex.;  hose,  cotton,  rubber  lined, 
good.  1.600  ft.*  fil-e  alarm,  whistle;  value  of  dept 
equipment2j^,Q0O;  value  of  bldgs.,  $3,000;  ann.  exp. 
of  dept,  $76;  total  mem.,  82  volunteers;  under> 
writers*  rating,  second  class. 

Watbr  Supply — Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.  snd  direct;  stdp.  cap., 
64,000  gals.;  dim.  10x24;  materia]  used  in  con- 
struction, wood,  Fairbanks,  Morse  &  Co.;  res. 
pap.^  76,000  gals.,  located  at  stations;  2  pumping 
engmes;  class,  dup.,  size.  14x12x7;  cap.  per 
day,  1,000,000  gals..  Smith* Vaile;  mains,  wood, 
6  miles,  4  to  8  in.  dia.;  69  hydrants. 
Holly  Mfg.  Co.;  22  valves.  Holly  Mfg. 
Co.;  meters,  total  number  29,  Hersey  disc 
2,  Buffalo  27;  meters  owned  by  consumer;  175 
services:  kind  of  pipe,  iron;  pressure,  dom.,  48 
ths..  firf.  12n  Ihs..  cost  to  cons..  $85,000;  cost  of 
mtoe.,  $2,500;  works  belong  to  Co. 

VOLGA,  pop.  000;  fire  area,  4  blocks;  mercan- 
tile bldgs.,  wood,  1  and  2  stories:  orivate,  wood,  1 
and  2  stories;  wooden  roofs  permitted:  fireworks 
ord.:  fires  investi/cated.  Fire  dept — 1  h.  ft  L 
truck,  2  hose  carriages;  other  apparatus,  A  force 
pumps  on  streets;  hose,  rubber,  inferior  200  ft. 
cotton  1,000  ft;  total  ho!>e.  1,200  ft.;  bell  alarm: 
value  of  fire  dept  equipment,  $8,000;  value  of 
bldgs.,  $160;  total  mem.,  80  volunteers;  under- 
writers* rating,  fifth  class. 

Water  Supply — Source,  wells  and  cistern. 

WATERTOWN,  pop.  8,600;  fire  area,  900  acres; 
mercantile  bldgs.,  stone  and  brick.  2  to  4  stories; 
private,  wood,  2  stories:  wooden  roofs  not  permit* 
ted  in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  comb, 
chem.  and  hose  wagon,  1  h.  &  1.  truck,  8  c.  hand 
ex.,  1  aerial  truck,  1  hose  wagon,  8  hose  carriages, 
C  horses;  hose,  cotton,  rubber  lined,  good,  8,000  ft: 
fair,  1«000  ft;  total  hose,  4,000  ft;  fire  alarm,  bell 


and  whistle;  value  of  dept  equipment*  $6|500; 
value  of  bldffs.,  $80,000;  ann.  exp.  of  dept^  IMM; 
total  mem.,  10,  8  paid,  18  volunteers. 

Watbb  Supply — Source,  lake,  SVb  mDes  frea 
buafaieaa  center;  aystem,  pump  to  atdp^:  stdp. 
cap^  211,000  gala.:  material  used  in  canL 
Bteel,  builders  Tippett  k  Wood:  quality 
of  water,  good;  2  ]  ' 
comp.,     cap.     per     day. 


of     water,     good;     2     pompiM 
comp.,     cap.      per     day.     l,000,Ouu     Rai 
atructor,    Deane;    maina,  ^ast    iron.    12    mllca,   4 


.000     Mia.. 


to  12  in.  dia.,  Detroit  Foundry;  lOB  bydrams. 
Chapman:  80  valves.  Chapman:  meters,  total  nta^ 
ber,  140;  Empire.  87;  WortUagton,  8:  BuffaiOk  SO; 


gal 

ooe 


Is.,  per  capita  ^  gals.;  cost  to  construct,  $iOi,- 
~;  coat  of  mtcc,  $3,600;  works  beloag  to  Co. 

WEBSTER,  pop.  2,500;  fire  area.  640  acres; 
mercantile  bldga.,  orick  and  wood,  1  and  2  •torics; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustmles 
ord.;  cauaes  of  fires  investigated.  Fire  dept. — ^1  c. 
engine,  88  c  hand  ex.,  1  h.  &  1.  truck;  hose,  coctoa, 
rubber  lined,  good,  2,500  ft;  rubber,  good,  200  ft; 
total  hose,  2,700  ft;  fire  alarm,  bell  and  whistle; 
value  of  dept  equipment  tSU^l  total  mem..  €0  vol* 
unteera. 

Watbb  Supply-— Source,   wella   and 


WHITEWOOD,  pop.  811;  mercantile  bldg^ 
brick,  2  stories;  private,  wood.  2  and  S  atones; 
wooden  roofs  permitted,  fireworks  ord.;  fires  Inrcs- 
tieated.  Fire  dept. — 2  hose  carriages;  nose,  cotton. 
700  ft  rubber,  good  100  ft;  total  hoae  900  ft: 
alarm,  bell;  mem.  80;  underwriter^  rating  third 
class. 

Wam  Supply— Source,  springs;  ssrstcns,  grav- 
ity; res.  cap.  100,000  gala.;  pipe  2  miles,  S  in. 
dia.;  8  hvdrants;  B  valves;  7o  taps;  pressure,  55 
lbs.;  works  owned  by  Co.;  coat  to  oooatruct  $\S^ 
000.;  ann.  exp.  $900. 


WOONSOCKET,  pop.  1,200;  fire  ..<»>,  ..^  -«^. 
mercantile  bldgs.,  stone,  brick  and  wood,  1  and  i 
stories;  private,  wood,  18  ft  high;  wooden  roofs 
permitted  in  fire  area;  causes  of  fires  investigated. 
rire  dept— 8  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,500  ft.;  fire  alarm,  bril:  value  of 
dept.  equipment,  $S,K)0;  value  of  bldgs..  8U00; 
ann.  exp.  of  dept.,  $100:  total  mem..  24  volunteers. 

Water  Supply — Source,  artesian  wells:  aya- 
tem,  direct  pressure  from  well;  mains,  bladi  iroii; 
8  milea.  8,  4  and  0  inch  dia.;  National;  29  hf- 
dranfs.  Ludlow:  16  valves:  1K2  servic«*«.  pipe,  lead; 
pressure,  dom.  80  lbs.,  fire  180  to  158  Ibaj:  wncfa 
owned  by  city;  coat  to  construct.  118.000:  nan. 
ex.,  $450. 

YANKTON,  pop.  6.030;  fire  area.  1,280  acres: 
mercantile  blds^,  brick  and  stone.  2  and  8 
stories;  private,  wood,  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  csosa 
of  fires  Investigated;  av.  fire  loss  per  jr.  for  8 
yrs.,  $25,800.  hire  dept.— 1  c  engine.  2  b.  &  L 
trucks,  1  serial  truck,  1  hose  wagon,  8  hose  c»ts: 
hose,  cotton,  rubber  lined,  good  4.000  ft.;  inferior, 
sll  kinds,  600  ft;  total  hose,  4.500  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept  equipment,  87jOQO: 
value  of  bldffs.,  $15,000;  ann.  exp.  of  dept,  8LO0O; 
total  mem^  80,  volunteers 

Water  StrppLY— Source,  wells;  system,  pomp  t» 
tank  and  direct;  tanks  cap..  20^tJ0u  sals.;  cnp.  per 
day,  210,000  gals.;  constructors,  American  rump 
Eng.;  mains,  wood  and  cast  iron,  12  miles.  4  t« 
10  in.  dia..  Howard- Harrison;  68  hydrants.  Eddr. 
Holly,  Mathews;  69  valves;  650  services:  ppe, 
galv.  iron;  pressure,  dom.  86  lbs.,  fire  5S  Hml; 
consumption,  per  day  800,000  gala.,  per  capha  18 
gals.;  cost  to  cons.,  $76,000;  int  miid  on  bonds,  4^ 
per  cent;  ann.  coat  of  mtce.,  $2,000;  works  belong 
to  city. 
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ABBREVIATIONS.— Ann.,  annual;  ay.,  average;  bldgs.,  building*;  cai».,  capacity;  chn.,  chairman; 
c, chemical ;  c  A  h.,  chemical  and  hose;  dk.,  cleric;  comb,  combination;  comr.,  commissioner;  com.,  com- 
mittee; comp.,  compound;  cons.,  construction;  dept.,  department;  dia.,  diameter:  dim.,  dimensions;  dom., 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft,  feet;  gals.,  gallons;  h.  d., 
high  duty ;  h.  A  1.,  hook  and  ladder;  ins.,  insurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supu,  superintendent 

000,000  gals.;  res.  cap.,  3.500.000  gals.;  43  pump- 
ing engines,  claas  comp.;  cap.  per  day.  84,000,000 

faJs.;     constructors,    Deane,    Worthmgton,    Nord- 
erg:    mains,    cast    iron.    84  l-.'l    miles.    4    to    24 


ATHENS,  pop.  1,849;  bldgs.,  brick  and  wood, 
1  and  2  stones:  wooden  roofs  permitted:  fireworks 
and  combustibles  ord.  Fire  dept. — 1  note  cart; 
hose,  cotton,  rubber  lined,  good  000  ft;  under- 
writers' rating  fifth  class. 

Watbb  Supply— Source,  spring,  1^  miles  from 
busineM  center:  system,  pump  to  stop,  and  res.; 
res.  cap.  150,000  gals;  stdp.  cap.  60,000  gals.,  dim. 
13x60;  quality  of  water,  good;  1  pumping 
engine,  class  comp.,  cap.  per  day  800,000  gals., 
constructor  Worthington;  mains,  cast  iron,  8  miles, 
4  to  8  in.  dia.,  Chattanooga;  16  hydrants;  200  ser- 
vices: pipe,  wrought  iron;  pressure,  dom.  80  lbs., 
fire  W)  lbs.;  consumption  per  day,  90,000  gals.; 
cost  to  construct,  $30,000;  ann.  cost  of  mtce., 
81J»00;  works  belong  to  Co. 

BELLS,  pop.  900.  Fire  dept— 1  hose  reel;  hose, 
300  U. ;  fire  alarm,  telephone  and  whistle. 

Water  Supply— Source,  wells;  system,  direct 
pumping;  stdp.  cap.,  10,000  gals.,  material  used  in 
construction  wood;  average  pressure,  86  lbs. 

BRISTOL,  pop.  14,800;  fire  area.  100  acres;  mer 
cantile  bldgs.,  brick  and  wood.  2  to  6  stories; 
private,  wood,  2  stories:  wooden  roofs  not  per- 
mitted: fireworks  and  combustibles  ord.  Fire 
dept.— 2  hose  carts,  2  horses;  hose,  cotton,  rubber 
lined,  good  l,noO  ft.:  inferior,  all  kinds,  600  ft.; 
total  hose,  2,000  ft;  nre  alarm,  bell;  value  of  dept 
equipment,  $6,000;  value  of  bldgs..  $3,000;  ann. 
exp  of  dept..  $1,000;  total  mem.,  24,  paid  full  time 
2,  volunteers  22;  underwriters'  rating,  fourth  class. 

Watbs  Supply— Source,  springs,  2  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
100.000  gals.,  dim.  24  x  26,  material  used  in  cons., 
brick  and  wood;  quality  of  water,  good;  2  pump- 
ing engines,  size  12  x  12  x  16,  cap.  per  day  3.000.- 
200  gals.,  constructor,  Blake;  mams,  cast  iron,  26 
miles,  4  to  16  in.  dia.;  65  hydrants;  meters,  total 
number.  12;  pressure,  dom.  65  lbs.,  fire  70  lbs.; 
bonded  debt,  $292,000;  int  paid  on  bonds,  6  per 
cent;  works  belong  to  City. 


not 

causes 


cart:    hose,    cotton,    rubber   lined,    good,    900  ft.; 
total    mem.,   18    volunteers;    underwriters'    ratmg. 


fifth  class. 

Watbb    Supfly— Source,   wells,   200   yds.    from 

business  center;  system,  gravity,  pump  to  res.  to 

stdp.  or  direct;  stdp.  cap..  60.000  gals.;  dim., 
SO  X  27,  located  near  public  sq.;  cons,  iron;  builders, 

W.  E.  Caldwell:  quality  of  water,  good;  res.  cap., 
80.000  gals.;  2  pumping  engines;  cap.  per  day. 
l.Ono.nOO  gals.;  constructor  Worthington;  mains, 
cast  iron.  4%  milea.  2  to  8  In.  dia.;  72  hydrants, 
Bourbon;  230  services;  pipe,  wrought  iron;  pres- 
sure, dom.  45  lbs.,  fire  46  to  100  lbs.;  con- 
sumption, per  day  150.000  gals.,  per  capita 
€0  sals.;  cost  to  construct,  $27,000;  bonded 
debt.,  127.000;  int  paid  on  bonds,  4H  per 
cent;  ann.  cost  of  mtce..  $3,000;  works  belong  to 
Co. 

CHATTANOOGA,  pop.  80.000;  fire  area,  6%  sq. 
snileB;  mercantile  bldgs.,  brick  and  stone,  1  to  6 
•tortes:  private,  wood.  2  and  3  stories;  wood- 
en roofs  not  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fire  investigated.  Fire  dept. 
-—6  steampfR.  4  comb.  c.  &  h.  wagons,  1  c.  engine, 
1  aerial  truck,  1  reel,  30  horses;  nose,  cotton, 
rubber  lined,  good,  16,000  ft;  fire  alarm.  Game- 
^rell.  73  boxes;  value  of  dept.  equipment,  $46,000; 
value  of  bidffs.,  $76,000;  ann.  exp.  of  dept..  $47.« 
<IOC;  total  mem.,  48,  paid  full  time;  underwriters' 
ratinf^.   f^r^t  class. 

"Wat**  St»ppLY — Sotirce,  river,  1 1-2  miles  from 
lru<*lneflis  center:  ssrstem,  pump  direct:  stdp.  cap., 
S7«l.2SO  ffala.:  dim..  75  x  20.  located  190  ft  above 
city;     nitration  system,  N.   Y.;   ci^.   of  plant  0,- 


in.  dia.,  Chattanooga;  185  hydranta.  Mathews, 
Ludlow,  Worthington;  meters,  toul  number, 
3,246,  Crown,  Hersey;  6,025  services;  pipe,  galv. 
iron;  pressiare,  dom.  60  lbs.,  fire  70  lbs.;  works 
belong  to  Co. 

OLARKSVILLB,  pon.  0,481;  fire  area,  200 
acres;  bldgs.,  brick  and  stone.  2  and  8  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept.— 1  steamer,  1  comb.  c. 
and  hose  wagon,  8  h.  &  1.  trucks,  4  reels.  7  horses; 
hose,  cotton,  rubber  lined,  good.  2.900  ft.;  fire 
alarm,  bell  and  telephone;  value  of  dept.  equip- 
ment  $9,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of 
dept..  $4,000;  total  mem.,  26;  paid  full  time,  6; 
volunteers  20;  underwriters'  rating,  second  class. 

Watkr  Supply — Source,  river.  1  mile  from  busi> 
nesa  center;  system,  punip  to  stdp.;  stdp.  cap., 
367,000  gals. ;  dim.  100  x  25;  material  used  in  cons, 
steel,  builders  Walsh  &  Weidener;  filtration  system. 
Jewell;  cap.  of  plant,  2,000,000  gals.;  quality  of 
water,  good;  6  pumping  engines,  class  hor.  and 
vert.,  cap.  per  day  8,750,000  gals.,  constructors  Gor- 
don.  Worthington,  Herron  and  McGowan;  mains, 
cast  iron.  14H  miles.  3  to  12  in.  dia.;  130  hydrants, 
Ludlow,  Chapman;  99  valves,  Chapman,  Lud- 
low; 1,000  services;  pipCj  wrought  iron  and  lead; 
pressure,  dom.  65  lbs.,  nre  65  lbs.;  consumption, 
per  day  1,250,000  gals.,  per  capita  100  gals.;  cost 
to  construct.  $110,000;  bonded  debt.  $104,000;  int 
paid  on  bonds,  4,  5  and  6  per  cent;  ann.  cost  of 
mtce.,  $16,000;  works  belong  to  city. 

CLEVELAND,  pop.  6,000;  mercantile  bldgs.. 
brick,  1  to  8  stories;  private,  brick  and  wood,  1  and 
2  stories;  wooden  roofs  not  permitted  in  r.re  area; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  comb,  wagon  with  60  gal. 
chem.  tank.  2  c.  hand  ex.,  1  comb.  c.  &  hose  wagon, 
2  hose  reels,  2  horses;  hose,  cotton,  rubber  lined, 
good,  1.000  ft;  rubber,  good,  400  ft.;  inferior,  all 
kinds.  700  ft;  total  hose,  2,100  ft;  fire  alarm, 
Gamewell,  18  boxes;  value  of  dept.  equipment, 
$5,000:  ann.  exp.  of  dept.,  $750;  total  mem.  15, 
paid  full  time  2,  13  volunteers. 

Watbs  Supply— Source,  springs.  2%  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  1.500.00  gals.,  lo- 
cated 150  ft.  above  city;  3  pumping  engines,  cap. 
per  day  720,000  jpils.,  constructors  Hughes  and 
Worthington;  msins,  cast  iron,  14  miles,  4  to  10  in. 
dia..  Perfection  and  Columbian;  42  hydrants;  S 
valves;  meters,  total  number  124,  Union  3.  Buffalo 
70,  Crown  1.  Worthington  50;  meters  owned  by 
consumer;  668  services;  pipe,*  galv.  iron  and  lead; 
pressure,  dom.  66  lbs.,  fire  90  lbs. ;  works  belong  to 
city. 

CLINTON,  pop.  1,600;  mercantile  bldgs.,  brick, 
2  to  8  stories;  private  frame,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 800  ft  hose;  mem.,  volunteers. 

Wat«r  Supply— 1  mile  from  business  center; 
SjTStem,  gravity:  construction,  concrete;  quality  of 
water,  free  stone;  mains,  wrought  iron.  1  mile.  8 
to  5  in.  dia.;  5  hydrants;  cost  to  construct,  ^,000; 
works  belong  to  private  corporation. 

COLLIERVILLE.  pop.  829.  Fire  dept— 1  hose 
cart;  hose.  300  ft.;  50  volunteers. 

Wate*  Supfly— Source,  wells;  stdp.  cap.,  26.000 
gals.;  2  pumps,  cap.  7,000  gals,  per  hour;  pres- 
sure, 30  lbs. 

COLUMRTA,  pop.  0.062;  fire  area,  700  acres; 
mercantile  bidn.,  brick,  2  stories:  orivate,  wood, 
2  stories;  wooden  roof  a  not  permitted;  fireworka 
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■nd  combustibles  ord.  Fire  dcpt — 1  comb.  c.  & 
h.  wagon,  1  c.  engine,  3  hose  reels,  3  horses;  hose, 
cotton,  rubber  lined,  good,  3,000  ft. ;  fire  alarm, 
Gamewell,  12  boxes;  value  of  dept.  equipment, 
$4,376;  value  of  bidgs..  $1,760:  ann.  exp.  of  depii* 
$6,500;  total  mem.,  2^  paid  full  time  12,  ▼olun- 
teers  16;  underwriters'  rating,  fourth  class. 

Water  Supply — Source,  river,  %  mile  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  1,000,000  gals.;  located  Mt  Par- 
nassus; 2  pumping  engines,  cap.  per  day  1,000,000 
gals.;  constructors  Deane,  Blake;  mains,  wrought 
and  cast  iron,  8  miles,  4  to  8  in.  dia.:  86  hy 
drants,  Ludlow;  26  valves;  meters,  total  number 
88,  Empire;  960  services;  pipe,  iron;  pressure, 
dom.  90  lbs.,  fire  90  lbs.;  consumption  per  day 
600,000  gals.,  per  capita  100  gals.;  cost  to  con- 
struct, $502000;  ann.  cost  of  mtce.,  $6,000;  works 
belong  to  Co. 

COOKEVILLE,  pop.  2,T0O.  Fire  dept.— 3  hose 
carts;  1,200  ft.  hose;  total  mem.,  24  volunteers. 

Water  Supply— Source,  wells;  system,  pump 
direct;  res.  cap.,  80,000  gals.;  2  pumps,  pressure, 
125  lbs.;  mains,  1  mile,  6  to  8  m.;  20  hydrants. 

COVINGTON,  pop.  8,000;  fire  area,  224  acres; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private 
wood,  1  and  2  stories;  wooden  roofs  permitted  in 
fire  area;  causes  of  fires  investimted.  Fire  depL-^ 
1  h.  &  1.  truck,  3  hose  carts;  hose,  cotton,  rubber 
lined,  good,  1,400  ft:  inferior,  all  kinds,  100  ft.: 
total  hose,  1,660  ft.:  nre  alarm,  whistle;  value  ot 
dept.  equipment,  $1,500;  value  of  bldgs..  $500;  ann. 
exp.  of  dept.,  $560;  total  mem.,  12,  paid  part  time. 


engines,  cap.  per  day  1.000,000  gads.,  constructor 
Fairbanks;  mains,  cast  and  galv.  iron,  7  miles,  4 
to  8  in.  dia.;  52  hydrants,  National;  meters,  total 
number  78,  Lambert;  meters  owned  by  cit^;  pres- 
sure, dom.  45  lbs.,  fire  125  lbs. ;  consumption,  per 
day  200,000  gals.,  per  capita  68  gals.;  cost  to  con- 
struct. $15,000;  ann.  cost  of  mtce.,  $1,800;  works 
belong  to  city. 

DAYTON,  pop.  2,001;  mercantUe  bldgs.,  brick, 
2  stories;  private,  wood.  1  and  2  stories;  wooden 
roofs  permitted;  fireworks  ord.  Fire  dept. — 1 
cfaem.  engine,  1  hose  carriage;  hose,  120  ft:  fire 
alarm,  whistle;  value  of  dept  equipment,  $900; 
total  mem.,  86  volunteers;  underwriters*  rating, 
sixth  claaa. 

Water  Supply — Source,  private  creeks  and  wells. 

DYER,  pop.  1,400.    Fire  dept— 1  h.  &  1.  truck. 
Water  Supply— 7  wells. 

DYERSBURG,  pop.  7,034;  fire  area,  60  acres; 
mercantile  bldgs.,  brick  and  stone,  3  stories,  pri- 
vate, wood,  1  story;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  comb,  hose  and  h.  & 
1.    wagon,   2   horses;    nose,    cotton,   rubber   lined, 

food,  850  ft ;  inferior,  all  kinds,  500  ft ;  toUl  hose, 
,330  ft;  fire  alarm,  telephone;  value  of  dept 
equipment  $1,000;  value  of  bldgs.,  KOOO;  total 
mem.  6,  paid  1,  volunteers  5;  unoerwriters*  rating, 
second  class. 

Water  Supply— Source,  river;  system,  pump  di- 
rect; stdp.  cap.,  215,000  gals.;  dim.,  50x27,  lo- 
cated 150  ft  above  City  Hall  sq.;  filtration  sys- 
tem^ Jackson;  2  pumping  engines:  cap.  per  day, 
2.000.000  gals.;  constructor  Worthmgton;  mains, 
10  miles,  4  to  12  in.  dia.;  National;  76  hydrants, 
Corey;  meters,  total  number  2,  Hersey;  500  ser- 
vices; pressure,  dom.  80  lbs.,  fire  150  lbs.;  con- 
sumption, per  day  500.000  gals.;  per  capita  140 
gals.;  cost  to  cons.,  $83,000;  ann.  cost  of  mtce., 
$8,000;  works  belong  to  city. 

FAYETTE VILLE,  pop.  2.800;  fire  area,  l,t)00 
acres;  mercantile  bldgs.,  brick,  1  to  3  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — 2  c. 
engines,  2  c.  hand  ex.,  1  hose  wagon,  1  hose  cart, 
2  horses;  hose,  cotton,  rubber  lined,  good,  1,800 
ft;  inferior,  all  kinds.  50  ft;  total  hose,  1,850  ft; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment $1,500:  value  of  bldgs.,  $2,000;  total  mem.  20, 
paid   part  time  8.  12  volunteers. 

Water  Supply — Source,  springs,  4  miles  from 
business  center;  system,  gravity;  res.  cap.,  250,000 


gals.;  located  166  ft.  above  city;  main%  cast  iroa^ 
12  miles,  4  to  10  in.  dia.;  M  hydrants,  Corey; 
2U0  services;  pressure,  dom.  90  lbs.,  fire  90  lbs.; 
consumption,  per  day  100,000  gals.,  per  capita  33 
gals.;  cost  to  construct  $36,000;  ann.  coat  of  mtce, 
1200;  worics  belong  to  city. 

FRANKLIN,  pop.  4,000;  mercantile  bldgs.. 
brick,  2  and  3  stories;  private,  wood  and  brick.  1 
to  Z%  stories;  wooden  roofs  not  permitted  in  fire 
district;  fireworks  ord.;  fires  investigated.  Fire 
dept. — 1  hand  engine,  1  h.  &  1.  truck,  2  hose  car- 
riages, 1  hose  was;on,  3  chem.  ex.;  hose,  2,400  ft; 
value  of  dept.  equipment,  $3,000;  25  volunteers. 

Water  Supply— Source,  cisterns  and  wells,  2 
miles  from  business  center;  res.  cap..  500,000  gals., 
and  stdp.  cap.  103,000  gals.;  pressure.  27  to  50  lbs. 

GALLATIN,  pop.  2,600;  mercantile  bldn..  brirk. 
2  stories;  private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
ord.;  causes  of  fires  investigated.  Fire  dept.— 2  c 
engines,  2  c  hand  ex.,  1  hose  wagon,  1  hose  cart 
4  horses;  hose,  cotton,  rubber  linea,  good,  1.500  it.; 
rubber,  good,  200  ft;  total  hose,  2,700  ft;  fire 
alarm,  bell,  telephone  and  whistle;  value  of  dept 
equipment  $2,600;  value  of  bldgs.,  $1,600;  total 
mem.,  60  volunteers. 

Water  Supply — Source,  river.  8  miles  from  basft- 
ness  center:  system,  pump  to  stdp.;  stdp.  cap.  165,- 

000  gals.,  dim.  126  x  15,  located  25  ft.  above  city ;  1 
pumping  engines,  cap.  per  day  1,600,000  gals.,  con- 
structors McGowan;  mains,  cast  iron,  8  1-2  miles, 
4  to  8  in.  dia.;  47  hydrants;  meters,  total  number 
75;  pressure,  dom.  6b  lbs.,  fire  85  lbs.;  cost  to  con- 
struct, $40,000. 

GREENFIELD,  pop.  1,750;  bldgs..  wood.  1  to 
2^  stories;  wooden  roofs  permitted.    Fire  dept.^ 

1  h.  &  1.  truck  3  17-ft.  ladders;  hose,  cotton,  rub- 
ber lined,  good,  100  ft;  rubber,  good,  300  ft;  to- 
tal hose,  400  ft.;  total  mem.,  10  volunteers. 

>Vatbr  Supply— Source,  wells  hk  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
22,000  gals.,  dim.  12  x  ^;  material  used  in  cons., 
steel;  quality  of  water,  good;  2  pumping  engines, 
size  8  X  36,  cap.  per  dasr  150,000  gals.,  constructors 
American  Well  Co^  mains,  cast  i.on.  1  mile.  4  in. 
dia.;  7  hydrants.  Eclipse;  pressor,  dnm.  3D  Ihs.. 
fire  80  lbs.;  consum{^on  per  day,  46.000  sals.;  coat 
to  construct  $6,000;  int  paid  on  ix>nds.  6  per  cent; 
ann    cost  of  mtce.,  $900;  works  private. 


GREENVILLE,  pop.  1,817;  fire  area,  640  ..«._ 
mercantile  bldgs.,  brick,  2  stories;  private,  wood 
and  brick,  2  stories;  wooden  roofs  not  pertmtted; 
fireworks  and  combustibles  ord  ;  causes  of  fires 
investigated.  Fire  dept — 1  hand  engine,  1  h.  ft 
1.  truck,  1  hose  cart;  hose,  cotton,  rubber  lined, 
good,  1,100  ft;  fire  alarm,  telephone;  value  of 
dept  equipment,  $1^200;  value  of  bldgs.,  $150; 
ann.  exp.  of  dept..  $100;  total  mem.,  w,  Tolna- 
teers;  underwriters    rating  fourth  clasa. 

Water  Supply — Source,  spring,  in  business  cen- 
ter; system,  direct  pressure  and  gravity  flow,  10- 
in.  pipe,  spring  to  30,000- gal.  pool  or  pump; 
2  pumping  engines,  cap.  per  day  1,GOO,000  gals.. 
constructors  Smith- Vaile:  mains,  cast  iron  and 
steel,  5  miles,  3  to  8  in.  dia.,  Chattanooga;  44  hy^ 
drants,  Bourbon;  meters,  total  number  80;  tOO  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  85  Ibs.^ 
fire  90  to  100  lbs.;  cost  to  construct.  $25,000;  ann 
cost  of  mtce.,  $1,200;  works  belong  to  Co. 

HARRIMAN,  pop.  8,442;  fire  area^  100  acfca; 
mercantile  bldgs.,  brick,  2  ft  8  stones;  prrvate 
bldgs.,  wood,  2  stories;  wooden  roofs  not  ger- 
mitted;  fireworks  and  combustibles  ord.;  canses 
of  fires  investigated.  Fire  dept. — 2  c.  engines.  1 
h.  ft  1.  truck,  0  hose  cartt;  hoae,  cotton,  rabbcr 
lined,  good  2,000  ft;  fire  alarm,  electric:  14 
boxes;  value  of  dept.  equipment.  $4,000;  Talne  of 
bldgs.,  $1,500;  total  mem..  75  volunteers;  unt5er- 
writers'   rating,    fourth   cfaiss. 

Water  Supply— Source,  river;  system,  ptnnp  di- 
rect; quality  of  water  good;  res.  cap.,  l»125.O0O 
gals.;  2  pumping  engines;  dasa,  Tcrt.  cosp.: 
size  10  X  16  X  S  X  18;  cap.  per  day,  LSuOAv 
gals.;  constructor,  Gordon;  mains,  cast  iron  8>4 
miles,  4  to  16  in.  dia.;  61  hvdrmnts,  Bourbon;  80 
valves,  Bourbon;  meters,  total  number.  8L  Crown  U 
Empire  4,  Hersey  Disc  1.  BnflFalo  2;  401  aerriccs; 
pipe,  black  iron;  pressure^  donu  1S5  lbs., 
fire  90  to  150  lbs.;  consumption  per  day,  90Q.i^*^ 
gals.,  per  capita  86  gals.;  eost  to  construct,  896.000. 
ann.  cost  of  mtce..  $2,000;  works  belong  to  city. 
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UUMBODLT,  iwp.  4,000;  mercantile  bldst., 
brkk,  1  and  2  stories;  private,  brick  ana  wood,  1 
and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  not 
investigated;  fire  loss  for  1A02,  |1,000  .i*ire  dept—l 
hose  wagon,  2  hose  carts,  1  horse;  hose,  cotton,  rub- 
ber lined,  good,  800  ft.;  value  of  uept  equipment, 
1760;  total  mem.,  16  volunteers;  underwriters' 
rating,  third  class. 

Watsx  Supply— Source,  wells,  H  mile  from 
btasiness  center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  size  10  x  16  x  10  x 
12,  class  comp.  dup.,  cap.  per  day  2,000,000  sals., 
constructors  Stilwell,  Bierce  and  Smith- Yaile; 
mains,  cast  iron.  8  miles,  4  to  10  in.  dia.;  Zl  hy- 
drants; 11  valves;  360  services:  pipe,  galv.  iron; 
pressure,  dom.  40  to  60  lbs.,  nre  80  to  100  lbs.; 
consumption  per  day,  226.000  gals.;  cost  to  con- 
struct, 122,000;  bonded  debt  $30,000;  int.  paid  on 
bonds,  VA  per  cent;  ann.  cost  of  mtce.,  $3,500; 
works  belong  to  city. 

HUNTINGDON,  pop.  1,382.  Fire  dept.— 3 
hose  carts;  hose,  cotton,  rubber  lined,  good  2,000 
ft.;  total  mem.»  16  Toltmteers;  J.  F.  Walters,  chief; 
underwriters'    rating    fifth    class. 

Watbr  Supply— Source,  wells,  600  yards  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  constructor 
Hughes;  mains,  cast  and  wrought  iron,  8  miks,  8 
to  $in.  dia.;  30  hydrants;  200  services;  pipe,  galv. 
iron;  pressure,  dom.  00  lbs.,  fire  126  lbs.;  con- 
sumption per  day,  100,000  gals.;  cost  to  construct, 
$16,(m>;  cost  of  mtce.,  12,000;  works  belong  to 
city. 

JACKSON,  pop.  17,900;  fire  area,  2  sq.  miles; 
mercantile  bldga.,  brick,  2  and  8  stories;  privat^ 
brick  and  wood,  1^  and  2  stories;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  h.  &  I.  trucks.  2  hose  wagons, 
1  hose  carriage.  8  horses;  hose,  3,000  ft.;  fire 
alarm,  Gamewell,  18  boxes;  value  of  dept.  equip- 
ment, $9,000;  value  of  bldgs..  $6,000:  ann.  exp.  of 
dept.,  $3,700;  total  mem.,  150.  paid  full  time  7, 
volunteers  143. 

Water  Supply — Source,  wells,  8-4  mile  from 
business  center;  system,  pumi>  direct;  res.  cap. 
17,600,000  gals.;  2  pumping  engines,  cap.  per  day, 
9,000,000  gals.,  constructors,  Knowles,  Snow; 
mains,  cast  iron,  25  miles.  2  to  16  in.  dia.,  Dennis 
Long,  Chattanooga;  250  hydrants,  Mathews,  Em- 
pire, South  Pittsburg;  meters,  total  number  40, 
Crown  16.  Hersey  Kotary  10,  Thomson  5,  Tri- 
dent 10;  2,800  services;  pipe,  galv.  iron;  pressure, 
dom.  76  lbs.,  fire  120  lbs.;  consumption  per  day, 
2,000,000  STsls.,  per  capita  175  gals.;  cost  to  con- 
struct, $100,000;  int.  paid  on  bonds,  4  and  6  per 
cent;  ann.  cost  of  mtce.,  $16,000;  works  belong  to 
city, 

JOHNSON  CITY,  pop.  10.000:  mercantile  bldgs., 
brick  and  limestone,  2  and  8  stories:  private, 
virood,  2  stories;  wooden  roofs  permitted  only  in 
residences;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  comb, 
c  A  h.  wagon,  2  horses;  hose,  cotton,  rubber 
lined,  good,  2,O(J0  ft.;  fire  alarm,  Gamewell;  value 
of  dept.  equipment,  $2,600;  value  of  bldgs.,  $700; 
total  mem.,  11,  paid  full  time  2,  volunteers  9; 
underwriters'  rating,  fourth  class. 

Watbk  Supply— Source,  springs,  2  to  6  ,  miles 
from  business  center;  system,  gravity;  quality  of 
water,  good ;  res.  cap.,  11,000,000  mis. ;  bumping  en- 
gine, cmss  dup.,  cap.  per  day  m50,()00  gals.,  con- 
structor Wortnington;  mains,  cast  iron,  40  miles, 
'S  to  14  in.  dia.;  82  hydrants;  46  valves;  meters, 
total  number  2,  Empire,  owned  by  Co. ;  1.708  ser- 
vices; pipe,  cast  iron;  pressure,  dom.  66  to  86  lbs.; 
fire  65  to  95  lbs.;  cost  to  construct,  $226,000; 
bonded  debt.  $100,000:  int.  paid  on  bonds,  5  per 
cent;  cost  ot  mtce.,  $3,000;  works  belong  to  Co. 

JONESBORO,  pop.  854;  fire  area,  960  acres; 
anercantile  bldgs.,  brick  ft  wood.  2  stories:  private, 
brick  &  wood,  1  and  2  stories;  few  wooaen  roofs 
permitted;  fireworks  ord.;  fires  investigated.  Fire 
<lept.<— 1  hand  engine,  1  h.  &  1.  truck,  1  hose  ear-  | 
riage,  1  hose  wagon,  2  extension  ladders;  hose,  i 
cotton,  600  ft;  nre  alarm,  bell;  2  horses  hired;  | 
value  of  dept.  equipment,  $500;  value  of  bldgs..  ' 
^50  to  $75;  mem.,  40  volunteers;  underwriters 
rating    fifth  class. 

Water  Supply — Source,  stream,  well  and  cis- 
terns. 


KNOXVILLE,  pop.  86,000;  mercantile  bldgs., 
brick,  3  to  10  stories;  private  bldgs.,  wood,  1  and 
2  stories;  wooden  roots  not  permitted;  fireworks 
and  combustibles  ord.  Fire  dept.— 6  steamers.  4 
comb.  c.  ft  h.  wagons,  18  c.  hand  ex.,  1  h.  &  1. 
truck,  I  aerial  truck,  2  hose  carriages,  2  wagons. 
36  horses;  hose  cotton  rubber  lined,  good,  11,800 
ft. ;  fire  alarm^  Gamewell,  Gaynor,  170  boxes ;  value 
of  dept  equipment  $66,000;  value  of  bldgs.  $90,- 
000;  ann.  exp.  of  dept,  $37,600;  total  mem..  47; 
paid  full  time;   underwriters'  rating,  first  class. 

Water  Supply— Source,  river;  sjrstem,  pump  to 
res.  and  stdp.;  2  stdps.,  cap.  766,000  gals.,  dim. 
86  X  32  and  76  x  25;  filtration  system,  N.  Y.;  cap. 
of  plant,  6,000,000  gals.;  res.  cap.,  8,760,000  gals.; 
2  pumping  enffines.  cap.  per  day.  16,000,000  gals.; 
constructors,  Deane  &  Worthington;  mains,  cast 
and  wrought  iron,  94  miles,  4  to  20  in.  dia. ;  Chat- 
tanooga, Addyston,  Radford;  369  hydrants,  Lud- 
low. Chapman,  Coffin;  1,096  valves;  meters,  total 
number  d,400.  Empire,  Crown  and  Hersey;  9,000 
services;  pipe.  galv.  and  wrought  iron;  pressure, 
dom.  40  to  110  lbs.,  fire  76  to  180  lbs.;  cost  to  con- 
struct. $1,800,000;  works  belong  to  Co. 

LAWRENCEBURG,  pop.  3,000.  Fire  dept.— 1 
h.  &  1.  truck,  1  hand  engine,  2  chem.  ex.,  2  hand 
hose  reels;  hose,  950  ft ;  nre  alarm,  telephone,  bell 
and  whistle;  total  mem.,  18,  paid  full  time  1,  17 
volunteers. 

Water  Supply— Source,  si>ring,  cap.  1,500,000 
gals,  per  day;  system,  gravity  and  direct;  res. 
cap.,  100,000  gals.;  1  pumping  engine,  class 
Triplex,  cap.  per  day  604.000  gals.;  mains,  3V^ 
miles,  6  to  10  in.  dia. ;  42  hydrants ;  pressure,  dom. 
60  lbs.,  fire  60  lbs. 

LEBANON,  pop.  1,956;  fire  area,  10  acres; 
mercantile  bldgs..  orick,  2  stories;  private,  brick 
and  woodj  1  and  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept. — 1  h.  &  L  truck,  1  hose  carriage;  hose,  rub* 
her,  good  500  ft;  fire  alarm,  bell;  value  of  fire 
dept  bldgs.,  $1,000;  ann.  exp.  of  dept,  $500; 
total  mem.,  25;  paid  full  time,  1;  volunteers,  24' 
underwriters'  rating  fourth  class. 

Water  SupPLY^-Source,  spring;  system,  pump  to 
stdp.;  Etdp.  cap.,  70,000  gals.;  dim.,  76  x  12Ht 
cap.  per  day.  100,000  gals.;  mains,  1-2  mile,  6  in. 
dia.;  16  hydrants;  2  valves;  pressure,  dom.  60 
lbs.,  fire  60  lbs.;  ann.  cost  of  mtce.,  $1,200;  works 
belong  to  city. 

LENOTR,  pop.  8,600;  mercantile  bldga.,  brick,  2 
stones:  private  dwellings,  wood,  1  to  2  stories; 
fireworks  and  combustibles  ord.;  av.  fire  loss  per 
yr.  for  the  past  8  yrs.,  ^,000;  av.  ins.  carried  on 
same,  $2,000.  Fire  dept.— Hose,  cotton,  rubber 
lined,  good,  600  ft 

Water  Supply — Not  reported. 

LEWISBURG,   pop.    1,500.     Fire   dept—   1   c. 
eng. ;  volunteer  mem. 
Water  Supply— Not  reported. 

McKENZIE,  pop.  3,000;  fire  area.  5  acres.  Fire 
dept.— 500  ft.  nose;  value  of  equipment,  $360;  to- 
tal mem.,  9  volunteers. 

Water  Supply— 200  pumps;  6  hydrants;  works 
belong  to  Co. 

McMINNVILLE,  pop.  2,600.  Fire  dept— 2 
reels;  hose,  cotton,  rubber  lined,  good,  1300  ft; 
fire  alarm,  bell;  total  mem.,  21  volunteers;  under- 
writers' rating,  fifth  class. 

Water  Supply— Source,  river,  %  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
250,000  gals.,  dim.  16  x  125:  material  used  in  cons., 
steel;  quality  of  water,  good;  2  pumping  engines, 
class  comp.  dup.,  cap  per  day  1,750,000  gals.,  con- 
structor Worthington;  mains,  cast  iron,  16  miles, 
4  to  10  in.  dia.;  46  hydrants;  64  valves;  140  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire 
75  to  100  lbs.;  cost  to  construct,  $40,000;  bonded 
debt.  $3,000;  int.  paid  on  bonds,  5  per  cent;  cost 
of  mtce.,  $300;  works  belong  to  city. 

MARTIN,  pop.  2,500;  fire  area,  16  acres;  mercan- 
tile bldgs.,  bnck  and  wood,  1  to  8  stories;  private, 
wood,  1  and  2  stories;  wooaen  roofs  not  permittee! 
in  fire  area;  fireworks  ord.  Fire  dept. — 1  hose 
wagon;  hose,  cotton,  rubber  lined,  gooa,  1,200  ft.; 
fire  alarm,  whistle;  total  mem..  16  volunteers. 

Water  Supply— Source,  wells;  system,  pump  to 
res.;  quality  of  water,  good;  res.  cap.,  115,000  gals.; 
pumping  engines,  cap.  per  day  300,000  gals.;  mains. 
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oast  iron,  5  miles,  4  to  10  in.  dia.;  86  hydrants; 
800  services:  pipe,  gal  v.  iron;  pressure,  dom.  80  lbs., 
fire  90  to  is  lbs.;  consumption  per  day,  180,000 
gals.^  cost  to  construct,  141,000;  bonded  debt,  $88,- 
000:  tnt  paid  on  bonds,  8  per  cent;  cost  of  mtoe., 
87,400;  works  belong  to  city. 

MEMPHIS,  pop.  800LO0O;  fit«  area,  10,840  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  15  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area:  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.  for  8  yrs.,  8C3I5,000;  av.  ins.  in* 
volved  for  same  time.  1243,600.  Fire  dept— 2  h. 
k  U  trucks,  14  steamers,  I  c  engines.  14  c  hand 
ex.,  1  aerial  truck,  1  comb.  c.  and  nose  wagon, 
1  hose  reel,  4  hose  wagons,  7  hose  carts,  I  water 
tower,  78  horses;  hose,  cotton,  rubber  lined,  good, 
6,800  ft.;  rubber,  good.  18.000  ft.:  inferior  all 
kinds,  4.400  ft.;  toUl  hose.  22,400  ft;  fire  alarm, 
Gamewell  electric.  76  boxes;  value  of  dept.  equip- 
ment. 8266,000:  value  of  bldgs.,  8243.600:  ann.  exp. 
of  dept.  8178.004.68;  total  menu,  139;  i>aia  full  time. 

Watbi  SuprLY—Souroe.  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  876,000  gals^,  dim.  80  x  180;  material  used 
in  cons.,  steel;  quality  of  water,  good;  8  pumping 
engines,  cap.  per  day  88,000.000  ffsls.,  constructor 
Worthington;  mains,  cast  iron,  UO  miles,  4  to  86 
in.  dia.;  1,036  hvdrants;  2,068  valves;  meters,  total 
number  4,600;  16,000  services;  pipe,  lead;  pressure, 
dom.  66  lbs. ;  consumption  per  day,  18,000,000  gals. ; 
cost  to  construct,  82,960,00(1;  bonded  debt,  8Z.700,- 
000;  int.  paid  on  bonda,  4  and  6  per  cent;  works 
belong  to  city. 

MILAN,  pop.  2,000:  mercantile  bldgs.,  brick.  8 
stories;  private,  wood,  1  and  8  stones;  wooden 
roofs  not  permitted  In  fire  area;  causes  of  fires 
investigated.  Fire  dept.— ^1  h.  ft  L  truck.  2  hose 
carts;  nose,  cotton,  rubber  lined,  good,  1,400  ft.; 
fire  alarm,  whistle;  total  mem..  16  volunteers. 

Watxs  SuprLY — Source,  wells;  system,  pump  to 
reservoir  and  direct;  2  pumping  engines; 
Cook,  Hughesi  mains,  8  miles,  2  to  10  in.  dia.; 
81  hydrants,  Corey;  300  services;  pressure,  dom. 
40  lbs.,  fire  120  to  160  lbs.;  cost  to  construct, 
$20,000;  bonded  debt.  816,000;  int  paid  on  bonds, 
6  per  cent;  works  belong  to  city. 

MORRISTOWN,  pop.  8,000;  mercantile  bldgs., 
brick  and  Iron.  2  ana  8  stories;  private,  wood  and 
brick.  2  stories;  wooden  roofs  not  permitted:  no 
fireworks  and  combustibles  ord.  Pire  dept — 1  h. 
A  1.  truck.  8  hose  carts;  hose,  cotton,  rubber  lined, 
good,  1,600  ft;  rubber,  good,  1.600  ft;  total  hose, 
8,000  ft;  value  of  dept.  equipment.  6,900;  value 
of  bldgs.,  8260;  total  mem.,  66;  underwriters'  rat* 
ing,  second  clasa. 

Water  Supply — Source,  springs,  1-2  mile  from 
business  center,  system,  pump  to  reservoir  and  di- 
rect; res.  cap;.  1.000.000  gals.;  located  250  ft 
from  station:  2  pumping  engines;  cap.  per  day, 
1,600,000  gals.;  Smith- Vaile;  mains,  8  miles, 
4    to    10    m.    dia.;    74    bydranta;    200    services; 
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'ipe,  galv.  iron:  pressure,  dom.  80-100  lbs.,  fire  90 
bs.;  cost  to  construct,  $38,000;  int  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  |1,9D0;  works  be- 
iong  to  city. 

MOUNT  PLEASANT,  pop.  2.007.  Fire  dept 
—2  hose  carts;  hose,  cotton,  rubber  lined,  good 
1,000  ft;  fire  alarm,  bell  and  telephone;  total 
mem.,  18  volunteers;  underwriters'  rating,  third 
class. 

Watpp  Supply — Source,  springs;  system,  grav- 
ity, pump  to  itdp;  stdp.  cap.,  40,000  gats.;  1 
pumping  engine;  Fairbanks.  Morse:  mains,  1 
mile,  4  to  6  in.  dia.;  28  hydranta,  Corey;  pres- 
sure, fire  B6  lbs.;  consumption  per  day,  20,000 
gals.,  per  capita  10  gals.;  cost  to  cons..  812,QU0; 
ann.  cost  of  mtce..  $840;  works  belong  to  city. 

MURFREESBORO.  pop.  84)09:  fire  area,  700 
•crea;  mercantile  bldgs..  stone  A  brick,  2  to  8 
stories;  private  bldgs..  wood,  brick,  stone.  Iron, 
1  A  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated: fire  toss  for  1002.  $5,500;  Ins.  loss, 
r.8d0.  Fire  dept. — 1  c.  engine.  1  h.  ft  I.  truck, 
nose  carts,  2  horses;  hose,  cotton,  rubber  lined, 
good.  2,000  ft.;  fire  alarm,  bell  and  telephone; 
value  of  dept  equipment  $8i000:  value  of  bldgs., 
86.000;  total  mem..  27.  paid  full  time  6;  under- 
writers' rating,  third  dait. 


Watik  SuppLT-^ouice,  springs:  syatcm.  pmnp 
direct;  stdp.  cap.,  80.000  nls.;  dim.,  110  x  10; 
res.  cap.,  260,000  gtda.:  a  pumping  ennnea; 
cap.  per  day,  l,7a,000  gals.,  Laidlaw-Dunn- 
Gordon;  mains,  6  miles.  4  to  6  in.  dia.,  Chat- 
tanooga; 64  hydrants,  Nelson  A  Bonrbon;  26 
valves;  meters,  total  number  860,  National;  460 
services;  pressure,  dom.  80  lbs.,  fire  160  lbs.; 
cost  to  cons.,  860^000;  ann.  cost  of  mtoc,  86^000; 
works  belong  to  Co. 

NASHVILLE,  pop.  126.000;  fire  area,  90  v^ 
miles;  mercantile  blags.,  stone  and  brick,  4  to  u 
stories;  private,  brick  and  wood,  1  to  8  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  ft  1.  truck,  11  steamers,  1  c.  eopxmt, 
12  c.  hand  ex.,  2  aerial  trucks,  6  comb.  c.  and  hose 
wagons,  6  hose  carriages,  68  horses;  hose,  cotton, 
rubber  lined,  good,  C400  ft;  rubber,  good.  3,660 
ft ;  inferior,  all  kinds,  4,300  ft. ;  total  hose.  14.300 
ft;  fire  alarm,  electric  134  boxes;  value  of  dept. 
equipment  82d8.000;  value  of  bldgs.,  8145.00O:  ann. 
exp.  of  dept,  126,844.90,  total  mem..  114,  paul  foU 
time. 

Watbk  Supply— Source,  river  4  miles  from  bosi- 
ncaa  center;  system,  pump  to  res.;  quality  oi  water, 
good;  rea,  cap.,  62.000.000  gala.,  located  808  ft.  ftbovc 
low  water;  4  pumping  engines,  cap.  per  day  50,- 
000,000  gals.,  constructors,  Worthington  Holly  « 
Gaskill:  mains,  cast  iron,  110  miles,  4  to  38  in.  dia.; 
981  hydrants:  1,214  valves;  meters,  total  number 
6,776,  owned  oy  city  and  oonanmer:  11,000  services; 
pipe,  lead;  nressure,  dom.  20  to  90  lbs.  consump- 
tion per  day,  16,000,000  gala.;  coat  to  construct. 
82.080,000;  bonded  debt,  ^.486.000;  int.  pud  on 
bonds,  4  to  6  per  cent;  cost  of  mtce.,  868,070;  works 
belong  to  city. 


NEWBERN,  pop.   1,488;   fire  •rei^   20   •»«., 

bldgs.,  bruk,  2  stories;  wooden  roots  not  per- 
mitted; firework!  and  combustibles  ord.  Ftre 
dept.^-2  hose  carts;   hose,   cotton,   mbbcr   lined, 

food  600  ft;  rubber,  good  600  ft.;  total  hose, 
,000  ft;  fire  alann,  whistle;  value  of  depc 
equipment,  $1,000;  total  mem.,  12,  paid  full  time 
9,  volunteers  8;  under  writers^  rating  third  claaa. 

Watib  Supply — Source,  wella;  ayttem,  pui^p  to 
stdp.;  stdp.  cap.,  80,000  sals.;  2  pumping  engines, 
cap.  per  day  252,000  gals.,  constmctor  Camerao; 
mains,  3  miies,  8  in.  dia.^^National;  174  hydrants, 
Rumsey;  pressure,  dom.  20  lbs.,  fire  100  loa.;  cost 
to  construct,  $10,000;  ann.  coat  of  mtce.,  OlJttO; 
works  belong  to  Co. 

PARTS,  pop.  6,000*  mercantile  bidga..  brick. 
1  and  8  stories;  private,  wood  and  brick,  2 
stories;  wooden  «'oois  not  permitted.  Fire  dept. — 
1  h.  ft  L  truck,  1  hose  wagon.  8  hose  carrlacca: 
hose,  cotton,  rubber  lined,  good  2,000  ft:  total 
hose,  2,000  ft;  fire  alarm,  whistle;  value  of  d^pt 
equipment,  $2,000;  valve  of  bldga..  $1,000;  totai 
mem.,  32  volunteers;  underwriters'  raun^  third 
class. 

\VAT%a  Supply — Source,  wells  8  blocks  from 
business  center:  system,  mnnp  to  res.  and  stdpL; 
stdp.  cap.,  70,000  gals.;  dim.,  20  a  80,  located  at 
station;  material  used  in  eons,  steel;  qualitj  ef 
water,  good;  res.  cap.  70.000  gals.,   located  at 


tion;  a  pumping  engines,  class  dup.  comp^, 
cap.  per  day  2,000,000  gals.,  constructors  Snritb- 
Vaile,  Stilwell-Bierce;  mams,  cast  iron,  9  miles.  4 
to  10  in.  dia.;  62  hydrants,  Bourbon;  60  valves; 
meters,  total  number  26,  Crown;  400  services; 
pipe,  galv.  iron;  pressure,  dom.  40  lbs.,  fire  100  to 
160  lbs.;  consumption,  per  day  200,000  gals.,  per 
capita  76  gals. ;  cost  to  construct,  $50,000;  int.  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  $8,000; 
works  belong  to  city. 

PULASKT.  pop.  4.600;  fire  area,  €40  acres: 
mercantile  bldgs.,  brick,  wood,  atone,  1  sad  8 
stories;  private,  wood  and  brick,  1  and  S 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.  Fire  dept. — ^1  c  engine.  1  h.  ft 
1.  truck,  2  hose  carts,  1  hand  hose  reel;  hose,  cot- 
ton, lubber  lined,  j|00d,  1,000  ft.;  fire  alarm,  befl; 
value  of  dept.  equipment,  82.000;  value  of  bldgs^ 
18,600;  ann.  exp.  of  dept,  $840.08;  total  mem^  22. 
paid  part  time;  tmderwr iters*  rating,  second  class. 

Water  Supply — Source,  springs  and  cweek.  IJQO 
ft  from  business  center;  syijem,  gravity  mid 
pump  to  res.;  2  res.,  combined  cap.  476.000  gals.: 
2  pumping  engines,  class  triplex,  cap.  per  day 
100,000    gals.,    constructors    Smith-Vaile,    Govld; 
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mains,  cast  iron,  4%  miles,  4  to  6  in.  dis..  So. 
Fittsburfir;  86  hydrants.  Eclipse;  2S0  valves;  meters, 
total  number  200,  Hersey,  VVorthington.  owned  by 
Co.;  80O  services;  pressure,  dom.  90  Ids.,  fire  115 
lbs.;  cost  to  construct,  966,000;  bonded  debt,  $17,- 
000;  int.  paid  on  bonds,  6  per  cent;  ann.  cost  of 
mtce.,  t^jMO;  works  belong  to  Co. 

RIPLEY,  pop.  1.640.  Fire  dept— I  h.  ft  L 
track,  1  hose  wagon;  hose,  cotton,  mbber  lined* 
good  600  h.;  lira  alanii,  good;  total  mam.,  15 
volunteers. 

WATsa  Supply— Source  wells;  system,  pump  to 
stdp.  and  direct;  atd|>.  cap.  80,000  gals.,  dim.  l6  x 
12;  location,  TZ  ft.  high;  material  used  in  cona., 
steel;  3  pumping  engines,  cap.  per  day  160,000  gals., 
constructor  Cook;  mains,  wrought  iron,  3  miles;  16 
hydrants;  140  services;  pipe,  wrought  iron;  pres- 
sure, dom.  40  lbs.,  fire  80  lbs.;  consumption  per 
day,  40,000  gals.;  per  capita  26  ffals.;  oott  to  con- 
struct, 82,000;  works  belong  to  Co. 

ROCKWOOD,  pop.  2389:  mercantile  bldga., 
brick,  2  stories;  private,  wood,  2  stories;  wooden 
rools  permitted;  fireworks  and^  eombnstlblaa 
ord. ;  cause  of  tires  investigated.  Fire  dept.— 4  c 
hand  ex.,  1  h.  ft  L  truck,  1  hose  wagon;  hose* 
I'iii  ft.:  value  of  dept.  equipment.  |M)(i:  lotal  mem., 
12  volnntecrs;  oaderwritcrs'  rating  fourth  daaa. 

VVATsa  Supply— Source,  springs,  8  miles  from 
business  center;  system,  pump  to  res.;  res.  cap. 
S.000.000  gals.;  2  pumping  engines,  capw  per  day 
1.000,000  gals.,  constructor  Gordon:  maina,  cast 
iron,  8H  miles,  4  to  10  in.  dia.;  40  hydranta;  88 
valves;  meters,  total  number  10,  owned  by  city: 
812  service*:  pipe.  Ralv.  iron:  pressure,  dnm.  66 
lbs.,  fire  90  lbs. ;  consumption  par  day.  600,000  gala.» 
ffcr  capita  166  flials.;  cost  to  construct,  82i«O0O; 
bonded  debt,  $26,000;  int.  paid  on  bonda,  6  per 
eent;  ann.  cost  of  mtce,  $1,800;  works  belong  to 
eity. 

SHELBYVILLE,  pop.  2,600;  fire  area,  40 
acres;  mercantile  btdgs.,  brick.  2  stories:  private, 
brick  and  wood,  2  stories.  Fire  dept. — 2  c.  hand 
ex.,  1  h.  *Xr  1.  truck.  2  hnne  waflrnns.  12  how  carts, 
1  borae;  hoae,  cotton,  rubber  lined,  good  1,200  ft.; 
inferior,  all  kinds.  SllO  ft.;  total  hose,  1,600  fL;  fire 
alarm,  electric;  total  menu,  12,  voluntecra;  undcr- 
writera*  rating  third  claaa. 

Wate«  Sopply— Source,  river,  200  yarda  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap* 
160.000  Rala.,  dim.  17%  x  80;  material  used  in  cons., 
iron;  filtration  system,  charcoal;  2  pumping  en- 
ffines.  cap.  per  day  i4i00,000  nls.,  constructors 
Laid1aw*T5unn>Gordon;  mains,  8%  miles.  4  to  8  in. 
dia.;  SO  hydrants;  20  meters;  200  services;  pipe, 
oalv.  iron;  pressure,  dom.  60  lbs.;  fire  80  to  180 
lbs.;  consumption  per  day,  100,000  gaU.;  worka 
belong  to  Co. 

SOMMEKVTLLE.  pop.  777.  Fire  dept— 2  hose 
C9rts;  fire  alarm,  bell;  hose.  1,000  ft.;  20  volunteers. 

Wateh  Supply— Source,  4  wells;  system,  pump 
direct:  tank  cap.,  50,000  gals.;  1  oump.  Dean,  cap. 
per  day,  280,000  sa1s«:  mains,  IH  miles;  26  hy- 
drants pressure,  40  to  100  Iba. 

SOUTH  PITTSBURG,  pop.  8.000:  fire  area, 
200  acres;  mercantile  bldgs.,  wood,  brick,  iron, 
1  and  2  stories;  private,  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept.— 8  ex.  ladders.  1  h.  ft  1. 
truck,  2  hose  wagons;  nose,  cotton,  rubber  lined, 
good.  1,700  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment  $2,000;  value  of  bldgs.,  $400; 
total  mem.,  20  volunteers;  underwriterr  rating, 
fifth  class.  ^  .    , 

Water  StJPPLY^Source,  springs  and  river;  sys- 
tem, gravity  and  pump  direct;  2  pumping  enflrines, 
cap.  per  day  l.OOO.wX)  gals.»  constructors  Wood- 
ward: mnifis  5  miles.  South  Pittsburg;  10  hy- 
drants. Nelson,  Galvin;  80  valves;  pressure,  dom. 
80-$)0  lbs.,   iire  100-150  lbs.;  works  belong  to  Co. 

SPRTNGFTELD,  pop.  6,000.    Fire  dept— «  hose 
carts    hose  1.200  ft ;  16  volunteers. 
Watxk  Sxtpply— Pump,    cap.     750,000    gals.;    1 


Sump,  Smith-Vaile:  mains,  4  miles;  88  hydrants; 
irect  pressure,  140  lbs. 

TRENTON,  pop.  8,000:  fire  area,  80O  acrea; 
mercantile  blags.,  brick,  1  to  8  stories;  private^ 
brick  and  wood,  1  and  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.  Fire  dept — ^1  h.  ft  I.  truck,  2  aerial 
trucks,  2  hose  carts;  nose,  cotton,  rubber  lined» 
good,  900  ft;  inferior,  all  kinds,  200  ft:  total  hose^ 
1,100  ft.;  fire  alarm,  whistle  and  telepnone;  value 
oif  dept  equipment,  $1,600;  value  of  bldgs.,  $750: 
ann.  exp.  of  dept.,  $1,700;  total  mem.  16,  paid 
part  time. 

WATEa  Supply— Source*  wclla,  1,000  ft  from 
business  center;  system,  pump  direct;  res.  cap. 
00.000  sals.:  2  pumping  enginea.  cap.  per  day 
1.000,000  galSi,  constructors  Worthington;  mams, 
iH  miles,  4  to  8  in  dia.;  86  hydrants;  176  set^ 
vices;  pressure,  dom.  45  lbs.,  fire  00  lbs.jcost  to 
eonatruct.  $15,000;  ana.  coat  of  mtee..  $1,700l 

TULLAHOICA^  pop.  2,084;  bldgs.,  brick  and 
wood,  1  and  2  stones;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.  Fire  dept— 1  h. 
ft  1.  truck.  8  hose  wagona;  hose,  cotton,  rubber 
lined,  good,  1,260  ft;  fire  alarm,  bell:  total  mem., 
17  volunteers;  underwriters'  niting,  third  class. 

Watbb  Supply — Source,  weh*;  system,  pump  ta 
res.,  to  stdp  and  direct;  stdp.  cap.  75,000  gala., 
120  ft.  high ;  material  used  in  cons,  iron ;  res.  capb» 
80,000  jgals. ;  1  pumping  engine,  class  trip.,  cap.  per 
day  760,000  gals.,  constructors  Worthington,  Deane^ 
mains,  cast  iron,;  83,160  ft^4  to  8  in.  dia.;  64  hy«> 
drants,  Corey;  26  valves;  206  services;  pipe,  galv. 
iron;  jpressure,  dom.  66  lbs.,  fire  160  lbs.;  coi>> 
sumption  per  day.  60,000  gals.;  cost  to  construct^ 
$360,000;  bonded  debt,  $27/100;  int  paid  on  bonds, 
4%  per  cent;  works  belong  to  city. 

UNION,  pop.  8,407;  fire  area,  800  acres;  mer. 
cantile  blags.,  brick,  stone  and  wood.  1  and  2 
stories;  private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept — 1  h.  ft  L  truck,  1  hose 
wagon.  2  horses;  hose,  cotton,  rubber  lined,  good 
1,000  It;  fire  alarm,  electric;  11  boxes;  value  of 
dept.  equipment,  $l,2fS0;  ann.  exp.  of  dept,  $400; 
total  mem..  20;  paid  full  time,  2;  volunteers,  18; 
underwriters'  rating  second  class. 

Watbk  Supply — Source,  wells,  1-8  mile  from 
business  center;  system,  pump  to  res.;  qual- 
ity of  water,  good;  res.  cap.,  00,000  gala.^ 
2  pumping  engines,  cap.  per  day  2,0(JO,000  ^als.» 
conatructors,  Knowles,  Deane;  mains,  cast  tron, 
8  miles.  4  to  10  in.  dia.,  Chattanooga;  82  hydrants, 
Ludlow;  596  services;  pipe,  galv.  iron;  pressure 
dom.  20  lbs.,  fire  70-00  lbs.;  coat  to  construct^ 
$70,000;  int  paid  on  bondsw  6  per  cent;  ann. 
cost  of  mtce.,  $6,000;  works  belong  to  city. 

WINCHESTER,  pop.  1,888:  mercantile  bldn., 
brick,  2  stories;  orivate,  wood,  1  story;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord,; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  ft 
t.  truck,  8  hose  wagons;  hose,  cotton,  rubber 
lined,  good.  800  ft.;  fire  alarm,  bell:  value  of  dept 
equipment,  $800;  total  mem.,  66  volunteers.  7  and 
8  paid;   underwriters*  rating,  second  class. 

Water  Supply— Source,  spring,  1^  miles  from, 
business  center;  system,  pump  to  tank  and  directj 
stdp.  cap.  66,000  gals.  dim.  82  x  18;  pump  driven- 
by  electric  motor,  cap.  per  day  504,000  gals., 
constructor  Worthington;  mains,  cast  iron.  6. 
miles.  4  to  8  in.  dia.;  48  hydrants;  28  valves^ 
pressure,  dom.  60  lbs.,  fire  60  lbs.;  works  belong: 
to  Co. 

Places  with  a  population  of  1.000  or  more  ha^ 
ing  no  organized  fire  department;  Coal-creek,. 
Cookeville.  Dickson,  Elisabcthton,  Erin.  Hender- 
son, Jellico,  T^wisburg,  Lexington,  McKensie, 
Manchester.  Marysville,  Obion,  Rogersville,  Sa» 
vannah,  Soddy,  Sweetwater,  Tracy  City,  Whit» 
well. 

Places  with  a  population  of  1,000  or  more  ncf 
reported:  Hill  Oty,  Newport 


«>434 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— TEXAS. 


TEXAS 

ABIBREVIATIONS.— Ann.,  annual;  av.,  average;  bldgs.,  buildings;  cap.,  cafwcity;  dm.,  >■—.»..—» 
c,  chemical;  c.  &  h.,  chemical  and  hose;  dk.,  clerk;  oomb.  combination;  comr.,  commissioner;  com.,  ooai- 
mittee;  comp.,  compound;  cons.,  construction;  dept.,  department;  dia.,  diameter:  dim.»  dimc&sioiia;  doai, 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  icct;  gala.,  gnllons;  h.  d, 
high  duty:  h.  &1.,  hook  and  ladder;  ins., insurance;  in t,  interest;  mtce.,  maintenance;  mem.,  membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt.,  snperintcndeaL 


ABILENE,  pop.  8.411;  fire  area.  1,280  acres; 
'bldgs.,  brick.  2  and  3  stories;  wooden  roofs  not 
;permitted.  Fire  dept.— 1  c.  engine,  1  comb, 
wagon,  6  c.  hand  ex.,  1  h.  &  1.  truck,  8  hose 
■carts,  6  horses:  hose,  cotton,  rubber  lined,  good, 
8,700  ft.;  fire  alarm,  bell  ana  telephone;  value  of 
'  dept.  equipment,  $10,500;  value  of  dept.  bldgs.. 
$5,000;  ann.  exp.  of  dept.,  $3,000;  total  mem.,  52 
volunteers;  paid  full  time  2;  underwriters'  rating, 
second  class. 

Water  Supply — Source,  Lythe  Lake;  system, 
■pump  to  stdp.;  2  stdps.,  cap.  440,000  gals.;  dim., 
85  X  12,  60  X  32;  res.  cap.,  600,000,()0(>ga1s. ;  2 
pumping  engines;  cap.  per  day,  1,500,000  gals.; 
-constructor  Blake;  mams,  20  miles,  4  to  8  in.  dia., 
•Shickle,  Howard,  Harrison;  76  hydrants,  White; 
12  valves;  meters,  total  number,  800,  pressure, 
-dom.  60  lbs.,  fire  110  lbs.;  consumption  per  day, 
760,000  gals.;  cost  to  cons.,  $125,000;  ann.  cost  of 
mtce.,  16.000;  works  belong  to  Abilene  Light  & 
Water  Co. 

ALVARDO,  pop.  1,500.  Fire  dept— 1  hose  cart, 
1  h.  &  1.  truck,  800  ft.  hose;  total  mem.,  volunteers. 

Watek  Supply— Source,  wells;  system,  pump  di- 
rect  and  gravity;  stdp..  dim.  12  x  100  ft.;  10 
hydrants. 

AMARILLO,  pop.  12,000;  mercantile  bldgs., 
stone,  brick  and  wood.  Fire  dept. — 1  h.  &  1. 
truck,  1  c.  engine,  1  hose  carriage,  1  comb.  c.  & 
h.  wagon;  total  hose.  2,000  ft.;  fire  alarm,  tele- 
phone; total  mem.,  32  volunteers.  Key  rate  for 
insurance  80  cents. 

Water  Supply- System,  gravity,  pumping;  res. 
cap.  1,000,000  gals.;  pumpmg  engines,  cap.  per 
day,  750,000  gals.;  stdp.  cap..  60,000  gals.;  pres- 
sure, comp.  steam  pump. 

ARLINGTON,  pop.  3,000;  fire  area,  4  blocks. 
Fire  dept.— 1  h.  &  1.  truck;  2  hose  reel v  1.000  ft. 
hose;  value  of  dept.  equipment,  $1,000;  total 
mem.,  20  volunteers.    Key  rate  for  insurance  $1.07. 

Water  Supply— Source,  deep  well;  2  pumps;  10 
hydrants;  works  belong  to  Co. 

AUSTIN,  pop.  80,000;  fire  area,  15  sq.  miles: 
wooden  roofs  not  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fires  not  investigated; 
fire  loss  for  1906.  $22,652;  ins.  $6,610.  Fire  dept.— 
1  steamer,  1  comb.  c.  &  h.  wagon,  10  c.  hand  ex., 
1  h.  &  1.  truck,  7  hose  carriages.  18  horses;  hoae, 
cotton,  rubber  lined,  good,  10,400  ft.;  infenor,  all 
kinds,  2,300  ft.;  toUl  hose,  12,700  ft;  fire  alarm, 
bell;  value  of  dept  equipment  $80,000;  value  of 
bldgs.,  $41,000;  ann.  exp.  of  dept,  $10,000;  total 
mem.,  500  volunteers,  paid  full  time  9.  Key  rate 
for  insurance  38  cents. 

Water  Supply— Source,  river;  system,  pump  di- 
rect; 2  pumping  engines;  cap.  per  day,  12,000,000 
gals.,  constructor  Worthineton;  mains,  40  miles,  4 
to  20  in.  dia..  Howard-Harrison;  316  hydrants, 
Wood;  147  valves;  meters,  total  number  4,000, 
Worthington,  Crown  and  others;  4,178  services; 
pressure,  dom.  120  lbs.,  fire  160  lbs.;  consump- 
tion, per  day,  5,000,000  gals.;  per  cap.,  166  gals.; 
works  belong  to  city. 

BATRD,  pop.  2,000;  fire  area,  6  sq.  blocks;  mer- 
cantile bldgs.,  stone  and  brick,  1  to  3  stories; 
private,  wood.  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated:  Fire  dept:— 2  c. 
hand  ex.,  2  hose  carriajges;  hose,  cotton,  rubber 
lined,  pood,  1,000  ft.;  fire  alarm,  bell;  value  of 
dfpt.  equiprnent  $1,500;  value  of  bldgs.,  $3,000; 
total  mem.,  26  volunteers.  Key  rate  for  insurance 
91  cents. 

Water  Supply— Source,  wells,  2%  miles  from 
business  center;  system,  gravity;  quality  of  water, 
Tood;  mains,  cast  iron,  o  miles,  4  to  8  in.  dia.; 
7  hydrants;  3  valves;  200  services;  pressure,  dom. 


90  lbs.,  fire  90  Ituu:   coat  to  conitnict,   $15jOOO; 
bonded  debt,  ilO,000;  int  paid  on   bonda,  6  per 

cent;  works  belong  to  city. 


BALLINGER.  pop.  1.128;  fire  area.  400  ^^, 
bldgs.,  atone  and  wood,  1  at«yry;  fire  loaa  for  1902; 
$1S,000;  ins.  $7,076.  Fire  dept— 1  hose  wagon: 
bote,  cotton,  mbber  lined,  good  750  ft;  total 
mem.,  14  volunteers.    Insurance  key  rate  57  cents. 

Water  Supply — Source,  creek,  H  mile  iroia 
buaineas  center;  mtem,  pump  to  atdp.;  atdp.  cap. 
66,000gals.,  dim.  80x12;  1  pumpins  eng.,  cap.  per 
day  600,000  gala.,  constmctors  Goraoa;  mains,  cast 
drants,  Rumsey;  00  services;  ptpe^  bla^  iron; 
iron,  2  miles,  4  to  6  in.  dia.,  Anniston.-  Q  hy- 
pressure,  dom.  66  lbs.,  fire  120  lbs.;  coat  to  con 
struct,  ^,000;  int  paid  on  bonds,  6  per  cent 

BARTLETT,  pop.  1,600;  fire  area.  SOD  acres: 
mercantile  bldgs.,  brick  and  wood.  Fire  dept— 
1  hand  engine,  1  h.  &  1.  truck.  1  hose  carriage; 
total  hose.  1,000  ft.;  fire  alarm,  bell;  value  of 
dept  equipment,  $1,000;  value  of  bldgs..  $500; 
total  mem.,  25  volunteers.  Insurance  key  rate 
89  cents. 

Water  Supply— Source,  wells;  system,  gravity, 
direct;    res.    cap.    110,000  gals.,   36  x    13   ft    dia.; 

fump,  1;  39  hydrants;  30  valves;  mains,  7  miles, 
to  6  in.  dia.,  pressure,  40  lbs. :  cost  to  con- 
struct, 22,500,  ann.  cost  of  mtce.,  ^60;  works  be- 
long to  city. 

BASTROP,  pop.  2,146;  fire  area.  10  acres;  racr 
cantile  bldgs.,  mckj  1  and  2  stories;  private, 
wood,  1  and  8  stones;  wooded  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combastib'.es 
ord.;  causes  of  fires  investigated.  Fire  dept— 
1  h.  engine.  1  h.  &  L  tnick,  I  hose  wagona,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good.  lOOP 
ft.;  fire  alarm,  bell;  value  of  dept  equipment 
$1,500;  value  of  bldfrs..  $1,000:  total  mem.,  60  vol- 
unteers.   Insurance  key  rate  78  cents. 

Water  Supply — Source,  river;  sTStcm,  pomp  ta 
stdp.;  stdp.  cap.  120.000  gals.,  dim.  14  x  11<^: 
builders  Elmore  Iron  Works;  pumping  engiaes, 
cap.  per  day  500,000  gals.,  constmctors  Smith- 
Vaile;  mains,  cast  iron,  3H  miles,  4  to  S  in.  dia.: 
18  hydrants.  National;  125  services;  pipe,  iron: 
pressure,  dom.  30  to  50  lbs.,  fire  1^  lbs.:  co>r  ro 
construct,  $36,000;  ann.  cost  of  mtce.,  $500;  work< 
belong  to  Co. 


f, 


BEAUMONT,  pop.  25,000;  fire  area.  80 
bldgs.,  brick  and  wood,  2  and  $  stories;  vroodea 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept.— 3  steamers.  1  c.  engine,  1  h.  & 
I.  truck,  4  hose  carriages,  14  horses;  hose,  mb- 
ber, good  ,7000  ft;  fire  alarm,  Gamewell;  39  boxes. 
value  of  dept.  equipment,  $60,000:  value  of  bkigv, 
$16,000;  ann.  exp.  of  dept,  $20,000;  total  mem.. 
12S,  paid  full  time  14,  volunteer*  114;  aader' 
writers'  rating,  second  class.  Insurance  Icev  rz*t 
31  cents. 

Water  Supply— Source,  river,  S  milea  from 
business  center;  system,  pump  to  stdp.  direct; 
stdp.  cap.,  110,000  gals.;  dim.,  120x12;  binlders, 
Thomas  &  Gorham:  filtration  svstem.  Continental: 
cap.  of  plant  8,000,000  gals.;  •P^^npinC  engines 
class  dup.:  cap.  per  day,  2,000,000  ^s.;  cc>a 
structors.  Smith- Vaile,  Knowles;  mains,  cast  ir-^e 
30  miles,  6  to  24  in.  dia.,  Ripley  &  Broaaon;  S? 
hydrants.  Empire;  300  valves;  meters,  total  ncm- 
her  8,  Niagara  and  Trident;  pipe,  gal-r.  ir--^" 
pressure,  dom.  46  lbs.,  fire  85  lb&; 
1    struct,  $450,000. 

I       BEEVILLE,     pop.     3.500;     bld^s..     brick 
I    wood;  wooden  roofs  permitted;  no  fire  dept. 
I    surance  key  rate  95  cents. 

Water  supply — Source,  wells;  system,  paxap 
.  stdp.;  stdp.  caP;.  2(0.000  gals.:  1  pumpinir  enir 
■    cap.   per  day,  720,000  gals.:  cons.  Gordon;    rr- 


cost   to  c. 
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cast  iron,  2  miles,  6  in.  dia.,  Anniston;  7  hydrants; 
100  services;  pipe,  galv.  iron;  pressure,  dom.  35 
lbs.;  fire  100  lbs.;  consumption  per  day  75,000 
gals.,  per  cap.  40  gals.;  cost  to  construct, 
^.000;  ann.  cost  of  mtce.,  $1,200;  works  belong 
to  Co. 

BELLEVILLE,  pop.  1.250;  fire  area.  260  acres; 
mercmtile  bldn.,  brick,  1  tad  2  ttoriet;  priTSte* 
wood,  1  and  2  florict;  no  fireworks  ord.  Flr« 
depL— 25  c.  ex.,  1  hand  eng.,  1  h.  &  1.  truck,  and 
24  buckets;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, I6S0;  rtitut  of  bldgi.,  t280;  ann.  exp.  of 
dept.,  |10(h   total  mem.,   '61  volunteers. 

VVatie  Supply — Source,  cistemt  and  wells  and 
elevated  tanks. 

BELTON,  pop.  6,000;  fire  area,  800  acres;  mer- 
cantile bIdgL,  stone  and  brick,  1  to  8  stories; 
private,  stone,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted  in  nre  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept.— 1  c.  hand  ex.,  1  comb  wagon, 
h.  &  1.  truck,  1  hose  carriage,  2  horses;  hose,  cot- 
ton, rubber  lined,  good,  2000  ft.,  inferior,  all  kinds, 
900  ft.:  total  hose,  2,800  ft.;  fire  alarm,  bell 
and  wnistle;  value  of  dept.  equipment,  17,000; 
value  of  bldgs.,  $4,000*  ann.  exp.  of  dept.,  $3,000; 
total  mem.,  42,  paid  full  time,  2,  40  volunteers.  In- 
surance key  rate  79  cents. 

WATsa  Supply — Source,  wells;  system,  gravity, 
and  pump  direct;  stdp.  cap.,  160,000  gals.;  dim. 
85  X  20;  res.  cap.,  200,000  gals.;  2  pumping 
engines;  cap.  per  day,  2,000,000  gals.;  constructor 
Worthington ;  mains,  cast  iron,  9  miles,  4  to  8 
in.  dia.,  Philadelphia;  35  hydrants.  Chapman;  8 
valves;  400  services;  kind  of  pipe,  wrought  iron; 
pressure,  dom.  70  lbs.,  fire  80  to  125  lbs.;  cost  to 
cons.,  $45,000;  int.  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  0,000;  works  belong  to  town. 

BIG  SPRING,  pop.  1,255:  fire  area,  75  blocks; 
mercantile  bldgs.,  brick  ana  wood,  1  story;  pri- 
vate, wood,  1  story;  wooden  roofs  permitted;  nre- 
works  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 1  hose  wagon.  8  hose 
reels;  hose,  cotton,  rubber  lined,  good  750  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $450; 
value  of  bldgs.,  $100;  total  mem.,  25,  volunteers; 
underwriters  rating,  second  class.  Insurance  key 
rate  92  cents. 

WATsa  Supply — Source,  wells,  2^  miles  from 
business  center;  system,  pump  to  res.;  res.  cap. 
2,000,000  gals.;  2  pumping  engines,  cap.  per  day 
200,000  gals.,  constructors  Fairbanks,  Motse; 
mains,  wrought  iron.  2  miles,  2  to  6  in.  dia., 
South  Pittsburg;  18  nydrants:  meters,  total  num- 
ber 150;  420  services;  pipe,  iron;  pressure,  dom. 
60  lbs.,  75  lbs.;  consumption,  per  day  150,0UU 
gals.,  per  capita  120  Qla.;  cost  to  construct,  $50,- 
000;  works  belong  to  Co. 

BONHAM,  pop.  5.042;  fire  area,  25  acres; 
bldgs.,  stone  and  bricx,  1  and  2  stories;  wooden 
roots  not  permitted;  fire  works  and  combustibles 
ord.;    causes    of    fire    investigated.     Fire    dept. — 

1  h.  &  1.  truck,  1  hose  cart,  1  hose  wagon.  8 
horses;  hose,  cotton,  rubber  lined,  good  2.800  tt. ; 
fire  alarm,  telephone;  value  of  dept  equipment, 
$4,000:  value  of  bldgs.,  $5,000;  ann.  exp.  of  dept., 
$1,500;  total  mem.,  41  volunteers.  Insurance  key 
rate  64  cents. 

Watek  Supply— Source,  lakC;  2H  miles  from 
business  center;  system,  gravity  and  pump  to 
stdp.;  stdp.  cap.  165,000  gals.,  dim.  110x16; 
builder,  J.  O'Brien;  res.  cap.,  800.6^800  gals.; 

2  pumping  engines,  cap.  per  day,  4,000,000  gals., 
constructors  Dunn.  Gordon.  Worthin^on;  mains, 
cast  iron,  8  miles.  4  to  10  in.  dia.,  St.  Louis;  7d 
hydrants.  National:  meters,  total  number  630;  400 
services;  pipe,  galv.  iron;  pressure,  dom.  60  lbs. 
fire  66  lbs.;  cost  to  construct,  $65,800;  int.  paid 
on  bonds.  6  per  cent.;  ann.  cost  of  mtce.,  $2,600; 
works  belong  to  city. 

BOWIE,  pop.  2,600;  fire  area,  25  acres;  bldgs., 
brick  and  stone,  1  and  2  stones;  wooden  roofs 
not  permitted;  fireworks  and  combustible  ord. 
Fire  dept. — 12  c.  hand  ex.,  1  h.  &  1.  truck,  1 
hose  wagon,  2  horses;  hose,  cotton,  rubber  lined. 

5ood  1,S>00  ft.;  fire  alarm,  bell;  5  boxes;  value  of 
ept.  equipment,  $8,500:  value  of  bldgs.,  $5,000; 
ann.  exp.  of  dept.,  $1,500;  total  mem.,  25.     Insur- 
ance key  rate  72  cents. 
Water  Supply — Source,  wells;  system,  pump  to 


stdp.;  stdp.  cap.,  72,000  gals.;  dim.,  85x12;  located 
80  ft  above  town;  1  pumping  engine,  class  dup., 
cap.  per  day,  600,000  gals.;  constructors.  Laid- 
law-Dunn-Gordon;  mains,  4  1-4  miles,  4  to  8  in. 
dia.;  18  hydrants;  pressure,  dom.  42  lbs.,  fire 
100  lbs.:  cost  to  construct,  $20,000;  ann.  cost  of 
mtce.,  $1,200;  works  belong  to  city. 

BRENHAH,  pop.  5,968;  fire  area^  25  acres; 
mercantile  bldgs.,  brick,  2  and  8  stones:  private, 
wood  and  brick.  1  and  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept — 1 
steamer,  2  c  engines,  1  h.  &  L  truck.  8  hose 
carriages,  hose,  cotton,  rubber  lined,  good  2,300 
ft.;  fire  alarm,  bell  ana  telephone;  value  of  dept. 
equipment,  $6,000;  value  of  bldgs.,  $10,000;  total 
mem.,  114,  paid  full  time  2,  volunteers  112.  Key 
rate  for  insurance  77  cents. 

Watbr  Supply — Source,  wells,  %  mile  from 
business  center;  system,  gravity,  pump  direct; 
stdp.  cap.  114,000  gals.;  dim.,  14  x  100  material 
used  in  construction  steel;  quality  of  water,  good; 
res.  cap.,  800.000  gals..  8  pumping  engines,  cap. 
per  day,  1,500,000  gals.;  constructors  Deane  of 
Holyoke;  mains  cast  iron,  10  miles;  8  to  8  in. 
dia.,  70  hydrants;  25  valves;  meters,  total  number 
127;  840  services;  pipe,  wrought  iron;  pressure, 
dom.  81  to  43  lbs.,  fire  100  lbs.;  consumption  per 
day,  160,000  gals. ;  cost  to  construct,  $60,000 ;  bonded 
debt,  $30,000;  int.  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $3,000;  works  belong  to  city. 

BROWNSVILLE,  pop.  7,000;  fire  area,  640 
acres:  bldgs.,  brick.  1  and  2  storiea;  wooden  roofs 
permitted;  fireworks  and  oombostibles  ord.  Fire 
dept — 1  hand  engine,  1  c.  engine,  1  h.  &  L  tmck. 

1  nose  carriage;  nose,  cotton,  mbber  lined,  good 
250  ft.;  fire  alarm,  bell;  value  of  dept  equipment. 
$1,000;  total  mem.,  20  volunteers.  Insurance  key 
rate  59  cents. 

Water  Supply— Source,  river  and  cisterns. 

BROWNWOOD,  pop.  8,000;  fire  area,  80  acres: 
mercantile  bldgs.,  stone^  brick  and  wood,  8 
stories;  private,  stone,  brick  and  wood,  1  and  2 
stories;  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.    Fire  dept.— 1  comb.  c.  &  h.  wagon. 

2  c  hand  ex.,  1  h.  &  1.  truck,  8  horses;  hose,  cot- 
ton, rubber  lined,  good,  2,000  ft.;  inferior,  all 
kinds^  1,800  ft;  total  hose,  3,800  ft.;  fire  alarm, 
electric  bell:  value  of  dept.  equipment.  $3,000; 
value  of  bldgs..  $500:  total  mem.,  26  volunteers. 
Insurance  key  rate  42  cents. 

Watbr  Supply— Source,  Pecan  Bayou,  8  miles 
from  business  center;  system,  pump  to  stdp.: 
stdp.  cap.  2,000,000  gals.,  dim.  20x100;  quality  of 
vrater,  good;  res.  cap..  6,000,000  gals.;  pumping 
engines,  class,  comn.  dup,  cap.  per  day  2,000,000 

als,  constructor  Worthington,  mains,  cast  iron, 
«  miles,  4  to  10  in.  dia.;  125  hydrants:  meters, 
total  number  110,  Crown  1,  Nash  2.  Union  6, 
Hersey  Rotary  1,  Trident  1,  Buffalo  99,-  Keystone 
1,  owned  by  consumer;  1,122  services;  pipe,  galv. 
iron;  pressure,  dom,  40  lbs.,  fire  126  lbs.:  cost  to 
construct,  $75,000;  bonded  debt,  $46,000,  mt  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $2,000;  works 
belong  to  city. 

BRYAN,  pop.  5,000;  fire  area,  16  acres;  mer- 
cantile bldgs.,  brick,  1  to  3  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  combustibles  ord.  Fire  dept. — 1  steamer, 
1  c.  engine,  2  c.  hand  ex.,  1  hose  wagon,  2  horses; 
hose,  cotton,  ruber  lined,  good,  1,350  ft.;  fire 
alarm,  bell  and  'phone;  value  of  dept.  equipment, 
$4000;  value  of  buildings,  $3,500;  ann.  exp.  of 
dept,  $1,200;  total  mem.,  26;  paid  full  time,  1; 
paid  part  time,  25. 

Water  Supply — Source,  wells;  system,  pump  to 
res.  and  stdp.:  stdp.  cap.  85,000  gals.,  dim.  lOO  x 
20;  builders  Ripley  &  Bronson;  res.  cap.  41,256 
gals.;  2  pumping  engines,  class  dup.,  cap.  per  day 
1,100,000  gals.,  constructors  Smith-Vaile;  mains, 
wrought  and  cast  iron,  4^  miles,  4  to  8  in.  dia.; 
17  hydrants,  Ette  &  Henger;  meters,  total  number 
GO,  Hersey;  200  services;  pressure,  dom.  40  lbs., 
fire  150  lbs.;  cost  to  construct,  $55,000;  int.  paid 
on  bonds.  6  per  cent;  ann.  cost  of  mtce.,  $7,000; 
works  belong  to  Co. 
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CALDWELL,    pop.    1,5.T5;    bldgs.,    brick    and 
ood.  1  and  2  stories;  wooden  roofs  not  permitted; 
works  and  combustibles  ord.     Fire  oept. — 1  h. 
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ft  L  track.  1  boM  eart;  hoM,  cattoa,  rabb«r  tined, 
good,  760  ft.;  fire  alarm,  bell  and  whistle:  value 
ol  dept.  equipment,  |1,000;  ann.  exp.  of  dept., 
fdOO;  total  mem.,  86  volunteers;  underwriters'  rat- 
mff,  second  class. 

WATBa  SvFPLY — Sourcc,  wells;  sirstem,  pump  ts 
stdp.;  8tdp.  cap.  60.000  sals.,  dim.  IB  x  34;  1  pump- 
ing engine,  cap.  per  day  oOO,000  gals.,  construc- 
tors Wortbiagton;  malna,  4^  ■Oca,  2  to  6  in. 
dia.:  24  hydrants.  Empire;  16  valves;  meters, 
total  number  12:  178  services;  pressare,  dom,  85 
lbs.,  fire  126  lbs.;  cost  to  oonstrvct,  $W,fiOO; 
works  belonc  to  Co. 

CALVERT,  pop.  8(892;  fire  area,  280  acres; 
mercantile  blogs..  brick,  1  and  2  storiea;  private, 
brick  and  wood,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept. — 1  hand  engine,  6  e.  band  ex.» 
1  h.  ik  t.  iit.i.K,  3  hose  (arriaKt:s,  1  horse:  hose, 
cotton,  rabber  lined,  good  1,000  ft.;  inferior,  all 
kinds,  800  ft.;  total  hose,  1300  ft.;  fire  alarm, 
electnc;  boxes,  10;  value  of  dept.  equipment* 
$4,000;  value  of  fire  dept.  bldgs.,  S15.O0O;  ann. 
exu.  ot  dept..  9iJ25;  total  mem..  tt6  volunteers. 

Watsb  Supply— Souree,  wells:  crstem,  pump  to 
res.  and  stdp.;  stdp.  cap.,  100,000  gals.;  aim.* 
100  X  12;  builders,  Ripley  ft  Bronson;  resL  cap.* 
80,000  gals.;  2  pumping  engines;  cap.  per  day. 
2,(MN).UUU  ffab.;  constructors.  Smith-Vailcf  s 
Giardner;  maina,  iron,  6  miles,  2  to  8  in.  dia.: 
15  hydrants.  Chapman:  18  valves;  meters,  total 
number  76,  Hersey,  Worthington ;  825  services; 
pressure,  dom.  40  to  100  lbs.,  fire  160  Ibii^  cost  to 
eons.,  151,000;  ann.  cost  of  mtaak,  $2,B0<l:  works 
belong  to  Co. 

CAMERON,  pop.  8,600;  fire  area,  9  acres;  mer- 
cantile bldgs.,  brick,  1  snd  t  stories;  private, 
wood,  1  story;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  h.  ft  t  truck,  8 
c.  hand  ex.,  1  hose  waeon,  2  hose  carts,  2  horses; 
hose,  cotton,  rubber  uned,  good.  2,800  ft.;  fire 
alarm,  bell  and  whistle;  value  of  oept.  equipment, 
{1,250;  value  of  bldgs,  |4,000:  ann.  exp.  of  dept, 
I7G0;  total  mem.,  26;  paid  full  time,  1;  volunteers, 

Watbs  Supply — Source,  river,  1  mile  from  b«ni- 
ness  center;  system,  pump  to  stdp.;  stdp.  cap., 
175,000  gals. ;  dim.,  Ii5x1<l;  cons,  steel;  builders, 

Jaeger  ft  Blanchard;  quality  of  water  good; 
pumping  engines,  cap.  per  day  1,600,000  gals.; 
constmcfv,  Worthington;  mains,  cast  iron,  0 
miles,  4  to  8  in.  dia.;  88  hydrants,  Ludlow;  20 
valves,  Ludlow;  meters,  total  number  48,  Union, 
Keystone.  Lambert.  Westinghouse:  326  services: 
pipe,  frslv.  iron:  pressure,  dom.  60  lbs.,  fire  60 
lbs.;  consumption  per  day,  400,000  gals.,  per  eap. 
188  gals.;  cost  to  construct,  $70,000;  ann.  eoat  of 
mtce.,  12,600;  works  belong  to  Co. 

CENTRE,  pop.   1.000.     Fire  dept— 1  gas.  eng., 
1  hose  cart,  400  ft  hose;  total  mem.,  volunteers. 
Water  Supply— Source,   1   elevated   tank;   dim. 


1,840  ft.  6  m.  dia.;  10  hydrants. 


CISCO,  pop.  3,000;  fire  area,  600  acres;  mercsn> 
tile  bldgs.,  stone,  brick  and  wood,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per* 
mitted  in  fire  srea;  fireworks  snd  combustioles 
ord.:  causes  of  fires  investigated.  Fire  dept — 4  c. 
hand  ex.,  1  h.  &  1.  truck.  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good,  1,800  ft;  automatic 
electric  fire  alarro^  oell,  'phone  system,  boxes; 
vslue  of  dept.  equipment,  11.600;  value  of  bldgs., 
$1,000;  ann.  exp.  of  dept,  $160;  total  mem.,  36 
volunteers. 

Water  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  to  res.  snd  to  stdp.; 
stdp.  cap.  75.000  gals.,  dim.  00  x  12;  1  pumping  en* 
cine,  class  comp.  dup.,  cap.  per  day  oOO.OOO  gals.; 
onstructors,  LJaidlaw'Dunn-Cordon;  mains,  cast 
Ton.  4  miles,  4  to  6  in.  dia.;  13  hydrants,  Eddy; 
S  vslves;  meters,  total  number  12;  600  services; 
lipe,  wrought  iron;  pressure,  dom.  60  lbs.,  fire  90 
bs.;  consumption,  per  day  100.000  gals.,  per  cap- 
ita 100  gals.;  cost  to  construct,  $24,000;  ann.  cost 
of  mtce.,   $1,600;   works  belong  to  city. 

CLARENDON,  pop.  8,600;  fire  area.  10  acres; 


I 


private,  wood*  1  story;  wooden  roofs   . 
no  fireworks    and  combustibles    ord.;   causes 
fires  investigated;  fire  loss  for  1804,  18.000; 
loss,  $2,000;  1  h.  ft  L  truck  wagon,  1  hose 
hose,  700  ft    Insurance  key  rate  82  cents. 

Watsr   Supply — Source,   wells,   l^i   mUcs 
business  center;  system,   pump  direct;   res. 
300.000    gals.,    cap.    per    day    100,000   gala.: 
stnietors,    American;     maio%    wrought    f 
milea,  8  in.  dia.,  Natiooid;  2S0  h^dranta. 
16    valves;    840    services;    pipe,    iron;    p 
dom.  45  Iba.,  fire  100  lbs.:  coct  to  constmct. 
OUO;  ann.  coat  of  mtce,*  $1,000;  works 
Co. 


€t 


to 


CLARKSVILLE,  pop.  2,008;  fire  area,  4 
mercantile  bldgs.,  bnck,  2  stories;  privet^ 
1  and  2  stories;  wooden  roofs  not  permitted  in 
fire  limits;  fireworks  ord.  Fire  dept — 1  c  en- 
gine, 20  c.  ex.,  1  hose  carriage,  1  nose  wagon; 
nose,  cotton,  good,  1,660  ft;  value  of  fire  dept 
equipment.  $1,500;  mem.,  34  volunteers. 

WATsa  SupPLT — Source,  wells  and  cSMeras; 
waterworks  in  working  order. 

CLEBURNE,  pop.  10,000;  fire  area.  8  blocka; 
mercantile  bldgs.,  brick,  1  to  8  stories;  privat^ 
wood,  1  and  2  stories;  wooden  roofs  not  permittea 
in  fire  area;  fireworks  and  combustibles  ord.  Fire 
dept— 1  h.  ft  L  truck,  8  c  hand  ex.,  I  hose 
wagons,  2  hose  carriafes,  7  horses;  hose,  cotton, 
rubber  lined,  good,  3.(w0  ft;  fire  alarm.  bcU  end 
'phone;  value  of  dept  equipment.  $12,000:  vnloe 
of  bldgs.,  $20,000;  ann.  exp.  of  dept,  ^600:  total 
mem.,  24:  paid  full  time,  1;  paid  part  time,  8;  vol> 
unteers  20. 

Watck  Supply- Source,  wells;  system,  pnmp  to 

,  878,1 


res.,  to  stdp.  and  direct;  2  stdps.  cap. 
gals.;  builders,  J.  O'Brien;  quality  of  water  good; 
res.  cap.,  1,860,000  gals.,  cap.  per  day  8,760.000  0als^ 
constructors,  Worthington,  Cooke;  mains,  cast 
and  wrought  iron,  80  milea,  8  to  10  in.  dia..  Sou 
Pittsburg,  Rusk;  tS  hydranta,  Ludlow,  Empire;  88 
valves;  meters,  total  number  68,  Hersey;  8J584 
services;  pipe,  wrought  iron;  pressure,  dom.  88 
lbs.,  fire  60  to  100  lbs.;  cost  to  construct,  8180.000; 
int  paid  on  bonds,  6  per  cent;  ann.  coat  of  nUce^ 
$10,000;  works  belong  to  Co. 

CLIFTON,  pop.  1.760;  1  h.  ft  1.  truck  and  8 
hose  carts;  1,600  ft  of  hose.  Insurance  key  rate  80 
cents. 

Watbk  Supply— Source,  wells;  srstem,  gravity; 
res.  cap..  12,000  gals.;  mains.  2H  miles;  8  hy. 
drants.  Empress;  pressure,  oom.  35  lbs.;  con- 
sumption per  day,  350.000  gals.;  cost  to  construct, 
$20,000;  ann.  cost  of  mtce.,  $250;  works  belong  to 
city. 
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COLEMAN,  pop.  1,802;  bldgs., 
stories:  wooden  roofs  pennitted;  no 
and  combustibles  ord.  Fire  dept — 1  h< 
riaffc;  hose,  cotton,  rubber  lined,  good  1.000  ft; 
total  mem.,  18  yolunteers.  Insurance  key  rate 
80  cents. 

Water  Supply — Source,  filter  gallery;  9r^n^ 
pump  to  reservoir  and  direct;  res.  cap.  1,000.000 
gsls.,  cap.  per  day  750.000  gals.;  mains,  10% 
miles;  So  hydrants;  366  services;  pressure,  fire 
KK)  lbs.;  cost  to  construct,  $16,500;  int  paiid  on 
bonds,  4  per  cent;  works  bdong  to  town. 


COLORADO,  pop.  2.600;  fire  area.  580  ac««., 
mercantile  bldgs.,  brick,  wood  and  stone,  1  to  8 
stories;  private,  stone,  brick  and  wood,  1  and 
2  stories;  wooden  roofs  permitted  in  fire  area; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  ft  L 
truck,  2  c  hsnd  ex.,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good,  1.000  ft.;  fire  alarm,  bell  and 
whittle;  value  of  dept  equipment,  $1,500;  vmlne 
of  bldgs.,  $600:  ann.  exp.  of  dept,  $380;  total 
mem.,  30  volunteers. 

Watki  Supply— Source,  wella,  I  miles  from 
business  center;  system,  pump  to  stdp.;  atdp. 
cap.  370.000  galM  builders.  Rtter  ft  Conley;  capL 
per  day,  1q8,000  gals.:  constructor,  Kaovles; 
msins.  csst  iron,  7%  miles,  4  to  12  in.  dia.,  Rnm> 
sey;  14  hydrants;  16  vslvcs;  meters,  total  nambcr, 
80.  Niagara:  pressure,  dom.  46  lbs.,  fire  80  Iba.; 
cost  to  construct  $42,000;  ann.  oost  of 
$2,000;  works  belong  to  Co* 


COLUMBUS, 


>.    1,800;    combustibles    ord. 


V.1.A KtinuuiM,  pop.  B,ouu;  nre  area,  lu  acres; 
mercantile  bldgs.,  brick,  stone  and  wood,  8  stories;    | 


LOtUMBUS,  pop.  1,800;  comiNistfi>iea 
Fire  dept.— 1  h.  ft  1.  truck.  3  hose  carts; 
1,250  ft;  total  mem.,  40  volimteera. 
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Watek  SupPLY-^Source,  we]];  system,  pump- 
ing; tank  cap.,  56,000  sals.;  1  pump,  cap.  per  day, 
400.000  gals.;  mains,  8  miles;  20  hjrdranu;  direct 
pressure,  75  lbs.;  worlcs  belong  to  city. 

COMANCHE,  pop.  2,070;  fire  area,  640  acres; 
mercantile  bldgs.,  stone,  bnck,  2  stories;  private^ 
stone,  wood  and  brick,  1  story:  wooden  roofs  per* 
mined;  fireworks  and  combustibles  ord.j  causes  of 
fires  investigated.  Fire  dept. — 1  c  engine,  1  h.  ft 
1.  truck,  1  aerial  truck.  2  hose  carts;  hose,  cotton, 
rubber  lined,  good  1,000  ft;  value  of  dept.  equip- 
ment, 11,600;  value  of  bldgs.,  |600;  total  mem., 
aO  volunteers. 

Watka  Supply— Source,  well,  %  mile  from 
business  center:  system,  pump  to  res.,  stdp  cap.. 
260,000  gals.;  dim.,  110  x  40  x  8Vi;  quality  of 
water,  good;  res.  cap.,  250,000  gals.;  located  1  mile 
from  city;  1  pumpixis  engine;  cap.  per  day,  260,000 
gals.;  constructor  Deane;  mains,  cast  iron,  1% 
miles,  6  to  10  in.  dia.;  19  hydrants,  20  valves; 
meter*,  total  number,  56,  Union  8,  Trident,  63. 
owned  by  consumer;  106  services:  pipe,  galv.  iron; 
pressure,  dom.  68  to  60  lbs.,  fire  200  lbs.;  con* 
sumption  per  day,  36,000  gals.;  cost  to  construct, 
$20,000;  bonded  debt,  117,500,  int  paid  on  bonds, 
6  per  cent;  cost  of  mtce.,  $2,860;  works  belong  to 
city. 

COMMERCE,  bldgs.  brick  and  wood.  Fire 
dept — 1  hand  engine,  1  comb,  c  &  h.  wagon,  1 
b.  &  I.  truck,  1  hose  carriage;  hose,  600  ft;  fire 
alarm,  whistle: 

Water  Supply— Source,  wells. 

COOPER,  pop.  1,618.  Fire  dept— 1  hand  engine. 
1  h.  &  1.  truck,  1  hose  cart;  hose,  600  ft;  total 
mem.,  20  volunteers^ 

Water  Supply— Source,  cisterns. 

CORPUS  CHRISTI,  pop.  9.000;  fire  area.  66 
blocks;  mercantile  bldgs.,  brick  and  wooa,  8 
stories;  private,  wood,  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 1  steamer,  8  c.  hand  ex.,  1  h.  &  1.  truck,  4 
hose  carriages:  hose,  cotton,  rubber  lined,  good, 
2,000  ft;  interior,  all  kinds,  1,000  ft;  total  hose, 
8,000  ft;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, $12,000;  value  of  bldgs.,  $2,500;  ann.  exp. 
of  dept,  $1,600;  total  mem.,  150  volunteers.  Insur- 
ance key  rate  68  cents. 

Water  Supply — Source,  river,  16  miles  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  150,000  gals.,  dim.  16x100,  located  46  ft 
above  city;  material  used  in  cons,  steel,  builders 
Walsh  &  Weidner;  2  pumping  engines,  cap.  per 
day,  1,600.000  gals.,  constructor  Deane;  mains. 
20  miles,  4  to  10  in.  dia.;  08  hydrants.  Empire:  6 
ralves;  meters,  total  number  160,  Thomson  LO. 
BuflTalo  50,  Lambert  60;  meters  owned  by  con- 
sumer; IftS  services;  pipe,  fralv.  iron;  pressure, 
dom.  09  lbs.,  fire  66  lbs.;  cost  to  construct,  $168,- 
000;  ann.  cost  of  mtce.,  $4,000;  works  belong  to 
city. 

CORSTCANA,  pop.  10,600;  fire  area,  8  sq.  miles; 
mercantile  bldgs..  brick,  1  to  8  stories;  privste, 
brick  and  wood,  8  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  snd  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 2 
steamers,  1  c.  engine.  1  aerial  truck.  8  c.  hand  ex., 
1  h.  &  1.  truck,  2  nose  wasons,  2  hose  reels,  1 
comb.  c.  &  h.  wagon,  10  horses ;  hose,  cotton, 
rubber  lined,  good.  4,000  ft;  inferior,  all  kinds, 
8,000  ft;  total  hose,  7.000  ft:  fire  alarm,  bell; 
▼ahie  of  dept.  equipment,  $15,200;  value  of  bldgs., 
$23,000;  ann.  exp.  ot  dept,  $5,000;  total  mem.,  lul; 
naid  full  time,  6;  paid  part  time,  10;   volunteers. 

Water  Supply  —  Source,  wells,  lake;  system, 
pump    to    stdp.    and    direct;    stdp.    cap..    280,000 

fats.;   dim.,   20   x   100;    res.    cap.,   1,500,000  gals.; 
pumping    engines,    class    dup.,    cap.    per    day, 
l,.'MiO.0O0        i^als.,        constructors        Wortbington 


Gardner;  mams.  14  miles,  4  to  8  in.  dia.; 
hydrants,  Ludlow;  meters,  total  number,  50;  pres. 
sure,  dom.  40  lbs.,  fire  80  Ibsj  cost  to  construct, 
$110,000;  ann.  cost  of  mtce.,  $7,600;  works  belong 
to   Co. 

CUERO,  pop.  8,422;  fire  area.  640  acres; 
bldffs.,  wood  snd  brick,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept — 1  hand  engine,  28  c.  hand  ex., 
1  h.  ft  L  truck,  4  hose  carts,  8  hose  carriages; 


hose,  cotton,  rubber  lined,  good  1,900  ft.:  fire 
alarm,  bell;  value  of  dept  equipment  $o,000; 
value  of  bldgs.,  $1,800;  ann.  exp.  of  dept.  $75; 
total  mem.,  wL,  paid  part  time  8.  Insurance  key 
rate  62  cents. 

Water  Supply— Source,  river;  sjsten«  pmnn  to 
stdp.;  stdp.  cap.,  165,000  gals.;  dim..  110x16:  2 
pumping  engines,  cap.  per  day  IjpOU.UiiU  gals., 
constructors  Smith-Vaile;  mains,  7  miles,  4  to 
8  in.  dia.,  Ohio;  00  hydrants.  Empire;  85  valves; 
pressure,  dom.  45  lbs.,  fire  80  lbs.;  cost  to  con- 
struct, $45,000;  ann.  cost  of  mtce.,  $1,660;  works 
belong  to  city. 

DALHART  pop.  1641;  fire  area,  1,280  acres; 
Fire  dept,  1  hose  wagon  1  comb.  h.  ec  1.  truck; 
1  hose  reel;  hose,  1,600  tt;  value  of  dept.  equip- 
ment, $6,600  value  of  bldgs.,  $6,000;  ann.  exp.  of 
dept,  $1,200;  total  mem.,  80  volunteers. 

Water  Supply — Source,  deep  wells;  system, 
gravity;  2  pumping  engines;  constructors.  Scran- 
ton  &  F.  B.  M.  Co.;  cap.,  176,000  gals.;  14  hy- 
drants; 6  valves;  mains,  6  in.  dia.,  pressure  dom., 
88  lbs.,  fire  90  lbs.;  works  belong  to  Co. 

DALLAS,  pop.  85,000;  fire  area,  15H  sq.  miles; 
mercantile  blags.,  stone,  brick,  iron,  1  to  14  stories; 
private  bldgs.,  brick  snd  wood,  1  to  4  stories; 
wooden  roofs  not  permitted;  fire  works  and  comr 
bustibles  ord.;  causes  of  fires  investiRated;  fire  loss 
for  1906,  $161,775;  approximate  ins.  loss,  $126,104. 
Fire  dept— 8  steamers,  2  comb.  c.  A  h.  wagons^  2 
c.  engines,  21  c.  hand  ex..  1  h.  &  1.  truck,  1  aenal 
Kaiser  auto-truck,  4  hose  wagons.  6  hose  carriages, 
reels,  66  horses;  hose,  cotton,  rubber  lined,  good, 
21,000  ft;  fire  alarm,  Gamewell,  182  boxes;  value 
of  dept  equipment,  $79,366;  value  of  bldgs., 
$110,000;  ann.  exp.  of  dept..  $90,200;  total  mem., 
90.    Insurance  key  rate  27  cents. 

Water  Supply — Source,  river  and  springs;  sys- 
tem, pump  to  res.  and  direct;  stdp.  cap..  275,000 
fils.;  dim.,  20x116;  res.  cap.  1,000,000,000  gals., 
pumping  engines,  class  horizontal,  cap.  per  day 
20.000.000  gals.;  constructors.  Gaskell.  Worthing^ 
ton;  mains,  csst  iron,  86  miles^  4  to  24  in.  dia., 
Chattanooga,  Howard-Harris;  6o0  hydrants.  Holly, 
Chapman.  Mathews;  860  valYes,  Rensselaer,  Lud- 
low; meters,  tots!  number,  34.  Crown,  Worthing 
ton,  Hersey;  9,600  services;  kind  of  pipe,  galT. 
iron;  pressure,  dom.  75  lbs.,  fire  86  lbs.;  consump- 
tion per  day,  6,200.000  gals.;  per  cap.,  104  gals.; 
cont  to  construct.  $960,000;  ann.  cost  of  mtce., 
$38,000;  works  belong  to  city. 

DECATUR,  pop.  2.562;  fire  area,  640  acres; 
mercantile  bldgs.,  stcme,  2  stories;  private  bldgs., 
wood,  1  story:  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.— 1  h.  ft 
1.  truck,  2  hose  wagons;  hose,  cotton,  rubber 
lined,  good,  2.000  ft.;  fire  alarm,  bell  and  tele- 
phone; value  of  dept.  equipment.  $3,000;  value  of 
nldgn.,  1^)00;  ann.  exp.  of  dept..  $100:  total  mem., 
36  volunteers;  underwriters'  rating,  third  class. 

Water  Supply — Source,  wells:  s^tem,  pump  to 
res. ;  res.  cap..  85,000  gals. :  2  pumping  engines,  csp. 
per  day  }t50.000  gals.,  constructors  Smith-Vaile; 
mains.  3^  miles,  4  to  6  in.  dia.;  24  hvdrsnts; 
200  services;  pressure,  dom.  20  lbs.,  fire  100  lbs.; 
cost  to  construct.  $21,7^5;  ann.  cost  of  mtce., 
$1,200;  works  belong  to  E.  H.  Baumgartner. 

DKL  RTO,  pop.  1.000.  Fire  dept— 1  h  .&  L 
truck,  4  c.  ex.;  total  mem.,  20  volunteers.  In- 
surance  key  rate  77  cents. 

Water  Supply — Only  for  domestic  use. 

DENTSON,  pop.  14.000;  fire  area,  2.500  acres; 
mercantile  bldgs.,  stone  and  brick,  1  to  5  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept — 
1  h.  &  1.  truck.  1  c.  engine,  1  c.  hand 
ex.,  1  aerial  truck.  1  hose  wagon.  2  hose  csrriages, 
8  horses;  hose,  cotton,  rubber  lined,  good,  2.000  ft.; 
inferior,  all  kinds.  1,000  ft.;  total  bn^e,  8.000  ft; 
fire  alarm,  'phone;  equipment.  $4,657:  value  en 
bldgs..  $5,000  ann.  exp.  of  dep^.  $7,000;  total 
mem.  16,  paid  full  time  7,  paid  part  time  8. 

Water  Supply — Source,  wells,  2  miles  from  busi- 
ness center:  system,  pump  to  stdp.  and  direct; 
stdp.  csp.  6,000,000  gals.,  dim.  16x126;  material  used 
in  cons,  iron,  builders  Tippett  ft  Wood;  qualirv  of 
water,  good;  res.  cap.,  800.000.000  ^als..  located  8 
miles  ^om   town;  2  pumping  engines,  cap.   per 
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day  6,000.000 .  gali.  constructor,  Worthington ; 
mains,  cast  iron.  20  miles,  4  to  14  in.  dia.;  121 
hydrants,  Holly,  Wood:  66  valves.  Wood;  meters, 
total  number  1,860,  owned  by  consumer;  2,000 
services;  pipe,  wrought  iron;  pressure,  dom.  66 
lbs.  fire  100  lbs.;  cost  to  construct.  $110,000;  int. 
~)aid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
114,000  works  belong  to  city. 


I 


DENTON,  pop.  8,000;  fire  area,  1,600;  mercan- 
tile  bldgs.,  brick,  2  to  4  stories;  private,  brick  and 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area  J  fireworks  and  combustibles  ord.;  cause* 
of  fires  mvesttgated.  Fire  dept.— 1  steamer;  1  c 
engine,  1  comb.  c.  &  h.  wagon,  2  c.  hand  ex.,  1 
h.  &  1.  truck,  2  hose  wagons,  2  hose  reels,  4  horses; 
hose,  cotton,  rubber  lined,  good,  3,260  ft;  rubbei 
good.  2,000  ft.;  inferior,  all  kinds,  600  ft.;  total 
nose,  3,760  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  116,000;  value  of  bldgs.,  $8,000: 
ann.  exp.  of  dept.,  $2,600;  toul  mem.  60,  paid  full 
time  2,  paid  part  time  6,  42  volunteers. 

Water  Supply— Source,  well,  400  yds.  from 
business  center;  system,  pump  to  mains;  stdp. 
cap.,  84,000  gala.;  dim.,  12  x  100;  material  used  m 
construction  steel,  filtration  system,  brick;  quality 
of  water,  good;  res.  cap.,  300,000  gals.,  2  pumping 
engines,  cap.  per  dajr  1,260,000  gals,  constructor 
Deane;  mains,  cast  iron,  15  miles,  4  to  10  in. 
dia.;  106  hydrants;  60  valves;  meters,  total  num- 
ber, 400;  1,000  services;  pipe,  iron;  pressure,  dom. 
66  lbs.,  fire  100  lbs.;  cost  to  construct,  $90,000;  int. 
paid  on  bonds,  6  per  cent;  cost  of  mtce,  $4,000; 
works  belong  to  Co. 

DUBLIN,  pop.  3,600;  fire  area,  2,700  acres; 
mercantile  bldgs.,  stone  and  brick,  1  and  2  stories: 
private,  wood;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  c  hand  ex.,  1 
h.  &  L  truck,  2  hose  carriages;  hose,  cotton  rubber 
lined,  good,  1,000  ft.;  inferior,  all  kinds,  400  ft.; 
total  hose,  1,400  ft.;  fire  alarm,  electrk,  1  boxes; 
value  of  dept  equipment,  $4,000;  value  of  bldgs.. 
$6,000;  ann.  exp.  of  dept,  $400;  total  mem.,  48 
volunteers.    Insurance  key  rate  86  cents. 

Watis  Supply — Source,  wells,  1  mile  from  buai- 
ness  center;  system,  pump  to  stdp.;  stdp.  cap., 
60,000  gals.;  cap.  per  day,  60,000  gals.;  con* 
structors,  Buffalo;  mains,  4  miles,  2  to  8  in.  dia.; 
12  hydrants;  meters,  total  number,  60;  200  ser* 
vices;  pressure,  dom.  40  lbs.,  fire  120  lbs.;  con- 
sumption, per  day  80,000jnls.,  per  cap..  10  gilt.; 
cost  to  construct,  $60,000;  ann.  cost  of  mtce., 
$6,000;  works  belong  to  Co. 

EAGLE  PASS,  pop.  4,000;  fire  area,  200  acres; 
mercantile  bldgs.,  stone,  brick,  wood,  1  and  2 
stories;  wooden  roofs  permitted.  Fire  dept. — 1 
hand  engine,  1  h.  &  1.  truck,  1  hose  reel,  2  chem. 
tanks,  800  ft.  hose;  volunteers. 

Water  Supply— --Source,  river;  system,  pump  to 
res.;  quality  of  water,  good;  res.  cap.,  2,000,000 
gals.,  cap.  per  day,  600,000  gals.,  constructor 
Worthington ;  mains,  6%  miles,  4  to  10  in.  dia. ;  10 
hydrants;  pressure,  dom.  40  lbs.,  fire  66  lbs.;  cost 
to  construct  $38,000;  works  belong  to  town. 

ELGIN,  pop.  2.300;  mercantile  bldgs.,  brick, 
2  stories;  private,  wood,  1  story:  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept — 1  h.  & 
L  truck,  1  hose  carnage;  hose,  cotton,  rubber 
lined,  good  500  ft;  value  of  dept  eouipment, 
$600;  value  of  bldgs.,  $10,000;  underwriters'  rat- 
ing third  dass. 

Water  Supply— Source,  springs;  system,  pump 
to  stdp.;  stdp.  can.,  50,000  gals.;  quality  of  water, 
good;  cap.  per  day,  500.000  gals.;  cost  to  con- 
struct, $6,000;  works  belong  to  city. 

EL  PASO,  pop.  30,000:  fire  area,  300  acres;  mer- 
cantile bldgs.,  brick,  1  to  6  stories;  private 
brick,  1  story;  wooden  roofs  not  permitted  in  ; 
fire  area;  fireworks  and  combustibles  ord.;  causes  | 
of  fires  investigated.  Fire  dept— 2  steamers,  2 
comb.  c.  &  h.  wagon,  8  c.  hand  ex.,  1  h.  &  I. 
truck,  1  aerial  truck,  1  hose  wagon,  1  hose  car- 
riage, 12  horses;  hose,  cotton,  rubber  lined,  good, 
5,000  ft;  inferior,  all  kinds,  600  ft;  total  nose, 
5,500  ft;  fire  alarm,  electric  whistle,  62  boxes; 
value  of  dept  equipment,  $23,000;  value  of  bldgs., 
(2.'3,000;  ann.  exp.  of  dept,  $26,000;  total  mem., 
I.'B,  paid  full  time  10,  paid  part  time  2,  144  volun- 
teers.    Insurance  kcv  rate  50  cents. 


Watir  Supply— Source,  wells,  6  miles  from 
business  center;  system,  pamp  to  res.;  res.  cap. 
8.000,000  gals.;  6  pumping  engines,  cap.  per  day 
8,000,000  gals.;  mains  40  miles,  4  to  16  in.  dia.. 
Chattanooga:  210  hydranta  Ludlow;  901  valves; 
meters.  toUl  number,  4,400.  6,200  servient:  pres- 
sure, fu-e  80  Ibs^;  cost  to  construct,  $1,20(MN)0:  ann. 
cost  of  mtce..  $90,000;  works  belong  to  Co., 

ENNIS,  pop.  7,600:  fire  area,  20  acres;  mercan- 
tile bldgs.,  stone  and  orick,  1  and  2  stories;  private. 
wood,  1  and  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.    Fire  dept — ^1  steamer, 

1  hose  wagon,  1  hose  carriage.  2  horses;  hose. 
cotton,  ruboer  lined,  good,  2,000  ft;  inferior,  aV. 
kinds,  400  ft.;  total  hose,  2,400  ft;  fire  alarm,  bell 
and  whistle;  value  of  dept  equipment,  $6,500; 
value  of  bldg's.,  $5,000;  ann.  exp.  ot  dept,  $1,000. 
total  mem.  33,  paid  full  time  1,  paid  part  time  2 
30  volunteers. 

Water  Supply— Source,  lakes,  2  miles  from 
business  center;  s^tem,  pump  to  stdp.  and  di- 
rect; stdp.  cap.,  Se.OOO  gals.,  aim.,  12  x  VOO,  ma- 
terial used  in  cons,  iron  and  steel;  quality  of  water 
Sood;  S  pumping  engines,  class  comp;  cap.  per 
zy  2,400,000  gals,  cons.  Worthington.  Smtth- 
Vaile;  mains,  cast  iron,  6  miles,  4  to  8  in.  dia; 
48  hydrants;  meters,  total  number  1,  Empire: 
260  services;  pipe,  galv.,  iron^  pressure,  dom.  5» 
lbs.;   fire,   120    lbs.;   consumption  per   day   600,000 

gls.,   cost   to    construct,   $75,000:   cost     of     mtce 
,000;  works  belong  to  Ennis  Water  Works. 

FARMERSVILLE.    pop.    2.000.      Fire    dept— 

2  hose  carts,  1  comb.  h.  &  1.  truck  and  hose 
wagon,  1  chem.  engine,  2  chem.  tanks,  1,000  ft 
hose;  total  men,  16  volunteers. 

Water  Supply— Source,  well;  system,  gravitv; 
stdp.,  dim.  12  X  120  ft;  stdp.  cap.,  100,000  gal^; 
1  pump,  pressure  40  lbs.;  mains.  1.000  ft.;  4  bj^ 
drants. 

FORT  WORTH,  pop.  42,000;  fire  area,  4J5B0 
acres;  mercantile  bldgs.,  stone,  brick  and  woo<I, 
1  to  7  stories;  private,  stone,  brick  and  vood, 
1  to  3  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  canscs  ot 
fires  investigated.  Fire  dept.— 3  steamers,  1  c. 
engine,  1  comb.  c.  &  h.  wagon,  11  c  hand  ex.,  2 
h.  &  1.  trucks,  1  aerial  truck,  6  hose  wagons^  3 
hose  carriages,  27  horses;  hose,  cotton,  rubber 
lined,  good  8,300  ft.;  inferior,  all  kinds,  1,700  ft; 
total  hose,  10,000  ft.;  fire  alarm,  electric,  71  boxes: 
value  of  dept  equipment  $56,000;  value  of  bldgs.^ 
$60,000;  ann.  exp.  of  dept,  $40,487;  total  mem.. 
44,  paid  full  time;  underwriters'  ratinir,  second 
class. 

Water  Supply— Source,  wells,  system,  clireci 
and  gravity,  and  Pump  to  stdp. ;  stdp.  cap.,  306,- 
000  gals.;  aim..  130  x  Sx),  located  75  ft  above  town; 
builders.  Porter  Boiler  Co.;  4  pumping  engines: 
class,  dup.;  cap.  per  day,  20,O00.OW  gals.;  con- 
structors. Holly,  Worthington;  mains,  cast  and 
wrought  iron,  96  miles,  4  to  36  in.  dia.^  Anniston. 
Rusk;  679  hydrants.  Galvin.  Holly,  (^skill;  872 
valves;  meters,  total  number,  9,865.  Worthington, 
Crest,  Trident,  Crown,  Niagara,  Herscv,  Union. 
10,240  services;  kind  of  pipe,  lead  and  wronght 
iron;  pressure,  dom.  85  lbs.,  fire  120  lbs.;  cost  to 
cons..  $1,600, OOO.  int.  paid  on  bonds.  6  per  cent; 
ann.  cost  of  mtce.,  $42,440;  works  belong  to  city. 

FREDERICKSBURG,  pop.  l,682y  bldss^  wood 
and  brick,  2  and  8  stories;  wooden  loofs  permitted. 
Fire  dept — 1  hand  engine,  1  h.  ft  1.  tmck,  1  bosc 
cart;  hose,  cotton,  rubber  lined,  sood  500  ft; 
fire  alarm,  telephone;  total  mem.,  2&  volunteers. 

Water  Supply — Source,  wells. 

FROST,  pop..  800.  Fire  dept— 1  c  engine: 
1,500   ft.  hose. 

Water  Supply— Source,  artesian  well;  system, 
pump  to  stdp.;  stdp.  cap.,  92.000  gals;  mains, 
2,000  ft,  6  in.  dia.;  12  hydrants;  cost  to  construct. 
$12,000;  works  belong  to  Co. 


GAINESVILLE,  pop.  10,000;  fire  area,  ™ 
acres;  mercantile  bldgs.,  brick,  2  and  3  stories; 
private,  wood  and  brick.  1  and  2  stories:  wooden 
roofs  not  permitted;  fireworks  and  combnstTbles 
ord.  Fire  dept — 1  c  engine.  4  c  hand  ex..  t  h. 
&  1.  truck,  1  comb.  chem.  &  hose  wagon.  2  ho«e 
wagons,  3  hose  carriages,  7  horses:  hose,  cotton, 
rubber  lined,    good,    3,500   ft.;    fire  alarm.    Game- 


bldgs.,  tH.OOO:  ann.  up.  of  dcpl..  13.700;  toLal 
mem.  104.  paid  full  lime  4.  volunlcfn  100.  under. 
writers'  rating,  leccmd  class. 

Watm  Surptr — Source,  river  and  well,  H  mile 
from  busiaeu  center;  system,  pump  direct;  res. 
cap.,  11S,00IJ,000  gill.;  S  pumping  enfiaci.  clus 
dup.;  cap.    per  dav,  B.000.000  gsls.; 

Worthington,   Holly;   miir"     ^-- 

4   to  12  is.   diL;   IIS  h<< 

meteH.    total  number  m-.  .    . 

dom.  aO  lbs.,  fire  130  lb*.;  consumption,  per  d>]r. 

2.eOU,ODO  gals.,   per  can.   Bla   gals.;   cost  to    con- 

alrucl,  UaO.COO;  wcrlu  belong  to  Co. 

GALVESTON,  pop,  56.000.  fir*  area,  1.160  acres; 
mercantile  bldgs..  bnck  and  wood,  1  to  G  ttoria; 

wooden  rDo"" not  permitted Tn "fire  area;  fireworks 
and  combustibles  ord.^  causes  ol  fires  inveati. 
gated;  bt.  6re  loss  per  jrr.  for  3  rrs.,  130,878; 
av.  ins.  involved  for  same  lime,  tn^.Tli.  Fire 
dept.— 3  steamers,  1  c.  Fngine,  1  b.  &  L  truck, 
10  c  bsod  ex.,  1  comb.  c.  &  b.  wagon,  1  ■erUl 
truck,  e  hose  wagons.  25  tiorses;  hose,  cotton, 
_....__   ...-J     ___5     „™  ...    :_,__:__    -i   tinj^ 

imewell. 

of  bid^",;  t26;600;""aoi^"eip:"rdept.,l67'!»i:*loul 
mem.,  G5,  paid  full  time. 

W*TB»  SuPi-LY-Source,   well*,  ISM  miles   from 

n^p""td"  MP.'*' 5«).00^''g^». ;°  dim" S&xlSO: 
coin,  steel,  builders  Riter  &  Conler;  rcL 
cap.,  S.OOO.COO  gala.;  2  pumping  enginei; 
Knowles;  mains,  cast  iron.  Ef  miles  6  to  30  in. 
dia.;  506  hydrants.  Wood;  365  vaWes,  Wood; 
meters,  total  n""''"-'-  Rt^'  F,  Rm  •nTuicm-  mm-. 
lead;  prCMure,  i 
ccms^p^on     n. 


>.,  fire  UO  II 


;e"  't&m.  ° 


■nittedi'  fireworks  and'  combustibles  ord.  nre 
depL— 1  band  engine,  2B  c  hand  ».,  1  h.  &  L 
track.  2  hoae  carriages;  hose,  cotton,  rubber  lined, 
eood  eOO  ft.;  Sre  alarm,  bell;  ralue  o[  depl.  equip- 
ment, (2,000;  value  ol  bldga..  |1,S00;  inn.  up. 
of  dept..  WOO;  total  mem.,  60  volunteers,  In.ur 
ance  Vey  rate  Tl  cents. 

Wat£>  Supply— Source,  wells;  system,  pump  ID 
■tdp.;  Btdp.  cap.,  S8,T1S  gala.;  cap.  per  dav. 
164_,SS3   gifs.:    nieins.   thi   mnes.   3   to   6  in.    dia.; 


^ooJ.    2.m   U.:   'in?enor?'ail"in'd"'   600   ft';  To'tai 


e  of  bldRa.,  17.000: 


cnvity.   pump  to  res.. 
5ip.,^00O  gais:  dim. 
ft    Conley;    2    pumping 
1,750.000  sala.:   eonatru 

5o'?SiiorbS 

;   sldp". 
a,  Riler 

flMsi 

•a 

Ludlow:  £3  valves;  mete 

Union 

lo  '4"420  "ei^'ici 

inre    dom.   +0  Ibi..    fire 
^600;    COM  of   mtce.. 

100   lbs.:   cosl   t 

W,000:  works  belong  to 

GIDDINGS.    pop.    1.- 

TS;   fire  area,    640  acres: 

.    brick,    wood.    1 

and    2 

•tones;  private,  wood,  1 

atory;  wooden  rt 

I- IS, 

milted:  no  fireworks  an 

depL— 1  «eamer.  1  ban 

engine,  S  c.  ban 

d  ex..  1 

h.  &  1.  truck.  2  hose  ca 

rriages;  hose,  cot 

on.  rub- 

ber  lined,  good  1.200  ft.; 

iiilerior,  all  kinds 

300(1.: 

equipment,  t3.260;  ann.  up.  of  depl.  «00;  t. 
mem.,  76  volunteers;  underwriters'  rating,  II 
class. 

VVaie>  Supplt— Source,  wells  and  cisterns. 


Waiaa  Suppty-Source,  river;  aysiem.  pump  to 
stdp.;,  stdp    cap.    100,000    glls^    i£m.    12x100;    I 

collet"™ 'or'ii"'wor'thSgton,"GorSoni  mainsf^Siii 
miles.  4  to  8  in.  dia.;  SO  hydrants;  preasure,  dom. 
65  lbs.,  lite  150  lbs. 


wood. 

l'"andT;ior 

m; 

woodei 

roofs 

not  permit- 

ted;  litewoTk)  and 

buatibl 
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ho 
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b^r  1 
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00 
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val™ 

of    bldga, 
nder  writers' 

tatm 

rr'n  '  Siipp"v— 

Sou 

ce,    riv 

er,    8    block!    from 

^"li 

f"™P, 

°  Js^ 

;,,p.,  T6,oqS 

S5;    cona. 

per      dar 

"n"     pi1",'""c 

G^Td 

n.     Wortfr 

.    .na!^.,'k.l 

e.    10  ■ 

miles. 

to    12    in. 

bvd 

ants.    Eclipse; 

20   valves: 
dom.  4Ti^ 
day  BOO.OOO 
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jSS^*-:;^ 
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per  capita  125 

.?• 

if 

cent.; 

:ri.r;i 

GRANBURY.  p 


iranie  key  rate  9!  cents. 
WnTEB  Supply— Source,    w 


hydl 


i,5D0,0i 


,000  G 


40  lbs..  „ ,_. 

000;  works  belong  to  private  Co. 

CRANDVIEW,  pop.  1.710.     Fire  dept.— 1  c.  en- 
....    .   .     <.  ,    ._.jjj    J  |,„,j  J3J,,    fg^  g^^  „_ 

24   volunteers. 


mile; 


■— Sourci 
S  bydrai 


GREENVILLE,  pop.  B.BSO;  fii 
netcsntile  bldga.,  hricfc  and   .to 

»te,  wood,  2  stories.   . 

fireworks    and    combustibles    oi 


1.  tMO  a< 


truck.  3*  hoae  carta,  2'reels,  4  horses:  base,  cotton. 
rubber  lined,  good  2..'iOO  ft.;  inferior,  all  l<inds. 
700  ft.,  total  hose,  3,200  ft-;  fire  alarm,  bell] 
value  of  dept  equipment,  (0.000;  value  of  bldgs.. 
O.nOO:  ann,  exp,  of  dept.,  (1.500;  total  mem.  SO, 
pid  full  lime  2.  volunteers  U;  underwriters'  rat. 

WAint  Supply — Source,  river;  ayatem,  pump  to 
atdp.  and  direct;  stdp.  cap..  189,000  gals.:  dim. 
138x16:   filtration   system,    N.   Y.:   cap.   ol  plant, 

600.000  gals.;   rea.  cap.,  320,000.000  ir'--   " 

jTifF    'noines     es^     '^'    ^^^   ^  i^on  tw 
Roches 


.    cap.    per, day   fl.OOO.OOO    gali 


dia.,  Sbickle.  Howard -Harrison:  7G  hydrants.  Lud. 
low;  18  valves:  meters,  total  number.  106.  Crown; 
preaiure.  dom.  SO  lbs.,  fire  100-120  lbs.;  cost  to 
construct,  (14a000:  ann.  cost  of  mice..  $3,050; 
works  belong  to  Co. 

GROESBF.CK.  pop.  I,4n2;  fire  area.  4  blo.Tfcs: 
mercantile  bides.,  brick.  1  and  2  stories  private, 
wood.    1    and   2    stories:    wooden    roofs    not    per- 

»f  firei  inveltigatei  FiVe^deptl— 10  c'  band  ™, 
1  hose  cart;  hoae.  cotton,  rubber  lined,  good  ROO 
ft.;  inferior  all  kinds,  200  ft.:  total  hose.  1.000 
ft. ;  fire  alarm,  bell;  value  of  dept.  equipment, 
SLOOO;  value  of  bldgs..  S5O0;  tola!  mem., 
IS  volunteers;  underwriters'  rating,  third  class. 

WnTBB  Supply — Source,  springs:  system,  rump 
to  BIdp.:  stdp.  cap..  00,000  gals.;  res.  cap..  000.000 
gals.;  pumping  engines,  cap,  per  day  500.000  gals.: 
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priTate,  wood,  1  to  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investioated.  Fire  dept-— 1 
h.  &  1.  truck,  t  hose  carts.  1  hose  carriage,  2  c 
ex.;  hose,  cotton,  rubber  lined,  good,  l/XM)  ft.; 
inferior,  all  kinds,  200  ft.;  toul  hose,  1,200  ft; 
fire  alarm,  bell;  value  of  dept.  equipment,  11,760; 
value  of  bldgs.,  1800;  total  mem.,  46  volunteers. 
Insurance  key  rate  81  cents. 

Water  Supply — Source,  wells ;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.  200.000  gals.;  dim.  100 
X  12,  builders  Ripley  &  Bronson;  res.  cap.  20,000 
gals.,  cap.  per  day  100,000  gals.,  constructor 
Knowlcs;  pumps.  8x12x8x12,  New  Gardner; 
mains,  3  mileSj  4  to  8  in.  dia.,  Ripley  &  Branson; 
40  hydrants,  Empire;  300  services;  pressure,  dom. 
40  lbs.,  fire  120  lbs.;  cost  to  construct,  ^,000; 
ann.  cost  of  mtce..  S2.500;  works  belong  to  city. 

HEMPSTEAD,  pop.  2,614;  fire  area,  250  acres; 
mercantile  bldgs..  brick  and  wood,  2  stories;  pri- 
vate, brick  and  wood,  1  and  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord.:  causes  of  fires  investigated.  Fire 
dept.— 6  c.  hand  ex.,  1  h.  &  1.  truck,  Z  hose  car- 
riages;  hose,  cotton,  rubber  lined,  good,  1,000  ft.; 
inferior,  all  kinds,  200  ft;  total  hose,  1,200  ft; 
fire  alarm,  bell;  value  of  dept.  equiornent,  $1,000; 
value  of  bldgs.,  $1,200;  total  mem.,  80  volunteers. 

Watis  Supply— -Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  85,006  gals.{  dim.,  100x18; 
res.  cap.,  20.(K)0  gals.;  1  pumping  engine,  cap, 
per  day  750,(10(1  gals.,  constructor  Deane: 
mains,  cast  iron,  4  milea^  2  to  8  in.  dia.;  26 
hydrants;  pressure,  dom.  40  lbs.,  fire  00  Iba.; 
cost  to  construct,  $80,000. 

HENRIETTA,  pop.  ZJBOO;  fire  area,  300  acres; 
mercantile  biags.,  stone  and  brick,  1  to  8  stories; 
private,  wood,  1  and  8  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combusti- 
bles ord. ;  causes  of  fires  investigated.    Fire  dept. — 

1  c.  enffine.  50  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
carts,  1  horse;  hose,  cotton,  rubber  lined,  good, 
1,000  ft;  rubber,  good,  200  ft;  inferior,  all  kinds, 
400  ft;  toul  hose,  1,600  ft^  fire  alarm,  bell; 
value  of  dept.  equipment,  $3,000;  value  of  bldgs., 
$750;  ann.  exp.  of  dept,  $1,000;  total  mem.,  46, 
paid  full  time  2,  paid  part  time  1,  42  volunteera. 

WATca  Supply — Source,  wells,  400  yds.  from 
business  center;  system,  pump  to  res.  and  stdp.; 
stdp.  cap.,  100.000  gals.;  dim.  12x100;  builders, 
Elmore  Iron  Works;  2  pumping  engines;  class, 
dup.;  cap.  per  day,  1,000,000  gals.;  constructor, 
Knowles;  mains,  steel.  4  miles,  4  to  8  in.  dia.; 
26  hydrants:  Ette  &  Henger:  2  valves;  125  serv- 
ices; pressure,  dom.  00  to  75  lbs.,  fire  00  to  75 
ibs. :  cost  to  construct,  $20,000;  int.  paid  on 
bonds.  6  per  cent;  ann.  cost  of  mtce.,  |60<i;  works 
belong  to  city. 

HTCO,  pop.  2,700.    Fire  dept— 1  h.  &  1.  truck, 

2  hose  carts;  hose,  cotton,  rubber  lined,  good, 
1,500  ft;  fire  alarm,  electric  bell;  total  mem.,  30 
voUintcers:   underwriters'  rating,   fourth  class, 

Watkr  Supply— Source,  wells ;  system,  pump  to 
stdp.;  stdp.  cap.  150.000  gals.;  dim.  75  x  12;  2 
pumping  engines;  constructors  Gordon  and  Cook; 
mains,  l^  miles,  4  to  6  in.  dia,;  23  hydrants. 

HILLSBORO,  pop.  8,500;  fire  area,  1,880 
acres;  mercantile  bldgs.,  stone,  brick  and  wood; 
wooden  roofs  not  permitted;  no  fireworks  and 
combustibles  ord.;  causes  of  fires  not  investi- 
gated; av.  fire  loss  pcr  yr.  for  8  yrs.  $2,900.  av. 
ins.  for  same  time  $4^,0n0.  Fire  dept. — 1  steam- 
er. 1  h.  &  1.  truck;  2  nose  reels,  1  hose  carriage, 
6  horses:  hose,  cotton,  rubber  lined,  good,  3,000  it. ; 
fire  alarm,  bel!  and  telephone;  value  of  dept 
equipment  $10,000.  value  of  fire  dent  bldgs.  ^,- 
000;  ann.  expenses  of  dept.,  $2,10i);  total  mem. 
65;  2  paid  fnll  time,  1  paid  part  time,  62  volun- 
teers; underwriters'  rating,  third  class. 

Watbr  Supply — Source,  wells;  qritem,  pump  to 
stdp.  and  direct;  ttdp.  cap.,  100.0(10  gali^-:  ainiM 
14  X  115:  res.  cap.,  200,000  gals.;  2  pumning  en- 
gines, class,  comp.  dup.,  cap.  pcr  day  1.000,000 
gala.,  constructor  Worthinston:  mains,  cast  iron, 
17  miles,  4  to  10  in.  dia.,  Addyston;  76  hydrants, 
Corey:  meters,  total  number  100:  1,000  services; 
pressure,  dom.  45  lbs.,  fire  185  lbs.;  cost  to  con 
struct,  f54).O00;  cost  of  mtce.,  $4,000;  works  be- 
long to  city. 

HONEY  GROVE,  pop.  2,483;  fire  area,  10 
acres;   bldgs.,    stone,   brick   and  wood,    1    to    8 


atoriea;  wooden  roof  a  not  permitted;  fireworks 
and  combuatiblca  ord.;  causes  of  fire*  not  investi- 
gated. Fire  dept — ^1  steamer,  1  comb,  c  and  h. 
wagon,  4  c.  hand  ex.,  1  h.  &  L  truck,  1  hose  cart 
8  horses;  hose,  cotton,  rubber  lined,  good,  2,009 
ft;  fiire  alarm,  bell;  total  mem.  35,  paid  2,  S8  vol- 
unteers;  underwritera'  rating,  third  class. 

Watik  Supply— Source,  wella»  1  mile  from  bon- 
aesa  center;  svstem,  pump  to  res.;  stdp.  caj^ 
160,000  gala.;  dim.,  125x86;  res.  cap..  2aO.O0O.Ga0 
gals  ;  2  pumping  engines,  cap.  ppcr  oa^  2J500,OOt 
Ala.,  constructor  Worthington;  maina,  caat 
uon;  6  miles  4  to  10  inch  dia.;  57  hydrants; 
Jieters,  total  number  50;  preamre^don.  70  Ib^ 
fire  140  lbs.;  cost  to  construct,  $65,000. 


HOUSTON,  pop.  70,000;  fire  area,  10J40 
mercantile  bldgs.,  brick,  2  to  8  stories;  prhrate, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  areaj  fireworka  and  combustibles  ord.;  caoscs 
of  fires  mvestisated.  Fire  dept.— 7  steamers,  I  c. 
engine,  1  h.  &  I.  truck,  17  c.  band  ex.,  2  comb,  c 
ft  h.  wagons,  1  aerial  truck,  6  hose  wagons,  1  hose 
reel,  36  horses;  hose,  cotton,  rubber  lined,  ffood, 
12.SS0  ft:  inferior,  all  kinds,  3.900  ft;  total  hose. 
16,250  ft;  tire  alarm,  electric,  92  boxes;  value  of 
dept  equipment,  $69,890;  value  of  bldgs..  $K.O0O: 
ann.  exp.  of  dept,  $60,000;  total  mem.,  6B.  paid 
full  time. 

Watek  Supply— Source,  artesian  wells;  sys- 
tem, pump  to  stdp.  and  direct;  stdp.  cap^ 
900.000  gals.,  dim.  90  x  150;  4  pumping  engines, 
cap.  per  day|  18,000,000  ^Is.;  constructors,  Worth- 
ington; mams,  cast  iron,  84  miles,  4  to  20 
in.  dia.,  McLean;  Trident  684  hydrants,  Matfaewa; 
meters,  total  number  750.  Worthington,  Crown; 
8.000  services;  pressure,  dom.  60  to  100  Ibs^,  fire 
80  to  100  lbs.;  consumption,  per  day  10,000.000 
gals.;  cost  to  construct,  $1,081,000;  ann.  cost  of 
mtce.,  $80,000;  works  belong  to  city. 

HUBBARD,  pop.  3,000;  mercantile  bldgs., 
brick,  1  and  2  stories;  private,  wood,  1  and  2  sto- 
ries; wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.:  causes  of  fires 
investigated.  Fire  dept.— 4  c.  hand  ex.,  2  hose 
carts;  hose,  cotton,  rubber  lined,  good,  2. 000  ft; 
fire  alarm,  bell  and  whistle;  total  mem.,  20  volun- 
teers. 

Watkr  Supply — Source,  lake;  svstem,  pump  to 
stdp. ;  stdp.  cap.  84,600  gals. :  dim.  12  x  100;  2 
pumpinff  engines,  8  x  12  and  7  x  12,  constructors 
Smith- Vaile;  mains,  6^  miles;  10  hydrants.  Nel- 
son; 12  meters;  pressure,  fire  40  lbs.;  consumption, 
per  day  40^000  gsls.,  per  capita  2S  gals.;  cost  to 
construct,  $25,000;  ann.  cost  of  mtce.,  $100;  works 
belong  to  private  Co. 


HUNTSVILLE.  pop.  2,485;  fire  area,  540 
mercantile  bldgs.,  brick,  2  stories;  private,  wood« 
1  and  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.:  Fire  dept. — 2  hose 
reels;  hose,  cotton,  rubber  lined,  good  1.500  ft; 
inferior,  all  kinds,  TOO  ft;  total  hose.  2.200  ft;  fire 
alarm,  whistle;  total  mem.,  20  volunteers;  under- 
writers' rating    second  class. 

Water  Supply— Source,  well,  4  blocks  from 
business  center;  system,  pump  to  stdp.  and  direct: 
atdp.  cap.  86,000  gals.,  dim.  24  x  60;  material  used 
in  construction,  iron;  quality  of  water,  hnrd; 
pumping  engines,  cap.  per  day  100,000  gals.;  mains, 
iron,  4  milea,  2  to  8  in.  dia.;  40  hydrants;  16 
valves:  meters,  total  number  100,  Tndent;  pres- 
sure, aom.  60  lbs.,  fire  84  lbs.;  cost  to  oonstnact, 
$12,000;  works  belong  to  city. 

ITALY,  pop.  1,800;  fire  srea  1  mile;  mercantile 
bldgs.,  brick.  1  and  2  stories;  private,  wood,  IH 
stories;  wooden  roofs  permitted  in  fire  area;  Sre- 
works  and  combustibles  ord.;  causes  of  fires  t»- 
vestigated.  Fire  dept.— 1  c  engine,  12  c  hand  ex- 
1  h.  ft  1.  truck,  1  hose  cart,  1  hose  carriage;  bose, 
cotton,  rubber  lined,  good,  TOO  ft;  inferior,  all 
kinds,  200  ft;  total  hose.  900  ft;  fire  alarm,  bell; 
value  of  dept.  equipment.  $675;  ana.  exp.  of  dipt , 
$250;  total  mem.,  8S  volunteers. 

Watbr  Supply— Source,  wells,  M  mile  from  b«Mi- 
ness  center;  system,  pump  to  stdp.;  .stdp.  cafk 
40,000  gals.,  dim.  12  x  20;  material  used  m  con^ 
wood;  qua1it]r  of  water,  cood;  res.  cap;.  86,09 
gala.;  2  pumping  engines,  class  comp.;  mains,  east 
iron,  7  miles,  4  to  6  in.  dia.;  7  hyoianta!  1M  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  8S  Iba^ 
fire  90  Ids.;  consumption  per  day,  50,000  9-*-  * 
cost  to  construct,  118,060;  works  bdoac  to  Col 
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ITASCA,  pop.  1,800;  fire  «rM,  8S0  acre*;  inef€«n- 
tile  bldgs.,  brick  and  wood,  1  and  2  atoriea;  pri- 
vate, wood,  2  atoriea;  wooden  roofa  not  permitted 
in  fire  area;  fireworka  and  combuatibiea  ord.; 
cauaea  of  firea  inveatigated.  Fire  dept.— 1  k.  &  L 
truck,  2  hoae  carriagea;  hoae,  cotton,  rubber  lined, 
good,  1,900  ft.:  fire  alarm,  whiatlcjvalue  of  dept. 
equipment,  11,500;  Talue  of  bldga.,  ISOO;  total  mem., 
20  volunteera, 

Watib  Supply— Source,  not  atated;  ayatem, 
pump  to  atdp.;  atdp.  cap^.  100,000  gala.;  pumpina 
«nsinea,  cap.  per  day  285.200  gmi  matna,  M» 
mile,  4  to  o  in.  dia.;  preaaure,  fire,  25  Iba. 

JACKSONVILLE,  pop.  4,000.  Fire  dept.-3 
hand  hoae  carts,  1,000  ft.  noae. 

Watbb  Supply— Source,  wella  and  turings; 
town  has  contracted  for  complete  waterworka  aya- 
tem;  work  began  Jan.  1,  1906. 

JEFFERSON,  pop.  2,850:  fire  area,  820  acrea; 
mercantile  bldga.,  brick  ana  wood,  1  and  2  ato- 
riea; private,  brick  and  wood.  2  and  8  atoriea; 
wooden  roofa  not  permitted.  Fire  depL — 1  ateam 
engine,  1  h.  &  1.  truck.  2  hoae  carriages,  all  kinds; 
faoae,  rubber,  good  1,000  ft.;  leather,  good  900  ft.; 
toUl  hoae,  1,000  ft.:  fire  alarm,  bell;  value  of  fire 
dept  equipment,  $0,000;  value  of  bldgs.  $10,000; 
mnn.  exp.  of  dept,  |i60;  total  mem.,  12  volunteera; 
underwriters*  rating    third  claaa. 

Watbi  Supply— Source,  river,  in  busineaa  cen- 
ter;  system,  pump  to  unk  and  grravity;  atdp.  cap. 
40,000  gala.,  aim.  12  x  20;  material  used  in  cona.. 
steel  and  iron;  quality  of  water,  good;  res.  cap. 
40,000  gals.,  located  at  city  park;  1  pumping  en« 
ffine,  conatructora  Fairbanka  &  Morae;  mains,  caat 
iron,  2V^  miles;  16  hydranta;  cost  to  construct, 
910,000;  bonded  debt,  $86,000:  int.  paid  on  bonda, 
S%  per  cent;  worka  belong  to  city. 

KAUFMAN,  bldgs..  brick.  Fire  dept— 1  hose 
cart;  hose,  1,000  ft;  alarm,  electric;  total 
mem.,  20  volunteers.    Insurance  key  rate  74  cents. 

Watib  Supply- Source,  lake. 

KERRVILLE,  pop.  1,423;  fire  area,  200  acrea: 
bldgs..  wood.  1  and  2  stories;  wopden  roofs  per 
mittea:  fireworks  and  combustible  ord.;  causes 
of  fires  inveatigated.  Fire  dept— 1  h.  &  L  truck, 
24  bucketa,  hooks,  ladders,  axes,  lanterns,  picks; 
2  hose  carts;  hose,  cotton,  rubber  lined,  good 
400  ft;  fire  alarm,  bell;  ann.  exp.  of  dept.,  $475; 
total  mem.,  80  volunteers;  underwriters'  rating 
itfurth  class.    Insurance  ke7  rate  83  cents. 

Watkb  Supply— Source,  river,  4  miles  from  buai- 
seaa  center;  ayatem,  pump  to  rea.;  filtration  ays* 
tern,  gravel;  res.  cap..  450.000  gals.;  1  pumping  en- 
irine.  cap.  per  day  200,000  gals.,  constructors 
\Vorthington ;  maina,  cast  iron,  4  miles.  4  to  0 
in.  dia.;  24  hydrants;  pressure,  dom.  166  lbs.,  fire 
166  11ml;  works  belong  to  Co. 

LADONIA,  Dop.  1,600;  fire  area,  20  acres;  mer- 
cantile bldgs.,  bnck,  1  to  3  stories:  private,  wood, 
2  stories:  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.:  causes  of  fires  in* 
vestittted.  Fire  dept— 1  h.  ft  1.  truck.  1  hose  wag- 
on, 1  hoae  cart  2  horses:  hose,  cotton,  rubber 
lined,  good,  900  ft;  inferior,  all  kinds.  200  ft; 
total  hose.  1,100  ft;  fire  alarm,  bell  and  whistle; 
▼alue  of  dept  equipment,  $2,000;  value  of  bldgs., 
$2,900;  total  mem.,  86  volunteers. 

Watbs  Supply — Source,  lakes;  system,  pump  to 
•tdp.:  stdp.  cap.,  70.000  gats.;  dim.,  80  x  20:  1 
pumping  engine,  class,  duplex;  cap.  per  day,  750,- 
000   ffais.;   constructor.   Gardner;    mains,   8   miles, 

4  to  6  in.  dia.:  20  hydranU;  40  aervieea;  preaaure, 
dom.  40  lbs.,  fire  85  lbs. ;  works  belong  to  Co. 

LA  GRANGE,  pop.  2JS02;  fire  area,  12 ^  acrea; 
mercantile  bldgs.,  stone  and  brick,  1  to  8  sto* 
riea;  private,  wood,  1  and  2  stories;  wooden 
roofs  not  permitted:  fireworks  and  combustibles 
ord.;  fires  investigated;  Fire  dept.— 1  h.  ft  1.  truclc 

5  hose  wagons:  nose,  cotton,  rubber  lined,  good 
L400  ft ;  fire  alarm,  bell :  value  of  dept  equipment, 
$2,000;  value  of  bldg^.,  $200;  ann.  exp.  of 
dept,  $26;  total  mem.,  60  volunteera.  Inaurance 
Icey  rate  88  cents. 

\Vat«  Supply — Source,  river;  system,  pump  to 
atdp.;  atdp.  cap.,  141,000  gala.;  dim.,  00  x  20: 
filtration  system,  N.  Y.;  cap.  of  plant  150.000 
gals.;  2  pumping  engines;  cap.  per  day,  1.500,000 
gala.;  conatructora,  Worthington,  Smith- Vaile; 
maittBr  5yi  miles,  4  to  8  in.  dia.;  88  hydranta;  86 


Struct,  $40,000;  int  paid  on  bonds.  0  per 
ann.  cost  of  mtce.,  $2,000:  worka  belong  tc 


valvea;  preaaure,  dom.  66  Iba..  fire  140  Iba.;  coat 
to  conatruct  $30,000;  worka  belong  to  city. 

LAMPASAS,  pop.  2,900;  fire  area.  160  acres; 
mercantile  bldgs.,  atone  and  brick,  1  and  2  stories; 
private,  stone  and  brick,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  combustiblea  orcL; 
causes  of  fires  investigated.  Fire  dept  1  hoae 
wagon.  1  hose  carriage,  2  horses;  hose,  cotton, 
rubber  lined,  good.  1,000  ft;  inferior,  all  kinds.  600 
ft.;  toul  hose.  1,600  ft;  fire  alarm,  bell:  value  of 
deot.  equipment.  ^000;  ann.  exp.  of  dept,  $760; 
total  mem..  16,*paid  full  time  1,  14  volunteera. 

Water  Supply — Source,  river;  system,  pump  to 
atdp.  and  direct;  atdp.  cap.,  75,000  gala.;  dim.,  20x 
60:  2  pumping  engmea,  claaa  Duplex,  tfizc,  16x 
8^^x10,  cap.  per  day  1,500,000  gals.,  constructor 
Worthington;  maina.  5%  milca,  4  to  8  in* 
dia.;  80  hydrants^  Ludlow;  pipe,  wrought  iron; 
pressure,  40  to  60  lbs.,  fire  50  lbs.;  cost  to  con- 
cent; 
to  towfa. 

LANCASTER,  pop.  1.000;  fire  area.  800  acres. 
Fire  dept— 1  hose  cart.  1  h.  &  1.  truck:  hose,  600 
ft:  value  of  dept  equipment.  $600;  total  mem.,  2S 
volunteers. 

Water  Supply— Source,  artesian  well;  system, 
ffravity;  12  pumping  engines,  constructors  Smith- 
Vaile;  cap.  per  day.  60,000  gals;  7  hydrants;  100 
services;  mams  6,000  ft;  pressure,  dom.,  60  lbs., 
fire  100  lbs.;  cost  to  construct.  $10,000;  bonded 
debt,  $8,000;  interest  paid  on  bonds,  4  per  cent; 
ann.  cost  of  mtce.   $700. 

LAREDO,  pop.  14,063;  fire  area,  800  acrea; 
mercantile  bldjgs.,  brick  and  atone,  1  and  2 
stories:  private,  brick  and  adobe,  1  and  2 
stories;  wooden  roofa  not  permitted;  fireworka 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  ateamer,  2  c.  hand  ex..  1  h.  ft  1.  truck, 
1  aerial  truck,  1  hose  cart  3  hose  reels,  8  horses; 
hose,   cotton,  rubber  lined,  good   900  ft;  rubber, 

food  250  ft.;  inferior,  all  kmda,  150  ft;  total  hoae, 
,800  ft;  fire  alarm,  telephone;  value  of  dept 
eqtilpment.  $8,000;  value  of  nre  dept  bldga., 
$5,000;  ann.  exp.  of  dept,  $1,200;  total  mem.* 
•jri.  p-tid  full  ti-nc  a.  pair  part  time  2,  volunteera 
18:  vnderwritera'  rating  accond  claaa. 

\\'ater  Supply — Source,  river,  1-2  mile  from 
buaineaa  center;  ayatem.  pump  to  atdp.;  atdp. 
cap.,  00,000  oala.;  dim.,  20x40;  location  at  atation; 
materia]  uaecT  in  cona.,  ateel;  builders.  Koken  Iron 
Works;  8  punioing  engines,  class  como.  dup.:  cap. 
per  day,  4,500,000  gals.;  constructors,  Blake, 
Worthington;  mains,  cast  iron.  18  miles.  4 
to  16  in.  dia.;  100  hydranta,  Ludlow;  66  valvea, 
Ludlow,  Crane;  metera,  total  number  166,  Worth- 
ington 6,  Nash  160;  meters  owned  by  Co.; 
service  pipc,  galv.  iron;  pressure,  dom.  66 
lbs.,  fire  76  lbs.;  consumption,  per  day  1,600,000 
gals.,  per  capita  70  gals.:  cost  to  construct, 
8191.000;  bonded  debt.  8134.000:  int  psid  on  bonds, 
6  ner  cent;  ann.  cost  of  mtce.,  $10,000;  works 
belong  to  Co. 

LLANO,  pop.  2,600;  bldgs..  brick,  stone  and 
wood,  1  and  3  stories.    Fire  dept— 1  h.  &  I.  truck, 

1  hose  reel,  hose  1,100  ft,  2  horses;  40  volunteers; 
underwriters'  rating,  third  class. 

Wateb  Supply— Source,  river.  1  block  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  80.000  ^als.,  dim.  15  x  100.  material  useo 
in  construction  iron,  builders  Chicago  B.  &  I 
Works;  quality  of  water,  good:  2  pumping  en- 
gines, clsss  trip., '  cap.  per  day  1,440.000  gals., 
constructor  Gould;  mains,  cast  iron,  4  miles,  2  to 
8  in.  dia.;  metera,  total  number  8.  Grm  1.  Key- 
stone 2,  owned  by  consumer;  860  services;  pipe, 
wrought  iron;  11  hydrants;  pressure,  dom.  75  lbs.; 
cost  to  construct.  $80,000;  cost  of  mtce.,  $1,000; 
works  belong  to  Co. 

LOCKHART.  pop.  8.500:  fire  area,  1,000  acrea; 
mercantile  bldgs.,  stone,  brick  and  wood,  1   and 

2  stories:  private,  wood,  1  and  2  stories:  wooden 
roofs  not  permitted  In  fire  area;  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept— 1  h.  ft  1.  truck,  4  hose  carriagea;  hose, 
cotton,  rubber  lined,  good.  2.100  ft.:  fire  alarm, 
bell  and  whistle:  value  of  dept  equipment,  $1,600; 
value  of  bldgs.,  $1,500;  total  mem.,  60  volunteers; 
underwriters'  ratine,   third  class. 

Watbs  Supply— Source,  springs,  2  blocks  from 
buaineaa  center;  ayatem,  pump  to  atdp.  and  direct; 
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stdp.  cap.  100,000  gals.,  dim.  12  x  100;  S  pumping 
engines,  constructors  Burnham  &  Koot;  mains, 
cast  iron,  5  miles,  4  to  8  in.  dia. ;  34  hydrants; 
meters,  total  number  115,  owned  by  Co.;  200  ser. 
vices;  pipe,  wrought  iron;  pressure,  dom.  46  lbs., 
fire  100  to  126  lbs. ;  consumption  per  day,  300,000 
eals. ;  cost  to  construct.  $76,000;  cost  of  mtce., 
$8,000;  works  belong  to  Co. 

LONG  VIEW,  pop.  3,590;  fire  area,  10  acres; 
bldgs.,  brick  and  wood,  1  and  3  stories;  wooden 
roots  roofs  not  permitted;  fireworks  ord.  Fire 
dept.— 1  h.  &  1.  truck,  1  steam  engine,  1  c.  en- 
gine, 1  comb.  chem.  h.  &  1.  truck,  1  hose  car- 
riage; hose,  cotton,  good,  3,600  ft.;  2  horses;  fire 
alarm,  bell;  value  ot  dept.  equipment,  $10,000; 
value  of  bldgs.  $6,000;  ann.  ex  p.  of  dept.,  $2,600; 
total  mem.,  12,  paid  full  time  2,  paid  part  time  10. 
Insurance  key  rate  60  cents. 

Water  Supply— Source.  2  cisterns,  cap.  100,000 
gals. ;  deep  wells,  cap.  460,000  gals,  per  day ;  pres- 
sure, 90  lbs. 

LUFKIN,  pop.  5,500;  fire  area,  10  acres;  bldgs., 
brick,  wood  and  iron,  wooden  roofs  not  permitted. 
Fire  dept. — 1  h.  &  1.  truck,  1  comb.  chem.  h.  &  1. 
wagon,  2  hose  reels.  2  horses,  hose,  cotton,  rub- 
ber lined,  good,  2  000  ft.;  fire  alarm  Gamewell, 
electric;  total  mem.,  32.  2  paid  men,  30  volunteers. 

Wates  Supply— Source,  lake,  1^  miles  from 
business  center:  system,  pump  to  stdp.  and  mains; 
stdp.  cap.  86,000  gals.,  dim.  12  x  100,  matenal  used 
in  construction  steel;  quality  of  wateri  good;  2 
pumping  engines,  cap.  per  dajr,  $800.U0u  gals.,  con. 
structor  Gardner;  mains,  cast  iron,  10  miles,  4  to  6 
in.  dia.;  31  hydrants;  2  valves;  150  services, 
consumption  per  day,  150,000  gals.;  cost  to  con- 
struct,  $25,000;  bonded  debt,  $19,000;  int.  paid  on 
bonds.  6  per  cent;  cost  of  mtce.,  $1,800;  works 
owned  by  city. 

LULING,  pop.  1,800;  fire  area,  640  acres:  mercan- 
tile bldgs.,  stone,  brick  and  wood,  1  to  2)4  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept — 8  c.  hand  ex.;  1  h.  &  1.  truck,  d  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  4,900  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  $3,000; 
value  of  bldgs.,  $1,000;  total  mem.,  42  volunteers. 

Water  Supply — Source,  river;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.,  loU,000  gals.,  dim. 
80  X  26^  100  X  20;  1  pumping  engine;  class,  duplex; 
cap.  per  dav,  750,000  gals.,  constructor  Deane; 
mains,  4  miles,  4  to  8  in.  dia.;  16  hydmnts,  Em- 

[»ire;    12  valves;   225  services;   pressure,   dom.   40 
bs.,  fire  100  lbs.;  cost  to  construct,  $30,000;  ann. 
cost  of  mtce.,  $1,500;  works  belong  to  Co. 

McGregor,  pop.  2.500.  Fire  dept—l  hose 
carriage;  total  hose,  1,100  ft.;  total  mem.,  20  vol- 
unteers.    Insurance  key  rate  84  cents. 

Water  Supply — Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.  100,000  gals.;  dim.  16x24;  1 
pumping  engine;  cap.  per  day,  260,000  gals.,  con- 
structor American  VVell  Co.;  mains,  1  mile,  1  to 
6  in.  dia.;  5  hydrants;  pressure,  dom.  80  lbs.,  fire 
80  lbs. 

McKTNNEY,  pop.  6,000;  fire  area,  20  acres; 
mercantile  bld{jrs.,  brick,  2  stories;  private, 
wood,  154  stones;  wooden  roofs  not  permitted: 
fireworks  and  combustibles  ord.  Fire  dept. — 1 
steamer,  1  comb.  h.  &  1.  truck  and  c.  engine,  2 
hose  wagons.  6  horses;  hose,  cotton,  rubber  lined, 
good,  1,200  ft.;  inferior,  all  kinds,  1,000  ft.;  total 
hose,  2,200  ft.;  fire  alarm,  bell;  value  of  dept 
equipment,  $20,000:  value  of  dept.  bldgs.,  $10,000; 
total  mem.,  50,  paid  full  time,  1;  underwriters'  rat- 
ing,  third  class. 

Water  Supply— Source,  wells,  8-4  mile  from 
business  center:  system,  pump  to  reservoir,  to 
stdp.  and  direct;  stdp.  cap.,  2S5,O0O  gals.;  dim., 
20x100;  res.  cap,,  40,000  gals.;  1  pumping  en- 
gine; class,  duplex;  cap.  per  day,  1,000,000  gals.; 
constructors  Smith-Vaile;  mains,  cast  '"ron,  4% 
miles.  0  to  12  in.  dia.;  ."SI  hydrants,  Corey;  meters, 
number  14;  180  services;  pressure,  dom.,  75  lbs.; 
fire,  12.5  lbs.;  cost  to  construct,  $40,000;  int.  paid 
on  bonds,  5  per  cent.;  ann.  cost  of  mtce.,  $2,700; 
works  belong  to  town. 

MARLTX,  pop.  8.092;  fire  area.  6  blocks:  mcr- 
cantile  bldgs.,  brick,  2  and  4  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 


works and  combustibles  ord.:  fires  iuTCStigBted. 
Fire  dept. — 1  hand  engine,  1  c.  engine,  1  h.  ft  L 
truck,  1  hose  wa^n,  8  hose  carts,  o  horaet;  hose, 
cotton,  rubber  luied.  good.  2,460  ft.;  fire  alarm. 
Insurance  key  rate  60  cents. 

Water  Supply — Source,  wells,  1  mile  from  baai> 
neas  center;  system,  pump  to  stdp.  and  res^;  stdp. 
cap.  90,000  gals.,  dim.  120  x  21,  located  near  sta- 
tion; cons.,  steel;  builders,  Chicago  Bridge 
&  Iron  Co.;  quality  of  water,  good;  res. 
cap.,  6,000,000  gals.,  located  at  station;  2  pmnpuig 
engines:  cap.  per  day,  2,000,000  gals.;  oonstmctarv 
Smith-Vaile;  mains  cast  iron,  5  milc9,  4  to  12  in. 
dia.;  62  hydrants,  Bourbon;  32  valves.  BoartMnx: 
126  services;  black  pii>e;  pressure,  dom.,  SO  lbs., 
fire,  75  lbs.;  consumption,  per  day,  300,000  gala., 
per  cap.  100  gals. ;  cost  to  construct,  $35,000;  works 
Delong  to  Co. 

MARSHALL,  pop.  12,600;  fire  area.  25  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood, 
1  and  2  stories;  wooden  roofs  not  permitted:  fire- 
works and  combustibles  ord.  Fire  dept. — 1 
steamer,  1  c.  engine,  1  h.  &  1.  truck,  7  hose 
wagons,  9  horses;  hose,  3,000  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $16,000;  value  of  bldgs.. 
$2,600;  ann.  exp.  of  dept,  11,600;  total  mexn.  100. 
6  paid  full  time,  96  volunteers;  underwriters'  eat- 
ing, third  class. 

Water  Supply — Source,  wefls,  8  miles  from  baa- 
ness  center:  system,  gravity  and  pump  to  s^p.; 
stdp.  cap.  157,S8S  gals.;  dim.  16  x  120;  filtntioa 
system.  Cook;  res.  cap..  800,000  gals.;  located  ax 
station:  2  pumping  engines,  class,  comp;  cap.  per 
day.  6,000,000;  constructor  Deane;  mains,  12 
miles,  4  to  10  in.  dia.;  164  hydrants.  Chapman;  3& 
valves;  meters,  total  number  40;  TOO  services; 
pressure,  dom.  65  lbs.,  fire  65  lbs.;  consumptiao. 
per  day  400,000  gals.,  per  cap.  31  gals.;  cost  to 
construct.  1135,000;  int.  paid  on  bonds.  6  per  cent; 
ann.  cost  of  mtce.,  $6,000;  works  belong  to   city. 

MERIDIAN,  pop.  960;  bldgs.,  brick,  stone  and 
wood,  1  and  2  stories;  wooden  roofs  permitted; 
fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  hose  carriage,  also  fire  hand  ex.;  no  or- 
ganized dept. 

Water  Supply — Source,  artesian  well;  system. 
direct  pressure  to  mains;  3f^  miles  of  pipe.  2  to 
6  in.  dia.;  120  taps;  pressure,  dom.  20  lbs.;  coat 
of  works.  $6,000. 

MEXIA,  pop.  3.500:  fire  area,  640  acres;  mer 
cantile  bldgs.,  brick,  2  stories;  private, 
wood.  1  and  2  stories;  wooden  roots  not  per« 
mitted;  fireworks  and  combustibles  ofd.  Fire 
dept. — c.  hand  ex.,  1;  h.  &  L  truck,  1;  aerial 
truck,  1;  hose  wagon,  2;  horses,  2;  hose,  rubber. 
good,  700  ft.;  inferior,  all  kinds.  300  ft.*  total 
hose,  1,000  ft;  fire  alarm,  bell  and  whistle:  value 
of  dept.  equipment,  $8,000:  value  of  dept.  bldgs.. 
$400;  ann.  exp.  of  dept.,  $700;  total  mem.,  15  vol- 
unteers; underwriters    rating,  third  class. 

Water  Supply — Source,  spring,  6  miles  from 
business  center;  system,  pump  to  stdi>.;  stdp. 
cap.,  96,000  gals.;  dim.,  12x100;  material  nsed 
in  construction,  iron;  quality  of  water,  good;  2 
pumping  engines,  cap.  per  day  750,000  gals.,  con- 
structors Deane  and  Smith-Vaile:  mains,  cast 
iron,  12  miles,  2  to  8  in.  dia.;  2S  hydrants;  meters, 
total  number  26,  Nash;  426  services;  kind  of  nipe. 
black  iron;  pressure,  dom.  40  lbs.,  fire  €0  lbs.: 
consumption,  per  day  75,000  gals.,  per  cap.  S 
gals.,  cost  to  construct,  $60,000;  ann.  cost  of 
mtce.,  $600;  works  belong  to  Co. 

MINERAL  WELLS,  pop.  2,048;  mercantile 
bldgs.,  brick  and  stone.  Fire  dept. — 1  h.  &  L 
truck.  2  hose  carriages,  1  comb,  hose  wagon; 
total  hose,  1,500  ft.;  fire  alarm,  bell;  total  mem.. 
35  volunteers. 

Water  Supply— Source,  Iske;  system,  pnmpmg; 
res.  cap..  100.000  gals.;  pumping  engines,  cap.  per 
hour  63.000  gals. 

NACOGDOCHES,  pop.  5,000;  mercantile  bld<r«.. 
brick,  1  and  2  stories;  private,  wood.  1  and  2  ^o> 
ries:  wooden  roofs  not  permitted  in  fire  area;  fir«^ 
works  and  combustibles  ord.:  causes  of  fires  in- 
vestigated. Fire  dept.— 10  c  hand  ex..  1  h.  &  U 
truck.  3  hose  carriages;  hose,  cotton,  rubber  lined 
good.  500  ft:  fire  alarm,  pistols:  total  mem.,  -10 
volunteers.     Insurance  key  rate  72  cents. 

Water  Supply — Source,  springs:  system,  pmnp 
to  res.;  res.  cap.,  000  bbls.;  %  pumping  cagincs; 


FIRE   DEPARTMENTS  AND   WATER   SUPPLY— TEXAS. 


B-443 


cap.  per  day,  1,000  bbls. ;  mains,  4  miles,  3  inch. 
dU.;  00  terrieet;  pressure,  dom.,  40  lbs.;  cost  to 
construct,  $45,000:  ann.  cost  of  mtce.,  $800; 
works  belong  to  Co. 

MT.  PLEASANT,  pop.  1.09«.  Fire  dept.— 1  hose 
cart;  hose,  €00  ft;  total  mem.,  9  Tolunteers. 

VVates  Supply— Source,  lake;  system,  pump  to 
stdp.  and  res.;  stdp.  cap.  1,000,000  gals.;  pressure, 
70  lbs. ;  11  hydrants. 

NAVASOTA,  pop.  3,858;  fire  area,  10  blocks; 
mercantile  bldgs.,  stone  and  wood,  1  to  3  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.    Fire  dept.— 1  h.  &  1.  truck,  2  hose  wagons. 

3  hose '  reels:  hose,  cotton,  rubber  lined,  good, 
2,000  ft.;  rubber,  good,  200  ft;  inferior,  all  kinds, 
500  ft;  total  hose^  2,700  ft.;  fire  alarm,  electric; 
value  of  dept.  equipment,  13,500;  value  of  bldgs.. 
$15,000;  ann.  exp.  of  dept,  $420;  total  mem.  66,  paid 
full  time  1,  66  volunteers. 

Watk«  Supply — Source,  wells;  system,  pcunp  to 
stdp.;  stdp.  cap.,  100,000  gals.;  260,000  gals.,  con- 
res,  and  stdp.;  stdp.  cap.,  85,000  gals.;  res.  cap., 
100,000  gals.;  builders,  Ripley  &  Bronson;  2  pump- 
ing engines;  cap.  per  day,  1,750,000  gals.:  con- 
structors, Smith- Vaile;  mains,  6%  miles,  4  to  8 
in.  dia.,  Shickle,  Howard,  Harrison;  20  hydrants. 
National;  40  valves;  meters,  total  number,  3,  Hcr- 
sey;  pressure,  dom.  36  to  66  lbs.,  fire.  120  to  160 
lbs.;  cost  to  construct,  $28,000;  ann.  cost  of  mtce., 
$1,400;  works  belong  to  city. 

NEW  BRAUNFELS,  pop.  4,000;  fire  area,  660 
acres;  mercantile  bldgs.,  brick  and  wood,  1  and  2 
stories;  private,  brick  and  wood,  1  and  Z  stories; 
wooden  roofs  not  permitted  in  fire  area^  fireworks 
ord.;  causes  of  fires  investigated.  Fu-e  dept. — 
2c.  hand  ex.,  4  hose  carriages;  hose,  cotton,  rub- 
ber lined,  ^ood,  2,400  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment,  $2,000;  ann.  exp.  of  dept,  $240; 
total  mem.,  54  volunteers.  Insurance  key  rate 
60  cents. 

Water  Supply— Source,  river,  ^  mile  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
200,000  gals.,  dim  25  x  ^,  material  used  in  cons, 
boiler  steel;  quality  of  water,  good;  2  pumping 
engines,  class  dup.,  cap.  per  day  1,224,000  gals., 
constructor  Smith* Vaile,  Knowles;  mains,  cast 
iron,  9%  miles,  4  to  8  in.  dia.;  74  hydrants;  72 
valves:  740  services;  pipe,  wrought  iron;  pres- 
sure, dom.  40  lbs.,  fire  140  lbs.;  consumption  per 
day,  350,000  gals.;  cost  to  construct,  $70,500;  cost 
of  mtce.,  $4,000;  works  belong  to  city. 

OAK  CLIFF,  pop.  8,000.  Fire  dept.—!  steamer, 
1  hose  wagon,  1  comb.  c.  &  h.  wagon;  value  of 
equipment,  $9,000;  value  of  bldgs.,  $11,000;  exp., 
^,500;  total  mem.,  9. 

Water  Supply— Source,  artesian  well;  system, 
pumps;  60  hvdrants;  pressure,  dom.  25  lbs.,  fire 
100  lbs.;  works  belong  to  city. 

ORANGE,  pop.  7,500;  bldgs.,  brick  and  wood, 
1  to  8  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustible  ord.  Fire  aept — ^1  steam- 
er,  1  hand  engine.  12  c.  hand  ex.,  1  h.  &  1.  truck. 
1  hose  carriage,  2  horses;  hose,  cotton,  rubber 
lined,  good,  3,000  ft;  fire  alarm,  bell  and  tele- 
phone; value  of  dept  equipment,  $4,800;  value  of 
dept  bldgs.,  $250;  exp.  of  dept,  $1,200;  total 
mem.  21,  1  paid  full  time,  20  volunteers;  under- 
ivriters'  rating,  third  class. 

Water  Supply— Source,  artesian  wellsj^ystem, 
pump  to  stdp.   and  direct;  res.  cap.,   25,000  gals.; 

4  pumping  engines;  class,  3  comp.  dup.;  1  engine, 
driven,  power,  Gould  pump,  cap.  per  day,  15,000,000 
Rals..  constructors  Worthinffton  and  Smith-Vaile; 
main*^,  6  mi!'«.  4  to  10  in.  dia.;  36  h}rdrants,  Corey; 
meters,  total  number,  5;  350  services;  pressure, 
dom.  10  lbs.,  fire  100  lbs.;  consumption  per  day, 
6O0.000  gals.,  per  capita  150  gals.;  cost  to  construct. 
S25.000;  ann.  co.st  of  mtce.,  $1,500;  works  belong  to 
Co. 

PALESTINE,  pop.  8,297;  fire  area,  500  acres; 
mercantile  bldgs.,  brick  and  wood  1  to  3  stories; 
private,  brick  ana  wood,  1  story ;  wooden  roofs  per- 
mitted  in  fire  area;  fireworks  ord.;  causes  of  fires 
investigated.  Fire  dept.— 3  c.  hand  ex.,  1  h.  &  1. 
truck,  2  hose  wagons,  2  hose  carriages,  4  horses; 
hose,  cotton,  rubber  lined,  good,  1,000  ft.;  in- 
ferior, all  kinds.  2,000  ft;  toufhose,  8.000  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $3,000;  value 


of  bldgs.,  $1,000;  ann.  exp.  of  dept.,  $2,870;  total 
mem.  06,  paid  full  time  4,  paid  part  time  2,  60  vol- 
unteers. 

Water  Supply — Source,  springs  and  watersheds, 
1^  miles  from  business  center;  system,  pump  to 
stdp.;  stdp.  cap.,  70,000  gals.;  dim.,  30  x  100; 
material  used  in  cons.,  iron;  builders,  Ripley  & 
Bronson;  quality  of  water,  Rood:  2  pumping 
engines;  cap.  per  day.  6,500,0(l0  gals. :  construct- 
ors, Worthington;  mains,  cast  iron;  20  miles,  4 
to  14  inch  dia^  Ripley  &  Bronson  and 
Dennis  Long;  125  hydrants.  Ette  &  Heueer; 
38  valves;  meters,  total  number.  20,  Buffalo 
Union;  700  serrices;  kind  of  pipe,  galv.  iron; 
pressure,  dom.  40  lbs.,  fire  70  lbs.;  cost  to  con- 
struct, tl65,000;  bonded  debt,  |100,000;  int  paid 
on  bonds.  6  per  cent;  ann.  cost  of  mtce.,  $(1,000; 
works  belong  to  Co. 

PARIS,  pop.  18,000;  fire  area,  60  acres;  mercan- 
tile bldgs.,  stone,  brick  and  wood,  1  to  5  stories; 
private,  stone  and  brick,  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combusti- 
bles ord. ;  canses  of  fires  investigated.    Fire  dept— 

1  steamer,  1  c.  engine.  3  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  wagon,  2  hose  carria^^es,  11  horses; 
hose,  rubber,  good,  3,500  ft. :  inferior,  all  kinds, 
1,000  ft.;  total  hose.  4,500  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment  $12,000:  value  of  bldgs.,  $10- 
000;  ann.  exp.  of  dept,  $10,000;  total  mem.  22, 
paid  full  time. 

Water  Supply — Source,  lake  and  wells,  2  miles 
from  business  center:  system,  pump  to  stdp.  and 
direct;    stdp.    cap.,   605,000   gals.;    dim..    130x20; 

2  pumping  engines,  cap.  per  day  4.iHi0,00f>  gals., 
constructor,  Worthington;  mains  31  miles,  4  to 
10  in.  dia.;  216  hyarants,  Ludlow;  63  valves; 
meters,  total  number  900;  950  services,  pipe,  iron 
and  lead;  pressure,  dom.  66  lbs.,  fire  85  lbs.;  con- 
sumption per  day,  275,000  gals.,  per  cap.  16  gals.; 
cost  to  construct  $200,000;  cost  of  mtce.,  $12,000; 
works  belong  to  city. 

PEARS  ALL.  pop.  2,000;  mercantile  bldgs., 
brick,  2  stories;  private,  wood,  1  story;  wooden 
roofs  permitted;  no  fireworks  ord.  Fire  dept. — 1 
c.  engine,  12  c.  ex.,  1  h.  &  1.  truck.  1  hose  car- 
riage; bucket  brigade;  value  of  dept.  equipment, 
$750;  total  mem.,  30  volunteers. 

Water  Supply  —  Source,  cisterns  and  wells 
pumped  by  windmills;  some  cisterns  elevated. 

PILOT  POINT,  pop.  1,168.  Fire  dept— 1  hose 
cart.  300  ft  hose. 

Water  Supply — Source,  wells;  system,  gravity; 
stdp.  cap.,  50.000  gals.;  4  pumping  engines;  con- 
structors. Cook,  Worthingtonjmains,  4  miles,  8  in. 
dia.;  9  hydrants.  National;  200  services;  wrought 
iron  pipe;  pressure,  dom.,  33  lbs.;  fire,  75  Ibs^ 
consumption,  per  day.  20.000  gals.,  per  cap.  20 
gals.:  cost  to  construct,  $15,000;  ann.  cost  of  mtce., 
$1,200:  works  belong  to  Co. 

PITTSBURG,  pop.  2,500.  Fire  dept.— 2  hose 
carts;  1,000  ft  hose;  value  of  dept  equipment. 
$2,000;  ann.  exp.  of  dept,  $600;  total  mem.,  30 
volunteers. 

Water  Supply— Source,  deep  wells;  2  pumps; 
bonded  debt  $7,500.  int  paid  on  bonds  4  per 
cent;  works  belong  to  Co. 

PLANO.  pop.  1,804;  wooden  roofs  not  pef^ 
mitted;  fireworks  and  combustibles  ord.  Fire 
dept — 1  c.  engine,  h.  &  1.  truck  1.  1  hose  wagon: 
horses,  2:  hose,  cotton,  rubber  lined,  good  1.000 
ft:  fire  alarm,  bell  and  telephone;  total  mem.,  27 
volunteers:  underwriters'  rating,  third  class. 

Water  Supply— Source,  creek  and  well,  %  mile 
from  business  center;  system,  pump  to  stdp.;  stdp. 
cap.,  60,000  gals. ;  dim.,  12  x  80;  2  pumping  engines; 
class  dup.;  cap.  per  day,  S06.280  gals.;  construct- 
ors Smith-Vaile;  mains,  Zyk  miles,  4  to  18 
in.   dia.;  32  hydrants. 

PORT  ARTHUR,  pop.  10,000.  Fire  dept.-l 
steamer,  1  comb.  c.  &  h.  wagon,  1  h.  &  1.  truck, 
1  hose  cart;  hose,  3,000  ft;  fire  alarm,  25  boxes. 

Water  Supply— Source,  Neches  river;  system, 
pump  to  stdp.;  res.  cap.,  18.000.000  gals.:  stdp. 
cap.,  100,000  gals.;  direct  pressure,  100  lbs.;  30 
hyarants. 

QUANAH,  pop.  1,661;  fire  area.  1%  sq.  miles; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to 
8  stories;  private,  wood,  1  and  2  stories;  wooden 
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rools  not  pemitted;  fireworks  ord.;  fires  ioTesti* 
gated.  Fire  dept — 1  c.  engine,  13  c  extinguish* 
ers,  1  h.  &  L  truck,  1  hose  wsgon,  4  portable 
water  tanks;  hose,  rubber,  500  1l;  fire  alarm, 
bell:  8  horses;  value  of  dept  equipment.  16,000: 
▼alue  of  bldffs.,  KOO;  ann.  exp.  ot  dept.,  1600; 
total  mem.,  80  volunteers;  underwriters'  rating, 
fourth  class. 
Wateb  Sopplt — Source,  wells. 

RICHMOND,  pop.  1.187.  Fire  dept~2  hose 
carts;  hose,  cotton,  ruboer  lined,  good  1.000  ft.; 
fire  alarm,  bell;  total  mem.,  X  Tolunteers.  In- 
surance ker  rate  91  cents. 

VVatbr  Supply — Source,  wells;  system,  pump  to 
stdp.;    stdp.    csn..   69.000  gals.,   dim.   10   x   lOU:    1 

Jumping  engine,  constructors  Smith-Vaile;  aatns. 
mile,  4  to  8  in.  dia.;  10  hydrants. 

ROCKDALE,  pop.  8.000;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  1  and  2  stories:  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord. ;  csuses  of 
fires  investiffsted.  Fire  dept. — 1  h.  ft  1.  truck,  2 
hose  ree^s;  nose,  cotton,  rubber  lined,  good  600 
ft.:  fire  slarm.  bell:  total  mem.,  00  volunteers; 
underwriters*  rating,  third  class. 

Watbk  Supply — Source,  wells,  8  blocks  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
93,000  gals.,  dim.  10  x  110  builders  Fairbanks- 
Morse  &  Co.;  pumping  engines,  cap.  per  day, 
1.000.000  Rals. :  mains,  cast  iron,  8  miles,  2  to  6  in. 
dia.;  20  hydrants,  National;  14  valves:  pipe,  wrt. 
iron;  pressure,  dom.  50  lbs.,  fire  110  lbs.;  cost  to 
construct.  $45,000;  int  paid  on  bonds,  7  per  cent; 
works  belong  to  Co. 

R()CKPORT.  pop.  1,200;  mercantile  bldgs.. 
brick  and  wood.  1  to  8  stories;  private,  wood,  1 
and  2  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.  Fire  dept.— 1  c. 
engine,  2  c.  hsnd  ex.,  1  h.  &  1.  truck.  1  comb,  c 
&  h.  wagon,  1  hose  carriage,  1  horse;  hose,  cot- 
ton, rubber  lined,  frood,  800  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment.  I2.00h:  total  mem.,  15 
volunteers.    Insurance  key  rate  $1.01. 

Water  Supply — Source,  wells. 

ROCKWALL,  pop.  1,846;  mercantile  bldgs.. 
stone  and  brick.  Fire  dept.— 1  h.  &  1.  truck.  1 
hose  carriage:  total  hose,  600  ft.;  fire  alarm,  bell; 
total  mem..  22   volunteers;  J.  C.   tUrringer,  chief. 

Water  Supply— Source,  well:  system,  gravity 
and  pumping;  res.  cap..  82.000  fl^s.;  pumping  en- 
gines, cap.  per  day,  16,000  gals. 

ROUND  ROCK,  pop.  1,188;  fire  area.  fi40 
acres;  mercantile  bldgs.,  stone  and  wood.  1  and 
2  stories,  private,  wood,  2  stories;  wooden  roofs 
permitted;  fireworks  snd  combustibles  ord.: 
fires  not  investigsted;  Fire  dept.— 1  h.  engine,  1 
c.  enffine.  1  hose  carriage:  hose,  cottori.  rubber 
lined,  good  4«W>  ft.;  interior,  all  kinds  200  ft: 
total  hose,  fiOO  ft  ;  fire  alarm,  belt:  total  mem., 
80  volunteers;  underwriters'  rating,  fourth  class. 

Watbr  Supply— Not  reported. 

SAN  ANGELO,  pop.  17,000;  mercantile  bldgs., 
brick  and  wood,  1  ana  2  stories;  private,  wood,  1 
story;  wooden  roofs  not  permittea;  fireworks  snd 
combustibles  ord.;  fires  not  investigated:  Fire 
dept.— 20  c.  hand  ex.,  1  h.  A  1.  truck,  1  hose 
wagon,  2  hose  carts:  hose,   cotton,  rubber  lined, 

5ood  1.000  ft.:  fire  alarm,  telephone:  value  of 
ept.  equipment,  83.500;  value  of  bldgs..  1300: 
total  mem.,  60  volunteers;  underwriters'  rating, 
third  class. 

Water  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
stdp.  rap.  200.000  gals.,  dim.  20  x  100.  material 
used  in  cons,  steel;  quality  of  water,  good:  res. 
cap.,  300.000  gals.:  2  Dumping  engines,  cap.  per 
day  5,500  000  gals.,  constructor  Deane  and  Holy- 
ok'e:  mains,  cast  iron,  36  miles.  4  to  10  in.  dia.; 
70  hvdrant^:  50  valves;  meters,  total  number,  1,200, 
Empire,  Trident  and  Disc;  1.750  services;  pres- 
sure, dom.  60  to  80  lbs.,  fire  120  lbs.;  consumotion 
per  dav,  1.000,000  gals.;  cost  to  construct.  $125,000; 
Donded  debt,  $40,000:  int.  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $10,000;  works  belong  to  Co. 

SAN  ANTONIO,  pop.  90,000;  fire  area.  86  so. 
miles;  mercantile  bldgs..  brick  snd  stone,  1  to  7 
stories;  private,  stone,  brick  and  wood.  1  and  8 
stories:  wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord. ;  causes  of  fires  in- 


vestigated. Fire  dept.— 4  steamen,  4  comb.  e.  fth. 
wagons,  1  c  engine,  1  aerial  h.  ft  L  truck,  S  hose 
wagons,  42  horses;  hose,  oottoo,  rubber  Kocd, 
good,  12,000  ft.;  fire  alarm,  Gamewell.  80  boxes; 
value  of  dept.  equipment,  fiBO.OOO;  value  of  bld&, 
$86,000;  ann.  exp.  of  depL,  116,000;  total  neas.  II, 
paid  full  time  61,  paid  part  time  8Ql 

Watba  Supply— Source,  wells;  system,  pismp  to 
res.  snd  direct:  quality  of  water,  good;  res.  cap. 
6,000,000  gals.,  located  8  miles  north  of  center  of 
city;  9  pumping  engines,  cap.  per  day  W,800j800 
ftuU.,  oonstructcrs  Gould.  AUis-Chalmers,  Wortli> 
mgton;  mains,  caat  iron,  140  milea,  4  to  80  in.  dia.; 
1,800  hydrants:  1,250  valves:  meters,  total  number 
1,700,  Crown  S2S,  Empire  700.  Trident  76.  owned  by 
Co.;  11,000  services;  pipe,  nJv.  iron  and  lesd; 
pressure,  dom.  76  Iha.,  nre  80  lbs.;  consumption 
per  day,  12,000.000  nls. ;  cost  to  constmet,  8I.8081- 
000;  cost  of  mtce..  ^,000;  works  belong  to  Cow 

SAN  MARCOS,  pop.  6.600;  bldgs.,  brick  and 
stone,  1  to  8  stories:  wooden  roofs  not  permitted 
in  fire  area.  Fire  dept— 1  hand  ladder  truck,  2 
hose  wagons,  2  hose  carriages,  4  horaes;  hose, 
cotton,  rubber  lined,  good,  2.400  ft;  fire  alarm, 
bell  and  telephone:  value  of  dept.  equapmeat, 
$1,000;  ann.  exp.  ot  dept.,  88J500;  total  mem.  78, 
1  paid  man,  75  volunteers. 

WATia  Supply— Source,  river;  inrstem,  crBvicy 
snd  j>ump  to  res.;  res.  cap.,  7G0.Q00  gala.;  8 
pumpmg  enginea.  cap.  per  dav  2,OUO,uOO  g^la, 
constructors  Maxwell  ana  Wortnington;  maiaa,B 
miles,  4  to  10  in.  dia.;  26  hydrants;  84  valves; 
meters,  total  number,  25.  0^>wn.  Union;  preaaare, 
dom.  100  lbs.,  fire  250  Ibs^:  consumption 
day  000.000  jnls.,  per  cap.  800  gala.  iCoat  to 
struct.  $75,000:  ann.  coat  of  mtce..  $2,760;  t 
belong  to  Co. 


SAN  SABA,  pop.  880;  mercantile  bldgi^,  atoae, 
2  stories;  private,  brkk  and  wood,  1  and  2  stories; 
wooden  roofs  permitted;  no  fireworks  ord.;  no  fixe 
dept. 

WATsa  Supply — Source,  spring:  system,  pvmp* 
ing  direct;  quality  of  water  good;  pumping  en- 
ginea,  cap.  per  day  06,120  gals.,  mains  cast  iron 
6  miles.  H  to  6  in.  dia.;  116  hydrants:  pipe,  44^ 
miles,  8  to  3^  in.  dis.,  constructor  Knowlea;  180 
services;  pirie,  gal  v.  pressure  dom.  60  lbs.;  works 
owned  bv  Co.;  cost  to  construct  to  date,  827,000; 
exp.,  $600. 

SCHULENBURG,  pop.  1.149;  bidga.,  wood, 
1  and  8  stories;  wooden  roofs  not  permitted  in 
fire  limits.  Fire  dept.— >1  hsnd  engine.  2  private 
hand  engines,  20  c.  ex.,  1  h.  &  1.  tru^,  i  hose 
carts;  hose,  rubber,  good.  1.800  ft.:  alarm,  bell; 
value  of  dept  equipment,  $800;  value  of  bldgs., 
$76;  total  mem..  40  volunteers;  underwriters*  rat- 
ing, third  class. 

Wates  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  direct;  stdp.  cap.,  116,000  gala., 
dim..  14  X  100.  material  used  in  construction  iron; 
qusltty  of  wster.  good;  windmills  snd  gasoline 
engine,  ca^.  per  day,  6j0p0  to  18.000  gala.; 
mains,  cast  iron.  6%  miles,  8  in.  dia.;  16  hydrants; 
4  valves:  pressure,  dom.  64  lbs.;  cost  to  constmet, 
$11,000;  bonded  debt.,  $9,000;  int.  paid  on  bonda,  5 
per  cent;  works  belong  to  city. 

SCALY,  pop.   14nO;     fire    area,    1,288     i 
bldffs.,  wood  and  brick.  1  and  8  stories;    wi 
roon  permitted;   no  fireworks  ord.     Fire   dept.-- 
18  c.  ex.,  bucket  brigade;  alarm,  bell:  mem.  UL 

Watis  Supply — Source,  wells  and 


SEGUIN,  pop.  8,000;  fire  area, 
cantile  bldgs.,  orick,  1  to  8  stories;  private,  brick 
and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  ord.;  causes  of  nres 
investigsted.  Fire  depL— 1  c  engine,  4  c  band 
ex.,  In.  ft  1.  truck,  7  hose  wagons;  hose,  cotton, 
rubber  lined,  good,  4,000  ft.;  fire  alarm,  bells; 
value  of  dept.  equipment,  8$J600;  value  of  bldgs., 
$1,000;  total  mem.,  66  volunteers. 

Wates  Supply— Source,  river,  m  miles  frsa 
business  center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  80.000  ^Is.,  dim.  102  x  10,  material  naeo 
in  construction,  iron;  quality  of  water,  good;  8 
pumping  engines,  cap.  per  day.  2,000,000  gals.«  con- 
structor Gordon :  mainS|  cast  tron.  10  miles,  4  to  18 
in.  dia.;  44  hydrants:  20  valves;  750  senricea;  pres> 
sure.  dom.  46  lbs.,  fire  00  lbs.;  cost  to  constract, 
$80,000;  bonded  debt,  $18,000;  cost  of  mtce., 
works  belong  to  city. 
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SHERMAN,  pop.  14^00;  fire  area,  2,600  acres: 
mercantile  blags.,  brick,  stone  and  wood,  2  and 
8  stories;  private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com* 
bustioles  ord.  Fire  dept. — 1  steamer,  1  c.  engine, 
1  b.  &  1.  tnick,  Z  hose  carriages.  10  horses;  nose, 
cotton,  rubber  lined,  good,  4,000  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  118,400;  value  ot 
bldgs.,  120,000:  ann.  exp.  of  dept.,  $12,000;  total 
mem.,  62,  paid  full  time  12,  volunteers  60;  under- 
writers' rating,  third  class. 

Wateb  SuppLY-^Souree,  wells,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct;  stdp. 
cap  628,000  gals.;  res.  cap.  850.000  gals.;  2  pnmp- 
ing  engines,  cap.  per  day  8,000,000  gals.;  con- 
structor Worthington  and  American;  mains,  ma- 
terial, cast  iron.  14H  miles,  4  to  10  in.  dia.,  Chap- 
man; 2aO  hydrants,  Chapman;  27  valves;  meters, 
total  number  2,000,  Crown,  Union,  Hersey  Rotary, 
Thomson,  Worthington,  Nash;  2,400  services;  pipe, 
wrought  iron;  pressure,  dom.  80  lbs.,  fire  200 
lbs.;  cost  to  construct.  |146,000;  int.  paid  on 
bonds,  4  per  cent;  ann.  cost  of  mtce.,  $10,000; 
works  belong  to  city. 

SHINER,  pop.  1,000.  Fire  dept--^  hose  carts; 
hose.  900  ft.;  total  mem.,  84  volunteers. 

Wats«  Supply— System,  pump  to  stdp.:  res. 
cap.,  fiO.OOO  gals.;  mains,  IH  miles;  24  hydrants. 

SMITH VILLE,  pop.  8,000;  mercantile  bldgs., 
brick  1  to  8  stories;  private,  wood,  1  and  2  stones; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
sod  combustibles  ord.;  causes  of  fires  investigated; 
Fire  dept.— 2  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
reels;  hose,  rubber,  good,  1,000  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  11.600;  value  of 
bldgs..  $100;  ann.  exp.  of  dept,  $125;  toUl  mem., 
80  volunteers. 

WATsa  Supply— Source,  river,  2,040  ft.  from  busi- 
ness center;  system,  gravity  and  pump  direct;  fil- 
tration system,  gravel;  quality  of  water,  good; 
2  pumping  engines;  cap.  per  day,  1,600,000  gals.: 
constructors  Smith- Vaiie;  mains,  cast  iron,  4 
miles,  4  to  8  in.  dia.:  24  hydrants;  10  valves;  800 
services;  pipe,  galv.  iron;  pressure,  dom.  60  lbs.: 
fire  80  to  125  lbs.;  consumption  per  day,  200,000 
gals.;  cost  to  construct,  $26,000. 

SONORA,  pop.  1,200.  Fire  dept.— 2  hose  carts; 
hose,  1.200  ft.;  value  of  dept.  equipment.  $800; 
value  of  bldgs.,  $160;  ann.  exp.  of  dept,  $160;  to- 
tal mem.,  20,  paid  part  time. 

Watbs  Supply— Source,  wells;  system,  pump- 
ing; 4  pumps:  8  hydrants;  mains,  %  mile;  cost 
to  construct.  $16,000;  works  belong  to  Co. 

STAMFORD,  pop.  6,000.     Fire  dept— 1  gas  en- 

f:ine,  2  hose  carts,  1  hose  wagon,  8  norses;  hose, 
,800  ft;  total  mem.,  40  volunteers,  1  paid  man. 
Water  Supply— Source,     artificial     lake;     stdp. 
cap.,    100.000  gals.:   1   pump.   Dean:  16  hvdrants; 
works  owned  By  Stamford  Water  Works  Co.,  Inc. 

STEPHENVILLE^  pop.  909.  Fire  dept-2 
hose  carts;  hose,  1.000  ft;  total  mem.,  80  volun- 
teers; underwriters'  rating,  fourth  class. 

Watek  Supply— Source,  wells  and  creek;  stdp. 
cap.  68,000  gals.;  1  pump,  Worthington;  pressure, 
125   lbs. 

SULPHUR  SPRINGS,  pop.  4,000;  fire  area; 
100  acres;  mercantile  bldgs.,  brick,  1  and  2  stories; 
private,  wood,  IV^  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 1 
steamer,  1  comb.  c.  &  h.  wagon.  2  c.  hand  ex.,  1 
h.  &  1.  truck,  1  hose  cart,  2  horses;  nose,  cotton, 
rubber  lined,  good,  950  ft.;  rubber,  good,  600  ft.; 
total  hose,  1,490  ft;  fire  alarm,  bell;  value  of  dept. 
equipment,  $8,500;  value  of  bldgs.,  $6,000;  ann. 
exp.  of  dept.,  $750;  total  mem.,  20;  paid  full  time 
1,  19  volunteers. 

Watek  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
115,000  sals.,  dim.  12  x  UQ,  builder  O.  J.  Ger- 
man; 1  pumping  engine,  cap.  per  day  1,000.000 
gals. ;  constructors  Gordon  and  Worthington ; 
mains,  cast  iron,  4  miles,  8  to  8  in.  dia.. 
Rusk;      2R     hydrants.      National;     65     services; 

8ipe,      black     and     galv.     iron;     pressure,     fire 
9  lbs.:     cost  to  construct,  $60,000;    ann.  cost    of 
Bitce..  83.000;  works  belong  to  Co. 

TAYLOR,  pop.  6,880:  fire  area,  275  acres; 
bldgs.,    brick,    stone   ana    wood,    1   to   8   stories;    | 


wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept. — ^1  comb.  c.  &  h.  wagon, 
2  hose  carriageS|  6  c.  hand  ex.,  3  horses;  hose, 
cotton,  rubber  Imed,  good,  2,800  ft;  fire  alarm, 
bell;  value  of  dept  equipment,  $4,500;  value  ot 
bldgs.,  $8,000;  total  mem.,  65  volunteers;  under- 
writers' rating,  third  class. 

WATsa  bufpLY — Source,  springs  and  river,  )4 
and  3  miles  from  business  center;  system^gravity 
to  res.  and  pump  to  stdp. ;  stdp.  cap.  166.000  gals., 
dim.  16  X  104,  located  center  of  city;  material 
uaed  in  cons.,  steel;  quality  of  water,  good;  res. 
cap.  8,000,000  gals.,  located  near  city;  I  pumping 
engines,  cap.  per  day  1,600.000  gals.,  constructor 
Worthington;  mains,  cast  iron.  16  miles.  6  to  10 
in.  dia.;  44  hydrants;  40  valves;  meters,  total 
number  160;  (EO  services;  Pipe,  wrought  iron; 
pressure,  dom.  45  lbs.,  fire.  80  to  100  lbs.;  bonded 
debt.  $75,(KN);  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  Co. 

TEMPLE,  pop.  11.000;  fire  area,  2.150  acres: 
mercantile  bldgs.^  brick,  1  to  8  stories,  private, 
wood.  1  to  8  stones;  wooden  roofs  not  permitted^ 
fireworks  and  combustibles  ord.  Fire  dept— 1  c 
engine,  2  c  hand  ex.,  2  hose  wagons.  1  hose  reel. 
4  norses;  hose,  cotton,  rubber  Tinea,  good,  3,500 
ft;  fire  alarm,  bell;  value  of  dept  equipment, 
$10,000;  value  of  dept  bldgs.,  $10,000;  toUl  mem. 
86,  6  paid  full  time,  72  volunteers;  underwriters' 
rating,  third  class. 

Watu  Supply — Source,  river:  system,  pump  to 
stdp.,  stdp.  cap.  265jp00  gals.,  dim.  110  x  18;  res. 
cap.  6,000.000  gals.;  3  pumping  engines,  cap.  per 
day  3,000.000  gals.,  constructors  Dcane  and  Worth, 
ington;  mains,  19  miles.  8  to  18  in.  dia.,  Glouces- 
ter; 68  hydrants.  Chapman;  80  valves;  pressure, 
dom.  00  lbs.,  nre  160  lbs.;  cost  to  construct, 
8110,000;  ann.  cost  of  mtce.,  $12,500;  works  be 
long  to  city. 

TERRELL,  pop.  6,600;  fire  area,  480  acres;  mer- 
cantile bldgs..  brick  and  wood,  1  to  8  stories;  pri- 
vate, brick  and  wood,  1  to  2  stories;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combus- 
tibles ord.:  causes  of  fires  investinted.  Fire  dept 
-2  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose  wagons,  1 
hose  reel,  4  horses;  hose,  cotton,  rubber  lined, 
good,  2,500  ft;  inferior,  all  kinds.  800  ft.;  total 
hose,  2,800  ft.;  fire  alarm,  bell;  value  of  dept. 
eouipment  $4,000;  value  of  bldgs.,  $2,600;  ann.  exp. 
of  dept.,  $2,000;  total  mem.,  82;  paid  full  time  2,  80 
volunteers. 

WATEa  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  160,000  ffals.;  3  pumping  engines; 
cap.  per  day  600,000  gals.,  constructor  Worthing- 
ton; mains,  6  miles;  48  hydrants,  Ludlow; 
meters,  total  number,  160;  pressure,  dom.  50  lbs., 
fire  50  lbs.;  consumption,  per  day  200,000gals.,  per 
capita  83  gals.;  cost  to  construct,  $48,000;  works 
belong  to  city. 

TEXARKANA.  pop.  10.000:  bldgs.,  brick  snd 
wood,  2,  8  and  4  stones;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept.— 1 
comb,  engine  and  truck,  2  h.  &  1.  trucks.  2  hose 
wagons,  4  horses;  hose,  cotton,  rubber  lined,  good, 
2.500  ft.;  fire  alarm,  bell:  value  of  dept  equip- 
ment. $3,600;  value  of  bldgs.,  $1,200;  total  mem., 
68  volunteers:  underwriters*  rating,  second  class. 

WATEa  Supply— Source,  lake  and  wells;  system, 
pump  to  stdp.  and  direct;  stdp.  dim.,  110x20:  8 
pumping  engines,  class  dup.  comn.,  cap.  per  day 
8.000.000  gals.;  constructors  Gordon,  Fairbanks- 
Morse;  mains,  9  miles,  4  to  12  in.  dia.;  110  hy- 
drants; pressure,  dom.  46  lbs. 

TYLER,  pop.  12,000;  fire  area,  648  acres;  bldgs., 
wood  and  onck,  1  and  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — ^2  c.  en- 
gines, 2  h.  &  1.  trucks,  1  hose  wagon,  4  horses; 
hose,  cotton,  rubber  Imed,  good.  8,300  ft.;  fire 
alarm,  telephone  and  bell ; .  value  of  dept  equip- 
ment. $11,000:  value  of  bldgs.,  $20,000;  total  mem. 
32,  paid  full  time  7,  volunteers  26;  underwriters' 
rating,  third  class. 

Watss  Supply — Source,  creek  and  spring  6 
miles  from  business  center;  system,  pump  direct; 
res.  cap.,  26.000.000  gals.;  8  pumping  engines, 
cap.  ncr  dav.  4.250.000  pi  Is.:  constructors.  Worth- 
ington. Gordon;  mains  184-5  miles.  4  to  18  in. 
dia..  National;  100  hydrants.  Nelson.  Runsey;  44 
valves;  meters,  total  number  29,  Crown  20,  Gem  1, 
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Hcrsey  Roury,  2;  Worthiiiffton,  4;  Nash,  2; 
pressure,  dom.  50  lbs.,  fire,  100  lbs.;  cost  to  con- 
struct, $200,000;  ann.  cost  of  mtce.,  $5,000;  works 
belong  to  Co. 

UVALDE,  pop.  6,000;  fire  area,  400  acres;  mer- 
cantile bldgs.,  wood  and  brick,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept.— 1  h.  &  1.  truck,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good,  1,000  ft.;  fire  alarm,  bell; 
value  of  dept.  equipment,  $1,200;  value  of  bidgs., 
$125;  ann.  exp.  of  dept.,  $160;  total  mem.,  45  vol- 
unteers;  underwriters'  rating,  second  class. 

Water  Supply— Source,  wells,  300  yds.  from 
business  center;  system,  pump  to  stop.;  stdp. 
cap.,  S5,000  gals.;  dim.  100  x  12;  pumping  en^nes, 
cap.  per  day,  1,152,000  gals.,  constructor  Worth- 
ington;  mains,  cast  iron,  S  miles,  4  to  6  in.  dia.. 
Huntsville;  28  hydrants;  500  services;  pipe,  iron; 
pressure,  dom.  and  fire,  150  lbs. ;  cost  to  con- 
struct, $36,000;  ann.  cost  of  mtce.,  $9,500;  works 
belong  to  Co. 

VAN  ALSTyN4  pop.  1,940:  fireworks  and  com- 
bustibles ord.  Fire  dept. — 1  c.  engine.  1  h.  & 
1.  truck,  1  hose  cart;  hose,  cotton,  rubber  lined, 
good,  1^250  ft.;  rubber,  1,250  ft.;  fire  alarm,  bell 
and  whistle;  total  mem.,  10  volunteers. 

Water  SuppLv—Source,  well,  2  blocks  from 
business  center;  system,  pump  to  stdp.,  dim.  12  x 
lOO;  material  used  in  construction  steel,  quality 
of  water,  good;  1  pumping  engine,  class  dup.,  cap. 
per  day,  100,000  gals.;  constructors  Gardner  6: 
Gordon;  mains,  cast  iron,  2Vi  miles,  4  to  6  in.  dia.; 
27  hydrants:  9  valves:  meters,  total  number  110, 
Buffalo  43,  Pittsburg  67,  owned  by  consumer;  4  ser- 
vices: pipe,  galv.  iron;  pressure,  dom.  35  to  45  lbs., 
fire  125  lbs.;  cost  to  construct,  $16,525;  bonded 
debt,  $13,000:  int.  paid  on  bonds,  4.  6  and  €  per 
cent;  cost  ot  mtce.,  $1,200;  works  belong  to  city. 

VERNON,  pop.  3,000;  fire  area,  GO  acres;  mer- 
cantile bldgs.,  orick  and  wood,  1  to  3  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
no  fireworks  ord.;  fires  investigated. 

Watzr  Supply — Source,  wells. 

VICTORIA,  pop.  4.010;  fire  area,  640  acres; 
bidgs.,  brick  ana  wooo,  1  and  2  stories;  wooden 
roots  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — ^1  h.  & 
I.  truck,  4  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  3,150  ft.;  fire  alarm,  Gamewell;  value 
of  dept.  equipment^  $9,000;  value  of  bldgs.,  $6,000; 
total  mem.  115,  paid  full  time  2,  volunteers  113; 
underwriters'  rating,    second  class. 

Water  Supply— Source,  2  artesian  wells;  sys- 
tem, pump  to  stdjp.  and  direct;  stdp.  cap.,  150,000 
^als. ;  dim.  100  x  16;  builder,  I.  T.  tones;  2  pump- 
mg  engines,  cap.  per  day  3,000,000  gals.;  con- 
structor, Worthington;  mains,  cast  iron,  10% 
miles,  4  to  12  in.  dia.;  137  hydrants,  Eddy  and 
Corey;  22  valves;  420  services;  pipe,  galv.  iron; 
pressure,  dom.  45  lbs.,  fire  100  Ids.;  cost  to  con- 
struct, $92,000;  int.  paid  on  bonds.  6  per  cent; 
works  belong  to  city. 

WACO.  pop.  30,000;  fire  area.  36  blocks;  mer- 
cantile bldgs.,  brick,  2  and  5  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — t  steamers,  1  c. 
engine,  20  hand  ex..  2  h.  &  1.  trucks,  1  chiefs 
wagon,  5  hose  reels,  24  horses;  hose,  cotton,  rub- 
ber lined,  good  8.000  ft;  fire  alarm,  Gamewell, 
64  boxes;  value  of  dept.  equipment  and  bldgs., 
$96,000;  ann.  exp.  of  dept.,  $26,800;  total  mem., 
205,  paid  full  time  42,  volunteers  172;  underwriters' 
rating,  first  class. 

\Vater  Supply — Source,  wells;  system,  gravity, 
pump  to  stdp.  and  direct;  stdp.  cap.,  200,- 
000  gals.,  dim.  20  x  86,  cons,  steel,  build- 
ers, Ripley  &  Bronson;  res.  cap.  5,000.000  gals.; 
5  pumping  engines;  cap.  per  dav,  12,000,000  gals.; 
constructors,  Deane,  Worthington;  mains, 
cast  iron,  76  miles,  4  to  20  in.  dia..  South  Pitts- 
burg; 350  hydrants,  Ette,  Henger;  200  valves; 
meters,  total  number  20,  Worthington.  Thomson; 
5,000  services;  pipe,  galv.  iron;  pressure,  dom.  60 
lbs.,  fire  80  lbs.;  cost  to  construct,  $600,000; 
bonded  debt,  $422,000:  int.  paid  on  bonds,  4  and  6 
per  cent;  ann.  cost  of  mtce.,  $40,000;  works  belong 
to  city. 


WAXAHACHIE,  pop.  6,000;  fire  area,  190D 
acres;  mercantile  oldgs.,  brick  and  stone,  1  to  3 
stories;  private,  wood,  10  ft  high;  wooden  roofs 
not  permitted  in  fire  area;  fireworks  and  combos- 
tibles  ord.;  causes  of  fires  investigated.  Fire 
dept.— 1  steamer,  1  comb.  c.  &  h.  wagon,  6  c  hand 
ex.,  1  h.  &  1.  truck,  2  hose  wagons,  2  boM 
carriages,  8  horses;  hose,  cotton,  rubber  lined, 
ffood,  2,000  ft.;  inferior,  all  kinds,  900  ft.;  total 
nose,  2,300  ft.;  fire  alarm,  electric;  value  of  dejR. 
equipment.  $9,000;  value  of  bldgs.,  S17,ti00;  ann. 
exn.  of  dept.,  $2,300;  total  mem.,  50;  paid  full 
time  3,  paid  part  time  S,  44  volunteers. 

Water  Supply— Source,  wells,  800  ft.  from  busi- 
ness center;  system,  pump  to  res.  and  stdp.;  stdp. 
cap.  138,000  gals.,  dim.  1&  x  105;  material  nsed  m 
cons.,  iron;  quality  of  water,  good;  res.  cap.,  500,- 
000  gals.,  2  pumping  engines;  class,  comp.;  cap. 
per  day,  1,500,000  gals.;  constructors  Knowles  and 
Laidlaw-Dunn-Gordon;  mains,  cast  iron,  7  miles, 
4  to  12  in.  dia.;  56  hydrants;  30  valves;  meters, 
total  number  251;  600  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.;  fire  50  lbs.;  consumption 
per  day,  200,000  ^Is.;  cost  to  construct.  $53.0(K}; 
bonded  debt.  $30,MO;  int.  paid  on  bonds,  4  to  5  per 
cent;  cost  ot  mtce.,  $31,000;  works  belong  to  city. 


WEATHERFORD,  pop.  7,000;  fire  area,  900 
acres;  mercantile  bldgs.,  stone  and  brick.  1  to  5 
stories;  private,  wood,  2  stories;  wooden  roofs  not 

Eermitted  in  fire  area;  fireworks  and  combo^- 
les  ord.;  causes  of  fires  investigated.  Fire  dent.— 
1  steamer.  3  c.  hand  ex.,  1  h.  &  I.  truck,  2  hose 
wagons,  1  hose  carriage,  2  horses;  hose*  cotttm, 
rubber  lined,  good,  ^500  ft. ;  fire  alarm,  bell; 
value  of  dept  equipment,  $8,000;  value  of  bldgs.. 
$2,000:  ann.  exp.  of  dept.,  $365;  total  mem.,  ^ 
paid  tull  time  1,  59  volunteers. 

Watbr  Supply— Source,  wells,  1,000  yds.  from 
business  center;  system,  pump  to  res;  quality  d. 
water,  good;  res.  cap.  1,000,000  gals.,  2  pumpittg 
engines;  cap.  per  day  1,275,000  gals.,  constructor 
Deane:  mains,  cast  iron,  7  miles,  4  to  10  in.  dia.: 
34  hydrants:  15  valves;  meters,  total  number  2^ 
Nash  1,  Union  10,  Hersey  Rotary  1,  Trident  IM. 
Hersey  Disc.  12.  Buffalo  12,  Columbia  2,  Key- 
stone 12,  owned  by  Co.;  442  services;  pipe,  galv. 
iron;  pressure,  dom.  46  lbs.;  fire  M  lbs;  consumih 
tion  per  day,  100,000  gals.;  cost  to  construct,  XlSSk- 
000:  cost  of  mtce.,  $9,000;  works  belong  to  Co. 


WEIMAR,  pop.  lAOO:  fire  area,  640  •^.^,  »«»- 

cantile  bldgs.,  stone,  brick  and  wood,  1  and  S 
stories;  private,  stone,  brick  and  wood,  1  and  2 
stories;  wooden  roofs  not  permitted  in  fire  area: 
fireworks  and  combustibles  ord.  Fire  dept.—! 
steamer,  1  h.  engine,  1  c.  engine,  1  c.  hand  ex.^  1 
h.  &  1.  truck,  4  hose  carriages;  hose,  rubber,  good, 
1,400  ft.;  inferior,  all  kinds,  500  ft.;  total  hose. 
1,900  ft.;  fire  alarm,  bell:  value  of  dept.  eqnip> 
ment,  $7,000;  value  of  blags.,  $600;  ann.  exp.  of 
dept,  $300;  total  mem.,  45;  paid  part  time  1,  44 
volunteers. 

Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp. cap.,  100.006 nls.; 
dim.,    100   X    13;    material    used    in    cons,    ntia; 

auality  of  water,  good;  2  pumping  engines;  class, 
up.;  cap.  per  day,  80,000  gals.;  constructors 
American  Well  Work^;  mains,  cast  iron,  S  miles. 
4  to  10  in.  dia.;  19  hydrants;  7  valves;  pressure  fire 
40  lbs.;  cost  to  construct,  110,000;  cost  of  mtce., 
$600;  works  belong  to  city. 

WEST,  pop.  851;  fire  area,  8  acres;  aierca» 
tile  bldgs.,  brick,  stone  and  iron,  1  and  2  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  noi 
permitted;  fireworks  and  combustibles  c»d.: 
causes  of  fires  investigated.  Fire  dept. — 1  hcsc 
carriage;  hose,  cotton,  rubber  lined,  good  l.Ono 
ft.;  inferior,  all  kinds  800  ft.;  total  hose,  1,800 
ft.;  fire  alarm,  bell;  total  mem.,  12  volunteers; 
underwriters'  rating,   third  class. 

Water  Supply — -Source,  wells,  in  busiseaa  cc»> 
ter;  system,  gravity,  pump  to  res.  and  stdp., 
stdp.  cap.  115.000  gals.,  res.  cap.  *S,O0r>  gaU.; 
size  14  X  8  X  10.  cap.  per  day  864.000  gals.;  con- 
structors Worthington;  mains,  ealv.  and  blaek 
7  miles,  2  to  6  m.  dia.;  18  hydrants;  SCO  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  35  1b^ 
fire  80  to  90  lbs.;  consumption,  per  day  SfllAOl 
gals.,  per  cap.  62  gals.:  cost  to  construct.  $3\.OO0: 
ann.  cost  of  mtce.,  $1,800;  works  belong  to  Co. 

WHARTON,  pop.  2.O0O.  Fire  dcpt.-l  ho*< 
cart,  700  ft.  hose.    Insurance  key  rate  74  cents. 
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Water  Supply— Source,  deep  well  Dump;  sys- 
tem, pumping,  1  elevated  steel  tank,  125  ft  high; 
cap.,  60,000  gals.;  2  pumps,  constructor  Blake, 
dup.;  pressure,  32  lbs.;  mams,  6,000  ft.,  4  to  6  in. 
dia.;  23  hydrants. 

WHITESBORO,  pop.  1,800;  mercantile  bld^s., 
brick,  1  and  2  stories;  private,  wood,  1  and  2  stones; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated 
Fire  dept.— 1  water  tower,  1  h.  &  1.  truck,  2  hose 
carts;  hose,  600  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  11,600;  value  of  bldgs.,  ^00;  total 
mem.,  20  volunteers. 


mains,  4  to  8  in.  dia. ;  40  nydrants ;  pressure,  40  to 
60  lbs.  normal. 

WHITEWKIGUT,  pop.  2,600;  fire  area,  30  acres; 
mercantile  bldgs.,  bnck,  1  to  2  stories;  private, 
wood,  1  Mtory;  wooden  roofs  permitted  in  fira 
area;  fireworks  ord.  Fire  dept.— 1  hose  wagon, 
hose,  cotton,  rubber  lined,  ^ood,  1,400  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment,  (1,200;  ann. 
exp.  of  dept.,  |600;  total  mem.,  10  volunteers. 

Watbs  Supn.Y — Source,  wells;  system,  pump  to 
stdp.;  dim.  12x80;  1  pumping  engine;  7  hydrants. 

WHITNEY,  pop.  766;  fire  area,  20  acres;  mer- 
cantile bldgs.,  bnck,  2  stories^  private,  wood,  1 
story;  wooden  roofs  not  j>ermitted;  no  fireworks 
ord.  Fire  dept.— 1  c.  cngme,  7  c.  ex..  1  h.  &  1. 
truck;  hose^l.OOO  ft.;  fire  alarm,  bell;  value  of 
equipment,  $300;  value  of  bldgs.,  |150;  ann.  exp.  of 
dept,  $16;  total  mem.,  20  volunteers;  underwriters' 
rating  third  class. 

Watbr  Supply — ^Source,  artesian  wells;  2  blocks 
distant;  system,  gravity;  4  hvdrants;  185  ser- 
vices; pipe,  4  miles,  2  to  4  in.  dia.;  pressure,  fire 
50  lbs.;   cost  to  construct,  |6,000. 

WICHITA  FALLS,  pop.  10,000;  fire  area,  15 
blocks;  mercantile  bldgs.,  brick  and  stone,  1  to 
6  stones;  private,  wood  and  brick,  1  and  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept.— 1  comb.  c.  &  h.  wagon,  1  auto- 
mobile comb.  c.  &  h.  wagon,  2  c.  hand  ex.,  2 
horses;  hose,  cotton,  rubber  lined,  good,  2,500  ft.; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, 113,860:  value  of  bldgs.,  $8,000;  ann.  exp. 
of  dept.,  $2,110;  total  mem.  13,  paid  full  time  2, 
11  volunteers. 


Watbb  Supply — Source,  lake:  ijitem,  pump  to 
water  tower:  tower  cap.,  106,000  gals.;  nitration 
system,  mechanical;  res.  cap.,  {M),0(K),OOOgals. ;  2 
pumping  engines,  cap.  per  day  4,000,000  gals., 
constructor  Worthington;  mains,  6  miles,  4  to  10 
in.  dia. ;  50  hydrants,  Corey ;  meters,  total  number, 
800;  pressure,  dom.  4i5  to  5o  lbs.,  fire  150  lbs. ;  con- 
sumption, per  day,  800,000  gals.,  per  cap.  160  gals. ; 
cost  to  construct,  $55,000;  ann.  cost  of  mfcce., 
$2,250;  works  belong  to  Co 

WILLS  POINT,  pop.  1,347;  mercantile  bldgs., 
brick.  Fire  dept.— 1  gasoline  engine,  1  c.  engme, 
1  hose  carriage ;  total  hose,  660  ft. ;  fire  alarm,  bell. 

Water  Supply— Source,  wells  and  cisterns;  sys- 
tem,  pumping. 

YOAKUM,  pop.  7,000:  fire  area,  800  acres;  mer- 
cantile bldgs.,  wood  ana  brick,  1,  2  and  3  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 2  c.  hand 
ex.,  1  h.  &  1.  truck,  1  hose  wagon,  3  horses;  hose, 
cotton,  rubber  lined,  good,  2,000  ft.;  inferior  all 
kinds,  1,000  ft.;  total  hose,  3,000  ft.;  fire  alarm, 
bell  and  telephone;  value  of  dept.  equipment, 
82,300;  value  of  bldgs.,  $3,500;  ann.  exp.  of  dept, 
$800;  total  mem.  42,  paid  men  2,  40  volunteers; 
underwriters'  rating,  tnird  class. 

Water  Supply— Source,  wells;  system,  pump  to 
res.  and  direct;  stdp.  cap.,  80,000  gals.;  res.  cap., 
1,000,000  gals.,  pumping  engines,  cap.  per  day  2,* 
750,000  gals.,  constructors  Smith- Vaile,  Fairbanks- 
Morse;  mains,  6  miles,  4  to  8  in.  dia.;  60  hydrants; 
meters,  total  number  8;  650  services;  pressure, 
dom.  00  lbs.,  fire  120  lbs.;  cost  to  construct,  $86,- 
236;  ann.  cost  of  mtce.,  $5,200. 

YORKTOWN,  pop.  1,200.  Fh-e  dept— 1  hose 
cart,  2  c.  engines;  hose,  1,000  ft.;  total  mem.,  40 
volunteers.    Insurance  key  rate  79  cents. 

Water  Supply— Source,  2  artesian  wells;  sys- 
tem, pump  to  stdp.  and  direct;  stdp.  cap  64,000 
gals.,  8  hydrants. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organized  fire  department:  Alvord.  Athens, 
Atlanta.  Beeville,  Burnet.  Bunon,  Clarendon, 
Clifton,  Content.  Crockett.  Cotula,  Detroit,  Flat- 
onia,  Forney,  Fort  Davis,  Glen  Rose^  Gilmer, 
Goldthwaite,  Henderson^  Jacksboro,  Livingston, 
Mason.  Mineola,  Rio  Grande,  San  Diego.  San 
Elizaro,  Seymour,  Thurber,  Wolf  City.  YsTeta. 
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UTAH 

ABBREVIATIONS.— *Ann.,  anaoal:  vw,,  avenge;  bldg*.,  buildingt;  oe|».,  capacity (  dm., 
C  chemical;  c.  &  h.,  chemical  and  hose;  die,  clerk;  comb,  corabinattoo;  comr.,  commitsioner: 
mittee;  comp.,  compound;  con t.,  construction ;  dept.,  department;  dia^  diameter :  dim.,  dimcasiona;  dooL, 
domestic;  dup.,  duplex;  eng.»  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft,  feet;  gals.,  gallona;  h.  d, 
high  duty;  h.  &  l.« hook  and  ladder;  ins., insurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt,  superiatcBdcnL 


BRIGHAM  CITY,  pop.  8,000;  fire  area,  6 
blocks;  mercantile  bldgs.,  brick,  1  to  S  stones; 
private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of 
fires    investigated.    Fire    dept~l   h.    &   1.    truck, 

1  c.  hand  ex.,  1  hose  cart:  hose,  cotton, 
rubber  lined,  good,  IJOO  ft.;  inferior,  all  kinds, 
ISO  ft;  total  hose,  1,250  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  13,000;  value  of  bldgs., 
$300;  aon.  exp.  of  dept,  $800;  toUl  mem.,  201 

VvATBa  Supply— Source,  springs,  4  miles  from 
business  center;  system,  gravity;  quality  of  wnter, 

food;  res.  cap.,  176,000  gals.;  mains,  kalamein. 
1  miles;  43  hydranU;  22  valves;  2  meters;  323 
services;  pipe,  jgaiv.;  pressure^om.  50  lb».,  hre  il> 
lbs.;  consumption  per  day,  200,000  gals;  cost  to 
construct  134,000;  bonded  debt  I20,(XIO;  tnt  paid 
on  bonds,  6  per  cent;  ann.  cost  of  mtce.,  1300; 
works  belong  to  city. 

CEDAR  CITY,  pop.  1,M0l  No  organized  fire 
dept. 

WATsa  Supply— System,  gravity  and  pumping: 
res.  cap.  300.000  gals.;  mains,  3  to  8  in.  dia.;  4 
hydrants;  pressure,  80  lbs. 

EPHRAIM.  Fire  dept— 1  hand  engine,  1  hose 
carriage;  hose,  760  ft;  fire  alarm,  bell;  total  mem., 
12  volunteers. 

WATsa  Supply— Not  reported. 

EUREKA,  nop.  8^065;  bldgs.,  brlclt  atone  and 
wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  and  combustibles  ord.  Fire 
dept — 1  h.  &  1.  truck,  1  hose  wagon,  1  hose  car^ 
riage  2  horses;  hose,  cotton,  ruboer  lined,  good 
5B<T  ft;  inferior,  all  kinds,  fiSO  ft;  total  hoae, 
1,100  It;  fire  alarm,  bell;  value  of  dept  equipment. 
|(JiH>;  value  of  blUgs.,  (oOO;  ann.  exp.  of 
dept..  $8<><);  total  mem..  50  volunteers;  under- 
writers* rating  fourth  claaa. 

Watbb  Supply— Source,  wells,  8\4  miles  from 
business  center;  svstem.  pump  to  tanks,  tank 
cap.  lOOjOOO  gals.,  dim.  16  x  24,  located  on  side 
of  mountain,  material  used  in  cons,  wood;  quality 
of  water,  good;  1  pumping  engine,  class  Corliss, 
cap.  per  dav  144,0w  gals.;  mams,  10  miles,  2  to 
6  m.  dia.;  20  hydrants.  National;  18  valves;  me- 
ters, total  number  6,  Worthington.  owned  by  city; 
260  services;  pipe,  spiral  riveted;  pressure,  fire 
160  lbs.;  consumption  per  day  120,000  gals.,  per 
capita  40  gals.;  cost  to  construct,  120.000;  bonded 
debt,  |20.0iDO;  int.  paid  on  bonds.  5  per  cent; 
ann.  cost  of  mtce.,  31.000;  works  belong  to  city. 

LOGAN,  pop.  9.000;  fire  area.  60  acres;  mercsn* 
tile  bldgs.,  brick,  1  to  3  stories;  private,  brick, 
and  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — 1  hand  engine. 
4  c.  hand  ex.,  1  comb.  c.  &  h.  wajB^on,  1  hose  cart, 

2  horses:  hose,  cotton,  rubber  lined,  good.  3.700 
ft.;  fire  alarm,  bell  and  telephone:  value  of  dept. 
equipment.  34.775:  ann.  exp.  of  dept,  $766;  total 
mem.  10,  paid  full  time  2,  8  volunteers. 

Watbb  Supply— Source,  river,  8  miles  from 
business  center;  system,  gravity:  q^uality  of  water 
good;  mains,  iron  and  wood.  6^^  miles.  4  to  10  in. 
dia.,  Colorado  Iron  Co.,  66  hvdrants,  Ludlow; 
pipe,  iron  and  lead;  pressure,  aom.  150  lbs.,  fire 
120  lbs.;  cost  to  construct,  363,000;  int,  paid  on 
bonds,  6  per  cent;  ann.  cost  of  mtce.,  31,200; 
works  belong  to  city. 

MANTI,  pop.  2.40A;  mercantile  bldgs.,  wood 
and  brick,  1  to  3  stories;  private,  wood,  1  and  2 
stones:  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.  No  organized  fire  dept — 1  h 
it   1    truck, 

Watbb  Supply— Source,  spritigs,  8  miles  fmm 
business  center;  sv«tem.  gravity;  res.  cap.,  60,000 


Sis.;  mains,  wood  and  iron,  12  milea,  S  to  8  in. 
R.;  17  hyorants,  Douglas  &  Mnrdock:  2lfi  ser- 
vices; pipe,  galv.  iron;  pressure,  dom.  6Q  Iba.,  fire 
60  lbs.;  ooDsumptioa  per  day.  17a,00(^  gala.;  coat 
to  construct.  353,000;  bonded  debt,  3^000;  int  paid 
on  bonds,  6  per  cent;  ann.  cost  ot  mtoe.,  OS; 
works  belong  to  city. 


MERCER,  pop.  1,700;  fire  area,  7 
cantile  bldga.,  stone,  one  story;  private,  wood, 
one  story;  wooden  roofs  not  permitted  ia  fire 
area;  fireworks  and  combustibles  ord.;  caoacs  of 


fires  investigated;  av.  loss  peryear  for  3  years. 
1300:  av.  ins.  for  same  time,  3300.  Fire  dept— 1 
h.  «  L  truck  1  hoae  reel;  hoae,  cotton,  rubber 
lined,  good  600  ft;  inferior,  all  kinds.  300  ft; 
total  hose,  900  ft;  nre  alarm,  bell;  value  of  dept 
equipment|800;  value  of  bldgs.  $1,000:  ann.  exp. 
of  dept.  3200;  total  mem..  28  volunteers. 

Watbb  Supply— Source,  Ophir  Creek,  T  odies 
from  business  center;  system,  tanks;  stdp.  cap., 
200,000  gals.;  construction,  wood;  qnalitv  ot  water, 
good;  8  pumping  engines,  cap.  per  day,  611,SN 
mains,  steel,  26  miles;  8  hydrants;  50  ^Ivcs;  2 
meters,  maker.  Worthington;  pipe,  galv.  iron;  pirs- 
sure,  aom.  100  lbs.,  fire  100  lbs.;  consamoHon  per 
day,  50,000  gals.;  cost  to  construct  3115,000;  ana. 
cost  of  mtce.,  32,000;  works  belong  to  private  Co. 


MT.  PLEASANT,  pop.  3,000;  fire 
acres;  mercantile  bldgs.,  brick  and  wood.  1  to  3 
stories;  private,  brick  and  wood,  2  stories;  wood- 
en roofs  not  permitted;  fireworks  and  conibusti- 
bles  ord.;  causes  of  fires  investigated;  av.  fire  loas 
per  yr.  for  3  vrs.,  32,600.    Fire  dept— 1  hand  en- 

fine,  2  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon 
horses;  hose,  cotton,  rubber  lined,  good,  ijOOO 
ft;  fire  alarm,  bell;  value  of  dept  equipment. 
33.000;  ann.  exp.  of  dept,  320O;  total  mem.  U. 
paid  part  time;  underwriters'  rating,  fourth  class. 
Wateb  Supply — Source,  mountain  streams,  4 
miles  from  business  center;  system,  gravity;  qinal- 
ity  of  water,  sood;  res.  cap.,  250.000  gals.;  located 
H  mile  east  of  town;  35  Iwdrants:  pressure,  96  lbs.; 
cost  to  construct,  335,000;  bonded  debt  318.000; 
int  paid  on  bonds,  6  per  cent;  cost  of  mtce., 
3700. 

OGDEN  CITY,  pop.  80,000;  fire  area.  UJBI 
acres;  mercantile  bldgs.,  brick  and  stone,  1  to  5 
stories;  private,  brick,  1)^  stories;  wooden  roofs 
not  permitted:  (ire works  and  combustibles  ord.; 
causes  of  fires  investigated.    Fire  dept — 1  steamer, 

1  hand  engine,  1  c.  ennne,  6  c  hand  ex..  1  comb, 
c.    &  h.   wagon,  1  h.   &  1.  truck,   1  aerial    truck, 

2  hose  wagons,  1  hose  reel.  7  horses;  hose,  cotton, 
rubber  lined,  good  8,450  ft;  fire  alarm.  Garaewell, 
25  boxes;  value  of  dept.  equipment,  3S8.00O;  value 
or  dept.  bldgs.,  324,060;  ann.  exp.  of  dept.  396.* 
083.80:  total  mem..  48,  paid  full  time  20,  paid  part 
time  23;  underwriters'  rating,  third  class. 

Watbb  Supply — Source,  nver,  8  miles  from  boa^ 
ness  center;  system,  gravity:  res;  cap.,  7.00f*,«"© 
gals.;  mains,  kalamein.  40  miles,  2  to  30  in.  dia., 
Natl.  Tube  Works;  117  hydrants,  Ludlow;  ITO 
valves;  meters,  total  number  80,  Hersey,  Unioo, 
3.600  services:  pipe,  galv.  iron;  pressure,  doo. 
86  lbs.,  fire  120  lbs.;1bonded  debt  3450.000;  int 
paid  on  bonds  i\k  pcr  cent;  works  belong  to  City. 

PARK  CITY,  pop.  6,000;  fire  area,  800  acres: 
mercantile  bldgs.,  onck  and  wood.  1  and  2  stones; 
private,  wood,  1  and  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  combustibles  ord.;  canoes  ol 
fires  Investigated.  Fire  dept— 1  h.  &  1.  truck.  2 
c.  engines,  6  hose  carts,  12  hose  reels;  ho«e,  rub- 
ber, good.  3,000  ft;  fire  alarm,  bell  and  wtiistle; 
value  of  aept  equipment,  320.000;  value  of  bldgv 
36.000;  ann.  exp.  of  dept,  31.»0;  total  mem.,  IS 
volunteers. 

Watbb  Supply— Source,  mountain  streams*  IH 
miles  from  business  eentcc;  syttcn*  gravity; 
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cap.,  6,000,000  gals.;  mains,  iron,  6  miles,  4  to  U 
in.  dia..  National;  88  hydrants;  pipe,  iron:  pres- 
snre,  fire  IfiO  to  200  lbs. ;  cost  to  construct,  116,000. 

PROVO  CITY,  pop.  7,600;  fire  area,  820  acres; 
nercantilc  bidgs.,  brick,  1  to  8  stories;  private, 
brick,  1%  stories;  wooden  roofs  not  permitted; 
fircworlca  and  oombuatiblea  ord.;  causes  of  fires 
iavesttoaiod  Fiie  dept. — ^1  steamer.  1  bo^e 
wagon,  4  horses;  hoae,  cotton,  rubber  lined, 
good,  1,900  ft.;  fire  alarm,  bell:  value  of  dept. 
equipment.  $8,000;  value  of  bldjn*  13.000;  ann. 
cxp.  of  dept,  11,000;  total  mem.  24,  paid  full  time 
2,  22  volunteers. 

Watkb  Supply— Source,  river,  8  miles  from  busi- 
ness center;  system,  gravity;  res.  cap.  271,125 
rls.;  mains,  cast  iron  and  wood,  28  miles,  4  to 
in.  dia.;  90  hydrants,  Ludlow;  86  valves;  1,800 
services:  pipe,  galv.  iron;  pressure,  dom.  76  lbs., 
fire  110  lbs.;  cost  to  construct,  $200,000;  ann.  cost 
of  mtce.,  $2,000;  works  belong  to  city. ' 

RICHFIELD,  pop.  2,000;  fire  area,  600  acres; 
mercantile  bldgs..  brick  and  stone,  1  to  8  stories; 
private,  brick,  l\k  and  2  stories;  no  wooden  roofs 

Sermitted  in  fire  limits;  combustibles  ord.  Fire 
epL— 1  c.  engine,  2  hose  carts;  hose,  cotton,  rub- 
ber lined.  1.000  ft;  rubber,  good,  200  ft:  total 
faose,  1,200  ft;  fire  alarm,  bell;  value  of  dept. 
equipment,  $1,200;  value  of  bldgs.,  $200;  total 
mem.,  6  volunteers. 

Watbk  Supply— Source,  springs;  system,  grav- 
ity; mains,  8  in.  dia.;  7  hydrants. 

SALT  LAKE  CITY.  pop.  112,848;  fire  area.  28,- 


OOO  acres;  mercantile  bldgs.,  brick  and  stone,  1  to 
11  stories;  private,  brick  and  wood.  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
■nd  combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  yr.  for  8  yrs..  $86,497  av.  ins.  in- 
volved for  same  time,  $1,635J11.  Fire  dept.— 8 
b.  ft  1.  trucks,  4  steamers,  1  c.  engine,  10  c.  hand 
ex.,  1  aerial  truck.  1  comb,  c  &  hose  wsgon,  8 
bose  wsgons,  2  reels,  82  horses;  hose  cotton,  rub- 
ber lined,  good.  6.000  ft;  inferior,  all  kinds,  6,660 
ft;  total  hose.  11,660  ft;   fire  alarm,   electric,  74 


boxes;  value  of  dept  equipment  $70,000:  value  of 
bldgs.,  $146,000;  ann.  exp.  of  dept,  $79,m.l8,  total 
mem.,  64,  paid  full  time. 

Watm  Supply — ^Source,  streams  and  springs,  t 
to  10  miles  from  business  center;  system,  grsvity; 
quality  of  water,  good;  res.  cap..  9,000,000  gals.; 
location,  8  miles  from  business  center;  mains,  cast 
iron,  168  miles,  8  to  24  in.  dia..  National,  Chat- 
tanoo0i:  1,200  hvdrants,  Ludlow,  Galvin.  Howe; 
2,862  valves.  Lualow;  meters,  total  number  443,- 
000  services;  pipe,  lesd;  pressure,  dom.  126  lbs., 
fire  200  lbs.;  consumption  per  day.  19,000,000  gals. ; 
cost  to  construct,  $6,000,000:  bonded  debt,  $2,796,- 
000;  ann.  cost  of  mtce..  $64,663;  works  belong  to 
city. 

SANDY  CITY,  pop.  1,080.  Fire  dept— Not  t«- 
ported. 

Watib  Supply — Source,  springs;  eystcm,  grav- 
itv;  mains,  iron,  2  miles,  2  to  6  in.  dia.; 
60  servico:  pressure,  fire  60  lbs;  cost  to  con- 
struct, $5,000;  works  belong  to  Co. 


TOOELE,  pop.  1,200;  mercantile  bldgs.,  brick. 
•tone  and  wood,  2  stories;  private,  brick  and 
wood,  2  stories;  wooden  roots  permitted.  Fire 
dept — hoae  cart;  hose,  cotton,  rubber  lined,  good 

WATsa  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good ;  res.  cap.,  80,000  gals. ;  mains,  wood,  6  miles, 
ZH  to  4  in.  dia.;  126  hydrants,  Ludlow;  6  valves: 
128  services;  pipe,  galv.  iron;  pressure,  dom.  80 
lbs.,  frre  80  lbs.:  cost  to  construct.  $20,000;  ana. 
cost  of  mtce.,  $400;  works  belong  to  Co. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organized  fire  department:  American  Fork, 
Bountiful,  Cedar  City,  Fairview,  Fillmore,  Grants- 
ville,  Heber,  Hyrum,  Kaysville.  Lehi  City,  Manti, 
Mill  Creek,  Monroe,  MoronL,  Murray.  Nephi, 
Parowan.  Payson,  Pleasant  Grove,  Richmond,  St 
George,  Smithfield,  Spanish  Fork. 

Places  with  a  population  of  1,000  or  more  not 
reported:  Beaver,  Bingham  Canyon,  Spring  City, 
Springville. 
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ABBREVIATIONS.— Ann.,  annual;  av.,  average;  bldga.,  buildings;  cap.,  capachy^  chn., 
c,  chemical;  c.  &  h.,  chemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  com^ 
mittee;  comp.,  compound;  cons.,  construction ;  dept.,  department;  dia.,  diameter :  dim.,  dimensioas;  dom., 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  feet;  gals.,  gallons;  h.  d., 
high  duty:  h.  &1., hook  and  ladder;  ins., insurance;  int.,  interest;  mtce.,  maintenance;  mem., nsembcrfthip; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  staadpipe;  supt.,  superintendent. 


ARLINGTON,  pop.  1,103;  fire  area.  250  acres;  , 
mercantile  bldgs.,  wood,  2  stories;  private,  wood. 
IH  stories;  wooden  roots  permitted ;  no  fireworks  | 
and  combustibles  ord.  Fire  dept. — 1  hand  en- 
gine, 1  hose  carriage;  hose,  cotton,  rubber  lined. 
Rood  250  ft.;  linen,  good  200  ft.;  inferior,  all 
kinds  250  ft.;  total  hose  700  ftj  fire  alarm,  bell; 
value  of  dept  equipment,  $275;  value  of  fire 
dept.  bldgs.,  $200;  ann.  exp.  of  dept..  $100;  total 
mem.,  50  volunteers. 

WATia  Supply — Source,  apring,  1  mile  from 
business  center;  system,  gravity;  res.  cap.,  1,000 
bbls.;  mains,  wrought  iron,  3  miles,  1  to  5  in. 
dia.,  Mouryer  &  Story;  pressure,  dom.  70  lbs., 
fire  70  lbs.;  cost  to  construct,  $4,000;  works  be- 
long to  city. 

BARNET,  pop.  1,763:  fire  area,  400  acres; 
mercantile  bldgs.,  wood  z  and  3  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.  Fire  dept.— 
1  hand  engine,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,  good  800  ft.;  inferior,  all  kinds  150  ft; 
total  hose,  960  ft.;  fire  alarm,  bell;  value  of  dept 
equipment,  $1,000:  value  of  fire  dept  bldgs., 
$fOO;  toUl  mem.,  80  volunteers. 

WATsa  Supply — Source,  springs;  aystem.  grav- 
ity: quality  of  water  good;  res.  cap.  $85,000; 
mains,  gal  v.  iron,  2  miles,  8  in.  dia.;  1  hydrant; 
pressure,  dom.  60  lbs.,  fire  100  lbs.;  consumption, 
per  day  &280  gala.,  per  cap.  3  gala.;  cost  to  con- 
struct $5,000;  ann.  cost  of  mtce.,  $100;  works 
belong  to  Co. 

BARREL  pop.  11,000;  fire  area,  2,476  acres;  mer- 
cantile blags.,  stone,  brick  and  wood,  2  to  6  sto- 
ries; private,  wood,  2  stories:  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  tor  S  yrs.,  &6,878;  av.  ms.  involved  for  same 
time,  $512300.  Fire  dept— 1  h.  &  1.  truck,  1  hand 
enffine,  4  c.  hand  ex.,  1  comb,  c  &  hose  wagon, 
4  hose  carts;  hose,  cotton,  rubber  lined,  good, 
8,000  ft;  inferior,  all  kinds,  1,600  ft;  total  hose, 
4,600  ft.:  fire  alarm,  bell  and  whistle,  17  boxes; 
value  oi  dept  equipment,  $9,000:  value  of  bldgs., 
$30,000;  ann.  exp.  of  dept,  $6^600;  total  mem.  86, 
paid  full  time  o,  80  volunteers. 

Watsb  Supply — Source,  streams,  3  to  6  miles 
from  business  center;  system,  gravity;  res.  cap. 
43,000,000  gals;  1  pumping  engine;  cap.  per 
day,  720,000  gala.:  constructor  Blake;  mains,  cast 
iron,  23  miles,  1^  to  18  in.  dia.;  108  hydrants. 
Chapman;  1,500  services;  pressure,  dom.  120  lbs.,  ' 
fire,  120  lbs. ;  consumption,  per  day  1,400,000  gals., 
per  cap.  175  gals.;  cost  to  construct,  $260,226; 
tnt.  paid  on  bonds,  8H  and  4  per  cent;  ann.  cost 
of  mtce.,  $13,068;  works  belong  to  city. 

BARTON,  pop.  1,050;  fire  area.  1,000  acres; 
mercantile  bldgs.,  wood,  1  to  4  stories;  private, 
wood,  2  stories:  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated; 
av.  fire  loss  per  vr.  for  8  jrrs.,  $58.  Fire  dept — 
10  c.  hand  ex.,  1  h.  &  1.  truck.  1  supply  wagon. 
4  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1,500  ft;  in^rior,  all  kinds,  700  ft:  toUl  hose. 
2,200  ft;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  $2,000;  value  of  dept  bldgs., 
$1,000;  ann.  exp.  of  dept,  $200;  total  mem.,  50 
volunteers;   underwriters'  rating,   third   class. 

Watek  Supply— Source,  brook  and  pond,  1^ 
miles  from  business  center;  system,  gravity;  filtra- 
tion system,  charcoal;  rea.  cap.,  1^,000  gals.; 
mains,  ^ast  iron.  5^  miles,  4  to  12  in.  dia.,  Mc- 

valves;  2770 
dom.  125  to 

construct  $20,- 

000;  bonded  debt,  $8,600;  int  paid  on  bonds,  4 
per  cent;  ann.  cost  of  mtce.,  $200;  works  belong 
to  village. 


BARTON  LANDING,  pop.  677;  fire  area.  100 
acres;  mercantile  bldgs.,  wood,  2  and  3  stories; 
private,  wood,  1  and  2  stories;  wooden  roo£i  pex" 
mitted;  fireworks  and  combustible*  ord.;  cauaes  of 
fires  investigated.  Fire  dept — 1  hand  engine,  S 
hose  carriagea;  hose,  cotton,  rubber  lined,  good, 
1,000  ft;  nre  alarm,  bell;  value  of  dept.  equip* 
ment,  $1^200;  value  of  dept  bldga.,  |dOO;  ann. 
exp.  of  dept,  $400;  total  mem.,  20  volunteera. 

Watbb  Supply— Source,  springs,  IH  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.  900,000  gals.,  located  on  hill  M 
mile  above  village;  mains,  iron.  7  miles,  4  to  10 
in.  dia.;  66  hydrants;  80  valves;  meters,  total  num- 
ber 6,  Crown,  owned  by  city  and  consumer;  prcs> 
sure,  dom.  60  lbs.,  fire  90  lbs.:  cost  to  construct 
$21,000;  bonded  debt  $10,000;  int  paid  on  bonds. 
4H  per  cent;  works  belong  to  city. 

BELLOWS  FALLS,  pop.  6,000;  fire  area.  1,50» 
acres;  mercantils  bldgs.,  brick  and  wood,  2  to  4 
stories;  private,  brick  and  wood,  3  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck,  1  comb,  cfaem.  &  hose 
wagon,  1  steamer,  15  c.  hand  ex.,  5  hose  cart<%.  1 
hose    reel,    2   horses;    hose,    cotton,    rubber    lined 

foods,  5,250  ft;  fire  alarm,  striker  and  Rong,  l^ 
exes;  value  of  dept.  equipment,  $18,000;  value 
of  bldgs.  $40,000;  ann.  exp.  of  dept,  $4,000;  total 
mem.,  38,  paid  part  time. 


4  to  20  in.  dia.;  87  hydrants.  Wood;  meters,  total 
number.  125,  Crown  108;  775  services;  pipe,  iron 
and  lead;  pressure,  dom.  159  lbs.,  fire  159  lbs.;  cos: 
to  construct,  $2,000,000— works  belong  to  city. 

BENNINGTON,  pop.  7,000;  fire  area.  Ijm 
acres;  mercantile  bldgs..  stone,  brick  and  wood. 
2  and  S  stories;  private,  brick  and  wood.  2  stones: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept— 1  steamer,  1  c  engine,  4  c  huid  ez.^ 
1  h.  &  1.  truck,  1  hose  wagon,  4  hose  carts,  2 
horses;  hose,  cotton,  rubber  lined,  good,  4Jfi*ft.: 
fire  alarm,  Gamewell,  21  boxes;  value  of  depL 
equipment  $14,000;  value  of  bldgs..  $10,500;  ann. 
exp.  of  dept.,  $3,962;  total  mem.  13S,  paid  full  time 
2,  paid  part  time  6,  126  volunteers. 

Watbb  Supply — Source,  springs  and  lake;  sys- 
tem, gravity:  res.  cap.,  LOOO^OOO  gala. ;  maiaaL  H 
miles,  4  to  12  in.  dia.;  62  hydrants.  Ludlow;  me- 
ters, total  number  18;  pressure,  dom.  126  lbs.,  fire 
126  lbs.;  cost  to  construct  $200,000;  works  belong 
to  Co. 

BETHEL,  pop.  1,811;  fire  area,  100  -^- 
bldgs.,  atone,  brick  and  wood,  IH  and  2  stori 
wooden  roofs  pCTmitted.  Fire  dent— 2  c  1 
ex.,  8  hose  carriagea:  hose,  good,  1,000  fu;  m 
fenor,  all  kinds,  260  ft;  total  bosci  Ijn  ft.:  fin 
alarm,  whistle:  value  of  dept  equipment,  ttjsn 
total  mem.,  12  volunteers. 

Watbs  Supply — Source,  river;  systess,  ponm 
cap.  per  day,  1,080,000  nls.;  oonstmctora,  Dcuk 
mains,  V^  mile,  3  to  o  in.  dia.;  10  bydrmnts, 
makers.  Chapman  and  Ludlow;  cost  to  coaistrBct 
$4,000;  works  belong  to  city. 

BRADFORD,  pop.   614;   fire  ares,   90O 
bldgs..  brick  and  wood,  2  and  8  stories; 
roofs   permitted.    Fire   dept. — 1    hand    ei 
h.   &   1.   trucks,   2  hose  carriages;   hose, 
rubber    lined,    good   2,000    ft^   fire    slarb. 
value  of  dept  equipment,  $1.S00;  valve  of 
$800:  ann.  exp.  of  dept,  $1,000;  total 
volunteers:  underwriters'  rating,  third  dassL 

Wates  StTPPLT— Sonree,  spriagf  sad  bfooka 

tenn.   gravity;   quality  of  water  good;   res^ ^ 

1,400,000  gals. ;   mains,  7  miles,  V  to  10  in.   dia. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— VERMONT. 


b4S1 


Wood;   88  hrdnnts.   Wood;   178   •cnricet;   |>re»> 

sure,  dom.  116  lbs.,  fire  116  lbs.;  cost  to  con- 
struct,  860.000;  ann.  cost  of  mtcc,  8160;  works 
belong  to  town. 

BRANDON,  pop.  2,775;  fire  area,  1%  miles; 
mercantile  bldgs.,  orick,  8,  8  and  4  stones;  pri- 
vate, wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept.— 1 
hand  engine,  1  c  engine.  8  c.  hand  ex.,  1  h.  ft  1. 
truck,  2  nose  wagons,  2  nose  carriages;  hose,  cot- 
ton,  rubber  lined,  good,  8,000  ft.;  inferior,  all 
kinds.  600  ft.;  total  hose,  2,500  ft.;  fire  alarm, 
electric,  100  boxes;  value  of  dept.  equipment, 
83.300;  value  of  bldgs.,  82.500;  total  mem.,  86  vol- 
unteers. 

Watir  Supply — Source,  lake;  system,  gravity; 
mains,  8  miles,  4  to  16  in.  dia..  Wood;  42  hy- 
drants, Wood;  2  valves;  850  services;  pipe,  galv. 
iron:  pressure,  dom.  40  lbs.,  fire  50  to  65  Tbs«, 
coat  to  construct.  $50,000;  int  paid  on  bonds.  4 
per  cent.;  ann.  cost  of  mtcc,  f  1,000;  works  be- 
long to  fire  district. 

BRATTLEBORO,  pop.  6.207;  fire  area,  640 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
2  to  4  «tories:  private,  wood,  ZVi  stories;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.: 
Fire  dcpt. — 8  steamers,  2  c.  engines,  12  c.  hand 
ex.,  1  h.  &  1.  truck,  6  hose  carriages,  2  horses; 
hose,  cotton,  rubber  lined,  good  5,4u)  ft;  inferior, 
all  kinds.  1,250  ft.;  total  hose,  6,650  ft.;  fire  alarm, 
Gamewell;  boxes,  23;  value  of  dept.  equipment, 
818.000;  value  of  bldgs.,  820,000;  ann.  exp.  of  dept., 
87.000;  total  mem.,  103:  paid  part  time  1,  volun- 
teers 102;  underwriters   rating,  second  class. 

Water  Supply— -Source,  springs,  5.7  mile  from 
business  center;  system,  gravity  and  pump  to  res. 
as  a  reserve;  low  pressure  res.  cap.  6,000,000  gals., 
high  pressure  reservoir  cap.  100,000,000  gals;  pump- 
ing engines;  cap.  per  day.  500,000  gals.,  construc- 
tor Deane;  mains  iron,  2o  miles,  4  to  16  in.  dia.; 
100  hydrants,  Ludlow,  Matthews  and  Chapman: 
meters,  total  number  50;  600  service ;  pipe,  lead 
and  gatv.  iron;  pressure,  dom.  20  to  100  lbs.,  fire 
75  to  140  lbs. ;  cost  to  construct,  8400,000;  bonded 
debt,  8300,000ffi  int.  paid  on  bonds,  5  per  cent; 
works  belong  to  Co. 

BRISTOL,  pop,  2,061:  fire  area,  480  acres;  mer- 
cantile hidgs.,  wood  ana  brick,  2  stories;  private, 
wood,  IH  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.  Fire  dent.— 16  c. 
hand  ex.,  1  h.  &  1  truck,  8  hose  carriages,  hose, 
cotton,  rubber  lined,  good,  2,500  ft.;  fire  alarm, 
bell;  ann.  exp.  of  depL,  8200;  total  mem.,  46  vol- 
unteers;  underwriters    rating,   third  class. 

Water  SuppLY—Source,  springs,  7  miles  from 
business  center;  system,  gravity  direct;  quality  of 
water,  good;  res.  cap.  700.000  gals.;  mams,  galv. 
and  wrought  iron,  11  miles.  4  to  10  in.  dia.;  51 
hydrants,  Ludlow;  300  services;  pipe,  wrought 
iron;  pressure,  dom.  110  to  150  lbs.;  cost  to  con- 
struct. 855.000;  ann.  cost  of  mtce.,  8200;  works 
belong  to  town. 

BROWNINGTON,  pop.  748.  Fire  dept.— Not 
reported. 

Water  Supply— Source,  not  stated;  system,  100 
hydrants;  pressure,  00  lbs. 

BURLINGTON,  pop.  19,200;  fire  area,  6,400 
acres;   mercantile  bldgs.,  wood,  brick  and   stone. 

2  to  4  stories;  private,  brick  and  wood.  2  to  4 
stories:  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept.— 1  steamer,  1  hand 
engine,  1  c.  engine.  6  c  hand  ex.,  1  h.  &  1.  truck, 

3  nose  carriages,  9  horses;  hose,  cotton,  rubber 
lined,  good  5.8.^  ft.;  inferior,  all  kinds,  1,000  ft.; 
total  hose.  6,850  ft.;  fire  alarm,  Gamewell,  40 
boxes;  value  of  dept.  equipment,  88,800;  value  of 
bldgs.,  826,000:  ann.  exp.  of  dept.,  816,076;  total 
mem.  53,  paid  full  time  16.  paid  part  time  87; 
underwriters'  rating,  second  class. 

Water  Supply— Source,  lake,  1  mile  from  busi- 
oess  center:  system,  pump  to  reservoir;  res.  cap,, 
7.000.000  gals.;  2  pumping  engines;  cap.  per  day, 
1.500.000  gals.:  constructor,  Worthington;  mains, 
cast  iron.  40  miles.  Warren.  McNeal;  229  hydrants, 
I^nor.  Chapman,  Mathews,  Ludlow:  «.^  valves; 
meters.  total  number  8,200.  Union.  Her- 
»ey  Rotary,  Thomson.  Worthington.  Trident; 
S.wl  services:  pipe,  iron;  pressure,  dom.  20-120 
Ib^.,  fire  20-128  Ibn. ;  consumption  per  day.  1.000,- 
OOO  gals.,   per  capita  49  gals.;  cost  to  construct. 


8491,190.24;  int.  paid  on  bonds,  4  per  cent;  ann. 
coat  of  mtce.,  8^1,000;  works  belong  to  city. 

CABOT,  pop.  1,126;  bldgs.  frame,  lyk  and  8 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.:  cauaet  of  fires  investigated. 
Fire  dept. — 1  hand  engine,  1  h.  ft  L  truck,  1  hose 
carriage;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, |I,500;  total  mem.,  80  volunteers. 

Watek  Supply— Source,  springs  and  wells;  new 
water  system  just  put  in. 

CASTLETON,  pop.  2,089;  fire  area,  10  acres: 
mercantile  bldgi^,  wood  and  brick,  2  and  8 
stories;  private,  wood.  2  and  8  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.;  av.  fire  loss  per  yr.  for  8  yra.,  864.1;  av.  in. 
for  same  time,  $645.  Fire  dept.— 2  hand  engines. 
1  hose  carriage;  hose,  cotton,  rubber  lined,  good 
800  ft.:  inferior,  all  kinds.  150  ft^  toul  hose,  450 
ft;  value  of  dept.  equipment,  $2,500;  ann.  exp. 
of  dept.,  $127;  toial  mem..  76  volunteers. 

Watik  Supply — Source,  wells  and  datema. 

•  CAVENDISH,  pop.  1,862.     Fire  dept— 1  c  en- 
gine,   1   h.    &   I.   truck;  1  hose  cart;   fire  alarm, 
bell;  volunteers. 
Water  Supply— Not  reported. 

CHELSEA,  pop.  1,278;  fire  area,  2  miles;  mer- 
cantile bldgs..  brick  and  wood,  2%  stories;  pri- 
vate, brick  and  wood,  IH  to  2%  stories;  wooden 
roofs  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept.— 1  hand  engine,  16  c.  hand  ex.,  1 
h.  &  1.  truck,  1  hose  carriage,  1  hose  wagon;  hose, 
cotton,  rubber  lined,  2,000  ft;  fire  alarm,  bell; 
value  of  dept.  equipment,  11,000;  value  of  bldgs., 
1650;  total  mem.,  24  volunteers;  underwriters*  rat- 
ing, third  class. 

WATia  Supply — ^Wella  and  atreama. 

CHESTER,  pop.  1,750;  mercantile  bldgs.,  wood, 

1  and  2  stones;  private,  wood.  1  and  2  stories; 
wooden  roofs  permitted  in  fire  area;  causes  of  firet 
invest^ated.  rire  dept — 1  steamer,  1  hand  en- 
gine, 20  c.  hand  ex.,  1  h.  &  1.  truck,  6  hose  carta; 
hose,  cotton,  rubber  lined,  good,  8,000  ft.;  inferior, 
all  kinds,  500  ft.;  total  hose,  8,600  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment,  83,000; 
value  of  bldgs.,  82.500;  ann.  exp.  of  dept,  8600; 
total  mem.,  &,  paid  part  time. 

Wates  Supply— Source,  springs  and  brook,  8 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water,  good;  res.  cap.,  1,000,000  gals.;  mains, 
cast  iron,  4  miles,  4  to  10  in.  dia.;  26  hydrants; 
225  services;  pipe,  iron;  pressure,  dom.  130  lbs., 
fire  130  lbs.;  cost  to  construct,  $30,000;  bonded 
debt,  820,000;  int.  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $260;  works  belong  to  village. 

COLCHESTER,  pop.  6.362.  Fire  dept.— 1 
steamer.  6  c.  hand  ex.,  1  h.  &  1.  truck,  4  hose 
carts;  nre  alarm,  bell;  total  mem.«  45  volunteers. 

Watm  Supply — Source,  springs,  %  mile  from 
business  center;  system,  gravity;  rea.  cap.,  12,- 
245,000  gala. ;  mains,  cast  iron,  10  miles,  4  to  10  in. 
dia.;  85  hydrants;  meters,  total  number  202;  255 
services;  pressure,  fire  68  lbs.;  cost  to  construct. 
$60,000;  works  belong  to  Co. 

DANBY,  pop.  964;  bldgs.,  wood,  1  and  2 
stories;  wooden  roofs  permitted;  no  fireworks 
and  combustibles  ord.     Fire  dept — Not  reported. 

Watbb  Supply — Source,  springs;  system.  grav-> 
ity;  rea.  cap.,  6,000  bbts.;  pressure,  dom.  120  lbs., 
fire  120  lbs.;  cost  to  construct,  $6,500;  ann.  coat 
of  mtce.,  $800;  works  belong  to  Co. 

DANVTLLE.  pop.  1.628;  fire  area.  100  acres; 
mercantile  bldgs.,  wood:  wooden  roots  permitted. 
Fire  dept. — 1  hose  carnage;  hose,  cotton,  rubber 
lined,  good,  700  ft:  total  mem.,  20  volunteers. 

Watbb  Supply — Source,  springs,  1%  miles  from 
business  center;  system,  gravity;  res.  cap.,  100.- 
000  gals.;  mains,  8V>  miles.  8  to  10  in.  dia.;  20 
hydrants,  Mathews;  100  services;  pressure,  dom. 
PO  lbs.,  fire  00  lbs.;  cost  to  construct,  $10,000: 
int.  paid  on  bonds.  4  per  cent;  ann.  cost  of 
mtce.,  $100;  works  belong  to  village. 

DERBY,  pop.  3.280;  mercantile  bldgs.,  brick 
nnd     w'>od,     2    and    2H    stories;    private,    wood, 

2  and  2V>  stories;  wooden  roofs  permitted;  no  fire- 
works and  combustibles  ord.;  causes  of  fires  inves- 
tigated. Fire  dept— 17  c.  hand  ex.,  8  hose  car- 
riages; hose,  cotton,  rubber  lined,  good  1,426  ft; 
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leather     good   100    ft;    toUl    hose,   1.626   ft.;   fire 
alarm,  otU:  total  mem.,  60  volunteers. 

Water  supply — Source,  springs;  system,  grav' 
tty;  ret.  cap.,  l.OUU.UOO  gals.;  mains,  U^T  miles, 
4  to  10  in.  dia. ;  67  hydrants;  16  valves;  300  ser* 
ices;  pressure,  dom.  90  lbs.,  fire  200  lbs.;  cost 
to  construct,  $46,000;  works  belong  to  Interna* 
tional  Water  Co. 

ENOSBURG,  pop.  2,060;  mercantile  bldgs., 
brick  and  wood,  2  and  8  stories;  private, 
wood,  1^1  and  2  stories;  wooden  roofs  permitted; 
BO  fireworks  and  combustibles  ord.  Fire  dept. — 
a  c.  hand  ex.,  3  hose  carriages;  ho^e,  cotton, 
rubber  lined,  good.  1,600  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept.  equipment,  11,200;  total 
mem.,  60  volunteers. 

Wates  Supply— Source,  river,  H  niile  from 
business  center;  system/pump  direct;  pumping 
engines,  cap.  per  day  1,728,000  gals.,  constructors 
Lang,  Goodhue  &  Co.;  mains,  cast  iron,  4  mites, 
4  to  8  in.  dia.;  80  hydrants,  Ludlow;  25  valves;  160 
services;  pipe,  gal  v.  iron;  pressure,  dom.  70  lbs,, 
fire  120  to  140  lbs.;  cost  to  construct.  818,000; 
bonded  debt,  $14,000;  int.  paid  on  bonds.  4  per 
cent;  ann.  cost  of  mtce.,  $300;  works  belong  to 
village. 

ESSEX,  pop.  1,200^  mercantile  bldgs.,  wood 
and  brick,  2  stories;  private,  wood,  IH  to  2  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fire  investigated.  Fire  dept. 
— 1  c  engine,  2  c.  hand  ex.,  1  h.  &  1.  truck,  2 
hose  carriages;  hose,  rubber,  good  1,200  ft.;  fire 
alarm,  bell  and  whistle;  value  of  dept.  equipment, 
$2,600;  value  of  blags,  $2,000;  total  mem.,  23  volun- 
teers. 

Watbe  Supply— Source,  springs,  6  miles  from 
business  center;  system,  gravity;  filtration  sys- 
tem,  sand;  res.  cap.,  1,600,000  gal>*;  quality  of 
iwater,  good;  mains,  cast  iron,  5%  miles;  90  hy* 
drants,  JLang;  meters,  total  number  30,  owned  by 
•city;  220  services;  pressure,  dom.  67  to  76  lbs., 
^re  67  to  76  lbs.;  consumption  per  day,  100,000 
gals.,  per  capita  2^00gals.;  cost  to  construct,  $40,- 
BOO;  bonded  debt,  $39,600;  int.  paid  on  bonds,  4 
■per  cent;  ann.  cost  of  mtce.,  $200;  works  belong  to 
city 

FAIR  HAVEN,  pop.  3,060,  mercantile  bldgs., 
•brick,  3  and  4  stories;  private,  wood,  2  and  8 
etories;  wooden  roofs  not  permitted;  fireworks 
And  combustibles  ord.  Fire  aept. — 1  hose  wagon. 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
2.000  ft.;  inferior,  all  kinds,  500  ft.;  total  hose. 
2,500  ft.;  fire  alarm,  Game  well,  boxes,  3;  value  of 
dept.  equipment,  $2,500;  value  of  bldgs.,  $4,000; 
total  mem.,  60  volunteers. 

Wateb  Supply — Source,  pond,  3V^  miles  from 
business  center;  system^  gravity;  res.  cap.,  80  acres; 
mains,  cast  iron.  15  miles,  2  to  10  in.  dia.  Wood; 
84  hvdrants^  Wood;  23  valves;  meters,  total  num- 
ber 200.  Nash.  Hersey  Disc;  450  services;  pipe, 
wrought  iron;  pressure,  fire,  00  lbs.;  cost  to  con> 
struct,  $3.'>,()0();  int.  paid  on  bonds,  4  per  cent.; 
ann.  cost  of  mtce.,  S400;  works  belong  to  village. 

FERRISBURG,  pop.  1,619.  Fire  dept— 1 
steamer,  1  c.  hand  ex.,  2  h.  &  L  trucks,  2  hose 
carts;  hose,  500  ft. 

Water  Supply— Not  reported. 

FRANKLIN,  pop.  1,146.  Fire  dept  not  or- 
ganized. 

Watee  Supply— Source,  springs;  head  pressure, 
150  to  200  lbs.;  system,  gravity. 

HARD  WICK,  pop.  1,800;  mercantile  bldgs., 
brick  and  wood,  2  and  8  stories;  private,  wood,  1^ 
and  2  stories;  wooden  roofs  permitted.  Fire 
dept. — 60  c.  hand  ex.;  1  hose  carriage;  hose,  cot- 
ton, rubber  lined,  good  750  ft;  value  of  dept 
equipment,  $500:  ann.  exo.  of  dept,  S^i^^O;  total 
mem.,   20  volunteers;   underwriters*  rating,   third 

class. 

Watee  Supply— Source,  brook,  %  mile  from 
business  center;  system,  gravity;  quality  of  water, 

food;  mains,  iron,  18  miles,  4  to  10  in.  dia.;  23 
ydrants;  12  valves;  460  services;  pressure,  dom. 
125  lbs.,  fire  125  lbs.;  bonded  debt.  $12,000;  int 
paid  on  bonds,  4  per  cent;  works  belong  to  town. 

HARTFORD,  pop.  3,817.  Fire  dept— 1  steamer, 
1  fa.  &  1.  truck,  6  hose  reels,  3  chem.  ex.;  total 
mem.,  30  volunteers. 


Watee  Supply— Source  and  system  not  reporl' 
ed;  pressure.  120  lbs.;  20  hydrants. 

HUNTINGTON  pop.  900.  Fire  dept,  1  engine 
20  c.  hand  ex.,  1  nose  cart;  total  mem.,  80  vol- 
unteers. 

Watee  Supply— 80  hydrants,  pressure,  80  lbs. 

HYDE  PARK,  pop.  600;  bldgs.,  brick  and  wood, 
1  and  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  No  fire  dept;  2&  volun- 
teers; underwriters'  rating,  third  class. 

Watee  Supply — Source,  springs:  ^stem,  grav- 
ity and  pump  to  res.;  res.  cap.,  37,UUU;  cap.  per 
day,  70,000  sals.,  constructor  Curtis;  mains.  8 
miles,  2Vi  and  3  in.  dia.:  6  hydrants,  Fairbanks; 
pressure,  dom.  20  lbs.,  nre  75  lbs.;  cost  to  con- 
struct, $4(000;  ann.  cost  of  mtce.,  $300;  works  be- 
long to  Co. 

ISLAND  POND,  pop.  2,20a  Fire  dcpt-1 
hand  engine,  1  h.  &  1.  truck,  2  hose  carriages,  2 
c.  hand  ex.;  hose,  2,300  ft;  total  mem.,  45  volun- 
teers. 

Watee  Supply— Source,  3  brooks,  t  miles  from 
business  center;  system,  not  reported;  res.  cap- 
600,000  gals.;  mains,  about  7  miles,  4  to  10  in. 
dia.;  64  nydrants;  pressure,  HO  to  120  lbs. 

JAMAICA,  pop.  800;  fire  area,  1  mile  sq.; 
mercantile  bldgs.,  wood,  2  stories;  private,  wood, 
8  stories;  wooden  roofs  permitted;  no  fireworks 
ord.  Fire  dept. — 1  hand  engine,  1  hose  carriaae; 
hose,  rubber,  good  800  ft;  leather,  good  45U  ft; 
total  hose.  750  ft.;  volunteer  mem.:  alarm,  belL 

Watbe  Supply — Source,  wells  and  cistemiL 

JOHNSON,  pop.  1,600;  fire  area,  240  acres;  mer- 
cantile bldgs.,  wood,  1^  to  3  stories;  private. 
brick  and  wood,  IV^  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  ord.;  causes  of  nres 
investigated.  Fire  dept— 1  h.  &  1.  truck,  1  hose 
wagon;  hose,  cotton,  rubber  lined,  ^ood,  800  ft: 
fire  alarm,  bell;  value  of  dept.  eouipment,  $600; 
value  of  bldgs.,  $800;  ann.  exp.  of  dept,  $S0;  total 
mem.,  30  volunteers. 

Watee  Supply— Source,  brook,  8  miles  from 
business  center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  160,000  gals.;  mains,  cast  iron,  S 
miles,  8  to  10  in.  dia.:  19  Iwdrants;  18  vnlvcs; 
100  services;  pressure,  dom.  75  lbs.;  cost  to  coa- 
struct,  $12,000;  works  belong  to  village. 

LONDONDERRY,  pop.  9tL  Fire  dept-^haod 
engines,  8  hose  carts,  10  c.  hand  ex.;  total  ni4 
100  volunteers;  fire  alarm,  bell. 

Watee  Supply— Not  reported. 


LOWELL,  pop.  990;  fire  area.  150 
cantile  bldgs.,  wood,  IH  and  2  stories;  private, 
wood,  1  to  2  stories;  wooden  roofs  permitted; 
fireworks  ord.    No  fire  dept 

Watee  Supply— Source,  river  through  facan  of 
village. 

LUDLOW,  pop.  3,000;  fire  area,  7.75  acres;  raer^ 
cantile  bldgs.,  wood,  1  and  3  stories;  prrvaze, 
wood,  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  steamer,  3  c.  hand 
ex..  2  hose  wagons,  3  hose  carts;  hose,  cotton, 
rubber  lined,  good.  1300  ft;  inferior,  all  kind«. 
100  ft.;  total  hose.  1,900  ft;  fire  alarm,  bell;  value 
of  dept  equipment,  $8,000;  value  of  bldgs.,  $4  000; 
ann.  exp.  of  dept,  $1,000;  total  mem.,  27  volaa- 
teers. 

Watee  Supply — Source,  mountain  srriBs.  ?V| 
miles  from  business  center;  system,  gravity;  res. 
cap.,  900,000  gals.;  mains,  cast  iron.  8  rask*. 
4  to  12  m.  dia.;  34  hydrants;  meters,  total  nvra- 
ber  2;  314  services;  pipe,  galv.  iron;  presstve. 
fire  120  lbs.;  cost  to  construct  $30,432;  mt.  paid 
on  bonds,  4  per  cent;  works  belong  to  city. 


LYNDON,    pop.   3,000;    fire    area,     SOD ^, 

mercantile  bldgs.,  wood,  2  and  3  stories;  private, 
wood,  2  stories;  wooden  roofs  permittea;  fire- 
works and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept. — 25  c  hand  ex..  1  b.  A 
1.  truck,  1  aerial  truck,  4  hose  wagons.  8  bos* 
carriages;  hose,  cotton,  rubber  linedT  good.  ZjD(9 
ft;  rubber,  good,  600  ft.;  inferior,  all  kinds.  509 
ft;  total  hose,  3,100  ft.;  fire  alarm,  bell:  v^Iqc  oI 
dept  equipment,  $3,000;  value  of  bldgs..  fl.ilOn; 
inn.  exp.  of  dept,  $102iS6;  total  mem.,  82 
teers. 
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Water  Supply— Source,  brook;  system,  gravity; 
res.  cap.,  2,000.000  gals.:  mains,  iron,  7H  miles, 
Utica  Pipe  Co.;  61  hydrants,  Mathews;  268  ser- 
vices; pressure,  dom.  145  lbs.,  fire  143  lbs.;  con- 
sumption, per  day  200,000  gals.,  per  cap.  100  gals.; 
cost  to  construct,  |40,000;  ann.  cost  of  mtce.,  |800; 
works  belong  to  village. 

MANCHESiER  pop.  2,000;  fire  area.  1^ 
acres;  mercantile  bldgs.,  wood  and  brick,  2  stones; 
private,  wood,  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 3  hand  engines,  1  b.  &  1. 
truck,  4  hose  carriages;  hose,  cotton,  rubber  lined, 

food  800  ft;  inferior.  aU  kinds,  50  ft;  total  hose, 
,000  ft;  fire  alarm,  bell  and  whistle. 
Wates   Supply — Source,  springs,  2  miles  from 
business  center;  system,  gravity;  quality  of  water, 

food:  res.  cap.;  8.000,000  gals.;  mains,  cast  iron, 
2  miles,  4  to  10  in.  dia.,  C.  Miller  &  Son;  47 
hydrants,  Eddy;  87  valves,  Eddy,  Rensselaer  and 
Fairbanks;  meeters,  total  number  166,  owned  by 
Co.  and  consumer;  410  services:  pipe,  galv.  iron; 
pressure,  dom.  90  to  126  lbs.,  fire  90  to  126  lbs.; 
cost  to  construct  $60,000;  bonded  debt  126,000;  int 
paid  on  bonds,  6  per  cent;  works  belong  to  Co. 

MARSHFIELD,  pop.  1,032.    Fire  dept— None. 

Watbk  Supply— Source,  springs,  1  mile  distant; 
system,  gravity;  quality  of  water,  good:  ntains, 
steel.  i%  miles,  1>4  in.  dia.;  pressure,  140  lbs.; 
cost  of  works  to  date,  $2,200. 

MIL! ON,  pop.  1,804.  No  organized  fire  dept; 
pails  used. 

Water  Supply— Source,  river,  20  rods  from 
business  center;  system,  pump  to  reservoir;  res. 
cap.,  25,000  gals.,  cap.  per  day  60,000^.  gals.: 
mains,  iron,  1^  miles.  %  to  8  in.  dia.;  3 
hydrants;  pipe,  iron;  pressure,  fire  140  lbs.;  ann. 
cost  of  mtce.,  $100;  works  belong  to  Co. 

MONTPELIER,  pop.  7,500;  fire  area,  8.000 
acres;  mercantile  bldgs.,  brick^  8  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 20  c.  hand  ex.,  1  hand  engine.  1  h.  & 
1.  truck.  2  hose  wagons.  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good,  4.000  ft;  fire  alarm, 
Gamewell.  37  boxes;  value  of  dept.  equipment, 
$9,000;  ann.  exp.  of  dept,  $8,000;  total  mem.  62, 
paid   part  time. 

Water  Supply— Source,  pond,  4  miles  from 
business  center;  system,  gravity;  res.  cap.,  4,000.000 
jsrals. :  quality  of  water,  good;  mains,  cast  iron, 
26.9  miles,  2  to  20  in.  dia.;  115  hydrants,  Ludlow; 
249  valves;  1,200  services;  pressure,  dom.  150  lbs., 
fire  150  lbs.;  consumption,  per  day  1,000,000  gals., 
per  capita  166  gals. ;  cost  to  construct,  $75,000;  ann. 
cost  of  mtce.,  $3,500;  works  belong  to  city. 

MORRISTOWN,  pop.  2,583.  Fire  dept- 1  c. 
engine,  1  h.  &  1.  truck,  2  hose  carts;  total  mem., 
24  volunteers:  fire  alarm,  bell. 

Water  Supply— Source,  not  reported;  pressure, 
120  lbs.;    30  hydrants. 

NEWPORT,  pop.  3,500;  fire  area  150  acres; 
mercantile  bldgs.,  wood,  1  to  3  stories;  private, 
wood.  2  stories,  wooden  roofs  permitted;  fire 
works  and  combustibles  ord.;  causes  of  £«■«■  'jf' 
vestigated:  av.  fire  loss  per  yr.  for  2  yra,,  $450; 
av.  ins.  for  same  time  $9,000.  Fire  dept.— 1  hand 
engine.  2  c  hand  ex.,  1  h.  &  1.  truck,  4  hose 
rarriaRCs;  hose,  cotton,  rubber  Imed,  good  AWJU 
ft  ;  inferior,  all  kinds  500  ft.;  total  hose.  8.000  ft; 
fire  alarm,  Gamewell,  10  boxes;  value  of  dept 
equipment,  $3,000:  value  of  fire  dept  bldgs.. 
^flOO;     »nn.    exp.    of   dept,   $176;    total   mem..   85 

Wat«r  Supply — Source,  pond,  6H  miles  from 
>usine^8  center;  system,  gravity;  res.  cap.,  l.OW).- 
)00  Rals.:  mains,  cast  iron,  15  miles,  4  to  16  in. 
iia  Wood;  61  hydrants.  Chapman.  Mathews; 
;  pumping  engines  for  emergency;  500  services; 
)ipc,  galv.  iron;  pressure,  dom,  100  lbs.,  fire  120 
bs  ;   cost  to  construct,  $55,000:int  paid  on  bonds, 

per  cent;  ann.  cost  of  mtce,  $1,000;  works  belong 
o  city. 

NORTHFIELD.  pop.  2.900;  fire  ,  area,  ,  1.000 
crcs;  mercantile  bldgs.,  wood,  4  stones;  private, 
rood,  1%  stories;  wooden  roofs  permitted;  fire- 
rorks  »nd  combustibles  ord.;  causes  of  fires  invtB- 
iffated.  Fire  dept.— 2  hand  engines,  1  ti.  &  L 
■Sck,  2  hose  carriages;  hose,  cotton,  rubber  lined. 


food  2.100  ft;  leather,  irood  850  ft.;  total  hoae. 
,450  ft;  fire  alarm,  Dell;  value  of  dept.  equip- 
ment, $2,600;  value  of  bldgs.,  $1.5(i0;  ana. 
exp.  of  dept,  $600;  total  mem.,  80  volunteers. 

Water  Supply— Source,  creek  and  cistema  and 
spring;  system,  gravity,  pump  to  res.,  to  ttdp.» 
or  direct;  76  hydrants. 

NORTH  TROY.  pop.  662;  fire  area,  400  acres; 
bldgs.,  wood,  2  stories;  wooden  roofs  permitted: 
no  fireworks  and  combustibles  ord.:  causes  oi 
fires  investigated.  Fire  dept.— 4  c.  band  ex.,  S 
hose  wagons,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good  1,060  ft.;  fire  alarm,  bell  and 
whistle;  value  of  dept  equipment.  $1,800;  total 
mem.,  40  volunteers;  underwriters  rating  third 
class. 

Water  Supply— Source,  brook,  8  miles  from 
business  center;  system,  gravity;  res.  cap.,  1,000,- 
000  gals.;  qualitv  of  water,  good;  mains,  cast  iron, 
6J4  miles,  8  to  10  in.  dia..  Addyston;  23  hvdrants; 
80  valves;  176  services;  pressure,  dom.  90  lbs.,  fire 
90  lbs.;  cost  to  construct  $20,000;  bonded  debt, 
$13,000;  ann.  cost  of  mtce.,  $800;  works  belong  to 
city. 

NORWICH,  pop.  1,803;  firef  area,  1,000  acres; 
bldgs,  wood  and  brick,  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  No 
fire  dept;  orivate  parties  are  supplied  with  hose. 

Water  Supply— Source,  springs,  H  mile  from 
business  center;  system,  gravity;  res.  cap.,  28,000 
fals.;  quality  of  water,  good ;  mains,  iron,  1  mile,  8 
in.  dia.,  Chas.  Miller  S  Sons;  6  hydrants;  26  ser> 
vices;  pipe,  iron.  Wood;  pressure,  dom.  76  lbs., 
fire  150  lbs.;  cost  to  construct  $6,000;  ann.  cost  ol 
mtce.,  $60;  works  belong  to  Co. 

PITTSFORD,  pop.   2,000:  fire  area,  640  acres; 

mercantile  bldgs.,  brick  ana  wood.  2  stories;  pri- 
vate, wood.  2  stories;  wooden  roofs  permitted  in 
fire  area.  Fire  dept— 12  c.  hand  ex.,  2  hose 
wagons;  hose,  cotton,  rubber  lined,  good,  1.260  ft; 
fire  alarm,  bell;  value  of  dept.  equipment.  $800; 
value  of  bldgs.,  $1,200;  total  mem.,  86  volunteers. 
Water  Supply— Source,  springs,  6  miles  from 
business  center;  svstem,  ^avity;  res.  cap.  175.000 

Sals.,  located  on  nil!;  mams,  iron,  6  miles,  6  in. 
ia. ;  23  hydrants;  240  services;  pipe,  galv.  iron; 
pressure,  dom.  86  lbs.,  fire  100  lbs.;  cost  to  con- 
struct, $26,000;  cost  of  mtce.,  $200;  works  belong 
to  corporation. 

POULTNEY.  pop.  3,500;  fire  area.  170  acres; 
mercantile  bldgs.,  brick  and  wood.  2  and  3  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustiSlet 
ord.;  causes  of  fires  investigated.  Fire  dept— 8 
c  hand  ex..  1  hose  cart;  hose,  cotton,  rubber  fined, 
good.  1,600  ft;  inferior,  all  kinds,  200  ft:  total 
hose,  1,200  ft.;  fire  alarm,  whistle;  value  of  dept 
equipment  $1,000;  value  of  bldgs..  $1,000;  ann. 
exp.   of  dept,  $140:  total  mem.,  20  volunteers. 

Water  Supply — Source,  lake,  8  miles  from  busi- 
ness center,  system,  gravity;  res.  cap.,  70,000,000 
gals.;  mains,  iron,  5  miles,  4  to  10  in.  dia..  War- 
ren; 40  hydrants.  Ludlow;  20  valves.  Ludlow;  200 
services;  pipe,  galv.  iron;  pressure,  dom.  120  lbs., 
fire  120  lbs.;  cost  to  construct  $30,000;  bonded 
debt,  $20,000;  int  paid  on  bonds,  4  per  cent;  ann. 
cost  of  mtce.,  $500;  works  belong  to  villase. 

POWNAL.  pop.  1,990.    Fire  dept— 1  hose  cart; 
20  volunteers. 
Water  Supply— 7  hydrants,  pressure,  80  lbs. 

PROCTOR,  pop.  2,600,  fire  area,  200  acres; 
bldgs.,  wood,  2  stories;  wuoden  roofs  permitted;  no 
fireworks  and  combustibles  ord.  Fire  dept— 4 
c.  hand  ex.,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good  3,100  ft;  fire  alarm,  Gamewell;  total 
mem.,  25  volunteers. 

Water  Supply— Source,  springs  and  brook,  8 
miles  from  business  center;  system,  gravity  and 
pump     to     stdp.     and     direct;     stdp.     cap.,     850.- 

000  gals.,  dim.,  85  x  40,  located  center  of  vil- 
lage; material  used  in  cons,  steel,  builder,  E. 
Hodge;  ouality  of  water,  good;  res.  cap.,  I.^.WIO.OOO 
Rals.,  located  1%  miles  from  town;  pumping  en- 
gines, cap.  per  day  800,000  sals.;  mains,  cast  iron, 
2Zhi  miles.  4  to  8  in.  dia.;  &  hydrants.  Chapman; 

1  meter;  400  services;  pipe.  galv.  iron;  pressure^ 
dom.  50-125  lbs.,  fircf  125- 150  lbs.;  consumption, 
per  day  100,000  gals.,  per  capita  60  gals.;  cost  to 
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construct,  $83,000;  bonded  debt,  S10O,000;  int. 
paid  on  bonds,  8  per  cent.;  works  belong  to  Til- 
lage. 

PUTNEY,  pop.  968.  Fire  dept.— 2  hose  caxts; 
total  mem.,  2o  volunteers;  fire  alarm,  whistle. 

Water  Supply— Source,  not  suted;  4  hydrants; 
pressure.  80  lbs. 

RANDOLPH,  pop.  8.200;  fire  area,  640  acres; 
nercantilc  bldgs.,  brick,  8  and  8  stories;  private, 
wood,  iv^i  uitii  2  storiis:  wouden  routs  permitted: 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  hand  engine,  2  c 
hand  ex.,  1  h.  &  1.  truck  4  hose  carriages;  hos^ 
cotton,  rubber  lined,  good  1,100  ft.;  leather,  good 
600  ft.;  inferior,  all  kinds,  800  ft.;  total  hose. 
1,900  it.;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  9»3,(AX);  vslue  of  bldgs.,  1(2,000; 
ann.  exp.  of  dept.,  $4(i0;  total  mem..  45,  paid 
full  time  '^IK  paid  part  time  !•%. 

Water  Supply— Source,  springs;;  system,  grav- 
ity; res.  cap.,  1,000,000  gals.;  mams,  4  to  10  in. 
dia. ;  48  hydrants ;  20  valves ;  415  services ;  pressure, 
fire  86  to  125  lbs.;  cost  to  construct,  128,000;  ann. 
cost  of  mtce.,  $1,000;  works  belong  to  village. 

READSBORO,  pop.  1,800;  fire  area,  10  acres; 
mercantile  bldgs.,  wood,  1  to  8  stories;  private, 
wood,  1  story;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 2  hose  carts  ^  hose, 
cotton,  rubber  lined,  good,  1,300  ft.;  inferior,  all 
kinds,  200  ft.;  total  hose,  1.600  ft.;  fire  alarm,  bell 
and  whistle:  value  of  dept.  equipment,  ISJOO; 
value  of  blags.,  $200;  ann.  exp.  of  dept.,  $345; 
total   mem.,   ^,   paid   full  time. 

Watek  Supply— Source,  brook,  8  miles  from 
business  center;  system,  gravity  and  pump  to  res.; 
res.  cap.,  675.000  gals.;  2  pumping  engines,  cap. 
per  day  500,000  gals.,  constructor  Deane;  mains, 
8  miles,  4  to  8  in.  dia.;  20  hydrants,  Ludlow;  11 
valves;  HO  services;  pipe,  galv.  iron;  pressure, 
doro.  80  to  100  lbs.,  fire  115  to  160  lbs.;  cost  to 
construct,  $14,000;  bonded  debt,  $24,000;  int.  paid 
on  bonds,  5  per  cent;  works  belong  to  city. 

RICHFORD,  pop.  2,520;  fire  area,  650  acres; 
bldgs.,  wood  2  stories;  wooden  roofs  permitted; 
no  fireworks  and  combustibles  ord.     Fire  dept. — 

1  h.  &  1.  truck,  8  hose  carriages;  hose,  cotton, 
rubber  lined,  good  3,000  ft.;  fire  alarm,  whistle; 
value  of  dept.  equipment,  $2,000;  value  of  bldgs., 
$6,000;  ann.  exp.  of  dept.,  $90;  total  mem.,  39 
volunteers. 

Water  Supply — Source,  springs  and  brooks,  8 
miles  from  business  center;  system,  gravity;  res 
cap.,  2,500,000  gals.;  mains,  material,  iron,  9  miles, 
4  to  10  in.  dia,  Utica.  McNeal;  40  hydranta,  Lud 
low;  18  valves;  800  servk:es;  pipe,  galv.  iron* 
pressure,  dom.  110  lbs.,  fire  110  and  120  lbs.;  cost 
to  construct,  $26,lK)0;  int.  paid  on  bonds,  4H  per 
cent.;  ann.  cost  of  mtce.,  $500;  works  belong  to 
city. 

ROCHESTER,  pop.  1,250;  fire  area,  .^20  acres* 
bldgs.,  wood,  2  stories;  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.  Fire  dept. — 1 
hose  wagon;  hose,  cotton,  rubber  lined,  good  S50 
ft.;  fire  alarm,  bell;  total  mem.,  15  volunteers. 

Watee  Supply — Source,  springs;  svstem.  grav 
ity;  res.  cap.,  120,000  gals.;  mains,  1^  miles;  10 
hydrants,  Ludlow;  40  services;  pressure,  dom.  lui' 
lbs.,  fire  100  lbs.;  consumption,  per  day,  10,000 
gals.,  per  capita  100  gals.;  cost  to  construct,  $10, 
000;  int.  paid  on  bonds,  4^6  per  cent.;  works  be 
long  to  city. 

RUTLAND    pop.  14,000.  fire  area,   5,136  acres; 
mercantile    bldgs.,    stone,    brick,    wood,    2    to    4 
stories;    private,    brick     and      wood,   2V(    stones: 
wooden   roofs  permitted;    fireworks   ana  combusd 
bles  ord.     Fire  dept. — Z  steamers,  1  aerial  truck. 

2  hose  wagons;  hose  cotton,  rubber  lined,  good 
6,700  ft.;  fire  alarm,  Gamewell;  boxes,  29:  value 
of  dept.  equipment.  $18,000;  ann.  exp.  of  dept., 
$8,300;  total  mem.,  36,  paid  full  time  9,  volun- 
teers 27;    underwriters'   rating,   second   class. 

Water  Supply — Source,  river,  4  miles  from 
business  center;  system^  gravity;  res.  cap.,  5,000, 
000  gals.;  mains,  cast  iron.  50  miles,  2  to  16  in. 
dia.;  161  hydrants,  Mathews,  Ludlow;  2,716  serv- 
ices; pipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire 
60  to  100  lbs.;  consumption,  per  day  2,000,000  gals., 
per  cap.,  150  gals.;  cost  to  construct.  $200,000; 
ann.  cost  of  mtce.,  $6,000;  works  belong  to  city. 


St.  ALBANS,  pop.  8,500;  fire  area,  158  acres; 
mercantile  bldffs.,  brick,  2  to  4  stories;  private, 
brick  and  wooa,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 11  c  hand  cc 
1  h.  &  1.  truck,  2  reels,  8  hose  wagons,  8  horser 
hose,  cotton,  rubber  lined,  good,  4,600  ft.;  fire 
alarm,  Gamewell,  29  boxes;  value  of  depL 
equipment,  $10,000;  value  of  bidga.,  $8,000;  ann. 
exp.  of  dept.,  $4,000;  total  menL  86,  paid  full  time 
8,  paid  part  time  23. 

Wateb  Supply — ^Source,  spring  and  brcolca,  4)4 
miles  from  business  center;  system,  gravity ;  qual- 
ity of  water,  good;  res.  cap.,  258,000,000  gala.;  lo- 
cated at  North  Fairfax:  mains,  cast  iron  and 
cement,  87  miles,  8  to  16  in.  dia.,  McNeal,  War- 
ren; 112  hydrants.  Chapman,  Corey:  100  valves: 
meters,  total  number  50,  Niagara  82,  Union  Ifli 
Empire  8,  owned  by  consumer,  1,500  serrices;  piipe 
galv.  iron;  pressure,  dom.  120  lbs.,  fire  180  Iba.. 
cost  to  construct,  1300,000;  int.  paid  on  bonds,  6 
per  cent.;  ann.  cost  of  mtce.,  $6,000;  worlcs  belong 
to  city. 

ST.  JOHNSBURY,  pop.  7,200;  fire  area  1.000 
acres;  mercantile  bldgs.,  wood  and  brick,  1  to  4 
stories;  private,  wood.  2  stories;  wooden  roofs  per 
mitted;    fireworks   ord.;    causes    of    fires    investi' 

fated.  Fire  dept. — 1  hand  engine,  35  c.  hand  ex.. 
h.  &  1.  truck,  1  supply  wagon,  6  hose  wagtAs, 
hose,  cotton,  rubber  lined,  good.  6,000  ft.;  inferior 
all  kinds,  600  ft.;  total  hose,  6.600  ft;  fire  alarm. 
Gamewell.  29  boxes;  value  of  dept.  equipmeat 
$9,000;  value  of  bldgs.,  $3,600;  ann.  exp.  of  dept. 
$4,700;  total  mem.,  100  volunteers. 

Wateb  Supply — Source,  river;  system,  pomp  di- 
rect; filtration  system,  sand;  cap.  per  day,  2JSO0l- 

000  gals.,  constructor  Blake;  mains,  material,  cast 
iron,  8  miles,  4  to  12  in.  dia..  Wood;  129  hydrants, 
Holyoke;  86  valves;  meters,  total  number,  3,  Thom- 
son, Crown;  300  services;  pipe,  galv.  and  wiouyiit 
iron;  pressure,  dom.  66  lbs.,  fire  100  lbs.;  cost  to 
construct,  $100,000;  int.  paid  on  bonds,  4  per 
cent.;  ann.  cost  of  mtce.,  $2,000;  works  belong  ta 
rillage. 

SHELDON,  pop.  134L  Fire  dept — ^Not  re- 
ported. 

Watck  Supply — ^Source,  springs,  M  Ktle  froe 
business  center;  s^rstem  gravity;  rea.  cnp.,  ISO 
bbls.;  mains,  2  miles,  1%  in.  dia.;  80  serrices; 
pressure,  dom.  60  lbs.,  lire  50  lbs.;  cost  to  co» 
struct,  $1,500;  works  private. 

SOUTH  ROYALTON.  pop.  940;  fire  ares.  1 
sq.  mile;  mercantile  bldgs..  onck  and  wood,  2  and 
8  stories;  private,  wood.  2  stories;  wooden  roois 
permitted;  no  fireworks  ord.  Fire  dept. — 1  hand 
engine,  1  h.  &  1.  truck,  1  hose  carriage,  2  base 
wagons,  25  hand  ex.;  hose,  linen,  good  800  ft.; 
inferior,  200  ft;  total  hose,  1,000  ft;  fire  alaroL 
bell;  value  of  dept  equipment,  $800;  v^ahie  a 
bldgs.,  $500;  ann.  exp.  of  dept,  $25;  total  nw la . 
40  volunteers. 

Watsr  Supply — Source,  springs. 

SPRINGFIELD,  pop.  3.500;  fire  area.  2,000 
acres;  mercantile  bldgs.,  wood  and  brick,  t  and  8 
stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  permitted;  fireworks  and  combnstihles  ord.; 
causes  of  fires  investigated.    Fire  dept. — 1  steanKr. 

1  h.  &  1.  truck,  4  hose  wagons:  hose,  cotton,  rub- 
ber lined,  good,  1,600  ft;  inferior,  all  kinds,  8J5B8 
ft:  total  hose,  4,000  ft;  fire  alarm,  whistle.  1  box; 
value  of  dept.  equipment  $8,000;  value  of  bldgs-, 
$6,000;  ann.  exp.  oi  dept,  $1,000;  total  nscm^  S, 
paid  part  time. 

Watbs  Supply— Source,  spring,  4^  miles  froa 
business  center;  system,  gravity;  quality  of 


STOWE,  pop.  2,000;  fire  area.  250  acres; 

tile  bldgs.,  wood,  1  and  2  stories;  private,  brick 
snd  wood.  1  and  2  stories;  wooden  roofs  pcr> 
mitted  in  fire  area ;  fireworks  ord. ;  causes  of  fires 
investigated.  Fire  dept.— 1  h.  A  1.  truck.  81  c 
hand  ex..  1  hose  cart;  hose,  good.  1,800  ft:  fir* 
alarm,  bell  and  whistle;  value  of  dept  equip inuiu 


good;  res.  cap.,  66.000.000^  rats. ;  mains,  csat  troa« 
1.8  miles,  12  to  20  in.  dia.;  15  hydrants,  Ludlow:  88 
valves,  Ludlow;  meters,  total  number  168,  Empire 
48,  Gem  2,  Nash  1,  owned  by  city;  875  services: 

{>ipe,  wrought  iron ;  pressure,  dom.  86  lbs.,  fire  19 
bs. ;  cost  to  construct  $165,000;  bonded  debt.  $186,> 
000;  int.  paid  on  bonds,  4  per  cent;  ann.  cost  of 
mtce.,  $1,500;  works  belong  to  dty. 
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11*200;  value  of  bldgs.,  9600;  total  mem.  86,  paid 
part  time. 

Water  Supply— Source,  springs,  1  mile  from 
business  center;  system,  gravity;  qualitv  of  water, 
good;  res.  cap.  SW.OOO  gals.,  located  !4  mile  east 
of  center  of  village;  mains,  cast  and  wrought  iron, 
4  miles,  1  to  10  in.  dia.;  33  hydrants;  Is  valves; 
140  services;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  90  lbs.,  bre  90  lbs.;  cost  to  construct,  120,500; 
bonded  debL  $16,600:  int.  paid  on  bonds,  4  per 
cent;  cost  ot  mtcc,  #200;  works  belong  to  city. 

SWANTON.  pop.  4,500;  bldgs.,  brick  and 
wood,  1  to  3  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept. — 1 
hand  engine,  1  h.  &  L  truck,  3  hose  carriages; 
hose,  cotton,  rubber  lined,  good  1,500  ft.;  linen, 
ffood  500  ft;  total  hose,  2,000  ft.;  fire  alarm,  bell 
and  whistle;  total  mem.,  43  volunteers. 

Water  Supply— Source,  pond;  system,  gravity; 
pumping  engines;  cap.  per  day,  1,500,000  gals.: 
constructors  JLang  &  Goodhue ;  mains,  wood  and 
iron,  4  miles,  4  to  12  in.  dia.;  31  hydrants,  Lud- 
low; pressure,  dom.  80  lbs.,  fire  110  lbs.;  cost  to 
construct.  $115,000;  ann.  cost  of  mtce.,  1700;  works 
belong  to  city. 

TROY,  pop.  1,467.  Fire  dept— 2  hose  carts; 
hose,  500  ft;    total  mem.,  30  volunteers. 

Water  Supply— Source,  not  stated;  20  hy- 
drants;   pressure,  160  lbs. 

UNDERHILL,  pop.  1,140.  No  organized  fire 
department. 

Water  Supply— Source,  springs,  IH  miles  from 
business  center;  system,  gravity;   res.  cap.,  19.200 

fals.;  quality  of  water,  good;  mains,  iron,  3  miles, 
I  to  3  in.  dia.;  15  hydrants;  lOO  services;  pressure, 
dom.  75  lbs.,  fire  75  lbs.;  cost  to  construct,  $5,000; 
bonded  debt,  $1,600;  int  paid  on  bonds.  6  per 
cent;  ann.  cost  of  mtce.,  $300;  works  belong  to 
Co. 

VERGENNES,  pop.  1,763;  fire  area,  600  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  8  and  4 
stories;  private,  wood,  brick  and  stone,  1  to  I 
stories;  wooden  roofs  permitted;  fireworks  ord. 
Fire  dept.— 1  h.  &  1.  truck,  5  hose  carriages;  hose, 
cotton,  rubber  lined  good.  2,150  ft.;  fire  alarm, 
bell  and  whistle;  value  of  aevt  equipment,  $82000; 
value  of  bldgs.,  $1,000:  ann.  exp.  of  dept,  $500; 
total  mem.,  43  volunteers. 

Water  Supply— Source,  creek,  in  center  of  city: 
system,  pump  direct;  filtration  system,  sand  and 
gravel;  pumping  engines;  cap.  per  dav,  1,250,000 
gals.,  constructor  Vergennes  Machine  Co.;  mams, 
cast  iron,  8  miles,  4  to  6  in.  dia.,  Vergennes  Ma- 
chine Co.;  87  hydrants,  Lang  &  Goodhue;  14 
▼alves;  480  services;  pipe,  wrought  iron;  pressure, 
dom.  80  lbs.,  fire  130  lbs.;  cost  to  construct,  $86,- 
000;  ann.  cost  of  mtce.,  $800;  works  belong  to 
city. 

WATERTJURY,  pop.  2.800;  fire  area,  1  sq.  mile; 
mercantile  bldgs.,  brick  and  wood,  IH  to  4  stories; 
private,  brick  and  wood,  VA  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept — 1  hand  engine,  3  hose  carts;  hose,  cotton, 
rubber  lined,  good,  2,700  ft;  total  mem.,  13  volun- 
teers; value  of  dept.  equipment,  $3,000;  ann.  exp. 
of  dept,  $400. 

Water  Supply— Source,  springs,  cisterns,  7 
miles  from  business  center:  system,  gravity;  res. 
cap.,  500.000  gals.;  quality  of  water,  good;  pump- 
ing  engines,  cap.  per  day  260.000  gats.;  mains,  iron, 
12  mites,  2  to  12  in.  dia.;  56  hydrants;  175  services; 
pressure,  dom.  105  lbs.,  fire  106  lbs.;  cost  to  con- 
struct, $37,000;  bonded  debt  $30,000;  int  paid  on 
bonds,  4  per  cent;  works  belong  to  city. 

WELLS  TOWN,  pop.  750;  mercantile  bldgs., 
^vood,  1  and  2  stones;  private,  wood,  1  to  8 
stories:  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.  Fire  dept. — 1  hand  engine,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
200  ft.;  rubber,  good  200  ft;  total  hose.  400  ft.: 
value  of  dept.  equipment.  $1,000;  value  of 
bldffs.,  $300;  total  mem.,  9,  paid  part  time. 

Water  Supply — Source,  river;  system,  pumf>  to 
res.;  res.  cap..  2.'VO.nOO  gals.;  pumping  engines 
cap.  per  dav,  2fW),000  gals.;  constructor  Deane: 
siatns,  5  miles,  4  to  10  in.  dia.;  21  hvdrants;  100 
services:  pressure,  dom.  06  lbs.,  fire  06  lbs.;  cost 


to  construct,  $15,000;  int.  paid  on  bonds.  4  per 
cent.;  ann.  cost  of  mtce.,  $400. 

WESTMINSTER,  pop.  1,286.  No  organized  fire 
dept 

Water  Supply — Source,  springs,  1-2  mile  from 
business  center;  system,  gravity;  quality  of  water 
good;  res.  cap.,  1.000  pals.;  mains,  iron  and  ce- 
ment, 1  mile,  2  in.  dia.;  26  services;  pressure, 
fire  80  lbs.;  cost  to  construct  $3.0U0;  ann.  cost  of 
mtce.,  $100;    works  belong  to  Co. 

WEST    RUTLAND,    pop.    2.914.     Fire    dcpt- 

4  hose  carts;  hose,  good  1,950  ft.,  old  400  ft;  total 
hose,  2,350  ft;  fire  alarm,  whistle. 

Water  Supply — Mountain  spring;  res.  cap., 
8,000,000  gals.;  30  hydrants;  pressure,  140  lbs. 

WHITE  RIVER  JUNCTION,  pop.  2,000; 
fire  area,  200  acres;  mercantile  blags.^  wood  and 
brick,  8  stories;  private,  wood.  2  stones;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord.: 
fire  loss  for  1904,  $1,000.  Fire  dept.— 1  steamer,  1 
h.  &  L.  truck,  5  carts  and  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good,  3,000  ft.;  fire  alarm, 
whistle;  value  of  dept.  equipment,  $5,000;  value  of 
bldgs.,  $1,500;  ann.  exp.  of  dept,  $1,860.41;  total 
mem.,  45. 

Water  Supply — Source,  river,  2^  miles  from 
business  center;  system,  gravity;  quality  of 
water,  good;  res.  cap.,  30,000,000  gals.; 
mains,  cast  iron,  9  miles,  4  to  10  in. 
dia.;  25  valves.  Chapman;  54  hydrants.  Chapman; 
meters,  total  number  14;  meters  owned  by  Co.; 
400  services;  pipe,  galv.  iron;  pressure,  dom.  140 
lbs.,  fire  70  to  140  lbs.;  consumption,  per  day 
200,000  gals.,  per  cap.  100  gals.;  cost  to  construct, 
$80,000;  bonded  debt,  $45,000;  int.  paid  on  bonds. 

5  per  cent;  ann.  cost  of  mtce.,  $800;  works  belong 
to  Co. 

WILMINGTON,  pop.  1,260;  fire  arrea,  150  acres ; 
mercantile  bldgs.,  wood,  2  stories;  private,  wood, 
lyi  and  2  stories;  wooden  roofs  permitted;  fire- 
works ord.;  fires  investigated.  Fire  dept — 1  steao. 
pump,  1  hand  engine,  1  h.  &  1.  truck,  4  hose 
carriages,  all  kinds:  hose,  rubber.  Rood.  2,000  ft; 
cotton,  good.  1,500  ft;  leather,  good,  300  ft.;  total 
hose,  3j00  tt;  fire  alarm,  beu;  value  of  dept 
equipment,  $2,800;  value  of  bldgs.,  $300;  total 
mem.,  80  volunteers. 

Water  Supply— Source,  mountain  streams,  6 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water,  good;  res.  cap.  1,500,000  ^^U..  located 
within  villaee  limits;  mains,  iron,  1  mile,  6  to  8  in. 
dia.;  12  hydrants;  10  valves;  pressure,  fire  95  lbs.; 
cost  to  construct.  $20,500;  bonded  debt,  $20,000; 
int  paid  on  bonds,  4  per  cent;  works  belong  to 
village. 

WINDSOR,  pop.  2,330,  mercantile  bldgs.,  brick 
and  wood,  2H  stories;  private,  wood.  1%  stories; 
wooden  roofs  permitted;  fireworks  and  combustibles 
ord.  Fire  dept— 2  c  hand  ex..  1  h.  &  1.  truck. 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
2.500  ft;  fire  alarm,  bell  and  whistle;  ann.  exp. 
of  dept,  $197 JU{;  total  mem.,  84  volunteers. 

Water  Supply— Source,  springs,  %  mile  from 
business  center:  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  275,000  gals.;  res.  cap.  5.000,000  gals.; 
pumping  engines,  cap.  per  day  676,000  gals<>  con- 
structor Knowles;  mains,  6^  miles,  2  to  8  in.  dia.; 
57  hydrants;  300  services;  pipe,  galv.  iron;  pres- 
sure, dom.  AO  lbs.,  fire  00  to  100  lbs.;  cost  to 
construct,  $60,000;  int  paid  on  bonds,  4  per  cent; 
ann.  cost  of  mtce,  $2,000. 

WINOOSKI,  pop.  8.800;  mercantile  bldgs., 
wood  and  brick,  1  to  8  stories;  private,  brick  and 
wood,  1  to  8  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept. — 1  steamer,  6  c 
hand  ex.,  1  h.  &  1.  truck,  4  hose  carts;  hose,  rub- 
ber, good,  8.000  ft.;  fire  alarm,  bell  and  whistle: 
value  of  dept.  equipment,  $8,000;  ann.  exp.  of 
dept..  $1,600;  total  mem.,  60;  4  paid  part  time; 
46  volunteers. 

Water  Supply— Source,  springs.  ^  mile  from 
business  center;  system,  gravitv;  res.  cap.,  12,- 
500,000  gats.:  mains,  cast  iron,  6%  miles,  4  to  8  in. 
dia.,  Lang  &  Goodhue;  80  hydrants,  Lang  &  Good- 
hue* 8  valves;  meters,  total  number  521,  Hersey, 
National  Bee;  676  services;  pipCp  galv.  iron;  pres- 
sure, dom.  65  lbs.,  fire  65  to  160  lbs.;  consumption. 
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per  day  SO.OOO  nls.,  per  capita  12H  gils. ;  cott 
to  eonstnict,  $60,000;  ann.  coat  of  mtce^  $1,000; 
worka  belong  to  Co. 

WOODSTOCK,  pop.  2.670;  bldgs.,  wood,  stone 
and  brick.  1  to  4  stories;  wooden  roofs  permitted. 
Fire  dept.-- 2  c.  hand  ex.,  2  hand  engines.  1  h.  &  1. 
truck,  2  hose  carriages;  hose,  cotton,  rubber  lined, 

f:ood  1,600  ft. ;  inferior,  all  kinds,  600  ft. ;  total  hose, 
.100  ft.;  fire  alarm,  electric:  10  boxes;  value  ot 
dept.  equipment.  13,000;  value  of  bldgs.,  1800;  ann. 
exp.  of  dept,  $400;  total  mem..  44  volunteers. 

Water  Supply— Source,  springs  and  brook.  2H 
milf^  from  busiu.sa  center:  system,  gravity, 
pump  to  res.;  res.  cap.  6,000,000  gals.,  located  2Vfe 
miles  from  business  center;  mains,  cast  iron^  8^ 
milea,  4  to  8  in.  dia.^  86  hydrants.  Mathews,  Chap< 
man;  420  services;  pipe,  galv.  iron;  pressure,  dom. 


110  lbs.,  fire  HO  lbs.;  cost  to  oonstnict,  93^W; 
ann.  coat  of  mtce.,  11.500:    works  belong  to  Co. 

WOLCOTT.  pop.  1.006:  mercmntile  bidft.. 
wood.  Fire  dept.— 1  hand  engine,  1  hoae  carriage: 
hose,  rubber,  good,  400  ft.;  fire  alarm,  bell  sad 
whistle;  total  mem.  volunteers. 

Watsk  Supply— Source,  river. 

Places  with  a  population  of  1,000  or  more  havmg 
no  organized  fire  department:  Albany,  Albaufi, 
Bakersfield,  Bridaeport.  Calais,  Cambridge.  Char- 
lotte. Concord,  Craftsbury,  Dorset,  Fairfax.  Fair- 
field.  Georgia  Grafton,  Hartland.  Highgate, 
Hyde  Parke,  Lincoln.  Marshfield.  MontgomcTv, 
Newbury.  New  Haven,  Orwell.  Pawlet.  Kick- 
mond  Koyalton.  Ryegate,  Shaftsburr.  Shelboime, 
Shoreham.  Strafford,  Topsham.  Whitingbam,  Wal- 
lingford,  Welliston. 
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ABBREVIATIONS.— Ann.,  annual;  av.,  average;  bidgs.,  buildings;  cap.,  capacity;  ctan.,  chairmaa« 
c,  chemical;  c  &  h.,  chemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  coc^ 
mittee;  comp.,  compound;  cons.,  construction;  dept.,  department:  dia..  diameter:  dim.,  dimensions;  doni.» 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  teet;  gals.,  gallons;  h.  d., 
high  duty:  h.  &  1., hook  and  ladder;  ins., insurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt.,  superintendent 


ABINGDON,  pop.  1,300;  fire  area,  480  acres; 
mercantile  bldgs.,  orick,  2  stories:  privote,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.  Fire  dcpt. — 1  h. 
&  1.  truck,  8  hose  reels,  1  hose  carriage;  hose, 
cotton,  rubber  lined,  good,  1,600  ft.;  fire  alarm. 
bell;  value  of  dept.  equipment,  $7!^);  total  mem., 
24  volunteers;  underwriters'  rating,  third  class. 

Wateb  Supply — Source,  spring:  system,  pump  to 
res.;  res.  cap.,  I^OO.OUO  gals.;  2  pumping  engines, 
cap.  per  da^  1,780,000  gals.,  constructor  Gordon: 
mains,  6  miles,  2  to  6  in.  dia.,  Glamorgan;  40 
hydrants,  Glamorgan;  14  valves;  meters,  total 
number  2,  Hersey,  Buffalo;  105  services;  pressure, 
fire  80-05  lbs.;  cost  to  construct,  |3O,O0o;  ann. 
cost  of  mtce.,  $1,000;  works  belong  to  Co. 

ALEXANDRIA  pop.  15.981;  fire  area.  9fl0 
acres;  mercantile  l>Iajp:s.,  brick.  2  and  S  stories; 
private,  wood  and  brick,  2  and  8  stories;  wooden 
roofs  permitted;^  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 8  steam- 
ers, 2  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose  carts.  2 
hose  carriages.  9  horses;  hose,  cotton,  rubber  lined 
eood.  9.000  ft.;  inferior  3.000  ft.*  total  hose,  12.000 
ft^  fire  alarm,  bell;  value  of  dept.  equipment,  $18,- 
000;  value  of  bldgs.,  $13,000:  ann.  exp.  of  dept, 
$8,000;  total  mem.  160.  paid  full  time  8.  152  volun- 
teers; underwriters'  rating,  second  class. 

Water  Supply — Source,  Cameron  Run,  1*2  mile 
from  business  center;  system,  pump  to  res.;  res. 
cap.,  16,000.000  gals.;  2  pumping  engines,  cap.  per 
day  2,804,000  gals.,  constructors  Smith-Vaile, 
Morris;  mains,  iron.  8  miles,  4  to  20  in.  dia.;  166 
hydrants;  meters,  total  number^  8,  Crown  2,  Key- 
stone 6,  owned  by  Co.;  80U  services;  pipe,  lead 
and  iron;  pressure^  dom.  80  lbs.,  fire  25  to  85  lbs.; 
works  belong  to  Co. 

ASHLAND,  pop.  1,200:  fire  area.  840  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.  Fire  dept. — 1  hand 
engine,  1  h.  &  1.  truck,  1  hose  carriage.  1  hose 
wagon:  hose,  cotton,  rubber  Lned,  ^^ood,  700  ft.; 
file  alarm,  bell;  value  of  dept*  equipment,  $900; 
value  of  bldgs.,  $150;  total  mem.,  80  volunteers; 
underwriters    rating,  third  class. 

Water  Supply — -Source,  wells. 

BASIC  CITY,  pop.  1,270;  bidffs.,  wood,  1  to  3 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 1  h.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good.  1.200  ft.;  interior,  all 
kinds,  50  ft. ;  total  hose,  1,250  ft. ;  fire  alarm,  bell ; 
value  of  dept.  eguipment,  $800;  value  of  bldgs., 
$500:  volunteers. 

Water  Supply — Source,  spring;  system,  pump  to 
res.;  res.  cap.,  200.000  gals.;  1  pumping  engine, 
cap.  per  day  180.000  ^als.,  constructor,  Deane; 
mains,  cast  iron.  4H  miles,  8  to  8  in.  dia.;  10  hy- 
drants, 2  valves;  66  services;  pressure,  dom.,  60 
lbs.,  fire,  70  lbs.;  consumption,  per  day  80.000  gals., 
per  cap.  20  gals.;  cost  to  construct,  $3,000;  ann. 
cost  of  mtce.,  $1,200;  works  belong  to  city. 

BEDFORD  CITY,  pop.  2.418;  bldgs.,  brick  and 
wood.  2  stories;  wooden  roofs  not  permitted.  Fire 
dept. — 2  hose  carriages:  hose,  cotton,  rubber  lined, 
good  1,300  ft:  fire  alarm,  bell;  value  of  dept. 
equipment,  $1,800;  ann.  exp.  of  dept,  $200;  total 
mem.,  18  volunteers;  underwriters  rating,  third 
class. 

Water  Supply — Source,  spring;  system  gravity; 
res.  cap.,  1,000,000  g*l>.;  mains,  cast  iron.  7 
miles,  4  to  8  in.  oia..  Wood,  Glamorgan:  50 
hvdrants.  Chapman:  pipe.  Iron;  pressure,  fire.  U»0 
lbs.;  cost  to  construct,  $90,000;  int.  paid  on  bonds, 
6  per  cent;  ann.  coat  of  mtce.,  $860;  works  belong 
to  city. 


BERKLEY,  pop.  6,732;  fire  area,  100  acres: 
mercantile  blags.,  brick  and  wood,  2  ftories^  pr> 
vate,  wood.  2  stories;  wooden  roofs  not  permitted; 
no  fireworks  and  combustibles  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  1902,  $15,000: 
av.  ins.  for  same  time,  $w>,000.  Fire  dept — 1 
steamer,  1  h.  &  1.  truck,  2  hose  reels,  5  horses; 
hose,  cotton,  rubber  lined,  good  1.500  ft.:  fire 
alarm,  bell;  value  of  dept  equipment  $20,000; 
value  of  bldgs.,  $8,500;  ann.  exp.  of  dept., 
$400;  total  mem.,  68^  paid  full  time  8,  volunteers 
$9;  underwriters'  rating,  second  class. 

Water  Supply— Source,  wells  and  lake,  lyk 
miles  from  business  center;  systeni.  pump  to 
stdp.;  stdp.  cap.    368.000  gals.,   dim.  26x100,  Tip- 

fett  &  Wood;  2  pumping  engines,  cap.  per  day, 
,500.000  gals.;  constructors,  Snow,  Davidson; 
mains,  wrought  iron,  cement,  4.4  miles,  4  to  10. 
in.  dia.,  American;  86  hydrants,  Ludlow:  72 
valves;  meters,  total  number,  75,  Crown.  Gent; 
S25  services;  pipe,  galv.  iron;  pressure,  aom.  80 
lbs.,  fire  60  lbs.;  cost  to  construct,  $100,000;  int 
paid  on  bonds,  6  per  cent;  ann.  cost  of  mtce., 
$2,000;   works  belong  to  Co. 

BERRYVILLE,  pop.  960;  mercantile  bldgs., 
brick,  stone  and  wooo,  1V6  to  8  stories;  private, 
wood,  2  stories:  wooden  roofs  not  permitted;  fire- 
works ord.;  fires  investigated.  Fire  dept— 1  h.  & 
1.  truck.  2  hose  carriages:  hose,  cotton,  1,200  ft.; 
bell   alarm;   total  mem.,   25  volunteers. 

Water  Supply— Source,  springs,  impounding 
reservoir:  system,  gravity;  res.  cap.  60,000  gals.; 
pipe,  4  miles,  4  to  8  in.  dia.;  85  hydrants;  pressure, 
8.^  to  90  lbs.;  works  owned  by  Co.;  cost  to  con- 
struct, $43,000. 

BIG  STONE  GAP,  pop.  1,617;  bldn.,  brick  and 
wood,  2  and  8  stones;  wooden  roots  permitted, 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— 1  hand  engine,  truck.  180 
buckets,  2  hose  carriages;  hose,  cotton,  rubber 
lined,  ffood  2,000  ft.;  fire  alarm,  oell;  total  mem., 
50    volunteers. 

Water  Supply— Source,  stream,  7  miles  from 
business  center;  system,  gravity;  mains,  cast  iron, 
7  miles,  6  to  12  in.  dia.,  Glamorgan;  50  hydrants, 
Glamorgan,   Mathews;     12    vaUes:    250    services 

f>ipe,  galv.  iron;  pressure,  dom.  80  lbs.,  fire 
bs. '  consumption  per  day,  100.000  gala.;  per  cap- 
ita, 100  gals.;  cost  to  construct,  $90i000;  ann.  cost 
of  mtce.,  $700;  works  belong  to  town. 

BLACKSTONE,  pop.  686;  bldgs.,  brick  and 
wood.  Fire  dept— 2  hose  reels;  1  h.  &  1.  truck; 
hose.   1.000  ft;   fire  alarm,   bell. 

Water  Supply— Source,  wells;  system,  air  pres- 
sure; cap.  of  res.  60,000  gals. 

BRISTOL,  pop.  4,579;  fire  area,  8,200  acres; 
mercantile  bldgs.,  brick.  2  to  6  stories;  private, 
wood,  2  stories:  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  Fire  dept-— 2  c.  hand  ex., 
1  h.  &  1.  truck,  1  hose  wagon,  2  horses;  hose, 
cotton,  rubber  lined,  good  90O  ft:  inferior,  all 
kinds,  8,000  ft.;  total  hose,  6,800  ft;  fire  alarm| 
bell:  value  of  dept  equipment.  81,500:  value  of 
bldgs.,  $1,000:  ann.  expenses  of  dept,  $JWO;  total 
mem.,  18  volunteers;  underwriters*  rating,  thvd 
class. 

Water  Supply— Source,  springs,  8%  mites  from 
business  center:  system,  gravity  to  res.;  res.  cap., 
10.000.000  gals.;  pumping  engines,  cap.  per  day 
1.500.000  gals.,  constructor  Worthington;  mains, 
ca.«(t  iron.  14^  miles,  4  to  10  in.  dia.:  67  hydrants, 
Glamorgan:  36  valves;  meters,  total  number  15. 
owned  bv  city:  775  services;  pressure,  dom.  60 
lbs.,  fire  80  to  85  lbs.;  consumption  per  day,  600,- 
000  gals.,  per  canita  100  gals.;  cost  to  construct, 
f  110.000;  bonded  debt  $70,000;  int  paid  on  bonda, 
5H  per  cent;  ann.  cost  of  mtoe.,  $8,260;  works  be- 
long to  eity. 
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BUCHANAN,  pop.  716;  mercantile  bldn.,  brick 
tnd  wood.  1  to  2V(  stories;  private,  wood,  2  stories: 
fire  loss  for  1904,  |800;  ins.,  tSSO,  No  organized 
fire  department 

Water  Supply— Source,  mountain  streams;  sys- 
tem, pump  to  stdp.;  stdp.  cap.,  26,000  gals.;  quality 
of  water,  good;  cap.  per  day,  160,000  gals.,  con- 
structor Worthington;  mains,  1%  miles,  4  to  8  in. 
dia.;  13  hydrants,  Bourbon;  pressure,  100  lbs.; 
fire  130  lbs;  cost  to  construct,  17,300;  works  be- 
long to  Co. 

BUENA  VISTA,  pop.  3,600;  fire  area.  1.000 
acres;  mercantile  bldgs.,  brick,  2  and  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.  Fire 
dept. — ^1  hose  cart,  2  horses;  hose,  cotton,  rubber 
lined,  good  1,200  ft.,  fair  400  ft;  total  hose,  1,000 
ft.;  nre  alarm,  bell;  value  of  dept,  equipment, 
$3,000;  value  of  bldgs.,  11,000;  ann.  exp.  of  dept., 
$1,000;  total  mem.  S,  paid  full  time  2,  20  volun- 
teers. 

Watvr  Supply — Source,  aprings,  2  miles  from 
business  center;  system,  gravity;  res.  cap.,  2,0U0,- 
000  gals.:  mains,  8  miles,  4  to  8  in.  dia.,  Gla- 
morgan: 80  hydrants,  Ludlow;  25  valves;  pressure, 
dom.  80  lbs.,  fire  80  lbs.;  cost  to  construct,  $10,- 
000;  works  belong  to  city. 

CAPE  CHARLES,  pop.  L800;  fire  ar«a,  160 
acres;  mercantile  blags.,  Drick  and  wood,  2  and 
8  stories:  private,  wood,  2  stories;  wooden  roofs 
permitted  m  fire  area;  fireworks  and  combusti- 
bles ord.:  causes  of  fires  investigated;  fire  loss  per 
yr.  for  8  yrs.,  |167;  av.  ins.  mvolved  for  same 
time,  $683.  Fire  dept— 1  c.  engine,  3  h.  &  1.  trucks, 
8  c  hand  ex.,  8  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  2,600  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment.  $2,200;  value  of  bldgs.,  $2,000; 
ann.  exp.  of  dept,  ^00;  total  mem.,  2o  volun 
teers. 

Watbb  Supply — Source,  wells;  system,  pump  to 
res.;  res.  cap.,  50,000  gala.;  2  pumping  engines, 
cap.  per  day,  240.000  gals.;  mams.  2  miles:  31 
hvdrants;  meters,  total  number,  14;  pressure,  oom. 
40  lbs.,  fire  4u  lbs.;  consumption  per  day  60,000 
gals.,  per  capita  40  gals.;  cost  to  construct,  $12,- 
000;  works  belong  to  city. 

CHARLOTTESVILLE,  pop.  6,440;  fire  area, 
9,400  acres;  mercantile  bldgs..  brick,  2  and  3 
stories;  private,  brick  and  wood,  2  and  3  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ordj^  causes  of  fires  investigated;  fire  loss 
for  1892,  $8,660;  ins..  $4,000.  Fire  dept— 1  steamer, 
8  hand  engines,  60  c.  hand  ex.,  1  h.  &  1.  truck, 
2  hose  wagons,  7  horses;  hose,  cotton,  rubber 
lined,  good,  6,000  ft:  fire  alarm,  bell;  value  of 
dept,  equipment  $10,000;  value  of  bldgs.,  $3,600: 
ann.  exp.  of  dept,  $1,600;  total  mem.  43,  paid  full 
time  3,  volunteers  40;  underwriters'  rating,  third 
class. 

Watss  Supply — Source,  mountain  streams.  4 
miles  from  business  center;  system,  pump  to  stdp.; 
stdp.  cap.,  38,000  gals.;  material  used  in  cons., 
steel;  qualitir  of  water,  good;  res.  cap.,  200,000,000 
gals.;    pumping  engines,   cap.    per    day,    1,000,000 

fals.,  constructor  Wortmngton;   mains,  cast  iron, 
6    miles,     4     to     16    in.     dia.;     136    hydrants; 
89     valves;     meters,     total     number     loL     £m- 

fiire  85.  Hersey  Disc  40,  Hersey  Torrent 
,  WorthinfTton  8,  Trident  4,  Lambert  16, 
owned  by  city;  1,650  services;  pipe,  galv.  iron; 
pressure,  dom.  80  lbs.,  fire  50  lbs.;  cost  to  con- 
struct $165w000;  bonded  debt  $90,000;  int.  paid 
on  bonds,  5  per  cent;  ann.  cost  of  mtce.,  |4,OoO; 
works  belong  to  city. 

CHASE  CITY,  pop.  1,000:  fire  area,  840  acres; 
mercantile  bldgs.,  t>rick  ana  wood,  2  and  3  sto- 
ries; private,  wood,  2  stories:  wooden  roofs  per- 
mittea  in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept~l  c  engine,  6  c. 
hand  ex.,  1  h.  &  1  truck?  bose,  cotton,  rubber 
lined,  good.  200  ft;  inferior,  all  kinds.  100  ft.;  total 
hose,  300  ft;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, $126;  value  of  bldffs..  ^76;  ann.  exp.  of  dept, 
$100;  total  mem.,  80  volunteera 

Watkr  Supply — Source,  wells. 

CHATHAM,  pop.  918;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted;  no  fire  dept; 
underwriters'  rating   fourth  class 


Watbb  Supply — Source,  springs;  STStem,  gra^ 
ity  to  res.;  res.  cap.,  100,000  gals.;  mains,  3  miles, 
2  to  6  in.  dia.;  23  nydrants;  60  services;  pressure, 
dom.  18  lbs.,  nre  76  lbs;  int.  on  bonds,  6  per  cent; 
cost  of  construction  to  date,  $27,000. 

CLIFTON  FORGE,  pop.  7,200;  mercantile 
bldgs.,  wood  and  brick,  2,  3  and  4  stories;  privste, 
wood  and  brick,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept. — ^1  h.  &  1.  truck,  1  hose  wagon,  3  hose  reels; 
hose,  cotton,  rubber  lined,  good,  3,450  ft;  fire 
alarm,  phone  &  whistle;  value  of  dept  equipmctit, 
$6,000;  value  of  bldgs.,  $1,600;  ann.  exp.  of  dept.. 
$300;   total   mem.  29  volunteers. 

Watbb  Supply — Source,  creek;  system,  srarity; 
res.  cap.  1,500,000  gals;  mains,  8  miles,  2  to  10 
in.  dia.;  80  hydrants,  Glamorgan;  550  services; 
pressure,  dom.  90  lbs.,  fire  125  lbs.;  cost  to  coa- 
struct,  $75,000;  aniL  cost  of  mtce.,  $15,000;  worts 
belong  to  Co. 

COVINGTON,  pop.  3,000;  fire  area,  250  acres; 
mercantile  bldgs.,  brick  and  wood.  2  stories;  pri- 
vate, brick  ana  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  drpt.-4 
h.  &  1.  truck,  25  c.  hand  ex.,  S  hose  carriages; 
hose,  cotton,  rubber  lined,  good,  2.500  ft.:  fire 
alarm,  bell;  value  of  dept  equtpment,  $}.5iJ9; 
value  of  bldgs.,  $1,500;  ann.  exp.  of  dept.,  $t50; 
total  mem.,  lO  volunteers. 

Wateb  Supply — Source,  springs.  2  miles  from 
business  center;  system,  gravity;  res.  cap..  1.400.0tt 
gals. ;  1  pumping  engine,  cap.  per  day  500,000  gals.. 
constructor  Worthington;  mains,  cast  iron,  S 
miles.  1  to  10  in.  dia.;  35  hydrants;  25  valves; 
meters,  total  number  4,  Thomson,  owned  by  con* 
sumer;  660  services;  pipe,  iron;  pressure,  dom.  W 
to  110  lbs.,  fire  110  to  146  lbs.;  consumption  per 
day,  800.000  gals. ;  cost  to  construct,  $53.00.1;  cost 
of  mtce.,  $2,000;  works  belong  to  city  and  Co. 

CREWE,  pop.  1,600;  bldsrs..  wood  and  brick. 
Fire  dept— 12  c  h.  ex.,  2  nose  carriages;  bose; 
cotton,  rubber  lined,  good  600  ft;  interior,  all 
kinds.  600  ft.;  total  hose*  1400  ft;  fire  alana, 
whistle;  total  mem..  20  ▼oiuntecrs. 

Watbb  Supply — Source,  streams;  system  puav 
to  res.;  res.  cap.  100,000  gals.;  2  pumping  engmcs, 
class  dup.,  cap.  per  day  864,€00  gals.;  constractor 
Worthington;  16  hvdrants;  pressure,  dons.  45  lbs, 
fire,  30  lbs. ;  works  belong  to  Co. 

CULPEPER,  pop.  1,818;  fire  area,  000  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  wood. 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  fire  loss  for  19Q2,  $10,3)0; 
ins.,  $5.50a  Fire  dept— 1  h.  &  1.  trocti.  1  hose 
carriage;  hose,  cotton,  rubber  lined,  good  IjOOO  ft; 
fire  alarm,  bell;  total  mcnt  20  ▼oluateers;  voder 
writers'  rating,  third  class. 

Watbb  SuppLY^Source.  streams,  S  miks  fnm 
business  center;  system,  pump  to  stdp.;  stdp.  ca^ 
800,000  gals.,  dim.  80  x  25,  buildera  Waldi  k 
Weidner;  cap.  per  day,  5OQj00O  gals.,  constmcton 
Smith- Vaile;  mains,  cast  iron  and  terra  cotta,  7 
miles,  4  to  10  in.  dia.,  Glamorgan  and  Central  Vift 
Co.;  61  hydrants,  Eddy;  400  services;  pressure, 
dom.  90  lbs.,  fire  160  lbs.:  cost  to  coostroct, 
$36,000;  int.  paid  on  bonds,  6,  and  4  per  eeat; 
works  belong  to  city. 


DANVILLE,  pop.  20,000;  fire  arca«  1,000 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to  C 
stories;  private,  stone,  brick  and  wood,  2  sto- 
ries: wooden  roofs  permitted  in  fire  area;  fire> 
works  and  combustibles  ord.;  causes  of  fires  ia- 
vestieated.  Fire  dept.— 2  steamers.  1  c  engine.  I 
aerial  truck,  6  c.  hand  ex.,  1  h.  &  1.  truck,  3  bose 
wagons,  1  comb,  c  &  h.  wason.  12  horses,  host, 
cotton,  rubber  lined  good,  6,000  ft;  interior,  au 
kinds,  300  ft;  total  hose,  6.300  ft.;  fire  alarm. 
Gamewell,  38  boxes;  value  of  dept  equipacat. 
S16.000;  value  of  bldgs.,  $12,000:  ann.  exp.  of  dept. 
$13,000;  total  mem.  34,  paid  full  time  12  paid  pan 
time  22. 

Watbb  Supply— Source,   river,   2%    miles   frt» 
business  center;  system,  pump  to  res.  and  dirtci; 

Suality  of  water,  good;  res.  cap.,  7,000,000  gals.; 
pumping  engines,  class  cross,  comp.,  cap.  per 
day  4.000,000  gals.,  constructor.  Snow;  mains,  troc 
31  miles.  1  to  24  in.  dia.;  251  hydrants:  190  valves: 
meters,  total  number  2,541  Crown,  Nash,  Umcm. 
Niagara,  Empire,  Hcraey  Kotary,  Trsdentw  Her 
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ley  Disc,  Thomson,  National,  Buffalo,  Columbia, 
Pittsburg,  owned  by  citv;  2,600  Bervices:  pipe, 
lead;  pressure,  dom.  60  Ibs^  fire  80  to  100  lbs.; 
:on sumption  per  day,  744,616  gals.;  works  belong 
»  city. 

EMPORIA,  pop.  3,000.  Fire  dept.— 2  hose  carts, 
,000  ft.  hose. 

VVates  Supply — Source,  river;  2  pumps,  maker, 
Dtto. 

FALLS  CHURCH,  pop.  UOO;  fire  area,  640 
cres;  bldgs.,  wood,  2  stories;  wooden  roofs  per- 
oitted;  fireworks  ord.;  fires  inveatxgatcd.  rire 
!ept.— 3  c.  engines,  2  h.  fire  ex.,  1  h.  &  1.  truck; 
ire  alarm,  bell;  value  of  dept  equipment,  |7Q0; 
alue  of  bldgs.,  fSOO;  total  mem.,  45  volun- 
cers. 

Water  Supply — Source,  wells. 

FARMVILLE,  pop.  4,000;  fire  area.  875  acres; 
lercantile  bldgs.,  bnck.  2  and  8  stories:  private, 
rick  and  wood,  1  and  2  stories;  wooden  roote 
ot  permitted  in  fire  area;  fireworks  and  combusti- 
les  ord.;  causes  of  fires  investigated.  Fire  dept. 
-2  hand  engines,  2  c  band  ex..  1  h.  &  1.  truck, 

comb.  chem.  &  hose  wagon,  24  buckets,  6  hose 
arriages,  2  horses;  hose,  cotton,  rubber  lined, 
cod,  3,400  ft.;  fire  alarm,  bell;  value  of  dept. 
quipment,  84,000;  value  of  bldgs.,  83,600:  ann. 
xp.  of  dept.,  8800;  total  mem.,  29;  9  paid  full 
me,  20  volunteers. 

Water  Supply — ^Source,  river,  1  mile  from  bnti« 
t9a  center;  system,  gravity,  pump  to  res.,  to  stdp., 
r  direct;  stdp.  cap.  188,000  gals.,  dim.  25x60, 
)ns.  iron,  builders  Stilwell-Bierce;  filtration 
'Stem,  sand;  2  pumping  engines,  cap.  per 
ly  864 .0(K)  gats.,  constructors  Stilwell-Bierce; 
lains,  galv.  and  cast  iron,  7  miles,  4  to  10  in. 
a.,  Radford;  34  hydrants,  Bourbon;  meters, 
•tal  number  66;  Union  26,  Buffalo  6,  19  various; 
eters  owned  by  consumers;  246  services;  pipe, 
3n ;  pressure,  dom.  60  lbs.,  fire  60  lbs. ;  consump- 
3n  per  day  60.000  gals.,  per  capita  30  gals.;  cost 

construction,  840,000;  ann.  cost  of  mtce..  82,800; 
orks  belong  to  Co. 

FRA.VKLIN,  pop.  1,148;  fire  area  700  acrea; 
ercantile  bldgs.,  Driclc,  1  to  8  stories;  private, 
}od,  2  stories;  wooden  roofs  permitted;  fireworlm 
d  combustibles  ord.:  causes  of  fires  investigated: 
e  loss  for  1002.  $200;  ins.,  $200.  Fire  dept~l 
nd  engine,  1  h.  &  1.  truck,  1  hose  carriage;  hose, 
tton.  rubber  lined,  good  800  ft.;  fire  alarm,  bell; 
tal  mem.,  10  volunteers;  underwriters'  rating, 
urth  class. 


otight    iron;   pressure,  5  lbs.;    works  belong  to 
R.   Co.;  new  waterworka  system  in  course  of 
nstruction. 

FREDERICKSBURG,  pop.  5.068;  fire  area,  060 
-cs;  mercantile  bldgs^.  brick,  8  stories;  private, 
ick  and  wood.  2  and  8  stories;  wooden  roofs  per- 
tied;  fireworks  and  combustibles  or<L:  causes 
fires  not  investigated;  fire  loss  for  1002,  $14,* 
);  ins.,  $10,000.  Fire  dept.— 1  h.  &  1.  truck, 
tiose  carriages;  hose,  cotton,  rubber  lined,  gooa 
X>  ft.;  fire  alarm,  Gamewell;  60  boxes;  value  of 
>t.  equipment,  $1,.'HX);  value  of  bldgs.,  $2,800; 
n.  exp.  of  dept.,  $150;  total  mem.,  21  volunteers; 
derwriters'  rating  third  class. 
Vater  Supply— Source,  river:  system,  pump  to 
.  direct;  res.  cap.  400,000  gals.,  reserve  res.  9,- 
.000  gals.;  2  pumping  engines,  cap.  per  day 
10,000  gals.,  constructor  Blake;  mains.  20  miles, 
o  8  in.  dia.,  McNeal;  72  hydrants,  Wood.  Tay- 
;  52  valves:  meters,  total  number  18;  1,962  ser- 
es; pressure,  dom.  56  lbs.,  fire  100  lbs.;  con- 
nption,  per  day  700,000  sjils.,  per  capita  117 
s. ;  cost  to  construct,  $60,000;  ann.  cost  of 
ze.,    $5,000;  works  belong  to  city. 

'"RONT  ROYAL,  pop.  1,005;  fire  area,  200  acres; 
ffs.,  wood,  brick,  2  stories;  wooden  roofs  per- 
ted.  Fire  dept. — 1  h.  &  1.  truck,  2  hose  car- 
tes:   hose    cotton,  rubber  lined,  |?ood  1,000  ft.; 

alarm,  bell;  value  of  dept.  equipment,  $1,000; 
ie   of  hldffs..  $2,000:  total  mem.,  40  volunteers; 
Icrveriters    rating,  third  class. 
^ATER    Supply — Source,   spring,   8   miles   from 
inesa  center;  system,  gravity;  res.  cap.  5,000,- 

gala;  mains,  8  miles.  4  to  10  in.  dia.;  Mellert; 


26  hydrants,  Mellert;  40  valves;  260  services;  pres- 
sure, fire  100  to  LHO  lbs.;  cost  to  construct,  $85,- 
000;   works  belong  to  town. 

GLASGOW,  pop.  600.  No  organized  fire  dept 
— 1  hose  carriage;  hose,  cotton,  rubber  lined,  good 
900  ft. 

Water  Supply — Source,  sjirings,  )4  mile  from 
business  center;  system,  gravity;  res.  cap.  3,000,- 
OUO  gala.;  mains,  cast  iron,  6^  miles,  2  to  6  in. 
dia.;  Glamorgan;  50  hydrants.  Galvin;  12  services: 

{Mpe,   galv.   iron;   pressure,   dom.  80  lbs.,   fire  80 
bs.;   cost   to  construct,  $16,000. 

GORDONSVILLE,  pop.  1,000;  fire  area,  100 
acres;  bldgs.,  wood  and  brick,  1  to  8  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.  Fire  dept.--l  c  hand  ex.,  1  h.  &  L 
truck,  1  aerial  truck,  1  hose  wagon,  1  hose  car- 
riage; hose,  cotton,  rubber  lined,  good,  1,100  ft.; 
inferior,  300  ft.;  total  hose,  1,400  ttj  fire  alarm, 
bell;  value  of  dept.  equipment,  $800;  value  of 
bldgs.,  $800;  total  mem.,  25  volunteers. 

Water  Supply — Source,  springs;  system,  grav- 
ity; res.  cap.,  500,000  fl^s.:  mains,  iron,  3  miles, 
4  to  6  in.  dia.,  Radford;  18  hydrants,  Ludlow; 
pressure,  fire  60  lbs.;  cost  to  construct,  $12,000; 
ann.  cost  of  mtce.,  $240;  works  belong  to  dtj. 

GOSHEN,  pop.  2.613.    Fire  dept.— Not  reported. 

Water  Supply — source,  creek;  syitem,  puinp  to 
stdp.;  stdp.  cap.,  26,000  gals.;  cap.  per  day,  78,000 
gals.;  mains,  %  mile,  4  to  8  in.  dia.,  Glamorgan;  1 
hydrant,  Ludlow;  8  valves;  pressure,  dom.  80  Iba., 
fire  80  lbs.;  cost  to  construct,  $6,560;  ann.  cost 
of  mtce.,  $500;  works  belong  to  Co. 

GRAHAM,  pop.  8,500;  bldgs..  brick  and  wood. 
Fire  dept.— 8  hose  carriages;  total  hose,  1,000  ft; 
fire  alarm,  bell;  total  mem.,  15  volunteers. 

Watee  Supply— 6ource^j^  reservoir;  system, 
pumping;  res.  cap.,  1W.000  gals.;  pumping  en- 
gines, cap.  per  day  6iD0,000  gals. 

HAMFON,  pop.  6,000,  fire  area,  1,200  acres; 
bldgs.,  brick  and  wood,  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  caosefe 
of  fires  not  investigated:  fire  loss  for  1906,  $8,000; 
ins.  for  same  time,  $50,000.  Fire  dept— 1  steamer, 
1  h.  &  1.  truck,  8  hose  carriages,  I  hose  vagon: 
6  horses;  hose,  cotton,  rubber  lined,  good  3,000 
ft;    fire    alarm     bell;    value  of   dept   equipment, 

g,000:  value  of  bldgs.,  $7,000:  ann.  exp.  of  dept., 
,600;  total  mem.  66.  paid  full  time  8,  volunteers 
68,  underwriters'  rating,  third  class. 

Water  Supply — Source,  nver  and  creeks,  wells, 
supplied  by  Newport  News  system,  26  miles  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.,  160,000  gala.,  dim.  80x80;  cons, 
iron,  builders  BerKn  Iron  Bridge  Co.;  res.  cap., 
470,000:000  gals. ;  8  pumping  engines;  cap.  per  day, 
6,000,000  gals.,  constructor  Dsvidson;  mains,  cast 
iron,  7  miles,  4  to  12  in.  dia.;  14  hydrants.  Coffin; 
Coffin  valves;  meters,  total  number  203,  Empire 
200,  Gem  8;  meters  owned  by  Co.;  pipe,  lead; 
pressure^  dom.  40  lbs.,  fire  40  lbs.;  works  belong 
to  Co. 

HARRISONBURG,  pop.  8,621;  merxumtUa 
bldgs.,  brick,  2  and  8  stories;  private,  wood,  S 
stones;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept — 2  hand  engines,  1  h.  &  1.  truck,  5  hose 
carriages;  hose,  cotton,  rubSer  lined,  vpod  2,000  ft; 
fire  alarm,  bell  and  whistle;  value  A  dep^.  equip- 
ment, $3,000;  value  of  bldgs.,  $2,000,  /nt«i  mem., 
100  volunteers;  underwriters'  rating  third  class. 

Water  Supply — Source,  mountain  streams  and 
spring,  13  miles  from  business  center;  system, 
grsvity;  quality  of  water,  good;  res.  cap.,  l.OOO.OOO 
gals.;  pumping  engine,  cap.  per  day  760.000  gala.; 
mains,  cast  iron,  20H  miles,  8  to  10  in  dia.;  86 
hydrants;  78  valves:  meters,  total  number  24, 
Crown  4,  Nash  2,  empire  6,  Hersey  Rotanr  8, 
Hersey  Disc  8.  Westinghouse;  797  services;  pipe, 

fralv.  iron;  pressure,  dom.  65  lbs.,  fire  75  to  140 
bs.;  consumption  per  day,  460.000  gals.;  cost  to 
construct,  $75,000;  int.  paid  on  bonds,  4  per  cent; 
cost  of  mtce.,  $1,000;  works  belong  to  city. 

LEESBURG.  pop.  1,800;  fire  area.  600  acres; 
mercantile  bldss.,  brick  and  wood,  2  stories;  private, 
bnck  and  wood,  2  stories:  wooden  roofs  permitted: 
fireworks  and  combustibles  ord. — Fire  dept. — i 
hand  engines,  2  hose  reels;  hose,  cotton,  rubber 


B-460 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— VIRGINIA. 


lined,  goo4,  1,000  ft:  fire  alarm,  bell;  Talne  of 
dept.  equipment,  $600;  ann.  cxp.  of  depL,  |420; 
total  mem.,  48  volunteers;  underwriters'  rating, 
second  class. 

Watek  Supply— Sourse,  springs  and  wells,  % 
mile  from  business  center;  system,  gravity;  stdp. 
cap.  65.000  gals.,  24  x  20  m.  dia.;  res.  cap.  76.000 

fals.,  1  triplex  gasoline  engine  constructors, 
lint  &  Walling,  cap.  per  day  200,000  gals. ;  mains, 
2  miles,  cast  iron;  pipe,  4  to  8in.  dia.;  S2  hy- 
drants: 60  valves;  10  meters;  110  services;  pres- 
sure, aom.  50  lbs.;  fire  50  lbs.;  cost  to  construct, 
ttSJOOO;  bonded  debt,  130,000;  ann.  cost  of  mtce., 
9250;  works  belong  to  town. 

LEXINGTON,  pop.  8,444;  fire  area,  MO  acres; 
mercantile  bldgs.,  stone  and  brick,  2  to  4  stories; 
private,  stone,  brick  and  wood.  2  to  8H  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck,  69  c  hand  ex.,  4  hoae 
carriages;  hose,  cotton,  rubber  lined,  good,  960  ft.; 
rubber,  good  600  ft.:  inferior,  all  kinds,  1,250  ft.; 
total  hose  2,800  ft.;  nre  alarm,  bell;  value  of  dept. 
equipment,  $1,500;  value  of  bldgs.,  $8,500;  ann. 
exp.  of  dept.,  $375;  total  mem.,  60  volunteers. 

Watbb  Supply — Source,  springs,  5  IS  miles  from 
business  center;  system,  gravitv;  rea.  cap.  2,500,- 
000  gals.;  mains,  cast  iron,  15H  miles,  3  to  8  in. 
dia.,  Glamorgan;  51  hydrants,  Ludlow;  meters, 
total  number  200^  Crown;  600  services;  pipe, 
wrought  iron;  pressure^dom.  60  lbs.,  fire  66  lbs.: 
cost  to  construct,  $60,000;  int  paid  on  bonds.  4 

1>er  cent;   ann.  cost  of  mtce.,   $1,000;  works  be- 
ong  to  city. 

LURAY,  pop.  1,147:  mercantile  bldgs.,  wood,  8 
stories;  private,  wood,  2  stories;  wooden  roofs 
permitted,  except  on  new  bldgs.;  fireworks  ord. 
Fire  dept.— 2  hose  carriages;  hose,  cotton,  1.100  ft.; 
fire  alarm,  whistle;  total  mem.,  60  volunteers; 
underwriters*  ratine,  second  class. 

Water  Supply— Source,  mountain  streams;  sys- 
tem, gravity:  1  res.,  cap.  9.000,000  gals.;  mams,  8 
miles,  8  to  8  in.  dia.;  27  hydrants;  pressure,  nre 
86  lbs. 

LYNCHBURG,  pop.  24,500;  fire  area,  3.840 
acres;  mercantile  bidga.,  brick,  3  to  8  stories;  private, 
brick  and  wood,  2  and  8  stories;  wooden  roofs 
peimitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  not  investigated;  av.  fire  loss  per  yr.  for 
8  yrs..  $48,864.06;  av.  ins.  for  same  time,  $48,000. 
Fire  dept.— 8  steamers,  3  comb.  c.  &  h.  wagons,  20 
c  hand  ex.,  1  h.  &  1.  truck,  1  aerial  truck,  3  hose 
wagons.  28  horses;  hose,  cotton,  rubber  lined, 
good,  12,600  ft.;  fire  alarm,  Gamewell,  18  boxes; 
value  of  dept  equipment  and  bldgs.,  $10,000;  ann. 
exp.  of  dept.,  $40,000;  total  mem.,  47,  paid  full 
time;  underwriters'  rating,  second   class. 

Water  Supply— Source,  river,  22  miles  from 
business  center;  system,  pump  to  res.;  res.  cap. 
8,000,000  gals.;  6  pumping  engines;  cap.  per  day 
7,250,000  gals.;  constructors,  Deane,  Hoflv,  Steven- 
son; mains,  cast  iron.  38  miles.  36  to  30  in.  dia., 
Empire,  Keystone,  Glamorgan  Wood;  351  hy- 
drants Mich.  GlamoTffan^  ^Vood:  400  valves; 
meters,  total  number  275,  Crown.  6  Thomson;  4,400 
services ;  pipe,  galv.  iron  and  lead;  pressure,  dom. 
100  lbs.,  nre  160  lbs.;  consumption,  per  day  4,000,- 

000  gals.,  per  capita  330  gals.;  cost  to  construct, 
$69,768,  int.  paid  on  bonds,  5  per  cent;  ann.  cost 
of  mtce.,   $26,503.47;   works  belong  to   city. 

MANCHESTER,  pop.  9,715;  fire  area.  COO  acres; 
mercantile  bldgs.,  brick,  iron,  stone,  wooO,  2  and 
8  stories;  private,  wood  and  brick,  2  and  8  stories; 
wooden  roofs  not  permitted:  fireworks  and  com- 
bustibles ord.;  fires  not  investigated.     Fire  dept. — 

1  h.  &  I.  truck,  1  hose  wagon,  3  hose  carrtages,  1 
horse;  hose,  cotton,  rubber  lined,  good,  2.A00  ft.; 
fire  alarm,  telephone;  value  of  dept.  equipment 
$5,000;  value  of  bldgs.,  $3,000;  ann.  exp.  of 
dept,  $2,100;  total  mem.  15,  paid  full  time  2 
volunteers  1>^. 

Water  Supply— Source,  river,  1%  miles  from 
business  center-  system,  pump  to  stop.;  stdp.  capr 
130.000  gals.,  dim.  35x25;  4  pumping  engines, 
class  dup.,  size  10  x  8  x  9,  cap.  per  day,  3.000.000 
gals.,  constructor  Worthington;  mains,  cast  and 
wrought  iron,  12  miles,  2  to  12  in.  dia.;  75  hv- 
drants,  Ludlow;  meters,  total  number  100:  1,500 
services;  pipe,  galv.  iron;  pressure,  dom.  88  lbs., 
fire  115  lbs.;  consumption,  per  day  1,500,000  gals.. 


per  capita  100  gals. :  cost  to  oonstnict,  UttjNO; 
ann.  cost  of  mtce.,  ^,000;  works  belong  to  dtjr. 

MARION,  pop.  2,046;  fire  area,  130  acres; 
bldgs.,  brick  and  wood.  2  stories;  wooden  roob 
permitted;  fireworks  and  combustibles  ord.;  csomi 
of  fires  investigated;  fire  loss  for  1002,  $300.  Fire 
dept.— 1  h.  &  1.  truck,  8  hose  carriages,  1  hose 
wagon,  12  hand  chem.  ex.,  1  Eastman  New  Nozzle 
system;  hose,  cotton,  rubber  lined,  good  1,200  ft; 
inferior,  all  kinds,  600  ft.;  total  hose,  1,800  ft;  fire 
alarm,  bell;  value  of  dept  eouipment,  $2,060;  value 
of  bldigs..  $100;  ann.  exp.  of  dept.,  $160;  total  menL, 
20  volunteers. 

Waxes  Supply — Source,  springs,  4  miles  froa 
business  center;  system,  gravity;  mains,  cast  iron, 
10  milesj  2  to  8  in.  dia.;  18  hydrants;  18  vsItm: 
300  services:  pipe,  galv.  iron;  pressure,  dom.  K 
to  80  lbs.,  tire  30  to  80  lbs.;  cost  to  coastmct 
$18,000;  bonded  debt,  $8,000:  int.  paid  on  bonds,  6 
per  cent;  cost  of  mtce.,  $150;  worka  bdong  te 
town. 

MARTINSVILLE,  pop.  2.884;  fire  aiea.  064  aciet; 
mercantile  bldgs.,  bnck,  B  stories;  private,  bricfc 
and  wood,  2  stones',  wooden  roo€s  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in 
vestigated.  Fire  dept.— 2  hose  reels;  hose,  cotton 
good,  1,500  ft.;  fire  alarm  bell;  value  of  dcpL 
equipment,  $1,000;  value  of  bldss.,  $300;  ana. 
exp.  of  dent,  $100;  totsU  mem.,  24;  underwriters' 
rating  thira  class. 

Water  Supply — Source,  creek,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.,  200,4100  ffds.,  76  ft.  high,  bmld 
ers  Walsh  &  Weidner;  cap.  per  day,  5a>,000  gals, 
constructors.  Smith- Vaile;  mains,  cast  iron,  4  mOcs 
6  to  8  in.  dia.,  Radford,  Glamorgan;  37  hydrants! 
£ddy;  15  valves;  284  services;  pipe,  galv.  iron; 
pressure  dom.  75  lbs.,  fire  95  lbs.;  cost  to  con 
struct.  $31,200;  int.  paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $7^;  works  belong  to  city. 

NEWPORT  NEWS,  pop.  30.000;  fire  area.  2,58D 
acres;  mercantile  bldgs.,  stone.  bricJc  and  wood. 
2  to  6  stories;  private,  stone,  Srick  and  wood.  I 
and  3  stories;  wooden  roots  permitted  in  arc 
area;  fireworks  and  combustibles  ord.:  causes  d 
fires  investigated;  fire  loss  for  1908,  $12,086;  ins.  in. 
volved  for  same  time,  $203,738.  Fire  dept.— 3  steam- 
ers, 1  comb.  c.  &  h.  wagon.  10  c  band  ex.,  1  h. 

6  1.  truck.  2  hose  wagons.  1  hose  carriage,  14 
horses;  hose,  cotton,  rubber  lined,  good.  7.6w  ft; 
total  hose,  7.600  ft.;  fire  alarm  electric.  19  boxes; 
value  of  dept  equipment,  $26,000;  value  of  bldgs^ 
$9,000:  ann.  exp.  ot  dept,  $15,200;  total  mem.  u6u 
paid  full  time  14,  171  volunteers. 

Watbr  Supply — Source,  springs,  16  miles  froa 
business  center;  system,  pump  to  stdp.;  stdp.  cam 
1.~>o.0iX)  gals.,  dim.  .^)  x  30;  material  used  in  cona. 
iron;    res.   cap.   470.000,000  gals.;    2    pumping  en- 

R'nes;  cap.  per  dav  6,0(K>.000  gals.;  constructor, 
avidson;  mains.  8  miles,  6  to  12  in.  dia.;  171 
hydrants.  Coffin;  245  valves;  meters,  total  number 
2,300:  3,100  services;  pressure,  dom.  60  Iba.,  fire  60 
to  125  lbs.;  consumption  per  day,  2,700,000  gals., 
per  capita  135  gals.;  works  belong  to  Co. 

NORFOLK,  pop.  70.130.  fire  area,  6%  sq.  miles; 
mercantile  bldgs.,  stone  and  brick,  1  to  7  stories*, 
private,  stone,  brick  and  wood.  1  to  4  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  inTesti 
gated:  av.  fire  loss  per  yr.  for  8  yrs.,  ^.677:  av. 
ins.  involved  for  same  time,  $1,970,8001    Fire  dept— 

7  steamers.  1  c.  engine,  1  h.  &  L  truck,  IS  a 
hand  ex..  2  aerial  trucks,  3  hose  wagons,  1  c.  &  1. 
wagon,  3  hose  carriages,  7  comb.  c.  &  b.  wagocs, 
40  norses;  hose,  cotton,  rubber  lined,  good.  12.- 
000  ft.;  rubber,  sood,  6,560  ft;  toUl  hose.  17.550 
ft;  fire  alarm,  electric,  98  boxes;  value  of  dept 
equipment,  $80,000:  value  of  bldgs.,  $121,500;  ann. 
exp.  of  dept,  $80,801.67;  total  mem.  87,  paid  full 
time. 

Watvr  Supply — Source,  lakes,  5  miles  from  boai- 
ness  center;  system,  pump,  or  direct:  filtration  9f9- 
tem,  Jewell:  cap.  of  plant,  8,000.000  itals.:  4 
pumping  engines;  cap.  per  day  22,000.000  gala., 
constructors  Worthington.  Gaskill;  mains,  cast 
iron.  92  miles,  4  to  30  in.  dia.;  277  hydrants; 
meters,  total  number,  2SS;  9,623  services;  pipe, 
lend  and  iron;  pressure,  dom.  40  lbs.,  fire  40  lbs.; 
consumption  per  day,  6,800,000  gals.,  per  capita, 
120  i;als:  cost  to  construct,  $1.250J)00:  int.  paio  oo 
bonds,  4  per  cent;  works  belong  to  dty. 
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PETERSBURG,  pop.  27,000;  fire  area,  6,700 
acres;  mercantile  bldga,  brick  and  wood,  8  and  4 
itories;  private,  wood  and  brick.  8  and  4  itorica; 
wooden  roofs  permitted;  fireworks  and  combustibles 
ord.;  ctttses  oi  fires  investigated;  fire  loss  for  IMS, 
|13,m0.  Fire  dept.— 4  steamers.  2  c.  hand  ex.,  1 
aeritl  truck,  1  cniers  wagon^  6  hose  wagons,  14 
hones;  hose,  cotton,  rubber  lined,  good  8.000  ft.; 
inferior,  all  kinds,  1,500  ft:  total  hose,  4,fi00  ft; 
fire  alirm.  Game  welt;  81  Soxes;  value  of  dept. 
equipment,  $33,000;  value  of  bidgs,  $25,000;  ann. 
exp.  of  dept.,  $14,000;  total  mem.,  28,  paid  full 
time  18,  paid  part  time  10;  underwriters  rating, 
second  class. 

Watie  Supply— Source,    streams,   1   mile   from 
business  center ;  system,  gravitv  and  pump  to  res. ; 

fuality  of  water^  crood;  res.  cap..  23,000,000  gals.; 
pumping  engmes.  cap.  per  day  4,000,000  gala., 
constructors  Worthmgton  and  Knowles;  mains, 
cast  iron,  26  miles,  4  to  16  in.  dia. :  242  nvdrants; 
200  valves;  meters,  total  number  i.GOO,  Crown  8, 
Nash  216.  Empire  6,  Gem  6,  Hersey  Rotary  10, 
Trident  750.  Hersey  Disc  460,  Thomson  10,  Worth- 
higion  6,  Columbia  80,  Pittsburg  1,  Lambert  10, 
owned  by  city;  1,500  services;  pipe,  lead;  pressure, 
dom.  80  lbs.,  fire  60  lbs.;  consumption  per  day. 
462,000  gaU.;  cost  to  construct,  $2o0,000;  cost  of 
mtce.,  9,000;  works  belong  to  ci^. 

PHCBBUS,  bldffs.,  wood.  Fire  dept— 1  steamer, 
1  h.  &  1.  truck,  1  nose  carriage,  8  hose  reels;  hose, 
1,500  ft.;  total  mem.,  86. 

Water  Supply— Source,  same  source  that  sup- 
plies Newport  News  and  Hampton,  16  miles  from 
ousiness  center;  system,  pump  to  res.;  60  to  76 
lbs.,  pressure. 

POCAHONTAS,  f>op.  2,780;  fire  area,  8  acres; 
mercantile  bIdgs.,  briclc,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept — 1  h.  &  1.  truck,  4  reels;  hose,  cotton, 
rubber  fined,  good  1.500  ft.;  fire  alarm,  bell:  value 
of  dept  equipment,  $.^.000;  value  of  bIdgs..  $1,000; 
ann.  exp.  of  dept,  $250;  total  mem.,  85  volunteers. 

Wateb  Supply — Source,  streams  and  spring;  sys- 
tem, pump  to  stdp.;  stdp.  cap.  250,000  gals.,  dinu 
85  X  35;  2  pumping  engines;  cap.  per  day  2,000,- 
OOO  gals.,  constructor  Worthington;  48  hydranU; 
pressure,  dom.  and  fire,  ISO  lbs. 

PORTSMOUTH,    pop.    17,427;    fire    area,    900 
acres ;   mercantile  oldgs. .  stone  and  brick,  3  to  5 
atories;  private,  stone,    orick  and  wood,  2  and  8 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles    ord.;    causes    of   fires    investigated; 
fire     loss,     1908,     $11,844;     ins.    for     same     year, 
$90,500.       Fire     dept— 2     steamers,     2     comb.     c. 
&  h.  wagons,  10  c.  hand  ex.,  1  aerial  truck.  1  hose 
carriage,  2  hose  carts,  11  horses;  hose,  cotton,  rub- 
ber lined,  good,  1,000  ft;  rubber,  good.  2,500  ft; 
inferior,  all  kinds,  000  ft.;  total  hose,  4.100  ft:  fire 
alarm,   Oamewell.  21  boxes;  value  of  dept  equip- 
ment. $35,600;  value  of  bidgs..  $22,500;  ann.  exp.  of 
dept,  $17,424.80;  total  mem.  340.  paid  full  time  18, 
paid   part  time  1,  323  volunteers. 

Watbb  SupPLY^Source,  lake,  20  miles  from  busi- 
ness center:  system,  gravity,  pump  to  reservoir,  to 
atdp.     or    direct;    stdp.    cap.,    530.000    gals.,    dim. 
90  X  100,  material  used  in  cons,  steel,  builders  Riter 
&     Conley;    res.  cap     700.000    gals.;     4     pumping 
engines,  cap.   per  dav  10,000.000  gals.,   constructor 
Knowles,  Blake  &  Worthington;  mains,  cast  iron, 
23    miles,    4  to   14   in.   dia..    Wood:   180   hydrants. 
Chapman;   40  valves;   meters,   total    number,   135, 
Crown;   3,660  services:   pipe,  galv.   iron;  pressure, 
dom,   80  lbs.,  fire  80  lbs.;  cons,  per  day  8,500,000 
gala.,  per  capita  150  gals.;  works  belong  to  Co. 

PULASKI,  pop.  2,818;  fire  area,  POO  acres; 
mercantile  bfdgs.,  stone  and  brick,  3  stories;  pri- 
vate, brick  and  wood,  2  and  3  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles  ord. 
Kire  dept. — 2  reels;  hose,  cotton,  rubber  lined, 
gaod  1.500  ft.;  fire  alarm,  bell;  value  of  dept. 
eauipment.  $1,200;  value  of  bldgs..  $300;  ann.  exp. 
of  dept.,  $50;  total  mem.,  23  volunteers;  under- 
^rriters'   rating    third  class. 

^Vatkr  Supply — Source,  wells,  1  mile  from  bus!- 
nesa  center;  system,  pump  to  stdp.;  stdp. 
cap.,  26^000  gals.,  dim.  ?t5x85.  material  used  in 
cons,  sheet  iron,  builders  Wood  &  Co.:  quality  of 
'water,  good;  1  pumping  engine,  cap.  per  day 
460,000  gala.,  constructor  uordon;  mains,  cast  iron, 


UH  miles,  4  to  12  in.  dia.,  Glamorgan;  20O  hy- 
drants. Wood;  36  valves;  meters,  toUl  number,  16, 
Crown:  826  services;  pipe,  wrought  iron;  pres- 
sure, dom.  00  lbs.,  fire  90  lbs.;  cost  to  construct, 
$35,000;  ann.  cost  of  mtoe.,  $1,800;  works  belong 
to  Co. 

RADFORD,  pop,  6,000;  fire  area,  000  acres; 
mercantile  bldgs.,  orick,  2  and  3  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept— 3  reels;  1 
h.  &  1.  truck;  hose,  cotton,  rubber  lined,  good 
1,500  ft.;  value  of  dept  equipment.  $1,950;  total 
mem.,  60  volunteers;  underwriters  rating  third 
class. 

Watbb  Supply — Source,  spring,  1  mile  from  busi- 
ness center;  system,  pump^  to  stdp.  and  direct; 
stdp.  cap.,  184,000  gals.,  builders  American  Bridge 
and  Iron  Co.;  res.  cap.,  8,000,000  gals,  2  pumping 
engines,  1  electric  connected  7  in.  triplex  pump, 
mtg.  bv  Allentown  Rolling  Mills;  cap.  per  day 
1,500,000  gals.,  constructor  Holly;  mains,  cast  iron, 
10  miles,  4  to  12  in.  dia.,  Glamorgan;  76  hydrants, 
Chapman;  meters,  total  number  30,  225  services; 
pressure,  dom.  65  lbs.,  fire  80  Ibsj  consumption, 
per  day,  225,000  gals.,  per  capita  7o  gals. ;  cost  to 
construct  $21,000;  works  belong  to  Co. 

RICHLANDS,  pop.  776;  fire  area,  260  acres: 
mercantile  bldgs.,  woo<L  2  stories;  private,  wood, 
2  stories;  wooden  roofs  petmitted;  no  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.<^l  hose  carriage,  axes,  buckets,  etc: 
hose,  cotton,  rubber  lined,  good  400  ft;  value  oi 
dept  equipment,  $800;  value  of  bldgs.,  $50;  aan. 
exp.  of  dept.,  $50;  total  mem.  80  volunteers. 

Watbb  Supply — Source,  river:  system,  pumfi  to 
stdp.;  stdp.  cap.  280,000  gals.;  i  pumping  engine, 
cap.  per  day  1,000,000  gals.,  constructor  Gaskill; 
maina,  3%  miles,  4  to  16  in.  dia.;  85  hydrants. 
Cassin;  20  valves;  105  services;  pressure,  dom.  86 
lbs.,  fire  125  lbs.;  cost  to  construct,  $45,000;  sna. 
cost  of  mtce.,  $1,000;  works  belong  to  Co. 

RICHMOND,  pop.  126,000;  fire  area,  4,676  acres; 

mercantile  bldgs.,  brick,  steel,  concrete  and  stone, 
2  to  10  stories;  private,  brick  and  wood,  4  atories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.  for  8  yrs.,  $128,806;  a  v.  ina.  for 
same  time,  $2,437,360.  Fire  dept— 11  steamers,  8 
comb.  c.  &  h.  wagons,  40  c  hand  ex.,  4  h.  &  L 
trucks,  6  hose  wagons,  61  horses;  hose,  cotton, 
rubber  lined,  good,  20,000  ft:  inferior,  all  kinds, 
3,000  ft:  8,400  ft  of  3-in.;  total  hose,  26,400  ft;  fire 
alarm,  uamewell;  190  boxes:  value  of  dept  equip- 
ment $124,250;  value  of  bldgs.,  $126,000;  ann.  exp. 
of  dept.  $127,410;  total  mem,  166.  paid  full  time 
88,  paid  part  time  64,  volunteers  17. 

Watbb  Supply— Source,  river,  4  mites  from 
business  center:  system,  pump  to  res.  and  stdp.: 
stdp.  cap.  150.000  gals.,  aim.  80  x  80,  material  used 
in  cons,  steel;  qualitv  of  water,  good;  res.  cap.. 
50.000,000  gals. ;  4  pumping  engines,  class  vert,  and 
her.,  cap.  per  day  18,000.000  gals.,  constructor 
Worthington;  mains,  cast  iron,  122  miles,  3  to  80 
in.  dia.;  894  hydrants;  meters,  total  number  10,- 
753;  Crown  64,  Nash  969.  Union  6,  Empire  1, 
Gem  7,  Trident  1,663,  Hersey  Disc  and  Rotary 
2.060,  Thomson  116.  Worthington  643.  Buffalo  8, 
Columbia  97.  Keystone  3,l75,  Lambert  1,977. 
Crest  2,  Torrent  1,  Acorn  48.  American  23;  owned 
by  city  and  consumer;  19,360  services;  pipe,  lead; 
pressure,  dom.  65  to  85  fbs.,  fire  75  lbs.;  consump- 
tion per  dav.  12,557,009  gals. ;  cost  to  construct,  $4,- 
000,000;  cost  of  mtce.,  $68,281.14;  works  belong 
to  city. 

ROANOKE,  pop.  83,000;  fire  area,  6  acres;  mer- 
cantile bldgs.,  wood,  brick,  1  to  4  stories;  private, 
wood  and  brick.  1  and  2  stories;  wooden  roofs 
permitted  in  residential  section;  fireworks  and 
crtmhustibles  ord.:  causes  of  fires  investigated; 
fire  loss  for  1906,  $17,600.  Fire  dept~2  steamers. 
6  c.  hand  ex.,  1  h.  &  1.  truck,  8  hose  wagons,  10 
horses;  hose,  cotton,  rubber  lined,  good,  6.600  ft; 
fire  alarm,  Gamewell.  45  boxes;  value  of  dept 
equipment  $47,000:  value  of  bldgs.,  $60,000;  ann. 
exp.  of  dept.,  $13,000;  total  mem.,  22,  paid  full 
time  12,  paid  pisrt  time  10;  underwriters'  rating, 
second  class. 

Watbb  Supply — Sourccr,  springs,  IVb  miles  from 
business  center:  system,  pump  to  rea.  and  direct; 
stdp.     cap.,    188,600    gals.,    26    x    60    in.     dia.; 


qiMlily  oi  mt«,  (ood:  ret.  cip.  E.OOO.OOO  nli 
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.  per  day  1.078,830  sail',  per 
capita  i«  Eiii.;  con  lo  conitruct.  K2«,«)U:  bonded 
debt.  3100,UU0;  mt.  paid  on  bonds,  G  per  cent;  aan. 
cott  of  cntce..  m.0110;  vorki  belong  lo  Co. 

SALEM,  pop.  GJOO,  mercantile  bldai.,  brick,  I 
(lories;  privale,  wood  1  itoriei;  wooden  rooli  not 
permitted;  firework!  and  eoobualiblei  ord.     Fire 

S.oBo  (1.:  fire  "«m.''hel?'»n"eiectric:  va'lue  of 
Blue  of  bldgi.,  tl,2C0;  lolal 
e  and  voluateeii. 
;e,  lake  and  aprinii  nMem. 
pumn  ID  i».  inu  uiiect:  re*,  cap.,  UU.OAO  gall.; 
•tdp.  cap,,  110,000  gala.;  t  pumping  enginea,  liie 
8*U.  SH.ilU,  tap.  per  day  1,4«/J00  gala.,  con- 
■iruclor   Deane;  maini,  IS  milea,  1  to  S  in.   dia.. 

ber  G:  preiiurc.  dom.  kl  lb<.;'  coat  to  coDitmct, 
tU.ODO;  ann.  coil  a(  mice.,  COOO;  work*  belong  to 
dly. 

SHENANDOAH,  pop.  1,000.  Fire  dept.— 3  hoie 
aria;  1,OOD  ft.  hoae:  volunieer  dept. 

Watik  SurrLV— Source,    pumpi;   lyiiem,    pump 

SMITHFIELD,  pop.  l.ZZS.  Fire  dept.-l  h.  & 
1.  truck.  S  ho«  en.;  ho«.  cotton,  rubber  lined, 
good  m  ft.;  lolil  mem..  40. 

WaT»  SiTTPLV — Source,  lakea;  ayatem,  pnmp  to 
Kdp.;  itdp.  cap.,  SO.OOO  gala.;  2  pumping  enginea 
!»p.  per  da»  TjWC,OUO  fill.,  eonitrucwri  Worth- 
logton.  Could;  miinei,  2  milei,  4  10  8  in.  dIa.;  SO 
hydranu;  preiiure,  dom.  SO  Iba.,  fire  BO  Ibi.; 
works  belong  'o  Co. 

SOUTH  BOSTON,  pop.  4,500;  fire  am,  1«0 
aciea;    mercanlile   bidgi.,  brick.,  i  and  t  itoHei; 

aa'["pn'miited;  "fireworka  and  combuatiblei  ord. 
Fire  dept.— 1  iteamer.  100  c.  band  ex.,  1  b.  ft  L 
truck,  i  cam;   hoae,   rubber,  good,  SOO  ft.;  rub- 
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■Idp.;  atdp.  cap.  7G.0OO  gali.,  dim.  H  x  12;  1 
pumping  engine,  cap.  per  dajr  300,000  ailL,  con- 
■truclor  Worthingtan;  mini,  iron,  I  milea.  B  and 
I  in.  dia,:  30  hydraiiti;  3  tiNcb;  preuun,  dom. 
40  Ib>.,  ifr  eW  Ibi.;  coal  lo  conatruci,  fll.OOO; 
worki  belong  to  cily. 

STAUNTON,  pop.  1,000;  fire  area,  1,000  acres: 
Dwcantile  bldg.      brick,   1  to  B   itoriei;  private. 

ord.:  cauiei  of  firei'tnveatigated.  Fire  depl.— 6  c 
band   ex.,    1    hoae    wagon.  1    hose   wagoo   and    e. 
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78  l^ydranls,'  Wood,  Eddy:  100  Tilvej;  meters, 
total  number.  HI  ,  Crown,  Kasb,  Tbomaon,  Heriey; 
1.000  aervicei;  pipe,  filv.  Iron,  lead;  nreaaure, 
dom.  SO  Ibi..  fire  75  1b>.;  coat  to  conitruct,  t2£a,- 
ODO;  int.  paid  on  bonda  It  per  cent.;  ann.  coat  ol 
mtce.,  ttf.OOO;  worki  belong  to  city. 

3UFFt)LK.  pop.  7.250;  fire  area,  800  acres; 
mercantile  bidgi,,  brick.  1  lo  S  tloriea;  private, 
brick  and  wooiT  2  stDriea:  wooden  roofs  perniiled; 
fireworks  and  combuatiblei  ord.  Fire  dept.— 1 
■teamer.  1  e.  engine,  1  h.  ft  I.  truck,  1  bose  ■•r™| 


3,000  It.;   fire  alarai,  Stncn*,  0  boxea; _ 

dnt.  equipment,  t8/JUU;  nlue  of  bblgL, 
SWUSi  total  mem.,  40,  paid  full  umc  t,  paid  nan 
time  I,  Tolunteer)  M;  underwriiera"   i -' 
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TAZEWELL,  pop.  l.OeO;  bldgL,  wood:  vooAcn 

iiMfi  permitied;   fireworki  and   a — ■ "—   — ' 

t-ire    depi.— »    hoae    cans;    hoae. 
lined,  good,  1,800  ft;  total  mem., 

WiTiK  SufrLv— Source,  ipriDgi 

lia.m  gill 


lOgils.; 


lobu 


dim.;   46  by 


VINTON.  _ 
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:*uHi  of  fiiei   inTCtdgaled.     Fire  dept. — Not  n 

Warn   SiiFn.i — Soam,  nringa;  wj 
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reels,  bose,  TOO  ft.;  totai  mem.,  80  volunteeri. 

WATia  ^tiPPL»-Sourc«,  ri»er:  system.  HoDy; 
cap.  pet  minute.  SOO  gilt;  la.  cap..  KWOO  sail. 

WEST    POINT     pop.  1,800;    mercantae    bldga.. 

brick  and  wood.     Fire    ^  —      •'-•-•     • ■-     • 

boK  carriage!;   total   ht 
3  hell^;  loSi  mem.    »  » 

Wath  StjPFLV- Sourci 

ginel,  cap.  per  day 

WINCHESTER,  pop.  6,181;  fire  area,  600  acm; 
mercanlile  hIdgL.  brick:  wooden  nufa  aot  per- 
mitted: Grtworki  snd  combustiblei  ord.  Fire  dept. 
—1  stumers.  1  hand  engines,  1  c  engine,  1  h.  ft  L 
truck.  T  hose  cirri  ages  ;^oie,  cotton.  mbticT  lined, 
Kcod  ll-Onn  (t;  inferior,  all  kinds,  2.0(10  ft.;  tsUl 
boK.  7.000  ft.;  fire  alarm  bell:  value  of  depl. 
equipment.  812  000:  value  of  bidgi..  tSt.OOO:  ann. 
eip.  of  dept,.  tl,4M;  total  mem.,  (75  tolontcen. 

Watib  SurrLV-Source.   ipHngi,   %.    mile    Iroid 

quality  of  water!  good:  res.  op.  nS.OOO  gala..  I» 
rated  K  mile  from  city;  2  pumping  engiaea.  claas 
dup,,  cap.  per  day  1.4W.0O0  gala.,  conttmctor  Nof4- 
berg;  maina,  cast  iron,  IsW^milei,  1  to  10  in.  dia.: 
108   hydrants;    melera.   total   nuiiiber   45.   Trident, 

" Disc     Worthington,     Buffalo,     Pittabnrg, 

'        '  "* =-"-    -'-■'.    gil*. 
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tion  per  day,  467,000  gala.;  coat 

000:  Int,  paid  on  bondi,  4  per  ceni;  coii  oi 

82.600;  works  belong  to  city, 

WOODSTOCK,  pop.  1.1K;  fire  area,  DM 
mercaniile  bidgi,,  brick  and  wood.  I  ■«!  I  ■ 
privale,    bricV    and    wood,    $    <!.    hlg>,:     « 
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roofs  not  permitted  in  fire  mrea;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  depL— 1  hand  engine,  10  c.  hand  ex.,  o  hose 
carriages;  hose,  cotton,  rubber  lined,  good,  1,660 
ft;  rubber,  good,  1,200  ft;  inferior,  all  kinds,  800 
ft  total  hose,  8,150  ft;  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,825;  value  of  bldgs.,  1600;  total 
mem.,  146  Tolunteers. 

Watbk  Supply — Source,  mountain  springs,  Z% 
miles  from  business  center;  system,  gravity;  qual- 
ity of  water,  soft^  res.  ca|>.  860,000  gals.,  located 
near  springs;  mams,  cast  iron,  6%  miles,  4  to  8 
in.  dia.:  zd  hydrants;  196  services;  pipe,  galv. 
iron;  pressure,  fire  172  lbs.;  consumption  per  day. 
100,000  gals.;  cost  to  construct,  I&.000;  bonded 
debt.  120,000;  int.  paid  on  bonds,  4  per  cent; 
works  belong  to  city. 

WYTHEVILLE,  pop,  8,006;  fire  area,  IH 
blocks;  mercantile  bldgs.,  brick,  1  to  8  stories; 
private,  wood,  2  stories;  wooden  roofs  permitted  in 
fire  area.    Fire  dept— 1  h.  &  1.  truck,  2  hose  car- 


riages; hoae,  cotton,  rubber  lined,  good,  600  ft; 
inferior,  all  kinds.  800  ft ;  total  hose,  1.400  ft. ;  fire 
alarm,  electric;  value  of  dept  equipment,  $1,600; 
total  mem.,  20  voltmteers. 

Watbk  Supply — Source,  springs,  6  miles  from 
business  center:  system,  gravity  and  pump  to 
res.;  res.  cap..  1300,000  gsJs;  1  pumpina  ena^ne, 
cap.  per  day  400,0(M)  gals.,  constructor  Worthing- 
ton;  mains,  cast  iron.  9)^  miles,  4  to  6  in.  dia., 
Glamorgan :  43  hydrants.  Mathews:  11  valves: 
meters,  total  number  4;  000  services;  pipe  galv. 
iron;  pressure,  dom.  50  lbs.,  fire  75  lbs.;  con- 
sumption, per  day  400,000  gals.,  per  cap.  188 
gals.;  cost  to  construct,  $407)f)0;  bonded  debt» 
$40,000;  int.  paid  on  bonds,  5  per  cent;  ann.  cost 
of  mtce.,  $800;  works  belong  to  town. 

Places  with  a  popnlation  of  I.OHO  or  more  hav- 
ing no  organised  fire  dept.:  Chincoteague  Island* 
James  River,  Pinner's  Point,  Saltville,  Shenan- 
doah, Williamsburg. 

Places  with  a  population  of  1,000  or  more  not 
reported:     South  Norfolk. 
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WASHINGTON 

ABBREVIATIONS.— Ann.,  annual;  av.,  arerage;  bidgs.,  buildings;  cap.,  capacity ;  din.,  chaimiaa; 
c,  chemical;  c  ft  b.,  chemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner; 


mittee;  comp.,  compound;  cons.,  construction;  dept.,  department;  dia.,  diameter:  dim.,  dimensiooa;  doa, 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  fu,  teet;  gals.,  gnltons;  h.  d., 
high  duty:  h.  &  1.,  nook  ana  ladder;  ins.,  insurance;  int,  interest;  mtce.,  maintenance;  mem.,  membcrahip; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supL,  superiatendeaL 


ABERDEEN,  pop.  7,500;  fire  area.  1,000  acres; 
mercantile  bldgs.,  stone  and  brick.  2  stories;  pri- 
vate, wood,  2  stories;  wooden  roots  not  permitted 
in  tire  area;  fireworks  and  combustibles  'ord.; 
causes  of  fires  investigated.  Fire  dept— 1  steamer, 
1  h.  engine,  1  c.  engine,  1  c  hand  ex.,  1  h.  ft  1. 
truck,  0  hose  carriages,  8  horses:  hose,  cotton, 
rubber  lined,  good.  4J00  ft.;  fire  alarm.  Game  we  11 
bell,  U  boxes;  value  of  dept.  equipment,  114.000; 
value  of  bldgs.,  11.500;  ann.  exp.  of  dept.,  $3,500; 
toul  mem.  00,  paid  full  time  I,  paid  part  time  67. 

Water  Supply — Source,  creek,  IV^  miles  from 
business  center;  system,  pump  direct;  quality 
of  water,  good;  8  pumping  engines,  class  comp. 
dup.,  cap.  per  day,  6,000,000  gals.;  constructors, 
Smedley,  Worthington,  Dow;  mains,  steel  and  cast 
iron,  11  miles,  4  to  16  in.  dia.:  62  hydrants;  86 
valves;  meters,  total  number,  16,  Crown  12,  Em- 
pire 2,  Keystone  1,  owned  bV  city;  1,400  services; 
pipe,  iron;  pressure,  dom.  sO  lbs.,  nre  100  lbs.; 
consumption  oer  day,  1,000,000  sals.;  cost  to  con- 
struct, 1120.000;  bonded  debt,  |66.000jint  paid  on 
bonds,  6  ^r  cent.;  cost  of  mtce,  16,900;  works  be- 
long to  city. 

ANACORTES,  pop.  6,000  fire  area,  128  acres; 
mercantile  bldgs,  stone,  brick,  wood,  2  to  4  stories; 
private,  wood,  1  to  8  stories;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 1  steamer,  1  c 
engine.  18  c.  hand  ex.,  1  h.  &  1.  truck,  4  hose 
carts,  1  hose  wsgon;  hose,  cotton  rubber  lined, 
good,  8,600  ft.:  inferior,  all  kinds.  600  ft.  to- 
tal hose,  4,100  ft.;  fire  alarm  bell;  value  of  dept. 
equipment,  16,000:  value  of  bldgs.  $10,000;  ann. 
exp.   of  dept.,  |3,000;   total  mem.,  46  volunteers. 

Watsr  Supply — Source,  lake,  8  miles  from  busi- 
ness center;  system,  gravity;  res.  cap.,  480,000 
gals.,  located  2  miles  south,  of  city^  16^4  miles 
mains,  wood  and  steel,  4  to  12  m.  dia.;  80 
hydrants;  38  valves;  meters,  total  number  140, 
ETmpire;  426  services:  pipe,  galv.  iron;  pressure, 
dom.  80  lbs.,  fire  100  lbs.;  cost  to  construct,  160,000; 
works  belong  to  Co. 

AUBURN,  pop.  489.  Fire  dept.— 1  c  engine.  12 
c.  hand  ex..  1  hand  engine,  1  h.  &  1.  truck;  1,000 
ft  hose;  total  mem.,  17  volunteers. 

Watxr  Supply— System,  gravity,  pressure  dom. 
85  lbs.,  fire  110  lbs.;  14  hydrants. 

BALLARD,  pop.  12,000;  snnexed  to  Seattle. 
Water  Supply— See  Seattle 

BELLINGHAM.  Fire  dept— 1  stenmer,  8  h.  ft 
1.  trucks,  1  aerial  truck,  4  hose  carU,  8  hose  reels: 
hose,  11,000  ft;  total  mem.,  122  volunteers,  paid 
full  time  12. 

Water  Supply- Source,  lake;  system,  gravity; 
res.  cap.,  270,000  gals.;  pressure,  106  lbs. 

BLAINE,  pop.  8,600;  fire  area  6  blocks;  mer- 
cantile bldgs.,  brick  and  stone,  1  and  2  stories; 
private,  wood,  1  and  2  stories.  Fire  dept. — 3  c. 
engines,  2  carts;  hose,  cotton,  rubber  lined,  3,060 
ft.;  fire  alarm,  bell;  value  of  dept.  equipment, 
13,500;  total  mem.,  26  volunteers;  underwriters* 
rating,  third  class. 

Waisr  Supply — ^Sonrce,  streams;  systemj^grsv- 
ity;  filtration  system,  grsvel;  res.  ca|>.,  6,000,000 
gals.;  locsted  8  miles  from  town;  mains,  steel,  6 
miles,  4  to  8  in.  dia.;  18  hydrants,  Galvin;  meters, 
total  number  10;  250  services;  pressure,  dom.  40 
lbs.,  fire  40  lbs.:  cost  to  construct,  f.'S.'S.OOO;  ann. 
cost  of  mtce.,  11,000;  works  belong  to  Co. 

BUCKLEY,  pop.  1,014;  fire  area,  600  ft;  mercan- 
tile bldgs.,  bricic  and  wood.  1  to  2  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  ft  1. 
truck,  1  hoae  carriage;  hose,  cotton,  rubber  lined, 


Jood,  1,600  ft.;   inferior,   all  kinds,    600  ft.;   total 
ose,    2,000ft;    fire    alarm     bell;    value    of    dept 
guipment.  $750;  value  of  bldgs.,  $600;  total  mem., 
volunteers. 

Wateb  Supply — Source,  river,  H  nifle  froa 
business  center;  system,  pump  fo  reservoir;  filtr^ 
tion  system,  sand;  qualit;r  of  water,  good;  rca^  cap., 
l(K).OU(i  gals.;  1  pumping  engine,  cap.  per  day 
3Qi),()00  gsls.,  constructor  Deane;  mains,  steel,  f 
miles,  4  to  6  in.  dia.,  American  Co.;  12  hydrants. 


Ludlow;  60  services:  pipe.  galv.  iron;  pressure, 
dom.  26  lbs.,  fire  120  lbs.;  bonded  debt,  flB^XK); 
int.  paid  on  bonds,  6  per  cent;  works  belong  ts 
city. 

CASTLE  ROCK,  pop.  1,000;  bldn.,  wood,  1 
and  2  stories.    Fire  dept — Volunteer  Co. 

Water  Supply — Source,  mountain  streamst  2 
miles  from  business  center;  system,  gravity  and 
pump  to  rea.;  quality  of  water,  good;  res.  cap., 
160,000  gals. ;  mains,  iron  and  wood.  8%  miles,  2  to 
6  in.  oia.;  20  hvdrants;  11  valves;  meters,  total 
number  6,  owned  by  Co.;  160  services;  pipe,  galv. 
iron;  pressure,  dom.  48  lbs.,  fire  75  lbs.;  cost  to 
construct  $15,000;  cost  of  mtce.,  $400;  works  be- 
long to  Co. 

CENTRALIA,  pop.  7,600;  fire  area,  640  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, wood,  IVk  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  coirhustibles  ord.; 
causes  of  fires  investigated.    Fire  •  ^t — ^1  steamer, 

1  h.  &  1.  truck,  3  hose  carriages.  1  comb,  c  &  b. 
wagon,  2  horses;  hose,  cotton,  rubber  lined.  good« 
4,000  ft.;  fire  alarm,  bell;  value  of  dept  equipment, 
^,000;  value  of  bldgs.,  $4,000;  ann.  exp.  of  dept, 
$6,000:  total  mem.  16,  10  volunteers,  8  call  mem., 

2  paid  full  time. 

Water  Supply — Source,  river,  %  mile  from 
business  center;  system,  pump  to  res.  and  direct; 
filtration  svstem.  gravel;  quaiit]r  of  water,  good; 
res.  cap.,  o60,000  gals.;  8  Pimping  engines,  class 
dup.;  cap.  per.  day,  2,000,000  Kals.;  cons. 
Worthinjffton  {  mains,  steel  and  wood,  S%tailc% 
4  to  10  in.  dia.;  49  hydrants;  44  valves;  GOD  senr- 
ices;  pressure,  dom.  95  lbs.,  fire  96  to  110  lbs.; 
consumption  per  day  800,000  gals.;  cost  of  mtcr., 
$6,000;  works  belongs  to  Co. 

CHEHALIS,  pop.  3,000;  fire  area,  800  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  8  stories: 
private,  wood,  2  stories;  wooden  roofs  permitted 
m  fire  area;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept^  c  hand 
ex.,  1  h.  &  1.  truck;  2  hose  carriaaes;  hose,  eottoa* 
rubber  lined,  good  1.560  ft:  inferior,  all  kinds, 
660  ft;  toul  hose.  2,200  ft;  nre  alarm,  bell;  value 
of  dept  equipment,  $4,500;  value  of  bldgs..  $1,300; 
ann.  exp.  of  dept,  $118;  total  mem.,  20  volmtteersi 

Water  Supply— Source,  river,  1%  miles  from 
business  center;  system,  pump  to  res.;  quality 
of  water,  good;  res.  cap.  600.000  gals.,  located  oo 
hill  east  of  city:  1  pumping  engine,  class  comp^ 
cap.,  per  day,  2,160.000  gals.,  constructor  Deane; 
mains,  wood,  16  miles,  Z  to  10  in.  dia.:  S6  hy- 
drants; 23  valves;  450  services;  pipe,  gahr.  iron; 
nressure,  dom.  86  lbs.,  fire  80  to  lOO  lbs.;  conatiznv- 
tion  per  day.  600.000  ^als. :  cost  to  construct.  $66,000; 
cost  of  mtce.,  $6,000;  works  belong  to  Co. 

CHENEY,  pop.  1.500;  mercantile  bldca.,  brick 
and  wood.  2  stories;  private,  wood.  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fircvporks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  h.  &  1.  truck,  uooks  and  ladders, 
2  hose  wagons.  2  hose  carriages;  hose,  cotton* 
rubber  lined,  good.  2.260  ft;  inferior,  all  kinds, 
500  ft.;  total  hose,  2.780  ft;  fire  alarm,  bell;  vatoe 
of  dept.  equipment,  $2,600;  value  of  bldgs..  $S.SQO; 
ann.  exp.  of  dept.  $500;  total  mem.,  25  volunteers. 

Water  Supply— Source,  lake  and  wells,  8  miles 
from  business  center;  system,  pump  to 
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cap.,  SOO.OOO  gals. ;  pumpins  engines  cap.  per  day. 
288,01)0  gals.,  constructor,  iCnowles;  mains,  wood 
and  steel,  5  miles,  2H  to  8  in.  dia.;  19  hvdrants, 
Chapman;  10  valves;  meters,  total  number  188, 
Crown ;  106  services ;  pipe,  iron ;  pressure  dom. 
80  lbs.,  fire  80  lbs.;  cost  to  construct,  $50,000;  int. 

Said  on    bonds.  7  per  cent;  ann.  cost  of  mtce., 
^000;  works  belong  to  city. 

CLE-ELUMp  pop.  1,800;  fire  area.  ^  sq.  mile. 
Fire  dcpt— 3  hose  carts;  hose.  2,100  It.}  fire  alarm, 
bells  and  whistle;  value  of  aept.  equipment.  12,* 
220.  value  of  bldgs.,  14,200;  ann.  exp.  of  depL. 
HOO;  total  mem.,  40,  paid  part  time;  underwriters^ 
rating,  fourth  class. 

Watek  Supply— Source,  mountain  streams;  sys- 
tem, gravity;  27  hydrants;  mains  8  miles,  pres- 
sure. 80  lbs.;  cost  to  construct,  $60,000;  bonded 
debt,  $20,000;  ann.  cost  of  mtce.,  $900;  works  be- 
long to   city. 

COLFAX,  pop.  8,000;  fire  area,  22  acres; 
bldgs.,  brick  and  stone,  1  and  2  stories;  wooden 
roots  not  permitted;  no  fireworks  and  combusti- 
bles ord.  Tire  dept. — ^1  steamer,  10  c  hand  ex., 
1  h.  &  1.  truck,  1  rael  cart.  4  hose  carriages;  hose, 
cotton,  rubber  lined,  good  500  ft.;  niDDer,  good 
2,000  ft.;  inferior,  all  kinds,  1,000  ft.;  total  hose, 
8,600  ft. J  fire  alarm,  bell:  value  of  dept.  equip- 
ment, $8,000;  value  of  bldgs.,  SS.OOO;  ann.  exp. 
of  dept,  $500;  total  mem.,  40,  ^aid  part  time. 

VVATER  Supply— Source,  spring,  14H  miles  from 
business  center;  system,  gravity,  pump  to  res.; 
res.  cap.,  600.000  gals.;  pumping  engines,  class 
comp.  and  dup..  cap.  per  day  1,000,000  gals.,  con- 
structor Wortnington;  mains,  kalamein,  d  miles,  2 
to  10  in.  dia.;  61  hydrants;  00  valves;  meters,  total 
number.   26,    owned    by   city;    400   services;    pipe, 

Slv.  iron;  pressure,  dom.  85  to  90  lbs.;  nre 
to  90  lbs.;  cost  to  construct,  $100,000;  bonded 
debt,  $55,000:  int.  paid  on  bonds,  6  per  cent.;  cost 
of  mtce.,  $2,600;  works  belong  to  ci^. 

COLUMBIA  CITY,  pop.  2,600.  under  the  Seat 
tie  fire  dept.  Fire  dept.— 1  c.  engine,  1  h.  &  1. 
truck,  1  hose  cart;  hose,  600  ft.;  total  mem.,  86 
volunteers. 

Water  Supply— Source,  Seattle  mains. 

COLVILLE.  pop.  1,800.  Fire  dept.— 1  hose  cart, 
1  h.  &  1.  truck,  old:  hose,  inferior,  760  ft.;  vol- 
unteer company  of  30  men. 

Water  Supply— System,  gravity;  res.  cap.,  30,- 

000  gals.;  18  hydrants;  pressure,  145  lbs. 

COSMOPOLIS,  pop,  1,004;  mercantile  bldgs., 
wood  ana  brick,  1  and  2  stdries;  private,  wood, 
VA  stories;  wooden  roofs  permitted  in  fire  area; 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated.   Fire  dept.— 1  h.  engine.  8  c.  hand  ex., 

1  h.  &  1.  truck.  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good  1,600  ft;  value  of  dept.  equipment. 
$2,600,  ann.  exp.  of  dept.,  $800;  total  mem.,  80 
volunteers. 

Water  Supply — Source,  creek,  1  mile  from  busi- 
ness center:  system,  gravity;  stdp.  cap.  100,000 
gals;  material  used  in  cons.,  wood:  quality  of 
water,  good;  cost  to  construct,  $16,000:  works  be- 
long to  Co. 

COUPEVILLE,  pop.  540;  mercantile  bld|;s., 
wood,  2  stories;  private,  wood,  1  and  2  stones; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.  Fire  dept.—!  h.  &  1.  truck,  24  buckets, 
6  ladders,  2  axes  and  ropes. 

Water  Supply— No  regular  system. 

DAVENPORT,  pop.  2,000;  mercantile  bldgs., 
brick,  stone  and  wood;  wooden  roofs  permitted; 
fire  loss  for  1906,  $1,000.;  ins.  for  same  time, 
$750.  Fire  dept.— 1  c.  engine,  2  hose  carts,  etc; 
hose,  cotton,  rubber  lined,  good  2.000  ft;  In- 
ferior, all  kinds  600  ft;  total  hose  2,500  ft;  fire 
alarm,  bell;  total  mem.,  61  volunteers. 

Water  Supply— oource,  springs,  in  business 
center;  system,  pump  to  stdp.*  stdp.  cap.,  66,000 
gals.;  material  used  in  cons,  steel;  2  pumping  en- 

fines,    cap.    per    day    860,000    gals.^    constructors, 
'airbanks-Morse;  mains,  wrought  iron,  10  miles, 

2  to  6  in.  dia.:  42  hydrants:  meters,  total  number 
X  owned  by  citv;  160  services;  pipe,  galv.  iron; 
pressure,  dom.  60  lbs.,  fire  120  lbs.;  consumption 
per  day,  ou.OOO  ga!s.;  cost  to  construct,  $30,000; 
bonded  debt,  $18,000:  mt  paid  on  bonds,  6  per 
ecBt;  cost  of  mtoe.,  $8,000;  works  belong  to  dty. 


DAYTON,  pop.  8,600;  fire  area,  «.  •«..^ 
bldgs.,  wood,  stone  and  brick.  1)^  to  8  stories; 
wooden  roots  not  permitted;  fire  loss  for 
1902,  <.a,005;  ins.  for  same  time,  |5,08S. 
Fire  dept.— 1  steamer,  1  h.  &  L  truck,  8  nose 
carts j  hose,  cotton,  rubber  lined,  good  6,000  ft; 
inferior,  all  kinds,  1,500  ft;  total  hose,  6,600  ft; 
fire  alarm,  bells;  value  of  dept.  equipment,  $8,000; 
value  of  bldgs.,  $3,000;  ann.  exp.  of  aept. 
$200;  toul  mem.,  129  volunteers;  underwriters' 
rating,  third  class. 

Water  Supply— Source,  springs,  4^  miles  from 
business  center;  siratem,  gravity;  quality  of  water, 
good;  res.  cap.^  700,000  jnls. ;  mains,  kalamein,  l^k 
miles,  4  to  16  m.  dia.;  ra  hydrants;  60  valves;  400 
services;  pipe,  galv.  iron;  pressure,  dom.  ffi  lbs., 
fire  66  lbs.;  cost  to  construct,  $140,000;  bonded 
debt,  $76,000;  int.  paid  on  bonds,  6  per  cent;  cost 
of  mtce.,  $1,200;  works  belong  to  aty. 

ELLENSBURG.  pop.  6,000,  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  stone.  2  and  8  stories; 
private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated.  Fire  dept — 1  steamer.  1 
c.  engine,  2  c  hand  ex.,  1  h.  &  I.  truck,  1 
hose  wagon,  2  hose  carriages,  etc..  2  horses;  hos^ 
cotton,  rubber  lined,  good  1,800  tt.;  rubber,  good 
2.600  ft;  inferior,  all  kinds,  600  ft;  toul  hose, 
4,800  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment,  $13,000;  value  of  bldgs.,  $2,000: 
ann.  exp.  of  dept,  $3,000;  total  mem.,  21,  paid  full 
time  3,  volunteers  18;  underwriters*  rating  third 
class. 

Watsr  SupPLT<^Source,  creek;  system,  gravity: 
res.  cap.,  1,000,000  sals.;  mains,  7%  miles,  8 
to  20  m.  dia.;  4  hydrants:  meters,  total  nunft- 
her  8,  Crown,  Hersey;  125  services;  pipe,  iron; 
pressure,  dom.  40  to  60  lbs.,  fire  70  lbs.:  cost  to 
construct,  $55,000;  ann.  cost  of  mtce.,  $900;  works 
belong  to  Co. 

ELM  A,  pop.  2,380;  fire  area,  9  acres;  mercantile 
bld^s.,  wood,  1  to  4  stories;  private,  wood,  2 
stones;  wooden  roofs  permitted;  no  fireworks  and 
combustibles  ord.:  causes  of  fires  investigated. 
Fire  dept. — ^8  h.  &  L  trucks,  2  hose  carriages ;  nos^ 
rubber,  good  1,000  ft:  fire  alarm,  bell;  value  of 
dept.  equipment,  $1,600;  total  mem.,  42  volunteers. 

Water  Supply— Source,  springs,  ^  mile  from 
business  center;  system,  gravity;  quahty  of  water, 

food;  res.  cap.,  81,000  gus.,  located  near  hiuside; 
pumping  engine,  cap.  per  day,  20,000  gals.; 
mams,  wood,  8  miles,  8  to  8  in.  dia.;  14  hydrants: 
260  services;  pipe,  galv.  iron;  pressure,  dom.  46 
lbs.,  fire  60  lbs.;  cost  to  construct,  $12,200;  int 
paid  on  bonds,  6  per  cent;  cost  of  mtoe.,  $100; 
works  belong  to  city. 

EVERETT,  pop.  80,000;  fire  area,  6,240  acres; 
mercantile  bldgs.,  wood,  stone,  brick,  6  stories; 
private,  wood,  3  stories;  wooden  roofs  permitted i 
no    fireworks    and   combustibles   ord.;    causes   of 


fires  investigated.  Fire  dept— 1  engine,  1  c.  en- 
gine, 1  comD.  h.  &  1.  truck^  3  hose  wasons,  18 
horses;  hose  cotton,  rubber  lined,  good.  9,000  ft; 
fire  alarm,  Gamewell,  37  boxes:  value  of  dept 
equipment.  $26,000;  value  of  bldgs.,  $8,000;  ann. 
exp.  of  dept,  $23,000;  total  mem.  17,  paid  full 
time  3. 

Water  Supply— Source,  springs,  6  miles  from 
business  center;  system,  gravity,  pump  to  res.:  rea» 
cap.,  1,600,000  gals*,  located  %  mile  south  ot  star 
tion;  2  pumping  engines,  class  comp.  and  dup., 
cap.  per  day,  81500,000  gals.;  constructor,  Wortn- 
ington; mains,  steel  and  wood,  63  miles,  6  to  20  in., 
dia.;  166  hydrants;  meters,  total  number  160^ 
owned  by  Co.;  4,600  services;  pipe,  galv.  iron;  pre» 
sure,  dom.  6  lbs,  fire  120  lbs.;  cost  to  construe^ 
$308,000;  int  paid  on  bonds,  6  per  cent;  works  be- 
long to  Co. 

GOLDEN  DALE,  pop.  1,000;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  8  sto- 
ries; private,  wood,  1  story;  wooden  roofs  permit- 
ted in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— laddert 
and  buckets  and  hooks,  7  c.  hand  ex.,  1  h.  &  I. 
truck,  1  hose  carriage;  total  hose,  1,600  ft^  fire 
alarm,  bell;  value  of  dept  equipment,  $2,000; 
value  of  bldgs.,  $800;  total  mem.,  26  volunteers. 

Water  Supply — Source,  spring,  12  miles  from 
buitiness  center;  system,  gravity  to  res.;  res.  cap^ 
675,000  gals.;  cap.  per  day,  750,000  gals.;  mains,  10 
miles,  4  to  8  in.  dia.;  28  hydranu;  260  scrrioee; 


1,  ism  fti.Tolimlci 


HAMILTON.  I 
W&iit  SurrLi- 
^HARRINGTON,  pop.  I.OMl  ^  Fire  depl— 


_.    — ,— -, ,    -1  ft;  total   __ 

voluolcci*. 

Watu  SarFLv— Sriten,  anvil]i;  ret.  cap.,  n.< 
000  gill.;  muns,  1  mile.  S  m.  diLi  19  bydrinlii 
preatnre,  60  IbL 

HOQUIAM,  pop.  1S,000.  Bre  u«,  OO  tcra; 
nenutilc  bldgi.,  wood.  1  to  4  atgrieij  private, 
wood.  1  itorici;  wooden  roofa  permitted  in  fire 
irta;  fircworlii  ud  combuitibles  ord.;  cauiei  ol 
&reg  inveiliaBIcd.  Fin  dcpt.— I  itumcri,  I  e. 
hud  ex.,  1  h.  &  1.  tmck,  S  comb.  c.  &  b.  wagont, 
B  hose  cariiaso,  1  horaeii  hoae,  collon,  rubber 
lined.  Bood,  0,100  ft.)  Grc  ■lirm,  14  boxei.  Game- 
well;  TSlae  of  drpt.  equipment,  $30,000:  '>lue  ol 
bldBL,  tlG,0O0;  ann.  eip.  of  depL,  K.OOO;  total 
mem.  SI,  paid  fnll  time  S,  TE  Tolunteeia. 

Watir  So rriv— Source,     mountain     atresmi,     5 

Gllntioa  ayitem,  Krarel;  rcL^cap.   fHn.ODO  gBla.; 
■    1    mile   from   town,  4   pumpin        ----- 
up.  dup..  cap.  per  day  E.OOO.IXW 

J,  Laidlaw-Ounn-Gordon    Holly,  - 

Ilea,  E.  8.  10  and  It  in.  dia.:  It  bydran 
■r:  meter*  total  number.  100;  1.200  i 
eaaure,  dom.  IE  lb>.,  fire  100  Lbi.jconi 
r  diT.  1.500,000  (lis.,  per  caoita  z2E  gi 
comlruel.  tUE.OOO;  int.   paid   an  bondi 


0  ft:  value  of  dept.  equip- 
ildxa.,  t4G0;  totd  nem., ». 
ce,   ipnngB;   ayatem.   grar- 


t,  tl,000i'  nine  oi 

Watek  SuTrLT--Saui 

ity.     17  bydrants;   prei..*.--.w,  »■  .   — 

atract,  m.OO0i  bonded  debt,  1X3,000:  mt.  on  bond*, 
6  per  ceat:  ann.  coat  of  mice.,  (400;  worka  belong 
to  city. 

LACONNEK,  pnp.  700;  fire  area.  X  acrea;  mer- 
cantile   bidga..    brick   and    wood,   1    to    3    atoriea; 

Ible*  ord.  Fire  dept. 

S  buckets.  I  ho»  carriage:  fire  alarm, 
e  of  dept  equipment.  »l,fiOO:  value 
1;  total  mem..eO  volunlee 


*,  ipringi!  ayat^^  grtv- 
;  atfTp.  cap..  Z^iOOd  gals; 
:r  day.  lOcBw  gala.;  main. 


MEDICAL  LAKE,  pop.  Slfl;  fire  area.  ISO  acrea; 

mercaniile  bldgi..   wao<L  2  sloriea:   private,  wood, 
IK  atoriea:  wooden  lools  permitted;  Breworka  and 


ferlcr,  all  kind*.  100 
alarm,  bell;  value  oi 
of  bldg*.,  t300:  total 


K' 


... ,  eoojxn 
',"114,000! 


[  SuPFLV— Source,  lake,  3  mil 

Iter:    ayalem,    gravity;    rea. 

lina.  kalamci^a,  2Vi  mllei,  4  I 

mta.  Walerouai  10  valvea; 
DumDcr  1.  TbomiDn;  U  aerncea:  pi 
84  Ibt.,  fire  110  Iba.;  coat  lo  conair 
ann.  eon  of  mtcc,  ■1.200:  worka  belong  to  city. 

UONROE,  pop.  1,600;  Bre  ares,  1«0  acrea.  Fire 
dept.— S  hoae  carta;  bose,  1,600  ft.:  value  ol  equip- 
ment, (2,000;  value  of  bidgi.,  t&OO;  ann.  exp.  of 
d«I.,  KWj  total  mem.  SO,  paid  part  time. 


I    b.SSO:  value'  of  bfdgl.,  COOO; 


000  gals.;  mains,  wrougiu  iron,  t  milea.  4  ta 
S  io.  dia..  Risdan  Iron  Wks.;  t4  h/dnnta,_  Boc- 
bon;  10  valvei;  300  servicei;  presaare.  dODkSS  Iba. 
fire  8E  lbs.:  cost  to  construct,  ta.OOO;  ann.  But  it 

UOUNT   VERNON,  pop.    1,120.     Fire   dept.— 1 

cotton,  rubber  lined,  good  800  ft.;  fire  alana,  bdl; 
total    mem..    20    volunteers:    uaderwriten'    ratfag 
third  class. 
\yATia  SupvLV— Source,   springa.   1.000   ft.   froa 

water,  good;  rea.  cap.' SS.OOO  gait..  locaiM  oa 
bill:  1  pumping  eogrne.  cUss  duplex,  cap.  per 
day  nS.ODO  gals.,  constructor  Wonhinglon;  mauii, 

fatal  number  6,  owned  by  Co.;  I8S  aervicea:  pip^ 
galT.  iron;  pressure,  dcm.  tO  Iba.,  fire  loi  lba.1 
worki  belong  to  Co. 

NEWPORT,  pop.  1,H»;  fire  •rea,  1)0  arret. 
Fire  dept.— t  bose  carta,  1  c  engine;  hoae,  100  Fl- 
entension  ladders,  etc;  value  of  equipment,  11,000; 

WATia  SnvvLv — Source,  apringa;  trnem,  grav- 
ity; 11  hydrants;  mains,  T  miles;  prearanTn  n» ^ 
works  belong  to  Co. 

NEW  WHATCOM  pop.  B.ISS;  fire  am,  ZjOOl 
acrea;  bldga.,  wood,  bnck,  atone,  1  lo  S  itories; 
wooden  itwfs  permitted:  Greworka  and  ctnbnBi- 
bles  ord.  Fire  dept.— 2  b.  A  1.  triKha,  4  boM  car- 
riagea:  boat,  cotloo,  rtibber  lined,  good  1.000  fL; 
rubber,  good  0,000   ft:   total   hoae.   T.OUU   tl.:  fee 

me^'  »li8o°"val!re  of  blbe^.''l3,<)oa:'^nr'm 
of  dept.,  tS.OOO:  total  mem.,  12G.  paid  lul]  61M 
3,  volunteen  m;  underwriten'  rating    third  daaa. 

'"  —    " -Source,    lake,    314    milea    froa 

-  -         -   -       luali,,  of   -«e*, 


«r    day    4S2.nno    «-'-       - 
iron  and   wood,  K 


.  2  to  24  in.  dia.; 
.  _  .  iber  24.  Cruwn  H 
led   by  city;    2J75   acivicea: 


invtstigated.  Fire  dept.— 1  steamer.  1  cvnib.  c  i 
h.  wagon.  *  e.  hand  et.  1  h.  &  L  truck,  4  hon 

ti  boie9;'vBlue  of  dept.  equipment    XIl  ODD:  valoe 
of  bidgs.,  tllO.OOO:  ann.  exp.  of  depL,  tIZ.000:  total 
mem.  M.  paid  full  time.  Ift  volunteers.  lU. 
WAtia  Sumv-Souree.  river.    WH   mile*  lto« 

atdp.,  or  direct:'re«.  cap.  QtEO.ntJo  gala,  4  pntapiiii 
engines,  claaa  dup.,  cap.  per  day  8,tf3a,000  gals, 
construclors  Holly,  Rumscy:  mains,  cast  inm  and 
wood.  34  miles,  8  to  IS  in.  dia.;  Oregon  Inn  Co.; 
SB  bydrants.  Wood;  lOS  valves;  LIDO  sernces; 
meters.  1.100;  prnaure,  dom.  SE  Iba.,  fire  100  lbs.: 
works  belong  to  Ca 

OLYMPIA,  pop.  SJ68'.  fire  area.  B.flOO  aenK 
mercantile  bldga..  brick  and  wood.  I  and  4  ttoHes; 
private,  wood.  2  and  B  atone*;  wooden  roofa  pa- 
mitted;  fireworks  and  combustibles  ord.:  lancs  of 
lirea  inveatigaied.  Fire  dept.— I  ateamer.  1  h.  *  I 
truck,  1  hose  wagon,  S  bote  carts,  3  bonn:  hate. 

■     1,  rubber  lined,  (ood  S-TnO^ft.:   inferior,  all 
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miles.  4  to  14  in.  dia.,  Oregon  Iron  Co.;  48  hy- 
drants, Mathews;  42  valves;  meters,  total  number 
6,  National,  Crown;  900  services;  pressure,  dom. 
SO  lbs.,  fire  76  lbs.:  cost  to  construct,  $260,000;  ann. 
cost  of  mtce.,  |6,000;  works  belong  to  Co. 

ORTING,  pop.  728;  fire  area,  160  acres;  mercan- 
tile bidga.,  wood,  2  stories;  private,  wood,  2 
•tories;  wooden  roofs  permitted;  no  fireworks  ord.; 
fires  investigated.  Fire  dept. — 1  c  engine,  2  c.  ex., 
120  fire  buckets,  2  ext  ladders;  hose^  ^o°*^fJSSSr 
fiUO  ft.;  bell  alarm;  value  of  equipment,  |oOO; 
value  of  bldgs.,  1100;  total  mem..  12  volunteers. 

Watsk  Supply— Source,  springs;  system,  my- 
itfl  res.  cap..  18,000  gals.;  mains,  '^ron,  J>mi\tM\ 
ixressure.  80  lbs.;  cost  to  construct,  110.000;  ann. 
cxp.  of  depL,  ^00;  for  fire  protection,  R.  R.  tank 
and  milL 

PALOUSE,  pop.  2,600;  fire  area,  00  acres;  mer- 
cantile bldgs.,  brick;  1  to  8  stories;  private,  wood, 
IH  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  h.  &  J.  truck^ 
hose  carriages;  hose,  cotton,  rubber  lined,  1,600 
ft;  fire  alarm,  whistle;  value  of  dept.  equipment, 
$1,200;  value  of  bldgs.,  12,000;  ann.  exp.  of  depL, 
ilOO;  total  mem.,  82  volunteers. 

Watbk  Supply— Source,  streams,  in  bunness 
center;  system,  pump  to  stdp.:  stdp.  cap.  183,600 
gals.,  dim.  26  x  80;  quality  of  water,  good;  res. 
cap.,  182,160  gals.;  1  pumping  engine,  cap.  per  day 
8,000.000  gals.,  constructor  Worthington;  mams, 
wood  and  iron,  6  miles,  4  to  10  in.  dia.;  26  hy- 
drants; 80  valves;  meters,  total  number  2S0,  Buf* 
falo,  owned  by  city*  250  services;  pipe,  galv.  iron; 
pressure,  dom.  100  lbs.,  fire  160  lbs. ;  bonded  debt, 
146,800;  int.  paid  on  bonds,  6  per  cent;  works  be- 
long to  city. 

POMEROY,  pop.  1,800;  fire  area.  8  blocks;  mer- 
cantile  bldgs.,  brick  and  stone,  1  to  8  stories;  pri- 
vate, wood.  1  story;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.— 6  c. 
hand  ex.,  1  h.  &  1.  truck,  5  hose  carts;  hose, 
cotton,  rubber  lined,  good,  8,000  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment.  $3,500;  value  of 
bldgs.,  $760;  ann.  exp.  of  depL,  $100;  total  mem., 
48  volunteers. 

Watbb  Supply — Source,  mountain  stream;  sys- 
tem, gravity  to  reservoir;  res.  cap.,  500,000  gals.; 
located   1-6  mile  north  of  town;   1   pumping   en- 

fine;  cap.  per  day.  60,000  aals.,  constructor 
)ow;  mains,  1%  miles.  4  to  6  in.  dia,;  26  hy- 
drants; pressure,  dom.  80  to  85  lbs.,  fire  200  lbs.; 
cost  to  construct,  $10^000;  ann.  cost  of  mtce., 
$50;  works  belong  to  city. 

PORT  ANGELES,  pop.  8,600;  fire  area.  640 
acres;  mercantile  bides.,  brick  and  wood.  1  to  8 
stories;  private,  wood,  1  and  2  stories;  wooden 
roofs  permitted  in  fire  area;  fireworks  and  com- 
bustibles ord.  Fire  dept.— Axes,  ladders  and 
buckets,  24  c.  hand  ex.,  1  c  engine.  2  cylinders, 
86  gals.,  1  h.  &  1.  truck,  1  hose  wagon,  1  hwe 
carriage;  hose,  cotton,  rubber  lined,  good,  1,000 
ft.;  inferior,  all  kinds,  600  ft.;  totol  hose,  1,500  it.; 
fire  alarm,  bell.  4  boxes;  value  of  dept  equip- 
ment, $3,000;  value  of  bldgs..  $2,500;  ann.  exp.  of 
dept,  $5aO;  toUl  mem..  18  volunteers. 

WATXB  Supply — Source,  streams,  8  miles  from 
business  center;  system,  gravity;  quality  of  water, 

food;  rea.  cap..  3,000.000  gals.:  mains,  cast  iron, 
V»  miles,  2%  to  12  in.  dia. ;  11  hydrants,  Qow ;  20 
valves:  meters,  total  number  6;  meters  owned  by 
Co.;  pipe,  galv.  iron;  pressure,  dom.  85  lbs.,  fire 
83  lbs.:  cost  to  construct,  $75,000;  ann.  cost  of 
mtce.,  $400;  works  belong  to  Co. 

PORT  TOWNSENU,  pop.  5,000;  fire  area,  15 
acres;  mercantile  bldgs  .  stone,  brick  and  wood, 
2  to  4  stories;  private,  wood,  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 2  steamers,  1  c.  euRine,  4  c  hand  ex.. 
1  h.  &  1.  truck,  1  hose  wagon.  5  hose  carriages.  4 
horses;  hose,  cotton,  rubber  lined,  good,  4,000  ft; 
inferior,  all  kinds,  2.000  ft.;  total  hose,  6,000  ft; 
fire  alarm,  electric  14  boxes;  value  of  dept.  equip- 
ment, $15,000;  value  of  bldgs..  $12,000:  ann.  exp. 
of  dept.,  $8,010;  total  mem.  80,  paid  full  time  8, 
paid  part  time  8,  86  volunteers. 

Watbs  Supply— Source,  mountain;  20  miles 
from  business  center;  svstem,  gravity;  quality  of 
water,  good;  res.  cap.,  2.800.000  gals.,  8  pumping 


engines,  cap.  per  day,  400,000  gals.,  constructor 
Dow;  mains,  wood,  iron  and  steel,  7  miles,  2  to  6 
in.  dia.;  64  hydrants.  Garrett,  Union;  meters,  total 
number  U,  Crown  1,  Empire  10;  meters  owned 
by  Co.;  pressure,  dom.  50  to  90  lbs.,  fire  126  lbs.; 
consumption,  per  day  160,000  gals.,  per  capita  80 
gals.;  cost  to  construct.  $250,000;  ann.  cost  of 
mtce..  $2,968;  works  belong  to  Co. 

PROSSER.  pop.  2.000.  Fire  dept— 1  c.  engine.  1 
h.  &  1.  truck.  2  hose  carts;  hose.  1,600  ft;  toul 
men.,  40  volunteers,  paid  part  time  L 

Watek  Supply— System,  pumping;  rea.  cap., 
400.000  gals. ;  mains.  1  mile  6  to  8  in.  dia. ;  22  hy- 
drants; pressure,  dom.  40  lbs.,  fire  80  lbs. 

PULLMAN,  pop.  4,000;  fire  area.  400  acres; 
mercantile  blags.,  brick.  1  to  8  stones;  private, 
wood.  1  and  2  stories  j  wooden  roofs  not  permitted 
in  fire  area;  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  8.000  ft; 
fire  alarm  bell  and  whistle;  value  of  dept  equip* 
ment.  $2,000;  value  of  bldgs.,  $5,000;  total  mem., 
15  volunteers. 

Watxb  Supply — Source,  wells;  system,  pump  to 
res.  and  direct;  stdp.  cap.  70,000  gals.,  material 
used  in  cona.  steel;  ret.  cap.  4  40,000  gals.;  2 
Dumping  engines,  class  comp.  dup..  cap.  per  day 
884,000  gals.,  constructors  Wortnington;  mains, 
4  miles,  4.  to  8  in.  dia.,  American;  38  hydranta. 
Eclipse;  15  valves:  200  services;  pressure,  dom. 
100  lbs.,  fire  100  lbs.;  consumption,  per  day 
160.000  gals.,  per  capita  190  gsls.;  cost  to  con- 
struct, $40,000;  works  oelong  to  city. 

PUYALLUP,  pop.  6,500;  fire  area,  1,000  acres; 
mercantile  bldgs.,  brick,  1  to  8  stories;  private, 
wood.  1  and  2  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  and  combustibles  ord. ;  causes 
of  fires  investigated.  Fire  dept — 2  c.  engines.  1 
h.  &  1.  truck.  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good,  2.000  ft;  fire  alarm,  bells  and 
whistle;  value  of  dept.  equipment,  $5,000;  total 
mem..  38  volunteers;  underwriters'  rating,  fourth 
class. 

Watek  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravity;  ouality  of  wa- 
ter, good;  2  pumping  engines,  class,  duplex: 
cap.  per  day  l.oOO,000  gals.,  constructor  Wortning- 
ton; mains,  wood,  9  miles,  2  to  12  in.  dia.;  24  hy- 
drants; meters^  total  number  5,  Crown  8,  Nash 
2,  owned  by  Co.;  700  services;  pipe,  iron;  pres- 
sure, dom.  7^  lbs.,  fire  70  lbs.;  consumption  per 
day,  400,000  gals.;  works  owned  by  dty. 

REPUBLIC,  pop.  1,800;  fire  area,  640  acres; 
mercantile  bldgs.,  Srick  and  wood,  1  to  8  stories: 

{private,  wood,  Vn  stories ;  wooden  roofs  permitted 
n  fire  area;  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept.— 2  c.  engines,  6  c.  hand 
ex.,  1  h.  &  1.  truck.  2  hose  carriages;  hose,  cot- 
ton, "rubber  lined,  good,  1,600  ft. ;  fire  alarm,  bell 
and  'phone;  value  of  dept.  equipment,  $3.9:&>;  ann. 
exp.  of  de^t.  $2,600:  total  mem..  80  volunteers. 

Watsr  Supply — Source,  mountain  spring.  % 
mile  from  business  center ;  system,  gravity  ana 
pump  to  res.;  stdp.  cap..  25,000  gals.;  res.  cap., 


number  6;  106  services;  pressure,  dom.  40  lbs.,  fire 


85-115  lbs.;  consumption,  per  day  85.000  gsls.,  per 
capita  75  gals.;  cost  to  construct,  $60,000;  works 
belong  to  Co. 

RITZVILLE,  pop.  3,000.  Fire  dept.— 1  c.  engine, 
1  h.  &  1.  truck.  8  hose  carts;  hose.  2,000  ft;  total 
mem..  65  volunteers. 

Watek  Supply— Source,  wells;  system,  pump  to 
res.:  res.  cap.,  100,000  gals.;  mains.  7  miles.  2  to  6 
in.  aia. ;  40  hydrants ;  pressure,  60  lbs. 

ROSLYN,  pop.  8,000;  fire  area,  60  acres;  mer- 
cantile bldgs.,  stone  brick  and  wood,  1  to  8  sto- 
ries; private,  wood,  1  to  2  stories;  wooden  roots 
permitted  in  fire  area:  fireworks  and  combustibles 
ordinance;  causes  of  nres  investigated.  Fire  dept 
—1  h.  &  1.  truckj  2  hose  wagons,  8  hose  carriages: 
cotton,  rubber  lined,  good,  1,000  ft;  inferior,  all 
kinds,  200  ft;  total  nose,  1J200  ft.;  fire  alarm, 
bell^  whistle  and  electric;  8  boxes;  value  of  dept* 
equipment,  8,500;  value  of  bldgs.,  $8,000;  total  meiii-* 
45  volunteers. 

Watbs  Supply— Souree,    river    and    aprinfm   ^ 
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boK.  cotton,  rubber  lined,  good.  IJ&D  ft.;  in- 
ferior, all  kindi,  ffO  fi.i  tatil  hoie,  TtOO  «■;  fire 
alarm,  bell:  value  oi  dept.  equipmeni,  WJM; 
value   of    bfdgg.,    tSOO;    aan.    exp.   of   dept.,    tlTD; 

rrs.Vap!,  ^.OOO'ials.;  1  electric  pumpinK_'enaioe', 
cap.  per  day,  1.066.000  ebIi.,  conalruclor.  Drming; 
maini.  woo<i,  13H  mJe>,  4  to  U  in.  dia.;  ll6 
hydrant);  61  valvei;  700  lervicei;  pipe,  galv.  iron: 
presiurc,  dom.  SO  lbs.,  fire  80  Ibi.;  coniumption 
per  day,  460.000  gals.;  cost  to  conitruct,  tU.OOOi 
Wded  debt,   HTTOOO;    Int.    paid   on   bondi.   6  per 
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18S  milei.  4  Ic  30  in.  dia.;  1,109  bvdianu.  aiiEmsu 
Braai  &  Iron  Cu. ;  1,130  valYci  Mii^igui  Brau  ft 
Iron  Wki.;  i^iricr*.  lotal  number,  665.  Crown  K, 
Heriey  Rotary  12*.  owned  by  city;  17,000  aetTictt; 
pipe,  galv.  jr^n;  nreasute.  dom.  BO  lbs.,  fire  UX 
Ihs.;  consumption  per  day  18M0.O0O  gals.,  pa  capL 
164  gals. :  cost  to  conilruct,  CSOO.OOO;  bonded  debt. 
nmOOO;  int.  paid  on  bonds.  4  to  G  per  cent;  ann. 
Gotl  of  mice.,  ^43,116;  works  belong  to  city. 
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SUMNER,    pop.    SSI;    bldg*.,    wood.    S    rt 
wooden    roofs    permitted;     --    '- 

Warn  SurrLi— ^urce.  ipriop:  lyetem.  gtwr. 
iiy  to  and  from  re*.;  re*,  cap..  30,000  gala.;  main*, 
6  miles.  2  to  4  in.  dia..  Olympia  Pipe  Co.:  8  bj- 
dranis!  OOQ  ■enrueai  work*  owned  by  Co.:  com  B 
tlO,UQOl   ann.   exp..  flDO. 


I    fire    dept.;     niidti^ 


TACOMA  pop.  lOO.OW  fire  am,  g.OOO  sctb; 
mercantile  bidgi..  atone,  ^rick  aod  wood.  1  to  I 

permitted  in  fire  area;' combastibfca  ord.;  aula 
oi  fires  investiaaltd;  a».  fire  loss  per  yr.  for  t  pa, 
KW.3S4.10,  av.  ins.  inToived  lor  same  time.  tl.T7L- 
4«0.£7.  Fire  dept— >  ateamers,  t  c.  engines.  4  h. 
&  1.  trucks.  !0  c  band  ei.,  t  aerial  track*,  n 
hose  wagons.  «  hose  carriages.  61  borsca,  1  comb, 
c.  &  h.  wagoo;  hose,  cotton,  rubber  lined,  good, 
16.700  it.;  inferior,  all  kinds  g.EGO  it.:  total  loic. 
»,260    It.;    fire    alarm,    Gamewell    IM    boiev  *■ 

6S3-2S;    value    o)    bidgs..    tST&l-K.    *□□.    t^.    oi 

dept     D69,9SS.0S,  totd    mem..  St,   paid   fuU   time. 

WATia  SuffLT— Source,    creek.  ^   mUea    from 

re*,  and  *ldp.:  *)'dp.  up.  Sm£(X)Ci  gaW;  10  pump- 
ing engiBcs,  cap.  per  day  18,976,000  gals.,  construc- 
tors Worthington,  Holly.  Gordon,  Ttcaoe;  maiaa. 
wrought  and  east  Iron,  «I1U  mile*,  1  lo  tO  in.  dia.. 
Wood,  Oregon  Iron  Works;  711  hydnati.  Wood, 
Gslvin,  Todd;  meters,  lotal  nnmber  IJTI:  U.Ot 
services;  pipe,  galv.  Iron;  preuure,  40  to  fS  Ibc; 
coniumplion  per  day  lZ.71S.174aa)s..  per  capita  101 
nl*.;  cost  to  construct,  11,000,000;  iat  paid  oa 
Boniu.  6  per  cent ;  ann.  coat  of  atee.,  abow  IMMM, 
work*  bcloog  to  citr. 

TEKOA.  pop.  l.SOO.  Fire  dept— 1  b.  A  L  track. 
1  hose  cans;  600  it  hose;  value  of  dept.  eqaip- 
ment,  tl.OOO. 

Watu  Supflt — Source,  anesian  well*;  irttcn^ 
pumping  to  ret.,  re*,  up..  400.000  gala ;  I  pninas; 
cotl    to    construct.    CO,a»;    bonded    debt    tl.»t: 


. »,   1  aad^i 

and  combustibles  ord.     Fire  dept— 1  '■» 

comb.  h.  &  L  wagon,  1  bose  wagoB,  1  base  lan. 
6  borsei;  bote,  rubber,  good,  1.OO0  h.:  iBtErior, 
all  kind*.  800  ft.;  total  boK.  UOO  K.;  fir*  alam. 
telephones;  vsiue  of  dept  cquipmest,  nUBt: 
value  of  bidjrs.,  tt.OOO:  ana.  eip.  of  dept,  K^oa*; 
lotal  B  "^    -  ■' --   •    


Wat 
from  busineas 
water,  escellen 


;  system,  gnvitr;  quU 
cap.,  400,000  gala.;  ■  p 
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mg  enginet,  cap.  per  day  000,000  gals.,  conitnio- 
tors  Fairbanks-Morse;  2  Dow  pumps,  cap.  600,000 
gals.:  mains,  steel  and  wood,  60  miles,  2  to  12 
m.  dia.;  800  services;  pipe,  gaW.  iron;  pressure, 
dom.  66  Ibs^  cost  to  construct,  |260,0(X);  bonded 
debt,  1100,000;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  Co. 

WAITSBURG,  pop.  1,600;  fire  area,  10  acres; 
mercantile  bldgs.,  wood,  brick,  stone,  2  stories;  pri- 
▼ate,  wood,  2  stories:  wooden  roofs  not  permitted: 
fireworks  and  combustibles  ord..  Fire  dept.— « 
hose  carta,  h.  &  1. ;  hose,  cotton,  rubber  lined,  go5>d 
1,150  ft.;  fire  alarm,  bell;  value  of  dept  equip- 
ment,  |2,000;  value  of  bldgs.,  9600;  total  mem.,  4S 
volunteers. 

Watei  Supylt — Source,  wells  and  springB,  8 
miles  from  business  centre:  svstem,  gravity,  and 
pump  to  res.;  res.  cap.,  6O0.OOO  gals.;  8  pumping 
engines,  sise  10  x  7  x  U,  constructors  Hooker-Col- 
ville,  Byron,  Jackson  cent,  pump;  mains,  6  miles, 
4  to  8  in.  dia.;  64  hvdrants;  si  vsJves;  400  services; 

f pressure,  dom.  76  lbs.,  fire  76  lbs.;  cons,  per  day 
OO.OOO  gals.;  per  cap.  100  gals:  cost  to  construct, 
140.000;  ann.  cost  of  mtce.,  92,600;  works  belong  to 
city. 

WALLA  WALLA,  pop.  10,000;  fire  area»  10 
acres;  mercantile  bldgs.,  brick,  1  to  4  stories;  pri- 


vate^  wood,  2  stories;  wooden  roofs  not  permitted 
in  nre  area;  combustibles  ord.:  causes  01  fires  in- 
vestigated; fire  loss  for  1S06,  ^,674;  ins.  involved 
for  same  tim^  1236,866.  Fire  dept.— 8  steamers,  1 
c.  engine,  6  c  hand  ex.,  1  h«  &  L  truck,  1  comb,  c 
&  h.  wagon,  2  hose  carriages,  12  horses  {  hose, 
cotton,  rubber  lined,  good,  4.000  ft.;  inferior,  all 
kinds,  1^00  ft.:  total  hose,  MOO  ft.;  fire  alarm, 
Gamewell,  64  boxes;  value  of  dept.  equipment, 
$36,000;  value  of  bldn.,  133,000;  ann.  exp.  01  dept., 
$81,000;  total  mem.  22,  paid  full  time. 

Watis  Supply— Source,  springs,  16  miles  from 
business  center;  system,  gravity,  pump  to  res. 
and  stdp.;  stdp.  cap.  67,000  gals.,  material  used  in 
cons,  wood  and  steel,  builders  Wolf  and  Zwickcr; 
quality  of  water,  good;  res.  cap.,  3,000,000  gala.; 
8  pumping  engines,  cap.  per  day   1,000,000  gals. 


constructors     Palmer   and     Roy;   mains,   kal., 
miles,  2  to  20  in.  dia.;  126  hydrants;  meters,  total 
number  106,  owned  by  city;  2,716  services;  pipe, 

Silv.  iron;  pressure,  dom.  12  to  86  lbs.,  fire  80 
s.;  cost  to  construct,  $000,000;  int  paid  00 
bonds,  4H  and  6  per  cent;  cost  of  mtoe.,  $6»000; 
works  belong  to  city. 


Places  with  a  population  of  1,000  or 
reported:     Steilacoom. 


not 
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WEST  VIRGINIA 

ABBREVIATIONS.— Ana.,  annual;  av.,  aTerage;  bldga.»  buildinfft^  cap.,  capacity;  chn.,  chainnan; 
C,  chemical;  c  6:  h.,  cl  emical  and  hoae;  clk.f  clerk;  comb.,  combination;  comr.,  commiaaioncr;  eon., 
eominittee;  comp.,  compound;  cons.,  construction;  dept.,  department;  dia.,  diameter;^  dim.,  dimenaioiu; 
dom.,   '  *       '  '  '  "  '       '-•-—  '-    '         — '-         " 

]|*d*i 
•hipi 
tmdcsnt* 


AMOS,  pop.  1,000;  mercantile  bldst,  wood,  2 
and  8  stones.  Fire  depL— 1  hose  reel;  hose,  cot- 
ton jacket,  600  ft.;  volunteers. 

Watbe  SuppLy— Source.  2  drilled  wells;  system, 
gravity;  res.  cap.,  96.750  gals.;  sise,  10x41,  lo- 
cated on  hillside;  1  pump,  class  duplex,  constructor 
Downie;  cap.  per  day.  96,000  gals;  mains,  m 
miles,  4  to  6  in.  dia  ;  17  hydrants. 

BELINGTON,  pop.  S,000i  Fir«  dept^i  hoae 
wagon;  hose,  cotton,  rubber  linea,  good,  800  ft.; 
fire  alarm,  whistle;  total  mem.,  40  volunteers. 

Watbr  Supply— Source,  mountain  springs,  also 
reservoir  with  cap.  of  120,000  gals. ;  system,  gravity 
and  direct;  res.  cap.  1^,000  gals.,  located  192  ft. 
above  street  grade ;  1  Canton  Hughes  pump,  8  in. 
suction,  6  in.  discharge;  mains,  5  mnes,  4  to  8 
in.  dia.;  38  hydrants;  pressure,  dom.  100  lbs.,  fire 
100  lbs. 

BEN  WOOD,  pop.  6,000.  No  fire  depL;  1,000 
ft  hoae. 

Watse  SuppLY-^Source,  river,  1  mile  from 
business  center;  system,  pump  direct;  filtration 
system,  Jewell;  quality  of  water,  good;  res.  cap., 
600,000  gals. ;  4  pumping  engines,  class  comp.  dup., 
cap.  per  day  10,000,000  gals.,  constructors  Moms, 
Barr,  Worthington,  Laidlaw- Dunn-Gordon;  mains, 
cast  iron,  7  miles,  4  to  12  in.  dia.;  86  hydranU; 
pressure,  dom.  86  to  100  lbs.,  fire  110  lbs.;  con- 
sumptior  per  day,  600,000  gals.;  works  belong  to 
private  Co. 

BERKELEY  SPRINGS,  pop.  781;  fire  area. 
85  acres;  mercantile  bldga.,  brick  and  wood,  2 
stories;  private,  wood,  2  stories:  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept — 1  h.  &  L  truck, 
buckets,  ladders,  axes,  etc.,  1  hose  carriage;  hose, 
coiton,  rubber  lined,  good  830  ft.;  value  of  dept 
equipment,  $375;  ann.  exp.  of  dept,  $50;  total 
mem.,  81    volunteers. 

Watbb  Supply — Source,  springs;  system,  pump 
to  res.;  pumping  engines,  cap.  per  day,  6,000 
gals.;  mams,  2  miles;  28  hydrants;  cost  to  con- 
struct, $30,000;  int.  paid  on  bonds,  6  per  cent; 
works  belong  to  Ca 

BLUEFIELDS,  pop.  16,000;  fire  area,  700  acres; 
mercantile  bldgs.,  brick  and  wood,  2  to  4  stories; 
private,  wood,  2  and  4  stories;  fireworks  and  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept. — 1  comb.  cnem.  and  hose  wagon,  1  hose 
wagon,  1  hose  cart;  hose,  cotton,  rubber  lined, 
good,  2,800  ft.;  fire  alarm,  Gamewell  system;  value 
of  dept.  equipment,  $16,600;  ann.  exp.  of  dept, 
$4,000;  total  mem.,  11,  2  paid  men  9  volunteers; 
underwriters'  rating,  second  class. 

Watxe  Supply— Source,  springs;  svstem,  grav- 
ity, pump  to  stdp. :  stdp.  cap.  ZoO.OOO  gals.,  dim. 
86x86;  res.  cap.  12,000,000  jsals.,  located  6  miles 
east  of  town;  2  pumping  engines,  class  comp.  dup., 
size  20  X  10^  X  10,  20  x  1(H4  x  16,  cap.  per  day  1,- 
800,000  gals^  constructor  Worthington;  mains, 
cast  iron.  26^  miles,  3  to  10  in.  dia.,  Glamorgan, 
Wood;  30  hydrants,  Eddy;  33  valves;  meters,  total 
number  90;  1,100  services;  pressure,  dom.  26  to  70 
lbs.,  fire  46  to  100  lbs.;  consumption,  per  day  1,000,- 
000  gals.,  per  capita  200  gals.;  cost  to  construct, 
$180,000  gals;  works  belong  to  Co. 

BRAMWELL,  pop.  1.600.  Fire  dept— 8  hose 
reels;  hose,  rubber,  1,000  ft;  fire  alarm,  bells; 
volunteers. 

Watbe  Supply— Source^  natural  springs;  sya- 
tem.  gravitv;  res.  cap.  13,000,000  gals.,  located  in 
valley  244  ft.  above  street  grade;  mains,  4  in.;  10 
hydrants;  pressure,  fire  100  lbs. 


BROOKLYN,  pop.  1,000;  bldga.,  wood,  1  and 
2  stories.  Fire  dept— 2  hose  caru;  hoae,  cotlosu 
700  ft;  total  ment.  &  voluntecra. 

Watbe  Supply— Source,  from  New  MartmaviOe. 


BUCKHANNON,  pop.  8,000;  fire 
acres.;  mercantile  bldga.,  wood,  brick,  2  atbrka; 
private,  wood  and  brick,  1  and  2  atonea;  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept — 1  h.  &  1.  truck,  4  hose  reels,  lO  laddcxm; 
hose,  cotton,  rubber  lined,  good  1,600  ft;  fire 
alarm,  bell;  value  of  dept  equipment,  $400;  value 
of  bldgs.,  $50:  total  mem.,  65  volunteera. 

Watu  Supply — Source,  river;  syatem*  pomp  di- 
rect; res.  cap.,  219,000  gal*>;  2 'pumping  engines, 
class  dup.,  cap.  per  day  1.008.000  gala.,  coaatrae- 
torf  Snow.  Gordon;  mains,  6  milea,  4  to  8  ia. 
dia.;  68  hydrants,  Ludlow;  160  services;  pressure, 
dom.  0(»-125  lbs.,  fire  9f)-12S.;  consumption,  per 
day  40.000  nla.,  per  capita  20  gala.;  ooat  to  con- 
struct $85,000;  works  belong  to  Co. 

CAIRO,  pop.  1,000;  mercantile  bldgs^,  brick  and 
wood,  1  to  8  stories;  private,  brick  and  wood,  8 
stories;  wooden  roofs  permitted  in  fire  area;  com- 
bustibles ord.;  causes  of  fires  investigated.  Fire 
dept^  hose  wagon,  1  hose  carriage;  hoae,  cot- 
ton, rubber  lined,  good,  600  ft;  fire  alarm,  bell; 
total  mem^  40  volunteers. 

Watex  Supply— Source,  springs.  850  ft.  from 
business  center;  system,  pump  to  res.;  res.  cap., 
2,400  bbls.;  pumpmg  engines,  class  duplex^  cap. 
per  day  1,500  bbls.,  constructor.  Snow ;  mains,  cast 
and  wrought  iron  4,600  ft,  4  in.  dia.;  16  hydrants; 
pressure,  dom.  80  lbs.,  fire  80  lbs. ;  consumption  per 
dav.  200  bbls.;  cost  to  construct,  $7,000;  bonded 
debt,  $2,600,  int.  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $400;  works  belong  to  city. 


CAMERON,    pop.    8,000.     Fire    dept.— 8 

reels,  1  h.  &  1.  truck;  hose,  cotton,  rubber  lined, 
good  1,900  ft;  fire  alarm,  whistle;  total  mem.,  90 
volunteers. 

WATxa  Supply — Source,  wells;  ayatem.  oamp  ^ 
rect;  res.  cap.,  160,000  gala.,  located  200  ft  aoovc 
main  st:  1  pumping  engine,  class  trip.,  cap.  per 
dav  425,000  gals.,  constructor,  Gould;  mains.  zH 
miles,  4  to  8  in.  dia.;  pressure,  dom.  110  1\m.1  fire 
125  lbs. 

CENTRAL  CITY,  P9p.  8.000;  mercantile  bldgi.. 
brick  snd  wood,  2  stories;  private,  wood,  1  and  9 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord. ;  causes  of  fires  investigated.  Fixe 
dept.— 8  hose  reels;  hose,  rubber,  good  1,500  ft.; 
fire  alarm,  whistle;  total  mem.,  84  volunteera. 

Watbe  Supply— Source,  Huntin^on  water- 
works; svstem,  grsvity;  mains,  8  miles,  6  and  8 
in.  dia.;  48  hydrants;  pressure,  100  lbs. 


CEREDO,  pop.  1.000.  Fire  dept-«  c  hand  «^, 
6  ladders,  1  hose  cart;  hose,  cotton  jacket,  COO  ft; 
fire  alarm,  Dell;  total  mem.,  26  voltmteers. 

Watbe  Supply— Source,  deep  wells;  ay  stem. 
gravity:  res.  cap.  271.000  gals,  situated  198  ft.  above 
grade;  1  pumpmg  engine,  daas  triplex  plvnger, 
constructor  Gould;  cap.  per  minute,  157  gals; 
mains,  2  miles,  4  to  8  m.  oia.;  81  hydraata;  pres- 
sure, fire  80  lbs. 


CHARLESTON,    pop.    26.000;    fire 

bldgs.,  brick  and  stone,  av.  8  to 


^    -  -    6   «!. 

miles;  mercantile  bldgs.,  brick  and  stone,  av.  8  to 
7  stories;  frame  and  iron-clad  bldgs.  not  permitt^ 
in  fire  area;  fireworks  and  combustibles  ord.  Fire 
dept  —  8  steamers,  1  comb,  c  &  h.  wagon,  8 
hand  c.  ex.,  1  c.  enaine.  1  aerial  truck,  11  c  hand 
ex.,  1  h.  ft  I.  truck,  2  hose  wagons,  4  horsea;  hoae, 
cotton,  rubber  lined,  good  60,000  ft;  rubber,  good^ 
8,000  ft;  total  hose.  7,000  ft;  fire  alarm,  Gan^cJl, 
27  boxes;  total  mem.  86.  paid  full  time. 
Watbe  Supply— Source,  Elk  river,  1  mile 
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basinets  center:  gystem,  pump  to  res.  and  direct; 
res.  cap.  S,U0O»O0O  gals.,  located  south  of  pumping 
station  on  deration;  2  pumping  engines,  class 
comp.,  cap.  per  day,  10.000,000  gals.,  constructors. 
Allis-Chalmers;  mains,  kalamein  ana  cast  iron,  45 
miles.  4  to  14  in.  dia.;  190  hydrants;  260  Talves: 
meters,  total  number  200,  owned  by  Co.;  8.500 
services;  pipe,  galv.  iron;  pressure,  dom.  76  lbs., 
fire  120  Ibs^  consumption  per  day.  8,600,000  gajf** 
per  capita  200  gals.;  cost  to  construct,  about  ^00,- 
000;  int.  paid  on  bonds.  6  per  cent:  cost  of  mtce., 
about  $25,000;    works   belong  to   Co. 

CHARLESTOWN.  pop.  8,600;  fire  area.  800 
acres:  mercantile  blags.,  brick  and  stone,  2  and 
8  stories;  private,  wood  and  brick,  2  stories; 
wooden  roots  permitted;  fireworks  and  combnsti- 
bles  ord.  Fire  dept.— 2  steamers,  1  hand  engine, 
1  water  tower,  1  nose  wagon,  6  hose  carriages; 
hose,  cotton,  rubber  lined,  good  2,800  ft.;  fire 
alarm,  bell:  value  of  dept.  equipment,  $7,600;  value 
of  bldgs.,  $25,000;  ann.  exp.  of^  dept.,  $1,600;  toUl 
mem.,  200  volunteers. 

Watee  Supply— Source,  springs,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  160,000  gals.,  material  used  in  cons,  steel, 
builders  TIppett  and  Wood;  quality  of  water, 
good;  8  pumping  engines,  cap.  per  dsy  800,0u0 
gals.,  constructors  Woo<L  Deane;  mains,  iron,  7 
miles,  2  to  6  in.  dia.;  2o  hydrants;  450  services: 

f>ipe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire  50 
bs. ;  consumption  per  day,  160,000  gals.;  cost  to 
construct,  $90,000;  bonded  debt,  $10,()00;  int.  paid 
on  bonds,  5  per  cent;  cost  of  mtce.,  $5,000;  works 
belong  to  Co. 

CHESTER,  pop.  1,800:  mercantile  bldgs,  brick 
and  wood,  2  stories.  Fire  dept.— 2  hose  reels: 
hose,  500  ft;  fire  alarm,  whistle;  total  mem.,  40 
volunteers. 

Watee  Supply— Source.  Ohio  rirer;  system, 
pump  to  reservoir  and  direct;  res.  cap.  1,600,000 
gals.,  elevated  500  ft;  1  pumpins  engine,  cap. 
1,300,000  gals,  per  day;  mains,  6  miles,  4  and  6  in. 
dia.:  18  hydrants;  pressure,  dom.  and  fire  120  lbs.; 
cost  to  construct.  876,000:  works  owned  by  Co. 

CLARKSBURG,  pop.  6,000;  fire  area,  600  acres; 
mercantile  bldgs.,  brick,  1  to  7  stories;  private, 
wood,  1  and  2  stories;  wooden  roofs  not  permitted 
in  fire  aiea;  fireworks  and  combustibles  ord.; 
causes  of  fires  ijiTcstigated.  Fire  dept.— 1  comb, 
c.  &  h.  wagon,  8  c  hand  ex.,  1  hose  wagon,  4  hose 
carriages,   2   horses:   hose,   cotton,  rubber    lined, 

good,  2,700  ft.;  rubber,  good,  400  ft;  total  hose, 
,100  ft.;  fire  alarm,  whistle;  value  of  dept  equip- 
ment, 12,600:  value  of  bldgs.,  $8,000;  ann.  exp. 
of  dept.,  $4,000;  total  mem.  66,  paid  full  time  6, 
60  volunteers. 

Watee  Supflt — Source,  river;  system,  pump  di* 
rcct:  res.  cap.,  560.000  gals.«  located  at  station;  2 

{limping  engines,  class  comp.  dup.,  size  14x22,  lOs 
8,  cnp.  per  day^  2,000.000  gals.,  constructors  Laid- 
laW'Dunn;  mains,  10  miles.  4  to  12  in.  dia.. 
Wood;  112  hydrants,  Bourbon:  1,180  services; 
pressure,  dom.  125  lbs.,  fire  125  lbs.;  consumption 
per  day  1,000,000  jrals.,  per  cap.  260  gals.;  cost 
to  construct,  $95,0(w;  ann.  cost  of  mtce.,  $6,000; 
works  belong  to  city. 

CO  ALTON,  pop.  800.  Fire  dept— 1  hose  reel; 
hose,  600  ft;  volunteers. 

Watee  Supply— Source,  Roaring  creek:  system, 
gravity;  res.  cap.  100,000  gals.,  elevated  150  ft 
above  street  grade;  1  pumping  engine,  cap.  per 
min.  520  gals.,  constructor  Worthington:  mams. 
1,9U0  ft,  4  in.  dia.;  6  hydrants;  pressure,  dom.  and 
fire,  70  lbs. 

DAVIS,  pop.  8,000.  Fire  dept.— 1  h.  &  1.  truck, 
8  hose  carts;  hose,  cotton,  rubber  lined,  good 
2.000  ft;  fire  alarm,  bell  and  whistle;  total  mem., 
87. 

Watbx  Supply — Source,  river  and  creek;  system, 
pump  to  res.;  res.  cap.,  62,000  gals.;  lo* 
eated  100  ft.  above  grade;  3  pumping  engines, 
class  dup.,  sizes  14  x  7  x  10,  12  x  18  x  13  x  10,  14  x  6 
X  10,  constructors  Worthington,  Knowles;  mains, 
2  miles,  4  to  6  in.  dia.;  25  hydrants;  pressure, 
dom  60  lbs.,  fire  100  lbs.;  cost  to  construct, 
$8,000;  works  belong  to  city. 

ELKINS,  pop.  7,000;  fire  area,  800  acres;  mer- 
cantile bldgs.,  brick,  2  to  7  stories;  private,  wood, 
2   stories;  wooden  roofs  not  permitted;  fireworks 


and  combustibles  ord.  Fire  dept — ^1  h.  &  L 
truck,  3  c  hand  ex.,  6  hose  reels;  hose,  cotton, 
rubber  lined,  2,700  ft.;  fire  alarm,  whistle;  value 
of  dept.  equipment,  $3,800;  value  of  bldgs.,  $3,000; 
ann.  exp.  of  dept,  ^00;  toUl  mem.,  60  volun- 
teers;  underwriters'  rating,  third  class. 

Watee  Supply — Source,  river :  system,  gravity 
and  pump  to  res.;  res.  cap.,  250,000  gals^  2  pump- 
ing engines,  class  dup.,  cap.  per  day  2,000,000  gals., 
constructor  Rumsey:  mains,  9  miles,  4  to  8  in. 
dia.;  52  hydrants,  Eddy:  meters,  total  number  85; 
400  services;  pressure,  dom.  40  to  60  lbs.,  fire  126 
to  145  Ib^  cost  to  construct,  $25,000;  ann.  cost 
of  mtce.,  $3,000;  works  belong  to  city. 


FAIRMONT,  pop.  15,000;  fire  area,  2,560  acres; 
mercantile  bldgs..  brick  and  stone,  3  to  6  stories; 
private,  stone,  orick,  wood,  2  and  8  stories; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.;  causes  of  fires  investigated.  Fire  dept 
—1  h.  &  1.  truck,  5  hose  wagons,  3  hose  reels.  6 
horses;  hose,  cotton,  rubber  lined,  good,  4,600  tt.; 
fire  alarm,  bells;  value  of  dept.  equipment,  $1,200; 
value  of  oldffs.,  $4,000;  ann.  exp.  of  dept.,  $1,000; 
total  mem.  24,  paid  full  time  9,  volunteers  15. 

Watee  Supply — Source,  river;  system,  pump  to 
res.;  filtration  system.  New  York;  cap.  of  plant, 
1,000,000  gals.;  quality  of  water,  fair;  res.  cap., 
1,900,000  gals.;  2  pumping  engines,  class  dup.,  cap. 

BT  day  2,000X)(JO  gals.,  constructors  Laidlaw- 
unn-Gordon.  JdcGowan;  mains,  cast  iron.  15 
miles,  8  to  12  in.  dia.:  200  hydrants,  Ludlow,  Eddy, 
Bourbon;  Eddy  and  Ludlow  valves;  2,000  services; 

Sipe.  lead;  pressure,  dom.  50  to  90  lbs.,  fire  85  to 
)  Ids.;  consumption,  per  dsy  800,000  gals.,  per 
capita  160  gals.;  int./psid  on  bonds,  5  per  cent; 
ann.  cost  of  mtce.,  $7,000;  works  belong  to  city. 

GRAFTON,  pop.  6,660;  fire  area,  65  acres  t 
mercantile  bldgs.,  brick  and  wood,  3  and  4  stories; 
private,  wood.  2  and  8  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept^  c.  hand  ex.^5 
hose  carts;  hose,  cotton,  rubber  lined,  good  2,000 
ft,  rubber,  good  1,800  ft;  total  hose,  3,800  ft; 
fire  alarm,  whistle:  value  of  dept.  equipment. 
I2.S00;  value  of  bldgs.,  $1,000;  total  mem.,  65 
volunteers 

Watee  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.  460.000  gals.,  dim.  80  x  60,  material  used 
in  cons,  boiler  steel;  quality  of  water,  good;  res. 
cap.  460.000  gals.;  2  pumping  engines,  class  comp. 
dup.,  cap.  per  day  2,000,000  gals.,  constructor 
Snow;  mains,  cast  iron,  12  miles.  4  to  12  in.  dia.; 
116  hydrants;  meters,  toUl  number  12,  owned  by 
consumer;  1.100  services;  pipe,  lead  and  galv. 
iron;  pressure,  dom.  100  lbs.,  fire  160  lbs.;  cost 
to  construct,  $80,000;  int.  paid  on  bonds,  6  per 
cent;  cost  of  mtce.,  $7,000;  works  belong  to  city. 

GUYANDOTTE,  pop.  1,460;  fire  area.  200  acres; 
bldgs.,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept — 1  h.  &  1.  truck,  1  hose  cart;  hose,  cotton, 
rubber  lined,  good  750  ft;  value  of  dept  equip- 
ment, $2,000;  value  of  bldgs.,  $800;  total  mem.,  25 
volunteers. 

Watee  Supply — Source,  supplied  by  Huntington 
Water  Works  Co.;  system,  gravity,  pump  to  res. 
to  stdp.  or  direct;  mains,  2  miles,  4  and  6  in. 
dia.;  IS  hydrants. 

HINTON,  pop.  4,000;  fire  area,  960  acres;  mer- 
cantile bldgs.,  brick,  2  to  4  stories;  private,  brick 
and  wood,  2  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  csuses  of  fires  in- 
vestigated: av.  fire  loss  per  yr.  for  3  ]rrs.,  $30,000. 
Fire  dept. — 1  h.  &  1.  trtick,  Z  hose  carriages.  2  hose 
reels;  hose,  cotton,  rubber  lined,  good  000  ft;  fire 
alarm,  bell;  value  of  dept.  equipment,  $2,000;  value 
of  bldgs..  $1.50:  ann.  exp.  ot  dept,  $150.;  total 
mem.,  80  volunteers. 

Watee  Supply— Source,  river;  system,  pump  to 
res.;  res.  cap.,  1,000.000  gals.;  2  pumping  engines, 
cap.  per  day  1,500,000  gals.,  constructors  Mc- 
Gowan  and  Jeanville;  mains,  cast  and  wrought 
iron,  6H  miles,  %  to  8  in.  dia.,  Addyston;  48  hy- 
drants, Glamorgan;  65  valves;  400  services;  pipe, 
galv.  iron  ^pressure,  fire  86  to  140  lbs.:  cost  to 
construct,  $3d,000;  ann.  cost  of  mtce.,  $2,500;  works 
belong  to  Co. 

HUNTINGTON,  pop.  18,000;  fire  area,  PA 
square  miles;  mercantile  bldgs.,  brick  and  wood,  i 
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to  6  ttories;  privmte^  brick,  ttone  wood,  t  ttorics; 
wooden  roofs  permitted;  fireworks  and  combusti- 
bles ord.  Fire  dept— 2  steamers,  2  c.  hand  ex.,  1 
aerial  truck,  2  hose  wasons,  4  horses;  hose,  cotton, 
rubber  lined,  good  4,700  ft.;  fire  alarm,  Gamewell, 
24  boxes;  value  of  dept.  equipment,  |1S,000;  value 
of  bldgs..  18,000;  ann.  exp.  of  dept.,  $4,800;  total 
mem.,  29,  paid  full  time  4,  volunteers  K. 

Watis  Supply — Source,  river;  svsteni.  pump  to 
res.  and  direct;  filtration  system.  New  York;  cap. 
of  plant^  2.000,000  gals.;  res  cap.,  2,000,000  gals.; 
4  pumpinR  engines,  class  comp.,  dup. ;  cap.  per 
day  lL600,000  gals.,  constructors  Worthington, 
Hall.  Gordon;  mains,  cast  iron,  28  miles,  4  to  Id 
in.  dia.,  Addyston;  176  hydranu,  Ludlow;  90 
valves;  meters,  toul  number,  200;  8,000  services; 
pressure,  dom.  90  lbs.,  fire  120  lbs.;  consumpption 
per  day  2,000j000  gals.,  per  capita  200  gals.;  cost 
to  construct,  180,000;  works  belong  to  Co. 

KENOVA,  pop.  1,000.  Fire  dept— 1  hose  rael: 
hose,  cotton.  600  ft.;  fire  alarm,  whistle;  total 
mem.,  20  volunteers. 

Watkk  Supply— Source,  continuation  of  Cat- 
lettsburg,  Kv.,  system;  mains,  4%4  miles,  6  and  8 
in.  dia.;  14  hydrants;  pressure,  dom.  and  fire,  80 
lbs. 

KEYSER.  pop.  4,600;  fire  area,  100  acres; 
bldgs.,  wood,  fs  stories;  wooden  roofs  not  permitted; 
fireworks  and  combustibles  ord.;  causes  of  firet 
investigated.  Fire  dept. — 1  h.  &  1.  truck,  2  hose 
wagons,  2  hose  carts:  hose,  cotton,  rubber  lined, 
good  1,600  ft.;  fire  alarm,  whistle;  value  of  dept. 
equipment,  $1,000;  value  of  bldgs.,  $600;  ann.  exp. 
of  deot.,  $100;  total  mem.,  40  volunteers. 

Watsx  Supply — Source,  natural  springs,  5  milet 
from  business  center;  svstem,  gravity;  res.  cap., 
1,500,000  gals.,  located  i%  miles  southeast  of  town: 
mains,  9  miles,  4  to  8  m.  dia.^  Cincinnati  Co. ;  44 
hydrants;  750  services;  pipe,  iron;  pressure,  dom. 
125  lbs.,  fire  125  lbs.;  cost  to  construct,  $40,000; 
int.  paid  on  bonds,  6  per  cent.;  ann.  cost  of  mtce., 
$200;  works  belong  to  town. 

KEYSTONE,  pop.  1,600;  fire  area,  15  squares; 
mercantile  bldgs.  must  be  brick,  stone  or  con- 
crete (2  yrs.  to  comply  with  these  requirements); 
wooden  roofs  not  permitted.  Fire  dept.  —  16 
hand  ex..  4  hose  reels;  hose,  cotton,  rubber  lined, 
good  2,000  ft.;  fire  alarm,  bell;  total  mem.,  27 
volunteers. 

Watbb   Supply — Source,   well;   system,  gravity, 

framp  to  res.  and  stdp.;  stdp.  cap.  106,000  gals., 
ocated  on  Main  st;  material  used  in  cons.,  wood; 
1  pumping  engine,  cap.  per  day  127,000  gala.,  con- 
structors  Fullen;  mains,  6  miles,  4  in.  dia.;  8 
hydrants. 

LEWISBURG.  pop.  1,000;  mercantile  bldgs.. 
stone  and  brick,  2  ana  8  stories;  private,  stone  and 
brick,  3  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept.— 1  c.  engine,  4  hose 
carriages;  hose,  cotton,  rubber  lined,  good.  900 
ft.:  fire  alarm,  whistle;  value  of  dept.  equipment, 
$1,000;  value  of  bldgs.,  $600,  total  mem.,  20  vol- 
unteers. 

Water  Supply — Source,  river:  system,  pump- 
ing to  8  tanks.  200  ft.  above  mam  part  of  town; 
cap.  of  tanks.  30.000  irals.  each;  mains,  3  miles, 
4  to  6  in.  dia.;  17  hydrants,  meters  used;  pres- 
sure, dom.  100  lbs.,  fire,  120  lbs.;  cost  to  construct, 
$12,000;  ann.  cost  of  mtce.,  $1,660;  works  belong 
to  city. 


LITTLETON,    pop.    1,000.    Fire    dept.— 1  hose 
I,  MO  ft.;  '  " 

unteers 


reel;  hose,  cotton, 


fire  alarm,  whistle;  vol- 


Water  Supply— Source,     Fish    creek;     system, 

ravity;  res.  cap.  30,000  gals.,  located  on  hillside; 
pumpinR     engine,     class     duplex,     constructor 
Kttowles;  3-in.  mains;  6  hydrants. 

LOGAN,  pop.  1,400.  Fire  dept.— 2  hose  reels; 
hose,  cotton  jacket,  900  ft.;  fire  alarm,  bell;  total 
mem.,  14  volunteers. 

Water  Supply— Source,  Guayandotte  river  and 
streams;  svstem,  grsvity;  res.  cap.  100,000000  gals., 
elevated  225  ft.  above  street  grade;  1  pumping  en- 
gine, cap.  per  hour,  14,000  gals.;  class,  single-act- 
ing, constructor  Cameron;  mains,  6,600  ft.,  4  in. 
to  6  in.  dia.;  8  Hydrants;  pressure,  dom.  and  fire, 
96  lbs. 


M'DOWELL,  pop.  1|241:  fire  area.  6  mSci: 
mercantile  bldgs.,  atone,  brick,  wood.  Fire  dept.— 
Hose,  cotton,  rubber  lined,  good  1,000  ft.;  10 
boxeaj  total  mem.,  12,  paid  full  time  6,  paid  part 
time  7. 

Warn  SuFPLT— Not  reported. 


McMBCHEN,  pop.  1,600.    Fire  dcpL— N 
ported. 

Watsr'Supply- Source,  from  Bcnwood  Water 
Company;  no  hydrants. 

MANNINGTON,  pop.  2,000;  bldgs.,  wood  and 
brick,  2,  8  and  4  stories.  Fire  dept. — 8  ladders, 
4  hose  reels;  hose,  cotton,  rubber  lined,  good, 
6,000  fL;  fire  alarm,  whistle;  total  mem.,  50  vol- 
unteers. 

Wans  Supply— Scarce,  creek:  system,  grmvity, 
and  pump  direct;  stdp.  cap.,  120.000  ^Is.;  res. 
cap.,  100,000  gala. ;  2  pumping  engines,  claas  oomp.« 
dup.,  siae  10  x  6  x  12  cap.  per  day  2,500,000  gals.; 
constructors.  Snow.  Miller:  mains,  14  miles,  4  in. 
dia.;  38  hydrants,  Eddy,  Wood;  meters,  total  onni- 
ber  250;  826  services;  pressure,  dom.  100  lbs.,  five 
126  lbs. ;  consumption,  per  day  216,000  gala.,  per 
capita  106  gals.;  cost  to  cons..  $4,600;  ann.  cost  of 
mtce.,  $1,600;  works  belong  to  city. 


MARTINSBURG,  pop.  10.000;  fire 
acres;  n:ercantile  bldgs.,  stone,  brick,  wood,  1  to 
2  stories;  private,  brick,  atone  and  wood,  1  and  2 
stories;  wooden  roofs  not  permitted:  fireworks  and 
combustibles  ord.;  csuses  of  fires  investigated;  ar. 
fire  loss  per  yr.  for  3  yrs.,  $1,600;  av.  ins.  for 
same  time,  $8,000.  Fire  dept.— 1  steamer,  1  comb, 
c.  &  h.  wagon,  1  c.  engine.  1  h.  &  L  truck,  4  hose 
carriages;  nose,  cotton,  rubber  lined,  good,  2,000 
ft.;  ruboer.  2.500  ft.;  inferior,  all  kinds  600  ft.;  total 
hose.  6,000  ft.;  fire  alarm,  bell;  value  of  dept. 
equipment,  $7,600;  ann.  exp.  of  dept.  $2,000;  total 
mem.,  200,  paid  full  time  8,  volunteers  197. 

Water  Supply— Source,  springs,  H  mile  from 
business  center;  system,  pum|>  direct;  quality  ot 
water,  good:  2  pumping  engines,  cap.  per  day 
2,600.000  gala.,  constructors  McGoiran.  Holly; 
maina,  cement  and  cast  iron,  7  miles* 
71    hydrants.    Holly;    60    valves;    1,000 


f)ipe, 'wroujmt  and  galv.  iron;  pressure,  dom.  40 
bs.,  fire  60  lbs.;  consumption,  per  day  900.000 
sals.,  per  capita  106  gala.;  cost  to  construct.  $19Cy- 
000;  ann.  cost  of  mtce.,  |4,000;  works  beloskg  to 
city. 

MONONGAH,  pop.  2,600.  Fire  dept.—!  hose 
reel,  ladders  and  buckets;  hose,  cotton,  nil>b« 
lined,  good  3,000  ft.;  fire  alarm,  whistle. 


8  and  6  in.  dia.;  16  hjrdrants. 


MONTGOMERY,  pop.  8.000;  mercantile  bldgs., 
brick  and  frame.  Fire  dept. — ^1  comb,  chem  & 
hose  wagon,  2  hand  hose  reels,  4  c  hand  ex.; 
hose,  cotton  jacket.  2%  in.,  good,  1.600  ft.;  Brc 
alarm,  whistle;  total  mem.,  Zl  paid  part  time. 

Water  Supply— Source,  Great  Kanawha  river; 
system,  gravity  and  direct;  res.  cap.  67.000  gals., 
located  220  ft.  above  street  erade;  ipumpm^  en- 
gine, class  dup.,  cap.  per  dav  618.000  nJa.,  coa> 
structor  McGowan;  mains,  12.000  ft.,  8  to  6  in. 
dia.;  20  hydrants;  pressure,  dom.  96  Iba.,  fire  151 
lbs.:  works  belong  to  Co. 

MORGANTOWN,  pop.  10.000:  fire  area.  9BD 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
2  to  7  stories;  private,  brick  and  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fire- 
works and  combustioles  ord.;  causes  of  fires  in- 
vestigated. Fire  dept. — 4  c  hand  ex.,  1  h.  &  L 
truck,  1  hose  wagon.  6  hose  carriages.  2  horses: 
hose,  cotton,  rubber  lined,  good.  4.500  ft.;  fire 
alarm,  whistle;  value  of  dept.  equipment,  $4,000; 
ann.  exp.  of  dept..  $2,250;  total  mem.  23,  paid  foil 
time  2,  21  volunteers. 

Water  Supply— Source,  river,  8  miles  from 
business  center^ystem.  pump  to  res.  and  direct; 
stdp.  cap.  1,600,000  gals.;  filtration  systeni^ewell; 

Suality  of  water,  good;  res.  cap.,  1.700.000  gala.; 
pumping  engines,  class  comp.  dup.,  cap.  per 
day  1,000,000  gals.,  constructor.  Snow;  mains,  cast 
iron,  10  miles,  4  to  8  in.  dia.;  86  hydrants;  16 
valves;  400  services;  pipe,  iron;  pressore.  dom.  96 
lbs.,  fire  126  lbs.;  cost  to  construct,  $886,000;  cost 
of  mtce.,  $1,800;  works  belong  to  Cow 
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MOUNDSVILLE,  pop.  6,882;  fire  area,  eOO 
acrea;  mercantile  bldgs.,  brick  and  stone,  8  stories; 
private,  wood.  2  stones:  wooden  roofs  permitted; 
fireworks  and  combustibles  ord.:  causes  of  fires 
investirated;    fire  loss  1908,  $2.5iMIl     Fire  dept— 

1  h.  AC  1.  track,  8  hose  reels;  hose,  cotton,  rubber 
lined.  8.100  ft;  fire  alarm,  bell;  value  of  dept. 
equipment.  16.000;  total  mem.,  40  volunteers;  un- 
derwriters   rating,  third  class. 

Watbe  Supply— Source,  river.  %  mile  from 
business  center;  system,  pump  direct;  stdp.  cap. 
1S1,000  jrals.,  dim.  16  x  100,  material  used  in  cons, 
iron:  nitration  system^sand;  quality  of  water, 
good;  res.  cap.,  2,000,000  gals.;  2  pumping  en- 
gines, class  comp.,  cap.  per  day  2,000,000  gals., 
constructor  Worthington:  mains,  cast  iron,  IS 
miles,  4  to  12  in.  dia.;  46  hydrants:  120  valves; 
meters,  total  number  175,  Crown  160.  Empire  1, 
Hersev  Disc  6,  Worthington  1,  Keystone  17, 
ownea  by  consumer;  686  services;  pipe,  lead; 
pressure,  dom.  80  to  120  lbs.,  fire  80  to  120  lbs.; 
consumption  per  day,  8S2.000  gals.;  bonded  debtl 
nOO.OOO:  int.  paid  on  bonds,  6  per  cent;  cost  of 
mtce.,  18,000;  works  belong  to  Co. 

NEW  CUMBERLAND,  pop.  2,108;  fire  area. 
000  acres;  mercantile  bldgs..  brick  and  wood.  2 
and  8  stories:  private,  wood,  2  stories:  wooden 
roofs  permitted;  fire  works  and  combustibles  ord.; 
no  organized  fire  dept. 

Watb*  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  tp  reservoir;  rea. 
cap.,  116,000  l^s.;  cap.  per  day,  8&.000  gals.; 
constructors,    Worthiuffton;   msins,   wrought   iron, 

2  miles,  4  to  6  in.  aia.^  NationiJ;  11  hydrants, 
Ludlow;  180  services;  pipe,  lead  and  galv.  iron; 
pressure.  107  lbs.;  cost  to  construct,  $8,000;  works 
belong  to  Co. ;  new  plant  put  in. 

NEW  MARTINSVILLE,  pop.  8,000;  bldgs., 
wood  and  brick:  wooden  roots  not  permitted.  Fire 
dept. — 1  h.  &  1.  truck  S  hose  carts:  hose,  cotton, 
tttbber  lined,  good  8,UuO  ft;  fire  alarm,  bell;  total 
mem.,  60  volunteers. 

Watbe  Supply— Source,  river;  system,  pump 
direct  to  mains;  stdp.  cap.  170,000  gals.,  dim.  S» 
X  16,  material  used  in  cons,  wood;  2  pumping  en- 
gines, class  dup.,  cap.  per  day  1,000,000  gals., 
constructor  Worthington;  mains,  cast  iron,  6 
miles,  4  to  8  in.  dia.;  89  hydrants;  24  valves;  460 
services;  pipe.  lead  and  galv.  iron;  pressure,  dom. 
86  lbs.,  fire  100  lbs.;  consumption  per  day.  400,000 

Sils.;   cost    to   construct,   116,000;   cost   of  mtce., 
,000;  works  belong  to  city. 

PARKERSBURG.  pop.  22.000;  fire  area.  2,760 
acres;  bldgs.,  brick,  1  to  7  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept. — ^1  steamer,  Ic.  engine,  8  comb.  c.  &  h. 
wagon,  8  c.  hand  ex.,  1  aenal  truck,  1  hose  car- 
riage 8  horses ;  hose  cotton,  rubber  lined,  good, 
6,000  ft. ;  rubber,  good,  600  ft. ;  toUl  hose,  6,600  ft ; 
fire  alarm,  Gamewell,  33  boxes;  value  of  dept 
equipment,  $46,000:  ann.  exp.  of  dept,  15,000;  total 
mem.  16.  paid  full  time. 

Watcb  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap.,  2,000.000  gals.;  2  pumping 
engines,  class  comp.,  cap.  per  day  8,000.000  gals., 
constructors  Wilson  and  Snyder;  mains,  cast 
iron,  22  miles,  4  to  12  in.  dia.;  130  hydrants;  221 
valves:  meters,  total  number  247,  Hersey  Ro- 
tary 20.  Trident  168,  Worthington  58,  owned  by 
city  and  consumer;  pipe,  lead;  pressure,  dom.  80 
lbs.,  fire  100  lbs.;  consumption  per  day,  1,724,000 
gals.:  cost  to  construct,  $200,000;  bonded  debt. 
fSO.OOO:  int.  paid  on  bonds,  4  per  cent;  cost  of 
mtce.,  $16,000;  works  belong  to  city. 

PTGDMOXT,  pop.  2,115:  fire  area,  800  seres; 
mercantile  bldgs.,  brick  and  wood,  2  stories;  pri- 
vate, wood.  8  and  4  stories:  wooden  roofs  permit* 
ted;  fireworks  and  combustibles  ord.     Fire  dept — 

3  hand  engines,  1  c.  engine.  S  hose  carts;  nose, 
cotton,  rubber  lined,  good  1,200  ft;  fire  alarm, 
whistle:  value  of  dept  equipment,  81.800;  value  of 
bldgs..  $16,000;  ann.  exp.  ot  dept,  125;  toul  mem., 
800  volunteers. 

Wateb  Supply— Source,  river,  6  miles  from  bus- 
iness center;  system,  gravity,  and  pump  to  res,; 
res.  cap..  600.000  gals.;  2  pumping  engines,  class 
dup.,  sizes  16x8HxlO.  12  x  18%  x  lOtf  x  10.  cap. 
per  day  1,860.000  gals.,  constructors  McGowan; 
mains,  cast  iron,  6  miles.  10  in.  dis..  Bourbon; 
120  hydranU,    Bourbon;   80  valves;   700   services; 


pipe,  lead;  pressure,  dom.  60  lbs.,  fire  110  lbs.: 
consumption,  per  day  800,000  gals.,  per  capita  160 
gals.,  cost  to  construct.  $80,000;  ann.  cost  of 
mtce.,  $2,200;  works  belong  to  town  and  Co. 

POINT  PLEASANT,  pop.  1,034;  fire  area,  300 
seres;  mercantile  bldgs.,  brick,  2  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  business  parts;  fireworks  ord.;  fires  inves- 
tigated. Fire  dept — 2  c.  ex.,  1  h.  &  1.  truck,  8 
hose  reels:  hose,  good,  3,000  ft:  whistle,  alarm; 
value  of  nre  dept  equipment,  $600;  tqtal  mem., 
17  volimteers. 

Watbe  Supply — Source,  Ohio  river;  system, 
pump  to  res.;  res.  cap.,  200,000  gala.;  pumping 
engine,  cap.  per  day  60,000  gals.;  constructors 
Smith- Vaile;  mains,  6  miles:  w  hydrants,  Bour- 
bon; total  number  meters,  166;  160  services;  pres- 
sure, dom.,  100  .Ds.,  fire  100  lbs.;  consumption,  per 
dsy.  60,000  gals.;  cost  to  construct.  $80,000;  in- 
cluding electric  light  plant;  works  belong  to  Co 

ROMNEY,  |>op.  080;  fire  area,  00  acres;  mercan- 
tile bldgs.,  brick,  2  stories;  private,  wood  and 
brick,  2  stories;  wooden  roofs  not  permitted.  Fire 
dept — Ladders,  buckets  and  private  hose. 

Watbe  Supply — Source,  mountsin  springs;  sys- 
tem, grsvity;  2  res.,  cap.  75,000  gals,  esch;  raaina, 
about  6H  miles,  H  to  8  in.  dia.;  176  hydrants. 
Register  &  Co.;  works  owned  by  town;  cost  to  date, 
$4,500;  ann.  exp.,  $200. 

RONCEVERTE,  pop.  068;  bldgs.,  wood,  8 
stories;  wooden  roots  permitted:  fireworks  ord. 
Fire  dept — 1  steam  engine,  1  h.  &  1.  truckM^  hose 
carriage,  buoketa.:  hose,  cotton,  good  t,000  ft; 
whistle  alarm;  value  of  fire  dept  equipment  $8»- 
000:  total  mem.,  40. 

Watbe  Supply — Source,  river. 

ST.  MARYS,  pop.  2,000.  Fire  dept— 8  hose 
reels;  hose,  2%  in.,  cotton  jacket  good,  1,700  ft; 
total  mem.,  60  volunteers. 

Watee  Supply— Source,  Ohio  river;  system, 
gravity  and  direct;  2  wooden  tanks,  64.000  and  100.- 
wO  gals.,  located  on  hill  1  mile  from  pumping 
sution;  1  pumping  engine,  class  triple  plunger, 
csp.  per  day  960.000  gals.,  constructor  Worthing- 
ton; mains.  19,600  ft.,  6  to  8  in.  dia.;  26  hydrants; 
pressure,  dom.  90  lbs.,  fire  100  lbs. 

SALEM,  pop.  2.600]  mercantile  bldgs.,  brick, 
stone  snd  wood.  2  stones;  private,  wood.  2  stories; 
wooden  roofs  permitted;  fireworks  and  combus- 
tibles ord.  Fire  dept. — hose,  cotton,  rubber  lined, 
good  1,400  ft.;  fire  alarm,  bell;  total  mem,  40  volun- 
teers. 

Watbe  Supply — Source,  wells;  system,  pump  to 
tank:  tank  cap.  90.000  gals.,  dim.  16x24.  located 
%  mile  from  town;  2  pumping  engines,  class 
trip.,  cap.  per  day  672,000  gaM. ;  mains,  cast 
iron,  2^  miles,  4  in.  dia.;  30  hydrants,  Bourbon 
and  Eddy;  meters,  total  number  7  Keystones;  200 
services;  pipe,  lead  and  iron;  pres-surc.  dom.  100 
lbs.,  fire  160  lbs.;  cost  to  construct,  $10,000;  bonded 
debt,  $3,300;  int.  paid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $1,600;  works  belong  to  city. 

SHEPERDSTOWN.  pop.  1,600:  fire  area,  126 
acres;  mercantile  bldgs.,  stone,  brick  snd  wood.  1  to 
3  stories;  private,  stone,  brick  and  wood.  2  stories; 
wooden  roofs  permitted  in  fire  area:  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept.— 1  steamer.  1  h.  engine.  1  h.  &  1.  truck, 
3  hose  reels;  hose,  cotton,  rubber  lined,  good, 
700  ft;  rubber,  good.  600  ft.:  inferior,  all  kinds, 
300  ft.;  total  hose.  1.200  ft;  fire  alarm,  bell;  value 
of  dept.  equipment.  $4,000;  value  of  bldgs..  $100; 
ann.  exp.  of  dept..  ^0;  total  mem.  46,  paid  part 
time  1,  46  volunteers. 

Watee  Supply— Source,  wells  and  cisterns; 
creek  runs  through  town. 

SHTNNSTON.  pop.  1.000.  Fire  dept— Hose, 
cotton  jscket,  1.000  ft.;  total  mem..  20  volunteers. 

Watee  Supply— Source.  West  Fork  river:  two 
tanks  on  hillside,  cap.  100.000  gals.;  1  pumping 
(^norine.  cap.  per  hour  20.000  gals.,  constructor 
Aultman;  mains.  10,800  ft.  4  and  6  in.  dia.;  21 
hydrants:    pressure,  dom.  and  fire,  116  lbs. 

STSTERSVTLLE.  pop.  2.070:  fire  area,  «00 
acres:  mercantile  bldgs..  brick  and  wood:  private, 
wood.  2  stories:  wooden  roofs  not  permitted:  fire- 
works and  combustibles  ord.;  causes  of  fires  inves- 
tigated; av.  fire  loss  per  yr.  for  8  yrs.,  $4,600;  av. 
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int.  for  same  time,  $2,000.     Fire  dept— 1  h«  &  L    > 
truck,  6  hose  carriages,  reels;  hose,  cotton,  rubber 
lined,  6,000  ft.:   fire   alarm,   bell;   ralue  of  dept 
equipment,   $4,000;    ralue   of   bldgs.,    $6,000;    ann. 
exp.  of  debt..  $000;  total  mem.,  140  votsnteers. 

Watbe  SuppLY--Source,  river;  system,  pump 
direct;  stdp.  cap.,  4.800  gals.;  res.  cap.,  100,000 
gals.;  2  pumpinff  engines,  class  1  comp.,  dup..  1 
trip.,  sizes  12  x  7  x  12,  12  x  12,  cap.  per  dav  2,200,- 
000  gals.,  constructors  Snow,  Gould;  mains,  4% 
miles,  4  to  12  in.  dia.;  48  hydrants;  pressure, 
dom.  90  lbs.,  fire  125  lbs.;  cost  to  construct,  $76,- 
000;  cost  of  mtce.,  $6,000;  works  belong  to  aty. 

SPENCER,  pop.  2,200.  Fire  dept-2  hose  reels; 
hose,  rubber,  2H-in.,  good,  1,600  ft;  volunteers. 

Watbr  Supply — Source,  river;  system,  pump  to 
res.  and  direct;  res.  cap.,  700,000  gals.;  1  pump- 
ing engine,  size  10  x  16  x  8  x  10^,  cap.  80,000  gals, 
per  hr.  ;l-8  plunger  power  pump,  size  8  x  lOH,  cap. 
10,000  gals  per  hr.,  constructors  Worthington  and 
I.  B.  Davis  &  Son;  pump  cap.  per  day,  240,000 
gals.;  mains,  cast  iron,  2  miles,  2  to  6  in.  dia.; 
28  hydrants;  pressure,  dom.  100  lbs.,  fire  100  lbs.; 
consumption  per  day,  40,000  gals. 

SUTTON,  pop.  2,000.  Fire  dept.— 2  hose  carts: 
hoie,  cotton  jacket,  260  ft;  fire  alarm,  bell;  total 
mem.,  24  volunteers. 

Watbs  Supply— Source.  Elk  river;  system, 
gravity;  res.  cap.  700,000  gals.,  elevated  300  ft 
above  jgrade;  1  pumping  engine,  cap.  per  day 
1,440.000  gals.,  class  duplex,  constructor  Fairbanks- 
AAorse;  mains.  3  miles,  4  and  6  in.  dia.;  28  hy- 
drants; pressure,  dom.  and  fire,  126  lbs. 

THOMAS,  pop.  2,126.  Fire  dept— 6  hose  reels; 
hose,  cotton,  rubber  lined,  good.  1,000  ft;  fire 
alarm,  whistle;  total  mem.,  24  volunteers. 

Watee  Supply — Source,  springs;  system,  pump 
direct;  res.  cap.,  171,200  ipals.;  8  pumping  engines, 
class  dup.;  cap.  342,M0  gals,  per  day;  size  8  x 
24,  14  X  18  X  7,  6  X  12  X  18;  constructors,  Downie 
&  Yough;  mains,  8^  miles,  4  to  6  in.  dia.;  30  hy- 
drants; pressure,  fire  90  to  100  lbs.;  consumption 
per  day,  75,000gals.,  per  capita  40  fl^s. ;  cost  to 
construct,  $16,000;  ann.  cost  mtce.,  $2,000;  works 
belong  to  town. 

WELCH,  pop.  1.000.    No  fire  dept 
Watbe  Supply— Source,   well;   system,  gravity; 
tank,   46,000  gals.,   located   on   hill,   180  ft.   high; 


mains,  4  in 


.  dia.; 


12  hydrants;  pressure,  80  lbs. 


WELLSBURG,  pop.  2,588;  bld^,  brick  and 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  Fire  dept — 1  h.  &  1.  trudk. 
8  hose  reels;  hose,  cotton,  ruboer  lined,  good  500 
ft.;  inferior,  all  kinds,  500  feet:  toul  hose,  1.000 
ft;  fire  alarm,  telephones;  total  mem.,  25  volun- 
teers; underwriters'  rating,  fourth  class. 

Watbe  Supply— Source,    river,    H    mile    from 


constructor  Knowies  and  Epping  -  Carpenter; 
mains,  cast  iron,  IIH  miles,  4  to  10  in.  aia.;  62 
hydrants;  66  valves;  meters,  total  number  72;  900 


services;  pipe,  lead;  pressure,  dom.  120  lbs.,  fire 
120  lbs.;  consumption  per  day,  900,000  als.;  cost 
to  construct,  162,000;  bonded  debt,  $37,000;  int 
paid  on  bonds,  4  per  cent;  cost  of  mtce,  (l«446; 
works  belong  to  city. 


WESTON,  pop.  2,500:  fire  area.  2%  .^^, 
bldss.,  brick  and  wood,  2  and  8  stories;  woodea 
roots  not  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept.— 0  hose  reels,  3  hand  ex.;  hose, 
cotton,  rubber  lined,  good,  2,400  ft ;  60  volanteers. 

Watbe  Supply— Source,  river:  system,  pump  to 
res.  and  direct;  res.  cap.,  680,000  ga]s.riocated  on 
hill  east  of  town;  8  pumping  engines,  class  comp. 
dup.,  size  12  X  18  X  8^  cap.  per  day  1,600,000  gals., 
constrtKtors  Snow;  mains,  7  miles.  4  to  8  in.  dia.; 
42  hjrdrants,  Ludlow;  meters,  total  number  90;  400 
services;  pressure,  dom.  116  lbs.,  fire  126  lbs.;  eon- 
sumption,  per  day  400.000  gals.,  per  capita  150 
gals.;  cost  to  construct,  $86,000;  works  belong  to 
Co. 

WILLIAMSON,  pop.  6,000;  frame  and  iron* 
clad  bids,  prohibited.  Fire  debt— 6  hose  reels.  1 
h.  &  1.  truck;  hose,  cotton  jacket,  good,  2,000  rt; 
toul  mem.,  24  volunteers. 

Watbe  Supply— Source,  Tug  Fork,  Big  Sandy 
river;  system,  gravity  and  direct;  res.  cap..  225,000 
fpAs.,  located  180  ft.  above  street  grade;  2  pnmp- 
mg  engines,  class  dup.,  cap.  per  hour  48,000  gals., 
constructor  Epping-Carpenter ;  mains,  21,400  ft, 
4  to  8  in.  dia.;  41  hydrants;  pressure,  dom.  75  lbs., 
fire  76  to  80  lbs. 


WHEELING,  pop.  88,878;  fire  area,  2^05 
acres;  mercantile  bldgs.,  brick,  1  to  12  stones: 
private,  brick  and  wood,  2  stories:  wooden  roois 
permitted;  fireworks  and  combustibles  ord.;  csoscs 
of  fires  investigated;  av.  fire  loss  per  yr.  for  8  yra., 
$184,433;  av.  ins.  for  same  time,  $632.6iH.  Fire 
dept-^  steamers,  6  comb,  c  &  h.  wagons,  1  c 
engine,  20  c  hand  ex.,  1  h.  &  1.  truck,  1  aerial 
truck,  6  hose  wagons.  34  horses;  hose,  cotton, 
rubber  lined,  good  19,000  ft;  fire  alarm.  Game- 
well,  96  boxes;  value  of  dept  equipment,  $80,000; 
value  of  bldgs.,  $67,000;  ann.  exp.  of  dept,  $00,- 
189;  total  mem.  47,  paid  full  time. 

Watbs    Supply — Source,    river,    2    miles    fi 


business  centre;  system,  pump  to  res.  and  directi 
quality  of  water,  good;  res.  cu».  8,000,000jnla.:  S 
pumping  engines,  cap.  per  day  27,000,000  gala., 
constructor  Holly;  mains,  cast  iron,  60  miles,  4  to 
30  in.  dia.;jll9  hydrants;  meters,  total  number  6(L 


Keystone,  Crown.  Germ,  Hersey,  Neptune,  ov^... 
by  consumer;  10,000  services;  pipe,  lead;  pres- 
sure,  dom.  60  lbs.,  fire  90  lbs.;  consumption  per 
day  17,000,000  gals.,  per  capita  896  gals.;  cost  to 
construct.  $1,860,000;  ann.  cost  of  mtce..  $80,000; 
works  belong  to  city. 

Places  with  a  population  of  1,000  or  more 
ing  no  organized   nre   department:     Ansted, 
wood.    New    Cumberland,    Ravenswood,    W 
Winona, 

Places  with  a  population  of  1,000  or 
reported:    Eagle,  Elkhom.  Maybeury. 
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WISCONSIN 

ABBREVIATIONS.— Ann.,  annual;  av.,  average;  bldgs.,  buildings;  cap.,  capacity^  chn.,  chairman, 
c.,  chemical ;  c.  &  h.,  chemical  and  hose;  elk.,  clerk;  comb,  combination;  comr.,  commissioner;  com.,  com- 
mittee; comp.,  compound;  cons.,  construction;  dept.,  department;  dia.,  diameter :  dim.,  dimensions;  dom., 
domestic;  dup.,  duplex;  eng.,  engineer;  exp.,  expenses;  ex.,  extinguisher;  ft.,  feet;  gals.,  gallons;  h.  d.« 
high  duty:  h.  &  1., hook  and  ladder;  ins., insurance;  int.,  interest;  mtce.,  maintenance;  mem.,  membership; 
No.,  number;  pop.,  population;  pres.,  president;  res.,  reservoir;  stdp.,  standpipe;  supt.,  superintendenL 


ALBANY,  pop.  797;  fire  area,  6  blocks;  mer- 
cantile bldgs.,  brick,  1  to  4  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area:  combustibles  ord.;  causes  of  fires  in- 
vestigatea.  Fire  dept.— 1  comb.  c.  &  hose  wason, 
2  steamers,  1  c.  engine,  4  c.  hand  ex.,  1  h.  &  L 
truck,  1  hose  cart;  hose,  rubber,  ^ood,  1,000  ft.; 
fire  alarm,  bell;  value  of  dept.  equipment,  S1,000; 
value  of  bldffs.,  $800;  ann.  exp.  of  dept.,  $2,600; 
total  mem^  iS,  paid  part  time. 

Watei  Supply — ^Source.  Three  Rivers. 

ALGOMA,  pop.  2,600;  fire  area,  80  acres;  mer- 
cantile bldgs.,  brick,  2  to  4  stories;  private,  brick 
and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept — ^1  c  hand  ex., 
1  h.  &  1.  truck  3  hose  carriages;  hose,  cotton, 
rubber  lined,  2,600  ft. ;  fire  alarm,  bell  and  whistle ; 
value  of  dept.  equipment,  13,000;  total  mem.,  25; 
paid  part  time. 

Watkb  Supply— Source,  lake,  80  rods  from  busi- 
ness center;  system,  pump  direct;  quality  ot 
water,  good;  2  pumping  engines,  size  8^  x  14.  cap. 
per  day  l.OOO.OOO  gals.,  constructors  Stilwell-Bierce 
and  Smith- Vaile ;  mains,  cast  iron  8H  miles.  4  to  10 
in.  dia.;  37  hydrants;  45  valves;  llO  services;  pipe, 

fralv.  iron;  pressure,  dom.  40  to  46  lbs.,  fire  80  to 
00  lbs.;  consumption  per  day,  20,000  gals.;  cost  to 
construct,  |60,00U;  cost  of  mtce.,  $400;  works  be- 
long to  city. 

ALMA,  pop.  1,201;  fire  area,  980  acres;  bldgs., 
stone,  bnck  and  wood.  2  and  8  stories;  wooden 
roofs  permitted:  fireworks  ord.  Fire  dept. — 1 
steam  engine,  1  hand  engine,  1  h.  &  1.  truck. 
2   hose   carts,    1   hose   wagon.    1    heater,   1   hand 

Sump;  hose,  1,500  ft:  fire  alarm,  bell;  value  of 
ept.  equioment,  $6,000;  value  of  bldgs.,  $2,800: 
total  exp.  tor  past  year,  $178;  total  mem.,  2e,  paid 
part  time  18;  volunteers  8. 
Wateb  Supply — Source,  Mississippi  River. 

AMHERST,  pop.  700.  Fire  dept— 1  h.  &  1. 
truck,  2  reels;  hose,  1,000  ft.;  fire  alarm,  bell;  total 
mem.,  22  volunteers;  paid  full  time  1;  underwrit- 
ers' rating  4H  class. 

Water  Supply— Source,  Waupaco  River;  sys- 
tem, direct ;1  pumping  engine,  cap.  per  day  1,2M,- 
€00  gals.,  constructors  Rumsey  &  Co.;  mains,  3,120 
ft.;  6  in.  dia.;  12  hydrants;  pressure,  fire  125  lbs. 

ANTIGO,  pop.  7,000;  fire  area,  1,800  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  4  stories; 
wooden  roots  permitted;  fireworks  and  combusti- 
ble* ord.  Fire  dept— 4  c  hand  ex.,  1  h.  &  I. 
truck,  2  hose  wagons,  2  hose  carriages;  8  horses; 
hose,  cotton,  rubber  lined,  good.  4,000  ft.:  inferior, 
all  kinds,  1,000  ft.:  toul  hose,  6,000  ft;  fire  alarm, 
bell  and  whistle,  1  box;  value  of  dept.  equipment, 
tt.G00;  value  of  bldgs.,  $16,000;  ann.  exp.  of  dept., 
#6,000;  total  mem.  16,  paid  part  time  7,  9  volun- 
teers;  underwriters'  rating,  tnird  class. 

Watkh  Supply — Source,  wells,  6  blocks  firom 
business  center;  svstem,  pump  to  stdp.  and  direct; 
stdp.  cap.,  150,000  gals.,  dim.  106x10,  located  at 
station,  material  used  in  cons,  steel;  quality  of 
iwater,  good;  2  pumping  engines,  cap.  per  day 
8.000.000  frals.,  constructor  Gordon;  mains,  cast 
iron,  12  miles,  4  to  12  in.  dia.,  Addyston;  105  hy- 
<lrants,  Ludlow;  68  valves,  Ludlow;  meters,  total 
number  8,  Crown  4,  Empire  1;  678  services;  pipe. 

nalv.  iron;  pressure,  dom.  60  lbs.,  fire  80  to  100 
>s. ;  consumption  per  day,  526,000  gals.;  cost  to 
construct,  $78,000;  ann.  cost  of  mtce.,  $3,000;  works 
belongs  to  Co. 

APPLETON,  pop.  18.000:  fire  area,  1,800  acres; 
fxiercantile  bldgs..  brick  and  stone.  2  to  4  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  firea  investigated:  av.  fire  loss  per  yr.  for  3  yrs.. 


$19,000;  av.  ins.  for  same  time,  $250,000.  Fire 
dept.--4  c  hand  ex.,  1  h.  &  1.  truck.  1  chief's 
wagon,  3  hose  wagons,  11  horses;  hose,  cotton, 
rubber  lined,  good,  6,000  ft;  total  hose,  5,000  ft; 
fire  alarm,  Gayncr;  68  boxes;  value  of  dept.  equip- 
ment, $16,000;  value  of  bldgs.,  $30,000;  ann.  exp. 
of  dept,  $24,000;  total  mem.,  20,  paid  full  time. 

Water  Supply — Source,  river,  wells;  system, 
pump  direct;  res.  cap.,  2,900,000  gals.;  pumping  en- 

fines,  cap.  per  day  4,500,000  S*ls>,  constructor 
>eane:  mains,  22^  miles,  4  to  16^ in.  dia.;  250  hy- 
drants, Matthews;  meters,  total  number  500;  pres- 
sure, dom.  60  lbs.,  fire  80  to  100  lbs.;  cost  to  con- 
struct, $300,000;  works  belong  to  Co. 

ARCADIA,  pop.  1,278;  fire  area,  200  acres; 
mercantile  bldgs.,  brick,  stone,  wood,  2  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted on  new  bldgs.;  fireworks  ord.  Fire  dept — 
None. 

Watei  Supply — Source,  wells. 

ASHIPPUM,     pop.     1,839;     mercantile     bldga., 
brick   and   wood.     Fire  dept. — Fire   extinguishers. 
Watee  Supply— Source,  wells. 

ASHLAND,  pop.  16,000-  fire  area,  15,360  acres; 
mercantile  bldgs.,  wood,  brick  and  stone,  1  to  8 
stories;  private,  wood,  stone  and  brick,  2  and  3 
stories;  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept.— 1  c  engine.  2  c  hand  ex.,  1 
h.  &  L  truck,  2  hose  carts,  3  hose  waffons,  11 
horses:  hose,  cotton,  rubber  lined,  good.  9,000  ft: 
total  hose,  9,000  ft;  fire  alarm,  Gamewell,  28 
boxes;  value  of  dept  equipment,  $20,000;  value  of 
bldgs.,  $16,000;  ann.  exp.  of  dept.,  $15,600:  total 
mem.  24,  paid  full  time  15,  paid  part  time  9. 

WATBt  Supply — Source,  lake,  1  mile  from  bun- 
nesa  center;  aystem,  pump  direct;  filtration  sy*- 
tem,  sand;  quality  of  water,  good;  8  pumping  en- 


180  valves;  meters,  total  number  860;  2,100  serv- 
ices: pipe.  galv.  iron;  pressure,  dom.  70  lbs.,  fire 
126  lbs.:  consumption  per  day.  1,260,000  gals.,  per 
cap.  106  gals.;  mt  paid  on  bonds,  6  per  cent; 
works  belong  to  Co. 

ATHENS,  pop.  1,000.  Fire  dept— 1  gasoline 
engine,  1  hand  engine,  1  chem  ex. ;  hose,  1,500  ft ; 
fire  alarm,  telephone,  bell;  total  mem.,  40  volun- 
teers; underwriters'  rating,  4H  class  . 

Watee  Supply— Source,  cisterns;  water  works 
not  reported. 

AUGUSTA,  nop.  1.266;  fire  area,  040  acres; 
mercantile  bldgs.,  brick  and  wood,  2  stones;  pri- 
vate, brick  and  wood,  1  story;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.:  causes 
of  fires  investigated.  Fire  dept.— 1  h.  &  1.  truck, 
1  hose  wagon;  hose,  cotton,  rubber  lined,  good 
1,000  ft;  fire  alarm,  bell  and  whistle;  value  of  dept. 
equipment,  $1,000;  value  of  bldgs..  $800;  total 
mem.,  22  volunteers. 

Watee  Supply — Source,  well,  in  business  center; 
system,  pump  to  stdp.  and  direct;  mains,  cast 
iron,  3  miles,  4  to  10  m.  dia.;  27  hydrants.  Rena- 
selear;  pressure,  dom.  60  lbs.;  cost  to  construct, 
$12,600. 

BALDWIN,  pop.  900.  fire  area,  80  acres;  mer- 
cantile bldgs.,  bricK,  1  story;  private,  wood,  1 1-2 
stories;  wooden  roofs  not  permitted;  fireworks 
ord.;  causes  of  fires  investigated.  Fire  dept.— 
1  h.  &  1.  truck,  3  hose  carts;  1,500  ft.  hose,  pails; 
fire  alarm,  bell;  value  of  dept.  equipment,  $1,500; 
value  of  oldgs.,  $1,200;  ann.  exp.  of  dept,  $160; 
total  mem..  25  volunteers. 

Water  Supply— Source,  well,  1  block  from 
business  center;  system,  pnmp  direct;  quality  ot 
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180,000  gals.,  dim.  16x100,  located  n.  w.  of  city; 
material  uaed  in  cons,  iron,  build«rs  Riter  & 
Conley;  quality  of  water,  ffood;  2  pumping  en* 
ffines,  class,  1  triplex,  1  duplex:  cap.  per  day 
LOOO.OOO  ^ftls..  constructors,  Stilwell  &  Bierce  and 
Smith* Vaile  Co.;  mains,  cast  iron,  S%  miles.  4  to 
10  in.  dia.;  22  hydrants,  Mich.  Brass  St  Iron  Wks.; 
21  Talves,  Mich.  Brass;  meters,  total  number  80: 
296  services ;  pipe,  gaW.  iron ;  pressure,  dora.  100 
lbs.,  fire  100  lbs.;  consumption  per  day  76,000  sals.; 
per  capiu  4S  gals^:  cost  to  construct,  $80,000; 
ann.  cost  of  mtce.,  |l,80O;  works  belong  to  city. 

BLOOMER,  pop.  1,000;  mercantile  bldgs.,  brick, 
t  stories;  private,  wood,  1%  stories:  wooden  roofs 
not  permitted  in  fire  area:  combustibles  ord.. 
Fire  dept.~l  h.  &  L  truck.  2  hose  carriages;  hose, 
cotton,  rubber  lined,  gooo,  500  ft.:  rubber,  good 
1,000  ft.:  total  hose,  1,600  ft.;  fire  alarm,  telephone 
&  bell;  value  of  dept.  equipment  $1,200;  value  of 
bldgs.  $800;  ann.  exp.  of  dept.,  $100;  total  mem., 
24   volunteers. 

Watbs  SupPLT->Source,  ponds;  system,  pump, 
to  stdp.  snd  direct:  Holly  pumping  engines;  14  hy- 
drants; pressure,  fire  90  to  126  lbs.;  int  on  bonds, 
6  per  cent;  cost  of  works,  $21,000. 

BOSCOBEL,  pop.  2.074;  fire  area,  80  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  1  to 
t  stories;  private,  brick  and  wood,  1  to  3  stories; 
wooden  roofs  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fire  investigated. 
Fire  dept. — ^2  ban*!  engines,  2  c.  hand  ex.,  1  h. 
ft  L  truck,  2  hose  carts;  hose,  cotton,  rubber  lined, 
good,  1.660  ft.;  inferior,  all  kinds,  000  ft.;  total 
nose,  2.2500  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $4,500;  value  of  bldgs.,  $2,600; 
ann.  exp.  of  dept.,  V^l  total  mem.,  164  volunteers. 

Wate*  Supply— Source,  streams. 

BRANDON,  pop.  8,000.  Fire  dept.— 1  hand  en- 
gine, 1  h.  &  1.  truck ;  hose,  600  ft. ;  fire  alarm,  tele- 
phone, bell;  total  mem.,  z6  volunteers. 

Watbk  Supply— Soiu-ce,  easterns. 

BRILLION,  pop.  1,000;  fire  area,  82  acres;  mer- 
cantile bldgs.,  brick  and  wood,  2  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  srea;  causes  of  fires  investigated.    Fire  dept.— 

1  steamer.  1  hand  engine,  1  h.  &  1.  truck,  2  tiose 
carts;  hose,  cotton,  rubber  lined,  good,  1,400  ft.; 
inferior,  all  kinds,  400  ft.;  total  hose.  1,800  ft.; 
fire  alarm,  whistle;  value  of  dept.  equipment, 
$3,000;  value  of  bldgs.,  $4,000;  ann.  exp.  of  dept, 
$900;  total  mem.,  60  volunteers. 

Watsb  Supply — Source,  wells  and  cisterns. 

BRISTOL,  pop.  est  260;  fire  arU,  40  acres; 
bldgs.,  wood.  2  stories;  wooden  roofs  permitted:  no 
fireworks  ord.  Fire  dept.— 1  hand  engine,  lo  c. 
ex.,  1  h.  ft  1.  truck,  1  hose  cart;  hose^otton,  200 
ft;  bell  alarm;  value  of  equipment,  $300;  ann.  exp. 
of  dept.,  $3.*^);  total  mem.,  2)  volunteers. 

Watbr  Supply — Source,  0  cisterns,  holding  200 
bbls.  each. 

BRODHEAD,  pop.  1,684;  bldgs..  wood,  2  and  8 
•tones;  wooden  roofs  not  permittea;  fireworks  and 
eombustihles  ord.  Fire  dept — 1  steamer,  1  h.  &  L 
truck,  8  hose  carriages;  hose,  cotton,  rubber  lined, 
good.  2,000  ft.;  rubber  good  75  tt:  total  hose, 
2,ilT5  ft:  fire  alarm,  bell;  ann.  exp.  of  dept,  $250; 
total  mem.,  42  volunteers. 

Watbe  Supply— Source,  well,  in  center  of  city; 
■ystem,  pump  direct;  quality  of  water,  good; 
pumping  engine,  cap.,  per  day,  482,000  fl[als.,  con- 
structors   Fairbanks-Morse    &    Co.;    mams,    iron, 

6  miles,  2  to  8  in.  dia.;  86  hydrants.  Morgan;  175 
services;  pipe,  lead;  pressure,  dom.  40  lbs.,  fire  120 
Iba.;  cost  to  construct,  $20,000;  ann.  cost  of  mtce., 
11,100:  works  belong  to  city. 

BRUCE,  pop.  1.000.    Fire  dept—  1  h.  &  1.  truck, 

2  hose  reels;  hose,  800  ft.;  fire  alarm,  telephone, 
whistle;  total  mem.,  84  volunteers;  underwriters 
rating,  4^^  class. 

Water  Supply — Source,  well;  system,  direct; 
res.  cap..  60,000  gals.;  1  pumping  engine,  class 
duplex,  cap.  per  da^,  72,000  gals.,  constructors 
Fau'banks-Morse;  mams,  2M,  miles;  4  to  8  in.  dia.; 

7  hydrants;  fire  pressure  100  lbs. 

BURLINGTON,  pop.  2,526;  mercantile  bldgs., 
brick  and  stone,  2  stories;  private,  brick  and  stone, 
t  stories;  wooden  roois  permitted.     Fire  dept— 


1  h.  &  I.  truck,  2  hose  carriages;  hose,  cotton, 
rubber  lined,  good  2,000  ft;  rubber,  good  400  ft; 
total  hose,  2,400  ft.;  fire  alarm,  bell;  value  of  dept 
equipment,  $2,500;  value  of  bldgs..  $8,000;  ann. 
exp.  of  dept.,  $500;  toul  mem.,  45  volunteers; 
underwriters'  rating,  fourth  class. 

Watbe  Supply— Source,  well,  in  center  of  city; 
system,  pump  to  stdp.,  stdp.  cap.,  80,000  gals., 
dim.  SO  X  80  X  80;  quality  of  water,  good; 
pumping  engines,  cap.  per  day  1.000,000  gals., 
constructors  Barr,  Frescott  and  Worthington; 
mains,  cast  iron,  8H  miles,  4  to  8  in.  dia..  Lake 
Shore  Foundry;  00  hydrants,  Morgan;  36  valves; 
meters,  total  number  4SXi,  Hersey,  owned  bo  con- 
sumer; 406  services:  pipe,  lead;  pressure,  fire  74 
lbs.;  cost  to  construct,  $40,000;  works  belong  to 
city. 

BUTTERNUT,  pop.  1,000;  mercantile  bldgs., 
cement  and  wood,  2  stories;  private,  wood,  2 
stories:  wooden  roofs  permitted;  no  fireworks 
ord.;   nres  investigated.     Fire  dept.— 1  c.   engine, 

1  hand  engine,  6  c.  ex..  1  h.  &  1.  truck,  1  hose  car- 
riage, force  pumps;  nose,  rubber,  700  ft;  fire 
alarm,  bell;  value  of  dept.  equioment,  $1,800;  value 
of  bldgs.,  $2,000;  total  mem.,  48  volunteers. 

Watbe  Supply — Source,  wells  and  cisterns. 

CADOTT,  pop.  766;  fire  area,  940  acres;  mercan- 
tile bldgs.,  wood,  2  stories;  private,  wood,  1 1-2  and 

2  stories;  wooden  roofs  permitted;  no  fireworks 
ord.  Fire  dept. — 1  hand  engine,  1  h.  ft  1.  truck,  1 
hose  carriage,  hooks  ladders  and  axes;  hose,  1,600 
ft;  fire  alarm,  bell;  value  of  dept.  equipment, 
$860;  value  of  bldgs.,  $300;  total  mem.,  30  volun- 
teers. 

Watbe  Supply— Source,  well,  %  mile  from  busi- 
ness center;  system,  gravity  and  pump  to  res.  and 
direct;  quality  of  water,  good;  res.  cap.  43,198 
gals.,  located  edge  of  center  of  town;  pumping 
engines,  cap.  per  day  201,000  gals.,  constructor 
Deane;  mains,  cast  iron,  1V6  miles,  4  to  6  in.  dia.; 
16  hydrants:  8  valves;  47  services;  pipe,  galv.  iron; 
pressure,  aom.  60  to  70  lbs.,  fire  80  lbs.;  con- 
sumption per  dsy,  8,640  gals.;  cost  to  construct, 
$13,000;  bonded  debt,  $9,860;  int  paid  on  bonds,  4 
per  cent;  cost  of  mtce.,  $160;  works  belong  to 
city. 

CASSVILLE,  pop.  070;  fire  area,  1  sq.  mile: 
mercantile  bldgs.,  brick,  2  stories;  private,  wood,  2 
stories;  wooden  roofs  permitted:  fireworks  ord.; 
fires  investigated.  Fire  dept. — 1  hand  engine,  1  c 
engine.  2  hose  carriages;  hose,  cotton,  900  ft.;  bell 
alarm;  value  of  dept  equipment,  $1,000;  value  of 
bldgs..  $400;  ann.  exp.  of  dept,  $10;  total  mem., 
85  volunteers. 

Watbe  Supply — Source,  artesian  well  in  center 
of  town;  system,  pump  to  res.,  cap.  06,000  gals.; 
pumping  engine,  cap.  per  day  750,000  gals.,  con- 
structor Smedley;  2  mties  of  mains,  4  to  0  in.  dia.; 
26  services;  pressure,  75  to  80  lbs.;  cost  of  works, 
$9,000. 

CEDARBURG,  pop.  1,684;  fire  area,  800  acres; 
mercsntile  bldgs.,  stone,  brick  and  wood,  2  and 
8  stories;  private,  brick  and  wood.  2  and  8  stories; 
wooden  roofs  not  permitted:  fireworks  and  com- 
bustibles ord.  Fire  dept— 1  h.  ft  1.  truck,  2  hose 
wagons;  hose  cotton,  rubber  lined  good  2,000  ft, 
linen,  good,  600  ft,  rubber,  good.  MO  ft.  inferior, 
all  kinds,  1.400  ft. ;  total  hose,  4.100  ft ;  fire  alarm, 
electric  bell;  value  of  dept  equipment,  $8,776; 
value  of  bldgs..  $8,000;  ann.  exp.  of  dept,  $1,676; 
total  mem.,  63;  paid  full  time,  1;  volunteers.  62; 
underwriters'  rating,   third  class. 

Watbe  Supply— Source,  creek,  in  business 
center;  system,  pump  to  stdp.  and  direct;  1  hy- 
drant, 2  services;  cost  to  construct,  $2,500. 

CENTRE,  pop.  I4OO;  fire  area,  280  acres;  mer- 
cantile bldgs.,  1  to  2  stories;  privste  dwellings, 
wood,  1  to  2  stories;  wooden  roofs  are  permitted 
in  fire  area;  causes  of  fires  not  investigated;  av. 
fire  loss  per  yr,  for  past  8  yrs.,  $1,700;  av.  ins.  in- 
volved, $1,000. 

Watbe  Supply— Not  reported. 

CHILTON,  pop.  1,400;  mercsntile  bldgs.,  brick, 
2  stories;  privste.  wood,  2  stories;  tin  roofs;  no 
fireworks  ord.  Fire  dept. — ^1  steam  engine,  1 
hsnd  engine.  1  h.  ft  1.  truck,  2  hose  carriages; 
hose,  cotton,  1,800  ft,  rubber,  good  1,500  ft.; 
total  hose  8,800  ft.;  fire  alarm,  bell;  total  mem.,  60. 

Watbe  Supply— -Source,  river,  res. 
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CHIPPEWA  FALLS,  pop.  9,036;  fire  area,  60 
acres;  bldgs.*  brick  and  stone,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept.— 1  c.  engine,  2  c.  hand  ex.,  1  h.  & 
1.  truck,  3  hose  wagons,  2  hose  carriages,  6  horses; 
hose,  cotton,  rubber  lined,  good,  4,500  ft.;  fire 
alarm,  Gamewell,  23  boxes;  value  of  dept.  equip- 
ment, ;8.000;  value  of  bldgs.,  $13,000;  ann.  exp.  of 
dept.,  $1,100;  total  mem.  12,  paid  full  time  7,  vol- 
unteers S;  underwriters'  ratmg,  third  class. 

Water  Supply — ^Source,  springs,  1%  miles  from 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap..  H65,000  gals.;  pumping  engines,  cap.  per 
da^  3,()00,OUO  gals.,  constructor  Ueane;  mains.  18 
miles,  6  to  12  in.  dis.;  156  hydrants.  Ludlow, 
Crane;  56  valves;  meters,  total  number  30,  Crown, 
Union;  1,600  services;  pressure,  donoi.  50  lbs.,  fire 
70  lbs.;  works   belong  to   Co. 

CLINTON,  pop.  671;  bldgs..  wood,  1  and  2 
stories;  wooden  roofs  permitted.  Fire  dept. — ^1  h. 
&  1.  truck.  2  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  900  ft;  fire  alarm^  bell;  total  mem., 
80  volunteers;  underwriters'  rating,  fourth  class. 

Watbb  Sc'fply— -Source,  well,  1  block  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.,  63,000  gals.,  dim.  20  x  24;  material  used  m 
cons.,  wood;  quslity  of  water,  good;  pumping  en* 
gine,  cap.  per  day  30^000  gala.,  constructor  Gould: 
mains,  cast  iron,  8  miles,  4  to  8  in.  dia.;  27  hy 
drants;  15  valves;  meters,  tot:.l  number  16,  Em- 
pire, owned  by  city;  121  services:  pipe  galv.  iron; 
pressure,  doro.  60  lbs.,  fire  bw  lbs.;  consumption 
per  day,  21,000  rals.;  cost  to  construct,  $17,000; 
bonded  debt.  $1,000;  int.  paid  on  bonds.  4^  per 
cent;  cost  of  mtce.,  $756;  works  belong  to  city. 

CLINTONVILLE,  pop.  1,653;  fire  area,  640 
acres;  mercantile  bldga.,  brick,  2  stones;  private, 
wood,  11-2  stories;  wooden  roofs  net  permitted; 
fireworks  ord.;  fires  investigaicl  Fire  dept.— 
2  steam  engines,  1  h.  &  1.  truck.  2  hose  carriages; 
hose,  rubber,  good  500  ft.;  infeno-,  dOO  tt;  cotton, 
2,0U0  ft.;  inferior,  100  ft.;  total  hose,  3,400  ft.; 
bell  alsrm;  value  of  dept.  equipment,  f4,000; 
value  of  bldgs.,  $7,0<i0:  ann.  exp.  of  dept,  |300', 
total  mem^  26  volunteers. 

Water  Supply— Source,  wells,  river  and  res.; 
system  pump  to  res.  and  to  mains;  pump  cap., 
8,016,000  gala,  per  day;  mains,  1  mile;  11  hydrants. 

CLYMAN.  pop.  186;  fire  area,  86  acres;  mer> 
oantile  bldgs,  frame,  8  stories;  private^  frame, 
1^  to  2  stones;  wooden  roofs  permitted  in  fire 
area.  Fire  dept— 1  water  tower;  value  of  dept 
bldgs.,  $4,000. 

COLBY,  pop.  976;  fire  area.  640  acres;  bldgs., 
principally  wood,  8  stories;  wooden  roofs  per- 
mitted in  fire  limits;  no  fireworks  urd.  Fire  aept 
—1  h.  &  1.  truck.  1  hose  carriage,  1  hose  wagon: 
hose,  linen,  good!.  1,000  ft:  inferior,  800  ft;  toul 
hose,  1,300  ft;  fire  alarm,  bell  and  whistle;  value 
of  dept  equipment.  $1,800;  value  of  bldgs.,  $700; 
ann.  exp.  of  dept.  $200;  total  mem.,  S  volun- 
teers. 

Watbk  Supply- Source,  wells  and  cisterns;  16 
hydrants;  Electric  Light  &  Water  Works  plant 

COLUMBUS,  pop.  ^849;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in  fire 
area;  fireworks  ord.;  causes  of  fires  investigated 
Fire  dept— 1  steamer,  1  h.  &  1.  truck,  2  c.  hand 
ex.,  3  hose  carts;  hose,  cotton,  rubber  lined,  2,600 
ft.;  fire  alarm,  bell  and  whistle;  value  of  dept 
'  equipment,  $6,260;  value  of  bldgs.,  $16,000;  ann. 
exp.  of  dept,  $335;  total  mem.  60,  paid  part  time 
1,  volunteers  69. 

Water  Supply — Source,  well;  system,  pump  to 
res.;  res.  cap.  70,000  gals.;  1  pumping  engine,  cap. 
per  day  t,4KJ(MHJi»  gals.,  constructors  Smith- Vaile; 
mains,  cast  iron  4)^  miles  4  to  10  in.  dia.;  44  hy- 
drants; meters,  total  number  60;  pressure,  dom. 
66  lbs.,  fire  120  lbs.;  cost  to  construct,  $26,000: 
int.  paid  on  bonds,  4%  per  cent;  ann.  cost  of 
mtce.,  $2,000;  works  belong  to  city. 

CUD  AH  Y.  bidffs..  brick  and  wood.  Fire  dept 
—1  c.  engine,  1  h.  &  1.  truck.  1  comb.  c.  &  h.  wsgon, 
1  hose  carriage.  5  horses;  hose,  2,200  ft;  fire  alarm, 
bell  and  whistle;  total  mem..  26  volunteers. 

Water  Supply— Source,     Iske;     system,     direct 

Sressure;    cap.    per  day     8,000.000    gals.;    62    hy- 
rants;   city  of  Milwaukee  sends  aid   in  case  of 
fire. 


CUMBERLAND,  pop.  1J28:  fire  .«^  «^ 
Acres;  mercantile  bldgs.,  wood  and  brick,  i 
stories;  privste,  wood,  1^  stones;  wooden  roots 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept — 1  n.  &  L  truclc,  1  hose  carriage;  hose, 
leather,  150  ft;  rubber,  good  1,700  ft;  total  hose, 
1,850  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment, $2,000;  value  of  bldgs.,  $800;  anaerwntcrs* 
rating,  third  class. 

Water  Supply — Source,  well,  %  mile  from 
uusinesa  center;  system,  pump  to  res.  and  direct; 
res.  cap.  67,000  gala.;  2  pumping  engines,  cap.  per 
day  3,314,U0U  gals.;  mains,  1%  miles,  4  to  S  m. 
dia.;  17  hydrants;  100  services;  pressure,  dom.  41 
lbs.,  fire  130  lbs.;  cost  to  construct,  $1S,0W;  asn. 
cost  of  mtce.,  $600;  works  belong  to  city. 

DARLINGTON,  pop.  2,000;  fire  area.  160  acres; 
mercantile  bldga.,  stone,  brick  and  wood,  1  to  8 
stories;  private,  stone  and  wood,  2  stories:  woodea 
roofs  permitted  in  fire  area;  causes  of  fires  in- 
vestigated. Fire  dept — 1  h.  &  1.  truck,  4  c  hand  cx.^ 
2  hose  carts;  hose,  cotton,  rubber  lined,  good,  LOM 
ft:  fire  airm,  t>ell;  value  of  dept  equipmcsit 
$1,000;  value  of  bldgs.,  $2,600;  ann.  exp.  of  dept, 
$600;  total  mem.,  60,  paid  part  time. 

Water  Supply— Source,  spring,  ^  mile  fnm 
business  center;  system,  pump  to  reservoir;  res. 
cap.,  120,000  gals.;  cap.  per  day,  100,000  "als.;  ccat- 
structor,  bmedley;  mams,  caat  iron,  3%  miks» 
4  to  8  in.  dia.;  26  hydrants,  Lodlow;  9  valves; 
meters,  total  number,  6,  National.  Thomsm;  B 
services;  pipe,  wrought  iron;  *>ressure.  dom.  61 
lbs.,  fire  lOo  lbs.;  cost  to  construct,  $8u4NI0;  aim. 
cost  of  mtce.,  $1,200;  works  belong  to  city. 

DEERFIELD,  pop.  587;  mercantile  bldgs^ 
brick  and  wood.  2  and  3  stories;  wooden  roofa 
not  permitted  in  nre  limits;  no  fireworks  ond.  Fire 
dept— 1  h.  &  L  truck,  2  hose  carriages,  1  hose 
wagon;  hose,  rubber,  1,000  ft:  fire  alarm,  bell; 
value  of  dept  equipment,  $1,000;  value  of  bldga., 
$400;  total  mem.,  zl    volunteers. 

Water  Supply — Source,  wella;  system,  ponap  to 
tank. 

DEL  A  VAN,  pop.  2,600;  fire  area,  1  mile;  mer- 
cantile bldgs.,  briclc,  1  to  8  stories;  private,  wood 
and  brick,  2  stories;  wooden  roofs  not  permitted; 
fireworks  ord.;  causes  of  fires  investigated.  Fire 
dept— 2  h.  &  1.  trucks,  1  aerial  tmck,  S  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1.606 
ft ;  inferior,  all  kinds,  460  ft ;  total  hose,  2.660 
ft;  fire  alarm,  whistle  and  bell;  value  of  dept 
equipment,  $6,000;  value  of  bldgs..  H.000;  asm. 
exp.  of  dept,  $1,500;  total  mem.,  44  ▼olvnteera; 
underwriters'  ratine,  third  class. 

Water  Supply— Source,  springs,  H  mflc  iron 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.,  60,000  gals.,  dim.  80  x  20;  pumping  engine, 
class  dup.,  cap.  per  day  140.000  gals.,  constracton 
Fairbanks-Morse;  mains,  cast  Iron,  8  aaflcs,  4 
to  8  in.  dia.;  66  hydrants.  Wood;  9  valves;  meters* 
total  number  271;  274  services M>ipe,  lead  and  iron; 
pressure,  dom.  60  lbs.,  fire  120  ids.;  consnmptioa 
per  day  68,000  sals.,  per  capita  88  gals.;  cost  to 
construct,  $S1,000;  bonded  debt,  $16,000;  iat  paid 
on  bonds,  5  per  cent;  cost  of  mtce.,  S1.400;  wocla 
belong  to  city. 

DE 
mercantile 

2  stories:  wooden  roofs  not  permitted;  combus- 
tibles ord.;  causes  of  fires  not  investigated.  Fire 
dept— 1  steamer,  1  c.  hand  ex.,  1  h.  6t  L  tmck.  2 
hose  carriages;  hose,  cotton,  rubber  lined.  ZM 
ft;  fire  alarm,  bell;  value  of  dept  equipmest 
$7,000;  value  of  bldgs.,  $12,000;  ann.  exp.  ox  dept. 
$1,000;  total   mem.,  80  volunteera. 

Water  Supply— Source,  wells;  svstent,  pomp 
to  res.  and  stdp.;  res.  cap.  60,000  gals.;  stdp.  cap. 
60,000  gals.;  cap.  of  pump,  500  gals,  per  minute: 
(quality  of  water,  good;  mains,  lOH  mDes«  4  to  12 
in.  dia.;  90  hydrants,  Gaskill;  464  services;  cost 
to  construct,  $50,200:  bonded  debt,  $73,700;  ict 
paid  on  bonds,  4  and  5  per  cent;  aan.  cost  ot 
mtce.,  $4,400;  works  belong  to  city. 

DODGE VI LL£,  pop.  2,400:  fire  area,  666  acres; 
mercantile  bldgs.,  stone,  brick  snd  wood^^  S  and  8 
stories;  private,  wood  and  brick,  1  and  z  stories: 
wooden  roofs  not  permitted;  fireworks  and  coss- 
buftibles  ord.;  causes  of  fires  investigated.  Fire 
dept— 8  c  hand  ex..  8  h.  &  I.  tnicka,  8  boae  reels. 
hose,  cotton,  rubber  lined,  good    2,600    ft;    fife 


PERE,   pop.  4.764;   fire  area,   2,000 
itile  bldgs.,  brick,  2  stories;  private 
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alarm,  bell:  Tmlue  of  dept.  equipment,  $2,600;  value 
of  bldg8.,  $6,000;  ann.  exp.  of  dept.,  $60;  toul  mem., 
21  volunteers. 

Watir  Supply— Source,  wells,  ^  mile  from 
busineas  center;  system,  gravity  and  pump  di- 
rect;  stdp.  cap.,  60,000  gals.;  builders,  Fairbanks- 
Morse;  res.  cap.,  00,000  crals. ;  cap.  per  day,  500,- 
OOO  gals.;  constructors,  Fairbanks-Morse;  mains, 
iron,  2  miles,  4  to ^8  in.  dia.;  42  services;  pine, 
iron  and  lead;  pressure,  dom.  60  lbs.,  fire  9X) 
lbs.;  cost  to  construct  $20,600;  int.  paid  on  bonds, 
4  per  cent;  ann.  coat  of  mtce.,  $^;  J.  L.  Bar- 
tie,  supt 

DURAND,  pop.  1,458;  fire  area,  200  acres; 
mercantile  bidgs..  wood,  brick  and  stone,  2  stories; 
private,  wood.  1 1*2  and  2  stories;  wooden  roofs 
not  permitted  in  fire  limits.  Fire  dept.— 1  steam 
engine,  1  h.  &  1.  truck;  2  hose  carriages,  1  supply 
wagon;  hose,  2,000  ft.;  fire  alarm  bell;  value 
of  fire  dept.  equipment,  $4,000;  value  of  bldgs., 
$3,000;  total  mem.,  85;  paid  part  time,  1;  volun- 
teers 84;  underwriters'  rating,  fourth  class. 

Water  Supply— Source,  artesian  welle;  quality 
of  water,  good. 

EAGLE  RIVER,  pop.  1,200;  fire  area,  1,000 
acres:  mercantile  bldgs.,  brick  and  wood,  2  stories; 
private,  wood,  IVi  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  and  combustibles  ord.  Fire 
dept.— 8  hose  reels;  hose,  cotton,  rubber  lined, 
good  2.500  ft.;  fire  alarm,  whistle,  2  boxes;  value 
of  dept.  equipment,  $5,515;  value  of  bldgs.,  $2,000; 
ann.  exp.  of  dept.,  $700;  total  mem.,  10,  paid  part 
time. 

Wate«  Supply — Source,  river,  600  ft.  from  busi- 
ness center:  system,  pump  direct;  quality  of  water. 
good;  pumping  engines,  cap.  per  day  12,000,000 
gals.,  constructor  Gordon;  mams,  sheet  iron.  2^ 
miles,  6  to  8  in.  dia.,  Abendroth  &  Root;  25  hy- 
drants: lOO  services:  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  800  lbs.;  cost  to  cons.,  $20,000; 
int.  paid  on  bonds,  7  per  cent ;  ann.  cost  of  jntce., 
$3..'^00;  works  belong  to  city. 

EATON,  pop.  SOO;  fire  area,  000  acres;  mercantile 
bldgs.,  wood,  1  to  3  stories;  private  dwelling's, 
wood,  1  to  2  stories:  wooden  roofs  permitted  m 
fire  area;  causes  of  nres  investigated;  av.  fire  loss 
per  yr.  for  the  past  8  vrs.,  $4,000.  Fire  dept.— 1 
comb.  c.  &  h.  wagon,  d  c.  hand  ex.,  1  h.  ft  L 
truck.  1  hose  wagon,  3  hose  reels.  4  horses:  hose, 
rubber,  good.  900  ft.;  inferior,  all  kinds,  600  ft.; 
total  hose,  900  ft.;  fire  alarm,  bell;  value  of  dept 
equipment.  $1,000;  value  of  dept.  bldgs,  $200;  ann. 
exp.  of  dept.,  $75:  paid  full  time  16,  volunteera  20; 
underwriters'   rating,  fourth  class. 

Water  Supply — Not  reported. 

EAU  CLAIRE,  pop.  18.2S0;  mercantile  bldgs., 
brick,  2  and  .3  stones;  private,  wood  and  brick,  2 
and  8  stories;  wooden  roofs  not  permitted;  fire  loss 
for  1908,  $50,861.06;  ins.  for  same  time,  $191,260.  Fire 
dept — ^1  steamer,  4  c.  hand  ex.,  1  h.  ft  1.  truck,  4 
hose  wagons,  2  hose  carriages,  14  horses;  hose, 
cotton,  rubber  lined,  good.  8,050  ft;  rubber.  2,.350 
ft.;  total  hose,  10.400  ft;  fire  alarm,  Gamewell,  88 
boxes;  value  of  dept  equipment,  $20,000;  value  of 
bldgs..  $19,000;  ann.  exp.  of  dept..  $19,000;  total 
mem..  24,  paid  nart  time  6,  paid  full  time  19; 
underwriters'  rating,  third  class. 

WATm  Supply — ^Source,  wells,  2  miles  from  busi- 
ness center:  system,  pump  direct;  quality  of  water, 
g^ood ;  4  pumping  engines,  class  trip.,  size  11  x  12, 
cap.  per  day  8,000,000  gals.,  constructor  Phoenix 
Mfg.  Co.;  mains,  cast  iron  32^  miles,  4  to  20  in. 
dia.,  Dennis  ong,  Addyston;  400  hydrants  Matheis; 
190  valves,  Eddv;  meters,  total  number  460, 
owned  by  Co.;  2,300  services;  pipe.  galv.  iron  and 
lead;  pressure,  dom.  70  lis.,  nre  100  to  130  lbs.; 
consumption  per  day,  2,000,000  gals.;  works  belong 
to  Co. 

ET>GERTON,  pop.  2,192;  fire  area,  980  acres; 
bldffs.  brick  and  wood.  2  stories;  wooden  roofs 
not  permitted;  fire  works  and  combustibles  ord. 
Fire  dept. — 1  steamer,  12  c.  hand  ex.,  1  h.  A  1. 
truck,  1  hose  wagon,  2  hose  carriages;  hose,  cot- 
ton, rubber  lined,  good  1,600  ft.;  hre  alarm,  bell; 
value  of  dept.  equipment,  $4,600;  value  of  bldgs., 
$3,000;  ann.  exp.  of  dept,  $600;  total  mem.,  46 
volunteers;  underwriters'  rating,  third  class. 

Watk*  Supply— Source,  well,  %  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap., 
UO,O0O     sals.,    dim.    If    x    80,    pumping    engines. 


cap.  per  day,  1,600,000  gals.,  constructors  Smith- 
Vaile;  mains,  cast  iron,  4  miles,  4  to  10  in.  dia.; 
40  hydrants,  Eddy;  12  valves;  800  services;  pres- 
sure, dom.  66  lbs.,  fire  100  lbs.;  consumption  per 
dav,  126,000  gals.;  cost  to  construct  $28,600;  bonded 
debt,  $28,000;  int  raid  on  bonds,  6  per  cent;  ann. 
cost  of  mtce.,  $2,000;  works  belong  to  city. 

ELKHORN,  pop.  1,731;  mercantile  bldgs.,  brick 
and  wood,  1  to  8  stories;  private,  brick  and  wood, 
1  and  2  stories;  wooden  roofs  permitted;  no  fare- 
works  ord.;  causes  of  fires  investigated.  Fire 
dept— 4  c.  ex.,  1  h.  ft  1.  truck,  2  hose  carriages, 
1  water  tower:  hose,  cotton,  rubber  lined.  1.2%  ft.; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment $2,200;  value  of  fire  station,  $a,000;  total 
mem.,  50  volunteers. 

Watbb  Supply— Source,  wells;  system,  pump  to 
stdp.,  and  res.;  stdp.  cap.,  75,000  gals.;  dim.  16x60 
ft:  material  used  in  const,  steel;  res.  cap.,  60,000 
gals.;  2  pumps,  cap.  per  day,  160,000  gals,  each; 
constructors,  Capet  &  Sons;  mains,  cast  iron,  6 
miles,  4  to  8  in.  dia.,  40  hydrants;  16  valves:  me- 
ters, total  number  200;  makers.  Crown  &  Worth- 
ington;  owned  by  city  and  consumer;  pressure, 
dom.  66  lbs.,  fire  160  lbs.;  consumption  per  day, 
46.000  gals.;  per  capita.  25  gals.;  cost  to  construct. 
$25,000;  bonded  debt,  $4,000;  int.  paid  on  bonds,  6 
per  cent.;  ann.  cost  of  mtce.,  $6,600;  works  belong 
to  city. 

ELLSWORTH,  fire  area,  900  acres;  bldgs., 
wood;  wooden  roofs  permitted;  no  fire  loss  in 
1902.  Fire  dept— 1  steamer,  1  h.  &  L  truck,  2 
hose  carriages;  hose,  good  2,000  ft.;  inferior,  200 
ft.;  total  hose,  2,200  ft;  fire  alarm,  bell;  total 
mem.,  70  volunteers. 

Watir  Supply— Source,  well;  system,  pump  to 
res.  and  direct;  res.  cap.,  73.424  gals.;  1  pumping 
engine,  class  gasolene,  constructors  Root  &  Van- 
derwert;  mains,  2^  miles:  29  hydrants,  Waterous: 
meters,  total  number  47;  47  services;  cost  to 
construct,  $17,000;  works  belong  to  village. 

ELROY,  pop.  1,685;  bldgs.,  brick  and  stone,  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.  Fire  dept.— 1  h.  &  1.  truck,  2 
hose  carriages;  hose,  cotton,  rubber  lined,  good 
760  ft;  fire  alarm,  bell;  total  mem.,  36  volunteers; 
underwriters'  rating,  fourth  class. 

Water  Supply— Source,  wells,  800  ft  from  busi. 
ness  center;  res.  cap.  105,000  bbls.;  pumping  en- 
gines, cap.  per  day,  15  bbls.  a  minute,  constructor. 
Smith- Vaile;  mains,  cast  iron,  6  miles,  4  to  6  in. 
dia.  Addvston;  21  hydrants,  American.  Mathews, 
Galvin;  240  services;  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  70  lbs.;  cost  to  construct  $16,- 
500;  int  paid  on  bonds,  6H  per  cent;  ann.  cost  of 
mtce..  $1,240;  works  belong  to  city. 

EVANSVTLLE.  pop.  2,000.  fire  area.  600  acres; 
mercantile  bldga.,  wood,  brick,  stone,  2  stories; 
private,^  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  limits;  fireworks  ord.     Fire  dept.— • 

1  steam  engine,  1  hand  engine,  0  c.  ex.,  1  h.  ft  L 
truck,  3  hose  carriages;  hose,  cotton,  good,  2,500 
ft.;  inferior,  500  ft;  rubber,  good  GOO  ft;  total 
hose,  3.600  ft.;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, $4,500;  value  of  bldgs,  $7,000;  ann.  exp.  of 
dept,  $400;  total  mem.,  76  volunteers;  under- 
writers' rating,  third  class. 

Water  Supply— Source,  wells;  system,  pump 
direct;  2  pumping  engines,  cap.  per  day.  SoO.OOO 
gals;  mains,  cast  iron,  6  miles,  4  to  8  in.  dia.; 
&6  hydrants. 

FENNTMORE.  pop.  1,200;  fire  area,  160  acres: 
mercantile  bldgs.,  stone,   brick  and   wood,  1  ana 

2  stories;  private,  wood.  2  stories;  wooden  roofs 
permitted.  Fire  dept— 1  h.  &  1.  truck,  2  hose  reels 
and  2  hose  carts;  hose,  cotton,  rubber  lined,  ffood 
860  ft;  fire  alarm,  bell  and  whistle:  value  of  dept 
equipment  $300:  value  nf  bldgs.,  $50;  ann.  exn.  of 
dept,  $26;  total  mem.,  86  volunteers. 

Water  Supply — Source,  well,  %  mile  from  busi- 
ness center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  52.000  gals.,  lo- 
cated 60  feet  from  well;  pumping  engines,  class 
horizontal  high  pressure,  constructors  lairbanks- 
Morse;  mains.  ca.^t  iron,  4  miles.  4  to  8  in.  dia.; 
26  hydrants;  98  services;  pipe,  galv.  iron;  pressure, 
dom.  46  to  60  lbs.,  fire  90  to  100  lbs.;  cost  to  con- 
struct, $13,000;  bonded  debt  $7,000;  int  paid  on 
bonds,  6  per  cent;  works  belong  to  city. 
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FLORENCE,  pop.  1,684;  fire  area,  80  acres; 
bldi[s,  wood,  1  to  8  stories;.  Fire  dept. — 2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  2,6U0 
ft.,  inferior,  all  kinds,  700  ft;  toul  hose.  3,800  ft; 
fire  alarm,  whistle;  8  boxes;  value  of  dept.  equip- 
ment, $2,()00;  ann.  exp.  of  dept..  $400;  total  mem.. 
15;   underwriters'  rating,  fourth  class. 

Water  StJPPLV — Source,  lake,  4  rods  from  biw- 
ness  center;  system,  pump  direct;  res.  cap.,  10.- 
OOO.OOU  gals.;  2  pumping  engines,  constructor 
Knowles;  mams.  iron.  2  miles.  4  to  6  in.  dia.; 
S2  hydrants;  70  services;  pressure,  dom.  40  lbs., 
fire  200  lbs.;  cost  to  construct,  112,000;  ann.  cost 
of  mtce..  $2,600;  works  belong  to  city. 

FOND  DU  LAC,  pop.  19.000;  fire  area,  2,500 
acres;  mercantile  bidgs.,  stone,  brick  and  wood, 
2  to  4  stones;  private,  brick  and  wood,  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated: 
av.  loss  per  yr.  for  3  yrs..  $27,967;  av.  ins.  involved 
for  same  time.  $186,350.  Fire  dept— 2  steamers;  1 
comb.  c.  &  h.  wagon,  4  c.  hand  ex..  2  h.  &  L 
trucks.  1  hose  wagon.  2  hose  carts,  1  reel,  9  horses; 
hose  cotton^  rubber  lined,  good  7,000  ft.;  inferior, 
all  Icinds,  7<to  ft;  total  hose,  7,700  ft;  fire  alarm, 
Gamewell,  40  boxes;  value  of  dept  equipment, 
$2<,737;  value  of  bidfs..  $13,000:  ann.  exp.  of  dept. 
$35,000;  total  mem.  20,  paid  full  time. 

Watke  Supply— Source.  7  fountains,  %  mile 
from  business  center;  system,  Pump  direct: 
quality  of  water,  good;  res.  cap.,  2,500,000  gv^M;  3 
pumping  engines,  comp.  cond.,  cap.  per  day  6.000r 
000  gals,  constructor,  Holly:  mams,  cast  iron,  27 
miles,  4  to  14  in.  dia.,  Addyston;  227  hydrants, 
Holly;  112  valves,  Galvin.  Ludlow;  meters,  total 
number  1,629.  Thomson  6.  Worthinglon  103.  Tn- 
dent  187.  Nash  1,317,  Westinghouse  4,  Union  1. 
Keystone  2,  Sundard  1.  owned  by  Co.;  2,650 
services;  pipe,  lead  and  galv.  iron;  pressure, 
dom.  2.*»  lbs.,  fire  00*130  lbs.;  consumption,  per  day 
2.(MK),CNK)  gals.,  per  capita  200  gals.;  works  belong 
to  Co. 

FORKSTVILLE,  pop.  225;  fire  area,  1  sq.  mile; 
mercantile  bldgs.,  wood.  2  stories;  private  dwell- 
ings, brick  and  wood,  1  and  2  stories;  wooden 
roofs  are  permitted  in  fire  area.  Fire  dept— 6  c. 
hand  ex. 

Watkk  Supply— Not  reported. 

FORT  ATKINSON,  pop.  8.300;  fire  area,  IW 
acres:  mercantile  bldgs..  brick.  1  to  3  stories;  pri- 
vate, wood.  1  and  1^  stories:  wooden  roofs  not 
permitted;  fireworks  ord.  Fire  dept— 1  h.  &  1. 
truck,  3  hose  carriages;  hose,  cotton,  rubber  lined. 
3,000  ft;  fire  alarm,  bell  and  whistle;  value  of 
dept.  equipment,  $8,000;  ann.  exp.  of  dept,  $999.- 
80;  total  mem.,  54  volunteers;  underwriters*  rating, 
fourth  class. 

Water  Supply — Source,  wells;  system,  pump  to 
stdp.:  stdp.  cap.,  HK>,0(IO  gals.;  pumping  engines. 
caj..  per  day  1.00i).0<)0  gals.  each,  constructors 
Smith-Vaile;  mains,  8  miles,  4  to  12  in.  dia.; 
84  hydrants;  meters,  total  number  400;  410  ser- 
vices; pressure,  fire  125  lbs.;  consumption  per  day. 
11(1. tXH)   gals. 

FOUNTAIN  CITY,  pop.  1,081;  fire  area.  80 
acres;  mercantile  bldgs.,  stone,  brick,  wood,  8 
stories;  private,  brick  and  wood,  1  and  2  stones; 
wooden  roofs  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  fire  loss  for  1908, 
$1,.%00.  Fire  dept— -1  steamer.  1  hand  engine,  4 
c.  hand  ex..  1  h.  &  I.  truck,  2  hose  carriages;  hose, 
cotton,  rubber  lined,  good  l.fiOO  ft.;  fire  alarm, 
bell;  value  of  dept  equipment.  $4,.'V00;  value  of 
bldRS..  $3,000:  total  mem.,  50  volunteers;  under- 
writers' rating^  fourth  class. 

Water  Siphly— Source,  river  and  wells. 

FREDONIA,  pop.  500;  fire  area,  25  acres; 
bldgs.,  wood,  brick,  stone,  2  stories;  wooden  roofs 
permitted.  Fire  dept. — 1  hand  engine.  1  hose  car- 
riage, hose,  cotton,  .500  ft;  fire  alarm,  bell;  value 
of  dept.  equipment.  $2,000;  value  of  bldgs.,  $1,500. 
total  memj,  8.5    volunteers. 

Watrr  Supply— Source,  wells. 

FKKEDOM,  pop.  962;  mercantile  bldgs.,  wood 
and  brick.  Fire  dept- 1  h.  &  1.  truck,  laddera. 
hooks,  axes,  etc.,  2  hose  carriages;  total  hose.  900 
ft.:  fire  alarm,  bell;  total  mem.,  40  volunteers. 

Water  Supply— Source,  well;  system,  gravity; 
res.  cap.,  80.000  gals.;  pumping  enginea,  cap.  per 
min.  240  gals. 


GALESVILLE,  pop.  1,000;  mercantile  bUga., 
stone,  brick  and  wood,  1  to  6  stories:  private,  wood, 
2  stories;  wooden  roofs  permittea  in  lire  area; 
fireworks  and  combustibles  ord.;  causes  o£  fires 
investigated.  Fire  dept. — ^1  c.  eneine,  1  ta.  ft  L 
truck,  1  aerial  truck,  S  hose  carts:  hose,  cotton, 
rubber  lined,  good,  22500  ft;  fire  alarm,  bell;  valoe 
of  dept  equipment  $2,000;  value  of  bldca.^  $5,000; 
total  mem^  55  volunteers. 

Water  Supply — Source,  lake;  system,  pump 
direct;  pumping  engines,  cap.  per  day  450,000 
gala.;  maina,  2300  ft.,  4  in.  dia.;  15  bvdnnts; 
pressure,  100  to  900  lbs.;  works  owned  by  Co.; 
cost  to  construct,  $4,000;  ann.  exp.  of  depit. 


GLENWOOD,  pop.  1,200;  fire  area.  320  acres; 
mercantile  bldgs.,  wood  and  brick.  1  and  2  stories: 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  permitted:  no  fireworks  and  combustibles 
ord.:  causes  of  nre  investigated;  fire  loss  for  1IM2; 
$16,000;    ins.,    |]9/J00.      Fire    dept.— 2    htmt   car^ 


riages.  6  laddei*;  hose,  cotton,  rubber  lined,  good 
1,UOO  ft;  rubber,  good  1.000  ft.;  total  hose,  £oOB 
ft;  fire  alarm,  bell;  value  of  dept.  equtpmcot, 
$2,000;  value  ot  bldga..  $1,000;  ann.  exp.  of  dept, 
$127;   total  mem..  20  volunteers. 

Water  Supply— Source,  well.  2  blocks  from  bus- 
iness center;  system,  pump  to  stdp..  stdp.  capL 
775,000  gals.;  pumping  engines,  cap.  ^er  day  ^o,- 
000  gals.,  constructor.  Kumsey;  mains  iron,  S 
miles.  4  to  8  in.  dia..  West  Superior;  15  nydrantSb 
Mathews;  100  services:  pipe,  wrought  and  galv. 
iron;  pressure^^om.  40  Ids.,  fire  150  lbs.;  cost  to 
construct  $15,o00;  int.  paid  on  bonds,  5  per  cent; 
works  belong  to  city. 

GRAND  RAPIDS,  pop.  6.157:  fire  area,  IJOm 
acres;  mercantile  bldgs..  brick  ana  wood,  2  aiories; 
private,  wood.  2  stones;  wooden  roofs  permitted: 
fireworks  and  combustibles  ord.  Fire  dept — 1 
steamer.  1  h.  &  1.  truck,  2  hose  carriaves,  4  horses; 
hose,  cotton,  rubber  lined,  good  2.0(J0  ft.,  rubber, 

good  600  ft.:  toUl  hose.  2,600  ft.;  fire  alarm, 
ramewell;  lO  boxes;  value  of  dept.  eqaipmeot. 
$8,000;  value  of  bldgs.,  115.000;  ann.  exp.  of 
dept,  $2,000;  toul  mem^  44^  paid  full  time  IL 
paid  part  time  41;  underwriters'  ratiss.  ttufu 
class. 

Water  Supply— Source,  springs,  1>4  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  can.. 
165,000  gals.:  dim..  26  x  88;  material  used  m 
cons.,  steel,  builders  Wisconsin  Bridge  &  Iron  Co.; 
quality  of  water,  good;  res.  cap..  130.<m0  gals^ 
located  at  station:  3  pumping  engines,  size  8  z  8» 
cap.  per  day  8,OSO.O0O  gala.,  constructors  Sroitb- 
Vaile,  8,  8x8V&xl5;  mains,  cast  iron.  13  miles, 
H  to  12  in.  dia.;  96  hydrants;  meters,  total  nnm* 
ber  130,  Crown,  Keystone,  Neptune,  Nash,  owned 
by  consumers;  500  services;  pipe,  lead  and  iron; 
pressure,  dom.  75  to  90  lbs.,  fire  92  to  120  lbs.; 
consumption,  per  day  287,000  gals.,  per  capita  2M 
gals.;  cost  to  construct  $85,000;  bonded  debt, 
$66,000;  int.  paid  on  bonds.  4  per  cent;  an: 
of  mtce.,  $3,500;  works  belong  to  city. 

GRANTSBURG,  pop.  800;  fire  area   120 ^, 

mercantile  bldgs.,  frame.  1  and  2  stories;  private. 
wood.  VA  stories;  wooden  roofs  permitted;  fire- 
works ord.;  fires  investigated;  fire  loss  for  S  yra^ 
$300;  ins.  involved  on  same,  $1,200.  Fire  dept— 
1  c  engine,  20  c.  ex.,  1  h.  &  1.  truck.  2  hose  car- 
riages; hose,  good,  cotton,  rubber  lined  1.400  ft.; 
fire  alarm,  bell  and  whistle;  value  of  dept.  equip- 
ment, $2,000;  value  of  bldgs.,  $1,000;  ann.  expu  d 
dept.,  $200;  total  mem.,  42  volunteers. 

Water  Supply — Source,  rivers  and  cistema. 

GREEN  BAY,  pop.  25.000;  fire  area,  1,000 
acres;  mercantile  bldgs.,  brick  and  stone,  2  to  < 
stories;  private,  brkk  and  wood.  1  and  2  •tortes; 
wooden  roofs  permitted;  fireworks  and  eooi- 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept. — 2  steamers,  1  comb,  c  &  h.  wagon.  1  c.  eng., 
8  c.  hand  ex.,  1  h.  &  1.  truck,  2  supply  wagons, 
riagea.   3   nose  sl^ds.   10   norsea;    aoae. 


5  hose  carriagea.  »  uusc  ai^ua.  xv  nurses  i  aoacb 
cotton,  rubber  lined,  good  8,000  ft;  inferior,  all 
kinds.  1.000  ft.:  total  hose.  0.000  ft;  fire  alars\ 
Gamewell,  65  boxes;  value  of  dept.  equipmeoL 
$66,000:  value  of  bldgs.,  $45,000:  ann.  exp.  ctf 
dept,  $16,000;  total  mem.,  18,  paid  full  time. 

Watbs  Supply— Source,  wells,  %  mile  frua 
business  center:  system,  pump  to  res.:  quality  of 
water,  good;  rea.  cap.,  2.600.000  gals.;  S  pamprng 
engines,  cap.  per  day  10,000,000.  constmctor, 
Knowles;  mains,  iron.  42  miles.  6  to  16  in.  dia.; 
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368  hydrants;  816  valves;  meters,  total  number  100, 
Crown,  Nash.  Trident,  Thomson,  Worthington. 
Buffalo,  Pituourg,  Keystone  and  Lambert,  owned 
by  consumer  and  Co.;  8,000  services;  pipe,  galv. 
iron;  pressure,  dom.  40  lbs.,  fire  100  lbs.;  consump* 
tion  per  day.  1.100,000  gals.;  cost  to  construct, 
|S7,000;  bonded  debt,  1133,600;  int.  paid  on  bonds, 
8  per  cent;  cost  of  mtce.,  120,000;  works  belong  to 
Co. 

GREENBUSH,  nop.  800;  mercantile  bidgs. 
wood.    Fire  dept.— riot  reported. 

WATBt  SuppLY->Sourcc,  cisterns;  system,  pvmp- 
ing;  res.  cap.,  100  bbls. 

GREEN  LAKE,  pop.  670;  fire  area,  4  acres:  mer- 
cantile bldgs.,  1  to  2  stories;  private  dwellings, 
wood,  1  to  2  stories;  wooden  roofs  not  permitted; 
cauMS  of  fires  investigated;  av.  fire  loss  per  yr. 
for  the  psft  8  yrs..  HOO;  «▼.  insi  involved,  |l,0O0l 
Fire  dept.— 1  c.  engine,  10  c.  hand  ex.,  1  h.  &  L 
truck;  nose,  cotton,  rubber  lined,  good,  800  ft.; 
rubber,  ffood,  IfiO  ft;  «x>tal  hose,  750  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment,  $1,600;  valnc 
of  dept.  bldgs.,  $600:  total  mem.,  28  volunteers. 

Watbe  Supply — ^Not  reported. 

GREENWOOD,  pop.  708;  fire  area,  820  acres; 
bldgs.,  wood  and  brick,  2  stories;  wooden  roofs 
permitted;  fireworks  ord.  Fire  dept. — 1  h.  &  L 
truck,  2  hose  carriages;  hose,  cotton,  1,000  ft; 
total  mem^  80  volunteers;  ann.  exp.,  |800. 

Watbb  Supply — Source,  well  and  cistern. 

HARTFORD,  pop.  1,682;  fire  area,  700  acres; 
mercantile  bldgs.,  brick  and  wood.  2  stories:  pri- 
vate, wood,  2  stories;  wooden  roots  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires  in- 
vestigated. Fire  depL^-l  hand  engine,  4  c.  hand 
ex..  1  h.  &  I.  truck,  1  Unk  wagon,  2  hose  car* 
riages;  hose,  cotton,  rubber  lined,  good  000  ft; 
rubber,  good  750  ft;  inferior,  all  kmds,  100  ft; 
toul  hose,  IJKX)  ft;  fire  alarm,  bell;  value  of  dept 
equipment.  83,850;  value  of  bldgs..  $7,000;  ann. 
exp.  of  dept,  $890:  total  mem.,  80  volunteers. 

WATEK  Supply— Source,  well;  system,  pump  to 
stdp.,  stdp.  cap.  65,000  gals.;  pumping  cap.  per 
day  339,600  gals. ;  mains,  6  miles,  4  to  10  in.  dia. ; 
60  hydrants:  pressure,  fire  100  lbs.;  cost  to  con- 
struct, $14,000. 

HARTLAND,  pop.  620;  fire  area  1^  sq.  miles; 
bldgs..  brick  and  wood,  1  and  2  stories.  Fire 
dept. — I  gasoline  engine,  1  h.  &  I.  truck,  1  hose 
carnage;  hose,  cotton,  good  1,000  ft.;  inferior,  800 
ft;  total  hose,  1,300  ft;  fire  alarm,  whistle  and 
bell:    25   volunteers. 

Water  Supply— Source,  river,  well  and  cistern. 

HAYWARD.  pop.  1,864:  fire  area  820  acres; 
bldgs..  wood,  1  and  2  stones;  wooden  roofs  per- 
mitted; fireworks  and  combustibles  ord.  Fire  dept 
— 1  c.  engine,  1  h.  ft  1.  truck,  8  hose  carriages: 
hose,  rubber,  good  1,500  ft;  fire  alarm,  bell  and 
telephone;  value  of  dept  equipment,  $4,000;  value 
>f  bldgs.,  $4,000;  ann.  exp.  of  dept.  $700;  total 
mem.,   20  volunteers. 

Water  Supply — Source,  river;  system,  pump  di- 
•ect;  cap.  per  day  2,000.000  gals.;  mains,  iron,  5 
rcct;  cap.  per  day  2,000,000  gals.;  mains,  iron,  5^ 
Tiiles.  4  to  10  in.  dia.,  Buffalo.  Detroit;  78  hy- 
Irants,  Eddy  &  Walter;  81  valves;  pressure,  dom. 
10  lbs.,  fire  80  lbs.;  cost  to  construct,  $30,000;  ann. 
oat  of  mtce.,  $2,000;  works  belong  to  city. 

HIGHLAND,  pop.  018:  fire  area.  640  acres; 
>]dg8..  brick  and  wood,  IH  to  2  stories;  wooden 
xwts  permitted;  fireworks  and  combuAibles  ord.: 
tauaes  of  fires  investigated.  Fire  dept — 2  hand 
Tiffines,  1  h.  ft  1.  truck.  1  hose  carriage;  fire  alarm, 
tell;  hose,  cotton,  700  ft;  value  of  dept  equip< 
sent,  $1,350;  value  of  bldgs.,  $400;  total  mem.,  6S 
olunteera. 

Water  Supply — Source,  drilled  wells:  system, 
ump  to  tank;  tank  cap.,  84,000  gals.;  7  nydrants; 
ost  to  construct,  $3,280. 

HORICON,  pop.  1,600;  mercantile  bldgs.,  brick 
nd  stone,  2  stories;  private,  stone,  brick  and 
ood,  2  stories;  wooden  roofs  not  permitted;  firs* 
orks  ord.  Fire  dept. — ^1  steam  engine,  2  c.  hand 
K.,  1  h.  &  1.  truck,  2  hose  carriages;  ho9e,  cot* 
>n,  sood.  1.800  ft;  inferior,  all  kinds,  200  ft; 
»tal  nose.  2,000  ft.;  fire  alarm,  bell  and  whistle; 
ilue  of  dept  equipment  $3,000;  value  of  bldg^ 
(.000;  ann.  exp.  of  dept,  $360;  total  mem.,  100 
olunteera. 


Water  Supply — Source,  Rock  River  and  4  ci»> 
terns  cap.  6,000  bbls.;  mains  8,600  ft,  6  in.  dia.; 
9  hydrants. 

HUDSON,  pop.  84S60;  fire  area,  40  acres;  bldn., 
brick,  2  stones:  wooden  roofs  not  permitted;  fire* 
works  and  combustibles  ord.  Fire  dept— 1  steam- 
er, 8  c.  hand  ex.,  1  h.  ft  1.  truck,  1  hose  wagon, 
8  hose  carriages,  8  horses;  hose,  cotton,  rubber 
lined,  good  1^00  ft;  rubber,  good  1,000  ft;  in- 
ferior, all  kindSf  700  ft;  total  hose,  8,200  ft;  fire 
alarm,  Metropolitan,  7  boxes;  value  of  dept  equip- 
ment. $10,000;  value  of  bldas.,  $5,060;  ann.  exp. 
of  dept,  $260;  total  mem.,  16  volunteen;  undef^ 
writers'  rating,  third  claaa. 

Water  Supply — Source,  wells;  system,  pump  to 
res.;  res.  cap.  288,000  gals.;  2  pumping  engineSi 
cap.  per  day  2,000,000  gus.,  constructors  woiihinf 
ton.  Blake;  mains,  iron.  8V4  miles,  6  to  12  in.  dia., 
Ohio  Pipe  Co.;  84  hydrants,  Mich.  Brass  ft  Iron 
Co.;  86  valves;  meters,  total  number  104;  460 
services;  pressure,  dom.  80  lbs.,  fire  05  lbs.;  eon- 
sumption,  per  day  870,000  gals.,  per  capita  128 
gals.;    cost    to    constmct,    $&,000;    ann.    cost    of 


mtce.,  $102,000;  works  belong  to  city. 

HURLEY,  pop.  2,000:  fire  area.  80  acres;  mcf^ 
cantile  bldgs.,  wood  and  brick,  1  and  2  stories; 
private,  wood,  1  and  8  stories;  wooden  roofs  per 
mitted.  Fire  dept.— 1  c.  eneine,  1  h.  ft  1.  truck, 
1  hose  wagon,  4  nose  carts,  8  horses:  hose,  cotton, 
rubber  lined,  good,  8,300  ft;  inferior,  all  kinds. 
I,a00  ft;  toUl  hose,  4,800  ft.:  fire  alarm,  electric, 
6  boxes:  ann.  exp.  of  dept,  $4,000;  toUl  mem.  28, 
paid  full  time  2,  20  volunteers. 

Water  Supply — Source,  river;  system,  pump  to 
stdp.;  stdp.  cap.  500,000  gals.;  pumping  engines., 
cap.  per  day  2,000.000  gals.,  constructors  Worth- 
ington, Barr;  mains.  6  miles,  4  to  12  in.  dia.; 
Nat'l  Tube  Wka.;  48  hydrants,  Ludlow;  pressure, 
fire  100  lbs.;  works  belong  to  Co.. 

lOLA,  pop.  800:  fire  area,  400  acres;  mercan- 
^le  bldgs.,  brick  and  wood.  2  stories;  private, 
bnck  and  wood,  2  stories;  wooden  roofs  not  per 
mitted;  no  fireworks  ord.  Fire  dept.— 1  steamer, 
1  h.  &  1.  truck,  8  hose  carriages;  hose,  cotton, 
good,  1.660  ft;  inferior,  all  kinds,  160  ft;  total 
hose,  1,800  ft. ;  fire  alarm  bell ;  value  of  dept.  equip- 
ment  $3,225;  value  of  bldgs.,  $450;  ann.  exp.  of 
dept.,  $100;  total  mem.,  40  volunteers. 

Water  Supply— Source,  cisterns. 

JACKSON,  pop.  190;  fire  area,  40  acrea;  mer 
cantile  bldgs.,  wood.  1  and  2  stories;  private, 
wood,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept. — 1  hand  engine.  1  h.  ft  1.  truck,  1  aerial 
truck,  1  hose  carriage:  fire  alarm,  bell;  hose,  rub- 
ber. 500  ft;  value  of  dept  equipment,  $450;  value 
of  bldffs..  $300;  ann.  exp.  of  dept,  $75;  total 
mem.,  30  volunteers. 

Water  Supply — Source,  wells  and  cisterns. 

JANESVILLE,  pop.  18.890;  fire  area,  4,000  acres; 
mercantile  bldgs.,  brick,  2  to  5  stories;  private, 
brick  and  wood,  1  and  2  stoiies;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.,  causes 
of  fires  investigated;  av.  fire  loss  per  yr.  for  8 
yrs.,  $20,000;  ave.  ins.  for  same  time  $500,000. 
Fire  dept— 2  steamers,  1  c.  engine,  2  h.  &  1. 
trucks,  1  aerial  truck,  4  hose  wagons,  11  horses; 
hose,  cotton,  rubber  lined,  gooa,  5,w)0  ft.;  fire 
alarm,  Gamewell,  66  boxes:  value  of  dept.  equip- 
ment. $25,000;  value  of  bldgs.,  $12,000:  ann.  exp. 
of  dept.  $21,500;  total  mem.  22,  paid  full  time  12, 
call  men  10;  underwriters'  rating,  third  class. 

Water  Supply — Source,  wells,  H  mile  from 
business  center;  system,  pump  to  stdp.:  sidp.  cap., 
320,000  gals.;  material  used  in  cons.  iron,  build- 
ers Tippett  ft  Wood;  quality  of  water,  good;  res. 
cap.,  80(),000  gals.;  pumping  engines,  cap.  per 
day  4,000,000  gals.;  constructor  Hlake;  mains, 
cast  iron,  28  miles,  6  to  16  in.  dia..  Donaldson. 
Addyston;  302  hydrants.  Coffin,  Ludlow:  168 
valves;  meters,  total  number  710  Crown  Union, 
Gem,  Hersey  Rotary,  Thomson,  Nash;  meters 
owned  by  consumers;  2.165  services;  pipe,  iron; 
pressure,  dom.  70  lbs.,  fire  130  lbs.;  cost  to  con 
struct.  $275,000;  bonded  debt  $175,000;  int  paid 
on  bonds.  5  per  cent;  ann.  cost  of  mtce..  $5.0lMi: 
works  belong  to  Co. 

JEFFERSON,  pop.  8,000:  fire  area,  2.660  acres; 
mercantile  bldgs..  brick  and  wood.  1  to  3  stories; 
private,  brick  and  wood,  1%  stories;  wooden  roofs 
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not  permitted  in  fire  area;  fireworks  and  combns- 
tible  ord. ;  causes  of  fires  not  investigated.  Fire 
dept. — 1  steamer,  4  c.  hand  ex.,  1  h.  &  1.  truck, 
2  nose  reels;  hose,  cotton,  rubber  lined,  2,100  ft.; 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, $7,000 J  ann.  exp.  of  dept.,  1400;  total  mem., 
66:  underwaters*  rating,  third  class. 

Watbb  Supply — Source,  well;  system,  pump  to 
stdp. ;  stdp.  cap.  100,000  gals.;  2  pumping  engmes, 
cap.  per  day  2,000,000  gals.;  mains,  7  miles,  4  to 
10  in.  dia. ;  64  hydrants;  pressure,  dom.  66  lbs., 
fire  110  to  130  lbs.;  cost  to  construct,  $43,000. 

JOHNSON  CREEK,  pop.  500;  fire  area,  320 
acres;  mercantile  bldgs.^  brick  and  wood.  2  stories; 
private,  wood,  1^  stones;  wooden  roofs  not  per* 
mitted;  fireworks  ord.    Fire  dept — 1  h.  &  1.  truck, 

1  bote  carriage;  hose,  rubber,  800  ft.;  fire  alarm, 
bell;  value  of  equipment,  11,000;  value  of  bldgs., 
$400;  ann.  exp.,  $250;  mem.,  80    volunteers. 

Watee  Supply— Source,  pond;  1  pump.  Smith* 
Vaile;  quality  of  water,  good;  pipe,  1  mile,  6 
in.  dia.;  12  hydrants;  cost  to  construct,  $3,000; 
ann.  «ost  of  mtce.,  $100;  works  belong  to  Co. 

JUNEAU,    Dop.   881;    mercantile   bldgt.,   brick, 

2  stories;  private,  brick  and  woo<L  ll4  uid  2 
stories;  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  nept — 1  hand  engine,  6  c. 
hand  ex..  1  h.  &  1.  truck,  1  hose  wagon.  2  hose 
carriages;  hose  cotton,  rubber  lined,  good,  1,600 
ft.;  rubber,  good.  2.000  ft.;  toUl  hose.  8,600;  fire 
alarm,  bell;  value  of  dept.  equipment,  12,500; 
value  of  bldfirs.,  $2,600;  toUl  men..,  52    volunteers. 

Wateb  Supply — Source,  wells,  m  business  cen* 
tcr;  system,  pump  to  stdp.;  stdp.  cap.  25,000  gals.; 
pumping  engines,  cap.  per  day  960  bbls..  con- 
structors Fairbanks-Morse;  mams,  cast  iron,  2 
miles,  4  to  8  in.  dia.;  80  hydrants,  Mathews; 
meters,  total  number  6;  80  services;  pipe,  tron; 
pressure,  dom.  90  i.'S..  fire  60  lbs.;  cost  to  con- 
struct, $10,000;  int  oaid  on  bonds,  6  per  cent.; 
ann.   cost   of   mtce.,   $500. 

KAUKAUNA.  pop.  5,116;  fire  area.  600  acres: 
mercantile  bldgs.,  brick,  stone,  wood.  2  and  8 
stories;  private,  wood  and  brick,  1^  and  2 
stories;  wooden  roofs  not  permitted;  fireworks  and 
combustibles  ord.  Fire  dept. — 1  steamer,  1  h.  &  L 
truck,  1  hose  wagon,  2  hose  carriages.  4  horses; 
hose,  cotton,  rubber  lined,  good  1,500  ft.;  rubber, 
good  700  ft.:  inferior,  all  kinds,  600  ft.;  total  hose, 
1.800    ft.;    fire    alarm,    telephone:    value   of   dept. 


Water  Supply— Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.  direct:  stdp.  can.  176,- 

000  gals.,  dim.  20  x  76,  material  used  in  cons, 
steel;  res.  cap..  300.000  gals.;  2  pumping  engines, 
class  dup.,  cap.  per  day  8,000,000  gals.,  constructor 
Deane;  mains,  iron,  11  miles,  6  to  16  in.  dia.;  96 
hydrants.  Mich.  Brass  &  Iron;  meters,  total  num- 
ber 60,  owned  by  city;  362  services;  pressure,  dom. 
60  lbs.,  fire  70  lbs.;  cost  to  construct,  $80,000; 
bonded  debt,  $66,000;  int.  paid  on  bonds,  6  per 
cent;  works  belong  to  city. 

KENOSHA,  pop.  20.000;  fire  area,  1,600  acres; 
mercantile  bldgs.,  brick,  2  to  4  stories:  private, 
wood.  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  jr.  for  3  yrs.,  $23,818; 
av.    Ins.    for    same    time.    $16,163.      Fire    dept— 

1  steamer,  1  c.  engine,  6  c.  hand  ex.,  1  h.  &  L 
truck.  2  hone  wagons,  1  hose  reel,  9  horses;  hose, 
eotton.  rubber  lined,  good,  6,700  ft.;  inferior,  all 
kinds.  1,000  ft.:  total  hose,  6,700  ft.;  fire  alarm. 
C.amewell.  43  boxes;  value  of  dept.  equipment, 
$i2S.668;  value  of  bldgs.,  $22,000:  ann.  exp.  of  dept., 
$15,000;  toUl  mem.,  64,  paid  full  time  IS,  Tolun- 
teers  52;  underwriters'  rating,  third  class. 

Watee  Supply — Source,  lake,  wells,  1  mile  from 
business  center;  system,  pump  direct;  3  pumping 
engines,  class  comp..  cap  per  day  8,000,000  gals., 
constn^ctors  Gordon,  Barr;  mains,  cast  and  galv. 
iron,  31.70  miles.  1  to  14  in.  dia.;  221  hydrants, 
Eddy,  Ludlow.  Mathews.  Rensselaer;  metfers.  total 
number  1.168;  2.872  services;  pipe,  lead;  pressure, 
dom.  60  lbs.,  fire  WVIOO  lbs.:  cost  to  construct 
$207,106  a^;  bonded  debt  $100,000;  ann.  cost  oi 
mtce..  $30,000.87;  works  belong  to  Co. 

KEWASKUM,    pop.    T70;    fire    area,    700    acres; 
mercantile  bldgs.,  brick,  S  stories;  private,  brick 


and  wood,  2  stories;  wooden  roofs  permitted; 
works  ord.  Fire  dept— 2  steamers,  2  h.  &  1.  trucks. 
1  hand  engine,  2  c.  hand  ex.,  Z  hose  wagons.  I 
hose  carriages;  hose,  rubber,  200  ft;  inferior,  all 
kinds,  1.100  ft;  total  hose,  1,800  ft;  fire  alarm, 
bell;  value  of  dept.  equipment,  $1,600;  valne  ot 
bldgs.,  $6,000;  ann.  exp.  ol  dept,  826;  total  mn 
60  volunteers. 
Watbb  Supply— Soarce,  wella. 


KEWAUNEE,  pop.  1,773;  fii«  area,  MO 
Udga.,  brick  and  wood,  8  and  4  atones;  wooden 
roofs  permitted;  fireworks  ord.:  fires  iaveatigatcd. 
Fire  dept — 1  steam  engine,  2  hand  engines,  I 
chemical  engine,  2  chemical  ex.,  1  h«  &  L  truck.  S 
hose  carriages;  hose,  cotton,  good  2,000  ft:  l»- 
ferior,  2,0U0  ft:  total  hose,  4,000  ft:  fire  alara, 
bell;  value  of  fire  dept  equipment,  ^SOO;  ann. 
exp.  of  dept,  $800;  total  mem.,  20,  paid  fuU  time 
14,  volunteers  6. 

Watee  Supply — Source,  cisterns  and  springs, 
1.000  ft  from  business  center;  res.  cap.  400  bbls.; 
mains,  wood.  2.000  ftj^2^  in.  dia.;  meters^  4; 
per  cent;  ann.  exp..  |5O0i 


KILBOURN.  pop.  1434;  fire  area,  40  acres; 
mercantile  bldgs..  stone,  brick  and  wood,  2  sto- 
ries {  private,  wo  f*  IH  stories:  causes  of  fires  in- 
vestigated; fireworks  and  combustibles  ord.  Fire 
dept— 1  h.  &  1.  truck.  8  hose  carriages;  hose»  cot- 
ton, rubber  lined,  good,  1,600  ft;  inferior,  all 
kinds.  1.000  ft;  tot^  hose,  2.600  ft;  fire  alam, 
bell;  value  of  dept.  equipment,  $1,600;  value  oi 
bldgs.,  $1,000;  ann.  exp.  of  dept.  $300;  total  nscm., 
30  volunteers. 

Watee  Supply— Source,  wells,  2  blocks  from 
business  center;  system,  pump  to  res.;  res.  cap. 
60,000  gals.;  pumping  engines,  cap.  per  day  250,- 
000  gals.,  constructors  Smith- Vaile ^  mains,  cast, 
wrought  iron,  steel,  6  miles,  2  to  8  in.  dia.,  Addy- 
ston;  38  hydrants.  Eclipse,  St  Louis;  19  valves; 
250  services;  pipe,  galv.  iron;  pressure,  dom.  SI 
lbs.,  fire  120  Ids.;  cost  to  construct,  $3i6i,000;  tnt 
paid  on  bonds,  6  per  cent.;  ann.  cost  of  mtoe., 
$1,200;   works  belong  to  city. 

LA  CROSSE,  pop.  30.000;  fire  area,  5,290  acres; 
mercantile  bldgs.,  brick  and  wood,  1  to  4  stories; 
private,  brick,  wood,  1  to  4  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
fire  loss  for  1908.  $37,690;  ins.  for  same  time.  S338.- 
620.  Fire  dept.— 3  steamers,  3  h.  &  1.  tmcks,  1 
aerial  truck.  6  hose  sleighs.  6  suppler  wagons,  6 
supply  slei^ns.  8  h.  &  1.  sleighs,  2  light  va«yns, 
6  hose  carnages,  23  horses;  hose,  cotton,  rubber 
lined,  good.  14,960  ft;  fire  alarm,  Gaynor.  54 
boxes;  value  of  dept  equipment  $00J60;  valne  of 
bldgs.,  $46,960;  ann.  exp.  of  dept.,  $46,598.94;  total 
mem.,  48,  paid  full  time;  underwriters'  rating;  sec- 
ond class. 

Watee  Supply — Source,  river,  34  mHe  from 
business  center;  system.  Jpnmp  direct;  pnmpieg 
engines,  cap.  per  day  16,500.<X)0  gals.,  constmctors 
Blake,  Holly;  mains,  cast  iron,  62%  miles,  I  to 
30  in.  dia.;  486  hydrants  wood;  420  valves;  me- 
ters, total  number  1,241;  4,400  services:  pipe.  gahr. 
iron;  pressure,  dom.  00  lbs.,  fire  100  lbs.;  con- 
sumption per  day  8440,409  gals^  per  capita  IM 
gals.;  cost  to  construct,  $470,438;  ann.  cost  of 
mtce..  $18,961;  works  belong  to  city. 


LAKE  GENEVA,  pop.  2,685;  fire 
acres;  mercantile  bldgs.,  brick  and  wood,  2  and 
8  stories;  private,  wood.  2  stories;  wooden  roofs 
not  permitted:  fireworks  and  combustibles  otd.; 
causes  of  fires  invesii^ated.  Fire  dept.— 4  c  band 
ex.,  1  h.  &  I.  truck,  2  hose  carriages.  1  bose  cart, 
6  horses;  hose,  cotton,  rubber  lined,  good.  1.4ift 
ft;  rubber,  good.  900  ft;  total  hose,  2jQ0  ft:  fira 
alarm,  whistle,  7  boxes;  value  of  dept  equipment, 
$8,400;  value  of  bldgs.,  $800;  ann.  expi  of  dept« 
$260:  total  mem.,  40  volunteers. 

Watee  Supply — Source,  wells,  H  naile  frosn 
business  center;  system,  pump  to  stdp.  and  direct; 
stdp.  cap.  100,000  gals.:  material  used  iit  oona. 
wood;  quslity  of  water,  good;  res.  can.  1 10.000  gala.; 
3  pumping  engines,  cap.  per  day  S.2.'S0.<XI0  gala^ 
constructrrs  Deane,  Smitn-Vaile;  maina»  iron,  6 
miles,  4  to  10  in.  dia.,  Addyston;  70  brdrants, 
Msthews:  10  valves:  meters,  total  numt>er  IIS, 
Worth  in  gton  90.  Trident  85;  280  services:  prcn^ 
sure,  dom.  50  lbs.,  fire  75  lbs.;  consnmptiim,  per 
day  1,000,000  gals.,  per  capita  400  gals.;  cott  to 
construct,  $97,000;  works  belong  to  Co^ 
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LAKE  MILLS»  pop.  1,602;  fire  area,  100  acres; 
mercantile  bidgs.,  bnck,  1  to  8  stories;  private, 
brick  and  wood,  2  stories;  wooden  roots  per* 
mitted;  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated:  av.  fire  loss  per  yr.  for  3  yrs., 
11,600;  av.  ins.  tor  same  time,  |900.  Fire  dept— 
1  h.  &  1.  truck,  1  water  tower,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good  2,000  ft;  fire 
alarm,  bell;  value  of  dept.  equipment,  11,000;  yalue 
of  bldgs.,  $1,200;  ann.  exp.  of  dept.,  975;  total 
mem.,  28  volunteers. 

Watsk  Supply— Source,  wells  in  business  cen- 
ter: system,  pump  to  res.  and  direct;  res.  cap., 
60,000  gals.;  pumping  engines,  class  triplex,  cap. 
per  day  432,000  gals.,  constructor  Gould;  mains,  S 
miles,  6  in.  dia.^  29  hydrants;  meters,  total  num- 
ber 50;  120  services;  pressure,  dom.  60  lbs.,  fire 
80  lbs.;  consumption  per  day,  60,000  galsj  cost  to 
construct,  (15,000;  ann.  cost  of  mtce.,  $800;  works 
belong  to  city. 

LANCASTER,  pop.  2,660;  fire  area.  640  acres; 
mercantile  bldgs.,  brick,  1  and  2  stones  {  private, 
1  and  2  stories;  no  wooden  roofs  permitted;  no 
fireworks  and  combustibles  ord.;  causes  of  fires 
investigated.  Fire  dept.— -2  hand  engines,  1  h.  &  L 
truck,  1  comb.  c.  &  hose  wagon;  hose,  cotton, 
rubber  lined,  good.  1,000  ft.:  mferior,  all  kinds, 
600  ft.;  total  hose,  1,600  ft.:  fiire  alarm,  bell;  value 
of  dept.  equipment,  $2,000;  ann.  exp.  of  dept., 
1268;  total  mem.,  50,  paid  part  time;  underwriters' 
rating,  third  class. 

Watks  Supply — Source,  spring,  2%  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap., 
100,500  gals.,  dim.  16x70,  located  north  of  city; 
material  used  in  cons.,  steel;  quality  of  water,  good: 
2  pumping  engines,  20  x  8  x  18,  cap.  per  day  700,000 
gals.,  constructor  Deane;  mains,  cast  iron.  8  miles, 
4  to  8  in.  dia.;  64  hydrants,  Mathews;  46  valves, 
Eddy;  meters,  total  number  60,  Buffalo,  Keystone 
Trident,  meters  owned  by  consumers;  426 
services;  pipe,  galv.  iron;  pressure^  dom. 
)0  to  00  lbs.,  fire  75  lbs.;  consumption,  per 
lay  60,000  gals.,  per  capita  25  gals.:  cost  to  con- 
(tract,  $60,000;  bonded  debt,  $20,000;  int.  paid 
m  bonds.  5  per  cent;  ann.  cost  of  mtce.,  $1,400; 
vorks  belong  to  city. 

LAVALLE,  poD.  400;  fire  area,  3  blocks;  mercan- 
ile  bldg.,  wood,  2  stones;  private  dwellings,  wood, 
:  stories;  wooden  roofs  are  not  permitted;  fire- 
vorks  and  combustibles  ord.;  causes  of  fires  in- 
estimated;  av.  fire  loss  per  yr.  for  the  past  3  yrs., 
1,000;  av.  ins.  involvedf,  $500.  Fire  dept— 1  hose 
arriage;  hose,  cotton,  rubber  lined,  good,  600  ft.; 
>tal  hose    600  ft.;  fire  alarm,  bell;  voltmteers,  12. 

Water  Supply— River  &  cisterns. 

LINCOLN,  pop.  1,800;  mercantile  bldgs.,  brick 
nd  stone,  2  stories;  private  dwellings,,  brick, 
tone  and  wood,  1  to  2  stories;  wooden  roofs  per- 
litted  in  fire  area;  causes  of  fires  investigated;  av. 
re  loss  per  yr.  for  the  past  3  yrs.,  $500;  av.  ins. 
ivolved,  $300. 
Water  Supply — Not  reported. 

LITTLE    CHUTE     pop.    1,400;     fire    area,    4 

lies.     Fire  dept— Hand  c.  engine  and  h.  &  1. 

uck;  value  of  equipment,  $1,000;  value  of  bldgs.. 

,200;   exp.   of  dept,  $26;  total  mem.,   30  volun- 

ers. 

Watbr  Supply— Source,     wells;      underwriters' 

ting,   fourth  class. 

MADISON  pop.  26,000;  fire  area.  6,600  acres; 
•rcantile  blags.,  wood  and  brick,  1  to  6  stories; 
tvate,  wood  and  brick,  1  to  3  stories;  wooden 
3fs  not  permitted;  combustibles  ord.;  fire  loss 
-  3  yrs.,  $21,784;  ins.  involved  for  same  time, 
0,735.  Fire  dept. — 3  steamers,  Ic.  engine.  10  c. 
id  ex.,  2  h.  &  1.  trucks,  2  hose  wagons,  1  hose 
-t,  2  comb.  c.  &  h.  wagons,  1  hose  carriage,  16 
-ses;  hose,  cotton,  rubber  lined,  good,  8,500  ft; 
erior,  all  kinds,  1,000  ft;  total  hose,  9,500  ft; 
r  alarm,  Gamewell,  45  boxes,  value  of  dept 
ripment,  $24,926;  value  of  bldgs.,  ^,000:  ann. 
>.  of  dept.,  $36,433.66;  total  mem.  35,  paid  full 
e  27.    paid  part  time  8. 

/ater  Supply— Source,  wells,  %  mile  from 
;iness  center:  system,  gravity,  pump  direct; 
p.  cap.,  63.000  gals.;  2  pumping  engines,  cap. 
day  5,500,000  gals.^  constructors.  Revnolds  and 
liss:  mains,  cast  iron,  48V&  miles,  4  to  16  in. 
:  2o6  hydrants,  Mathews;  363  valves:  meters, 
.1  number  3,866,  Hersey,  Crown,  Thomson. 
fa;  3,4G2  services;  pipe,  lead;  pressure,  dom.  86 


lbs.,  fire  120  to  150  lbs.;  consumption  per  day, 
1,601,063  gals.;  cost  to  construct  $477,011;  ann. 
cost  of  mtce.,  $17,540;  works  belong  to  city. 

MANITOWOC,  pop.  13,000;  fire  area,  1,600 
acres;  mercantile  bldgs.,  brick  and  wood.  1  and  2 
stories;  private,  brick  and  wood,  1  and  2  stories; 
wooden  roofs  not  permitted  in  fire  area;  com> 
bustibles  ord.;  causes  of  fires  investigated.  Fire 
dept.— 6  c.  hand  ex.,  1  h.  &  1.  truck,  3  hose  wagons, 
hose,  cotton,  rubber  lined,  good,  5,500  ft ;  inferior, 
all  kinds  600  ft;  total  hose,  6,100  ft:  fire  alarm, 
electric,  61  boxes;  value  of  dept.  equipment,  $15,* 
000;  value  of  bldgs.,  $19,600:  ann.  exp.  of  dept., 
$12,000;  total  mem.  16,  paid  full  time  12.  paid  part 
time  4. 

Water  Supply— Source,  wells  and  river,  1  mile 
from  business  center:  svstem,  pump  to  stdp.  and 
direct;  stdp.  cap.  500,000  gals.,  material  used  in 
cons,  steel;  quality  of  water,  good;  2  pumping  en- 
gines, class  comp.  dup.,  cap.  per  day  3,000,000 
!:als.|  constructor  Wortnington;  mains,  cast  iron, 
4  miles,  6  to  18  in.  dia.:  206  hydrants;  136  valves; 
meters,  total  number  675,  owned  by  consumer; 
1,700  services;  pipe,  lead  and  iron;  pressure,  dom. 
70  lbs.,  fire  126  lbs.;  consumption  per  day,  850,000 

fals.;  bonded  debt  $200,000;  int.  paid  on  bonds, 
per  cent;  works  belong  to  Co. 


MARATHON,   pop.   700;    fire   area,  320   acres; 


fires  investigated.  Fire  dept.— 1  hand  engine,  24 
c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  cart;  hose, 
cotton,  rubber  lined,  good.  1,400  ft;  fire  alarm, 
bell;  value  of  dept.  equipment,  $800;  ann.  exp.  of 
dept,  $100:  total  mem.,  18  volunteers. 

Watsr  Supply— Source,  wells,  springs  and 
creeks. 

MARINETTE,  pop.  17,696;  fire  area,  1,880 
acres;  bldgs,  brick,  2  and  3  stories;  wooden  roofs 
not  permitted.  Fire  dept — 2  steamets,  2  c.  hand 
ex.,  1  h.  &  1.  truck.  2  hose  sleighs,  1  cart,  3  hose 
wagons,  3  hose  carriages,  1  fire  boat.  10  horses; 
hose  cotton,  rubber  lined,  good,  1,200  ft;  rubber, 
good,  3.400  ft.;  total  hose.  3,600  ft.;  fire  alarm, 
Gamewell,  69  boxes;  value  of  dept.  equipment, 
$26,541;  total  mem.  18,  paid  full  time;  under- 
writers'  rating,  second   class. 

Watbr  Supply— Source,  bayj  H  mUe  from  busi- 
ness center;  system,  pump  direct;  filtration  sys- 
tem; cap.  of  plant^  4,000,000  gals.;  4  pumping 
engines,  cap.  per  day,  11,000,000  gals.,  constructors 
Worthington,  jDeane;  mains,  cast  iron,  22  miles,  4 
to  20  in.  dia.,  Dennis  Long,  Addyson;  284  hvdrants, 
Ludlow;  76  valves;  meters,  total  number  64;  2,479 
services;  pressure,  dom.  40  lbs.,  fire  110  lbs.;  cost 
to  construct,  $180,000;  works  belong  to  Co. 

MARSHFIELD,  pop.  6,089;  bldgs..  brick  and 
wood,  2  and  3  stories;  wooden  roots  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire  dept 
— 1  h.  &  1.  truck.  1  hose  wagon,  2  hose  carriages; 
hose,  cotton,  rubber  lined,  good  2,400  ft.;  rubber, 
good  400  ft;  total  hose,  %800  ft;  fire  alarm, 
bell  and  whistle^;  value  of  dept  equipment,  $3,000; 
value  of  bldgs..  $20,000;  ann.  exp.  of  dept,  $450; 
total  mem.,  40  volunteers;  underwriters'  rating, 
third  class. 

Watks  Supply — Source,  wells,  springs;  svstem, 
pump  to  stdp.;  dim.,  16  x  120,  builders  Moffett, 
Hodgkins,  Clark  &  Co.;  res.  cap.,  700,000  gals.; 
pumping  engines,  cap.  pet  dav  24250,000  gals., 
constructors  Worthington,  Smealey;  mains,  iron, 
8  miles,  6  to  12  in.  dia.;  88  hydrants,  Ludlow; 
38  valves;  meters,  total  number  00,  Thomson, 
National,  Worthington;  190  services;  pressure, 
dom.  56  lbs.,  fire  120  lbs.;  cost  to  construct,  $110.- 
000;  ann.  cost  of  mtce.,  $5i,500;  works  belong  to 
city 

MATTOON,  pop.  1,400;  mercantile  bldgs.,  wood. 
Fire  dept— 1  steam  pump,  3  hose  carriages;  total 
hose.  2,200  ft.;  fire  alarm,  whistle;  total  mem.,  18 
volunteers. 

Water  Supply — Source,  Wisconsin  Timber  & 
Land  Co..  system,  pump,  cap.  700  gals,  per  day, 
mains.  2,000  ft,  3  &  4  in.  dia. 

MAUSTON,  pop.  1,800;  fire  area.  160  to  200 
acres.;  mercantile  bldgs.,  stone,  brick  and  wood, 
1  to  3  stories;  private,  brick  and  wood.  2  stories: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles    ord.;    causes    of    fires   investigated. 


B-484 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— WISCONSIN. 


Fire  dept.— 1  h.  &  1.  truck*  2  hote  carts;  hose, 
cotton,  rubber  lined,  good,  1,700  ft;  rubber,  good. 
1,560  ft. ;  inferior,  all  kinds.  450  ft. ;  total  hose,  3,700 
ft.;  fire  a^arm,  bell  and  telephone:  value  of  dept. 
equipment,  SL,600;  ann.  exp.  of  dept,  100;  total 
mem.,  86  Tolunteera. 

Watis  Supply — Source,  wellt,  )4  mile  from 
buiinem  center;  ayBtem,  pump  to  rea.  and  direct^ 
rea.  cap.  178^000  gals.;  pumj^g  engines,  cap.  per 
•day  75Q.000  gals.,  dass  duplex,  constructors  Fair- 
banks-Morse: mains,  cast  iron,  4  miles,  4  to  8  in. 
dia.;  40  hydrants,  Waterous:  75  senrices;  pipe, 
galv.  iron;  pressure,  dom.  80  lbs.,  fire  80  lbs.;  cost 
to  construct,  H^OOO;  int^paid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.»  1700. 

MAYVILLE,  pop.  2,000:  fire  area.  400  acres; 
Udgs.,  stone,  wood  and  brick,  1  to  3  storiea; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bidgs.,  stone,  wood  and  brick,  1  to  3  stories 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept—l  h.  &  1.  truck,  8  hose 
carriages;  hose,  cotton,  ^ood,  2,200  ft.;  fire  alarm, 
bell:  value  of  dept  equipment,  $2,000;  ann.  exp. 
of  aept,  $400;  total  mem.,  146  volunteers;  under- 
writers'  rating,  fourth  class. 

Watbk  Supply— VVclL 

MAZOMANIE,  pop.  90S;  fire  area,  860  acres; 
^mercantile  bldgs.,  brick  and  wood,  2  stories; 
private,  brick  and  wood.  1  and  2  stories:  wooden 
roofs  permitted;  fireworks  and  combustibles  ord. 
Fire  dept.— 1  hand  engine,  1  h.  &  1.  truck,  2  hose 
'  carriages;  hose,  cotton,  rubber  lined,  good,  800 
ft;  rubber,  good,  600  ft:  total  hose.  800  ft^  fire 
alarm,  bell;  value  of  dept  equipment,  I6»000; 
value  of  bldgs.,  $2,600;  ann.  exp.  of  dept,  $800; 
total  mem.,  Q,  paid  part  time  2,  volunteers,  47; 
underwriters'  rating,  fourth  class. 

Watbk  Supply— Source^  wells;  system,  gravity 
and  pump  to  res.;  quality   of  water,   good;  res. 


in.  dia.;  12  hydrants;  4  valves;  28  services;  pres- 
aure,  dom.  and  fire,  86  lbs.;  cost  to  construct, 
$6,000;  int  paid  on  bonds,  6  per  cent;  works  be- 
long to  city. 

MED  FORD,  pop.  2,000;  fire  area,  240  acres; 
mercantile  bigs.,  brick,  1  to  2  stones;  private, 
wood,  1^  stories;  wooden  roffs  permitted  in  fire 
area;  combustibles  ord.;  causes  of  fires  investi- 
gated. Fire  dept— 2  steamers,  1  hand  engine,  2 
e.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon.  2  hose 
carts,  74  horses;  hose,  cotton,  rubber  Imed,  good, 
8,700  ft.;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment,  $6^;  value  of  bldgs.,  $4,000: 
ann.  exp.  of  dept,  $776;  total  mem.  38,  paid  full 
time  1,  37  volunteers. 

Watsk  Supply— Source,  wells  and  river,  in 
business  center;  system,  pump  direct;  res.  cap., 
14,000  gals.,  located  on  Second  street;  mains,  cast 
iron,  %  mile,  6  to  10  in.  dia.;  12  hydrants;  8  valves; 
pressure,  fire  180  lbs. ;  works  belong  to  city. 

MENASHA,  pop.  6,700;  fire  area,  960  acres; 
mercantile  bidga.,  brick  and  wood,  1  to  4  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 8  steam- 
ers, 1  h.  &  L  truck,  1  hose  carriage,  1  hose  wagon, 
6  horses,  force  pumps,  Siamese  couplings  used; 
hose,  cotton,  good,  3.800  ft. ;  inferior,  300  ft. ;  total 
hose,  4,100  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  $14^:  value  of  bldgs.,  $12.- 
000;  ann.  exp.  of  dept,  $6,000;  total  mem.  20,  paid 
part  time. 

Water  Supply— Source,  river;  system,  pum^  to 
stdp.,  pump  cap.  2,600,000  gals.;  mains  13  miles, 
6  to  20  in.  dia.;  89  hydrants. 

MENOMONIE,  pop.  5.655;  fire  area,  280  blocks; 
bldgs.  brick  and  wood,  2  and  8  stories;  wooden 
roots  permitted;  fireworks  and  combustiblea  ord. 
Fire  dept— 1  c.  engine,  2  c.  hand  ex.,  1  h.  &  1. 
truck,  8  hose  carriages;  hose,  rubber,  good,  1,400 
ft;  inferior,  all  kinds,  800  ft;  total  hose,  2,200 
ft:  fire  alarm,  bell;  value  of  dept  equipment, 
$6,000;  value  of  bldgs^  $700;  ann.  exp.  of  dept.. 
$2,000;  total  mem.,  45  volunteers;  underwriters* 
rating,  third  class. 

Water  Supply— Source,  wells  and  river,  %  mile 
from  business  center;  system,  pump  to  stdp.  and 
direct;  stdp.  cap.  100,000  gals.;  2  pumping  engines, 


cap.  per  day  2,500,000  gals.,  constructor  Gordon; 
mains,  iron,  10  miles,  4  to  10  in.  dia.,  Shidde, 
Howard-Harrison;  110  hvdrants.  Draper;  500  ser- 
vices; pressure,  dom.  6o  lbs.,  fire  90  lbs.;  con- 
sumption per  day  200,000  gals.,  per  capita  40  gals.; 
cost  to  construct,  $125,000;  ann.  cost  of  mtee~, 
$4,000;  works  belong  to  Co. 


MERRILL,   pop.  10,000;  fire  area,   S340 , 

mercantile  bldgs.,  brick  and  wood,  1  to  8  sto- 
ries; private,  wood,  1  and  2  stories:  wooden  roob 
not  permitted;  fireworks  and  combiistibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 2  c.  hand 
ex.,  1  h.  &  1.  truck,  Z  hose  wagons.  1  hose  reel. 
6  horses;  hose,  cotton,  rubber  lined,  good,  ZJSM 
ft;  rubber,  good,  1,000  ft;  toul  hose.  4^  ft; 
fire  alarm,  whistle  and  telephone;  6  boxes;  valve 
of  dept.  equipment,  $11,000;  value  of  bldgs.^ 
$10,000;  ann.  exp.  of  dept,  $8,000;  total  mem.  It, 
paid  full  time. 

Water  Supply— Source,  river,  wells,  H  ^ok 
from  buaineas  center;  system,  pump  diirect;  filtra- 
tion, Jewell;  cap.  of  plant,  1|60(£000  gals.;  S  pump- 
ing enginea,  cap.  per  day  4,000|00O  gals.,  constrac- 
tors  Deane,  Wortniagton;  mams,  cast  iron,  14% 
miles,  4  to  12  in.  dia.;  181  hydrants.  Ludlow;  9QV 
services;  pipe,  galv.  iron;  pressure,  dom.  40  Ibc 
fire  110  Ids.;  cost  to  construct,  $140,000;  wofks 
belong  to  Co. 

MIDDLETON,  bldgs.,  brick  and  wood.  Fire 
dept.— 1  e.  engine,  1  n.  ft  L  truck.  2  hose  csr- 
riages;  hose,  1,000  ft;  fire  alarm,  bell;  total  mem.. 
60  volunteers. 

Water  Supply— Not  reported. 

MILWAUKEE,  pop.  860(000;  fire  area.  23  ml 
miles;  mercantile  bid^.,  bnck  and  stone,  1  to  B 
stories;  private,  stone,  brick  and  wood,  2  to  I 
stories:  wooden  roofs  not  permitted  in  nre  area; 
fireworks  and  combustiblea  ord.;  causes  of  fires 
investigated;  av.  fire  loss  per  yr.  for  S  yrs..  $4$S. 
966;  av.  ins.  involved  for  same  time.  $16sM,1S0. 
Fire  dept.— 26  steamers  (8  in  reserve),  4  firelMsts, 
13  h.  &  1.  trucks,  1  water  tower.  8  c  engines. 
60  c.  hand  ex.,  4  aerial  trucks.  9  city  trucks, 
8  comb.  c.  &  h.  wagons.  20  hose  wagons  2S 
horses;  hose,  rubber,  good,  100,000  ft;  fire  aiamu 
electric,  591  boxes;  ann.  exp.  of  dept..  $ff78»C90.19; 
total  mem.  496,  paid  full  time. 

Watxe  Supply— Source,  lake,  S  miles  from 
business  center;  system,  pump  to  res.,  atdn.  aad 
direct;  stdp.  cap.  212,000  gals.,  dim.  15  x  laO.  14  s 
125,  material  used  in  cons,  brick  aar  iron,  build- 
ers Eriston,  Weinhagen;  quality  of  water,  good; 
res.  cap.,  21,600,000  gala. ;  9  pumpmg  cngii>rs,  dass 
comp.  triplex,  cap.  per  day  111,000,000  gala.,  ccs- 
structors  Allis-Chalmers  Co.;  mains,  cast  iron,  49 
miles  4  to  86  in.  dia.;  2,986  hydrants;  2,982  valves; 
meters,  total  number  45,068,  Worthington,  Niag- 
ara, Neptune,  Thomson,  Nash,  Hersejr.  Keystone, 
Worthington,  Disc,  Westinghousc,  XJnion,  Stand- 
ard, Crown  Gem,  Current  Fa^en  and  Crest: 
owned  by  consumer;  ^fi^i  services;  pipe,  lead; 
pressure,  dom.  and  fire,  20  to  55  lbs.;  oonamnpdcs 
per  day  8,806,004  _gals^  per  capiu  91  gals. ;  cost  to 
construct.  $6,176,758,971  bonded  debt.  n4lJ»,  mt. 
paid  on  bonds,  4  and  5  per  cent;  cost  of  ntoe., 
$211,897.92;  works  belong  to  city. 

MINERAL  POINT,  pop.  2,26I|  lire  area,  I 
blocks;  mercantile  bld^s.,  stone,  bndt  and  woo^ 
2  stories;  private,  wood,  2  stones;  wooden  roofis 
not  permitted;  fireworks  aad  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept. — ^1  h.  ft  L 
trudc,  2  hose  carts;  nose,  cottonj  rabber  lined, 
good,  1,200  ft;  fire  alarm,  bell  and  whistle;  valae 
of  dept.  equipment,  $8,000;  value  of  bkigSL,  92JSW: 
total  mem^  60  volunteers. 

WATsa  SuppLT—Source,  wells  and  cisterns;  sys- 
tem, gravity,  pump  to  res.,  to  atdo^  direct. 

MONDOVI,  pop.  1,600;  fire  srea,  2  blocks;  mtv- 
cantile  bldgs.,  brick  and  wood.  1  to  t  stories, 
private  dwellings,  wood,  1  to  2  stories;  wtiodaa 
roofs  not  permitted  in  fire  ares;  causes  of  firs 
investigated.  Fire  dept— H.  C  L  tracks,  hose 
wagons;  hoae,  cotton,  rubber  fined,  good,  1«000  ft; 
fire  alarm,  bell;  total  mem.,  40. 

Wat»  Supplt — Source,  weU,  center  of  bnsinem 
center:  res.  cap.,  180,000;  1  pumpinc  eng^ 
465  gals,  per  minute;  mains,  cast  Iron,  t 
6  to  8  in.  dia.;  27  hvdrants;  meters,  total  i 
46(  pressure,  dom.  6d  lbs.,  fire  06  Iba.;  cost  to  «.«u. 
struct.  $19,200;  bonded  debt  $1»800;  int.  paid  c. 
bonds,  3V^  per  cent. 
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MONROE,  pop.  4,289;  bld^.  wood  and  brick. 
2  stories  I  wooden  roofs  permitted;  fireworks  and 
combustibles  ord.  Fire  dept.->l  steamer,  1  h«  &  L 
truck,  1  aerial  truck,  2  hose  carriasres;  hose,  cot- 
ton, rubber  lined,  good,  1,600  ft :  rubber,  good.  GOO 
ft.;  total  hose,  2,000  ft;  fire  alarm,  Gamewell,  6 
boxes;  total  mem.,  42  Tolunteers;  underwriters' 
rating,  third  class. 

Watbk  Supply— Source,  wells,  1  mile  from 
business  center;  system,  pump  to  res.  and  direct; 
res.  cap.^  100,0(K>  gals.;  8  pumpmg  engines,  class 
comp.  tnplex,  cap.  per  dav  2,000,000  gals.,  con* 
structors  Worthington,  Gould;  mains,  cast  iron,  8 
miles.  4  to  12  in.  dia.,  Detroit;  80  hydrants,  Eddy; 
20  Tslves;  meters,  total  number  87,  Hersey  Thom- 
son; 462  services;  pipe,  lead:  pressure,  dom.  70 
lbs.,  fire  120  lbs.:  consumption  per  day  260,000 
rals.,  per  capita  60  jals.;  cost  to  construct,  |106,- 
SOO;  bonded  debt,  ^,000;  int  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtcc.,  12,000;  works  belong 
to  Co. 

MONTELLO,  pop.  1,800;  fire  area,  40  acres; 
nercantile  bldgs.,  brick,  2  stories;  private,  brick 
ind  wood,  2  stories;  wooden  roots  permitted  in 
ire  area;  fireworks  and  combustibles  ord.;  causes 
»f  fires  investi^ted.  Fire  depL— 1  hose  wafl;on,  1 
>f  fires  investigated,  fire  depL— 1  gas  engine,  1 
lose  wagon,  1  hose  cart,  1  h.  &  1.  truck;  hose, 
:otton,  rubber  lined,  good,  2,000  ft^  fire  alarm, 
>ell;  value  of  dept.  equipment,  $2,000;  value  of 
tldgs.,  $14iOO;  ann.  exp.  of  dept,  $260;  total  mem.. 
&  volunteers. 

Watbi  Supply— Source,  wells,  mill  pond,  1^ 
Jocks  from  business  center;  svstem,  pump  <u- 
ect  to  mains;  4  hydrants,  800  lbs.  horse  power; 
ost  to  construct,  $360;  works  belong  to  village. 

MUSCODA,  pop.  743;  fire  area,  86  acres;  bldgs.. 
rickj  stone  and  wood,  2  stories;  wooden  roofs 
eYmitted;  no  fireworks  and  combustibles  ord.  Fire 
ept — 1  hand  engine,  1  c.  engine,  17  c.  eac,  1 
.  &  1.  truck,  1  hose  carriage;  nose,  cotton,  good 
50  ft;  rubber,  100  ft;  total  hose.  760  ft;  value 
f  dept  equipment,  81,000;  valucf  of  bldgs..  $2,000; 
nn.  exp.  of  dept,  $65;  total  mem.,  30  volunteers. 
Water  SupPLY--Source,  37  driven  wells,  use  for 
re  protection  only;  system,  pump  direct^  pump- 
ig  engines,  cap.  per  min.  260  gals.;  pipe,  8% 
I.;  cost  to  construct,  $1,760. 

NECEDAH.  pop.  1.200;  fire  area,  1,200  acres; 
lercantile  bldgs.,  bnck  and  wood,  2  stories; 
rivate,  wood.  1  and  2  stories,  shingle  and  iron 
lofs;  fireworks  and  combustibles  ord.  Fire  dept 
-2  hose  carriages;  hose,  linen,  good  IJSOO  ft; 
nderwriters'  rating,  third  class. 
Watkk  Supply — System,  stationary  steam  pumps; 
pe  covering  main  street  and  most  valuable  prop- 
ty. 

NEENAH,  pop.  6,054;  fire  area.  260  acres;  mer- 
tntile  bldgs.,  brick  and  wood,  1  and  2  stories; 
'ivate,  wood  and  brick,  1  and  2  stories;  wooden 
•ofa  permitted;  fireworks  and  combustibles  ord. 
ire  dept. — 1  steamer,  1  h.  &  1.  truck,  1  hose 
agon,  3  hose  carriages,  8  horses;  hose,  cotton. 
ibber  lined,  good  2,000  ft.;  rubber,  good  1,000 
.;  inferior,  all  kinds,  2,400  ft;  total  hose.  5.400 
.;  fire  alarm,  bell  and  whistle;  value  of  dept 
ulpment,  $7,000;  value  of  bldgs.,  $80,000;  ana 
p.  of  dept,  $1,200;  total  mem..  26  volunteers. 
Water  Supply — Source,  wells,  1  mile  from  buai- 
ss  center;  system,  pump  to  stdp.  and  direct: 
)p.  cap.,  276,000  gals.j^^  builders  Springfield 
>i]er  Co.;  re&.  cap.,  140,000  gals.;  pumping  en- 
les,  can.  per  day  2,560.000  gals.,  constructor 
;ane:  mains,  cast  iron,  8k  miles,  4  to  14  in.  dia., 
Idyston;  84  hydrants,  Michigan;  860  services; 
>e,  lead  and  galv.  iron;  pressure,  dom.  60  lbs., 
e  115  lbs.;  cost  to  construct,  $70,000;  Int.  paid 

bonds,  5  per  cent.;  ann.  cost  of  mtce.,  12,600; 
»rks  belong  to  city. 

^EILLSVILLE,  pop.  2,117;  mercantile  bldgs., 
»od  and  brick,  2  and  8  stories:  private,  wood, 
stories;  wooden  roofs  permitted;  fireworks  and 
nbustibles  ord.     Fire  dept — 1  c.  engine,   1  h. 

1.    truck,    8   hose    carts;    hose,    cottcm.    rubbet 
ed,   good  8,500  ft.;  total  mem.,  86  volunteers; 
derwriters'  rating,  fourth  class. 
Vate*  SuppLY-^ource,  wells  and  river.  %  mile 
m  business  center;  system,  pump  to  stdp.,  dim. 

X  100;  stdp.  cap.,  150,400  gals.;  pumpmg  en* 
tes,    cap.    per    day   1,500,000    gals.,    constructor 


Worthington:  mains,  cast  iron,  4M^  miles,  4  to  8 
in.  dia.;  02  hydrants.  Holly;  28  valves;  100  me- 
ters, owned  by  consumer;  186  services;  pressure^ 
dom.  90  lbs.,  fire  106  lbs.;  consumption  per  day, 
80,000  gals.;  cost  to  construct,  $86,000;  works  be> 
long  to  city. 

NEW  GLARUS,  pop.  760;  fire  area,  UO  acres; 

mercantile  bldgs.,  bnck  and  wood,  1  to  2  stories; 
private  dwellings^  wood,  1  to  2  stories;  wooden 
roofs  permitted  in  fire  area;  causes  of  fires  in* 
vestigated.  Fire  dept.— 1  h.  &  L  truck,  2  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alarm,  steam  whistle;  value  of  dept.  equip- 
ment, $1,000;  value  of  bldgs.,  $1|600;  volunteers, 
86;  underwriters'  rating,  fourth  claaa. 

Water  Supply— Source,  wells,  situated  in  busi- 
ness center;  system,  pump  to  res.;  res.  cap.  60,000 
gals.^  dim.  26  x  14,  material  used  in  cons,  concrete; 
quahty  of  water,  good;  1  pump^  Corliss;  mains, 
cast  iron,  8  miles.  6  to  8  in.  dia.:  18  hvdrants, 
Corey;  pipe,  galv.  iron;  pressure,  com.  70  to  100 
lbs.,  fire  160  to  200  lbs. ;  cost  to  construct,  $17,000; 
works  belong  to  village. 

NEW  LONDON,  pop.  8,002;  fire  area,  000 
acres;  mercantile  bldgs.,  stone^  brick,  wood,  2 
stories;  private,  wood,  IH  atones;  wooden  rooH 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept — ^1  steamer,  1  hand  engine,  60  c.  hand 
ex.,  1  h.  ft  L  truck,  8  hose  carriagea.  2  horses; 
hose,  cotton,  rubber  lined,  good  8,000  ft;  fire 
alarm,  bell;  value  of  dept  equipment  $8,000; 
value  of  bldgs.,  $1,000:  ann.  exp.  of  dept,  $!,• 
600:  total  mem.,  26,  paid  full  time  1.  volunteers  24; 
underwriters'  rating,  third  dasa. 

Water  Supply— oource,  river;  system,  pump  to 
stdp.,  dim.  12  X  80;  2  pumping  engines;  maina, 
6H  miles;  67  hydrants;  60  meters,  owned  by  city, 
Rensselaer;  pressure,  fire  00  lbs.;  cost  to  con- 
struct, PSS fiOO;  works  belong  to  city;  H.  C.  Ster^ 
ling,  supt 

NEW  RICHMOND,  pop.  1,884;  fire  area,  18 
acres;  mercantile  bldgs.,  bnck  and  stone,  1  and  2 
stories;  private,  wood,  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.  Fire 
dept— 2  c.  hand  ex.,  1  h.  &  L  truck,  2  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good  1,060  ft; 
fire  alarm,  bell;  value  of  dept.  equipment.  $1,000; 
value  of  bldgs..  $2,000;  total  mem.,  20  volunteers; 
underwriters'^  rating,  third  class. 

Water  Sufply — Source,  wells,  1  block  from 
business  center;  system,  pump  to  res.  and  direct; 


hydrants.  Mathews:  10  valves;  meters,  total  num- 
ber 2,  Thomson;  122  services;  pipe.  galv.  iron; 
pressure,  dom.  46  to  60  lbs.,  firef  150  lbs.;  cost  to 
construct,  $17,000;  works  belong  to  city. 

NO.  MILWAUKEE,  pop.  1,600;  fire  area,  400 
acres;  mercantile  bld^.,  brick  and  stone,  2  to  4 
stories;  private  dwellings,  1  to  2  stories;  wooden 
roofs  permitted  in  fire  area;  cause  of  fires  in- 
vestigated: av.  fire  loss  per  yr.  for  the  past  8  yr.. 
$1,000.  Fire  dept— 1  c.  engine,  1  h.  &  L  truck,  1 
hose  wagon,  4  horses:  hose,  rubber  lined,  good, 
2,000  ft.;  total  hose,  2,000  ft;  value  of  dept  epuip- 
ment,  ^,000:  value  of  dept  bldgs.,  $6,000;  ann.  exp. 
of  dept,  tab  I  volunteers,  86. 

Water  Supply— Source,  lake,  6  miles  from  busi- 
ness center;  construction^  cast  iron;  quality  of 
water,  good :  mains,  cast  iron,  10  miles,  4  to  8  in. 
dia.;  26  hydrants;  42  valves;  meters,  101,  makera. 
Keystone  and  National,  pipe,  material,  cast  tron; 
pressure,  dom.  40  lbs.,  nre  40  lbs.;  consumption 
per  day,  36,000  ffals.,  per  capita  860  gals.;  cost  to 
construct,  $80,000;  bonded  debt,  $80,000;  ann.  cost 
of  mtce.,  $30,000;  works  belong  to  city. 

OCONOMOWOC,  pop.  8.000;  fire  area,  800 
acrea;  mercantile  bldgs.,  bricic.  1  to  8  stories;  pri- 
vate, wood,  2  stories;  wooden  roofs  not  per- 
mitted; no  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept— 1  steam- 
er, 5  c.  hand  ex.,  1  h.  ft  1.  truck,  3  hose  car- 
riages; hose,  cotton,  rubber  lined,  good,  3,600  ft; 
fire  alarm,  bell  and  whistle  and  telephone;  value 
of  dept.  equipment,  $8,000;  ann.  exp.  of  dept,  $500; 
total  mem.,  60  volunteers. 

Water  Supply — Source,  wells,  %  mile  from 
business  center:  system,  pump  to  stdp.  and  direct; 
stdp.    cap.,   85,000   gals.,    material   used    in   cons.. 
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iron,  builden  Chicago  Bridge  ft  Iron  Co.;  qdality 
of  water,  good;  2  pumping  engines,  claM  comp., 
■ize  10  X  16  X  12,  10  x  16  x  12%,  cap.  per  d[ay 
2»000,000  gals.^  constructors  Smith- Vaiie;  mains, 
material,  cast  iron,  8  miles,  4  to  12  in.  dia.;  m 
hydrants,  Rensselaer;  81  vaJves,  Csyuga;  meters, 
total  number  290,  owned  by  consumer;  315  ser- 
vices; pipe,  lead;  pressure,  dom.  50  lbs.,  fire  100 
lbs.:  cost  to  construct,  $42,000;  bonded  debt, 
$33,600;  int.  paid  on  bonds,  4  per  cent;  works  be- 
long to  city. 

OCONTO,  nop.  5,646;  fire  area,  ZJMO  acres; 
mercantile  Slags.,  wood  and  hrkk,  2  storici; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept. — 1  steamer,  1  h.  &  L  truck,  2  hose  wamns, 
2  nose  carriages,  4  horses;  hose,  cotton,  robber 
lined,  cood  500  ft.;  rubber,  jrood  8,200  ft:  total 
hose,  8j700  ft;  fire  alarm.  Game  well,  25  boxes; 
▼alue  of  dept.  equipment.  $1S,S75;  value  of  bldgs., 
$8,000;  ann.  exp.  of  dept,  $10,000;  total  mem., 
14,  paid  full  time  S,  volunteers  11;  anderwriten' 
rating,  third  class. 

Watu  Supply— 'Source,  wells,  ^  tnile  from 
business  center:  system,  pump  to  res.;  res.  cap., 
800,000  gals.;  8  pumping  engines,  cap.  per  day 
4,000,000  gals.,  constructors  tieane,  Smith-Vaile; 
mains,  cast  iron,  14^  miles,  4  to  12  in.  dia. ;  122  hy- 
drants. Wood;  meters,  total  number  6,  Thomson: 
770  services;  pipe,  gaiv.  iron;  pressure,  dom.  40 
lbs.,  fire  100  to  140  lbs. ;  consumption  per  day,  400,- 

000  gals.,  per  capita  80  gals.;  works  belong  to  Co. 

OMRO,  pop.  1368;  fire  area,  600  acres;  mercan- 
tile bldgs.,  bnck  and  iron,  2  stories;  private,  brick 
and  wood,  2  stories;  wooden  rooCs  not  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.    Fire  dept— 1  steamer, 

1  c.  engine,  1  h.  &  1.  truck,  8  c.  hand  ex.,  2  hose 
carts,  2  horses;  hose,  cotton,  rubber  lined  ffood, 
1,600  ft.;  inferior,  all  kinds,  300  ft;  total  hose. 
1,900  ft;  fire  alarm,  bell  and  whistle:  value  of 
dept.  equipment  $4,500;  ann.  exp.  of  dept,  $368; 
total  mem.    41  volunteers. 

Watbb  Supply — Source,  river,  cisterns,  reser- 
voirs. 

ONALASKA,  pop.  1,200;  fire  area,  80  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  sto- 
ries; private,  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
h.  &  1.  truck,  1  hose  wagon.  1  hose  cart;  nose, 
cotton,  rubber  lined,  good,  2,600  ft^fire  alarm, 
bell;  value  of  dept  equipment,  $2,000;  value  of 
bldgs..  $1,800;  total  mem.,  28  volunteers. 


Boiler  Works;  pumping  engines,  cap.  per  day 
1,000,000  |(als.,  constructor  Gordon:  mains,  cast 
iron,  3V6  miles.  2  to  8  in.  dia. ;  23  hydrants.  Wood, 
Mathews;  111  services:  pipe,  galv.  iron;  pressure, 
dom.  50  lbs.,  fire  75  lbs.;  cost  to  construct,  $17,- 
600;  ann.  cost  of  mtce.,  $596. 

OSHKOSH,  pop.  $0,000;  fire  area,  10.240 
acres;  mercantile  bldgs.,  brick  and  stone,  2  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept-^  steamers,  1  c. 
engine,  2  c.  hand  ex.,  2  h.  &  L  trucks,  1  aerial 
truck,  5  supply  wagons,  5  hose  wagons,  1  hose 
carriage,   16    horses:    hose,    cotton,    rubber   lined. 

good  15,000  ft;  inferior,  all  kinds,  800  ft:  total 
ose,  16.300  ft;  fire  alarmj^Gamewell ;  69  boxes; 
value  of  dept  equipment,  $29,100;  value  of  bldgs., 
$60,000:  ann.  exp.  of  dept,  $24^271;  total  mem., 
30,  paid  full  time. 

WATsa  Supply — Source,  well,  lake;  system, 
pump  direct;  filtration  system,  N.  Y.:  cap.  of 
plant  2,000,000  gals.;  res.  cap.,  4,000,000  gals. ;  3 
pumping  engines,  cap.  per  day  11,000,000  gals., 
constructors,  Worthington,  Holly;  mains,  60  miles, 
4  to  16  in.  dia.,  Addyston;  434  hydrants,  Holly. 
Ludlow;  meters,  total  number.  640:  2,280  ser- 
vices; pressure,  dom.  40  lbs.,  fire  125  lbs.;  con- 
sumption per  day,  2,400.000  gals.,  per  capita  150 
gals.;  cost  to  construct,  $560,000;  works  belong  to 
o. 

PESHTIGO,  pop.  2.500;  fire  area,  120  acres; 
bldgs.,  wood,  1  to  3  stories;  wooden  roofs  per- 
mitted. Fire  dept.— 2  steam  engines,  1  h.  &  1. 
truck,    1    hose    carriage;    hose,    linen,    good,    800 


ft.;  rubber,  good,  1,600  ft;  inferior,  400  ft; 
cotton,  good.  1.200  ft:  total  hose,  8,200  ft; 
fire  alarm,  triangle;  value  of  dept  equipment, 
$4,000;  value  of  bldgs.,  $4,500;  total  mem..  20  vol- 
unteers. 
Watbb  Supply — ^Source.  artesian  wells  and  river. 

PHILLIPS,  pop.  1,820;  fire  area,  6  blocka; 
cantile  bldgs..  brick  and  iron,  1  and  2  stories; 
vate,   wood.   1  and  2  stories;   wooden    roofs  per- 
mitted; no  fireworks  and  combustibles  ord.: 
of  fires  investigated.    Fire  dept — 4  c.  band 
h.    &    1.    truck,    4    hose   carriages;    hooe, 
rubber  linedj,  good  2,500  ft;  fire  alarm, 
total  mem.,  s2   volunteers. 

Watbb  Supply— Source,  river.  1,000  ft.  from 
business  center;  system,  pump  direct;  8  pumping 
engines,  size  9  x  10,  6  x  10  and  15  x  16,  cap.  per 
day  1,000,000  gals.,  constructor,  Deane:  mains. 
cast  iron,  2  miles,  6  and  8  in.  dia.;  19  nydraats, 
Beaumont;  42  services;  pipe,  galv.  iron;  pressure, 
dom.  76  lbs.,  fire  120  lbs.;  works  belong  to  city. 


PLATTEVILLE,  pop.  4,488;  fire 
acres;  mercantile  bldgs.,  brick,  2  storiea;  privsite, 
wood,  1  and  2  stories;  wooden  noH  not  permitted; 
fireworks  and  combustibles  ord.  Fire  dept— 1  c: 
engine,  24  c.  hand  ex.,  1  h.  &  L  trndc.  2  host 
carts;  hose,  cotton,  rubber  lined,  good  1J200  ft; 
rubber,  good  600  ft;  total  hose,  1,700  ft;  fire 
alarm,  bell:  total  mem.,  ISO  volunteers. 

Watbb  Supply— Source,  well,  yi  mile  from 
business  center;  system,  gravity  and  pump  te 
stdp.,  dim.   20x24;  stdp.   cap.,  66,400  gaU.; 


cap.,  60,000  gals.;  2  pumping  engines,  class  comp. 
dup.,  cap.  per  day  1,000,000  and  760,000  gals.,  cos- 
structors  Fairbanks-Morse  ft  Co.;  mains,  U 
miles,  4  to  10  in.  dia.;  120  hydrants^^ Corey;  Tl 
valves;  meters,  total  number  470;  SsO  services; 
pressure,  dom.  75  lbs.,  fire  100  lbs.;  consmniitioa. 


per  day  196,000  gals.,  per  capita  66  gals.;  cost  to 
construct,  $40,000;  bonded  debt,  $27,000;  int.  i»aki 
on  bonds,  4%  per  cent 

PLOVER,  pop.  400;  fire  area,  160  acres;  mercan- 
tile bldgs.,  wood,  1  and  2  stories;  pri^vate  dveD- 
ings,  wood,  1  and  2  stories;  av.  fire  loss  per  yr.  for 
the  past  8  yrs.,  $800;  av.  ins.,  $26.  Fire  aiept — ^12  c 
hand  ex.;  volunteers. 

Watbb  Supply— Not  reported. 

PLYMOUTH,  pop.  3,000;  fire  area,  640  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  2  and  t 
stories;  private,  wood,  2  stories;  wooden  roofi 
not  permitted;  fireworks  and  combustibles  ord. 
Fire  dept— 1  steamer,  1  hand  engine,  1  c  cnsinc,  4 
c.  hand  ex.,  1  h.  &  1.  truck,  1  hose  wagon.  2  ho«e 
reels  I  hose,  cotton,  rubber  lined,  good,  2,500  ft: 
inferior,  all  kinds,  1,000  ft.;  total  nose,  3^500  ft., 
fire  alarm,  bell  and  whistle;  value  of  dept  equip- 
ment, $7,000;  value  of  bldgs.,  $6,000;  ann.  exp.  of 
dept.,  $700:   total  mem.,  200  volunteers. 

Watbb    Supply — Source,    wells,    ^    mile 


business  center;  system,  Pump  to  res.;  <iaality  of 
water,  good;  res.  cap.,  ^,000  gals.;  2  pumping 
engines  cap.  per  day  1,400,000  gals,  constructors. 
Smith-Vaile;  mains,  cast  iron,  S  miles.  4  to  16 
in.  dia.;  55  hydrants,  Ludlow;  14  valves,  Ludlov. 
meters,  total  number  60,  Union;  meters  owned  by 
city;  190  services:  pipe,  galv.  iron;  pressure,  dom. 
95  lbs.,  fire  95  lbs.;  cost  to  construct,  $75,000; 
bonded  debt,  $6S,000;  int  paid  on  bonds  5  per 
cent;  ann.  cost  of  mtce.,  fOLOOO;  works  boooc  M 
city. 

PORTAGE,  pop.  5,450;  fire  area,  1»500  seres; 
mercantile  bldgs.,  brick.  1\S,  to  3  stories;  woodea 
roofs  not  permitted.  Fire  dept — ^1  steamer.  2  c 
hand  ex.,  2  h.  &  L  trucks,  1  nose  wsmn,  2  boss 
reels.  4  horses;  hose,  cotton,  rubber  linML  sood 
3,000  ft;  inferior,  ^1  kinds.  900  ft;  to3  boss. 
8,900  ft.;  fire  alarm,  bell;  value  of  dept.  equip* 
ment,  $9,000;  value  of  Udgs^  16,000;  ai&n.  espL  el 
dept.  $2,800;  total  mem.,  81,  paid  full  time  3. 
volunteers  28. 

Watbb  SupPLY--6ource,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.  and  direct: 
stdp.  cap.,  800,000  gals.;  nitration  system,  good: 
pumping  engines,  cap.  per  day  2.50O.O0O  ga]&«  coe- 
structor  Worthington;  mains,  cast  iron,  12  mile& 
4  to  14  in.  dia.,  Warren;  95  hydrants,  Ladlow;  49 
valves;  meters,  total  number  2,  Thomson;  rK 
services;  pipe,  galv.  iron;  pressure,  dom.  €5  Iba., 
fire  120  lbs.;  consumption  per  day,  600,000  gals.. 
per    capita   100    gals.;    bonded   debt,   $27,000;    isL 
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paid  on  bonds,  8H  per  cent;  ann.  cost  of  mtce., 
^,000;  works  belong  to  city. 

PORT  WASHINGTON,  pop.  4,036;  fire  area, 
600  acres;  mercantile  bldgs.,  brick,  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  ord;  causes  of  fires  in* 
▼estigated.  Fire  dept — 1  steamer,  1  band  en- 
gine, 8  c.  hand  ex.,  1  h.  &  1.  truck.  1  hose 
wagon,  2  hose  carriages;  hose;  cotton,  rubber  lined, 
good.  3,000  ft.;  fire  alarm,  electric,  6  boxes;  value 
of  dcpt.  equipment,  $6,000;  value  of  bldgs.,  |3,000; 
ann.  exp.  of  dept.,  $1,600;  total  mem.,  25  rolun* 
teers;  underwriters'  rating,  third  class. 

Water  Supply — Source,  lake;  67  hydrants; 
bonds  issued  for  city  waterworks. 

POTOSI,  pop.  500;  fire  area,  40  acres;  bldgs., 
brick  and  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area.  Fire  dept.— 1  comb.  c.  & 
n.  wagon,  8  c.  hand  ex.,  1  hose  wagon,  1  horse; 
hose,  cotton,  rubber  lined,  good,  600  ft;  inferior, 
200  ft.;  total  hose,  700  ft.;  fire  alarm,  bell;  total 
mem.,  28  volunteers. 

Water  Supply— Not  reported. 

PRAIRIE  DU  CHIEN,  pop.  3,400;  fire  area. 
1,000  acres;  mercantile  bldgs.,  brick,  2  stories; 
private,  bnck  and  wood,  2  stories;  wooden  roofs 
permitted;  no  fireworks  ord.  Fire  dept.— 1  60-gal. 
c.  engine,  4  c.  ex.,  1  h.  &  1.  truck,  2  hose  carts 
conbined;  hose,  cotton,  good,  2,600  ft.;  fire  alarm, 
bell;  value  of  dept.  equipment,  16,800:  value  of 
bldgs.,  I6t000;  ann.  exp.  of  dept.,  $960;  total 
mem.,  60  volunteers;  underwriters'  rating,  third 
class. 

VVATsa  SuFPLY — Source,  flowing  artesian  wells; 
system,  gravity  and  pump;  1  pump.  cap.  per  day 
750,000  gals.;  res.  cap.  ^,000  gals.;  mains,  1 
mile,  4  to  8  in.  dia;  47  hydrants  Ludlow;  works 
belong  to  Co.;  cost  to  construct,  $10,000;  ann.  exp. 
of  dept.,  $200. 

PRESCOTT,  pop.  1.600;  fire  area,  400  acres; 
mercantile  bldgs.,  Drick,  stone  and  wood,  IH  to 


I.  trucks,  2  hose  carts;  nose,  cotton,  rubber  lined, 
1,200  ft.;  fire  alrm,  bell;  value  of  dept.  equipment, 
$8,000;  value  of  bldgs.,  $600;   total  mem.,  46  vol- 
unteers. 
Watu  Supply — Source,  wells  and  river. 

PRINCETON,  pop.  1,600;  fire  area  400  acres; 
bldgs,  stone,  brick  and  wood,  1  ana  2  stories; 
wooden  roofs  permitted;  fireworks  ord.  Fire  dept. 
— 1  hand  engine,  1  gas.  engine,  4  hose  carriages; 
hose,  rubber,  good  2,600  ft.;  fire  alarm,  bell;  value 
of  dept.  equipment,  $3,700;  ann.  exp.  ot  dept.,  $100; 
total  mem.,  oO  volunteers. 

Water  Supply — Source,  Fox  River;  2  rea.;  capb 
176  bbls. 

RACINE,  pop.  84,600;  fire  area,  2,820  acres; 
bldgs.,  brick  and  wood,  2  and  3  stories;  wooden 
rooia  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  fire  loss  for  1908, 
$69,628;  ins.,  $66,221.  Fire  dept.— 3  steamers,  4 
comb.  c.  &  h.  wagons.  1  h.  &  1.  truck,  2  hose 
wagons.  2  hose  carriages.  16  horses;  hose,  cotton, 
rubber  lined,  good,  11,000  ft.;  inferior,  all  kinds, 
750  ft. ;  total  hose.  11,750  ft. ;  fire  alarm.  Game- 
well.  47  boxes;  value  of  dept.  equipment.  $70,000; 
ann.  exp.  of  dept.,  $32,480;  total  mem.  31,  paid 
full  time  29,  call  men  2;  underwriters'  rating,  sec- 
ond class. 

Watbk  Supply— Source,  lake;  system,  pump  to 
St  dp.  and  direct;  stdp.  cap.,  380,480  gals.;  pump- 
ing engines,  cap.  per  day  12,000,000  gals.,  con- 
structors, Blake,  Aliis,  Worthington;  mains,  cast 
iron,  56  miles,  6  to  24  in.  dia. ;  568  hvdrants.  Coffin, 
Chapman;  600  valves;  meters,  total  number  2,600, 
Crown;  6,600  services;  pressure,  fire  126  lbs.;  int 
paid  on  bonds,  6  per  cent;  works  belong  to  Co. 

REEDSBURG,  pop.  2,500;  fire  area,  2  acres; 
mercantile  bldgs.,  onck  and  wood,  2  stories^  pri- 
rate,  wood,  2  stories;  wooden  roofs  not  permitted; 
^reworks  and  combustibles  ord.;  causes  of  fires 
nvestigated.  Fire  dept. — ^1  h.  &  1.  truck,  2  horses. 
L  hose  carriage;  hose,  cotton,  rubber  lined.  2,000 
;t. ;  value  of  dept.  equipment.  $2,400;  value  of 
Dldgs.,  $3,000;  ann.  exp.  of  dept..  $2,000;  total 
Tiem..  31  volunteers,  1  paid  man;  underwriters' 
-ating,   third  class. 


Watbk  Supply— Source,  well,  in  business  cen- 
ter; system,  pump  to  res.  and  stdp.;  std[^.  cap., 
63,000  gals.,  res.  cap.,  50,000  gals.;  Z  pumpmg  en- 
gines, cap.  per  day  750,000  to  800,000  gals.,  con- 
structor Worthington;  mains,  iron,  6^  miles,  4 
to  10  in.   dia.;   46  hydrants,   Crane;  226  services; 

Ripe,  galv.  iron;  pressure,  dom.  60  lbs.,  fire  100 
)s.;  cost  to  construct,  $26,000;  int  paid  on  bonds, 
6  per  cent;  ann.  cost  of  mtce.,  $3,000;  works  be- 
long to  city. 

RHINELANDER.  pop.  6,000;  fire  area,  1,618 
acres;  mercantile  blags.,  brick  and  wood,  2H  and 
3  stories;  private,  brick,  2  and  3  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept. — ^1 
comb.  chem.  &  hose  wagon,  7  c.  hand  ex.,  1  h.  & 
I.  truck.  3  hose  wagons,  5  horses;  hose,  cotton, 
rubber  lined,  good,  4,600  ft.;  total  hose,  5,000  ft.; 
fire  alarm,  Gamewell,  17  boxes;  value  of  dept. 
equipment,  $10,500:  value  of  bldgs.,  $10,000;  ann. 
exp.  of  dept,  $5,000:  total  mem.  12,  paid  full  time 
4,  8  volunteers;  underwriters'  rating,  third  class. 

Watbk  Supply— Source,  river;  system,  pump  to 
stdp.  and  direct;  stdp.  cap.,  160,000  gals.;  2  pump- 
ing engines,  cap.  per  day  1,000,000  gals.,  construc- 
tor Deane:  mains,  iron,  10  miles.  4  to  12  in.  dia., 
Ludlow;  99  hydrants,  Ludlow;  28  valves,  Ludlow; 
meters,  total  number  106,  Westinghouse,  Ludlow; 
406  services;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  54  lbs.,  fire  75  lbs.;  cost  to  construct,  $105,- 
000;  bonded  debt,  $83,000;  int.  paid  on  bonds,  6 
per  cent;  ann.  cost  of  mtce.,  $4,000;  works  belong 
to  Co. 

RICE  LAKE,  pop.  3,410;  fire  area,  60  acres; 
mercantile  bldgs.,  brick,  1  to  S  stories;  private, 
wood,  2  stories;  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept.—!  steamer. 
3  c.  hand  ex.,  1  h.  &  1.  truck,  4  hose  wasons,  4 
hose  carriages;  hose,  cotton,  rubber  linecL  3,600 
ft.;  fire  alarm,  bell  and  whistle;  value  of  depL 
equipment,  $8,000;  value  of  bldgs.,  $10,000;  ann. 
exp.  of  dept.,  $600:  total  mem..  60  volunteers. 

Watbb  Supply— Source,  wells,  lake,  H  niilc 
from  business  center;  system,  pump  direct;  quality 
of  water,  good;  2  pumping  engines,  cap.  per  day 
1,600,000  gals.,  constructors  Buffalo,  Smith- Vaile; 
mains,  cast  iron.  PA  miles,  4  to  10  in.  dia.:  Lake 
Superior;  24  hydrants.  Wood;  meters,  total  num- 
ber 78,  Trident,  Pittsburg;  meters  owned  by  city: 
120  services;  pipe,  galv.  iron;  pressure^dom.  GO 
lbs.,  fire  90  lbs.;  cost  to  construct,  $25,000;  works 
belong  to  city. 

RICHFIELD,  pop.  149;  fire  area,  8  blocks; 
mercantile  bldgs..  wood,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted;  no  fireworks 
ord.:  causes  of  fires  investigated.  Fire  dept.— 1 
hand  engine,  1  hose  carriage,  6  ladders,  1  ex.  lad- 
der: hose,  rubber,  good  160  ft. ;  inferior,  all  kinds. 
50  tt.;  total  hose,  200  ft;  fire  alarm,  bell:  value  of 
dept.  equipment.  $300;  value  of  bldgs.,  $160;  ann. 
exp.  of  dept.,  $60;  total  mem.,  25  volunteers. 

WATEB  Supply— Source,  wells  and  cisterns. 

RICHLAND  CENTER,  pop.  2,600;  fire  area, 
400  acres;  mercantile  bldgs..  brick,  2  stories;  pri- 
vate, stone,  brick  and  wood,  1^  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  ord.; 
causes  of  nres  investigated.  Fire  dept- 1  h.  &  L 
truck,   4  hose  carts;    nose,   cotton,   rubber  lined, 

food,  1,600  ft;  rubber,  good,  1,000  ft;  total  hose. 
,600  ft;  fire  alarm,  bell  and  whistle;  value  of 
dept  equipment,  $1,600;  value  of  bldgs.,  $2,000; 
total  mem^  70  volunteers. 

Watbb  Supply— Source,  wells;  system,  pump  to 
res.;  res.  cap.,  150,000  gals.;  2  pumping  engines, 
cap.  per  day  960,000  gals.,  constructors  Smith- 
Vaile,  Fairbanks- Morse;  mams,  cast  iron,  6  miles; 
63  hydrants,  Mathews;  meters,  total  number  82; 
240  services;  pipe,  lead;  pressure,  dom.  TO  lbs.,  fire 
TO  lbs.:  consumption  per  day  lOO.OOOgals.,  per 
capita  50  gsls.;  cost  to  construct,  $28,000;  cost  of 
mtce.,  $1,300;  works  belong  to  city. 

RIPON,  nop.  3,811;  mercantile  bldgs.,  stone 
and  brick,  2  stories;  private,  wood,  2  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept.— 1  c.  engine,  2  c.  hand 
ex.,  1  h.  ft  1.  truck.  1  hose  wagon,  1  hose  carriage: 
hose,  rubber,  8,450  ft:  fire  alarm,  bell:  value  of 
dept.  equipment,  $8,000;  ann.  exp.  of  aept,  $760; 
total  mem.,  76  volunteers;  underwriters  rmting» 
fourth  class. 
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FIRE  DEPARTMENTS  AND  WATER  SUPPLY— WISCONSIN. 


Watbm  SupPLV<~Sotirce,  wellt;  lystem,  pump  to 
stdp.;  stdp.  cap.,  186,000  gals.;  res.  cap.,  760,000 
gmli.;  3  pumping  engines,  cap.  per  day  8»000,000 
gals.,  constructor  Gordon;  mains,  cast  iron,  U 
miles,  6  to  16  in.  dia.,  Lake  Shore;  102  hydrants, 
Ludlow;  51  valves;  meters,  total  number  50, 
Thomson:  726  services;  pipe,  galv.  iron;  pressure, 
dom.  60  lbs.,  fire  100  lbs.;  consumption  per  day 
400.000  gals.,  per  capita  150  gals. ;  cost  to  construct, 
9100,000;  ann.  cost  of  mtce.,  16,000;  works  belong 
to  Ca 

RIVER  FALLS,  pop.  2,306;  fire  area,  700  acres; 
mercantile  bldgs.,  stone,  bnck,  1  to  8  stories; 
private,  wood,  2  stories;  wooden  roofs  not  per- 
mitted; fireworks  and  combustibles  ord.  Fire 
dept— «  c  band  ex.,  1  h.  &  I.  truck,  2  hose  car^ 
riages;  hose,  cotton,  rubber  lined,  good  1«600  ft.; 
inferior  all  kinds,  600  ft. ;  total  hose.  2.000  ft. ;  fire 
alarm.  Sell;  value  of  dept  equipment.  |l,0i0O;  ann. 
cxp.  of  dept,  $400;  total  mem..  80  volunteers. 

Watbr  Supply— -Source,  wells,  ^  mile  from  busi* 
ness  center;  system,  pump  to  res.;  quality  of 
water,  good;  res.  cap..  192,000  gals.;  2  pumping 
engines,  class  dup.  and  trip.,  size  8  x  8,  12  x  12, 
cai>.  per  day  406,000  gals.,  constructors  Gould, 
Fairbanks-Morse;  mains,  cast  iron,  5  miles,  4  to 
10  in.  dia.;  64  hydranta,  Waterous;  68  valves;  me- 
ters,  2  Crown;  meters  owned  by  consumers;  400 
services;  pipe,  galv.  iron;  pressure,  dom.  66  lbs., 
fire  60  to   70   lbs.;    consumption   per  day   150^(000 

fals.,  per  capita  26  gals. ;  cost  to  construct,  |S6,000; 
onded  dept,  $13,000;  int.  paid  on  bonds.  5  per 
cent;  ann.  cost  of  mtce.,  12,000;  works  belong  to 
city. 

ROCK  ELM,  pop.  168;  mercantile  bldgs.,  wood. 
Fire  dept~l  nana  engine,  1  h.  &  1.  truck;  fire 
alarm,  bell;  total  mem.,  16  volunteers. 

Water  Supply— Source,  cisterns  and  streams; 
system,  pump;  res.  cap.,  600  bbls. 

SAUK  CITY,  pop.  860;  mercantile  bldgs.,  wood, 
brick  and  stone,  1  and  2  stories;  private,  wood,  2 
stories.  Fire  dept.— 4i  hand  engines,  1  h.  &  1. 
truck,  2  hose  wagons;  hose,  cotton,  good,  660  ft; 
inferior,  600  ft;  total  hose,  1,150  ft;  fire  alarm, 
bell;  value  of  dept.  equipment,  $2,000;  value  of 
bides.,  $1,000;  total  mem.,  50  volunteers. 

WATBR  Supply— Source,  river  and  wells. 

SAUKVILLE,  pop.  808;  fire  area.  640  acres; 
mercantile  bldgs.,  wood,  2  stories;  private,  wood, 
2  stories;  wooden  roofs  permitted;  no  fireworks 
ord.;   fires  investigated.     Fire   dept — 1   hand  en- 

?ine,  5  c.  ex.,  1  h.  &  1.  truck;  hose,  cotton^  good, 
00    ft;    alarm,   bell;    value   of   dept.   equipment* 
S800;   value  of  bldgs.,  $200;   ann.  exp.  of  dept, 
$20;   total   mem.   42;   volunteers  12. 
Water   Supply — Source,  wells  and  cisterns. 

SCANDINAVIA,  pop.  366;  fire  area,  IVk  miles; 
mercantile    bldRS.,    brick    and    wood.    2    stories; 

Srivate,  wood,  2  stories;  wooden  roofs  permitted: 
reworks  ord.;  fire's  investigated.  Fire  dept — 1 
hand  engine,  4  c.  ex.,  1  h.  &  1.  truck.  1  hose 
carriage.  1  hose  wagon;  hose  cotton,  good  700  ft; 
fire  alarm,  bell;  value  of  dept.  equipment  $750; 
total  mem^  30  volunteers. 
Watrr  Supply — Source,  river  and  pond. 

SEYMOUR,  pop.  1.300;  fire  area,  2  acres.  Fire 
dept.— 1  gasoline  engine  and  hand  engine,  1  h.  & 
1.  truck,  2  hose  carts;  hose,  1,400  ft;  value  of 
equipment,  $3,000;  value  of  bldgs.,  $8,000;  cxp.  of 
dept,  $500;  total  mem.,  40  volunteers. 

Water  Supply— Source.  reservoir;  bonded 
debt,  $3,500;  int.  paid  on  bonds,  6  per  cent 

SHARON,  pop.  945;  fire  area,  60  acres;  bldgs., 
brick  and  wood,  2  stories;  wooden  roofs  permit' 
ted;  no  fireworks  and  combustibles  ord.  Fire 
dept — 1  c.  engine.  2S  c.  hand  ex.;  hose,  cotton, 
rubber  lined,  good  1,000  ft.;  value  of  dept.  equip- 
ment, $1,400;  value  of  bldgs.,  $2,800. 

Water  Supply — Source,  well,  40  reds  from 
business  center:  system,  pump  to  res.  and  stdp.; 
stdp.    cap.,   42.000  gals.;   res.    cap..   30,000   gals.; 

Bumping  engines  cap.  per  day  144,000  gals:  mains, 
^  miles.  4  to  6  in.  dia.;  32  hydrants;  176  ser- 
vices; pressure,  dom.  Bl  lbs.,  fire  100  lbs.;  cost 
to  construct  $17,350;  int  paid  on  bonds.  5  per 
emt.;  ann.  cost  of  mtce.,  $860;  works  belong  to 
dty. 


SHAWANO,  pop.  1388;  fire  uca.  180 
mercantile  bldga.,  brick  and  wood,  1  and  2  kw...., 

private,  wood,  1  and  2  stories;  wooden  roofs  not 
permitted;  no  fireworks  ord.  Fire  dept — ^1  hand 
engine,  1  h.  &  1.  truck.  2  hose  carriages;  hose, 
linen,  good,  1,760  ft. ;  rubber,  good.  260  ft ;  total 
hose,  2,y60  ft.;  fire  alarm,  bell  and  whistle;  v^ue  of 
dept  equipment,  $1,000;  value  of  bldgs.,  $700;  to- 
tal mem.  ,26  volunteers  and  paid  men. 

Water  Supply— Source,  wells.  1  block  from 
boaineaa  center;  system,  pump  direct;  quafity  of 
water,  good;  2  pumping  endues,  cap.  XO0O.00O 
^als.  per  day;  constructors,  Stilwell-Biercc;  mains, 
iron,  3  miles,  4  to  8  in.  dia.:  82  Inrdrants;  pipe, 
iron;  pressure,  dom.  40  lbs.,  nre,  100  lbs.:  cost  to 
construct.  $26,000;  bonded  debt  $36,000;  mt  paid 
on  bonds,  4%  pcr  cent;  works  belong  to  city. 

SHEBOYGAN,  pop.  26,000;  fire  area,  3.U0  acres; 
mercantile  bldga.,  brick,  2  and  3  atones;  private, 
wood,  2  stories;  wooden  roofs  not  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  mvestigated.  Fire  dept.— 1  comb,  c  &  h. 
wagon.  2  steamers,  2  h.  &  1.  trucks,  4  c  hand  ex., 
4  hose  carts.  12  horses;  hose,  cotton,  rubber  lined, 
good,  4,060  ft.;  inferior,  all  kinds,  3,800  ft;  total 
hose,  1,BS0  ft ;  fire  alarm,  electric.  46  boxes;  yalne 
of  dept  equipment  l^^jrj^'^^'^  <>'  Udcs.,  #3S,iS: 
ann.  exp.  ot  dept,  $23,975;  total  mena.,  26.  paid 
full  time. 

Water  Supply— Source,  lake;  system,  pomp  to 
stdp.;  stdp.  cap.,  829.800  gals.;  pumping  ensiac^ 
cap.  per  day  16.000.000  gala.^  constructors  Holly  « 
Laidlaw-Dunn-Goraon ;  mains,  47  miles.  4  to  29 
in.  dia.;  436  hydrants;  pipe,  iron;  pressure*  file 
fire  alarm,  bell ;  total  mem^  38  v<riunteera. 
gals.;  ann.  exp.  of  dept,  $600. 

SHELL  LAKE,  pop.  1,600;  bldga.,  wood,  2 
stories.    Fire  dept— 1  n.   &  1.  truck,  7   hose 


riages;   hose,   rubber,  good,   4,600  ft;   fire  atarm« 
bell;  total  mem.,  60  volunteera. 

Water    Supply — Source,    Shell    Lake;    system* 
direct  pressure;  cap.  of  stdp.,  22,800  gals.;  pami>- 
ing    engines,    cap.    per    day    864,000    gala.,    coo* 
structor    Wells;  mains,  8  miles,  8  to  8  in.  dia.; 
I    300  services:  presstu-e,  fire  100  lbs.;  cost  to  coo* 
•    struct  $18,000;  ann.  exp.  of  dept,  $1,500. 

!  SHULLSBURG,  nop.  1,200;  mercantile  bldgs., 
I  stone,  wood  and  brick,  1  to  3  stories;  private,  wood 
and  brick,  1  and  2  stories;  wooden  roots  per* 
mitted;  causes  of  fires  investigated.  Fire  dept— 
2  c.  ex.,  1  h.  &  1.  truck,  2  hose  carriages,  2  hose 
wagons;  hose,  cotton,  rubber  lined,  good,  1,000  ft; 
fire  alarm  bell;  total  mem.,  31  volunteers. 

Watsr  Supply— Source,  wells,  yk  mQo  from  boai- 
ness  center;  system,  pump  direct;  Ipnmping  eD> 
gine,  class  dup.,  cap.  per  day  600,006  gaJs..  con- 
structor •  Worthington ;  mains,  cast  iron,  3  miles; 
29  hydrants;  12  vatlves;  130  services;  pressure,  douL 
84  lbs.,  fire  150  lbs.;  works  owned  by  town;  cost 
to  construct,  $10,000;  consumption  per  day.  25,000 
gals.;  ann.   exp.   of  dept.  $1A00. 


SO.  MILWAUKEE,  pop.  6,600;  fire  area,  1,809 
acres;  mercantile  blds^,  brick  and  wood,  1  to  3 
stories;  private,  wood,  VA  to  2  stories;  woodes 
roofs  permitted.  Fire  dept. — ^1  c.  engine,  4  c  band 
ex.,  1  h.  &  1.  truck,  1  hose  wagon;  hose,  cottcm. 
rubber  lined,  good,  2,400  ft;  inferior,  600  ft.;  rob- 
ber, good.  500  ft.:  total  hose,  3,400  ft:  fire  alarm, 
bell :  total  mem.,  25,  paid  full  time  2,  23  volnntccxs. 

WATBR  Supply— Source,  lake,  2  miles  from  bnsi> 
ness  center;  system^ump  to  stdp.;  stdp.  cap.  SSi,- 
000  gals.,  dim.  35  x  3a,  material  used  in  cons,  brick 
and  steel:  quality  of  water,  good;  res.  cap.,  90,- 
000,000  gals. ;  1  pumping  engine,  cap.per  day  IjBOOt,- 
000  gals.,  constructor  Deane;  mams,  cast  iron,  8 
miles,  12  in.  dia.;  106  hydrants;  meters,  total  nass- 
her  60;  270  services;  pressure,  dom.  70  lbs.,  fire  110 
lbs.;  cost  to  construct  $90,000;  bonded  debt,  $46.- 
000;  int  paid  on  bonds,  4  per  cent;  works  bekmg 
to  city. 

SPARTA,  pop.  4,000;   fire  area. 


cantile  bldgs.,  brick.  1  and  2  stories;  private, 
wood,  1  and  1)4  stories:  wooden  roots  pciuihicdj 
fireworks  and  combustibles  ord.  Fire  dept — i 
steamer,  1  comb.  h.  &  1.  hose  truck.  1  chem.  enrine. 
2  horses;   hose,  cotton,  rubber  lined,   good,  2,501 


ft.;  fire  alarm,  electric  gong;  value  of  dept  eqmp^ 
ment  $10,000;  value  of  oldgs..  $7,000;  ann.  expw  oi 
depart,  $890.35;  total  mem.,  16  vohmteers. 
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2  h.  &  1.  truck*,  1  hose  wagon,  2  liose  curiagca; 
hose,  cotton,  rubbet  lined,  good  SM  fl.:  robber, 
good  1.000  l[.;  inferior,  all  Icindi,  100  (t.;  tout 
We,  1.S00  (t.;  fire  «l»rm,  bell;  value  o(  depl. 
equipment.  tS.OOO;  value  of  bldgs.,  ^3,000:  ann.  eip. 
of  dept..  tlOO;  total  mera.  26.  paid  part  lime. 

Watu  anmr — Source,  welli;  lyitan,  pump 
to  re*.;  rn.  cap.,  1,000  bbli.;  pumping  engine), 
cap,  per  day,  iM.Wa  g»l..;  ^am,  ft  iileTl  in. 
dia.;  9  hydranK:  pressure,  fire  130  lbs.;  tOBt  10 
conatruct.    (5.000:    worka    belong    to    cilr. 

SPRI.VG  VALLEY,  pop.  i.axi;  nrrctntile  bldm., 
brick  and  vood,  1  and  I  atoriea;  private,  vood.  1^ 

combuiiiblea  ord.  Fite  dept— 3  c  band  ei.,  i 
h.  A  L  truck,  S  boas  carriagea;  hoae,  catton,  rubber 
lined,  good,  I.IOO  ft.:  inferior,  all  kinda,  100  ft.; 
total  boM,  LlW  ft;  fire  alarm,  bell;  vilue  of  dept 
equipment.  (1.000;  value  of  hldgi.,  tSOO;  total  mem., 

W*Ti»  Sn»FLY — Source,  welli;  »v«tem,  pomp 
(O  rei.  and  direct:  rea.  cap..  01,000  gala.;  pump- 
ing enginet.  cap,  per  dav,  50,000  Eati.;  maini.  Iron, 
1  mile,  t  in.  dia.;  U  hydranta;  IS  (erricea;  prea- 
■ure,  £re  73  Ibi.;  coal  to  conatmct  tS.KO;  ann. 
coat  of  ntce.,  HOO;  worki  belong  to  Tillage. 


litcatcd;  a*.  Ere  losa  per  yr.  for  3  wif. .  fl.; 
ina.  for  aame  time.  im.OOO.  lir^  -l.;it 
lb.  h.  k  I.  truck  and  c.  engine:  I  h  i 
;k,  5  boae  carriage!;  hoir 
lined,     good     3,000     ft;     t 


and    irhiatle;    value 


dept    enuipment,    tt,O0i 
»,  Iota]  mem..  24  Tolunteeri 

lurce.  well  ^d  tank,  in  bni 


eood:   . 
7x8,  2 


1.  cap.,  SS.000  gals.:  i  gasoline  engine. 
I.  p.;  conatruclora,  Marinett  Iron  Works; 
at  iron.  3  nllea.  4  to  8  in.  dia.;  IT  hj- 
lorev,  Wateroua:  H  valves,  Rcnaielaeri 
total     number     2.      Buffalo,     owned     bj 


STEVEN'S    POINT. 


iteanier,  1  haod  engine.  S  c  band  ex.,  1  b.  ft  1. 
Iruck.  2  hoae  wagon*,  2  hoae  cirriflge*.  8  hor«ea; 
lote,  cotton,  4.000  ft.:  inferior,  all  kmda.  2.600  ft.; 
-otsi  hose,  i.Wa  ft;  lire  alarm,  clectrk:.  26  hnxrs; 
r,iU.f  of  dept  equipment.  |2K«n;  value  of  hldir".. 


VJi  aervleea;  i^pe,  galv.  iron;  pret- 
S6  lbs.,  lire  IM  fba.;  coniumption  per 
onilruct,     (180.000; 


orka  belong  to  Co. 


I;  firework!  and  combnatlblea 
c.  hand  ei.,  I  h.  &  L  truck, 
boie  carriagea;  hoae,  tiaeih 
300    ft;    rubber,    good   2,000 

id*.  900  ft;   totJ   E  -     ■■~" 


It;  i"fer'iSr.'a]f*ki"ndi;  906'ft;  tot^  Eoae,  S266 
ft;  fire  alarto.  bell  and  whiiile;  value  ol  dept 
equipment,  (S.ODOj  nlue  of  bidga.,  (2,000;  ann. 
extj  of  dept..  (206;  total  mem.,  5o  voluoteera. 

WATIa  SuFFLT— Source,  well  and  river;  ajilcm, 
pump  to  itdp.;  aldp.  cap..  30,000  gala.;  material 
used  in  cons.,  bnck  and  ateel;  qualitr  of  water, 
good;  pumping  ennnet,  cap,  per  day,  2,900,000 
gala.,  conatruclor  T)eane;  mama,  east  iron,  13 
milea,  4  to  10  in.  dia.;  93  IiTdrants,  Chapman;  4C 
valvei;  meters,  total  nutnber  24.  Wonhington;  BOD 


miiea;  mercantile  biJga., 

permitted  in  fire  area;  Greworu  and  eombuatiblei 
ord.;  cauae*  of  firea  inveatigaled.  File  dept.—! 
steamers.  1  h,  engine.  2  c.  engines^  12  c.  hand  ex.. 
1  h.  &  I.  truck.  3  hose  wagona.  Z  6ose  carriages,  t 
horae*;  boae,  cotton,  rubber  lined,  good,  E,OI»  ft; 
inferior,  all  kinds,  6.0OO  ft.;  total  hose,  lO.COO  ft.; 
fire  alarm,  bell,  3  boxes;  value  of  dept.  equipment, 
(13,000;  value  ol  bldgs..  (11,000;  inn.  eip.  of  dept., 
(3,000;  total  mem..  28  paid  part  lime,   some  Tol- 

Wat«  .Svpi-LV-Source,  wells  and  bay;  1  block 

engine,  cap. 'l,6bo!ffl»  ga^'.' per  day ;°work!°beKng 
10  city. 

SUPERIOR,  pop.  ^S3*-.  fire  area,  SO  acrea;  met- 
cantile  bidgl.,  stone,  brick  and  wood,  1  to  5  tll>- 
riea;  private,  brick  and  wood,  1  to  I  atoriea;  wood- 


combuatibtc*  ord.;  cauaea  of  fires 
fire  loaa  per  yr.  for  (  yr!,  (4>.4 
volved  for  aame  time,  (T04.(CT.  ....  _., 
Eteamera,  1  h.  engine,  2  c.  engine*.  H  c  han< 
3  h.  at  1.  trucks,  I  comb.  c.  h,  &  1.  truck.  4  &,< 
c.  Sc  hosewagons,  1  aerial  Iruck,  1  hose  wag 
3  hose  carriages,  2fi  horses:  hose,  cotton,  ruE 
lined,   good,  13000  ft.;*rubber,  good,  50O  ft,; 

ferior,    all' kinds,  6,000  ft:   total   hoae'.  18.600 


.  .  iity  of  water,  gtood;  E  p 
engines,  cap,  per  dav  10,000,000  gals.,  const 
Allis,  Wortliinglon  &  Dcane.  Epping;  mai 
iron,  48Vi  miles,  1  to  24  in.  dia,;  ^6  hydrai 

Crown  59.  Nash  142,  Hersey  2',  liagorn  2, "Tri- 
dent 1,061  Thomson  10,  WonhmRlon  G,  Pittsburg, 
4.   l^eystone  39,    Empire  607,  owned   *'i^°--  3.™T 

12o"l'bs. ;'  co'nsumpfion  peV  day'  1.84^000  gal  J';'  cost 
to   construct    (3^,000:    int   paid  on  bonds,  4  per 

THERESA,  pop.  BBS;  Bre  area,  K  mile  aqnarci 
bldga.,  wood  and  brick,  1  and  2  atorie*;  wooden 
roou  permitted;  firework*  ord-l  1St*i  Inveatigated. 

Fire  dept,— 1  gas,  engine,  1  hand  engine,  lOHiand 

rub'ber  lined.'  g'^ood)  600  f",  inferior,'  aU^klnds  ^ 


'■:  2G1 


dept.  equipment,  (2.2CA:  value  1 
ann.  e.p.  of  dept..  (1,173.56;  hoa. 
cotton,  300  ft.;  tola' 


>f'  bldgs,.   (1,600; 


-    --   -igattt 

ueii^ — 2  hand  enginca,  1  hoae  carriage,  nooks,  cici 
hose,  linen,  good  BOO  ft.;  inferior,  400  ft;  toUl 
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TOMAU,  pop.  3.600;  fire  area,  6  blocks;  mercan- 
tile bldgs.,  stone,  brick  and  wood»  1  to  8  stories; 
private,  stone,  brick  and  wood,  1  to  3  stories; 
uooden  roofs  not  permitted  in  fire  area;  fireworks 
and  combustibles  ord. ;  causes  of  fires  investigated. 
Fire  dept.— 2  c.  engines;  4  c.  hand  :x.,  1  h.  &  1. 
truck,  3  hose  wagons;  hose,  cotton,  rubber  lined, 
good,  2,600  ft.;  fire  alarm,  bell  and  whistle;  value 
of  dept.  equipment,  19,000;  value  of  bldgs.,  $6,000: 
ann.  exp.  of  dept.,  $1,000;  total  mem.,  35  volunteers. 

Water  Supply — Source,  wells  and  creek,  V4  mile 
from  business  center;  svstem,  pump  to  stap.  and 
direct;  stdp.  cap.  85,000  gals.:  materials  used  in 
cons,  brick  and  sheet  iron,  builders  Morgan  & 
Co.;  filtraiion  svstem,  sand  and  charcoal;  pump- 
ing engines,  cap.  per  day  500,000  gals.,  con- 
structors Smith- Vaile;  mains,  cast  iron,  5^ 
miles,  4  to  S  in.  dia. ;  59  hydrants.  Standard; 
meters,  total  number  70;  5G0  services;  pipe,  galv. 
iron ;  pressure,   fire  75  lbs. ;  works  belong  to  city. 

TOMAHAWK,  pop.  2,600;  fire  area,  640  acres; 
mercantile  bldgs.,  bnck  and  wood,  2  stories;  pri> 
▼ate,  wood,  t  and  2  stories;  wooden  roofs  not 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept — 1  hose  sleigh. 
2  hose  carriages;  hose,  cotton,  rubber  lined,  good 
1.860  ft.;  inferior,  all  kinds,  150  ft.:  total  hose, 
2,000  ft;  fire  alarm,  bell  and  telephone.  25  boxes; 
value  of  dept  equipment.  $1,200;  total  mem.,  25, 
paid  part  time;  underwriters'  rating,  third  class. 

Watbk  Supply — Source,  spring,  H  niile  from 
business  center;  system,  pump  direct;  stdp.  cap. 
106,000  gals.,  dim.  20  x^,  material  used  in  cons, 
wood,  builder  Sykes;  quality  of  water,  good;  res. 
cap.  75,000  ^als.,  located  in  center  of  city;  2 
pumping  engmes,  class  dup.,  cap.  per  day^  l,6u0,000 
ffals.,  constructors  Smith- Vaile  and  Fairbanks- 
Morse;  mains,  cast  iron,  12%  miles,  2  to  10  in. 
dia.;  56  hydrants;  meters,  total  number  32;  460 
services;  pipe,  galv.  iron  and  lead;  pressure,  dom. 
46  lbs.,  fire  135  lbs.;  consumption  per  day,  600,000 
gals.;  cost  to  construct,  $40,000;  cost  of  mtce., 
$3,300;  works  belong  to  city. 

TOWN  OF  SALEM,  pop.  400;  fire  area,  400 
acres;  mercantile  bides.,  wood,  2  stories*  private, 
wood,  2  stories;  wooden  roofs  permitted;  no  fire- 
works ord.;  causes  of  fires  investigated.  Fire  dept. 
~1  hand  engine,  4  c.  ex..  1  hose  cart;  hose,  cot- 
ton, good,  800  ft;  alarm,  bell;  total  mem.,  2  volun- 
teers; value  of  equipment,  $600. 

Watbb   Supply — Source,   wells. 

TWO  RIVERS,  pop.  4,608;  fire  area,  1,000 
acres:  bldgs.,  wood  and  brick;  wooden  roofs  per- 
mitted.    Fire  dept — 2  steamers.  1  c.  engine,  1  h. 

6  1.  truck,  1  hose  carnage.  3  reels,  etc.;  hose, 
cotton,  rubber  lined,  good  5,000  ft.;  fire  alarm,  bell 
and  whistle;  ann.  exp.  of  dept.,  $1,300;  total  mem., 
36  volunteers;  underwriters'  rating,  third  class. 

Watbk  Supply— Source,  lake,  6  blocks  trom 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
188,000  gals.,  dim.  16  x  20,  material  used  in  cons, 
steel;  2  pumping  engines,  class  dup.,  cap.  per  day 
1,600,000  gals.,  constructor  Deane;  mains,  cast  iron, 

7  miles,  ^  to  12  in.  dia.;  68  hydrants;  24  valves; 
meters  J  total  number  336,  Crown,  Nash,  Trident, 
Worthington,  owned  by  consumer;   336  services: 

f>ipe,  galv.  iron;  pressure,  dom.  46  lbs.,  fire  100 
bs. ;  consumption  per  day,  90,000  gals.;  cost  to 
construct,  $66,000;  bonded  debt,  $32,000;  int  paid 
on  bonds,  6  per  cent;  cost  of  mtce.,  $4,600;  works 
belong  to  city. 

VIROQUA,  pop.  2,300;  fire  area,  400  acres; 
bldgs.,  stone,  brick  and  wood,  2  stories;  wooden 
roou  permitted;  fireworks  and  combustibles  ord.: 
causes  of  fires  investigated.  Fire  dept. — 1  hand 
engine,  1  h.  &  1.  truck,  2  hose  carriages;  hose,  j 
cotton,  rubber  lined,  good  1,500  ft.;  inferior,  all  i 
kinds.  600  ft ;  total  hose,  2.000  ft ;  fire  alarm,  bell 
and  whistle;  value  of  dept.  equipment,  $2,000; 
value  of  bldgs.,  $500;  total  mem.,  160  volunteers; 
underwriters    rating,  third  class. 

WATEa  Supply — Source,  wells;  system,  gravity, 
pump  to  stdp. 

WASHBURN,  pop.  6,814;  fire  area,  500  acres; 
mercantile  bldgs.,  stone  and  wood,  1  and  2  stories; 
pr'vate,  wood,  2  stories;  wooden  roofs  permitted; 
".re  loss  for  1902.  $1,000;  ins.,  $50,000.  Fire 
dept. — 1  h.  &  L  truck,  3  hose  wagons,  3  hose  car- 
riages; hose,  cottouj  rubber  lined,  good  8,000 
ft:   fire  alarm,  electric,  25  boxes;   value  of  dept 


equipment,  $8,000:  value  of  bldgs.,  $10,000;  ann 
exp.  of  dept,  $1,738.92;  total  mem.,  82  Tolunteers. 
WATia  Supply — ^Source,  lake,  ^  mfie  from  bosi- 
ness  center;  system,  pump  to  res.;  res.  cap.. 
Ij200,p00  gals.;  2  pumping  engines,  cap.  per  day 
800,000  gals.,  constructor  Deane;  mains,  cast 
iron.  6^  miles,  6  to  12  in.  dia..  Lake  Shore;  64 
hydrants.  Chapman.  Ludlow;  meters,  total  num- 
ber, 1,  Union;  420  services;  pipe,  galv.  iron; 
pressure,  dom.  80  lbs.,  fire  115  lbs.;  cost  to  con- 
struct, $186,000;  int  paid  on  bonds.  6  per  cent: 
inn.  cost  of  mtce.,  $1,500;  works  belong  to  Co. 

WATERLOO,  pop.  1,137;  fire  area,  1,280  acres: 
mercantile  bldgs.,  brick  and  wood,  8  stories;  pri- 
vate, brick  and  wood,  2  stories;  wooden  roofs  per- 
mitted in  fire  aiea^  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  4  c  hand 
ex.,  1  h.  &  L  truck,  1  hose  wagon,  1  hose  carriage; 
hose,  cotton,  rubber  lined,  good,  600  ft;  rubber, 
good,  1,000  ft;  inferior,  all  kinds,  100  ft;  total 
hose,  1,600  ft;  fire  alarm,  bell;  value  of  dept 
equipment,  $6,000;  value  of  bldgs.,  $6,000;  ann.  exp. 
ox  dept,  $300;  total  mem.,  80  volunteers. 

Wateb  Supply — Source,  river  osed  in  case  of 
fire,  well  for  domestic  purposes. 

WATERTOWN.  pop.  8,622;  fire  area,  40  acres; 
bldgs.,  wood,  stone,  bnck,  2  and  3  stories;  wooden 
roois  permitted;  no  fireworks  and  combustibles 
ord.  Fire  dept. — 2  steamers,  4  c  hand  ex.,  1  h.  & 
1.  truck,  2  hose  carriages,  8  horses;  hose,  cottoc. 
rubber  lined,  good,  l300  ft;  rubber,  ffood,  2,000 
ft;  linen,  good,  2,000  ft;  inferior,  all  kinds,  700 
ft.:  total  hose,  6,200  ft;  fire  alarm,  131  boxes: 
value  of  dept  equipment,  $17,500:  value  of  bldgs.. 

t  15,000:   ann.  exp.    of   dept,   $2,500;  total   mem.. 
1,  paid  full  time  6,  volunteers  86;  underwriters* 
rating,  third  class. 

Water  Supply — Source,  wells,  in  business  cen- 
ter; system,  pump  to  stdp.;  stdp.  cap.  1.000,600 
fals.,  material  used  in  cons,  brick  and  iron, 
uilder  Racine;  quality  of  water,  good;  res.  cap. 
600,000  gals.,  located  at  pumping  station;  2  pura^ 
inff  engines,  class  comp.,  cap.  per  da^  S,000,wO 
gals.,  constructors  Smith- Vaile;  mams,  cast 
iron,  19%  miles,  4  to  16  in.  dia.;  175  hydrants: 
meters,  total  number  556;  owned  bv  consamer; 
806  services:  pipe,  lead;  pressure,  aom.  90  lbs., 
fire  126  to  160  lbs. ;  cost  to  construct,  $170,000;  int 
paid  on  bonds,  4  per  cent;  cost  of  mtce.,  $4JD0; 
works  belong  to  city. 

WAUKESHA,  pop.  6,963;  fire  area.  1,760  acres; 
mercantile  bldgs.,  brick  and  stone,  2  and  3  stories; 
private,  wood,  stone  and  brick.  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept — 1  steamer.  6  c.  hand  ex..  1  h. 
&  1.  truck,  1  hose  wagon,  2  hose  carria8cs,4 
horses:  hose,  cotton,  rubber  lined,  good  1.000 
ft;  rubber,  good  5,000  ft.;  total  hose,  7,600  ft; 
fire  alarm,  telephone.  23  boxes;  value  of  dept. 
equipment.  $5,000:  value  of  bldvs..  $7,500:  ann. 
exp.  of  dept,  $8,500;  total  mem.,  2t,  paid  foil 
time  2,  volunteers  23,  underwriters*  ratine  third 
class. 

Water  Supply— Source,  wells.  2  blocks  fron 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
360,000  gals.,  material  used  in  cons.,  iron;  quality 
of  water,  hard;  2  pumping  engines,  class  dopu 
comp..  cap.  per  day  3,000.000  sals.,  constructors 
29  miles,  6  to  16  in.  dia.;  221  hydrants MIO  valves; 
meters,  total  number  1.260.  Crown  200.  Empire 
1,000.  owned  by  City:  850  services:  pipe  nalv. 
iron;  pressure,  dom.  65  Ibs^  fire  90  to  100  lbs.; 
consumption  per  day,  560,000  gaU.;  cost  to  con- 
struct 1300,000;  cost  of  mtce.,  $10,000;  works  be- 
long to  City. 

WAUPACA,  pop.  2,872;  fire  area,  900  acres: 
bldgs.,  iron,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.  Fire  dept — 1  steamer.  1  h.  &  1.  truck,  1 
hose  wagon,  3  hose  carriages,  2  horses^  hose. 
cotton,  rubber  lined,  ffood  4.000  ft;  inferior,  all 
kinds,  1,000  ft.;  total  hose,  6.000  ft;  fire  alarm, 
bell;  value  of  dent,  equipment  $3,500;  Taloe  of 
bldgs.,  $12,000:  ann.  exp.  of  dept,  $1,000;  total 
mem.,  30,  paid  part  time;  tmderwriterr  rating, 
fourth  class. 

Water  Supply— Source,  wells  and  river.  2  V.ocks 
from  business  center:  system,  pump  to  res.:  stdp. 
cap.,  325  gals.;  quality  of  water  poor:  res.  cap. 
282,000  gals.,  located  on  hill;  2  pumping  engines. 
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cap.  per  day  1,000,000  gals.,  constructors  Smith- 
Vaile;  mains,  cast  iron,  7%  miles^  4  to  12  in.  dia.; 
78  hydrants;  66  valves;  ^9  services;  pipe,  galv.; 
pressure,  dom.  55  lbs.,  fire  65  to  150  lbs.;  cost  to 
construct^  $60,000;  cost  of  mtce.,  $2,000;  works  be^ 
long  to  city. 

WAUPUN,  pop.  3,186;  bldgs.,  stone  and  brick; 
wooden  roofs  not  permitted.  Fire  dept. — 1  c 
engine,  2  c.  hand  ex.,  1  h.  &  1.  truck,  1  hose 
wagon,  1  hose  carriage';  hos^  good  2,000  ft.; 
value  of  bldgs..  ^1,000;  total  mem.,  80  volunteers; 
underwriters^  rating,  tfiird  class. 

Water  Supply— Source,  wells,  5  blocks  from 
business  center;  system,  pump  to  res.;  stdp.  cap. 
65,000  gals.,  material  used  in  cons,  wood  and  con- 
crete, builders  Wheeler  &  Co.;  quality  of  water, 
good;  res.  cap.  45,000  gals.,  located  at  station;  2 
pumping  engines,  cap.  per  day  760,000  gals.,  con- 
structor Deane;  mains,  cast  iron,  6%  miles,  4  to 
10  in.  dia.;  1  air  lift,  cap.  26,000  gals,  per  hour; 
50  hydrants;  meters,  total  number  154,  Crown, 
Nash,  Empire,  Trident,  Thomson,  owned  by  con- 
sumer; 460  services;  pipe,  lead  and  galv.  iron; 
pressure,  dom.  59  lbs.,  fire  150  lbs.;  cost  to  con- 
struct, $46,000;  bonded  debt,  $9,000;  int.  paid  on 
bonds,  5  per  cent;  cost  of  mtce.,  $1,810;  works  be- 
long to  city. 

WAUSAU,  pop.  14,940;  fire  area,  3^  acres; 
mercantile  bldgs.,  stone,  brick,  wood,  1  to  4 
stories;  private,  wood,  1  and  2  stories;  wooden 
roots  permitted;  fireworks  and  combustibles  ord.; 
Fire  aept.~l  steamer,  1  h.  &  I.  truck,  2  hose  car- 
riages, Y  horses;  hose,  cotton,  rubber  lined,  good, 
5,000  ft.;  fire  alarm,  Camewell,  28  boxes;  value  of 
dept.  equipment,  $i,800;  value  of  bldgs.,  $11,600: 
ann.  exp.  of  depL,  $11,117;  total  mem.,  16,  paid 
full  time  13,  paid  part  time  8. 

Watbs  Supply— Source,  wells  ^  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of  water, 
soft;  2  pumping  engines,  class  bor.,  cap.  per  day 
6,000,000  gals.,  constructor  Holly:  mains,  cast  iron, 
28  miles,  3  to  16  in.  dia.;  186  hydrants;  200  valves; 
meters^  total  number  36,  Crown  16,  Nash  16, 
Worthmgton  4,  owned  by  city  and  consumer;  2,100 
services;  pipe,  lead  and  galv.  iron;  pressure,  dom. 
55  lbs.,  fire  96  to  100  lbs.;  consumption  per  day. 
2,000,000  gals.;  cost  to  construct,  $206,000;  bonded 
debt,  $115,000;  int.  paid  on  bonds,  4  per  cent;  cost 
of  mtce.,  $10,000;  works  belong  to  city. 

WAUWATOSA,  pop.  3,200;  fire  area,  1,900 
acres;  mercantile  bldgs.,  brick  and  wood:  wooden 
roofs  permitted;  fire  loss  for  1909,  $300;  in., 
$300.  Fire  dept.— 4  c.  hand  ex.,  1  h.  &  1.  truck, 
1  hose  carriage:  hose,  cotton,  rubber  lined,  good 
1,500  ft.;  fire  alarm,  whistle;  ann.  exp.  of  dept,, 
$1,613;  total  mem.,  23;  underwriters'  rating,  third 
class. 

Water  Supply— Source,  well,  2  blocks  from 
business  center;  system,  pump  to  res.  and  stdp.: 
stdp.  cap.^  100,000  gals.,  dim.  24  x  80.  material  used 
in  cons,  iron  ana  steel;  quality  oi  water,  good; 
res.    cap.    180,000  gals.,  located  near  the  well;    2 

f  tumping  engines,  class  dup.  comp.,  cap.  per  day 
00,000,000  gals.,  constructors  Smith-Vaile;  mains, 
cast  iron,  9%  miles,  6  to  12  in.  dia.;  117  hydrants; 
10n6  valves;  meters,  total  number  350,  owned  by 
consumer;  393  services;  pipe,  lead;  pressure,  dom. 
35  to  80  lbs.,  fire  120  lbs.;  consumption  per  day. 
ISO.OOO  gals.;  cost  to  construct,  $64,000;  bonde'd 
debt,  $16,000;  int.  paid  on  bonds,  5  per  cent;  cost 
of  mtce,  $1,950;  works  belong  to  city. 

WEST  LEND,  pop.  2,500;  fire  area,  660  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  2  and  3 
stories;  private,  brick  and  wood,  1  to  2^  stories; 
wooden  roofs  permitted  in  fire  area;  causes  oi 
fires  investigated.  Fire  dept. — 2  steamers,  3  c. 
hand  ex..  1  h.  &  1.  truck,  2  hose  carriages,  3 
horses;  hose,  cotton,  rubber  lined,  good,  1,400  ft.; 
inferior,  all  kinds,  700  ft.;  total  hose  2.100  ft.;  fire 
alarm,  bell;  value  of  dept.  equipment,  $7,800;  value 
of  bldgrs.,  $3,500;  ann.  exp.  of  dept.,  $400;  total 
mem.,   82,    paid  part  time  3,  79  volunteers. 

VVatkr  bupPLY — Source,  river;  system,  pumping 
to  6  cisterns. 

WP:STF1ELD,   pop.  700;    fire  area,   120  acres; 

hldgrs. ,  2  stories,  brick,  cement  and  wood;  wooden 
roofs  'permitted.  Fire  Dept.— 1  hand  engine,  1 
fjas.  engine,  1  hose  carriage,  1  h.  &  1.  wagon; 
hose,  cotton,  good,  1,000  ft.;  total  mem.,  40  vol- 
unteers; f^Tc  alarm,  bell. 
\Vatf»  Supply— Source,  river  and  wells. 


WEST  SALEM,  pop.  900;  fire  area,  640  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  1  and  2 
stories;  private,  wood,  2  stories;  wooden  roofs  per- 
mitted;  fireworks  ord.  Fire  dept— 1  comb,  c  &  h. 
engine,  4  c.  ex.,  1  h.  &  L  truclc,  1  hose  carriage; 
hose,  cotton,  good  1,000  ft.;  inferior,  100  ft.;  total 
hose,  1,100  ft:  fire  alarm,  bell;  value  of  dept 
equipment,  $1,200;  total  mem..  36  volunteers. 

WATBK  Supply — Source,  wells  and  3  public  cis- 
terns, capacity  260  bbls.  each;  system,  pump  to 
res.,  res.  cap.,  100,000  gals.,  1  pump;  mains  3  miles; 
pressure  76  lbs. 

WEYAUWEGA,  pop.  9U;  mercantile  bldgs.. 
wood  and  brick,  1  and  2  stories;  private,  wood 
and  brick,  1  and  2  stories;  wooden  roofs  permitted; 
no  fireworks  ord.;  fires  investigated.  Fire  dept.—* 
2  hand  engines,  1  h.  &  1.  truck,  2  hose  carriages; 
hose,  linen,  sood  1,000  ft;  total  hose,  2,200  ft; 
fire  alarm  hell;  value  of  dept.  equipment,  $1^400; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept,  $180; 
total  mem^  60  volunteers.  f 

Watbk  Supply— Source,  2  cisterns,  7  wells  and 
Waupaca  River. 

WHITEWATER,  pop.  3,500;  fire  area,  1,200 
acres;  mercantile  bldgs.,  stone,  brick  and  woodj, 
2  and  3  stories;  private,  brick  and  wood,  2  sto* 
ries:  wooden  roofs  not  permitted  in  fire  area;  fire 
works  and  combustibles  ord.;  causes  of  fires  in 
vettigated.  Fire  dept.— 2  h.  &  1.  trucks,  1  hose 
wagon,  8  hose  carriages;  hose,  cotton,  rubbet 
lined,  ffood,  2,500  ft.;  rubber,  good,  4,000  ft;  total 
hose,  0,600  ft.:  fire  alarm,  bell;  vuue  of  dept 
equipment|$8,000;  value  of  oldgs.,  $6,000;  ann.  exp 
ot  dept,  $360;  total  mem.,  65  volunteers. 

Water  Supply — Source,  wells;  system,  pump  to 
stdp.;  stdp.  cap.,  160^000  gals.;  res.  cap.,  060,000 
gals.;  2  pumping  engines;  cap.  per  day,  3,000.000 

fals.;  constructors,  Deane:  mains,  9  miles,  o  to 
4  in.  dia.;  101  hydrants,  Ludlow;  60  valves;  450 
services;  pressure,  dom.  70  lbs.,  fire  126  lbs.;  con- 
sumption, per  day  326,000  gals.,  per  cap.  42  gals.; 
cost  to  construct,  $90,000;  works  belong  to  Co. 

WINNECONNE.  f>op.  1,042;  fire  area,  900  acres; 
mercantile  bldgs ,  Srick  and  wood,  2  stories;  pri- 
vate, brick  and  wood,  IH  stories;  wooden  roofs 
fermitted  in  fire  area;  causes  of  fires  investigated. 
Ire  dept— 1  c.  engine,  12  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  carriage;  hose,  cotton,  rubber  lined. 
600  ft.;  Inferior,  all  kinds,  260  ft:  total  hose,  85C 
ft;  fire  alarm,  bell;  value  of  dept  equipment, 
$1,733;  value  of  bldgs.,  $1,100;  ann.  exp.  of  dept., 
$60:  total  mem.,  28  volunteers. 

Watsr  Supply — Source,  ri^er,  in  business  cen 
ter;  system,  pump  to  res.;  quality  of  water,  good: 
res.  cap.  80,720  gals.,  located  on  Main  street;  hand 
pumping  engines,  co  .structor  Howe. 

WONEWOG,  bldgs.,  brick.  Fire  dept.-5  c. 
hand  ex.,  2  hose  carts,  1  h.  &  1.  truck;  hose,  1.00C 
ft;  fire  alarm,  belh  total  mem.  35  volunteers. 

Water  Supply — Source,  reservoir;  system,  pump 
to  res.;  cap.  per  day,  4,800  bbls.;  res.  cap.  1,62C 
bbls. 

Places  with  a  population  of  1,000  or  more  hav 
ing  no  organized  fire  dept;  Honey  Creek,  Lake 
Nebagemam.  Lodi. 

Places  with  a  population  of  1,000  or  more  not 
reported:  Addison,  Alden,  Albion,  Almond 
Arena,  Belgium,  Bloom,  Brookfield,  Brothertown, 
Brussels,  Buena  Vista,  Burnett  Burke,  Bums, 
Bvron,  Caledonia,  Carlton.  Cato,  Centerville, 
Cuimo,  Clayton,  Clifton,  Concord,  Cooperstown, 
Cross  Plains,  Dale,  Dallas,  Eagle  Point  East  Troy, 
Eau  Galle,  Eden,  Eldorado,  Ellsworth,  Fulton. 
Genoa,  Gillman,  Greenfield  Hall,  Harmony, 
Hebron,  Hermon,  Henrietta,  Holland,  Hull,  Iron- 
ton,  Lamartine,  Lebanon,  Leeds,  Leroy  Lima,  Lin- 
den, Lisbon,  Lyons,  Luxemburg,  Manchester  Mag- 
nolia, Maiden  Kock,  Maple  Grove,  Mason,  Meeme, 
Melrose,  Meanon,  Miffin,  Morrison,  Moscow, 
Muskego,  Nelson,  New  Berlin,  New  Diggings,  New 
Holstem,    Oak    Grove,    Oakland,    Odanah,    Otse- 

go,  Prairie  Farm,  Pensaukee,  Red  Cedar, 
:hine.  Rosendale,  Royalton,  Rudolph,  Rubi- 
con, Rutland,  Seneca,  Sevastopool,  Shelby,  Somer- 
set, Somers,  Spring  Prairie,  Sterling,  Stockbridge, 
Summit,  Taycheedah,  Trempeleau,  Trimbelie. 
Vernon,  Walworth,  Wayne.  Woodville,  Win- 
chester, Windsor,  Wiota,  Wyacena. 


ABBREVIATIONS.— Add..  aDiiiuli  *t.,  •lenBe;  bids*.,  balldii]gt|  cap.,  capadij;  chn.,  • 
C-  chemical;  c.  &  h.,  chemical  «nd  hi»e;  elk.,  clerk;  comb.,  combloatloa ;  coinr.,  coi — '—'  — 

commiltcei  comp.,  compound;  corn.,  eonttmclion ;  dipt.,  depvunent;  dit.,  diameter;  l 

iota.,  doaeitici  dup.,  duplex;  eof.,  engiBtaf  cxp.,  oipeiuea:  ex.,  extisBoiiher;  It.  feet;  ■>!»■.  galloat; 

h.d.,hlf)x   dnty;h.4L,book«ndUddet;  ini-.mar '"    -" "--- 

ihip;  Ho.,  number;  pop.,  populalion;  prei.,  pre: 


ATLANTIC   CITY, 


;    bidgi., 


ana  a  iioncH;  wooucb  luuis  ^ujuiLLcu.  no  fire- 
oorka  and  combustible!  ord. ;  ciuiei  of  firea  u- 
vesli  Bated. 

W*Ti»  SDrrLT— Source,  ipTingi;  lyateui,  fniT- 
ity:  naina.  M  mile,  li  in.  dia-;  4  hTdranli;  * 
valves;  pre»ure,  fire  80  lbs.;  coit  to  conilruct. 
11,000;  vorki  betons  to  Co. 


ei;  pti- 


DOUGLAS,   pop.    La» 
mercantile  biJgs.,  Iiiick  u 


roofs  permitted  ii 


ted  in  fire 


c>  ord.;  causes  of  Srei  ia*estinled.  Fire  dept. 
c.  hand  ex.,  I  b.  &  1.  truck,!  boae  camasei; 
e,  cotton,  rubber  lined,  good,  1,B00  ft.;  inferior, 
kinds,  700  ft.;  total  how.  2,»0  ft.:  fire  alarm, 
newell,  valve  of  depl.  equipmcnl.  C.«N);  Talue 
bldgi..  1^,000;  ann.  txp.  of  dept.,  1100;  total 
n..lg  volunleeis. 

^ATia  SnifLY— Source,  creek,  t  miles  from 
ineaa  center;  SJ'nem,  gravity;  itdp.  cap.  tt.OOO 


„ bL,  fire  MO  Ibi. 

';  bonded  debt,  WS,OI»Li 


;i'.,?Si." 


city. 

CARBON,  pop.  nt;  fire  area,   WO  acres;   mer- 
cantile  bldas.,    wood,    1    st"^;    private,    wood,    ! 

dept.— 1  c.  engine,  t  c.  hand  ei.,  1  hose  wagon, 
1  faoie  carriage;  bote,  cotton,  rubber  lined,  gmd 
400  It;  fire  al.rm,  Blymer;  value  of  dept.  equip- 
ment, tl,fWO;  value  of  bldg).,  HJOO;  ann.  e.p.  of 
depl.,  t2,1U;  total  mem.,  &  voluntecrt. 

W*Ti!a  SuFK-v-Source,    spriBfs,   t   miles    from 

»!oCfl'iali!rp™pi'5  ™iin«,  cap.  per  'day^  ioq,m 


Vin.'^1  Shickle 
Chapman;  metera 

H 

mains,  cast  iron,  4  miles 
"uit.^bOor-wk^^cS 

CASPER,   pop. 
good,'  l.MO  fl.;   : 

re  'aU 

bidgs,,    woo. 

and  brick. 

ubberif^d; 
yslem;    lota 

o  fOO  lbs.;  32  hydrai 


equipment,  tlO.OOO:   value  of  bldgi 

exp.    of   dept.,   *>,5<10;    total    mem., 

time  t.  paid  part  time  2.  volunteer 

Watii  SurfLV— Source,    creek,   ■ 

■ration  tystem,  slow  saiid;  qualily  of 
rca.  cap.  10.000,000  gait.;  pumping  c 
prr  day  8,000,000  gal'-,  constructor 
Holly;  main  ■      .  - 

pressure,    132    lbs.:  'cost    i 
int.   paid    on    bonds.   5   pei 


iuslfb^? 


EVANSTON,   pop.  1,700;   fire  area,    tW  a 


toUl 


mbuitiblei   ord.;   causa 

_  ..e  depl. — 1   band  engine. 

1  h.    &   L    truck,^  1   hose   sleigh. 

bber  lined,  Bpod  1.700  ft.;  mbba,  good  400 


I  lined,  goi 
3oae,  1.100 


ft.:  fi 


idaci  Mfg. 
luipmeni.  t^SoS. 
of  dept..  (1.0BO; 


:  of  bldgs.,  RMO; 

mem.,  %  volume..  _ 
iraa  SurrLr— Source,  river,  U  n^e  from  basi- 

cenler;  lyilem,  pump  to  res.;  qnaUty  of 
r,  good;  res.  cap.,  G.<IOO,000  gals.;  pomping 
les,  cap.  per  day  l.OOO.OOO  gals.,  cooatraetar 
te;  niaini.  kalamein,  8  milea,  4  to  It  in.  dia., 
inal;  Si  bydranls,  Ludlow;  II  valvea;  mi 
number  1.  Bee;  iSO  lervicT"-  ~-"  — ■- 
fire  S5  lbs. 


pipe,  gmlv. 


FORT  RUSSELL,  jwp.  1,000;  fire  area,(Oacns: 
mercantile  bldga.,  bnck,  1  and  1  atories;  prrvvte. 
brick,  1  stories;  wooden  roofs  permitted  in  be 
area;  caniei  of  fires  investigated.  Fire  dept. — 1  h. 
&  1.  Iruck,  1  hose  carriages;  hove,  cotton,  rubber 
lined,  good,  1,G00  ft.;  rubber,  good,  MO  ft.;  - 
ferior,  all  kinds,  1,000  ft.;  lolal  hose.  1,700  h.; 
alarm,  bugle;  value  of  dept.  eqn^men-  ■*' 
value  of  bldgi.,  HOO;  total  mem.,  lA  vol 

—       -  SuFfLi-Source,     wells,     H    «" 
atdp.  a 


^t,    (ioOS: 


■tdp.  cap.  70,00A  ^s.:  dim!™£l  x 
in  cons,  steel  piste;  filtntion 
ily  of  water,  good;  i 


material  luej 


;   jiS  hydrs 
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in.  dia.;  6  hydrants;  i>rettttre,  dom.  66  lbs.,  fire 
6  lbs.;  consumption  per  day,  800,000  sals. ;  cost  to 
onstnict,  $17,000;  cost  of  mtce.,  tlfWO;  works  be- 
ong  to  Co. 

LARAMIE,  pop.  8,200:  fire  area,  040  acres;  mer- 
antlle  bldgs..  stone  ana  brick,  1  to  8  stories;  pri> 
ate,  stone,  brick  and  wood,  2  stories;  wooden 
oofs  not  permitted  in  fire  area;  fireworks  and 
ombustibles  ord. ;  causes  of  fires  investigated.  Fire 
lept.-— 2  steamers,  1  h.  &  1.  truck,  1  comb.  c.  &  h. 
ragon,  1  hose  wagon,  3  hose  carts,  4  horses;  hose, 
otton,  rubber  lined,  2,400  ft.;  fire  alarm.  Game- 
rell,  20  boxes;  value  of  dept.  equipment,  |10,000; 
alue  of  bldgs.,  117.000:  ann.  exp.  of  dept.,  82,500; 
otal  mem.  47,  paia  full  time  3,  paid  part  time  4, 
olunteers  40. 

Watkk  Supply — Source,  springs,  2%  miles  from 
usiness  center:  system,  m'avitv;  quality  of  water, 
xtra  good;  res.  cap.  1,400,000  gals.;  mains,  cast 
ron,  2^  miles,  3  to  14  in.  dia. ;  GO  hydrants,  Beau- 
nont  and  Holly;  1,200  services;  pressure,  dom.  30 
bs.,  fire  40  lbs.;  cost  to  construct,  ^,000;  ann. 
ost  of  mtce.,  $10():  works  belong  to  Co. ;  res.  built 
ty   U  Pacific  R.   R.;  cost  $20,000;  just  built. 

NEW  CASTLE,  pop.  756;  fire  area,  180  acres; 
lercantile  Udgs.,  brick,  2  stories;  private,  wood, 

stories;  wooden  roofs  not  permitted;  fireworks 
nd  combustibles  ord.;  causes  of  fires  investigated, 
''ire  dept. — 1  h.  &  1.  truck,  2  hose  carriages;  hose, 
otton,  rubber  lined,  good  600  ft.;  rubber,  good 
,000  ft;  total  hose,  1,600  ft.;  value  of  dept 
quipment,  |3JK)0;  value  of  bldgs.,  $10,000;  ann. 
xpenses  of  dept,  $1,600;  total  mem.,  60  volun- 
eers;  underwriters'  rating,  fourth  class. 

Watis  Supply — Source,  springs,  15  miles  from 
tusiness  center;  iqrstem,  (H^svity:  res.  cap.  8,750.000 
fals.;  mains,  steel  andf  iron,  20  miles,  6  in.  dia.: 
.0  hydrants.  Chapman;  6  valves j  meters,  total 
lumber  120,  Trident;  pipe,  cast  iron;  pressure, 
iom.  110  lbs.,  fire  llO  lbs.;  cost  to  construct, 
:250,000;  ann.  cost  of  mtce.,  $2,000;  works  be- 
ong   to  Co. 

RAWLINS,  pop.  8,000:  fire  area,  80  acres;  mer- 
rantile  bldgs.  stone  and  brick,  1  and  2  stories;  pri- 
rate,  brick  and  wood,  1  story;  wooden  roofs  per- 
nitted  in  fire  area;  fireworks  and  combustibles 
ird.;  causes  of  fires  investigated.  Fire  dept— 80 
;.  hand  ex.,  1  h.  &  I.  truck,  2  hose  carriages.  • 
lorses;  hose,  cotton,  rubber  lined,  good,  2,500  ft; 
ubber,  good,  800  ft;  inferior,  all  kinds,  800  ft: 
otal  hose,  8,800  ft:  fire  alarm,  whiat^e;  value  of 
lept  eouipment  $4,000;  value  of  bldgs.,  $2,000;  ann. 
xp.  ot  dept,  $600;  total  menu.  100  volunteers. 

Watsk  Supply — ^Source,  welu;  system,  pump  to 


res.;  quality  of  water,  good.;  res.  cap.  290,0M 
gals. ;  2  pumping  engines,  size  10  x  12  x  8H.  12 
x  14  x  7,  cap.  per  day  8,000,000  gals.,  constructors 
Deane,  Fairbanks-Morse  &  Co.;  maws,  cast  iron, 
4  miles,  4  to  8  in.  dia.,  Chattanooga;  44  hydrants, 
Galvin:  800  services;  pipe,  galv.  iron.;  pressure, 
dom.  50  lbs.,  fire  75  ibs.;  consumption,  per  day 
800,100  gals^  per  capita  160,000  gals.;  cost  to 
construct,  |48,000;  int/paid  on  bonds,  6  per  cent; 
ann.  cost  of  mtce.,  $3,000;  works  belong  to  city. 

ROCK  SPRINGS,  pop.  4,863;  mercantile  bldgt., 
brick  and  wood,  1  and  2  stones;  private,  wood« 
1  and  2  stories:  wooden  roofs  not  permitted;  fire- 
works and  combustibles  ord.  Fire  dept — ^1  c.  en- 
(pne,  25  c  hand  ex.,  2  hose  carriagea;  hose,  cot- 
ton, rubber  lined,  good  1,500  ft;  rubber,  good 
500  ft;  total  hose,  2,000  ft;  fire  alarm,  Gamewell; 
12  boxes;  value  of  dept  bldgs.,  $80,000;  ann. 
exp.  of  dept,  $2,000:  total  mem.,  11  volunteers. 

WATXB  Supply — Source,  river,  17  miles  from 
business  center  jsystem,  pump  to  res.  and  direct; 
res.  cap.  2,000.000  gals.;  2  pumping  engines,  cap. 
per  day  2,000,000  gals.,  constructors  Fairbanks- 
Morse- Worthington:  mains,  cast  iron^  40  miles,  4 
to  8  in.  dia.;  Shickle,  Howard-Hamson ;  70  hy- 
drants. Chapman  and  Mathews;  112  valves,  meters, 
total  number  525;  650  services;  pressure,  dom.  GO 
to  GS  lbs.,  fire  75  to  90  lbs.;  works  belong  to  Green 
River  Water  Works  Co. 

SHERIDAN,  pop.  10,000;  fire  area.  80  acres; 
bldgs.,  brick  and  stone,  1,  2  and  3  stories;  wooden 
roofs  not  permitted  outside  of  fire  area.  Fire 
dept. — ^1  c.  eng.,  2  c.  hand  ex.,  3  horses;  hose,  cot- 
ton, rubber  lined,  good,  2,800  ft.;  fire  alarm,  bell 
and  whistle;  value  of  dept.  equipment.  $2,500; 
value  of  bldgs.,  $10,000;  ann.  exp.  of  dept,  $2,400; 
total  mem.,  32,  paid  full  time  2. 

Water  Supply— Gravity  system,  dom.  90  lbs., 
fire  175  lbs.  to  sq.  in.;  works  in  construction  cost 
$400,000. 

SUNDANCE,  pop.  294;  fire  area.  16  sq.  blocks; 
mercantile  bldgs.,  wood  and  brick,  1  story;  private, 
wood,  1  story:  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.  Fire  dept — 1  hose  carriage; 
hose,  cotton,  rubber  lined,  good  1,000  ft:  fire 
alarm,  triangle;  value  of  dept  equipment,  $1,000; 
value  of  bldgs.,  $3,000;  total  mem.,  26  volunteers. 

Watbb  Supply — Source,  spring;  system,  gravity; 
res.  cap.  8,000  bbls.;  pumpins  engines.,  cap.  per 
day  75,000  gals.;  mains,  2  mues,  4  to  8  in.  dia.. 
Nafl  Tube  Wks.;  10  hydranta,  Nafl  Tube  Wki.; 
8  valves;  pressure,  dom.  70  lbs.,  fire  70  Ibt.;  coet 
to  construct,  $17,000;  ann.  cost  of  mtce..  1600; 
works  belong  to  dty. 


D 
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BRITISH   COLUMBIA 


ABBREVIATIONS.— Ann.,  umuil;  >v.,  ivensc;  bldii.,  buildingai 
c,  chemiol;  c  ft  h.,  chemical  ud  hou;  elk.,  clerk;  comb,  combuu   ' 
Bittec;  comp.^  compound;  cddl,  CDaBtruction;  dept.,  deptrtoient;  i 

klghdnty'jh.  &'t.,hook 'ud  Udder;  iml.inaiuance;  Int.',  IntercR ;  l 

No..  Dumber;  pop.,  population;  prea.,  preaideoi;  tea.,  reaervoir;  atdp.,  atandpipc;  aupt.,  ai 


GSQUIUALT,  pop.  cot  siTen 
fin  equipment  at  Navy  Yard. 

Watik  SurrLY — Source,  lake; 
•Mini,  11  milei;   32  bydnnla;  n 


1  conatructi 


tUG,OaO;   works  beloni  lo  < 
KAMLOOPS,    pop.     ISOO;  fire  area,  UO  acrei: 

mercantile,  bldgr,   wood    and  biick,    IK    and     I    , 

rooli  peimilted;  Grew'orkg  and  combualiblea  ord. 
Fire  dept.— I  b.  ft  L  tiuck,  I  bote  carriagei;  hoie, 
linen,  good  1,6(10  ft.;  fire  alarm,  whistle;  value  of 
dept.  eqaipment,  flXOO;  rali 
exp.    or,  dept.,    IM;    total 


meteri,  toul  nu 
Uener  .10,    Uni 

lbi.''^e  &  lo 
7G    gals.;    cost 


-,    H   voltmteeii: 
,    MO    jds.     flora 


re*,  cap.  lEO.DOO  { 
dar  l,7O0,«W  tp^ 


rinU,  Ludlow;  pipe,  wrousbt 
usure^dom.  M  lbs.,  fire  Iffi 


NANAIHO,   pop.    S.E 


e  2,  paid  part  t 


truck,  1  hose  wage 

gootf,  600  it.';  toi»rbow^'t,^ft.,''fire 

Ebooe;  >alue  of  dept.  wjuipnient,  M.OO 
ld«.,  t7.D00;  son.  exp.  of  dept,  I3,»0; 
a,  paid   full  lime  !,  p  ■  ■ 

mile*  from  business  c 
cap.,  lU,00a,aX  gale.; 
to  IJ  in.   dia..   Scotch  , 
Chapman:    tO    valves ;    i 


NEW  WESTMINSTER,  pop.  12,600;   fii 


ifs  permitted 
itibles  ord.; 
-2  iteamera, 
X.,  1  h.  &  1. 
I,  t   horiea; 


1»D8,'  kIm 


t  to  12  iD.'aia..  . 
to  brdrinls,  Gali 


.EB.'  SXk 


nier;  iTiieni,  eravityi  quality  of  watei 
cap.   l,tTK,000  gals.,   located  IH   niiie 

-----    --■]  and  east  iron,  tl  milei 

Gillioway  and  McFarlsne 


nbei,  IGO.  Crown  42,  1 
HI  7;  owned  bv  aa,  •.—  -»■ 
and  galv.  iron;  pressnic.  dam.  S 
170  lbs.;  consumption  per  capiia 
o    conitnict,    t471,«M.lTi    bonded 


>   per   I 


a  euTi 


VANCOUVER,  pop.  BO.ODO;  fiie  area,  GOO  acrci; 
mercantile  bldgl..  (tone,  brick  and  wood.   2  Ip  i 

md  combustibles  ord.;  causes  of  fitea  invextiaaied. 
Fire  dept.-S  •leame^^^  I  city  service  truck.  3  c. 
(npoe.,  1  h.  a  L  track,  IS  c.  hand  ex..  1  aenal 
truck,  6  hole  wigoas,  1  comb,  c  &  h.  wagooi, 
S5  horses ;  hose,  cotton,  robber  lined,  sood  21.- 
SO  ft.;  inferior,  all  kinds,  TOO  Ft.;  lota!  loK.  S.- 
m  It.;  fire  slarm,  Gsmewetl,  108  boxei;  value  ol 
dept.  equipment,  tG£,GOO;  value  of  bldgs..  IH.OOO; 
inn.  exp.  of  dept.,  (163,996.38;  total  mem.,  Ss.  paid 

WxTEa'  Sovrty— Source,  river  and  creek,  9  milei 
From  business  center;  system,  cravity;  qnaliti  of 
•'aler.  pure;  res.  cap.,  £,009,0(10  sals.;  maini.  cait 
Iron  and  aletl,  200  miles.  I  to  »  in.  dLa.;  TUO  hj- 
drants;  meters,  total  number  TO),  owned  by  city; 

lure.  d'om.™'lo'"fio'  lb",  fi«  40  to'Wfbs! ;  "I^ 
lumption  per  day,  6,000.000  gals.;  coat  to  con- 
itruct.  12,000,000:  int.  paid  on  bonds.  4  per  cent; 
con  of  mtce.,  tW.OOO;  works  belong  to   dly. 

VICTORIA  pop.  30,000;  fire  area,  140  acra; 
mercantile  bldga.,  atone  and  brick,  1  to  6  stories; 


tigated.     Fire  depL— S  1' 

„ _  .         ""T  T^6"?o;_.. 

conon,  rubber  lined,  Eood,  COOO  ft.;  mhbei 
BOO  ft;  inferior,  all  lands,  WO  ft.  -  - 

ft,;  fire  alarm,  Gamewell,  44  boxt.,    _. 

equipment.  131,000;  value  of  bldga.,  (11,000;  as-, 
exp.  of  dept.,  (96,000;  total  mem.,  tS,  paid  fall 
time  !S,  paul  part  '■ —  ■*" 


to^  ba*e,^!«al 
'         if  deT«. 


I  SurrLi—Sonrce,     lakes, 
-^.ystMB,  (Wi-- * 

,«  Kke;'  -"*■ 
16  X  14,  - 

™ii«ri 


G,  Thorns 
falo  207, 
bert  IS.  ( 


pli, 

puiu^iuH  cDRiiies.  class 

— ,.  per  day  4,432,000  gala, 

Northey;  — ' —     ^--'   --■' 


U  Natjonal 
a  ITS.  Bit' 


f'Bi 


Places  having  a  popalatlon  of  1.000  awl  nowatd 
not  repofted,_Chilliwaefc,  WelUniton.  *^ 


BRANDON,  pop.  IS.OOO; 
lercutilc  Miln..  hrick.  1 
tickud 


moiiS.i  aloriei;  wooden  loofi  perialltai 

im;  nreworlu   and    caaibiudblei    ord.; 

6nt  iDTcMinltd.    Fire  dept.--l  BteiOMr, 

'  c  hud  ex.,  ]  b.  &  L  tnck,  1  icrul 


MANITOBA 

brick  ud  wood,  1  il 


it', 


I,  rubber  'lined,  8,(100'ft.T 

lC.«Wi  inn.  eip."of  "ept 
id  full  Cime  8,  piid  part 


■  ;  li  bar 

ire  ■lirm,  a 

14.000:   nlui 


a,  nSt^iJwJ!  ^li^^^ 


1,  jramp  direct;  filttition  gji- 


v: 


.   toul  number   1,01 


.hiaglon;  Bi»io». 
Lj  103  hydr»ntii  1 


mpiion  per  dn  BOO.DOO  gala.;  cosi  to  constiuct, 
U.WOj  bonded  debt,  tUl>[IO:  int.  paid  on  bonda, 
■  AG  per  cent;  coat  of  mtce.,  tU,U>^;  worka 

EMERSON,  pop.  m;  Gie  area,  MO  acrea;  bidsa., 
ick  and  wood,  2  and  3  aloriea;  wooden  roola 
iiled;  Sreworkl  ord.  Fire  dept.— 1  ileBin  en. 
It,  4  b.  &  1.  irucka,  2  hoae  camaeea:  hoae,  nib- 
r.  good  1,ED0  it.;  cotton,  inferior  900  ft.;  toUl 
$e.  1.S00  {L;  ere  alarm,  belJ;  valae  ol  dept. 
uipmeni,  110,000:  »1ue  ot  bldgi.,  KOO;  inn.  eip. 
depL,  IKK);  loUl  mem.  17  volunteeri. 
■Vatbk  Sufflt— Source.  Htct  and  Canka;  aya- 
a,  pump  to  tea.;  res.  cap.,  S,000  bbli.;  Roiuld 
mping  cnEJnei;  prcaaore,  &ie  100  lbt.j  coat  ol 
islruclion  to  dale,  110,000)  ann.  coat  of  mice., 

JORDEN,  pop.  1,900:  fire  area,  120  acrea;  mer- 
Kile  bids*.,  atane  and  bHck,  1  to  1  iloriea;  pri- 
e,  atone,  bnck  and  wood,  1^  atoriu;  wooaen 
fa  not  pemitled  in  fire  area;  fireworka  and 
nbustiblei  ord.;  cauaei  of  Grei  iaveatigated 
e  depL — 1  hand  engine,  2  c.  enginea,  1  h.  tt  I. 

.  rubber  lined,  good,  6E>0  It :  rubber,  sood.  SO 
rubber,  inferior,  160  ft.;  total  hoae,  1,1B0  fLi 
alarm,  bell;  value  ot  dept.  equipment,  tG,900i 

je   of   tidsm.,   »,200;   ann.    ap.   of  dept.,   IBO; 

il  mem.  W,  paidjurt  time  L  volunteers  «. 


ibualiblea 


cauiea    o(   6rea   _..    _. 

T,  1  c  engine,  i  c  band  ex.,  1  boac  

eai  boat,  cotton,  rubber  lined,  good,  SOD  IL; 
■  food,  «0  ft.;  i"!'^'"  .11  1.""^.  mn  n 
lae.  S,«a(l.;  fin 


equipBient,  |S,EiO.. _.   _._ 

up.  ol  dept.,  14,000;  total  mem. 


E-      ,  IW/IOOi   a 
.  pale)  lull  C 


permitted  in  fire  area;  cauaea  of  rtea  Invettiiated. 

CI.,  1  h.  &  I.  truck,  1  hoae  carriage:  hoae,  cotton, 
rubber  lined,  good,  l.BOO  ft.;  total  lioae,  1.500  It.; 
fire  alarm,  bell;  value  of  dept.   — — '«>. 


WINNIPEG,  pop. 
mercantile  bldgs.,  ate 
private,  alone,  brick 
roof  a  not  permitted 
combuatiblea  ord.;  a 


nrce.  wells  ■ 
00,000:  fire 


*«.,""''&  1 


■«s:" 


*13S.621;  ann.  ,e.p.    ui 

from  business  center; 
tion  svalcm.  New  VoiV; 
cap.  e.300,000  gals  ,  1.-.. 
pumping  engioei,  eta- 
£0.000,000  gala.,  conitru 

f,3»'  hydt"iil57mr'("r>! 
by  cily;  18,716  servitc, 
4d  lb>..  fire  90  lbs.;  c- 

ft.loi.OM.OS;    int.    paid 


'of  dept,  iBOoi 

id  tanka. 

ea.  8,000  acre*; 
1  to  11  atoriei; 

firework*   and 


and  rubber. 
Its  boxca; 
.e  of  bldgt., 


vvella,  Vi  and  3  milea 
;..;ity  o(  water,  goid;reB 

■ip.  trip.,  cap.  per  day 
Wotthington,  McDoa- 
nilea,  i  to  20  in.  dia.: 

.    number  13,TH>,  owned 

m'plion  ie?'d'ay"llOO?OM 
I.  llii,3E0.Sl;  banded  debt, 
J  bonds,  tU  and  1  per 
-^1,  worka  bSlong  to  city. 


NEW  BRUNSWICK 


\MPBELLTON.  pop.  4,000;  metootile  bldgs., 
k  and  wood,  !  and  t  atoriea;  private,  brick  and 

re  area;  fircwarka  ord.;  canaes  of  Grei  investi- 
d.  Fire  dept.— 1  ateamer,  1  h.  A  L  truck.  3 
•  cailiagea,  2  horaea;  hoie,  calton,  rubber 
1.  good,  GOO  ft.;  rubber,  good,  600  ft;  total 
■,  IJOO  ft.;  fire  alarm,  bella  and  whiatle;  value 
ept   equipment,  JT.OOO;  value  of  bldga,,  11,8X1: 

exp.   of  dept.,  Il,<nO;  toUl  mem,  %  paid  foil 

1.  paid  part  lime  i,  volunteers  O. 
ATER  Supply— Source,  lake  and  1  reservoir, 
0,000  and  2.500,01X1  gal).;  mains,  caat  iron,  12.3 
s,  4  to  16  in.  dia.;  system  gravity:  Canada 
■  Fdy.;  3B  hydrants.  Chapman;  711  servicea; 
.   lead:    pressure,  dom.  and  fire,  86  Iba.;  ann. 

mtce.,   «,36S.72. 

lATHAM,  pop.  5.gi»;  fire  area,  It,  m.  milea; 
antile    bl<fg?.,  atone,  brick  anJ  woa7,  1^  to    | 
ries:  private,  wood,  IM  atoriea;  wooden  roola    i 
.itted  m  fire  area;  dreworka  and  comhuslibles 

causea    of   Srea   invealigated.    Fire   dept.— 2    ! 
ners,  3  fire  tugbaala,  2  c.  hand  ex.,  1  h.  ft  1. 


tela 


'.*  ^Tjt..  «!/■ 


)ldg*.,  (17,000:  ani 
\.  »,  paid  full  tim< 


tnilei  from  buainesi  center:  system,  pump  to  stdp.; 
aidp.  cap.  4S0.000  gals.,  dim.  <0  i  n.€.  material 
used  in  con*,  ateel;  quality  of  water,  good;  1 
pumping  engine*,  up.  per  day  1,260,000  gala.,  eon- 
Btructor  Worlhington;  mains,  caat  iron,  8.G  mile*. 
S  lo  12  in.  dia.;  04  hydrants;  112  valves;  meters. 
IS,  Hericf  Rotary  6,  Buffalo  11, 
■  '^^  "-^^icea:  pipe,  cement  lined 
dom.  OS  to  70  lbs.,  fire  SO 
day  807,000  gal*.;  coat 
-■■^   —   'onda,  4  per 


iwned   b;  clly;  206 

olSflbsir^onf^r. 
0  eonatruct,   tl05,..- 


Ml" 


diT  a 


roof  a  per. 
abusliblB 


FREDERICKTON,  pop.  TJ17: 
bldgs.,  brick  and  wood,  2  to  4  atori. 
brick  and  wood,  2  and  3  itoriea;  woode 
mittcd  in  fire  area;  fireworks  and  c> 
ord,:  causea  of  tires  inveatigaied.  F 
steamer,  8  sleighs,  1  h.  ft  I.  truck,  1  1 
4  hose  carnage*,  2  horses;  hose,  collon,  ruooe 
lined,  good,  1.100  ft.;  rubber,  good,  3.000  ft.;  tati 
hose,  flOO  fl.;  fire  alarm,  electric,  23  boxca;  valu 
of  dept.  equipment,  tli.000;  value  of  bldgs,  10,000 
ann.  exp.  of  dept.,  tS.OOO;  loUl  mem.  GO,  paid  pai 

Watex  SoPFLr— Source,  river,  y,  mile  from  bus 
nets  center:  svatem,  pump  to  mains;  qualitjr  o 
water,    good;   i    pompiog  enginet,    cap.    per    da 


\S&1  ft,  !  [1)12 


log  enginei 


duOKlled  iron;  preuuie^oBi.  td 
couumplioa  per  d*r  Stt-sTl  nla. :  i 
tin,414;  boniled  defcl.  tUo.OOD:  Int 


HARTLAND,    pop.    1,000:    fire    *ie*,    S    mena; 
mtmntile  btdiL,  biick  ud  wood,  ISi  to  S  Mo- 

loofi  permitted  Id  fire  m; 'combiulib'ici  ord, ; 
caiun  of  firet  Invetticited.  Fin  depc.--l  h.  &  L 
tmcVi,  1  bote  wuod,  1  bote  urriaBe;  hoie,  cot- 
toD,  rubber  lined,  lood.  «D0  ft.;  Sre  ilum,  bell; 
»lue  of  dejit.  equrpment,  1500;  nlue  olitldzt., 
tSOD;  un.  up.  of  dept.,  nOD;  total  mem.  IT,  paid 

Wat»  'SnrrLT-Source,    ipringi,   ^    mile   from 

bunnei*  center;  •yalem,  iimiity;  tes.  e»p.,  110,000 
n]i.;  malni.  cast  iron.  I  raile;  S  in.  dii;  >  li*- 
dnDtij  TE  lerrlcei;  pipe.  Ie«d;  prcMure,  dom.  iS 
Iba.  fire  4G  Ibi.;  coit  to  conitruct.  n.OOO:  int. 
paid  on  bondi  VA  per  cent:  ann.  coit  of  mtcc 
{too:  *Drki  beloRc  to  Co. 


Z  lifilruli;  zu  nt::t. 
itract.   B1.00t:  batin 


itcc'  IT^;  1 


ST.  ANDREWS,  pop.  1300;  fire  ires.  Mm;  | 
mercantile  bldta.,  wood.  IH  t«  tH  itarici;  fv 
rate,  biick  wid  wood,  1  Motie*;  woodta  lua 
permitted  in  fire  am;  Breworkt  and  combBtiUa 
ord.;  ctnau  of  file*  invcitintaL  Fin  dtp:.-! 
h.  engioei,  1  hoae  carriage* ;  bOM,  COMOt   — "^ 


her  linl 


-.- -   -Idga.,   bridi ... 

riet;    priTiie,   brick    and    wood, 

riei;    wooden   roofs    petmilted    m   nre   »te>;    nre- 

worka  and   combuitiblea  ord.;  caaaci  ol  Grea  io- 

veitifated.    Fire    dcpt. — 1   steamert,   1    c    enBin#. 

•  c.  basd   «.,  1  h.    A  L   truck,  t   hose 

hoae  (led^   S  boraea;    hoee.  cottc 

Eood,  1^  ft;  rubber,  lood,  SO  ,^.   m.».u.,  ... 

kind*,  800    ft.;    tot^    tioK.    G,XM    ft.;_  fire   alarm, 

000;   Talue  ot™^,  Ol.SoO;  "ann,"^"!  deptl 
t»,OD0;  toUl  mem.,  «  TOlunCeera. 

WAiaa  SurPLi-Source,  creek,  4  milei  from 
bu lineal  center;  njtlem,  gravity  and  pump  direct; 
rea.  cap,,  !00,O0O.K»  g.li.;  pumping  eneinea,  cap. 
per  day  l.BOO.OOO  oala.,  conilructor  BlaEe;  maina, 
eait  iron,  M  mifii.  Z  to  H  in.  dia.,  Wood;  K 
hydranti.  Wood;  !00  Tilvca;  meters,  total  Dumber 
t,  Siemeni;  1,200  aenices;  pipe,  lead  and  icon; 
preiiure,  dom.  IE  to  30  lb>.,  fire  DO  Iba.;  eon  Co 
conilruct,  »UO,«CO:  int  paid  oq  bondi.  07.000; 
aOD.  coal  of  mtcc,  tU.DOO;  work*  belonf  to  city. 

NEW  CASTLE,  pop.  3,S0Oi  mercaDtile  bldga,, 
wood  aDd  brick,  1  atoriea;  private,  wood.  Hi  »nj 


•»ii  fllfi''ti™ 

IBOicwf  (al.'.^"o™te°d  >?mile''from  «ntei  of'tom- 
i  pumping  engincB,  cTiii  duplex,  cap.  1,000  nilg. 
a  miDute,  coaglructoTB  Fairbanka-Morie  Co.; 
mama,  caat  iron,  3  isilea,  4  to  10  in.  dia.;  60  by. 
dranta;  melera,  total  number  7,  Tbomion  1,  Buf- 

lOo'lbi,   fire'«lo'tbi.;''c«t   t"  c™^c't,"tal,0«l| 

KICHIBUCTO,  pop.  l.tS0;  fire  area,  1,000  acrei; 
mercantile  bidgi.,  wood.  1  story;  private,  wood. 
114  atoriea;  wooden  roofi  permitted;  no  fireworki 


hand  engine.  1  hoie 
660  ft;   leather,  gDa< 


riage;   hoi. 
)   ft.;   total 


1600;  ann.  eip.  of  dept,'|30i  total  mem.,  11  - 
W*Te«  ScrrLT— Source,  river  and  t  welli. 
SACKVILLE.     pop.     3.000;     laercantile,    bli 


Waii«  SuPftY-^ourci 


iringl,  i^  mild  from    ! 
d;  res.    cap.  li-'oOoloOO    ! 


WATia  So  PFLr— Source,  welli   and 
ST.  JOHN,   pop.   40,711:   fire 


t.4a  K 


ile  bldga.,  Mone.  brick  and  wood,  1  u 
iionei;  private,  wood,  I  and  ■  atoriea;  wndei 
roof*  not  permitted;  firework*  and  combastiba 
ord.;  caoaea  of  firei  iDveatigated ;  it.  ire  j» 
per  yr.  for  3  yra.,  |01JT5;  av.  in*,  for  save  tia(. 
tlElJM.  Fire  dept— t  iteunera,  1  c  Cfltas.  t 
hand  enginei,  S  c  hand  ex.,  4  h.  ft  L  tneb.  < 
"----    -  igoo*,    1  hoae   reel;    ho*e,    "     ~"- 


m.OOO;  v» 

;34,»0.09; 

Wat 


I  Sun 


"bldV*-,  W.871;  aoS"  tJ 
mem.,   H,   paid    full    bme. 
f— Sonrce,  river  and  lake,  i  tsd ' 


eqoyMi. 


pump  di 


,000  gai* 
»   gaV, 


1  pamping  engine,  c 

-.--    . ,    -omtroctor   Norther;   «_>u.  » 

-roaght  and   ahcel   iroD.  T4  milea.  IH  to  H 
dia.;  401  bydranti:  1,1M  valrei;  meten.  total  n 

ber  »0,   CTOwr     * ° "^^-   "— 

Wonhlnston. 

11  to'n  Ibi^  u „    .. , , ,- 

day.   G.060J31   gal*.,   per  capita   US   gals;  cm  n 
.    iie6oH.jI;  bonded  debt,  |7S14M;  f. 


Heney  Bol 


ledTy 


Hney  Tors. 


red:    at  dp.   - 
Bridge   tf  I,„ 

-■—    fl.E76,000  gala.;    niaini.    caM  iron 
dia.;    81  hydianu.    Burr 


Iron  Coj  30  valvei;  mtlcn.  toUl  naclie!- 
Crown.  Empire.  Gem,  Heuer  BoUrr.  \\  cr-Ji  - 
Ion;  ESS  aervices;  pipe.  i«on(bt  iron  antf.^.- 
preiinre,  dom.  JO  to  7S  "»-,  Sre  76  to  i.f  .-■* 
coit  to  eonatrnct  W.£W:  ''"■  P*!.  eti  "ff? 
4  to  4«  per  cent:  ann.  c«t  ot  mice.,  n,r»;  m* 


h  a  popolaiw'"  ' 
proteeom-'i''""' 


\ 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NORTHWEST  TERRITORIES.      B-497 


NEWFOUNDLAND 


ST.  JOHNS,  pop.  80,000;  fire  area,  1,516  acres; 
mercantile  bldgs.,  stone,  brick  and  wood,  4  sto- 
ries; private,  wood,  8  stories;  wooden  roofs  per> 
Bitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.— 3  steamers,  0 
hand  engines,  1  c  engine,  6  c.  hand  ex.,  8  h.  &  1. 
trucks,  3  hose  wagons,  9  hose  carriages,  16 
horses;  hose,  cotton,  rubber  lined,  good,  8,000  ft; 
fire  alarm,  Gamewell,  68  boxes;  value  of  dcpt. 
equipment,  $60,000;  value  of  bldgs.,  $26,000;  ann. 


exp.   of  dept.  122,706,    total  mtm.,  132.  paid   full 
time  27,  paid  part  time  105. 

Watbk  Supply— Source,  lake  4^  miles  from 
business  center;  system,  gravitr;  filtration  system, 
screens;  Quality  of  water,  good;  mains,  cast  iron» 
40  miles.  4  to  24  in.  dia.;  224  hydrants.  Chapman, 
etc;  lot  valves;  meters,  total  number  28,  for  ex- 

f)erimental  purposes  only;  8,084  services;  pipe, 
ead;  pressure,  dom.  56  to  65  Ibs^  fire  100  to  150 
lbs.;  consumption,  per  day  8,000,000  gals.,  per 
capita  100  gals.;  works  belong  to  city. 


ALBERTA  AND  SASKATCHEWAN 


CALGARY,  pop.  25.000;  fire  area.  4,000  acres; 
mercantile  blags.,  stone  and  brick,  1  to  5  stories; 
private,  stone,  brick  and  wood,  2  stories;  wooden 
roofs  permitted  in  fire  area;  combustibles  ord.; 
causes  of  fires  investigated.  Fire  depL— 8  steam* 
ers,  2  c.  engines,  14  c.  hand  ex.,  1  h.  &  1.  truck, 
3  hose  wagons,  1  auxiliary  wagon,  1  aerial  truck, 
L7  horses;  hose,  cotton,  rubber  lined,  good,  5,760 
ft. ;  inferior,  all  kinds.  &0  ft. ;  total  hose,  6,000  ft. ; 
ire  alarm,  electric,  44  boxes;  value  of  dcpt.  equip- 
nent,  |4O,00O;  value  of  bldgs.,  $18,000;  ann.  exp.  of 
lept..  $33,000;  total  mem.  66,  paid  full  time,  23 
12  volunteers. 

Water  Supply— Source,  river,  1^  miles  from 
i>u8iness  center;  system,  pump  direct;  filtration 
lystem,  gravel;  quality  of  water,  goodr:  8  pump- 
og  engines,  class  dup.,  ca^.  per  day  1,500,000  gals., 
;onstructor  Norswick;  mams,  cast  iron,  15  miles, 
\  to  14  in.  dia.;  88  hydrants;  150  valves;  meters, 
otal  number  150,  Crown  80,  ^npire  20,  Buffalo  100, 
>wned  bv  city:  636  services;  pipe,  lead;  pressure, 
lorn.  40  lbs.,  fire  HO  lbs.;  cost  to  construct,  $202,- 
100;  bonded  debt,  $202,000;  int.  paid  on  bonds, 
8,610;  cost  of  mtce.,  $16,464;  works  belong  to 
ity. 

DAWSON,  pop.  5,000;  fire  area,  225  acres;  mer- 
antile  bldgs.,  brick  and  wood,  1  to  8  stories; 
irivate,  wood,  2  stories;  wooden  roofs  not  per- 
lifted  in  fire  area;  fireworks  and  combustibles 
rd.;  causes  of  fires  investigated.  Fire  dept.— 3 
teamers,  2  c.  engines.  2  c.  hand  ex.,  1  h.  &  1. 
ruck,  1  hose  wagon,  8  hose  carriages.  5  horses; 
oae.  cotton,  rubber  linea.  good,  8,600  ft. ;  rubber, 
ocd,  460  ft.;  total  Lose,  9,060  ft.;  fire  alarm,  dec- 
*ic,  19  boxes;  value  of  dept.  equipment,  $48,000; 
alue  of  bldgs.,  $28,000;  ann.  exp.  ot  dept.,  $51,511; 
>tal  mem.,  23,  paid  full  time. 

Watkk  Supply— Source,  wells,  IH  miles  from 
usiness  center;  system,  pumi>  direct;  quality  of 
ater.  good;  2  pumping  engines,  cap.  per  day 
880,000  gals.^  builder  WorUiington;  mains,  10 
I  lies,  4  to  8  in.  dia.;  meters  owned  by  Co^  pipc» 
iphaltum;  pressure,  dom.  60  lbs.,  fire  200  lbs.; 
>nsumption  per  day,  300,000  gals.;  cost  to  con- 
ruct,  lUO.OOO;  ann.  cost  of  mtce.,  $25,000;  works 
:Iong  to  Ca 

LETHBRIDGE,  pop.  3,500;  fire  area,  100  acres; 
ercantile  bldgs.,  bnck,  stone  and  wood,  1  to 
stories;  private,  wood  and  brick,  1  and  2  stories; 
>oden  roofs  not  permitted;  fireworks  and  com- 
istibles  ord.;  causes  of  fires  investigated.  Fire 
:pt. — 1  steamer.  1  comb.  c.  &  h.  wagon,  1  c. 
gine,  4  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose  car- 
iges;  hose,  rubber,  good  1,600  ft;  fire  alarm, 
Icphone  and  bell;  value  of  dept.  equipment, 
.000;  Talne  of  bldgs.,  $3,500;  ann.  exp.  of  dept.. 


$2,500;  total  mem.,  17,  paid  full  time  1,  paid  part 
time  1,  volunteers  16;  underwriters*  rating,  tliird 
class. 

WATBa  St7PPLT— Source,  river,  ^  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  160,000  gals. 

MOOSOMIN,  pop.  1,400;  fire  area,  100  acrea; 
mercantile  bldgs..  stone  and  brick,  2  and  3  stories; 
private,  stone  ana  wood,  1%  and  8  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  depL— 1  c.  engine,  25  c.  hand  ex.,  2  hose 
reels,  1  h.  &  1.  truck;  hose,  cotton,  rubber  lined, 
good,  1,200  ft;  inferior,  all  kinds,  100  ft.;  total 
nose,  1,300  ft;  fire  alarm,  bell;  value  of  dept 
eguipment  $1,200:  value  of  bldgs.,  $400;  ann.  exp. 
of  dept,  $dO;  total  mem.,  20  volunteers. 

Watbk  Supply— Source,  well;  system,  pump  to 
stdp.;  stdp.  cap.,  100,000  gals.;  16  hydrants. 

PRINCE  ALBERT,  pop.  6,500;  fire  area,  1,800 
acres;  mercantile  bldgs.,  wood  and  brick,  1  and 
8  stories;  private,  wood  and  brick,  3  stories: 
wooden  roofs  not  permitted;  no  fireworks  and 
combustibles  ord.  Fire  dept. — ^1  gasoline  engine, 
2  h.  &  I.  trucks,  2  chem.  engines,  3  hose  wagons, 
4,500  ft  hose;  fire  alarm,  bell,  15  boxes;  vp  up  of 
dept  equipment,  $18,000;  ann.  exp.  of  dept.,  $12,000; 
total  mem^  25  volunteers  and  6  paid  men. 

Water  Supply — Source,  river,  pump  by  dup.; 
pump  cap.  1,000,000  gals,  to  stdp.  200  ft.,  cap.  100.- 

000  gals.,  20x80  in.  dia.;  pressure,  dom.  97  lbs., 
fire  160  lbs. 

REGINA,  pop.  11,000;  fire  area.  100  acres;  mer- 
cantile bldgs.,  wood  and  brick^  2  to  5  stories; 
private,  wood  and  brick,  2  stories;  wooden  roofs 
not  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  loss  for  1908,  $34,- 
000;  ins.  involved,  $70,000.     Fire  dept. — ^1  steamer. 

1  c.  engine,  1  h.  &  1.  truck,  4  hose  carriages,  4 
horses;  hose,  rubber,  good,  5,400  ft.;  fire  alarm, 
25  boxes;  value  of  dept  equipment,  $25,000;  value 
of  bldgs.,  $26,000;  ann.  exp.  of  dept  $6,000;  total 
mem.  36.  paid  part  time  6,  volunteers  90. 

Water  Supply— Source,  springs,  9  miles  from 
business  center;  system,  gravity  and  pumping; 
compensating  basin,  1,300,000  gals.;  qualitv  of  wa- 
ter, good;  res.  cap.,  80,000,(K)0  gals. ;  2  pump- 
ing engines,  cap.  per  day.  2,000,OiK)  gals.;  mains, 
cast  iron,  23  miles,  6  to  12  in.  dia.;  150  hydrants; 
850  services;  pipe,  lead;  pressure,  dom.  50  lbs.; 
fire  126  lbs.;  cost  to  construct,  $340,000;  works  be- 
long to  city. 

Places  with  a  population  of  1,000  or  more,  hav 
ing  no  organized  fire  dept— Battlef ord,  Edmon- 
ton. 


AMHERST,    pop.   T.OW;   fire   (r«,    1,000  ■««; 

mcrcutilc  bids*.,  brick,  Moot  tnd  wood,  IM  lo 
S  itoriei;  pcintc,  wood,  IH  and  1  noritt;  Ve- 
worki  ind  combnitiblH  ord.  Fire  dept.— t  iteun- 
at,  S  c.  b*Dd  tx.,  t  bote  slcdi  with  1.O0O  ft.  ol 
hoK  cicb,  1  b.  A  I.  trucki,  S  bote  wtgOQi.  4  hoM 
r«li;  hoK,  cotton,  rubber  lioed.  nod,  1.000  h.; 
rubber,  good.  I,e00  h.j  inferior,  dl  Unda,  1,000  fL; 
loul  boie,  i^KD  tt.;  fire  alirTii.  electric,  1<  boxtt; 
tilue  of  dept.  equipment,  tUjnO;  lalne  of  bldci., 
tl£,000i  mn,  exp.  ol  dept.,  (9,000;  toUl  mem  «, 
paid  full  time  i.  volunteers  9)1. 

W*iK»  Sum*— Source,  river:  •Titeni  pump  to 
tei.  ud  direct;  rei.  cap.,  1,000,000  tilt.;  pump- 
i&a  enBinei,  cap.  per  dar  t.OOO.OOO  fit.,  con- 
■traclor  Norther;  ntaint.  iron.  16  milei.  i  lo  U 
in.  dia.,  London  derrr;  U  hTdnnli,  Smith. 
Halbewton;  17  ralvea;  coat  to  CODltnict.  tSO.OOO; 
ana.  coit  oi  mice,  tl.«)0;  work*  beloDg  to  town. 


Wdp.. — , -,  -    ,- 

>n<r  wood,  2  itoriea;  wooden  root!  permitted; 
firework)  and  combuiliblei  ord.;  ctu*ei  of  firti 
inrettigated.  Fire  dept.— 1  hand  engine.  1  h.  ft 
1.  truck,  i  boie  wagoni;  hoae,  cotton,  rubber  lined. 
«ood  IJOO  it.;  fire  alarm,  bell:  value  of  dept. 
equipment,  (1.50O;  value  of  bid;*.,  H.OOO;  ann. 
exp.  of  dept..  1200;  total  mem.,  K  volunteeri. 
Watii  SurFLT— Source,  lake,  i  milet  from  butl- 

food;  maini',  cart  iron,  la  mi'lea,  «  lo  8  in.  dia.: 
_S  hTdranU.  Ludlow;  100  Bemce*;  pipe    lead  and 
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leather,  J^oi 


fwO;  ' 


ict,   »T,5aO;   bonde 
a  belong  to  town. 


ANTIGONISH,  p< 
mercantile  bldn.,  1 
•loriei:  private,  brie 


,  400  acres: 
1    and    ZU 

d  combuwi- 

'ft.;  leallerl 
alarm,  bell; 
e  of  bldgs.. 


Wath  StJ»n.»— Source,  iprinE*  •nd  brooks.  4 
miles  from  busineia  center;  lyit em,  gravity; 
qualllv  of  water  good;  res.  cap..  3,500,000  gala.; 
maim,  iron,  4  miles,  S  in.  dia.;  17  hydrants, 
Hatbewson;  10  valve..  Ludlow;  400  »/»!£«;  pipe, 
gal*,  iron:  presiure,  dom.  70  lbs.;  Bre  140  Iba.: 
»st  to.  construct.   145,000;    bonded    debt,   148,000: 

MObfiorto  l^ong  to'' dlT- 
BRIDGETOWN    pop,  1,100;  fir. 


gated.    Fire  dept. 


HbO;  value  of  bldga.,  B,000;  I 
Oj  total  mem.,  if  voli  "  " 
SUPFLV— Soutc 


Semiiited 
e*    ord.; 

good",  UOO  ft.; 
-if  dept.  equip- 


dtants,    Windsor;    H    vali 


ann.  cost  of  mice..  »». 

BRIDGEWATER.  pop.  1,000;  bldgs.,  I 
wood,  I  stories;  wooden  roofs  not  pemll 
works  ord.  Fire  dept— 1  steamer,  X 
h.  &  1.  trucks,  1  hose  carriages,  1  suppl; 
hose,  rabber,  good  000  ft;  Tnierior,  400 
ion.  good  »dO  ft.;  total  hose,  1,900  (i.;  fi 
bell;  TBiue  ol  dept.  equipmtm,  16,000;  i 
ol  dept..  rTOO;  total  mem.,  40  volunteers. 


en,  inferior  ISO  ft.:  total 
,.    ._-_-    -_, m,    bell;    valne    of    dcpe. 

uipment,  ILmXI;  value  ol  bldga..  1300.  ■""  cxpL 
dept.,  njaai;  total  mcsL,  12  voluntcen. 

W*T»  SurrLY — Source,  ilreams,  t  milea  from 
bnainea*  center;  ajstem,  gravity;  rea.  cap.,  SJOBOi- 
100  gala.;  nulna,  caai  iron,  4  miles.  4  to  Tin. 
dia.,  Londonderrrj  SI  bydianta,  Windaor  Foim- 
dry;  15  valves;  ISO  aervlcea;  pipe,  galv.  iionj 
pressure,  dom.  SO  to  SO  lbs.,  fire  TG  to  tO  Iba.; 
roBt  to  constrnct.  177,000;  int.  paid  on  bonds, 
tl,000;  ann.  cost  of  mtix.,  tlOO;  works  twlosig  to 

DARTMOUTH,    pop.    G^O; 


L^'^i,! 


e  n40; 


I.  ft  L  ti 


ber,  good,  tSaO  iL;  total  bote,  1,900  ft.;  I  East- 
man Xleloge  set;  fire  alarm  bell;  value  of  depi. 
eouipment.  19,000;  value  of  bfdgs.,  1S.000;  ann.  eip. 
of  dept,  (1.030;  lot^  mem.,  g!,  paid  part  time  &, 

W*Tia  SDm.T— Source,     lakea,     t     ullca     troa 

241.000,OOC1  B 
<o  10  m.  dii 
98  h;dnnt«, 

OOJbljJ 

h,    a   I.    track,    t   hoae 


cast  iron.  14\  miles.  1 
rjr;  Windsor  gt  ilumlord; 
nson  Iron  Co.;  7<  valves; 


inded  debt.  1164.^;  iot. 


Ota!  n 


DIGBY.     Fire    dept.— 1 
carriages;  hose,  2.U0  ft.; 

Watei  SurrLT— Source.'  lake  and  strcnma.  TA 
miles  from  businesa  center;  system,  gravity;  rea. 
cap.,  ie.000,000  gals.;  mains,  iron,  7  mdea,  J  to  II 
in.  dia.,  New  Olisgow;  B  hydrants.  Truro;  150 
services;  pipe.  1e>d;  pressure,  dom.  SO  Iba.,  fire  140 
lbs.;  cost  to  construct  »40,D00;  bonded  debt,  SK,- 
000;  int.  paid  on  bonds.  6  per  cent:  ann.  coat  of 
mtee..  ICO;   works  belong  to  town. 

lercantile  bldga.,  brick 

_    _    j;    private,    brick   and 

,  ...  ;  wooden  roofs  not  peimittcil  is 

of"fi™inve7^"ed;*fire*lS"  for  OM,  JS^fOoTSf 
(or  same  time,  1401.100.  Fire  dept.~g  iteamera. 
2  c.  engines,  1  h.  ft  I.  trucks,  8  hose  wagons,  t 
hose  sleighs,  33  horses;  hose,  cotton,  rubber  lined 
good,  1,™  ft.,  rabber,  good,  U,000  ft.;  i^,^  OO  It.; 
total  hose,  16,01s  ft.;  fire  alarm,  electric,  E7  boxes: 
value  of  dept.  Equipment,  »,»«.«;  value  of 
bidgt..  ttl.OW;  ann.  «p.  ol  depL.  01.4(7.01.  total 
mem.  129,  paid  full  time  31.  call  men  VI. 

WATsa  SurfLY— Soorce,  surface  water,  lake,  SU 
miles  from  buaineat  eeater:  aystein.  gravity;  qtial- 
'  good;  mains,  cast  iron.  71  nulea,  1 


I  hydn 

er  UK. 


'diantt,    local ; 


dent  and  Lambert,  7,0fiO  services;  pipe,  it 
pressure,  dom.  10  to  00  lbs..  6re  30  to  lAlbs.;  con 
lo  construct,  tl.1564H;  bonded  debt.  tI.OG£.«D»: 
int.  paid  on  bonds.  lU  lo  t  per  cent;  ann.  cost  ol 
mtce..   m.OOO;   works  Vlong   to  city. 

KENTVILLE,  pop.  1.000;  fire  area,  Ut  acna: 
mercantile  bldga..  wood,  1  and  I  stance;  prinift 
wood,  I  stories;  wooden  roofa  permitted;  do  fin- 
works  ord.  Fire  dept.~4  ex..  1  h.  ft  L  triK^  1 
hose  carriages;  bose,  rubber,  good  UN  ft:  fire 
alarm,  bell;  value  of  dept.  equipment,  tM*: 
value  of  bldga.,  tLOOD;  total  mem.,  aboM  ■  vol- 

Watii  Suffli— Source,  brook,  1  mllca  bos 
bnalneaa  center;  system,  gravity;  tea.  can.,  t,tPt,- 
000  gals.;  mains,  cast  Iron,  9  mile*,  4  to  t  bi.  dia., 

Blacli;  64  hydrants.  Chapman;  n  valves;  IK  to- 

fire    'no     lbs.;      cost     to    constract.  HLM;   iat.' 

L1VJ-.K1-U1JI-.  pop.  1.600;  mereanlile  tidg*.. 
wood,  1  to  4  wot/cs;  ptivaic  wood.  IH  ator^; 
wooden  roots  permitted;  nieworks  oi^.:  entses  el 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NOVA  SCOTIA. 


B-499 


engines,  8  hoie  wasons;  hose,  rubber,  good,  2,600 
ft;  fire  alarm,    bell;   value   of  dept.    equipment* 
{4,000;  value  ot  bldgs.,  $1,500;  ann.  exp.  of  dept, 
9600;  total  mem.,  20  volunteers. 
WATia  Supply — Not  reported. 

LUNENBURG,  pop.  3,600;  fire  area,  480  acres; 
mercantile  bldgs.,  wood,  2  and  8  stories;  private^ 
wood,  1^  and  2  stories:  wooden  roofs  permitted. 
Fire  dept.— 1  steamer,  2  hand  engines,  1  h.  &  L 
truck,  6  hose  carriages,  1  aupplv  wagon,  1  salvage 
wagon;  hose,  rubber,  good,  2,600  ft.;  cotton,  rub- 
ber lined,  good,  900  ft.;  total  hose,  2,400  ft.;  fire 
alarm,  bell  and  telephone;'  value  of  dept.  equip- 
ment, $9,000;  value  of  bldgs.,  18,000;  ann.  exp.  of 
dept,  11,000;  total  mem.,  7v  volunteers. 

WATia  Supply— Source,  lake  and  springs,  8% 
miles  from  business  center;  system,  pump  to  res.; 
res.  (»p.,  1,260,000  gals. ;  pumpinja^  engines,  cap.  per 
day,  3d0,000  gals.,  constructor  Gould;  mams,  iron, 
9  miles,  4  to  16  in.  dia. ;  53  hydrants:  pipe,  galv. 
iron  and  lead ;  pressure,  45  lbs.  to  96  lbs.;  cost  to 
construct,  $90,000;  ann.  cost  of  mtce.,  $860;  works 
belong  to  town. 

MIDDLETON,  pop.  800:  fire  area,  800  acres; 
mercantile  bldn.,  wood,  v/k  and  2  stories:  pri- 
vate, wood,  1^  stories;  wooden  roofs  permitted: 
no  fireworks  ord.  Fire  dept~2  h.  &  1.  trucks  8 
hose  carriages;  hose,  cotton,  rubber  lined,  good, 
1.000  ft:  fire  alarm,  electric;  value  of  dept.  equip- 
ment $1,500;  total  mem.,  18  volunteers. 

Wateb  Supply— Source,  lake,  springs;  system, 
gravity;  mains,  8%  miles;  20  hydranU:  ISS  ser- 
vices; pressure,  dom.  100  lbs.,  fire  100  lbs.;  cost 
to  construct,  $81,000. 

NEW  GLASGOW,  pop.  6,700:  fire  area,,  2.000 
acres;  bldgs.,  brick,  stone  and  wood,  2  stones; 
wooden  roofs  permitted.  Fire  dept— 1  steamer, 
I  h.  &  1.  trucks,  6  hose  carriages.  Siamese  ooup- 
ings  used;  hose,  linen,  good  2,000  ft;  rubber,  good 
>,000  ft;  total  hose,  7,(W0  ft;  fire  alarm,  electric. 
)  boxes;  value  of  dept.  equipment,  $16,000;  value  of 
t>ldgs.,  $1,400;  ann.  exp.  of  dept,  $2,600;  total 
mem.,  80  volunteers. 

Water  Supply— >Sottrce,  river,  2  miles  from 
t>usiness  center;  system,  pump  to  res.;  res.  cap., 
{,000,000  gals.;  quality  of  water,  good;  pumping  en- 
dues, class  comp.  dup„  cap.  per  day  1,760.000 
irals.,  constructor  Blake;  mains,  cast  iron,  l4^ 
niles,  3  to  12  in.  dia.,  Londonderry:  63  hydrants, 
\iatheson;  64  valves;  meters,  total  number  70, 
rVorthington,  Union,  Trident,  Hersey  Disc,  Her- 
ley  Torrent  and  Buffalo,  owned  by  consumer; 
,000  services;  pipe,  lead;  pressure,  dom.  100  lbs., 
ire  120  lbs.:  cost  to  construct,  $160,000;  bonded 
lebt,  $146,000;  int  paid  on  bonds,  4  to  4%  per 
rent:  ann.  cost  of  mtce.,  $9,000;  works  belong  to 
ity. 

NORTH  SYDNEY,  pop.  4.646;  bldga.,  wood, 
H  to  8  stories;  wooden  roofs  permitted.  Fire 
ept— 1  steamer.  1  hand  engine.  1  h.  &  1.  truck. 
:  hose  carriages,  2  fire  boats;  hose,  rubber,  good 
,000  ft;  fire  alarm,  whistle:  value  of  dept  equip- 
lent,  ^,000;  ann.  exp.  of  dept,  $840;  total  mem., 
2,  paid  20,  volunteers  22. 

Watbk  Supply— Source,  lake;  system,  pump  to 
ss.  and  direct;  pumping  engines,  cap.  per  day 
.000,000  gals.;  mains,  10  miles;  64  hydrants;  760 
rrvices;  pressure,  dom.  76  lbs.,  fire  y6  lbs.;  cost 
>  construct,  $126,000;  int  paid  on  bonds,  4H  per 
ent. ;  works  belong  to  town. 

PICTOU,  pop.  8,400:  mercantile  bldgs.,  wood, 
stories;  private,  wood;  wooden  roofs  permitted, 
ire  dept — ^1  steamer,  2  h.  &  L  trucks,  6  hose  car- 


rers;  underwriters'  rating,  second  class. 
Water  Supply- Source,  wells,  1%  miles  from 
usiness  center;  system,  pump  to  stdp. ;  stdp. 
ip.  450.000  gals.,  dim.  40x60.  material  used  in. 
niiq.  steel,  builders  Chicago  Bridge  &  Iron 
o. ;  quality  of  water,  good;  2  pumping  engines, 
ass  dup.,  comp.,  size  9  x  12  x  16,  cap  per  day 
300,000  gals.,  constructors  Smart,  £ddy  Co.; 
ains,  caat  iron,  12  miles,  6  to  12  in.  dia.;  64  hy- 
ants,  Brown;  Rensselaer  valves;  532  services; 
pe,  praTv,  iron;  pressure,  dom.  45  to  110  lb*.,  fire 
)  to  100  lbs.;  consumption  per  day  250,000  gals., 
:r  capita,  60  gals. ;  cost  to  construct,  $117,400;  Int 
lid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
.475;  works  belong  to  town. 


SHELBURNE,  i>op.  1,400;  mercantile  bldga., 
wood,  2  stories;  private,  wood,  1  and  2  stones: 
wooden  roofs  permitted;  fireworks  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  Ihand 
engine,  2  hose  carriages,  other  apparatus,  hooks 
and  ladders;  hose,  rubber,  good.  1,300  ft;  cotton, 
eood,  460  ft;  inferior  100  ft;  toUl  hose,  1,860  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $5,000; 
value  of  bldgs.,  $1,600;  ann.  exp.  of  dept..  $600; 
total  mem^  »  volunteers. 

Watbr  Supply— Source,  wells  and  cisterns. 

SPRINGHILL,  pop.  6,000:  fire  area.  1,600  acres; 
mercantile  bldgs.,  brick  ana  wood,  1%  to  8  sto- 
ries; private,  wood,  2  atories;  wooden  roofs  per> 
mittcd;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept.^1  c.  engine,  80 
c.  hand  ex..  In.  &  1.  truck,  1  hoae  cart;  hose, 
rubber,  good,  600  ft^  fire  alarm,  whistle:  value  of 
dept  equipment.  $200;  value  of  bldgs.^  $400;  ann. 
exp.  of  dept.  $oOO;  total  mem.,  13,  paid  full  time. 

Water  Supply— Source,  a  series  of  springs  on 
top  of  a  mountain;  system,  gravitation. 

STELLARTON,  pop.  4,000;  mercantile  bldgs.. 
wood  and  brick,  2  and  3  stories;  private,  wood 
and  brick,  2  and  8  stories;  wooden  roofs  per- 
mitted; fireworks  ord.  Fire  dept— 1  hand  engine, 
1  h.  &  1.  truck,  8  hose  carriages;  hose,  rubber, 
good,  1,460  ft;  fire  alarm,  bell;  value  of  dept. 
equipment,  $8,600;  ann.  exp.  of  dept.,  $100;  total 
mem.,  85  volunteers. 

Water  Supply— Source,  river,  1  mile  from 
business  center;  system,  pump  to  res.;  qualitv  of 
water,  good;  res.  cap.  1,000,000  gals.^  located  H 
mile  from  pumping  station:  2  pumpmg  engines, 
class  comp.,  cap.  per  day  860,000  gals.,  constructor 
Northey  and  J.  In^lia;  mains,  cast  iron,  6H 
miles,  4  to  10  in.  dia.;  89  hydrants.  Brown;  87 
valves,  Ludlow:  meters,  total  number  1,  owned 
by  consumer;  860  services;  pipe,  lead;  pressure, 
dom.  60  to  80  Iba^.  fire  100  to  126  Iba.;  consump- 
tion per  dajr,  800,000  gals.;  cost  to  construct,  $61,- 
595;  int.  paid  on  bonds,  4%  per  cent;  ann.  cost 
of  mtce.,  84,791;  works  belong  to  town. 

SYDNEY,  pop.  16,000;  fire  area.  130  acres;  mer- 
cantile bldgs.,  wood  and  brick,  2  and  4  stories; 
private,  wood,  2  and  3  stories;  wooden  roofs  per- 
mitted; fireworks  ord.  Fire  dept. — ^1  steamer,  1  c. 
engine,  1  hand  engine,  2  hose  wagons,  private  c. 
ex..  1  h.  &  1.  truck,  6  hose  carriages;  hose,  rubber, 
good  5.600  ft;  fire  alarm,  electric  system,  whistle 
and  bell;  value  of  dept  equipment,  $13,000;  value 
of  bldffs.,  $12,000;  ann.  exp.  of  dept,  $7,900;  total 
mem.  70,  paid  full  time  6. 

Watbr  Supply— Source,  brook,  8  miles  from 
business  center;  system^^ravity;  quality  of  water, 
good;  res.  cap..  200^000, 000  gals.;  mains,  cast  iron, 
26%  miles,  4  to  24  m.  dia.,  Londonderry*  148  hy- 
drants, Kennedy,  Matheson;  198  valves.  Chapman: 
meters,  total  number  24.  owned  by  city;  1,807 
services;  pipe,  lead  and  galv.  iron;  pressure,  dom. 
60  to  86  lbs.;  consumption  per  day,  2,000, OOOgals.; 
cost  to  construct,  $387,841;  bonded  debt  $3^,000; 
int.  paid  on  bonds,  4  and  4^  per  cent;  ann.  cost 
of  mtce.,  $4,437;  works  belong  to  city. 

TRURO,  pop.  6.000;  fire  area,  42  miles  of 
streets;  bldgs.,  wood  and  brick,  IH  to  4  stories; 
wooden  roofs  permitted  outside  of  brick  district; 
fireworks  ord.  Fire  dept. — ^1  hose  wagon,  1  c.  en- 
gine, 1  h.  &  1.  truck,  4  horses,  4  hose  reels;  hose, 
good,  5.000  ft.;  fire  :alarm,  telegraph,  20  boxes; 
value  of  dept.  equipment,  $75,000;  value  of  bldgs., 
$12,500;  ann.  exp.  of  dept,  $3,000;  total  mem..  GO 
volunteers,  paid  full  time  2.  paid  part  time  2. 

Water  Supply— Source,  brook,  1%  miles  from 
business  center;  system,  gravity  and  pump  di- 
rect, 2  duplex  compound  pumps;  res.  cap.  30,- 
000.000  gals.;  pumping  engines,  cap.  per  day  300,- 
000  gals.,  constructor  Watcrous;  mains,  cast  iron, 
15,000  miles.  4  to  14  in.  dia..  Wood.  Stewart;  117 
hydrants,  Brantford;  114  valves;  12  meters;  900 
services;  pipe,  ?alv.  iron  and  lead;  pressure,  dom. 
70  to  97  lbs.,  fire  120  lbs.;  cost  to  construct,  $150,- 
000;  int.  paid  on  bonds,  4  and  5  per  cent;  ann. 
cost  of  mtce.,  $3,000;  works  belong^  to  town. 

WESTVILLE.  pop.  4,000;  fire  area,  1,000  acres; 
mercantile  bldgs.,  brick  and  wood.  2  stories;  pri- 
vate, wood.  iMe  stories;  wooden  roofs  permitted: 
no  fireworks  and  combustibles  ord.;  causes  of 
fires  investigated.    Fire  dept.— 1  h.   &  1.  truck,  1 


ber  lined,  Bood,  JM)  ft.:   rubber,   aood, 
total  hoK,  l,a»  fti  Ere  ■lirm,  wGiille; 


exp.  01  dcM., 
kTiK  SurrLT— Soiii 


.,  ^!«T 


r>ii,^j 


.   IK   ] 


to  10  in.  di*.;  U  bydi 
DOO.  McLean;  CEiO  lerr 
dom.  TO  IbL,  fii 


puEcp  Co  TH.:  qnalltr  of 
I,S(n,OD0  Bill.,  localed  1 
Iter;  1  pnmping  (nnne, 
<cr  dir  Soa.m  gal*-.  coa 
>.  u.t  iron,  8^  m&a,  i 
■ntii  IS  valva,  McKca- 
•■"■.  pipe,  lead;  preaanre, 
conaumplion,  per  d«r 


WINDSOR,  pop.  t,UO;  fire  area,  1,180  ■«■; 
alercantlle  bldga.,  brick  and  itone,  1  to  4  ilo- 
riei;  private,  wood,  nk  (loriea;  wooden  roofa  not 


i.Tli«, 


orka      and     comi 


1  h.  ft  1.  truck, 

ton,  rubber  Iinei_ ,  .... 

ft;  interior,  MO  ft.:  total  boie, 
I,  belli  value  of  dept.  eqnipinc 
'•-.  ttMl:  aon.  jip.   ol  •■ 


reiiigated.  Fire  depL— 1  iteaner, 
1  hoie  carta,  i  horaca;  bote,  col- 
Kood,  800  ft. ;  rubber,  go^,  ISM 


pir-Sourc 


;  ttOOO:* 


10  ii 


uann,  o( 
of   bIdKi 

Wat_.    . 
bualBot  CI 

milei.  i  to  lu  in.  ui^ 
lijdranca.  WindMr;  to 

m.OIX):  int.  pa'id  on  bond"*  ptr°'ccnt;  ^'."coit 
of  mice,  ta,BdO;  works  belong  to  town. 

WOLFVILLE,  pop.  »,000i  fire  area,  500  acreai 
tnercontile  bldgt.,  wood,  I  ilorlo;  private,  wood, 
■  atoriei:  woodm  roofi  permitted;  Itreworka  and 
combuitiblea    ord.;    caasea   of    Srea    investisated. 


rubber,  good,  1,<X>I)  tL:  fire  alarm,  bell;  value  d 
dept.  equipment,  SMO;  ana,  eip.  of  dept.,  PSC; 
total  DieD„  n  volonteera. 

Watie  Snrn.T— Sonne,  aprlnga,  I  nilea  fraa 
buiincM  center;  iraton,  gravity;  quality  of  ntei, 
good;  rea.  cap.,  t JillO,00(l  gala. ;  maina  iron.  8  milea. 
M  to  S  in.  dia.,  Londonderrr ;  IT  bydranta ;  4M  ur- 
vlcea;  pipe,  gaJv.  iron;  prcsiure.  dom.  BQ  iba.,  fire 
SO  lbs.;  coat  to  construct,  143,000;  int.  paid  on 
bonda,  Vi  per  ceal;  ann.  coat  of  mtce.,  poi. 


meteantUe  bIdgiL.  brick  and  v 
riei;  private,  wood,  1  to  !  r'- 
permitted :  fireworks  ord.  i  c 


ling!  oat 
)d%8(D 


1  b.  A  L 

■  —.".--= ^  "PPly 

oaed ;  boae,  cotton,  good 
"■  "  total  base.  SjM 
n.;  ore  aiarm,  wnistjc;  9  ponci,  &  hired;  Tahx 
of  dept  equipment,  tll.000;  value  of  t  bldg*.,  tit,* 
ODD;  ann.  exp.  ol  dept.,  16,000:  total  mem.,^!^  paid 
fuU  time  S,  volunteera  101. 

W*Tia  SDrrLi— Sonrcc,  lake,  10  mitca  tram 
biutneaa  center;  ajstem,  gravitr,  pnmp  to  rcn.  aad 
direct;  qoaliCr  of  water,  good;  rci^  enp.^  LOOIJIOI 
gala.;  1  pomping  crginea,  daaa  triple,  cap.  per 
day.  tOO.OOO  gala.,  conatmctora  BnrTill,  Jidmson 
Iron  Co.:  muns.  cast  iron,  30  nilea.  i  to  It  in. 
dia.;  98  hydranti,  Buriil!,  Johnson;  100  valves. 
Burrill,  Johnson,  Stewart;  metera,  total  number  T, 
Heriey  Diac  2,  Thomaon  1.  owned  by  city;  lAI 

80  to"oO  ibs.;  consumption  per  dav"  7K,000  gala: 
cost  to  construct,  tsin.iM;  int.  paid  on  bonds.  4 
pn  cent;  ann.  cost  of  mtci..  n.297:  works  behng 


ler,  G^il 


iboro,  Weymottth 


ONTARIO 


ACTON,  pop.  1,600;  fire  area,  1B> 
tile  bldaa,  brick  and  wood,  lU  ani 
vate,  brick  and  wood,  m  and  t  ) 
toofi  permitted^ 


t"* 


, _,  _»  fireworki  ord.; 

Inveatiga ted.  Fire  dept.— t  atcamer, 

IJOO  ft;  fire  afarm,  bell;  value  of  Jept  equipment, 
14,000;  value  of  bidgs.,  tl,000:  ann.  up.  of^dept, 
nU;  total  mem.,  U. 

Waraa  Surr LI- Source,  tanka. 

ALEXANDRIA,  pop.  Z,»»:  fire  area,  310  acres; 
mercantile  bldga..  ^rick  and  wood,  t  and  8 
atories^  private,  wood,  m  and  t  atoriea;    wooden 


stigated.     Fire  dept  —8c 
t.|    tot^  bose,  f.fiOO  ft.;  tol 


■tdp.  cap,  100,000  nil.,  buildei 
Co.;  ret.  cap..  10,oSo,l»0  gala.; 
cap.  per  day  880,000  gals.,  con 
mains,  cast  iron.  S%  miles.  3  t. 
denning;  86  bydrants,   Clendeni 


ALLISTON.    pop.    1,800; 
mercantile  bldga.,  brick,  1  ti 

wood  and  bridk,   Z  and  3  s 
permitted;  lireworka  ord.;   a 


'l  £gO;  ' 


sBii^  i  pe 


ALMONTE,  pop.  8,lfi0:  mereutOe  bldga.,  atode 
and  brick,  V/i  to  8  storiea;  privalfc  atooe.  brick 
and  wood,  IK  and  1  itoriei:  waoden  two*  per- 
mitted; no  fireworks  ord.  Fire  dept.— 1  ■teaaoj 
1  band  engine,  1  h.  ft  L  truck,  t  bose  cwiuea,  I 
c  ex.,  all  kinds;  total  boae.  8,000  ft;  fire  alann, 
bell;  value  of  depL  equipment,  K,0DO;  total  mem., 
to  volunteera;  tmderwritera'  rating,  fourth  daaa. 

WAtn  Scmv— Source,  rivers  and  datema. 

AMHERSTBURG,    pop.     t600:    fire     area,    M> 

I  to  ^  tCoriea;  private,  atone,  brick  and  wo>od7l 
and  2  stories;  wooden  tdoIs  permitted.  Fire  d^C 
— 3  c  CK.,  I  h.  A  L  truck,  3  hose  cwriageai  hoi& 
rubber.  GOO  It;  cotton'  good  1.G00  ft;  mferior.  CW 
ft;  total  bose.  3.600  ft;  fire  alarm,  electric  and 
whiatle.  3  boxes;  value  of  depL  equipment.  tUOg; 
value  oi  bldgs..  316,000;  exp.  for  past  year,  ptO; 
total  mem.  13,  paid. 

Watw  SurrLv — Source,  river,  %  mile  from 
buaineaa  center;  system,  pump  to  atdp.  and  direct; 
Bidp.  cap.,  40.000  gala;  pumnng  enginea.  cap.  per 
day  iK,m  gals.,  constructor  Kerr;  maina,  cast  and 
wrought  iron,  IS  miles.  8U  to  10  m.  dia.,  Stevcaa. 
Bums.  London;  36  hydrants,  Kerr,  London.  Ste- 
vens, Bums;  »  valvea;  meters,  total  nuiabcT  11. 
Buff^o;  960  services:  uiiK.  lead:  Dressnre.  dam. 
V   lbs.,    fire  IIG   Ibi 


.,  tl,500;  works  belong  to  city. 


'r'^rii"''t 


40,000  gftls..  buildcra   McQmllan  Co.;   pumping  en-    , 

S'nes.  cap.  per  day  SOO.OTO  gals.,  constrnclors  Smith  I 
D.'  maim,  cast  Iron.  2^/t,  mV.ts,  4  to  ID  in.  dia..  SI.  ' 
Lawrence;  33  hydranla,  Pcrkini;  ZOO  service.;  pipe. 


.'alue  of  bldgl.,  3 
OKI  mem.,  SO,  p 


•,  wells,  rim  asid  tanhk 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— ONTARIO. 
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ATHENS,  pop.  1,200;  fire  area,  200  acres;  mer> 


▼cttigated.  Fire  dept.— 1  hand  engine,  1  hose  car- 
riage; hose,  cotton,  food  1,000  ft.;  fire  alarm,  bell; 
valoe  ol  dept.  equipment,  $900;  value  ol  bldgs., 
$2,000;  ann.  exp.  of  dept,  $200;  total  mem.,  20  vol- 
unteers. 
WArsa  Supply— Source,  wells  and  6  tanks. 

AURORA,  pop.  1.960;  fire  area,  1,000  acres;  mer- 
cantile bldgs.,  brick  and  wood,  1  to  8  stories; 
private,  brick  and  wood,  2  stories:  wooden  roofs 
permitted    in   fire   area;    causes    of   fires   investi- 

Sated.  Fire  dept.— 1  h.  engine,  2  c  hand  ex.,  1  h. 
:  1.  truck,  3  hose  carriages;  hose,  cotton,  rubber 
lined,  good,  1,600  ft;  fire  alarm,  bell  and  whistle, 
9  boxes;  total  mem.,  00  volunteers. 

Watsk  Supply— Source,  creek;  system,  pump  to 
res.  and  direct;  res.  cap.,  40,000  gals.;  Kiely  pvtnp* 
log  engines;  mains,  2  miles,  4  to  6  in.  dia.;  20  hj- 
diants;  30  valves;  pressure,  dom.  15  to  80  lbs.,  fire 
100  to  IfiO  lbs.;  cost  to  construct,  |15,000;  works 
belong  to  town. 

AYLMER,  pop.  8,000;  fire  area,  000  acres;  mer- 
cantile bldgs.,  brick,  2  and  3  stories;  private,  wood 
and  brick,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.:  causes  of  fires  investigated.  Fire  dept— 8  c. 
hana  ex.,  1  h.  &  L  truck,  1  hose  wagon,  8  hose 
carriages;  hose,  cotton,  rubber  lined,  good.  1,800 
ft.;  rubber,  good.  800  ft:  inferior,  all  kinds,  800 
ft;  total  hose,  2,400  ft;  fire  alarm,  bell;  value  of 
dept  equipment  16,000;  value  of  bldgs..  $1,000; 
ann.  exp.  of  dept,  $600;  total  mem.,  21  volunteers. 

Watkk  SuppLY->^ource,  wells,  1%  miles  from 
business  center;  system,  gravity  and  pump  to 
stdp.;  stdp.  cap.  125,000  gals.,  dim.  10  x  100, 
material  used  in  cons,  steel,  builder  Dresser; 
quality  of  water,  good;  res.  cap..  875,000  gals.;  2 
pumping  engines,  can.  per  day  1,872,000  gals.,  con* 
structors  Leonard  &  Sons;  mains,  cast  iron,  15 
miles,  4  to  10  in.  diaj^  48  hydrants;  80  valves; 
meters,  total  number  176,  owned  by  city;  176  ser- 
vices; pipe,  lead;  pressure,  dom.  40  lbs.,  fire  126 
li.s.;  cost  to  construct.  HOO.OOO;  bonded  debt  |06,- 
877:  int  paid  on  bonds,  4  per  cent;  cost  of  mtce., 
84,500;  works  belong  to  city. 

AYR,  pop.  1,200;  fire  area,  oOO  acres;  mercantile 
bldgs.,  brick  and  wood,  2  stories;  private,  brick 
ana  wood,  IVk  stories;  wooden  roots  permitted; 
fireworks  ord.  Fire  dept— 1  steam  engine,  1  h. 
&  1.  truck,  2  hose  carriages,  1  extension  ladder,  35 
ft;  foundry  has  force  pump  and  100  ft  hose;  hose, 
cotton,  good  250  ft.;  rubber,  good  760  ft;  inferior, 
100  ft.;  total  hose,  1,200  ft;  fire  alarm,  bell;  2 
horses,  value  $400;  value  of  dept  equipment,  $4jQiOO; 
value  of  bldgs.,  $1,000;  ann.  exp.  of  dept,  $100; 
total  mem.,  «).  paid  part  time  2,  volunteers  88. 

Watke  Supply— Source,  springs. 

BARRIE,  pop.  7,000;  bld^,  wood,  2  and  3 
stories;  wooden  roofs  permitted;  no  fireworks 
and  combustibles  ord.  Fire  dept— 1  steamer, 
2  c.  hand  ex..  1  h.  &  1.  truck,  2  hose  wagons;  hose, 
rubber,  gooo  8,000  ft;  inferior,  all  kinds,  400  ft; 
total  hose,  3.400  ft;  fire  alarm,  telephone;  total 
mem.,  2S  volunteers;  underwriters'  rating,  third 
class. 

Watbr  Supply— Source,  well,  800  ft,  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
168,000  gals.,  dim.  25  x  60,  material  used  in  cons, 
steel,  builders  Dominion  Brid«re  Cn.:  quality  of 
water,  good:  res.  cap.  51,000  ^Is.,  additional  reser- 
voir ca^.  100,000  gals.,  located  at  pumping  station; 
2  pumping  engines,  class  dup.  comp.,  cap.  per  day 
2,000,000  gals.,  constructor  Northy  Co.;  mains,  cast 
iron,  20  miles,  4  to  12  in.  dia.;  104  hydrants;  60 
valves;  meters,  total  number  500,  owned  by  coA- 
sumer;  1,200  services;  pipe,  galv.  iron;  pressure, 
dom.  80  lbs.,  fire  120  Ids.;  consumption  per  day, 
200,000  gals.;  works  belong  to  town. 

BEAVERTON.  pop.  1,000;  fire  area  300  acres; 
bidss.,  brick  and  wood,  2%  and  3  stones;  wooden 
roofs  permitted:  fireworks  ord.:  causes  of  fires 
investigated.  Fire  dept— 1  h.  &  1.  truck,  1  gas. 
engine,  1  hose  carriage;  hose,  cotton,  good.  850 
ft. ;  value  of  dept  equipment,  $2,600;  total  mem., 
30. 

Water  Supply— Source,  river  and  tank. 


BEETON,  pop.  1,000;  fire  area,  100  acres;  mer- 
cantile bldga.,  oridc,  2  and  8  stories;  private, 
brick,  8  stones;  wooden  roofs  permitted;  fire- 
works and  combustibles  ord.;  causes  of  fires  in- 
vestigated; av.  fire  loss  per  vr.  for  2  yrs,  $675; 
av.  ms.  for  same  time,  $4,200i  Fire  dept— 1  h. 
&  1.  truck,  2  hose  carriages;  hose,  cotton,  rub- 
ber lined,  good  1,060  ft;  rubber,  good  50  ft; 
inferior,  all  kinds,  360  ft.;  total  hose,  1,460  ft; 
fire  alarm-bell  and  whistle;  value  of  dept  equip- 
ment, $2,000;  value  of  bldgs.,  $6,000;  total  mem., 
21  volunteers. 

Watbk  Supply— Source,  springs,  2  miles  from 
business  center;  system,  gravity;  quality  of  water, 

food;  res.  cap.^  IOOjOOO  |rals.;  mains,  iron,  4  miles, 
to  12  in.  dia.,  Hamilton;  15  hydranta,  Kerr: 
pipe,  galv.  iron ;  pressure,  dom.  w  lbs.,  fire  72 
to  86  lbs.;  cost  to  construct,  $16,600;  mt.  paid 
on  bonds,  4^  per  cent 

BELLEVILLE,  pop.  11,000,  mercantile  bldgs.. 
brick  and  stone,  1  to  4  stories:  private,  brick  ana 
wood,  1%  to  2^  stories;  wooden  roofs  permitted 
in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept. — 1  steamer 
1  water  tower,  2  c.  hand  ex.,  2  h.  &  1.  trucks,  Z 
hose  wagons,  6  horses:  hose,  cotton,  rubber  lined, 
good,  ZJSOO  ft;  fire  alarm,  telephone,  175  boxes; 
value  of  dept.  equipmentj  $5,000;  value  of  bldgs., 
$4,000;  total  mem.  20,  paid  full  time  1,  paid  part 
time,  19. 

Watei  Supply— Source,  bay,  VA  miles  from 
business  center;  system, ^ump  to  stdp.;  stdp.  cap. 
860,000  gals.,  dim.  120  x  &,  material  used  in  cons, 
steel;  filtration  system,  sponge  gates  at  well; 
quality  of  water,  good;  1  pumping  engine,  cap. 
per  oay  2,000,000  gals.,  constructor  Worthington: 
mains,  cast  iron,  14  miles,  4  to  20  in.  dia.;  180 
hydrants;  80  valves;  meters,  total  number  16, 
owned  by  city;  l^SSO  services;  pipe,  galv.  iron; 
pressure,  dom.  85  lbs.,  fire  100  lbs.;  consumption 
per  day,  1,000,000  gals.;  cost  to  construct,  $220,000; 
bonded  debt.  $176,000:  int.  paid  on  bonds,  4^  per 
cent;  cost  ot  mtce.,  $7,000;  works  belong  to  city. 

BERLIN,  pop.  13,000,  fire  area,  2,000  acres;  mer- 
cantile bldgs.,  brick,  1%  to  5  stories;  private, 
brick,  2  stories;  wooden  roofs  permitted  in  fire 
area;  fireworks  and  combustibles  ord.;  causes  ot 
fires  investigated.    Fire  dept— 1  steamer,  1  h.  en- 

fine,  6  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose  wagona, 
hose  carriages.  4  horses;  hose,  cotton,  rubber 
lined,  good,  5,000  ft;  inferior,  all  kinds.  600  ft.; 
total  hose,  5,600  ft;  fire  alarm,  bell,  electric  35 
boxes;  value  of  dept.  equipment.  $2,«)0;  value  of 
bldgs.,  $49,000;  ann.  exp.  of  dept^  $5,766;  total  mem. 
16,  paid  full  time  6,  paid  part  time  10,  volunteers 
13. 

Watsk  Supply— Source,  wells,  2  miles  from 
business  center;  system,  pump  to  stdp.;  stdp.  cap. 
160,000  gals.,  dim.  104  x  16,  material  used  in  cons, 
steel,  builders  Riter  Conley;  quality  of  water, 
good:  2  pumping  engines,  class  dup.  comp.,  cap. 
per  oay  2,000,000  gals.,  constructor  Worthington; 
mains,  cast  iron,  S3  miles,  4  to  12  in.  dia.;  183  hy- 
drants; meters,  total  number  1,490.  Crown  8, 
Nash  56,  Empire  5,  Trident  1,151,  Hersey  Disc.  14, 
Thomson  1,  Worthington  1,  Buffalo  3,  Lambert 
14,  Niagara  90,  Bee  22.  Berlin  119.  owned  by  city; 
2,439  services;  pipe,  lead;  pressure,  dom.  60  lbs., 
fire  100  lbs.;  consuxnption  "per  day,  851,224  gals.; 
cost  to  construct.  $220,362.62-  bonded  debt  $101,- 
332.79;  int  paid  on  bonds,  3%  per  cent;  cost  of 
mtce.,  $12,6^.36,  works  belong  to  city. 

BLENHEIM,  pop.  1,700;  fire  area^  60  acres; 
bldgs.,  brick  and  wood,  1  and  2  stones;  wooden 
roofs  not  permitted  in  fire  limits;  fireworks  ord. 
Fire  dept— 1  steamer,  2  c.  hand  ex.,  1  h.  &  L 
truck,  2  nose  carriages;  hose,  cotton,  good  1,600  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  $7,600; 
value  of  bldgs.,  $10,000;  ann.  exp.  of  deot,  $800; 
total  mem.,  21  volunteers;  underwriters*  rating, 
fourth  class. 

Watsb  Supply— Not  reported. 

BLYTH,  pop.  1,000;  fire  area,  8  acres;  mercan- 
tile bldgs.,  wood,  stone  and  brick,  IH  and  2  sto- 
ries; pnvate,  wood,  1%  and  2  stories;  wooden  roofs 
permitted;  nreworks  ord.;  causes  of  fires  inves- 
tigated. Fire  dept— 1  steamer,  c  ex.,  2  hoae 
carriages,  1  hose  wagon;  hose,  rubber,  good  100 
ft;  cotton,  good  900  ft;  inferior,  200  ft;  total 
hose,  1,200  ft;  fire     '      *,  bell;   2  horses;  value 


uia.    eip.    of  depi,,    ROO;    loul    mesi.,    ll,    piid 

Watii  SurrLY— Source,  lirs*  creek  ud  6  lanki, 
placed    Eb    diSerent    puis    oi    vtlUge,    *1)0    Urge 

BOBCAYGEON,     pop.     1,000;     fire     we«,  lOO 

■cna;   mercantile  bldia.,   brick  ind  wood.  1  Ito 

wood,   brick         "                -     -  ■   - 
ra    roofs    p> 

hOK,°*lS( 

BOTHWELL.    pop.    l,<»Oi    fire    (res,    1i    mile; 
merortilc  bldgi..  brick  and  wood,  t  «torte»;  pii- 

mitted.      Fire    dept— 1    hind  'cogine,    1    h.    4    L 
IruFk,  t  hoie  curiuei;  hose,  colton.  ODOd  tOO  fC; 

rubber,   good  «0  ft.;  inle    --     "" 

B60  ft.;  Gte  ilarm,  bell:  vi 
.    of   dtp 


ol  dept.  equipnea 


d/xir 


LY— Source.  weUi  ud  Unki. 
BOWMANVILLE,   pop.   8,000;   fire  »re»,   1  m. 
mile;  mercantile  bldgs.,  brick,  2  and  t.itoriea;  pn- 


„.jiitied   in   fire . ™- 

veHigaled.     Fire  dept.— I   ateamer,  1  c   engine,  1 
extension  ladder,  2  c.  hand  ex.,  1  h.  &  L  truck,  1 

rubber   hnti,    good,    1.406   ft.;   rubfier,    good,    £50 
ft,,  canvas,  good,  2O0  ft.;  total  hose,  2. OKI  (i,;  fire 


,    IIO.OO 


□  f    dept.,    n,« 


cap.  20,000  gala.,  located  in   market  square 
rid  uaed  in  eons,  wood  and  iron;  quality  o; 
'  pumping;  engine,  cap.  per  day  «.00 

S!(ioO;°  ann?"l 


;.    iJon,'3  T 

:,  isOO;  works  belong  1, 


- (   hldg".. 

alone,  brick  and  « 
roofs   permitted    ' 


i»  and  3/storlea;  wooden 

-  - --   area;    combuiliblei   ord.; 

causet  of  firei  invesIigBted.  Fire  depi.— 1  b.  en- 
gine, 1  c  band  ex.,  1  £  &  I.  (ruck,  1  hose  wagon, 

lined'  I,w1f7'fi«  iil™l  beiT;'  «lue°'of"dep" 
equipment.  ta.SOO;  value  of  bidgs..  U,000;  ann. 
eip.  of  dept.,  12,000;  total  mem.,  S)  volunteers. 

Wati«  SDrFLT-Source,  spring;  system,  grav- 
ity to  re*.,  pumping  direct;  quality  of  water,  good; 
res.  up.  WO.OOO  gals.,  located  SO  ft.  from  pump; 
1  pumping  engine,  siie  10  x  U,  cap.  per  day 
l,Oto,DDa  gals.,  constructor  Nortbey;  mains,  cast 
iron,  5  miles,  4  to  10  io.  dia.,  Gartshorc;  60 
bydrania,  Canada  Foundry;  S3  valves,  Canada 
Foundry;  meters,  total  number  S,  Buffalo,  owned 

aO  lbs.;' fire  80  to  lio'  lba.;'conBump™n""er  d™y 
BD,000  gBlt,.  per  capiu  SO  gala.;  coil  to  construct. 
IGO.OOD;  bonded  deSl.  t32.l»0;  int.  paid  on  bonds, 
4^  per  cent;  ann,  cost  of  mtce.,  tSOO;  works  be- 

D;  fire  area,  SO  acres;  mer- 
1  wood,  2  stories;  private. 
rie»;  wooden  roots  not  per- 


. „ -.-    _.    bldga..    KWO;    aai 

of  dept..  eO;    total  mem.  Ei,  paid  fuU   tim 
i,  volunteer!  BO. 
WxrEK  SuppiY— Source.  13  tanks  fed  bjr  sprlnga. 


Gartshorc:  400  services;  pipe,  lead;  presstire,  fire 
EO  to  80  lbs.;  coat  Io  conauact.  tSS.UOO;  iai.  paid 
on  bonda,  G  per  cent;  aon.  coat  iH  mtce.,  tnt; 
work*  belong  to  town. 

BRANTFOKD,  pop.  20,000;  fire  area  S70  acrea; 
mercantile  bIdgs.,  brick,  1  to  4  stories;  private, 
brick  and  wood,  S  atoriea;  wooden  roofs  pe^ 
milted  in  Gte  area;  fireworks  and  combnatibles 
ord.:  causes  of  fires  ipvegiigated;  av.  Grc  kMa  pa 
yr.  tor  IS  yrs..  118,407.18.  Fire  dept.— 3  h.  i  L 
truck!,  13  c.  hand  ei..  1  hose  wagon,  1  bose  reel, 
11  horses;  hose,  cottoa,  rubber  lined,  good,  3JM 
ft.;  inferior,  all  kinds,  1,000  ft.;  total  bose  4.900 
ft.;  tire  alarm,  electric,  M  boxes;  value  of  dept. 
equipment  tW.OOO;  val^ue  of  bldgs.,  tl£,SOO,  ana. 
eip.  of  dept..  n.OWj  total  mem.  IS.  paid  full  time. 

W*Taa  SurrLY-Source,  spring,  3  mnei  tram 
bosineas  center;  system,  pump  direct;  quality  oi 
water,  good:  3  pumping  engines,  cap.  per  day, 
10,000^0  gals.,  constmctor  Holly:  mama,  cut 
iron.  46%  miles.  4  to  M  in.  dia.,  ^  hydrants .  219 
valves;  meters,  total  number  143,  Trident  107,  Her- 
ley  Disc  28,  Wotthlngton  10,  owned  by  city;  4.M1 

'— ;  pipe,  lead;  preasure,  dom.  80  Ibi.     '—  "" 

—    -r  day,  3019.000  g  ■ 


ra^"S&7',m.S!7 


119.000  nls.;  cost 
debt.    1444,000  ■ 


BROCKVILLE.  pop.  B,700;  fire 


e  bldgs.. 


:  to  G   t 


>natlbrea  oi 


.no   WODU,   t   BiDTies;    woooen 

B  area;  fireworks  and  coin- 

ord.;  causes  of  fires  inveitigaied.  Fire 
earner,  8  c  hand  ex.,  t  h.  &  1.  track,  1 
n  2  hose  reels.  S  horses;  hose,  cotton, 
ed,  good.  4,000  ft.;  fire  alarm,  electric 
value  of  dept  equipment,  m.OOO:  value 
je.OOO;  ann,   eip.   of  dept.,  »a.500;  total 


I  pumping  engines,  clau  hor.  eomp.,  tiie  is  x  Ml 

II  X  18.  cap.  per  day  7,000,000  gda..  coanrtictcir 
Holly;  mains,  cast  iron,  IS^  miles.  4  to  U  in. 
dia.,  Gartshore;  U6  bydranla,  Hatbews;  !• 
valves;     metera,    total    number,  I,     Worthioglao, 


!e7  gala.,  per  capit 
I.  tiSoM:  banded  ■ 
-  •"  and  4  tier  , 
ks  belong  Io 


111J«0; 

BRUSSELS, 
brick,  2  and  I 
wooden  roofs  nc 


aumpiloii  per  day, 
H,0^;  i»t- J»>d  on 


00;  mercantile  bldya^ 
rivate,  brick,  i  atcneaa 
1  in  fire  area:  eombniti- 
iveatigated;  fire  kna  bat 

.,  th'w:  ins.  uiTDivni  for  same  lime,  tLOHL 
dept,— 1   ateamer,  3  c   hand   ex.,  1  11.   A  L 

I,  S  hoae  carriages;  bote,  rubber,  sood.  IJM 

fire    alarm,   belt;    value   of   dept.    equipmcot. 

0;  value  of  bldgs,.  11.000;  ann.  exp.  of  dept.. 

total  mem.,  30  volunteers. 

tTBa  SoFFLT— Source,  river;  svitem,  pnBip  * 

.  pumping  engine*,  cap.  per  day  lM.O0llgala.; 

I),  cast  iron,  %  mne,  4  w.  dia.;  com  to  coa> 


CALEDONIA,    pop.    1.000;    bldga.. 
"- '    ---'----■(,.  wooden  roofa  per  .      . 

s  dept.— 1  b.  *  L  trad.  1  ha*c 


wood.  3  atid  8  atoriea;  wooden  roofa  permitted:  iko 
■      "■       '       — 1  b.  a  L  trad   •  •-  — 
[ood    LOOO   ft.;    1 


,    n^AO;     value 
K  SufFlT— Sour 


rei.  and  direct;  res.  cap^  SOO.WO  gala.;  pnmpinf 
engines,  cap.  per  day  InJlOO  gala.;  IIBiilB,  U  milb 
4  in.  dia.;    6  hydrants;  4  vslves;  presanre,  fire  ■ 


E,  brick  and  wr^d.  T 


i;  wooden  roob 


hoH,   rubber,   good.  iW  ft;  io- 
1,BOO   ft.  r   lolaT  hoae.   3,000   ft: 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— ONTARIO. 
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Watu  Supply— Source,  river;  system,  pump 
direct;  pumping  engines,  cap.  per  day  1,000,000 
gals.,  constructor  Cnas.  Smith;  mains,  iron,  9% 
miles,  4  to  8  in.  dia..  Drummond,  McCall  &  Co.; 
27  hydrants,  Chas.  Smith;  9  valves;  100  services; 
pressure,  dom.  GO  lbs.,  fire  140  lbs.;  cost  to  con* 
struct.  ^,500;  works  belong  to  town. 

CANNINGTON,  pop.  1.100;  fire  area,  20  acres; 
bldgs.,  brick  and  wooa,  2  stories:  wooden  bldgs. 
of  any  kind  not  permitted  in  fire  limits;  fireworks 
ord.  Fire  dept. — 1  hand  engine,  12  c.  ex.,  1  h.  &  1. 
truck,  1  hose  carriage:  hose,  cotton,  good  600  ft.; 
bell  alarm:  value  of  dept.  equipment,  11,600; 
value  of  bldgs.,  IGjOOO;  total  mem.,  16  volunteers. 

Watsr  Supply— Source,  tanks  and  river. 

CARLETON  PLACE,  pop.  4,000;  fire  area. 
1,100  acres;  mercantile  bldgs.,  stone,  brick  ana 
veneer,  2  and  3  stories;  private,  stone,  wood  and 
brick,  IH  and  2  stories;  galv.  roofs;  fireworks  ord. 
Fire  debt.— 1  steam  engme,  2  c  ex.,  6  hose  car- 
riages, 1  h.  &  1.  truck;  hose,  5,200  ft.;  inferior,  800 
ft.;  toUl  hose,  5,600  ft.;  electric  alarm,  10  street 
boxes;  value  of  dept.  equipment,  $8,000;  value  of 
bldgs.,  $35,000;  ann.  exp.  of  dept.,  $800;  total  mem., 
2S,  paid  part  time  4;  underwriters'  rating,  fourth 
class. 

Water  Supply— Source,  river,  wells,  tanks,  cis- 
terns and  small  res. 

CAYUGA,  pop.  900:  fire  area,  400  acres;  mer- 
cantile bldp^s.,  stone,  brick  and  wood,  1V|  and  2 
stories;  private,  stone,  brick  and  wood,  1  and  2 
stories;  wooden  roofs  not  permitted  in  fire  area. 
Fire  dept.— 1  h.  engine.  In.  &  1.  truck,  1  hose 
reel;  hose,  cotton,  rubber  lined^  good,  €00  ft.;  fire 
alarm,  bell:  value  of  dept.  equipment,  $600;  value 
of  bldgs.,  $5,000;  total  mem.,  8o  volunteers. 

Watke  Supply— Source,  tanks. 

CHATHAM,  pop.  9,068;  fire  area,  1,000  acres; 
mercantile  bldgs.,  brick,  2  to  5  stories;  private, 
brick  and  wood,  8  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept.— 1 
steamer,  4  c.  hand  ex.,  1  h.  &  1.  truck,  2  hose 
wagons,  4  horses;  hose,  cotton,  rubber  lined,  3,800 
ft.:  fire  alarm,  electric  bell  and  whistle,  26  boxes; 
value  of  dept.  equipment,  $13,000;  value  of  bldgs., 
$7,000;  ann.  exp.  of  dept.,  $6,500;  total  mem.,  16, 
paid  full  time  5,  paid  part  time  10. 

Watse  Supply— Source,  river,  1  mile  from 
business  center jsystem,  pump  to  res.  and  stdp.: 
stdp.  cap.  200,000  gals.,  dim.  20  x  106.  material 
used  in  cons,  iron  and  steel,  builders  &ond  and 
Hinds:  quality  of  water,  good;  res.  cap.  8,600,000 
gals.,  located  at  pumping  station;  2  pumpins  en- 
gines, class  dup.  comp.,  cap.  per  day  3,000,009 
Rals.,  constructor  Wortninffton;  mains,  cast  iron, 
19  miles.  2  to  12  in.  dia.;  199  hydrants;  64  values; 
meters,  total  number  1,062,  owned  by  consumer; 
2,402  services;  pipe,  galv.  iron  and  lead;  pres- 
sure, dom.  40  lbs.,  fire  110  lbs. ;  consumption  per 
day,  900.000  gals.;  cost  to  construct,  $176,000; 
bonded  debt,  $128,939 ;  int.  paid  on  bonds,  4H  per 
cent;  cost  of  mtce.,  $1,448;  works  belong  to  city. 

CUES  LEY,  pop.  2,035;  fire  area,  4^  acres;  mer- 
cantile bldgs.,  brick,  2  and  8  stories;  private,  brick, 
2  stories;  wooden  roofs  not  permitted;  no  fire- 
works ord.  Fire  dept— 1  steam  engine,  1  h.  &  1. 
truck,  2  hose  carriages;  hose,  rubber,  good  1,200 
ft.;  value  of  dept  equipment,  $52500;  value  of 
bldgs..  $6,000;  ann.  exp.  of  dept.,  $200;  total  mem., 
75,  paid  full  time  3,  volunteers  72. 

Water  Supply— Source,  wells  and  river. 

CLINTON,  pop.  2,700:  mercantile  bldffs.,  brick. 
2  stories;  private,  brick  and  wood,  1%  and  2 
stories;  wooden  roofs  permitted:  fireworks  ord. 
Fire  dept.— 1  steam  engine,  1  hand  engine  (private 
c.  ex.  in  most  all  places  of  business),  1  h.  &  1. 
truck,  8  hose  carriages;  hose,  ruober,  good, 
1,600  ft.;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, $5,000;  value  of  bldgs^  $12,000  (part  of  town 
hall) ;  ann.  exp.  of  dent,  $792;  total  mem.,  18,  paid 
part  time  17. 

Watkr  Supply— Source,  wells  for  domestic  and 
tanks  for  fire  purposes.  Mill  has  steam  pumps 
and  6  fire  hydrants. 

COBOURG,  pop.  5,150;  fire  area,  2.417  acres; 
mercantile  and  private  bldgs..  brick.  2  and  3  sto- 
ries;   wooden   roofs   permitted   in    fire   area;   fire- 


I 


I 


works  and  combustibles  ord.:  causes  of  6res  in- 
vestigated. Fire  dept. — 4  c.  hand  ex.,  1  h.  &  1. 
truck,  1  hose  wagon,  1  hose  carriage,  4  horses; 
hose,  cotton,  rubber  lined,  good.  2,300  ft. ;  inferior, 
all  kinds,  500  ft.;  total  hose,  2,800  ft;  fire  alarm, 
bell;  value  of  dept.  equipment,  $5,000;  value  of 
bldgs.,  $5,000;  ann.  exp.  of  dept.,  $4,356;  total 
mem.,  15,  paid  full  time  5,  paid  part  time  10. 

Water  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap. 
160.000  gals.,  dim.  104  x  16,  material  used  in  cons, 
steel,   builders   Sharon   Boiler   Works;   qualitv  of 


constructor  Worthington;  mains,  cast  iron,  6^ 
miles,  4  to  12  in.  dia.;  86  hydrants;^  60  valves; 
meters,  total  number  86.  owned  by  Co.  and  con- 
sumer; 660  services:  pipe,  galv.  iron;  pressure, 
dom.  60  to  70  lbs.,  nre  100  lbs.;  consumption  per 
day,  750,000  gals.;  works  belong  to  Co. 

COLBORNE,  pop.  1,062;  fire  area,  75  acres; 
bldgs.,  brick  and  wood,  2  and  8  stories;  wooden 
roofs  permitted;  no  fireworks  ord.  Fire  dept. — ^1 
hand  engine,  1  hose  carriage;  hose,  cotton^  good, 
300  ft;  fire  alarm,  belljvalue  of  dept.  equipment, 
$600;  value  of  blags.,  $800;  30  volunteers. 

Watbr  Supply— Source,  wells. 


Sine,  1  c  engine,  1  h.  &  1.  truck,  1  ex.  ladder,  4 
ose  carriages;  hose,  rubber,  good  2,000  ft;  cot- 
ton, unlined,  good  2,000  ft;  total  hose,  4,000  ft; 
electric  alarm,  7  street  boxes;  value  of  dept  equip- 
ment. $16,500;  value  of  bldgs.,  $600;  ann.  exp.  of 
dept,  $2,045;  toUl  mem.,  14  volunteers. 

WATBR  Supply— Source,  bay,  1  mile  from  busi- 
ness center;  system,  pump  direct;  quality  of 
water,  good;  2  pumping  engines,  cap.  per  day 
2,500,000  gals.,  constructor  Worthington;  mains, 
cast  and  wrought  iron;  14  miles,  1  to  10  in.  dia.; 
83  hydrants;  14  valves;  meters,  total  number  8; 
1,425  services;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  46  lbs.,  nre  120  lbs.;  consumption  per  da^, 
600,000  gals.;  cost  to  construct,  $83,000;  mt  paid 
on  bonds,  5  per  cent;  cost  of  mtce.,  $6,400;  works 
belong  to  city. 

CORNWALL,  pop.  6,704;  fire  area,  750  acres, 
mercantile  bldgs.,  brick^  2V&  and  3  stories;  private, 
brick  and  wood,  2  stones;  wooden  roofs  not  per- 
mitted; fireworks  ord.  Fire  dept.— 1  steam  engme, 
2  c.  ex.,  1  h.  &  1.  truck,  4  hose  carriages.  1  hose 
wagon,  Siamese  couplings  used;  hose,  cotton,  good 
900  ft;  inferior,  lOO  ft;  800  ft  linen  hose;  total 
hose,  1,800  ft.;  electric  alarm,  7  street  boxes;  mills 
have  improved  steam  fire  pumps,  hose  and  sprink- 
lers, also  organized  company;  2  horses,  value 
$250;  value  of  dept.  equipment,  $14,000;  value  of 
bldgs.,  $8,000;  ann.  exp.  of  dept,  $3,500;  mem., 
25,  paid  full  time  5.  volunteers  20. 

WATER  Supply— Source,  river,  1  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  stdp.  cap.  300,- 
000  gals.,  builder  Sharon;  res.  cap.,  3.O0O.0OO  gals.; 
pumping  engines,  cap.  per  day  1,500,000  gals., 
constructor  Worthington;  mains,  iron.  9^  miles, 
4  to  12  in.  dia.,  Gartshore;  65  hydrants.  Smith; 
40  valves;  meters,  total  number  6;  600  services; 
pressure,  dom.  60  lbs.,  fire  60  to  100  lbs.;  cost  to 
construct.  $100,000;  int.  paid  on  bonds,  4  per  cent; 
ann.  cost  of  mtce.,  $3,750;  works  belong  to  city. 

DESERONTO,  pop.  3.300;  bldgs.,  stone,  brick 
and  wood,  2  and  3  stories  j  wooden  roofs  per- 
mitted: no  fireworks  ord.  Fire  dept.— 1  steam  en- 
gine, 4  c.  engines,  5  hose  carriages;  hose,  5,000 
ft.;  value  of  dept  equipment,  $7,500;  electrir  alarm, 
13  street  boxes;  ann.  exp.  of  debt.,  $750;  total 
mem.,  21  volunteers;  underwriters  rating,  fourth 
class. 

Water  Supply— Source,  bay,  %  mile  from  busi- 
ness center;  system,  pump  to  stdp.;  .ittdp.  cap. 
70,000  gals.,  dim.  20  x  35,  material  used  in  cons. 
wrought  iron;  cap.  plant  416,500  gals.;  quality  of 
water,  good;  pumping  engines,  cap.  per  day 
2.592,000  gals.,  constructor  Worthington;  1  gaso- 
line engine,  cap.  72,000  gals,  per  day,  constructor 
Fairbanks:  mains,  cast  iron,  3  miles,  4  to  10  in. 
dia.,  McCall;  58  hydrants,  Perkins;  13  valves, 
Perkins;  340  services;  pipe.  galv.  iron;  pressure, 
dom.  75  lbs.,  fire  75  to  190  lbs.;  consumption,  per 
day  300,000  gals.,  per  capita  75  gals.;  cost  to  con- 
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struct,    137,000;    int.    paid    on   bonds,    ^ 
ann.  cost  of  mtce.,  12,000;  works  belui 

DRESDEN,  pop.  2,000;  fir«  area,  660 
cantile  bldgs.,  wood  and  brick,  1  to  3 
vate,  wood  and  brick,  1  to  8  stories;  i 
permitted;  no  fireworks  ord.     Fire  d< 
engine,  2  hose  carriages;  hose,  rubbt 
ft.:  inferior,  600  ft.;  total  hose,  8,000  f 
value  of  dept.  equipment,  $6,000:  vi 
18,000;  ann.  exp.  of  dept.,  $1,000:  f 
volunteers;  underwriters'  rating,  for 

Wate«  Supply— Source,  river  an' 

DUN  DAS,  pop.  3,947;  fire  area, 
cantile  bldgs.,   brick  and  stone,  1 
private,  wood  and  brick,  1  to  8 
roofs     permitted;     fireworks    ord 
3  c.  ex.,  1  h.  &  I.  truck,  2  hose 
rubber,  good  2,500  ft.;  electric  t 
alarm;  value  of  dept.  equipmen 
bldgs.,  $3,600;  ann.  exp.  of  dept. 
27,  paid  part  time. 

Water  Supply— Source,  spri' 
ity;  res.  cap.,  1,250,000  gals.;  fil 
300,000  gals.;  mains,  6  miles, 
hydrants;  226  services;  pressur 
cost  to  construct,  $50,000;   in 
and  6  per  cent;  ann.  cost  of  n 
long  to  town. 

DUNNVILLE,  pop.  3,000: 
mercantile  bldgs.,  brick  and 
private,  brick   and   wood,   2 
not    permitted;    fireworks    s 
Fire  dept.— 1  hand  engine, 
truck,  1  hose  wagon,  4  ho 
ton,    rubber    lined,    good 
kinds,  600  ft.;  total  hose, 
and  whistle;  value  of  dcp 
of  bldgs.,  $2,500;  ann.  ex{^ 
mem.,   42  volunteers;    ur 
class. 

Watee  Supply— Sourc 
ter;  svstem,  pump  direr 
100,000  gals.,  material  t 
tion  system.  N.  Y. ;  qi 
cap.,    1,000,000    gals., 
Jny     l.OUOJKM)     gals., 
Kerr;   mains,  cast  iro 
60  hydrants;   18  valve 
presbure,  dom.   30  lb: 
struct,  $40,000;  bond'  i 

bonds,  4%  to  6  per 
works  belong  to  tovi 

DURHAM,  pop. 
cantile   bldgs.,   bri(  i 

vate,  wood  and  br  i 

roofs  permitted;  fi 
Fire  aept.—  1  ste 
h.  &  L  truck,  15 
hofe,  rubber.  go< 
to«al  hose,   1,000 
equipment,  $4,500 
of  dept.,  $100;   t 
lolunteers  28. 

Watbe  Suppl 
business  center 

6,000  gals.;   ma-  i 

services;  presr 

ELMIRA,  F 
cantile  bldgs., 

1%  to  2  stoi  i 

area;    causes  I 

1    hand    en( 
truck,  1  hos 
rubber  liner 
ft;  total  h' 
dept.  equipi 
exp.  of  del 

Watbe  i 

ELOR/ 

cantile  b?  i 

private,  b 
mitted:  r 

g.ine,  1  J 
riages;  1 

bell  alai  I 

of  bids 

16;  vol 

Wat 
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ann.  ^p.  of  dept,  S2»600;  totml  mem.  20,  paid  fuU 
time  2,  paid  part  time  10,  8  Tolunteera. 

Watie  Supply— Source,  wclla,  %  mile  from 
business  center;  system,  pump  to  stdp.;  stdp. 
cap.  220,000  gals.,  dim.  90  z  62,  located  1 
mile  from  town,  material  used  in  cons,  steel, 
builders  Goldis  &  McCulloch;  quality  of  water, 
good;  2  pumping  engines,  cap.  per  dav  2,600,000 
gals.,  constructors  Goldis  &  McCulloch;  mams, 
cast  iron,  24  miles,  4  to  12  in.  dia.;  129  hydrants, 
Goldis  &  McCulloch;  112  valves,  Goldis  &  McCul- 
loch; meters,  total  number  206,  Hersey  Rotary  6, 
Hersev  Disc  2,  Buffalo  120^  Tndent  »,  Nash  40, 
owned  by  town;  1,660  services;  pipe,  lead;  pres- 
sure, dom.  100  lbs.,  fire  120  lbs.;  consumption,  per 
day  423,927  gals.,  per  capita  62  gals. ;  cost  to  con- 
struct. $183,600;  bonded  debt,  $163,600;  int.  paid  on 
bonds,  4  and  6  per  cent;  ann.  cost  of  mtce.,  16,000; 
works  belong  to  town. 

GANANOOUE,  pop,  4,000;  fire  area,  500  acres; 
inercantile  blags.,  brick  and  wood,  2  and  3  stories; 
private,  brick,  2Vk  stories;  wooden  roofs  permitted. 
Fire  dept. — 1  hand  engine,  6  hose  reels;  hose, 
good,  1.500  ft.;  electric  alarm,  13  street  boxes; 
value  of  dept.  equipment,  $7,000;  value  of  bldgs., 
$2,000;  ann.  exp.  of  dept.,  $680;  total  mem.,  21,  paid 
part  time;  underwriters'  rating,  third  class. 

VVatbb  Supply — Source,  river ;  system,  pump  di- 
rect; pumpinff  engines,  cap.  per  day  93d,000  gals.; 
mains,  2%  mUes,  4  to  8  in.  dia.;  64  hydrants;  46 
valves;  pressure,  fire  100  Ibs^  cost  to  construct, 
$22,000;  ann.  cost  of  mtce.,  $800;  works  belong  to 
town. 

GEORGETOWN,  pop.  1,700;  fire  area,  $00  acres: 
mercantile  bldgs.,  stone,  brick  and  wood,  2  and  8 
stories;  private,  brick,  stone  and  wood,  2  and  8 
stories;  wooden  roofs  permitted;  fireworks  ord. 
Fire  dept— 2  c.  ex.,  1  h.  &  1.  truck,  2  hose  car- 
riages, 1  hose  sleigh;  hose,  cotton,  good,  1,800  ft.; 
rubber,  inferior  200  ft.;  total  hose,  2,000  ft.;  bell 
alarm;  value  of  dept.  equipment,  $2,700;  value  of 
bldgs.,  $6,000;  total  mem.,  88  volunteers;  nnder- 
writers'  rating,  fourth  class. 

Watek  Supply— Source,  springs;  system,  grav- 
ity; mains,  iron,  7  miles.  4  to  10  in.  dia.,  Gartshore: 
85  hydrants,  Doherty;  26  valves;  pressure,  fire  90 
lbs.;  cost  to  construct,  $40,000;  works  belong  to 
city. 

GLENCOE,  pop.  LOGO;  fire  area,  200  acres; 
bldgs.,  brick  and  wood:  VA  to  8  stories:  wooden 
roofs  not  permitted.  Fire  dept. — ^1  hand  engine, 
I  h.  &  1.  truck,  1  hose  carriage;  hose,  cotton,  rub- 
ber lined,  good,  700  ft; ;  fire  alarm,  bell :  value  of 
lept.  equipment,  $2,600;  value  of  bldgs.,  $400:  ann. 
cxp.  of  dept.,  $100;  total  mem.  26.  paid  full  time 
.,    volunteers    24. 

Watke  Supply— Source,  wells  and  tanks. 

GO  DERI  CH,  pop.  4,600;  fire  area,  1%  miles; 
nercantile  bldgs.,  hrick  and  stone,  tyk  and  8  sto- 
ies;  private,  brick  and  wood,  1  and  2  stories; 
oofs  shingles,  laid  in  mortar,  eravel  and  plastic 
late;  no  fireworks  ord.  Fire  dept.— 1  steam  en- 
gine, 1  h.  &  1.  truck,  8  hose  carriages,  1  hose 
yagon,  Siamese  couplings  used;  hose,  cotton, 
rood  1,500  ft.;  inferior,  800  ft.;  total  hose.  1,800  ft.; 
»ell  and  electric  alarm;  2  horses,  value  $200;  value 
d  dept.  equipment,  $6,000;  value  of  bldgs.,  $1,600: 
nn.  exp.  of  dept.,  ^00;  total  mem.,  14,  paid  full 
ime  12,  part  time  2;  underwriters'  rating,  third 
lass. 

Watkk  Supply— Source  lake,  ^  mile  from 
•tisinesa  center;  system,  pump  to  stop.;  stdp.  cap., 
25,000  gals. ;  2  pumping  engines,  cap.  per  day  2,000,- 
00  gala.,  oonstmetor  Uordon;  mains,  cast  iron,  12 
niles.  4  to  10  in.  dia.,  St.  Thomas  Fdy.;  67  hy- 
rants.  Stevens  &  Bums;  80  valves;  700  services; 
tpe,  lead;  pressure,  dom.  90  lbs.,  fire  146  lbs.: 
ost  to  construct,  $8,500;  int.  paid  on  bonds,  4% 
«r  cent;  ann.  cost  of  mtce.,  $4,000;  works  bdong 
■>  city. 

GRAVENHURST.  pop.  8.400:  fire  area,  20 
cres;  mercantile  bldgs.,  brick,  8  and  8  stories; 
rivate,  brick  and  wood,  IH  stories;  wooden 
3ofs  not  permitted;  fireworks  and  combustibles 
rd. ;  causes  of  fires  investigated;  av.  fire  loss  per 
r.  for  8  yrs.,  $4,626;  av.  ins.  for  same  time, 
1,600.  Fire  dept.— 1  steamer,  1  hose  wagon,  2  hose 
irriagea,  2  horses;  hose,  cotton,  rubber  lined, 
ood,  2.900  ft.;  inferior,  all  kinds,  200  ft.;  total 
ose,    2,500   ft.;    fire   alarm,  bell;    value   of   dept 


equipment,  $6,000;  value  of  bldgs.,  $3,000;  ann.  exp. 
of  dept.,  $1,000;  total  mem.  U,  paid  full  time  8, 
volunteers  17. 

Water  Supply— Source,  lake  and  wells,  used 
for  domestic  purposes;  lake  and  bay,  for  fire  pro- 
tection. 

GRIMSBY,  pop.  1,050;  fire  area,  700  acres;  bldgs. 
brick  and  wood,  1^  to  2  stories;  wooden  roofs 
permitted;  no  fireworks  ord.  Fire  dept.— 1  hand 
engine,  1  h.  &  1.  truck,  2  hose  carriages,  1  hose 
wagon,  600  ft.  good  cotton  hose,  200  ft.  inferior; 
total  hose,  800  ft.;  bell  alarm;  value  of  dept.  equip 
ment.  $1,600;  value  of  bldgs.,  $1,000;  volunteer 
members,  30. 

Watbk  Supply— Source,  lake,  1  mile  from  busi- 
ness center;  system,  pump  to  res.;  filtration  s]rs- 
tem,  gravel;  quality  ox  water,  good:  2  pumping  en- 
gines, cap.  per  day  200,000  gals. ;  40  hydrants,  pres- 
sure, fire  llO  lbs. 

GUELPH,  pop.  14,660:  fire  area,  192  acres; 
bldgs.,  stone  and  brick,  2  and  8  stories;  wooden 
roofs  not  permitted  in  fire  limits;  no  fireworks  ord. 
Fire  dept«— 1  steam  engine,  2  hand  engines,  6  c 
ex.,  2  h.  &  1.  trucks,  6  hose  carriages,  1  hose 
wagon,  1  comb,  hpse  and  exercise  wagon,  4  horses; 
hose,  cotton,  good,  4,000  ft.;  inferior,  2,000  ft; 
linen,  good,  1,000  ft:  rubber,  inferior,  1,000  ft: 
total  hose,  9,000  ft ;  bell  and  telephone  alarm.  13 
street  boxes;  value  of  dept.  equipment,  $12,600; 
value  of  bldgs.,  $6,600;  ann.  exp.,  $8,600;  total  mem. 
22,  paid  full  time  2,  paid  part  time  20;  underwriters' 
rating,   first  class. 

Watb«  Supply— Source,  springs  and  river,  1 
mile  from  business  center;  system,  pump  direct; 
qu&lity  of  water,  good;  res.  cap.,  l300,000  gals.; 
4  pumping  engines,  cap.  per  day  2,000,000  gals., 
constructor  Walker:  mains,  cast  iron,  17  milea  4  to 
12  in.  dia.;  126  hydrants;  66  valves;  meters,  total 
number  20,  owned  by  city  and  consumer;  1,660 
services;  pipe,  lead  and  galv.  iron;  pressure,  dom. 
40  to  80  lbs.,  fire  70  to  110  lbs. ;  consumption  per 
day,  680,000  nls.:  cost  to  construct,  $170,000; 
bonded  debt,  $61,000;  int  paid  on  bonds,  6  per  cent; 
cost  of  mtce.,  $8,500;  works  belong  to  city. 

HAMILTON,  pop.  66,967;  fire  area,  6,000  acres; 
mercantile  bldgs.,  stone  and  brick,  2  to  10  stories, 
private,  stone,  brick,  wood  and  concrete,  1  to  3 
stories;  wooden  roofs  permitted  in  fire  area:  com- 
bustibles ord.;  causes  of  fires  investigated;  av. 
fire  loss  per  yr.  for  3  yrs.,  $101,800:  av.  ins.  in- 
volved for  same  time,  $1,267,373.  Fire  dept.— 2 
steamers,  1  c.  engine,  8  c.  hand  ex..  2  h.  &  L 
trucks,  4  hose  wagons,  3  comb.  c.  &  h.  wagons, 
25  horses;  hose,  cotton,  rubber  lined,  good,  18,- 
000  ft:  inferior  all  kinds,  2,050  ft;  total  hose, 
15,060  ft;  fire  alamv  electric,  43  boxes;  value  of 
dept  equipment,  $55,500;  value  of  bldgs.,  $50,000: 
ann.  exp.  of  dept,  $63,710.39;  total  mem.  64,  paid 
full  time. 

Watee  Supply— Source,  lake,  6  miles  from  bnai- 
ness  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.  13,000,000  gals.; 
4  pumping  engines,  cap.  per  day  13,000,000  gals., 
constructors  Gartshore,  KiHey:  mains,  cast  iron, 
123  miles,  4  to  30  in.  dia.;  1,066  hydrants.  Smart; 
674  valves;  meters,  total  number  249,  Crown  1, 
Einpire  1,  Siemen  64,  Kennedy  2.  Hersey  Disc 
1.  Keystone  90,  Trident  40,  other  kinds  18,  owned 
by  city;  16,236  services;  pipe,  lead;  pressure,  dom. 
80  lbs.,  fire  80  lbs.;  consumption  per  day  6,000,- 
000  gals.,  per  capita  96  gals.;  cost  to  construct, 
$2,000,000:  bonded  debt,  $L116,000;  int.  paid  on 
bonds,  $54,000;  ann.  cost  of  mtce.,  $39,000;  works 
belong  to  city. 

HARRISON,  pop.  1.800;  bldga.,  wood  and 
brick,  1  to  8  stories;  roofs  shingle  and  iron.  P!re 
dept— 1  steamer,  2  hose  carriages,  1  h.  &  1.  tmck; 
hose,  cotton,  good  1,600  ft;  fire  alarm,  bell; 
value  of  dept  equipment,  $6,000;  value  of  bides., 
$2,000;  ann.  exp.  of  dept,  $900;  total  mem.,  li. 

Watbe  Supply— Source,  river  and  tanks.  In 
case  of  fire  steam  engine  used  to  force  water  from 
river. 

HUNTSVILLE.  pop.  2,800;  fire  area,  600  acres; 

mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
I    wood,  1  and  2  stories;  wooden  roofs  permitted; 

fireworks  and  combustibles  ord.;  causes  of  fires 
I    investigated.     Fire   dept— 1   hose  wagon,  1  hose 

carriage;   hose,  cotton,  rubber  lined,  good,  12,000 
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ft;  fire  alarm,  bell;  value  of  dept.  equipme 
ULOOO;  value  of  bldga.,  |S00;  ann.  exp.  of  dej 
ISOO;  total  mem.,  15  voluntecra. 

Water  Supply— Source,  bay;   system,  pump 
res.;    res.    cap^,   700,000   gals.;    pumping   engui 
cap.  per  day  TiO.OOO  gala.;  mains,  S  miles;  27  I 
drants;  160  services;  pressure,  dom.  100  lbs.,   I 
100  lbs. ;  cost  to  construct,  $38,000. 

INGERSOLL.    pop.    6,600;    mercantile    bl<  i 
brick   and  wood,   1   to  4  stories;   private,    b 
2  stories;  wooden  roofs  not  permitted;  fireii    i 
and   combustibles    ord.;    causes   of   fires    in*   i 
gated.     Fire  dept— 1  steamer,   1  comb.   c. 
wagon,  2  c  hand  ex.,  1  b.   &  1.   truck,   1      i 
wagon,  8  hose  carriages.  2  horses;  hose,  o     i 
rubber  lined,  good  8,400  ft;  fire  alarm,  telep     i 
value  of  dept  equipment,  $7,000;  total  men 
paid  full  time  4,  volunteers  12;  underwriter 
ing,  second  class. 

Watbk  Supply— Source,   springs,   4  milei 
business  center;   system,   pump  to   stdp.   f 
rect;   stdp.   cap.   166,000  gals.^  dim.   110  x 
cated  In  town,  material  used  m  cons,  steel        i 
era  Canadian  Bridge  Co.;  quality  of  water 
1  pumping  engine,   class  comp.   dup.,   sij 
18xl8H>  cap.  per  day  li2&0,000  gals.,  con 
Deane,   10   x   10   dup.      Dcane  pump  can 
bv  electricity,  cap.  600.000  gals. ;  mams,  c 
9^  miles,  4  to  12  in.  dia. ;  72  hydrants,  Stc 
valves,  Stevens;  meters,  total  number  26r  i 

son,  Buffalo,  Trident,  owned  by  Co.;  900 
pipe,  iron;  pressure,  dom.  46  to  68  lbs., 
100  lbs.;  consumption  per  day,  315,000  gal  i 

belong  to  Co. 

IROQUOIS,    pop.    1,200;    fire   area. 
bldgs.,  Drick,  stone  and  wood,  2  ana 
wooden  roofs  permitted;  fireworks  ord. 
—8  c  ex.,  1  h.  &  L  truck,  2  hose  carrir 
cotton,  good  300  ft;  rubber,  sood  800 

ryd  SOtTft;  total  hose,  1,400  ft;  fire  i 
horse;    value    of   equipment,    &..000 
bldgs.,  ^,600;  ann.  exp.  of  dept,  $160;  i 

15,  paid  part  time,  volunteers. 

Watke  Sutply— Source,    river,    80  i 

buatness  center;   svstem,  pump  direo  i 

60,000  gals.;  pumpmg  engines,  cap.  p  I 

000  gals.;  mains,  cast  iron,  2  miles, 
dia.;  15  hydrants;  6  valves;  120  sm 
lead,  pressure,  dom.  45  lbs.,  fire  I 
to  construct,  $24,000;   ann.   cost  of  i 

works  belong  to  Co. 

KEMPTVILLE,  poo.  1,600;  fire  ai 
mercantile  bldgs.,  brioc  and  stone,  ' 
vate,   brick   and   wood,   2   stories; 
permitted;  fireworks  ord.    Fire  depi 
gine,  2  hose  carriages,  Siamese  coup 
tomatic  engine  heaters;  hose    cotti 
ft.;    inferior,    600    ft.;    total    nose, 
alarm;  2  horses;    value  of  dept.  eqi 
value  of  bldgs.,  $8,600;  ann.  exp. 
total  mem.,  80  volunteers. 

Watek  Supply— Source,  river. 

KENORA,   pop.   5.202;  fire  ar< 
mercantile    blags.,    brick,    stone 
stories;  private,  wood,  lyi  and  2 
roofs  permitted;  fireworks  ord.:  f 
Fire   aept — 1    steam    engine,    1 
dozen  ladders,  8  hose  carriages, 
apparatus,   1   railing  pump   and 
required;    hose,    rubber,    good    f 

good  60  ft;  interior,  300  ft;  tot 
re    alarm,     electric     bell,    7 
horses;    value   of   dept   equipmr 
of  bldgs.,  $5,000;  ann.  exp.  of  < 
mem.,  ^,  paid  full  time  1,  paid 
teers.  28 

Watee  Supply— Source,  lake, 
ness  center;  system,  i>ump  direc 

f:ood;  2  pumping  engines,  class 
,280,000  gals.,  constructors  Dea 
mains,  cast  iron.  6  miles,  4  to 
drants;   meters,  total  number 
700  services;  pipe,  lead  and  | 
dom.    60  lbs.,  fire  100  lbs.;  ct 
600,000  gals.;  cost  to  construe 
on  bonds.  4  per  cent;  cost  of 
belong  to  town. 

KINXARDTNE,   pop.   3.000; 
mercantile   bldgs.,  brick  and 
vate,  brick  and  wood,  2  stori 
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LINDSAY,  pop.  8.000;  fire  area,  100  acres; 
mercantile  bldgs.,  brick,  2  to  4  stones:  priTate, 
brick  and  wood,  2  and  S  stories;  wooden  roofs 
pcnnitted  if  laid  in  mortar;  no  fireworks  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  h.  & 
1.  truck,  1  hose  cart,  1  hose  wagon;  hose,  cot- 
ton, good  2,150  ft.;  nre  alarm,  electric,  7  street 
boxes;  2  horses,  value  1300;  value  of  dept.  equip- 
ment, $5,000;  value  of  bldgs.,  17,600;  ann.  exp.  of 
dept.,  IGOO:  total  mem.,  a,  paid  full  time  S,  paid 
part  time  lO;  underwriters'  rating,  third  class. 

Watsr  Supply— Source,  river,  %  mile  from  busi- 
ness center:  svstem,  pump  to  stdp.  and  direct: 
stdp.  cap.  165,000  gals.,  diuL  16  x  110,  material 
used  in  cons,  steel;  filtration  ssrstem,  gravity,  sand; 
quality  of  water,  good;  3  pumping  engines,  class 
comp.  dup.,  1  electric  pump,  cap.  per  day  2,440^- 
(X)0  gals.,  constructor  Deane  and  General  Electric 
Co.;  mains,  cast  iron,  9^  miles,  4  to  12  in.  dia. ;  I 
'M)  hydrants;  65  valves;  meters,  total  number  350, 
Trident  150,  Buffalo  40,  Thomson  50,  Pittsburg  12, 
owned  by  city;  800  services;  pipe,  cast  iron;  pres- 
sure, dom.  65  lbs.,  fire  100  to  120  lbs.;  consump- 
tion per  day,  480,647  gals. ;  cost  to  construct,  $106,- 
<>uO;  bonded  debt,  192,900;  int.  paid  on  bonds,  3% 
per  cent;  works  belong  to  town. 

LISTOWEL,  pop.  2,700;  fire  area,  10  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
wood  and  brick,  1%  and  2  stories;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  1  h.  & 
1.  truck,  2  hose  carriages;  hose,  rubber,  good 
2,000  ft.;  inferior  000  ft.;  total  hose,  2,000  ft.;  fire 
alarm,  bell  and  whistle;  value  of  dept.  equipment, 
$6,600;  value  of  bldss.,  $6,200;  ann.  exp.  of  dept, 
$1,000;  total  mem.,  14,  paid  part  time. 

Watbk  Supply— Source,  wells,  )4  mile  from 
business  center;  svstem,  pump  to  stop;  stdp.  dim. 
20  x  86,  located  i  mile  from  well,  material  used 
in  cons,  iron,  builders  H*mter  Bridge  &  Boiler 
Co.;  quality  of  water,  good;  1  pumping  ensine, 
cap.  per  day  1,000,000  gals.,  constructor  Nortney; 
mains,  iron,  6  2-5  miles,  4  to  10  in.  dia.;  38  hy- 
drants, Stevens;  20  valves;  175  services;  pipe, 
lead;  pressure^dom.  40  lbs.,  fire  00  lbs.;  cost  to 
construct,  $30,000;  works  belong  to  town. 

LITTLE  CURRENT,  pop.  1,100;  fire  area,  75 
acres;  mercantile  bld^s.,  cement,  2  stories;  private, 
wood,  1^  and  2  stories ;  wooden  roofi  permitted; 
no  fireworks  ord;  fires  investigated.  Fire  dept^ 
L  steam  engine,  2  hose  carnages;  (ose,  cotton, 
1,000  ft;  fire  alarm,  bell:  value  of  dept  equip- 
nent,  $2,800;  value  of  blags.,  $000;  ann.  exp.  of 
lept.,  $400;  total  mtm.,  40  volunteers. 

Water  Supply— Lakes  and  wells. 

LONDON,  pop.  44,702;  fire  area.  8,000  acres; 
nercantile  bldgs.,  brick  and  stone,  8  to  6  stories; 
>rivate,  stone,  brick  and  wood,  IH  to  2  stories; 
rooden  roofs  permitted  in  fire  area;  fireworks  and 
pmbustibles  ord.;  causes  of  fires  investigated; 
ire  loss  for  1906,  48,000;  ins.  involved  for  same 
imc,  1350,000.  Fire  dept.— 1  steamer,  2  c.  engines, 
aerial  truck,  9  c  hand  ex..  1  h.  &  L  truck, 
hose  wagcms,  2  comb.  n.  &  1.  wagons, 
supply  wagons,  14  horses;  hose,  cotton, 
ubber  lined,  good,  8,000  ft;  inferior,  all 
inds,  200  ft;  total  hose,  8,200  ft;  fire  alarm, 
lamewell,  66  boxes;  value  o  dept  equipment, 
28,000:  value  of  bldgs.,  $36,000;  ann.  exp.  of 
ept.,  $26,000;  total  mem.,  80,  i>aid  full  time. 
VVatkx  Sttpply— Source,  sprinsrs,  4  miles  from 
usiness  center;  system,  pump  to  res.  and  direct; 
?s.  cap.  6,000,000  gals.,  dim.  800  x  800  x  17;  quality 
f  water,  good;  6  pumping  engines,  cap.  per  day 
^OOOtOOO  gals.,  constructors  Kelev.  Blake,  Northey; 
ains,  cast  iron,  92  miles.  4  to  20  in.  dia.;  572  by- 
-ants,  Stevens ;  Stevens  valves,  300;  meters,  total 
jmber  377,  Crown  152,  Empire  30.  Gem  6,  Hcrscy 
Dtary  68,  Thomson  17,  Trident  57.  Lambert  47, 
L-ned  by  city;  11,969  services;  pipe,  lead;  pres- 
re,  dom.  66  lbs.,  fire  80  lbs.;  consumption  per  day 
i'JO.OOO  gals.,  per  cap.  77  gals.;  cost  to  construct, 
010,603.69.  bonded  debt,  1600,000;  int  paid  on 
nds,  3  and  4  per  cent;  ann.  cost  of  mtce.,  $37,- 
>;    works   belong  to  city. 

LUCKNOW.  pop.  1,500;  fire  area,  840  acres; 
Iks.,  wood,  brick  and  stone,  2  stories;  wooden 
jTs  permitted;  fireworks  ord.  Fire  dept. —  1 
4.V'  1.  truck,  2  hose  carriages;  hose,  cotton,  good 
ft. ;  rubber,  eood  800  ft. ;  inferior,  200  ft ;  total 
sc,   1,500  ft.;  nre  alarm,  bell;  value  of  fire  dept 


equipment.  $1,600;  value  of  bldgs..  16,000;  ann.  exp. 
of  dept.,  $090;  total  mem.  14,  paid  full  time  1, 
paid  part  time  13;  underwriters'  rating,  third 
class. 


in.  dia.;  6  valves;  pressure,  fire  125  lbs.;  cost  to 
construct,  $11,000;  ann.  cost  of  mtce.,  $1,000. 

MADOC,  pop.  1,400:  fire  area.  50  acres;  bldgs,., 
brick,  stone  and  wooa^  2  and  3  stories;  wooden 
roofs  not  permitted.  Fire  dept— ^1  steam  engine,  1 
hand  engine,  3  hose  carriages,  4  long  ladders;  hose, 
rubber,  good  1,600  ft:  fire  alarm,  bell;  value  of 
fire  dept  equipment,  $4,100;  ann.  exp.  of  dept, 
$260;  total  mem.,  30  volunteers. 

WATER  Supply — Source,  creeks  and  wells. 

MARKHAM,  pop.  1,200:  fire  area,  200  acres; 
mercantile  bldgs.,  brick  and  wood,  2  and  8  stories; 
private,  brick  and  wood.  l\k  stories ;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investisated.  Fire  dept. — 
1  h.  engine,  2  c.  hand  ex..  In.  &  1.  truck,  2  nose 
wagons,  2  hose  carriages,  1  horse;  hose,  cotton, 
rubber  lined,  good.  1,000  ft;  rubber,  good,  1,200 
ft;  total  hose,  2,200  ft.;  fire  alarm,  whistle,  8 
boxes;  value  of  dept  equipment,  $1,000;  value  of 
bldgs.,  $3,000;  ann.  exp.  of  dept,  $900;  total  mem. 
26,  paid  part  time  2,  volunteers  23. 

WATBR  Supply — Source,  springs;  system, 
pump  to  res.:  res.  cap.,  60,000  gars.;mains,  2  miles, 
4  to  6  in.  dia.;  24  hydrants,  6  valves;  pressure, 
fire  150  lbs.;  cost  to  construct,  $25,000;  works  be- 
long to  city. 

MATTAWA,  pop.  2,000;  fire  area,  500  acres; 
mercantile  bldgs.,  wood  and  brick,  2  stories; 
private,  wood,  1^  stories;  wooden  roofs  per- 
mitted. Fire  dept— 1  steamer,  1  h.  &  1.  truck.  8 
hose  carriages;  nose,  rubber,  good  1,800  ft;  value 
of  dept  equipment.  $5,000;  value  of  bldgs.,  $3,000; 

Watbr  SuPPLY---Source.  Ottawa  and  Mattawa 
rivers  and  Boom  Creek  and  new  reservoir. 

MEAFORD.  poD.  2.000;  fire  area,  8  acres; 
bldgs.,  brick,  2  and  3V&  stories;  wooden  roofs  not 
permitted  in  fire  limits.  Fire  dept — 1  steam  en- 
gine. 2  c.  ex.,  2  hose  carriages;  hose,  cotton,  ffood 
1,600  ft;  fire  alarm,  telephone;  value  of  fire  dept. 
equipment.  $6,000;  1  bldg.;  total  ann.  exp.  of 
de^t,  $90O;  total  mem.,  16,  paid  part  time;  under- 
writers^ rating,  fourth  class. 

Watek  Supply— Source,  bay.  60  rods  from  busi- 
ness center:  system,  pump  to  stdp.;  stdp.  cap.,  80,- 
000  gals.  aim.  22  x  35,  material  used  in  cons., 
stone,  builders  McQuillan  &  Co.;  quali^of  water, 
good;  1  pumping  engine,  cap.  per  day  1,000,000  gals., 
constructors  Ontario  Engine  &  Machine  Works; 
mains,  cast  iron,  5^  miles,  4  to  8  in.  dia.;  37  hy- 
drants; 17  valves;  800  services;  pipe,  galv.:  pres- 
sure, dom.  60  lbs.,  fire  130  lbs.;  consumption  per 
day,  175.000  gals.;  cost  to  construct,  $21,000;  cost 
of  mtce.,  $2,000;  works  belong  to  town. 

MERRITTON,  po|>.  2,000;  fire  area,  800  acres; 
mercantile  bldgs.,  brick,  2  stories;  private,  brick 
and  wood  1%  stories;  wooden  roofs  permitted  in 
fire  area;  fireworks  and  combustibles  ord.;  causes 
of  fires  mvestigated.  Fire  dept— 8  c.  hand  ex.,  1 
h.  &  1.  truck,  8  hose  wagons;  hose,  cotton,  rubber 
lined,  sood,  1,500  ft;  rubber,  good,  500  ft;  total 
hose,  2,000  ft;  fire  alarm,  bell  and  whistle,  10 
boxes;  value  of  dept.  equipment,  $8,000;  value  ot 
bldgs.,  $3,000;  ann.  exp.  of  dept.,  $400;  total  mem., 
30  volunteers. 

Watek  Supply— Source,  lake,  8  miles  from  busi- 
ness center;  system,  gravity;  quality  of  water, 
good;  res.  cap.,  250,000  gals.:  mains,  cast  iron,  5 
miles,  4  to  14  in.  dia.;  46  hydrants;  100  valves;  400 
services;  pipe.  galv.  iron  and  lead;  pressure,  dom. 
70  lbs.,  fire  70  lbs.,  cost  to  construct,  $75,000; 
bonded  debt,  $27,900;  int.  paid  on  bonds,  5  per 
cent;  cost  of  mtce.,  $1,247;   works  belong  to  city. 

MIDLAND,  pop.  4^000;  fire  area,  640  acres: 
mercantile  bldgs.,  brick  and  stone^  2  and  8 
stories;  private,  brick  and  wood,  2  stones;  wooden 
roofs  permitted;  fireworks  ord.  on  main  street 
Fire  dept. — 1  steam  engine.  1  h.  &  1.  truck,  2  hose 
carriages;  hose,  cotton,  rubber  lined,  good  1.000 
ft;  fire  alarm,  bell;  3  horses;  value  of  fire  dept 
equipment,  $8,000;  total  mem.,  20,  paid  full  time 
1,  volunteers  l9. 
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Water  Supply — Source,  springs,  creeks  and  re- 
ceiving basin. 

MILDWAY,  bldgt.,  brick  and  wood.  Fire  dept 
— 1  steamer,  2  hose  carriages;  hose,  IpSOO  ft.;  total 
mem.,  26  volunteers. 

Watbr  Supply— Source,  7  tanks. 

MILLBROOK,  pop.  1,000;  fire  area,  500  acres; 

bldgs.,  brick,  2  stones;  wooden  roofs  permitted: 
no  fireworks  ord.  Fire  dept. — 1  steam  engine,  1 
hand  engine,  1  hose  carriage,  4  ladders;  hose,  2,400 
ft;    fire  alarm,   bell;  value  of  dept.    equipment, 

8,600;  value  oi  bldgs.,  11,200;  ann.  exp.  of  dept., 
14:  tital  mem.  60,  paid  part  time  1,  Toiunteers  48. 
Wateb  Supply— ^urce,    creeks    and   8    tanks; 
waterworks,  63  hydrants. 

MILTON,  pop.  1,700;  fire  area,  200  acres;  mer- 
cantile bldgs.,  stone,  brick  and  wood,  1  and  4 
stories;  private,  stone,  brick  and  wood.  1)4  stories; 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles  ord.;  causes  of  fires  investigated;  av.  fire 
loss  per  yr.,  for  8  yrs.,  |1,283.  Fire  dept.— 1  h.  &  1. 
truck,  8  hose  wagons;  hose,  cotton,  rubber  lined, 
good  1,400  ft.;  fire  alarm,  automatic;  value  of  dept. 
equipment,  ^,600;  value  of  bldffs.,  13,000;  ann. 
exD.  of  dept,  $860:  total  mem.,  26  volunteers. 

WATsa  Supply— Source,  springs,  1^  miles  from 
business  center;  svstem,  gravity;  qualitv  of  water, 
good;  res.  cap.  2,000,000  gals.,  located  side  of  moun- 
tain; mains,  cast  iron,  6  miles,  4  to  8  in.  dia. ;  21 
hydrants;  17  valves;  260  services;  pipe,  iron;  pres- 
sure, dom.  96  lbs.,  fire  96  lbs.;  consumption  per 
day,  00,000  gals.;  cost  to  construct,  126,000;  bonded 
debt.  112,000:  int.  paid  in  bonds,  6  per  cent;  cost 
of  mtce.,  $100;  works  belong  to  town. 

MITCHELL,  pop.  1,900.  Fire  dept— 3  hose 
carriages;  hose,  rubber,  good  800  ft.;  cotton,  good 
1,400  ft.;  toial  hose,  1,700  ft;  toUl  mem.  12  vol- 
unteers; underwriters'  rating,  sixth  class. 

Watbr  Supplt — Source,  surface  water;  sys- 
tem, direct  pumping;  2  pumping  engines;  mains, 
6,500  ft,  4  and  6  in.  dia.;  10  hydrants;  water- 
works owned  bv  town;  cost  to  construct,  $15,000; 
ann.  exp..  $1,000. 

MORRISBURG,  poo.  2,200;  fire  area,  (MO  acres; 
bldgs..  brick,  2  and  3  stories;  wooden  roofs  per- 
mitted. Fire  dept — 1  hand  engine,  1  h.  «  L 
truck,  3  hose  carriages,  3  aerial  trucks;  hose,  cot- 
ton, rubber  lined,  good  500  ft.;  rubber,  good  1,000 
ft.;  linen,  good  1,000  ft;  Imen,  poor  500  ft.: 
total  hose,  3,000  ft:  fire  alarm,  electric  bell,  6 
street  boxes:  value  ot  fire  dept  equipment,  $5,500; 
value  of  bldn.,  $1,000;  ann.  exp.  of  dept,  $500; 
total  mem.  30,  paid  part  time. 

Water  Supply — Source,  river;  system,  pump 
direct;  pumpin/i;  engines,  cap.  per  day  1.944,000 
ffals.;  mains,  iron,  3  miles,  Belhouse  &  Co.;  22 
hydrants;  pressure,  dom.  40  lbs.,  fire  120  lbs.;  cost 
to  construct,  $26,000;  ann.  cost  of  mtce.,  $400; 
wQrks  belong  to  town. 

MT.  FOREST,  pop.  8,000;  fire  area,  1,400 
acres;  mercantile  bldgs.,  brick,  2  and  3  stories; 
private,  brick,  lyi  and  2  stories;  wooden  roofs 
permitted;  no  fireworks  ord.  Fire  dept. — 1  c.  en- 
gine, 1  h.  &  1.  truck,  2  hose  carriages;  hose,  cot- 
ton, good  1,000  ft;  fire  alarm,  odi;  2  hired 
horses;  value  of  fire  dept  equipment,  $3,000;  value 
of  bldgs.,  $8,000;  ann.  exp.  of  dept,  $300;  total 
mem.  16,  paid  part  time. 

Water  Supply — Source,  wells  and  cisterns; 
system,  pumping  to  stdp.,  cap.  50,000  gals. 

NAPANEE,  pop.  4,0G0;  fire  area,  1,200  acres; 
mercantile  bldgs.,  brick,  3  and  4  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  causes  of  fires  in- 
vestigated. Fire  dept. — 1  steamer,  2  c.  hand 
ex.,  1  h.  &  1.  truck,  4  hose  carriages:  hose, 
cotton,  rubber  lined,  good,  2,500  ft;  inferior,  all 
kinds,  350  ft;  total  hose  2,860  ft;  fire  alarm,  elec- 
tric; value  of  dept.  equipment,  $14,500:  value  of 
bldgs.,  $10,000;  ann.  exp.  of  dept.,  $1,500;  total 
mem.,  22  volunteers. 

Water  Supply— Source,  river,  in  business  cen- 
ter; system,  pump  to  stdp.  and  direct;  stdp.  cap. 
160,000  gals.,  dim.  16  x  100,  material  used  in  cons, 
iron    and    steel,    builders    Dominion    Bridge    Co.; 

auality  of  water  good;  2  pumping  engmes,  cap  per 
ay    2,500.000   gals.,    constructor    Northey;    mains, 
cast  iron  2%  miles,  6  to  10  in.  dia.;  33  hydrants; 


16  valves:  190  services*  pipe,  galv.  iron;  prestmc, 
dom.  46  lbs.,  fire  100  lbs.;  consnmption  per  day, 
600,000  gals.;  cost  to  construct  $16,001);  cost  of 
mtce.,  $1,600;  works  belong  to  Co. 

NEW  HAMBURG,  pop.  1,600;  fire  area,  m 
acres;  mercantile  bldga.,  brick,  2  and  8  stories; 
private,  brick,  2  stories;  wooden  roofs  pernutted: 
no  fireworks  ord.  Fire  dept — 1  steam  engine,  48 
c.  ex.,  2  hose  carriages,  hose,  linen  150  ft;  linen, 
unlined  1660  ft.;  total  hose,  1,800  tt;  fire  alarm, 
bell;  value  of  equipment,  $6,000;  value  of  bldgs, 
$2,000;  toUl  mem.  10,  paid  full  time. 

Water  Supply — Source,  river,  wells  snd  cis- 
terns. 

NEW  MARKET,  i»op.  8,000;  fire  area.  300  acres; 
mercantile  bldgs.,  brick  or  rough  cast,  2  and  3 
stories;  private,  brick  clad,  1  and  2  stories;  wooden 
roofs  permitted;  fireworks  ord.  Fire  dept— 1  h. 
&  L  truck,  8  hose  carriat%s;  hose,  rubber,  good 
1,650  ft;  cotton,  good  2,100  ft;  linen,  good 
200  ft:  total  hose,  3,950  ft;  fire  alarm,  dectik 
and  bell,  1$  street  boxes;  value  of  dept  equipment, 
g,000;  value  of  bldg.,  $2L500;  ann.  exp.  of  dept, 
$1,000;  total  mem.,  61  volunteers. 

Water  Supply — Source,  wells;  system,  grav- 
ity and  pump  to  res.;  quality  of  water,  good;  res. 
cap.,  200,000  gals.;  pumping  engine*^  c^)l  per  day 
1,600,000  gals.:  constructors,  Worthmgton;  mains, 
iron,  5  miles,  4  to  10  in.  dia..  Smith;  32  hydrants. 
Smith;  30  valves.  Smith;  meters,  total  number  19, 
Hersey;  360  services;  pressure,  dont  45  lbs.,  fire 
100  to  150  Ib^  cost  to  construct,  $32,000;  ana. 
cost  of  mtce.,  $650;  works  belong  to  town. 

NIAGARA  FALLS,  poi>.  9,000;  fire  area,  1,010 
acres;  mercantile  bldgs.,  brick  and  frame,  2  and  3 
stories;  private,  brick  and  wood,  2  stories;  woodea 
roofs  permitted  in  fire  limits.  Fire  dept. — 1  steam 
en^ne  (in  reserve),  5  c.  ex.,  2  h.  &  1.  trucks,  1 
aenal  truck,  4  hose  carriages,  8  hose  wagoos,  2 
horses^  value  $300;  hose,  linen,  good  S.000  ft;  fire 
alarm,  electric.  10  street  boxes;  value  of  dept 
equipment,  $7,000;  value  of  bldgs.,  $6,000;  ann. 
exp.  of  dept,  $2,000:  total  mem.,  100,  j»aia  part 
time  45,  volunteers  160;  underwriters'  rating,  tnxrd 
class. 

Water  Supply — Source,  river,  2  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  srood:  o  Dumping  engines,  class 
triplex,  cap.  per  day  6,000,000  gala.,  construe  toe 
Kennedy;  mains,  cast  iron,  19  miles,  2  to  12  in. 
dia.;  110  hydrants,  Doherty;  100  valves,  Doherty; 
meters,  total  number  4,  Crown,  Worthington; 
meters  owned  by  city ;  1.900  services:  kind  of  pipe, 
iron;  pressure,  dom.  50  lbs.,  fire  100  lbs.;  con- 
sumption, per  day  2,600.000  kals^  per  capita  400 
?als.;  cost  to  construct.  $68,500;  bonded  debt, 
56,000;  int.  paid  on  bonds.  5  per  cent.;  ann.  cost 
of  mtce..  $6,000;   works  belong  to  city. 

NORTH  BAY  pop.  4,000;  mercantile  bldgs.. 
brick  and  wood,  2  and  8  stories;  private,  bride  and 
wood,  2  stories;  wooden  roofs  permitted;  no  fire- 
works ord.;  fires  investigated.  Fire  dept. — S  c 
ex.,  1  h.  &  1.  truck,  2  hose  carriages;  total  xncxa, 
15,  paid  full  time;  underwriters  ratine,  fourth 
class. 

Water  Sxipply — Source,  lake,  1  mile  from 
business  center;  system,  pumo  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.,  6,000,000  gals.;  2; 
pumping  enffines.  cap.  per  day  2{100/X)0  gals., 
constructor  Northey;  mains,  cast  iron,  5  xniles>, 
4  to  12  in.  dia.;  24  hydrants,  Canada;  20  valves, 
Canada;  600  services;  kind  of  pipe,  gaW.  iron; 
pressure,  dom.  60  lbs.,  fire  60  lbs.:  cost  to  con- 
struct, $50,000;  bonded  debt,  $37,000;  int.  r^i^ 
on  bonds,  5  per  cent;  ann.  cost  of  mtce.  ^,500; 
works  belong  to  city. 

NORTH  TORONTO,  pop.  5,406;  fire  area,  2^'^ 
acres;  mercantile  bldgs.,  brick  and  wood,  '2  sunies 
private,  brick  and  wood,  2  stories;  wooden  roof! 
nermittpd:  fireworks  nrd.:  fires  inv^stigafrd  F^''< 
dept. — 3  hose  and  ladder  wagons,  2  hose  reels  vritli 
hooks,  axes,  etc.;  hose,  cotton,  rub1>er  lincii 
good,  2,000  ft.;  electric  fire  alarm,  22  boxes:  valu^ 
of  dept  apparatus,  $3,576;  value  of  bldgs.,  12,000. 

Water  Supply — Source,  wells,  %  miles  froti 
business  center;  system,  pump  to  res.  and  direct 
quality  of  water,  good;  res.  cap.,  190.O0O  smls. 
pumpmg  engines,  cap.  per  day  1,000.000  c^la.  eacb 
constructor,  C.  Smith;  mains,  cast  iron»  15  nilci 
6  to  10  in.   dia.,  Hamilton  and  Toronto;    SS  b^j 
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drants,  Perkins;  pressure,  dom.  65  lbs.,  fire  85 
lbs.:  cost  to  construct,  $66,000;  int.  paid  on  bonds, 
11,975;  ann.  cost  of  mtce.,  12,000;  works  belong  to 
town. 

NORWICH,  pop.  1,400:  fire  area,  IB  blocks; 
mercantile  bldgs.,  brick,  1  to  3  stories;  priTate, 
brick  and  wood,  1  and  2  stories;  wooden  roofs  not 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  ar.  fire  loss  per 
jrr.  for  3  yrs.^  $300;  av.  ins.  involved  for  same 
time,  1800.  Fire  dept — 1  steamer,  1  h.  engine,  1 
h.  &  L  truck;  i  hose  reels,  2  horses;  hose,  cotton, 
rubber  lined,  good,  800  ft.;  rubber,  good,  600  ft.; 
total  hose,  OOO  ft.;  fire  alarm,  bell;  value  of  dept. 
eauipmentj^,000;  value  of  bldgs.,  |500;  ann.  exp. 
ot  dept,  1800;  total  mem.  10,  paid  full  time  1,  paid 
part  time  9. 

Water  Supply — Source,  4  wells  for  domestic 
purposes;  for  fire,  stream  running  through  center 
of  village;  cap.  of  well,  72,000  gals. 

NORWOOD,  pop.  1,200;  fire  area,  680  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
brkk,  2  stories;  wooden  roofs  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investigated: 
IV.  fire  loss  per  yr.  for  8  3rrs.,  $200;  ins.  for  same 
time,  $400.  Fire  dept — 2  hand  engines;  8  c.  hand 
ex.,  1  hose  wagon,  1  hose  carriage;  hose,  cotton, 
rubber  lined,  good  100  ft;  inferior,  all  kinds,  850 
ft;  total  hose,  450  ft:  fire  alarm,  b'^11:  value  of 
lept  equipment,  $1,200;  value  of  bldga.,  $150; 
total  mem.,  20  volunteers. 

Wateb  Supply— Source,  wells  and  creek. 

OAKVILLE,  pop.  2,000;  fire  area,  3  sq.  miles; 
>ldg8.,  wood  and  brick,  2  stories;  wooden  roofs  not 
)ennitted  in  fire  limits;  fireworks  ord.;  fires  in* 
restigated.  Fire  dept-— 2  hand  engines,  1  h.  &  1. 
ruck,  2  hose  carriages;  hose,  rubber,  good  450  ft.; 
)oor  100  ft ;  total  hose,  550  ft ;  fire  alarm,  bell ; 
ralue  of  dept  equipment,  $700;  value  of  bldgs., 
:500;  exp.  of  dept.  past  year,  $300;  total  mem., 
lOO  volunteers. 

Water  Supply — Source,  Lake  Ontario,  1  pump, 
rap.  3,000,000  gals.;  200  services. 

OMEMEE,  pop.  900:  fire  area,  100  acres;  mer- 
antile  bldgs.,  brick,  2  and  2^  stories;  private, 
rick  and  wood,  1$4  and  2  stories:  wooden  roofs 
ermitted;  fireworks  and  combustibles  ord.  Fire 
ept. — 2   hand   engines.    1  comb.   c.    &   h.    wagon, 

0  c.  hand  ex.,  1  h.  &  1.  truck,  2  horses;  hose, 
otton,  rubber  lined,  good,  40O  ft.:  value  of  dept 
quipment,  $12,000;  ann.  exp.  of  aept.,  $1,000;  to- 
il mem.  30  volunteers;  underwriters'  rating,  third 
Inss. 

Water  Supply— Mill  dam  &  river.  150  yards 
om  business  center. 

O  RANGE VILLE,  pop.,  3,600;  fire  area,  uOO 
cres;  mercantile  bldgs.,  brick,  2  and  3  stories; 
ri vace,  brick, 2  stories;   wooden  roofs  not  permitted 

1  fire  area.  Fire  dept.— 2  steamers,  1  aerial  truck, 
c.  band  ex.,  4  u.  &  1.   trucks,  2  hose  wagons;  1 

ose  carriage,  1  comb.  c.  &  h.  wagon,  1  horse; 
3se,  cotton,  rubber  lined,  good,  1,200  ft;  rubber, 
ood,  200  ft;  inferior,  all  kinds,  200  ft;  total 
DSC,  1,600  ft.;  fire  alarm,  electric,  8  boxes;  value 
'  dept.  equipment,  $3,000;  value  of  bldgs.,  $2,500: 
in.  exp.  of  dept.  $1,000;  total  mem.  18,  paid  full 
me  2,  paid  part  time  11,  5  volunteers. 
Water  Supply — Source,  springs,  2  miles  from 
isincss  center:  system,  gravity  and  pump  direct; 
Ip.  cap.,  46,000  gals.;  builders,  Toronto  Co.;  res. 
p.,  8o,000  gals.;  pumping  engineat  class  dup., 
p.  per  day  1,000,000  gals.,  constructor  Kerr; 
lins,  iron,  7  miles,  4  to  10  in.  dia.,  Hamilton; 
hydrants.  Stevens;  pressure,  dom.  30  to  ^1  lbs., 
e  80  to  100  lbs.;  cost  to  construct,  $56,000;  int 
id  on  bonds^  ZH  per  cent;  ann.  cost  of  mtce., 
,0^iO:  works  belong  to  town. 

ORILLA.  pop.  6,000;  fire  area,  3x1  J4  miles; 
ig^s.,  brick,  2  stories;  iron  roofs.  Fire  dept.— 
c.  engine,  1  h.  &  1.  truck,  2  hose  carriages,  1 
7ply  waffon:  hose,  cotton,  good  1,700  ft.;  rubber, 
-»d,  1,000  ft;  total  hose,  2,700  ft;  fire  alarm, 
I:  7  street  boxes;  value  of  dept  equipment, 
rKX>:  value  of  bldgs..  $6,500;  ann.  exp.  of  dept. 
200;  total  mem.,  16  volunteers;  underwriters 
ini;.    third  class. 

iVATBR  Supply — Source,  springs,  154  miles 
im  business  center:  system,  pump  to  res.  and 
p.;  dim..  16x30;  builders,  McQuillan  &  Laxton; 
.   cap.,  260,000  gals.;  pumping  engines,  cap.  pet 


da^  1,440,000  gala.,  constrtfctor  Wlorthington; 
mains,  cast  iron,  10  miles,  4  to  10  in.  dia.,  Tjart- 
shore;  60  hydrants,  Gartshore;  700  services; 
pipe,  iron;  pressure,  dom.  50  lbs.,  fire  90  lbs.; 
cost  to  construct,  $70,000;  int  paid  on  bonds,  6  per 
cent;  ann.  cost  of  mtce.,  $2,000;  works  belong  to 
city. 

OSHAWA.  pop.  4,500;  fire  area,  2,500  acres; 
mercantile  bldgs.,  brick  and  iron,  1  to  4  stories; 
private^,  brick  and  wood,  1  to  2  stories;  wooden 
roofs  not  permitted  in  fire  limits.  Fire  dept — 
1  steam  engine,  1  hand  fire  engine,  1  c  engine,  25 
c.  ex.,  1  h.  &  1.  truck,  8  hose  carriages.  1  supply 
wagon,  6  horses;  ^ose,  rubber,  good  400  ft;  in* 
fenor,  600  ft;  cotton,  good  1,900  ft;  total  hose, 
2300  ft.:  fire  alarm,  bell:  value  of  dept.  equip- 
ment,  $18,000:  value  of  bldgs..  $6,000;  ann.  exp. 
of  dept,  $1,500;  toUl  mem.,  20. 

Watsr  Supply — Source,  springs  and  tanks; 
waterworks  installed:  pump  from  Lake  Ontario: 
78  hydrants;  mains,  58,972  ft.;  1^  to  12  in.  dia.; 
400  meters;  300  services. 

OTTAWA,  pop.  80,000;  fire  area  8  sg.  miles; 
mercantile  bldgs.,  brick  and  stone,  3  to  8  stories; 
private,  stone,  brick  and  wood,  2  to  4  stories; 
wooden  roofs  not  permitted  in  fire  area;  fireworks 
ord. ;  causes  •  of  fires  investigated.  Fire  dept.— 3 
steamers,  2  aerial  trucks,  26  c  hand  ex.,  3  h.  &  1. 
trucks,  9  hose  wagons.  9  hose  carriages.  42  horses ; 
hose,  cotton,  rubber  lined,  good.  20,000  ft;  in- 
ferior, all  kinds,  3,000  ft ;  touT  hose,  23,000  ft. :  fire 
alarm,  bell  and  electric.  129  boxes;  value  of  dept. 
equipment  $85,000;  value  of  bldgs.,  $120,000;  ann. 
exp.  of  dept.,  $73,000;  total  mem.  64,  paid  full 
time. 

Watsr  Supply — Source,  river,  2  miles  from 
business  center;  system,  P^™R  direct;  pumpingen- 
gines,  cap.  per  day,  35,000,000  gals.;  mains,  135.84 
miles.  3  to  24  in.  dia.;  1,070  hydrants;  meters  total 
number  42:  18.121  services;  pressure,  dom.  90  to  93 
lbs.,  fire  110  lbs. ;  cost  to  construct,  $2,250,000;  int 
paid  on  bonds  5  per  cent;  ann.  cost  of  mtce., 
$175,000;  works  belong  to  city. 

OWEN  SOUND,  pop.  11,000;  bldffs.,  brick,  2 
to  4  stories;  wooden  roofs  permitted,  if  laid  in 
mortar  or  on  asbestos  napcr.  Fire  dept. — 1  steam 
engine.  5  c.  ex.,  1  h.  &  1.  truck,  1  extension  lad- 
der, 5  hose  carts,  1  comb,  hose  and  ladder  wagon, 

1  hose  wagon,  4  horses;  value  of  dept.  equipment, 
$800;  hose,  cotton,  good.  6,500  ft.;  fire  alarm,  elec- 
tric, 22  boxes;  value  of  equipment,  $14,000;  ann. 
exp.  $9,800;  total  mem.,  18,  paid  full  time  6,  volun- 
teers 18;   underwriters'  rating,    second   class. 

Water  Supply — Source,  spring  system,  grav- 
ity to  res. ;  res.  cap.  500,000  gals. ;  mains,  cast  iron, 
16  miles,  3  to  10  m.  dia.,  St.  Lawrence  Fdy. ;  125 

I  hydrants.  Smith,  Perkins;  64  valves;  meters,  total 
number  120,  National,  Crown;  2,500  services;  pres- 

.  sure.  dom.  6S  lbs.,  fire  68  lbs.;  cost  to  construct, 
$225,900;  ann.  cost  of  mtce.,  $1563;  works  belong 
to  town. 

PAISLEY,  pop.  1.000;  mercantile  bldgs.,  brick 
and  wood.^  2  stones;  private,  brick  and  wood,  1  Vi 
and  2  stories;  wooden  roofs  permitted;  no  fireworks 
ord.  Fire  dept — 1  h.  &  1.  truck,  2  hose  carriages, 
hooks,  pails,  etc.;  hose,  cotton,  good  600  ft.;  rub- 
ber, good  GOO  ft;  total  hose,  1,200  ft;  fire  alarm, 
bell  and  whistle;  value  of  dept.  equipment, 
$8,300:  value  of  bldgs.,  $1,450;  total  ann.  exp.  of 
dept,  $350;  total  mem^  50,  part  paid. 

vVatbr  Supply — Source,  river;  system,  pump 
direct;  pumping  engines,  cap.  per  day  4,000,000 
gals.,  constructors  Osborne  Killey;  mains,  cast 
iron,  ^  mile,  6  in.  dia.,  Osborne,  Killey;  6 
hydrants,  Osborne.  Killey;  4  valves;  pressure,  fire 
1(X>  lbs.;  cost  to  construct,  $1S,000;  ann.  cost  of 
mtce.,  $600;  works  belong  to  town. 

PALMER STON,  pop.  2,000;  fire  area,  3  miles; 
mercantile  bldgs.,  brick,  2  stories;   private,   brick. 

2  stories;    wooden   roofs   permitted.     Fire   dept— 

1  steam  engine,  2  hand  engines,  1  h.  &  1.  truck, 

2  hose  carriages,  1  supply  wagon;  hose,  rubber, 
good  700  ft;  linen,  good  800  ft.;  total  hose.  1,500 
ft:  fire  alarm,  bell;  value  of  dept  equipment, 
$3,500;  value  of  bldgs.,  $1,000;  ann.  exp.  of  dept, 
$77??:  total  mem.,  ^fi  paid. 

Water  Supply — Source,  deep  wells;  system, 
pump  to  res.;  to  stdp.  and  airect;  stdp..  dim. 
100x20,  cap.  235,000  gals.;  res.  dim.  40x10,  103,- 
000  gals.,  pumping  cap.,  1,000  gals,  per  minute; 
pressure,   100  lbs. 
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Northv;  mains.  10  miles,  4  to  8  in.  dia..  Waterous 
4K  hydranli.  Watirous:  62  valvM;  preesurf,  dan 
70   lbs.,    lire    70   lbs.;    co^t   to    construct.    tSO.OOC 

PARKHILL,     pop.  1,600;     Ere  iru,     10  urei 

mercantile  bldgi.,  brick,  2  and  3  aloriei;   priviti 
brick,  3  Sloriei;   wooden  roofs  pcrmittedi   no  fin 
works  and  combunible*  ord.i  causei  of  firei  noi    , 
taveitinted:     >v.     fire    lou    per    yr.     for    2    jn., 
U,000;    av.    ioa.    for    ume    time,    12,300.        Fire    . 
oept. — 1   steamer,   2   hose  carriaeei:   note,   cotton, 
rubber  lined,  good  1,200  ft;  fire  al.rni,  bril;  vslue 
of  dept.  equi'pmcnl.  ^4,000;  vaiue  of  bldss.,  tLOOD; 
■an.  HP.  of  dept.,  I2S0:  total  mem.,  IS  Toluoleera; 
nnderwriicn"  nting,  filth  claia. 
Watim  SorpLr^Source,  »ak>  and  10  ciilenll. 

PARRY  SOUND,  . 
300. acres;,  mercinlili 

food  l.BOO  ft.;  rubber,  sood  iSo  lu;  total  hoae| 
I,TDO  fl;  lire  alarm,  elnlric  bell;  4  atreet  bozea: 

value  of  dept.  equipment,  t2,n00:  value  of  b1dr>., 
f2.<>00;  total  mein.,  30,  paid  part  time,  volunteera. 
W*Tim  SurPLY-Sonrce.  Georgian  bay,  K  miles 

up.  26,000  gala.!  biiillers,  "tGct,  Lewti  &'  Co.; 
S  pumping  engines,  cap,  per  day  1,500,000  gils., 
coDElrucior  Chaa.  Smiih;  mains,  cut  iron  and 
steel,  G  milei.  I  to  12  in.  dia.;  H  hydrants.  S. 
Lawrence  Fdy,;  30  Talves;  GOO  tervices;  pressure, 
doni..eO  lbs.,  iire  100  lbs.:  cost  to  construct,  I5S,. 

mtce.',  *1,S»;  works  belong  to' town.'  """'  ^°' 

i'EMUKOKE,  pop.  0,600;  fire  irei,  BOO  acre*; 
bldgi.,  wood,  trick  and  atone,  1}4  to  S  storiea; 
wooden  roofs  permicied;  no  Rework*  ord.  Fire 
dept— 1  slewn  ensijie,  2  c.  ex.,  1  h.  &  1.  truck,  I 
aerial  truck,  4  hose  carriages,  all  kinds:  hose,  cot- 
ton, good  S,000  ft;  inferior,  LOOO  ft.;  lotsi  lioie, 
4,000  ft.;  fire  alarm,  bell;  value  of  dept.  equip- 
ment, t8.000;  value  of  town  ball,  tlO.OCN):  ann. 
cxp.  of  dept..  »oOO;  toul  mem,,  22  volunteers; 
--■ '■ -ling,    fourth    class. 


per  day  £.000,000  gak.  construclor  \\^hinglon; 
mains,  cast  iron,  9  miles,  41  hydranti;  S5  v2vet; 
600  services;  pipe,  lead  and  iron;  pressure,  dors. 
'i  Ibt.,  fire  130  lbs.;  works  belong  to  Canadian 
E.  &  {v.  Power  Co.,  Lid. 

PETERBOROUGH  pop.  16,000;  fire  loss  Ic: 
1908,  *4,000.  Fire  depl.-l  steam  engine.  4  c.  e>.. 
I  h.  &  1,  truck,  2  hose  waHOna,  1  comb,  t  4  h. 
carriage;  total  hose  4,a»  ft.;  fire  alarm,  electric. 
!6  boxes;  E  hotsej:  loul  mem.  22,  paid  full  lin-e 
E,  11  volunteers;  underwrii»s'  rating,  secood  c\if%. 
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to'iL  "n 

em..   31   volnn- 

WatBr  Sopplt— Source,  lake. 

11   miles    Inm 

boainesi  center:  systcDi,  pump  to  stdiL  and  discct; 
•Idp.  cap.,  390,000  gala.,  builders  Peteraborwrh 
Bridge  Co.;  pumping  engines,  cap.  per  day  1,300,- 
000  gala.;  mains,  2T  mile*,  2  to  12  in.    di*.;    100 


PICTON,  1 

:antile  bldg*,, ,  . 

ind  wood.  2  aloriea; 


t.TtS:  fire 


stdp.;  atdp.  cap.,    ! 


buainess  center:  system,  pump  to  stdp.;  a 
128,000  gala.,  builder  Oiwan;  pumping 
cap.  per  day  t.OOO.OOO  g^.,  com^.^.u.  . 
Nonhey;  mains,  iron,  EH  miles,  6  lo  10  in.  dia., 
Drumond  &  McCall;  E9  hydrants,  Stevens  & 
Burns;  34  valves;  860  aervices;  kind  of  pipe,  lead 
■od  galv,  iron;  pressure,  dom.  TS  lbs.,  fire  lIE  lbs.; 
coat  to  construct,  r6,O0O;  int.  paid  on  bonds.  G 
per  cent;  ann.  cost  of  mtce,,  H,(X»;  worka  belong 

PENETANGUISHENE,  pap.  3,ZS0;  fire  area,  . 
SO  acres:  mercantile  bldn.,  brtk,  2  and  B  stories; 
private,  brick  and  wood,  3  and  2)i  stories;  wooden 
roofs  petmilled;  fireworks  and  combustibles  ord. 
Fire  dept.— 6  c.  hand  »,.  1  h.  &  1,  irurk,  4  hoie 
wagons,  3  hose  earritges;  hose,  cotton,  rubber 
lined,  good  2,S0O  ft.:  £re  aUrm,  bell;  value  of 
dept,  equipment,  (S.GOO;  value  of  bldgs.,  t4.200; 
ann.  eip.  of  dept.,  IKO;  total  mem.  ZG.  psid  full 

''wVirSuPp'LyLsource,  springs  and  artesian  | 
wells;  tyslem,  pump  to  rea.,  builder  Inglis:  res,  i 
cap.  ea.OK  gals.;  2  pumping  engines,  cap  per  day  < 
V^/yv\  eql?.,  con"t.ictnr  N^tthrv;  mtin,.  Hv,  mlt,..    I 


iSfsfe. 


fireworks  ord.   f^rc  depl- 
.  -  .    _,  1  h.  A  1.  truck.  4  bow 

ids  other  apparatus,  picks,  poles. 
etc.;  hose,  rubber,  new  1.400  fl.; 
cotton,  goad  300  ft.;  leather,  inferior.  2G0  ft.:  total 
hoie,  1,3G0  ft.;  fire  alarm,  electric.  8  street  boxes; 
value  o(  fire  depl.  equipment,  »,000;  ann.  eip. 
of  dept,,  1750;  toul  mem.,  19,  psid  full  time. 

WATaa  SufFLr — Soorce,  bay;  srsiem,  graTity 
and  pump  to  ret.  and  direct;  res.  cap.  400,000  gala. : 
pumping  engines,  cap.  per  day  400.000  pals..  e~ 

Mst  iron,  614 
hydrants,  Buc! 
ber   14,    Nalio 

PLATTSVILLE,     pan. 

1  to^H 


es.  cap.  per  day  400.1 
hington,  Blake.  Smith 


Buffalo;   aoA  aervi 

_...  ,..-e«aure,  fire  TO  Iho.; 

$34,000:   int.   paid  on  .bonds.  0    per 


kind  af 


belong  ti 

Udgs.. 
ifs  permitted  in    fire  area. 

'"  -  ■■— '  — ,  1  h.  a  L 

ibbet  lined. 


good.  GOO  ft.;  fire  alann,  bell;  vaiuc  ox  ucpt  eoaii^ 
ment,    1600;    value   of    bldgs..   SMO;    ana.    exp.    ot 

?I'1twh   SirppT.T- '^'.iicf,   well  and  t>Dki,  ilw 

1  .'i:  ]  1  l-'.a;-:',  ;..■;■.  i.;-:>.  b)iigs.  brick  s^ 

,    imuii,   lyl   and  '2  storicj;   nooden  roofs  peraainHt. 

I     Fite   dept— 1   steam    engine.   4  e.   ex..   I    h.  1   I. 

truck,  3  hose  carriages;  Ease,  canvas.  «od  300  ft.; 

'    linen,    good    1,000    ft;    total    liaae,    1300   ft:  fin 
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alarm,  whistle,  owned  by  the  Grand  Trunk  Rail- 
way and  equipped  by  their  volunteer  members: 
valae  of  dept  equipment,  $4,000;  total  mem.,  80 
volunteer!. 

Watbr  Supply — Source,  St.  Qatr  Rhrer;  lya- 
tern,  direct;  capacity  of  pumps,  200  gals,  per  min.; 
mains.  %  inile,  6  in.  dia. :  pressure,  fire  100  Iba. 

FORT  ARTHUR,  pop.  6,600;  fire  area  1,000 
acres;  mercantile  bldgs.,  stone,  brick  and  wood, 
1  to  6  stories;  private,  stone,  brick  and  wood: 
wooden  roofs  permitted  in  fire  area;  fireworks  and 
combustibles  ord.;  causes  of  fires  investigated. 
Fire  dept-^1  steamer,  1  h.  engine,  1  c.  engine,  1  h. 
ft  1.  truck,  1  hose  wagon,  3  nose  carriages;  hose, 
cotton,  rubber  lined,  good,  2,600  ft.;  rubber,  good. 
300  ft.;  inferior,  all  kinds,  800  ft.;  total  hose,  8,100 
ft:  fire  alarm,  electric;  value  of  dept.  equipment, 
13,600;  value  of  bldss.,  $2,000;  ann.  exp.  of  dept., 
12,000;  total  mem.  27,  paid  full  time  4. 

Watxx  Supply-— Source,  wells. 

PORT  ELGIN,  pop.  1,800;  fire  area,  l,fiOO  acres; 
mercantile  bldgs..  brick,  2  and  8  atories:  private, 
brick  and  wood,  lyi  and  2  stories;  wooden  roofs 
permitted;  fireworks  ord.  Fire  dept — 1  hand  en- 
gine, 1  h.  &  L  truck;  2  hose  reels,  hose,  rubber, 
good,  2,000  ft;  fire  alarm,  bell;  value  of  fire  dept 
equipment  12,000;  value  of  bldgs.,  $700;  ann.  exp. 
of  dept.,  $300;  total  mem..  26  volunteers. 

Water  Supply— Source,  pond,  in  business  cen- 
ter; system,  pump  to  stdp. ;  stdp.  cap.  100,000  gals; 
stdp.  dim.  lo  X  SO;  pumping:  cap.  per  day  1,0S0,- 
000  gals.;  pressure,  aom.  06  lbs.,  fire  110  lbs.;  cost 
to  construct,  $2,000;  ann.  cost  of  mtce.,  $260; 
works  belong  to  city. 

PORT  HOPE,  pop.  5,000;  fire  area,  whole 
town;  mercantile  bldgs.,  brick,  3  and  4  stories; 
private,  wood  and  bnck,  2  stories;  wooden  roofs 
permitted;  fireworks  ord.  Fire  dept — 1  hand  en- 
gine, 2  c.  engines,  1  c.  ex.,  1  aerial  truck,  8  hose 
carriages,  1  hos«  wagon.  2  c.  supply  carts.  2  hose 
reels;  hose,  rubber,  good  060  ft:  cotton,  good  1,900 
ft.:  total  hose,  2,460  ft.;  fire  alarm,  electric  bell; 
2  horses,  value  $300;  ann.  exp.  of  dept,  $1,000; 
total  mem.,  16,  paid  full  time  1,  paid  part  time  14; 
underwriters'  rating,  third  class. 

Watsb  Supply — Source,  lake,  ^  mile  from 
business  center:  systspijoump  to  stdp.;  stdp.  cap. 
280,000  gals.,  dim.  25x78;  material  used  in  cons. 
I,  build      •-    -  •'        '  -• 


12  in.  dia.;  80  hydrants,  Canada:  45  valves.  Can 
Ida;  meters,  total  number  HO,  Hersey  Disc  10, 
Icrscv  Torrent  22^uffalo  60,  Trident  42;  meteni 
»wnea  by  town;  880  services;  pressure,  dom.  100 
bs.,  fire  100  lbs.:  consumption,  per  day  100,000 
rals.,  per  capita  20  gals.;  cost  to  construct,  $90,- 
00;  ann.  cost  of  mtce.,  $4,000;  works  belong  to 


own. 


PORT  PERRY,  pop.  1,600;  fire  area,  600  acres; 
mercantile  bldgs.,  brick  and  wood,  1  and  2  stories; 
rivate,  brick  and  wood,  1  and  2  stories;  wooden 
oofs  permitted  in  fire  area;  causes  of  fires  in- 
estigated.  Fire  dept— 1  steamer,  1  h.  engine,  8 
ose  carriages;  hose,  cotton,  rubber  lined,  1,000  ft.; 
Libber,  good,  600  ft:  inferior,  all  kinds,  600  ft; 
>tal  hose,  2,000  ft;  fire  alarm,  bell,  8  boxes;  ann. 
xp.  of  dept,  $200;  total  mem.,  20,  part  paid. 

wATsa  Supply — Source,  lake  and  tanks. 

PRESCOTT,  pop.  8.000;  fire  area,  040  acres; 
ercantile  bldgs. j  oricK,  3  stories;  private,  brick 
id  stone,  2  stories;  wooden  roofs  permitted.  Fire 
:pt. — 2  steam  endues,  1  h.  &  1.  truck,  4  hose 
irriages;  hose,  linen,  good  1,800  ft.;  rubber. 
»od  360  ft;  inferior  1&>  ft;  leather,  good  850 
. ;  inferior  150  ft ;  total  hose,  8,000  ft ;  fire 
arm.  bell  and  tele'phone;  2  horses;  value  of 
;pt.  equipment,  $48,000:  value  of  bldgs.,  $8,000: 
in.  exp.  of  dept.  $500;  total  mem.,  &  volua- 
ers;  underwriters'  rating,  fourth  class. 
Water  Supply— Source.  St  Lawrence  river; 
uated  ^  mile  from  business  center:  system, 
imp  to  stdp.  and  direct;  stdp.  cap.  87,961  gals; 
m.  35x22%  ft.;  material  used  in  construction, 
■el  plate;  quality  of  water,  good;  1  pump,  dup. 
n-condensing;  cap.  per  day,  1,440,000  gals., 
orthy  Mfjf.  Co.:  mains,  cast  iron,  7%  miles.  4 
12  in.  dia.:  92  hydrants;  60  valves,  Canada 
jundry;     owned    by    corporation;    523    services; 


^ 


ipe,   lead   and   galv.   iron;   pressure,    dom.  66  to 
'  lbs.,  fire  120  lbs.;  consumption  per  day,  136,363 
gals.;  per  capita,  46  gals.;  cost  to  construct,  $65- 
000;   bonded  debt,  $60,000;  int.   paid  on  bonds,  4 

f>er   cent;   ann.    cost   of  mtce.,   $6,828;   works   be- 
ong  to  corporation. 

PRESTON,  pop.  2,008;  fire  area,  160  acres; 
mercantile  blaga.,  brick  and  wood.  2  and  8  stories; 
private,  brick  and  atone,  lyi  and  2  stories;  wooden 
roofs  permitted;  no  fireworks  ord.;  fires  in- 
vestigated. Fire  dept. — 1  steam  engine,  1  hand 
engine,  1  h.  &  1.  truck,  2  hose  carnages,  1  hose 
wagon,    other    apparatus,    buckets:    hose,    rubber, 

food  600  ft;  cotton,  good  1,000  ft;  inferior  150 
t;  total  hose,  1,060  ft;  fire  alarm,  bell  and 
telephone;  2  horse's,  hired;  value  of  dept.  equip- 
ment, $4,000;  value  of  bldgs.,  $5,000;  ann.  exp. 
of  dept,  |750;  total  mem.«  24,  paid  full 
time;  8  fire  companies,  1  engine  company,  1  h.  & 
1.  company,  1  hose  company. 
Watsr  Supply — Source,  springs. 

RENFREW,  pop.  3,700;  fire  area,  160  acres; 
mercantile  bldgs.,  brick,  stone  and  wood,  2  and  S 
stories;  private,  brick,  stone  and  wood,  2  stories; 
wooden  roofs  not  permitted.  Fire  dept — 1  steam 
engine,  1  hand  engme,  1  h.  &  1.  truck,  4  hose  car- 
riages; hose,  cotton,  good  2,600  ft.;  fire  alarm, 
belT  and  telephone;  value  of  dept.  equijpment, 
$7,260;  value  of  bldgs.,  $3,000;  ann.  exp.  of  dept, 
$500;  total  mem.,  80,  paid  part  time  2,  volunteers 
78. 

Water  Supply — Source,  river,  )4  mile  from 
business  center:  system,  pump  to  stdp.:  stdp  cap. 
157,000  gals.;  filtration  system,  N.  Y.  Filter;  cap. 
of  plant,  500,000  gals.;  pumping  engines,  cap. 
per  day  2,800,000  gals.;  mains,  9  miles,  4  to  12 
in.  dia.;  103  hydrants.  Revere;  pressure,  dom.  60 
lbs.,  fire  120  lbs.;  cost  to  construct,  $106,000;  int 
paid  on  bonds,  4$^  per  cent;  ann.  cost  of  mtce., 
$2,232. 

RICHMOND  HILL,  pop.  700;  fire  area.  160 
acres;  bldgs..  concrete,  brick,  brickcased  and  wood, 
iVi  and  2  stories;  shingle,  iron  and  gravel  roofs. 
Fire  dept — 2  hand  engines,  1  h.  &  1.  truck,  2 
hose  carriages;  hose,  cotton,  good  1,200  ft;  rub- 
ber, ffood  600  ft;  inferior.  600  ft.;  toUl  hose,  2,400 
ft.;  fire  alarm,  bell;  value  of  dept  eqiupment, 
$2,000;  bldg.  rented;  ann.  exp.  of  dept,  9300;  total 
mem.,  40,  paid  part  time,  volunteers. 

Water  Supply — Source,  tanks. 

RIDGETOWN,  pop.  2,400;  fire  area,  %  sq.  mile; 
mercantile  bldgs.,  brick,  2  and  3  stories;  private, 
brick  and  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  combustibles  ord.;  causes  of 
fires  investigated.  Fire  dept— 1  steamer,  2  c.  hand 
ex.,  1  h.  &  1.  truck,  2  hose  carriages.  2  horses;  hose, 
cotton,  rubber  lined,  good,  1,900  ft.;  inferior,  all 
kinds,  300  ft;  total  hose,  2,200  ft.;  fire  alarm, 
bell  and  telephone;  value  of  dept  equipment, 
$8,000;  value  of  bldgs.,  $16,000;  ann.  exp.  of  dept., 
$850;  total  mem.,  21. 

Water  Supply — Source,  springs;  9  water  tanks 
in  case  of  fire. 

ST.  CATHERINES,  pop.  12,506,  fire  area,  26 
acres;  mercantile  bldgs.,  brick,  VA  to  6  stories; 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted  in  fire  area;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated.  Fire  dept— 
2  steamers,  7  c.  hand  ex.,  1  h.  &  1.  truck,  1  nose 
wagon.  2  hose  carriages,  4  horses;  hose,  cotton, 
rubber  lined,  good,  6,000  ft;  total  hose;  6,000  ft; 
fire  alarm,  bell.  58  boxes;  value  of  department 
equipment,  $15,000:  value  of  bldgs.,  $8,000;  ann. 
exp.  of  dept  $7,684.50;  total  mem.  55,  paid  full 
time  5,  paid  part  time  5,  45  volunteers. 

Water  Supply— Source,  lake  and  canal,  4  miles 
from  business  center;  svstem,  gravity;  quality  of 
water,  good;  res.  cap..  3w,000,000  gals.;  mains,  cast 
iron,  9.4  miles,  4  to  30  in.  dia.;  315  hydrants;  404 
valves;  meters,  total  number  95.  Crown  14,  Empire 
3,  Gem  5,  Hersey  Rotary  8.  Trident  7,  Keystone 
5,  owned  by  consumer;  3,200  services;  pipe,  galv. 
iron  and  lead;  pressure,  dom.  70  lbs.,  fire  100  lbs. ; 
consumption  per  day,  2,200,000  gaXs.;  cost  to  con- 
struct, $525,000;  bonded  debt,  $345,000;  int  paid  on 
bonds,  4  per  cent;  cost  of  mtce.,  $7,000;  works  be- 
long to  city. 

ST.  MARY'S,  pop.  8,600:  bldgs.,  wood,  brick 
and   stone,   2   and   3   stories;    wooden    roofs   per- 
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roitted  if  laid  in  tnorUr;  fireworks  ord.  Fire  dept 
— 1  steam  engine.  1  c.  encine,  1  hand  engine,  2 
c.  ex.,  1  h.  ft  L  truck,  8  nose  carriacea,  Siatneac 
couplinga  uaed;  hose,  cotton,  food  IJSOO  ft;  rub- 
ber, good  QUO  ft;  inferior,  200  ft;  total  hoae, 
2,900  ft;  fire  alarm,  bell:  value  of  dept  equip- 
ment, |6,000:  value  of  blags.,  $20,000;  ana.  cxp. 
of  dept,  $700;  total  mem.,  lo,  paid  part  time; 
underwriters'  rating,  fourth  clasa. 

Water  SuppLV—Source,  creek,  1-3  mile  from 
business  center;  system,  pump  to  stdp.;  ttdp. 
cap.  65.000  gals.:  material  used  in  cons,  stone  and 
steel,  builders  John  Ingalls  &  Son;  quality  of 
water,  good;  1  pumping  encine,  class  comp.  dup., 
cap.  per  day^  1,000,000  gals.,  constructor  Kerr; 
mains  2^  miles,  cast  iron.  4  to  10  in.  dia. ;  16  hy- 
drants, Kerr;  Kerr  valves;  meters,  total  number  o, 
Keystone;  meters  owned  by  town;  S27  services: 
pipe,  lead;  pressure,  dom.  40*70  lbs.,  fire  100*  120 
lbs.;  worla  belong  to  city. 

ST.  THOMAS,  pop.  15,000,  mercantile  bldgs.. 
brick,  cement  «nd  wood,  2  to  4  stories;  private, 
brick,  cement  and  wood^  2  stories;  wooden  roofs 
permitted  in  fire  area  (if  laid  in  asbestos);  fire- 
works ord. ;  causes  of  fires  investigated.  Fire  dept. 
4  c.  hand  ex.,  1  h.  &  1.  truck,  hose  wagons. 
4  horses;  hose,  cotton^rubber  lined,  goodL2,300 
ft. ;  inferior,  all  kinds,  800  ft ;  total  hose,  2,000  ft. : 
fire  alarm,  bell  and  electric  80  boxes;  value  of 
dept.  equipment,  $5,000;  value  of  bldgs.,  $4,000: 
ann.  exp.  of  dept,  $4,000;  total  mem.  18.  paid  full 
time  3,  paid  part  time  16. 

Watik  Supply — Source,  creek;  system,  ptimp 
direct;  res.  cap.  7.00M0O  gals. ;  8  pumping  engines, 
cap.  per  day  26,000,000  gals.;  mains,  cast  iron,  26  84 
miles,  4  to  14  in.  dia^  St  Thomas  Pipe  Co.;  1S6 
hydrants,  Ludlow;  116  valves;  meters,  total  num* 
bier  191;  8,071  services;  pressure,  dom.  45  lbs., 
fire  80-110  lbs.;  cost  to  construct,  $1BO,000;  iat 
paid  on  bonds,  4  pet  cent;  ann.  cost  of  mtoe., 
$3,677:    works  belong  to  city. 

SARNIA,  pop.  9,000;  fire  area,  2,000  acres;  mer- 
cantile bldgs.,  brick,  2  and  8  stories;  private,  brick 
and  wood,  1  and  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated;  av.  fire  loss  per  yr.  for 
8  yrs.,  $8,686;  av.  ins.  involved  for  same  time, 
$16,268.  Fire  dept— 2  c.  hand  ex.,  1  h.  ft  L  truck, 
1  hose  wagon,  1  hose  carriage,  4  horses;  hose,  cot- 
ton, rubber  lined,  good,  3,2w  ft;  fire  alarm,  elec- 
tric, 20  boxes;  value  of  dept  equipment,  $4,862; 
value  of  bldgs.,  $10,000:  ann.  exp.  oi  dept,  $8,000; 
total  mem;,  i6,  paid  full  time  1,  paid  part  time  15. 

Watek  Supply— Source,  river,  1-6  mile  from 
business  center;  system,  pump  direct;  quality  of 
water,  good;  4  pumping  enfnnes,  cap.  per  day 
8,900,000  gals.,  constructor  Worthington;  mains, 
cast  iron;  33  miles,  4  to  20  in.  dia.;  181  hydrants; 
334  valves:  meters,  total  number  6,  Gem  1,  Pitts- 
burg 1,  Worthington  3,  Buffalo  1,  Pittsburg  1, 
Keystone  1,  owned  by  consumer;  2,714  services; 
pipe,  lead  and  iron;  pressure,  dom.  60  to  60  lbs., 
nre  90  to  110  lbs. ;  consumption  per  day,  2,850,000 
gals.;  cost  to  construct,  $206,300;  bonded  debt, 
^05,250:  int.  paid  on  bonds,  4H  .per  cent ;  cost  of 
mtce.,  $8,664;  works  belong  to  city. 

SAULT  STE.  MARIE,  pop.  7.500;  fire  area,  780 
acres;  mercantile  bldgs,  concrete,  wood,  stone  and 
brick,  2  stories;  private,  wood  and  brick,  2  stories; 
wooden  roofs  not  permitted;  no  fireworks  ord. 
Fire  dept.— 1  steam  engine,  16  c.  ex.  2  h.  ft  1. 
trucks,  4  hose  carriages,  3  hose  reels,  1  hose  truck. 
6  horses;  hose,  cotton,  rubber  lined,  3,200  ft; 
fire  alarm,  electric,  16  boxes;  value  of  fire  dept 
equipment,  $9,000;  value  of  bldgs.,  $10,600;  ann. 
exp.  of  dept.,  $7,500;  total  mem.,  28,  paid  full 
time. 

Watkk  Supply— Source,  Lake  Superior;  situated 
1  mile  from  business  center;  system,  pump  direct: 

?uality  of  water,  good;  4   pumps,  cap.   per  dav 
1,500,000  gals.,  Northcy;  mains,  cast  iron.  4  to  24 
in.  dia.;  116  hydrants;  pressure,  dom.  90  lbs.,  fire 
100  lbs.;  works  belong  to  Co. 

SEAFORTH,  pop.  2,900;  fir«  area.  160  acres: 
mercantile  bldgs.,  brick,  2  and  8  stones;  private, 
stone,  brick  and  wood,  1%  and  2  stories;  wooden 
roofs  not  permitted  in  fire  area;  fireworks  ord.: 
causes  of  fires  investigated.  Fire  dept.— 1  aerial 
truck,  2  c.  hand  ex.,  1  h.  &  1.  truck,  4  hose  car- 
riages, 2  horses;  hose,  cotton,  rubber  lined,  good. 
3.900  ft;    fire  alarm,   bell   and  whistle.  9  boxes; 


value   of   dept    equipment,  $4,400;    ann.    exp.  of 
dept,  $1,000;  total  mem.,  26  voluntecra. 

WATia    Supply — Source,   creek;    «ysteai» 
direct:  rea.  cap.  400,000  gala.,  cap.  per  day 
200  gals.,  constructors  Wortnlngton,  Ken^ 
&  Hunter:  mains,  iron,  8  miles,  4  to  S  in. 
Inglis  &  Hunter;   16  hydrants.  IngUs  ft 

4  valves;  pressure^  fire  100*140  Iba.;  coat  to 

struct,  $ls,000;  ann.  coat  of  mtce.,   $700;   works 
belong  to  city. 

SHELBURNE,  pop.  1,400:  fire  area,  900 
mercantile  bldgs.,  brick,  8  stories;   privafee, 
and  iron,  2  stories.    Fire  dept— 1  c.  engine,  1 
carriage,  1  hoae  tower,  ladaers;  hoae,  cotton,  | 
1,200    ft;    fire    alarm,    bell;    total    mem.,    44, 
volunteers. 

WATsa    Supply — Source,    wells;    ayatcui. 
to  stdp.:    stdp.  cap.  80,000  gals.;    mama,  s  : 
10  in.  dia.!  18  hydrants;  pressure,  fire  «KBS 
cost  to  construct,  $21,000;  works  belong  to 


aO 


SIMCOE,  pop.  8,600;  fire  area,  2S  acres;  mer- 
cantile hidgs.,  hrick.  8  to  1  stories;  private,  atone. 
santile  bldgs.,  brick,  8  to  1  stories;  private,  stone, 
brick,  wood,  2  stories;  wooden  roofs  not  per- 
mitted in  fire  area;  fireworks  and  combostibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  tor  3  yrs.,  $550;  av.  ins.  for  same  time,  $56§. 
Fire  dept — 2  c.  engines,  2  c.  hand  ex.,  2  b.  &  L 
trucks,  2  hose  wagons,  2  hose  carriages;  bose, 
cotton,  rubber  lineo,  ffood,  2,600  ft;  rubber,  good. 
600  feet;  inferior,  all  kinds.  500  ft;  total  hose, 
3,600  ft;  fire  alarm,  bell,  15  boxes;  value  of  dem. 
equipment,  $4,200;  value  of  dept.  bldgs.,  $X9w; 
ann.  exp.  of  dept.,  $1,200;  total  mem.,  21,  paid 
part  time;  underwriters'  rating. 

Water  Supply — ^Source,  springs;  stdp.  cap. 
180,000  gals.;  4  pumping  engines,  2  natural  gas 
and  2  Smart-Turner  ,  combed  cap.  144,000  g^s. 
per  day;  pressure,  dom.  60  lbs.,  fire  125  lbs.;  cost 
to  construct,  $76,000. 

SMITH'S  FALLS,  pop.  5,000;  fire  area,  IM 
sq.  miles;  bldgs.,  brick,  wood  and  stone,  2  aind  • 
stories;  wooden  roofs  permitted;  no  fireworks  ord. 
Fire  dept — 1  steam  engine.  To  c  ex.,  1  h.  1:  1. 
truck,  2  hoae  carriages;  hose,  cotton,  good  2jOOP 
ft;  inferior,  500  ft;  total  hose,  2,500  ft.;  fire 
alarm,   electric   bell,    12   street   boxes;    2    *^ 


value  of  dept  equipment,  $18,000;  value  of  Udga. 
$8,500:    ann.   em.,    $1,060;    total   menu,   28,   ^aid 
part  time  8,  volunteen  25;  nndeiwriUeis* 
toiirth   class. 

Watxe  Supply— Source,  river,  in  busine 
ter;  system,  pump  direct,  dim.  20  x  16;  filtratioa 
system,  N.  Y.£pumping  engines,  class  comp.,  eapL 
per  day  1,000^000  gals.,  constructors  Worthington, 
Xorthev;  mains,  cast  iron,  7  miles,  4  to  10  m. 
dia.;  72  hydrants;  40  valves;  460  services; 
lead;  pressure,  dom.  00  lbs.,  fire  100  Iba.; 
sumption  per  day.  400^000  gals. ;  cost  to 
$125,000:  int.  paid  on  bonds,  4  per  cent;  ^w> 
mtce.,  $4,000;  works  belong  to  private  party. 

SOUTHAMPTON,  pop.  2.200;  fire  area. 
acres;  mercantile  bla^,  brick  and  wood.  1  and  2 
stories;  private,  brick  and  wood,  2  stories; 
wooden  roofs  permitted  in  fire  area;  fireworfaa  ord.; 
causes  of  fires  investigated.     Fire   dept.— 1  h.  cn> 

fine,  40  c.  hand  ex..  z  hose  carriages;  total  hoae^ 
.000  ft;  fire  alarm,  bell;  value  of  dept  equipment 
$1,200;  value  of  bldgs.,  $600;  ann.  cxp.  of  dcot. 
$150*  total  mem.,  10  volunteers. 

Watsb  Supply— Source,  well,  1-16  nale  from 
business  center;  system,  pump  to  stdp.;  dim.  1<  x 
110.  material  used  in  cons,  steel;  filtration  systcsu 
gravel;  quality  of  water,  good;  1  pumping  engiflc^ 
cap.  per  day  l,080,000gala.,  constructor  Nortbey; 
mains,  cast  iron,  118,000  ft,  4  to  8  in.  dia.;  27  n^ 
drants;  18  valves;  178  services;  pipe.  gatv.  iron; 
pressure,  dom.  47  to  67  lbs.,  fine  100  lbs.;  con- 
sumption per  day,  60,000  gals.;  cost  to  constrBCt. 
33.870;  bonded  debt,  $80,2ft;  cost  of  mtce.,  9U«6t 
works  belong  to  town. 

STAYNER    pop.   1^400;   fire   area,    200 
mercantile    bldgs.,    bnck    and    wood,     1 
stories;    privste,    wood    and    brick,    IH    sad 
stories:  wooden  roofs  permitted:  no  firewuika 
Fire  dept — 2  hose  carriages;   nose,  cottmi, 
1.O00  ft;  value  of  dept  equimnent  $8,000; 
of  bldgs.,  $1,000;  total  mem.,  12  volunteers. 

Watks  Supply— New  waterworks  system  pot 
cost  $28,000:  system,  gravity. 
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WITH  Sufrty— Source,  •rt«»i«n  welli  and 
enek,  I  ud  i  mile*  fiom  bnnnBH  center;  ■jntem, 
pniiip  direct  1  quality  of  water,  fair;  rea.  cap.  tOO,- 
Din  nil.:  1  pumpine  enKinu,  cliM  comn.  dap., 
cap.  per  daj  4,60lf00ir  saU,  conitncton  WorthinB- 
ton.  Cordon;  main*,  cut  iion,  IS  milci,  4  to  U 
'n  fi]rdranta,  Steveni;  tS  Talvei,  Steven); 


»,;  coaaumpiion  per  dijr  1,00D,U 
a  SS  gala.;  coat  to  conitruct,   0 


br   cily 


fire  1X1 

Sis.,  per  cap- 
9. 


STHATHROY.  pop.   B.Sie;  fii 
jnercaotile  bldga.,  brick    2  and  B  itorict: 
(nick  ind  wood.   2   and  S   itoHea;_  woodi 


LCtj  irin^ 


e  bidffa.,  bnck, 

J  wood,   2   and   . 

pennlilFd.     Fir*  dept — 1  i... 

2   hole  CArriaffca,   2   horaea;    hoae,   i ,    

lined,  iDod  COO  ft.;  rubber,  nod  1,000  ft.;  in- 
fetior.  all  kinds,  SCO  ft.;  total Tioae,  2,000  ft;  fire 
-' —     -"■    --'—    of    dept    equipment,    W.OOO; 

00;  ann.  eip.  of  dipt.,  |1,000; 

]   full   time   1.   volunteera  21; 

2o'  ^'iS.  maw^ai 


blijo.  t; 


Bidp.   cap.   173,000   pit.,    dim.   : 
uaed  in  coua.  ateel,  bullderi  Hui 


dup.. 


SSfiSi 


.u.  U.B.J  Se  hyrfranta.  Kerr;  J9 
eaauie,  don.  40  Iba.,  fire  100  Iba.; 
,  160,000;  worla  belong  to  town. 


fires  inveitigaled.  Fire  dept.—!  aieam  engine,  i 
h.  &  1.  truck.  3  boat  carriages.  1  hoae  wagon,  1 
horses:  hose,  cotton,  good,  3.000(1.;  total  mem.  IS. 
Watbs  Sufflv— Source,  lake,  1  mile  from  buai- 
neu  center;  tytttm,  pump  to  rea.;  atdp.  cap.  70,000 
gvla.,  dim.  24  X  2t,  material  nied  in  corn,  iteel; 

3ua]it7  of  water,  Eood;  t  pamping  enginea,  daaa 
up.,  constructor  Norlhey;2  molor-driyen  turbine 
pumps,  comb.  cap.  IbS.iOO  gals,  per  day:  mains. 
:ast  iron.  T  miles.  4  to  12  in.  dia.;  44  hydranU;  <G 


oae  carriaecs;  hose,  rubber,  good  1,000  ft;  cot- 
on.  good  400  ft.;  total  hoae,  1,400  fl.;  fire  alarm, 
«II  and  electric,  7  atreet  boxea;  nine  of  fire  dept. 
quipment,  «I1,000;  *alae  of  bldga..  tl.SOP;  up. 
>r  paat  rear,  (100;  total  mem..  »  volunicera. 
WATm     Sn»»LT— Source,     river,    H    mile    from 

ater,  Kood;  2'  pumping  en^aca,  aiie  10  X  IB; 
laina,  caat  Iron,  Iji  mile*;  presiare,  'fire  ISO 
a.:  cost  to  coQatruct,  S16,000;  ana.  coat  of  mice., 
WO:   worl<a  belong  to  town. 

THESSALOK.  pop.  1.100;  fire  area,  lOO  acra: 
dga.,  wood,  atone,  cement  and  bdck,  t  itoriea; 
Doden  roots  petmitted.  Fire  dtrpt.— 1  hand  en- 
ne.  4  c.  ex.,  2  hoae  carriage*;  hoae.  cotton,  good 
X»  ft.;  rubber,  good  6.000  fl.:  total  hose,  lO.OOf 
:  fire  alarm,  bell  and  whiiile:  laluc  of  equip- 
ent.  tl4,000;  value  of  hldga.,  (4,000;  exp.  of  dept. 
r  the  rear.  (800;  total  mem..  16  volunteera. 
Watw  Supflv — Source,  lake,  H  mile  from 
sineaa    center;  ijrKem,   pump  direct;   qualitr  ol 


itructors," Moithev,'  l^a^banL,  iioite;  mains,  cast 
iron,    ni    miles.    4    to    S   tn.    dia.;    £1    hydranla, 

«"lbi.,'^'fire"lM'fb».';   consumption  per  day  6,000 

SW;  bondedTebt  m.OOO;  int  paid  on  bonda.  E  per 
cent.,  ann.  cost  of  mice.,  n^\  works  belong  to 
city. 

THOROLD,  pop.  a.aoO;  fire  area.  2.000  Krea; 
bidgi.,  brick,  stone  and  wood.  1  ta  S  atoriea; 
women  roofs  permitted;  no  fireworka  ord.  Fire 
dept. — 1  ateam  engine,  3  hole  csrrtagea;  hose, 
cotton,  good  BOO  ft.:  rubber,  SOO  ft.;  iTnCn,  good 
600  ft.-,  total  hoae.  1,700  ft:  fire  alarm.  beU; 
value  of  dept  eqnipment,  |T,000;  value  of  bidga., 
(B.DOO;   ann.  exp.  of  dept.,  (OCO;   total  mem..  86 


cap.  800  gala,  per 

.  l.Sffi!:  fire  ore; 
:k,  2  stories:  p 
imoden   roofs   ] 


E  bldgs.',  'brick,  2  slories:  priTSIc  brick  and 
t  slorieE;  wooden  roofs  permitted  in  fire 
rca;  l^reworka  and  combustibles  ord.;  causes  of 
irea  investigated.  Fire  dept.— I  h.  ft  L  truck; 
hose  wagon,  1  hoae  carriage,  t  horses;  hose,  col- 
jii,  rubber  lined,  good,  1.^  ft.;  rubber,  good,  MrO 
t.:  mierior,  all  kinds.  3B0  ».;  tnUl  hoae,  2.l» 
t.^  file  alarm,  bell;  value  of  dept.  cquipmeat, 
'.<m-.  value  of  bldgs.,  12.000:  ann.  exp.  of  depL, 
_7f,,  tntal  mem.,  10  volunteer. 


:  res.  cap'.,  300i060; 
dav  7.W.00  gala.,  com 
,.  ik  mile.,  f  .0  12  in. 


cost  to  construct,  V^TOO;  int.   paid   on  bonds,  f 
per  cent.;  >nn.  coat  of  mtee.,  |WX>;  worka  belong 

TILI.SONBURC,  nop.  3,600;  tire  area,  MO  acrea; 
mercantile  bldgs.,  brick,  8  atoriei;  private,  wood 
and  brick,  2  stonea;  Siea  inveatigated.  Fire  dept 
— 1  h.  &  I.  truck,  2  c.  ex.,  2  hoae  carriagea,  2  boa* 
wagons,  1  hoae  sleigh;  aiameae  eoaplings  used; 
hoae,  cotton,  good  2,100  ft:  fire  alarm,  bell;  value 
of  dept.  equipment,  N.OOO;  value  of  2  bldga., 
(2,000;  total  mem.,  IB,  paid  part  time;  under- 
writers'  rating,  first  daaa. 

Wat»  SurFLV — Source,  surface  water,  M  niili 
from  business  center ;  vyatem,^  pump  direct ;  S 
pumping  enginet,  conatmctori  Holly;  mains,  ctat 
iron,  ZH  miles,  4  to  8  in.  dia.  Thomaon;  It 
hydrants,  Thomaon;  preanire.  fire  M  Ibk.;  cost 
to  eonatnict,  ^,(100;  let  paid  on  bonds,  4  per 
cent.;   ann.  cost  of  mtee.,  ^iOO;  worka  belong  to 

TORONTO,  pop.  aze,00O;  fiie  area,  U,0OO  acres; 
mercantile  bldgs.,  brick  and  atone,  t  to  13  slories; 
private,  brick  and  wood,  2H  atories;  wooden  roofs 
permitted  in  fire  area;  fireworka  and  combastiblea 
ord.;  cauaes  of  fires  investigated:  av.  fire  loas  per 
yr.  for  I  yn^  tm,iZi[  av.  ins.  involved  tor  same 
lime,  (1,I«T,5T4.  Fire  dept— 8  iteamera,  (  c.  en- 
gines, B  h.  a  L  trucks,  10  c.  hand  ex.,  2  aerial 
trucks.  IS  hose  wagona,  1  comb.  c.  &  h.  wagon,  ?0 
horsea;  total  hose,  rubber,  good.  34.100  ft.;  fire 
alarm,  electric,  2SS  bores;  value  of  dept,  equipment, 
1360,000:  ann.  exp.  of  dept,  (SS,OD0:  total  mem., 
Hll,  paid  full  time. 

W*na  SirrPLv — Source,  take,  8  mflea  from 
business  center;  syatcin.  pump  direct;  qoaJitv  of 
water,  good;  res.  cap.  S3.0i»,Off)  gals.;  6  pumping 
engines,  claas  comp.,  cap.  per  day  17,000,000  gals.: 
constructors  Blake.  Wortbington.  Inglia;  maior 
iron.  323.74  miles,  4  to  3B  in.  dia.;  3.T&  hydranti 
meters,  total  number,  2,7eS,  Crown.  Empire  Gen 
Heriey  Diac,  Thomaon.  Wortbington,  Buffali 
Kevstone,  Trident,  Lambert,^  Naab,  owned  by  di 

lUTc'^dom.  EO  lbs.. 'fire  W  Iba.;' co'nBum^tion''pe 
day.  29,a».D0D  gals.,  per  capita  ll' 
construct,  (K«,GM;  bonded  debt,  (6; 

715:  worka  belong  to  city. 


lins. 


feSSJ 


a,wo 'ft  i 

fire  alu- 


jtiM!  private,  wood  mnd  briclt,  2  itorie*; 
oofs  permitted:  Gnworki  ord.  I'll-e  dcpt 
.le*1  engiiM,  1  h.  ft  I.  truck,  2  hoK  cu- 
u _.i.„    1830.    ^  collon,  good 

(t.;  lowl  ho»e,  t.tm  ft-i 

-eel  boKet;  value  of  dept. 

e  of  bldsa.,  ■B,O00;   ana. 

Dial    mem.    22.   paid    fidl 


iarnor,  23  » 

jf   dept.,   »4.S«Ti 
0,  (oloBleen  IT. 


sr; 


;    BTitem    pump  diiecti    pumping 
Er  day  S.75d,Oao  gili..  cotDHuctori 


oEo   Inglis  &   Co.;  maim,  13 
lU.;  lOSlirdranli.  Lawrence  F 


TOTTENHAM,   pop.   800;   fire 
nercanlile  bldgL,  brick,  1  and  I 


'^e^ 


1  h.  &  1.  track,  1 
ibber  ;]{ned.  Kood, 
alarm,  bell;  vglue 
I  of  bldE>..  tS-OOO; 


Cited.  Fire  dcpt- 
oae  carriage;  ho 
3»  ft. ;  tottil  lose 
ol  Sept.  equipmei 
total  mem..  IE  voiuniceis. 
Watik  Sur?LY — Sanrce,  miil  pond,  ciiteni,  i 

TRENTON,  pop.  4.800:  fire  wou  1,M»  ac 
BCrculile  bidn.,  brick,  3  lod  t  iMilei-,  pri' 
wood  and  brick,  IH  to  8  aloriea:  wooden  i 
-■   *  '  ■  ■      pi^  dent.— 2  >i 

arriagei,  T  ladUei 


pcrmitt«d:  no  fiiew 


L,    16,000:   a 

.   40,,  paid    1 


s,ood 

lipmeot 


-v-Sob™,  U^"*.^  «d""Li"d 
5.  'i*0l»'ga]™''(iualily'of  wate 
,  100,000  gall.;  1  pumping  engin 
per  day  132,000  gils.,  constructo 


ia.;  i  hydrants;  ineters.  1 

Bo'  ibs.T%o^  °to"cSn.rji 
.,  11,000;  works  belong  tc 
IP.  ,1^;    fire   k 

hitci'  and  wood.  S  Mi 
nitlcd  in  fire  area;  cai 

Fire  dept.— 1  iteimer, 
nd  ex.,  1  h.  &  L  uuc 
■riagei:  hoie,  colton, 

rubber,  gDod,  300  it.; 
lolal  hose    1,900  ft;  Sr 

equipment.  R000;v.1 


exteniion   Uddera, 
,  1  hoM  wagon,  1 


ment,  tf.OOO;  inn.  cxp.  of  dept.  StSO;  tot 
n,  paid  part  lime. 

WJtTis  SnrrLT— Source,  creeks,  in  bniineai  cea- 
ter:  svalcBi,  pump  direct:  Holly  pumping  enginea; 
maini,  cast  iron,  i%  miles,  E  in  dii.,  Garlihore: 
IS  hydraatt.  Whitclaw;  pressure    fire  ISO  lbs.;  cost 


l,Ooh  ft.;  inferior,  loO  ft;  linen, 
Hal  hose,  2,800  fl.:  fire  slann, 
paratuj,   t2,t>nO;  value   of  hldnj.. 

-Source,  springi,  Hi  miles  from 


4  to  8   m.  dii.:  61  hydrant! :  ISO  a 
jralv.  iron;  presrare,   Son      "■'  " 

Ibi.;  cost  to  con - 

000;  iotMid  on   .  , 

mCcc,  tSOO:  worki  belong  lo  towi 
WATERFORD,  pop.  1,0«;  fire 


Wat»  Scrn.1 

mercaotile  bldga.,  brick  'an^  wood.  1 
[irivate.  brick  and  wood,  lH  atoriei; 


,000;   fire  are^  400  a 


lirnled.  Fii 
cE.  2  ho« 
1  BOO    ft; 


1   h.    4  , 

lined,    good 


ibcr,    good    iJaOB 
total   EoM.    IJBO 


ft:  fire  alarm,  bell;  4  boxea:  value  of  dot.  equip- 
ment; M^;  v^ne  of  bldga.,  tSjaBOi  nm. 
exp.    of,  dept,    MOO:    total    mem.,    1)    TolDDtcen; 

WiTta  Supjn— Source,  M)ring) 

gali.  ;°'[Sa1SV.  c''a'n'?ron°  a  mila! 
Garttbore;  S  hvdranls.  Ludlow;  4 


,   t84,«aO:    works 


\TFORD,  pop.  1^;  fire  area.  400 
intile  bldgl.,  brick.  2  atoriea;  priraM, 
wood,    2    atoriea;     wooden    roou    pern 


inveatigated.  Fire  dept— 1  band  engine,  I  bate 
wagon;  boae,  cotton,  mbber  lined,  good  1,000  ft; 
fire  alarm,  bell;  value  of  dept  equipment,  t3J)0ez 
value  of  dept  bldga.,  (2,000;  total  meo..  li 
volunteers;  underwriters'  rating,  fourth  cla». 

W*Tia  SnfPtv— Source,  taoki. 

W£LLdUID,  pop.  2.000;  fire  am.  SCO  acrea; 
mercantile  bldga.,  atone,  wood,  biiifc.  1  lo  4 
Btoriea;  private,  wood,  2  atoriea;  woodes  ntott 
not  permitted;  no  firework!  and  combustible*  ord.: 
eanaei  of  firea  inveatigaied;  fire  loea  per  yr.  for  S 
via.,  nOO.  Fire  dept— 1  steamer,  1  c  hand  ex..  1 
b.  &  L  brack,  3  hose  carriages;  hose,  cottoi,  rub- 
ber lined,  good  1,250  It;  rubber,  goad  300  ft;  in- 
ferior, all  Kinds,  WO  ft;  total  hose,  1,150  ft.:  fire 
alarm,  electric,  E  boiH:  value  of  bldga..  (MOO; 
ann.  exp.  of  dept,  (360;  total  mem,,  U,  paid  part 
time  SO,  volnnteers  1. 

Watdi,  Strmi— Source,  canal  and  lake,  K  mOt 

gala.;  3  ptnin- 

day  a/m^n 

iDcdy:  maina,  caal  iron,  tOk 
Lu..^;  ■,  ^^  w  .u.  uia. :  3S  bjrdruita;  tl  wahea. 
Ludlow;    4M   aervuea;   pipe,  wrongbt   inn;    pna- 

"  ■■        -re  110  IbK 


of  water,  good:  rea.  cap. 

"Ts"'con.w.^K 


day  880,000  gals.,  per  capita  u~  b->>,  ««  »: 
atruct,  t5T,™.B8;  bonded  debt,  VIO^m.90: 
paid  In  bonda.  4  and  B  per  cent;  ana.  at 
mtce.,   (1,000;    work*   belong  lo  dty. 

WESTPORT. 


lod  and  biick,  l>i  a 

—    1;   no  fireworki    .._.     

20  c   ex.;   hoae,   cotton,    | 
Lt:   ore  aurm,  bell. 

Watu   SuKrLV—Souree.  lake  on  one   aide  and 
itreuna  on    th*    otber    aide,    giving    a        —  - 

WHITBY,    pop.     a,BOO.      Fire    dept— 


:;".?!'■. 


rabber   lined,    good   1 


;    under. 


I    Lake  Omario:  pump  to  atdp. 


IZhydrai 


area;    GreWovka   and 
of   6ret   iavetdgne-i 


JlKE  DEPARTMENTS  AND  WATEll  SUPPLY— PRINCE  EDWARD  ISLAND.      B-615 


good,  1,000  ft.;  fire  alarm,  bdl;  value  of  dept. 
equipment,  ISJSOO;  value  of  bldj^s..  92,000;  aim. 
exp.  of  depL,  $168;  total  mem.,  24  voiunteen. 

WATBt  SuppLYo-^ource,  bay;  system,  pump  di- 
rect; stdp.  dim.  80  X  80,  material  used  in  cons. 
stone;  quality  of  water,  good;  2  pumping  engines, 
cap.  pa*  day.  986,000  gals.,  constructor  Ronald; 
mains,  iroo,  6  miles,  2  to  6  in.  dia.;  16  hydrants; 
4  valves;  400  services;  pipe,  iron;  pressure,  dom. 
85  lbs.,  fire  120  lbs.;  cost  to  construct.  $60,000; 
bonded  debt,  $40,000:  int.  paid  on  bonds,  5  per 
cent;  cost  of  mtce.,  $2,000;  works  belong  to  town* 

WINDSOR,  pop.  14,600;  fire  area,  2,600  acres; 
mercantile  Ud^,  brick  and  stone,  8  and  4 
stories;  private^  ^"^^^^^  ^  *°^  ^  atories;  wooden 
roofs  not  permitted.  Fire  depL— 1  comb,  c  &  h. 
wagon,  6  c.  ex.,  1  h.  &  1.  truck,  8  hose  carriages,  1 
exercise  wagon,  7  horses,  value  $800:  hose,  cotton 
good  5,500  ft. ;  nre  alarm,  National,  30  street  boxes, 
value  of  dept.  equipment,  $12,000;  value  of  bldgs.. 
^,500;  ann.  exp.  of  dept,  $20,000.  including  $6,460 
paid  for  hydraints;  total  mem.  ZSi,  paid  full  time 
11,  part  time  11;  underwriters'  rating,  second  class. 

VVATUi  Supply— >Source,  river;  system,  pump 
direct;  quality  of  water,  good;  4  pumping  en- 
gines, class  comp.  dup.,  cap.  per  day  12,600,000 
gals.,  constructor  Snow;  mains,  cast  iron,  88  miles, 
4  to  16  in.  dia.:  278  hydrants;  187  valves;  meters, 
total  number  87,  owned  by  city;  8,800  services: 
pipe,  lead;  pressure,  dom.  46  lbs.,  fire  86  to  160 
lbs.;  cost  to  construct,  $386,000;  bonded  debt, 
$171,000:  int.  paid  on  bonds,  4  per  cent;  cost  of 
mtce.,  $40,000;  works  belong  to  city. 

WINGHAM.  pop.  2,S0O;  fire  area,  600  acres; 
mercantile  blags.,  brick  and  wood,  3  and  8 
stories;  private,  brick  and  wood,  2  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustibles 
ord.;  causes  of  fires  investigated;  av.  fire  loss  per 
yr.  for  8  yra.,  $1,000;  av.  ins.  for  same  time, 
$666.  Fire  dept. — 1  h.  &  1.  truck.  1  hose  wagon, 
hose   carriage;    hose,   cotton,    rubber    lined,    good 


1,600  ft.;  inferior,  aU  kinds,  700  ft.;  total  hose, 
2,200  ft;  fire  alarm,  bell;  value  of  dept  equip- 
ment,  12,600:  value  of  bldgs.,  $600;  ann.  exp. 
of  dept.,  $1,250;  total  mem.,  22;  underwriters'  rat* 
ing,  third  clas. 

Watxx  Supply— Source,  river,  %  mile  from 
business  center;  system,  pump  direct  into  stdp.; 
2  pumping,  engines,  cap.  per  day  720,000  gals., 
constructors  Goldie  &  McCuUogh;  mains,  iron, 
8  miles,  6  to  10  in.  dia.;  26  hydrants,  Canada  Fdy.; 
13  valves,  Canada  Fdy.j  pressure,  fire  100  lbs.; 
cost  to  construct,  $29,800:  bonded  debt,  $16,600; 
int  paid  on  bonds,  8  and  4  per  cent;  ann.  cost 
of  mtce.,  $17,300;  works  belong  to  city. 

WOODSTOCK,  pop.  9,800;  fire  area,  880  acres; 
mercantile  bldgs.,  brick  and  wood,  '2  and  4 
stories;  privat^  brick  and  wood,  2  stories;  wooden 
roots  permitted;  fireworks  and  combustibles  ord.; 
causes  of  fire  investigated;  av.  fire  loss  per  yr. 
for  8  yrs.,  $18,888;  av.  ins.  for  same  time, 
$28,600.  Fire  dept~3  c  hand  ex.,  1  h.  &  L 
truck,  1  hose  wagon,  2  hose  carriages.  4  horses; 
hose,  cotton,  rubber  lined,  good  8,wO  ft;  in- 
ferior,  all  kinds,  1,860  ft. ;  toul  hose,  4,700  ft. ;  fire 
alarm,  electric,  19  boxes;  value  of  dept  equip- 
ment,  $7,600;  value  of  bldgs.,  $10,800;  ann.  exp.  of 
dept,  $8,600;  total  mem.  12,  paid  full  time  6,  paid 
part  time  6,  volunteers  7. 

Water  Supply — Source,  springs;  system,  pump 
direct;  pumping  engines,  cap  per  day  4,000,000 
gals.,  constructors  J*  Inglis.  Hughes;  mains, 
19^  miles.  4  to  12  in.  dia.,  Gartshore;  16u 
hydranu,  Whitelaw,  Stevens  &  Barnes;  140  valves: 
meters,  total  number  18,  Crown,  Kersey;  1,900 
services;  pressure,  dom.  60  lbs.,  fire  126  lbs.:  cost 
to  construct,  $164,000;  ann.  cost  of  mtce.,  $6,iOU; 
works  belong  to  city. 

Places  with  a  population  of  1,000  or  more  not 
reported:  Arthur,  Brighton.  Dutton,  Efnnville, 
Hanover,  L'Original,  Lakeville,  Rodney,  Wallacc- 
burg,  Weston. 


PRINCE  EDWARD   ISLAND 


CHARLOTTETOWN,  pop.  12,080;  fire  area, 
16,000  acres;  mercantile  blags.,  brick  and  wood. 
8  and  4  stories;  private,  wood  and  brick,  2^  and 
4  stories;  wooden  roofs  permitted;  fireworks  and 
rombustibles  ord.;  causes  of  fires  investigated. 
Fire  d^t — 1  steamer,  3  c.  hand  ex.,  1  h.  &  1. 
iruck,  2  hose  wagons,  6  b^se  carriages.  4  horses; 
lose,  cotton,  ruober  lined,  good  2,600  ft.;  in- 
ferior, all  kinds,  1,000  ft:  total  hose,  3,600  ft; 
ire  alarm,  electric,  30  boxes:  value  of  dept 
equipment  $10,000:  value  of  bldgs.,  $15,000;  ann. 
;xp.   of  dept,  $6,000;  total  mem.,  &  voltmtcera. 

WATEK  Supply — Source,  wells,  2%  miles  from 
tuainess  center;  system,  pump  to  res.;  quality  of 
rater,  good;  res.  cap..  1,126,000  gals.;  2  pumping 
ngine,  cap.  per  day  2,000,000  gals.,  constructors 
tiake;  mams,  cast  iron,  18  miles,  4  to  18  in.  dia.; 
2  hydrants,  Galvin;  Zl7  valves.  Coffin;  meters, 
otal  number  16,  Hersey  Rotary;  2,000  services; 
ipe,  lead ;  pressure,  dom.  60  lbs.,  fire  66  lbs. ;  con- 
umption  per  day  760,000  gals.,  per  capita  64 
als.;  cost  to  construct,  $286,886w88;  bonded  debt, 


$236,886.88;  int  paid  on  bonds,  8  to  6  per  dent; 
ann.  cost  of  mtce.,  $6,000;  works  belong  to  city. 

SUMMERSIDE,  pop.  2375;  fire  area,  200 
acres;  mercantile  blags.,  stone^  brick,  wood,  1  to 
4  stories:  private,  wood.  IH  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.;  causes 
of  fires  investigated.  Fire  dept — 1  steamer,  2 
hand  engines,  1  h.  &  1.  truck,  4  hose  carriages,  2 
horses;  hose,  cotton,  rubber  lined,  good  6,000  ft.; 
inferior,  all  kinds,  600  ft:  total  hose,  0,600  ft.; 
fire  alarm,  bell;  value  of  dept  equipment,  7,900; 
ann.  expenses  pf  dept.,  $1,187.57;  total  mem.  69, 
paid  part  time;  underwriters'  rating,  second  class. 

Watbr  Supply — Source,  wells;  system,  pump  to 
std|>.;  standpipe  cap.  366,000  gals.;  2  pumping 
engines,  class  compound,  cap.  per  day  l,OOB,Ow 
gals.,  constructor  Worthington;  66  hydrants;  pres- 
sure, dom.  78  lbs.,  fire  90  lbs. 

Places  with  a  population  of  1,000  or  more  hav^ 
ing  no  organixed  fire  department:     Georgetown. 


QUEBEC 

AYLHER,  pop.    l,TaBi    Gre    la,    Ifltl    uni;    .    nguipmc 

Dcicutile    bidgi.,    brick    uid    «<i«d,    1^    mud    3        - 

;    private    brick,    ■taae,    wood,    lA    "id    2 

■  ;  wooden  roofi  permitted;  no  Brewoika  ind 


combuitiblet  onL;  ciuies  of  firei  inveitiialcd. 
Fiit  dept, — 1  aleiioer,  1  b.  &  1.  truck.  1  hoM 
wuoD,  1  hoae  cirriuc;  boie.  cution.  rubber  lined, 
good  aOO  ft-i  Tubbei,  good  1.000  fi.;  inferior,  ill 
Eindi,  200   ft.;    toul   Eou.   2.0B0    ft.:    Ere   alarm. 

of"bld«i."K00r  «nS!'^eit'pl''of'"e'pl.,  '!««;  VouS 
mem..  20  voluntecn;   luiderwriten'^  ralma,   fourth 


I  pompins  ei^mei,   cap.    per   ( 

milei.  4  to  12  In. '  d*a!!  bnimmondl'McCall;  M 
hydnnla.  Eddy;  K  valves;  melerx,  loUl  number 
1,  Crown;  *26  tervicei;  pipe,  lead;  preiiure.  dom. 
ID  Ibi.;  lire  120  to  140  Ibi.;  cost  to  conatnicl,  (tt,.- 
MO:  ann.  coit  of  mtcc.,  HJM. 


BEAUHARNOIS, 
milea;    mercantile    bit 


i  boae  waroni.  I  reeli;  hoie,  coti 
tBOO  ft.;  fire  aUrm.  telephone 
nine  of  depr  equipmtni.  13,000: 
KDOO;   ann.    exp.    of   deot..   1250: 


pop.  S.DOO;  file  area,  4  u. 
Iffgi.,  brick  and  stone.  2& 
■  ...__^     yj^g  jjp^ 

rubber  lined] 


32  hydrant 

BEAUFORT, 

pop.    1,200. 

dept-l  .teamer 

a  Sonepow 

tmck.  t  bOK  ctr 

tiagei;  hoae 

sood  IJOOH. 

bu«>^«Vce!(f<^''i 

"SS"" 

t  to  12  in.  dia.: 

coat  to  conatnic 

day  1,4W  gals. 


I.  i'A  miles  from 
maina.  «ii  miles. 
lire,  fire  !3t  Iba.; 


CHICOUTIMI,    pop    6,000;    merei 
brick,    1    to  i   stories;    private,    bricl 


.  good,  2,1 
.:%re  alan 


Wateb  SurrLV— Source,  river.  2  miles  from  buai- 
neas  center;  system,  eravity;  maina,  6  milea.  S  to 
10  in.  dia..  Drummond.  IdcCall;  M  hydrants; 
pressun.  dom.  90  lbs.,  tire  13G  Iba.;  cost  to  con- 
ilruct,  nOJ.OOO;  inl.  paid  on  bonds,  G  per  cent: 
ann.  cost  of  mice.,  tm. 

COATICOOKE,  pop.  Z,WO:  fire  area.  ««  »cr«; 
bldoB.,  wood  and  brick.  1  to  S  stories;  wooden 
roofa  permitted  except  on  principal  sireeta.     Fire 

&  1.' truck,  2  hose  carriaECS.  1  hose  wagonV  hose', 
linen,  good  1.G00  li.i  linen,  nnlined,  good  HW  ft-i 
total  hose,  t.000  ft.;  fire  alarm,  bell,  telephone 
and  whittle;  S  hotsea,  value  MOO;  value  of  depL 
equipment,  IT,«»;  ann.  exp.  of  dept.,  21,000;  total 
mem.,  K,  paid  pan  time  K,  volunteera  20. 
WaTEa  StiPrLV-Source,    springs,    1    mile    from 


l^   t2.00a;   vail 
Su?n.y— Souri 


of    bldg»..    ttTG;     It 
,  springs.  VA  milea  Ir 


iron,  S  miles.  \  %o%  in.  dia.;  &  hydrants.  Cook- 
abtre  Machine  Works.  9  valves;  2  meters,  Bufialo: 
UO  services;  pressure,  dom.  110  to  ISO  lbs.,  fire  « 
to  160  Iba.;  cost  to  consiruci.  CO.OOO;  ana,  cos  of 
mtcc,  S900;  works  belong  to  cit7. 

COWANSVlIXk;  pop.  lOD;  fire  era-  «»  mart: 
bldga.,     brick    and    wood.  1^  to  4    ■ 
worka  and   combnstibleB   onL     " 
dept.— 1    h.    A    L    track,    t  hoa;  _  _      . 


0  ft.;  ti 


Wat 


I  Svtt 


ose.  t.wa 


•piiiUs     and     braoka. 

°DOO.0«>;°ni?^   cap!,    ^GOOMO     aali.! 

;  31  hydrants'!"!)'  valves'^'M'  >er!^: 
preiiure,  Qom.  7E  Iba.;  fire  75  lbs.;  coat  to  CDO- 
itruct,  m,Ett;  bonded  debt.  tlOXnO:  int.  pud  am 
bonds,  4H  per  cent;  ann.  coat  of  mice..  tOa. 

DANVILLE, 
aldgs.,  brick  ai 


leather, 


,200;  Ere  area,  HI  screa: 
na  wooa,  I  and  t  stories;  wsodem 
itted.  Fire  depr— 1  band  CDSiiK.  * 
;  hose,  rubber,  good,  1,K»  ft.: 
r,  SOO  ft.;  total  boae.  2.060  ft.;  fire 
:ue  of  dept.  equipment.  St.O0O;  total 
inteets;    underwriteta'    rating,    fiftk 


"W8,^'  gSi 


I    brick.   1   t 


□  I  firei  investinted.  Fire  dept.— 1  ateamer,  I 
h.  &  1.  trucks.  ^  hnse  carria^s.  1  hoae  waccaa: 
hose,  cotton,  good,  J.fiOO  ft.;  linen,  good.  1.000  ft.: 
lolil  hose,  4.E00  ft.;  fire  alarm,  telephone:  ( 
horaet,  value  2400;  value  o[  depl.  equipneol. 
W.m;  value  of  bides.,  19.000;  ann.  eip.  ol  depl.. 
«,00T:  total  mem.  iS,  paid  narl  time  10.  vfloal^ 
9.    paid    by    ihe    year;    underwnten'   r*liii(.    fifth 

Watii  Supflv- Source  lake;  ijsten.  giavity; 
10x80;  quality  of  water,  good;  rei. 
!il>.:  marns,  U  milea.  4  to  O  in.  dia-: 
40  metera;  1.100  Berricea;  pipe,  lesd; 
ilruct.  2215,000;  coil   ol  oitce..    SLOOO; 


>..'  5OO.0W 


cotton,  good,  1,500 
bell,  T  street  boxei 
equipment,  13.000: 
total  mem..  18.  paid 

WATXa  SDTrLT_S< 

14W  miles,  '4  to  IB 
Co.;   S!  hydnuits,   A 

coal  to  conatruct.  I 
GU  per  cent;  coat  of 
buy  work,  from  Co.  i 
HULL. 


and  wocd.  2  and  1  stories. 
ries;  wooden  roofi  not  per 
fireworks  ord.  Fire  dcpt.- 
1.  truck,  2  hose  reels:  hoae. 
it.;  fire  alarm,  eleeiric  and 
,  i  boriei;  value  of  dept 
inn.     exp.    of   depL.      Vtjm. 

urce.  lake,  E  milea  from  bav- 
in,   dia..    LoddopdcTTy    Ittm 


.   Taylor 


:    bldg 


1S.O00;  fire 


rick    and    wood,    t    I 


nbuatibles    ord.;    cauaea    o< 

Fire  dep[.-l  hand   enaine.  6 

i;  hose,  cotton,  rubber  line 
tier,  all  kind!,  1.200   fl.;  tol 

Blarm.  -,-histle.  30  boxes;  , 
rnt    110.000:  value  of  bldgs.. 

depl.,   ns.OOO:    total    mem., 

a  SuhfLY— Source,  river,  H  B 
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Deu  center;  system,  pump  direct;  quality  ol 
water,  good;  4  pumping  engines,  cap.  per  day 
6.000,000  gala.»  constructors  Worthington,  Mo* 
Dousall  Co.;  mains,  cast  iron,  19  miles,  4 
to  20  in.  dia.,  Glaurow;  147  hydrants,  Thoe.  Law- 
son;  172  valves.  Tooe.  Lawson;  8  meters;  2,760 
services;  pipe,  lead;  pressure,  dom.  70  lbs.;  fire 
106  lbs.;  consumption,  per  day  8,000,000  gals.; 
cost  to  construct,  |46O,00O;  bonded  debt,  1880,000; 
•nt.  paid  on  bonds,  4  per  cent;  ann.  cost  of  mtce., 
16,000;  works  belong  to  the  city. 

HUNTINGTON,  pop.  1,200;  fire  area,  200  acres: 
mercantile  bldn.^  bnck  and  wood,  V^  to  Z 
stories;  private,  orick  and  wood,  1^  and  2  stories; 
wooden  roofs  permitted;  combustibles  ord.  Fire 
depL— 1  hand  engine,  2  hose  carriages;  fire  alarm, 
bell;  value  of  dept.  equipment,  11,600;  value  ol 
bldgs.,  12,000;  ann.  exp.  of  dept.,  Utt;  total  mem.. 
16,  paid  part  time;  underwriters'  rating,  fifth 
class. 

Watkx  Supply— Source,  river;  system,  pumping 
to  tank;  cap.  of  tank,  65,000  gals.;  80  hydrants; 
mains.  4%  miles,  4  to  8  in.  dia. 

IBERVILLE,  pop.  2,200  bldgs..  wood  and 
t>rick,  2  stories;  wooden  roofs  permitted.  Fire 
dept.— 1  b.  &  1.  truck,  2  hose  carriages;  hose, 
cotton,  good,  2,000  ft.;  fire  alarm,  gong;  total 
mem.  60,  10  paid  full  time,  60  volunteers;  under- 
Mrriters'  rating,  fifth  class. 

Watbx  Supply — Source,  river;  system,  pump 
direct;  2  pumping  engines,  cap.  per  day  18,640,000 
gals.;  mains,  4^  miles;  36  hydrants;  16  valves; 
pressure,  dom.  70  to  80  lbs.,  fire  120  lbs.;  cost 
to  construct,  |46,000;  ann.  cost  of  mtce.,  81,800: 
works  belong  to  city. 

JOLIETTE,  pop.  6,000;  fire  area,  1  sq.  mile; 
mercantile  bldgs.,  brick  and  stone,  3  to  4  stories; 
private,  brick  and  wood,  1  and  2  stories;  wooden 
roofs  not  permitted;  fireworks  ord.  Fire  dept. — ^1 
steamer,  1  h.  &  1.  truck,  2  hose  carriages,  all 
kinds,  3  c.  ex.,  Siamese  couplings  used;  hose, 
cotton,  rubber  lined,  3,000  ft.:  fire  alarm,  bell; 
i  horses,  value  $400:  value  oi  dept.  equipment, 
^3,000;  value  of  2  bldgs.,  818,000;  total  mem.,  11, 
paid  full  time  7,  paid  put  time  4;  underwriters' 
rating,  third  class. 

Watb*  Supply— Source,    river;     system,^  JR?!SS 

s,  iron. 

,^drants, 
foliette'  Foundry:  28  valves;  pressure,  dom.  60 
Iba.,  fire  100  to  120  lbs.;  cost  to  construct,  880,- 
)00;  ann.  cost  of  mtce.,  82,000;  works  belong  to 
own. 

LACIIINE,  pop.  10,000;  fire  area,  2H  »q-  miles; 
nercantile  bldgs.,  bnck,  stone  and  wood,  2  and 
I  stories;  private,  brick  and  wood,  2  and  8  stones; 
vooden  roofs  not  permitted:  fireworks  ord.  Fire 
lept.— 1  steamer,  6  c.  ex.,  1  h.  &  1.  truck,  6  hose 
rarriages,  1  hose  wagon,  1  sleifrh.  3  enRmcti  owned 
3y  factories,  4  horses;  hose,  linen,  rubber  lined, 
jood,  8,000  ft. ;  fire  alarm,  bell  and  whistle,  27  street 
30xes;  2  horses;  value  $400;  value  of  dept.  equip- 
nent,  $9,360;  value  of  bldgs.,  86,000;  ann.  exp.  of 
lept.,  $1,200;  total  mem.,  20,  paid  part  time  16, 
)aid  full  time  6;  underwriters'  rating,  third  class. 

Water  Supply— Source,  river;  system,  pump 
lirect:  8  pumping  engines,  Blake  duplex,  cap.  per 
lay  900,000  gals.;  mains,  iron,  6  miles,  4  to  14  in. 
lia.,  Gartshore,  l>rummond,  McCall;  100  hydrants, 
Jhapman:  60  valves;  meters,  total  number  6. 
^rown,  Worthington;  pipe,  lead,  pressure,  dom.  30 
bs..  fire  120  lbs.;  cost  to  construct,  $146,000;  int. 
»aia  on  bonds,  4V4  per  cent;  ann.  cost  of  mtce., 
5,600:  works  belong  to  city. 

LACHUTE,  pop.  2,431;  fire  area,  1,920  acres; 
nercantile  bldgs..  wood  and  brick,  2V^  stories; 
>rlvate,  wood  and  brick,  1%  and  2  stories;  wooden 
oofs  permitted;  no  fireworks  and  combustibles 
>rd.  Fire  dept— 1  hand  engine,  1  hose  carriage; 
lose,  cotton,  rubber  lined,  good  1,000  ft.;  value 
)f  dept.  equipment,  $2,000;  underwriters'  rating, 
ourth  class. 

Watkx  Supply— Source,  brook,  8  miles  from 
)usiness  center;  system,  gravity;  mains,  7  miles, 
I  to  6  in.  dia.;  pressure,  nre  60  lbs.;  cost  to  con- 
truct.  830,000;  works  belong  to  Co. 

LAPRAIRIE,  pop.  1,700;  fire  area.  160  acres; 
nercantile  bldgs.,  brick  and  stone,  2  stories;  pri- 


direct;  pumping  engines,  cap.  per  day  6,8uu,uuu 
rals..  constructors  Dcyone.  Deblois;  mains,  iron. 
i  miles,   4  to  8  in.   duu,   Robinson;   60  hydrants. 


vate,  wood,  brick  and  stone,  1  and  2  stories; 
wooden  roofs  permitted;  fireworks  ord.  Fire 
dept. — ^1  steamer,  1  c.    engine,   1  h.    &   1.    truck, 

1  nose  carriage,  2  hoae  wagons;  hose,  cotton, 
good  900  ft.;  linen,  fair  400  IL;  total  hose,  1,800 
n.;  fire  alarm,  bell;  value  of  dept.  equipment, 
86^;  value  of  bldgs..  $2,000;  ann.  exp.  of  depL. 
$200;  total  mem.,  60  volunteers;  underwriters 
rating,  fifth  class. 

Watsx  Supply— Source,  river;  system,  pump  to 
res.:  quality  of  water,  good;  pumping  engines, 
cap.  per  dav  144,000  gals.,  constructor  Knowles; 
mains,  cast  iron  4%  miles,  4  to  6  in.  dia. ;  16  hy- 
drants, Garth;  36  valves;  meters,  total  number  4; 
360  services;  pipe,  galv.  iron  and  lead;  pressure, 
dom.  30  lbs.,  fire  76  Ibs^^ost  to  construct,  $86,- 
000;  ann.  cost  of  mtce.,  $900. 

LENNOXVILLE  pop.  1,224;  fire  area,  2^46 
acres;  mercantile  bldgs..  brick,  IH  and  8  stories > 
private,  brick  and  wood,  2  stories;  wooden  roofs 
permitted;  fireworks  and  combustibles  ord.; 
causes  of  fires  investigated.  Fire  dept.— 1  c.  en- 
gine, 3  c.  hand  ex.,  2  hose  carriages;  nose,  cotton, 
rubber  lined,  good,  1,000  ft.;  fire  alarm,  bell,  i 
boxes. 

Water  Supply— Source,  springs^  IH  miles 
from  business  center;  svstem,  gravity  and  pump 
direct;  res.  cap.,  1,000,000  gals.;  quality  of  water, 
good;  1  pumping^  engine,  cap.  per  day,  120,00$ 
gals;  mains,  cast  iron,  6  miles,  4  to  8  in.  dia.;  22 
nydrants;  7  valves;  2  meters;  pressure,  fire  76 
lbs.;  worka  belong  to  Co. 

LEVIS,  pop.  7,788;  mercantile  bldgs.,  wood 
and  bricK,  2  and  8  stories;  private,  wood  and 
brick,  IH  to  3  stories;  wooden  roofs  permitted: 
no  fireworks  ord.  Fire  dept— 8  steamers,  2  hand 
engines,  6  c.  ex.,  8  h.  &  1.  trucks,  8  hose  car- 
riages, all  kinds;  hose,  rubber,  good  2,000  ft; 
inferior,  1,500  ft:  cotton,  good  4.000  ft;  linen, 
good  400  ft.;  total  hose,  7,900  ft.;  nre  alarm,  tele- 
phone. 110  street  boxes;  5  horses,  value  $1,000; 
value  of  dept  equipment,  8ffi.00O;  value  of  4>ldgs., 
880,000;  ann.  exp.  of  dept,  $6,600;  total  mem.,  41, 
paid  full  time  16,  paid  part  time  26w 

Water  Supply— Source,  river;  system,  pump  to 
res.;  stdp.  cap.,  100^000  gals.;  quality  ot  water, 
good;   pumping  engines;    cap.   per  day,   1,000,000 

f;als.:  mains,  cast  iron,  10  miles.  4  to  12  in.  dia.; 
07  hydrants;  150  valves;  l,80o  services;  pipe, 
galv.  iron ;  pressure,  dom.  50  to  160  lbs.;  cost  to 
construct,  $278,000;  works  belong  to  city. 

LONGUEUIL,  pop.  8,800 ^  fire  area,  600  acres: 
mercantile  bldn.,  stone,  bnck  and  wood,  1  and 

2  stories;  wooden  roofs  permitted;  fireworks  ord. 
Fire  dept— 1  h.  &  1.  truck,  6  hose  carriages,  1 
hose  wagon,  2  hand  pumps;  hose,  cotton,  good 
2,100  ft;  fire  alarm,  electric  and  bell.  11  street 
boxes;  1  horse,  value  $100;  value  of  dept.  equip- 
ment, $3,400;  value  of  bldgs.,  $200:  ann.  exp.  of 
dept,  $1,100;  total  mem.  7,  paid  full  time;  under- 
wnters*  rating,  fourth  class. 

Watek  Supply — Source,  St  Lawrence  River,  1 
mile  from  business  center  Montreal;  system,  pump 
direct  to  mains:  filtration  system,  N.  Y.;  quali^ 
of  water,  good;  2  pumping  engines,  class  1, 
Worthington  comp..  sixe  10  x  17  inches,  1  Water- 
ous,  8  X 12  inches,  cap.  per  day.  1,600^000  gals. ; 
mains,  cast  iron,  7%  miles,  4  to  8  in.  dia.;  vt  hy- 
drants, Ludlow,  Waterous;  75  valves;  690  services; 
pipe,  lead;  pressure,  dom.  50  lbs.,  fire  90  lbs.; 
consumption  per  day,  860,000  gals.;  bonded  debt. 
$100,000;  int.  paid  on  bonds.  4H  per  cent;  ann. 
cost  of  mtce.,  $3,000;  works  belong  to  town. 

LOUISEVILLE,  pop.  1,600;  fire  area,  28  acres; 
mercantile  bldgs.,  20  ft.:  private,  40  ft;  wooden 
roofs  permitted.  Fire  dept— 8  steamers.  1  hand 
engine.  1  c  engine,  4  c  ex.,  2  h.  &  i.  trucks, 
2  hose  carriages;  hose,  cotton,  good,  2,000  ft; 
rubber,  good,  100  ft;  leather,  sood  lOO  ft;  total 
hose,  2,^  ft;  fire  alarm,  befl;  1  horse,  valuf 
$100;  value  of  dept.  equipment,  $2,600;  value  of 
bldgs.,  $1,000;  ann.  exp.  oi  dept,  $60;  total  meat., 
12  volunteers. 

Watxk  Supply— Source,  river.  8  miles  froi* 
business  center;  system,  gravity;  res.  cap..  20.001 
ffals.;  mains,  18  miles,  8  to  16  in.  dia.;  20  hy- 
drants;; pressure,  dom.  26  lbs.,  fire  26  to  80  Iba.; 
cost  to  construct.  84,200. 


MASTAI,   pop.    1,400;    fire 
bldgs.,  stone.   2  to  8  stories; 


2   sq.    mill 
rooia 
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permitted;  fireworkf  ord.  Fire  dept— 1  steuner, 
4  hand  ex..  S  h.   &  L  trucks.  6  hoae  carriagcik 

1  hose  tna  supply  wagon;  hose,  cotton,  cood 
UOO  ft.;  linen,  good  1,400  ft.;  total  hos^  VSOO 
ft.;  fire  alarm,  whistle  and  hell;  value  of  dept. 
equipment,  $1S,000;  total  mem.,  6S  volunteers. 

wATsa  Supply— -Source,  springs. 

MONTREAL,  pop.  167,7S0;  fire  area,  6,000  acres; 
mercantile  hldgs.,  stone  and  brick,  t  to  10  sto- 
ries: private,  stone  and  hrick,  8  stories;  wooden 
roofs  not  permitted;  fireworks  and  combustihles 
ord.;  causes  of  fires  investigated.  Fire  dept. — ^11 
steamers,  2  salvage  wasons,  2  c.  engines,  GO  c. 
hand  ex.,  10  h.  ft  I.  trudcs,  4  aerial  trucks.  1  water 
tower,  9  hose  wavons,  S  hose  reels,  120  horses; 
hose,  cotton,  rubber  lined,  good  87,000  ft.;  fire 
alarm,  GamcweU,  88B  boxes;  value  of  dept.  equip- 
ment, Q00.000;  value  of  hldgs.,  1500,000;  ann.  exp. 
of  dept,  8822 j641;  total  mem.,  'iX  paid  full  time. 

Watb&  Supply— Source,  river,  6  miles  from 
business  center;  system,  pump  to  res.  and  direct; 
quality  of  water,  good;  res.  cap.,  44.400.000  gals.; 
pumping  engines,  cap.  per  day,  46,000,000  gals., 
constructor,  Worthington;  mains,  cast  iron,  249 
miles,  4  to  30  in.  dia.,  Canadian;  1,844  hydrants; 
352  valves,  Canadian;  meters,  total  number  1.653; 
Crown,  Union.  Empire.  Gem,  Hersey  Rotary, 
Worthmgton,  Trident,  Keystone,  owned  by  city; 
69,000  services:  pipe.  lead;  pressure  dom.  40  to 
RO  lbs.,  fire  90  to  126  lbs.;  consumption  per  day, 
86,000,000  gals.;  cost  to  construct,  89,200,000;  int 
paid  on  bonds,  4  per  cent:  ann.  cost  of  mtce., 
1287,048,  works  belong  to  city. 

ORMSTOWN,  pop.  1,050;  fire  area,  640  acres; 
mercantile  bldgs.,  brick,  2  and  8  stories;  private, 
brick  and  wood.  2  and  8  stories;  wooden  roofs 
nermitted;  fireworks  ord.     Fire  dept.— 1  steamer, 

2  hose  carriages.  1  extension  ladder:  hose,  rtibber. 
good  500  ft.;  cotton,  good  460  ft.;  inferior.  60  ft; 
total  hose.  1,000  ft.;  fire  alarm,  bell:  2  horses, 
value  8200;  value  of  dept.  equipment.  $4,000;  value 
of  bldgn.,  8600;  ann.  exp.  of  dept.,  $600;  total 
mem..  26.  paid  psrt  time,  volunteers  40;  under- 
writers' rating,  fifth  class. 

Watxk  Supply— Source,  river. 

QUEBEC  pop.  70.000;  fire  area,  147.648  acres: 
mercantile  bids.,  brick,  stone  and  wood,  1  to  6 
stories;  private,  brick,  stone  and  wood,  1  to  4 
stories:  wooden  roofs  not  permitted;  fireworks 
and  combustibles  ord.;  causes  of  fires  investi- 
i^ted.  Fire  dept— 2  steamers.  60  c.  hand  ex..  8 
h.  &  1.  trucks,  2  aerial  trucks.  17  hose  reeU. 
38  horses;  hose,  cotton,  rubber  lined,  good,  12,000 
ft.:  inferior,  all  kinds.  1,000  ft;  toul  hose.  12t.000 
ft:  fire  alarm.  Gamewell.  100  boxes;  value  of  dept 
equipment.  860,000:  value  of  bldgs.,  860,000:  ann 
exp.  of  dept.  $40,000:  total  mem..  66,  paid  full 
time;  underwriters'  rating,  first  claM. 

Watx«  Supply— Source,  lake  and  river,  7  miles 
from  business  center:  system,  gravity;  quality  of 
water,  good;  res.  cap..  100.000.600  gals.:  mains, 
cnst  iron.  70  miles,  4  to  80  in.  dia.:  490  hydrants: 
480  valves;  8.200  services:  pipe,  lead;  pressure, 
dom.  90  to  60  Ihs..  fire  80  to  100  lbs.;  consump- 
tion per  day.  12.000.000  tfnU„  per  capita  150  laK: 
cost  to  construct,  884»00,000;  int  paid  on  bonds, 
4  and  7  per  cent:  ann.  cost  of  mtce.,  826,000: 
works  belong  to  city. 

RICHMOND,  pop.  2.200:  mercantile  bldgs.. 
wood  and  brick,  1%  and  2  stories:  private,  wood 
and  brick.  1%  stories;  wooden  roofs  not  per- 
mitted.  Fire  dept. — ^1  hand  engine.  2  h.  Ik  1 
trucks.  2  hose  carriasres.  buckets,  etc.:  hose,  good 
fHN)  ft;  volunteer  brigade;  underwriters'  rating, 
fonrth   clsns. 

Wath*  Supply— Source,  brook,  2  miles  from 
business  renter:  svstem.  gravity :  mains,  '•ast  iron. 
7  miles.  2  to  10  in.  dia.:  14  hydrants:  5  valves: 
400  services:  pressure,  fire  80  lbs.;  co«t  to  con- 
struct. 824.000:  ann.  cost  of  mtce.,  $600;  workn 
belong  to  municipality. 

RTMOUSKT.  pop.  4.000:  fire  area,  250  acres: 
mercantile  bldgs..  wood  and  brick.  1  and  8  sto- 
ries; privste.  wood,  brick  and  stone.  1  and  2  sto- 
ries; wooden  roofs  permitted.  Fire  dent.— Private 
c.  ex.;  hose,  cotton,  rubber  lined,  1,800  ft;  fire 
al.'''*m,  bell. 

Watxii  Supfjlv— Source,  lake;  situated  6  miles 
from   buainc80   ccot«r;  j^ftem,    gravity;    materigl 


used  in  construction,  iron;  quality  of 
res.   cap.,  600,000  gals. ;  cap.  of  pumps 


res.  cap.,  owJWli  gals. ;  cap.  ot  pumps  per  day, 
800,000  gals.;  oonatructora,  Le  Credit  Manscipal 
Canadien  Co.;  mains,  0  miles,  6  to  10  in.  dia.;  58 
hydrants;  pressure,  dom.  90  Iba.,  lire  110  Iba.: 
consumption  per  day,  200,000  gala. ;  per  cnpita,  SB 
gals.:  cost  to  construct,  $126,000;  Dondea  debt. 
U26,O0O;  int  paid  on  bonds,  4%  per  cent.; 


cost  of  mtce.  $600;  works  belong  to  city. 

ST.  ANNE  D£  LA  POCATIERE.  po|».  1400; 
fire  area,  100  acres;  mercantile  bldgs.,  wood,  1% 
stories;  priiratc,  wood,  IH  stories;  wooden  rooi% 
permitted;  no  fireworks  ord.;  causes  of  fires  in- 
vestigated. Fire  dept— 2  hand  engines,  1  hose 
carriagea;  hoae,  linen,  good  2,600  ft;  vnlne  ol 
dept  equipment,  $2|0^t  >nn*  c^cp.  of  dept,  HSL 

WATB&  Supply— Source.  Ottawa  River. 


ST.  HENRI,  pop.  26,000;  fire  area,  4M 
mercantile  bldin>»  stone  and  brick,  2  to  4  atones; 
private,  brick  ana  wood,  2]4  and  8  stories;  wooden 
roofs  not  permitted  on  mam  street:  fireworks  oed.; 
causes  of  fires  investigated.  Fire  dept — ^1  steamer, 
8  c.  ex.,  2  h.  ft  1.  trucks,  8  hose  carriages,  1  hose 
wagon:  hose,  cotton,  good  8,000  ft;  rubber  good 
1,000  ft;  inferior,  600  ft;  linen,  good  m  tLv 
total  hose.  6,000  ft ;  fire  alarm,  telegraph,  66  atreeC 
boxes;  6  horses,  value  $800;  value  of  dept  equip- 
ment, $15,000;  value  of  bldga.,  $25,000;  ann.  exp.  of 
dept,  $11,600;  total  mem.,  8)^  paid  full  time. 

WATsa  Supply— Source,  nver;  system,  pomp  di* 
rect;  pumping  engines,  constructor  HoUy;  maxna. 
16  miles,  4  to  14  in.  dia.;  86  hydranta;  meters, 
total  number  12;  pressure,  dom.  60  lbs.,  fire  H 
lbs.;  cost  to  construct,  $112,000;  works  belong  to 
the  city. 


ST.  HYACINTHE.  pop.  10,000;  fire  area,  2 
miles  squsre;  mercantile  bldn.,  brick,  S  to  5 
stmies;  private,  brick  and  wood,  2  and  S  stories; 
wooden  roofs  not  permitted:  fireworics  and  com- 
bustibles,  ord.  Fire  dept — ^8  steamers.  6  c  ex.. 
1  h.  &  L  truck,  4  hose  carriage^,  all  kinds,  1  ho«e 
vragon;  hose,  cotton,  good,  4,800  ft;  fire  alann. 
electric,  29  street  boxes;  7  horses;  value  of  dept 
equipment,  $24,000:  value  of  bldgs.  and  land,  $••,- 
000;  ann.  exp.  of  dept,  $4,000;  total  mem.,  20. 
paid  full  time  10^  paid  part  time  10. 

Water  Supply— Source,  river;  1  mile  from  busi' 
ness  center;  system,  pump  direct;  filtration  sys- 
tem. New  York;  cap.  of  plant  8SSJ0OO  gals.;  pnmp- 
ing  engines,  csp.  per  day  4,250,000  gals.,  con- 
structors Blake,  Holly.  Knowles;  mains,  cast 
iron.  86H  miles.  2  to  80  in.  dia.;  10F  hvdrr^rv* 
Chapman;  265  valves.  Chapman,  Ludlow;  1,967 
services;  pipe,  lead;  pressure,  dom.  50  to  60  lbs.. 
fire  80  to  1^  lbs.;  consumption,  per  day,  l«8DO,O0O 
gals.;  cost  to  construct  $250,000;  ann.  cost  of 
mtce.,  $7,000;  works  belong  to  city. 


ST.  JEROME,  pop.  8,461;  fire  area,  1.910 
mercantile  bldgs.,  brick,  stone  and  wood,  1^  to 
3  stories;  private,  stone,  brick  and  wood,  2  ato- 
ries:  wooden  roofs  not  permitted:  no  fireworics 
and  combustibles  ord.;  causes  of  fires  not  inves- 
tigated. Fire  dept.— 1  steamer,  1  hand  engine. 
2  c  hand  ex.,  1  h.  &  L  trade,  8  hose 
1  horse:  hose,  cotton,  rubber  lined,  l 
ft;  rubber,  good,  2,000  ft;  total  hose.  4,000  ft.; 
fire  alarm,  electric,  19  boxes;  value  of  dept.  equip- 
ment, $6,600;  value  of  bldgs.,  $7jOOO;  ann.  exp.  of 
dept.,  $2,100;  total  mem.,  10,  paid  part  time  6,  voK 
unteers  10. 

Water  Supply— Source,  springs;  system,  grav- 
ity; mains,  2^  miles,  6  to  16  in,  dia^cost  to  con- 
struct, $95,000;  ann.  cost  of  mtce.,  $400;  works  be- 


longs to  city. 

ST.  JOHN.   POP.   6.400;   fire  area,   1^ 

mercantile  bldgs.,  brick  and  stone,  2  and  S  stories: 
private,  bride,  stone  and  wood,  2  to  4  stories: 
wooden  roofs  not  permitted;  fireworks  and  com- 
bustibles ord.  Fire  dept — ^1  nxeamer.  3  hose  reels. 
3  hose  carriages,  6  horses;  hose,  cotton,  rubber 
lined,  good,  4,800  ft;  fire  alarm.  Gamewell,  17 
boxes;  value  of  dept  equipment  $17,800;  valne 
of  bldgs.,  $6,500;  ann.  exp.  of  dept,  $2J0ft:  total 
mem.  25.  paid  full  time  6,  paid  p«rt  time  4,  vol- 
unteers 16. 

Watk&  Supply— Source,  river;  sirstcm,  pump  to 
res.  direct;  res.  cap.,  27,000  gals.;  pmn^mg  est- 
gines,  cap.  per  day  1300,000  gala.,  constraofeor  John 
McDougall;  mains,  cast  iron,  17  milca,  t  to  m 


total  anmbCT  U;  l^OKI  Mtviee*:  pipi,  lad;  pr»        hose    curiigci     al'l    kiad>,   l'  how  wuooi 
tan,  dam.  K  lo  «  lb*,,  fire  80  lo  lOO  Ibi.;  e»t    |    rubber,   good  IftO  fi. ;    colton.  good  «0  ft.;  I 


oitnict,  ViOfiOD;  ub.   ooit  ol 

ST.  PAUL,  pop,  1,600;  fite  «re», 
oatile  bldn.  Btonc,  brick  and 
itDiHes;  prime,  stone,  btkk  and  w. 


■m  DcLIii  TUue  ot  lepl.  equipment,  ti,kv: 
i  bldn.,  tMOO:  uin.  exp.  of  dept.,  tSOO: 
nn.  »,  pud^it  time  H.  paid  fnfl  time  1. 


>    10    in.    dia.;     M  h; 


'W'" 


G^  per  MDti  ann.  cc 

ST.  SCHOLASTIQUE,  pop.  1,000;  fire  area.  VN 
icrti;  bldg*..  wood,  brick  tod  non«,  )  gtorica; 
woodcD  Tooli  pemllted;  no  Brcworkg  ord.  Fire 
drpt.— 1  hand  enainea.  1  h.  dt  L  tncka.  1  hoBC 
wagoDi;  hoae,  rubber,  oood  1,000  ft;  fire  aUrm, 
bell:   Talue   at   dept.   eqnipmcDt,  tlJOOl  nluc   of 


?AT»«  SuPFM— Source,  welli  and  ri 


aloiia;  pn- 

il  permitted : 


£-£4- 


looi  MO  ft!;  inferior,  tlf  ^da,  1,300  K.:  total 
Smc,  tJW  it;  fire  alarm,  beU  and  electric,  M 
boxea;  nine  ol  dest.  eaoipment,  tUJiOO;  Tilue 
of  btdgi..  114,500;  ann.  cicp.  of  dept.,  tMOO; 
total  TncDL,  18,  paid  fall  tine;  underwrilenT  rating. 

WATaa  SarrLT— Source,  Ma|os  Rlrer,  %  mile 
rom  biuinesi  center;  aritem,  pomp  to  re*.,  to 
itdp.  or  direct;  aldp.  cap.  KjM  gala.,  dim.  B  ■ 
I,   located   at  rea.,    matsial    uaed   In   cona.    ateel, 

-ea.  cap.  3,600.DW  gala.,  bnllder  Jenckea;  quilitr 
if  water,  good;  3  pumping  enginea,  aize  10  x  IL. 
~    ifx  IS,  cap.  per  dar  ^JOO.COO  gala.,  ean- 


IKt   TalTca,   Chapman. 

tier  40.  owned  Sr  citr 

ind  iron;  preaaure.  dom.  IS  to  luu  jdb.,  nrc  fu  to 

126  Iba.;  conaumptlon  per  da;,  1,300,000  gala. ;  etmt 

t,   eooatrDcl,  tlOO.OOO;  booded  debt,  UlE.OOO;  int. 

laid  on   bonda,  M  to  4  per  eeot;    ann.   coat   of 

ntcc.,  tlG.OOO;  woru  belong  to  city. 

SOREL,  pop.  8,891;  fire  area,  M  acrei;  bldn,. 
tone,  wood  and  brick.  I  to  4  atoriei;  wooden 
sola  permitted;  no  fireworita  ord.  Fire  dept.— 
ateamer,  1  h,  &  I.  tmck,  G  winter  hcac  reela. 
Summer  ha«  reela;  hoae,  linen,  rubber  lined, 
sod  UOO  ft. ;  cotton,  g«^  1,000  ft. ;  inkrior,  1,006 
u;  leatber.  good  (00  ft.;  total  hoae,  fi.TDO  ft.;  fire 
larm,  telephone:  Taloe  of  dept.  equipment,  nO,- 
H;  Talue  of  bldga.,  flO.OOO:  ann.  exp.  of  dept.. 
l.SU;  toUl  mem.,  IE,  paid  foil  dme  8,  part  time 

Waiik  SnrrLT-— Source.  Hrer;  ayatem,  pump  to 
ink  and  direct;  tank  cap.  100,000  gala.;  pumping 
iKinea.  cap.  per  day  1.000,000  gala.,  conatmctora 
kiuld  and  WOTtfalngton;  niatna,  can  and  wrought 
on  13  nnea,  IH  to  8  In,  dla.;  «  hydnnta;  MOO 
»-ncca;  pipe,  lead;  preanue.  dom.  n  Iba,.  fire  110 
a.;  coal  to  eouitract.  tUO.OOO;  ann.  coat  of  mice,. 
1,000;  wofto  belong  to  town. 

TERREBONNE,  pos.  1,000;  mercantile  bldga.. 
ood  and  brick.  1  atoriea;  priTatc.  wood.  1  atory; 
Doden   roofa  permitted;  no  fireworka   ord.     Fire 


d  Z,«Ob  fi.;  lot^l  huK,  t,EOO  ft.;  1  horie.  value 
"I  dept.  equipm^rnt.  !t.O0O;  ann.  exp.  of  dept., 
KOO;  total  mem.,  10.  paid  part  Hme  8. 

Watkk  SuprLy—Source,  ipringa;  lyatem,  gi» 
iiy;  cap.  of  re>,,  SSO.W  gals,;  mains,  1£  milea, 
IVi  10  Vii  in,  dia.;  150  MrTleea;  coat  to  eonatruct, 
tSa.0OO;    uo,    cost   of  mice.,    1S80;    worka  belong 

THKEE  ttlVEBS,  pop.  11,800;  fire  area,  800 
acres;  mercantile  bldga,  atone  and  wood,  1  to  4 
itoriea;  priTate,  brick  and  wood,  1  lo  8  Mories; 
wooden  roofs  permitted;  fireworks  and  combua. 
tible*  ord.;  cauaea  of  fires  Inveatigatcd.  Fire 
dept-— 11  c  band  ex.,  I  hoae  carriuta,  1  horses; 
•-—    linm,  rubber  lined,  good^l.«0  ft.;  robber. 


eoD<f,  ijoo'  f 

lekgraph,    11    boxea 

t4,aiW;  value  of  bids 


t,4b0  ft.;    fire   I 

— , ^    of    dept.    equipment. 

--,---, -JdBs,,  112,000:  ann.  enp.  of  dept.. 

K^i  total  mem.,  U,  paid  full  time;  underwriters' 

TLr— Source.    St. 

'"' «™j  P 


pump  direct 
ter,  good;  1  pumping  eo- 
M.OOff  gala. :  maina,  cast 
-     "-  ,    M  hydianta:  108 


gines,  cap.   per  day   G.00( 
rron,    IT    milM.  4  to  ij  ii 

T«lTea;  UOO  services;  pi^_. 

SO  Iba.  fire  180  lbs.;  cofltumption  per  day  MO.OOO 
gala.,  per  cap.  88  gala.;  coal  to  conttmct,  lUD.OtO; 
bonded  debt.  fnOMO;  int.  paid  on  bonda,  4  pet 
cent;  ann.  coat  of  ntcc,  tl^OOO;  worka  belong  to 

VALLEYFIELD,  pop.  S,3(a  fire  area,  4  milea 
aq.;  mercantile  bldga.,  alone  and  brick  1  and  I 
Itoriea;  private,  stone,  brick  and  wood;  wooden 
roofa  permitted:  fireworks  ord.  Fire  dept.— 1 
aleamn.   1   h.   ft   I.    (ruck.   4  c    ex..  1   bose   car- 

Kood,  4.000  ft.;  inFeri 
fire  alarm,  bell  and  t 
value  of  dept,  equip 
n0,000;  ann.  rip.  of 

Watik  SunLT— Source,  river;  ayiiem.  pump  di- 
rect; pumping  cnginea,  cap.  per  day  tJGO.ODO  gala., 
constructor  Blake;  mains,  cati  Iron.  IS  milea,  4 
to  11  in.  dia..  Glasgow;  106  hydrants.  Chapman; 
M  valves,  Chapman;  meters,  total  numbs  1. 
Cniwn:  1,700  aervicea;  preaaure,  fire  100  lbs,;  coat 
to  constrect,  tISOJIOO:  int.  paid  on  bonds.  4  and 
I   per    ccnt;^  ann.   coal   of    mtce.,   tMOO;    works 


.;  toUl  hose,  4,200  ft.; 
;  3  horses,  value  UN); 
1.000;  value  of  bldg'^.. 


■toriea:  wooden  rmrfs  permitted-  Fire 
1  hand  engine,  1  hoae  carriage,  taddera 
cotton.  Bood  G.OOD  ft. ;  leather,  good  78  (t 
bose,  &,m  ft.;  fire  alarm,  bell;  underwrili 
ing,  fifth  claas, 

WATBa  So rTLV' -Source,    wella;     syalem 
I  res.;  4  hydranta;  preaaure,  40  lbs. 


and  8  Maries;   ivivat 

dept- 


dept.— 


L  h,  A  L  truck,  1  hoM 
cotton,  good  1,600  ft.; 
dept.    eqnfpmeni   and 


fireworka  a 

bfdga.,   |S,booT'tMa'l''mm"   t 
writers'  rating,  fourth  claaa. 

WATia  SarrLT-^ouTce.  aprings  and  welli.  U 
itille  from  business  center;  syalem.  bravily,  and 
pump  to  res. ;  maina.  cast  iron,  T  miles,  4  Vt  U 
in.  dla.,  Londonderxr;  S  hydrants.  Allen,  Taylor 
A  Co.;  pipe,  lead;  pressure,  dom.  80  lb*.,  fire 
TO  lbs.;  coat  to  construct.  |»,000:  fait,  paid  on 
bonda,  8  per  cent;  ann.  cost  ol  mtcc,  MOO. 

Places  with  a  population  of  1.000  or  more,  hav- 
ing no  ornniaed  fire  dept—Artfaabaskarille,  Bedd- 
Berthier.  Capeltnn. 


FLORIDA. 
FeRMANDINA.-Mcicintilc  buildinn.  2  to  a 

(or  3  yr.  «m';  .v"  mV'Ii^  "tin."  K.l£"  ^"1 
depl.— i  hoie  wagons.  2  c.  cit.  Z  horio.  1  hoic 
retli,  1  fire  boils,  hose,  collon.  rubber  lined,  good. 
1,500   ft-:    inlenor,    all    liindi,   6m)   ft.;    fir*   •trro. 


cap.   «),0D0 

Worlhin,- 


COCHRAN— W*tEi  Strrrtv.— Sour, 
wells;  system,  pump  to  Hdp.,  sldp. 
«■'•■:  2  pumping  engines,  constructs 

npl  lOOpMO  gal..;  preuITre^lTrbl!"""' 
MAINE. 
JinOTHBAY    HARDOR—Hive    1 


GORHAU.— Have  K  hydruti. 

PARIS,-Waii»  Supplv. -Source      wills-     sys- 

MASSACHUSETTS. 

SPENCER.— H.»e  17  chemicl  hand  extinguish. 
rrs  Fire  tosa  tor  ISOB  MJ16;  iul  for  «me  l^mc. 
(4.000;  ann.  expenses  of  depL,  W.WO. 

WHITMAN.-Pop.  7,004;  have  6  chemical  hand 
ex.,  10  horses.  1  chemical  engine. 

MICHIGAN. 
GRAND     LEDGE.— Have     J     electriol     driven 


hoi 


IONIA.-HBve 
-■s;    US  hydrai 

.,  22,  2  paid  fi 


S,200   ft.   good   1 
me.  »  voriinteer. 


MINNESOTA. 
ANOKA.-Water  works  belong  n 
GRAND  RAPIDS— Value  of  bu 


!  mSti  of  m™iS)"4  tl"l2"t 
NEW  JE 

-Pop.   9.000; 
Idinga  brick 

combustible  ordnane?. 


NEW  JERSEY. 
CUFTON.-Pop.   9.000;    fire   area     2   so     , 
merctnlile  buildings  brick  and  wood,  2  to  4  si 


FREEPORT.— Pop. 
.  trucks;  hose,  coltor 
LACKAWANNA.— 


boxes;  vilne  of  depl  equi 
dent,   buildings,   %10,iaO\    a 
Slf.SUO;  toUl  m 
time  SO;   S  voluD 


^nt,  S11.E00;  nlae 
u.iwv,  HiLuiial  expense  of  dc 
K.  paid  full  linw  8.  JW<  1 


F  dent,   bid 


Watm 
niles  froi. 
combined 


I  cap.  30.000  gll. ;   miins.  ck 

to  10  in.    di>.;   IS  hvdntnU 

-  ■■        fite  1«!  lbs.; 


.trucl.  t4E.00O;  bonded  d 
londs,  aw  to  4  per  ceni 
HM;  works  belong  to  cil 


imption  per  day,  400MO  glls. 

PEN.VSYLVANIA. 
CHBALD.— Pop.  S.143;  fire  area,  S.ISO  acre., 
colton,    rubber   lined,   good.   3.600    ft.;    laii. 


Wat«  Supply— System,    gravity;    prruorc.    1» 
lo  146  lbs.;  miint.  «.  8  and  12  in.  in  diametn-. 

VANDERGRIFT   HEIGHTS.-Have  41  vohn 


CAMDEN.— Pop 


ip.  of  dept.  ttOOO;  i 


;    value    of    bnikling 


n.  ft  I.  trucks.  6  hose  carriages-  hos< 
rubber  lined,  good.  3.700  ft.;  fire  alarm 
telephone  and  whistle.  BO  boxes:  value 
\.  building 


struct?''jLOW.MOri"p''umpi^'  CTp";;'^min^  t 

iron  and  wrought  steel.  &  miles,  t  to  SO  inches 

■  ?'".'»"''""»;  ^'  Pf"  *  Cady  Co.  mike 


COMANCHE— Poi 
mer.   bidga. 
Mlone,   wood 


TEXA.S. 

0;  fire  II 
ick.   S   ■ 


sligated.     Fire  dept— 
•-'■'     \   1.400    ft:    value    of   bnile 


'«r^:^ 


lined,    good,   1.400    It;    value    of   bnildinn,    St«. 
value  ol  equipment.  tiMD;  lotal  mem..  Q.  I  p^  | 


MINERAL  WELLS.-Pop. 


RED  BANK.^l'op.  7,000;  have  1  h.  &  1 
.-larm  boxM.  l"""^''.'  ir'uclc  biiifding.   ""' 


NACOGDOCHE.S.-Hav 


0%.   C^t™ 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY-ADDENDA. 
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TENNESSEE. 

CLARKSVILLE.-Havc  1  h.  &  1.  ^ck,  6 
horses:  value  of  dcpt.  equipment,  J11,0W;  ann. 
exp.  o/  dept.,  $4,700. 

COVINGTON.— Pop.  4,500;  fire  area,  262  acres: 
mere,  bldgs.  brick,  1  to  3  stories;  private,  wood 
and  brick,  1  to  2  stories.  Fire  dept.— 1  combina- 
tion chem.  and  hose  wagon,  2  horses;  hose,  cotton, 
rubber  Uned,  good,  1.M0  ft.;  alarm,  teje^one  and 
whistle;  value  of  dcpt.  equipment.  $2,200;  value 
of  buildings.  $2,000;  total  mem.,  13,  1  paid  full 
time,  12  paid  part  time. 

TULLAHOMA.— Pop.  3,500;  buildingrf  brick,  1 
and  2  stories;  frame  buildings  not  permitted. 

UTAH. 

BRIGHAM  CIT¥.— Water  Supply.— 2  reser- 
voirs, combined  cap.  410,666  gals.;  48  hydrants;  22 
miles  of  mains. 

MT.  PLEASANT.— Watb*  Supply.— 38  hy- 
drants;  cost  to  construct,  $60,000. 

VERMONT. 
WOODSTOCK  —  Watke      Supply.  —  Reservoir 
cap.,  20,000,000  gals.;  440  services;  cost  to  construct, 
1100,000. 

VIRGINIA. 

COVINGTON.— Pop.  4,500;  6  hose  carriages— 
4  in  good  order,  1  out  of  order. 

PULASKI— Wate*  Supply.— Source,  storage 
dam,  cap.  44,000  gals.,  located  3  miles  north  of 
city,  connected  with  city  mains  by  15  in.  c.  1.  pipe; 
gravity  pressure  in  city;  pressure  96  lbs.;  re-en- 
farced  concrete  dam. 

WASHINGTON. 

ANACORTES.— Have  8  chem.  hand  ex.,  2 
horses;  1  paid  man;  value  of  dept  equipment, 
$6,700. 

COLUMBIA  CITY.— Have  h.  &  1.  truck  outfit 
but  no  truck. 

WEST   VIRGINIA. 

BENTWOOD.— Pop.  7,000.  Fire  dept.— 1  comb, 
chem.  and  hose  wagon,  20  chem  hand  ex.,  3  hand 
hose  reels,  2  chem.  wagons,  700  ft.  hose;  fire  alarm, 
Gamewell,  18  boxes  and  bell;  90  volunteers  and 
3  paid  men. 

KEYSER. — Pop.  6,000;  fire  area,  160  acres;  build- 
ings wood  and  brick;  2  hose  reels,  1  h.  &  1.  truck; 
hose,  cotton,  rubber  lined,  good,  2,000  ft.;  value 
of  dept.  equipment,  $4,000;  value  of  buildings,  $5i00. 

WISCONSIN. 

NEENAH. — Pop.  6,048;  wooden  roofs  per- 
mitted.  except  in  fire  limits.  Fire  dept.— 2  hose 
wagons;  hose,  cotton,  rubber  lined,  good,  1,200 
ft.;  rubber,  good,  1,200  ft.;  inferior,  all  kinds. 
300  ft.;  total  hose,  2,700  ft.;  value  of  dept.  equip- 
ment, $4,500;  value  of  buildings,  $6,000;  ann.  exp. 
of  dept.,  $1,400;  total  mem.,  48  volunteers. 

OCONTO.— Total  men,  13,  3  paid  full  time,  10 
part  time. 

TOM  AH.— Pop.  4,600;  fire  area,  6  blocks;  mere, 
buildings,  stone,   brick  and  wood,  1  to  3  stories; 


fire  works  and  combustible  ord.;  causes  of  fires 
investigated.  Fire  dept.— 2  chem.  engines,  1  h. 
&  1.  truck,  2  hose  carts;  hose,  cotton,  rubber 
lined;  bell  and  whistle  alarm;  value  of  dept. 
equipment,  $5,000:  value  of  buildings,  $5,000;  ann. 
exp.  of  dept.,  $350;  36  volunteers. 


CANADA. 

CAMPBELLTON,  N.  B.— Have  3  horses  and 
3,000  ft.  good  hose. 

EDMONTON,  ALTA.— Pop.  23,000;  fire  area, 
5,000  acres;  mere,  buildings,  brick  and  wood,  1  to  4 
stories;  private,  brick  and  wood,  1  to  3  stories; 
wooden  roofs  not  permitted  in  fire  area;  fire  works 
and  combustible  ordinances;  causes  of  fires  inves- 
tigated. Fire  dept. — ^1  steam  engine,  3  chem.  en- 
gines. 14  chem.  hand  ex.,  1  h.  &  1.  truck,  4  hose 
wagons,  18  horses;  hose,  cotton,  rubber  lined,  good, 
9,000  ft.;  inferior,  450  ft.;  totel  hose,  9,460  ft.; 
fire  alarm,  Gamewell,  63  boxes;  value  of  dept. 
equipment,  $46,000;  value  of  dept  buildings,  $50,000; 
annual  expenses  of  department,  $45,000;  total  men, 
31,  paid  full  time;  underwriters'  rating,  first  class. 

Water  Supply— Source,  Saskatchewan  River,  1% 
miles  from  business  centre;  direct  pumping  sys- 
tem; sUndpipe  cap.  60,000  gals.;  quality  of  water 
good;  Roberts  mechanical  filtration  system;  4 
pumping  engines,  cap.  per  day,  11,000,000  gals.,  con- 
structors, Ingals,  Northey,  Mathews  and  Piatt; 
cast  iron  mams,  60.2  miles,  4  to  20  in.  dia.;  242 
hydrants;  400  valves;  228  meters,  Neptune,  Na- 
tional and  Union;  owned  by  city;  2,686  services; 
lead  and  galv.  iron  pipe;  pressure,,  domestic,  40 
lbs.,  fire,  80  lbs.;  consumption  per  day,  2,600,000 
gals.;  100  gals,  per  capita;  cost  to  construct,  $855,- 
940;  bonded  debt,  $606,683;  interest  paid  on  bonds, 
$29,396  per  year;  cost  of  maintenance,  $64,816; 
works  belong  to  city. 

GUELPH,  O NT.— Pop.  14,000;  fire  area,  2,500 
acres;  mere,  bldgs.,  stone.  2  to  5  stories;  private, 
stone,  brick  and  wood,  1  to  3  stories;  wooden  roofs 
not  permitted  in  fire  area;  fire  works  and  com- 
bustiole  ordnances;  causes  of  fires  investigated. 
Fire  dept — 6  chem.  hand  ex.,  1  h.  &  1.  truck,  1 
hose  wagon,  2  hose  carriages.  4  horses;  hose,  cot- 
ton, rubber  lined,  good.  2,000  it. ;  inferior,  all  kinds, 
1,900  ft.;  total  hose^  3.900  ft.;  fire  alarm,  telephone, 
12  boxes;  value  of  dept.  equipment,  $5,600*  value 
of  dept.  buildings,  $5,000;  annual  expenses  of  dept., 
$8,000:  total  men  17,  paid  full  time  7,  paid  part 
time  lO;  underwriters'  ratings,  first  class. 

NEW  GLASGOW,  N.  S.— Water  Supply.— 16 
miles  cast  iron  mains;  70  valves,  86  hydrants,  1,200 
services;   cost  to  construct,  $170,000. 

NIAGARA  FALLS— Water  Supply.— 4  pump- 
ing  engines,  128  hydrants,  8  meters.  Crown,  Worth- 
ington;  2,150  services;  cost  to  construct,  $90,000; 
bonded  debt,  $76,000. 

WATERLOO,  ONT.— Pop.  4,600.  Fire  dept.-l 
h.  &  1.  truck,  1  hose  wagon,  4  horses;  hose,  cotton, 
rubber  lined,  good,  1,000  ft.;  rubber,  good,  800  ft.; 
inferior,  all  kinds.  450  ft.;  total  hose.  2,260  ft.; 
fire  alarm,  bell  and  6  boxes;  value  of  dept  equip- 
ment, $8,000;  value  of  buildings,  $7,000;  ann.  ex- 
penses of  dept.,  $2,600;  total  mem.,  15  volunteers; 
underwriting  rating.  Class  B. 


Incendiarism  and  Arson. 

At  the  annual  meetrng  of  the  National  Board  of  Fire  Underwrittn,  held  Ifay  at,  1910 
tbe  following  list  of  rewards  offered  was  presented  by  the  Committee  on  tncendiaiism  and 
Arson: 

N'UMBKK  AND  AUOUNT  OF  REWARDS  OFFRRBD  IN  EACH  STATK  PROM  APRIL  I,  I9O9.  TO  ApRtt.  1. 191s 


St*™. 

Mo. 

Amoant. 

Stati, 

No. 

A«.. 

*l.h.». 

3 

J 

3 

i 

$a.oac. 
1,500 

i,oso 

'S 

t.lSO 
Soo 
SSO 

a.ooo 

3.SSO 

MODtJDI 

IS 

3 

i 

6.450 

4.5" 

Ui(£iiu.  . 

5" 

4?' 

=g 

Toal  offered 

.ws 

.,«>"« 

NUKBBR  AND  AMOUNT  OF  RKWARDS  OFPBRBD  EACH  YBAR  SINCB    THB  FIBST  SVBSCBIPTIOIIS  10 
THB  Fund  in  1S73,  viz. : 

YaAi. 

Nd. 
80 

•£ 

161 

1 

"3 
14S 

ii 

;s 

;s 

Ab«.». 

YsAIt. 

No. 

A.°.>L 

6I.37S 

71.400 
S9.900 
35.050 
S9.SSO 
S4.O00 
41.375 
46.950 

as 

59.500 
57.500 
51.050 

43.3«' 

50.700 
49.900 
49,100 
57.ta5 
74.700 

■19 

M9 

i 

190 

s 

81 

i»3 

g^;^ 

ti'S 

?rs 

5.975 

i»S»»-3 

FIRE    UNDERWRITERS    ASSOCIATION. 
PreudenC,   HeDrr   W.    Eaton.   New  York;  rice- 

Besident,  J.   B.   Bnnch,   Proridcnce;   ucctun, 
oward  De  Molt,  New  ¥orb. 

NATIONALE  INS.  CO.,  PARIS,  FRANCE. 

Tliia   domr^iny    in   about   Id    mike   a  dcpa»1    jn 
Khodr  Uland,  mid   to  rcgubily  cnler  ttif  United 

Shep!'ryl"inc.,   or  Tt"  vfdt^c" .   R.  "iypTi"   York, 
Bo.ion  j.nd  Chicago.    Set  pige  38B. 


PERPETUAL  LOSSES  INCURRED. 

The  louu  incurred  in  IXB  undei  pernenul  |»l< 

'(X»,T  °Ani.S.™^!"An.,^^t3r  fcUl. 
uotj-,  tai8;  Del»»»re,  tWT;  FrMkJio,  jnJO: 
c  Aniociation,  tlS^S^  Ginrd.  tG.4«S;  Uanca 


[i^^ylv^im  tS&.TTS;  Beiiwce.  tiff' 
len.  fUSS:  UaioD.  tWi  United  nn- 
1;  total  flSOJt?. 
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New  Yark  lie  hsirance  Co. 


DARWIN    P.    KINQ&LEY,    PRESIDENT 

Organized  1845  Purely  Mutual 

issKs  PamciMiiii  pmcics  hii 


Assets  December  31,  1909      -       $599,708,285.97 
Insurance  in  force  Dec.  31, 1909,  $2,002,809,227.00 


BOARD    OF    DIREGTORS 

JOHN  £.  ANDRUS Manufacturing  Chemist,  399  Broadway,  N.  Y. 

Charles  H.  BECKETT Lawyer,  13s  Broadway,  N.  Y. 

JOHN  CLAFLINiPresident  H.  B.  Claflin  Co.,  Dry  Goods,  cor.  Church  and  Worth  Sto.,  N.  Y. 

LOUIS  F.  DOMMERICH of  L.  F.  Dommerich  &  Co.,  Dry  Goods,  57  Greene  St.,  N.  Y. 

THOMAS  P.  FOWLER,  President  New  York,  Ontario  &  Western  R.R.,  56  Beaver  St,  N.  Y. 

DAVID  R.  FRANCIS 214  N.  4th  St,  St  Louis,  Mo. 

ROWLAND  G.  HAZARD Manufacturer  of  Chemicals,  Peace  Dale,  R.  I. 

A.  BARTON  HEPBURN President  Chase  National  Bank.  83  Cedar  St,  N.  Y. 

GRANGER  A.  HOLLISTER,  Vice-President  Rochester  Railway  &  Light  Co.  Jlochester,  N.  Y. 
WM.  R.  INNIS,  President  &  General  Manager  Studebaker  Bros.  Co.,  1600  Broadway,  N.  Y. 

DARWIN  P.  KINGSLEY President,  346  Broadway,  N.  Y. 

WOODBURY  LANGDON. . .  .of  Joy,  Langdon  &  Co.,  Dry  Goods,  108  Worth  St,  N.  Y. 

ROBERT  J.  LOWRY President  The  Lowry  National  Bank,  Atlanta,  Ga. 

JOHN  G.  MILBURN Lawyer,  54  Wall  St,  N.  Y. 

SETH  M.  MILLIKEN of  Deering,  Milliken  &  Co.,  Dry  Goods,  79  Leonard  St,  N.  Y. 

GEORGE  AUSTIN  MORRISON.  .President  American  Cotton  Oil  Co,  2^  Beaver  St,  N.  Y. 

HENRY  C.  MORTIMER of  Mortimer  &  Wisner,  Chemicals,  66  Beaver  St,  N.  Y. 

AUGUSTUS  G.  PAINE President  New  York  &  Penna.  Co.,  41  Park  Row,  N.  Y. 

WM.  B.  PLUNKETT Treasurer  Berkshire  Cotton  Manufacturing  Co.,  Adams,  Mass. 

ANTON  A.  RAVEN,  President  Atlantic  Mutual  Marine  Insurance  Co.,  51  Wall  St,  N.  Y. 
JOHN  REID,  Treasurer  &  General  Manager  J.  L.  Mott  Iron  Works,  5th  Ave.  &  x  7th  St,  N.  Y. 

FLEMING  H.  REVELL Fleming  H.  ReveU  Co.,  Publishers,  158  Fifth  Ave.,  N.  Y. 

ELBRIDGE  G.  SNOW President  Home  Insurance  Co.,  56  Cedar  St,  N.  Y. 

HIRAM  R.  STEELE,  of  Steele,  De  Friese  &  Frothingham,  Attorneys  and  CounseUors  at  Law, 

3a  LibCTty  St,  N.  Y. 
LOUIS  WAGNER President  Third  National  Bank,  Philadelphia,  Pa. 


NEW  YORK  LIFE  INSURANCE  CO. 

346  BROADWAY  NEW  YORK 


PHCENIX 

ASSURANCE     COMPANY.     LIMITED. 
OF    LONDON 

ckstabushcd  tna> 


LOSSES  PAID,  OVER 


S200.OO0,OO0 


HIAD    ornCI    POR    THC    UNITID    aTATCS 

4.7  CEDAR  STREET,  NEW  YORK  CITY 


SUN  INSURANCE  OFFICE 

OF  LONDON 

^ 

FOUNDED    A.    D.     1710 

%t 

CHIEF    OFFICE    IN    THE    UNITED    STATES 

Sun  Insurance  Building 

54  PINE  STREET,  NEW  YORK 

Tru>tee>  in 
JOH 
HER 
JAM 

New  York 
N  J.  McCOOK.  E>q. 
BERT  L.  GRIGGS,  E.q. 
ES  MAY  DUANE.  E.q. 

J.  J.  GUILE 

SecntaiT.  A.  M.  THOR 

171  La  S-Ile  Slr«.,  Ch 

N.  W.  Coraer  Sudmbm  ind  Bu 
S>nF™id«o.C 

State* 

BURN 

LSEY  M««,„ 

CIED,  IQ. 

ENKY  &  CO. 

1 
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BSTABLISHBO  1868. 


The  Spectator 

AN  AMERICAN  REVIEW  OF  INSURANCE. 


PUBLISHED  WEEKLY. 


Subscriptum  Price ^  $4.00 per  Annum, 


TSS  SPBC  JlA  TOS  !•  a  lire  and  progressive  Itunaxance  journal,  noted  for  its  pungent  and 
fearless  dlscoflsion  of  all  matten  pertaining  to  the  vast  subject  of  insurance  in  every  branch.  In  the  many 
years  of  its  existence  it  has  built  up  a  reputation  for  fair  and  honest  treatment  of  insurance  matters  that  has 
made  it  invaluable  to  insurance  men  of  every  class,  whether  they  be 

MANAGMRS  OP  COMPANIES  OR  AGMNTS  IN  THB  PIMJ,D. 

It  contains  the  latest  and  freshest  insurance  news  from  every  quarter,  bright  and  sparkling  corre- 
spondence from  the  principal  insurance  centies  of  the  country,  comments  on  current  insurance  events  of  the 
day,  and  able  discussions  on  the  principles  of  I4fe,  Fire,  Accident  and  Miscellaneons  Insurance. 

A  most  valuable  feature  of  Thx  Spbctator  is  the  presentation  from  time  to  time  of  carelully 
prepared  and  vduminons 

COMPARATIVB  STATISTICAL  EXHIBITS 

of  the  business  of  I4fe,  Fire  and  Miscellaneous  Insurance,  usually  in  a  comparative  form,  showing  the 
business  transactions  and  detailed  experience  of  all  companies  for  a  series  of  years.  These  statistics 
are  compiled  by  experts  having  no  personal  interest  to  serve,  but  are  prepared  solely  for  the  purpose 
of  analyzing  the  subject. 

THE  MOST  EMINENT  WRITERS 

on  Insurance  In  its  various  fbnns  are  contribntorB  to  its  columns,  and  the  aim  of  its  proprietors  is  to  present 
the  science  of  the  insurance  systems  in  vogue  without  prejudice  to  any  and  in  fairness  to  all.  It  is  in  this 
spirit  that  Fire,  Life,  Industrial,  Aoddent  andBmployerB'  Inability,  Natural  Premium  Ufe  and  Miscellaneous 
Insurance  Companies,  Associations  and  Societies  are  treated  without  fear  or  £ivor.  It  also  gives  the  current 
news  from  different  Insurance  centies  each  we^  and  each  number  is 

AN  EPITOME  OP  INSURANCE  APPAIRS 

that  are  of  interest  to  the  profession  at  large.  In  short,  it  is  the  ambition  of  its  proprietors  to  make  Tbb 
Spxctatos.  an  invaluable  journal  to  every  person  identified  with  the  insurance  interest  In  any  capacity,  and 
its  unprecedented  success  is  evidence  that  their  efforts  are  appreciated. 

Any  business  man  entering  the  insurance  profession  ss  manager,  agent  or  broker  ihould  address  The 
Spectator  Company  for  information  regarding  the  various  treatises  and  other  instructive  publications 
printed  in  the  interest  of  the  particular  branches  of  insaranoe.  Managers  and  general  agents  should  see  that 
their  sub^gents  are  supplied  with  the  various  publications  issued  by  it  in  behalf  of  insurance.  The  public 
interested  in  insurance  from  a  fire,  Ufe  or  casualty  standpoint  should  secure  copies  of  the  works  of  reference, 
containing  reports  on  insurance  companies,  issued  by  it. 

A  complete  Catalogue  of  insurance  works  will  be  sent  to  members  of  the  insurance  fraternity,  or  to 
any  person,  on  receipt  of  seven  cents  to  cover  postage. 

Attention  is  called  to  the  condensed  Catalogue  of  the  nsuranoe  works  of  the  Spectator  Company 
presented  on  other  pages  of  this  issue. 


The  Spectator  Company 


Chicago  Office : 
159  La  Salle  Street 


135  William  Street 

NEW  YORK 


The  Following  Extract  From  «  Letter 

To   Prudential  Ordinary   Policyholders 

Should  be  read  attentively  by  EverjrHutbandandFatherof  a  Funily: 


I  WISH  to 
■pecificaUy  call 
attention  to 
v^t  bat  becoine 
popularly  known 
ai  The  Pnidentfal 
Monthly  Income 
Policy. 

Practical  ex- 
perience has  dem- 
onitiated  to  u*  that 
thit  ii  the  tafeA  and  moit  perfect  (onn 
of  life  imuiance  contnct  evor  deviK<l 
for  the  absolute  protection  of  die  Family. 
The  di£eient  f onn*  of  inMnancw  imied 
by  The  Prudential  have  dtat  tpeatl 
merits  and  aic  imied  to  meet  the  ipedfic 
wiihet  or  needs  of  our  patrons.  But 
whether  for  4)ecific  or  general  purposes, 
provision  for  the  actual  support  ai  de- 
pendents it  the  natural  and  sincere  desire 
of  every  hugband  and  father.  There  is 
nodiing  thai  so  complete^  meets  thit 
requffemoit  as  The  Prudential  Monthly 
Income  Policy. 

The  wife  it  educated  to  depend  on  an 
income  or  allowance  to  meet  the  cunent 
biUt  and  expentet  of  running  the  home. 


Hence  it  would  be  safest  and  moit 
convenient  for  the  widow  and  du^ 
also  to  have  an  income  payable  mooliil]'. 
Eke  a  penacn  or  salary,  whidi  woiJd 
rdieve  her  of  such  buanett  cares  u 
the  invetting  of  money  and  of  ibe  in- 
cettaintiet  that  woidd  naturaSy  lOtad. 
The  Prudential  MontUy  Income  Policy 
pfotecU  her  in  these  re^>ecti.  It  re- 
moves all  pottibiKty  of  loti.  It  it  ^ 
widow's  pcJicy,  the  bcxne  poGcy,  Am 
family  policy,  and  if  evoything  dte 
thould  fail,  it  comet  to  die  retcoe,  md  ■ 
to  her  a  never-facing  source  of  suppnL 
No  plan  For  the  support  and  protedico 
of  the  widow,  dte  dau^ter,  the  mo, 
or  other  def>oident  has  ever  been  <)e- 
vised  that  is  to  perfect  in  all  its  FeatuTtt. 

It  may  alto  be  taken  upon  the  Eo- 
dowment  plan,  providing  fot  a  mooiUr 
income  or  old  age  poition,  bx  tbe 
insured  himielf,  or  few  his  bcneficiuT. 
or  for  bodi. 

1  remain,  very  truly  youn. 


A  Prudential  Monthly  Income 
Policy  Check  Coming  Every 
Month  Will  Pay  Hoiuehold  Bills 

WRITE  FOR  FULL  DETAILS 

The    Prudential 

Insurance    Company    of    America 

Incorponted  u  a  Stock  Companj  by  tlie  Stite  of  New  Jcncj 

HOME  OFFICE  NEWARK,  N.  J. 


ttik  INSintAKCB  YBAH  BOOK. 


xzxvu 


The  Prudential 


Assets,  over 


Liabilities^  about 


Surplus,  over 

Total  Payments  to  Policyholders  since 
Organization,  plus  Amount  Held 
at  Interest  to  their  Credit,  over 

Additional  Payments  to  Policyholders 
and  other  Concessions  not  stip- 
ulated in  Original  Contracts, 
made  Voluntarily  to  Holders  of 
Old  Policies,  in  the  past  20  Years 
have  cost  over     .... 

Extra  Life  Insurance  Voluntarily 
added  to  Industrial  Policies  in 
Force,  over  •       •       • 


2(f0  MiUion  DoUars 

182  MiUion  Dollars 

18  Million  DoUars 

360  MiUion  DoUars 


13  MilUon  DoUars 
24  MiUion  DoUars 


OmCKRS 

John  F.  Dkydbn President 


PoRSBST  F.  Drydsn  2d  Vice-President 

WiLBXTR  S.  Johnson  4th  Vioe-Frc».&  Comptroller 
Richard  V.  I/INDabury  General  Counsel 

John  K.  Gore Actuary 

Edward  Kanou^s. 

PRBDBRIC  A.  BOfYLB 

Vax,bntins  RixBR 
Hbnry  Ovbronb    . 
Gborob  p.  Williams 
Frbdk.  H.  Johnston 

HOLGBR  E.  KRATTSS 


Txvasurer 

Cashier 

Assistant  Secretary 

Assistant  Secretary 

Assistant  Secretary 

Associate  Actuary 

Assistant  Actuary 

Edward  H.  Kamill  Consultinff  Medical  Director 

Wh.  Pbrry  Watson    Associate  Medical  Director 

Assistant  Medical  Director 
Supervisor 
Supervisor 


J.  Allbn  Patton 
Gborgb  W.  Gorb 

PRBDK.  A.  C.  BaKBR 
WlLUAlC  R.  KONOW 

J.  Albbrt  Sandford 
Edwin  F.  Kulp   . 

ChaS.  a.  STONBIiAXB 


Supervisor 
Supervisor 
Supervisor 
Office  Supervisor 


David  A.  McIntyrb  Supvr.  Ptg.  and  Allied  Depts. 


Jacob  E.  Ward  ...  3d  Vice-President 
Edward  D.  Duppibld  .  General  Solicitor 

Edward  Gray Secretary 

T.  C.  E.  BuiNCBARD  Sup't  of  Real  Estate 

Prbdk.  C.  Blanchard  .  Supervisor  Loan  Dep't 
WiLitARD  t.  Hamilton  .  .  Assistant  Secretary 
Gborgb  W.  Monsick  .  .  Assistant  Secretary 
Gborgb  B.  Spbbr  Supervisor  Ord.  Agencies 

Gbo.  H.  Kirkpatrick  .  Assistant  Actuary 

PRBDBRICK  L.  HOPPMAN  Statistician 

ROBBRT  L.  Bitrragb  Medical  Director 

Waltbr  a.  Jaquith  Assistant  Medical  Director 
Paul  PitzGbrald  Assistant  Medical  Director 
Robbrt  Gbmmbll  .  Supervisor  of  Claims 
Harry  Vlibt  ....  Supervisor 

J.  H.  Huntington,  Jr.  .  Supervisor 

Bbrnal  I/.  Tatman  .  Supervisor 

Archibald  M.  Woodruff 

Associate  Supervisor  Loan  Department 


(Elected  by  the  Stockholders) 
John  F,  Drydbn  ^ 

UzAL  H.  McCartbr  Edward  Kanousb  William  T.  Cartbr 

Thbo.  C,  E.  Blanchard      Forrbst  F.  Drydbn        Jacob  E.  Ward 
Frbdbrick  C.  Blanchard  Jbromb  Taylor  Anthony  R.  Kusbr 

(Appointed  by  the  Chancellor,  from  the  policyholders,  pursuant  to  Chapter  81, 

Laws  of  1907  of  the  State  of  New  Jersey) 


Wilbur  S.  Johnson 
Richard  V.  Lindabury 
John  K.  Gorb 


Edward  J.  Ill 


Edwin  A.  Stbvbns 


Isaac  F.  Rob 


The  Prudential  Insurance  Company  of  America 

Incorporated  at  a  Stock  Company  by  the  State  o(  New  Jersey 

John  F.  Dry<len»  Praaidrat  Home  Office,  Newark,  N.  J. 


United  Insurance 
Company 


100  WILLIAM  STREET 
NEW  YORK 


FmST  NATIONAL  BUILDING 
CHICAGO 


ALL  UNES  UNITED 

MEARLY  2,000  Stockholders  July  1 ,  1 91 0, 
in  44  States  and  Territories  and  Canada. 
Of  these,  nearly  900  are  AgenU  who  will 
represent  "UNITED"  locally,  and  over  200 
Banken— men  who  are  judges  of  invest- 
ment values. 

AGENTS  WANTED 

InfoniiBtion  Qieerfully  Afiorded  Correspondence  SoKcited 


THE  INSURANCE   YEAR   BOOK. 


THE 


HOM 


LIFE 


INSURANCE  COMPANY  OF  AMERICA,  INC. 

1899 

Executive  Offices:     416-18-20  Walnut  Street,  Philadelphia 

ORDINARY  POUOES  CONTAIN 

The  Valuable  Disability"  Clause 

Infuring  the  Insurance  and  a 

—STATE    ENDORSEMENT— 


INDUSTRIAL  POUCIES  IN 
IMMEDIATE  FULL  BENEFIT 


JOHN  LANGHAN.  Jr..  Ptaddoii 

JOSEPH  L.  DURKIN.  Secratary 

a  MONTAGU  NETTLESHIP. 


F.  PIERCE  BUCKIXY.  Viea-PkaidaBl 
EDWARD  P.  MADDEN.  Ti 

E.  BRYAN  KYLE.  Medkd 


f 


MISSISSIPPI  VALLEY  UFE 
INSURANCE  COMPANY 

Home   Office  t      I^ITTI^E    ROCK»    ARK. 


Wrote  $2,000,000   Paid-For  Business   First  12  Months. 

Mortality  Experience,  1909,  Only  31  Per  Cent 

of  Expected  Loss. 

A  Home  Company  Lending   Its    Money    Back  in  the 
Counties  of  Arkansas  From  Which  Its  Business  Comes. 

Ample  Capital  and  Surplus.        All  Contracts  Guaranteed. 


For  further  information,  addreta 


Mississippi  Valley  life  Insurance  Company 


LITTLE   ROCK,    ARK. 


1810— Centeimiil  Year— 1911 


Hartford  Fire  Insurance  Co. 


HARTFORD,  CONNECTICUT 


Capital  Stock 

Reserve  for  Reiiuitraoce         .        .        -        - 
Reserve  for  Outstanding  Losses 
Reserve  for  taxes  not  yet  due            ... 
NetSun>lus 

TOTAL   ASSETS 

SURPLUS  TO  POLICYHOLDERS 


CHAS.  E.  CHASE,  Pmideiit 


-     <2,oao,ooo.oo 

12,742,135.49 

1,379.817.62 

200,000.00 

8,713,747JQ 

$23,a35,7M.«l 
8,713,747.51 


WESTERN  DEPARTMENT,  ChlcaKo,  lU. 

A.  G.  DUCAN.  G<nK^  Aseat. 
W.  C.  BOORN.  Ajat  GmmoI  JwM  I.  I.  FURCBU.  tad  Aaa*, 

FACmC  DEPARTMENT,  San  Frandaco,  Cat. 

PALACHE  k  HEWrrr.  Gaoenl  AceiMi 

SOUTHERN  DEPARTMENT,  Atlanta,  Gai 

■OLBSTON  &  PRESCOTT.  G«iMnl  AsMiti 


.  Agendas  in  all  the  Prominent  l.ocalitles  tluougfaaut  the  United  Stntea  nnd  C«B*d«. 


American 

Snrety  CMiipanj 


I  0«     DUO  A  D  WA  V 

Caintal  and  Surplui 
over  16,000.000 


This  Companj'  confines  its  buaneas  eicluuveljr 
to  the  (ur"inhmg  of  SureQ'sli^  bonds  and  Undei- 
taldngs. 

Its  eiperience  extends  over  a  quftrterof*  caitury. 
Its  finan.-i.l  Strength  is  enater,  its  Qualifying 
Ponci  under  Federal  and  State  Re^tions  is 
laijier,  and  its  Agency  Or^nization  is  more  ex- 
tensive than  that  of  any  otlier  Surety  Company. 

With    a    PRIVATE    TELEORAPH 

WIRE  direct  from  the  Home  Office  to 
its  Chicago  and  other  Western  Branches, 
ITS  SERVICE  IS  UNEXCELLED. 


Mutual 

Life  Insurance  Co. 

of  Boston,  Mass. 


Good   Contracts    to    RellmUe 
Ageitts,  Address  the  Compamy 


ROLAND  O.  LAMB,  .  .  . 
WALTON  L.  CROCKER,  .  .  S«cKtv7 
LIVBRUS  H.  HOWE,  .  .  .  Actnvy 
ROBT.  K.  BATON,    .    Sopt.  of  AveaciM 


THX  mSUItANCZ  Y«AK  BOOK. 


«U 


THE   FRANKFORT 

2ATf**?=!55S  INSURANCE  COMPANY 

OP  PRANKPORT-ON-THE-MAIN,  OERMANY 
Established    1865 

United  States  Department,  100  William  Street,  New  Ywk,  N.  Y, 

musntsi 

RICHARD  DELAPIHLD,  Piesident  of  National  Park  Bank 
ERNST  THALMANN,  of  Ladenburg,  Tbaimann  &  Co. 
STUYVESANT  PISH,  62  WaU  St.,  New  York. 

C.  H.  PRANKUN,  U.  S.  Mgr.  and  Attorney        JNO.  M.  SMITH,  Sec.  U.  S.  Branch 


HBAD  OFnCB 

SamiiMry  off  Stoftmrat  DMcniber  31, 1909 
Capltel  Svlwcrited      ...      $3,00O,OSQ.0O 
Capital  Fdd  Up  In  CMh        -       -       750,000.00 
Sarpliw  to  Policjrlioldera  oxdiulvo  of 

gnarantMd  capital       -        -       3,948,44766 
Total  AYallablo  ReMOfCCf         -         9,935,334.00 


UNITED  STATES  BRANCH 
ai7of8tatMBantDooeaibar3l  1909 
Dapodtad  nh  InsaranoaDipta.  Now 

Yofl(,Ofilo,aailTniitM?-^    -01.343,891.81 

1,479,689.30 


•    916^603.37 

-       63,333.91 

500,853.03 


Raitrvai  (tadodiiig  voivntanr 
tfocant  reserve  of  8170,000) 
Otber  Liabilities      .       .        . 
Sorplas  to  Polcyboiders 


Liability,  Accident,  Health  and  Burglary  Insurance 

PORTY-PIVE  successful  years  have  made  the  PRANKPORT 
one  of  the  STRONGEST  Casualty  Companies  In  the  WORLD 
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ISSUES  GUARANTEED  CONTRACTS 


\.' 


JOHRP.  MUNN.M.D 

MfAiiercoiiianii 
CLARENCE  R  KELSEV 


WILLIAM  H-  PORTER 


EDWARD  TOWNSEND 

IVm.  AiV.4w>  #  fVWirf  AW.  Jta* 


Good  men,  whether  experienced  in  life 
insurance  or  not,  may  make  direct  con- 
tracts with  this  company,  for  s  Hmited  tei^ 
.  ritory  if  desired^dsectirefor  diemselves, 
in  addition  to^rst  year's  commission,  a 
renewal  interest  insuring  an  income  for. 
the  future.'  Address  the  Company  at  its^ 
.Home  Office,  No.  277  Broadway,  N.  Y. 


1859— OVER  FIFTY  YEARS  OLD— 1910 

London  Mntoal  Fire  Insurance  Co. 


Head  Office,  TORONTO 

ASSETS,    -    -    -   $924,683 
LOSSES  PAID,  $5,748,888 


Operates  Under  Dominion  License 


0.  WBISMIUER,  Prealdent  ui  MutgbiK  Director 
A.  T.  PLATT,  Sccretiry 


Writes  Legitimate  Surplus  Line  in  the  United  States  throu^ 
JAMES  W.  DURBROW,  68  William  St,  New  York  City,  N.  Y. 


1825  THE  1910 

PENNSYLVANIA 
FIRE 

INSURANCE  COMPANY 


CHARTER   PERPETUAL 

Office,  508-5 10  Walnut  St. 

r-HILADEUPHIA.  PA. 


CAPITA.!,, 


Rlchunl  M,  CadwHluJer 


9750,000.00 


R.  DALS  B 

JOHN  L.  THOMSON.  Vict-Pirrtdm 

W.  GARDNER  CROWBT.L.  Sccrvtai 

HAMPTON   L.  WARNER.  Assistant  Hfcj 

WM.  J    DAWSO\,  S«reIory  Agcucy  Dcp 


41u  ANtniAL  STATBHENT 

iBssponted  IMS 

W.  C.  LAWRENCE.  Preiideiit 

P.  W.  ROBBLING.  Vicc-PreBideBt 
IRVIN  W.  KOOBR3,  Sec**  and  G.  A. 

The 

STANDARD 

Fire  Insurance  Co. 

OF  NEW  JERSEY 

TRENTON 

Casta  Capital,  $200,000.00 

Statement  January  1st,  191* 

Total  AsMiU StDJIUS 

U*bUitin.  iDcladinc  CasUal 

Stock  of  tmooojwTTT  «isijH.e 

R»-Iiiiiuuc*  RMtrva imMlM   WWami 

Ne(San>ln> 

Losses  Paid,  over  two  million  six 

huadred  thousand  dollars 


Pacific 

Coast  Casualty 

Company 

OF  SAN  FRANCISCO 
CALIFORNIA 

Employer*'  Liability,  Teanu 

Elevator,  Ve>*el»,  General  Liability 

Burglary,  Plate  Glati,  Autunobile 

and  Personal  Accident 

Insurance 

Fidelity  and  Surety 
Bonds 

Uberal  Pollclea  bscked  by  Uberal  Maif 
aCMnent  and  itroiME  caah  aaMtt 

E.  F.  GREEN,  PrMldaot 
P.  A.  ZANE,  S«creUrr 


Commercial  Union 

ASSURANCE  COMPANY 

UUtTBD 

OF  LONDON 


Office: 

C<»Tier  Pine  and  WDliam  Streets 

NEW  YORK 


COMPANY 

Hmi  Hffa%  I.  L  Cdt.  Lhrti  nd  Cbj  SImb,  lnLTWHi,  Ml. 

STATEMENT,  DECXMBeR  31,     l»0» 

CashAaseta         91,608,570.70 

Net  Present  Value  of  PoUdea 

and  bU  otlier  LiabiUties      .     1,265,139.12 
Additional  Reserve  (Surplus)        343,«1.58 


ORDINARY  UFE  INSURANCE 

INDUSTRIAL  UFB  INtURANCS 
m  APPROVED  PLANS 


P.  a  SntOBRXDQB,  ] 
R.  E.  BROaWBLL,  Vk«-P™kl«t. 
W.  O.  UkOILL.  SBcntary. 

OSCAR  WOLPP,  Tieamnr  ud  Cot 
T.  O.  DBPORD,  Actaur. 


Dr.  H.  H.  OOODHAN.  M«dtaJ  Dtr«etec 


Williamsbur^h  City 
Fire  Insurance  Co. 

OROANIZED  IMS 

59  John  street.  New  York 


CASriCAPrrAL $250,000J» 

RCMrvi  for  Rciniuranct  and  all 

Other  Uabimiu     .    .    .  t.7i63U.I3 

NET  SURPLUS  ....  790,522.l» 

ASSETS,  Jiiwuy  1.1910    .  2,787,0M.I8 


MARSHALL  S.  DRIGGS     .    .    Preaident 

P.  H.  WAY SecreUry 

P.  H.  DOUGLASS  .    .    .     General  Agent 


OF  PERSONAL  INJURIES 

The  Relation  injury  bean  to 
DUeaae  and  IHaeoM*  to  Injury 


A  TREATISE  SHOWING  HOW  PERSONAL   INJURIES    MAY  AFFECT 

VARIOUS    DISEASES    AND    HOW    CERTAIN     DISEASES 

MAY   ADD   TO    CLAIMS  FOR  ACCIDENTS 

BY   PROTRACTING   RECOVERY 

By  W.  EDWARD  MAGRUDER,  M.D. 

Prien 

Bound   in   Cloth      -       -       per  Copy,     J2.50 
Bouod   in   Cloth,   Twelve   Cofnes  for  f25.00 


THE    SPECTATOR    COMPANY 


CHICAGO    OFFICE 
U9  La  S.ll«  Sireet 

IM     WILLIAM     STREET 

NEW    YORK 

THE 

GIRARD 

Pittsburgh 
Insurance 

Fire  and  Marine 

Company 

Insurance     Company 

PITTSBURGH,   PENN*. 

N.  E.  Corner 

Chestnut  and  Seventh  Streets 
PHILADELPHIA 

Capital $100,000.01 

Attela,  lan'l  1,  1910        383,329.2* 
Net  Surplus  ....        145,180.46 

SurplustoPollcyliolliert     $245,180.4e 

Capital      -          SSOO.OOO.OO 
Assets        -         2.446,693,83 

Ucansad  to  do  birttnatt  In  Ptnntylnili, 
llllnoli,   Michigan,  Ohio  and  WIncoaata. 

SuFplua  to  Policy- 

hol(t«rs         -        908.212.49 

R.  1  WILSON.  Pit*. 

D.  C.  SHaw.  VIM-Pm 

R.  1.  MGKNiein.  SccT-  and  liaaa. 
W.  1.  R.  iiaGiLL.  aaat.  Sac'r 

JOSEPH  H.  eoRDOH.  Gaa'l  Raaal 

THE   INSURANCE   YEAR   BOOK. 


xlv 


rhe  Pacific 
Mutual  Life 
nsiirance  Co. 

OF  CALIFORNIA 


1909 


^  Income 


wW  Biianess  - 

isiness  in  Force 
irplus  -    -    - 


$6,164,528 

18,429,204 

22,287,279 

111,539,785 

1,851,881 


ORGANIZED  1868 


:0.  L  COCHRAN,  ■  •  President 
IL  B.  JOHNSON,  Vice-President 
I.  D.  MOORE,     ■     .     Secretary  I 


MILLERS  NATIONAL 
INSURANCE  CO. 

CHICAGO,  ILUNOIS 

Surplus  to  Policyholders,  $986,681* 

For  inf ormation  regarding  agencset,  address 

E.  K.  SCHULTZ,  427  Walnut  St.,  PkiUdel- 
phia,  Pa.,  State  Agent,  Eastern  Penn- 
sylvania, New  Jersey  and  New  York. 

LOGUE  BROS.  A  CO.,  PitUburg,  Pa.,  for 
Western  Pennsylvania. 

E.  J.  JOHNSON,  141  Milk  St.,  Boston, 
Mass.,  State  Agent  for  Massacbusetts. 

H.  L.  NEWMAN,  95  W.  Port  St.,  Detroit, 
Mick.,  Special  Agent,  Okie,  Mickigan 
and  Indiana. 

Otker  territory,  address  HOME  OFFICE, 

205  LAS^**E  STREET 
CHIC  ILL. 


xlvi  THE    INSURANCE   YEAR   BOOK. 


STATEBffENT,  JANUARY  1,  1910 

Capital  Stock $1,000,000.00 

Reserve  for  Reinsurance 4,685,577.28 

Reserve  for  Outstanding  Losses  ...        -  502,835.96 

Reserve  for  all  Contingent  Liabilities    *        -        -  300,000.00 

Net  Surplus 2.840,294.01 

$9,328,707.25 

SURPLUS  TO  POLICYHOLDERS    -        -        -  $3,840,294.01 


JAUES  NICHOLS,  Praideat 

H.  A  SMITH,  Vke-Preside&t 

B.  R.  SniXliAN,  Seoeterr 

G.  H.  TRYON,  Attiatant  Secretary 

F.  D.  LAYTON,  2d  Anislant  Seadsry 


The  Berkshire  Life  Insurance 

Incorporated  1851     COITipdny     of  Pittsfidd,  Mass. 

Reasons  why  it  should  be  Preferred  by  those  Desiring  Insaraace 

It  has  the  benefit  of  over  fifty  years'  successful  experience. 

Its  business  is  conducted  on  the  mutual  plan,  thus  enabling  members  to 
get  their  insurance  at  cost. 

It  has  always  paid  large  dividends,  thereby  making  the  cost  of  insurance  low. 

It  maintains  a  reserve  for  the  protection  of  poBcyholders,  on  the  Maasa- 
chusetts  Standard,  the  highest  basis  required  by  the  laws  of  any  State. 

It  has  a  large  surplus  over  the  le^  reserve  and  all  other  liabilities. 

Its  conditions  as  to  travel  and  residence  are  very  liberal. 

Its  policies  are  protected  by  the  non-forfeiture  laws  of  the  Commonwealth 
of  Massachusetts,  which  sectire  greater  benefits  to  members  than  those  of  any 
other  State. 

It  has  always  maintained  a  hi^h  reputation  for  just  and  liberal  treatment 
of  its  members  by  promptly  adjustmg  and  settling  all  policy  claims,  a  proof  of 
which  is  the  fact  that  no  judgment  has  ever  been  rendered  against  it. 

JAMES  W.  HULL,  Prwideiit 
W.  D.  WYMAN,  Vlc»-Pras.  and  Treasttrer  J.  M.  LBB,  Actnary 

THEO.  L.  ALLEN,  Sacratary  ROBERT  H.  DAVENPORT,  Aaat. 

Ao«nts  in  ail  tha  Prineipal  OMIaa  and  Tm 


THE   INSURANCE   YEAK   BOOK. 
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Illinois  Life 

INSURANCE  COMPANY 


CHICAGO 


JAMES  W.  STEVENS.  PrMldent 


Issues  non-participating  poiicles  cniy,  and  offers 
exceptional  inducements  to  reliable  and  energetic 
men  who  are  experienced  in,  or  who  would  like  to 
enter,  the  business  of  life  insurance. 


HOME  OFFICE 


Fort  Dearborn  BIdg.,  134  Monroe  St. 


Priaciples  and  Practice  of  Life  losoraace 

Seventh  Edition— Revised,  Enlai^ed  and  Improved 

Originally  prepared  by  NATHAN  WILLEY»  Actuary. 

This  edition  contains  entirely  new  explanatory  text  and  numerous 
additional  tables  prepared  by  and  under  the  supervision  of 

HENRY  MOIR,  F.F.A.,  F.I. A., 

Fellow  Actuarial  Society  off  America. 

Among  the  many  new  tables  will  be  found  "Costs  of  Insurance;"  Net 
Reserves  on  9,  14  and  19  payment  Life  and  9,  14  and  19  year  Endowment 
Policies,  by  the  American  Experience  Table  of  Mortality  with  interest  at  3 
and  3>^  per  cent,  also  net  premiums  and  Reserves  on  Term  Policies. 

5end  two  cents  for  elaborate  circular  regarding  this  important  new  work. 

PRICE,  BOUND  IN  HALF  MOROCCO,       -       -       $10.00 

Address  all  orders  t9  the  publishers 

THE  SPECTATOR  COMPANY 


Chicaco  Office; 

159  La  SaUe  Street 


135  Williain  Street 

NEW  YORK 


zlTiS 


TBB  mSXTKANCB  YSAK  BOOK. 


METROPOLITAN 

LIFE   INSURAMCE   COMPANY 

(INCORPORATED  BY  ffTATB  OP  NEW  YORK.    STOCK  COMPANY) 


I 


i« 


The  Company  OF  the  People.  BY  the  People.  FOR  the  People  " 

SIGNIFICANT  FACTS 

Thto  CmmpMiy's  BaUey-dAiau  paid  im  1900  avvnccd  in  immbcr  ooe  for  every  63  woands  of  each 
badnen  day  of  8  hotm  each,  and,  ia  amount,  0140.81  a  minnte  the  year  thiou^ 

THB  DAILY  AVBRAOB  OP  THE  COMPANY'S  BUSINESS  DURING  1909: 

406  PER  DAY  IN  NUMBER  OP  CLAIMS  PAID* 

6.535  PER  DAY  IN  NUMBER  OP  POUCIES  PLACED  AND  PAID  POR. 

$l,4t$,7B$.90  PER  DAY  IN  NEW  INSURANCE  PLACED  AND  PAID  POR. 

0183.403.75  PER  DAY  IN  PAYMENTS  TO  POUCYHOLDERS  AND  ADDED  TO  RESERVE. 

0133,173.73  PER  DAY  IN  INCREASE  OF  ASSETS. 

PROOF  OF  PUBLIC  CONFIDENCE 

This  Company  has  more  pxemimn-pa]ring  busineso  In  force  in  the  United 
States  than  any  other  Company^  and  in  the  kot  16  years  has  had  more  New 
InstowBces  accepted  and  issned  in  America  than  any  other  Company. 

Tbe  number  of  Policies  in  force  ia  gieater  than  that  of  any  other  Company  in  America,  sreatcr 
than  all  the  Regular  Life  Inauranoe  Companies  combined  (less  one),  and  can  only  be  appreciated 
by  ootnparisoo.  It  is  a  greater  number  than  the  Combhied  Population  of  the  fourteen  largest 
cities  of  the  United  States. 

Fakl   to   Policyholders  since   Organization,   plus  the 


Amomt  now  invested  for  tiieir  Security 
Number  of  Policies  in  Poroe    - 
Amount  of  Outstanding  Insurance  - 


0537,333,533.83 

10,631.679 

03,041,951,700 


In  its  OidiUBy  Department  policies  are  issued  for  from  01.000  to  01,000.000  on  indiTldnal 
lives,  premiums  payable  annually,  semi-annually  and  ouarterly.  In  its  Industrial  Department 
policies  are  issued  on  all  the  insurable  members  of  the  family  for  weekly  premiums. 

Pull  particulars  regarding  the  plans  of  the  Metropolitan  may  be  obtained  at  its  Home  Office 
or  of  its  Agents  hi  aU  the  Frineipal  Cities  of  the  United  States  and  Canada. 


ORDINARY  DEPARTMENT 

INSURANCE    IN    FORCE,    Seoe,703,701 

The  Company  issues  iwUcies  for  from  01.000  to  01.000.000  on  individual  lives,  piemtoms  pay* 
able  quarterly,  semi-ammally  or  annually. 

All  policies  axe  noo-participating.  They  ate  plain  business  contracts  which  tell  thdr  whole 
story  on  their  face;  leave  nothing  to  the  imagination;  borrow  nothing  from  hope;  requite  definite 
conditions  and  make  definite  promises  in  doUats  and  cents. 

PRBMItTUa  A&a   LOWBR   THAN   ARB   OPPBRBD   BY   ANY   OTBBK   COMPANY 

In  the  Intermediate  Branch  policies  are  adapted  to  the  working  classes.  Bach  policy  is  for 
0500  and  the  rate  lower  than  that  offered  by  the  Savitigs  Bank  System  of  BCassachnsetts.  Two 
of  the  Metropolitan's  Intermediate  forms  tecently  standardized  by  the  New  York  and  Massacfan- 
setts  Departments  provide  for  attractive  combinations  of  insurance  and  annuities  at  the  lowest 
rates  offered  anywhere. 


HOME  OFFICE 


1  MADISON  AVENUE 


NEW  YORK  arv 


Life  losoraace  Compaay  of  Virginia 

(lacotponted  m  a  Stock  Company  in  1871  by  the  State  of  Vlisloia) 


/(906;r:S2.098,369.72\ 
/J'907rS2.3  2 1.824.59\ 

Aqqq^s  2.45S.  reaoTA 

/|9Q9-  S  2.588. 934:54\ 

{Twenty  three  years  GRovml 

The  OLDEST  Soithern  Life  lisirance  Companj 
The  LARQEST  Soothers  Life  Insarance  Company 
The  STRONQEST  SoDthem  Life  lasaraoce  Compaaj 

JOHN  Q.  WALKER,  Pre*.  W.  U  T.  ROOERSON,  2ad  Vk«>Pre8. 

T.  WM.  I^MBERTON,  Ist  Vice-Pres.  E.  D.  HARRIS,  Secy. 

FOR  THE  YEAR  ENDING  DECEMBER  31,  1909 

Total  Admitted  Assets, $5,372,691.99 

Total  LiabiKties, 4,312,405.32 

Capital  Stock, J260,000.00 

Surplus, 810,286.67 

Surplus  of  Assets  over  Liabilities 1,060,286.67 

STATEMENT  OF  OPERATIONS  DURING  1909 

Premium  Income, '    .        .       .       .  $2,588,934.04 

Increase  in  Premium  Income, 130,773.97 

Gross  Income, 2,631,630.07 

Increase  in  Gross  Income, 181,618.61 

Increase  in  Assets, 927,980.37 

Insurance  in  Porce, $68,337,613.00 

Increase  in  Insurance  in  Force, 5,028,411.00 

Total  Number  of  Policies  in  Porce,  ■  -  -  -  519,334 
Increase  in  Number  of  Policies  in  Porce,  -  -  -  27,143 
Death  Claims,  etc.  Paid  to  PoUcybolders, 894,229.58 

Total  PaymenU  to  Policyholders  nnce  Orsanization,  -       $9,820^412.49 


ESTABLISHED   IS50 


National  Life  Insurance  Co. 

MONTPELIER.    VERMONT 


BRANCH  OFFICES: 

Omtia  E,  Adr,  Geunl  Afcui Pt,i.>n  TihiV.  OmiLi.  Net>. 

Gcocic  D.  Aider,  Gennl  HuMB UtCornxk  lll"cl,  S3l[  Lake  CHt.  Utah. 

iV.  Alexudrr,  Geml  Huuxa llSl-36  (;r.Laiic  Bldg..  RodiBler,  N.  V. 
»  L.  ADdenon.  Genenl  Huafa- 186  EUkoii  Soiun.  Buflalo,  S.Y, 

ark.  Bri^uuD,  CiduET,  WiKCubDept T%  tini  Nai'I  Hook  Sldi.  Chkuo.  ID. 

S.  S.  BiUird.  Genenl  Afenl New  Lusijou  Block.  MontpdiuTVL 

F.  E.  BiubT.  Genenl  Uamta tOa-4  ^ifgnjiK  Bide.,  DnnxjCdo. 

tIBo  R.  Cl«inhin,  Mmaer 60B~7  Mempalirui  Dliig..  Eui  Si.  Loaa,  H. 

lot  S.  CourtotT,  GnKnTUuuier N«ier  Block,  Munjuelle,  Mich. 

C.  B.  Crayioa,  Cishier Ciiy  Bank  Bld»„  Whcdiag,  W.  Va. 

enei  M.  Cnoe.  Geacnl  Acnu Ibusu.  Vi, 
Win  A.  CbA.  Sate  Ani 1104  Arauiua  Buk  Bldg.,  Suiile.  Wnh. 

CMTie  P.  Dtrntj.  Cenail  A(biI 13  Eirbsnoe  Street.  Ponlud.  lie. 

D.  G.  Drake,  Gcnenl  Muu(B. ...  *34  Marquelie  BUi.,  Chkwo,  111. 

erne*  T.  Dunlap.  Muufer IIS-U  Enpiie  Bld(,  BinnmEbuii,  All. 
■n.  V.  DoDorm,  Miranet 3(H-i  Niiioml  Sate  Btak  BfiTTtro,,  N.  Y. 

Pnok  A.  Doyle,  Genenl  A|bii Mttinminn,  Mich. 

Sunud  G.  Deweil.  Gownl  Ainl Kircbrr  BIjck.  Pimr.  S.  D. 

S,S8°SSotS.  {&■:::::::;:::::::  (•»'•*•*».'""-»'"■ 

to.  Guthrie,  Genenl  Muufer RrtlfiBh.  N.  C. 
m.U.Gn^T,  Genenl  tfanicer ti2-3  U.v,.  EiM«.,  Sioui  City,  U. 

Ceo.  U,  Hope  &  Co.,  Goi.  M(n lll-ti  Ihe  Giuui  Bids.,  Aduila,  Gll. 

R.  W.  Hulbuid,  Genenl  Anu %de  Paik.  Vi. 

W.B.Heodenoo,  Genenl Uu«Ca W  Viciot  Bldg.,  Kuuu  Cily,  Mo. 

H.  U.  Humphrey.  General  Uuwn G^boni.  N,  C. 

Fmncis  E.  Hcllci,  Si^M  Agmt IS  Weil  Blh  Aw.  BHsu.  Mool. 

I.  Henry  Johnbon.  Man.BH L»  BMg.,  Okkhoma  CilT,  Okla. 

E.  S.  Konlev,  General  Ajjenl Rullind.  VI. 

Clai.  W.  KJ«.  Gmml  Muucn UO  Mimaey  BIdg,  WaihiniriQO,  D.  C. 

Wm  R.  Line.  Genenl  Aaenl (03-1  LeiiDe<i>D  UV  Nal'l  Bulk  Bld«. 

MukSer  &  Gedla,  Genenl  Miuicn 14«  Bmailnr.  New  Vock.  N.  V. 

F.  L.  McKenun,  General  A(enl 301-4  Lincoln  Sav.  Bank  Bldi  .  LonkTiUe. ! 

M.  W.  Uknlnn,  Ccnenl  Uuuca. Himik  Bldi.,  Detjoit.  MiefL 

Suifged  L.  Muioa.  Uinagir KIi«6i)ict.  Okla. 

M.  H.  UiiUenntiuii.  Uuufer Albaor  Trust  Co.  Bldg..  .UUmy.  N'.  Y. 

H.  G-  Uarphy,  Goierai  Uanaco'...... ,.  107  Lumber  ELchonoe,  MinneapoliA.  Misa- 

C.S.  UonKomoy,  General  A«ail Tla-4  Central  BIdiTLm  Angela.  Cil. 

fcE..  UcHnbie,  Gsienl  Muuer Oiarlouc.  N.  C. 
xl  P.  Heys.  General  Atnt 314  Weaiem  Nitl  Buk  Bldg.  MhcheO.  S 

OInHIed  Bro>.  ft:  Co.,  Suii  Afenu Willlinuaa  Bldi..  devdand.  Obio. 

Bdnrd  O'NeQ,  Gcoenl  .^(al Fumen  Bank  fildg.,  Piiuburg.  Pa. 

I.  H.  Parker,  IbiiUiaKcr BSO  Oupd  Si..  Neir  Haven.  Conn. 

T,  S.  Feck,  General  Ajienl. ... Buriinpon.  Vl. 

fa.  T.  Pbelpa  Si  Co.,  Stale  Ajteau 161  DeronahirtSt..  Boston.  Uais. 
red  P1casan»,  l>neral  Afenl... 18  No.  fth.  St.,  RiduDond,  Va. 

J.  S.  PDindeiter,  Gcnaal  Manager 701-3  llBiouri  Trun  Bldf..  St.  Lauk,  Ua. 

F.W.  Pearson,  General  Aral Fargo.  N.  D. 

Chafl  B- Palmer,  GBuetalHamiger  .  Eqailable  BuDdiQC,  Wflnunglm.  Del. 

Frank  Read  IiSon.  Managcn Sib- Bl  Dmel  Bide.,  Pbilidelphii.  Fa. 

SamudT.  Rhoda  &  Son.  Maoicen Roanoke.  Va. 

W.  W.  Sprague  &  Son,  General  AgHiti St.  JohuburT,  Vl. 

F.  A.  Stcdp,  General  Managa SOI-SSbreve  Bldg..  San  FianciKa  Cal. 

Sleacna  li  Brigham.  Agenli Biadford,  Vl. 

Chu.S,  Sutlan.l3menl  Agcal 4lfi  Porumoutta  Bldg..  Kuina  Cilr,  Kw. 

Edmrd  A.  Smith.  General  AgEot Malonc,  N.  Y. 

H.  E.  Tarkr  &  Soil  Genenl  Agenii Bnttlcbom.  Vl. 

T.  C.  ThompMn.  Hanager 8th  K  Cherrj-Sia.,  ChaLtonooga.  Tenn 

E.  W.  Tbomison.  Manager Topeka.  Kan. 

Henry  A_  Vaughao,  Gennal  Agvil Selma.  Ala. 

Jams  A.  Wctlman.  Slate  Agent Pembroke  Bldg.,  Mancheiter,  N.  H. 


Summary  FIobsc 

■]  StBnding 

Janunry  I,  I9IO 

Assets 

- 

$47,490,998.98 

Liabilities 

- 

41,661,130.12 

Surplus 

- 

-      5,829,868.86 

THK  INSURANCE  YEAK  BOOK.  li 

THE  PUBUCATIONS  OF 

CHARLES  &  EDWIN  LAYTON 

The  Spsctator  Company  are  the  sole  agents  in  the  United  States  for  the  old-estab- 
lished and  well-known  hoose  of  CHARLES  Sl  BDWIN  LAYTON^  London,  England,  whose 
pnblications  on  Fire,  Life  and  Miscellaneoiis  Insurance,  Annuities,  Friendly  and  Building 
Societies^  etc.,  are  among  the  most  valuable  and  standard  treatises  on  the  subjects. 

TBXT  BOOKS  AND  OTHBR  PUBUCATIONS  OP  THB INSTTTUTB  OP  ACTUARIBS  IN  LONDON,  (partkn- 
lan  on  application). 

nORTALITY  BXPBIUBNCe  OP  BRITISH  UPB  INSURANCE  COflPANlBS  1863-1803.  m  8  ir<dnmes  as 
collected  and  arranged   by  the  Institute  of  Actuaries  and  Facnltyof  Actuaries  in  Scotland.    Price,  ( 

BRITISH  OPPICBS  UPB  TABLES,  i893.  Select  and  aggregate  Ubles  on  two  ioint  lives  of  eqnsl  age, 
deduced  from  the  grsduatod  experience  of  participating  and  non-participating  assurances  on  male 
lives.    By  H.  H.  Austin,  P.I.  A.,  and  P.  P.  Symmoiis,  P.I. A.    Price  I17.00. 

THB  THEORY  OP  THB  CONSTRUCTION  OP  TABLES  OP  MORTALITY,  and  of  Similar  StatisUcal  Tables 
in  use  by  the  Actuary.  A  comse  of  T^ectures  by  GaoaoB  FaANCia  Haxdt.  P.I  A.,  delivered  at  the  Insti- 
tute of  Actuaries.  Staple  Inn  Hall,  during  the  Session,  1904-6.     141  pp.,  doth.     Price  83.00. 

STOCK  EXCHANOB  INVESTMENTS  IN  THEORY  AND  PRACTICE,  with  chapters  on  the  Constitution 
and  Operations  of  the  Bank  of  England  and  the  National  and  Local  Debts  of  the  United  Kingdom.  A 
course  of  Lectures  by  Josbpb  Burn.  F  J  A..,  delivered  daring  the  Sessiion  1908-9.    822  pp.    Price  84.00. 

THB  THEORY  OP  PINANCB:  being  a  short  Tieatise  on  the  Doctrine  of  Interest  and  Annulties-CerUin. 
ByGaoaOB  KixfO,P.LA.    Third  Edition.    Price  |8. 

ELEMENTS  OP  PINITB  DIPPBRBNCBS.  An  elementary  treatise  on  the  calculus  of  Finite  Differences, 
with  qnestlons  and  answers  designed  to  meet  requirements  of  Actuarial  Students.  By  J.  Burh,  F.LA., 
and  Bl  H.  Burn,  P.I.A.    Price  $3.50. 

THB  PRACTICAL  CALCULATION  OP  OPPICB  PREMIUJIS.    By  H.  Moxa,F.  L  A.,  F.  F.  A.    New  and 

revised  edition.    Price,  8z.oo. 

ON  THB  BOOK-KBEPINQ  OP  A  UPB  OPPICB,  by  jAicaa  John  MXaucHXJOf ,  F.F.A.    Price  81.35. 

JOURNAL  OP  THB  INSURANCE  INSTITUTE  OP  QRBAT  BRITAIN  AND  IRELAND.  Issued  annually. 
(Subscribers'  names  received). 

TRANSACTIONS  OP  THB  PACULTY  OP  ACTUARIBS  IN  SCOTLAND.    (Subscribers'  names  received). 

TRANSACTIONS  OP  THE  INSURANCE  AND  ACTUARIAL  SOCIETY  OP  QLASOOW.  (Subscribers' 
names  received.) 

TRANSACTIONS  OP  THB  INSURANCE  SOCIETY  OP  EfMNBUROH.    (Subscribers'  names  received.) 

TABLES  OP  COMPOUND  INTEREST,  for  each  Rate  between  H  nnd  zo  per  cent  per  annum,  proceeding 
by  intervals  of  one-eighth,  and  from  x  vear  to  xoo  years.— I.  Present  Value  ox  iGi.— II.  Present  Val* 
ue  of  £  z  per  annum. — III.  Amount  of  £1. — IV.  Amount  of  £1  per  annum.  By  LiEuT.-Cou  W.  H. 
Oak  as,  A.L  A.    Royal  8vo,  cloth.    Price  I5.00. 

TABLE  OP  THB  RECIPROCALS  OP  NUMBERS,  from  1  to  100,000.  with  their  Differences,  by  which  the 
Redprocab  of  Numbers  may  be  obtained  up  to  10X)00.000.  By  L1XOT.-C0L.W.  H.Oaxbs,  A  J  A.  Price  97JSO. 

TWO  TABLES  OP  LOQARITHMS  TO  NATURAL  NUMBERS,  and  Natural  Numbers  to  Logarithms,  for 
all  Numbers  from  x  to  99,999,  and  all  Logarithms  from  .ooooz  to  .99999;  arranged  so  that  the  Logarithm 
or  Number  required  is  at  once  obtained  correctly  to  Five  Places  of  Decimals,  by  means  of  a  Marginal 
Index,  and  without  Reference  to  Tables  of  Differences  in  any  Case.  Royal  8vo,  with  Index  complete. 
Half-calf.    New  Bdition.    By  B.  BasKlNB  Scott.    Price  1x5.00. 

AN  ACCOUNT  OP  AN  INVBSTIQATION  OP  THB  SICKNESS  AND  MORTALITY  EXPERIENCE  OP  THE 

I.  O.  O.  p.     MANCHasTBa  UiHTT  PRiBiTDLT  SociBTT,  (i893-i897)with  tables,  by  ALFasD  W.  Watson, 
F.LA.,  F.8.8.    489  pp.    Price  |8.oo. 

WALPORD'S  INSURANCE  GUIDE  AND  HAND  BOOK  to  the  Principles  and  Practice  of  Life  Assurance 
a  hand-book  of  the  best  authorities  on  the  sdenoe.    New  and  revbed  edition .    Price  $4.00. 

THB  LAW  OP  UPE  ASSURANCE,  including  the  formation.  Constitution  and  Amalgamation  of  Assurance 
(^mipanies.  Assignments  and  Bquitable  Liens  arising  in  connection  with  Life  rolides.  By  CRAaz.na 
John  Bunton,  m.A.    4th  Edition  by  J.  V.  Vaaar  FiTaoBaAZ.D,  K.C    Demy  8vo,  do.    Price  $18JM). 

THB  LAW  OP  PIRE  INSURANCE,  By  Chaklbs  John  Bunton,  M.  A.  Demy  8vo.  5th  Bdition,  by  F.  B. 
Coi«BN80,  M.A.  and  R.  J.  Quin.    Price,  $10.0(1. 

nRB  INSURANCE  HAND  BOOK,  in  which  all  the  various  kinds  of  Fiaa  Risks  are  arranged  Alphabetically : 
being  a  complete  and  valuable  Book  of  Reference  on  all  the  principal  points  connected  with  Fire  Insur- 
ance Practice.     By  W.  S.  Colbs  and  H.  S.  Bxll.     332  pp.,  doth.    Price  $6.00. 

REMARKS  ON  THB  APPORTIONMENT  OP  PIRE  LOSSES,  By  the  Late  Wxllxam  HxNxy  Hokb.  Illus- 
trating, by  numerous  examples,  the  practice  of  the  Offices  in  complicated  average  and  non-average  cases; 
and  suggesting  means  by  which  the  difficulties  hitherto  experienced  in  apportioning  losses  covered  by 
non -concurrent  policies  may  be  avoided  in  the  f utuze .  A  reissue  of  this  standard  work,  with  introductory 
preface  by  THoa.  J.  Milnbs.     128  pp.  doth.     Price  $3.00. 

POCKET  QUIDB  TO  DRAFTING  PIRE  INSURANCE  POUCIES :  forming  a  standard  reference  for  uniformity 
of  method,  trade  and  legal  dauses  and  warranties.  &c.  By  Cbarlbs  Bdwxn  NovBdUtB.  Second  Bdition. 
Price  $1.50. 

PIRB  LOSS  SETTLEMENTS,  AND  THB  CONDITIONS  OP  HRE  INSURANCE  POLICIES,  By  Tbos.  J. 
MxufBS.    A  Handbook  for  General  Use.    88  pp.,  doth.    Price  $1.60. 

OUTLINES  OP  BURGLARY  IN>URANCE,  By  F.  D.  McMillan.  A  Handbook  for  Studento  and  Insurance 
Offidals.     154  pp.  doth.     Price  $2.00. 

As  Sole  Agents  for  the  United  States,  the  undersigned  will  send  any  of  these  works, 
post-paid,  to  any  address  on  receipt  of  price.  A  complete  list  of  C  &  B.  LAYTON'S  pub- 
licatioiis  will  be  forwarded  on  receipt  of  ten  cents. 

THE  SPECTATOR  CO^  J  35  William  Street,  New  York,  N.  Y. 
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FORTY-FOUR   YEARS    OLD 


The  Hartford  Life  lasorance  Co. 

HARTFORD.    CONN. 
It  ^on  Mil  or  buy  Life  Luunmce — You  wuit 

A  UBERAL  CONTRACT 

SOUND  PROTECTION 

A  SAFE  PRICE 

Xkcfc  are  curaeterutiei  ot  Ilarttonl  Life  Contracta.    loveitijate. 
AJJrsM,  Sec«nid  Vice-PreaiJeiit,  Home  Office 


The  Romance  of  Life  Insurance 


The  HTtJda  making  w 


The  lutkir  h 


•j  WnUAH  J.  GUBAM,  r.  A.  S. 


^^^ Iff  op  thifl  work  inncted  a  gnat  dol  of  attmliaD  recoil];  whDe  u 

nuEulne  Tbe  World  To-Diy,  and  tikiitd  raucli  comoiaidiitioli  rrotD  mmpcUol  aulhoritie 

The  Romuce  of  Lift  ImuraiKtabavilhebatefiDaffatdbr  modem  UTe  insunncEio  Ok 
is  u  itmcltve  U)d  ftaciutbig  nunner  the  ^Bncreae  and  tterdoiXAeiit  of  tbe  biuiaeM. 

Id  bound  form  It  wilt  be  found  ratuable  to  a^EDti  fmn  ad  lUtiuctiTC  ilalidpoiatt  not  onlj  for  the  ■  . 

cooccniiiiaihc  buiinen  but  also  forihe  hmn  it  giva  concernini  tbe  idnniacei  and  bcsefilB  irf  life  Inmnncc  u  the  (e 

CONTENTS: 


Chapter  I.  LIFE  INSURANCE  EVERYBODY'S 
PROBLEM.— The  sppfaj  of  life  Insurance  to  lerve, 

Chapm  ETraE  AFTER!l£ra"oF  THE  INVESTI- 
GATION.—Cauae  and  eSect  of  lbs  kivtsiiptioD  and 
legUaiion  of  190S-B.  , ^ ,. 

Chapierin.    EVOHmON  OFTHE  POUCY.-From  chapttr  IX.    TAXING   A  TAX.. 


Chapter  vm.  LIFE  INSURANCE  SUPERVISION.— 
State  and  Fedmi  nipSTBioe,  Lack  d  Stale  nl- 
fonnftr  and  iEa  cdmequenl  injiulice. 


snculatkiD  and  wafer  c 
Chipie/n'"  HOW  LIFE  INSURANCE  CAN  SERVE 


YOU.— Insuanc. 


Cha^et^I. 

Scientific  facJA  4duui  u 

longevity. 

The  Romance  of  Life 


, .„  can  be  reduced.    Moo-tinitormitT.    FaUce 

Chapnt     X.    TTffi    STEWARDSHIP     OF     THREE 
BILLIONS— OnJM of  wenrltr  and  Inieret) eaatav. 

Cbapur  XI.    INSURING    11 
1 woetJni  for  ihe  a 


B  bfMkef  hood.    Tbe 


irowthfrvn 

AND     HUUAN     UFE.—       ChapMr  XIL    UFB  INSUR^OE  AlfBASSADOR.- 


X  tell]  of  cu 


n.    Rntnol 
«  problcmt  in  twdrt  dwplaa.    Each  cbapur  ii  ai 


It  part  of  the  whole. 

Oeaeral  AcentI  (lloriit  prcHM  coplei  oT  t  iiii  wofit  to  (beir  Sollcilinf  AgtuUuid  tUa  lo  Proiyerti  aod  Potl^boUd:* 
Erica,  bound  la  buckram,  wltb  Kilt  (Op.  tlJfc    Addreu 

THE    SPECTATOR    COMPANY 

Sole  Selling  Asenu  for  the  liuunnce  World 

CHICAOO  OFRCE:  159  U  Sdi>  StrM  lit  WlHUa  StraM,  NEW  YOBK 


THE  INSURANCE  YEAR  BOOK. 


INCORPORATED  1833 


The  Virginia  Fire  &  Marine 

Insurance  Company 


OF   RICHMOND,    VA. 

January  1,  1910 

CAPITAL $250,000.00 

PREMIUM  RESERVE           ....  621,168.80 

RESERVE  FOR  LOSSES                ...  88,349.80 

STATE  AND  CITY  TAXES  ACCRUED             -  11,000.13 

JANUARY  DIVIDEND,  Declared  Dec.  1909          -  12,500.00 

RE-INSURANCE  ACCTS.,  Etc,  MATX7RINO      -  4,813.34 

NET  SURPLUS 569,929.61 

$1,557,761.68 
SURPLUS  TO  POUCTHOLDERS  -  -      $819,929.61 

WlCILPALliBR,  President        IV.  R  If cCARTHT,  SecreUry        OSCAR  D.  PITTS,  Treasurer 


FULL  ADEQUATE  RATES,  LEGAL  RESERVE 

ANDJ 

CHEAPNESS!  OF  FRATERNAL  OPERATION 


ARE  ALL  COMBINED  BY 


TBE  ORDER  OF  THE  GOLDEN  SEAL 

ROXBURY.  N.  Y. 


THE  AMERICAN  EXPERIENCE  TABLE  IS  USED 

AS  THE  BASIS 


III 


I.  Death  Benefit  Certificate  is  good,  bul 
the  Culumbian  WaodmeH  Covenant  cov- 
ering death  benefit  and  TOTAL  DIS- 
ABILITY is  better. 

3.  Death  Benefit  Certificate  is  good,  bul 
the  Columbian  Woodmen  Covtriani  cov- 
ering  death    benefit  and   LOSS  OF   LEG 


3.  Death  Benefit  Certificate  ig  good,  but 
the  Columbian  Woodmen  Covenant  covering 
LOSS  OF  ARM  is  belter. 

4-  Death  Benefit  Certifirate  is  good,  but 
the  Columbian  IVoodmtn  Covenant  covering 
death  bcoefit  and  LOSS  OF  EYE  is  belter. 

5.  Death  Benefit  Certificate  is  good,  but 
the  Columbian  Woodmen  Covenant  cov- 
ering   death    benefit  and   BROKEN  LEG 


6.  Death  Benefit  Certificate  is  good,  but 
the  Columbian  Woodmen  Covenant  cov- 
ering death  benefit  and  BROKEN  ARM 
is  better. 

7.  Death  Benefit  Certificate  which  you 
must  at  all  times  lake  care  of,  is  good, 
but  the  Calunibian  Woodmen  Covenant  which 
TAKES  CARE  of  vour  pai-menl  IF  ILL 
AND  MENTALLY  DISQUALIFIED  is 
better. 

a.  Death  Benefit  Certificate  of  member- 
ship in  an  order  is  good,  but  the  Columbian 
Woodmen  Covenant,  bonafide  contract  with 
every  benefit  written  out  in  its  face,  clear, 
unconditional,  absolute,  tor  DEATH  BENE- 
FIT,   TOTAL    LOSS    OF   LEG    benefit. 


DISABILITY  benefit,  LOSS  OF  ARM 
benefit,  LOSS  OF  EYE  benefit,  BROKEN 
ARM  benefit,  BROKEN  LEG  benefit,  lad 
BED  OF  ILLNESS  protection  is  BEST. 

STRONG,  SECURE  and 
SURE 

Insures  against  Death,  Insanity,  Tottl 
Disability,  Partial  Disability,  Old  Age  at 
Seventy,  Xx)ss  of  Eye,  Loss  of  Leg,  Loss  of 
Ann,  Broken  Leg,  Broken  Arm,  and  sgainil 
the 

Forfeiture  of  Insurance  while 
III  and  Mentally  Disqualified. 

BROADEST  IN  BENEFITS 

PROMPTEST    IN     PAYMENT 

OF  CLAIMS 

STRONGEST    IN 
FINANCIAL  PLAN 

No   Order  nor   Company  in  the   World 
dares  (±Allenge  these  Points- 
Larger  surplus  in  ratio  than  any  Order  em 
organized.    Trebly  larger  surplus  thui  any 
other  Order  at  douUe  the  age. 

TttcFanDyFratcndtT  ThePrcaiiiaFnteniity 

Tbc  Pcmanenl  Fralenaty 

Good  OpportDdlly  lor  Stock  Coapaaj 

Agcnti  and  Fratcntl  T ' 


The   Columbian   Woodmen 

120-124  Peachtree  St.,     ATLANTA,   GEORGIA 

if7T7  f  m  1 1  f  I  mnrrrffj  t  i  >  rnTI  * ''  ^ '  t  I H "  "  H  T 1 1 ' '  ^ '  M  1 1 1 "  M^ 


THE   INSUBANCB   YEAR   BOOK. 
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WESTERN 

issnrace  coipaig 

INCORPORATED  18Sf 
HMd  Offioa 

TORONTO,  CANADA 


Son.  GEO.  A.  COX,  President 
«r.  R.  BROCK.  ) 

Dr.  JOHN  HOSKIN,  K.  C.)  ^*^' 
6^.  B.  MHIKLE,  General  Manager 


Presidents 


luets  li  Mtd  SUtas  .  $S,S77,S0S.8f 
Mima  In  United  States .  i,5»g,085.80 

iorplns $839,268.07 

Agtiicltt  In  til  tiM  Prinoipal  CRItt  and  Towns 
througboul  Canada  and  tba  UnHtd  Statas 


tfMm  York 
SUPKRIOR  POLICIK8 
KIMBALL  O.  ATWOOD.  Pr— Idanl. 
aOO*292  Brandimqr.  Haw  York. 


CHARTERED  18S8,  PERPETUAL 

Merchaots  and  Manofactorers 

INSURANCE  COMPANY 


OP  CINCINNATI 


Fire  and  Inland 


Capital, $150,000.00 

Surplus  to  Policyholders,  $192,521.00 


WM.  H.  CALVERT,  President 
W.  S.  HUKILL,  Jr.,  Secxetaiy 

DIRBCTOR8 


RICHARD  DYMOND 
WM.H.  CALVERT 
HENRY  MUHLHAUSER 
STEPHEN  R.  BURTON 
GRIFFIN  T.  MILLER 


GEORGE  BULLOCK 
JOHN  C  DAVIS 
JAMES  N.  GAMBLE 
EDWARD  RAWSON 
GEORGE  PHIPPS 


EDWARD  WORTHINGTON 
JOHN  S.  CONNER 
CHARLES  L.  HARRISON 
WINFIELD  S.  HUKILL,  Jr. 
E.  R.  WEBSTER 


Oroanbbd  1869 

Slst  ANNUAL  STATEMENT 

Janaary  I,  1910 

llie  Georgia  Home  Insnrance  Go. 

OP  COLUMBUS,  QEORQIA. 

Caah  Capital $300,000.00 

AfMts 1.23 1,020. 73 

Net  Surpliu 203,526.09 

SURPLUS  TO  POLICYHOLDERS S03,S26 .  09 

OFFICERS 

RBODB8  Brownb.  Pmideiit 

Dana  Blackmar.  Vice-President 
Wif.  C.  CoART.  Secretary 

J.  O.  McNuLTY,  Treasurer 

ASSETS 

Cash  in  Bank  and  Office $63,073.08 

Cash  In  hands  of  Asents  and  others 166.122. 60 

United  States  Registered  Bonds 20.000 .  00 

State  Municipal  and  Industrial  Bonds. .  170.812 .  60 

Bankinc  and  Industrial  Stock 476.846 .  40 

Real  BaUte  (unincumbered) 122.600.00 

Loans  Secured  by  First  Mortsages.  etc..  210.881.42 

Accrued  Interest 2.883.86 

Total  Assets $1,231,020.72 

LUBILITIES 

Capital  Stock $300,000.00 

Re-Insnrance  Reserve 636.620.79 

Unadjusted  Losses 91.703.84 

Uncalled  for  Dividends 180.00 

Total  LiabiUties 81.027.494.68 

Net  Surplus 203.626.00 

81.281.020.72 


EstatUiked  IM9  Entaral  the  Uaitrf  Statu  in  UM 

North  BritisK 

and 

Mercantile 
Insurance  Co. 

Of     London     and     Edinbur^li 


OFFICE 

76    William     Street.    New    York     City 


A  NEW  WORK  ON  A  NEW  SUBJECT 

Causes  of  Disability 

As  Applied  Under  Accident  and  Health  Insurance  Policies 
By  C.  H.  HARBAUGH,  M.D. 

An  instructive  work  for  managers,  adjuster*,  medical  directors,  lawyers  aad  cxluninera 
connected  with  life,  health,  and  accident  insurance  companies,  showing  bow  tbe  cod- 
dition  of  health  is  affecled  by  illneBB  and  accident,  also  treating  of  death  through  post- 
mortem appearances. 
CAUSES  OF  DISABILITY  !■  a  bock  on  dlicaoBl'  "i 

■nd  poiiDns  which  rciult  In  diiBbillty, 
CAUSES  OF  DISABILITY  eivh  ■  dcicTiplioa  of  b1: 

CAUSES  OF  DISABILITY  eonWlns  ■  number  of  chu 

inaunnce  on  aubjcctn  which  have  never  befcre  bi 

CAUSES  OF  DISABILITY  codiIHb  of  leven  hundre. 
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Assecuranz  Compass 

INTERNATIONAL    WORK    ON    INSURANCE 


Poanded  1893  And  Pnblislwd  by 

aUSTAV  J-  WISCHNIOWSKY 

CONTROLLER  OP  THE  AUSTRIAN^HUNQARUN  BANK 


In  Two  Volumes 


First  Volume 

General  informatioii  and  useful  hints,  proceedings  and  standing  of  insurance  com- 
panies, extracts  of  policy-conditions,  paitajdnss  of  the  insiued,  tedinical  foundations, 
table  of  mortality,  courses  and  dividends  of  limited  companies  for  ten  years  back.  The 
complete  accoimts  and  residts  of  all  German  insurance  companies  of  itt  last  two  years. 
Statistical  tables  of  life  insurance  business  in  Germany,  tablM  of  mortality,  etc. 

Second  Volume 

Proceedings  and  standing  of  insurance  companies,  extracts  of  policy-conditions, 
partakings  of  the  insured,  tecnnical  foimdation,  table  of  mortality.  Courses  and  divi- 
dends of  limited  companies  for  ten  years  back.  The  complete  accoimts  and  results  of 
aU  the  operadns  insurance  companies  in  Austria-Hungary  of  the  last  two  years.  Statis- 
tical tables  of  the  whole  life  insurance  business  in  Austna-Htmgary,  table  of  mortality, 
coniparative  tables  of  premiums,  etc.,  etc. 

Statements  of  insurance  companies  of  Belgium,  Bulgaria,  Denmark,  England, 
Finland,  France,  Holland,  Italy,  Norway,  Portugal,  Roumania,  Russia,  Switzerland, 
Sweden,  Spain,  India,  Japan,  South  Africa,  United  States  of  America,  Brazil,  Chile, 
Argentine  and  Australia. 

The  Largest  Insurance  Work  Published  on  the  Continent 

Price,  elegantly  bound  in  red  and  gold,  $5.00 


Fiaanzielle  and  Assecnranz  Revae 

is  published  on  the  5th  and  aoth  of  every  month,  and  is  undoubtedly  the  best  edited 
Austrian  insurance  journal. 

Annual  Subscription,  $5.00 


Redaction  and  Administration:   Vienna  VIII.  Piaristengasse  36. 
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THE 


Union  Central  Life 
Insurance  Company 


OF       CINCINNATI 


T  EADS  tU  in  low  cost  to  the  Policyholder. 
•■-'  UNION  CENTRAL  tgentt  arc  not 
betten  in  competition.  UNION  CENTRAL 
•gents  win  bectnse  they  believe  in  their 
Company  and  its  policies  and  in  its  methods 
of  doing  business. 


Established  1867 


JESSE  R.  CLARK,  PMddMit 

ALLAN  WATERS.  Sqptoff  AfMli 

HRE    RIVER     MARINE 


Incorporated  1855 


SUN 


I 


nsurance 


Compa 


ny 


OF  NEW  ORLEANS 


Capital     .     $500,000.00 
Assets  ever  1,000,000.00 


CHARLES  JANVIER, 
FERGUS  G.  LEE,  - 
WILLIAM  P.  MAUS, 


-  -  President 
Vice-President 
•    -     Secretary 


THE 

Reserve  Loan 
Life  Ins.  Go. 

9th  Floor 
Odd  FeUow  Bldg. 

is,  Ind. 


Good  Territory 
for  Agents 


British  America 
Assurance  Co* 


HEAD  OFFICE 

TORONTO,  CANADA 


Hon.  GEO.  A.  COX,  President 
W.  R.  BROCK,  ) 

Dr.  JOHN  HOSKIN,  K.  C.)  ^* 
W.  B.  MBIKLB,  General  Ifanager 


Vioe-Presidaits 


InetB  in  United  ittitN . .  $i,656,TIS.94 
UaUlitifls  in  United  Stitts .    9014M.6i 


Suplns $I5«,M13S 


THE   INSURANCE   YEAK   BOOK. 


Uz 


Annual  and  Deferred  Dividends 

Dividends  paid  to  policyholders  in  1909  and  1910  by  life  insurance 
companies  on  annual  dividend  policies  issued  in  the  years  1879  to  1908 
and  1909,  inclusive,  on  ordinary  life,  twenty-payment  life  and  twenty- 
year  endowment  forms  per  $1,000,  at  ages  25,  36,  45  and  55  at  date  of 
issue.  Also  results  tmder  deferred  dividend  policies  with  5,  10,  15  and 
20  year  periods. 

Includes  tables  also  of  net  cost  for  each  company.  Extension  flaps 
for  comparison. 


Prices  for  ANNUAL  AND  DEFERRED  DIVIDENDS: 

Bound  in  flexible  leather  cover 


Per  copy 
12  copies 
25  copies 


S1.50 
15.00 
28.00 


50  copies 
100  copies 
500  copies 


S50.00 

80.00 

350.00 


THE  SPECTATOR  COMPANY 


CIricagD  OfOce: 

159  U  Sidle  Sinet 


135  William  Street 

NEW  YORK 


National 

Mutual  Relief 

Association 

OF  TROY,  PENNSYLVANIA 


Combination  Certificates  Provid- 
ing Accident  and  Sick  Benefits. 
Also  Insurance  against  death  from 
any  cause. 

Growth  in  Assets 

1906 $7,542.58 

1907 93.129.91 

1908 262,171.68 

1909 421,811.37 

H.  B.  AVERY,  Sup.  Pres. 

W.  D.  MORSE,  Sup.  Sec, 


XTeutonia 
Insurance  Companig 


OP  NEW  ORLEANS 


Capital  Stock, 
Assets,  Jan.  1,  1910 


$250,000.00 
948,421.63 


ALBERT  P.  NOLL,  President 

FRANK  LANGBEHN,  Secretary 

THE 

National  Insurance  Co. 

OF  CINCINNATI 

ORGANIZED  1861 

Pint  NilioiMl  Bank  Bld^  Cinclnaati,  Ohio 

G.  W.  POHLMAN,  JR.,  President 
EDW.  A.  WINTER,    -     Secretary 

J.  R.  CREAMER,  Special  Agent 

Company  operates  in  Ohio  and  Illinois 
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THE  SPECTATOR  COMPANY 

PUBLISHERS  AND  IIIH)IITKRS  eT 

INSURANCE    WORKS 


PUBLISHERS  OF  THE  POLLOWiNQ  IMPORTANT  LIFE  PUBLICATIONS: 


THE  SPECTATOR.— Aa  American  Review  of  Intanlkcc;  pttbltshed  weddy.    Pnce,  |LOS  i>er  aaauia. 
THE  INSURANCE  YEAR  BOOK.-lMued  July  of  cadijrcw.    PnM,of  eMh  volume:    ^ie.  Caepelt; 

•nd  MiacellABeovw  Itmmnce,  IS.OO;  Fire  end  Marine  Xnaumce,  HOO;  botn  volnmea  vncs  ordered 

together.  S10.00L 
HANDY  GUIDE  TO  PREMIUM  RATES.  APPLICATIONS  AND  POLICIES  OF  AMERICAN 

LIFE  COMPANIES.— In  flexible  letther  corer;  printed  on  imported  Bible  paper  to  reduce  bjk. 

Price»  tlfiO.    Three  supplement*  are  inued,  in  July,  October  and  December.    Price  to  Handy  Gade 

■ubtcribera,  76  cents  for  the  three.    Handy  Guide  and  tupplements,  $8.25.  _   _ 

ANALYSIS  OF  POLICY  CONDITIONS.— Price^  flexible  leather  cover,  with  flapa,  SLMl 
VEST  POCKET  LIFE  AGENTS  BRIEF.— A  synopals  of  premium  rate%  policy  pronaiona  and  net 


raium,  F.A.S.    A  i^aCory  of  modem  life 


cost  of  insurance.     Price,  bound  in  flexible  leather,  $1.00 

THE  ROMANCE  OF  LIFE  INSURANCE*— By  W.  j.  Gralum,  F.A.S     ,  ,       .„ 

ance,  giving  hints  concerning  the  advantages  ana  benefits  of  life  insurance  to  the  general  pobbc; 
also  instructions  to  agents.     Price.  $1.80. 

CHARTERS  OF  AMERICAN  LlPfe  INSURANCE  COMPANIES.-Showing  the  diar^  and  amend, 
ments  thereto  of  fifty-aiz  prominent  legal  reserve  companies,  revised  edition,  1906.  Fricc*  doom  m 
iheep,  16.00. 

LIFE  AGENTS'  CODEX.-Prioe.  n.60L 

PRINCIPLES  AND  PRACTICE  OF  LIFE  INSURANCE.-A  Scientific  Tkvatise  on  Life  laaasvncc 
with  valuable  tables  for  reference.  A  complete  arithmetical  explanation  of  the  oompntatioaB  in- 
volved in  the  science  of  life  contingencies,  contains  4^  4,  8Mi  snd  S  per  cent  American  and  Cooa- 
bined  Experience  Mortality  Tablea.    Seventh  edition,  revised,  enlarged  sod  improved.    Prioep  %lSkM 

PrSmInISt  PATRONS  OF  LIFE  INSURANCE,  1910  EDITION  (in  Press).— Price,  in  doth.  $100; 

leather,  $1.26. 
A  B  C  OF  LIFE  INSURANCE.-Pourth  Edition.    Price,  $1.00.  ^ 

ANNUAL  AND  DEFERRED  DIVIDENDS.— Dividends  paid  to  policyholders  in  1909  and  lAO  by 
life  insurance  companies,  on  annual  dividend  policies  issued  in  the  years  1879  to  1908  and  1309^  in- 
clusive, on  Ordinary  Life.  Twenty-Payment  Lite  and  Twen^-Ycar  &idowment  Foana  per  SUMO^  «t 
ages  B,  85,  46  and  66  at  date  of  issue;  also  Results  Under  Deferred-Dividend  Polidca  with  fi»  Iflu  li 
and  90-year  periods.    Includes  tables  also  of  net  cost  for  each  company.    F«xtenaion  flapa  for  oom- 

Sarison.    Pnce  per  copy,  bound  in  flexible  leather,  $L80.  _  .... 

;  STORY  OF  LIFE  INSURANCE.— By  Burton  J.  Hendrick.    An  interesting  Hiatory   of  Life 

Insurance  in  America,  covering  the  past  40  or  60  years,  especially  describing  the  piacucea  of  the 

"giant"  companies  from  their  early  existence  up  to  the  present  time;  with  portraits.    Price,  SLOQl 
THE  THREE  SYSTEMS  OF  LIFE  IN SURANCET— (Revised  Edition  now  in  Press).     Price,  bound  in 

leather,  $S£0. 
TALKS  WITH  LIFE  INSURANCE  AGENTS.-Price,  doth,  IL60:  leather.  $^00i   .  ^  .  ^    . 

ELEMENTS   OF   LIFE   INSURANCE.-Price,   $L00;    Revised   Edition.    This  pubBc^on,  widi  ita 

companion  work.  Assessment  Life  Insurance,  can  be  purchased  for  $8.00  when  ordered  togettter. 
ASSESSMENT   LIFE   INSURANCE.-A   companion  book   to  Elements  of   Life   Insurance.    Price. 

bound  in  doth,  $1.60 
NOTES  ON  LII%  INSURANCE.— Bv  Gustavus  W.  Smith.    A  theoretical  and  practical  wk  by  a 

writer  who  thoroughly  understood  tne  sdence  of  life  insurance  in  all  iu  branches.    Price,  SLOB. 
NOTES  ON  LIFE  INSURANCE.— By  Edward  B.  Fackler.    A  modem  work  covering  ,the  aabject 

matter  of  the  foregoing  old  publication.    Thia  work  presents  the  general  princmlea  underiytBg  life 

insurance,  and  thus  indicates  to  some  extent  their  practical  application  in  the  bustne8a.^An  «>)Hs^ 

THE  ST 

Secretary  of  the  Equitable _- , _.   _.     

{>lained  so  simply  that  any  layman  can  rodily  understand.    Price,  bound  in  cloth,  WO;  in  fleadble 
eather.  $8JM. 
LIFE  AGENTS  PRIMER.— By  William  Alexander.    A  simple  explanation  of  the  general  truths,  funda- 
mental prindples  and  the  practices  of  life  insurance  companies.     Price,  bound  in  doth,  $L00. 
THE   INVESTMENTS   OF  LIFE  INSURANCE  COMPANIES.— By  Proi   L.  W.   ^tttaw^    Em- 
braces tables  showing  the  earning  power  of  each  class  of  asseU,  interest  rates,  etc    Price,  fUK. 
INSURANCE  CODE  OF  NEW  YORK— The  complete  law  of  New  York  aa  it  stood  at  the  adjoorap 
ment  of  the  1909  session  of  the  Legislature,  including  the  several  Acts  of  the  Legislature  paMcd  upon 
the   recommendation   of   the   Armstrong    Committee.      Price,   bound   in   buckram,   $2.60;   bound  m 

TniT^Pfecf  ATOR'S  Summary  of  the  Testimony  Given  Before  the  New  York  LegisUtive  Inmuanoe 
Investigating  Committee.    Price,  $1.00. 

OFFICIAL  REPORT  OF  THE  PROCEEDINGS  OF  THE  NEW  YORK  INSURANCE  INVESTI- 
GATION.—Published  by  the  Offidal  State  Printer.    (Write  for  prices.)  

INSURANCE  SUPERINTENDENT  HENDRICK'S  REPORT  OF^THE  INVEOTGATION  INTO 
the  Management  of  the  Equitable  Life  Assurance  _Spdety  of  the  U.  S.— Rice,  60  coits.^^ 

RETORT  OFTHE  INVESTIGATING  COMMITTEE  OF  THE  BOARD  OF  DIRECTORS  OF 
the  Equitoble  Ufe  Assurance  Society.    H.  C.  Frick,  Chairman.    Price,  60  centa. 

INSURANCE.— By  T.  E.  Young.  A  practical  exposition  for  the  student  and  busfaieaa  mas.  rnce. 
First  Edition,  ^.00;  Second  Klition,  $2.G0.  ,,^^^^     ^    «    «   «. 

INSURANCE  OFFICE  ORGANIZATION,  MANAGEMENT  AND  ACCOUNTS.-By  T.  E.  Youg. 

o¥¥i^  Organization  and  management.-bv  Lawrence  r..  Jw«k«5L2!-nP!2::»:'-  ^^i 

and  H.  E.  BUin.  This  volume  gives  in  detail,  with  the  aid  of  specially  sdected  iUnstrations  and 
copies  of  actual  business  forms,  a  compleU  descriptloa  of  management  and  organisation  nadcr  the 
most  improved  and  up-to-date  methods.    Price,  $100. 


>  W.  Fixler.     Ad   cntirclr  new  worli  deiJing  with  iccounUncr  from  a 

.Mc^.^u^.i  .uu  ^,.^.,^.,  ,^.,^1  of  view.    Tbe  lalcst  opoiition  of  the  gcience.     Price,  per  copv,  |2.00. 

THE_ ELEMENTS  OF^INSURANCE.— By  J.^K.   Eke.     A^baok,  which^will  aid  in  _■  clear  underitanding 

— , .. - ^thered  Ints  book  fi 

Acconniancy  ol  Inveitment."  Pari  2:  "Problemg  and  Sludici  in  the  Accountancj  of  InTcRment." 
Part  1:  "Tablca  of  Compound  Iniereit.  Diacount,  Aooaillei,  Sinklos  Fimda  and  Other  Compnta- 
liona."    Tbe  three  paru  in  one  volume,  price  H.H1. 

COMPLETE  EXTENDED  BOND  TABLES.— Bj  Charlea  E.  Spngoe.  For  sbtaininE  accnnte  reanlti 
on  tbe  AmortiulioB  Bana,  nTing  Taluea  to  the  neansl  cent  on  a,CNX),OW.  wheresa  all  prcTioua  Ublo 
have  been  accnrete  to  film  onlf.  Hataa  of  Inconw  to  One-Hundredth  ol  One  Pec  Cent  Price, 
bound  iD  flexible  leather.  UO-DO. 

LOGABITHMS  TO  TWELVE  PLACES  AND  THEIR  USE  IN  INTEREST  CALCULATIONS.- 


.-,    .   — . ti-Logii 

and  (3)  Doctrine  of  IntcreaC.     Price,  JS-OO 
AMORTIZATION.     -     --      -      -    - 


of  Loffa- 
"     'mall. 


DN.— Br  Cbarlei  E.  SpraEue.     A  ttuide  to  the  ready  eompuUtion  of  the  bveitment  Talue 
_     .   tbe  uie  of  the  Eitendcd  Bond  Tables.     Price,  W  cents. 
THE  PHILOSOPHY  OF  ACCOUNTS.-Bj  Cbarlea  E.  Spraetie,  Ph.D.,  CP.A,    A  logical  exposition 
of  the  principle!  underlying  accouniaocT  as  a  mathematical  science.    Although  piimaiily  theoretical, 
the  book  givei  a  grot  number  of  practical  suggeationa  lor  the  formation,  management  and  TCiUca- 


.AX  CALCULI _.    _.  _.    ,   . ,. 

Lawyera,  State  and  Conrt  Officera  charged  with  the  calculation  o 


INHERITANCE  TAX  CALCULATIONS.-By 
...  .  ,  „.  .  •  -■  Offi. 


Price,  HSO. 

INDUSTRIAL  MOHTALITV  TABLES.— The  Standard  IndusIriBl  Morulity  Tuble  and  Snb-Sondard 
Induitrial  Mortality  Table,  b«ng  the  legsl  minimum  standard  Ri^ed  by  the  Xew  York  Inatirance 
DepailmenI  for  vafnation  of  indHilrial  policifi.     Price.  {l.DO. 

INDUSTRIAL  LIFE  INSURANCE.— Its  history,  autlslica  and  plana;  also  hinti  to  induHtia]  agnita. 
Price,  bound  in  clolh,  tt.EO:  in  leather.  C.CK). 

INDUSTRIAL  INSURANCE  IN  THE  UNITED  STATES,— By  Henderson.     Price,  B.Z9, 

LIFE  INSURANCE  SAY1KGS.-Price,  75  cents. 

COMPENDIUM  OP  OFFICIAL  LIFE  INSURANCE  REPORTS.-Price,  »»  in  leathei. 

LIFE  INSURANCE  POLICYHOLDERS"   POCKET   INDEX.-Showing  the  aUliatici   of  the  Icrel 

Jremium  eompaniea.    Price,  in  manila.  2G  cenli:  in  flexible  leather  pocket  book,  50  centa. 
KET  REGISTER  of  Stipulated  Premium  and  Fraternal  Life  Insurance.— Price,  in  manQl.  B  canta; 
in  flexible  leather  pocket  book,  BO  centa. 
DIVIDENDS  IN  LIFE  INSURANCE  FROM  DATE  OF  ORGANIZATION.- Price,  ZG  ccata. 
PRACTICAL  HINTS  TO  LIFE  A  GENTS.- Price,  M  cent.. 
SOME  PLAIN  HINTS  TO  LIFE  INSURANCE  SOLICITORS,— The  life  insurance  lolicitor,  wbetbet 

SELECTION  OF  RISKS  ItY  THE  LIFE 'SOLICITOR.— liv  C.  hT  Harbaugh.  M.  d'.  Giving  important 
inttructioiu  to  acenli  for  Ihe  propei  scle«T'>n  of  imurahic  risks.     Prite,  25  cents. 

HEALTH  AND  LIFE  INSURANCE  TABLES,  based  on  the  sicknets  and  mortality  experience  of  tha 
I.  O.  O.  F.  Manehealer  Unity.— By  Chai.  J.  Harney,  F.  I.  A.     Price.  W.OO  per  copy. 

THE  LIFE  INSURANCE  PREMIUM.— A  new  pamphlet  nhowiug  the  uses  made  of  money  jjid  by  a 

E}I  icy  holder.    Price,  per  copy,  25  cenis:  tS.OO  per  l£;  K-OO  P"  M:  QZ.OO  per  100:  M.OO  per  EM 
BUSINESS  OF   LIFE  INSURANCE.— A   clear  and  simple  eiplanalioo   of  Ihe  Principles  and 

Piscticei  ol  Life  Inaurance.    By  M.  M.  Dawton.     Price,  ll-M). 
LETTERS   OF   "AMICUS,  "-Written  by  a   ■'Hayrillc"   agent.    Replete  with  good  advice  to  •smt*. 

philosophical,  critical  or  imaginative,  but  alwaja  witty  and  pleasing.     Price,  M.OO. 
SYSTEM  AND  TABLES  OF  XIFE  INSURANCE.— A   treatise  developed  from  the  expertenec  and 

records  of  thirty  American  life  uflicei,  under  the  direction  of  a  committee  of  gctUBriei,     By  Levi  W. 

Meecb,  actuary  in  charge.     Revised  Edition.  1899,     Price  per  copy,  OO.OO,     Mr.  Meech  ia  the  stuhor 

of  a  valnable  series  of  calculation  tables  for  mullipli cation  and  diiision.     Price  per  copy,  flSM. 
THE  ART  OF  CANVASSING:  How  (Q  Sell  Insurance.-By  William  Miller.     Price.  tlM. 
TABLES  OF  PROPORTIONAL  PARTS,— By  David  Parks  Facklet.     Price.  Jl.OO, 
PF.ACTICAL  LESSONS  IN  ACTUARrAL  SCIENCE,— A  treatise  showing  the  methods  of  aacertaln- 

voiiimr^,"\i^i.'"/.,"ii^)    liiicr'"^l'   ■•"■■    '   ■■r'\'.J      ?]     "'■  n  ":.■■■■    ''Vi'ub?"a;    p4"vglume,    14.00:    tWO 

volumes  orderrd  together.  (7,00. 
THE  LIFE  INSURANCE  EXAMINER.— By  the  late  Charles 
LIFE   INSURANCE  EXAM  I  NAT  IONS.- By   Brandreth  Syo 

work.     Price,  tl.Oa 
MEDICAL  EXAMINATIONS  FOR  LIFE  INSURANCE,-By  Charlea  Lyman  Greene,  M.  D.    PriM, 

14,00, 
PRACTICAL  LIFE  INSURANCE  EXAMINATIONS.— By  Murray   EUiott  Ramsay,  M.   D.    Price, 

delivery  chargea  prepaid,  P.H>i  tLGO  net. 
LIFE  INSURANCE  AND  GENERAL  PRACTICE.— By  E,  M.  Brockbank.     Dealing  with  the  details 

o_   me  ica     e«mioB  ipns    or_i_e  """^"..  'Jjjj 


nily,  showing  birth 
lers.     Price,  ^LOO. 


LIFE  POLICY  REGISTER  AND  PREMIUM  RECORD, -Prices,  tSW.  tLW  and  tU,O0. 
THE  UNIVERSAL  LIFE  INSURANCE  FIELD  BOOK.-For  agentf'   use.    Prices:    No.  1,  tllOO; 
No.  2,  tlD.0O;  No.  S,  tS-Oa 
.rr..^.:.- .  T  T  ,trrr  ™c¥tt.  •  «/-»  cTTji  n  J-  A  DTI     A  — (_!  ...J  1^  cauTualng  (in  connectiDn  with 


Ixii  THE   INSUSANCB   YEAR   BOOK. 

INSURANCE  y/ORKS-'ConHnaed 

LIFE  INSURANCE  AGENTS'  VISITS.— A  publication  prepared  with  a  view  to  coAblinff  aoUdton 
to  keep  a  daily  record  of  Tiaita  to  proapective  appUcanta.  Price,  per  copy,  10  centa;  32  oopiea*  |LM; 
26  copies,  11.60;  100  copies.  H>00. 

TABLES  AND  PROBLEMS.~Br  Fatkin.  With  fortBulB  and  aolntiona  for  aaccrtaininff  the  nnaal 
paymenta  required  to  provide  aasurances  for  liie,  endowment,  etc    Price  per  copy,  HJO. 

LIFE  INSURANCE  LAW  CHART.—Contains  in  tabular  form  a  summary  of  State  laws  rcgacdiBf 
statutory  requirements  of  life  inaurance  companiea  for  permiaaion  to  do  busineaa  in  each  State. 
Issued  annually.    Price  per  copy,  IS.OO. 

FRATERNAL  LIFE  INSURANCE  LAW  CHART.— Contains  in  tabular  form  a  summary  of  the 
statutory  requirements  for  the  admission  of  fraternal  orders  to  do  business  in  the  several  States. 
Price  per  copy.  $2.00. 

STATE  INSURANCE.— A  social  and  industrial  need.  B7  Frank  W.  Lewis.  A  work  treatinir  of  the 
necessity  of  insurance  for  waffc-eamers  especially.     Price,  delivered.  $1.40. 

THE  ROBINSONIAN  MULTIPLICATION  AND  DIVISION  TABLES  give  at  sight  the  modncts 
of  all  numbers  from  one  to  one  hundred,  and  of  all  the  halves,  quarters,  eichtha,  aizteentnaa  one- 
twelfth  and  one-thirty-second,  by  all  the  numbers  from  one  to  one  thouaand.    Frice,  16.00. 

ROBINSONIAN  UNIVERSAL  INTEREST  TABLES.-Giving  aimple  interest  at  all  ratca  from  1^ 
to  2  per  cent,  on  the  baais  of  thirty  days  to  the  month,  arranged  both  by  days  and  by  montiia  aiul 
daya;  interest  at  all  rates  from  2  to  10  per  cent,  on  the  basis  of  three  hundred  and  sixty-five  days  to 
the  year;  tables  of  sterling  exchange;  averaging  accounts;  fractional  discounts;  intereat  on  ^ly 
balanoea  and  time  tellera.   Price,  16.00. 

UP-TO-DATE  LIFE  INSURANCE  LEAFLETS 

CLEVELAND'S  LAST  MESSAGE:  LIFE  INSURANCE  AND  ITS  RELATIONSHIP  TO  OUR 
PEOPLE.— Written  especially  for  Tbb  SFSCTAToa  by  the  late  Grover  Qeveland,  Ex-Presideat  of 
the  United  States.  Mr.  Cleveland  says  that  American  life  insurance  "stands  before  the  country  in  a 
stronger  position  to-day  than  ever  before,"  and  that  to  avail  of  the  protection  of  life  inaurance  *^s 
but  to  discharge  a  duty  imperatively  suggested  by  intelligent  foresight  and  wise  precaution."  Price, 
per  copy,  10  cents:  per  100,  $4.00;  per  600,  116.00:  per  1.000,  186.00. 

WHAT  IS  THE  BEST  POLICY  TO  PURSUE?— By  Chas.  J.  Burkhart,  Actuary.  A  brochure  of 
thirty-two  pages.  An  educator  in  the  hands  of  agents  intended  to  convince  the  reader  of  the  neces- 
sity of  purchasing  life  ftisurance.  Prices:  Per  copy,  25  cents;  12  copies,  $8.00;  60  copies,  ICOO;  100 
copies,  ^0.00;  600  copies,  $40.00:  1,000  copies,  $60.00. 

PRETTY  GOOD  PROPERTY  TO  OWN.— The  writer  explatna  in  thia  aix-page  leaflet  that  be  caa 
raiae  a  libval  sum  of  money  on  his  life  insurance  policies  bv  merely  aaking  for  iL  The  value  of 
life  insurance  policies  does  not  deteriorate  in  yeara  of  financial  depresaion.  aa  do  real  estnte,  atocks, 
etc.,  and  life  insurance  ia  now  recognized  aa  the  best  investment  tor  hard  timea.  Write  for  carco- 
lar  explaining  how  to  use  this  leaflet  Prices:  Sample  copy,  10  centa;  60  copies.  $L60;  100  copies, 
$2ii0;  600  comes.  $10.00;  1,000  copies,  $1600. 

WHAT  OF  THE  FARMER  AS  A  PROSPECT.— A  leaflet  explaining  the  wonderful  improvement  in  the 

last  decade.     With  about  $9,000,000,000  comiius  to  the  fanners  each  year  for  their  cropa,  it  would 

seem  as  though  it  should  be  possible  for  the  life  insurance  solicitor  to  do  some  profitable  work  amoag 

thia  numerous  and  now  highly  prosperous  class.     Price  per  copy,  10  cents;  100  copies,  $&.00;  aw 

copies,  $7.00;   1000  copies,  $12.00. 

LIFE  INSURANCE  TAXATION.— A  leaflet  explaining  to  legislatora.  policyholders  and  the  public  at 
large  that  when  a  life  company  is  taxed,  the  tax  must  necessarily  come  out  of  the  podceta  of  the 
policyholders.    Price,  per  copy,  6  cents;  100  copies,  $2.00;  600  copies,  $7.00;  1,000  copies,  SiaOO. 

UP  AGAINST  IT.— A  leaflet  in  the  form  of  a  telegram,  announcmg  the  death  in  the  almahovae  d  a 
former  rich  man.  A  valuable  aid  in  aecuring  new  buaineaa.  Pricea,  6  centa  per  copy;  t^M  per  100; 
$7.00  per  500;  $10.00  per  LOOO. 

TOO  BUSY.— Thia  leaflet  is  of  proper  siae  to  slip  into  an  envelope,  and  ao  uaed  freely  br  agcnta  would 
undoubtedly  prove  a  valuable  aid  in  securixig  buaineaa;  0  centa  per  copy:  60  copiea,  $L26;  3M  copies, 
$2.00;  600  copie8j|7.00;  LOOO  copies,  fiO.OO:  6,000  copies,  $46.00:  10,000  copies,  $80.0Ql 

THE  UNEXPECTED  ALWAYS  HAPPENS.— A  leaflet  of  eight  pagea  and  cover.  Prieea»  per  copy. 
10  centa:  $2.00  per  60:  $$.00  per  100;  $12.00  per  600:  $20.00  per  1.00a 

HELLO,  YOUNG  MAN!— A  leaflet  especially  addressed  to  young  married  men:  very  effective  aa  a 
canvassing  document.    Prices:    6  cents  per  copy;  $2.00  per  100;  $7.00  per  600;  $10.00  per  IJOtM. 

THE  FORCE  OF  A  GOOD  EXAMPLE.— This  leaflet  is  devoted  to  an  analyaia  of  the  renaotna  why 
several  thousand  persons  each  carry  life  insurance  for  more  than  $60,000.  Irice,  per  copy,  10  oenta; 
$2.00  oer  60;  $8.00  per  100;  $12.00  per  600:  $20.00  per  1,000. 

ARE  YOU  A  WOMAN?  fp  SO,  WHAT  DO  YOU  DO  WITH  YOUR  MONEY?— A  twdve^age 
leaflet,  destined  to  show  Uie  aovantagea  of  life  inaurance  aa  an  inveatment  Pricea:  Per  copy.  It 
cents;  $8.00  per  100:  $12.00  per  600jj^0.00  per  1.000. 

BUSINltes  WOMEN^;  HOW  DO  THEY  INVEST  THEIR  SAVINGS?-An  cight-jMe  leaflet.  iUua- 
trating  that  a  life  insurance  policy  is  one  of  the  best  forms  of  investing  money.  Pnoes:  Per  copy, 
10  cents:  $1.60  per  60;  $2.60  per  100;  $10.00  per  600;  $16.00  per  LOOO. 

TRYING  TIMES.— Some  practical  auggestions  for  men  who  are  wondering  whara  the  matter  with 
fraternal  assessment  insurance.  A  four-page  leaflet  Prices:  Per  copy,  6  cents;  fLS  per  60: 
$2.00  per  100:  $7.00  per  600;  210.00  per  1,000.  _  _  _  ^  _ 

A  COMMON-SfeNSE  VIEW  OF  LIFE  INSURANCE.— 10  centa  per  copy;  $8.00  per  100  copies;  S12.0S 
per  600;  $20.00  per  1,000. 

LIFE  INSURANCE  FOR  MEN  OF  WEALTH.— Some  reasons  why  they  need  life  insurance 


INL     —        —   —  -   -     

"envelopes  of  aUTcttors'addrcsscd  by  agenu  to  prospects.    Price,  per  copy,  6  cenu;  $1J60  per  106: 

$6.00  per  1.000. 
THE  CRIME  OF  NOT  INSURING.— By  the  late  Rev.  T.  De  Witt  Talmase.    Thia  ta  one  of  the  best 

and  most  convincing  life  insurance  canvaasing  leafleU  ever  published.    Fncea,  per  copy,  10  oasts; 

100  copies,  $2.50;  1,0W  copies,  $16.00.  ,  .    .       .  ,.  ,     *       v 

REBATING.— A  new  leaflet  designed  to  show  that  rebating  la  poor  policy,  not  only  for  the  agent  bet 

the    insured.      Prices    per    copy,    10    cents;    50  copies,   $L50;   100  copies,  $2.60;  600  copies,   $10.06. 

INVEStSRSnT  FEATURES  OF  LIFE  INSURANCE.— Practical  busineaa  men  are  ahrewd 
to  see  the  advantages  of  insurance  for  investment,  and  large  numbar a  of  them  are  aecnriag 
policies.    A  four-page  leaflet    Prices,  $16.00  per  1,000;  $10.00  per  600;  $2.60  per.  m 

FROM  THE  DEPTHS.— An  insurance  story,  a  new  twelve-page  leaflet,  ahowmg  the  bencftta  off  Bfc 
insurance  to  the  public,  and  also  containing  valuable  pointersfoj:  the  mst^ction  of  ageata.  Prices 
10  cents  per  copy;  $2.00  per  60;  $8.00  per  ICO;  $12.00  per  600;  $80.00  per  1*000. 
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UP-TO-DATE  LIFE  INSURANCE  LEAPLETS-^Ton^naeif 

LIABIUTY  OF  MEMBERS  IN  ASSESSMENT  INSURANCE  ASSOCIATIONS.-A  leaflet  pre- 
l»red  from  a  legal  atandpoint  explaining  the  law  of  liability  of  membera  of  benefit  or  aaaeatment  in- 
raranee  aModationa.    Pnce,  per  copy,  10  centa;  ^00  per  60;  |3.00  per  100;  $12.00  per  600;  $30.00 


oer  IMXi, 

in  PREMIUM  KAi JLs  :yAriLL,iL  uiL  KJLUVK^xjje^aji 
nation  ia  in  the  negative.    Pricea,  per  copy,  10  centa;  100  copiea.  $S.OO;  600  coplea,  $12.00;  1,000  copiea. 


CAN  PREMIUM  RATES  SAFELY  BE  REDUCED?— By  a  prominent  company  official.    The  dctermi- 


120.00 

FALLACIES  OP  THE  HOUR.— By  a  promment  company  official.  A  aeriea  embracing  three  eifffat- 
page  leafleta:  (1)  That  premiuma  can  be  cut  in  two;  that  the  inveatment  element  ahoold  be  elimi- 
nated from  life  inanrance.  (2)  That  paat  miamanagement  ia  an  excuae  for  not  tnauring;  that  all  life 
inaurance  is  expensive;  that  all  thinga  come  to  him  who  waita.  (8)  That  a  company  should  pay 
dividends  annually  or  not  at  all.  Prieea,  for  each  of  the  three  leafleta.  per  copy,  10  centa;  lOO  cqpiea, 
IS.OO;  600  copies.  $12.00;  1,000  copiea.  $2aOO.  Fricea  for  the  aeriea  of  three  leitfeU:  100  copiea,  ^00; 
600  copies,  180.00;  1,000  copiea,  |dO.OO. 

"IT  HELPS  YOU  ALONG.'*— A  atirring  appeal  to  the  uninsured  and  the  under-tnaured,  based  on  the 
experience  of  men  foremost  in  busineaa  fife.  Pricea,  per  copy,  10  ceata;  100  copiea,  $2J50;  600  copiea, 
$10.00;  1,000  copiea,  $16,001 

"WHAT  HOLDS  YOU?"— Seta  forth  the  claima  of  life  maurance  aa  a  career  for  young  men.  and  ahowa 
the  advantagea  of  agency  work.  Prices,  per  copy,  10  centa;  100  copiea,  $2.60;  oOO  copies,  $10.00;  1,006 
copies,  $16.00. 

<AUTION  TO  POLICYHOLDERS.— In  thia  leaflet  (written  at  the  doae  of  190$)  numeroua  potent 
arguments,  cxtracta  from  influential  papera,  are  nreaented  to  ahow  that  the  life  inaurance  companiea 
are  absolutely  aafe,  notwithstanding  recent  criticiam.  Price,  per  copy,  10  centa;  100  copiea,  $8.00;  600 
copies,  $12.00;  1,000  copiea,  $20.00. 

THE  TWISTER.— A  leaflet  against  twisting  life  insurance  polieiea.  Pricea:  Per  copy,  6  centa;  100 
copies,  $2.00:  500  copies,  $7.00;  1,000  copiea,  $10.00. 

SEND  FOR  CIRCULAR  REGARDING  VALUABLE  ANNUAL  STATISTICAL  LEAFLETS.-The 
Rate  of  Interest  Earned,  the  Expense  Rate,  the  Combined  Death  and  Expenae  Rate,  the  Death  Rate, 
Actual  vs.  Expected  Mortality,  Thirty  Years  of  Life  Inaurance,  Lapses,  Death  Loases  and  Member- 
ship in  Aasesament  Sodetiea,  Dilemma  of  Fraternal  Ordera,  Ten  Years'  Growth  and  Waate,  Gain 
and  Lose  Exhibit 

AGENTS'  WALLET,  OR  POCKET  BOOK.— No  L  inaide  measurementa,  8%  x  8%  inchea;  outaide 
measurementa,  W4  x  4%  inches,  60  centa:  No.  2,  inside  meaaurements,  S%  x  4  inchea;  outaide 
measurementa,  llTx  4^  inchM,  60  centa:  No.  8,  mside  meaaurementa,  10%  x  4%  inches;  outside 
measurementa,  11  x  6  mches,  75  centa.  Special  sitae,  inside  measurementa,  9%  x  i%  inchea;  outaide 
measurementa,  1M4  x  6  inchea,  with  two  pocketa,  $1.00. 
The  Catalogue  of  The  Spectator  Company  preaenta  a  full  line  of  leafleta  uaeful  in  aoUciting  Life  In- 
surance.   Sample  copies  of  leaflets,  10  centa. 

CASUALTY  INSURANCE,  Etc. 

'CAUSES  OF  DISABILITY,  aa  applied  under  accident  and  health  inaurance  policies.  By  C.  H.  Har- 
baugh,  M.  D.  A  book  on  diagnoaia  and  prognosia,  treating  of  accidenta,  illnesaea  and  poiaons  which 
reault  in  diaability.  It  givea  alao  inatructiona  and  information  for  doctora  in  connection  with  acci- 
dent and  health  maurance:  700  pagea,  profusely  illustrated.     Price,  per  copy.  $8b00. 

THE  ADJUSTER'S  MANUAL  FOk  THE  SETTLEMENT  OP  ACCIDENT  AND  HEALTH 
CLAIMS.— By  C.  H.  Harbaugh,  M.  D.    In  flexible  leather.    Price,  $2.00. 

SELECTION  OF  RISKS  BY  THE  CASUALTY  SOLICITOR.  By  C.  H.  Harbaugh,  M.D.  Pertinent 
instructions  for  accident  or  health  insurance  agents.     Price.  25  centa. 

CLAIMS  ARISING  FROM  RESULTS  OF  PERSONAL  INJURIES.— By  W.  E.  Magruder,  M.D.  A 
treatise  showing  how  personal  injuriea  may  affect  various  diseasea,  and  how  certain  diaeasea  may  add 
to  claima  for  accidenta  by  protractins  recovery.     Price,  $2.50. 

POCKET  REGISTER  OF  ACCIDENT  INSURANCE.-]^ce,  in  manOa,  26  centa;  hi  flexible  leather 
pocket  book.  60  centa. 

ACCIDENT  INSURANCE  MANUAL.— Price,  flexible  leather  cover,  $1.00. 

HANDY  CHART  OF  CASUALTY  AND  OTHER  MISCELLANEOUS  INSURANCE  COM- 
PANIES  IN  AMERICA.— Price,  in  manila.  25  centa;  hi  flexible  leather  pocket  book,  60  centa. 

BENEFITS  UNDER  ACCIDENT  POLICIES.— Price,  in  manila,  25  centa;  bound  in  flexible  leather 
pocket  book,  60  centa. 

THE  UNEXPECTED  ALWAYS  HAPPENS.— A  leaflet  of  eight  •^ages  and  cover.  Pricea,  per  copy, 
10  cento;  $2.00  per  60:  $8.00  per  100;  $12.00  per  500;  $20.00  per  1,000. 

•THIS  MAY  HAPP^  TO  YOU."— A  handaome  little  brochure  of  thirty-two  pagea,  flluatrating  in 
verae  and  by  a  series  of  specially  drawn  picturea,  a  few  of  the  many  accidenu  that  are  liable  to 
happen  to  any  person,  especially  to  buaineaa  men  in  the  pursuit  of  their  daily  avocationa.  Price, 
26  cents. 

LIABIUTY  INVESTIGATORS'  HANDBOOK.— A  Manual  for  Investigatora  and  Adjuatera  of  Oaima 
under  Liability  Polidea.    By  H.  W.  Dtlg.    Price,  bound  in  flexible  leather.  $1.60. 

MANUAL  OF  LIABILITY  INSURANCE.— Forms  of  policies,  rate  schedule,  etc.  Price,  flexible 
leather  cover.  $2.00;   1909  edition. 

METHOD  OF  DEDUCING  LIABILITY  RATES.— By  Frank  E  Law.  A  treatise  of  24  pagea,  with 
inaet  explanatory  charta,  bound  aubstontially  in  pasteboard.    Price,  $L00. 

LAW  OF  LIABILITY.— A  digeat  of  the  lawa  of  negligence,  with  the  leading  deciaions  of  the  higheat 
Federal  and  Stote  Courto  mrectly  affecting  liability  insurance.    Price,  $6.00. 


danaage",  title  guarantee,  fly-wheel,  strike  insurance,  etc  An  instruction  book  for  amenta  regarding 
the  methods  of  and  manner  to  obtoin  business  for  surety,  plate  glass  and  caaualty  maurance  com- 
paniea.   Price,  per  copy,  cloth,  $1.00;  flexible  leather,  $1.60. 

ALSO  NUMEROUS  OTHER  VALUABLE  INSURANCE  WORKS 


Sole  Agents  for  all  works  handled  by  CHARLES  &  EDWIN  LAYTON.  of  London. 
A   Catalogue  of  Inaurance  Publications,  with  descriptive  circulara  of  the  above  worka,  will  be  for- 
warded on  receipt  of  10  cents  in  stamps.    Address 

THE  SPECTATOR  COMPANY,  135  William  Street,  New  York 
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THE  INSURANCE  YEAR  BOOK. 


BLANK  BOOK  HELPS  FOR  LIFE  AGENTS 


The  tystematic  life  insurance  agent  generally  turna  out  to  be  the  most  tuocest- 
ful  in  hift  chosen  vocation.  For  such  men  there  are  a  nnmber  of  helps  In  the  way 
of  blank  books,  which,  when  properly  used,  proTe  of  great  service. 

A  new  publication  of  The  Spectator  Company  called  "LIFE  INSURANCE 
AGENTS'  VISITS"  is  preyed  with  a  view  to  enabling  solicitors  to  keep  a  daily 
record  of  visits  to  prospective  applicants.  Space  is  provided  for  all  neces|8arv  i;i> 
formation  desired  m  maintaining  a  complete  record  of  each  person  solidteo.  A 
sample  copy  will  be  sent  for  ten  cents,  and  in  our  advertising  a>lamns  will  be 
found  furtner  particulars  as  to  prices,  etc. 

The  "AGENT*S  APPUCATION  AND  POLICY  REGISTER"  is  a  ncwly-dcviscd 
blank  book  prepared  for  the  purpose  of  keeping  a  compact  and  complete  record  of 
the  course  of  each  application,  and  of  the  history  of  each  policy  issued  thereon,  for 
20  years.  Provision  is  made  for  all  essential  items,  with  spaces  for  recording 
1100  applications  or  policies.  The  book  contains  104  pages,  size,  14^  by  22  inches, 
printed  clearly  on  excellent  and  durable  paper,  and  is  handsomely  bound  in  blade 
cloth,  with  red  leather  back  and  corners.     The  orice  is  $7.fi0  oer  copy. 

THE  LIFE  POLICY  REGISTER  AND  PRBMIUM  ReSCORD  is  a  blank 
book  de«gned  for  office  use,  to  maintain  a  complete  and  concise  record  of  busi- 
ness don<^  and  is  an  absolute  indicator  of  dates  when  premium  payments  become 
due.  Each  doable  page  contains  the  monthly  eacpiration  divisions  for  four  years. 
The  book  is  made  in  tnree  sixes,  affording  VOO,  60o0  and  7600  entries  for  four  yean 
or  for  a  greater  number  of  years  if  fewer  policies  are  disi>oaed  oi  Prices  for  Na 
1,J6:  No.  2,  18:  No.  8,  CjS. 

THE  RECORD  OF  UFE  INSURANCE  POLIOES  is  intended  for  the  use 
of  insored  persons  and  enables  them  to  keep  a  complete  record  of  their  life  in- 
snrance  policies.  Even  numbered  pagea  contain  a  ftul  description  of  the  policy, 
while  on  the  opposite  pagea  are  eolnmas  showing  the  date  of  payment,  amoont 
paid,  cash  dividends,  net  cost  for  the  year  and  costs  to  date;  also  die  additions  to 
the  policy  and  the  sum  the  policy  has  mcrtased  to.  Sample  copy  will  be  forwarded 
on  receipt  of  twenty-five  cents. 


FOR  FULL  PAHTICULARS  OF  TRK  ABOVE  WORKS  ADDRESS 

THE  SPECTATOR  COMPANY.  135  William  St..  New  York 


The  Successful  Agent 

Practical  Hints  for  the  Seller  of  life  Insurance 

The  Principles  of  Insurance  Explained  so  simply  that  any  layman  can 

readily  understand 

By  WIJLJLIA.M  A.JLBArA.J^1>B7t 


to  make 


In  Us  introduction  to  "  The  Succcssfnl  A£ent "  the  author  says . 

The  primary  object  of  this  book  is  to  teach  the  agent  how  to  sell  life  insormnre—how 
money  in  his  biisinffiss. 

Incidentally  it  will  prove  interesting  and  of  value  to  the  general  reader,  for  the 
life  insurance  in  a  way  which  any  layman,  as  well  as  any  youthful  agent,  can  readily 

The  old  agent  will  find  much  in  it  that  is  new,  and  may  be  cemxndcd  of  important  truths  that 
he  has  forgotten,  but  its  chief  value  for  him  will  be  that  be  can  utilise  It  In  infltmctins  Us' 
He  may  also  wish  a  few  additional  copies  for  important  customers. 

The  book  is  handsomely  printed  on  "  featherweight "  paper,  from  new,  clear  type,  and 
flomely  bound  in  cloth  with  title  in  gold.    Copies  arc  also  bound  in  flexible  leather  for  con^ 
in  carrying  about,  also  making  a  more  showy  book. 

PRICES :— Bound  in  Cloth,  $2.00 ;  Bound  in  Flexible  Leather.  $2.50 

Maflcd  to  any  address,  postpaid,  on  receipt  of  price 


THE  SPECTATOR 


Chicago  Offlct: 
1S9  U  Salle  Street 


COMPANY 

135  Wmiam 

NEW   YORK 
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ABSTRACT  OF  THE  SIXTY-SECOND 
ANNUAL  STATEMENT  OP  THE 

OHIO  FARMERS 
INSURANCE  CO. 

LB  ROY,  OHIO 

JANUARY  IM.  I»lt 


American  Temperance 
Life  Insurance  Ass'n 

ZSa  BnadwaT.  N«w  York 


Inritct  csKaJeratioa  of  ibe  ioUowing  adTkntagaa 
Or^alntiaD  Poivlr  Matnal 

SURPLUS  ACCUMULATIONS 
GUARANTEE  PROMPT  PAYMENT 

OF  DEATH  CLAIMS 
Ow-lulf  [ace  of  policy  paid  in  um  of 


WcaUf  Bcacfil  in  cvanl  oE  diwUiag  Vf  ncci^nt 

Only  Lift  JfuucAfKc  Compattf 
In  AnurUM  Gl^ng  Ixmtt  Katt 
to  TtmgerAte  Mm  and  Wcmtn 

Over  One  and  One-Half  MilUons 
Paid  to  Widow*  and  Orphans 

For  Puticulan, 
addreM  Stecey  Wiboo,  Geotnl  Maomger 


Ready  Keckoner 

FOR  

EARNED  AND  UNEARNED 
PREMIUMS. 


READY  RECKONER  FOR  EARNED  AND  UN- 
EARNED PREUIUMS.  A  Scriei  of  TMta 
dcdgned  far  tin  Speed;  CalculatloB  of  the 
Snou  euned  ud  oneimed  on  Paliciu  oi  In- 
•nnBce;  br  the  late  Williak  Eluwoitr,  Jr., 
formertr  ™   *^   Coutliuiitnl   Fii«    Luurance 

Tbi*  new  (b4  inporunt  work  !■  doiined  to 
fninieh  reptcientati***  of  Fire  Innnnce  Com- 
panio  the  aiBiat  tot  InetaDtaneonilr  compntinf 
euned   and  nnearncd  pTcminiiu.    The   aKiSod  la 


farniab  a  nadr-made  aotwer 

to   (^    \Vm. 
Readr  Recko 
who  *M  loai 
Nia|um  fire 

the      Caledoj 

READY  RECKONER  _  . 
expcrleoce,  and  i«  dcaicned 
latiDM  required  of  eierr  and 
DP.    Ptiotei]  on  fine  paper  and 
Si  hall  kath< 


I  1^ 


Innnaaca     Comi 


Ptbx,  i5M  Ft*  CofT. 
THE   SPECTATOR  COMPANY, 


135  WaUam  Sticct»  New  York. 


JANUARY  I,    1910 
Surplus  to  Policyholders, 

$1,679,350.07 


ClaJms  Paid   Since    Ortanization, 

Over  $12,323,000 


Ixvi 


THB   INSXJSAKCE  YBAX   BOOK. 


THE  NINETEENTH  (1910)  ANNUAL  EDITION 


THE  HANDY  GUIDE 

To  Premium  Rates,  Applications  and  Policies 


AMERICAN  LIFE  INSURANCE  COMPANIES. 


THB  HANDY  GUIDB  shows  all  the  leading  forms  of  policies  issued  by  the  yarious 
life  iasuranoe  oompanies.  with  their  conditions  and  the  application  warranties,  with  specU] 
attention  to  recent  new  forms.  Premium  lates  in  almost  endless  variety  are  given,  covering 
partidiMiting  and  non-participating  life,  endowment  and  term  contracts,  also  annuities  and 
industrial  insurance.  Loan  and  surrender  values^  showing  cash,  paid-up  and  extended 
insurance  options,  are  shown  in  detail  and  in  most  convenient  shape,  whik  other  valuable 
information  regarding  the  contracts  of  the  companies,  is  also  given. 

This  edition  is  the  most  important  ever  issued.  It  consists  of  1 134  pages,  giving  detaib 
relating  to  145  companies.  Printed  on  fine  Imported  Bible  paper»  lediiclng  the  tidck* 
nest  as  compared  with  previous  editions.  No  agent  can  afford  to  be  without  a  copy  dt 
this  valuable  work. 

Three  supplements  are  issued  in  Jtdy,  October  and  December.  Price  to  Handy  Guide 
subscribers,  to  cents  for  the  three. 


Price  rpilssri^ss^'-)  $2.60, 


With 


ADDRKSS     ALL     O  II  D  I  II  S     TO 

THB  SPECTATOR  COMPANY.    I3S  William  St,    Naw  York 


The  German 

Fire  Insurance 
Ck)mpany 

Of  the  City  of  Pittsburg,  Pa. 


OROANIZ8D  March  27, 1862 


Capital  ....  $300,000.00 
Assets  January  1,  1910  1,110,786.01 
Surplus  to  Policyholders     436,689.09 

OFFICERS 

A,  B.  SUCCOP.  Pretident 

JOHN  A.  BCKBRT,  VIoe-PrtskleBt 

A.  H.  BCKBRT,  Secretary  sad  Treeetirer 


Losses  paid  since  organisation,  $5,323,42#.95 


Bay  Slate  Mntiudlile 
Iiisiiraiiee  Co. 

1033-41  DREXEL  BUILDING 
PHILADELPHIA*  PA. 

Life,  lealth  and 
Acddent  Insiiraiice 

WANTED:— State  and  District 
Managers  on  a  roiewal  contract 
that  will  btnld  you  up  a  large 
and  prc^table  income.  Address 

AfimcY  MPAmogir 

1MS.-41  BREDD.  lOUnS 
PBUMUIU.PA. 


THE  INSURANCE  YEAR  BOOK. 
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idod  BDinoN 


Manual  of  Liability  Insarance 

The  History,  Law,  Contracts  and  Statistics 

of  LiabOlily  Insurance 

Containing  the  Manual  of  Rates  adopted  by  the  Liability  Conference 
of  Managers  January  1, 1905  ;  a  Complete  Index  to  the  Manual;  a  Table 
of  Differential  Rates;  a  Chapter  on  the  History  of  Liability  Insurance  and 
description  of  policy  forms;  Latest  fprms  of  PoUcies  issued  by  Liability 
Companies,  and  Riders  for  different  policies.  Table  showing  Liability  Loss 
Reserve,  Provisions  of  Child  Labor  Laws  in  the  <ttfferent  States,  and  the 
Statutes  of  Limitations,  are  valuable  features  of  the  new  Manual. 

Price:   Fleidble  Leather  Cover,  $2.00 

THE    SPECTATOR    COMPANY 


Chicago  Office: 
159  L«  SaUe  St 


135  WiOiam  Street 
New  York 


The 

Order  of  Unity 

announces  that  in  addition  to  its  Per- 
manent Protection  forms,  in  use  (or 
several  years,  it  has  adopted  two 
new  plans  certam  to  appeal  to  insur- 
ance men  who  are  looking  (or 

Money  Makers 

Its  record  b  clean  and  unassailable; 
every  member  is  a  friend* 


IVfHe  for  copy  of  "  Progrtn 


$$ 


Horn*  Office 

233  Oliver  Avenae,  e*r.  W««d  Street 
Pittoburgh  Pm. 


THE 

GRANITE  STATE 

FIRE  INSURANCE 
COMPANY 

PORTSMOUTH,  N.  H. 


STATBMSNT 

Cash  Capital  -  -  -  S200,000.00 
Total  Assets  -  -  -  1,100,3X3.65 
Net  Surplus         -  •  309,265.41 

Surplus  as  regards  Policyholders    509,265.41 


Calvin  Page,  President 

Joseph  O.  Hobbs,  Vice-President 
Alfred  P.  Howard,  Secretary 

T/.i,«  w.  Bmery,  Ass't  Scc'y 


ATLAS 

Assurance  Co., Ltd. 

OF    LONDON 


ESTABLISHED 


New  York  Branch 

100  WILLIAM  STREET 

Eastern  md  Sootbeni  States 


HANOVER 

Fire  Insurance  Co. 

No.  34  PINE  ST.,  NEW  YORK 


STATEMCPa  JANUARY  I.  1910 
Cuh  CapibJ  $1,000,000.00 

itnervt  ror  Itc-lRHinncc     •     2,184,565.53 

(UbhtdhI  Prcmlwu} 

itncrvc  roT  OuMandtng  LoMCf    236.423.56 

Rciervc  for  all  other  UAbllltic*      91,518.39 

NdSurptw       ■  •    1.252.594.47 

ToUIAmcU,       .  $4,765,I0L95 


R.  EMCHtV  WARFIELD,  PrMhkttl 

JOSEPH    McCORD,  Vin-Pm.    ud   Sm'i 

WM.  MORRISON,  Aia't  Sm> 


in  ROYAL 
BENEFIT 
SOCIETY 

Wwlbftw  Lmb  Md  Tmt  Biilflu 

WASHINGTON,  D.  C 


mos.  V.  mson   ■  pm^im 

&E.T0MLIN90N    Vi»-P»iaiin 
M.B.aAltBER    ■   ■   ■  SMiMy 


Operates  a  fine  mortuary 
and  relief  plan,  giving  sick, 
accident  and  death  benefits 


GoMi  Sofldtora    Mdic   Big    Im 


GERMAN  FIRE 
INSURANCE    CO. 

OP  WHEEUNG,  WEST  VA. 
1219   CHAPLINE   STREET 

Organized  In  1867 

CapiUI  Stock  -  -  $200,000.00 
Assets  -----  670,760.04 
NET  SURPLUS    -      242,433.79 

OFFICEIS 

WM.  F.  STIFEL,  President 

A.  REYMANN.  Vice-President 

F.  RIESTER,  Secretary 

WM.  aOERINQ,  Assistant  Secretan 

S.  W.  RICE,  Supt.  of  Agencies 


THE  INSURANCE  YBAK  BOOK. 
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Wl^t 


Wallet  H.  Hnlib«d 
TWcbar  M.  Bmwa 


ESTABLISHED      1836 
ENTERED  U.  S.   1848 


HcDiy  W.  Euan 
D^ulyMinipi 


J.  B.  Kiemer,  Jr. 
T.  A.  Weed 


Nfitt  f  ntlt  Smdii 


a«lei  H.  NUnheU 

John  A.  Stewait  j£J£ 

Edmund  D.  Randolph      ^Ji^ 

ISii 


Statement  of  United  States  Branch 

DECEMBER  31st.  1909 

REAL  ESTATE  $I.SSI.406.I2 

IjOANS  on  bond  and  mortgage  3,549.950jOO 
U.    S^   STATE.   CITY  AND   RAILROAD  BONDS   AND 

STOCKS  ::::::::::  S3^605.00 

ALL  OTHER  ASSETS    :::::::        ;  3.443^1.76 

TOTAL  ASSETS  (at  VahiatioD  as  of  Dec.  3 1 . 1 909)    $  1 3.885.802.88 

UNEARNED  PREMIUMS  AND  ALL  OTHER  LIABILITIES  ;  6.766.622J6 

SURPLUS       ::::::::::     $5,119,180.30 


IfuSSsS:^  $1 19,000,000.00 


IM  Hanmaii  rira  uam  laiograiM  umimi! 

Fit  Ovtr  60  Veara  HaMDutartn  uri  CtitraatM*  tar 

Muniolpal  Fire  and  Polloe  Signal  Systems 
and  Fire  Alarms  for  Isolated  Plants 

■varrthlnfl   l4rf0^1|  .ji^frMo 
OVER   1500  MUNICIPAL  INSTALLATIpNS*  — 
Now  bi  Actual  Service  in  the  United  States  and  Foreign  t^tntria 

Tha  lanawall  Aaxiliary  Fira  Alani  GaaipaiY 

Fire  Alarm  liwlallalloiw  lor  the  Mitrlor 

of  Buildings  Connooting  DIrootly 

with  Iho  Publlo  Sorvloo 

OVER  6000  mSTALLATIONS  NOW  IN  oSifeATION 

INFACTORIBS,HOTEI^,  PUBLIC  INSTITUTIONS,  ETC 

■XCCUTIVI  OFFICESi  IS   Barolay  'SIrMt,    NCW  YORK 


RIvDaJMMlr*' 


Philadelphia  Underwriters'  P'olicy 

QOOD  AS  THE  BEST 

Secured  by  Flnandal  ReKMUice*  of  the  Cub  Value  of  over 

Twenty-Three  Million  Dollars 

Innirance  against  Loss  by  Fire,  Llgbtnlns  and  Tomadoes 
Prompt  Payment  c^  Losses — ^Just  and  Liberal  Treatment  ot  Patroos 


W.  B.  FLICKINQERI 


AMt  Oeneral  AtMts 


J.  F.  DOWNING 


Western  Department,  Erie,  Pa. 


I 


\  J 


